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PREVIEWS 

The  following  publications  are  in  the  process  of  being  printed.  Advance  sales 
orders  may  be  placed  for  these  publications.  Orders  will  be  scheduled  and  copies 
mailed  as  soon  as  stocks  are  received.  It  is  not  possible  to  estimate  the  lapse  of 
time  before  the  publications  will  actually  appear.  All  information  in  regard  to 
title,  series,  classification,  distribution,  and  price  given  in  these  listings  is  pre- 
liminary and  subject  to  change  when  the  publications  actually  come  from  the 
press.  Those  so  marked  will  be  sent  to  depository  libraries,  providing,  that  at 
the  time  of  going  to  press,  the  libraries  were  on  list  to  receive  the  items  under 
which  these  publications  will  be  distributed. 


Behavioral  effects  of  occupational  exposure  to  lead,  by  John  D.  Repko,  Ben  B. 
Morgan,  jr.,  and  John   Nicholson,  University  of  Louisville,   Louisville,   Ky. 

(NIOSH   research   report,   National  Institute  for   Occupational   Safety   and 
Health.)    $3.15    (S/N  017-033-00067-1).     •  HE  20.7111 :  L 46 

Carcinogens  in  environment.  Reprinted  from  6th  annual  report  of  Council  on 
Environmental  Quality.  75tf   (S/N  041-011-00030-1).     •     PrEx  14.1/a  :  C  178 

Cost-of-living  escalator  clauses  and  inflation,  staff  report,  (Executive  Office  of 
the  President,  Council  on  Wage  and  Price  Stability.)  $1.45.     • 

PrEx  22.2:  In  3 

Discursive  dictionary  of  health  care,  prepared  by  Staff  for  use  of  Subcommittee 
on  Health  and  Environment  of  Committee  on  Interstate  and  Foreign  Com- 
merce.  (Committee  print,  94th  Congress,  2d  session.)   $2.50.     • 

Y  4.1n  8/4  :  H  34/26 

Master  register  of  Bicentennial  projects.  Feb.  1976.  (American  Revolution 
Bicentennial  Administration.)  $4.10  (S/N  052-008-00014-0).     • 

Y  3.Am  3/6  :  2  R  26/976 

Super  me,  super  yo,  bilingual  activity  book  for  young  children,  and  guide  for 
parents,  teachers,  etc  Published  in  interest  of  drug  abuse  prevention.  $2.45 
(2  vol.  set).   (S/N  017-024-60456-1).     • 

PrEx  20.2  :  Su  7  and  PrEx  20.2  :  Su  7/guide 

Toward  National  ocean  policy,  1976  and  beyond,  by  Robert  Osgood  and  others. 
Prepared  for  National  Science  Foundation  by  Ocean  Policy  Project,  Johns 
Hopkins  University,  D.C.  $2.60  (S/N  038-000-000263-5).     • 

NS  1.2  :  Oc  2/5/976 

Women  and  housing,  report  on  sex  discrimination  in  5  American  cities,  pre- 
pared by  National  Council  of  Negro  Women,  Inc.  (Department  of  Housing  and 
Urban  Development,  Office  of  Assistant  Secretary  for  Fair  Housing  and  Equal 
Opportunity.  $3.40  (S/N  023-000-00376-3).     •  HH  1.2  :W  84/3 
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Abbreviations 


add addition,  addendum, 

addenda. 

Amdt.,  amdts amendment,  amend- 
ments. 

app appendix,     appendixes. 

bk.,  bks book,  books. 

chap chapter,  chapters. 

Cong Congress. 

Dept Department. 

doc document. 

facslm facsimile,  facsimiles. 

fy fiscal  year. 

G.H.A Greenwich  hour  angle. 

H House. 

H.  Con.  Res House  concurrent  reso- 
lution. 

H.  doc House  document. 

H.  ex.  doc House  executive  docu- 
ment. 

H.J.  Res House  joint  resolution. 

H.R House  of  Representa- 
tives,  House  bill. 

H.  Res House  resolution. 

H.  rp House  report. 

11 Illustration,  Illustra- 
tions. 

in inch,  inches. 

bit latitude. 

long longitude. 

m mile. 


n.  d no  date. 

n.  p no  place. 

no.,  nos number,  numbers. 

p page,  pages. 

p.  of  pi pages  of  plates. 

par.,  pars paragraph,  para- 
graphs. 

pi plate,  plates. 

por portrait,  portraits. 

pt,  pts part,  parts. 

rp report. 

S Senate,  Senate  bill. 

S.  Con.  Res Senate  concurrent  reso- 
lution. 

S.  doc Senate  document. 

S.  ex.  doc Senate  executive  docu- 
ment. 

S.  ex.  rp Senate  executive  re- 
port. 

S.J.  Res Senate  joint  resolution. 

S.  Res Senate  resolution. 

S.  rp Senate  report. 

sec section,  sections. 

sess session,  sessions. 

Stat.  L Statutes  at  large. 

supp supplement. 

tab table,  tables. 

Treas i Treasury. 

v volume,  volumes. 

vs..  v versus. 


Common  abbreviations  for  the  names  of  States,  months,  etc.,  are  also  used. 
An  explanation  of  the  symbols  used  to  designate  sizes  of  publications  is  given  on  the 
Inside  of  the  front  cover. 


Explanation 

The  individual  issuing  department,  bureau,  office,  or  agency  is  considered  the 
publisher  of  Government  publications. 

Words  and  figures  enclosed  in  brackets  [  ]  in  titles  are  given  for  information, 
but  do  not  appear  on  the  title  pages  of  the  publications  cataloged.  Place  and 
printer  are  not  given  for  publications  printed  at  the  United  States  Government 
Printing  Office,  Washington,  D.C.,  or  at  Government  departmental  and  field  print- 
ing plants.  The  dates  given  with  Senate  and  House  documents  and  reports  are 
the  dates  on  which  they  were  ordered  to  be  printed.  Usually  the  printing  promptly 
follows  the  ordering,  but  various  causes  sometimes  make  delays. 

Under  provisions  of  the  Printing  Act  of  January  12,  1895,  all  Government  publi- 
cations, except  administrative  and  confidential  (or  restricted),  are  entered  in  the 
Monthly  Catalog. 

The  L.C.  card  number  appended  to  some  of  the  entries  is  for  those  libraries 
ordering  printed  cards  from  the  Library  of  Congress.  The  number  at  the  extreme 
right  of  an  entry  indicates  the  classification  of  the  publication  in  the  Office  of  the 
Superintendent  of  Documents. 


General  Information 

The  Superintendent  of  Documents,  Government  Printing  Office,  Washington, 
D.C..  is  authorized  by  law  to  sell  copies  of  Government  publications.  A  25  per- 
cent discount  is  allowed  to  purchasers  of  100  or  more  copies  of  a  single  publica- 
tion mailed  to  one  address.  Bookdealers,  buying  for  the  purpose  of  resale,  may 
receive  the  same  discount  regardless  of  quantity  if  the  publications  are  mailed 
to  their  place  of  business.  No  discount  is  allowed  when  the  publications  are 
mailed  to  a  third  party  unless  in  quantites  of  100  or  more. 


The  prices  of  all  I'.S.  Government  publications  sold  by  the  Assistant  Public 
Printer  (Superintendent  of  Documents)  are  established  by  the  Public  Printer 
in  accordance  with  Title  44  of  the  United  States  Code. 

Prices  are  subject  to  change  and  the  prices  charged  on  your  order  will  be 
those  in  effect  at  the  time  your  order  is  processed.  As  it  is  not  feasible  to  manu- 
ally correct  the  prices  in  the  publications  affected  by  price  changes,  the  prices 
charged  on  your  order  may  differ  from  those  printed  in  the  publications. 

Although  the  issuing  agencies  generally  know  about  price  changes,  some  agen- 
cies inadvertently  continue  to  publish  announcements,  order  forms,  and  cata- 
logs which  contain  erroneous  prices.  Frequently,  the  news  media  publish  articles 
with  erroneous  or  outdated  prices. 

PRICE   LIST 

There  is  no  general  price  list  of  public  documents,  but  numerous  lists  have 
been  prepared  on  special  subjects  and  these  will  be  furnished,  on  application. 
by  subject  or  subjects  concerning  which  information  is  desired.  It  will  also 
be  noted  that  current  publications  which  are  for  sale  are  listed  in  this  catalog. 

LIST   OF   SELECTED   PUBLICATIONS 

In  addition  to  the  subject  bibliographies,  the  Office  of  the  Superintendent  of 
Documents  issues  a  monthly  list  of  Selected  United  States  Government  Publi- 
cations for  sale  by  the  Superintendent  of  Documents.  Each  list  contains  annota- 
tions and  prices,  and  may  be  obtained  free  upon  application  to  the  Superintendent 
of  Documents. 

CONGRESSIONAL   PUBLICATIONS 

Subscription  service  has  been  implemented  for  the  following  groups  of  Con- 
gressional publications:  House  and  Senate  Documents;  House  and  Senate  Hear- 
ings; House  and  Senate  Reports  on  Public  Bills;  House  and  Senate  Reports  on 
Private  Bills ;  Public  Bills ;  Private  Bills ;  Public  Laws ;  and  Private  Laws.  In 
most  cases,  single  copies  of  publications  in  these  groups  of  Congressional  pub- 
lications are  not  sold.  Sales  copies  of  a  few  of  the  more  important  ones  are 
printed,  and  you  will  find  the  sales  prices  listed  in  the  individual  entries.  The 
current  subscription  prices  may  be  obtained  from  the  Superintendent  of 
Documents. 


HOW  TO  ORDER  PUBLICATIONS 

Publications  entered  in  this  catalog  that  are  for  sale  by  the  Superintendent  of 
Documents  are  indicated  by  an  asterisk  (*)  preceding  the  price.  Those  for  sale 
by  the  National  Technical  Information  Service  are  indicated  by  the  sign  (§) 
preceding  the  price.  A  black  dot  ( • )  indicates  that  the  publication  has  been,  or 
will  be,  sent  to  depository  libraries.  A  plus  sign  (4-)  indicates  that  application 
should  be  made  to  the  department,  bureau,  or  agency  issuing  the  document.  A 
number  sign  ( # )  indicates  that  the  document  is  printed  for  official  use  and  is 
not  obtainable.  When  additional  information  concerning  the  method  of  pro- 
curing a  document  seems  necessary,  it  will  be  found  under  the  name  of  the  bureau 
by  which  it  was  published. 

In  ordering  a  publication  from  the  Superintendent  of  Documents,  give  the  stock 
number  (if  available  following  the  price) ,  the  name  of  the  publishing  department, 
bureau,  or  agency,  the  title,  and  the  classification  number  which  is  added  to  the 
entry  at  the  extreme  right.  Order  Congressional  documents  and  reports  by  the 
title,  together  with  the  document,  or  report  number  and  the  Congress,  e.g., 
H.  Doc.  1,  94th  Congress. 

Do  not  use  the  L.C.  card  number  in  ordering  a  publication  from  the  Superin- 
tendent of  Documents. 

HOW  TO  BEMIT 

Remittances  for  documents  marked  with  an  asterisk  (*)  should  be  made  to  the 
Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington, 
DC  20402,  by  coupon,  postal  money  order,  express  order,  or  check.  Publications 
cannot  be  mailed  in  advance  of  receipt  of  remittance.  Foreign  remittances  should 
be  made  by  international  money  order,  payable  to  the  Superintendent  of  Docu- 
ments, or  draft  on  an  American  bank.  The  Superintendent  of  Documents  will 
also  accept  International  Response  Coupons  and  UNESCO  coupons. 

Foreign  money,  defaced  or  smooth  coins,  will  not  oe  accepted.  Do  not  send 
postage  stamps. 

Persons  who  make  frequent  purchases  from  the  Superintendent  of  Documents 
may  find  a  deposit  account  convenient.  Deposits  of  $50.00  or  more  are  accepted 
against  which  orders  may  be  placed  without  making  individual  remittances  or 
first  obtaining  quotations.  Order  blanks  are  furnished  for  this  purpose.  After 
the  handling  of  the  order  has  been  completed,  it  will  be  returned  showing  the 
publications  supplied,  explanations  regarding  those  not  sent,  and  the  amount  of 
charge. 

No  charge  is  made  for  postage  on  documents  forwarded  to  points  in  United 
States  and  its  possessions.  There  is  a  special  handling  charge  on  all  orders 
mailed  to  a  foreign  country  (including  Canada).  The  charge  is  one-fourth  of  the 
current  selling  price  of  publications  and  subscription  services  ordered.  This  Is 
to  cover  the  special  handling  required  to  comply  with  the  customs  and  inter- 
national mailing  regulations. 

LIBRARY    CLASSIFICATION    OF   GOVERNMENT   DOCUMENTS 

The  classification  given  at  the  right  of  entries  for  departmental  publication 
is  that  used  in  the  Library  Division  of  the  Office  of  the  Superintendent  of 
Documents.  The  shilling  mark  (/)  separates  what  ordinarily  would  be  superior 
or  inferior  numbers  or  letters.  It  is  not  practicable  to  print  these  numbers  or 
letters  as  superiors  or  inferiors  in  the  Monthly  Catalog. 


New  Classification  Numbers 


National  Technical  Information  Service. 
C  51.9/29 :nos Weekly   government    abstracts:    Health   plan- 
ning. WOA    14  l  series  I . 
C  61.9/30 :nos Government    abstracts:    Problem-solving  tech- 
nology for  State  &  local  governments. 

National  Oceanic  and  Atmospheric  Admin. 

C  55.21/4:  nos Internationa]  Field  Year  for  the  Great  Lakes: 

Technical  manual  series. 

Environmental  Research  Lai 'oratories. 

G  55.618 :  nos Geophysical  monitoring  for  climatic  change. 

Census  Hureau. 

C  oti.254/5 :  date/ltrs Census    of    construction    industries:     Special 

reports. 

Not*. — See,  for  earlier  class,  C  3.245/5  :  (date/ 
ltrs). 

International  Commerce  Bureau. 
C  57.117:  date Overseas   export   promotion   calendar    (quart- 
erly ) . 
Nora. — See,  for  earlier  class,  C  57.12  :(date). 
Economic  Analysis  Bureau. 
C  ."'.Ml/2:  date Business  statistics,  weekly  supplement  to  Sur- 
vey of  current  business. 

Note. — See,     for     earlier     class,     C     56.109/2 : 
(date). 

C  59.11/3:  date Business  statistics,  biennial  supplement  to  Su- 

vey  of  current  business. 
Note. — See,  for  earlier  class,  C  56.109/3  : (date). 

C  59.11/4 :  CT Supplements    [special]    to    Survey    of   current 

business. 
Note. — See,  for  earlier  class. 
Federal  Communications  Commission. 

cc  1.49 :  v.nos.&  nos FCC  actions  alert  (weekly). 

Adjutant  General's  Office. 

I)  102.81 :  v.nos.&  nos Army  host  (bimonthly  ). 

Naval  Sea  Systems  Command. 

D  211.23;  CT Naval  Torpedo  Station,  Keyport,  Washington: 

Publications.  __ 
Energy  Research*  and  Development  Administra- 
tion. 

ER  1.7:  nos News  releases. 

Federal  Energy  Administration. 

FE  1.9/4  :  date .Monthly  petroleum  statistics  report. 

Note. — Replaces  FE  1.9  :  and  FE  1.9/3  :. 

FE  1.15/2:  date Report  to  Congress  on  the  economic  impact  of 

energy    actious   as   required   by   public  law 
83-275,  section  18(D)  ( semiannual ) . 
Social  and  Rehabilitation  Service. 

HE  17.29:  date Social     and     Rehabilitation     Service     reports 

bulletins  (semiannually). 

IX 


Government  Publications 


Education  Office. 
HE  1!».116:CT National  Advisory  Council  for  career  Educa- 
tion :  Publications. 

Note.— Created  by  PL  93-380,  August  21,  1974. 

HE  19.117:  date National    Advisory   Committee  on  the  Handi- 
capped, annual  report. 
Note. — See,  for  earlier  class,  HE  5.86/2  .-(date). 

HE  19.119:  date Closer  look,  report  from  National  Information 

Center  for  the  Handicapped. 
National  Center  for  Education  Statistics. 
HE  19.336:  date Social    and    economic    characteristics   of    U.S. 

school  districts  (annual). 
Health  Insurance  Benefits  Advisory  Council. 

HE  20.17  :  date Annual  reports. 

National  Heart  and  Lung  Institute. 

HE  20.3212 :  date Subject  index  of  current,  research  grants  and 

contracts  administered  by  the  National  Heart 
and  Lung  Institute. 
National  Institute  of  Arthritis,  Metabolism,  and 
Digestive  Diseases. 
HE  20.3317:  date Diabetes  Mellitus  Coordinating  Committee,  an- 
nual report  to  the  Director,  National  In- 
stitutes of  Health. 

HE  20.3619:  v.nos.&nos National  Library  of  Medicine  news  (monthly). 

Note. — See,  for  earlier  class,  FS  2.213  :(date). 

Health    Planning    and    Resources    Development 
Bureau. 

HE  20.6113  :  CT Hill-Burton  health  facilities  series. 

Note. — See,  for  earlier  class,  HE  20.6010  :(CT). 

Health  Manpower  Bureau. 

HE  20.6610 :  date Directory    of    programs    preparing    registered 

nurses  for  expanded  roles  (annual). 

Note. — See,  for  earlier  publication,  HE  20.- 
6102  :N  93/3/973-74. 

Center  for  Disease  Control. 

Family  planning  services  (annual). 

Bureau  of  Mines. 

Sodium  compounds,  monthly. 

Note. — Kept  in  library  on  temporary  basis  as 
release  material.  Entered  in  Feb.  issue  of  monthly 
catalog  only. 

National  Park  Service. 

I  29.83:  date Grants-in-aid  catalogue  (annual). 

I  29.84:  nos Preservation  briefs  (annual). 

Mining  Enforcement  and  Safety  Administration. 

1  69.10/3 :  date MESA  safety   reviews :   Injuries  at  sand  and 

gravel  plants  (annual). 
Employment  and  Training  Administration. 

L  37.1 :  date Annual  report. 

L  37.2  :  CT General  publications. 

L  37.3-8: Reserved. 

L  37.9 :  v.nos.&  nos ETA  intercharge. 

Note.— See,  for  earlier  class,  L  1.69  :(v.nos.& 
nos.). 

L  37.8/2  :  CT CETA  technical  assistance  documents. 

Processing  Department. 
LC  30.19:  date Library  of  Congress  name  headings  with  ref- 
erences (quarterly). 
President  of  United  States. 
Pr  38.11:  date Federal  ocean  program,  annual  report  to  Con- 
gress. 
Note. — See,  for  earlier  class,  Pr  37.11  :(date). 


HE  20.7011/21 :  date. 
I  28.135/2 :  date 
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state  Department 
B  L27/3 :  date.  Passport  office  [newsletter]. 

Treasury  Department 
T  1.40 :  v.in.s.vV  nos Revenues,  an  Office  of  Revenue  Bharing  news- 
letter. 

TraneportatloQ  Department  . 
TD  1.30:  CT Energy  conservation  Cad  sheets. 

Federal  Highway  Administration. 

ti  »  2.38:  ii..s Highway  safety  program  standards. 

Tl>  2.39:  nos National  Highway  Institute  bulletins. 

TD  2.40:  oos Demonstration  projects  (numbered). 

TD  2.41:  nos KHWA  program  HV  -(series). 

TD  2.42:  date Federally  coordinated  program  of  highway  re- 
search and  development  (annual  I. 

Federal  Aviation  Administration. 

TD  4.33/4:  date The  Great   Lakes  region  aviation  system,  ten 

year  plan. 
National  Highway  Traffic  Safety  Administration. 

TD  8.21:  date International    congress   on   automotive   safety. 

proceedings. 
Commodity  Futures  Trading  Commission. 

Y  8.C  73/5  :  1/date Annual  reports. 

Y  3.C73  5:2  CT General  publications. 

Note.— Established  by  88  stat.   1389  :  7.    I 
4a.  See.  for  earlier  class,  A  86. 

^    8.C  73/5 :  9/date  &  nos Commitments  of  traders  in  commodity  futures 

with  market  concentration  ratios  (monthly). 
Note. — See,  for  earlier  class,  A  85.9: (nos). 
Kept  in  library  on  temporary  basis  as  release 
material.  Entered  in  Feb.  issue  of  monthly  catalog 
only. 
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Chicago  Hoard  of  Trade  futures  contracts 
in  exchange-approved  and/or  Federally  li- 
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Kept  in  library  on  temporary  basis  as  release  ma- 
terial. Entered  in  Feb.  issue  of  monthly  catalog 
only. 
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Y  4.M69/3:CT  Publications. 
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Y  3.P38/2:2CT General  publications. 

Note.— Established  by  88  Stat.  1004  ;  29  U.S.C 
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Discontinued  Series 
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Sugar  reports  (monthly  ) . 

Nutk. — Discontinued  with  July  1975  issue.  In- 
formation presently  contained  in  Sugar  market 
news. 

Economic  Research  Service. 

A  03.31/2:  nos Sugar  and  sweetener  situation  (quarterly). 

Note.— Discontinued  with  Nov.  1975  issue.  In- 
formation presently  contained  in  Sugar  and 
sweetener  report. 
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C  51.7/6:  date National  Technical  Information  Service. 
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contained  In  Selected  reports  [Includes  best  new 
research  titles  from  NTIS]. 

Federal  Energy  Administration. 

FE  1.9/2:  date Petroleum   imports   reporting  system,    weekly 

situation  report. 

Note. — Discontinued  with  Issue  dated  Sept.  6, 
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FR  1.34/5:  date Finance  rate  and  other  terms  on  new  and  used 

car  installment  credit  contracts  purchased 
from  dealers  of  major  auto  finance  com- 
panies, (monthly). 

Note. — Discontinued,  absorbed  by  Automobile 
installment  credit  developments,  January  1976. 

FR  1.34/6:  date Automobile  loans  by  major  finance  companies, 

(monthly). 

Note. — Discontinued,  absorbed  by  Automobile 
installment  credit  developments,  January  1976. 

FR  1.56/2 :  date Division  of  Research  and  Statistics,  Board  of 

Governors  of  Federal  Reserve  System.  Flow 
of  funds,  unadjusted,  (quarterly). 

Note. — Discontinued,  merged  with  Flow  of 
funds,  seasonally  adjusted  to  form  Flow  of  funds, 
seasonally  adjusted  and  unadjusted  beginning  3rd 
quarter,  1975. 

Oil  Gas  Office. 

I  64.7:  date Pressreleases. 

Note. — Discontinued  effective  June  28,  1974. 

Interior  Department. 

I  1.82/3:  date Pressreleases. 

Saline  Water  Office. 
Note. — Discontinued  with  Dec.  1974  issue. 

Upper  Great  Lakes  Regional  Commission. 

Y  3.Up  6 :  7/nos Press  releases. 

Note. — Discontinued.  Information  presently 
contained  in  joint  releases  of  Economic  Develop- 
ment Administration  and  Upper  Great  Lakes  Re- 
gional Commission,  C  46.7  :. 

Reduction  of  Federal  Expenditures  Joint  Com- 
mittee. 

V  4.R  24/4:  nos Monthly  report  on  Federal  personnel  and  pay. 

Note. — Discontinued  with  no.  367,  Aug.  1974. 

Corrections  for  Previous  Monthly  Catalogs 

May  1975.  Entry  7465,  International  petroleum  manual,   1972,  Errata.  Delete 

•  Item  642-A. 
June  1975.  Entry  7815,  Medium  intensity  runway  lighting  system  and  visual 

approach    slope   indicators   for   utility    airports,    Change    1.    Delete    •  Item 

431-H-2. 

Entry  9507,  XBS  film  catalog.  Delete  •  Item  241-A. 

July    1975.    Entry    09880,    Recommendations    and    reports.    Change    •  Item    to 

104  9-H. 

Entry  10989,  Drugs  and  sex.  Change  Item  to  467-H-5. 

Aug.  l!»T.").  Entry  12186,  Audit  of  financial  statements  of  St.  Lawrence  Seaway 

Development  Corporation.  Change  Item  to83-B. 
— —Page  ix,  New  Classification  Numbers.  Change  Commodity  Services  Admin- 
istration to  Community  Services  Administration. 
Sept.  1975.  Entry  nos.  14214-14234.  Change  class  to  read  1 19.42/5  :  nos. 
Nov.  1975.  Entry  183-!5,  Why  women  work  [Revised  May,  1974.].  Correct  class 

to  read.  L  36.102  :  W  62/974. 
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Aug   1*»7S  I  (1975.)  I4  +  |2]  p.il.  narrow  8°     +     •Item  30- A -2 
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•Item  30-A-2 

AA  1 11:4000  9 
iMUM        4000 12.    Use    your    leadership    ability    and    liberal    arts    education    in    ACTION,    Peace 
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Aug.   1975.]   [1975]   12   p.il.    narrow   8°     [Series   no.   given   as   4000.3   on    publication 
in  error  1     +     •Item  30-A-2 

AA  1.11:4000.13 
i>m*>        5100.1.    Peace   Corps   farming,   more   than    job.    [Revised   Aug.   1975.]   [1975]    cover   title, 
p.  3-18  il.  narrow  8°     [Page  1-2  of  text  are  p.  1-2  of  cover]     +     •Item  30-A-2 

AA  1.11:5100.1 

00007  ACTION  special  volunteer  programs.  [1975.]  [8]  leaves  + 

AA  1.2:V  88/2 

ADVISORY  COMMISSION  ON  INTERGOVERNMENTAL 
RELATIONS  Washington,  DC  20575 

00008  Changing  public  attitudes  on  governments  and  taxes,  1975,  Commission 

survey;  [prepared  by  Will  Myers  and  John  Shannon  ].  July  1975. 
v  +  25  p.  4°  (S-4.)  [Includes  list  of  selected  ACIR  public  finance 
reports.]     +     •Item  1049-D 

Y  3. Ad  9/8:2  G  74/5 

lYoperty  tax  circuit-breakers,  current  status  and  policy  issues,  informa- 
tion report  [with  selected  circuit-breaker  bibliography].  Feb.  1975. 
v  +  33  p.  4°    (M-87.)     +     •Item  1049-D 

Y  3. Ad  9/8:2  T  19/18 

State  actions  1973:  Toward  full  partnership;  [by  Margaret  R.  Carvan 
,  Lawrence  D.  Gilson  ,  Rochelle  L.  Stanfield,  and  John  D.  Gambill] 
Jan.  1974  h'l  I  M  p.il.  4°    (M-82.)     *  Paper,  85c.    •Item  1049-D 

Y  3. Ad  9/8:2  St  2/973 

RY  COUNCIL  ON  HISTORIC  PRESERVATION  Washington. 
DC  20240 

ograms    for   neighborhood   conservation;    [by    Harvey    Blu- 

itfa  I  j    1975    cover  title,  [85]  p.  4°  ([Office  of  Intergovernmental 

Pit    :  ims  and  I  i  inning.])  [Prepared  by  Advisory  Council  on  Historic 

1  i       i  ration  kn  Neighborhood  Conservation  Conference,  NYC,  Sept 

•75.  Sponsored  by  National  Endowment  for  the  Arts  ,  Conser- 

\t  by  National  Technical  Information  Service, 
Springfield,  VA  22151 
•Sent  to  Depository  libraries  Page  1 
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vation  Foundation,  State  of  New  York,  New  York  City  Landmarks 
Preservation  Commission.]     +     •Item  1064-A 

Y  3.H  62:2  N  31 

AGING  ADMINISTRATION,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20201 

00012  I  &  R  [information  and  referral]  program  configuration,  guide  for  state- 

wide planning  by  C.  L.  Hohenstein  ,  J.  Banks  .  Oct.  1975.  [3] +  119 
p.il.  4°  (DHEW  publication  (OHD)  76-20114;  National  Clearinghouse 
on  Aging.)  [Prepared  by  C.  L.  Hohenstein  &  Associates,  Atlanta, 
Ga.,  under  contract  with  South  Carolina  Commission  on  Aging, 
Columbia,  S.C.]     +     #Item  447-A-3 

HE  1.208/2:C  76 

AGRICULTURAL  RESEARCH  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

ARS  (series). 

00013  NE-24.  USDA-DHIA  sire  summary  list,  spring  1975,  Ayrshire,  Guernsey,  Holstein,  Jersey, 

Brown  Swiss,  Milking  Shorthorn,  and  Red  Dane  Sires;  [by  Frank  N.  Dickinson 
,  H.  Duane  Norman  ,  Gerald  J.  King,  and  Rex  L.  Powell].  [1975]  cover  title, 
xiv  +  331  p.  4°  (Animal  Physiology  and  Genetics  Institute.)  [Text  on  p.  2  of  cover.] 
+     •Item  25-B 

A  77.15:NE-24-2 

00014  Plant  inventory  no.  181,  Plant  material  introduced  Jan.  1-Dec.  31,  1973 

(nos.  377555-384427).  [June  1975.]  239  p.     +    •Item  101 

A  77.515:181 

AGRICULTURE  DEPARTMENT  Washington,  DC  20250 

Note.— Requests  to  the  Department  of  Agriculture  for  publications  should  include  the  USDA 
number  if  given  in  the  entry. 

Agricultural  economic  report. 

00015  2%.   Farmers'   use   of  pesticides   in   1971,    expenditures;   [by   Helen  T.   Blake   and   Paul 

A.  Andrilenas  ].  [Nov.  1975.]  cover  title,  iv  +  42  p.il.  4°  (Economic  Research  Service.) 
[Abstract  on  p.  2  of  cover.]  +      •Item  42-C 

A  1.107:296 

00016  308.  Economics  of  rural  ambulance  service  in  Great  Plains  [with  list  of  literature  cited; 

by  Gerald  A.  Doeksen  ,  Jack  Frye  ,  and  Bernal  Green].  [Nov.  1975.]  [2]  +  ii+22 
p.il.  4"    (Economic  Research  Service.)  +      •Item  42-C 

A  1.107:308 

00017  311.  Alternative  futures  for  nonmetropolitan  population,  income,  employment,  and  capital; 

[by]  Clark  Edwards  ,  Rudolph  DePass  .  Nov.  1975.  cover  title,  v  +  56  p.il.  4° 
(Economic  Research  Service.)  [Abstract  on  p.  2  of  cover.]     +     •Item  42-C 

A  1.107:311 

00018  314.  Farmers'  expenditures  for  custom  pesticide  services,   1971;  by  Walter  L.  Ferguson 

.  [Nov.  1975]  iv  +  31  p.il.  4°    (Economic  Research  Service.)     +     •Item  42-C 

A  1.107:314 

Agriculture  handbook. 

00019  466.  Tropical  yams  and  their  potential:  pt.  2,  Dioscorea  bulbifera  [with  list  of  literature 

cited;  by  Franklin  W.  Martin  ].  [Oct.  1974.)  iv  +  20  p.il.  4°     (Agricultural  Research 
Service.)  [Prepared  in  cooperation  with  Agency  for  International  Development.] 
•  Paper,  40c.     •Item  3 

A  1.76:466 

00020  491.   1975    handbook   of   agricultural   charts.    [Oct.   1975.]   cover  title,   164   p.il.   4°    [Text 

on  p.  3  of  cover.]     +     •Item  3 

A  1.76:491 
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379.  Growing  nectarines;  [by  John  H.  Weinberger  ).  [Apr.  1975]  iv  +  22  p.il.  (Agricultural 
Research  Service.)     •  Paper,  40c.     •Item  4 
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Farmers'  bulletin. 
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Economic  Analysis  Division,  Economic  Research  Service.])  'Paper,  30c.  •Item 
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Service.)     *  Paper,  25c.     •Item  II 

A  1.77:210 

Leaflet. 

561.  Controlling  grass  tetany;  [by  D.  L.  Grunes  and  H.  F.  Mayland  ].  [Aug.  1975  ] 
[81  p.il.  narrow  8°      •  Paper,  25c.     •Item  12 

A  1.35:561 

Marketing  bulletin. 

58.  Marketing  California  raisins  [with  bibliography;  by  Joseph  C.  Perrin  and  Richard 
P.  Van  Dies  ].  [Oct.  1975.]  27  p.il.  (Agricultural  Marketing  Service.)  +  •Item 
13-G 

A  1.95:58 

Marketing  research  report. 

1018.  Designing  efficient  egg  products  processing  plant  [with  list  of  literature  cited;  by 
Clarence  E.  Harris  and  R.  Charles  Brooks  ].  [Oct.  1974]  [2]  +  22  p.il.  4°  (Agricultural 
Research  Service.)  [Prepared  in  cooperation  with  North  Carolina  State   University] 

•  Paper,  50c.     •Item  13-B 

A  1.82:1018 
1025.   Intcrmod.il  transport  of  frozen  poultry  products  to  overseas  markets,   comparison 
of  physical  performance  and  costs  of  van  container   and  break-bulk   systems;   (by 
Constantine  J.  Nicholas  and  Philip  L.  Breakiron  ].  [Dec.  1974]  [3] +  53  p.il.  4° 
(Agricultural  Research  Service.)     •  Paper,  $1.00.     •Item  13-B 

A  1.82:1025 
10.34    Bonus  food  stamps  and  cash  income  supplements,  their  effectiveness  in  expanding 
demand  for  food;  [by  Robert  B.  Reese  ,  J.  Gerald  Feaster  ,  and  Garcy  P.  Perkins] 
[Oct.  1974.1  vi  +  . 32  p.il.  4°     (Economic  Research  Service.)      ♦      •Item  13-B 

A  1.82:1034 
1043.  Pool  delivery  systems  for  wholesale  florists  in  urban  areas;  [by  Robert  F    Guilioy 
,  jr.].  [July  1975]  15  p.il.  4°     (Agricultural  Research  Service.)     +     •Item  13-B 

Miscellaneous  publication. 

1302  Hog  feeder.  Aug.  1975.  [2]  p.il.  4°  (Cooperative  farm  building  plan  exchange,  plan 
f!44;  [Agricultural  Research  Service].)     *  Paper,  25c.     •Item  13-A 

A  1.38:1302 
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00035  1303.  Nutrimeter,  student's  guide;  [by  Betty  Peterkin  ].  [Apr.  1975.]  5  p.  4°     (Agricultural 

Research  Service.)     •  Paper,  30c.     •Item  13-A 

A  1.38:1303 

00036  1311    Maternity  barn  for  dairy  cows.  Aug.   1975.  [2]  p.il.  4°     (Cooperative  farm  building 

plan  exchange,  plan  6146,  [Agricultural  Research  Service].)  *  Paper,  25c.  •Item 
13-A 

A  1.38:1311 

PA  [Program  aid]  (series). 

00037  403.  Food  storage  guide  for  schools  and  institutions.  [Revised  Nov.  1975]  [1975]  cover 

title,  ii  +  33  p.il.  4°  (Food  and  Nutrition  Service,  Child  Nutrition  Division.)  *  Paper, 
85c.     •Item  14  A 

A  1.68:403/2 

00038  585.  Backpacking  in  national  forests,  family  adventure.  [Revised  Feb.  1969,  slightly  revised 

July  1975]  [1975]  27  p.il.  oblong  24°  (Forest  Service.)  'Paper,  40c  •Item  14- 
A 

A  1.68:585/5 

00039  592.  Imported  fire  ant,   rural  and  residential  pest.  [Revised  Aug.  1975]  [1975.]  [7]  p.il. 

4°  ([Plant  Protection  and  Quarantine  Programs,  Animal  and  Plant  Health  Inspection 
Service.])  [One  illustration  is  colored.]     +     •Item  14-A 

A  1.68:592/3 

00040  719.  Menu  planning  guide  to  type  A  school  lunches.  [Revised  May  1974.]  [1975]  [2]  +  20  +  [l] 

p.il.  4°  [Prepared  by  Nutrition  and  Technical  Services  Staff,  Food  and  Nutrition 
Service.]     *  Paper,  $1.05.     •Item  14-A 

A  1.68:719/3 

00041  1025.   Protect  against  tuberculosis,   do's   and  don'ts   for  swine,   for  cattle,    for  poultry. 

[Revised  July  1975.]  [1975]  [2]  p.il.  oblong  8°  (Animal  and  Plant  Health  Inspection 
Service;  [Veterinary  Services].)      +     •Item  14-A 

A  1.68:1025/2 

00042  1047.  Fanners  and  ranchers,  soil  surveys   can  help  you.   [Sept.  1974]  [8]  p.il.  4°    (Soil 

Conservation  Service.)  [Illustrations  are  colored.]     *  Paper,  25c.     •Item  14-A 

A  1.68:1047 

00043  1051.  Waste  disposal,  soil  surveys  can  help  you.  [Sept.  1974]  [8]  p.il.  narrow  8°    (Soil 

Conservation  Service.)  [Illustrations  are  colored.]     *  Paper,  25c.     •Item  14-A 

A  1.68:1051 

00044  1120.  West  Indian  sugarcane  root  borer.  [Oct.  1975.]  [4]  p.il.  oblong  24°    (Plant  Protection 

and  Quarantine  Programs,  Animal  and  Plant  Health  Inspection  Service.)  [One  illustra- 
tion is  colored.]  +      •Item  14-A 

A  1.68:1120 

Statistical  bulletin. 

00045  533.   Fresh  fruit  and   vegetable  prices,   1973,  wholesale,   Chicago  and   New   York  City, 

f.o.b.  leading  shipping  points.  July  1974.  43  p.  4°  [Prepared  by  Market  News  Branch, 
Fruit  and  Vegetable  Division,  Agricultural  Marketing  Service.]     +     •Item  15 

A  1.34:533 

Technical  bulletin. 

00046  1471.  Seed  characteristics  of  42  economically  important  species  of  Solanaceae  in  United 

States  [with  list  of  literature  cited;  by  Charles  R.  Gunn  and  Frederick  B.  Gaffney 
].  [Feb.  1974.]  [2] +  33  p.il.  4°  (Agricultural  Research  Service.)  [Prepared  in  cooperation 
with  Soil  Conservation  Service.]     *  Paper,  65c.      •Item  16 

A  1.36:1471 

00047  That  we  may  eat,  [1975  yearbook  of  agriculture;  Jack  Hayes  ,editor]. 

[1975.]   xxxviii+362  p.il.   [Yearbook  is  made   up  of  signed  articles. 
Some  illustrations  are  colored.  Also  issued  as  H.doc.  4,  94th  Cong., 
1st  sess.]      *  Cloth,  $7.30.    •Item  17 
L.C.  card  75-600072  A  1.10:975 

AIR  FORCE  ACADEMY,  Defense  Dept.  U.S.  Air  Force  Academy,  CO 
80840 

00048  Air   Force   Academy,    introduction.    [1975.]   16   p.il.   4°    ([AFA  75-4.]) 

[Illustrations  are  colored.  Text  on  p.  2-4  of  cover.]     +     ©Item  425- 
A-l 
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Jani'ary  1976 

AIR  FORCE  DEPARTMENT,  Difi-nsv  l^p!    Waslunj-ton,  DC  20330 

AFCRL  TR  (series).  (Air  Force  Cambridge    R<  earcfa  Laboratories, 

Air  Force  Systems  Command.) 

73-0235   Atmospheric  transmitt.m.  e  f  code  Ll  >wtran 

*  [with  li-i  of  references;  by]  J.  I      I    SeJb)   .  k    A    McClatchej 
covei   tnlc.   109  p  i'    4    1 1  h   p-ptiv.   no    50    '  >ptu  .il   Hh\M<.s 

I  aborator)  )    5  (Price  upi»n  application) 

D30L4     • 
ive  filters  it  UH1     D  irith  tist  of  references; 

'.  p;  pers,  no.  hM  Mi  Price  upon  appl 

I)  M)l  I 

ij   techniques   foi    analysis   of  i  .    don   dtrougn  Arctic 

din  final  repon  |with  lisl  "f  references 

b>]  ):       i.i  M    Langworth)       :  ivei  tide,  1*4*1 

p  il    !     [Prepared  by  Parfcc  I]  Carlisle,  Mass.,  under 

X'.io.   work   unit   04    Sponsored  by    Defense   Nuclear   Agency  | 

§  it'ii  (ion). 

1)  KM  45/4  73  0319 

\I(KI    infrared   iky  sun         v.  I,  I        og     I  r  itions  al   4.   il.   tod   20 

as  [with  bibliographies;  byl  Russell  G.  Walker  .  Stephan  G.  Price      July  14. 

1975.  covei  title,  158  p  il    4    <i  avironmenta]  research  papers  522    Optical  Physics 

)     §  (Price  upon  application). 

I)  301 .45/4:75-0373 

A ir  Force  Human  Resources  Laboratory:  [Technical  report]  AFHRL- 
TR  (series).  (Air  Force  Systems  Command.) 

"5  ||  Management  of  social  incentives  in  Air  Force  technical  training,  field  experiment, 
final  report  [with  list  of  references];  by  Milton  D.  Hakel  ,  Richard  J.  Klimoski 
.  Michael  T.  Wood.  Sept.  1975.  [2)  +  l8l  p.  4°  (Lowry  Air  Force  Base.  Colo.) 
I  Prepared  by  Ohio  State  University,  Research  Foundation.  Columbus,  Ohio.  Brooks 
Air  Force  Base,  Tex.,  appears  on  cover  |     # 

D  301.45/27:75-0 
;s  13    Drug  use  data  base,  final  report;  by  James  A.  Earles  ,  Cecil  J.  Mullins  ,  James 
W.    Abeftera,    Aha    E.   hfichebon.   July   1975.   cover  title,   [21  +  12   p.   4°    (Lackland 
Air  Force  Base,  Tex.)  [Brooks  Air  Force  Base,  Tex.,  appears  on  cover]     # 

D  301.45/27:75-15 

75-16.    Prediction   of   drug   abuse   by    social   factors   questionnaire,    interim    report   [with 

list  of  references],  by  Joseph  L.  Weeks  ,  Cecil  J.  MuUins  .  July  1975.  cover  title. 

[2]  f  15  p.  4°    (Lackland  Air  Force  Base,  Tex.)  [Brooks  Air  Force  Base,  Tex.,  appears 

on  cover.]     # 

D  301.45/27:75-16 
73-20.  Design  of  computer-controlled,  random-access  slide  projector  interface,  final  re- 
port; by  Paul  J.  Kirby  ,  Edward  M.  Gardner  ,  Lyle  R.  McKnight.  Aug.  1975.  [2]  +  22 
p.il.   4'    (Lowry   Air   Force   Base,   Colo.)   [Brooks   Air    Force   Base,   Tex.,   appears 
on  cover]     # 

D  301.45/27:75-20 
75-26<l).  AFHRL/FT  capabilities  in  undergraduate  pilot  training  simulation  research:  Ex- 
ecutive summary,  final  report  [with  list  of  references];  by  W.  G.  Matheny  ,  T. 
H.  Gray  .  B.  K.  Waters.  Aug.  1975.  cover  thlc,  [2]  + 30  p.il.  4°  (Williams  Air  Force 
Base,  Ariz.)  [Prepared  by  Life  Sciences,  Inc.,  Hurst,  Tex.  Brooks  Air  Force  Base, 
Tex  ,  appears  on  cover]     # 

D  301.45/27:75-260) 

75-32.    Comprehensive    occupational    data    analysis    programs    (CODAP):    Ordering    of 

hierarchically  grouped  case  data  (KPATH)  and  print  KPATH  (PRKPTH)  programs 

[*ith  list  of  references);  by  William  J.  Phalen  .  Aug.  1975.  [2]  +  27  p.il.  4°     (Lackland 

Air  Force  Base.  Tex.)  [Brooks  Air  Force  Base,  Tex.,  appears  on  cover]     # 

D  301.45/27:75-32 
75-34  Digital  avionics  information  system  preliminary  life-cycle-cost  analysis,  final  report 
[with  bibliography];  by  Gary  K.  Pruitt  ,  Duncan  L.  Dieterly  .  Sept.  1975.  cover 
title,  [77]  p.il.  4°  (Wright-Patterson  Air  Force  Base,  Ohio.)  [Prepared  by  ARINC 
Research  Corp.,  Annapolis,  Md.  Brooks  Air  Force  Base,  Tex.,  appears  on  cover.] 
# 

D  301.45/27:75-34 

75-35.  Airborne  electro-optical  sensor  simulation  [with  list  of  references];  by  M.  Bunker 

.    R.   Heeschen    .  July   1975.   cover   tide.   [2]  +  ix  +  95   p.il.   4°    (Wright-Patterson   Air 

Force  Base,  Ohio.)  [Prepared  by  General  Electric.  Co.,  Daytona  Beach,  Fla.,  under 

contract  F33615-74-C-5I61.  Brooks  Air  Force  Base,  Tex.,  appears  on  cover]     # 

D  301.45/27:75-35 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  5 


Government  Publications 

00061        75-50.  Assignment  location  preferences  of  airmen,  final  report  [with  list  of  references]; 
by    Joe   T.    Hazel    ,    William   J.    Stacy    ,    Lloyd    D.    Burtch.   Oct.   1975.    cover   title, 
(2|  +  50  p.il.  4°    (Lackland   Air  Force   Base,  Tex.)  [Brooks  Air  Force   Base,  Tex., 
appears  on  cover]     # 
y  D  301.45/27:75-50 

0006  2  75-59(4).  Advanced  simulation  in  undergraduate  pilot  training:  Automatic  instructional 
system,  final  report  [with  list  of  references];  by  Victor  Faconti  ,  Robert  Epps 
.  Oct.  1975.  cover  title.  [2] +65  p.il.  4°  (Wright-Patterson  Air  Force  Base,  Ohio.) 
[Prepared  by  Singer-Simulation  Products  Division,  Binghamton,  N.Y.  Brooks  Air 
Force  Base,  Tex.,  appears  on  cover.]     # 

D  301.45/27:75-59(4) 

00063  75-59(7).  Advanced  simulation  in  undergraduate  pilot  training:  Systems  integration,  final 

report  [with  list  of  references];  by  D.  F.  Larson  ,  C.  Terry  .  Oct.  1975.  cover 
title,  [2]  +  64  p.il.  4°  (Wright-Patterson  Air  Force  Base,  Ohio.)  [Prepared  by  Singer- 
Simulation  Products  Division,  Binghamton,  N.Y.  Brooks  Air  Force  Base,  Tex.,  ap- 
pears on  cover.]     # 

D  301.45/27:75-59(7) 

Air  Force  manual  AFM  (series). 

00064  50-2.  Instructional  system  development  [with  bibliographies].  [July  1975  ]  cover  title,  [115] 

p.il.  4°  (Air  Training  Command.)  [Supersedes  edition  of  Dec.  31,  1970.]  #  •Item 
421 

A  301.7:50-2 

00065  78-50.  See  Defense  Department,  Defense  Supply  Agency  handbook  DSAH  4215.45. 

D  301.7: 

00066  78-55.  See  Defense  Department,  Defense  Supply  Agency  handbook  DSAH  4215.50. 

D  301.7: 

00067  86-13.  See  Army  Department,  field  manual  FM  5-165. 

D  301.7: 

00068  88-7,  chap.  1.  See  Army  Department  technical  manual  TM  5-822-6. 

D  301.7: 

Air  Force  pamphlet  AFP  (series). 

00069  211-11.  See,  Defense  Department  DoD  pamphlet  PA-5  C. 

D  301.35: 

00070  Master  plan,  Air  Force  ROTC  4-year  program.  [1975.]  [5]  p.il.  narrow 

8°    ([ROTC  75-23;  Air  Force  Recruiting  Service,  Directorate  of  Ad- 
vertising.]) [Illustrations  are  colored.]     +    •Item  424 

D  301.2:Ai  7/26 

AIR  TRAFFIC  SERVICE,  Transportation  Dept.  Washington,  DC 
20553 

00071  Air  traffic  training  handbook.  Dec.  1,  1975.  cover  title,  [6]  +  iii+44+[l] 

p.il.  4°    (3120.4D.)  [Effective  Dec.  1,  1975.  Issued  with  perforations. 
Supersedes  3120.4C]     +    •Item  431-D-l 

TD  4.308  :Ai  7/975 

AMERICAN  REVOLUTION  BICENTENNIAL  ADMINISTRATION, 
2401  E  St.,  NW  Washington,  DC  20276 

00072  Comprehensive  calendar  of  bicentennial  events,  State-by-State  event 

details,  listed  by  date.  June  1975.  [12] +398 +80 +[8]  p.il.  4°    *  Paper, 
$5.70.     •Item  1089 

Y  3.Am  3/6:2  C  12/2 

ARMED  FORCES  INFORMATION  SERVICE,  Defense  Dept. 
Washington,  DC  20310 

DoD  pamphlet. 

00073  PA-5  C.  Once  a  veteran  [benefits,  rights,  obligations).  [Sept.  22,  1975.]  cover  title,  36 

p.il.  4°  ([Army  Dept.]  DA  Pam  360-526;  [Navy  Dept.]NAVEDTRA  46602A;  [Air 
Force  Dept.]  AFP  2I1-U;  [Marine  Corps]  NAVMC  2537  (rev.75);  [Coast  Guard] 
CG-143.)  [Supersedes  edition  of  Feb.  2,  1971.  Text  on  p.  24  of  cover.]  *  Paper, 
90c.     •Item  312-A 

D  2.14:PA-5  C 
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Jam     ky  197(> 

ARMS  CONTROL    \ND  DISARMAMENT  AGENCY  Washington,  IK 
20451 

nun  Anns  control  moving  toward      orld  security.  [July  1975.]  cover  title, 
[2)  +  18  p  il  4°    •Paper,  70c.     •Item  12 

AC  1.2:Ar  5/7 

ooo7s  World  military  expenditures  and  arms  trade,  1963-73.  [1975.]  cover  title, 
iii  +  123  p.il.  4°    ([Publication  74].)      *  Paper,  $2.00.     •Item  125-A-8 

AC  1.16:963-73 

00076  Worldwide  effects  of  nuclear  war,  some  perspectives.  [1975.]  [3] +  24 

p.     *  Paper,  50c.     •Item  125  A-3 

AC  1.2:N  88/6 

ARMY  DEPARTMENT,  IXfense  Dept.  Washington,  DC  20310 
Civilian  personnel  pamphlet  CPP  (series). 

00077  80.    Handbook   for   nonappropriated    f,nd    employees.    Sept.    1974.    cover   title,    7   p.     # 

•Item  323-D 

D  101.37:80 

Field  manual  FM  (series). 

00078  1-51.  Rotary  wing  flight.  May  1974.  cover  title,  [168|  p  il.  4°     [Supersedes  TM  1-260,  May 

21,  1965   Issued  with  perforations  |     #     •Item  314 

D  101.20:1-51 

00079  5-165.   Hasty  revetments   for  parked   aircraft  [with   list  of  references].  Aug.   1975.  cover 

title,  [121]  p.il.  4°  (Departments  of  Army  and  Air  Force.)  [Supersedes  chap.  16, 
TM  5-330/AFM  86-3,  v.  2,  Sept.  W68.  Issued  with  perforations.]     #     •Item  324 

D  101.20:5-165 

00080  14-3.  Comptroller  support  in  theaters   of  operation   [with  list  of  references).  June   1969. 

cover  title,  [36]  p.il.  4°  (TAGO  20023A.)  [Supersedes  edition  of  Oct.  19,  1967.  Issued 
with  perforations.]     #     •Item  324 

D  101.20:14-3 

00081  19-1.    Military    police    combat    support,    division    and    separate    brigades    [with    list    of 

references].  Aug.  1975.  cover  title,  [71]  p.il.  4°  [Supersedes  editon  of  June  10,  1969. 
Issued  with  perforations.]     #      •  Item  324 

D  101.20:19-1/3 

00082  20-12.  See  Marine  Corps  (Navy),  Fleet  Marine  Force  manual  FMFM  4-2. 

D  101.20: 

00083  Let's  take  a  minute  and  compare;  see  how  benefits  of  what  you're 

doing  now  add  up  against  job  in  today's  Army.  [1975.]  [6]  p.il.  narrow 
8°     +     •Item  325 

D  101.2:C  73/5 

Natick  Laboratories,  Natick,  Mass.:  Technical  report. 

00084  75-28-FEL.   Food   preparation   studies   by   Thomas    R.   Parks   ,   Samson  T.    Hsia    ,   and 

Charles  J.  Rogers.  Nov.  1974.  vii  I  177+ [7]  p.il.  4'  (FEL-7;  Food  Engineering  Labora- 
tory.) (Prepared  by  Stanford  Research  Insitiute,  Menlo  Park,  Calif.,  under  contract 
DAAC.I7-73-C-0169]      # 

D  106.21:75-28-FEL 

00085  75-57-FEL.  Pollock  (poll.ichuis  vircno  as  food  fish  for  military  procurements  [with  list 

of  literature  cited];  by  W.  J.  Fit/maurice  ,  W.  G.  Lee  ,  and  J.  L.  Secrist.  Feb. 
1975.  cover  tide,  [2]  t  iv  +  20  p.  4°     (FEL-17,  Food  Fngineering  Laboratory.)     # 

D  !06.21:75-57-FEL 

00086  75-64-FEL.  Effect  of  storage  conditions  on  quality   of  compressed  food  bars  [with  list 

of  references];  by  Abdul  R.  Rahman  ,  Harold  (iorfien  .  Donald  E.  Westcott,  Glenn 
Schafer,  David  DuRuse.  Jan.  197^  cover  title,  [36]  p.  4°  (FEL-28;  Food  Engineering 
Laboratory.)     # 

D  106.21:75-64-FEL 

00087  75-81-FEL.   Investigative   study  of  development  of  dry   whole  milk  substitute  for  ration 

use;  by  Donald  C.  Zimpfer  .  Dec.  1974.  cover  title,  [2]  +  35  +  [7]  p.  4°  (FEL-25; 
Food  Engineering  Laboratory.)  UVpared  by  Pel.  Inc.,  Contech  Laboratories,  Green- 
ville, 111  .  under  contract  DAAGI"     *  C-0119]     # 

D  106.21:75-81-FEL 

§For  Sale  by  National  Technical  Information  Service, 
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00088  75-37-OTD.  Computer  simulation  of  bacterial  growth  during  food  processing;  by  Edward 

W.  Ross  ,  jr.  Nov.  1974.  cover  title,  |2]+68+6+[l]  p.il.  4°  (Office  of  Technical 
Director.)     # 

D  106.21:75-37-OTD 

Pamphlet. 

00089  28-7.  Army  recreation  and  travel  guide.  May  1975.  cover  title,  iii+108  p.  4°     [Supersedes 

edition  of  May  1973.  Issued  with  perforations.]     #     •Item  327  (Rev.  1969) 

D  101.22:28-7/2 

00090  360-526.  See,  Armed  Forces  Information  Service  DoD  pamphlet  PA-5  C. 

D  101.22: 

00091  550-79.  Area  handbook  for  Mexico,  [with  bibliography;  by]  Thomas  E.  Weil  ,  Jan  Knip- 

pers  Black  ,  Howard  I.  Blutstein,  Kathryn  Therese  Johnston  [and]  David  S.  McMor- 
ris.  2d  edition,  published  1975.  1975.  viii-»  450  p.il.  [Prepared  by  Foreign  Area  Studies 
(FAS)  of  American  University.  Research  completed  Dec.  1974.  (Supersedes  DA  Pam. 
550-79,  1969.)]     *  Cloth,  $7.45.     •Item  327  (Rev.  1969) 

D  101.22:550-79/2 

00092  550-173.  Area  handbook  for  Federal  Republic  of  Germany  [with  bibliography;  by]  Eugene 

K.  Keefe  ,  William  Giloane  ,  Anne  K.  Long,  James  M.  Moore,  jr.,  Jean  E.  Shema, 
Neda   A.   Walpole,    [and]   Howard   C     Weizman.   1975.    xiv+396   p.il.    [Prepared   by 
Foreign  Area  Studies,  American  University.  Research  completed  Aug.  1974.]     *  Cloth, 
$7.00.    •Item  327  (Rev.  1969) 
L.C.  card  75-22146  D  101.22:550-173 

00093  600-5.   Handbook  on  retirement  services   for  Army  personnel  and  their  families.   July 

1975.  cover  title,  [173]  p.  4"  [Issued  with  perforations.]  *  Paper,  $2.50.  •Item  327 
(Rev.  1969) 

D  101.22:600-5/4 

00094  600-10-1.  The  executive,  philosophy,  problems,  practices,  bibliographic  survey  of  literature. 

1975  edition.  [1975.]  cover  title,  [10]] +  97  p.  4°    ([Headquarters.])  [Supersedes  edition 

of  June  1966.  Issued  with  perforations]     *  Paper,  $1.75.     •Item  327  (Rev.  1969) 

L.C.  card  74-30316  D  101.22:600-10-1 

00095  600-102.   Alcohol  and   drug  abuse   interchange,   lessons   learned   and   other   information. 

May  1975.  cover  title,  13  p.  4°  [Issued  with  perforations.]  +  •Item  327  (Rev. 
1969) 

D  101.22:600-102 
000%        621-5.   Soldiers  guide   to   educational  development  in  Army.   Aug.   1975.   [6]   p.   narrow 
8°     +     •Item  327  (Rev.  1969) 

D  101.22:621-5 

Technical  manual  TM  (series). 

00097  5-343.  Military  petroleum  pipeline  systems  (with  list  of  references].  Reprint.  Feb.  1969 

[published  1974].  cover  title,  [275]  p.il.  1  pi.  4°  (Headquarters.)  [Includes  current 
pages  from  Change  1.  Supersedes  edition  of  Aug.  21,  1962.  Issued  with  perforations.] 
+     •Item  329 

D  101.U:5-343/rep. 

00098  5-822-6.    Rigid  pavements   for  roads,   street,   walks,   and   open  storage  areas   [with   list 

of  references].  Reprinted  [1974].  cover  title,  45 +  [1]  p.il.  4°  (Air  Force  manual  AFM 
88-7,  chap.  1.)  [Issued  with  perforations]     #     •Item  329 

D  101.11 :5-822-6/rep. 

USAAMRDL  technical  report.   (Eustis  Directorate,  U.S.  Army  Air 
Mobility  Research  and  Development  Laboratory,  Fort  Eustis,  Va.) 

00099  75-44.  Flight  test  of  Aerospatiale  SA-342   helicopter  [with  list  of  references;  by  Duane 

R.  Simon  ,  Jimmie  C.  Savage  ].  Aug.  1975.  cover  title,  72  p.il.  4°      # 

D  117.8/2:75-44 

ATOMIC  ENERGY  COMMISSION  Washington,  DC  20545 

AEC  research  and  development  report. 

00100  TID-26488.  CAMAC  serial  system  organization  description.  Addendum  and  Errata.  May 

20,  1975.  18  p.il.  4°  (ESONE/SH/01.)  [Approved  by  AEC  NIM  Dataway  Working 
Group,  ESONE  Dataway  Working  Group.  Supersedes  previous  Addendum  and  Errata 
to  TID-26488  (ESONE/SH/0D1     §  (Price  upon  application). 

Y  3.At  7:22/TJD-26488/add. 

00101  WASH-1338.  BWR  waste  gas  treatment  system  dose  evaluations  under  upset  conditions 

[with  list  of  references;  prepared  by  N.  C.  Dyer  ,  R.  J.  Schultz  ,  E.  W.  Killian, 
J.    E.    Baston].    May    1974.    cover    title,    [l]  +  v+69  +  A-2    p.il.    4°    ([Final    report]; 
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Directorate  of  Regulatory  StanJ.irds.)  |  Prepare. 1  by  Aerojet  Nuclear  Company  ] 

•  Paper.  $1.40.     •Item  10M-C 

Y  3At  7:22/WASHI338 

00102  WASH-1345.    Power    plant    capital    s  >sts,    current    trends,    and    sensitivity    to    economic 

parameters  (with  list  of  refercn.es).  Oct.  N'4  cover  title,  v  +  74  p.il.  4°  (Division 
of  Reactor  Research  and  Dei .  lopment.)  (Prepared  with  assistance  of  Oak  Ridge 
National  Laboratory,  contract  VS.  7405 -eng->.  and  United  Engineers  &  Constructors 
Inc..  contract  AT  (110-2226.1     •  Paper.  $1.40      •  Item  105 1-C 

Y  3.At  7:22/WASHI345 

AVIATION  MEDICINE  OFFICE,  Tr  a  asportation  Dept.  Washington, 
DC  20553 

00103  Directory,  aviation  medical  examiners.  June  1974.  cover  title,  [7] +  372 

p.     +     •Item  431  El 

TD  4.211:974-2 

CENSUS  BUREAU,  Commerce  Dept.  Suit  land,  MD  20233 
Annual  survey  of  manufactures,  1973,  M  73(AS)  (series). 

00104  1.   General   statistics    for   industry    groups   and    industries.    Oct.    1975.   cover    title,   23   p. 

4°  [Preprint  of  ch.iptcr  in  Annual  survey  of  manufactures,  1973  volume.)  +  Paper, 
85c.     •Item  134  A 

C  56.221:M  73(AS)-1 

00105  2.  Value  of  product  shipments.  [Sept    1975]  cover  title,  [l]+37  p.  4°     [Preprint  of  chapter 

in  Annual  survey  of  manufactures,  1973  valumo  |     +  Paper,  90c.     •Item  134-A 

C  56.221  :M  73(AS)-2 

Census   of  construction   industries,   N72:    Area   statistics   CC   72- A. 
([Construction  Division.]) 

00106  10.  United  States  summary,  statistics  for  construction  establishments  with  and  without 

payroll.  Sept.  1975.  xii  +  15  +  6+l  pJL  4°     •  Paper.  $1.15.     •Item  133-D-2 

C  56.254/4:72-A-10 

Census   of  construction   industries,    N72:    Industry   series   CC   72-1. 
([Construction  Division.]) 

00107  1.   United   States  summary,  statistics  for  constni.tion  establishments   with   and  without 

payroll.  Aug.  1975   [43]  p.il.  4°     »  Paper,  $1.25      tltem  133-D-2 

C  56.254/3:72-1-1 

Census  of  governments,  1972:  v.  3,  Public  employment.  ([Governments 
Division.]) 

00108  3.  Management-labor   relations  in    M_ite  and  loc  il  governments.   Nov.  1974.   [3]  +  72  p.il. 

4°     •  Paper,  $1.80       •Item  14*  A 

l.C.  card  73-6OOOS0  C  56.247/2:972/v.3/no.3 

Census     of     governments     1972:     v.     4,     Government     finances. 
([Governments  Division.]) 

00109  3.  Finances  of  counts    government      June  1974    { 2  ]  -  218  p.il.  4°     'Paper.  $3.40.     •Item 

148- A 

L.C.  card  73-6(X>-.    I  C  56.247/2 :972/v.4/no.3 

00110  6.   Finances  of  Com::,    wealth  of    I   icrto   Rico     Dec.  1974.   [3]  +  23  p.il.  4°     "Paper.  90c. 

•  Item  148-A 

1   i.     card  73-601   180  C  56.247/2 :972/v.4/no.6 

Census  of  manufactures,  197     Area  series  MC  72(3).  ([Industry  Divi- 
sion.)) 

00111  50.  Wis.,  nsin.  Mar   1975    vi+44+  ■       p.il.  4'     •  I    .    r,  $1.30.     •Item  137 

C  56.244/7:972/50 

Census  of  manvt V.  tures,   19  2:  Industt  ,    series  MC  72(2).  ([Industry 
Division,)) 

00112  20  A.   Men.  products     SIC  indust:      .roup  201.    M        1975.  vi  +  26  +  5  p.  4°     "Paper.  $1.20. 

•  Item  H6 

C  56.244/6:972/20  A 
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001  n        23  C.  Women's  and  children's  underwear,  headwear,  children's  outerwear,  SIC  industry 
groups,  234,  235,  and  236.  Apr.  1975.  vh  39  +  5  p.  4°     *  Paper,  $1.40.     #Item  136 

C  56.244/6:972/23  C 

00114  24  C.  Wooden  containers  and  miscellaneous  wood  products,  SIC  industry   groups  244 

and  249.  Mar.  1975.  vi+ 26  + 5  p.  4°     •  Paper,  $1.20.     •Item  136 

C  56.244/6:972/24  C 

00115  28   F.   Industrial  organic   chemicals,   SIC    industry   group   286.   [Sept.   1974.]   cover  title, 

vi  +  24  +  5  p.  4°      •  Paper,  $1 15.     •Item  136 

C  56.244/6:972/28  F 

00116  28  G.   Agricultural   chemicals,    SIC   industry   group   287.    Mar.   1975.   vi  +  23  +  5   p.   4°    • 

Paper.  $1.15.     •Item  136 

C  56.244/6:972/28  G 

00117  32  B.  Cement  and   structural  clay  products,   SIC  industry   groups   324  and   325.   [Nov. 

1974.)  cover  title,  vi+24  +  5  p.  4°     *  Paper,  $1.15.    •Item  136 

C  56.244/6:972/32  B 

00118  36  C.  Electric  lighting  and  wiring  equipment,  SIC  industry  group  364.  [Mar.  1975.]  cover 

title,  vi+34+5  p.  4°     *  Paper,  $1.30.     •Item  136  (Regionals  only) 

C  56.244/6:972/36  C 

00119  38  B.  Medical  instruments:  Ophthalmic  goods,  photographic  equipment,  clocks,  watches, 

and   watchcases,   SIC   industry  groups   384,   385,   386,   and  387.   [Nov.   1974.]  cover 
tide,  vi+34  +  5  p.  4°     *  Paper,  $1.40.      •Item  136 

C  56.244/6:972/38  B 

Census   of   manufactures,   1972:    Special   report   series   MC    72(SR). 
([Industry  Division.]) 

00120  2.   Concentration   ratios   in   manuf acturing .    Oct.   1975.   vi+ 240+3   p.   4°     *  Paper,   $4.50. 

•Item  135 

C  56.244/3:972/2 

00121  4.   Water  use  in  manufacturing.   Sept.  1975.   vi+194+4  p.il.  4°    *  Paper,   $3.80.     •Item 

135 

C  56.244/3:972/4 

Census  of  manufactures,  1972:   Subject  series  MC  720).   ([Industry 
Division.]) 

00122  7.  Selected  metalworking  operations.  Nov.  1975.  v  +  37  p.  4°     *  Paper,  $1.25.     •Item  135 

C  56.244/8:972/7 

Census  of  mineral  industries,  1972:  Industry  series  MIC  72G).  ([Industry 
Division.]) 

00123  10  A.  Iron  ores,  SIC  industry  group  101.  [Oct.  1974]  cover  title,  vi+10+4  p.  4°     *  Paper, 

75c.     •Item  158 

C  56.236/3:972/10  A 

00124  U  A.   Anthracite   mining,    SIC   industry   group   111.   [Oct.    1974.]   cover   title,    vi+12+4  p. 

4°     *  Paper,  90c.     •Item  158 

C  56.236/3:972/11  A 

Census  of  population,  1972:  Subject  reports,  PC(2)  (series).  ([Population 
Division.]) 

00125  pt.3  B.  Childspacing  and  current  fertility.  Aug.  1975.  xxix  +  463  +  22  p.il.  4°     *  Paper,  $8.35. 

•Item  159 

C  3.223/10:970/v.2/pt.3  B 

Census  of  retail  trade,  1972:  Area  statistics  RC  72-A  (series).  ([Business 
Division.]) 

00126  10.  Florida.  Oct.  1974.  [125]  p.il.  4°     *  Paper,  $2.60.     •Item  132-A-12 

C  56.251/2:972/10 

00127  36.  Ohio.  Dec.  1974.  [159]  p.il.  4°     *  Paper,  $3.15.     •Item  132-A-38 

C  56.251/2:972/36 

00128  44.  Texas.  Jan.  1975.  iv  + 167  +  [19]  p.il.  4°    *  Paper,  $3.60.     •Item  132- A -44 

C  56.251/2:972/44 

Census    of    retail    trade,    1972:    Major    retail    centers    in    standard 
metropolitan  statistical  areas  RC  72-C  (series).  ([Business  Division.]) 

00129  25.  Mississippi.  Mar.  1975.  [33]  p.il.  4°     *  Paper,  $1.15     •Item  D3 

00130  28.  Nebraska.  Mar.  1975.  [39]  p.il.  4°     *  Paper,  $1.20.     •Item  133 


C  56.251/5:972/25 
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00131  47.  Washington.  Feb.  1975.  [6I|  p.il.     •  Paper,  $1.60      •Item  133 

C  56.251/5:972/47 

Census  of  retail  trade,  1972:  Merchandise  line  sales  RC  72-L  (series). 
([Business  Division.]) 

00132  L.  United  States  summary.  Sept.  1975.  (67)  p.il.  4°     '  Paper,  $1.70.     •Item  133 

C  56.251/4972-L 

Census  of  retail  trade,  1972:  Subject  series  RC  72-S.  ([Business  Divi- 
sion.]) 

00133  2.   Capital  expenditures,    fixed   assets,   and   rental   payments.   Sept.   1974.   iv+U  +  [7]   p.il 

4°     •  Paper.  85c.      •Item  133 

C  56.251/3:972/2 

Census  of  selected  service   industries,   1972:   Area  statistics  SC  72- 
A  (series).  ([Business  Division.]) 

00134  43.  Tennessee.  Oct.  1974   (81)  p.il.  4°     '  Paper,  $1.95      •Item  132-A-45 

C  56.253/3:972/43 

00135  49.  West  Virginia.  Oct.  1974.  [611  p.il    V     '  Paper,  SI .55.     •Item  132-A-52 

C  56.253/3:972/49 

Census  of  transportation,  1972:  Commodity  transportation  survey,  com- 
modity series  TC  72  C  1.  ([Transportation  Division.]) 

00136  4.   Stone,  clay,  glass,   and  concrete   products.   (Oct    1974.)   cover  title,   x+55+3  p.il.  4° 

•  Paper,  $1.75.      •Item  160-D 

C  56.246/2  :TC  72  C  1-4 

Census  of  wholesale  trade,   1972:   Area  statistics  WC  72-A  (series). 
([Business  Division.]) 

00137  1.  Alabama.  Nov.  1974.  [47]  p.il.  4°     •  Paper,  $1.30      ©Item  132-A-2 

C  56.252/3:972/1 

00138  7.  Connecticut.  July  1974.  [45]  p.il.  4°     *  Paper,  $1.10      •Item  132-A-8 

C  56.252/3:972/7 

00139  41.  South  Carolina.  Sept.  1974.  [43]  p.il.  4°     •  Paper,  $1 .25.     •Item  132-A-43 

C  56.252/3:972/41 

00140  49.  West  Virginia.  Oct.  1974.  [43]  p.il    »'     •  Paper,  $1  25.     •Item  132-A-52 

C  56.252/3:972/49 

00141  51  R.  Wyoming.  Revised.  Oct.  1974.  [Jt>]  p.il.  4°     •  Paper,  $1.15.     •Item  I32-A-54 

C  56.252/3:972/51  R 

Census  of  wholesale  trade,  1972:  Subject  series  WC  72-S.  ([Business 
Division.]) 

00142  2.  Petroleum  bulk  stations  and  terminals.  Oct.  1975    iv  +  157+[8]  p.il.  4°     "Paper,  $3.30. 

•Item  133 

C  56.252/4:972/2 

Computerized  geographic  coding  series  GE  60. 

00143  5.   Geographic  base   (DIME)  file    system,    forward   look,   conference   proceedings,   Apr. 

16-17,  1974,  Boston,   Mass.  Oct    N74.   [9]  +  129  p  U.  4°     ([Geographic  Division.])  [Co- 
sponsored  by  Massachusetts  Bureau  of  Transportation  Planning  and  Development, 
Transportation  Systems  Center,  and  Urban  Systems  Laboratory,  Massachusetts  In- 
stitute of  Technology]     "Paper.  S2.00.     •Item  142-F 
L.C.  card  74-19013  C  56.237:5 

00144  Construction  reports,  C  45:    Housing  units  authorized  for  demolition 

in  permit-issuing  places,  1974.  [Sept.  1975.]  cover  title,  [1]  +  197  p.  4° 

([Construction    Statistics    Division.])  [Issued    with   perforations.]     + 
Paper,  $3.10.     •Item  140-A  (Rev.) 

L.C.  card  77-609530  C  56.211/8:974 

ooi45  Construction  reports:  C  50-74  A,  Residential  alterations  and  repairs, 
expenditures  on  residential  additions,  alterations,  maintenance  and 
repairs,  and  replacements,  1974  annual  report.  Sept.  1975.  42  p.  4° 
+  Paper,  25c.    •Item  140-A  (Rev.) 

C  56.211/7:74  A 
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County  business  patterns,  1973,  CBP  (series).  ([Economic  Statistics 
and  Surveys  Division.])  [Prepared  with  assistance  of  Social  Security 
Administration.] 

00146  73-12.  Georgia.  [Sept.  1974]  cover  title,  (2]+  155  p.il.  4°     *  Paper,  $3.10.     •Item  133-A 

L.C.  card  49-45747  C  56.233:73-12 

00147  73-24.   Michigan.   [Sept.   1974.]  cover  title,    |2]  +  153  p.il.  4°     *  Paper,   $3.00.     •Item   133- 

A 

L.C.  card  49-45747  C  56.233:73-24 

00148  73-43.   South   Dakota.   [Sept.   1974.]   cover   title,   [2]  +  44   p.il.   4°     *  Paper,   $1.30.     •Item 

133-A 

L.C.  card  49-45747  C  56.233:73-43 

00149  73-44.  Tennessee.  [Sept.  1974.)  cover  title,  |2]  +  125  p.il.  4°     'Paper,  $2.60.     •Item  133- 

A 

L.C.  card  49-45747  C  56.233:73-44 

00150  Current  business  reports:  Retail  trade,  1974,  annual  sales  and  purchases, 

year-end  inventories  and  accounts  receivable  by  kind  of  retail  store. 
Sept.  1975.  [4]+29  p.il.  4°  (BR  74-13;  [Business  Division].)  *  Paper, 
$30.10  yr.  (including  Weekly  relail  sales  report,  Advance  monthly 
retail  sales  report,  Monthly  retail  trade  report,  and  Annual  retail 
trade  report).  •Item  147-B 
L.C.  card  55-60385  C  56.219/4-2:974 

Current  housing  reports,  series  H-150. 

00151  73  B.  Annual  housing  survey.  1973,  United  States  and  regions:  pt.B,  Indicators  of  housing 

and  neighborhood  quality.  Aug.  1975.  xxii+81  +  32  p.il.  4°  [Prepared  in  cooperation 
with  Department  of  Housing  and  Urban  Development.  Table  finding  guide  on  p. 
3  of  cover.]     *  Paper,  $2.75.     •Item  141- A 

C  56.214/2:73  B 

Current  industrial  reports.  (Industry  Division.) 

00152  M  20  K(74)-13.  Fats  and  oils  production,  consumption,  and  factory  and  warehouse  stocks, 

summary  for  1974.  July  1975.  [2]  +  19  p.  4°     +  Paper,  15c.     •Item  142-A 

C  56.216:M  20  K(74)-13 

00153  M  26  A(74)-13.  Pulp,  paper,  and  board,  summary  for  1974.  Oct.  1975.  [2]  +  21  p.  4° 

+  Paper,  15c.     •Item  142-A 

C  56.216:  M  26  A(74)-13 

00154  M  33  A(74)-13.  Iron  and  steel  foundries   and  steel  ingot  producers,  summary  for  1974. 

Oct.  1975.  [2] +  17  p.  4°  [Prepared  in  cooperation  with  Bureau  of  Mines.]  +  Paper, 
15c.     •Item  142-A 

C  56.216:M  33  A(74)-13 

00155  D(74)-13.  Metal  cans,  summary  for  1974.  Oct.  1974.  [2]^10  p.  4°     +  Paper,  15c.     •Item 

142-A 

C  56.216:  M  34  D(74)-13 

00156  M   37  G(74)-13.   Complete   aircraft  and  aircraft  engines,    summary  for  1974.  June  1975. 

6  p.  4°  [Prepared  in  cooperation  with  Federal  Aviation  Agency.]  +  Paper,  I5c. 
•Item  142-A 

C  56.216:M  37  G  (74)13 

00157  MA-23   D(74)-l.   Gloves  and   mittens,   1974.   June  1975.   4  p.  4°     4    Paper,    25c.     •Item 

142-A 

C  56.216:MA-23  D(74)-l 

00158  MA-23  J(74)-l.  Brassieres,  girdles,  and  allied  garments,  1974.  June  1975.  5  +  [l]  p.  4°  + 

Paper,  25c.     •Item  142-A 

C  56.216:MA-23  J(74)-l 

00159  MA-30  A(74)-l.   Rubber,   supply  and  distribution  for  United  States,  1974.   Sept.  1975.  3 

p.  4°      +  Paper,  25c.     •Item  142-A 

C  56.216:MA-30  A(74)-l 

00160  MA-30   B(74)-l.   Rubber  and   plastics,  hose,   and  belting,   1974.  Aug.   1975.   [2]  p.  4°     + 

Paper,  25c.     •Item  142-A 

C  56.216:MA-30  B(74)-l 

00161  MA-30   D(73)-l.   Shipments  of   selected   plastics  products,    1973.   Sept.   1975.   9  p.  4°     + 

Paper,  25c.     •Item  142  A 

C  56.216:MA-30  D(73)-l 

00162  MA-33  L(74)-l.  Insulated  wire  and  cable,  1974   Aug.  1975.  12  p.  4°     +  Paper,  25c. 

•Item  142-A 

C  56.216:MA-33  L(74)-l 

00163  MA-34  C(74)-l.  Commercial  steel  forgings,  1974.  July  1975  4  p.  4°     +  Paper,  25c. 

•Item  142-A 

C  56.216: MA-34  C(74)-l 
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MA-34  N(74)-l.  Selected  heating  equipment,  1974  Aug.  1975.  6  p.  4°  +  Paper  25c 
•Item  142-A 

C  56.216:MA-34  N(74)-l 
MA-35    J(74)-l.   Selected    industrial   air   pollution   control   equipment,   1974.    Sept.    1974.   4 
p.  4°      +  Paper,  2V     •Item  142-A 

C  56.216:MA-35  J(74)-l 
MA-35  PC4)  1    Pumps  and  compressors,  1974.  Sept.  1975.  6  p.  4°     +  Paper,  25c      •Item 
142-A 

C  56.2l6:MA-35  P(74)-l 
MA-200(73)  l.  Manufactures'  pollution  abatement  capital  expenditures  and  operating  costs 
(advance  report)  1973  Oct  6, 1975   3  p  4°     +  Paper.  25c.    ©Item  142-A 

C  56.216: MA-200(73)-l 
MQ-C    \Cm   Survey    of    plant   capacity,    1973.    Oct    1975.    [35]   p.il.   4"     +    Paper,   75c. 
•Item  142-A 

C  56.216:  MQ-C  1(73)-1 
MQ  22   I.X74)  5.  Carpei    ;nd  nigs.      ic,mai\    for   1974.  July   1974.  7  p.  4°     +    Paper,  25c. 
•Item  142-A 

C  56.216:MQ-22  Q(74)-5 
MQ-34  l(74)-5.  Plumbing  fixtures,  lummar)   for  1974.  Oct.  1975.  9  p.  4°     +    Paper,  25c. 
•Item  142-A 

C  56.216:MQ-34  E(74)-5 
MQ-36   B(74)-S.   Electric    lamps,   summary   for  ll> 1  1    June   1975.   [21  +  12  p.   4°     +    Paper, 
25c.      •Item  142  A 

C  56.216:MQ-36  B(74)-5 
MQ-37   D(74)-5.   Backlog  of  orders   for  aerospace   companies,   summary   for  1974.  June 
1975.  5  p.  4°       +  Paper,  25c.     •Item  142-A 

C  56.216:MQ-37  D(74)-5 

Current  population  reports:  Series  P-20,  Population  characteristics. 
*  Paper,  $56.00  (Series  P-20,  P-23,  P-25  P-26,  P-27,  P-28  summaries, 
P-60  and  P-65  for  a  yr.),  add  $14.00  for  foreign  mailing;  single  copy 
prices  vary. 

271.  Marital  status  and  living  arrangements,  Mar  1974;  [prepared  by  Arthur  Norton  , 
Robert  Grymes  ,  Gerda  Mudd.  Arlenc  Salutcr.  and  Katherine  Campbell].  Oct.  1974. 
cover  title,  |l]  +  37  p.  4°    ((Population  Division  |)  [Issued  with  perforations.]     * 

C  56.218:P-20/271 

285.  Mobility  of  population  of  United  States,  Mar.  1970-Mar.  1975;  [prepared  by  Kristin 
A.  Hansen  ,  Celia  G.  Boertlein  .  and  Larry  H.  Long].  Oct.  1975.  cover  title,  iii  +  76 
p.il.  4°    ([Population  Division.])      'Paper,  $1 .75.     •Item  142-C 

C  56.218:P-20/285 

286.  School  enrollment,  social  and  economic  characteristics  of  students,  Oct.  1974; 
[prepared  by  Rosilind  Bruno  |  Nov.  1975.  cover  title,  iii+72  p.il.  4°  ([Population 
Division.])  [Issued  with  perforations.]     *  Paper.  $1.60.     •Item  142-C 

C  56.218:P-20/286 

Current  population  reports:  Series  P-23,  Special  studies.  *  Paper, 
$56.00  (Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28  summaries,  P-60, 
and  P-65  for  a  yr.),  add  $14.00  for  foreign  mailing;  single  copy  prices 
vary. 

57.  Social  and  economic  character) sties  of  older  population,  1974;  [prepared  by  Elmore 
J.  Seraile  ].  Nov.  1975.  v+59  p  il.  4°  ([Population  Division.])  [Issued  with  perfora- 
tions]    •  Paper,  $1.50.    •Item  142-C 

C  56.218:P-23/57 

Current  population  reports:  Series  P-25,  Population  estimates  and  pro- 
jections. *  Paper,  $56.00  (Series  P-20.  P-23  P-25,  P-26,  P-27,  P-28 
summaries,  P-60,  and  P-65  for  a  yr.),  add  $14.00  for  foreign  mailing; 
single  copy  prices  vary. 

540.    Estimates   of  population   of    United    States    to   Dec.    1,   1974.   Jan.   1975.    2   p.il.   4° 

*  Paper,  30c.      •Item  142-C 

C  56.218:P-25/540 
601.  Projections  of  population  of  United  States,  1975-2050;  [prepared  by  Campbell  Gibson 
and  Signe  Wetrogan  ].  Oct.  1975.  cover  title,  i v  ^  143  p.il.  4°    ([Population  Division.]) 
[Issued  with  perforations]      •  Paper,  $2.95.     •Item  142-C 

C  56.218:P-25/601 
611.   Estimates  of  population  of   United   States   to   Sept.   1,    1975.   Oct.   1975.    [2]   p.il.  4° 

*  Paper,  30c.      •Item  142-C 

C  56.218:P-25/6U 
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Current  population  reports:  Series  P-26,  Federal-State  cooperative  pro- 
gram for  population  estimates.  *  Paper  $56.00  (Series  P-20,  P-23, 
P-25,  P-26,  P-27,  P-28  summaries,  P-60,  and  P-65  for  a  yr.),  add 
$14.00  for  foreign  mailing;  single  copy  prices  vary. 

00180  93.   Estimates  of  population  of  Pennsylvania  counties   and   metropolitan  areas,  July   I, 

1972  and  1973.  Oct.  1974.  6  p.  map,  4°     •  Paper,  25c.     •Item  142-C 

C  56.218:P-26/93 

00181  108.   Estimates  of  population  of  South  Carolina  counties   and  metropolitan   areas,  July 

I,  1973  and  1974.  May  1975.  5  p.  map.  A"     *  Paper,  30c.     •Item  142-C 

C  56.218:P-26/108 

00182  109.  Estimates  of  population  of  Montana  counties  and  metropolitan  areas,  July  1,  1973 

and  1974.  May  1975.  5  p.  map,  4°     ♦  Paper,  30c.     •Item  142-C 

C  56.218:P-26/109 

Current  population  reports:  Series  P-28,  Special  censuses.  *  Paper, 
$56.00  (Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28  summaries,  P-60, 
and  P-65  for  a  yr.),  add  $14.00  for  foreign  mailing;  single  copy  prices 
vary. 

00183  1509.   Summary  of  special  censuses  conducted  by   Bureau   of  Census  between  Jan.   1- 

June  30,  1974.  Oct.  1974.  4  p.  4°     *  Paper,  25c.     •Item  142-C 

C  56.218:P-28/1509 

00184  1517.  Special  census  of  Eau  Claire  County  and  that  part  of  Eau  Claire  City  in  Chippewa 

County,   Wis.,   Mar.   31,   1975.  Oct.   1975.   12+[2]  p.il.  4°    *  Paper,   45c.     •Item  142- 
C 

C  56.218:P-28/1517 

00185  612.   Estimates  of  population   of  United   States  to  Oct.   1,   1975.  Nov.   1975.    [2]  p.il.  4° 

*  Paper,  30c.      •Item  142-C 

C  56.218:P-25/612 

GE  30  (series). 

00186  1.  Boundary  and  annexation  survey,  1970-73.  Mar.  1975.  [3]  +  82  p.il.  4°    *  Paper,  $2.00. 

•Item  148-D 

L.C.  card  73-600122  C  56.249:1 

Government  employment  GE-73  (series).  ([Governments  Division.]) 

00187  1.  Public  employment  in  1973.  July  1974.  [3)+  31  p.il.  4°    *  Paper,  70c.     •Item  148-A 

L.C.  card  40-26613  C  56.209/2:973/1 

Government  finances  GF  73  (series).  ([Governments  Division.]) 

00188  3.   Local  government  employment   in   selected   metropolitan   areas   and   large   counties, 

1973.  Nov.  1974.  [3]  +  102  p.il.  4°     *  Paper,  $1.75.     •Item  148-A 

L.C.  card  74-611354  C  56.209/2:973/3 

Government  finances,  GF  74  (series).  ([Governments  Division.]) 

00189  5.  Governmental  finances  in  1973-74.  Nov.  1975.  [3]  +  58  p.il.  4°    ([Finance  Branch.]) 

+  Paper,  $1.35.      •Item  146-E 

L.C.  card  A  59-10097  C  56.209:974/5 

00190  8.  County  government  finances  in  1973-74.  Nov.  1975.  [3]  +  79  p.il.  4°    ([Finance  Branch.]) 

+  Paper,  $1.75.      •Item  146-E 

L.C.  card  75-60017  C  56.209:974/8 

Survey  of  minority-owned  business  enterprises,  1972:  Special  report 
MB  (series). 

00191  1.  Minority-owned  businesses,  black.  Nov.  1974.  [179]  p.il.  4°    ([Economic  Censuses  and 

Surveys  Division.])     *  Paper,  $3.45.     •  Item  160-E 

C  56.260:72-1 

00192  2.  Minority-owned  businesses,  Spanish  origin.  Apr.  1975.  [213]  p.il.  4°    ([Economic  Surveys 

Division.])     *  Paper,  $3.96.     •Item  160-E 

L.C.  card  75-619093  C  56.260:72-2 

00193  4.  Minority-owned  businesses.  May  1975.    [107]  p.il.  4°    ([Economic  Surveys  Division.]) 

*  Paper,  $2.30.      •Item  160-E 

L.C.  card  75-619141  C  56.260:72-4 
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CENTER  FOR  DISEASE  CONTROL,  Health,  Education,  and  Welfare 
Dept.  Atlanta,  GA  30333 

00194  Abortion  surveillance,  annual  summary  1972  [with  list  of  references]. 
Apr.  1974.  [2] +  8  + [26]  p.il.  4°  ([DHEW  publication  (CDC)  74-8205; 
Bureau  of  Epidemiology,  Family  Planning  Evaluation  Division.])  + 

HE  20.7011/20:972 

ooi9i  Leptospirosis  surveillance,  annual  summary,  1974  [with  list  of 
references].  [Sept.  1975.]  [3] +9  p.il.  4°  ([DHEW  publication  (CDC) 
76-8202;  Bureau  of  Epidemiology,  Bacterial  Diseases  Division,  Bac- 
terial Zoonoses  Branch.])  + 

HE  20.7011/17:974 

ooi%  Salmonella  surveillance,  annual  survey  1974.  Aug.  1975.  [3] +  17  p.il.  4° 
([DHEW  publication  (CDC)  76-8219;  Salmonellosis  Surveillance 
Acitivity,  Bureau  of  Epidemiology.])  + 

HE  20.7011/15:974 

CHILD  DEVELOPMENT  OFFICE,  Health,  Education,  and  Welfare 
Dept.  Washington,  DC  20201 

00197  Handicapped  children  in  Head  Start  programs.   [1975.]  12  p.il.  narrow 
8°    ([DHEW  publication  (OHD)  75-1070;  Project  Head  Start.])     + 
•Item  445-N-2 

HE  1.402:H  19 

CHILDREN'S  BUREAU,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20201 

ooi98  Guia  de  bosillo  para  ninera.  [1975.]  cover  title,  58  p.il.  narrow  8° 
([DHEW  publication  (OHD)  76-30011.])    *  Paper,  $1.00. 

HE  1.458:B  U/Spanish 

00199  Pocket  guide  to  babysitting.  [1975.]  cover  title,  48  p.il.  narrow  8° 

([DHEW  publication  (OHD)  74-45.])  *  Paper,  $1.20.  #Item  452- 
C 

HE  1.458:B  11 

00200  Using  title  20  to  serve  children  and  youth;  [by  John  D.  Twiname  , 

Wm.  Allen  Moore  ,  and  Paul  E.  Mott].  [1975.]  [4] +76  p.  4°  (DHEW 
publication  (OHD)  76-30081.)  [Prepared  by  Mott-McDonald  As- 
sociates, Inc.]     *  Paper,  $1.35.    ©Item  445-N-2 

HE  1.452:C  43 

CTvTL  RIGHTS  COMMISSION  Washington,  DC  20425 

00201  Bridging  gap:  Twin  Cities  native  American  community,  report  of  Min- 

nesota Advisory  Committee.  Jan.  1975.  x+102  p.il.  4°  +  #Item 
288-A 

CR  1.2:N  21 

00202  Federal  civil  rights  enforcement  effort,  1974:  v. 6,  To  extend  Federal 

financial  assistance,  report.  Nov.  1975.  xxi+817  p.il.  4°  +  #Item 
288-A 

CR  1.2:En  2/2/974/v.6 

00203  Hearing  before  Commission  on  Civil  Rights  [on  civil  rights  of  American 

Indians].  [1974.]  v+500  p.il.  [Hearing  held  in  Phoenix,  Ariz.,  Nov. 
17-18,  1972.]     *  Paper,  $4.25.    •Item  288-A 

CR  1.8:P  56 

§For  Sale  by  National  Technical  Information  Service, 
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00204  Milliken  v.  Bradley,  implications  for  metropolitan  desegregation,  con- 

ference before  Commission  on  Civil  Rights;  [prepared  by  Frederick 
B.  Routh  ,  Everett  A.  Waldo  ,  and  Carol-Lee  Hurley].  Nov.  9, 
1974  [published  1975].  vi+152  p.il.  4°    *  Paper,  $2.25.    •Item  288- A 

CR  1.2:D  45 

00205  Route  128,  Boston's  road  to  segregation.  Jan.  1975.  cover  title,  xii+107 
4°    [Joint  report  of  Massachusetts  Advisory  Committee  to  Civil 

its   Commission   and   Massachusetts   Commission   Against   Dis- 
crimination.]   +    •Item  288-A 

CR  1.2:B  65 

00206  Toward  more  cooperative  and  productive  relationship  among  civil  rights 

agencies  and  officials,  report  of  proceedings  of  Regional  Civil  Rights 
Conference  1,  sponsored  by  Commission  in  St.  Louis,  Mo.,  Feb. 
11-13,  1974;  [prepared  by  Frederick  B.  Routh  and  Everett  A.  Waldo]. 
0975.]  [5] +94  p.  4°     +    •Item  288-A 

CR  1.2:C  49/4 

CTVIL  SERVICE  COMMISSION  Washington,  DC  20415 

00207  Achievements  1975,  Federal  incentive  awards  program,  Civil  Service 

Commission.  [1975.]  cover  title,  16  p.il.  4°     +    •Item  295 

CS  1.2:Ac  4/2/975 

00208  Executive  manpower  in  Federal  service.  June  1974.  cover  title,  iii+24 

p.  4°    (Bureau  of  Executive  Manpower.)      *  Paper,  75c.    •Item  295 

CS  1.2:Ex  3/10/974 

FED  facts. 

00209  I.  On  incentive  awards  program.  [June  1974.]  [6]  p.il.  narrow  8°     *  Paper,   25c.     #Item 

293-A 

CS  1.59:1/7 

00210  It's  right,  it's  the  law,  equal  opportunity  in  Federal  employment  [all 

lettered  poster].  Nov.  1974  [published]  1975.  18  x  12  in.  (OPA-PO- 
1.)  [Class  printed  incorrectly  in  publication  as  CS  1.2:L  41.]  *  Paper, 
75c. 

CS  1.89:Em  7 

00211  Life  sciences,  nationwide  opportunities  at  GS-5  and  7:  Veterinarian 

trainees,  summer  employment  for  sophomores  and  juniors  in  veterina- 
ry medicine,  WA-O-07,  [Animal  and  Plant  Health  Inspection  Service]. 
Oct.  1973,  revised  July  1975.  [1975.]  4  p.il.  4°  ([SF-171,  CSC  5001- 
ABC];  Examining  Office  for  Health  and  Life  Sciences.)  [No  closing 
date.  No  written  test  required.]     +     •Item  292 

CS  1.26/4:973/WA-0-07/rev. 

00212  Management  by  objectives,  1975,   management  by  objectives  training 

available  to  Federal  employees.  Jan.  1975.  cover  title,  [2]  +11  p.  4° 
(Bureau  of  Training.)  [Page  11  is  p.  3  of  cover.]     +    •Item  295 

CS  1.2:M  31/14/975 

00213  Opportunities  in  data  processing  for  positions  as  peripheral  equipment 

operators  (GS-332),  grades  GS  2  through  4,  computer  systems  opera- 
tors (GS-332),  grades  GS-4  through  7,  computer  aids  (GS-335),  grades 
GS-2  through  4,  computer  technicians  (GS-335),  grades  GS-4  through 
7,  announcement  WA-5-06.  Nov.  1,  1975.  [8]  p.  narrow  8°  (Washington 
area  office.)  [Applications  accepted  until  further  notice.]  +  •Item 
292 

CS  1.26/4:974/WA-5-06 
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Pamphlet. 

00214  BRE-9.  Federal  job  information  centers  directory.  Aug.  1975.  [8)  p.  narrow  8°     + 

•  Item  299 

CS  1.48:BRE-9/5 

00215  BRE-15.  Outstanding  handicapped   Federal  employees  for   1974  award  program,  Apr.  3, 

1975.  (June  1975]  iv  +  26  +  [l]  p.il.  oblong  24°     +     ©Item  299 

CS  1.48:BREI5/5 

00216  BRE-18.   Federal  jobs  overseas.  [May  1975]  [2]  +  13  p.  narrow  8°     'Paper,   30c.     •Item 

299 

CS  1.48:BRE-18/5 

00217  SM  70-73  B.  Minority  group  employment  in  Federal  Government,  Nov.  30,  1973.  (1975] 

[2]+xi  +  566  p.il.  4°     ([Manpower  Statistics  Division.])  [Prepared  in  Bureau  of  Man- 
power Information  Systems.  Margin  index  on  p.  4  of  cover]     +     •Item  299 

CS  1.48:SM  70-73  B 

00218  Partnership  in  creativity,  to  all  employees.  [1975.]  [2]  p.il.  4°  folded 

into  oblong  48°  size.     +     •Item  295 

CS  1.2:C  86/3 

Personnel  methods  series. 

00219  17.  Investigating  complaints  of  discrimination  in  Federal  employment  on  grounds  of  race, 

color,  religion,   sex,  age,  and  national  origin.   Revised   Mar.  1975.   [1975.]  [4] +  35  p. 

*  Paper,  70c.     ©Item  300-B 

CS  1.58:17/3 

00220  Summer  jobs,  opportunities  in  Federal  Government,  announcement  414. 

Nov.  1975.  [3]  4-27  p.4°     +     •Item  292 

CS  1.26:975/414 

00221  Upward  mobility  career  counseling,  self -instructional  text  for  first-line 

managers.  [1975.]  cover  title,  [1]+108  p.il.  4°  (Bureau  of  Training.) 
[Prepared  by  Department  of  Treasury,  Internal  Revenue  Service. 
Reprinted  and  distributed  by  Civil  Service  Commission.  Issued  with 
perforations.]     +     •Item  296-B 

CS  1.7/4:C  18/5 

00222  Who's  hiring  engineers,  fall-winter  1975-76.  [1975.]  [l]+29  p.  4°    ([Office 

of  College  Relations.])     +     ©Item  295 

CS  1.2:En  3/3/975-76 

COAST  GUARD,  Transportation  DepL  Washington,  DC  20590 

00223  Aids  to  navigation  bulletin,  Jan.-Mar.  1970.   [1970.]  17  p.il.   4°    [Text 

and  illustration  on  p.  2  and  4  of  cover.]  + 

TD  5.3/2:970 

00224  Aids  to  navigation  bulletin,  Apr.-June,  1970.  [1970.]  19  p.il.  4°    [Text 

and  illustration  on  p.  2  and  4  of  cover.]  + 

TD  5.3/2:970-2 

00225  Aids  to  navigation  bulletin,  July-Sept.,  1970.  [1970.]  19  p.il.  4°    [Text 

and  illustration  on  p.  2  and  4  of  cover.]  + 

TD  5.3/2:970-3 

00226  Aids  to  navigation  bulletin,  Oct.-Dec,  1970.  [1970.]  24  p.il.  4°    [Text 

and  illustration  on  p.  2  and  4  of  cover.]  + 

TD  5.3/2:970-4 

00227  Aids  to  navigation  bulletin,  Oct.  1971-Mar.  1972.  [1972.]  37  p.il.  4° 

[Text  and  illustration  on  p.  2  and  4  of  cover.]  + 

TD  5.3/2:971 

00228  Aids  to  navigation  bulletin,  Apr.-Nov.,  1972.  [1972.]  41  p.il.  4°    [Text 

and  illustration  on  p.  2  and  4  of  cover.]  + 
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00229  Aids  to  navigation  bulletin,  Dec.  1972-Apr.  1973.  [1973.]  47  p.il.  4° 

[Text  and  illustration  on  p.  2  and  4  of  cover.]  + 

TD  5.3/2:972-3 

00230  Aids  to  navigation  bulletin,  May-Dec,  1973.  [1973.]  [l]+43  p.il.  4°  + 

TD  5.3/2:973 

00231  Aids  to  navigation  bulletin,  Jan.-May,  1974.  [1974.]  29  p.il.  4°    [Text 

on  p.  2  of  cover.]  + 

TD  5.3/2:974 

OP32  Arctic  oil  biodegradation,  Final  report  [with  list  of  references;  by]  D. 
K.  Button  .  Dec.  1974.  cover  title,  [2]+iv+37  p.il.  4°  (DOT-CG- 
114-75;  Office  of  Research  and  Development.)  [Prepared  by  University 
of  Alaska,  Institute  of  Marine  Science,  College,  Alaska.]  §  (Price 
upon  application). 

TD  5.2:Oi  5/3 

00233  Boating  accident  investigation  seminar  proceedings,  final  report;  [by 

J.  O.  Bowman  ,  et  al.]  July  1975.  cover  title,  [344]  p.il.  4°  (CG- 
D-145-75;  Office  of  Research  and  Development.)  [Prepared  by  Wyle 
Laboratories,  Huntsville,  Ala.]  §  (Price  upon  application).  •Item 
934 

TD  5. 2: Ac  2/2 

00234  Boating  statistics,  1972.  [1973.]  cover  title,  [4] +40  p.il.  4°    (CG-357.) 

TD  5.11:972 

00235  Boating  statistics,  1973.  [1974.]  cover  title,  [4] +44  p.il.  4°    (CG-357.) 

+ 

TD  5.11:973 

00236  Boating  statistics,  1974.  [1975.]  cover  title,  [4]+42  p.il.  4°    (CG-357.) 

+ 

TD  5.11:975 

00237  Chemical  additives  for  improvement  of  oil  spill  control,  final  report 

[with  list  of  references;  by]  W.  H.  Bauer  ,  D.  N.  Borton  ,  J.  J. 
Bulloff,  and  S.  Ross.  Aug.  1974.  cover  title,  [198]  p.il.  4°  (CG-D- 
83-75;  Office  of  Research  and  Development.)  [Prepared  by  Rensselaer 
Polytechnic  Institute,  Troy,  N.Y.]     §  (Price  upon  application). 

TD  5.2:Oi  5/9 

00238  Chemical  hazards  response  information  system  for  multimodal  accidents 

(CHRISMA),  reevaluation  of  CHRIS  for  all  modes  of  transportation, 
final  report;  [by  Donald  S.  Allan  and  George  H.  Harris  ].  Apr.  1975. 
cover  title,  [135]  p.il.  4°  (Office  of  Research  and  Development.) 
[Prepared  by  Arthur  D.  Little,  Inc.,  Cambridge,  Mass.]  §  (Price 
upon  application).     •Item  934 

TD  5.2:C  42/2 

00239  Comparison  of  ecological  impacts  of  postulated  ofl  spills  at  selected 

Alaskan  locations,  v.  1:  Introduction,  summary,  methodology,  evalua- 
tion and  appendices,  final  report  [with  lists  of  references;  by]  J. 
S.  Isakson  ,  J.  M.  Storie  ,  J.  Vagners,  G.  A.  Erickson,  J.  F.  Kruger, 
R.  F.  Corlett.  June  1975.  cover  title,  [650]  p.il.  4°  (Office  of  Research 
and  Development.)  [Prepared  by  Mathematical  Sciences  Northwest, 
Inc.,  Bellevue,  Wash,,  under  contract  no.  DOT-CG-42913-A.]  §  (Price 
upon  application).    •Item  934 
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00240  Design  and  construction  of  an  oil  slick  sampling  device,  final  report 

[with  list  of  references;  by]  R.  A.  Cochran  .  May  1975.  cover  title, 
v+24  p.il.  4°  (CG-D-102-75;  Office  of  Research  and  Development.) 
[Prepared  by  Shell  Pipeline  Research  and  Development  Laboratory, 
Houston,  Tex.  Issued  with  perforations.]     §  (Price  upon  application). 

TD  5.2:Oi  5/11 

00241  Evaluation   of   mechanical    ice    cutter   concept    for   use    in    domestic 

icebreaking  service,  final  report  [with  lists  of  references;  by  E.  J. 
Lecourt  and  R.  P.  Voelker  ].  Jan.  1974.  cover  title,  [2]+v+43  +  [32] 
p.il.  map,  4°  (CG-D059-74;  Office  of  Research  and  Development.) 
[Prepared  by  Arctec,  Inc.,  Columbia,  Md.]  §  (Price  upon  applica- 
tion). 

TD  5.2:1c  2 

00242  Fast  current  oil  response  system,  final  report;  [by]  F.  M.  Mueller  . 

Apr.  1975.  cover  tide,  [l]+vi+77  p.il.  4°  (CG-D-115-75;  Office  of 
Research  and  Development.)  [Prepared  by  Tetradyne  Corporation, 
Richardson,  Tex.]     §  (Price  upon  application). 

TD  5.2:Oi  5/12 

00243  Feasibility  test  program  of  application  of  coalescing  phase  oil/ water 

separators  to  self  compensating  fuel  tanks  in  surface  ships;  [by  J. 
B.  Arnaiz  and  E.  Batutis  ].  May  1974.  cover  title,  [2]+iv+88  p.il. 
4°  (CG-D-88-74;  Office  of  Research  and  Development.)  [Prepared  by 
Re-Entry  &  Environmental  Systems  Division,  General  Electric  Co., 
Philadelphia,  Pa.]     §  (Price  upon  application). 

TD  5.2:Oi  5/10 

00244  Man  overboard  system  feasibility  study;  by  Robert  Dayton  and  John 

Brown  .  Dec.  1974.  cover  title,  [95]  p.il.  4°  (CG-D-75-75;  Office 
of  Research  and  Development.)  [Prepared  by  Operations  Research 
Inc.,  Silver  Spring,  Md.]      §  (Price  upon  application). 

TD  5.2:Ov  2 

00245  Study  of  requirements  for  commercial  vessel  survival  systems,  final 

report  [with  list  of  references];  by  J.  V.  Baum  ,  J.  M.  Tierney  , 
A.  J.   Coyle,  T.   E.  Hill,  and  D.  C.  Doerschuk.   Feb.  1975.  cover 
tide,  [323]  p.il.  4°  (CG-D-80-75;  Office  of  Research  and  Development.) 
[Prepared  by  Battelle  Columbus  Laboratories,  Columbus,  Ohio.] 
§  (Price  upon  application). 

TD  5.2:Su  7/2 

00246  Survey  of  personnel  protective  clothing  and  respiratory  apparata  for 

use  by  Coast  Guard  personnel  in  response  to  discharges  of  hazardous 
chemicals,  final  report  [with  list  of  references;  by  W.  M.  Hammer 
,and  K.  R.  Nicholson  ].  Sept.  1974.  cover  tide,  [81]  p.il.  4°  (CG- 
D-89-75;  Pollution  Prevention  Projects  Branch,  Office  of  Research 
and  Development.)     §  (Price  upon  application). 

TD  5.2:C  42/4 

00247  Vulnerability  model,  simulation  system  for  assessing  damage  resulting 

from  marine  spills,  final  report  [with  lists  of  references;  by  Norman 
A.  Eisenberg  ,  Cornelius  J.  Lynch  ,  and  Roger  J.  Breeding].  June 
1975.  cover  tide,  [l]+xxxiii+333  p.il.  4°  (Office  of  Research  and 
Development.)  [Prepared  by  Enviro  Control,  Inc.,  Rockville,  Md.] 
§  (Price  upon  application).     •Item  934 
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00248  Building  minority  business  enterprise.  [May  1974.]  cover  title,  ii+11  p. 

narrow  8°    (Office  of  Minority  Business  Enterprise.)     +     •Item  128 

C  1.2:M  66/16 

00249  OMBE  funded  organizations  directory.  July  1, 1975.  [2] +49  p.il.  4° 

(Office  of  Minority  Business  Enterprise.)      +     •Item  128 

C  1.2:M  66/15 

OT  report.  (Office  of  Telecommunication.) 

00250  75-68.  Program  impact  estimation  for  community  information  and  service  centers  (CISC's) 

[with     bibliographies;     by]     Cleve      Hopkins  July     1975.     vii+81     p.il.     4° 

([Telecommunications  Analysis  Division.])      +     •Item  126-D-3 

C  1.60/3:75-68 

00251  Progress  of  minority  business  enterprise  program,  1974.  Sept.  1975.  vi+22 

p.il.  4°    (Office  of  Minority  Business  Enterprise.)     +    •Item  128 

C  1.2:M  66/9/974 

00252  Report  on  sulfur  oxide  control  technology.  [1975.]  [l]+xi+74  p.il.  4° 

(Commerce  Technical  Advisory  Board.)  [Report  of  Commerce  Techni- 
cal Advisory  Board  Panel  on  Sulfur  Oxide  Control  Technology.] 
+    •Iteml28 

C  1.2:Su  5 

00253  Transcripts  for  Business  and  Industry  Conference  on  Inflation,  Pitt- 

sburgh, Pa.,  Sept.  16,  1974  and  Detroit,  Mich.,  Sept.  19,  1974.  [1974.] 
cover  title,  171  p.  4°     +    •Item  128 

C  1.2:B  96/5/trans. 


COMMUNITY  RELATIONS  SERVICE,  Justice  Dept.  Washington,  DC 
20004 

00254  Guidelines  for  effective  human  relations  commissions,  organization, 
membership,  budget,  staff,  goals,  programs.  1975.  cover  title,  23  p. 
narrow  8°    [Text  on  p.  2  of  cover.]    +    ©Item  208- A-2 

J  23.8:H  88/2/975 


COMMUNITY  SERVICES  ADMINISTRATION,  1200  Nineteenth  St, 
N.W.  Washington,  DC  20506 

CSA  pamphlet. 

00255        1405-19.  Senior  opportunities  and  services,  dignity  for  elderly.  (Sept.  1975.]  6  p.il.  narrow 
8°  +      •Item  857-H-17 

CSA  1.9:1405-19 
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Senate  documents: 

00256  no.  23,  92d  Congress,  1st  session.  Cost  of  clean  water,  v. 1,2  [Serail  12935-3]        •Item 

995-G 

00257  no.  41,  94th  Congress,  1st  session.  National  Academy  of  Sciences  report,  1973  and  1974 

[Serial  13105-4].      •Item  995-G 


Laws 


Note.— The  Federal  laws  are  first  published  separately  and  in  this  form  are  known  as  'slip 
laws'.  Later,  these  laws  are  compiled,  edited,  indexed,  and  published  in  the  volumes  of  the 
Statutes  at  large. 

Public  laws,  94th  Congress.     #Item  575 

Note.— Public  laws  in  slip  form  in  the  first  prints  may  be  obtained  from  the  Superintendent 
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108.  H.R.7715,  act  to  extend  until  close  of  June  30,  1978,  period  during  which  certain 
dyeing  and  tanning  materials  may  be  imported  free  of  duty.  Oct.  8,  1975.  1  p. 
*  Paper,  25c. 

109.  S.2375,  act  to  extend  Federal  insecticide,  fungicide,  and  rodenticide  act,  as  amended, 
for  forty-five  days.  Oct.  10,  1975.  1  p.     *  Paper,  25c. 

U0.  H.J.Res.683,  joint  resolution  to  implement  United  States  proposal  for  early-warning 
system  in  Sinai.  Oct.  13,  1975.  2  p.     *  Paper,  25c. 

112.  H.R.5952,  act  to  amend  Water  resources  planning  act,  as  amended.  Oct.  16,  1975. 
1  p.     •  Paper,  25c. 

113.  S.1549,  act  to  amend  Federal  rules  of  evidence,  and  for  other  purposes.  Oct.  16, 
1975.  1  p.     •  Paper,  25c. 
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114.  S.1327,  act  to  declare  that  certain  submarginal  land  of  United  States  shall  be  held 
in  trust  for  certain  Indian  tribes  and  be  made  part  of  reservations  of  said  Indians, 
and  for  other  purposes.  Oct.  17,  1975.  3  p.     *  Paper,  25c. 

116.  H.R.8070,  act  making  appropriations  for  Department  of  Housing  and  Urban  Develop- 
ment, and  for  sundry  independent  executive  agencies,  boards,  bureaus,  commissions, 
corporations,  and  offices  for  fiscal  year  ending  June  30,  1976,  and  period  ending 
Sept.  30,  1976,  and  for  other  purposes.  Oct.  17,  1975.  21  p.     *  Paper,  30c. 

118.  S.824,  act  to  provide  for  use  of  certain  funds  to  promote  scholarly,  cultural,  and 
artistic  activities  between  Japan  and  United  States,  and  for  other  purposes.  Oct. 
20,  1975.  5  p.     •  Paper.  25c. 
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ECONOMIC  JOINT  COMMITTEE  Washington,  DC  20510 

00266  Allocation  of  resources  in  Soviet  Union  and  China,  1975,   hearings, 

pt.  1,  Executive  sessions,  before  Subcommittee  on  Priorities  and 
Economy  in  Government,  94th  Congress,  1st  session,  June  18  and 
July  21,  1975. 1975.  vi+177  p.il.     *  Paper,  $1.90.     •Item  1000 

Y  4.Ec  7: So  8/12/975/pt.l 

00267  Gasoline    distribution,    hearings    before    Subcommittee   on   Consumer 

Economics,  93d  Congress,  2d  session,  Mar.  12  and  14,  1974.  1974. 
iv+138  p.il.    *  Paper,  $1.30.    •Item  1000 

Y  4.Ec  7:G  21/3 


00268  Labor-market  policies  for  full  employment,  hearings  before  Subcommit- 

tee on  Economic  Growth,  94th  Congress,  1st  session,  May  12-June 
3, 1975. 1975.  iii+100  p.il.     +    •Item  1000 

Y  4.Ec  7:L  11/3 

00269  1975  economic  report  of  President,  hearings,  pt.  5,  Invited  comments, 

94th  Congress,  1st  session.  1975.  iii-f- 1215-1328  p.il.    *  Paper,  $1.35. 
•Item  1000 

Y  4.Ec  7:Ec  7/2/975/pt.5 

00270  Private  sector  credit  availability,  hearing,  94th  Congress,  1st  session, 

July  17, 1975. 1975.  iii+45  p.  +     •Item  1000 

Y  4.Ec  7:C  86/6 
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House  documents 
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House  documents,  93d  Congress. 

00271  328.   Annual  joint  report  of  Departments   of  Transportation  and  Housing  and   Urban 

Development  on  urban  transportation  policies  and  activities,  message  from  President 
of  United  States;  Aug.  1,1974.  1974.  [8]  +40  p.     +     •Item  996 

93-2:H.doc. 

00272  403,36  pts.  Proposed  additions  to  National  Wilderness  Preservation  System,  communica- 

tion from  President  of  United  States  transmitting  proposals  for  37  additions  to 
National  Wilderness  Preservation  System  and  deferral  of  action  on  5  areas  suitable 
for  inclusion  in  system,  and  recommendations  against  inclusion  of  4  other  areas 
studies,  pursuant  to  sec.  3  of  Wilderness  act  of  1974;  Dec.  4,  1974.  1974.  [To  be 
sent  to  depository  libraries  as   Serial  13078-2,  Serial   13078-3,  and  Serial  13078-4.] 

93-2rH.doc. 

00273  pt.  1.  Mount  Rainier  Wilderness,  Oreg.  [74]  p.il.  4° 

00274  pt.  2.  Kenai  Wilderness,  Alaska.  [58]  p.il.  4° 

00275  pt.  3.  Cloud  Peak  Wilderness,  Wyo.  [178]  p.il.  2  maps  4° 

00276  pt.  4.  Agassiz  Wilderness,  Minn.  [14]  +  24+[2]  p.il.  4° 

00277  pt.  5.  Sheldon  Wilderness,  Nev.,  with  proposed  deferral  of  action  on  portions  of  Charles 

Antelope  Range,  Nev.  and  Oreg.  [50]  p.il.  4° 
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00278  pt.  6.  Monarch  Wilderness,  Calif.  (212]  p.il.  1  map  4° 

00279  pt.  7.  Santee  Wilderness,  S.C.  38]  p.il.  4° 

00280  pt.  8.  Everglades  Wilderness,  Fla.  [80]  p.il.  4° 

00281  pt.  9.  Salmon  River  Wilderness,  Idaho  Wilderness,  Idaho.  [140]  p.il.  4° 

00282  pt.  10.  Parker  River  Wilderness,  Mass.  [34]  p.il.  4° 

00283  pt.  U.  Hawaii  Volcanoes  Wilderness,  Hawaii.  [80]  p.il.  4° 

00284  pt.  12.  Big  Lake  Wilderness,  Ark.  [36]  p.il.  4° 

00285  pt.  13.  Aleutian  Islands  Wilderness,  Alaska.  [68]  p.il.  1  map  4° 

00286  pt.  14.  Beartooth  Wilderness,  Mont.  [166]  p.il.  1  map  4° 

00287  pt.  15.  Dinosaur  Wilderness,  Utah  and  Colo.  [96]  p.il.  4° 

00288  pt.  16.  Lacassine  Wilderness,  La.  [38]  p.il.  4° 

00289  pt.  17.  Popo  Agie  WUdemess.  Wyo.  [160]  p.il.  2  maps  4° 

00290  pt.  18.  Mattamuskeet  Wilderness,  Swanquarter  Wilderness,  Cedar  Island  Wilderness,  Pea 

Island  Wilderness,  N.C.  [66]  p.il.  4° 

00291  pt.  19.  Organ  Pipe  Cactus  Wilderness,  Ariz.  [63]  p.U.  4° 

00292  pt.  20.  J.  N.  Ding  Darling  Wilderness,  Fla.  [38]  p.U.  4° 

00293  pt.  21.  Trinity  Alps  Wilderness,  Calif.  [264]  p.il.  4  maps.  4° 

00294  pt.  22.  Assateague  Island  Wilderness,  Md.  and  Va.  [32]  p.il.  1  map  4° 

00295  pt.  23.  Death  Valley  Wilderness,  Calif,  and  Nev.  [87]  p.U.  4° 

00296  pt.  24.  Fort  Noibrara  Wilderness,  Nebr.  [26]  p.U.  4° 

00297  pt.  25.  Medicine  Lake  Wilderness,  Mont.  [25]  p.U.  4° 

00298  pt.  26.  Great  Smoky  Mountains  WUdemess,  N.C.  and  Tenn.  [U]  +  14+[93]  p.U.  4° 

00299  pt.  27.  Big  Blue  WUdemess,  Courthouse  Mountain  WUdemess,  Dolores  Peak  WUdemess, 

Mount  Sneffels  Wilderness,  Mount  Wilson  WUdemess,  Colo.  [300]  p.U.  4  maps  4° 

00300  pt.  28.  Lake  Woodruff  WUdemess,  Fla.  [32]  p.U.  4° 

00301  pt.  29.  Anaho  Island  WUdemess,  Nev.  [37]  p.U.  4° 

00302  pt.  30.  Noxubee  WUdemess,  Miss.  [34]  p.U.  4° 

00303  pt.  31.  Ul  Bend  WUdemess,  Mont.  [29]  p.U.  4° 

00304  pt.  32.  Bombay  Hook  WUdemess,  Del.  [33]  p.U.  4° 

00305  pt.  33.  Back  Bay  WUdemess,  Va.  [38]  p.U.  4° 

00306  pt.  34.  Gila  WUdemess  addition,  N.  Mex.  [228]  p.U.  4° 

00307  pt.  35.  Deferred  areas,  Kofa  Game  Range,  Ariz.,  Charles  M.  RusseU  National  WUdlife 

Range,  Mont.,  Lake  Mead  National  Recreation  Area,  Nev.  and  Ariz.,  Nunivak  Na- 
tional WUdlife  Refuge,  Alaska.  [101] +  16 +  [105]  p.U.  2  maps  4° 

00308  pt.  36.  Unsuitable  areas,  Deer  Flat  National  WUdlife  Refuge,  Oreg.  and  Idaho,  Blackwater 

National  WUdlife  Refuge,  Md.,  Mammoth  Cave  National  Park,  Ky.,  Upper  Mississip- 
pi River  WUdlife  and  Fish  Refuge,  Minn.,  Wis.,  Iowa,  and  IU.  [168]  p.U.  1  map. 
4° 

00309  417.  Prayers  offered  by  Chaplain  Edward  Gardiner  Latch  at  opening  of  daUy  sessions 

of  House  of  Representatives  during  92d  and  93d  Congresses,  1971-74.  1975.  ix  +  [l]  +  243 
p.  1  por.  12°  [To  be  sent  to  depository  libraries  as  Serial  13077-10.]  +  •Item 
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00326  203.  Board  of  Actuaries  of  Civil  Service  Retirement  System  52d  annual  report,  communi- 

cation from  Chairman  of  Civil  Service  Commission;  July  8,  1975.  1975.  vii+20  p. 
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to  accompany  H.Con.Res.U5;  Feb.  13.  1975.  1975.  u  +  5  p. 
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B  Praoowd  increase  in  amount  of  enriched  uranium  which  may  be  distributed  to  Europe- 
,n  Monk  I  nergy  Community.  EURATOM.  Report  by  Joint  Committee  on  Atomic 
BaeiU  to  accompany  H.Con.Res.H6;  Feb.  13.  1975.  1975.  ii+6  p. 

H  \ninniM  parens  patriae  act.  pt.  2.  Supplemental  report  from  Committee  on  Judiciary 
to  accompany  H.R.8532.  Nov.  4,  1975.  1  p. 

r  Marine  protection,  research,  and  sanctuaries  act  authorization.  Report  together  with 
additional  views  from  Committee  on  Merchant  Marine  and  Fisheries  to  accompany 
H.R.57W.  May  15.  1975.  12  p. 

:i<J.  Authorization  for  Council  on  International  Economic  Policy.  Report  from  Committee 
on  International  Relations  to  accompany  H.R.5884.  May  15,  1975.  6  p. 

ixnvx  222  National  Advisory  Committee  on  Oceans  and  Atmosphere  authorizations.  Report 
from  Committee  on  Merchant  Marine  and  Fisheries  to  accompany  H.R.5447.  May 
16.  1975.  9  p. 

(W^J  22V  Office  of  Environmental  Quality  authorization.  Report  from  Committee  on  Merchant 
Marine  and  Fisheries  to  accompany  H.R.6054.  May  19,  1975.  10  p. 

00400  231.  Providing  funds  for  expenses  of  investigation  and  study  of  exploration  and  exploita- 

tion of  outer  Continental  Shelf  to  be  conducted  by  Ad  Hoc  Select  Committee 
on  Outer  Continental  Shelf.  Report  from  Committee  on  House  Administration  to 
accompany  H.Res.427.  May  20,  1975.  3  p. 

00401  232.  White  House  employment.  Report  together  with  dissenting  views  from  Committee 

on  Post  Office  and  Civil  Service  to  accompany  H.R.6706.  May  20,  1975.  26  p. 

00402  234.  Mandatory  civil  service  retirement  at  age  70  with  5  year's  service.  Report  together 

with  individual  views  from  Committee  on  Post  Office  and  Civil  Service  to  accompany 
H.R.504.  May  21,  1975.  9  p. 

00403  246.  Emergency  housing  act  of  1975.  Conference  report  to  accompany  H.R.4485.  May 

22,  1975.  18  p. 

00404  250.   Exclusion  from  gross  income  of  gains  from   condemnation  of  forest   lands  held 

for  Klamath  Indian  tribe.  Report  from  Committee  on  Ways  and  Means  to  accompany 
H.R.83.  June  3,1975.  4  p. 

00405  280.  John  F.  Kennedy  Center.  Report  from  Committee  on  Public  Works  and  Transporta- 

tion to  accompany  H.R.6151.  June  11,  1975.  7  p. 

00406  291.  Amending  sec.  2  of  act  of  June  30,  1954,  providing  for  continuance  of  civil  govern- 

ment for  Trust  Territory  of  Pacific  Islands.  Report  from  Committee  on  Interior 
and  Insular  Affairs  to  accompany  H.R.7688.  June  13,  1975.  10  p. 

00407  295.  Atlantic  tunas  convention  act  of  1975.  Report  from  Committee  on  Merchant  Marine 

and  Fisheries  to  accompany  H.R.5522.  June  14,  1975.  22  p. 

00408  313.  Department  of  Housing  and  Urban  Development,  independent  agencies  appropriation 

bill,  1976.  Report  together  with  minority  and  dissenting  views  from  Committee  on 
Appropriations  to  accompany  H.R.8070.  June  19,  1975.  79  p. 

00409  359.  Extension  of  nondiscriminatory  treatment  to  products  of  Romania.  Report  together 

with  minority  views  from  Committee  on  Ways  and  Means  to  accompany 
H.Con.Res.252.  July  15,  1975.  29  p. 

00410  370.   Making  appropriations   for  legislative   branch.   Conference   report   to   accompany 

H.R.6950.  July  17,  1975.  12  p. 

00411  375.  Drug  Abuse  Office  and  treatment  act  amendments  of  1975.  Report  together  with 

minority  views  by  Committee  on  Interstate  and  Foreign  Commerce  to  accompany 
H.R.8150.  July  18,  1975.  ii+45  p.il. 

00412  388.   Amending   National   environmental   policy   act   to  clarify   Federal  and    State   roles 

in  preparation  of  environmental  analyses  of  certain  Federal  programs.  Conference 
report  to  accompany  H.R.3130.  July  24,  1975.  5  p. 

00413  428.  Expedited  food  stamp  certification.  Report  together  with  minority  report,  supplemen- 

tal minority  views,  and  additional  minority  views  from  Committee  on  Agriculture 
to  accompany  H.R.7887.  July  31,  1975.  79  p. 
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00414  457.    National   hunting   and    fishing   day.    Report   from    Committee   on    Post    Office    and 

Civil  Service  to  accompany  H  J. Res. 209.  Sept   5,  1975.  3  p. 

00415  540.  National  productivity  and  quality  of  working  life  act  of  1975.  Report  from  Committee 

on  Banking,  Currency,  and  Housing  Committee  to  accompany  S  2N' 
22  p. 

00416  542.  Potential  impact  of  proposed  200-mile  fishing  zone  on  U.S.  foreign  relations    Special 

oversight  report  together  with  additional  and  minority  views  of  Committee  on  Interna 
tional  Relations  on  H.R.200,  Marine  fisheries  conservation  act  of  I97«.    Ocl 
1975.  v  +  m  +  18  p. 

00417  545.  Amending  sec.  2  of  National  housing  act  and  for  other  purposes    Report  together 

with  dissenting  views  from  Committee  on  Banking,  Currency,  and  Housing  lo  ftccom- 
pany  H.R.9852.  Oct.  8,  1975   25  p. 

00418  550.  Increasing  appropriation  authorization   relating  to  volunteers  in  parks  program  and 

for  other  purposes.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accom- 
pany S.8%.  Oct.  8,  1975.  4  p.  [Corrected  print] 

00419  551.  Southeastern  University  of  District  of  Columbia    Report  from  Committee  on  Judiciary 

to  accompany  S.611.  Oct.  9,  1975.  6  p. 

00420  560.  Disapproving  regulations  proposed  by  General  Services  Administration  implementing 

Presidential  recordings  and  materials  preservation  act.  Report  together  with  separate 
views  of  Committee  on  House  Administration  to  accompany  H. Res. 710,  Oct. 9,  1975. 
1975.  [l]  +  69p. 

00421  561.  Depository  institutions  amendments  of  1975.  Report  together  with  additional,  minority. 

and  dissenting  views  from  Committee  on  Banking,  Currency,  and  Housing  to  accom- 
pany H.R.10024.  Oct.  10,  1975.  40  p. 

00422  562.  Providing  for  National  Women's  Conference.  Report  from  Committee  on  Government 

Operations  to  accompany  H.R.9924.  Oct.  14,  1975.  6  p. 

00423  563.  Federal  Aviation  Administration's  procurement  of  electronic  voice  switching  system 

4th  report  by  Committee  on  Government  Operations;  Ocl.  15,  1975.  1975.  v+16  p. 

00424  565.  GAO  audits  of  Internal   Revenue   Service  and   Bureau  of  Alcohol,  Tobacco,  and 

Firearms.  Report  from  Committee  on  Government  Operations  to  accompany 
H.R.8948.  Oct.  15,  1975.  10  p.  [Corrected  print] 

00425  567.    Consideration    of    H.R.1753.    Report    from    Committee    on    Rules    to    accompany 

H.Res.796.  Oct.  21,  1975.  1  p. 

00426  568.    Consideration    of    H.R.5512.    Report    from    Committee    on    Rules    to    accompany 

H.Res.797.  Oct.  21,  1975.  1  p. 

00427  569.    Consideration    of    H.R.7575.    Report    from    Committee    on    Rules    to    accompany 

H.Res.798.  Oct.  21,  1975.  1  p. 

00428  571.    Consideration    of    H.Res.780.    Report    from    Committee    on    Rules    to    accompany 

H.Res.800.  Oct.  21,  1975.  1  p. 

00429  600.   American   Battle   Monuments   Commission   per  diem.    Report   from   Committee   on 

Veterans'  Affairs  to  accompany  H.R.8507.  Oct.  30,  1975   4  p. 

00430  603.  Defense  production  act  amendments  of  1975.  Report  from  Committee  on  Banking. 

Currency,  and  Housing  to  accompany  H.R.10031.  Oct.  30.  1975.  15  p. 

00431  606.   George   W.   Andrews   Forestry   Sciences   Laboratory.    Report   from   Committee   on 

Agriculture  to  accompany  H.R.2343.  Oct.  31.  1975.  4  p. 

00432  607.    Establishing   Hells   Canyon   National    Recreation   Area    in   States  of  Oreg  .    Idaho. 

and  Wash.,  and  for  other  purposes.  Report  together  with  additional  and  minority 
views  from  Committee  on  Interior  and  Insular  Affairs  to  accompany  H  R.30.  1975. 
36  p.il. 

00433  613.  Agriculture  pest  control.  Report  from  Committee  on  Agriculture  to  accompany  S.I6I7 

Nov.  1,  1975.  U  p. 

00434  614    Gifts  of  property  to   National  Arboretum.   Report  from  Committee  on   Agriculture 

to  accompany  S.I649.  Nov.  1,  1975.  8  p. 
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,>lju»tments  of  support  prices  for  milk.  Report  from  Committee  on  Agricul- 

•,p..n\  S  J  Hc\  121    Nov    3,  1975.  5  p. 

I  pr.HiiKiion    ict  of  197V   Report   together  with  dissenting  and  additional  views 
from  Committee  on  Agriculture  to  accompany  H.R.8529.  Nov.  3,  1975.  40  p. 

■    oi    I  cdcral    matching   share   for   community   action   programs.    Report 
.a  wi'h  minority  views  from  Committee  on  Education  and  Labor  to  accompany 
II  K  1ST!   No%    3,  1975.  8  p. 

tOOt        130   Restoration  of  Federal  matching  share  for  community  action  programs,  pt.  2.  Supple- 
mental  report  from   Committee  on   Education  and   Labor  to  accompany   H.R.8578. 
0,  1973  I  p 

UG41Y  ration    of    H.R.9924.    Report    from    Committee    on    Rules    to    accompany 

H  Rcs.846.  Nov.  5,  1975.  1  p. 

00440  M4    Per  diem  expenses  of  members  of  military  services  traveling  on  official  business. 

Report  from  Committee  on  Armed  Services  to  accompany  H.R.8089.  Nov.  6,  1975. 
7  p. 

00441  M7     Limiting  total   cumulative   entitlement   to   payment   for  unused   leave   to  60  days. 

Report  from  Committee  on  Armed  Services  to  accompany  H.R.9573.  Nov.  6,  1975. 
18  p. 

00442  639.    Consideration    of    H.R.8529.    Report    from    Committee    on    Rules    to    accompany 

H  Res.853.  Nov.  6,  1975.  1  p. 

00443  644    Amending  chap.  5,   title  37,   United   States  Code,  to   extend  authority   for  special 

pay  for  nuclear-qualified  officers  and  to  extend  special-pay  provisions  for  veterinari- 
ans and  optometrists.  Report  from  Committee  on  Armed  Services  to  accompany 
S.2114.  Nov.  7,  1975.  19  p. 

/     * 

Aging,  Select  Committee  on,  House  Washington,  DC  20515 

00444  Auditing  of  nursing  homes  and  alternatives  to  institutionalization,  hear- 

ing before  Subcommittee  on  Health  and  Longterm  Care,  94th  Con- 
gress, 1st  session,  July  12,  1975.  1975.  v+108  p.  [Hearing  held  in 
Providence,  R.I.]      *  Paper,  $1.30.     #Item  1009 

Y  4.Ag  4/2:N  93 

i«o4<  Innovative  alternatives  to  institutionalization,  Minneapolis  Age  &  Op- 
portunity Center,  Inc.,  hearing  before  Subcommittee  on  Health  and 
Long-Term  Care,  94th  Congress,  1st  session,  July  8,  1975.  1975.  v+158 
p.il.     *  Paper,  $1.70.    •Item  1009 

Y  4.Ag  4/2:In  7 

Agriculture  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

00446  SSS.   Federal  health   policies   in  rural  areas,   hearings,   pt.   1,   before   Subcommittee  on 

Family  Farms  and  Rural  Development,  93d  Congress,  2d  session,  Oct.  1-3,  1974. 
1975.  iv  +  287  p.il.      +     •Item  1010 

Y  4.Ag  8/l:R  88/18/pt.l 

[Committee  publication]  serial,  94th  Congress. 

00447  ()    PACA  administration  review,  hearings  before  Subcommittee  on  Department  Opera- 

tionv    Investigations,    and   Over 
1973   197V  iii  +  80p.     +     •Item 


lions.   Investigations,   and  Oversight,   94th  Congress,    1st  session,  June   24  and  25, 
1010 


0044H        V    Review  of  sugar  marketing  situation,  hearings,  94th  Congress,  1st  session,  July  14-22 

1975.1975.  v  +  399  p.il.      +     •Item  1010 
nn^o  .  ,  Y  4.Ag  8/l:Su  3/28 

wmv        x    Farm  credit  act  of  1971  amendments,  hearing  before  Subcommittee  on  Conservation 

.ml    (  redit,   94th   Congress.   1st   session,  on  H.R.7862   and  H.R.7863,  July  9,  1975. 

1975   ui*66p.      +     •Item  1010 

Y  4.Ag  8/l:F  22/63 
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Appropriations  Committee,  House  Washington,  IX    20515 

00450  Deferral  and  rescission  of  appropriations,  1975-76,  hearings,  pt   4,  before 

subcommittees,  94th  Congress,  1st  session.  1975.  in  1 148  hi%  p  il 
+     •Item  1011 

Y  4.Ap  6/l:Ap  6/5/975-76/pt.4 

Foreign    assistance    and    related    agencies    appropriations    for 
hearings  before  subcommittee,  94th  Congress,  1st  session 

00451  pt.3.  Economic  assistance:  American  schools  and  hospitals  abroad,  international  organi/j 

tions  and  programs.  Latin  American  region,  operating  expenses  and  interregional 
technical  assistance,  population  and  humanitarian  assistance  N7^  ui-x^l-vu  nil 
*      •Item  1011 

Y  4  Ap6/1  F  76/3/' 

Armed  Services  Committee,  House  Washington,  DC  20515 

Paper,  94th  Congress. 

Note.— These  papers  consist  largely  of  hearings.   They  are  paged  continuously  (or  binding  at 
the  end  of  session  of  Congress  under  title  'Hearings  before  Committee  on  Armed   ierrkm  «( 
the  House  of  Representatives  on  sundry  legislation  affecting  the  naval  and  military  i:\t.iNishments 
Title  page,  contents,  and  index  are  issued  for  each  volume. 

00452  20.  Hearings  on  H.R.7486,  Defense  officer  personnel  management  act.  DOl'MA.  before 

Subcommittee  on  Military  Compensation,  94th  Congress.  1st  session.  June  11  July 
11,  1975.  1975.  ii  +  472  +  v  p.il.      +     •Item  1012 

Y  4Ar  5/2  a:975-76/20 

00453  25.   Hearing  on   H.R.9767,   H.R.8089   [and]   H.R.9573   before   Subcommittee   on   Miliiar\ 

Compensation,  94th  Congress,  1st  session,  Oct.  22,  1975.  1975.  ii+58  p  »  •Item 
1012 

Y  4Ar  5/2  a:975-76/25 

Banking,  Currency,  and  Housing  Committee,  House  Washington,  DC 
20515 

00454  Automobile  industry  and  its  impact  upon  nation's  economy,  hearings 

pt.  1,  before  Automobile  Industry  Task  Force,  94th  Congress,  1st 
session,  Apr.  9-July  29,  1975.  1975.  vi+554  p.il.     +     #Item  1013 

Y  4.B  22/l:Au  8/pt.l 

00455  Automobile  industry  and  its  impact  upon  nation's  economy,  hearings 

pt.  2,  before  Automobile  Industry  Task  Force,  94th  Congress,  1st 
session,  Apr.  18-June  6,  1975.  1975.  vi+555-1057  p.il.  [Hearings  held 
in  Cincinnati  and  Toldeo,  Ohio,  Indianapolis,  Ind.,  Detroit,  Mich., 
Los  Angeles,  Calif.,  Bridgeport,  Conn.,  Syracuse  and  Buffalo,  NY] 
+     •Item  1013 

Y  4.B  22/1:  Au  8/pt.2 

00456  Debt  financing  problems  of  State   and  local  government,   New   York 

City  case,  hearings,  App.,  City  of  New  York  3  year  financial  plan 
for  1975-76  through  1977-78,  before  Subcommittee  on  Economic  Sta- 
bilization, 94th  Congress,  1st  session.  1975.  iii+459  p.     +     •Item  loD 

Y4.B22/1:N  42  y/app 

00457  Debt  financing  problems  of  State   and  local  government.   New   York 

City  case,  hearings,  pt.  1,  before  Subcommittee  on  Economic 
bilization,  94th  Congress,  1st  session,  Oct.  20,  1975.  1975.   vu^  1-978 

PU+      #I,Cml0'3  Y4.B22/l:N4!y/p... 

00458  Debt  financing  problems  of  State   and  local  government,   Neu    York 

City  case,  hearings,  pt.  2,  before  Subcommittee  on  Economic  Sta- 
bilization, 94th  Congress,  1st  session,  Oct.  21-23,  1975.  1975.  vn+979- 
1686  p.il.      +     •Item  1013 

V  Y  4.B  22/1: N  42  y/pt.2 
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k  hi  financing  problems  of  State  and  local  government,  New  York 
i  it\  case,  hearings,  pt.  3,  App.,  before  Subcommittee  on  Economic 
Stabilization,  lMth  Congress,  1st  session,  Oct.  28  and  30,  1975.  1975. 
17  p.il.     +     •Item  1013 

Y  4.B  22/l:N  42  y/pt.3 

Financial  institutions  and  nation's  economy,  FINE,  discussion  princi- 
ples, lMth  Congress,  1st  session;  Nov.  1975.  1975.  v+21  p.  *  Paper, 
4<V.     •Item  1013 

Y  4.B  22/l:F  49/12 

ikw.1  Regulation  Q,  hearings,  pt.  4,  before  Subcommittee  on  Financial  Institu- 
tions Supervision,  Regulation  and  Insurance,  94th  Congress,  1st  ses- 
sion, Sept.  9-U,  1975.  1975.  v+2235-2667  p.il.     +     •Item  1013 

Y  4.B  22/l:R  26/2/pt.4 

oo^;  Report  on  8th  General  Assembly  of  International  Centre  for  Study 
of  Preservation  and  Restoration  of  Cultural  Property;  July  1975.  1975. 
iii+4  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.B  22/l:In  8/31 

Budget  Committee,  House  Washington,  DC  20515 

oo46i  Analysis  of  Domestic  International  Sales  Corporations  (DISC),  prepared 
for  Task  Force  on  Tax  Expenditures;  Sept.  22,  1975.  1975.  vii+16 
p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.B  85/3  :D  71 

Education  and  Labor  Committee,  House  Washington,  DC  20515 

00464  Equal  opportunity  and  full  employment,  hearings,  pt.  3,  before  Subcom- 

mittee on  Equal  Opportunities,  94th  Congress,  1st  session,  on  H.R.50, 
Mar.  24-Apr.  4,  1975.  1975.  v+361  p.  [Hearings  held  in  Detroit,  Mich., 
Los  Angeles,  Calif.,  and  Atlanta,  Ga.]     +     •Item  1015 

Y  4.Ed  8/1: Em  7/16/pt.3 

00465  Oversight  hearing  on   Department   of  Labor  certification   of  use  of 

offshore  labor,  hearing  before  Subcommittee  on  Agricultural  Labor, 
94th  Congress,  1st  session,  Mar.  20,  1975.  1975.  iv+460  p.  -I-  •Item 
1015 

Y  4.Ed  8/l:Of  2 

00466  Sex  discrimination  regulations,  hearings  before  Subcommittee  on  Post- 

secondary  Education,  94th  Congress,  1st  session,  review  of  regulations 
to  implement  title  9  of  Public  law  92-318  conducted  pursuant  to  sec. 
431  of  General  education  provisions  act,  June  17-26,  1975.  1975.  xi+664 
p.il.     +     •Item  1015 

Y  4.Ed  8/1: Se  9/2 

00467  Vocational  and  occupational  education,  hearings,  v.  2,  before  Subcom- 

mittee on  Elementary,  Secondary,  and  Vocational  Education,  94th 
Congress,  1st  session,  on  H.R.19  and  related  bills,  Mar.  20-June  25, 
1975.  1975.  viii-t- 773-1738  p.il.     +     •Item  1015 

Y  4.Ed  8/1: V  85/5/v.2 

Government  Operations  Committee,  House  Washington,  DC  20515 

I<phone  monitoring  practices  by  Federal  agencies,  hearings  before 
subcommittee,  93d  Congress,  2d  session,  June  11  and  13,  1974.  1974. 
iv  +  293  p.il.     *  Paper,  $2.70.    •Item  1016 

Y  4.G  74/7:T  23/2 
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House  Administration  Committee,  House  Washington,  IK    20515 

00469  GSA  regulations   to  implement   title   1   of   Presidential   recordings   and 

materials  preservation  act,  hearings  before  Subcommittee  on  Printing, 
94th  Congress,  1st  session,  on  S.4016,  May  22  and  June  1  N7S 
1975.  iv+576  p.     *  Paper,  $4.80.     •Item  1018 

Y4.H  B/3:P92 

00470  Hearings  and  confirmation  of  nominees  for  Federal  Flection  (  mnmis 

sion,  hearings  on  confirmation  and  proceedings  in  House  of  Represen- 
tatives, 94th  Congress,  1st  session,  Mar.  10-19,  1975.  1975.  in  •  NO  •  K 
p.  +      #Item  1018 

Y4.H  81/3 :C  76 

Interior  and  Insular  Affairs  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  94th  Congress. 

00471  18.   Shut-in  oil  and  gas   production  on   public   lands,   hearing  before   Subcommittee   on 

Public  Lands,  94th  Congress,  1st  session,  Feb.  4,  1975.  1975.  iv+66  p  il       t     •Item 
1023 

Y  4. In  8/14:94-18 

00472  23.  Surface  mining  veto  justification  briefing,  hearing  before  Subcommittee  on  Energy 

and  Environment  and  Subcommittee  on  Mines  and  Mining,  94th  Congress,  1st  session, 
on  President's  veto  of  H.R.25,  June  3,  1975.  1975.  v  +  342  p.il.     +     •Item  1023 

Y  4.1n  8/14:94-23 

International  Relations  Committee,  House  Washington,  DC  20515 

00473  NATO  pressures  from  southern  tier,  report  of  study  mission  to  Europe, 

Aug.  5-27,  1975,  pursuant  to  H.Res.315;  Oct.  1975.  1975.  vii  +  22  p. 
(Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.1n  8/16:N  81 

00474  New  directions  in  development  assistance,  implementation  in  4  Latin 

American  countries,  report  of  staff  survey  mission  to  Colombia, 
Bolivia,  Guatemala,  and  Dominican  Republic  pursuant  to  H. Res. 267; 
Aug.  31,  1975.  1975.  vii+78  p.  (Committee  print,  94th  Congress,  1st 
session.)  + 

Y  4. In  8/16:  L  34 

00475  Proposed  sales  to  Jordan  of  Hawk  and  Vulcan  air  defense  systems, 

hearings  before  Subcommittee  on  International  Political  and  Military 
Affairs,  94th  Congress,  1st  session,  July  16  and  17,  1975.  1975. 
iii+[l]+ 134  p.il.  +      •Item  1017 

Y  4.1n  8/16:J  76 

00476  Report  by  congressional  advisers  to  7th  special  session  of  United  Na- 

tions, Committee  on  International  Relations,  House,  Committee  on 
Foreign  Relations,  Senate;  Oct.  13,  1975.  1975.  v+67  p.  (Joint  commit- 
tee print,  94th  Congress,  1st  session.)  + 

V  *  Y  4.1n  8/16:Un  35/4 

00477  Rhodesian  sanctions  bill,  hearing,  pt.  2,  before  Subcommittee  on  Inter- 

national Organizations,  94th  Congress,  1st  session,  June  19,  1975.  1975. 
iii+31  p.     -(-    #Item  1017 

Y  4.1n  8/16:R  34/pt.2 

00478  United  States  and  China,  joint  committee  print,  see  Foreign  Relations 

Committee,  Senate. 
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u  powers,  test  of  compliance  relative  to  Danang  sealift,  evacuation 
of  Phnom  Penh,  evacuation  of  Saigon,  and  Mayaguez  incident, 
hearings  before  Subcommittee  on  International  Security  and  Scientific 
Affairs    lWth  Congress  ,  1st  session,  May  7  and  June  4,  1975.  1975. 

™+D6»-  •fieml°17  Y4.I„8/.6:W19/2 

Interstate  and  Foreign  Commerce  Committee,  House  Washington,  DC 
20515 

[Committee  publication]  serial,  93d  Congress. 

00480  78.  Solid  waste  disposal  act  extension,  1974,  hearings  before  Subcommittee  on  Public 

Health  and  Environment,  93d  Congress,  2d  session,  on  H.R.13176  [and  other  bills], 
Mar.  27  and  28.  1974.  1974.  v  +  323  p.       +     •Item  1019 

Y  4.1n  8/4:93-78 

[Committee  publication]  serial,  94th  Congress. 

00481  29.   Public   works  jobs  on  railroads,   hearings  before   Subcommittee  on  Transportation 

and  Commerce,  94th  Congress,  1st  session,  on  H.R.6808  [and  other  bills],  June 
I7-July  10,  1975.  1975.  iv  +  281  p.     +     •Item  1019 

Y  4. In  8/4:94-29 

00482  31.  National  Market  Board,  hearings  before  Subcommittee  on  Consumer  Protection  and 

Finance,  94th  Congress  ,  1st  session,  on  H.R.4457,  Mar.  18-20,  1975.  1975.  iv+197 
p.     +     •Item  1019 

Y  4. In  8/4:94-31 

00483  35.  Charitable  solicitations  disclosure,  hearings  before  Subcommittee  on  Consumer  Protec- 

tion and  Finance,  94th  Congress,  1st  session,  on  H.R.1123,  May  20-22,  1975.  1975. 
iv  +  136p.     +     •Item  1019 

Y  4.1n  8/4:94-35 

00484  37.  Getting  ready  for  national  health  insurance,  unnecessary  surgery,  hearings  before 

Subcommittee  on  Oversight  and  Investigations,  94th  Congress,  1st  session,  on  quality 
and  care  and  utilization  of  services  in  surgical  area,  implementation  of  Federally 
mandated  utilization  review  program  and  effectiveness  of  these  programs  in  achieving 
cost  controls,  July  15-Sept.  3,  1975.  1975.  v+307  p.il.     +     •Item  1019 

Y  4.1n  8/4:94-37 

00485  40.  Health  maintenance  organization  amendments  of  1975,  hearings  before  Subcommittee 

on  Health  and  Environment,  94th  Congress,  1st  session,  on  H.R.7847  and  H.R.8428, 
July  14  and  15,  1975.  1975.  vi+216  p.il.       +     •Item  1019 

Y  4.1n  8/4:94-40 

Compilation  of  selected  acts  within  jurisdiction  of  Committee  on  In- 
terstate and  Foreign  Commerce. 

00486  v.l.   Health  law  including   Public   Health   Service  act,   Mental  retardation   facilities  and 

community  mental  health  centers  construction  act  of  1973,  miscellaneous  laws  relating 
to  Indian  health;  Oct.  1975.  1975.  vii+632  p.  (Committee  print,  94th  Congress,  1st 
session.)  [Edge  index  and  instructions  for  use  on  p. 4  of  cover.]  *  Paper,  $5.20. 
•Item  1019 

Y  4.1n  8/4:C  73/2/v.l 

00487  Evaluation  of  financial  assumptions  contained  in  USRA  final  system 

plan,  prepared  by  Princeton  University  Transportation  Program  for 
use  of  Subcommittee  on  Transportation  and  Commerce;  Oct.  1975. 
1975.  vii+96  p.il.  (Committee  print  13,  94th  Congress,  1st  session.) 
#    •Item  1019 

Y  4.1n  8/4:R  13/69 

00488  Natural  gas  supplies,  declining  deliverability  at  Garden  City,  La.,  report 

by  Subcommittee  on  Oversight  and  Investigations,  94th  Congress, 
1st  session;  Oct.  1975.  1975.  iii+56  p.il.  (Subcommittee  print.)     # 
•Item  1019  y 

Y  4.1n  8/4:G  21/14 
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Judiciary  Committee,  House  Washington,  DC  20515 
[Committee  publication]  serial,  93d  Congress. 

43.  Antitrust  parens  patriae,  hearings  before  Subcommittee  m\ Monopol.es  ..no  Cummer 
cial  Law  93d  Congress  .  2d  session,  on  HR  12528  and  H  R  12921.  M..r  IK  and 
25.1974.1974.iv  +  117p.     ♦     ©Item  1020  ^ 

44.  Dissemination  of  criminal  justice  information,  hearings  before  MirMMHlfll i«  CM 
Rights  and  Constitutional  Rights.  93d  Congresv  2d  session,  on  ILR 188.  H J 

ILR.12574.  and  HR  12575.  July  2^Apr.  3.  1974.  1974.  v  ♦  586  p.     ♦     •Item  Jpg^^ 

[Committee  publication]  serial,  94th  Congress. 

00491  U.  Firearms  legislation,  hearings,  pt.  3.  before  Subcommittee  on  Crime.  94th  Congress 

1st   session    June   9  and  10.   1975.   1975.   iv  +  883-l247   p.,1    (Hearing,   held    m   Detroit] 
•  Paper.  $3.30.     •Item  1020  Y  4.J  89/l:94-U/pt3 

00492  13.  Antitrust  civil  process  act  amendment,  hearings  before  Subcommittee  on  Monopolies 

and  Commercial  Law.  94th  Congress.  1st  session,  on   H.R.39.  May  8-July   25.  1975 
1975.  iii+214  p.     +     •Item  1020  y  4J  89/1<M_„ 

mun  ImDeachment  inquiry,  hearings,  bk.  2,  93d  Congress,  2d  session,  pur- 

00493  s^it  to  H.ReS,  May  16-June  19,  1974.  1975.  iii+703-1454  p.    * 
Paper,  $6.00.    •Item  1020  Y  4J  89A:Im  7/K)/bk.2 

00494  Nonimmigrant  alien  labor  program  on  Virgin  Islands  of  United  States, 

special  study  of  Subcommittee  on  Imimgratjon,  Citizenship,  and  Inter- 
national Law;  Oct.  1975.  1975.  vi+77  p.  (Committee  print,  94th  Con- 
gress, 1st  session.)  +  Y  4 j  go/1:V  gl/2 

Merchant  Marine  and  Fisheries  Coininittee,  House  Washington,  DC 
20515 

[Committee  publication]  serial,  94th  Congress. 

12  Wildlife  refuges  and  organic  act.  hearing  before  Subcommittee  on  Faeries  and 
WiFdUfe  Conservation  id  Environment^  94th  Congress,  1st  session,  on  H.R1520 
[and  other  bills].  May  15.  1975.  1975.  v,+  304  p.      +     ©Item  1021  y  ^  ^  ^ 

Post  Office  and  Civil  Service  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  94th  Congress. 

43.  Court  leave,  hearings  before  Subcommittee  on  Retirenjent  and  Employee  Benefits. 
94th  Congress,  1st  session,  on  H.R8094,  Sept.  11  and  18.  1975.  1975.  rv  +  io  p. 
+     •Item  1022  Y  4.P  84/10:94-13 

Public  Works  and  Transportation  Committee,  House  Washington,  DC 

[Committee  publication]  serial,  94th  Congress. 

6.  To  extend  and  ^.^**™*Z?%£  £  ZHSa^ZSnS 
Subcommittee  on  Aviauon    94tb 'Congress >    Is    session    o^  Wash.ng.on. 

related  bills,  Mar.  17-Apr    21.  1975    19 75    «  +  g«  P-«-  jMeJ^  k,24 
D  C     Los  Angeles,  Van  Nuys,  and  San  Jose,  Caul.)     +     w«  y  4  p  %/u:94.6 

1975.  1975.  vi+195  pil.     +     •Item  1024  Y  4.P  96/11:94-7 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151  Page  35 

•Sent  to  Depository  Libraries 


00495 


00497 


00498 


Government  Publications 


00499  14.  Revised  estimate  of  cost  of  completing  national  system  of  interstate  and  defense 

highways,  communication  from  Secretary  of  Transportation;  July  1975.  1975.  v+17 
p.il.  (Committee  print,  94th  Congress  ,  1st  session.)  + 

Y  4.P  96/11:94-14 

00500  17.   Aviation   war   risk   insurance   program,   hearing   before    Subcommittee   on   Aviation, 

94th  Congress,  1st  session,  on  H.R.8564,  July  16,  1975.  1975.  viii+61  p.  +  •Item 
1024 

Y  4.P  96/11:94-17 

Science  and  Astronautics  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

00501  V.  Tracking  and  data  acquisition  program,  report  prepared  by  Subcommittee  on  Aeronau- 

tics and  Space  Technology,  93d  Congress,  2d  session;  Sept.  1974.  1974.  v+74  p.U. 
(Committee  print.)  + 

Y  4.Sci  2:93-2/V 

00502  W.  General  aviation  programs,  report  prepared  by  Subcommittee  on  Aeronautics  and 

Space  Technology,  93d  Congress,  2d  session;  Oct.  1974.  1974.  ix  +  28  p.  (Committee 
print.)  + 

Y  4.Sci  2:93-2/W 

00503  X.  Advanced  nuclear  research,  report  prepared  by  Subcommittee  on  Aeronautics  and 

Space  Technology,  93d  Congress,  2d  session;  Oct.  1974.  1974.  ix  +  22  p.il.  (Committee 
print.)  + 

Y  4.Sci  2:93-2/X 

Science  and  Technology  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  94th  Congress. 

00504  J.  Special  conference  with  Vice  President  on  science  policy;  Aug.  1975.  1975.  ii+U  p. 

(Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.Sci  2:94-l/J 

00505  K.  Annual  report  on  Federal  research  and  development  program,  fiscal  year  1976,  report 

by  Federal  Council  on  Science  and  Technology,  Subcommittee  on  Domestic  and 
International  Scientific  Planning  and  Analysis;  June  1975.  1975.  iii+ii+viii+183  p.il. 
(Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.Sci  2:94-l/K 

00506  M.  Future  space  programs,  1975, 'v.  1,  report  of  Subcommittee  on  Space   Science  and 

Applications,  94th  Congress,  1st  session;  Sept.  1975.  1975.  v+67  +  [l]  p.  (Committee 
print.)     *  Paper,  95c. 

Y  4.Sci  2:94-l/M/v.l 
M.  Future  space  programs,  1975,  v.  2,  compilation  of  papers  prepared  for  Subcommittee 

on  Space  Science  and  Applications,  94th  Congress,  1st  session;  Sept.  1975.  1975. 
v+983  p.il.  (Committee  print.)     *  Paper,  $7.60. 

Y  4.Sci  2:94-l/M/v.2 
N.  Space  shuttle,  1976,  status  report,  94th  Congress,  1st  session;  Oct.  1975.  1975.  vii+341 

p.il.  (Committee  print.)     +     •Item  102 5- A 

Y  4.Sci  2:94-l/N 
O.   Effects  of  chronic   exposure   to  low-level  pollutants   in  environment,   prepared   for 

Subcommittee  on  Environment  and  Atmosphere,  94th  Congress,  1st  session,  by  [ 
John  E.  Blodgett  ,  Joseph  P.  Biniek  ,  James  M.  McCullough,  John  R.  Justus, 
and  George  A.  Costello],  Congressional  Research  Service,  Library  of  Congress; 
Nov.  1975.  1975.  [7] +402  p.  (Committee  print.)     *  Paper,  $3.60.     •Item  1025-A 

Y  4.Sci  2:94-1/0 
12.  Conversion  to  metric  system  of  weights  and  measures,  hearings  before  Subcommittee 

on  Science,  Research,  and  Technology,  94th  Congress,  1st  session,  Apr.  29-May 
8,  1975.  1975.  iv+927  p.il.     +     ©Item  1025-A 

Y  4.Sci  2:94-1/12 

17.  Future  space  programs  1975,  hearings  before  Subcommittee  on  Space  Science  and 
Applications,  94th  Congress,  1st  session,  July  22-30,  1975.  1975.  iii+356  p.il.  *  Paper, 
$3.20.     •Item  1025-A 

Y  4.Sci  2:94-1/17 

18.  Authorization  for  National  standard  reference  data  act,  hearing  before  Subcommittee 
on  Science,  Research  and  Technology,  94th  Congress,  1st  session,  on  H.R.37,  Jan. 
27,  1975.  1975.  iii+84  p.     +     •Item  1025-A 

Y  4.Sci  2:94-1/18 

19.  Overview  of  DOT's  R&D  programs,  hearings  before  Subcommittee  on  Aviation 
and  Transportation  R.  &  D.  ,  94th  Congress,  1st  session,  May  13  and  20,  1975. 
1975.  iii+325  p.il.     +     •Item  1025-A 

Y  4Sci  2:94-1/19 
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Small  Business,  Permanent  Select  Committee  on,  House  Washington 
DC  20515 

00514  Monopolistic  tendencies  of  auto  emission  warranty  provisions,  hearings 

before  Subcommittee  on  Environmental  Problems  Affecting  Small 
Business,  93d  Congress,  2d  session,  Apr.  17-June  17,  1974.  1974.  v  +  375 
p.il.  1  pi.      +     •Item  1031 

Y  4.Sm  1:M  75 

Veterans'  Affairs  Committee,  House  Washington,  DC  20515 

00515  Operations  of  VA  medical  program,  hearings  before  Subcommittee  on 

Hospitals,  94th  Congress,  1st  session,  on  per  diem  allowances  for 
State  homes,  CHAMPVA  benefits  for  certain  veterans'  survivors, 
VA  reimbursement  for  health  care  in  certain  cases,  and  VA  quality 
care  study,  July  10-22,  1975.  1975.  vi+761-973  p.il.     +     •Item  1027 

Y  4.V  64/3:M  46/29 

Ways  and  Means  Committee,  House  Washington,  DC  20515 

00516  Examples  of  methods  of  increasing  income  into  social  security  trust 

funds,  Subcommittee  on  Social  Security;  Nov.  3,  1975.  1975.  ii+9 
p.  4°    (Committee  print,  94th  Congress,  1st  session;  WMCP  94-90.) 

+ 

Y  4.W  36:So  1/37 

00517  Information  on  unemployment  and  unemployment  compensation  pro- 

grams, including  proposed  changes  in  permanent  Federal-State  unem- 
ployment compensation  programs  contained  in  H.R.8366  and 
H.R.8614,  Subcommittee  on  Unemployment  Compensation;  Sept.  22, 
1975.  1975.  iv+146  p.il.  4°    (WMCP  94-81.)  + 

Y  4.W  36:  Un  2/17 

00518  National  health  insurance,  panel  discussions  before  Subcommittee  on 

Health,  94th  Congress,  1st  session,  July  10-Sept.  12,  1975.  1975.  iii+463 
p.il.     +     •Item  1028 

Y  4.W  36:H  34/21 

00519  President's  Oct.  1975  tax  cut  and  spending  ceiling  proposals,  executive 
hearing,  94th  C( 
+     •Item  1028 


hearing,  94th  Congress,  1st  session,  Oct.  7,  1975.  1975.  ii-t-53  p. 
llt( 


Y  4.W  36:T  19/103 

00520  Public  hearings  on  national  health  insurance,  prepared  statements  of 

witnesses,  Subcommittee  on  Health;  Nov.  5  ,  1975.  1975.  iii+130  p.il. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-93.)     + 
•Item  1028 

Y  4.W  36:H  34/23/975 

00521  Public  hearings  on  national  health  insurance,  prepared  statements  of 

witnesses,  Subcommittee  on  Health;  Nov.  10,  1975.  1975.  iii+122  p. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-%.)     + 
•Item  1028 

Y  4.W  36:H  34/23/975-3 

00522  Public  hearings  on  national  health  insurance,  prepared  statements  of 

witnesses,  Subcommittee  on  Health;  Nov.  12,  1975.  1975.   iii  +  111  p. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-98.)     + 
•Item  1028 

Y  4.W  36:H  34/23/975-2 
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00523  Staff  survey  of  State  disability  agencies  under  social  security  and  SSI 

programs,  Subcommittee  on  Social  Security;  Aug.  1,  1975.  1975.  vi+430 
p.  (Committee  print,  94th  Congress,  1st  session;  WMCP  94-63.) 
+     #Item  1028 

Y  4.W  36:So  1/36 

00524  Survey  report  on  individual  retirement  accounts,  report,  Subcommittee 

on  Oversight,  prepared  by  Education  and  Public  Welfare  Division, 
Congressional  Research  Service,  Library  of  Congress;  Nov.  17,  1975. 
1975.  iii+24  p.  (Committee  print,  94th  Congress,  1st  session;  WMCP 
94-101.)     +    #Item  1028 

Y  4.W  36:R  31/9 

Tax  reform,  public  hearings,  94th  Congress,  1st  session,  on  subject 
of  tax  reform,  July  8-31,  1975. 

00525  pt.  5.  Administration  and  public  witnesses,  July  29-31,  1975.  1975.  xxvi  + 3323-3945  p.il. 

+     •Item  1028 

Y  4.W  36:T  I9/100/pt.5 

00526  Tax  shelter  investments,  analysis  of  37  individual  income  tax  returns, 

24  partnership  and  3  small  business  corporation  returns  prepared 
by  Joint  Committee  on  Internal  Revenue  Taxation;  Sept.  3,  1975. 
1975.  iii+50  p.  4°    (JCS-21-75.)     +     ©Item  1028 

Y  4.W  36:T  19/113 

INTERNAL  REVENUE  TAXATION  JOINT  COMMITTEE 
Washington,  DC  20515 

00527  Summary  of  Senate   substitute  amendment  to   H.R.421,   prepared  for 

House  and  Senate  conferees  on  H.R.421;  Dec.  19  ,  1974.  1974.  [l]+5 
p.  (Committee  print;  JCS-23-74.)  + 

Y  4.1n  8/ll:Su  6 

SENATE  Washington,  DC  20510 

00528  Annual  statistical  report  of  receipts  and  expenditures  made  in  connec- 

tion with  elections  for  U.S.  Senate  in  1972,  prepared  as  prescribed 
by  Federal  election  campaign  act  of  1971,  Public  law  92-225.  [1975.] 
vri+1107  p.  oblong  8°    *  Paper,  $12.10.    #Item  998-C 

Y  1.3/6:972 

Senate  documents 

Note.— All  Senate  documents  entries  which  are  followed  by  a   + ,  may  be  obtained  from  the 
Senate  Document  Room  or  from  the  issuing  office. 

Senate  documents,  94th  Congress. 

00529  52.  Supplemental  appropriation  for  fiscal  year  1975  for  General  Services  Administration, 

communication  from   President  of  United   States;   May   12,   1975.   1975.    [1]+1  p.     + 
•Item  9% 

94-l:S.doc. 

00530  66.   Majority   and   minority  leaders   of   Senate,   history   and   development  of  offices  of 

floor  leaders;  June  6,  1975.  1975.  iii+19  p.     +     ©Item  996 

94-l:S.doc. 

00531  68.  Release  of  funds  to  Department  of  Health,  Education,  and  Welfare,  communication 

from   Assistant  Comptroller  General   of  United   States;  June  26,  1975.   1975.   [3]  p. 
+     •Item  996 

94-l:S.doc. 

00532  69.  Amendments  for  fiscal  year  1976  budget  for  Judiciary,  communication  from  President 

of  United  States;  July  8,  1975.  1975.  [1]+ 3  p.     +     ©Item  996 

94-l:S.doc. 

00533  70.  Summary  of  proposed  rescissions  and  deferrals  of  budget  authority,  message  from 

President  of  United  States;  July  8,  1975.  1975.  [l]  +  37  p.     +     •Item  9% 

94-l:S.doc. 
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00534  73.  Amendment  to  budget  for  fiscal  year  1976  for  Department  of  Justice,  communication 

from  President  of  United  States;  July  10,  1975.  1975   (l)  +  4  p.     4     •Item  996 

94-1  ! 

00535  76.  Cumulative  report  on  rescissions  and  defen-.th  of  budget  authority,  July  1975;  July 

15.  1975.  1975.  iii  +  4  p.     +     •hem  9% 

94-lS.doc 

00536  81.  Amendment  to  budget  for  Department  of  Agriculture,  communication  from  President 

of  United  States.  July  18,  1975.  3  p .     +     •Item  996 

94-1  Sdoc 

00537  85.  Amendment  to  budget  for  1976  for  Department  of  Housing  and  Urban  Development, 

communication  from   President   of   United   States;  July    22,   I97S    N7V    |1)  ♦  2  p      * 
•Item  9% 

94-1  S  doc 

00538  86.  Review  of  proposed  rescissions  and  deferrals  of  budget  authority,  communication 

from  Comptroller  General  of  United  States;  July  22.  1975.  1975.  [11 +  4  p      »     •Item 
996 

94-lS.doc. 

00539  87.  Legislatives  proposals  to  provide  for  orderly  transition   to  use  of  new   fiscal  year. 

communication  from  Director,  Office  of  Management  and  Budget.  Executive  Office 
of  President;  July  22,  1975.  1975.  [1]  + 21  p.     +     •Item  996 

94-l:S.doc. 

00540  92.  Vetoing  S.66,  Public  Health  Services  act,  message  from  President  of  United  States. 

July  26,  1975.  1975.  v  +  70  p.     +     •Item  996 

94-lS.doc. 

00541  93.  Summary  of  proposed  rescissions  and  deferrals,  message  from  President  of  United 

States;  July  26,  1975.  1975.  [l]  +  37  p.     +     •Item  9% 

94-l:S.doc. 

00542  98.  Amendments  to  budget  for  Navajo  and  Hopi  Relocation  Commission  and  for  Depart- 

ment of  Interior,   communication   from   President  of   United   States;   Sept.   3,   1975. 
1975.  [l]  +  3  p.     +     •Item  996 

94-l:S.doc. 

00543  99.  Cumulative  report  on  rescissions  and  deferrals,  Aug.  1975,  communication  from  Acting 

Director,  Office  of  Management  and   Budget,   Executive  Office  of  President,  Sept. 
3,  1975.  1975.  [l]  +  8  p.     +     •Item  996 

94-liS.doc. 

00544  100.  Review  proposed  rescissions  and  deferrals  of  budget  authority,  communication  from 

Comptroller  General  of  United  States;  Sept.  3,  1975.  1975.  [l]  +  7  p.     +     •Item  9% 

94-l;S.doc. 

00545  102.  Veto  of  Emergency  petroleum  allocation  extension  act,  1975,  message  from  President 

of  United  States  vetoing  S.1849;  Sept.  9,  1975.  1975.  v  +  2  p.     +     •Item  996 

94-I:S.doc 

00546  103.  Three  new  deferrals  of  budget  authority,  message  from  President  of  United  States 

Sept.  10,  1975.  1975.  [l]  +  7  p.     +     •Item  996 

94-hS.doc 

00547  104.  Cumulative  report  on  rescissions  and  deferrals  of  budget  authority.  Sept.  1975,  com 

munication   from    Director,   Office   of   Management  and   Budget,    Executive   Office 
of  President;  Sept.  16,  1975.  1975.  fl]  +  6  p.      +     •Item  996 

94-lrS.doc 

00548  105.  Three  new  deferrals  of  budget  authority,  message  from  President  of  United  States 

Sept.  24.  1975.  1975.  [l]  +  7  p.     +     •Item  9% 

94-l:S.doc 

00549  107.  Summary  of  proposed  deferrals  and  supplementary  report,  message  from  President 

of  United  States;  Oct.  3,  1975.  197.";   [1]  +  17  p.     +     •Item  9% 

94-l:S.doc. 

00550  111.   Deferrals  of  budget  authority,   message  from   President  of  United  States;  Oct.   20, 

1975.  1975.  [1]  + M  p.      +     ©Item  996  94-l:S.doc. 

00551  114.  Amendments  to  budget  for  Department  of  Interior,  communication  from  President 

of  United  States;  Oct.  30.  1975.  1975.  [l]  +  3  p.     +     •Item  9%  ^^  ^ 

00552  115.   Supplemental   appropriation   for   Department  of  Housing  and   Urban   Development. 

communication  from  President  of  United  States;  Oct.  30,  1975.  1975.  (l)  +  3  p. 

94-l:S.doc. 
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Senate  reports 

Note.— For  titles  of  bills  which  these  reports  accompany,  see  Congressional  record  index. 

Senate  reports  on  public  bills,  94th  Congress.   +  Senate  Documents 
Room,  Capitol.     •  Item  1008- A 

00553  104.   Authorizing  appropriations  for  Energy   Research  and   Development  Administration 

for  fiscal  year  1976  and  for  transition  quarter  ending  Sept.  30,  1976.  Report  by 
Joint  Committee  on  Atomic  Energy  to  accompnay  S.598;  May  6,  1975.  1975.  iii  +  56 
p.  [Corrected  print.] 

00554  111.   National   Science   Foundation   authorization   act,   1976.    Report   from   Committee   on 

Labor  and  Public  Welfare  to  accompany  S.1539.  May  9,  1975.  27  p. 

00555  113.  First  concurrent  resolution  on  budget,  fiscal  year  1976.  Conference  report  to  accom- 

pany H.Con.Res.218.  May  9,  1975.  9  p. 

00556  114.   Pyramid   sales  act.   Report  of  Committee   on  Commerce  on   S.L509;   May  12,  1975. 

1975.  [l]+18p. 

00557  119.   Indochina   migration   and  refugee   assistance   act  of  1975.   Report   from   Committee 

on  Foreign  Relations  to  accompany  S.1661.  May  12,  1975.  31  p. 

00558  121.  Overseas  citizens  voting  rights  act  of  1975.  Report  from  Committee  on  Rules  and 

Administration  to  accompany  S.95.  May  13,  1975.  10  p. 

00559  123.  Providing  for  reappointment  of  John   Nicholas  Brown   as  citizen  regent  of  Board 

of  Regents  of  Smithsonian  Institution.  Report  from  Committee  on  Rules  and  Adminis- 
tration to  accompany  S.J.Res.42.  May  13  ,  1975.  3  p. 

00560  134.   Emergency  rail  transportation   improvement  and   employment  act  of   1975.   Report 

together  with  additional  views  of  Senate  Committee  on  Commerce  and  Senate  Com- 
mittee on  Labor  and  Public  Welfare  on  S.1730;  May  13,  1975.  1975.  iii+21  p. 

00561  142.  Resolution  of  support  for  barrier-free  environment.  Report  from  Committee  on  Labor 

and  Public  Welfare  to  accompany  S.Con.Res.U.  May  16,  1975.  4  p. 

00562  147.  Declaring  that  certain  land  of  United   States  is  held  by  United  States  in  trust  for 

pueblo  of  Laguna.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accom- 
pany S.557.  May  20,  1975.  5  p. 

00563  148.   Repealing  act  of  May  10,   1926,   44   Stat.498,   relating   to  condemnation   of  certain 

lands  of  Pueblo  Indians  in  State  of  New  Mexico.  Report  from  Committee  on  Interior 
and  Insular  Affairs  to  accompany  S.217.  May  20,  1975.  8  p. 

00564  156.  Senator  from  New  Hampshire,  pt.2,  Wyman  position.  Report  together  with  individual 

views  from  Committee  on  Rules  and  Administration  to  accompany  S.Res.166;  May 
22,  1975.  1975.  iv+41  p. 

00565  157.   Military   construction   authorization,    fiscal   year  1976.    Report  from   Committee   on 

Armed  Services  to  accompany  S.1247.  May  22,  1975.  70  p. 

00566  166.   Establishing  Klondike  Gold   Rush  Park.   Report  from    Committee   on   Interior  and 

Insular  Affairs  to  accompany  S.98.  June  2,  1975.  6  p. 

00567  168.  Education  for  all  handicapped  children  act.  Report  together  with  additional  views 

from  Committee  on  Labor  and  Public  Welfare  to  accompany  S.6.  June  2,  1975. 
82  p. 

00568  171.  Designating  Flat  Tops  Wilderness,  Routt  and  White  River  National  Forests,  in  State 

of  Colorado.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany 
S.267.  June  3,  1975.  19  p. 

00569  172.  Designating  Eagles   Nest  Wilderness,   Arapaho  and  White  River  National  Forests, 

in  State  of  Colorado.  Report  from  Committee  on  Interior  and  Insular  Affairs  to 
accompany  S.268.  June  3,  1975.  13  p. 

00570  189.   National  Guard   technicians'    retirement.   Report   from    Committee   on    Post  Office 

and  Civil  Service  to  accompany  S.584.  June  U,  1975.  10  p. 
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00571  192.    Lister   Hill   scholarship   act,    1975.    Report   from   Committee   on    Labor    and    Public 

Welfare  to  accompany  S.U91.  June  12.  1975.  41  p.il 

00572  193.  Control  of  African  honeybee.  Report  from  Committee  on  Agriculture  and  Forestry 

to  accompany  S.18.  June  13, 1975.  10  p. 

00573  197.  Extending  authorization  for  Federal  Election  Commission.  Report  from  Committee 

on  Rules  and  Administration  to  accompany  S.I4J4  June  17,  1975.  3  p. 

00574  199.   Amendment   to   Federal  rules   of  evidence.    Report   from   Committee   on   Judiciary 

to  accompany  S.1549.  June  18,  1975.  4  p. 

00575  200.   Emergency   compensation   and    special   unemployment   assistance   extension   act   of 

1975.   Report  from   Committee   on   Finance   to   accompany   H.R.6900.   June   18,   1975. 
30  p. 

00576  201.  Continuing  appropriations,  1976.  Report  from  Committee  on  Appropriations  to  accom- 

pany H.J.Res.499.  June  18,  1975.  6  p. 

00577  204.  Revision  of  jurisdiction  of  three-judge  courts.  Report  from  Committee  on  Judiciary 

to  accompany  S.537.  June  18,  1975.  16  p. 

00578  208.   Emergency   compensation   and   special  unemployment   assistance   extension   act  of 

1975.  Report  from  Committee  on  Labor  and  Public  Welfare  to  accompany  H.R.6900. 
June  18, 1975.  17  p. 

00579  213.  Congressional  approval  of  watersehd  projects.  Report  from  Committee  on  Agriculture 

and  Forestry  to  accompany  S.1230.  June  19,  1975.  5  p. 

00580  218.  Drug  Abuse  Office  and  treatment  act  amendments  of  1975.  Report  from  Committee 

on  Labor  and  Public  Welfare  to  accompany  S.1608.  June  20,  1975.  51  p.il. 

00581  220.  Emergency  petroleum  allocation  extension  act  of  1975.  Report  together  with  minority 

and  additional  views  from  Committee  on  Interior  and  Insular  Affairs  to  accompany 
S.1849.  June  23, 1975.  29  p. 

00582  251.  Consumer  Product  Safety  Commission  improvements   act  of  1975.  Report  together 

with  additional  views  of  Committee   on  Commerce  on  S.644;  June  24,  1975.  1975. 

ra+49P. 

00583  255.  Older  Americans  amendments  of  1975.  Report  from  Committee  on  Labor  and  Public 

Welfare  to  accompany  S.1425.  June  25,  1975.  88  p. 

00584  265.   Home  energy   disclosure   act.   Report  from   Committee   on   Commerce   on   S.2063; 

July  8,1975.  1975.  [l]  +  19p. 

00585  270.   Offshore   shrimp   fisheries   act   amendments   of  1975.    Report  from   Committee   on 

Commerce  to  accompany  H.R.5709.  July  9,  1975.  21  p. 

00586  271.  Marine  protection,  research,  and  sanctuaries  act  authorization.  Report  from  Commit- 

tee on  Commerce  to  accompany  H.R.5710.  July  9,  1975.  4  p. 

00587  273.  Tariff  treatment  of  watches  and  watch  movements  manufactured  in  insular  posses- 

sions of  United  States.  Report  from  Committee  on  Finance  to  accompany  H.R.77W. 
July  9,  1975.  3  p. 

00588  274.  Temporary  suspension  of  duty  on  certain  catalysts  of  platinum  and   carbon  used 

in    producing    caprolactam.    Report    from    Committee    on    Finance    to    accompany 
H.R.7728.  July  9,  1975.  3  p. 

00589  286.   Resolution  to  disapprove  President's   proposal  to  decontrol  old  oil  prices.  Report 

together  with  minority  views   from   Committee  on   Interior  and   Insular  Affairs   to 
accompnay  S.Res.145.  July  21,  1975.  22  p. 

00590  290.   Emergency   loan   program.   Conference   report   to  accompany  S.555.  July   21,   1975. 

8+[l]  p. 

00591  291.  Department  of  Transportation  and  related  agencies  appropriation  bfll    1976.  Report 

from  Committee  on  Appropriations  to  accompany  H.R.8365.  July  22.  1975.  54  p. 

00592  295.  Voting  rights  act  extension.  Report  together  with  minority  views  from  Committee 

on  Judiciary  to  accompany  S.1279,  as  amended.  July  22,  1975.  74  p. 
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00593  2%.   Federal  coal  leasing  amendments  act  of  1975.  Report  together  with  minority  and 

additional  views  from  Committee  on  Interior  and  Insular  Affairs  to  accompany 
S.391.  July  23,  1975.  67  p. 

00594  298.  Authorizing  Smithsonian  Institution  to  plan  museum  support  facilities.  Report  from 

Committee  on  Rules  and  Administration  to  accompany  S.907.  July  23,  1975.  5  p. 

00595  299.  Amending  National  Portrait  Gallery  act  to  redefine  portraiture.  Report  from  Commit- 

tee on  Rules  and  Administration  to  accompany  S.1657.  July  23,  1975.  4  p. 

005%        301.  Reserving  site  for  use  of  Smithsonian  Institution.  Report  from  Committee  on  Rules 
and  Administration  to  accompany  H.R.5327.  July  23,  1975.  3  p. 

00597  305.  Authorizing  additional  expenditures  by  Committee  on  Armed  Services  for  inquiries 

and  investigations.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.87.  July  23,  1975.  9  p. 

00598  306.  Authorizing  additional  expenditures  by  Committee  on  Banking,  Housing,  and  Urban 

Affairs  for  inquiries  and  investigations.  Report  from  Committee  on  Rules  and  Ad- 
ministration to  accompany  S.Res.57.  July  23,  1975.  9  p. 

00599  308.  Authorizing  additional  expenditures  by  Committee  for  inquiries  and  investigations. 

Report  from  Committee  on  Rules  and  Administration  to  accompany  S. Res. 63.  July 
23,  1975.  76  p. 

00600  309.  Authorizing  additional  expenditures  by  Committees  on  Government  Operations  and 

Commerce  for  joint  study  of  purpose  and  current  effectiveness  of  certain  Federal 
and  State  agencies.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.71.  July  23,  1975.  19  p. 

00601  310.  Authorizing  additional  expenditures  by  Committee  on  District  of  Columbia  for  inqui- 

ries and .  investigations.  Report  from  Committee  on  Rules  and  Administration  to 
accompany  S.Res.30.  July  23,  1975.  30  p. 

00602  311.  Authorizing  additional  expenditures  by  Committee  on  Finance  for  inquiries  and  in- 

vestigations. Report  from  Committee  on  Rules  and  Administration  to  accompany 
S.Res.51.  July  23,  1975. 15  p. 

00603  313.   Committee   on   Government  Operations,   annual   expenditure   authorization.   Report 

of  Committee  on  Rules  and  Administration  on  S.Res.49;  July  23,  1975.  1975.  iii+48 
P- 

00604  315.  Committee  on  Judiciary  annual  expenditure  authorization.  Report  from  Committee 

on  Rules  and  Administration  on  S.Res.72;  July  23,  1975.  1975.  iii+76  p. 

00605  316.   Authorizing  additional  expenditures   by   Committee  on    Labor  and   Public   Welfare 

for  inquiries  and  investigations.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  S.Res.40.  July  23,  1975.  25  p. 

00606  317.  Authorizing  additional  expenditures  by  Committee  on  Post  Office  and  Civil  Service 

for  inquiries  and  investigations.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  S.Res.52.  July  23,  1975.  5  p. 

00607  319.  Authorizing  additional  expenditures  by  Committee  on  Veterans'  Affairs  for  inquiries 

and  investigations.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany.S.Res.53.  July  23,  1975.  6  p. 

00608  320.  Authorizing  additional  expenditures  by  Select  Committee  on  Small  Business.  Report 

from  Committee  on  Rules  and  Administration  to  accompany  S.Res.47.  July  23,  1975. 
10  p. 

00609  322.  Continuing  and  authorizing  additional  expenditures  by  Special  Committee  on  Aging. 

Report  from  Committee  on  Rules  and  Administration  to  accompany  S. Res. 62.  July 
23,  1975.  37  p. 

00610  324.  Gifts  of  property  to  National  Arboretum.  Report  from  Committee  on  Agriculture 

and  Forestry  to  accompany  S.1649.  July  23,  1975.  5  p. 

00611  329.  Extension  of  authority  for  special  pay  for  nuclear-qualified  naval  officers.  Report 

from  Committee  on  Armed  Services  to  accompany  S.2U4.  July  24,  1975.  8  p. 
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00612  330.  National  disease  control  and  consumer  health  education  and  promotion  act  of  BW 

Report  from  Committee  on  Labor  and  Public  Welfare  to  accompany  S  I4*>6  July 
24,  1975.  77  p. 

00613  331.  Amending  National  environmental  pobcy  act  to  clarify   Federal  and   Stale  roles  in 

preparation  of  environmental  analyses  on  certain  Federal  programs.  Conference  re- 
port to  accompany  S.R.3130.  July  24,  1975.  5  p. 

00614  332.  Authorizing  appropriations  for   Energy   Research  and   Development  Administration 

for  fiscal  year  1976  and  for  transition  quarter  ending  Sept.  30,  1976  Report  from 
Committee  on  Interior  and  Insular  Affairs  to  accompany  S.598.  July  24,  1975.  96 
P 

00615  333.   Postal  Service   compliance  with  Occupational  safety   and  health  act    Report   from 

Committee  on  Post  Office  and  Civil  Service  to  accompany  H.R.2559.  July  25.  1975 
34  p. 

00616  335.  National  productivity  and  quality  of  working  life  act  of  1975.  Report  of  Committee 

on  Government  Operations  to  accompany  S.2I95;  July  28,  1975.  1975.  iii  +  29  p. 

00617  336.   Federal   rules   of  criminal  procedure   amendments   act  of  1975.   Conference   report 

to  accompany  H.R.  6799.  July  28,  1975.  13  p. 

00618  339.  National  Science  Foundation  authorization  act,  1976.  Conference  report  to  accompany 

H.R. 4723.  July  29,  1975.  14  p. 

00619  347.   National   school   lunch  act  and   Child   nutrition   act  of  1966  amendments  of  1975. 

Conference  report  to  accompany  H.R.4222.  July  30,  1975.  35  p. 

00620  349.   Public  buildings   cooperative   use   act  of  1975.   Report   from   Committee  on   Public 

Works  to  accompany  S.865.  July  31,  1975.  6  p. 

00621  350.  Authorizing  construction  of  Polecat  Bench  area  of  Shoshone,  Wyo.   Report  from 

Committee  on  Interior  and  Insular  Affairs  to  accompany  S.151.  July  31,  1975.  8  p. 

00622  352.  John  F.  Kennedy  Center  for  Performing  Arts.  Report  from  Committee  on  Public 

Works  to  accompany  H.R.6151.  July  31,  1975.  11  p. 

00623  355.  International  economic  policy  act  of  1972  authorizations.  Report  of  Committee  on 

Banking,  Housing,  and  Urban  Affairs  to  accompany  H.R.5884;  July  31.  1975.  1975. 
[l]  +  6p. 

00624  358.   Amending  Wild   and   scenic    rivers   act   to  designate    segment  of  Allegheny   River 

for  study  for  possible  inclusion  in  national  wild  and  scenic  river  system.  Report 
from  Committee  on  Interior  and  Insular  Affairs  to  accompany  S.1004.  July  31,  1975. 
9  p. 

00625  360.  Authorizing  appropriations  for  Indian  Claims  Commission  for  fiscal  year  1976.  Report 

from  Committee  on  Interior  and  Insular  Affairs  to  accompany  H.R. 3979.  July  31. 
1975.  34  p. 

00626  361.  Extension  of  term  of  Joint  Federal-State  Land  Use  Planning  Commission  for  Alaska 

and  other  amendments  to,  and  provisions  concerning,  Alaska  native  claims  settlement 
act.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany  S.I469. 
Aug.  1,  1975.  41  p. 

00627  400.  Amending  Jury  selection  and  service  act  of  1968.  Report  from  Committee  on  Judiciary 

to  accompany  S.539.  Sept.  26,  1975.  25  p. 

00628  407.  Maritime  appropriation  authorization  act  of  1975.  Conference  report  to  accompany 

S.1542.  Oct.  2,  1975.  5  p. 

00629  408.  Amending  Water  resources  planning  act  of  1965    Report  from  Committee  on  Interior 

and  Insular  Affairs  to  accompany  S.506.  Oct.  2,  1975.  8  p. 

00630  418.  Horse  protection  act  amendments  of  1975.  Report  of  Committee  on  Commerce  on 

S.811;  Oct.  8,  1975.  1975.  (11  +  20  p. 

00631  419.  Clear  message  to  people.  Report  with  additional  views  of  Joint  Committee  on  Con- 

gressional Operations  on  Congress  and  mass  communications;  Oct.  8.  1975.  1975. 
v-t-37p.il. 
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00632  424.  Rural  electrification  loan  program  amendments.  Report  from  Committee  on  Agricul 

ture  and  Forestry  to  accompany  H.R.4799.  Oct.  9,  1975.  5  p. 

00633  43S.   Authorizing  printing  of  77th  annual   report  of  National  Society   of   Daughters 

American  Revolution  as  Senate  document.   Report  from  Committee  on   Rules  and 
Administration  to  accompany  S.Res.290.  Oct.  28,  1975.  1  p. 

00634  436.  Authorizing  printing  as  House  document  of  revised  edition  of  Capitol.  Report  from 

Committee  on  Rules  and  Administration  to  accompany  H.Con.Res.215.  Oct.  28,  1975. 
I  p. 

00635  446.   Department  of  Defense  appropriation  bill,   1976.   Report  from  Committee  on  Ap- 

propriations to  accompany  H.R.9861.  Nov.  6,  1975.  302  p. 

00636  449.  U.S.  Marine  Corps.  Report  from  Committee  on  Judiciary  to  accomapny  S.J.Res.144. 

Nov.  6,  1975.  1  p. 

Aeronautical  and  Space  Sciences  Committee,  Senate  Washington,  DC 
20510 

00637  Convention  on  Registration  of  Objects  Launched  into  Outer  Space, 

analysis  and  background  data;  July  1975.  1975.  v+66  p.  (Committee 
print,  94th  Congress,  1st  session.)  + 

Y  4.Ae  8:Sp  1/13 

00638  International    legal    and    institutional    aspects    of    stratosphere    ozone 

problem;  Aug.  15,  1975.  1975.  xi  +  132  p.il.  (Committee  print,  94th  Con- 
gress, 1st  session.)  + 

Y  4.Ae  8:Oz  7 

Aging,  Special  Committee  on,  Senate  Washington,  DC  20510 

00639  Congregate  housing  for  older  adults,  assisted  residential  living  combin- 

ing shelter  and  services,  working  paper;  Nov.  1975.  1975.  vi+60  p. 
(Committee  print,  94th  Congress,  1st  session.)     *  Paper,  80c. 

Y  4.Ag  4:H  81/5 

Nursing  home  care  in  United  States,  failure  in  public  policy,  supporting 
paper. 

00640  6.   What  can  be  done  in  nursing  homes,   positive  aspects   in  long-term  care,  prepared 

by  Subcommittee  on  Long-term  Care;  Sept.  1975.  1975.  xxiv  + 579-701  p.il.  (Committee 
print,  94th  Congress,  1st  session.)     *  Paper,  $1.70.     #Item  1009 

Y  4.Ag  4:N  93/5/no.6 

Agriculture  and  Forestry  Committee,  Senate  Washington,  DC  20510 

00641  Comparative  analysis  of  Food  stamp  act  of  1964  and  proposed  reform 

legislation;  Nov.  5,  1975.  1975.  iii+250  p.  12  p.  of  tab.  4°  (Committee 
print,  94th  Congress,  1st  session.)     -I-    •Item  1032 

Y  4.Ag  8/2: F  73/28 

00642  Comprehensive  study  of  child  nutrition  programs,  July  1974,  submitted 

by  Department  of  Agriculture  to  Congress  ,  pursuant  to  Public  law 
93-150,  Subcommittee  on  Agricultural  Research  and  General  Legisla- 
tion; Sept.  10,  1974.  1974.  vi+87  p.  (Committee  print,  93d  Congress, 
2d  session.)    *  Paper,  $1.10.    •Item  1032 

Y  4.Ag  8/2: C  43/2/974 

00643  Extension    of    Federal    insecticide,    fungicide,    and    rodenticide    act, 

hearings  before  Subcommittee  on  Agricultural  Research  and  General 
Legislation,  94th  Congress,  1st  session,  on  H.R.8841,  Oct.  28  and 
29,  1975. 1975.  iv+222  p.     +     •Item  1032 

Y  4.Ag  8/2: In  7/2/975 
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00644  Implementation  of  Rural  development  act,  hearings,  pt.3,  before  Sub 

committee  on  Rural  Development,  93d  Congress,  2d  session 
8  and  9,  1974.  1974.  iv  +  389  p.O.  1  pi.     +     •Item  1032 

Y  4.Ag  8/2:R  SK/23/Pt.3 

00645  Livestock   marketing,    hearings   before    Subcommittee   on   Agricultural 

Production,   Marketing,  and   Stabilization  of  Prices,  94th   Congress 
1st  session,  on  S.1532  and  S.2034,  July  19  and  Juh 
v+237  p.il.  [Hearings  held  in  Omaha,  Nebr.  and  Washington    I>< 
+     •Item  1032 

Y  4.Ag  8/2:L  75/4 

00646  Medical  facilities,  concerted  services,  and  employment  projects  in  rural 

areas,  hearing  before  Subcommittee  on  Rural  Development,  94th  I 
gress,  1st  session,  on  S.1353,  S.1807,  [and]  S.1916,  July  21,  1975    1975 
v+163  p.il.     +     •Item  1032 

Y  4.Ag  8/2  1 

00647  Western  agriculture,  prospects,  problems,  and  solutions,  hearings,  93d 

Congress,  2d  session,  Apr.  19,  1974.  1974.  v  +  342  p.il.  [Hearings  held 
in  Salt  Lake  City,  Utah.]     +     •Item  1032 

Y  4.Ag  8/2 :W  52 

Appropriations  Committee,  Senate  Washington,  DC  20510 

Agriculture  and  related  agencies  appropriations  for  fiscal  year  1976, 
hearings  before  subcommittee,  94th  Congress,  1st  session. 

00648  pt.l.   Agricultural   Marketing  Service,   Agricultural   Research   Service,   Animal  and   Plant 

Health  Inspection  Service,  Cooperative  State  Research  Service,  Economic  Research 
Service,  Extension  Service,  Farmer  Cooperative  Service,  Federal  Crop  Insurance 
Corporation,  Foreign  Agricultural  Service,  National  Agricultural  Library,  Office  f 
General  Counsel,  Packers  and  Stockyards  Administration,  Secretary  of  Agriculture. 
Statistical  Reporting  Service.  1975.  ii  +  1074  +  xxiv  p.il.     4     •Item  1033 

Y  4Ap  6/2:Ag  8/5/976/pt.l 

Department  of  Defense  appropriations  for  fiscal  year  1976,  hearings 
before  subcommittee,  94th  Congress,  1st  session. 

00649  pt.2.  Army.  1975.  ii  +  695  +  vii  p.il.     +     •Item  1033 

Y  4Ap  6/2  :D  26/4/976/pt.2 

Department  of  Transportation  and  related  agencies  appropriations  for 
fiscal  year  1976,  hearings  before  subcommittee,  94th  Congress,  1st 
session,  on  H.R.8365. 

00650  pt.l.  Department  of  Transportation,  National  Transportation  Safety  Board,  Nondepartmen 

tal  witnesses,  Panama  Canal  Company,  Saint  Lawrence  Seaway  Development  Cor- 
poration. 1975.  ii+ 1-1105 +xu  p.il.     +     •Item  1033 

Y  4Ap  6/2:T  68/2/976/pt.l 

00651  pt.2.  Civil  Aeronautics  Board,  Department  of  Transportation,  Interstate  Commerce  Com- 

mission, National  Transportation  Safety  Board,  Nondepartmental  witnesses.  Office 
of  Technology  Assessment,  U.S.  Railway  Association.  Washington  Metropolitan  Area 
Transit  Authority.  1975.  ii  + 1107-2239  + xii  p.il.     ♦     ©Item  K)33 

Y  4  Ap  6/2:T  68/2/976/pt.2 

Banking,  Housing,  and  Urban  Affairs  Committee,  Senate  Washington, 
DC  20510 

00652  Housing  management,  foreclosures,  and  abandonments,  hearing,  94th 

Congress,  1st  session,  on  management  of  Federal  housing  programs 
by  Federal  Housing  Administration  and  Department  of  Housing  and 
Urban  Development,  July  14,  1975.  1975.  iv  +  274  p.il.  [Hearing  held 
in  Chicago,  Dl.l     +     •Item  1035 

K  '       J  Y  4.B  22/3:H  81/75 
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00653  International  economic  policy  act  of  1975,  hearings  before  Subcommittee 

on  International  Finance,  94th  Congress,  1st  session  on  S.1262,  June 
16  and  July  18,  1975.  1975.  iii+130  p.il.     +     ©Item  1035 

Y  4.B  22/3:In  8/15 

00654  Lockheed  bribery,  hearings,  94th  Congress,  1st  session,  concerning  pay- 

ments to  foreign  agents  and  foreign  government  officials  by  Lockheed 
Aircraft  Corporation,  and  Emergency  loan  guaranty  act,  Aug.  25, 
1975.  1975.  iii+61  p.     +     •Item  1035 

Y  4.B  22/3  :B  76 

00655  New  York  City  financial  crisis,  hearings,  94th  Congress,  1st  session, 

on  S.1833,  S.1862,  S.2372,  S.2514,  and  S.2523,  Oct.  9-23,  1975.  1975. 
iii-i-830  p.     +    •Item  1035 

Y  4.B  22/3:N  2  y 

00656  Nomination  of  Roderick  M.  Hills,  hearing,  94th  Congress,  1st  session, 

on  nomination  of  Roderick  M.  Hills  to  be  Member  of  Securities 
and  Exchange  Commission,  Oct.  6,  1975.  1975.  ii+25  p.  +  •Item 
1035 

Y  4.B  22/3:H  55/2 

00657  State  and  local  doing  business  taxes  on  out-of-State  financial  deposito- 

ries, report  of  study  under  Public  law  93-100  by  Advisory  Commission 
on  Intergovernmental  Relations;  May  1975.  1975.  xxx+1045  p. 
(Committee  print,  94th  Congress,  1st  session.)     +    •Item  1035 

Y  4.B  22/3:T  19/8 

Budget  Committee,  Senate  Washington,  DC  20510 

00658  1976  first  concurrent  resolution  on  budget,  v.2,  hearings,  94th  Congress, 

1st  session,  Mar.  11-21,  1975.  1975.  vi+553-1143  p.il.  +  •Item  1035- 
A 

Y  4.B  85/2:C  74/976/v.2 

Commerce  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  93d  Congress. 

00659  82.  Foreign  investments  in  United  States,  hearing  before  Subcommittee  on  Foreign  Com- 

merce and  Tourism,  93d  Congress,  2d  session,  on  S.2840,  Mar.  7,  1974.  1974.  iii+220 
p.     +     •Item  1041 

Y  4.C  73/2:93-82 

00660  84.   Miscellaneous  wildlife  legislation,   hearings  before   Subcommittee   on   Environment, 

93d   Congress,   2d   session,   on   S.1I33    [and  other  bills],   Apr.   U  and   May   8,   1974. 
1974.  iv  +  166  p.     +     •Item  1041 

Y  4.C  73/2:93-84 

[Committee  publication]  serial,  94th  Congress. 

00661  30.  Geneva  session  of  3rd  United  Nations  Law  of  the  Sea  Conference,  hearings  before 

National  Ocean  Policy  Study,  94th  Congress,  1st  session,  June  3  and  4,  1975.  1975. 
iii  +  85p.     +     •Item  1041 

Y  4.C  73/2:94-30 

00662  33.  Fairness  doctrine,  hearings  before  Subcommittee  on  Communications,  94th  Congress, 

1st    session,   on   S.2    ,   S.608   [and]   S.1178,   Apr.   28-May   6,   1975.   1975.    iv+451  p.il. 
+     •Item  1041 

Y  4.C  73/2:94-33 

00663  34.  Natural  gas  emergency  act  of  1975,  hearing,  94th  Congress,  1st  session,  on  S.2244, 

S.2310  [and]  S.2230,  Sept.  15,  1975.  1975.  iii+101  p.     +     •Item  1041 

Y  4.C  73/2:94-34 

00664  38.  Emergency  locator  transmitters,  hearing  before  Subcommittee  on  Aviation,  94th  Con- 

gress, 1st  session,  on  S.910,  Sept.  18,  1975.  1975.  iii+11  p.     +     ©Item  1041 

Y  4.C  73/2:94-38 
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Finance  Committee,  Senate  Washington,  DC  20510 

00665  Data  and  materials  on  proposals  relating  to  child  care  staffing  require- 

ments; Oct.  31,  1975.  1975.  iii  +  21  p.  (Committee  print,  94th  Congress, 
1st  session.)  + 

Y  4.F  49:C  43/7 

00666  Implementation  of  PSRO  legislation,  hearings,  pt.  2,  Appendixes,  before 

Subcommittee  on  Health,  93d  Congress,  2d  session,  May  8  and  9, 
1974.  1975.  xi+[l] +489-947  p.     *  Paper,  $4.05.     #Item  1038 

Y  4.F  49:P  94/4/pt.2 

Foreign  Relations  Committee,  Senate  Washington,  DC  20510 

00667  Direct  investment  abroad  and  multinationals,  effects  on  United  States 

economy,  prepared  for  use  of  Subcommittee  on  Multinational  Cor- 
porations, by  Peggy  B.  Musgrave  ,  with  foreword  by  Frank  Church; 
Aug.  1975.  1975.  xxi+136  p.il.  (Committee  print,  94th  Congress,  1st 
session.)     +     Oltem  1039 

Y  4.F  76/2: M  91/6 

00668  Great  decisions  in  foreign  policy,  hearing,  94th  Congress,  1st  session, 

on  1975  national  conference  on  great  decisions  in  United  States 
foreign  policy,  Apr.  9,  1975.  1975.  iii+26  p.     +     •Item  1039 

Y  4.F  76/2:P  75/4 

00669  Multinational  corporations  in  Brazil  and  Mexico,  structural  sources  of 

economic  and  noneconomic  power,  report  to  Subcommittee  on  Mul- 
tinational Corporations  [with  selected  bibliography]  by  Richard  S. 
Newfarmer  and  Willard  F.  Mueller  with  foreword  by  Frank  Church; 
Aug.  1975.  1975.  xiii+212  p.  (Committee  print,  94th  Congress  ,  1st 
session.)     +    #Item  1039 

Y  4.F  76/2:M  91/5 

Multinational  corporations  and  United  States  foreign  policy,  hearings 
before  Subcommittee  on  Multinational  Corporations,  93d  Congress, 
2d  session. 

00670  pt.6.  Multinational  petroleum  companies  and  foreign  policy,  app  to  pt.  5,  Aug.  30,  1974. 

1974.  iii+347  p.     •  Paper,  $2.65.     ©Item  1039 

Y  4.F  76/2:M  91/pt.6 

Multinational  corporations  and  United  States  foreign  policy,  hearings 
before  Subcommittee  on  Multinational  Corporations,  94th  Congress, 
1st  session. 

00671  pt.U.   Political  and   financial  consequences   of  OPEC   price    increases,   Jan.    29-Mar.   18, 

1975.  1975.  iv+476  p.il.     *  Paper,  $4.05.     •Item  1039 

Y  4.F  76/2:M  91/pt.ll 

00672  Report  by  congressional  advisers  to  7th  special  session  of  United  Na- 

tions, joint  committee  print,  see  International  Relations  Committee, 
House. 

00673  3rd  U.N.  Law  of  the  Sea  Conference,  Geneva  session,  Mar.-May  1975, 

report  by  Claiborne  Pell  ,  Thomas  Mclntyre  ,  Clifford  Case,  Charles 
McC.Mathias,  jr.,  and  Ted  Stevens;  Aug.  .  1975.  1975.  v+156  p. 
(Committee  print,  94th  Congress,  1st  session.)  +  7An.^ 

00674  United  States  and  China,  report  to  Senate  Foreign  Relations  Committee 

and  House  International  Relations  Committee  by  7th  congressional 
delegation  to  People's  Republic  of  China;  Oct.  28,  1975.  1975.  v+68 
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p.  il.  3  pi.  (Joint  committee  print,  94th  Congress.  1st  session.)  4 
#ltem  1039 

Y  4.F  76/2  :Un  35/28 

Government  Operations  Committee,  Senate  Washington,  DC  20510 

00675  Budgetary,  organizational,  and  personnel  data  on  departments  and  agen- 

cies performing  police  or  investigative  activities,  report  prepared  by 
Washington  Regional  Office,  General  Accounting  Office;  Oct.  1975. 
1975.  viii+185  p.  (Committee  print,  94th  Congress,  1st  session.)  + 
•Item  1037 

Y  4.G  74/6:B  85/10 

00676  Federal  advisory  committees,  index  to  membership  of  Federal  advisory 

committees  listed  in  3d  annual  report  of  President  to  Congress,  cover- 
ing calendar  year  1974,  Subcommittee  on  Reports,  Accounting,  and 
Management;  Oct.  1975.  1975.  xii+1412  p.  oblong  12°  (Committee  print, 
94th  Congress,  1st  session.)    *  Paper,  $15.50.    •Item  1037 

Y  4.G  74/6:Ad  9/7 

00677  Revenue  sharing,  1975,  hearing  before  Subcommittee  on  Intergovern- 

mental Relations,  94th  Congress,  1st  session,  July  23,  1975.  1975.  iii+95 
p.    *  Paper,  $1.10.    ©Item  1037 

Y  4.G  74/6:R  32/5/975 

00678  Summary  of  activities  of  Committee  on  Government  Operations,  93d 

Congress,  1973-74;  Dec.  30,  1974.  1975.  ix+20  p.  (Committee  print, 
93d  Congress,  2d  session.)  + 

Y  4.G  74/6:Ac  8/973-74 

00679  Watergate  reorganization  and  reform  act  of  1975,  hearings,  pt.  1,  94th 

Congress,  1st  session,  on  S.495  [and]  S.2036,  July  29-31,  1975.  1975. 
iv+453  p.     *  Paper,  $3.95.    •Item  1037 

Y  4.G  74/6:W  29/2/pt.l 

Interior  and  Insular  Affairs  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  93d  Congress. 

00680  24.  Market  performance  and  competition  in  petroleum  industry,  hearings,  pt.  5,  before 

Special  Subcommittee  on  Integrated  Oil  Operations,  pursuant  to  S. Res. 45,  National 
fuels  and  energy  policy  study,  93d  Congress,  2d  session,  Jan.  29-Feb.  21,  1974. 
1974.  vii+1411-2427  p.il.     +     •Item  1040 

Y  4.1n  8/13:93-24/pt.5 

[Committee  publication]  serial,  94th  Congress. 

00681  18.  Greater  coal  utilization,  joint  hearings,  pt.  3,  App.,  before  Committees  on  Interior 

and  Insular  Affairs  and  Public  Works,  Senate,  pursuant  to  S.Res.45.  National  fuels 
and  energy  policy  study,  94th  Congress,  1st  session,  on  S.1777.  1975.  vi+[l]+1709- 
2469  p.il.     +     •Item  1040 

Y  4.1n  8/13:94-18/pt.3 

00682  Land  and  water  conservation  fund,  historic  preservation,  hearing,  pt. 

3,"  before  Subcommittee  on  Parks  and  Recreation,  94th  Congress, 
1st  session,  on  S.324,  S.327,  S.805,  S.1390  [and]  S.1486,  June  19,  1975. 
1975.  iii+251-376  p.il.     +    •Item  1040 

Y  4.1n  8/13:L  22/13/975/pt.3 

00683  Northern   Mariana  Islands,   hearings,   94th  Congress,   1st  session,   on 

S.J.Res.107,  July  24,  1975.  1975.  iv+791  p.il.     +     •Item  1040 

Y  4.1n  8/13 :N  81  m 
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Judiciary  Committee,  Senate  Washington,  DC  20510 

00684  Communications,    hearings    before    Subcommittee    on    Antitrust    and 

Monopoly,  94th  Congress,  1st  session,  on  pay  cable  television  indus- 
try, May  21-June  25,  1975.  1975.  xxviii  +  583  p.il.  3  pi.  +  •Item 
1008-A 

Y  4.J  89/2:C  73/65 

00685  Criminal  justice  data  banks,  1974,  hearings,  pt.  2,  Appendix,  before 

Subcommittee  on  Constitutional  Rights,  93d  Congress,  2d  session, 
on  S.2542,  S.2810,  S.2963,  and  S.2964,  Mar.  5-14,  1974.  1974.  ix  +  1149 
p.il.     *  Paper,  $9.80.    •Item  1042 

Y  4.J  89/2:C  86/13/974/v.2 

00686  Developments  in  law-related  education,  hearing  before  Subcommittee 

on  Representation  of  Citizen  Interests,  93d  Congress,  2d  session, 
Oct.  9,  1974.  1974.  iv+133  p.     +     •Item  1042 

Y  4. J  89/2 :L  41/5 

00687  Regulation  of  new  drug  R  &  D  by  Food  and  Drug  Administration, 

1974,  joint  hearings,  see  Labor  and  Public  Welfare  Committee,  Senate. 

00688  Soviet  intelligence  and  security  services,  v.2,  covering  1971  and  1972, 

selected  bibliography  of  Soviet  publications,  with  some  additional 
titles  from  other  sources,  prepared  by  Congressional  Research  Ser- 
vice, Library  of  Congress,  at  request  of  and  based  on  materials 
provided  by  Subcommittee  to  Investigate  Administration  of  Internal 
Security  Act  and  other  Internal  Security  Laws.  1975.  v  +  345  p.  3 
pi.  in  pocket  (Committee  print,  94th  Congress,  1st  session.)  *  Paper, 
$4.%.    •Item  1042 

Y  4.J  89/2:  So  8/20/971-72 

Terroristic  activity,  hearings  before  Subcommittee  to  Investigate  Ad- 
ministration of  Internal  Security  Act  and  Other  Internal  Security 
Laws,  94th  Congress,  1st  session. 

00689  pt.  6.  Cuban  connection  in  Puerto  Rico,  Castro's  hand  in  Puerto  Rican  and  U.S.  terrorism, 

July  30,  1975.  1975.  ii+ 319-4%+ xviii  p.il.     •  Paper,  $1.95.     •Item  1042 

Y  4.J  89/2:T  27/4/pt.6 

Labor  and  Public  Welfare  Committee,  Senate  Washington,  DC  20510 

Children's  charities,  1974,  hearings  before  Subcommittee  on  Children 
and  Youth,  93d  Congress,  2d  session. 

00690  pt.  2.  Epilepsy  foundation,  Apr.  8  and  9,  1974.  1974.  iv  +  571-897  p.il.     +     •Item  1043 

Y  4.L  11/2:C  37/pt.2 

Compilation  of  selected  labor  laws  pertaining  to  labor  relations, 
prepared  by  Subcommittee  on  Labor. 

00691  pt.  3.  Laws  pertaining  to  employee  benefits  and  safety  and  health;  Sept.  6,  1974.  1974. 

v  +  689-1060  p.  (Committee  print,  93d  Congress,  2d  session.)     'Paper,  S3. 35.     •Item 

1043  Y  4.L  U/2:L  U/16/pt3 

00692  Construction  industry  collective  bargaining  act  of  1975,  hearings  before 

Subcommittee  on  Labor,  94th  Congress,  1st  session,  on  S.2305,  Sept. 
16  and  17,  1975.  1975.  iv +163  p.il.     +     •Item  1043  ^M4WM 

Y  4.L  I1/2:C  76/3/975 

00693  Legislation  to  extend  Older  Americans  act,  1975,  hearings  before  Sub- 

committee on  Aging,  94th  Congress,  1st  session,  on  S.1425,  H.R.3922, 
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and  related  bills,  Mar.  19-Apr.  23,  1975.  1975.  viii+1002  p.il.     + 
•Item  1043 

Y  4.L  11/2:01 1/7/975 

00694  Regulation  of  new  drug  R  &  D  by  Food  and  Drug  Administration, 

1974,  joint  hearings  before  Subcommittee  on  Hearth  of  Committee 
on  Labor  and  Public  Welfare  and  Subcommittee  on  Administrative 
Practice  and  Procedure  of  Committee  on  Judiciary,  93d  Congress, 
2d  session,  Sept.  25  and  27,  1974.  1975.  vi+661  p.il.     +     •Item  1043 

Y  4.L  U/2:D  84/17/974 

00695  Unemployment  and  energy  crisis,  1974,  joint  hearing  before  Subcommit- 

tee on  Employment,  Poverty,  and  Migratory  Labor  and  Special  Sub- 
committee on  Human  Resources,  93d  Congress,  2d  session,  Feb. 
14,  1974.  1974.  iv+223  p.il.  [Hearing  held  in  Los  Angeles,  Calif.] 
+    •Item  1043 

Y  4.L  U/2:En  2/4/974 

Nutrition  and  Human  Needs,  Select  Committee  on,  Senate  Washington, 
DC  20510 

National  nutrition  policy  study,  1974,  hearings,  93d  Congress,  2d  ses- 
sion. 

006%        pt.6  A.  Appendix  to  Nutrition  and  health,  June  21,  1974.  1974.  vii+2685-3197  p.il.  (Series 
74/NNP-6A.)     *  Paper,  $4.40.     •Item  1009 

Y  4.N  95:N  95/19/974/pt.6  A 

Public  Works  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  93d  Congress. 

00697  H  41.  Automotive  lead  emissions,  hearings,  pt.  2,  Appendix,  before  Panel  on  Environmen- 

tal Science  and  Technology  of  Subcommittee  on  Environmental  Pollution,  93d  Con- 
gress, 2d  session,  May  7  and  8,  1974.  1974.  v+1294  p.il.     +     ©Item  1045 

Y4.P  96/10 :93-H41/pt.2 

00698  H  47.   Need  for  national  materials  policy,  hearings,   pt.   1,   before  Panel  on  Materials 

Policy  of  Subcommittee  on  Environmental  Pollution,  93d  Congress,  2d  session,  June 
11-13,  1974.  1974.  iv+460  p.il.      +     •Item  1045 

Y  4.P  96/10 :93-H  47/pt.l 

00699  H  49.  Pending  Corps  of  Engineers  and  Soil  Conservation  Service  projects,  1974,  hearings 

before  Subcommittee  on  Water  Resources,  93d  Congress,  2d  session,  on  St.  Lucie 
Inlet,  Fla.,  Buffalo  River,  Va.,  Twelve  Mile  Creek,  Miss.,  Cross  Creek,  Pa.,  Pott- 
stown,  Pa.,  Eagle-Tumbleweed  Draw,  N.Mex.,  Mush  Creek  watershed,  Ala.,  Upper 
Mulberry  River  watershed,  Ga.,  May  29  and  July  24,  1974.  1974.  v  +  160  p.il.  + 
•Item  1045 

Y  4.P  96/10:93-H  49 

[Committee  publication]  serial,  94th  Congress. 

00700  H  22.  Future  of  highway  program,  hearings,  pt.  1,  before  Subcommittee  on  Transportation, 

94th  Congress,  1st  session,  May  24-July  17,  1975.  1975.  vi+905  p.il.  [Hearings  held 
in  Minot,  N.Dak.,  Albany,  N.Y.,  and  Washington,  D.C.]     +     •Item  1045 

Y  4.P  96/10 :94-H  22/pt.l 

00701  H  22.  Future  of  highway  program,  hearings,  pt.  2,  before  Subcommittee  on  Transporta- 

tion,  94th  Congress,   1st  session,   July   18-31,   1975.   1975.   vi+907-1850  p.il.   1  pi.     + 
•Item  1045 

Y  4.P  96/10: 94-H  22/pt.2 

00702  Greater  coal  utilization,  joint  hearings,  see  Interior  and  Insular  Affairs 

Committee,  Senate. 

Rules  and  Administration  Committee,  Senate  Washington,  DC  20510 

00703  Nomination  of  Daniel  J.  Boorstin  of  District  of  Columbia  to  be  Librari- 

an of  Congress,  hearings,  94th  Congress,  1st  session,  July  30-Sept. 
10,  1975.  1975.  v+435  p.il.     +     •Item  1046 

Y  4.R  86/2:B  64 
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00704  Nomination  of  Nelson  A.  Rockefeller  of  New  York  to  be  Vice  President 

of  United  States,  hearings,  93d  Congress,  2d  session,  Sept.  23-Nov 
18,  1974.  1974.  ix  +  1398  +  xxxiv  p.il.     +     #Item  1046 

Y  4.R  86/2:R  59 

Small  Business,  Select  Committee  on,  Senate  Washington,  DC  20510 

Competitive  problems  in  drug  industry,  hearings  before  Subcommittee 
on  Monopoly,  94th  Congress,  1st  session,  on  present  status  of  com- 
petition in  pharmaceutical  industry. 

00705  pt.28.  Oral  hypoglycemic  drugs.  Jan.   31-July  10,  1975.  1975.  V  +  13257-H718  p  il      'Paper 

$4.00.      •Item  1049 

Y  4Sm  1/2  I)  K4/pi  H 

00706  Economic  problems  of  small  business  in  Northwest  United  States,  hear- 

ing, 94th  Congress,  1st  session,  Aug.  25,  1975.  1975.  v  +  339  p.il. 
[Hearing  held  in  Eugene,  Oreg.]     +     •Item  1049 

Y  4.Sm  1/2:  Ec  7/2  eu 

00707  Economic  problems  of  small  business  in  Northwest  United  States,  hear- 

ing, 94th  Congress,  1st  session,  on  economic  problems  of  small  busi- 
ness in  Oregon  and  Pacific  Northwest,  Aug.  26,  1975.  1975.  iii+232 
p.  4  pi.  [Hearing  held  in  Portland,  Oreg.]     +     •Item  1049 

Y  4.Sm  1/2:  Ec  7/2  po 

Energy  research  and  development  and  small  business,  hearings,  94th 
Congress,  1st  session. 

00708  pt.l  C.    App.,   Solar  energy,   how   much?   how  much  from    small   business?   how  soon? 

why  not  more?  why  not  sooner?  May  13  and  14.  1975.  1975.  xxviii  + 2625-3766  p.il. 
*  Paper,  $10.25.     •Item  1049 

Y  4Sm  l/2:En  2/pt.l  C 

Veterans'  Affairs  Committee,  Senate  Washington,  DC  20510 

00709  Needs  of  veterans  and  widows  72  years  of  age  or  older,  study  prepared 

by  Veterans'  Administration,  pursuant  to  P.L.  93-527;  July  28,  1975. 
1975.  v+121  p.  (Committee  print  16,  94th  Congress,  1st  session.)  + 

Y  4.V  64/4:  V  64/5 

CONSUMER  PRODUCT  SAFETY  COMMISSION  Washington,  DC 
20207 

00710  Hazard  analysis  of  television  sets  [with  list  of  references].  Oct.  1974 

[published  1975].  [6]+21  +  [l]+9  p.  4°  (Bureau  of  Epidemiology.)  [NIIC- 
0501-74-H008.]     +     ©Item  1062-C 

Y  3.C  76/3:2  H  34/5 

COPYRIGHT  OFFICE,  Library  of  Congress  Washington,  DC  20559 

Catalog  of  copyright  entries,  3d  series,  v.  27.  *  Paper,  $75.00  a  yr. 
(including  semiannual  issues  for  pts.  1-14);  $18.75  additional  for  foreign 
mailing. 

00711  pt.l.    Books   and   pamphlets,   including   serials   and   contributions   to   periodicals:    sec.   1, 

Current    and    renewal    registrations;    sec.    2,    Index,    July-Dec.    1973.    1975.    2    sec, 
ix  +  (l]  +  2425^875  p.  4°    [ISSN  0041-7815.]     •  Paper,  $20.00  a  yr.,  add  $5.00  for  foreign 
mailing;  semiannual  issue,  $10.00.     •Item  791 
L.C.  card  6-35347  LC  3.6/5:v.27/pt.l/no.2/sec.l.2 

00712  pts.3-4.    Dramas    and    works   prepared    for   oral   delivery,    no.    2,    July-Dec.    1973.    1974. 

ix  +  [l]  + 123-262  p.  4°     [ISSN  0041-7858]     'Paper.  $6.00  a  yr..  add  $1.50  for  foreign 

mailing;  single  issue,  $3.00.     •Item  794 

L.C.  card  6-35347  LC  3.6/5:v.27/pts.3^/no.2 
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00713  pt.6.    Maps   and   atlases,    no.   2,   July-Dec.   1973.   1974.    ix+[l]  +  81-U5   p.   4°     [ISSN   0041- 

7874.]     *  Paper,  $6.00  a  yr.,  add  $1.50  for  foreign  mailing;  single  issue,  $3.00. 

•Item  797 

L.C.  card  6-35347  LC  3.6/5:v.27/pt.6/no.2 

00714  pts.7-U  A.  Works  of  art,  reproductions  of  works  of  art,  scientific  and  technical  drawings, 

photographic   works,   prints   and   pictoral   illustrations,    no.   2,   July-Dec.   1973.   1974. 
ix  +  [l]  + 257-612  p.  4°     [ISSN  0041-7882.]     *  Paper,  $6.00  a  yr.,  add  $1.50  for  foreign 
mailing,  semiannual  issue,  $3.00.     •Item  791 
L.C.  card  6-35347  LC  3.6/5:v.27/pt.7-ll  A/no.2 

00715  pt.ll   B.   Commercial  prints  and  labels,   Jan.-Dec.   1973.   1974.   8  +  [l]  +  193   p.    [ISSN   0041- 

7823.]     *  Paper,  $5.00  a  yr.,  add  $1.25  for  foreign  mailing,  single  copy,  $6.25. 

•Item  791 

L.C.  card  6-35347  LC  3.6/5 :v.27/pt.ll  B 

00716  pts.12-13.  Motion  pictures,  no.  2,  July-Dec.  1973.  1974.  ix+[I] +71-147  p.  4°     [ISSN  0090- 

8371.]     *  Paper,  $6.00  a  yr.,  add  $1.50  for  foreign  mailing;  single  copy,  $3.00. 

•Item  800 

L.C.  card  6-35347  LC  3.6/5:v.27/pts.l2-13/no.2 

Circular. 

00717  6.  Certified  copies  of  Copyright  Office  records.  [1975.]  [6]  p.     +     •Item  802-A 

LC  3.4/2:6/5 

00718  38.  International  copyright  protection.  [Sept.  1975.]  [5]  p.  4°     +     ©Item  802-A 

LC  3.4/2:38/2 

DEFENSE  CIVIL  PREPAREDNESS  AGENCY,  Defense  Dept 
Washington,  DC  20301 

CPG  (series). 

00719  1-9.  Nondiscrimination  in  federally  assisted  programs  of  Defense  Civil  Preparedness  Ag- 

necy.  July  1975.  cover  title,  iii+30  p.  4°  [Issued  with  perforations.]  +  •Item 
857-D-8 

D  14.8/6:1-9 

DEFENSE  DEPARTMENT  Washington,  DC  20301 

Armed  services  procurement  regulation  supplement  ASPS  (series). 

00720  3.  Property  administration.  July  1,  1974.  [43]  p.  4°    [Issued  with  perforations.  Supersedes 

supp.  3,  Mar.  30,  1970.]     *  Paper,  65c.     •Item  304 

D  1.13/2-2:3/3 

00721  Civilians  in  DoD,  their  productivity  and  compensation.  Nov.  1975.  cover 

title,  ii+[l]+56  p.il.  4°  (Program  Analysis  and  Evaluation,  Manpower 
Resources  Division.)     +    #Item  306 

D  1.2:C  49 

00722  Defense  management  education  and  training  catalog.  Aug.  1974.  cover 

title,  xxv+204  p.  4°  (DoD  5010.16-C;  [Assistant  Secretary  of  Defense 
(Manpower  and  Reserve  Affairs)].)  [Supersedes  1973  edition.  Issued 
with  perforations.]     +    #Item  310-B 

D  1.45:974 

Defense  Supply  Agency  handbook  DSAH  (series). 

00723  4215.45.  Industrial  plant  equipment  handbook:  FSC  3413,  Drilling  and  tapping  machines. 

Apr.  1974.  cover  title,  iii+140  p.  4°  (SB  708-3413-1;  [Navy  Dept.]  NAVSUP  Pub 
5548;  [Air  Force  Dept.]  AFM  78-50;  [Marine  Corps]  MCO  P4870.53  B.)  [Issued 
with  perforations,  Supersedes  edition  of  Mar.  7,  1972.]  +      •Item  314-A 

D  7.6/7:4215.45/3 

00724  4215.50.   Industrial  plant  equipment  handbook:  FSC  5860,   Stimulated  coherent  radiation 

devices  (lasers).  Apr.  1974.  cover  title,  iii+38  p.  4°  (SB  708-5860-1;  [Navy  Dept.] 
NAVSUP  Pub  5553;  [Air  Force  Dept.]  AFM  78-55;  [Marine  Corps]  MCO  P4870. 
58B.)  [Issued  with  perforations.  Supersedes  edition  of  Oct.  13,  1972.]  +  •Item 
314-A 

D  7.6/7:4215.50/3 

00725  5025.2.   DSA  organization  directory.  Nov.   1974  [published   1975].  cover  title,  [105]  p.  4° 

([Air  Force  Dept.]  AFR  67-14.])  [Supersedes  edition  of  Apr.  30,  1974.  Issued  with 
perforations.]     *  Paper,  $1.75.      •Item  314-A 

D  7.6/7:5025.2/17 
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Defense  Supply  Agency  manual  DSAM  (series). 

00726  7000.1.    Accounting   and    finance    manual.    Jan     Q,    1965,   Change   41.    Nov     II.    1975     [1061 

p.  4°    (DSAM  7000.1.  DSAH-CF.)  (Issued  with  perforations    Supersedes  vsriow  jJ 
vancc  notices  of  changes  |     #     •Item  314- A 

D  7.6/8:7000  1/ch  41 

00727  DoD  activity  address  directory  (DoDAAd):   pt.   2,  Change  2.  Oct    1 

1974.  [1]+103  p.  4°  (DoD  4000.25-D  (pt.2).  Defense  Supply  Agen.s. 
Headquarters,  Cameron  Station,  Alexandria,  Va.)  [Supersedes  Change 
1.  Issued  with  perforations.]     +     #Item  314-A 

D  7.6/4:Ac  8/2/pt.2/ch.2 

Federal  item  identification  guide  FIIG  (series).  (Defense  Supply  Agen- 
cy, Defense  Logistics  Services  Center,  Battle  Creek,  Mich.)  [Issued 
with  perforations.] 

00728  A  004   A.   Pipe   and   tube   metallic,   July   6.   1973,   Change    3.   June   20.   1975.   |22|   p    4° 

+    (Price  upon   application)  DLSC-AP   SA  1631,   Federal  Center.   Battle   Creek.   MI 
49016.     •Item  314-A 

D  7.6/4:P  66/973/ch.3 

00729  A  006.   Electrical  posts,   splices,  and  terminals,  Apr.  14.  1967,  Change  6.  Nov    21,  Vfi 

[31]   p.  4°       +   (Price  upon  application)  DLSC-AP  SA   1631,   Federal  Center.   Battle 
Creek.  MI  49016.     •Item  314-A 

D  7.6/4:El  2/ch.6 

00730  A  007  A.  Insulators,  electrical,  Dec.  21,  1973.  Change  3.  Sept.  5,  1975.  [31]  p.  4° 

+    (Price  upon   application)  DLSC-AP   SA  1631,   Federal  Center,   Battle   Creek.   MI 
49016.     •Item  314-A 

D  7.6/4: In  7/2/973/ch.3 

00731  A   010   A.   Capacitors,   fixed,   June   22,   1973,   Change   4.   Oct.   17.   1975.   [16)    p.il.   4°     + 

(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek.  MI  49016. 
•Item  314-A 

D  7.6/4:C  I7/973/ch.4 

00732  A  011  A.  Terminal  boards,  Aug.  17,  1973,   Change  3.  Oct.   10.  1975.  [9]  p.  4°     +   (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:T  27/973/ch.3 

00733  A  014  A.  Fuseholders,  July  19,  1974,  Change  1.  Nov.  14,  1975.  [191  p.  4°     +    (Price  upon 

application)   DLSC-AP  SA   1631,   Federal   Center,    Battle   Creek,    MI   49016.     •Item 
314-A 

D  7.6/4: F  98/2/974/ch.l 

00734  A  019.  Heating  elements  electrical,  immersion,  and  nonimmersion.  Reprint  Aug.  1,  1975, 

Change  1.  Nov.  14,  1975.  [19]  p.  4°     +    (Price  upon  application)  DLSC-AP  SA  1631. 
Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  35/rep./ch.l 

00735  A  021.  Nuts,  Aug.  30.  1968,  Change  6.  May  31,  1974.  [54]  p.il.  4°     +  (Price  upon  applica- 

tion) DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:N  95/ch.6 

00736  A  021.  Nuts,  Aug.  30,  i%8.  Change  8.  Oct.  24,  1975.  [36]  p.  4°     *  (Price  upon  application) 

DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:N  95/ch.8 

00737  A  023.   Socket,  plug-in  electronic  components,  Aug.  28,  1970.  Change  7.  Oct.  17.  1975. 

[8]  p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:So  l/2/ch.7 

00738  A   034.   Jacks   and   plugs,   July   19,   1974,   Change   1.   Oct.   31.   1975.   [23]   p.   4°     ♦    (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:J  13/rep./ch.l 

00739  A   039.    Connectors,   electrical.   July   25,   1969,   Change   3.    Oct.   24,   1975.   [22]  p.   4°     ♦ 

(Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center.  Battle  Creek.  MI  49016. 
•Item  314-A 

D  7.6/4  :C  76/3/ch.4 

00740  A   041.    Knobs,   dials,   and   pointers.   June   9.   1967,   Change    7.   Oct.   31.   1975.   [51]   p.   4° 

+    (Price  upon  application)  DLSC-AP   SA  1631,   Federal  Center,   Battle   Creek.   MI 
49016.     •Item  314-A 

D  7.6/4: K  75/ch.7 

00741  A   045.    Bearing   and   bushing,   plain.    Sept.   19.   1969,   Change  6.   Nov.   14.   1975.   [33]   p. 

4°     +    (Price   upon   application)   DLSC-AP  SA  1631,   Federal  Center,   Battle  Creek. 
MI  49016.     •Item  314-A 

D  7.6/4:B  38/ch.6 
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A  049.  Stuffing  tubes  and  components,  June  21,  1968,  Change  8.  Aug.  20,  1975.  [6] 
p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314- A 

D  7.6/4:St  9/ch.8 
A  069.   Abrasives,   Sept.   9,  1970,   Change   7.  Oct.  24,   1975.   [30]  p.  4°     +    (Price  upon 
application)  DLSC-AP  SA  1631,   Federal  Center,  Battle  Creek,   MI  49016.    •Item 
314-A 

D  7.6/4:Ab  8/ch.7 
A  075.  Lens,  lighting,  Dec.  19,  1968,  Change  6.  Oct.  31,  1975.  [21]  p.  4°     +   (Price  upon 
application)   DLSC-AP  SA   1631,   Federal  Center,   Battle   Creek,   MI  49016.     •Item 
314-A 

D  7.6/4:L  54/ch.6 
A  078.  Synchros  and  resolvers,  Feb.  13,  1970,  Change  4.  Oct.  31,  1975.  [37]  p.  4° 

+   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:Sy  7/ch.4 
A   081   A.   Hose,   tubing,    and   hose   and    tubing  assemblies,   Aug.   24,   1973,    Change  4. 
Nov.  7,   1975.   [23]   p.  4°     +    (Price  upon  application)   DLSC-AP  SA  1631,   Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  79/3/973/ch.4 
A  087.  Fans  and  impellers,  Nov.  6,  1969,  Change  5.  June  6,  1975.  [27]  p.  4°     +  (Price 
upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:F  21/ch.5 
A  094.  Landholders,  Aug.  23,  1974,  Change  1.  Oct.  24,  1975.  [21]  p.  4°     +   (Price  upon 
application)   DLSC-AP  SA  1631,   Federal  Center,   Battle   Creek,   MI  49016.     •Item 
314-A 

D  7.6/4:L  19/2/rep./ch.l 
A  096.    Capacitor,   variable,   Reprint  July   5,   1974,   Change   1.   Oct.   31,   1975.   [25]   p.   4° 
+   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle   Creek,  MI 
49016.    •Item  314-A 

D  7.6/4:C  17/8/rep./ch.l 
A  105.   Rope,  cable,   and   chain  fittings,    May  7,  1971,  Change  7.  Oct.  10,   1975.   [16]  p. 
4°     +   (Price  upon  application)  DLSC-AP  SA  1631,   Federal  Center,   Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:R  68/ch.7 
A  134.   Solenoid,  electrical,  Reprint  Sept.   27,  1974,  Change  1.  Oct.  31,  1975.  [25]  p.  4° 
+   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,   Battle   Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:So  4/rep./ch.l 
A  176.   Boxes,  electrical  components.   May  14,  1971,  reprint.  Nov.  1,  1974.    [78]  p.il.  4° 
[This  reprint  replaces  edition  of  May  14,  1971.]     +  (Price  upon  application)  DLSC- 
AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4 :B  69/2/rep. 
A  178.  Bands,  markers,  plates,  and  signs,  June  24,  1970,  Change  6.  Nov.  14,  1975.  [27] 
p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:B  22/ch.6 
A   188.    Drill   bits,   counterbores,   and   countersinks,   Apr.    10,   1970,   Change   4.   Oct.   31, 
1975.   [22]  p.  4°       +    (Price  upon  application)  DLSC-AP  SA  1631,   Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:D  83/ch.4 
A  208.   Caps  and  plugs,   Sept.  19,  1969,  Change  3.  Nov.   7,  1975.  [23]  p.  4°     +   (Price 
upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:C  17/3/ch.3 
A   221.    Surgical  catheters,  drains,   and   tubes,   Reprint  Aug.   23,   1974,   Change  2.   Nov. 
14,  1975.  [15]  p.  4°     +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.    •Item  314-A 

D  7.6/4:Su  7/rep./ch.2 
A  225.    Insulation   sleeving,   electrical,   Apr.   18,   1969,   Change  7.   Oct.   24,   1975.   [18]  p. 
4°     +   (Price  upon  application)  DLSC-AP  SA  1631,   Federal  Center,   Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:In  7/3/ch.5 
A   227.    Holder,   electrical   contact   brush,    Reprint  Aug.    30,   1974,   Change    1.   June   20, 
1975.  [22]  p.  4°       +    (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:  H  71/2/rep./ch.l 
A  228.  Belts,  transmission  and  belts,  conveyor,  Mar.  27,  1970,  Change  4.  Oct.  31,  1975. 
[19]   p.  4°       +   (Price  upon  application)  DLSC-AP  SA   1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:B  41/ch.4 
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00760  A  229.  Hose,  air  duct,  and  air  breathing,  Nov.  20,  1970.  Change  2.  Oct.   31,  1975    (24] 

p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek. 
MI  49016.     •Item  314-A 

D  7.6/4.H  79/4/ch.2 

00761  A   231.    Shaft  collars   and   hub  clamps,   Sept.   5,   1969.   Change   5.   Oct.   31.    1975.   [191   p. 

4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:Sh  l.ch.5 

00762  A   243.    Windings,    Feb.    5,   1971,   Change    4.   June   20.   1975.    [18]   p.   4°     +    (Price   upon 

application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.  •Item 
314-A 

D  7.6/4:W  72/ch.4 

00763  A  251.  Hinges,  May  29,  1970,  Change  5.  Oct.  31,  1975.  [17]  p.  4°     +  (Price  upon  application) 

DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek.  MI  49016.     •Item  314  A 

D  7.6/4:H  59/ch.5 

00764  A   268.   Gasket  and   packing   material,   Oct.   25,   1974,   Change   1.   Oct.    31,   1975.   [22]   p. 

4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek. 
MI  49016.     •Item  314-A 

D  7.6/4:G  21/2/rep./ch.l 

00765  A  272.  Armatures,  rotating,  Aug.  23,  1974,  Change  1.  Oct.   31,  1975.  [15]  p.  4°     +   (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:Ar  5/2/rep./ch.l 

00766  A  335.  Shunt,  instrument.  Feb.  7,  1975.  cover  title,  [63]  p.il.  4°     +  (Price  upon  application) 

DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4  :Sh  9 

00767  A  342.  Cylinder  and  cylinder  assemblies,  hydraulic  and  pneumatic,  June  U,  1971,  Reprint. 

Aug.  15,  1975.  cover  title,  [77]  p.il.  4°     [Replaces  edition  of  June  U,  1971.]     +  (Price 
upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:C  99/rep. 

00768  R  228.   Test  sets,   June   8,   1974,   Change   2.  Oct.   17,   1975.   [24]   p.  4°    (INTERIM.)     + 

(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4  :T  28/3/ch.2 

00769  T  003.   Lubricating  oils,   Apr.   25,   1969,   Reprint.   Nov.   15,   1974.  cover  title,   [45]   p.  4° 

(INTERIM.)  [Replaces  edition  of  Apr.  25,  1969.]  +  (Price  upon  application)  DLSC- 
AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:L  96/rep. 

00770  T  007.  Cartridges,  weapon,  Aug.  7,  1970,  Change  6.  Nov.  28,  1975.  [62]  p.  4°     (INTERIM.) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:C  24/ch.6 

00771  T  081.   Electric   and   electronic   bases,   holders,   and   supports,   June   4,   1971,   Change   5. 

Nov.  21,  1975.  [14]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4 :E12/13/ch.5 

00772  T  086.    Shielding  gasket,   electronic.   May    28,   1971,   Change  4.   Nov.   15,  1974.   [10]  p.il. 

4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center. 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4 :Sh6/2/ch.4 

00773  T   088.    Biologicals,    June    25,    1971,    Reprint.    Sept.    12,    1975.    cover   title,    [109]    p.   4° 

(INTERIM.)  [Replaces  edition  of  June  25,  1971]  +  (Price  upon  application)  DLSC- 
AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:B  52/rep. 

00774  T  097.   Miscellaneous  waxes,  oils  and  fats,  Apr.  25,  1975,  Change  2.  Dec.  5.  1976.  [18] 

p  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:W  39/2/rep./ch.2 

00775  T  101.  Parachutes:  Aerial  pick  up,  delivery,  and  recovery,   Feb.  20,  1970.  Reprint.  Sept. 

12     1975    cover  title,   [94]  p.  4°    (INTERIM.)  [Replaces  edition  of  Feb.   20.   1970] 

+  '  (Price  upon  application)  DLSC-AP   SA  1631,   Federal  Center,   Battle   Creek.   MI 

49016.     •Item  314-A  ■»,„,„■«., 

D  7.6/4:P  21/rep. 

00776  T  125.  Packing  and  packing  bulk  materials,  Feb.  12,  1971,   Reprint.  Apr.  18.  1975.  cover 

title  [77]  p  4°  (INTERIM.)  [Replaces  edition  of  Feb.  12,  1971]  +  (Price  upon 
application)  DLSC-AP  SA  1631.  Federal  Center,  Battle  Creek,  MI  49016.  •Item 
314-A 

D  7.6/4:P  12/rep. 

00777  T    134.    Miscellaneous    meters.    July    19,    1975,    Change    3.    Oct    24.    1975.    [144]    p.    4° 

(INTERIM.)   +   (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center.  Battle 

Creek,  MI  49016.     •Item  314-A  *-*..  M  «<i       ,  u  ■, 

D  7.6/4:M  56/rep./ch.3 
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00778  T  150.  Photographic  equipment  and  accessories,  Apr.  30,  1971,  Change  5.  Nov.  14,  1975. 

[122]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314- A 

D  7.6/4 :P56/2/ch.5 

00779  T  156.   Aprons,  dresses,   and  skirts,   Mar.   26,   1971,   Reprint.   Sept.   12,   1975.   cover  title, 

[67]  p.  4°  (INTERIM.)  [Replaces  edition  of  Mar.  26,  1971.]  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Ap  6/rep. 

00780  T   178.    Gloves,   mittens   and   sleeves.   Oct.   10,   1975.   [21]   p.   4°    (INTERIM.)     +    (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:G  51/rep./975/ch.l 

00781  T  186.  Leggings,  socks,  and  related  items,  Feb.  26,  1971,   Reprint.  Sept.  12,  1975.  cover 

title,  [68]  p.  4°  (INTERIM.)  [Replaces  edition  of  Feb.  26,  1971]  +  (Price  upon 
application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.  •Item 
314-A 

D  7.6/4:L  52/rep. 

00782  T  188.   Shoe  materials,  July  18,  1975,  Change  1.  Oct.   31,  1975.   [29]  p.   3°     (INTERIM.) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:Sh  7/rep./ch.l 

00783  T  203.   Mining  and  drilling  equipment  and  pipeline  components,  Dec.  18,  1970,  Change 

3.  May  16,  1975.  [6]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  66/ch.3 

00784  T  219.    Miscellaneous   power  transmission   equipment,   May   14,   1971,    Reprint.   Oct.   24, 

1975.  cover  title,  [233]  p.il.  4°    (INTERIM.)  [Replaces  edition  of  May  14,  1971.] 

+    (Price  upon  application)  DLSC-AP  SA  1631,   Federal  Center,   Battle   Creek,   MI 

49016.     •Item  314-A 

D  7.6/4:P  87/rep. 

00785  T  229.   Railway  equipment,   Reprint  June   14,  1974,   Change  1.   Feb.   7,   1975.   [28]   p.  4° 

(INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:R  13/rep./ch.l 

00786  T   237.    Miscellaneous   covers,   Apr.   23,   1971,   Reprint.    Nov.   21,   1975.   cover  title,   [60] 

p.  4°  (INTERIM.)  [Replaces  edition  of  Apr.  23,  1971.]  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4 :C  83/3/rep. 

00787  T  242.   Industrial  furnaces,  kilns,  lehrs,  and  ovens,   Feb.   26,  1971,  Change   3.  May  16, 

1975.  [5]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:F  98/5/ch.3 

00788  T  256.   Nonelectrical  lighting  fixtures,  Nov.  6,  1970,  Reprint.  Dec.  5,  1975.   cover  title, 

[29]  p.  4°  (INTERIM.)  [Replaces  edition  of  Nov.  6,  1970.]  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4  :L62/4/rep. 

00789  258.  Fabricated  nonmetallic  materials,  Reprint  June  28,  1974,  Change  1.  Dec.  20,  1974. 

[27]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  41/4/rep./ch.l 

00790  T  271.  Optical  instruments,  May  10,  1971,  Change  4.  Oct.  24,  1975.  [92]  p.  4°     +  (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:Op  7/ch.4 

00791  T  294.   Hand  tools,  powered  and  non-powered,  June  20,  1975,  Change  1.  Oct.  10,  1975. 

[34]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  19/4/rep./ch.l 

00792  T  345.   Welding  and  heat  treating  equipment,   [Reprint]   Dec.  20,  1974,  Change  1.  May 

2,  1975.  [4]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:W  45/2/rep./ch.l 

00793  T  359.   Hose,  pipe  and   tube  specialities,    Aug.  15,  1975,  Change   1.   Nov.   21,  1975.   [94] 

p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  79/6/975/rep./ch.l 

00794  T  378.   Miscellaneous  hardware,   May  7,    1971,   Reprint.   Oct.   24,  1975.   cover  title,   [114] 

p.il.  4°  (INTERIM.)  [Replaces  edition  of  May  7,  1971.]  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4  :H  22/6/rep. 

00795  T   388.    Electrical   insulators   and   insulation   materials,    Nov.   20,   1970,   Change   3.   Oct. 

31,  1975.  [30]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631, 
Federal  Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:In  7/4/ch.3 
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007%  T  3%.  Laboratories  and  related  apparatus.  Apr.  30,  1971,  Change  2  May  30.  1975  |5) 
p.  4°  (INTERIM.)  +  (Price  upon  application!  DLSC-AF  SA  1631.  Federal  (enter 
Battle  Creek.  MI  49016      •Item  314  A 

D  7  6/4  1    | 

00797  [MILSTRIP]   supp.2,    Military   assistance   program   address    directory, 

Sept.  1,  1974,  Change  5.  Feb.  1,  1975.  [96]  p.  4°  (DoD  4140.17-M; 
Defense  Supply  Agency.)  [Issued  with  perforations.)  *  Paper,  $1.45. 
•Item  314-A 

D  7.6/4: M  59/supp.2/rev.-8/ch.5 

00798  [MILSTRIP]  Military  assistance  program  address  directory,  Mar.  1,  1975. 

Change  8.  Nov.  1,  1975.  [26]  p.  4°  (DoD  5105. 38-D,  Defense  Supply 
Agency.)  [Issued  with  perforations.]     *  Paper,  65c.    #Item  314-A 

D  7.6/4: M  59/6/ch.8 

DEFENSE  MAPPING  AGENCY,  Defense  Dept.  Washington,  DC  20305 
Publication.  (Hydrographic  Center.) 

00799  45.  Change  10,  loose  leaf  change  pages  for  correcting  sailing  directions  for  Southwest 

coast  of  Norway,  [Lindesnes  to  Fedje].  1st  edition,  1955.  (1975]  [278]  p.il.  4° 
[Issued  with  perforations.]     +  Paper,  $1.75.     •Item  378  (Rev   195"  i 

D  203.22:75/ch.lO 

00800  75.  Sailing  directions  for  east  coast  of  Australia,  Sydney  to  Cape  York,  including  islands 

in  Coral  Sea,  4th  edition.  1954.  Revised  1975.  [1975]  [3]  +  xxxi  +  538  +  549-50  p  il  4' 
[Issued  with  perforations.]  +      •Item  378  (Rev.  1957) 

D  5.317:75 

00801  76.   Sailing  directions   for  southeast  coast   of  Australia,   Cape   Northumberland  to  Port 

Jackson,  including  Tasmania,  3d  edition,  1952.  Revised  1975.  [1975] 
[2]  + xxxv +  377 +  385-388  p.il.  4°  [Issued  with  perforations.]  +  (Price  upon  applica- 
tion).    •Item  378  (Rev.  1957) 

D  5  317:76 

00802  190.  Sailing  directions  (planning  guide)  for  North  Sea  and   Baltic  Sea.  1st  edition.  1974. 

cover  title,  xxvii  +  460  p.il.  4°  [Corrected  to  June  8,  1974.  Issued  with  perforations] 
+  Paper,  $4.00.     •Item  378  (Rev.  1957) 

D  5.317:190 

00803  221(113).    Loran-A   table,    rate   1L4,   Denmark   Strait.    Reprinted   1975.    [1975]    cover   title. 

xxi  +  2-96  p.il.  4°     [Issued  with  perforations.]     +     •Item  378  (Rev.  1957) 

D  5.317:221(113) 

00804  221(224).  Loran-A  table,  rate  2L3,  South  Pacific.  1975.  cover  title,  [45]  p.il.  4°     [Replaces 

1966  edition.  Issued  with  perforations.]     +     •Item  378  (Rev.  1957) 

D  5JI7:22K224) 

00805  224(K)3)C-H.  Omega  table,  area  03,  eastern  USSR.,  pair  C-H,  (Hawaii.  USA-Japan). 

Reprinted  1975.  [1975.)  cover  title,  xv  +  2-53  p.il.  4°     [Issued  with  perforations] 
+     •Item  378  (Rev.  1957) 

D  5.3I7:224(K)3)C-H 

00806  224(109)C-D.  Omega  table,  area  09,  northwest  Pacific,  pair  CD,  (Hawaii,  U.S.A. -North 

Dakota,  U.S.A.).  1975.  cover  title,  xv  +  2-50  p.il.  4°     [Issued  with  perforations.] 
+     •Item  378  (Rev.  1957) 

D  5.317 :224(109)C-D 

00807  224(U0-C)H.  Omega  propagation  correction  tables  for  10.2  kHz.  area  10,  central  Pacific, 

station  H  (Japan).  Reprinted  1975.  [1975]  ix+97  p.il.  4°  [Issued  with  perforations] 
+     ©Item  378  (Rev.  1957) 

D  5.317:224(110-C)H 

00808  224(111)C-D.    Omega    table,    area   U,    North    America,    pair    CD.    (Hawaii,    U.S.A. -North 

Dakota,  U.S.A.).  Reprinted  1975.  [1975]  cover  title,  xv  +  2-65  p.il.  4"  [Issued  with 
perforations]  +-      ©Item  378  (Rev.  1957) 

D  5.3l7:224dU)C-D 

00809  224(U3-C)F.  Omega  propagation  correction  tables  for  10.2  kHz.  area  13,  southern  Africa. 

station  F  (Argentina).  Reprinted  1975.  cover  title,  x— 97  p.il.  4°  [Issued  with  perfora- 
tions.]    +     •Item  378  (Rev.  1957) 

1  D  5.317:224(U3-C)F 

00810  224{208-C)H.  Omega  propagation  correction  tables  for  3.4   kHz,  area  08,  Asia,  station 

H   (Japan).   1975.   ix  +  97  p.il.   4°     [Issued   with   perforations.)     +     •Item    378  (Rev 

l95?)  D5.3I7  224(208-C)H 

00811  229.  Sight  reduction  tables  for  marine  navigation:  v.2.  Latitudes  15°-30°.  inclusive    B75 

cover  title  ,  xxix  +  365  p.il.  F  [Interpolation  tables  appear  on  lining  pages.)  + 
Cloth.  $11.55.     •Item  378  (Rev.  1957) 

D  5.3I7:229/v.2 
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00812  249.   Sight  reduction   tables  for  air  navigation:   v.2,   (Latitudes  0°-39°),   declinations  0°- 

29°).  [Reprinted  1975.]  [1975.]  cover  title,  xii  +  242  p.il.  4°  [Tables  on  p.  2-3  of  cover.] 
+  (Price  upon  application).     •Item  378  (Rev.  1957) 

D  5.317 :249/v.2/975 

DOMESTIC  AND  INTERNATIONAL  BUSINESS  ADMINISTRATION, 
Commerce  Dept.  Washington,  DC  20230 

00813  Brazil,  survey  of  U.S.  export  opportunities  [with  bibliography].  Aug. 

1974.  vi+241  p.il.  4°    *  Paper,  $3.10.    #Item  231-A 

C  57.102:B  73 

00814  Export  administration  report,  1st  quarter  1975,  111th  report  on  U.S.  export 

controls  to  President  and  Congress.  [1975.]  cover  title,  iii+112  p.il. 
(Bureau  of  East-West  Trade.)     +     •Item  130 

C  57.411:975 

Overseas  business  reports  OBR  (series).  [Issued  irregularly.]     *  Paper, 
$36.50  a  yr.,  add  $9.15  for  foreign  mailing;  single  copy  50c. 

00815  74-25.  Basic  data  on  economy  of  Union  of  Soviet  Socialist  REPUBLICS  [with  bibliog- 

raphy]; prepared  by  Jack  Brougher  and  Val  Zabijaka  .  July  1974.  23  p.il.  4°  [Prepared 
in  U.S.S.R.  Affairs  Division,  Office  of  East-West  Trade  Development,  Bureau  of 
East-West  Trade.  Issued  with  perforations.]     *  Paper,  30c.      •Item  231-B 

C  57.11:74-25 

00816  74-46.  Marketing  in  Philippines  [with  list  of  publications];   prepared  by  John  E.  Walsh 

Oct.  1974.  32  p.  4°  (Far  East  Division,  Office  of  International  Marketing,  Bureau 
of  International  Commerce.)  [Based  in  part  on  reports  by  U.S.  Embassy,  Manila. 
Issued  with  perforations.]     *  Paper,  30c.     •Item  231-B 

C  57.11:74-46 

00817  74-49.  Doing  business  with  China  [with  bibliography],  prepared  by  Oct.  1974.  32  p.  4° 

[Prepared  by  PRC  Affairs  Division,  Office  of  East-West  Trade  Development,  Bureau 
of  East-West  Trade.  Issued  with  perforations.]     *  Paper,  30c.     ©Item  231-B 

C  57.11:74-49 

00818  74-55.  Marketing  in  Federal  Republic  of  Germany  and  West  Berlin  [with  list  of  publica- 

tions]. Nov.  1974.  43  p.  4°  [Prepared  by  staff  of  Western  Europe  Division,  Office 
of  International  Marketing,  Bureau  of  International  Commerce,  with  assistance  of 
Economic/Commercial  Section,  U.S.  Embassy,  Bonn-Bad  Godesberg.  Issued  with 
perforations.]     *  Paper,  30c.     •Item  231-B 

C  57.11:74-55 

00819  75-20.  Marketing  in  Cameroon  [with  bibliography];  prepared  by  Philip  Michelini  .  Apr. 

1975.  17  p.  map,  4°  (Africa  Division,  Office  of  International  Marketing,  Bureau 
of  International  Commerce.)  [Based  in  part  on  information  prepared  by  U.S.  Embas- 
sy, Yaounde.  Issued  with  perforations.]     *  Paper,  50c.     •Item  231-B 

C  57.11:75-20 

00820  75-21.   Marketing  in  Hong  Kong  [with  bibliography];   prepared  by  Harry  R.   Stringer  , 

jr.  Apr.  1975.  23  p.  4°  (Office  of  International  Marketing,  Bureau  of  International 
Commerce.)  [Based  in  part  on  information  provided  by  U.S.  Consulate  General 
in  Hong  Kong.  Issued  with  perforations.]     *  Paper,  50c.      •Item  231-B 

C  57.11:75-21 

00821  75-39.  Trading  with  Bulgaria  [with  bibliography];  prepared  by  William  T.  Monroe  .  Oct. 

1975.  21  p.  4°  (Eastern  European  Affairs  Division,  Bureau  of  East-West  Trade.) 
[Issued  with  perforations.]     *  Paper,  50c.     •Item  231-B 

C  57.11:75-39 

00822  75-42.   Regional  markets   in  Southeast  Asia,   Singapore,   Indonesia,   Malaysia;  prepared 

by  J.  Lee  Barnes  .  Oct.  1975.  27  p.  4°  (Office  of  International  Marketing,  Bureau 
of  International  Commerce.)  [Based  in  part  on  information  and  assistance  provided 
by  U.S.  Embassies  in  Singapore,  Kuala  Lumpur,  and  Jakarta.  Issued  with  perfora- 
tions.]    *  Paper,  50c.     ©Item  231-B 

C  57.11:75-42 

00823  75-50.   Digest  of  western   Africa  development  plans;  prepared  by  Ralph  S.   Edwards   . 

Nov.  1975.  17  p.  4°  (Office  of  International  Marketing,  Bureau  of  International  Com- 
merce.) [Issued  with  perforations.  Supersedes  OBR  73-21,  Digest  of  African  countries' 
economic  development  plans,  June  1973.]     *  Paper,  50c.     •Item  231-B 
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DOMESTIC  COUNCIL,  Executive  Office  of  the  President  Washington, 
DC  20500 

00824  White  paper  on  drug  abuse,  report  to  President  from  Domestic  Council 

Drug  Abuse  Task  Force.  Sept.  1975.  x+116  p.il.     *  Paper,  $1.55.     • 

PrEx  15.2:D  84 

ECONOMIC  ANALYSIS  BUREAU,  Commerce  Dept.  Washington,  DC 
20233 

00825  Area  economic  projections  1990,  States  and  regions,  BEA  economic 

areas,  SMSA's,  non-SMSA  portions  of  BEA  economic  areas,  supple- 
ment to  Survey  of  current  business.  1974.  [255]  p.  4°    [Includes  BEA 
economic    areas    map    insert.]     *  Paper,    $3.05    (S/N    0324-00490). 
•Item  228 

C  56.109/4: Ec  7 

Input-output  structure  of  U.S.  economy,  1967.  [Supplement  to  Survey 
of  current  business.] 

00826  v.l.  Transactions  data  for  detailed  industries.  1974.  [2J  +  X  +  195  p.  4°     •  Paper,  $3.25. 

•Item  228 

C  56.109/4: In  7/967/v.l 

00827  Measuring  price  changes  of  military  expenditures  [with  bibliography; 

by  Allan  D.  Searle  ].  June  1975.  xxxii+474  p.il.  4°  [Prepared  for 
Arms  Control  and  Disarmament  Agency.]  *  Paper,  $5.50.  •Item 
130-D-l 

C  56.102:M  59 

00828  Regional  employment  by  industry,  1940-70,  decennial  series  for  United 

States,  regions,  States,  counties,  supplement  to  Survey  of  current 
business;  [  Lowell  D.  Ashby  and  David  W.  Cartwright].  [1975.]  [564] 
p.  4°  [Prepared  by  Regional  Economics  Division  in  collaboration  with 
Resources  for  Future,  Inc.]     *  Paper,  $9.05.      •Item  228 

C  56.109/4:Em  7/940-70 

Staff  paper  BEA-SP  (series). 

00829  23.    Reliability   of   quarterly   national   income   and   product    accounts   of   United   States, 

1947-71;  by  Allan  H.  Young  .  July  1974.  iii  +  100  p.  4°  [Paper  presented  at  13th  General 
Conference  of  International  Association  for  Research  in  Income  and  Wealth,  Balaton- 
fured,  Hungary,  Aug.  31-Sept.  5,  1973]     +     •Item  142-G 

C  56.113:23 

ECONOMIC  DEVELOPMENT  ADMINISTRATION,  Commerce  Dept 
Washington,  DC  20230 

00830  Economic  research  studies  of  Economic  Development  Administration, 

annotated  bibliography,  reports  received  Aug.  1965-Dec.  1973.  Sept. 
1974.  [l]+v+121  p.  4°    *  Paper,  $1.95.    •Item  130-K 

C  46.18:R  31/965-73 

00831  Guidelines  for  title  X  projects.  Apr.  1975.  [100]  p.il.  4°    (Office  of  Public 

Works.)     +     •Item  130-C 

C  46.8:P  94/2 

00832  University   Center   Conference,    Little   Rock,    Ark.,    May   13-15,    1975 

[proceedings]:  University  assistance  to  economic  development  in 
recession  [with  bibliographies].  [1975.]  iv+176  p.il.  4°  ([Technical 
Assistance  Project.])  [Hosted  by  University  of  Arkansas  Industrial 
Research  and  Extension  Center  under  grant  from  Economic  Develop- 
ment Administration.]     +     •Item  130-D 

C  46.2  :Un  3/975 

§For  Sale  by  National  Technical  Information  Service, 
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ECONOMIC  RESEARCH  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

00833  Agricultural  finance  outlook.  Nov.  1975.  33  p.il.  4°    (AFO-16;  [National 

Economic  Analysis  Division].)  +      #Item  42-D 

A  93.9/8:16 

ERS  (series). 

00834  554.  Cost  of  storing  and  handling  cotton  at  public  storage  facilities,  1972-73,  with  projec- 

tions  for  1974-75;   [by  Whitman   M.    Chandler   ,   jr.,and  Joseph   L.   Ghetti   ].   [June 
1974.]  iv  +  38  p.  4°     +     •Item  42-1 

A  93.21:554 

00835  588.   Competition   between   soybeans   and   other  crops   in    major   U.S.   regions;   [by   W. 

A.  Boutwell  ,  H.  M.  Harris  ,and  D.  Kenyon].  [Apr.  1975.]  iv  +  11  p.il.  4°     +     •Item 
42-1 

A  93.21:588 

ERS-foreign  (series). 

00836  346.  Basic  agricultural  resources  of  Kenya  [with  list  of  references;  by  Cary  B.  Singleton 

,  jr.].  [July  1974.]   cover  title,   vii  +  78  p.il.  4°    [Abstract  on  p.  2  of  cover.   Page 
78  is  p.  3  of  cover.]  +      •Item  76-G 

A  93.21/2:346 

00837  363.   Agricultural  situation  in  Africa  and   West  Asia,   review  of  1973   and   outlook  for 

1974.   [June   1974.]   cover   title,   ii+74    p.   4°    [Map   on    p.   2  of  cover.]     +     •Item 
76-G 

A  93.21/2:363 

Foreign  agricultural  economic  report. 

00838  101.  Agricultural  situation  in  Soviet  Union,  review  of  1974  and  outlook  for  1975.  [Apr. 

1975.]  iv+39  p.  4°     +     •Item  42-B 

A  93.27:101 

00839  112.    Collecting   agricultural    statistics    in    Soviet    Union,    report   of   forecasting    project, 

US-USSR  Agreement  on  cooperation   in  field  of  agriculture;   [by   Fletcher  Pope   , 
jr.].  [Nov.  1975.]  cover  tide,  iv  + 24  p.il.  4°     +     •Item  42-B 

A  93.27:112 

00840  114.  Structural  changes  in  West  European   agriculture,   1950-70  [with  list  of  references; 

by  Cynthia  A.  Breitenlohner  ].   [Nov.  1975.]  cover  title,  iv+49  p.  4°     [Page  49  is 
p.  3  of  cover.]     +     •Item  42-B 

A  93.27:114 

00841  U.S.  foreign  agricultural  trade  statistical  report,  fiscal  year  1974.  [Oct. 

1974.]  cover  title,  ix+303  p.  4°  ([Statistical  Program  Area,  Foreign 
Demand  and  Competition  Division.])  [Supplement  to  Monthly  foreign 
agricultural  trade  of  United  States.]     +     #Item  42-E 

A  93.17/3:974 

00842  World  monetary  conditions  in  relation  to  agricultural  trade;   [by  O. 

Halbert  Goolsby  and  Spencer  F.  England  ].  May  1974.  [2] +28  p.il. 
4°    (WMC-6.)     +     •Item42-J 

A  93.34/2:6 

EDUCATION  OFFICE,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20202 

00843  Adult  education  in  public  school  systems,  1968-69  and  1969-70  [with 

list  of  selected  references];  by  Imogene  E.  Okes  .  [1974.]  viii+106 
p.  4°  (74-165;  National  Center  for  Educational  Statistics.)  [At  head 
of  title  on  cover:  Adult  education.  Text  on  p.  2  of  cover.]  *  Paper, 
$1.80.     •Item  461  (rev.1965) 

HE  5.2:Ad  9/9/968-70 

00844  Applicant  manual  for  local  educational  agency  grants,  Emergency  school 

aid  act  (Tide  7,  P.L.  92-318,  as  amended  by  P.L.  93-380).  Revised 
Apr.  1975.  [1975.]  [93]  p.  4°  + 

HE  19.108:G  76 
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00845  Facts  about  Bureau  of  Occupational  and  Adult  Education  of  Office 

of  Education.  [1975.]  13  p.  (DHEW  publication  (OE)  75-09000.)  + 
•Item  461  (Rev.1969) 

HE  19.102:Oc  1 

00846  Guide  to  OE-administered  programs,  fiscal  year  1975.  [1975.]  [8]  p.  large 

8°    [Reprinted  from  American  education,  July  1975.]     *  Paper,  30c. 

HE  19.115/a:P  943 

00847  Special  studies  of  our  nation's  students  [with  bibliographies];  by  George 

W.  Mayeske  ,  Albert  E.  Beaton  ,  jr.  [1975.]  xvii  +  197  p.il.  4°     * 
Paper,  $3.95.    •Item  461  (Rev.1%5) 

HE  19.102:St  9 

00848  Summary  statistics  of  CPB-qualified  public  radio  stations,  fiscal  year 

1972;  by  S.  Young  Lee  ,  Ronald  Pedone  ,  Robert  L.  Tolbert,  and 
Brian  Kalmus.  [1975.]  xi+92  p.il.  4°  (75-404;  National  Center  for 
Education  Statistics.)  [Prepared  in  cooperation  with  Corporation  for 
Public  Broadcasting.  At  head  of  title  on  cover:  Educational  technolo- 
gy. Text  on  p.  2  of  cover.]     *  Paper,  $1.40.    •Item  461  (Rev.1%5) 

HE  5.2: R  11/4/972 

00849  Summary  statistics  of  public  TV  licensees,  1972;  by  S.   Young  Lee 

and  Ronald  J.  Pedone  .  [1974.]  xii+128  p.il.  4°  (74-404;  [National 
Center  for  Educational  Statistics].)  [Prepared  in  cooperation  with  Cor- 
poration for  Public  Broadcasting.  At  head  of  title  on  cover:  Educa- 
tional technology.  Text  on  p.  2  of  cover.]  *  Paper,  $1.70.  •Item 
461  (Rev.1%5) 

HE  5.2:L  61/14/972 

EMPLOYMENT  STANDARDS  ADMINISTRATION,  Labor  Dept. 
Washington,  DC  20210 

00850  Demographic    characteristics    of    nonsupervisory    employees    in    work 

clothing  industry,  economic  effects  study  submitted  to  Congress  1975; 
[by  Arthur  Harvey  and  Walter  Malakoff  ].  [1975.]  cover  title,  [97] 
p.  4°  ([Division  of  Evaluation  and  Research.])     +    •Item  746-C-l 

L  36.2:N  73/4 

ENERGY  RESEARCH  AND  DEVELOPMENT  ADMINISTRATION 
Washington,  DC  20545 

ERDA  research  and  development  report. 

00851  AEC-tr-7315.  Radiation  technology,  issue  6  [with  lists  of  references].  [Aug.  1975]  cover 

title,  [4] +  235  p.il.  4°     (Translation  series.)     §  Paper,  $7.60. 

ER  1.11:  AEC-tr-7315 

00852  CONF-740701.   Proceedings  of  second   international  conference   on   nuclear   methods   in 

environmental  research,   held  at   University   of  Missouri,  Columbia,  Mo.,  July   29- 
31,  1974  [with  lists  of  references].  [1975]  cover  tide,  v  +  473  p.il.  4°     §  Paper,  $10.60. 

ER  l.U:CONF-740701 

00853  ERDA-tr-U.  Report  on  tests  performed  on   model  no. 3  JPDR  pressure  container.  [Aug. 

1975]  cover  title,  [2]  +  64  p.il.  4°    (Translation  series.)     §  Paper,  $5.45. 

ER  l.ll:ERDA-tr-ll 

00854  ERDA-tr-51.  Radiobiology,  v.15,  no.2,  1975  [articles  with  bibliographies].  [Sept.  1975]  cover 

title,  [l]  +  a-c  +  175  p.il.  4°    [Translation  prepared  by  Joint  Publications  Research  Ser- 
vice.]    §  Paper  ,  $7.60. 
L.C.  card  06149/1975  ER  l.U:ERDA-tr-51 

00855  ERDA-57.   Division   of  Geothermal   Energy.   July   1975.   cover  title,   [3] +  15    p.il.   narrow 

8°     +     •Item  1051-C 

ER  l.U:ERDA-57 

00856  ERDA-75.  Catalog  on  solar  energy  heating  and  cooling  products.  [Oct.  1975.]  cover  title, 

[532]   p.il.   (Division    of   Solar   Energy.)   [Prepared   in   cooperation   with    Department 
of  Housing  and  Urban  Development]     +     •Item  1051-C 

*  ER  I.11ERDA-75 
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00857  ERDA-85.  Uranium  enrichment,   vital  new   industry.   [Oct.   1975.]  cover  title,  12  p.il.  4° 

*  Paper,  55c.     •Item  1051-C 

ER  l.ll:ERDA-85 

00858  FIND-STN-50484.  Fiche  index  for  nuclear  dockets:  Tyrone  Energy  Park,  unit  1,  Northern 

States  Power  Company  (construction  permit  stage);  [  Wanda  H.  Williams  ,  editor]. 
Sept.  1975.  cover  title,  v  +  14  p.il.  4°  (Advisory  Committee  on  Reactor  Safeguards, 
U.S.  Nuclear  Regulatory  Commission.)  [Issued  with  perforations.]     §  Paper,  $4.00. 

ER  l.ll:FIND-STN-50484 

00859  FIND-STN-50502/50507.    Fiche   index   for   nuclear  dockets:    Koshkonong  nuclear  plant, 

units  1  and  2  and  Wisconsin  utilities  project,  units  3,4,5,  and  6,  Wisconsin  Electric 
Power  Company,  Wisconsin  Power  and  Light  Company,  Wisconsin  Public  Service 
Corporation,  and  Madison  Gas  and  Electric  Company,  (construction  permit  stage); 
[  Patsy  L.  Hendricks  ,  editor].  July  1975.  cover  title,  v+43  p.il.  4°  (Advisory  Commit- 
tee on  Reactor  Safeguards,  U.S.  Nuclear  Regulatory  Commission.)  [Issued  with  per- 
forations.]    §  Paper,  $4.00. 

ER  l.ll:FrND-STN-50502/50507 

00860  FIND-504%/7.  Fiche  index  for  nuclear  dockets:  Montague  Nuclear  Power  Station,  units 

1  and  2,  Northeast  Nuclear  Energy  Company,  (construction  permit  stage);  [  Patsy 
L.  Hendricks  ,  editor].  Sept.  1975.  cover  title,  v+15  p.il.  4°  (Advisory  Committee 
on  Reactor  Safeguards,  U.S.  Nuclear  Regulatory  Commission.)  [Issued  with  perfora- 
tions.]    §  Paper,  $4.00. 

ER  l.ll:FIND-504%/7 

00861  FIND-50514.   Fiche   index   for  nuclear  dockets:    Pebble   Springs   Nuclear  Plant,   units   1 

and  2,  Portland  [Oreg.],  General  Electrical  Company,  (construction  permit  stage); 
[  Patsy  L.  Hendricks  ,  editor].  Sept.  1975.  cover  title,  v+15  p.il.  4°  (Adivsory  Com- 
mittee on  Reactor  Safeguards,  U.S.  Nuclear  Regulatory  Commission.)  [Issued  with 
perforations.]     §  Paper,  $4.00. 

ER  l.U:FIND-50514 

00862  FIND-50524/50527.  Fiche  index  for  nuclear  dockets:  Alan  R.  Barton  Nuclear  Plant,  units 

1,2  ,3.  and  4,  Alabama  Power  Company,  (construction  permit  stage);  [  Patsy  L. 
Hendricks  ,  editor].  July  1975.  cover  title,  iv  +  33  p.  4°  (Advisory  Committee  on 
Reactor  Safeguards,  U.S.  Nuclear  Regulatory  Commission.)  [Issued  with  perfora- 
tions.]    §  Paper,  $4.00. 

ER  l.ll:FIND-50524/50527 

00863  GJO-100(75).   Statistical  data  of  uranium   industry.  Jan.  1,   1975.  cover  title,   [l]+85  p.il. 

4°  (Grand  Junction  Office,  Grand  Junction,  Colo.)  +  Paper,  $2.00,  Lucius  Pitkin, 
Inc.,  P.O.  Box  1889  ,  Grand  Junction,  CO  81501. 

ER  l.U:GJO-100(75) 

00864  HASL-296.    Data    set    for   noble    gas    plume    exposure    model    validation    [with    list    of 

references];  by  C.  V.  Gogolak  .  July  1975.  cover  title,  [1]+13  p.il.  4°  (Health  and 
Safety  Laboratory,  New  York,  N.Y.)      §  Paper,  $4.00. 

ER  l.ll:HASL-296 

00865  PERC/B-75/1.  Carbonization  yields,  analyses,  and  physical  characteristics  of  cokes  from 

American  coals;  [with  list  of  references];  by  C.  Ortuglio  ,  J.  G.  Walters  ,  W. 
L.  Krobot.  July  1975.  cover  title,  164  p.  4°  (Pittsburgh  Energy  Research  Center, 
Pittsburgh,  Pa.)     §  Paper,  $7.60. 

ER  l.ll:PERC/B-75/l 

00866  PERC/TPR-75/1.  Trace  element  and  major  component  balances  around  SYNTHANE  PDU 

gasifier  [with  list  of  references];  by  A.  J.  Forney  ,  W.  P.  Haynes  ,  S.  J.  Gasior, 
R.  M.  Koronsky,  C.  E.  Schmidt,  A.  G.  Sharkey.  Aug.  1975.  cover  title,  [l]+23 
p.il.  4°    (Pittsburgh  Energy  Research  Center,  Pittsburgh,  Pa.)     §  Paper,  $4.00. 

ER  l.U:PERC/TPR-75/l 

00867  TID-3334-S   2.    Sodium   technology,   July    1973-Dec.   1974.   Aug.   1975.   cover   title,   v  +  119 

p.  4°    §  Paper,  $5.45. 

ER  l.ll:TID-3334-S  2 

00868  TID-3910-S  11.  Terrestrial  and  freshwater  radioecology,  selected  bibliography;  by  A.  W. 

Klement  ,  jr.,and  V.  Schultz  .  1975.  cover  title,  [l]  +  ii+163  p.  4°  [Prepared  by  Depart- 
ment of  Zoology,  Washington  State  University,  Pullman,  Wash.]     §  Paper,  $7.60. 

ER  1.11:TID-3910-S  U 

00869  TJD-26676.   Atlas   of  radiation   histopathology   [with   lists    of  references];   by   David  C. 

White  .  [1975.]  cover  title,  v+228  +  [2]  p.il.  4°  [Last  2  pages  left  blank  for  notes.] 
§  Paper,  $7.60. 

ER  l.ll:TID-26676 

ENGINEERS  CORPS  (Army),  Defense  Dept. 
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Coastal  Engineering  Research  Center:  Miscellaneous  paper. 

00870  7-75.  Evaluation  of  potential  use  of  vegetation  for  erosion  abatement  along  Great  Lakes 

shoreline  [with  list  of  literature  cited);  by  J.  L.  Hall  and  J.  D.  Ludwig  .  June 
1975.  cover  title.  35 +  [2]  p.il.  4°  (Prepared  by  Dames  &  Moore,  Cincinnati.  Ohio. 
under  contract  DACW72-74-C-0022]  + 

D  103.42/2:7-75 

Coastal  Engineering  Research  Center:  Technical  memorandum. 

00871  52.  Salt  marsh  establishment  and  development  (with  list  of  literature  cited];  by  E.  W. 

Garbisch  ,  jr..  P.  B.  WoUer  .and  R.  J.  McCallum.  June  1975.  cover  title,  lK)  +  [2] 
p.il.  4°  (Prepared  by  Environmental  Concern,  Inc..  St.  Michaels.  Md]  5  (Price 
upon  application). 

D  103.42:52 

00872  53.   Use   of  radioisotopic   sand   tracer  (RIST)  system   [with   bibliographies];    by  Charles 

W.  Judge  .  June  1975.  cover  title,  75 +  [2]  p.il.  4°     §  (Price  upon  application). 

D  103.42:53 

00873  54.  Geomorphology,  shallow  structure,  and  sediments  of  Florida  inner  Continental  Shelf. 

Cape  Canaveral  to  Georgia  [with  list  of  literature  cited];  by  Edward  P.  Meisburger 
and  Michael  E.  Field  .  July  1975.  cover  title,  119  + [2]  p.il.  4°  [Errata,  1  p.  was 
issued  also]     §  (Price  upon  application). 

D  103.42:54 

00874  55.   Stability   of  Gobi   block   revetment   to   wave   attack   [with   list   of   literature   cited]; 

by  Bruce  L.  McCartney  and  John  P.  Ahrens  .  Oct.  1975.  cover  title,  22 +  [2]  p.il. 
4°     §  (Price  upon  application). 

D  103.42:55 

Construction    Engineering    Research    Laboratory,    Champaign,    111.: 
Technical  manuscript. 

00875  D-61.  Development  of  heuristic  procedures  to  analyze  production-transportation  problem 

[with  bibliographies];  by  Edward  J.  Worrel  III,  Gary  L.  Hogg  .  Oct.  1975.  cover 
title,  v+66  p.il.  4°     §  (Price  upon  application). 

D  103.53/2:D-6I 

00876  M-165.  Analytical  model  for  determining  energy  dissipation  in  dynamically  loaded  struc- 

tures [with  list  of  references];  by  John  F.  McNamara  ,  Sushil  K.  Sharma  .  Oct. 
1975.  cover  title,  35  p.il.  4°     §  (Price  upon  application). 

D  103.53/2:M-165 

Construction    Engineering    Research    Laboratory,    Champaign,    El.: 
Technical  report. 

00877  M-151.  Concept  development  for  structures  on  expansive  soils  by  pattern  language  design 

methodology  [with  list  of  references];  by  J.  D.  Prendergast  ,  W.  R.  Stroman  , 
G.  E.  Young,  and  J.  W.  Hodge.  Oct.  1975.  cover  title,  48  p.il.  4°  [Project  4DM 
78012A0K1;  task  02,  work  unit  202.]     §  (Price  upon  application). 

D  103.53:M-151 

00878  P-46.  Specification  preparation  methods,  state  of  the  art;  by  Edgar  S.  Neely  ,  jr.  Sept. 

1975.  cover  title,  23  p.  4°  [Project  4A062103A891,  task  06,  work  unit  005]  §  (Price 
upon  application). 

D  103.53:P-46 

00879  Deer  Creek  Lake,  Army  Corps  of  Engineers  project.  [1975.]  [2]  p.il. 

oblong  f°  folded  into  narrow  8°  size  [Illustrations  are  colored.] 
+     •Item  337 

D  I03.2:D  36 

EP  (series). 

00880  360-1-2.  Historical  highlights  of  United  States  Army  Corps  of  Engineers,  general  informa- 

tion from  Office,  Chief  of  Engineers,  Army.  Apr.  1973.  [8]  p.il.  +  •Item  338- 
B 

D  103.43:360-1-2 

00881  U05-2-3.  Directory  of  environmental  life  scientists:  v. 8,  Ohio  River  valley  region.  Sept 

1974.  cover  title,  [685]  p.  4°  ([Office  of  Chief  of  Engineers.])  [Prepared  by  Institute 
of  Ecology  (TIE).]      *  Paper,  $6.00.     ©Item  338-B 

By  y  D  103.43:1105-2-3 
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00882  Floods  in  Henry  County,  Va.,  Smith  River.  Apr.  1975.  [2]  p.il.  f°  folded 

into  narrow  8°  size  [Prepared  for  Virginia  State  Water  Control  Board, 
by  U.S.  Army  Corps  of  Engineers,  Wilmington  District,  from  data, 
Flood  plain  information,  Smith  River,  Henry  County,  Va.]     # 

D  103.47/2:H  39 

00883  Floods  in  McCammon,  Idaho,  and  vicinity,  Portneuf  River.  [1975.]  [2] 

p.il.  f°  folded  into  narrow  8°  size  [Prepared  for  Bannock  County 
Board  of  Commissioners,  by  U.S.  Army  Corps  of  Engineers  from 
data  in  report,  Flood  plain  information,  Portneuf  River,  vicinity  of 
McCammon,  Idaho.]    # 

D  103.47/2:M  12/2 

00884  Floods  in  Patrick  and  Henry  Counties,  Va.,  South  Mayo  River  and 

North  Fork.  Apr.  1975.  [2]  p.il.  f°  folded  into  narrow  8°  size  [Prepared 
for  Patrick  and  Henry  Counties,  from  data  contained  in  Wilmington 
District  Corps  of  Engineers  report,  Flood  plain  information,  South 
Mayo  River  and  North  Fork,  Patrick  and  Henry  Counties,  Va.] 
# 

D  103.47/2:P  27 

00885  Floods  on  Harpeth  River,  mouth  to  Franklin,   Tenn.  Nov.   1974.   [2] 

p.il.  f°  folded  into  narrow  8°  size  [Prepared  for  counties  of  William- 
son, Davidson,  Cheatham,  and  Dickson,  by  U.S.  Army  Corps  of 
Engineers,  from  data  in  report,  Flood  plain  information,  Harpeth 
River,  mouth  to  Franklin,  Tenn.]     # 

D  103.47/2:H  23 

00886  Floods  on  Pamunkey  River,  Hanover  County,  Va.  [1974.]  [2]  p.il.  f° 

folded  into  narrow  8°  size  [Prepared  for  Hanover  County,  by  U.S. 
Army  Corps  of  Engineers,  from  data  in  report,  Flood  plain  informa- 
tion, Pamunkey  River,  Hanover  County,  Va.]     # 

D  103.47/2:P  19 

00887  Floods  on  Presumpscot  River,  Falmouth,  Portland,  Westbrook,  Gorham, 

and  Windham,  Maine.  [1975.]  [2]  p.il.  f°  folded  into  narrow  8°  size 
[Prepared  by  U.S.  Army  Corps  of  Engineers  from  data  in  report, 
Flood  plain  information,  Presumpscot  River,  Falmouth,  Portland, 
Westbrook,  Gorham,  and  Windham,  Maine.]    # 

D  103.47/2:P  92 

00888  Floods,  Moultrie,  Ga.,  Ochlockonee  River  and  Okapilco  Creek.  July 

1975.  [2]  p.il.  f°  folded  into  narrow  8°  size  [Prepared  for  City  of 
Moultrie,  by  U.S.  Army  Corps  of  Engineers,  from  data  in  report, 
Flood  plain  information,  Moultrie,  Ga.,  Ochlockonee  River  and 
Okapilco  Creek.]    # 

D  103.47/2:M  86/2 

Waterways  Experiment  Station:  Technical  report. 

Note.— Unless  otherwise  indicated,  publications  of  Waterways  Experiment  Station  may  be  or- 
dered from  Corps  of  Engineers,  U.S.  Army,  Waterways  Experiment  Station,  Vicksburg,  Miss. 
(Price  upon  application). 

00889  C-75-3.    Control    of    reactive    carbonate    rocks    in    concrete,    final    report    [with    list   of 

references];  by  Alan  D.  Buck  .  Sept.  1975.  cover  title,  [2]+36+[37]  p.il.  4°     # 

D  103.24/2:C-75-3 

ENVIRONMENTAL  DATA  SERVICE,  Commerce  Dept.  Washington, 
DC  20235 

00890  [IDOE]  International  Decade  of  Ocean  Exploration,  progress  report, 

v.4,  Apr.  1974-Apr.  1975  [with  bibliographies].  Oct.  1975.  viii+57  p.il. 
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4°  [Prepared  under  contract  to  National  Science  Foundation,  Office 
for  International  Decade  of  Ocean  Exploration.]     +     #Item  273-D- 

C  55.227:974-75 

World  Data  Center  A  for  Solar-Terrestrial  Physcis:  Report  UAG 
(series).  ... 

00891  47.  Auroral  electrojet  magnetic  activity  indices  AE  (U)  for  1973  [with  list  of  references]; 

by  Joe  Haskell  Allen  ,  Carl  C.  Abston  .and  Leslie  D.  Morris.  June  1975.  ii  +  144  +  (2] 
p.il.  4"  +  Paper,  $2.10  (National  Climatic  Center,  Federal  Building,  Asheville,  NC 
28801). 

C  55.220:47 

ENVIRONMENTAL  PROTECTION  AGENCY  Washington,  DC  20460 

00892  Air  pollutant  emissions  from  burning  sugar  cane  and  pineapple  residues 

from  Hawaii;  by  Ellis  F.  Darley  and  Shimshon  L.  Lerman  .  July 
1975.  iv+25  p.il.  4°  (EPA-450/3 -75-071;  Office  of  Air  and  Waste 
Management,  Office  of  Air  Quality  Planning  and  Standards,  Research 
Triangle  Park,  N.C.)  [Prepared  by  Statewide  Air  Pollution  Research 
Center,  University  of  California,  Riverside,  Calif.,  under  grant  R 
800711.]    §  (Price  upon  application). 

EP  1.2:H  31 

00893  Application   of   HTWAY   model   for   indirect   source   analysis,    user's 

manual  [with  list  of  references];  by  Kenneth  Axetell  ,  jr.  Aug.  1975. 
ii+Pl+iii+81  p.il.  4°  (EPA-450/3-75-072;  Office  of  Air  and  Waste 
Management,  Office  of  Air  Quality  Planning  and  Standards,  Research 
Triangle  Park,  N.C.)  [Purchase  order  5-02-3670  A.]  §  (Price  upon 
application). 

EP  1.8:H  64 

00894  Bicycle  transportation  [with  bibliography;  by]  Nina  Dougherty  and  Wil- 

liam Lawrence  .  Dec.  1974.  iii+72  p.il.  (Office  of  Planning  and  Evalua- 
tion.) [Text  on  p.  3  of  cover.]     *  Paper,  95c.    #Item  431-1-1 

EP  1.2:B  47 

00895  Collection  of  legal  opinions,  v.l,  Dec.  1970-Dec.  1973.  [1975.]  cover  title, 

xviii+620  p.  4°    (Office  of  General  Counsel.)     +     #Item  431-1-1 

EP  1.63:1 

008%  Compilation  of  industrial  and  municipal  injection  wells  in  United  States, 
v.l  [with  list  of  references].  Oct.  1974.  [670]  p.  4°  (EPA-520/9-74- 
020;  Office  of  Water  Program  Operations,  Oil  and  Special  Materials 
Control  Division,  Special  Sources  Control  Branch.)  [Prepared  by 
WAPORA,  Inc.,  under  contract  68-01-0727.]  + 

EP  1.2:W  46/v.l 

00897  Compilation  of  industrial  and  municipal  injection  wells  in  United  States, 

v.l  Oct.  1974.  [645]  p.  4°  (EPA-520/9-74-020;  Office  of  Water  Program 
Operations,  Oil  and  Special  Materials  Control  Division,  Special 
Sources  Control  Branch.)  [Prepared  by  WAPORA,  Inc.,  under  con- 
tract 68-01-0727.]  + 

EP  1.2 :W  46/v.2 

00898  Defect  testing  of  5  catalyst  equipped  Ford  prototype  vehicles,  v.l;  by 

R.  G.  McMillen  .  Aug.  1975.  [47]  leaves,  il.  4°  (EPA-460/3-75-008- 
a;  Office  of  Air  and  Waste  Management,  Office  of  Mobile  Source 
Air  Pollution  Control,  Emission  Control  Technology  Division,  Ann 
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Arbor,  Mich.)  [Prepared  by  Olson  Labs,  Inc.,  Anaheim,  Calif.  ,  under 
contract  68-03-0452.]    §  (Price  upon  application). 

EP  1.2:F  75/v.l 

00899  Defect  testing  of  5  catalyst  equipped  Ford  prototype  vehicles,  v.2; 

by  R.  G.  McMillen  .  Aug.  1975.  [345]  p.il.  4°  (EPA-460/3-75-008- 
b;  Office  of  Air  and  Waste  Management,  Office  of  Mobile  Source 
Air  Pollution  Control  ,  Emission  Control  Technology  Division,  Ann 
Arbor,  Mich.)  [Prepared  by  Olson  Labs,  Inc.,  Anaheim,  Calif.,  under 
contract  68-03-0452.]    §  (Price  upon  application). 

EP  1.2:F  75/V.2 

Development  document  for  interim  final  and  proposed  effluent  limita- 
tions guidelines  and  new  source  performance  standards. 

00900  Ore  mining  and  dressing  industry  point  source  category,  v.l,  sec.  1-6,  v.2,  sec.7-14.  Oct. 

1975.  2  v.,  xvii+847  p.il.  4°  ([EPA  440/1-75-061,  Group  2);  Effluent  Guidelines  Divi- 
sion, Office  of  Water  and  Hazardous  Materials.)     +     •Item  431-1-5 

EP  1.8/3  :Or  3/3/v.l,2 

Ecological  research  series. 

00901  660/3-74-002.   Pesticides   in  Illinois   waters   of  Lake  Michigan  [with  list  of   references]; 

by  Robert  A.  Schacht  .  Jan.  1974.  vii+55  +  [l]  p.il.  4°  (Office  of  Research  and 
Development.)  [Prepared  by  Illinois  Environmental  Protection  Agency,  Chicago,  IU., 
under  project  16050  ESP,  program  element  1  BA  023,  roap/task  03  ACQ  01.]  § 
Paper,  $1.25.     •Item  431-I-U 

EP  1.23:660/3-74-002 

00902  660/3-74-020.    Estimating   nutrient   loadings   of  lakes   from    non-point   sources   [with  list 

of  references];  by  Paul  D.  Uttarmark  ,  John  D.  Chapin  ,  Kenneth  M.  Green.  Aug. 
1974.  vi+112  +  [l]  p.il.  4°  (Office  of  Research  and  Monitoring.)  [Prepared  by  University 
of  Wisconsin,  Madison,  Wise.  ,  under  program  element  1  BA  031,  roap/task  21 
AJE  28,  grant  R-801343.]     *  Paper,  $1.90.     ©Item  431-I-U 

EP  1.23:660/3-74-020 

00903  660/3-74-022.    Investigation   of   ion   removal   from   water   and   wastewater   [with   list   of 

references];  by  R.  J.  Starkey   ,  jr.,   M.  E.  Kub   ,  A.   E.  Binks,  K.   K.  Jain.  Aug. 

1973.  Lx+U6+[1]  p.il.  4°  (Office  of  Research  and  Development.)  [Contract  68-01- 
0904,  program  element  1  BA  031,  roap/task  21  AJE  26.]     *  Paper,  $1.95.     •Item  431-1-11 

EP  1.23:660/3-74-022 

00904  660/3-74-029.   Future   dredging  quantities    in  Great   Lakes    [with  list  of  references];   by 

C.   Nicholas  Raphael   ,   Eugene  Jaworski   ,  Carl  F.  Ojala,  Daniel  S.  Turner.  Dec. 

1974.  xi+291+[l]  p.il.  4°  (National  Environmental  Research  Center,  Office  of 
Research  and  Development,  CorvaUis,  Oreg.)  [Prepared  by  Eastern  Michigan  Univer- 
sity, under  grant  R-801062,  program  element  1  BA  026,  ROAP/task  25  ADX/03.] 
+  (Price  upon  application).    •Item  431-I-U 

EP  1.23:660/3-74-029 

00905  660/3-75-006.  Phosphorus   uptake  and  release  by  Lake  Ontario  sediments   [with  Ust  of 

references];  by  R.  T.  Bannerman  ,  D.  E.  Armstrong  ,  R.  F.  Harris,  G.  C.  Holdren. 
Feb.  1975.  vii+51+[l]  p.U.  4°  (National  Environmental  Research  Center,  Office  of 
Research  and  Development,  CorvaUis,  Ore.)  [Prepared  by  University  of  Wisconsin, 
Madison,  Wis.,  under  grant  800609,  program  element  1  BA  026,  ROAP/task  21 
AKP/008.]     +     •Item  431-I-U 

EP  1.23:660/3-75-006 

00906  660/3-75-034.  Proceedings,  biostimulation-nutrient  assessment  workshop,  Oct.  16-17,  1973, 

CorvaUis,  Oreg.  [with  Ust  of  references];  June  1975.  iv  +  319+[l]  p.U.  4°  (National 
Environmental  Research  Center,  Office  of  Research  and  Development,  CorvaUis, 
Oreg.)  [Sponsored  by  Eutrophication  and  Lake  Restoration  Branch,  Pacific  Northwest 
Environmental  Research  Laboratory,  National  Environmental  Research  Center,  Cor- 
vaUis, Oreg.,  under  program  element  1  BA  031.]  §  (Price  upon  application).  •Item 
431-I-U 

EP  1.23:660/3-75-034 

00907  Engineering    and    cost    study    of    ferroalloy    industry    [with    Ust    of 

references;  by]  James  O.  Dealy  and  Arthur  M.  Killin  .  May  1974. 
[388]  p.il.  4°  (EPA-450/2-74-008;  Office  of  Air  and  Waste  Manage- 
ment, Office  of  Air  Quality  Planning  and  Standards,  Research  Trian- 
gle Park,  N.C.)    §  (Price  upon  application). 

EP  1.2:F  41 
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oo9o«  Environmental  aspects  of  chemical  use  in  well-drilling  operations,  con- 
ference proceedings,  May  1975,  Houston,  Tex.  [with  lists  of 
references].  July  1975.  vi+604  +  [l]  p.il.  4°  ([EPA-560/1-75-004];  Office 
of  Toxic  Substances.)  [Date  on  cover  is  Sept.  1975.  Contract  68- 
01-2928.]     +     •Item  431-1-1 

EP  1.2:W  46/2 

00909  Environmental  impact  assessment  guidelines  for  selected  new  source 

industries  [with  lists  of  references].  Oct.  1975.  cover  title,  [177]  p.il. 
4°    (Office  of  Federal  Activities.)     +     #Item  431-1-5 

EP  1.8:En  8/2 

Environmental  monitoring  series. 

00910  650/4-74-005-c.  Guidelines  for  development  of  quality  assurance  program:  v. 3,  Determina- 

tion of  moisture  in  stack  gases  [with  list  of  references);  by  F.  Smith  ,  D.  E. 
Wagoner  ,and  A.  C.  Nelson,  jr.  Aug.  1974.  vi  +  66  p.il.  4°  (Office  of  Research 
and  Development.)  [Prepared  by  Research  Triangle  Institute,  Research  Triangle  Park, 
N.C.,  under  contract  68-02-1234,  ROAP  26  BGC,  program  element  1  HA  327.]  + 

EP  1.23/5:650/4-74-O05-c 

00911  650/4-74-040.  Mathematical  simulation  of  smog  chamber  photochemical  experiments  [with 

list  of  references];  by  Thomas  A.  Hecht  ,  Mei-Kao  Liu  .and  David  C.  Whitney. 
Nov.  1974.  xiii+177  +  [l]  leaves,  il.  4°  (Office  of  Research  and  Development.) 
[Systems  Applications,  Inc.,  San  Rafael,  Calif.,  contract  68-02-0580,  ROAP  21  AKC 
task  23,  program  element  1  A  1008.]     §  (Price  upon  application). 

EP  1.23/5:650/4-74-040 

00912  650/4-75-013.  Collaborative  test  of  chemiluminescent  method  for  measurement  of  N02 

in  ambient  air  [with  bibliography];  by  Paul  C.  Constant  ,  jr.,  Michael  C.  Sharp 
.and  George  W.  Scheil.  Feb.  1975.  x  +  126  p.il.  4°  (Office  of  Research  and  Develop- 
ment.) [Prepared  by  Midwest  Research  Institute  ,  Kansas  City,  Mo.,  under  contract 
68-02-1363,  ROAP  26  AAF,  program  element  1  HA  327.]     §  (Price  upon  application). 

EP  1.23/5:650/4-75-013 

00913  650/4-75-026.    Mathematical    modeling    of    simulated    photochemical    smog    [with    list   of 

references];  by  Paul  A.  Durbin  ,  Thomas  A.  Hecht  ,and  Gary  Z.  Whitten.  June 
1975.  x  +  157  +  [l]  leaves,  il.  4°  (Office  of  Research  and  Development.)  [Systems  Appli- 
cations, Inc.,  San  Rafael,  Calif.,  contract  68-02-0580,  ROAP  21  AKC-23,  program 
element  1  A  1008.]  + 

EP  1.23/5:650/4-75-026 

00914  650/4-74-036.  N02  actinometer  for  field  use  (with  list  of  references];  by  D.  E.  Burch 

,  R.  C.  Bean  ,and  F.  J.  Gates.  Aug.  1974.  [56]  p.il.  4°  (Office  of  Research  and 
Development.)  [Philco-Ford  Co.,  Aeronutronic  Division,  Newport  Beach,  Calif.,  con- 
tract 68-02-0798,  ROAP  56  AAI,  program  element  1  A  1003]  §  (Price  upon  applica- 
tion). 

EP  1.23/5:650/4-74-036 

00915  660/4-75-005.  Analysis  of  organic  compounds  in  2  kraft  mill  wastewaters   [with  list  of 

references];  by  Lawrence  H.  Keith  .  June  1975.  ix  +  99+[l]  p.il.  4°  (National  Environ- 
mental Research  Center,  Office  of  Research  and  Development,  Corvallis,  Ore.) 
[Prepared  by  Southeast  Environmental  Research  Laboratory,  National  Environmental 
Research  Center,  Athens,  Georgia,  under  program  element  1  BA  027,  ROAP/task 
07  ABL-02,  03.]     §  (Price  upon  application).     •Item  431-1-24 

EP  1.23/5:660/4-75-005 

00916  670/4-75-005.  Investigation  of  Orion  Research  cyanide  monitor  [with  list  of  references]; 

by  Robert  J.  O'Herron  .  Apr.  1975.  vi  +  25  p.il.  4°  (National  Environmental  Research 
Center,  Office  of  Research  and  Development,  Cincinnati,  Ohio.)  [Methods  Develop- 
ment and  Quality  Assurance  Research  Laboratory,  NERC-Cincinnati,  program  ele- 
ment 1  HA  327.]     +     •Item  431-1-24 

EP  1.23/5:670/4-75-005 

00917  680/4-75-008.  Monitoring  disposal-well  systems  [with  list  of  references];  by  Don  L.  Warner 

.  July  1975.  x  +  100  p.il.  4°  (Environmental  Monitoring  and  Support  Laboratory,  Office 
of  Research  and  Development,  Las  Vegas,  Nev.)  [Contract  68-01-0759,  ROAP  22 
AAE,  program  element  1  HA  326.  Some  pages  printed  as  leaves.]     +     •Item  431-1-24 

EP  1.23/2:680/4-75-008 

Environmental  protection  technology  series. 

00918  600/2-74-001.   Assessment   of  potential  of   clean   fuels   and   energy  technology    [with  list 

of  references];  by  Elton  Hall  ,  Paul  Choi  ,  Edward  Kropp.  Feb.  1974.  vii  +  184-t-[l] 
p.il.  4°  (Office  of  Research  and  Development.)  [Contract  68-01-2114,  program  element 
1  AB  013,  roap/task  PEMP  26]     *  Paper,  $2.60.     •Item  431-1-12 

EP  1.23/2:600/2-74-001 
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00919  600/2-75-010.  Assessment  of  Federal  noise  research,   development,   and  demonstration 

activities,  fy  73-fy  75;  by  Eugene  E.  Berkau,  Stephen  R.  Cordle  ,  Franklin  D. 
Hart,  George  R.  Simon.  June  1975.  ix  +  137  p.il.  4°  (Office  of  Research  and  Develop- 
ment.) [ROAP/TASK  21  AXV,  program  element  1  GB  090.]  §  (Price  upon  applica- 
tion).   •Item  431-1-12 

EP  1.23/2:600/2-75-010 

00920  600/2-75-028.  Electrolytic  treatment  of  job  shop  metal  finishing  wastewater  [with  lists 

of  references];  by  Bruce  E.  Warner  .  Sept.  1975.  x+152  p.il.  4°  (Municipal  Environ- 
mental Research  Laboratory,  Office  of  Research  and  Development,  Cincinnati,  Ohio.) 
[Prepared  by  New  England  Plating  Company,  Inc.,  Worcester,  Mass.,  under  grant 
12010  GUG,  program  element  1  BB  036.]  §  (Price  upon  application).  •Item  431- 
1-12 

EP  1.23/2:600/2-75-028 

00921  600/2-75-033.  Treatment  of  combined  sewer  overflows  by  dissolved  air  flotation  [with 

list  of  references];  by  Taras  A.  Bursztynsky  ,  Donald  L.  Feuerstein  ,  William  O. 
Maddaus,  and  Ching  H.  Huang.  Sept.  1975.  xiii+214  p.il.  4°  (Municipal  Environmental 
Research  Laboratory,  Office  of  Research  and  Development,  Cincinnati,  Ohio.) 
[Project  11023  DXL(S-802781-01),  program  element  1  BB  034.]  §  (Price  upon  applica- 
tion).   •Item  431-1-12 

EP  1.23/2:600/2-75-033 

00922  600/2-75-034.  Trench  incorporation  of  sewage  sludge  in  marginal  agricultural  land;  by 

J.  M.  Walker  ,  W.  D.  Burge  ,  R.  L.  Chaney,  E.  Epstein,  and  J.  D.  Menzies. 
Sept.  1975.  xviii+232  p.il.  4°  (Municipal  Environmental  Research  Laboratory,  Office 
of  Research  and  Development,  Cincinnati,  Ohio.)  [Prepared  by  Biological  Waste 
Management  Laboratory,  Agricultural  Research  Service,  Department  of  Agriculture, 
Beltsville,  Md.,  for  Maryland  Environmental  Service,  Maryland  Department  of  Natu- 
ral Resources,  Annapolis,  Md.,  and  District  of  Columbia  Department  of  Environmen- 
tal Services,  Washington,  D.C.,  under  program  element  1  BB  043.]  §  (Price  upon 
application).     •Item  431-1-12 

EP  1.23/2:600/2-75-034 

00923  600/2-75-035.  Aerobic  stabilization  of  waste  activated  sludge,  experimental  investigation 

[with  list  of  references];  by  David  B.  Cohen  ,  Donald  G.  Fullerton  .  Sept.  1975. 
xii+175  p.il.  4°  (Municipal  Environmental  Research  Laboratory,  Office  of  Research 
and  Development,  Cincinnati,  Ohio.)  [Contract  68-03-0152.]  §  (Price  upon  applica- 
tion).    •Item  431-1-12 

EP  1.23/2:600/2-75-035 

00924  600/2-75-042.   Control  of  hydrocarbon  emissions  from  petroleum  liquids   [with  list  of 

references];  by  C.  E.  Burklin  ,  E.  C.  Cavanaugh  ,  J.  C.  Dickerman,  S.  R.  Fernandes, 
and  G.  C.  Wilkins.  Sept.  1975.  xiii+231  p.il.  4°  (Office  of  Research  and  Develop- 
ment.) [Radian  Corporation,  Austin,  Tex.,  contract  68-02-1319,  task  12,  ROAP  21 
BJV-034,  program  element  1  NB  458.]     §  (Price  upon  application). 

EP  1.23/2:600/2-75-042 

00925  600/2-75-045.  Method  for  evaluating  S02  abatement  strategies  [with  list  of  references]; 

by  C.  T.  Chi  ,  E.  C.  Eimutis  ,  W.  H.  Hedley,  M.  V.  Jones,  R.  Jones,  and  L. 
B.  Mote.  Sept.  1975.  viii+79  p.il.  4°  (Office  of  Research  and  Development.) 
[Mansanto  Research  Corporation,  Dayton,  Ohio,  contract  68-02-1320,  task  11,  ROAP 
21  ADE-008,  program  element  1  AB  013.]    §  (Price  upon  application). 

EP  1.23/2:600/2-75-045 

00926  600/2-75-046.  NOx  combustion  control  methods  and  costs  for  stationary  sources,  summary 

study  [with  list  of  references];  by  A.  B.  Shimizu  ,  R.  J.  Schreiber  ,  H.  B.  Mason, 
G.  G.  Poe,  and  S.  B.  Youngblood.  Sept.  1975.  xii+105  p.il.  4°  (Office  of  Research 
and  Development.)  [Prepared  by  Aerotherm  Division,  Acurex  Corporation,  Mountain 
View,  Calif.,  under  contract  68-02-1318,  task  12,  ROAP  21  BCC,  program  element 
1  AB  014.]     §  (Price  upon  application). 

EP  1.23/2:600/2-75-046 

00927  600/2-75-054.  Overview  of  EPA/IERL-RTP  scrubber  programs  [with  list  of  references]; 

by  Douglas  W.  Cooper  ,  Lee  W.  Parker  ,and  Eugene  Mallove.  Sept.  1975.  vii+105 
p.il.  4°  (Office  of  Research  and  Development.)  [Prepared  by  GCS  Corporation, 
GCS/Technology  Division,  Bedford,  Mass.,  under  contract  68-02-1316,  task  10,  ROAP 
21  ADL-002,  program  element  1  AB  012.]    §  (Price  upon  application). 

EP  1.23/2:600/2-75-054 

00928  650/2-74-009-k.  Evaluation  of  pollution  control  in  fossil  fuel  conversion  processes,  coal 

treatment,  seel,  Meyers  process  [with  bibliography];  by  E.  M.  Magee  .  Sept.  1975. 
vi+40  p.il.  4°  (Office  of  Research  and  Development.)  [Contract  68-02-0629,  ROAP 
21  ADD-023,  program  element  1  AB  013.]     §  (Price  upon  application). 

EP  1.23/2:650/2-74-009-k 

00929  650/2-74-039.  Evaluation  of  instrumentation  for  monitoring  total  mercury  emissions  from 

stationary  sources  [with  list  of  references];  by  L.  Katzman  ,  R.  Lisk  ,and  J. 
Ehrenfeld.  June  1974.  [152]  p.il.  4°  (Office  of  Research  and  Development.)  [Contract 
68-02-0590,  project  26  AAN,  program  element  1  AA  010.]     §  (Price  upon  application). 

EP  1.23/2:650/2-74-039 

00930  650/2-74-054.  Occurrence  and  distribution  of  potentially  volatile  trace  elements  in  coal 

[with  list  of  references];  by   R.   R.    Ruch   ,   H.  J.  Gluskoter   ,and  N.   F.   Slump. 
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,  ,  iq-7a  ;;  +  fRl+97  nil  4°  (Office  of  Research  and  Development.)  [Prepared  by 
So  StaU rSoto.S-S-rv^  Urban.,  ffl..  under  contract  68-02-0246,  program 
element!  AB  013,  ROAP  21  ADD-72]     §  (Price  upon  appbcaUon)^  (  ^.^^^ 

650/2-74-062-a.  Coke  oven  charging  enussior .control  test  g^^^^^^i 
application).  EP  l.23/2:650/2-74-O62-a 

HAD? :  OJUpTo/ran,  element  I  AB  0131     8  (Price  upon  appltcauon).  |  ^^^gj 

£&3»W^KKi&^»  AAEP«.  pro.,.  M  I  AA 
002.]  +  EP  1.23/2:650/2-74-0% 

§  (Price  upon  application).  Ep  ,  23/2:650/2-74-102 

650,2.74.m.  Beduction  o.  -siTcj£  ISfSS  S.'S'S^.kX 

Snroy(.LroTeS,rRe^r,DDe,p^«n.2:,  Interior'.  VS  ,AG   »»» 
1543).]      +  (Price  upon  application).  Ep  j  23/2:650/2-74-104 

650,2-74-108.  We,  scmbbet  liouid  £*•*-<-•»  list  •ygf^^i^S'^S: 
and  Clyde  L.  W.tham  .  Oct   1974.  x+116  p.0.  4      luiice  ^^ 

650,2-75^.    Survey    o,   flue y.    d.suUurizario ^^^Tp-.nT 8,^0,' B."^^. 
1  AB  031.]     §  (Price  upon  application).  £p  j  23/2:650/2-75-057-c 

050,2.75-059.    Mobile    .abric    nto   •^SJ-g^S^»SS'^  «™"« 
references);  by  Robert  R.  Hall     Richart '  """icAnrechnology  Division,  Bedford. 

iLW^u^Sft^  W»  *^-"^  — «  '  *«  « 
§  (Price  upon  application).  Ep  1.23/2:650/2-75-059 

MW.WM5.  Con,pari,„.o.  ge^aniun,   deuces  for  ueujro,  acrivaUo.   arudys*  te 
mercury   [with  list  of  references];  by   Robert   v^Moor,  e  q{ 

?une^74l  iii+12  +  [l]  p.U.  4'     (National  En^nment..   Researc^^^^,    ^ 

Kb^afo^iS  elemCnt  '  BA  °27]        PaPer' 

55c.     •Item  431-M2  EP  1.23/2:660/2-74-045 

«„,2.74.0,4.  Bun,  dis*.  slops  «„„.«  by  —  -<£,  ^H*  i™!* 

13  ]     *  Paper,  $1.75.     #Item  431-M2  EP  L23/2: 660/2-74-074 

«0/2.74J)84.  Evaluaoon  of  drain.8e  for  saMy  ^'J^tyT  {Jntn ."Cos 

^rteTe"'-!  ffirWXSr^A^S'^.-A.  Us,  of  pubucauons., 
»  Paper,  $1.75.     •Item  431-1-12 
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00942  670/2-74-032.   Role   of  polyelectrolytes   in   filtration   processes  [with   list  of   references]; 

by  Charles  R.  O'Melia  .  Apr.  1974.  x+82  p.il.  4°  (National  Environmental  Research 
Center,  Office  of  Research  and  Development,  Cincinnati,  Ohio.)  [Program  element 
1  BB  043,  grant  R-800351]  + 

EP  1.23/2:670/2-74-032 

00943  670/2-74-080.   Study   of   integrated   power,    water  and   wastewater  utility   complex   [with 

lists  of  references].  Dec.  1974.  ix  +  228  p.il.  4°  (National  Environmental  Research 
Center,  Office  of  Research  and  Development,  Cincinnati,  Ohio.)  [Prepared  by  New 
York  State  Atomic  and  Space  Development  Authority  under  project  17080  HHV, 
program  element  1  BB  043.]     +     ©Item  431-1-12 

EP  1.23/2:670/2-74-080 

00944  670/2-75-015.  Pilot  plant  optimization  of  phosphoric  acid  recovery  process   [with  list  of 

references];  by  Leslie  E.  Lancy  ,  Fred  A.  Steward  ,  James  H.  Weet.  Apr.  1975. 
viii+28  p.il.  4°  (National  Environmental  Research  Center,  Office  of  Research  and 
Development,  Cincinnati,  Ohio.)  [Prepared  by  Douglas  &  Lomason  Company, 
Detroit,  Mich.,  under  project  S  802637,  program  element  1  BB  036.]  +  •Item 
431-1-12 

EP  1.23/2:670/2-75-015 

00945  EPA  reports  bibliography,  listing  of  EPA  reports  entered  into  National 

Technical  Information  Service  between  Apr.   1,  1973  and  Dec.  31, 

1973,  supplement.  Aug.  1974.  [597]  p.  4°  (EPA-LIB-74-03 ;  Library 
Systems  Branch,  Management  and  Organization  Division,  Office  of 
Administration,  Office  of  Planning  and  Management.)  §  (Price  upon 
application).  PB-234  215.    •Item  431-1-9 

EP  1.21:En  8/5/973/supp. 

00946  EPA  reports  bibliography,  listing  of  EPA  reports  entered  into  National 

Technical  Information  Service  in  1974,  supp.2.  Dec.  1974.  cover  title, 
[136]  p.  4°  (library  Systems  Branch,  Management  and  Organization 
Division,  Office  of  Administration,  Office  of  Planning  and  Manage- 
ment.)   §  Paper,  $10.00.  PB-238  800.    #Item  431-1-9 

EP  1.21:En  8/5/974/supp.2 

Implementation  plan  review  as  required  by  Engergy  supply  and  en- 
vironmental coordination  act. 

00947  450/3-75-033.   Minnesota    [with   list   of  references].   Mar.   1975.   26  p.    +31  leaves   il.   4° 

(Office  of  Air  and  Waste  Management,  Office  of  Air  Quality  Planning  and  Standards, 
Research  Triangle  Park,  N.C.)  [Prepared  by  Environmental  Protection  Agency,  Re- 
gion 5,  Chicago,  El.,  Energy  and  Environmental  Systems  Division,  Argonne  National 
Laboratory,  Argonne,  El.,  under  EPA-IAG-D  5-0463.]     §  (Price  upon  application). 

EP  1.58:450/3-75-033 

00948  Investigation  of  ozone  and  ozone  precursor  concentrations  at  nonurban 

locations  in  Eastern  United  States  [with  list  of  references].  May 

1974.  [253]  p.il.  4°  (EPA-45/3-74-034;  Office  of  Air  and  Waste 
Management,  Office  of  Air  Quality  Planning  and  Standards,  Research 
Triangle  Park,  N.C.)  [Prepared  by  Research  Triangle  Institute, 
Research  Triangle  Park,  N.C,  under  contract  68-02-1077  and  68-02- 
1343,  program  element  1  HA  326.]      §  (Price  upon  application). 

EP  1.2:Oz  7 

00949  National  survey  of  manpower  utilization  and  future  needs  of  firms 

engaged  in  manufacture  of  water  and  wastewater  equipment  and  sup- 
plies [with  list  of  references];  by  E.  Joe  Middlebrooks  .  Aug.  1974. 
[8] +74  p.  4°  (Municipal  Permits  and  Operations  Division,  Office  of 
Water  Program  Operations.)  [Study  supported  by  Manpower  planning 
grant  (5-SF-WP-l).]     +     #Item  473-A-f 

EP  2.2:M  31/3 

Publication  APTD  (series). 

00950  1520.  Exhaust  emissions   from  gasoline-powered  vehicles  above  6,000  lb.  gross  vehicle 

weight  [with  list  of  references];  by  Karl  J.  Springer  and  Clifford  D.  Tyree  .  Apr. 
1972.  [432]  p.il.  4°    (Office  of  Air  and  Water  Programs,  Office  of  Mobile  Source 
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Air  Pollution  Control,  Emission  Control  Technology  Division,  Ann  Arbor.  Mich  ) 
[Prepared  by  Southwest  Research  Institute,  San  Antonio,  Tex.,  under  contract  EHS 
70-110]      5  (Price  upon  application). 

EP  4.9/2:1520 

00951  Residual  waste  management  research  and  planning  projects.  Sept.  1975. 

[367]  p.  4°    (Water  Planning  Division.)      +     #Item  431-1-5 

EP  1.8:W  28/7 

Socioeconomic  environmental  studies  series. 

00952  600/5-74-018.  Crop  insurance  and  information  services  to  control  use  of  pesticides  [with 

list  of  references];  by  John  A.  Miranowski  ,  Ulrich  F.  W.  Emst  ,  Francis  H 
Cummings.  Sept.  1974.  vi  +  85  +  [ll  p.il.  4°  (Office  of  Research  and  Development.) 
[Contract  68-01-1888,  program  element  1  BA  030,  ROAP  16  AFN  03]  *  Paper,  $1.55. 
•Item  431-1-19 

EP  1.23/3:600/5-74-018 

[Solid  waste  management]  SW  (series). 

00953  132.  Trends  in  wastepaper  exports  and  their  effects  on  domestic  markets;  by  Fred  L. 

Smith  ,  jr.  1974.  [1]  +  17  p.il.  4°     +     •Item  431-1-7 

EP  1.17:132 

00954  152.  Resource  recovery  plant  implementation,  guides  for  municipal  officials,  interim  re- 

port;  by  Alan  Shilepsky  .  1975.  [2]  +  38  p.  4°     +     •Item  431-1-7 

EP  1.17:152 

00955  163.    Resource    recovery    plant   cost    estimates,    comparative    evaluation    of    four   recent 

dry-shredding  designs  [with  list  of  references];  by  Frank  A.  Smith  .  July  1975.  iv  +  20 
p.  4°  +  Solid  Waste  Information,  Environmental  Protection  Agency,  Cincinnati, 
OH  45268.     •Item  431-1-7 

EP  1.17:163 

00956  SOTDAT  final  report.  July  1975.  ii+12  p.  4°    (EPA-450/3-75-070;  Office 

of  Air  and  Waste  Management,  Office  of  Air  Quality  Planning  and 
Standards,  Research  Triangle  Park,  N.C.)  [Prepared  by  TRW,  Trans- 
portation and  Environmental  Engineering  Operations,  Vienna,  Va., 
under  contract  68-02-1007,  task  3.]     §  (Price  upon  application). 

EP  1.2:So  8/2 

00957  State  environmental  programs,  compendium  of  Federal  and  State  pro- 

grams prepared  for  Congressional  delegations,  fy  1976.  [1975.]  cover 
title,  [183]  p.  4°    (Region  7,  Kansas  City,  Mo.)  + 

EP  1.2: St  2/976 

00958  Status  of  NADB  data  systems.  Apr.  1975.  [202]  p.il.  4°    (EPA-450/3- 

75-065;  Office  of  Air  and  Waste  Management,  Office  of  Air  Quality 
Planning  and  Standards,  Research  Triangle  Park,  N.C.)  [Prepared  by 
PEDCo-Environmental  Specialists,  Inc.,  Cincinnati,  Ohio,  under  con- 
tract 68-02-1375,  task  10.]     §  (Price  upon  application). 

EP  1.2:D  26 

00959  Study  of  emissions  from  1967-74  light-duty  vehicles  in  Denver,  Houston, 

and  Detroit;  by  D.  R.  Liljedahl  and  J.  L.  Terry  .  Oct.  1974.  viii+430 
p.il.  4°  (EPA-460/3-74-015;  Office  of  Air  and  Waste  Management, 
Office  of  Mobile  Source  Air  Pollution  Control,  Certification  and  Sur- 
veillance Division,  Ann  Arbor,  Mich.)  [Prepared  by  Automotive  Test- 
ing Laboratories,  Inc.,  Aurora,  Colo.,  under  contract  68-03-0388.] 
§  (Price  upon  application). 

EP  1.2:Em  4/26 

00960  Study  of  vapor  control  methods  for  gasoline  marketing  operations  v.l, 

Industry  survey  and  control  techniques  [with  bibliography];  by  C. 
E.  Burklin  ,  E.  C.  Cavanaugh  ,  J.  C.  Dickerman,  and  S.  R.  Fernandes. 
Apr.  1975.  xii+202  p.il.  4°  (EPA-450/3-75-046-a;  Office  of  Air  and 
Waste  Management,  Office  of  Air  Quality  Planning  and  Standards, 
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Research  Triangle  Park,  N.C.)  [Prepared  by  Radian  Corporation, 
Austin,  Tex.,  under  contract  68-02-1319.]     §  (Price  upon  application). 

EP1.2:G21/3/v.l 

oo%i  Study  of  vapor  control  methods  for  gasoline  marketing  operations:  v.2, 
Appendix  [with  bibliography] ;  by  C.  E.  Burklin  ,  E.  C.  Cavanaugh 
,  J.  C.  Dickerman,  and  S.  R.  Fernandes.  Apr.  1975.  [264]  p.il.  4° 
(EPA-450/3-75-046-b;  Office  of  Air  and  Waste  Management,  Office 
of  Air  Quality  Planning  and  Standards,  Research  Triangle  Park,  N.C.) 
[Prepared  by  Radian  Corporation,  Austin,  Tex.,  under  contract  68- 
02-1319.]    §  (Price  upon  application). 

EP  1.2:G  21/3/V.2 

oo%2  Summary  report  on  modeling  analysis  of  selected  power  plants  in  128 
AQCRs  for  evaluation  of  impact  on  ambient  S02  concentrations, 
v.l  [with  list  of  references];  by  L.  Morgenstern  .  June  1975.  [162] 
leaves,  4°  (EPA-450/3-75-062;  Office  of  Air  and  Waste  Management, 
Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle  Park, 
N.C.)  [Prepared  by  Walden  Research  Division  of  Abcor,  Inc.,  Cam- 
bridge, Mass.,  under  contract  68-02-1484,  program  element  2  AC  129.] 
§  (Price  upon  application). 

EP  1.2:P  87/v.l 

00963  Summary  report  on  modeling  analysis  of  selected  power  plants  in  128 

AQCRs  for  evaluation  of  impact  on  ambient  S02  concentrations, 
v.2  [with  list  of  references];  by  R.  C.  Koch  .  June  1975.  [74]  p. 
4°  (EPA-450/3-75-063;  Office  of  Air  and  Waste  Management,  Office 
of  Air  Quality  Planning  and  Standards,  Research  Triangle  Park,  N.C.) 
[Prepared  by  Walden  Research  Division  of  Abcor,  Inc.,  Cambridge, 
Mass.,  under  contract  68-02-1483,  program  element  2  AC  129.]  § 
(Price  upon  application). 

EP  1.2:P  87/v.2 

00964  Summary  report  on  modeling  analysis  of  power  plants  for  fuel  conver- 

sion [with  list  of  references];  by  L.  Morgenstern  .  May  1975.  [47] 
leaves,  4°  (EPA-450/3-75-064;  Office  of  Air  and  Waste  Management, 
Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle  Park, 
N.C.)  [Prepared  by  Walden  Research  Division  of  Abcor,  Inc.,  Cam- 
bridge, Mass.,  under  contract  68-02-1377,  task  2,  program  element 
2  AC  129/2  AH  136.]     §  (Price  upon  application). 

EP  1.2:P  87/2 

00965  System   study  and  evaluation  of  air  pollutant  emissions,  report;  by 

George  E.  Umlauf  .  June  1975.  [100]  p.  4°  (EPA-450/3-75-061;  Office 
of  Air  and  Waste  Management,  Office  of  Air  Quality  Planning  and 
Standards,  Research  Triangle  Park,  N.C.)  [Prepared  by  Pacific  En- 
vironmental Services,  Inc.,  Santa  monica,  Calif.,  under  contract 
68-02-1378.]    §  (Price  upon  application). 

EP  1.2:Ai  7/28 

ENVIRONMENTAL  RESEARCH  LABORATORIES,  Commerce  Dept. 
Boulder,  CO  80302 

00966  New  York  Bight  project  MESA  marine  ecosystems  analysis.   [1974.] 

[12]  p.il.  oblong  4°    ([NOAA/PA  74012.])  -I-      •Item  207-C-l 
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FEDERAL  AVIATION  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20553 

oo%7  FAA  statistical  handbook  of  aviation,  calendar  year  1972;  [prepared 
by  Betty  V.  Cayce  ].  Apr.  1974.  xxiv  +  224  p.il.  4°  ([Information  Ser- 
vice Branch,  Information  and  Statistics  Division,  Office  of  Manage- 
ment Systems.])     *  Paper,  $2.60.     •Item  431-C-14 

TD  4.20:972-2 

Federal  aviation  regulations. 

00968        153.  Acquisition  of  U.S.  land  for  public   airports.   Dec.  1974  [published  1975].  [3]  +  i  +  P- 
7+4  p.  4°  [Issued  with  perforations]     *  Paper,  50c.     •Item  431-C-13 

TD  4.6:153/rep. 

oo%9  Medical    handbook    for    pilots.    May    1974.    vi+74    p.il.    oblong    8° 
([Advisory  circular  67-2.])    *  Paper,  $1.45.      •Item  431-C-4 

TD  4.8:M  46/3 

Order  (series). 

00970  1350.19.   Protecting  privacy  of  information  about  individuals.   Sept.  26,  1975.   cover  title, 

[47]  p.il.  4°  [Effective  Sept.  27,  1975.  Issued  with  perforations.]  +  •Item  431- 
C-4 

TD  4.8/2:1350.19 

00971  1650.1.    Civil   aviation   security   compliance    and   enforcement.   July   11,   1975.    cover  title, 

[73]  p.il.  4°  [Supersedes  FAA  Order  1600.36A,  issued  July  23,  1973.  Issued  with 
perforations.]     +     •Item  431-C-4 

TD  4.8/2:1650.1 

00972  Pilot  transition  courses  for  complex  single-engine  and  light  twin-engine 

airplanes.  1974.  v+14  p.il.  ([Advisory  circular  61-9B.])  [Prepared  by 
Flight  Standards  Service.]     *  Paper,  35c.    •Item  431-C-4 

TD  4.8:P  64/6/974 

FEDERAL  COMMUNICATIONS  COMMISSION  Washington,  DC 
20554 

00973  Federal  Communications  Commission  reports,   decisions  and  reports, 

v.42,  2d  series,  Aug.  10-Oct.  19,  1972.  1975.  xxxi+1271  p.il.  4°  [Digests 
have  been  added  for  convenience,  but  are  not  a  part  of  decisions 
or  reports.]      *  Cloth,  $13.80  (S/N  0400-00290).     •Item  284 

CC  1.12/2:42 

00974  Federal  Communications  Commission  reports,   decisions  and  reports, 

v.43,  2d  series,  Oct.  26-Dec.  14,  1973.  1975.  xxxii+1386  p.  [Digests 
have  been  added  for  convenience  but  are  not  part  of  decisions  or 
reports.]     *  Cloth,  $14.55.     •Item  284 

CC  1.12/2:43 

FEDERAL  ENERGY  ADMINISTRATION  Washington,  DC  20461 

Conservation  paper. 

00975  1  B.  Energy  management  case  histories.  [1975.]  iii  +  [l]-i-24  p.il.  4°    ([FEA-D-75/335];  Ener- 

gy Conservation  and  Environment,  Office  of  Industrial  Programs.)  [Prepared  in 
cooperation  with  Department  of  Commerce.]  +      •Item  434-A-IO 

FE  1.22:1  B 

00976  3.  Lighting  and  thermal  operations,  guidelines.  [Revised  1975.]  [1975.]  vi  +  10  p.  4°    ([FEA- 

195-D];  Energy  Conservation  and  Environment,  Office  of  Buildings  Programs.) 
+     •Item  434-A-10 

FE  1.22:3 

00977  9.  Potential  for  energy  conservation  in  9  selected  industries:  v.l,  Selected  plastics  [with 

list  of  references].  1st  edition.  [1975]  iv+144  p.il.  4°  ([FEA-180-D];  Energy  Conserva- 
tion and  Environment,  Office  of  Industrial  Programs.)  [Prepared  by  Gordian  As- 
sociates, Inc.,  New  York,  N.Y.]     *  Paper,  $2.15.     ©Item  434-A-10 

FE  1.22:9 
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00978  11.   Potential  for  energy   conservation  in   9  selected  industries:   v. 3,  Cement  [with  list 

of  references].  1st  edition.  [1975.]  iv  +  122  p.il.  4°  ([FEA-182-D];  Energy  Conservation 
and  Environment,  Office  of  Industrial  Programs.)  [Prepared  by  Gordian  Associates, 
Inc.,  New  York,  N.Y.]     *  Paper,  $1.90.     •Item  434-A-IO 

FE  1.22:11 

00979  Federal  energy  management  program,  first  annual  report,  fiscal  year 

1974.  Dec.  1974.  cover  title,  [5]  +  31+A-24  p.il.  4°  (Office  of  Energy 
Conservation  and  Environment.)     +     •Item  434-A-7 

FE  1.16:974 

Project  Independence  Blueprint,  final  task  force  report. 

00980  Faculties  [with  lists  of  references].  Nov.   1974.  cover  title,  [600]  p.il.  4°     [Prepared  by 

Interagency  Task  Force  on  Facilities,  under  direction  of  U.S.  Dept.  of  Interior.] 
*  Paper,  $6.40.     •Item  434-A-5 

FE  1.18:F  U 

00981  Historical  perspective.  Nov.  1974.  cover  title,  [3]+47  p.il.  4°    [Prepared  with  assistance 

of  Departments  of  Interior  and  Commerce,  Office  of  Management  and  Budget, 
and  National  Science  Foundation.]     *  Paper,  $1.15.      •Item  434-A-5 

FE  1.18:H  62 

FEDERAL  HIGHWAY  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20590 

00982  Acquiring  your  real  property  for  Federal-aid  highways,  title  3,  Uniform 

relocation  assistance  and  real  property  acquisition  policies  act  of 
1970.  Aug.  1975.  cover  title,  16  p.il.  oblong  16°  (Office  of  Right-of- 
Way.)     +    #Item982-G-5 

TD  2.2:F  31/7 

00983  Bicycles  and  pedestrian  facilities  in  Federal-aid  highway  program.  [1974.] 

18  p.il.  narrow  8°    *  Paper,  45c.      •Item  982-G-5 

TD  2.2: B  47 

00984  Documentation  for  nomination  by  national  capital  section,  American 

Society  of  Civil  Engineers  of  national  system  of  interstate  and 
defense  highways  for  ASCE  'Outstanding  Civil  Engineering  Achieve- 
ment Award'  for  1974.  [1974.]  cover  tide,  [3] +41  p.  4°    # 

TD  2.2:C  49/3 

00985  Federal-aid  highway  program  and  Federal-State  relationship.  Apr.  1974. 

[8]  p.il.  narrow  8°    # 

TD  2.2:F  31/5 

TD  2.2:M  85/974 

TD  2.10:P  96/973 

TD  2.10  :P  96/974 


00986  FHWA  motion  pictures.  July  1974.  [5]  p.  narrow  8°    # 

00987  FHWA  publications.  June  1973.  [4]  p.  narrow  8°  + 

00988  FHWA  publications.  Apr.  1974.  [4]  p.  narrow  8°  + 


00989  Findings,   ideas,   conclusions,   and   recommendations   developed  from 

bridge  design  review-in-depth  program  of  Bridge  Division,  Office  of 
Engineering;  by  Joseph  A.  Gibeily  and  George  A.  Harper  .  Mar. 
1973.  cover  title,  [l]+43  leaves,  il.  4°    [Issued  with  perforations.] 
# 

TD  2.2:B  76/2 

00990  Fish  passage  through  highway  culverts,  field  evaluation  [with  bibliog- 

raphy; by]  Thomas  J.  McClellan  .  [Reprinted  Mar.  1974.]  [4]+16+[269] 
p.il.  4°    ([Office  of  Engineering.])  [Sponsored  by  Federal  Highway 
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Administration,  Region  8  in  cooperation  with  Oregon  State  Game 
Commission.]     # 

TD  2.2:C  89 

00991  Highway  engineering  economy,  syllabus  [with  list  of  references].  Oct. 

1973.  [l]+56  p.il.  4°  (Office  of  Traffic  Operations.)  [Issued  with  per- 
forations.]    # 

TD  2.2:En  3/2 

00992  Highway  safety  standard  for  bicycle  facilities;  by  Jerrold  A.  Kaplan 

.  [1974.]  cover  tide,  32  p.il.  4°  (Office  of  Highway  Safety.)  [Presented 
at  54th  annual  meeting  of  Transportation  Research  Board,  Washing- 
ton, D.C.,  Jan.  1975.]    # 

TD  2.2:B  47/3 

Hydraulic  engineering  circular. 

00993  1.   Selected   bibliography    of  hydraulic   and    hydrologic   subjects.    Dec.   1972.    cover  title, 

18  p.  4°  (Hydraulics  Branch.  Bridge  Division.)  [Issued  with  perforations]     # 

TD  2.27:1 

00994  3.   Hydrology   of  highway   stream   crossing;   [by   W.   D.    Potter   ].   Reprinted    Dec.   1972. 

cover  title,  10  p.il.  4°  (Hydraulics  Branch,  Bridge  Division.)  [Issued  with  perfora- 
tions.)    # 

TD  2.27.3 

Implementation  package  (series). 

00995  75-1.  Highway  air  quality:  v.l.  Design  of  air  monitoring  systems  [with  lists  of  references, 

by  Kenneth  E.  Noll  and  Terry  Miller  ).  [Mar.  1975]  cover  title,  ix  +  198  p.il.  4° 
([Offices  of  Research  and  Development;  Office  of  Environmental  Policy.])  [Prepared 
by  Dept.  of  Civil  Engineering,  University  of  Tennessee,  Knoxville,  Tenn.  Issued 
with  perforations.]     §  (Price  upon  application). 

TD  2.36:75-1 
009%  75-2.  Highway  air  quality:  v. 2,  Monitoring  manual  [with  lists  of  references;  by  Kenneth 
E.  Noll  and  Terry  Miller  ].  [Mar.  1975]  cover  title,  vii  +  145  p.il.  4°  ([Offices  of 
Research  and  Development;  Office  of  Environmental  Policy.])  [Prepared  by  Dept. 
of  Civil  Engineering,  University  of  Tennessee,  Knoxville,  Tenn.  Issued  with  perfora- 
tions.]    5  (Price  upon  application). 

TD  2.36:75-2 

00997  Precedings,  speeches,  and  other  material  presented  at  annual  Regional 

Civil  Rights  Officers'  Conference,  Washington,  D.C.,  July  19-20,  1973. 
[1973.]  cover  tide,  [153]  p.  4°    (Office  of  Civil  Rights.)    # 

TD  2.2:C  49/2 

00998  Replacement  of  State  and  local  publicly  owned  facilities  acquired  for 

Federal-aid  highways.  Dec.  1974.  [10]  p.il.  narrow  12°  (Office  of 
Right-of-Way.)    # 

TD  2.2:F  31/6 

Report  FHWA-RD  (series). 

00999  73-14.  Development  of  guidelines  for  design  of  subsurface  drainage  systems  for  highway 

pavement  structural  sections,  final  report  [with  list  of  references;  by]  Harry  R. 
Cedergren  ,  Jorge  A.  Arman  ,  Ken  H.  O'Brien.  Feb.  1973.  cover  title,  fl]  +  xiii  +  193 
p.il.  4°  (Offices  of  Research  and  Development.)  [Prepared  by  Cedergren/KOA.  Joint 
Venture,  Long  Beach,  CAlif.l     §  Price  upon  application).     •Item  982-G-ll 

TD  2.30:73-14 

01000  74-30.   Improved   subsurface  investigation   for  highway   tunnel  design  and  construction: 

v.2.  New  acoustic  techniques  suitable  for  use  in  soil,  final  report  [with  list  of 
references;  by]  L.  A.  Rubin  ,  D.  L.  Hipkins  ,and  L.  A.  Whitney.  May  1974.  cover 
title,  [184]  p.il.  4°  (Offices  of  Research  and  Development.)  [Prepared  by  Telcom. 
Inc.,  McLean,  Va.]     §  (Price  upon  application).     •Item  982-G-ll 

TD  2.30:74-30 

01001  75-18.   Vehicle  detection,   phase   1:    SPVD   development,   final   report;   [by]    D.   O.   Wick 

and  R.  A.  Lubke  .  Jan.  1975.  cover  title,  vii  +  98  p.il.  4°  (Offices  of  Research 
and  Development.)  [Prepared  by  Honeywell  Inc.,  Minneapolis.  Minn.]  5  (Price  upon 
application).     •Item  982-G-U 

TD  2.30:75-18 
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01002  75-19.   Vehicle  detection,   phase  2:   MGVD  development,  final  report;  [by]   D.  O.  Wick 

,  R.  A.  Lubke  and  N.  G.  Hedtke.  Jan.  1975.  cover  title,  v  +  118  p.il.  4°  (Offices 
of  Research  and  Development.)  [Prepared  by  Honeywell  Inc.,  Minneapolis,  Minn] 
§  (Price  upon  application).     •Item  982-G-U 

TD  2.30:75-19 

01003  Seventh  annual  awards,  1974,  highway  and  its  environment.  [1975.]  cover 

title,  28  p.il.  oblong  8°  [Some  illustrations  are  colored.  Text  and 
illustrations  on  p.  2-3  of  cover.]     +     •Item  982-G-3 

TD  2.14:7 

oioo4  Short  course  in  highway  lighting.  1973.  cover  title,  67  leaves,  il.  4° 
(Office  of  Traffic  Operations.)  [Issued  with  perforations.]     # 

TD  2.2:L  62 

oioo5  Standard  plans  for  highway  bridges:  v.4,  Typical  continuous  bridges. 
Revised  1975.  cover  title,  [43]  leaves,  il.  oblong  f°  *  Paper,  $4.65. 
•Item  982-G-2 

TD  2.8:B  76/3/v.4 

01006  Statistical  summary  of  cause  and  cost  of  bridge  failures,  final  report; 

by  Fred  F.  M.  Chang  .  Sept.  1973.  [3]+ii+42  p.il.  4°  (Office  of 
Research.)  [Issued  with  perforations.]    # 

TD  2.2:B  76 

01007  Trip  generation  analysis  [with  list  of  references].  Aug.  1975.  cover  title, 

[l]+ix+150   p.il.    4°    (Urban    Planning    Division.)    *  Paper,    $2.30. 
•Item  982-G-5 

TD  2.2:T  73 

01008  n  traffic  control  system,  FORTRAN  IV,  Software  interface  manual. 

Sept.  1973.  cover  title,  [254]  p.il.  4°  [Prepared  by  TRW  Transportation 
and  Environmental  Operations,  Houston,  Tex.]  §  (Price  upon  appli- 
cation).    •Item  982-G-2 

TD  2.8:Ur  1/3 

01009  Urban  traffic  control  system,  FORTRAN  IV,  Software  documentation 

[with  reference].  Sept.  1975.  cover  title,  [387]  p.il.  4°  [Prepared  by 
TRW  Transportation  and  Environmental  Operations,  Houston,  Tex., 
under  contract  no.  FH-11-7990.]  §  (Price  upon  application).  •Item 
982-G-5 

TD  2.2:Ur  1/12 

FEDERAL  HOME  LOAN  BANK  BOARD  Washington,  DC  20552 

oioio  FSLIC-safety.  [1975.]  cover  title,  9  p.il.  12°  [Prepared  by  Insurance 
Division,  Federal  Savings  and  Loan  Insurance  Corporation.  Page  9 
is  p.  3  of  cover.]  + 

FHL  L2:F  31/4 

FEDERAL  POWER  COMMISSION  Washington,  DC  20426 

National  electric  rate  book  rate  schedules  for  electric  service  in  com- 
munities of  2,500  population  or  more,  residential,  commercial,  and 
industrial  services.  [Issued  with  perforations.]  *  Paper,  $22.50  a  year 
(separate  sections,  each  representing  a  State),  add  $5.75  for  foreign 
mailing;  single  copy,  45c. 

01011  Arizona.  July  1974.  [2] +  9  p.  4°     [Supersedes  issue  of  Feb.  1972.]      •Item  437-A-2 

FT  1.18:  Ar  4  i/974 

01012  Colorado.   Aug.   1975.   [2] +  13   p.   4°     [Supersedes   issue   of   Nov.   1973]       •Item   437-A- 

5 

FP  1.18:C  71/975 

01013  Idaho.  June  1975.  [2] +  7  p.  4°     [Supersedes  issue  of  Sept.  1973.]      •Item  437- A -10 

FP  1.18:Id  1/975 
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Iowa.  July  1976.  [2]  +  26  p.  4°     [Supersedes  issue  of  Aug.  1973]      •Item  437-A-13 

FP  1.18:Io  9/975 
Kansas.  Oct.  1975.  [2] +  24  p.  4°     [Supersedes  issue  of  Oct.  1973.]      •Item  437-A-I4 

FP  1.18:  K  13/975 
Montana.  Sept.  1975.  [2] +  4  p.  4°    [Issued  with  perforations]      •Item  437-A-24 

FP  1.18:M  76/975 
New   York.  July   1974.   [2]  +  20  p.   4°     [Supersedes   issue  of   Jan.   1972]       •Item  437-A- 
30 

FP  1.18:N  42  y/974 

01018  Washington.   June   1975.    [2] +  13   p.   4°     [Supersedes   issue   of  Sept.   1973.]       •Item   437- 

A-45 

FP  1.18:W  27/975 

FEDERAL  REGISTER  OFFICE,  General  Services  Administration 
Washington,  DC  20408 

Code  of  Federal  regulations.     *  Paper,  $350.00  a  yr.,  add  $75.00  for 
foreign  mailing;  single  copies  vary  in  price. 

01019  43.  Public  lands.  Interior,  pts.1-999,  revised  as  of  Oct.  1,  1975.  [1975.]  vi  +  304  p.il.  [Contains 

codification   of   documents   of  general   applicability,    and   future   effect   as   of  Oct. 
1,  1975,  with  ancillaries.]      *  Paper,  $2.90.     •Item  572 

GS  4.108:43/pt.l-999/975 

01020  46.  Shipping,  pts.90-109,  revised  as  of  Oct.  1,  1975.  [1975.]  vi+I77  p.  [Contains  codification 

of   documents   of  general   applicability   and   future   effect  as   of  Oct.   1,   1975,   with 
ancillaries]     *  Paper,  $1.95.     •Item  572 

GS  4.108:46/pt.90-I09/975 

01021  46.  Shipping,  pts.90-109,  revised  as  of  Oct.  1,  1975.  [1975.]  vi+177  p.  [Contains  codification 

of   documents   of  general  applicability   and   future   effect  as   of  Oct.   1,   1975,   with 
ancillaries.)     *  Paper,  $1.95.     •Item  572 

GS  4.108:46/pt.90-109/975 

01022  46.  Shipping,  pts. 150-165,  revised  as  of  Oct.  1,  1975.  [1975.]  vi  +  422  p.il.  [Contains  codifica- 

tion   of  documents    of  general   applicability   and   future   effect   as   of  Oct.   1,   1975, 
with  ancillaries.]     *  Paper,  $3.75.     •Item  572 

GS  4.108 :46/pt.l50-165/975 

01023  46.  Shipping,  pts.166-199,  revised  as  of  Oct.  1,  1975.  [1975]  vi  +  268  p.il.  [Contains  codifica- 

tion   of  documents    of  general   applicability   and   future   effect   as   of  Oct.   1,   1975, 
with  ancillaries.]     *  Paper,  $2.60.     •Item  572 

GS  4.108:46/pt.l66-199/975 

01024  47.  Telecommunication,  pts.20-69,  revised  as  of  Oct.  1,  1975.  [1975.]  vi  +  537  p.il.  [Contains 

codification  of  documents  of  general   applicability  and   future  effect  as  of  Oct.  1, 
1975,  with  ancillaries.]      *  Paper,  $5.25.     ©Item  572 

GS  4.108:47/pt.20-69/975 

FEDERAL  RESERVE  SYSTEM  BOARD  OF  GOVERNORS 
Washington,  DC  20551 

Regulation  (series). 

01025  G.   [Securities  credit  by   persons   other  than   banks,   brokers,   or  dealers].    Supplement, 

effective  Sept.  30,  1975.  Nov.  1975.  [2]  p.  4°  + 

FR  1.6:G/969/supp.-9 

01026  M.  Foreign  activities  of  national  banks,   Amendments  [effective  May  22  and  Aug.  25, 

1975].  Aug.  1975.  1  p.  4°  + 

FR  1.6:M/967/amdt.-7 

01027  T.   [Credit  by   brokers   and  dealers].   Supplement,   effective   Sept.   30,   1975.    Nov.   1975. 

[2]  p.  4°  + 

FR  1.6:T/969/supp.-9 

01028  U.  [Credit  by  banks  for  purpose  of  purchasing  or  carrying  margin  stocks].  Supplement, 

effective  Sept.  30,  1975.  Nov.  1975.  [2]  p.  4°  + 

FR  1.6:U/969/supp.-10 

01029  Sixty-first  annual  report,  1974,  Board  of  Governors  of  Federal  Reserve 

System  [calendar  year].  [1975.]  [8] +  388  p.il.  4°  + 

FR  1.1:974 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
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Government  Publications 

FEDERAL  SUPPLY  SERVICE,  General  Services  Administration 
Washington,  DC  20405 

Consumer  information  series. 

01030  20.   Car  care  and   service,  consumer  publication.   [Nov.   1974.]   [2]  +  14   p.il.   4°     *  Paper, 

35c,   Consumer   Information,   Public    Documents   Distribution   Center,    Pueblo,   CO 
81009.    •Item  558-A-2 

GS  2.16:20 

Serie  de  informacion  para  el  consumidor. 

01031  21.  Cuidado  y  servicio  del  automovil,  publicacion  para  el  consumidor.  [Dec.  1974.]  [2]  +  14 

p.il.  4°     *  Paper,  35c,  Consumer  Information,  Public  Documents  Distribution  Center, 
Pueblo,  CO  81009. 

GS  2.16:21 

FEDERAL  TRADE  COMMISSION  Washington,  DC  20580 

01032  F.T.C.    statistical    report    on    mergers    and    acquisitions.    July    1974. 

[l]+viii+301  p.  4°    ([Bureau  of  Economics;   Report  6-15-22.])     + 
•Item  535 

FT  1.2:M  54/3/974 

FISH  AND  WDLDLIFE  SERVICE,  Interior  Dept.  Washington,  DC 
20240 

01033  Facts  about  Federal  wildlife  laws.  [1975.]  [14]  p.il.  narrow  8°     +     •Item 

612 

I  49.2:W  64/12 

Fish  distribution  report. 

01034  9.  Propagation  and  distribution  of  fishes   from  national  fish  hatcheries  for  fiscal  year 

1974.   [1975.]   [2] +62   p.   4°     [Prepared    by   Division   of   Fish   Hatcheries,    Branch  of 
Production  and  Distribution.]     +     •Item  610-C 

I  49.69:9 

Fishery  leaflet. 

01035  580.   Sea  lamprey   [with   list  of  references];   by   Lola  T.    Dees   .   [Revised    Sept.   1974.] 

[1974.]  ii+7  p.il.  4°     [Revision  of  1965  edition.]     +     •Item  6U-D 

I  49.28:580/2 

01036  Planning  for  wildlife  and  man  [with  list  of  references];  by  Jerry  W. 

Fuhriman  and  Edward  S.  Crozier  .  [Sept.  1974.]  56  p.il.  4°    *  Paper, 
$1.10.     •Item  612 

I  49.2:W  64/8 

Special  scientific  report:  Wildlife  (series). 

01037  189.   Woodcock   status   report,   1974   [with    list   of  references];   by   Joseph   W.   Artmann 

.  1975.  iv  +  39  p.il.  4°     +     •Item  614-C 

I  49.15/3:189 

FOOD  AND  DRUG  ADMINISTRATION,  Health,  Education,  and 
Welfare  Dept.  Washington,  DC  20201 

01038  EDRO  research  programs,  progress  reports,  Jan.- June  1974.  [1974.]  cover 

title,  [297]  p.  4°    ([Executive  Director  of  Regional  Operations.]) 
+    •Item  475-Y 

HE  20.4031:974-1 
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FOOD  AND  NITRITION  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

FNS  (series). 

76.  Food  stamp  facts,  recipient  responsibility.  Revised  Oct.   1974.   [1974]  [2]  p.  4 
•Item  74-A-2 

A  98.9:76/2 

01040  145.  Annual  statistical  review,  preliminary  report.  Food  and  Nutrition  [Service]  programs, 

fiscal   year  1975.    [Nov.   1975.]   19   p.il.   4°    ([Program   Reporting   Staff.])     +     •Item 
74-A-2 

A  98.9:145 

FOREST  SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

01041  Floral  greenery  from  Pacific  Northwest  forests;  [by  Bernard  S.  Douglass 

].  [1975.]  cover  title,  [2] +35  p.il.  4°    (Pacific  Northwest  Region.) 

+  (Information  incorrect  in  publication  as  to  sale  by  Superintendent 

of  Documents). 

A  13.2:F  66 

Forest  pest  leaflet. 

01042  74.  White-spotted  sawyer  [with  list  of  references];  by  Louis  F.  Wilson  .  Revised  June 

1975.  [1975.]  8  p.il.     +     •Item  82-A 

A  13.52:74/2 

01043  154.  Phomopsis  blight  of  junipers  [with  list  of  references;   by]  Glenn  W.  Peterson  and 

C.  S.  Hodges  ,  jr.  Oct.  1975.  6  p.il.     +     •Item  82-A 

A  13.52:154 

01044  Forest  recreation  research  publications.  Dec.  31,  1974.  7  p.  4°    (Forest 

Environment  Research  Staff.)  [Seventh  annual  supplement  to  Bibliog- 
raphy of  Forest  Service  outdoor  recreation  research  publications.] 
+ 

A  13.U/2:R  24/supp.7 

01045  Forest   Service  films   available  on   loan  for  educational  purposes  to 

schools,  civic  groups,  churches,  television  [list].  [Revised  July  1975.] 
1975.  cover  title,  [lJ+ii+35  p.  narrow  8°    (FS-31.)     +     #Item  83-A 

A  13.55:975 

01046  Forests  born  of  fire.  [1972.]  [4]  p.il.  oblong  8°    ([Northern  Region,  Mis- 

soula, Mont.;  R  1-72-013.])  [Illustrations  are  colored.]  + 

A  13.2:F  51/58 

General  technical  report  PNW-(series).  (Pacific  Northwest  Forest  and 
Range  Experiment  Station,  Portland,  Oreg.) 

01047  PNW-26.  Sensitivity  of  allowable  cuts  to   intensive  management  [with  list  of  literature 

cited;  by]   Roger  D.    Fight   ,   Dennis   L.   Schweitzer   .    1974.  cover  title,    [1]  +  10  p.il. 
4°     [Abstract  on  p.  2  of  cover.]  + 

A  13.88:PNW-26 

01048  How  to  estimate  defect  in  white   fir  in  southwest  Oregon;   by  Paul 

Aho  and  Jim  Hadfield  .  [1975.]  cover  title,  12  p.il.  oblong  48°  ([Pacific 
Northwest  Forest  and  Range  Experiment  Station,  Portland,  Oreg.]) 

A  13.66/2:W  58 

Research  note  INT-(series).  (Intermountain  Forest  and  Range  Experi- 
ment Station,  Ogden,  Utah.) 

01049  INT-192.    Single  dimension,   multiple   development   thin-layer  chromatography   of   sugars 

for   densitometric   quantification    [with    list  of  literature   cited;   by]   Neil   E.   Martin 
and  B.  L.  Welch  .  Apr.  1975.  7  p.il.  4°  + 

A  13.79:  INT-192 
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Government  Publications 

01050  INT-195.   Winter  storage   and  packaging  effects  on  Lucky   Peak  seedlings   (with  list  of 

literature   cited;   by]    Frank   E.   Morby    and   Russell   A.   Ryker   .   June   1975.   10  p.il. 
4°  + 

A  13.79:INT-195 

01051  INT-197.  Abandoned  mountain  pine  beetle  galleries  in  lodgepole  pine  [with  list  of  literature 

cited;  by]  Gene  D.  Amman  .  July  1975.  6  p.il.  4°  + 

A  13.79:INT-197 

01052  INT-198.  Habitat  type  and  site  preparation  affect  survival  of  planted  Douglas-fir  in  central 

Idaho  brushfields;   [by]  Jay  A.   Kittams  and  Russell   A.   Ryker  .  July   1975.  6  p.il. 
4°  + 

A  13.79:INT-198 

01053  INT-I99.   Soil  water  depletion   by  lodgepole  pine  on  glacial  till  [with  list   of  literature 

cited;  by]  Robert  S.  Johnston  .  Aug.  1975.  8  p.il.  4°  + 

A  13.79:INT-199 

01054  INT-200.  Low  compliance  rates  at  unmanned  trail  registers  [with  list  of  literature  cited; 

by]  Robert  C.  Lucas  .  Aug.  1975.  6  p.il.  4°  + 

A  13 .79:  INT-200 

Research  note  NC-(series).  (North  Central  Forest  Experiment  Station, 
St.  Paul,  Minn.) 

01055  NC-183.  Long-term  storage  of  yellow  and  paper  birch  seed  [with  list  of  literature  cited; 

by]  Knud  E.  Clausen  .  1975.  3  p.  4°  + 

A  13.79:NC-183 

01056  NC-194.    Fire-weather   stations   in   North-Central   and   Northeastern   United    States;   [by] 

John  S.  Frost  and  Donald  A.  Haines  .  1975.  3  p.il.  4°     +     •Item  83-B 

A  13.79:NC-194 

Research  note  NE-(series).  (Northeastern  Forest  Experiment  Station, 
Upper  Darby,  Pa.) 

01057  NE-192.  Forest  habitat  management  for  non-game  birds  in  central  Appalachia  [with  list 

of  literature  cited;  by  John  D.  Gill   ,   Richard  M.  DeGraaf  ,  Jack  Ward  Thomas]. 
1974.  6  p.  4°  + 

A  13.79:NE-192 

01058  NE-202.  Weight/volume  ratios  for  Appalachian  hardwoods;  [by]  Floyd  G.  Timson  .  1975. 

2  p.  4°  + 

A  13.79:NE-202 

01059  NE-212.   REST,  computer  system  for  estimating  logging  residue  by  using  line-intersect 

method  [with  list  of  literature  cited;  by]  A.  Jeff  Martin  .  1975.  3  p.  4°  + 

A  13.49:NE-212 

Research  note  PNW-(series).  (Pacific  Northwest  Forest  and  Range 
Experiment  Station,  Portland,  Oreg.) 

01060  PNW-226.  Effect  on  diameter  estimates  of  rounding  rules  in  scaling;  by  David  Bruce 

and  Donald  J.  DeMars  .  May  1974.  8  p.il.  4°  + 

A  13.79:PNW-226 

Research  note  PNW  (series).  (Pacific  Northwest  Forest  and  Range 
Experiment  Station,  Portland,  Oreg.) 

01061  PNW-227.  Douglas-fir  thinning  values  sensitive  to  price-diameter  relationships;  by  Robert 

M.  Randall  and  David  R.  Darr  .  June  1974.  7  p.il.  4°  + 

A  13.79:PNW-227 

Research  note  PNW-(series).  (Pacific  Northwest  Forest  and  Range 
Experiment  Station,  Portland,  Oreg.) 

01062  PNW-232.  Proposed  harvesting  guides  based  upon  environmental  classification  in  South 

Umpqua  basin  of  Oregon  [with  list  of  literature  cited;  by]  Richard  E.  Carkin  and 
Don  Minore  .  June  1974.  8  p.il.  4°  + 

A  13.79:PNW-232 

01063  PNW-233.  Stockability  equations  for  California  forest  land  [with  list  of  literature  cited]; 

by  Colin  D.  MacLean  and  Charles  L.  Bolsinger  .  Nov.  1974.  10  p.il.  4°  + 

A  13.79:PNW-233 

01064  PNW-234.  Mass  diagram  in  timber  access  road  analysis;  by  Doyle  Burke   .  Nov.  1974. 

10  p.il.  4°  + 

A  13.79:PNW-234 

01065  PNW-239.   Volume  equations  for  2d-growth  Douglas-fir;   by  David   Bruce   and  Doland 

J.  DeMars  .  Nov.  1974.  5  p.  4°  + 

A  13.79:PNW-239 
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PNW-250.  Phellinus  (Poria)  wcirii  root  rot  in  Douglas-fir-alder  stands  10-17  years  old 
[with  list  of  literature  cited];  by   Everett  Hansen   .  June  1975.  5  p.  4°     +     •Item 

A  13.79:PNW-250 
PNW-251.   Increase  in  conifer  seedling  survival  and   vigor   on  east  Cascade   slope  with 
soil  fumigant;  by  G.  O.  Klock  .  Aug.  1975.  5  p.  4°     +     •Item  83-B 

A  13.79:PNW-251 
PNW-254.  Relationship  of  root  length  to  stem  diameter  in  curlleaf  mountain-mohogany 
[with  list  of  literature  cited);   by   Pamela   S.   Talley   and  J.   Edward   Dealy   .   Sept. 
1975.  4  p.il.  4°     +     ©Item  83-B 

A  13.79:PNW-254 

Research  note  SE-(series).  (Southeastern  Forest  Experiment  Station, 
Asheville,  N.C.) 

SE-203.  Harvest  counts  underestimate  impact  of  Dioryctria  on  2d-year  slash  pine  cone 
crops;  [by  Gary  L.  DeBarr  ].  Sept.  1974.  3  p.il.  4°  + 

A  I3.79:SE-203 
SE-204.  Rearing  elm  spanworm  on  artificial  diet,  preliminary  report  [with  list  of  literature 
cited;  by  Vicki  H.  Fedde  ].  Sept.  1974.  5  p.U.  4°  + 

A  13.79:SE-204 

Research  paper  FPL-(series).  (Forest  Products  Laboratory,  Madison, 
Wis.) 

FPL-248.  Physical  characteristics  of  seasoning  discolorations  in  sugar  maple  sapwood 
[with  list  of  literature  cited;  by  John  M.  McMillen  ].  1975.  cover  title,  31  p.il.  4° 
[Abstract  cards  inserted.]  +      •Item  83-B 

A  13.78:FPL-248 

Research  paper  NE-(series).  (Northeastern  Forest  Experiment  Station, 
Upper  Darby,  Pa.) 

NE-310.  Influence  of  residual  stand  density  on  regeneration  of  northern  hardwoods  [with 
list  of  literature  cited;  by  W.  B.  Leak  and  D.  S.  Solomon  ].  1975.  cover  title, 
7  p.il.  4°    [Abstract  cards  attached.]  + 

A  13.78:NE-310 

Research  paper  PNW-(series).  (Pacific  Northwest  Forest  and  Range 
Experiment  Station,  Portland,  Oreg.) 

PNW-178.  Wildfire  smoke  conditions,  interior  Alaska  [with  list  of  literature  cited;  by] 
Richard  J.  Barney  ,  Erwin  R.  Berglund  .  1974.  cover  title,  [1]  +  18  p.il.  4°  [Abstract 
cards  inserted.]  + 

A  13.78:PNW-178 
PNW-198.   Audience   attention    as   basis    for   evaluating   interpretive   presentations;    [by] 
Ronald   E.   Dick   ,   Erik  Myklestad   ,   J.   Alan  Wagar.    1975.   cover  title,   [2] +  7  p.U. 
4°     [Abstract  cards  inserted.]  +      • 

A  13.78:PNW-198 

Research  paper  RM-(series).  (Rocky  Mountain  Forest  and  Range  Ex- 
periment Station,  Fort  Collins,  Colo.) 

RM-125.  Demonstration  test  of  inwoods  pulp  chip  production  in  4  corners  region  [with 
list  of  literature  cited];  by  George  R.  Sampson  ,  Harold  E.  Worth  ,  and  Dennis 
M.  Donnelly.  July  1974.  [4]  +  19+[l]  p.U.  4°  [Abstract  on  p.  2  of  cover.  Page  19 
is  p.  3  of  cover.]  + 

A  13.78:RM-125 

RM-126.    Chaparral   conversion   potential    in   Arizona:    pt.   1,   Water   yield   response   and 

effects  on   other   resources   [with   list   of  literature   cited];   by   Alden   R.   Hibbert   , 

Edwin  A.  Davis   ,  and  David  G.  SchoU.  July  1974.  ii+36  +  [l]  P-il-  4°     [Abstract  on 

p.  2  of  cover.)  + 

A  13.78:RM-126 
RM-127.   Chaparral  conversion  potential  in  Arizona:  pt.  2,   Economic  analysis  [with  list 
of  literature  cited];  by  Thomas  C.  Brown  ,  Paul  F.  O'Connell  ,  Alden  R.  Hibbert. 
Aug.  1974.  [2]  +  28  +  [l]  p.il.  4°  [Abstract  on  p.  2  of  cover.]  + 

A  13.78:RM-127 

Research  paper  WO-(series). 

WO-27.  Genetics  of  pitch  pine  [with  list  of  literature  cited;  by  F.  Thomas  Ledig  and 
John  H.  Fryer  ].  [Dec.  1974.]  cover  title,  ii  +  14  p.U.  4°  [Abstract  cards  attached. 
Contents  on  p.  2  of  cover.]  + 

A  13.78:WO-27 
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Government  Publications 

01079  Sunrise  Mine  proposal  and  role  of  Forest  Service  in  applying  National 

environmental  policy  act  to  major  mining  proposasl.  [1975.]  [5]  p.il. 
narrow  f°  ([Mt.  Baker  -  Snoqualmie  National  Forest,  Seattle,  Wash.]) 
+ 

A  13.2:Su  7/4 

01080  Wildfire    statistics,    1974.    Nov.    1975.    vi+57    p.il.    4°    [Prepared    by 

Cooperative  Fire  Protection  Staff  Group,  State  and  Private  Forestry.] 

+ 

A  13.32/2:974 

GENERAL  ACCOUNTING  OFFICE  Washington,  DC  20548 

01081  From  auditing  to  editing  [with  bibliography].  [1974.]  vii+80  p.il.  4° 

*  Paper,  $1.45.    #Item  545 

GA  1.2:Ed  4 

01082  JFMIP  assistance  to  agencies.  Dec.  1974.  cover  title,  13  p.  [Prepared 

by  Joint  Financial  Management  Improvement  Program.]  +  #Item 
545 

GA  1.2:J  66 

01083  Report  to  Chairman,  Committee  on  Armed  Services,  Senate:  Need  for 

and  uses  of  data  recorded  on  DD  form  214  report  of  separation 
from  active  duty,  Department  of  Defense;  by  Comptroller  General 
of  United  States.  Jan.  23,  1975.  cover  title,  29  p.  4°  (FPCD-75-126.) 
[Some  pages  printed  as  leaves.]     +  Paper,  $1.00. 

GA  1.13:FPCD-75-126 

01084  Report  to  Committees  on  Appropriations,  House  of  Representatives, 

United  States  Senate:  Summaries  of  conclusions  and  recommenda- 
tions on  Department  of  Defense  operations;  by  Comptroller  General 
of  United  States.  Feb.  3,  1975.  cover  title,  [98]  p.  4°  (PSAD-75- 
36.)  + 

GA  1.13:PSAD-75-36 

Report  to  Congress;  by  Comptroller  General  of  United  States.  -(-Paper, 
each,  $1.00.  (write:  GAO,  Box  1020,  DC  20013).  Free  to  Members 
of  Congress,  Congressional  committee  staff,  government  officials, 
college  libraries,  faculty  and  students,  non-profit  organizations  (write: 
GAO  441  G  St.  NW,  DC  20548). 

01085  Audit  of  payments   from   special  bank  account  to  Lockheed  Aircraft  Corporation  for 

C-5A  aircraft  program,  during  quarter  ended  Mar.  31,  1974,  Department  of  Defense. 
May  29,  1974.  cover  tide,  3  +  1  leaves,  4°  (B-162578.) 

GA  1.13:L  81/2/974 

01086  Audit  of  payments  from   special  bank  account  to   Lockheed  Aircraft  Corporation  for 

C-5A  aircraft  program,  during  quarter  ended  June  30,  1974,  Department  of  Defense. 
Aug.  9,  1974.  cover  title,  4+[l]  leaves,  4°  (B-162578.) 

GA  1.13  :L  81/2/974-2 

01087  Audit  of  payments   from   special  bank  account  to   Lockheed   Aircraft  Corporation  for 

C-5A  aircraft  program,  during  quarter  ended  Sept.  30,  1974,  Department  of  Defense. 
Nov.  19,  1974.  cover  tide,  4  leaves,  4°  (B-162578.) 

GA  1.13  :L  81/2/974-3 

01088  FGMSD-76-U.  Government  can  save  more  under  composite  check  program,  Department 

of  Treasury.  Nov.  10,  1975.  cover  title,  [3]  +  ii  +  16  p.  4°    ([B-141025.]) 

GA  1.13:FGMSD-76-U 

01089  FGMSD-76-13.  Status,  progress,  and  problems  in  Federal  agency  accounting  during  fiscal 

year  1975.  Oct.  23,  1975.  cover  title,  [4] +  56  p.il.  4°    ([B-115398.]) 

GA  1.13:  FGMSD-76-13 

01090  FPCD-76-8.  Academic  and  military  programs  of  5  service   academies,  Departments  of 

Defense,   Transportation,   and   Commerce.   Oct.   31,   1975.   cover  title,   [4]  +  ii  +  94   p. 
4°     ([B-159219.]) 

GA  l.I3:FPCD-76-8 
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01091  FPCD-76-9.  Federal  white-collar  pay  systems  need  fundamental  changes,  Civil  Service 

Commission,    Office    of    Management    and    Budget.     Oct.    30,    1975.    cover    title, 
|4]+ii  +  iv+43  p.il.  4°     ([B-167266.]) 

GA  1.13:  FPCD-76-9 

01092  FPCD-76-16.  Improvements  needed  in  Federal  Maritime  Commission's  financial  disclosure 

system  for  employees.  Oct.  22,  1975.  cover  title,  [3]  +  ii+12  p.  4°    ([B-103987,  180228.)) 

GA  1.13:  FPCD-76-16 

01093  GGD-75-74.  Look  at  how  Small  Business  Administration's  investment  company  program 

for    assisting    disadvantaged    businessmen    is    working.    Oct.    8,    1975.    cover    title, 
[4]  +  ii  +  29p.  4°     ([B-149685.]) 

GA1.13:GGD-75-74 

01094  GGD-75-75.   Fundamental  changes  are  needed  in  Federal  assistance  to  State  and  local 

governments.  Office  of  Management  and  Budget,  and  other  Federal  agencies.  Aug. 
19,  1975.  cover  title,  [4)  +  ii  +  9l  p.il.  4°     ([B-146285.])  [One  illustration  is  colored] 

GA1.13:GGD-75-75 

01095  GGD-75-103.  Case  for  providing  pay-as-you-go  privileges  to  military  personnel  for  state 

income  taxes,  multiagency.  Nov.  19,  1975.  cover  title,  (4]  +  iii  +  29  p.  4°    ([B-125036.]) 

GA1.13:GGD-75-103 
010%        ID-76-1.  Assessment  of  overseas  advisory  efforts  of  U.S.  Security  Assistance  Program, 
Departments  of  Defense  and  State.  Oct.  31,  1975.  cover  title,  [4]  +  ii  +  49  p.  4° 
([B-163582.]) 

GA  1.13:H>-76-l 

01097  LCD-74-U8.   Improved   planning  and   management  of  information   systems   development 

needed.   Federal  Aviation  Administration,   Department   of  Transportation.   Aug.   18, 
1975.  cover  tide,  [4]  +  ii  +  31  p.  4°  ([B-164497(1).J) 

GA  1.13:LCD-74-U8 

01098  LCD-74-120.  Substantial  staff  and  cost  reductions  possible  at  military  telecommunications 

centers  through   use   of  uniform   staffing   standards,   Department   of  Defense.   Jan. 
7,  1975.  cover  title,  [4)  +  ii  +  20  p.  4° 

G  A  1.13:  LCD-74-120 

01099  LCD-74-319.  Use  of  surety  bonds  in  Federal  construction  should  be  improved,  multiagen- 

cy. Jan.  17,  1975.  cover  title,  [5]  +  iii  +  7I  p.  4° 

GA  1.13.LCD-74-319 

01100  MWD-76-48.  Management  of  civilian  health  and  medical  program  of  uniformed  services 

needs  improvement.   Department  of  Defense.  Nov.  21,  1975.  cover  title,  [4]  +  ii  +  47 
p.  4°    ([B-133142.]) 

GA1.13:MWD-76^8 

01101  MWD-76-1.  Asssessing  Federal  program  for  strengthening  developing  institutions  of  higher 

education.   Department   of  Health,    Education,   and   Welfare,   Office   of   Education. 
Oct.  31,  1975.  cover  title,  [4]  +  ii  +  39  p.  4°    ([B-164031(l).]) 

GA  1.13:MWD-76-l 

01102  PSAD-76-24.  Status  of  shipbuilders'  claims  for  price  increases,  settlement  progress,  Navy 

claim   prevention   actions,   need   for   caution,    Department   of   Navy.   Nov.   5,   1975. 
cover  title,  [4]  +  ii  +  37  p.  4°  ([B-133170.]) 

GA  1.13:  PSAD-76-24 

01103  RED-75-319.  Vessel  traffic  systems,  what   is  needed  to  prevent  and  reduce  vessel  ac- 

cidents?  Coast   Guard,    Department    of   Transportation.    Jan.    21,    1975.    cover   title, 
[4]  +  iv  +  24p.il.  4° 

GA1.13:RED-75-319 

01104  Report  to  Joint  Committee  on  Internal  Revenue  Taxation,  telephone 

assistance  to  taxpayers  can  be  improved,  Internal  Revenue  Service, 
Department  of  Treasury;  by  Comptroller  General  of  United  States. 
June  10,  1975.  cover  tide,  [4]+iv  +  45  p.il.  4°  (GGD-75-69.)  +  Paper, 
$1.00. 

GA  1.13:GGD-75-69 

01105  Report  to  Special  Studies  Subcommittee,  Committee  on  Government 

Operations,  House  of  Representatives:  Further  improvements  needed 
in  processing  widows'  claims  for  black  lung  benefits,  Social  Security 
Administration,  Department  of  Health,  Education  and  Welfare,  by 
Comptroller  General  of  United  States.  Dec.  31,  1974.  cover  tide, 
[2]+ii+10  leaves,  il.  4°    (MWD-75-44.)     +  Paper,  $1.00. 

GA  1.13:  MWD-75-44 

01106  Staff  paper,  considerations  on  increased  quotas  for  International  Mone- 

tary   Fund,    Department    of   Treasury.    July    15,    1975.    cover    tide, 
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[l]+iv  +  18  p.  4°  (ID-75-78.)  +  Paper,  $1.00  (write  GAO,  Box  1020, 
DC  20013). 

G  A  1.13:  ID-75-78 

oii07  Staff  paper,  fertilizer  situation,  past,  present,  and  future,  Department 
of  Agriculture.  Sept.  5,  1975.  cover  title,  [1]+16  4°    (RED-76-14.)  + 

GA  1.13:RED-76-14 

GEOGRAPHIC  NAMES  BOARD,  Interior  Dept.  Washington,  DC 
20240 

Gazetteer.  -(-Defense  Mapping  Agency  Topographic  Center,  6500 
Brooks  Lane,  Washington,  DC  20315,  Attn:  Geographic  Names  Divi- 
sion 50400. 

01108  British    Solomon   Islands   Protectorate   and   Gilbert   and    Ellice   Islands   Colony,   official 

standard  names  approved  by  U.S.  Board  on  Geographic  Names.  May  1974. 
[3]  +  vi+202  p.il.  oblong  8°  [Prepared  by  Defense  Mapping  Agency  Topographic 
Center.  Includes  2  dividers  with  names  of  islands.]      •Item  617 

I  33.8:B  77  so 

01109  New  Caledonia  and  dependencies  and  Wallis  and  Futuna,   official  standard  names  ap- 

proved by  U.S.  Board  on  Geographic  Names.  1974.  [3]  +  v+100  p.il.  oblong  8° 
[Prepared   by   Defense   Mapping   Agency  Topographic    Center.    Includes   2   dividers 
with  names  of  islands.]      •Item  617 

I  33.8:N  42  c 
OHIO        New  Hebrides,  official  standard  names  approved  by  U.S.  Board  on  Geographic  Names. 
May  1974.  [2]  +  v  +  76  p.il.  oblong  8°     [Prepared  by  Defense  Mapping  Agency  Topo- 
graphic Center.]      •Item  617 

I  33.8:N  42  h 

GEOLOGICAL  SURVEY,  Interior  Dept.  Reston,  VA  22092 
Bulletin. 

01111  1327.  Geologic  story  of  Canyonlands  National  Park  [with  bibliographies];  by  S.  W.  Loh- 

man  ,  graphics  by  John  R.  Stacy.  1974.  ix  +  126  p.il.  [Some  illustrations  rea  colored.] 

*  Paper,  $2.65.     •Item  620 

L.C.  card  74-600043  1 19.3:1327 

Circular. 

01112  710.  Floods  in  Indiana,  technical  manual  for  estimating  their  magnitude  and  frequency 

[with  list  of  references];  by  L.  G.  Davis  .  1974.  v+40  p.il.  4°    [Prepared  in  cooperation 

with    Indiana   Department   of   Natural    Resources,   Division   of   Water.]     +     •Item 

620-A 

L.C.  card  74-600190  1 19.4/2:710 

01113  712.   Earth  science  data   in  urban  and  regional  information   systems,   review   [with  list 

of  references  cited];   by   Victor  W.  Adams   .   1975.  iii  +  29  p.il.  4°    [Work  done  in 
cooperation  with  Housing  and   Urban   Development,   Office  of  Policy   Department 
and  Research.]     +     •Item  620-A 
L.C.  card  75-33226  1 19.4/2:712 

01114  728.  Landsliding  in  Allegheny  County,  Pa.  [with  list  of  references  cited];  by  Reginald 

P.  Briggs  ,  John  S.  Pomeroy  ,  and  William  E.  Davies.  1975.  iii+18  p.il.  4°     [Prepared 
in    cooperation    with    Appalachian    Regional   Commission.    To   accompany    Map   of 
susceptibility  to  landsliding,  Allegheny  County,  Pa.,  Geological  Survey  miscellaneous 
field  studies  map  MF-685  B.]     +     •Item  620-A 
L.C.  card  75-35786  L  19.4/2:728 

01115  Popular  publications  of  Geological  Survey.  [1975.]  23  p.il.  narrow  8° 

(USGS  INF-74-28.)     +    •Item  619-B 

1 19.14.2  :P  96/975 

Professional  paper. 

01116  813-C.  Summary  appraisals  of  Nation's  ground-water  resources,  Upper  Colorado  region 

[with  list  of  selected  reference];  by  Don  Price  and  Ted  Arnow  .  1974.  vi+40  p.il. 
2  pi.  in  pocket,  4°     [Relevance  of  ground  water  to  water-management  alternatives 
in  region.]     *  Paper,  $3.15.     •Item  624 
L.C.  card  74-17019  1 19.16:813-C 
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Techniques  of  water-resources  investigations  of  United  States  Geologi- 
cal Survey:  Book  1,  Collection  of  water  data  by  direct  measurement. 

01117  Chap.  D  I.  Water  temperature-influential  factors,  field  measurement,  and  data  presentation 

[with  lists  of  references  cited];  by  Herbert  H.  Stevens  ,  jr.,  John  F.  Ficke  ,  and 
George  F.  Smoot.  1975.  vi  +  65  p.il.  4°  [Issued  with  perforations]  *  Paper,  $1.60. 
•Item  624-A 

I  19.15/5:bk.l/chap.  D  1 

Techniques  of  water-resources  investigations  of  United  States  Geologi- 
cal Survey:  Book  2,  Collection  of  environmental  data. 

01118  chap.  D  1.  Application  of  surface  geophysics  to  ground-water  investigations  [with  lists 

of  references  cited];  by  A.  A.  R.  Zohdy  ,  G.  P.  Eaton  .  and  D.  R.  Mabey.  [1974] 
viii  + 116  p.il.  4°  [Issued  with  perforations]     •  Paper,  $1.90.     •Item  624-A 

I  19.15/5:bk.2/chap.  D  1 

HEALTH,  EDUCATION,  AND  WELFARE  DEPARTMENT 
Washington,  DC  20201 

oiu9  DHEW  obligations  to  institutions  of  higher  education  and  other  non- 
profit organizations,  fiscal  year,  1973,:  v.  2,  Institutions  of  higher 
education;  [by  Ruth  G.  Black  and  others].  Oct.  1974.  xi+428  p.  4 
(Office  of  Assistant  Secretary  for  Health.)  [Prepared  by  National 
Institutes  of  Health,  Office  of  Associate  Director  for  Program 
Planning  and  Evaluation,  Division  of  Resources  Analysis.]  + 
•Item  444-E 

HE  1.41:973/v.2 

Syncrisis,  dynamics  of  health,  analytic  series  on  interactions  of  health 
and  socioeconomic  development. 

01120        14.  Zaire   [with  bibliography;  by  Karen  E.  Lashman  .]  [June  1975.]  [6]  +  vii  +  178  p.il.  4° 
([DHEW  publication   (OS)  75-50,  019];  Office  of  International  Health,   Division  of 
Program  Analysis.)     *  Paper,  $2.55.     •Item  444-F 
L.C.  card  72-600118  HE  1.42:Z  1 

HEALTH  RESOURCES  ADMINISTRATION,  Health,  Education,  and 
Welfare  Dept.  Rockville,  MD  20852 

ou2i  HRA  scientific  colloquium  series,  summary,  1974-75.  [1975.]  cover  title 
[2] +31  p.il.  4°    ([DHEW  publication  (HRA)  75-620.])     +     •Item  507- 

HE  20.6002: Sci  2/974-75 

HOUSING  AND  URBAN  DEVELOPMENT  DEPARTMENT 
Washington,  DC  20410 

01122  Design  and  construction  of  large-panel  concrete  structures:  rp.  1,  Load- 

ing conditions  [with  lists  of  references].  Apr.  1975.  [3] +65  p.il.  4° 
[Conducted  by  Portland  Cement  Association  under  contract  H-2131R.] 
*  Paper,  $1.40.    •Item  582 

HH  1.2:C  74/2/rpt.l 

01123  Environmental    reviews    at    community    level,    program    guide    [with 

bibliographies].  Oct.  1975.  vi+45  p.il.  4°  ([HUD-399-CPD];  Office 
of  Environmental  Quality,  CPD,  Environmental  Planning  Division.) 
[Prepared  for  guidance  to  applicants  preparing  environmental  reviews 
for  projects  under  Title  I  of  Housing  and  Community  Development 
Act  of  1974  (PL  93-383)  and  HUD  Regulations  (24  CFR  Part  58).] 
+    •Item  582-E 

HH  1.6/3:  En  2/4 
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01124  Equal  opportunity  in  housing,  bibliography  of  research.  2d  edition,  rev. 

and  enl.  Sept.  1974.  iii+34  p.  4°  ([HUD  337-2- A.])  [Compiled  by  Libra- 
ry.]    *  Paper,  85c.    •Item  581-D 

HH  1.23  :Eq  2 

01125  Feasibility  of  utility  corridors  at  Fort  Lincoln.  Aug.  1973.  vi+148  p.il. 

4°  ([HUD-PDR-29-11.])  [Prepared  by  Building  Systems  International, 
Inc.,  David  Volkert  &  Associates,  Hogan  &  Hartson,  Washington, 
D.C.  under  contract  H-2023-R.]     +    •Item  582 

HH  1.2:C  81 

oii26  Housing  in  seventies,  report  of  National  Housing  Policy  Review.  1974. 
xvii+258  p.il.  4°    *  Paper,  $5.10.      •Item  582 

HH  1.2:H  81/47 

oii27  HUD  condominium/cooperative  study:  v.  1,  National  evaluation.  July 
1975,  published  Oct.  1975].  [387]  p.il.  4°  ([HUD-PDR-111-1.])  *  Paper, 
$5.15.    •Item  582 

HH  1.2:  C  75/5/v.l 

oii28  HUD  condominium/cooperative  study:  v.  2,  Appendix  A,  Area  market 
studies,  Appendix  B,  Condominium  conversion,  three  case  studies, 
Appendix  C,  Study  of  cooperative  conversions  in  New  York  City 
and  New  Legal  review.  July  1975,  [published  Oct.  1975].  [569]  p.il. 
4°    ([HUD-PDR-111-2.])    *  Paper,  $6.50.    •Item  582 

HH  1.2:C  75/5/V.2 

01129  HUD  condominium/cooperative  study:  v.  3,  Appendix  D,  Mail  survey 

of  condominiums,  cooperatives,  and  homeowners  associations,  Ap- 
pendix E,  Telephone  survey  of  condominium  unit  owners,  Appendix 
F,  Summary  of  hearings  on  problems  of  condominiums  and  coopera- 
tives, Appendix  G,  HUD  terminology,  Appendix  H,  Bibliography. 
July  1975,  [published  Oct.  1975].  [109]  p.il.  4°  ([HUD-PDR-111-3.]) 
*  Paper,  $1.75.    •Item  582 

HH  1.2:C  75/5/V.3 

HUD  handbook.  [Issued  with  perforations.] 

01130  U05.1  REV.  Organizational  policies,  standards  and  procedures.  Aug.  1975.  [3]+iii+18  p.il. 

4°  (HUD  Staff.)  [Includes  transmittal  notice,  Aug.  28,  1975.]  + 

HH  1.6/6:1105.1/rev. 

01131  1371.1  REV.  [Relocation  policies  and  procedures],  Change.  [1975.]  [54]  p.il.  4°     (Community 

Planning  and  Development.)  [Includes  transmittal  notice,  Aug.  26,  1975.  Cancels  CPD 
75-3,  Apr.  15,  1975,  and  CPD  75-4,  May  16,  1975.]  + 

HH  1.6/6:1371.1/rev./ch. 

01132  1371.1  REV.  [Relocation  policies  and  procedures],  Change.   [1975.]  [4]  p.  4°  Community 

Planning  and  Development.)  [Includes  transmittal  notice,  Sept.  19,  1975.]  + 

HH  1.6/6:1371.1/rev.ch.2 

01133  2220.5   REV.   Correspondence   management,   printed   stationery.   Aug.   1975.    [27]   p.il.  4° 

(HUD  Staff.)  [Includes  transmittal  notice,  Aug.  15,  1975.  Supersedes  edition  of  Mar. 
1971.]  + 

HH  1.6/6:2220.5/rev. 

01134  2265.3.    Field  library  guidelines  [with  selected  bibliography].   May  1975.   [3]+iii+91  p.il. 

4°  (HUD  Staff.  Housing  and  Urban  Development  Department  Administration.) 
[Includes  transmittal  notice,  May  1975.  Supplements  Handbook  2265.2,  Library  and 
Program  Information  Services,  Sept.  1971.]  + 

HH  1.6/6:2265.3 

01135  3201.1.   Disaster  temporary   housing  program:   phase  1,   Applicant  assistance.   Oct.   1975. 

[195]  p.il.  4°  (HUD  staff;  Housing  Management.)  [Includes  transmittal  notice  1,  Sept. 
26,  1975.]  + 

HH  1.6/6:3201.1 

01136  4000.1.  Digest  of  insurable  loans.  Sept.  1975.  [102]  p.  4°    (Program  participants  and  HUD 

Staff.  Housing  Production  and  Mortgage  Credit-FHA.)  [Includes  transmittal  notice, 
Sept.  12,  1975.  Cancels  FHA  G  4700.1,  Mar.  1970.]  + 

HH  1.6/6:4000.1 
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01137  4020.1.  [HUD-FHA  underwriting  analysis].  Change.  Aug.  1975.  [4]  p.  4°    (Housing  Produc- 

tion and  Mortgage  Credit-FHA.)  [Includes  transmittal  notice  2,  Aug.  28,  1975.]  + 

HH  1.6/6:4020.1/ch.2 

01138  4155.1.  [Mortgage  credit  analysis  handbook  for  mortgage  insurance  on  1-4  family  proper- 

ties]. Change.  Aug.  1975.  [5]  p.  4°  (Housing  Production  and  Mortgage  Credit-FHA  ) 
[Includes  transmittal  notice  7.]  + 

HH  1.6/6:4155.1/trans.7 

01139  4190.1.    Single   family   underwriting   reports   and   forms   catalog.   Aug.   1975.    [213]   p.il.   4° 

(HUD  Staff;  Housing  Production  and  Mortgage  Credit.)  [Cancels  HPMC-FHA  4000.9 
and  all  changes.]  + 

HH  1.6/6:4190.1 

01140  4260.1.  [Miscellaneous  type  mortgage  insurance  sec.223(a),(e),  and  (d).  Change.  Aug.  1975. 

[4]  p.  4°  (Housing  Production  and  Mortgage  Credit-FHA.)  [Includes  transmittal  notice 
1,  Aug.  29,  1975.)  + 

HH  1.6/6: 4260.1/trans.l 

01141  4345.2.    Property   disposition  critical   path    processing  handbook.   July   1975.    [98]   p.il.  4° 

(HUD  Staff.  Housing  Management.)  [Includes  transmittal  notice,  no.2,  July  14,  1975. 
Supersedes  critical  path  processing  system  operations  handbook,  4345.1,  Aug.  1973.] 

HH  1.6/6:4345.2 

01142  4450.1.   Cost  estimation  for  project  mortgage  insurance,   Change.   Sept.   1975.   [14]  p.  4° 

(Housing  Production  and  Mortgage  Credit-FHA.)  [Includes  transmittal  notice  2,  Sept. 
3,  1975.]  + 

HH  1.6/6 :4450.1/ch.-2 

01143  4455.1   REV.   Land  planning  analysis,   principles,   and  procedures  for  project  mortgage 

insurance,  sec.207.  Sept.  1975.  [16]  p.  4°  (Housing  Production  and  Mortgage  Credit- 
FHA.)  [Includes  transmittal  notice,  Sept.  26,  1975.  Cancels  edition  of  Sept.  1972.] 
+ 

HH  1.6/6:4455.1/rev. 

01144  4700.1.  Title  1  property  improvement  loan  operating  handbook,  Change.  Sept.  1975.  [29] 

p.il.  4°  (Housing  Production  and  Mortgage  Credit-FHA.)  [Includes  transmittal  notice 
3,  Sept.  15,  1975.]  + 

HH  1.6/6:4700.1/trans.3 

01145  7215.1.  Urban  renewal  handbook  [revised  pages].  [1975.]  [3]  p.  4°    (Housing  Management.) 

[Includes  transmittal  notice  123,  Nov.  4,  1975.]     +     •Item  585-E 

HH  1.6/6:7215.1/trans.l23 

01146  7420.4.   Sec. 8,  Housing  assistance  payments  program,  housing  finance  and  development 

agencies  processing  handbook.  Apr.  1975.  [102]  p.il.  4°  (Program  participants  and 
HUD  Staff.  Housing  Production  and  Mortgage  Credit,  Federal  Housing  Administra- 
tion.) [Includes  transmittal  notice,  Apr.  28,  1975.]  + 

HH  1.6/6:7420.4 

01147  7495.3.  Low-rent  housing  homeownership  opportunities.  Nov.  1974.  [157]  p.  4°    (Program 

participants  and  HUD  Staff.  Housing  Management.)  [Includes  transmittal  notice  4. 
Supersedes  Circular  RHM  7495.2,  Dec.  1970,  HPMC-FHA  Handbook  7419.1,  Dec. 
1971,  HM  73-17  (LHA),  Turnkey  III,  Nov.  1974.]     +     ©Item  582-E 

HH  1.6/6:HM  7495.3/trans.4 

IMMIGRATION  AND  NATURALIZATION  SERVICE,  Justice  Dept. 
Washington,  DC  20536 

01148  Guide  for  inspection  and  processing  of  citizens  and  aliens  by  officers 

designated  as  immigration  inspectors.  [1975.]  cover  title,  [141]  p.  4° 
(M-94.)  [Issued  with  perforations.]     +     •Item  725-A 

J  21.6/3 :In  7 

01149  United  States  immigration  laws,  general  information.  (Rev.  Sept.  1974.) 

[1974.]  iv+30  p.  narrow  8°    (M-50.)      *  Paper,  35c.    •Item  726 

J  21.5/2 :Im  6/974 

INDIAN  AFFAIRS  BUREAU,  Interior  Dept.  Washington,  DC  20242 

oii50  Indians:   The  Papagos   [with  suggested  reading  list].   [1975.]  4  p.il.  4° 
*  Paper,  25c.    •Item  627- A 

I  20.51/2:P  19 

INTERIOR  DEPARTMENT  Washington,  DC  20240 

Note.— Requests  to  the  Interior  Department  for  publications  should  give  the  full  title  and  the 
date  of  the  publication.   Do   not   include   Monthly    Catalog  entry   numbers  or  Superintendent  of 
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01151  Supplement  to  Kappler's  Indian  affairs,  laws  and  treaties,  compiled 
Federal  regulations  relating  to  Indians.  [1975.]  [4] +160  p.  +  •Item 
604 

I  1.77:K  14 

0H52  Supplement  1  to  Saline  water  conversion  engineering  data  book  [with 
lists  of  references].  [2d  edition.]  Aug.  1974.  [262]  p.il.  4°  (Office 
of  Saline  Water.)  [Prepared  by  M.W.  Kellogg  Co.,  Piscataway,  N.J., 
under  contract  14-30-3121.  Issued  with  perforations.]  *  Paper,  $4.60. 
•Item  603-B 

1 1.77/2:Sa  3/971/supp.l 

INTERNAL  REVENUE  SERVICE,  Treasury  Dept.  Washington,  DC 
20224 

Bulletin  index-digest  system,  service  (series). 

01153  3.  Employment  taxes,  basic  volume  1953-74.  Rev.  Dec.  1974.  [1975.]  cover  title,  vi+153 

p.  4°    (Publication  643.)     *  Paper,  $3.75  (basic  and  supplementary  material  for  in- 
definite period);  add  95c.  for  foreign  mailing.     •Item  960 

T  22.25/7:953-74 

01154  Computing  your  tax  under  income  averaging  method,  1975  edition  for 

use  in  preparing  1974  returns.   [Revised  Oct.   1974.]   [1974.]  8  p.  4° 
(Publication  506.)    *  Paper,  30c.  (S/N  4804-00711).    •Item  964-B 

T  22.44/2:506/7 

oii55  Corporations  and  Federal  income  tax,  1975  edition  for  use  in  preparing 
1974  returns.  [Revised  Oct.  1974.]  [1974.]  28  p.  4°    (Publication  542.) 
[Pages  27-28  left  blank  for  notes.]     *  Paper,  60c.  (S/N  4804-00758). 
•Item  964-B 

T  22.44/2:542/7 

oii56  Retirement  income  credit,  1975  edition  for  use  in  preparing  1974  returns. 
[Revised  Oct.  1974.]  0974.]  8  p.  4°  (Publication  524.)  *  Paper  30c. 
•Item  964-B 

T  22.44/2:524/7 

oii57  Tax  guide  for  U.S.  citizens  abroad,  1975  edition,  for  use  in  preparing 
1974  returns.  [1975.]  31  p.  4°  (Publication  54.)  *  Paper,  60c.  •Item 
956-A 

T  22.19/2 :C  49/975 

oii58  Tax  information  for  sponsors  of  contests  and  sporting  events,  1975 
edition.  [Revised  Oct.  1974.]  [1974.]  2  p.  4°    (Publication  558.)     * 
Paper,  25c.    ©Item  964-B 

T  22.44/2:558/7 

oii59  Tax  information  on  deductions  for  homeowners,  1975  edition  for  use 
in  preparing   1974   returns.    [Revised   Oct.    1974.]    [1974.]   8    p.   4° 
(Publication  530.)    *  Paper,  30c.  (S/N  4804-00718).    •Item  964-B 

T  22.44/2:530/6 

0116O  Tax  information  on  disasters,  casualty  losses,  and  thefts,  1976  edition 
for  use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  16  p. 
4°  (Publication  547.)  *Peper,  30c.  (S/N  048-004-00867-0).  •Item 
964-B 

T  22.44/2:547/9 
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ou6i  Tax  information  on  repairs,  replacements  and  improvements,  1976  edi- 
tion for  use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.] 
3  p.  4°    (Publication  540.)    *  Paper,  25c.    #Item  964-B 

T  22.44/2:540/8 

0U62  Tobacco  tax  guide.  [Rev.  Nov.  1969.]  [1975.]  cover  title,  [510]  p.  4° 
(Publication  464.)  [Consolidated  reprint  including  transmittal  1-12.  Is- 
sued with  perforations.  Includes  15  dividers  with  marginal  index  tabs.] 
*  Paper,  $6.30  (basic  and  supplementary  material  for  indefinite 
period);  add  $1.60  for  foreign  mailing.     #Item  956- A 

T  22.19/5:969/rep. 

0U63  Your  Federal  income  tax,  for  individuals,  1976  edition  for  use  in  prepar- 
ing 1975  returns.  [Revised  Oct.  1975.]  [1975.]  cover  title,  192  p.il.  4° 
(Publication  17.)  [Text  on  p.  3-4  of  cover.]     +     ©Item  964-B 

T  22.44:976 

INTERNATIONAL  COMMERCE  BUREAU,  Commerce  Dept. 
Washington,  DC  20230 

oii64  Export  information  services  for  U.S.  business  firms.  [1975.]  [11]  p.il. 
4°     +     #Item  231-A 

C  57.102:In  3 

Foreign  economic  trends  and  their  implications  for  United  States  FET 
(series).     *  Paper,  $37.50  a  yr. ;  add  $9.40  for  foreign  mailing. 

01165  75-091.    Jordan.   Aug.   1975.   9  p.   4°    (American   Embassy,    Amman.)   [Annual.   Prepared 

by    Foreign   Service,    Department   of    State.    Supersedes   ET   74-079.]       •Item   231- 
I 

C  57.111:75-091 

01166  75-098.   Luxembourg.  Aug.  1975.  10  p.  4°     (American  Embassy,  Luxembourg.)  [Annual. 

Prepared  by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-074.]      •Item 

C  57.111:75-098 

01167  75-099.   Denmark.  Aug.   1975.  8  p.  4°    (American  Embassy,  Copenhagen.)  [Semiannual. 

Prepared  by  Foreign  Service,  Department  of  State.  Supersedes  ET  75-021.]      •Item 
231-1 

C  57.111:75-099 

01168  75-104.  Surinam.  July,  1975.  10  p.  4°    (American  Consulate  General,  Paramaribo.)  [Annual. 

Prepared  by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-007.]      •Item 
231-1 

C  57.111:75-104 

01169  75-106.  Republic  of  China.  Sept.  1975.  12  p.  4°    (American  Embassy,  Taipei.)  [Semiannual. 

Prepared  by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-100.]      •Item 
231-1 

C  57.111:75-106 

01170  75-107.  Indonesia.  Sept.  1975.  8  p.  4°    (American  Embassy,  Jakarta.)  [Semiannual.  Prepared 

by    Foreign  Service,   Department  of   State.   Supersedes   FET  75-036]       •Item  231- 
I 

C  57.111: 75-107 

01171  75-109.    Zambia.   Sept.   1975.   7  p.  4°    (American   Embassy,    Lusaka.)   [Annual.   Prepared 

by   Foreign  Service    ,   Department  of   State.   Supersedes   ET  74-065]       •Item   231- 
I 

C  57.111:75-109 

01172  75-110.  Dahomey.  Oct.  1975.  8  p.  4°    (American  Embassy,   Cotonou.)  [Annual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-010.]      •Item  231-1 

C  57.111:75-110 

01173  75-111.  Sweden.  Oct.  1975.  8  p.  4°    (American  Embassy,  Stockholm.)  [Semiannual.  Prepared 

by    Foreign   Service,    Department   of    State.    Supersedes    ET   75-077.]       •Item   231- 

C  57.111:75-111 

01174  75-113.  Iceland.  Oct.  1975.  6  p.il.  4°    (American  Embassy,  Reykjavik.)  [Annual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-124.]      •Item  231-1 

C  57.111:75-113 

01175  75-114.  Canada.  Oct.  1975.  8  p.  4°    (American  Embassy,  Ottawa.)  [Semiannual.  Prepared 

by    Foreign   Service,    Department   of    State.   Supersedes   ET   75-045]       •Item   231- 
I 

C  57.U1:75-U4 
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01176  75-119.    Pakistan.    Oct.    1975.    7    p.    4°    (American    Embassy,    Islamabad.)    [Semiannual. 

Prepared  by  Foreign  Service,  Department  of  State.  Supersedes  ET  75-041.]      •Item 
231-1 

C  57.111:75-119 

01177  75-122.  Nepal.  Oct.  1975.  8  p.  4°    (American  Embassy,  Kathmandu.)  [Annual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-105.]      •Item  231-1 

C  57.111:75-122 

01178  75-123.  Bermuda.  Oct.  1975.  10  p.  4°    (American  Consulate,  Hamilton.)  [Annual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-109.]      •Item  231-1 

C  57.111:75-123 

01179  75-124.    Bolivia.   Oct.   1975.   8   p.   4°    (American   Embassy,    La   Paz.)   [Annual.   Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-107.]      •Item  231-1 

C  57.111:75-124 

01180  75-125.  Barbados.  Oct.  1975.  9  p.  4°    (American  Embassy,  Bridgetown.)  [Annual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-101.]      •Item  231-1 

C  57.01:75-125 

01181  Invest  in  USA.  [1975.]  cover  title,  31  p.il.  oblong  8°     +     •Item  231- 

A 

C  57.102:In  8/2/    * 

INTERSTATE  COMMERCE  COMMISSION  Washington,  DC  20423 

Transport  statistics  in  United  States  for  year  ended  Dec.  31, 1972. 

01182  pt.7.   Motor  carriers,   release  3.  [1974.]  cover  title,   [51]  p.il.  4°    (Bureau  of  Accounts.) 

[Issued  in  sections  as  parts,  punched  for  binders.  This  1972  report  when  complete 
will  consist  of  pts.1,5,6,7,8,  and  9.]     *  Paper,  $1.25.     ©Item  699 

IC  1.25:972/pt.7/release  3 

01 183  [This  entry  no.  not  used.] 

JOINT  CHIEFS  OF  STAFF,  Defense  Dept.  Washington,  DC  20301 

oii84  Education,  war  colleges  and  professional  military  development;  [by  P. 
T.  Karschnia  ].  [1975.]  cover  title,  [3] +13  p.  4°  (National  War  College, 
Strategic  Research  Group.)    # 

D  5.17:Ed  8 

01185  400-megaton  misunderstanding;  [by  Robert  J.  Carlin  ].  Oct.  15,  1973. 

cover  title,  [3] +12  p.il.  4°    (National  War  College,  Strategic  Research 
Group.)    # 

D  5.17:M  47 

01186  Imperatives  of  national  security,   view  from  Capitol  Hill;  [by  F.  D. 

Scovel  ].  Q975.]  cover  title,  [5] +27  p.  4°    (National  War  College, 
Strategic  Research  Group.)    # 

D  5.17:Se  2 

01187  Speeches  and  statements  by  Thomas  H.  Moorer,  United  States  Navy, 

Chairman,  Joint  Chiefs  of  Staff,  Washington,  D.C.,  July  2,  1970- 
July  2,  1974.  [1975.]  v+[l]+320  p.  4°    +    •Item  315 

y  D5.18:M78 

JOINT  PUBLICATIONS  RESEARCH  SERVICE  1000  N.  Glebe  Rd. 
Arlington,  VA  22201 

Note.— When  ordering  Joint  Publications  Research  Service  publications  from  the  National  Techni- 
cal Information  Service,  give  the  JPRS  number  in  the  order.  Do  not  include  Monthly  Catalog 
entry  numbers  or  Superintendent  of  Documents  classification  numbers,  which  should  be  used 
only  when  ordering  from  the  Superintendent  of  Documents. 

JPRS  (series). 

01188  65506-2,   add.  Microwaves  and  human  safety,  pt.  2:  Addendum,  USSR   [bibliography]; 

by  B.  A.  Minin.  Aug.  20,  1975.  cover  title,  p.  336-338,  4°     §  Paper,  $3.25. 

Y  3.J  66:13/65506-2/add. 

01189  65961.  Telecommunications  by  optical  fibers,  world  wide    [with  bibliography].   Oct.  17, 

1975.   cover   title,   [l]+a-b  +  35   p.il.   4°     [From   Annales    des   telecommunications,   v. 
29,  nos.  5-6,  May-June  1974.]     §  Paper,  $3.75. 

Y  3.J  66:13/65961 
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01190  65999-1.  Works  of  5th  nil-Union  school-seminar  on  statistical  hydroacoustics  (SG-5),  pt. 

1,  USSR  [with  bibliographies].  Oct.  23.  1975.  cover  tide,  (l]  +  a-c  +  l90  p.il.  4°    { 
Paper.  $7.00. 

Y  3.J  66:13/65999-1 

01191  65999-2.    Works   of    5th    all-Union   school-seminar   on    statistical   hydroacoustics   (SG-5). 

pt.  2.  USSR  [with  bibliographies].  Oct.  23,  1975.  cover  title.  [l]  +  a-c  + 191-373  p.il. 
4°     S  Paper.  $7.00. 

Y  3.J  66:13/65999-2 

01192  66008.  Twenty  years  of  atomic  energy;  USSR  (  I.  D.  Morokhov,  editor).  Oct.  24,  1975. 

cover  title,  [l]  +  a+313  p.il.  4°  [From  Atomnoy  energetike  xx  let,  1974,  Moscow] 
S  Paper.  $9.25. 

Y  3. J  66:13/66008 

01193  66018.  Investigations  of  temperature  stability  of  gravimeters,  USSR  [with  bibliographies; 

D.  G.  Gridnev,  editor].  Oct.  28,  1975.  cover  title,  [l]  +  a  +  18  p.il.  4°  [From  Zemnyye 
prilivy  i  vnuttrenncye  stroyeniye  zemli,  1967,  Moscow.]     J  Paper,  $3.25. 

Y  3. J  66:13/66018 

01194  66021.  Whales  and  dolphins.  USSR  [with  bibliography;  by  A.  Yablokov,  J.  Y.  Cousteau. 

F.  Diole]  Oct.  28,  1975.  cover  title,  [l]  +  a  +  24  p.il.  4°  [From  Nauka  i  zhian'  no. 
7  and  8,  1975,  Moscow]     §  Paper,  $3.75. 

Y  3.J  66:13/66021 

01195  66022.  Turbines   for  nuclear  power  stations,   USSR   [with   bibliography].   Oct.   28,   1975. 

cover  tide,  [l]  +  a  +  29  p.il.  4°  [From  Teploenergetika,  v.  22.  no.  8,  1975,  Moscow] 
S  Paper.  $3.75. 

Y  3.J  66:13/66022 
011%        66025.  Construction  and  architecture  of  Leningrad,  USSR  [articles;  Oct.  29,  1975.  cover 

title,  [l)  +  a  +  56  p.il.  4°  [From  Stroitel'stvo  i  arkhitektura  Leningrada,  no.  7,  1975, 
Leningrad.]     §  Paper,  $4.25. 

Y  3.J  66:13/66025 

01197  66028.   Peripheral  equipment  for  USSR   unified   system  computers;  by   R.    I.  Gogunov, 

Yu.  A.  Shmykov.  Oct.  29,  1975.  cover  title,  [1]  +  10  p.il.  4°  [From  Pribory  i  sistemy 
upravleniya,  no.  8,  1975.]     S  Paper,  $3.25. 

Y  3.J  66:13/66028 

01198  66036.   Morphology   of  delphinidae,   USSR    [with  bibliography];   by   G.   B.   Agarkov,   B. 

G.  Khomenko,  V.  G.  Khadzhinskiy.  Oct.  29,  1975.  cover  tide,  [l]  +  a+189  p.il.  4° 
§  Paper,  $7.00. 

Y  3.J  66:13/66036 

01199  66053.  Sociological  studies,  USSR;  A.  G.   Kharcherv,  editor.  Oct.  31,  1975.  cover  tide, 

[l]  +  a-d  +  256  p.il.  4°  [From  Sotsiologicheskiye  issledovaniya,  no.  2,  Apr.-June  1975] 
5  Paper,  $8.50. 

Y  3. J  66:13/66053 

01200  66058.  Aerospace  research  of  environment,  geobotany,  soil  science,  and  hydrology,  USSR 

[with  bibliographies].  Oct.  31.  1975.  cover  Ude,  [l]  +  a-b  +  208  p.il.  4°  [From  Iss- 
ledovaniye  prirodnoy  sredy  komicheskimi  sredstvami,  geobotanika,  pochvovedeniye, 
gidrologiya,  v.  3,  1974,  Moscow.)     §  Paper,  $7.25. 

Y  3.J  66:13/66058 

01201  66060.  Manual  on  meteorological  support  for  civil  aviation,  USSR.  Oct.  31,  1975.  cover 

tide,  [l]  +  a-c  +  83  p.  4°     §  Paper,  $4.75. 

Y  3.J  66:13/66060 

01202  66061-1.   Scattering  of  waves  [by]  stadstically  irregular  surfaces,   pt.  1,   USSR;  Oct.   31, 

1975.  cover  tide,  [l]  +  a-b  +  l-263a  + 264-284  p.il.  4°     §  Paper,  $8.75. 

Y  3.J  66:13/66061-1 

01203  66061-2.  Scattering  of  waves  by  stadsdcally  irregular  surfaces,  pt.  2,  USSR  [with  bibliog- 

raphy]. Oct.  31,  1975.  cover  dde,  [l]  +  a-b  + 285-480  p.il.  4°     5  Paper,  $7.00. 

Y  3.J  66:13/66061-2 

01204  66085.   Studies  of  earthquake  properties   on   Kamchatka   Peninsula,   pt.   2,    USSR   [with 

bibliographies].  Nov.  5,  1975.  cover  Ude,  [I]  +  a  +  !06  p.il.  4°  [From  Seysmichnost' 
i  seysmicheskiy  prognoz,  svoystva  verkhney  mantii  i  ikh  svyaz'  s  vulkanizmom 
na  kamchatke,  1974,  Novosibirsk.]     §  Paper,  $5.25. 

Y  3.J  66:13/66085 

01205  66097-1.   Handbook  of  psychiatry,   USSR,   pt.  1;  [A.   V.  Snezhnevskiy,  editor].  Nov.  7. 

1975.  cover  dde,  [l]  +  a-b  +  288  p.  4°     §  Paper.  $8.75. 

Y  3.J  66:13/66097-1 

01206  66097-2.    Handbook   of   psychiatry,    USSR.   pt.    2;    [A.    V.    Snezhnevskiy,   editor).    Nov. 

7,  1975.  cover  tide,  [l]+a-b  + 289-426  p.  4°     §  Paper,  $5.75. 

Y  3.J  66:13/66097-2 

01207  66117.   Diffraction  of  electromagnedc  waves  on  conductive   bodies  in  sea  water,  USSR 

[with  bibliography);  by  I.  V.  Krutetskiy.  Nov.  U.  1975.  cover  dde.  [l]+a  +  196  p.il. 
4°     §  Paper,  $7.00. 

Y  3. J  66:13/66117 

01208  66125.  Approximate  methods  of  analyzing  random  processes,  USSR  [with  bibliography]; 

by  A.  F.  Romanenko,  G.  A.  Sergeycv.  Nov.  12,  1975.  cover  dde,  [l]  +  a-c  +  176  p.il. 
4°     §  Paper,  $3.00. 

Y  3.J  66:13/66125 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  V A  22151 
•Sent  to  Depository  Libraries  Page  91 


Government  Publications 

01209  66222.   Integration  of  science  and  production,  USSR,   [by   Yu.  Ye.  Nesterikhin  and  B. 

S.  Galushchak].  Nov.  25,  1975.  cover  title,  [l]+a+12  p.il.  4°  [From  Ekonomika  i 
organizatsiya  promyshlennogo  proizvodstva  ,  no.  3,  1975,  Novosibirsk.]  §  Paper, 
$3.25. 

Y  3.J  66:13/66222 

01210  66223.    Social   security   law   in   USSR    [excerpt];   [by   V.   S.   Andreyev].   Nov.   25,   1975. 

cover  title,  [1]  + 104  p.  4°  [Publication  of  Izdatel'stvo  Yuridicheskaya  Literature, 
Moscow,  1974.]     §  Paper,  $5.25. 

Y  3.J  66:13/66223 

JUSTICE  DEPARTMENT  Washington,  DC  20530 

01211  Abstracts,  police-community  relations;  compiled  by  James  M.  Edgar 

.  June  1974.  V+196+A-9+B-6  p.  4°    ([Law  Enforcement  Assistance 
Administration,  National  Criminal  Justice  Reference  Service.])     + 
•Item  717-G 

J  1.20/2:P  75 

01212  Administrative  Adjudication  Bureau  of  New  York  State  Department 

of  Motor  Vehicles.  [1975.]  17  p.il.  oblong  24°  (Law  Enforcement 
Assistance  Administration,  National  Institute  of  Law  Enforcement 
and  Criminal  Justice.)  +      •Item  717 

J  1.2:M  85 

01213  Annual  report  of  Attorney  General  of  United  States  [fiscal  year]  1973. 

[1974.]  vi+208  p.il.  4°    +    •Item  717-C-l 

J  1.1:973 

01214  Criminal  justice  evaluation,  annotated  bibliography.  June  1975.  v+62 

p. +[5]  leaves,  4°  (Law  Enforcement  Assistance  Administration,  Na- 
tional Institute  of  Law  Enforcement  and  Criminal  Justice.)  [Prepared 
by  National  Criminal  Justice  Reference  Service.]     +     •Item  717-G 

J  1.20/2:C  86 

01215  Equal  employment  opportunity  program  development  manual;  by  Jacque 

K.  Boyer  and  Edward  Griggs.  July  1974.  viii+248  p.  4°    (Law  En- 
forcement Assistance  Administration,  Office  of  Civil  Rights  Com- 
pliance.)   [Prepared    under    LEAA    contract    J-LEAA-015-73.]     + 
•Item  717-A 

J  1.8/2:Em  7 

01216  High  impact  anti-crime  program,  framework  for  assessing  project-level 

evaluation  plans;  by  Gerrie  Kupersmith  .  June  1975.  vii+12  p.  (Law 
Enforcement  Assistance  Administration,  National  Institute  of  Law 
Enforcement  and  Criminal  Justice.)  [Prepared  by  Mitre  Corporation 
under  contract  F  19628-73-C-00L]     *  Paper,  45c.     •Item  717 
L.C.  card  75-619212  J  1.2:C  86/32 

01217  Identical    bidding    in    public    procurement    [1974]    report   of    Attorney 

General  under  Executive  order  10936.  July  1975.  v+111  p.  4°     + 
•Item  719-D 

J  1.31:974 

01218  Indexed  legislative  history  of  Juvenile  justice  and  delinquency  preven- 

tion act  of  1974.  Oct.  29,  1974.  [4]  +  xxiii+440  p.  4°  (Office  of  General 
Counsel,  Law  Enforcement  Assistance  Administration.     +     ©Item 

J  1.2 :L  52/2/974 
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Law  enforcement  standards  program,  NILECJ-STD  (series).  (Law  En- 
forcement Assistance  Administration,  National  Institute  of  Law  En- 
forcement and  Criminal  Justice.) 

01219  0304.00.  Passive,  first  generation  night  vision  devices.  June  1975.  vi  +  25  p.il.  4°     [Voluntary 

national  standard.]     *  Paper,  80c.     •Item  717-J 

J  1.41/2:0304.00 

01220  0601.00.   Walk-through  metal  detectors  for  use  in  weapons   detection.  June   1974.  vi  +  20 

p.il.  4°  [Voluntary  national  standard.]     *  Paper,  65c.     •Item  717-J 

J  1.41/2:0601.00 

01221  List  of  LEEP  participating  institutions,  fiscal   year  1975.   Sept.   1974. 

[109]    p.    4°    (Law    Enforcement    Assistance    Administration.)     + 
•Item  717-L 

J  1.43:975 

01222  Operation,  demonstration.  [1975.]  cover  title,  [8]  p.  narrow  8°    (Law 

Enforcement  Assistance  Administration,  National  Institute  of  Law 
Enforcement  and  Criminal  Justice.)     +     •Item  717 

J  1.2:Op  2 

01223  Sixth  annual  report  of  LEAA,  Law  Enforcement  Assistance  Administra- 

tion, fiscal  year  1974.  1974  [published  1975].  [6] +239  p.il.  4°  *  Paper, 
$3.85.    •Item717-C 

J  1.1/2:974 

01224  Visting  fellowship  program.  [1975.]  8  p.  narrow  8°    (Law  Enforcement 

Assistance  Administration,  National  Institute  of  Law  Enforcement 
and  Criminal  Justice.)     +     •Item  717 

J  1.2:F  33/2 

01225  Watergate  special  prosecution  force  report  [with  bibliography].   Oct. 

1975.  cover  title,  iii+277  p.     *  Paper  ,  $2.65.    •Item  717 

J  1.2: W  29 

LABOR  DEPARTMENT  Washington,  DC  20210 

01226  Administration  of  Welfare  and  pension  plans  disclosure  act,  calendar 

year  1973,  annual  report  of  Secretary  of  Labor  to  Senate  and  House 
of  Representatives  pursuant  to  WPPDA.  [1974.]  [2]+42+[2]  p.  4° 
(Labor-Management    Services     Administration,     Office    of    Labor- 
Management  and  Welfare-Pension  Reports.)  [Title  on  cover  is:  1973 
report  to  Congress,  Welfare  and  pension  plans  disclosure  act.]    # 

L  1.55:973 

01227  Apprenticeship  in  United  States,   bibliography.   [July  1974.]   [3] +55  p. 

4°  (Office  of  Assistant  Secretary  for  Administration;  Library.)  * 
Paper,  $1.05.    •Item  744-A 

L  1.34:Ap  4 

01228  Budget  proposed  for  Department  of  Labor  and  related  agencies  for 

fiscal  year  ending  June  30,  1974.  1973.  cover  title,  [l]+206  p.il.  4° 
[Organization  table  on  p.  2  of  cover.  Glossary  on  p.  3  of  cover.] 
# 

L  1.2. B  85/974 

01229  Compliance,  enforcement,  and  reporting  in  1974,  under  Labor-manage- 

ment reporting  and  disclosure  act.  [1975.]  cover  title,  iv+115  p.il.  4° 
(Labor-Management  Services  Administration,  [Office  of  Labor- 
Management  Standards  Enforcement].)  *  Paper,  $2.00.  •Item  762- 
D-3 

L  1.51:974 
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01230  Equal  employment  opportunity  is  law;  la  ley  exige  igualidad  de  oportu- 

nidad  para  todos  en  el  empleo.  1972.  [1]  p.  f°  [English  and  Spanish.] 
# 

L  1.2:Em  7/9 

01231  Management  process,   management  by  objectives.   [1975.]  cover  title, 

16  p.il.  oblong  8°  ([Assistant  Secretary  for  Administration  and 
Management.])  [Text  on  p.  2-3  of  cover.]     # 

L  1.2:M  31/68 

01232  Now,  about  that  job...ABC's  for  veterans.  [Revised  1975.]  [1975.]  [5] 

p.    narrow   8°    (Labor-Management   Services    Administration.)     + 
•Item  745 

L  1.2:V  64/6 

01233  Questions  and  answers  on  role  of  Assistant  Secretary  of  Labor  for 

labor-management  relations  under  executive  order  11491,  as  amended, 
labor-management  relations  in  Federal  Service.  [1974.]  [5]  +  36+[l]  p. 
4°  (FLMR  74-1;  Labor  Management  Services  Administration,  Office 
of  Federal  Labor-Management  Relations.)    *  Paper,  75c. 

L  1.2:As  7/5 

01234  Reporting  and  disclosure,  Employee  retirement  income  security  act  of 

1974.  1975.  cover  title,  16  p.  (Labor-Management  Services  Administra- 
tion, [Office  of  Employee  Benefits  Security].)     +    •Item  745 

L  1.2:R  31/7/974 

01235  Sixty-second  annual  report,  U.S.  Department  of  Labor,  fiscal  year  1974. 

[1975.]  cover  title,  [5] +74  p.     *  Paper,  $1.20.    •Item  744 

L  1.1:974 

01236  Trying  to  enlist?  Reemployment  rights.  [1975.]  [5]  p.  narrow  8°    (Labor- 

Management  Services  Administration.)      +    •Item  745 

L  1.2:R  25 

LABOR  STATISTICS  BUREAU,  Labor  Dept.  Washington,  DC  20210 

Bulletin. 

01237  1775-75.   Area  wage   survey,   Washington,    D.C.-Md.-Va.,   metropolitan  area.    Mar.   1973. 

[Aug.  1973.]  cover  title,  31  p.  oblong  8°     ([Philadelphia  Regional  Office.])  [Distributed 
to  Regional  libraries  only.]     *  Paper,  50c.     •Item  768 

L  2.3:1775-75 

01238  1775-88.  Area  wage  survey:  Chicago,  111.,  metropolitan  area,  May  1973.  Sept.  1973.  cover 

title,  [l]  +  38  p.  oblong  8°    *  Paper,  50c.     •Item  768 

L  2.3:1775-88 

01239  1775-89.  Area  wage  survey:  Detroit,  Mich.,  metropolitan  area,  March  1973.  Sept.  1973. 

cover  title,  [l]+48  p.  oblong  8°     *  Paper,  80c.     •Item  768 

L  2.3:1775-89 

01240  1775-91.  Area  wage  survey,  Muskegon-Muskegon  Heights,  Mich.,  metropolitan  area,  June 

1973.  [Sept.    1973.]    cover    title,    20    p.    oblong    8°    ([Chicago    Regional    Office.]) 
[Distributed  to  Regional  libraries  only.]     *  Paper,  50c.     •Item  768 

L  2.3:1775-91 

01241  1795-19.  Area  wage  survey:  Philadelphia,   Pa.,  N.J.,  metropolitan  area,  Nov.  1973.  Aug. 

1974.  48  p.  oblong  8°     *  Paper,  85c.     •Item  768 

L  2.3:1795-19 

01242  1850-23.  Area  wage  survey:  San  Antonio,  Tex.,  metropolitan  area,  May  1975.  [Aug.  1975.] 

cover  tide,  19  p.  oblong  8°    *  Paper,  65c.     •Item  768 

L  2.3:1850-23 

01243  1850-24.  Area  wage  survey,  Worcester,  Mass.,  metropolitan  area,  May  1975.  [Aug.  1975.] 

cover  tide,  31  p.  oblong  8°     *  Paper,  80c.     ©Item  768 

L  2.3:1850-24 

01244  1850-25.   Area  wage   survey:   Atlanta,   Ga.,   metropolitan   area,   May  1975  Aug.   1975.  43 

p.  oblong  8°     *  Paper,  $1.00.     •Item  768 

L  2.3:1850-25 

01245  1850-41.   Area  wage   survey:   Richmond,   Va.,  metropolitan   area,  June  1975.   [Oct.  1975.] 

20  p.  oblong  8°      *  Paper,  65c.     •Item  768 

L  2.3:1850-41 
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01246  1850-42.  Area  wage  survey:  Greenville-Spartanburg,  S.C.,   metropolitan  area,  June  1975. 

|Oct.  1975]  cover  title,  20  p.  oblong  8°     *  Paper,  65c.     •Item  768 

L  2.3:1850-42 

01247  1850-44    Area  wage  survey:  Green  Bay,   Wis.,  metropolitan   area,  July  1975.  Nov.  1975. 

31  p.  oblong  8°      *  Paper,  80c.     •Item  768 

L  2.3:1850-44 
1850-48.  Area  wage  survey:  Utica,  Rome,  NY.,  metropolitan  area,  July  1975.  [Nov. 
1975.]  cover  title  ,  31  p.  oblong  8°     •  Paper,  80c.     •Item  768 

L  2.3:1850-48 

01249  1850-49.    Area   wage   survey:   Greensboro-Winston-Salem-High   Point,    N.C.    metropolitan 

area,  Aug.  1975.  Nov.  1975.  cover  title,  19  p.  oblong  8°     •  Paper,  65c.     ©Item  768 

L  2.3:1850-49 

01250  1850-50.    Area   wage    survey:    Binghamton,    NY-Pennsylvania,   July   1975.   Nov.   1975.   19 

p.  oblong  8°     *   Paper,  65c.     •Item  768 

L  2.3:1850-50 

01251  1850-51.   Area  wage  survey:  Oklahoma  City,  Okla.,  metropolitan  area.  Aug.  1975.   Nov. 

1975.  19  p.  oblong  8°     •  Paper,  65c.     •Item  768 

L  2.3:1850-51 

Municipal  government  wage  surveys. 

01252  New   Orleans,    La.,    Sept.,   1972.   Dec.    20,    1972.   12   p.   4°     (Southwest   Regional  Office, 

Dallas,  Tex.)     # 

L  2.105  :N  47  o 

oi253  Occupational  outlook  for  mid-1980's;  [by  Neal  Rosenthal  and  Hall  Dillon 
].  [1975.]  [10]  p.il.  4°  [Reprinted  from  Occupational  outlook  quarterly, 
v.  18,  no.  4,  winter  1974.]  + 

L  2.70/4a:Ou  8/4 

Report. 

01254  430-1.  Occupational  employment,  industrial  chemicals  industry,  June  1971.  Mar.  1974.  10 

p.  4°    ([Office  of  Survey  Management.])  + 

L  2.71:430-1 

01255  449.   Consumer   price   index:    How   will   1977   revision   affect   it?;   [by   Julius    Shiskin    ]. 

1975.  9  p.  4°  [Address  delivered  to  Economic  Club  of  Detroit,  Oct.  20,  1975] 
+     •Item  768-G 

L  2.71:449 

LAND  MANAGEMENT  BUREAU,  Interior  Dept.  Washington,  DC 
20240 

01256  Restoration  of  lost  or  obliterated  corners  and  subdivision  of  sections, 

guide  for  surveyors.  1974  edition.  1975.  cover  title,  [3] +40  p.il.  4° 
(Division  of  Cadastral  Survey.)  [Supplement  to  Manual  of  surveying 
instructions,  containing  discussion  of  practices  followed  by  Bureau 
of  Land  Management,  Prepared  for  county  and  local  surveyors.  Text 
on  p.  2  of  cover.]     *  Paper,  75c.     #Item  633 

I  53.7:973/supp. 

Technical  note. 

01257  169.  Habitat  management  series  for  endangered  species:   Report  3  Blunt  nosed  leopard 

lizard,  Crotaphytus  silus  [with  list  of  selected  references];  by  Carol  Snow  .  Jan. 
15,  1972.  cover"  title,  [3]  +  13  p.il.  4°  (Denver  Service  Center,  DFC-Denver,  Colo.) 
# 

I  53.20:169 

01258  170.  Habitat  management  series  for  endangered  species:  Report  4,  Spotted  bat,  Euderma 

mac  datum,  (with  list  of  selected  references];  by  Carol  Snow  .  June  1974.  cover 
title,  [3] +  13  p.il.  4°     (Denver  Service  Center,  DFC-Denver,  Colo.)     # 

I  53.20:170 

01259  240.   Habitat   management  series   for  unique   or  endangered   species:    Report  8,   Prairie 

falcon,  Falco  mexicanus  [with  list  of  literature  cited];  by  Carol  Snow  .  Feb.  1974. 
cover  title,  [3] +  18  p.il.  4°  (Denver  Service  Center,  DFC-Denver,  Colo.)     # 

I  53.20:240 

0126f>        250.  Habitat  management  series  for  unique  or  endangered  species:  Report  U,  Burrowing 

owl,   Speotyto   cunicularia   hypugaea    [with   list  of  literature   cited];   by    Mark   Zarn 

.  Feb.  1974.  cover  title,  [3] +  18  p.il.  4°     (Denver  Service  Center,  DFC-Denver,  Colo.) 

# 

I  53.20:250 
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LIBRARY  OF  CONGRESS  Washington,  DC  20540 

01261  Annual  report  of  Librarian  of  Congress  for  fiscal  year  ending  June 

30,  1974.  1975.  xii+[3]+181  p.il.  4°    [ISSN  0083-1565.  Includes  list  of 
Library  of  Congress  publications.  Also  issued  as  H.  doc.  229,  94th 
Congress,  1st  session.]     *  Paper,  $6.40.    •Item  785 
L.C.  card  6-6273  LC  1.1:974 

01262  Cassette   books,   [catalog].   2d  edition.   1974.   iii  +  [3]+146+[16]   p.   4° 

(Division  for  Blind  and  Physically  Handicapped.)  [ISBN  0-8444-0134- 
X.  Supersedes  1st  edition  of  Cassette  books  issued  in  1968.  Includes 
titles  of  all  cassette  books  issued  since  1968,  including  those  appearing 
in  Talking  book  topics.]  +  Reference  and  Information,  Division  for 
Blind  and  Physically  Handicapped,  Library  of  Congress,  Washington, 
DC  20542  •Item  806 
L.C.  card  74-12399  LC  19.2 :C  27/974 

01263  Newspapers  received  currently  in  Library  of  Congress.  4th  edition. 

1974.  [7] +45  p.  4°    [ISSN  0093-6464.  Compiled  by  Serial  Division, 

Reference  Department.]     *  Paper,  95c.    •Item  818-F 

L.C.  card  68-61877  LC  6.7:974 

01264  Teaching  creative  writing.  1974.  vii+135  p.  [ISBN  0-8444-0121-8.  Published 

by  Gertrude  Clarke  Whittall  Poetry  and  Literature  Fund.]     *  Paper, 

$1.40.     •Item  786 

L.C.  card  74-3467  LC  1.2:C  86 

MANAGEMENT  AND  BUDGET  OFFICE,  Executive  Office  of  the 
President  Washington,  DC  20503 

01265  Federal    statistical   directory,    1974.    24th    edition.    [1974.]    viii+266   p. 

[Prepared   by    Statistical   Policy    Division.]     *  Paper,    $2.60.    •Item 
853-A 

PrEx  2.10:974 

MANPOWER  ADMINISTRATION,  Labor  Dept.  Washington,  DC 
20210 

01266  Employment  service.  [1975.]  cover  title,  12  p.il.     +     •Item  745 

L  1.2:Em  7/12 

Employment  Service  technical  report. 

01267  S-9R.   Development  of  USES  aptitude   test  batery   for  central  office   operator  (tel.   & 

tel.)  235.862,  and  charge  operator  (tel.  &  tel.)  235.862.  Feb.  1972.  cover  tide,  [2] +16 
p.  4°  [Developed  in  cooperation  with  Florida,  Illinois,  and  Michigan  State  Employ- 
ment Services.]  + 

L  1.70:  S-9R 

01268  S-370R.  Development  of  USES  aptitiude  test  battery  for  production  mechanic,  tin  cans 

(tinware)  619.380.  Sept.  1972.  cover  tide,  [2] +  18  p.  4°  + 

L  1.70:S-370R 

01269  S-464.  Development  of  USES  apdtude  test  battery  for  taper  (const.)  842.884.  Apr.  1972. 

cover  dde,  [2]+9  p.  4°  + 

L  1.70:S-464 

01270  Financial  management  requirements  for  Bureau  of  Work  Programs  spon- 

sors. [1968.]  cover  title,  [110]  p.il.  4°  ([Office  of  Financial  and  Manage- 
ment Services.])  [Issued  with  perforations.]     # 

L  1.2:F  49 

oi27i  Job  Corps.  [1975.]  4  p.il.     +    •Item  745 

L  1.2:J  57/8/975 
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MARINE  CORPS  (Navy),  Defense  Dept.  Washington,  DC  20380 

Fleet  Marine  Force  manual  FMFM  (series). 

01272  4-2.    Amphibious    embarkation    [with    list    of    references].    Aug.    25,    1975.    cover    title, 

[l]  +  viii  +  221  p.il.  4°  (U.S.  Army  FM  20-12;  U.S.  Navy  NWIP  22-6;  U.S.  Air  Force 
AFR  75-6.)  [Supersedes  FM  60-30  of  May  10,  1962  ,  and  FMFM  4-2  of  Dec.  18, 
1961.  Issued  with  perforations.]     *  Paper,  $2.95.     •Item  384 

D  214.9/2:4-2 

01273  8-3.    Advanced    naval   base   defense    [with    list   of   references].    [July    1974]    cover   title, 

[6]  +  iv  +  77  p.il.  4°  (PCN  139  000725  00.)  [Supersedes  edition  of  Dec.  10,  1969.  Issued 
with  perforations.]     #     •Item  384 

D  214.9/4:8-3/3 

01274  Leadership  in  action,  text  for  U.S.  Marine  Corps  junior  ROTC  [with 

bibliographies].  1974  [published  1973].  v+280  p.  (Reserve  Liaison  and 
Training  Branch,  Education  Center,  Marine  Corps  Development  and 
Education  Command  ,  Marine  Corps  Base,  Quantico,  Va.)  [Some 
illustrations  are  colored.]     +     •Item  383 

D  214.2:L  46/4 

MARITIME  ADMINISTRATION,  Commerce  Dept.  Washington,  DC 
20548 

01275  Domestic  waterborne  trade  of  United  States,  1965-72.  [1975.]  iv+75  p. 

oblong  12°  [Prepared  by  Office  of  Domestic  Shipping.]  *  Paper, 
$1.40.     •Item  235 

C  39.202:D  71/4/965-72 

01276  Foreign  flag  merchant  ships  owned  by  U.S.  parent  compaines  as  of 

Dec.  31,  1974.  [Oct.  1975.]  [3] +55  p.il.  4°  (Office  of  Subsidy  Adminis- 
tration.)   *  Paper,  $1.15.    •Item  233-E 

C  39.230:974-2 

01277  Index  of  current  regulations  of  Maritime  Administration,  Maritime  Sub- 

sidy Board,  National  Shipping  Authority,  revised  as  of  Jan.  1,  1975. 
[1975.]  [4] +46  p.  4°  [Prepared  by  Office  of  General  Counsel.]  * 
Paper,  $1.10.      •Item  237 

C  39.206/4:975 

01278  Vessel  inventory  report:  United  States  flag  dry  cargo  and  tanker  fleets 

1,000  gross  tons  and  over  as  of  Dec.  31,  1973.  [prepared  by  Jeanette 
E.  Ford  J.  [1973.]  [2] +74  p.  4°  ([Office  of  Subsidy  Administration, 
Division  of  Trade  Studies  and  Statistics.  Report  MAR  560-19.])  [Issued 
semi-annual.]  + 

C  39.217:973 

MEDICINE  AND  SURGERY  BUREAU  (Navy),  Defense  Dept. 
Washington,  DC  20350 

Naval  Submarine  Medical  Research  Laboratory,  Submarine  Base, 
Groton,  Conn.:  Report. 

01279  797.    Simplified    procedure    for   identification   of   optimal   test   score   cut-off    points    for 

non-rated  submariner  candidates  [with  list  of  references],  by  Benjamin  B.  Weybrew 
and  Finest  M.  Noddin  .  Dec.  1974.  cover  title,  [31]  p.il.  4°  [Research  work  unit 
MF51  524.022-0004.01.]     # 

D  206.10:797 

01 280  801.  Use  of  hydrogen  as  inert  gas  during  diving:  Pulmonary  functions  during  hydrogen- 

oxygen  breathing  at  pressures  equivalent  to  200  feet  of  sea  water  [with  list  of 
references];  by  James  H.  Dougherty  ,  jr.  Dec.  1974.  cover  title,  iii+i7  +  [2]  p.il. 
4°     [Research  work  unit  M4306.02-7060.04.]     # 

D  206.10:801 

01281  807.   Comparison   of  two   methods   for  dispersing   whole   human   saliva    for   microfloral 

assay   [with  list  of  references];  by  James  F.   Perrotta    ,   Robert  G.   Esquire   ,  and 
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Shannon  D.  Stewart.  Apr.  1975.  cover  title,  iii  +  7  +  [2]  p.il.  4°  [Research  work  unit 
M43U.O2-10O2.01.]     # 

D  206.10:807 

01282  814.   Body   fluid  distribution   in  acute   hypercapnia   [with   list  of  references];   by   R.   D. 

Murray  ,  F.  T.  Abbott  and  K.  E.  Schaefer.  June  1975.  cover  title,  iii  +  8  +  [2)  p.il. 
4°     [Research  work  unit  MRO41.01.01-0125.08.]     # 

D  206.10:814 

Naval   Submarine   Medical   Research   Laboratory,   Submarine   Base, 
Groton,  Conn.:  NSMRL  memorandum  report. 

01283  75-4.    Application    of   automatic    level   regulator   to    taped    contacts    in    sonar   detection 

research;  by  Barry  F.  Cole  .  Feb.  1975.  cover  title,  [11]  p.il.  4°  [Research  work 
unit  MF  51.524.004-9010.26.]     # 

D  206.10/2:75-4 

MINES  BUREAU,  Interior  Dept.  Washington,  DC  20241 

Information  circular. 

01284  8661.  Basic  estimated  capital  investment  and  operating  costs  for  coal  strip  mines;  by 

Sidney  Katell  and  E.  L.  Hemingway  .  [1974.]  [3]  +  31  p.il.  4°  •  Paper,  85c.  •Item 
637-A 

I  28.27:8661 

01285  8650.  Technology  and  use  of  lignite,  proceedings,  Bureau  of  Mines-University  of  North 

Dakota  Symposium,  Grand  Forks,  N.  Dak.,  May  9-10,  1973;  compiled  by  Gordon 
H.  Gronhovd  and  Wayne  R.  Kube  .  [1974]  [2]  +  vi+262  p.il.  4°     *  Paper,  $3.30. 
•Item  637-A 

I  28.27:8650 

01286  8689.  Basic  estimated  capital  investment  and  operating  costs  for  underground  bituminous 

coal  mines,  mines  with  annual  production  of  1.03  to  3.09  million  tons  from  48- 
inch  coalbed;  by  Sidney  Katell  ,  E.  L.  Hemingway  ,  and  L.  H.  Berkshire.  [1975.] 
[3] +  32  p.il.  4°  [Revision  of  information  circular  8641.]  *  Paper,  85c.  •Item  637- 
A 

I  28.27:8689 

Preprint  from  Bulletin  667,  Mineral  facts  and  problems,  1975  edition. 

01287  Bismuth   [with  list  of  references;  by  John   Rathjen  and  Charlie  Wyche  ].   1975.   [2]+9 

p.  +  (Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Docu- 
ments). 

I  28.3/c:B  542/975 

01288  Cadmium  [with  list  of  references;  by  Ronald  J.  DeFilippo  ].  [1975.]  [3]  +  10  p.il.  4° 

+  (Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:C  114/975 

01289  Cobalt   [with  list  of  references;  by  Scott   F.  Sibley  ].  1975.  [2]  +  12  p.     +    (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:C  632/975 

01290  Gold  [with  list  of  references;  by  J.  M.  West  ].  1975.  [2]  +  17  p.     +  (Information  incorrect 

in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:G  563/975 

01291  Indium,  [with  list  of  references;  by  John  M.  Hague  ].  [1975.]  [2] +  7  p.  4"     +  (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:In  2/975 

01292  Petroleum   [with   list   of   references;   by   Richard   F.   Zaffarano  and   William   B.   Harper 

].  [1975.]  [2] +  25  p.il.  4°  +  (Information  incorrect  in  publication  as  to  sale  by  Superin- 
tendent of  Documents). 

I  28.3/c:P  448/975 

01293  Phosphate   rock   [with   list  of  references;    by   W.    F.   Stowasser   ].   1975.    [2]  +  16   p.     + 

(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:P  566/975 

01294  Potash  [with  list  of  references;  by  William  F.  Keyes  ].  1975.  [2]  +  15  p.     +   (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:P  847/2 

01295  Rare  earth  elements  and   yttrium   [with  list  of  references;  by  James  H.  Jolly  ].  1975. 

[2] +  16  p.  +  (Information  incorrect  in  publication  as  to  sale  by  Superintendent  of 
Documents). 

I  28.3/c:Y  89/975 
012%        Rubidium    [with    list    of    references;    by    Benjamin    Petkof    ].    [1975]    [2]  + 7    p.    4°     + 
(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:R  924/975 
01297        Silicon  [with  list  of  references;  by  E.  Shekarchi  ].  1975.  [2]  + 12  p.     +  (Information  incor- 
rect in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:Si  34/975 
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Silver  (with  list  of  references;  by  Thomas  G.  Clarke  ].  [19751  (2]  +  15  p.il.  4°  + 
(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents | 

I  28.3/c:Si  39/975 
Tellurium  [with  list  of  references;  by  George  J.  Coaklcy  ].  1975.  |2]  +  6  p.     +  (Information 
incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  2K.3/c:T  239/975 
Thallium    (with   list    of   references;    by    Herbert    R.    Babitzke    )    [1975]    [2] +  6   p.   4°     + 
(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents) 

I  28.3/c:T  328/975 
Thorium    [with   list    of    references;    by    Roman    V.    Sondermayer    ).    1975.    [21  +  12   p.     + 
(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents) 

I  28.3/c:T  392/975 

Preprint  from  1973  Minerals  yearbook. 

Mineral  industry  of  Belize,  Costa  Rica,  El  Salvador,  Guatemala,  Honduras,  Nicaragua, 
and  Panama;  [by  Herbert  R.  Babitzke  and  Burton  E.  Ashley  ).  [1975.)  [2] +  23  p.il. 
+ 

I  28.37/a  2:B  412 
Mineral  industry  of  Iowa;  [by  Brinton  C.  Brown  |.  [1975.]  [2]  + 15  p.il.  + 

I  28.37/a  2:Io  9/973 
Mineral  industry  of  Massachusetts;  [by  Robert  A.  Clifton  ].  [1975.]  [2]  +  6  p.  + 

I  28.37/a  2:M  38/973 
Mineral  industry  of  Mexico;  [by  John  M.  Hague  and  Burton  E.  Ashley  ].  [1975.]  [2J  +  15 
p.il.  + 

I  28.37/a  2:M  574/973 
Mineral  industry  of  Nebraska;  [by  William  F.  Keyes  and  Raymond  R.  Burchett  ].  [1975] 
[2] +  10  p.il.    +    (Information   incorrect   in   publication   as   to   sale   by   Superintendent 
of  Documents). 

I  28.37/a2:N  27/973 
Mineral  industry  of  Nevada;  [by  V.  Anthony  Cammarota  ,  jr.].  [1975]  [2]  +  13  p.il.  + 

I  28.37/a  2:N  41/973 
Mineral  industry  of  New  York;  [by  E.  Chin  ].  [1975]  [2] +  11  p.il.     +  (Information  incorrect 
in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a  2:N  42  y/973 
Mineral   industry  of  North  Carolina;   [by    Roland   W.   Merwin   and   Stephen   G.  Conrad 
].  [1975.]  [2]  + 13p.il.  + 

I  28.37/a  2:N  81  c/973 
Mineral  industry  of  Peru;  [by  F.  W.  Wessel  ].  [1975.]  [2] +  12  p.     +  (Information  incorrect 
in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:P  435/973 
Mineral  industry  of  South  Carolina;  [by  Robert  G.  Clarke  ].  [1975]  [2] +  10  p.il.  + 

I  28.37/a2:So  8  c/973 
Mineral  industry  of  South  Dakota;  [by  J.  M.  West  ].  [1975.]  [2]  +  10  p.il.  + 

I  28.37/a  2:So  8  d/973 

Preprint  from  1974  Minerals  yearbook. 

Bismuth;  [by  Charlie  Wyche  ].  [1975.]  [2] +  5  p.  + 

I  28.37/a:B  542/974 
Boron;  [by  K.  P.  Wang  ].  [1975.]  [2]  +  5  p.  + 

I  28.37/a: B  645/974 
Bromine;  [by  Charles  L.  Klingman  ].  [1975.]  (2]  +  4  p.  + 

I  28.37/a:B  788/974 
Calcium  and  calcium  compounds;  [by  Avery  H.  Reed  ].  [1975.]  [2]  +  3  p.  + 

I  28.37/a  :C  126/2/974 

Report  of  investigations. 

8058.  Laboratory  studies  of  yielding  rock  bolts,  with  appendix  on  Dynamic  tests  on 
rock  bolts  [with  list  of  references];  by  John  P.  Conway  ,  S.  M.  Dar  ,  J.  H.  Stears, 
P.  C.  McWilliams,  and  Kenneth  G.  Hoge.  [1975]  [2]  +  ii  +  40  p.il.  4°  +  Mines  Bureau. 
Pittsburgh,  PA  L5213     •Item  637-A 

I  28.23:8058 

8062.  Physical  property  data  on  fine  coal  refuse  [with  list  of  references];  by  Richard 
A.  Busch  ,  R.  R.  Backer  ,  L.  A.  Atkins,  and  C.  D.  Kealy.  [1975]  [3]+40  p.il. 
4°     [Errata,  2  p.,  issued  also.]     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8062 

8074.  Recovery  of  silicon  carbide  from  granite  sludge  [with  list  of  references];  by  Thomas 
O.  Llewellyn  ,  Gerald  V.  Sullivan  ,  and  E.  Martin.  [1975.]  [3] +8  p.il.  4°  [Research 
at  Tuscaloosa  Metallurgy  Research  Laboratory  carried  out  under  cooperative  agree- 
ment with  University  of  Alabama.]  +  Mines  Bureau,  Pittsburgh,  PA  15213  •Item 
637-A 

I  28.23:8074 
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01320  8083.    Recovery   of   mercury   from   cinnabar  ores   by   electrooxidalion,   extraction   plant 

amenability  tests  [with  list  of  references);  by  Edward  S.  Shedd  ,  Bernard  J.  Scheiner 
and  Roald  E.  Lindstrom.  [1975]  [3] +13  p.il.  4°     +   Mines  Bureau,  Pittsburgh,  PA 
15213     •Item  637-A 

I  28.23:8083 

01321  8086.   Phosphoric   acid   by  direct   sulfuric   acid   digestion  of  Florida   land-pebble   matrix 

[with   list   of   references];   by   Jack   C.   White    ,   Andrew   J.   Fergus    ,   and   Thomas 
N   Goff  [1975.1  [31  +  12  p.il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8086 

MINING  ENFORCEMENT  AND  SAFETY  ADMINISTRATION, 
Interior  Dept.  Washington,  DC  20240 

MESA  informational  report. 

01322  1021.   Determination  of  free  silica  in  airborne   dust  collected   on  membrane   filters;   by 

John  W.  Thatcher  .   [1975.]  [3]  +  16  p.il.  4°     +    Mines   Bureau,  Pittsburgh,  PA  15213 
•Item  637-A 

I  69.9:1021 

01323  1022.  Analysis  of  truck   related  fatalities   and  disabling  injuries  at  metal  and  nonmetal 

surface  mines;  by  Wayne  K.  Miller  .  [1975.]  [3]  +  8  p.  4°     +     •Item  673-A 

I  69.9:1022 

MOTOR  CARRIER  SAFETY  BUREAU,  Transportation  Dept. 
Washington,  DC  20501 

01324  Hours  of  service  of  drivers,  Federal  motor  carrier  safety  regulations. 

Sept.  1974.  cover  title,  [3] +46  p.il.  4°  [Prepared  for  meeting  of  ex- 
perts on  hours  of  work  and  rest  periods  in  road  transport,  Interna- 
tional Labor  Organization,  Geneva,  Switzerland,  Oct.  21-30,  1974.] 
# 

TD  2.302:H  81 

01325  Minimum  age  requirements  of  Federal  motor  carrier  safety  regulations 

[with  list  of  references].  Apr.  1975.  cover  title,  [1R25+R-3  p.il.  4° 
# 

TD  2.302:Ag  3 

Motor  carrier  accident  investigation  report. 

01326  74-5.   General  Industries,   Inc.,  accident  June  27,   1974,   Charles  Town,   W.   Va.   [1975.] 

10  p.il.  4°  + 

TD  2.309:74-5 

01327  75-1.  Ware  Oil  &   Supply  Company,   Inc.,  accident  Mar.   1,  1975  Perry,   Fla.   [1975.]  13 

p.il.  4°  + 

TD  2.309:75-1 

01328  75-2.   Cowboy's   Produce   Company,   accident  Apr.   2,   1975,   Tifton,   Ga.   [1975.]   10  p.il. 

4°  + 

TD  2.309:75-2 

01329  Role  of  vision  and  audition  in  truck  and  bus  driving,  final  report  [with 

list  of  references;  by  Robert  L.  Henderson  and  Albert  Burg  ].  Dec. 
1973.  cover  title,  [185]  p.il.  4°  (TM-(L)-5260/000/00.)  [Prepared  by 
System  Development  Corp.,  Santa  Monica,  Calif.]  §  (Price  upon  ap- 
plication). 

TD  2.302:T  76 

NATIONAL  ADVISORY  COMMITTEE  ON  OCEANS  AND 
ATMOSPHERE  Washington,  DC  20230 

01330  International  Decade  of  Ocean  Exploration  mid -term  review,  by  Na- 

tional Advisory  Committee  on  Oceans  and  Atmosphere,  report  for 
Director  of  National  Science  Foundation.  Aug.  29,  1975.  vi+44  p. 
*  Paper,  75c.    •Item  1070-J 

Y  3.0c  2:2  In  8 
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NATIONAL  ADVISORY  COUNCIL  ON  INDIAN  EDUCATION 
Washington,  DC  20004 

01331  First  annual  report  to  Congress  from  National   Advisory  Council  on 

Indian  Education,  pt.  2.  Mar.  1974.  ix  +  570  p.il.     +     #Item  1070-B- 

Y  3.1n  2/10:l/974/pt.2 

NATIONAL  AERONAUTICS  AND  SPACE  ADMINISTRATION 
Washington,  DC  20546 

01332  Future  aeronautics  and  space  opportunities:   v.   1,  Space;   [edited  by 

William  A.  Fleming  ].  [1974.]  cover  title  ,  iv  +  317  p.il.  oblong  8° 
[Illustrations  are  colored.]     +     •Item  830-C 

NAS  1.2:Op  5/v.l 

NASA  contractor  report  CR  (series). 

01333  2592.   Radar  derived  spatial  statistics  of  summer  rain,  experiment  description  [with  list 

of  references);  by  I.  Katz  ,  A.  Arnold,  J.  Goldhirsh  ,  T.  G.  Konrad.  W.  L.  Vann, 
E.  B.  Dohson.  and  J.  R.  Rowland.  Sept.  1975.  cover  title,  [l]+xiv  +  87  p.il.  4° 
(Prepared  by   Applied  Physics  Laboratory,  John  Hopkins  University,  Laurel,  Md] 
§  Paper,  $4.75. 

NAS  1.26:2592/v.l 

01334  2593.    Ditching   investigation   of  a   1/20-scale   model   of  the    space   shutUe   orbiter   [with 

list  of  references;  by]  William  L.  Thomas  .  Oct.  1975.  cover  tide,  [1J+45  p.il.  4° 
[Prepared  by  Grumman  Aerospace  Corporation,  Bethpage,  NY.]     §  Paper,  $3.75. 

NAS  1.26:2593 

01335  2617.    Study   of   air-to-ground   sound   propagation   using   an    instrumented   meteorological 

tower  [with  list  of  references;  by]  Peter  K.  Kasper  ,  Richard  S.  Pappa  ,  Laurence 
R.  Keefe,  and  Louis  C.  Sutherland.  Oct.  1975.  cover  title,  x  +  86  p.il.  4°  [Prepared 
by  Wyle  Laboratories,  Hampton,  Va]     §  Paper,  $4.75. 

NAS  1.26:2617 

01336  2624.  Register  of  hydrogen  technology  experts;  [by]  Paul   R.  Ludtke  .  Oct.  1975.  cover 

title,  vi  +  80  p.  4°     [Prepared  by  National  Bureau  of  Standards,  Boulder,  Colo] 
§  Paper,  $4.25. 

NAS  1.26:2624 

NASA  EP  (series). 

01337  117.   New  horizons.  1975.   [ii]+40  p.il.  4°     (Office  of  Public   Affairs.)  [Some   illustrations 

are  in  color.  Another  illustration  and  text  on  p.  2-3  of  cover.]  *  Paper,  $2.00. 
•  Item  830-G 

NAS  1.19:117 

01338  122.  Exploration  of  the  solar  system;  edited  by  Arthur  Henderson  ,  jr.,  and  Jerry  Grey 

.  [1974]  [5]  +  67  p.il.  4°  [Prepared  by  Technical  Committees  on  Space  Systems  and 
Space  and  Atmospheric  Physics,  American  Institute  of  Aeronautics  and  Astronautics, 
New  York,  N.Y.]     *  Paper,  $2.05.     •Item  830-G 

NAS  1.19:122 

NASA  facts. 

01339  NF-57.   Why  survey  from   space?  [with  bibliography].  Jan.   1975.  cover  title,  [11] +  8  p.il. 

4°  (Office  of  Public  Affairs,  Educational  Programs  Division.)  [Text  on  p.  2-3  of 
cover.]     •  Paper,  45c.     •Item  830-H 

NAS  1.20:NF-57 

NASA  SP  (series). 

01340  355.  Comet  Kohoutek,  workshop  held  at  Marshall  Space  Flight  Center  Huntsville,  Ala. 

June  13-14,  1974  [with  lists  of  references];  edited  by  Gilmer  Allen  Gary  .  1975.  x  +  272 
p.il.  (Scientific  and  Technical  Information  Office.)     *  Paper,  $3.35.     •Item  830-1 
L.C.  card  74-600125  NAS  1.21:355 

01341  368.  Biomedical  results  of  Apollo  [with  lists  of  references;  edited  by]  Richard  S.  Johnston 

,   Lawrence  F.  DieUein   ,  and  Charles  A.  Berry.  1975.   viii  +  592  p.il.  (Scientific  and 

Technical  Information  Office.)  *  Paper,  $13.15.     •Item  830-1 

L.C.  card  75-600030  NAS  1.21:368 

01342  376.  Active  microwave  workshop  report,   report  of  working  group  meeting  at  Lyndon 

B.  Johnson  Space  Center  ,  July  22-26,  1974,  on  the  utilization  of  active  microwave 
systems  in  applications  programs  [with  lists  of  references];  edited  by   Richard   E. 
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Matthews  .  1975.  xii+502  p.il.  4°    (Scientific  and  Technical  Information  Office.) 

•  Paper,  $5.60.     •Item  830-1 

L.C.  card  75-600062  NAS  1.21:376 

01343  382.  Atmosphere  of  Venus,  proceedings  of  a  conference  held  at  Goddard   Institute  for 

Space  Studies,  New  York,  N.Y.,  Oct.  15-17,  1974;  edited  by  James  E.  Hansen  . 
1975.  viii  +  198  p.il.  4°     (Scientific  and  Technical  Information  Office.)     §  Paper,  $7.25. 

NAS  1.21:382 

01344  383.   Cepheid   modeling,   proceedings  of  a   conference   and   workshop  held   at  Goddard 

Space  Flight  Center,  Greenbelt,  Md.  July  29,  1974  [with  lists  of  references];  edited 
by  David  Fischel  and  Warren  M.  Sparks  .  1975.  x+332  p.il.  4°  (Scientific  and 
Technical  Information  Office.)     §  Paper,  $9.50. 

NAS  1.21:383 

01345  3089.  Hydrogen  technological  survey-thermophysical  properties  [with  list  of  references]; 

by  Robert  D.  McCarty  .  1975.  vi+530  p.il.  4°  (Scientific  and  Technical  Information 
Office.)  [Issued  with  envelope  containing  microfiche  reference  supplement.]  §  Paper, 
$12.50.    •Item  830-1 

NAS  1.21:3089 

01346  3090.  ASRDI  oxygen  technology  survey:  v.  9,  Oxygen  systems  engineering  review  [with 

list  of  references];  by  Harold  W.  Schmidt  and  Donald  E.  Forney  .  1975.  x  +  218 
p.il.  4°  (Scientific  and  Technical  Information  Office.)  [Issued  with  envelope  contain- 
ing microfiche  reference  supplements.]     §  Paper,  $7.50. 

NAS  1.21:3090 

01347  4017.  Astronautics  and  aeronautics,  1972,  chronology  of  science,  technology,  and  policy 

1974.  x  +  580  p.il.  4°  (Scientific  and  Technical  Information  Office.)  [Prepared  by 
Science  and  Technology  Division,  Library  of  congress.  Sponsored  by  NASA  Histori- 
cal Office.]     *  Paper,  $4.85.     •Item  830-1 

L.C.  card  65-60308  NAS  1.21:4017 

NASA  technical  memorandum  TM  (series). 

01348  X-3225.  Aerodynamic  heating  to  gaps  and  surfaces  of  simulated  reusable-surface-insula- 

tion tile  arrays  in  turbulent  flow  at  Mach  6.6  [with  list  of  references;  by]  Irving 
Weinstein  ,  Don  E.  Avery  ,  and  Andrew  J.  Chapman.  Nov.  1975.  cover  title,  [1]+51 
p.il.  4°    §  Paper,  $4.25. 

NAS  l.L5:X-3225 

01349  X-3297.  Popper  valve  control  of  throat  stability  bypass  to  increase  stable  airflow  range 

of  a  Mach  2.5  inlet  with  60  percent  internal  contraction  [with  list  of  references; 
by]  Glenn  A.  Mitchell  and  Bobby  W.  Sanders  .  Oct.  1975.  cover  tide,  [l]+46  p.il. 
4°     §  Paper,  $3.75. 

NAS  1.15:X-3297 

01350  X-3298.  Thrust  performance  of  isolated  36-chute  suppressor  plug  nozzles  with  and  without 

ejectors  at  Mach  numbers  from  0  to  0.45  [with  list  of  references;  by]  Douglas 
E.  Harrington  ,  James  J.  Schloemer  ,  and  Stanley  A.  Skebe.  Oct.  1975.  cover  title, 
[1]  + 44  p.il.  4°     §  Paper,  $3.75. 

NAS  1.15:X-3298 

01351  X-3299.  Silicon  nitride-aluminum  oxide  solid  solution  (SiAION)  formation  and  densifica- 

tion  by  pressure  sintering  [with  list  of  references;  by]  Hun  C.  Yeh  ,  William  A. 
Sanders  and  Jere  L.  Fiyalko  .  Oct.  1975.  cover  title,  fl]  +  27  p.il.  4°    §  Paper,  $3.75. 

NAS  1.15:X-3299 

01352  X-3300.   Additions   of  oxygen  to  and   distribution   of  oxides  in  tantalum  alloy  T-lll  at 

low  concentrations  [with  list  of  references;  by]  Stephan  Stecura  .  Oct.  1975.  cover 
tide,  [1]  +  21  p.il.  4°      §  Paper,  $3.25. 

1.15:X-3300 

01353  X-3303.  Preliminary  study  of  oxide-dispersion-strengthened  B-1900  prepared  by  mechanical 

alloying  with  list  of  references;  by]  Thomas  K.  Glasgow  and  Max  Quatinetz  .  Oct. 

1975.  cover  title,  [l]  +  24  p.il.  4°     §  Paper,  $3.25. 

NAS  1.15:X-3303 

01354  X-33U.  Critical  aspect  ratio  for  tungsten  fibers  in  copper-nickel  matrix  composites  [with 

list  of  references;  by]  Robert  W.  Jech  .  Oct.  1975.  cover  tide,  [1]  +  21  p.il.  4° 
§  Paper,  $3.25. 

NAS  1.15:X-33U 

NASA  technical  note  TN  (series). 

01355  D-7995.  Development  and  applications  of  two  computational  procedures  for  determining 

vibration  modes  of  structural  systems  [with  list  of  references;  by]  Raymond  G. 
Kvaternik  .  Nov.  1975.  cover  tide,  iii+63  p.il.  4°    §  Paper,  $4.25. 

NAS  1.14:D-7995 

01356  D-8016.  Cost  assessment  of  reliability  requirements  for  shuttle-recoverable  experiments 

[with  list  of  references;  by]  Janet  W.  Campbell  .  Nov.  1975.  cover  tide,  [l]  +  28 
p.il.  4°    §  Paper,  $3.75. 

NAS  1.14:D-8016 
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01357  D-8001.   Fixed-base  simulator  study    ,>f  the  effect  of  time  delays  in  visual  cues  on  pilot 

tracking   performance   [with    list    of   reference.,   by]    M.   J.   Queijo   and    Donald    R. 
Riley.  Oct.  1975.  cover  title.  [II  -  77  p.il.  4°     }  Paper,  $4.75. 

NAS  1.14:8001 

01358  D-8023.    Apollo  experience   report       mission   evaluation   team   postflight   documentation 

[with  list  of  references;  by)   J    e  W.   Dodson   and  David   H.  Cordiner   .  Nov.  1975. 
cover  title,  iv  +  2X  p  il   4°     5  Pan   \  $3.75. 

NAS  U4:D-8023 

01359  D-8053.   Microwave   spectral  line  listing  [with  lisc   of  references;  byl  William   F.   White 

.  Nov.  1975.  cover  title,  [1]  +  126  p   4°     J  Paper.  $5  75. 

NAS  1.14:D-8053 

01360  D-8071.   Comparative   thermal   fatigue   resistances   of  twenty-six   nickel-   and   cobalt-base 

allovs  [with  list  of  references;  byl  Peter  T    Buon  and  David  A.  Spera  .  Oct.  1975. 
cover  title,  [l]  +  38  p.il.  4"     S  Paper,  $3.75. 

NAS  1.14:D-8071 

01361  D-8086.  Apollo  experience  report  -  guidance  and  control  systems:  Lunar  module  stabiliza- 

tion and  control  system  [with  reference;  bv)  D.  Harold  Shelton  .  Nov.  1975.  cover 
title.  [1]  +  18  p.il.  4°     §  Paper.  $3.25. 

NAS  1.14:D-8086 

01362  D-8087.   Effect  of  starvation  on  film  thickness  and  traction  under  elastohydrodynamic 

rolling  and   sliding  conditions   (with  list  of  references,   by]   Lavern   D.   Wedeven   . 
Oct.  1975.  cover  title.  [l]  +  38  p.il.  4°    §  Paper,  $3.75. 

NAS  1.14:D-8087 

01363  D-8093.    Apollo   experience   report    -   development   of   the    extravehicular   mobility   unit; 

[by]  Charles  C.   Lutz  ,  Harley  L.  Stutesman   ,  Maurice  A.  Carson,  and  James  W. 
McBarron  II.  Nov.  1975.  cover  title,  x  +  69  p.il.  4°     §  Paper,  $4.75. 

NAS  1.14:D-8093 

01364  D-8095.    Effects   of   long-term   aging   on   ductility   of   the   columbium   alloys    C-103,   Cb- 

IZr,  and  Cb-752  and  the  molybdenum  alloy   Mo-TZM   [with  list  of  references;  by] 
Joseph  R.  Stephens  .  Oct.  1975.  cover  title,  iii  +  24  p.il.  4°     8  Paper,  $3.75. 

NAS  1.14:D-8095 

NASA  technical  report  R  (series). 

01365  436.  Cubic  spline  approximation  for  problems  in  fluid  mechanics  [with  list  of  references; 

by]   Stanley   G.   Rubin  and  Randolph   A.  Graves   ,  jr.   Oct.  1975.  cover  title,  iv  +  91 
p.il.  4°    §  Paper.  $4.75. 

NAS  1.12:436 

01366  444.   Effects  of  jet  exhaust  gas   properties   on  exhaust  simulation   and  afterbody  drag 

[with  list  of  references;  by]  William  B.  Compton  ,  III.  Oct.  1975.  cover  title,  [1]  +  126 
p.il.  4"    5  Paper.  $5.75. 

NAS  1.12:444 

NASA  technical  translation  TT  (series). 

01367  F-804.  X-ray  investigation  in  aviation  and  space  medicine   (with  list  of  references;  by] 

A.    R.   Mansurov   .  Oct.  1975.  cover  title,  iv  +  87  p.il.   4°     [Publication  of  Meditsina 
Press,  Tashkent.  1971]     §  Paper,  $4.75. 

NAS  1.13/2:F-804. 

NATIONAL  ARCHIVES  AND  RECORDS  SERVICE,  General  Services 
Administration  Washington,  DC  20408 

01368  Documents  from  America's  past,  reproductions  of  historical  documents 

in  National  Archives.  [1973.]  ii+22  p.il.  narrow  8°  + 

GS  4.2:Am  3/3 

01369  Historical  materials  in  Harry  S.  Truman  Library.  Mar.  1975.  v+43  p. 

4°    (Harry  S.  Truman  Library,  Independence,  Mo.)  + 

GS  4.2:T  77/4/975 

01370  Select  audiovisual  records:   Photographs  of  American  city.   [2]+15  p. 

narrow  8°    (National  Archives  Trust  Fund  Board.)  + 

GS  4.2:Am  3 
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NATIONAL  BUREAU  OF  STANDARDS,  Commerce  Dept. 
Washington,  DC  20234 

01371  Alabama  hosts  Conference  on  Technological  Progress  for  Southwest, 

program  and  registration,  Oct.  3,  1974,  Birmingham,  Ala.  [1974.]  [8] 
p.il.  narrow  8°     +     •Item  244 

C  13.2:T  22/6 

01372  Announcing  60th  National  Conference  on  Weights  and  Measures,  July 

13-18,  1975,  San  Diego,  Calif.,  sponsored  by  National  Bureau  of  Stan- 
dards. [1975.]  70+ [2]  p.  [Last  3  pages  left  blank  for  notes.]  + 

C  13.7:60 

Building  science  series. 

01373  77.  Acoustical  and  thermal  performance  of  exterior  residential  walls,  doors,  and  windows 

[with  list  of  references;  by]  Hale  J.  Sabine  ,  Myron  B.  Lacher  ,  Daniel  R.  Flynn, 
and  Thomas  L.  Quindry.  Nov.  1975.  x  +  158+[l]  p.il.  4°    (Institute  for  Basic  Standards.) 
*  Paper,  $2.35.     •Item  241-A 
L.C.  card  75-600084  C  13.29/2:77 

Federal  information  processing  standards  publication,  FIPS  pub. 
[Issued  with  perforations.]  *  Paper,  $21.50  (all  new  FIPS  publications 
and  supplements  for  indefinite  period),  add  $5.50  for  foreign  mailing; 
single  copies  vary  in  price. 

01374  21-1.  COBOL:  Category,   Software  standard,   Subcategory,   Programming  language.  Dec. 

1,  1975.  [2]+4+[l]  p.il.  4°    [Supersedes  FIPS  pub  21,  Mar.  15,  1972.]     *  Paper,  30c. 

C  13.52:21-1 

01375  Measurements  for  safe  use  of  radiation:  Call  for  papers,  NBS  75th 

anniversary  symposium,  Mar.  1-4,  1976,  National  Bureau  of  Standards, 
Gaithersburg,  Md.  [1975.]  [2]  p.  f°  il.  folded  into  oblong  48°  size 
[Sponsored  by  National  Bureau  of  Standards,  American  Association 
of  Physicians  in  Medicine,  Conference  of  Radiation  control  Program 
Directors,  Health  Physics  Society.]  + 

C  13.2:R  11/2 

01376  Model  state  packaging  and  labeling  regulation,   1975,  as  adopted  by 

National  Conference  on  Weights  and  Measures.  [1975.]  vi+35  p.  4° 
[Foreword  on  p.  2  of  cover.]     +     •Item  247-C 

C  13.55/3  :P  12/975 

01377  NBS  energy-related  invention  evaluation  program,  what  it  is  and  how 

it  works.  [1975.]  [6]  p.il.  narrow  8°  +      •Item  244 

C  13.2:En  2/5 

NBSIR  (series). 

01378  75-769.  Report  on  NBS/AID/OAS  workshop  on  standardization  and  measurement  services 

in  industrializing  economies,  held  Nov.  3-16,  1974;  edited  by  H.  Steffen  Peiser  , 
Robert  S.  Marvin  ,  Michael  McNeil,  Joanne  Mejeur.  [1975.]  viii  +  220  p.il.  4°  (Office 
of  International  Relations.)  [Prepared  for  Agency  for  International  Development, 
Department  of  State.  Workshop  conducted  as  part  of  program  under  US/NBS/Agency 
for  International  Development  PASA  TA(CE)  5-71.]  §  Paper,  $7.50.  •Item  247- 
D 

C  13.58:75-769 

Special  publication. 

01379  400-4.  Semiconductor  measurement  technology:  combined  quarterly  report,  Oct.  1,  1973- 

Mar.  31,  1974  [with  bibliographies];  W.  Murray  Bulbs  ,  editor.  Nov.  1974.  x  +  89+[l] 
p.il.  4°  (Electronic  Technology  Division,  Institute  for  Applied  Technology.)  [Jointly 
supported  with  Defense  Nuclear  Agency,  and  Defense  Advanced  Research  Projects 
Agency.]     *  Paper,  $1.70.     •Item  247 

C  13.10:400-4 
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01380  405.   Benchmarking  and   workload  definition,   selected  bibliography   with  abstracts;  [by] 

Josephine  L.  Walkowicz  .  Nov.  1974.  [2]  +  43  +  (l|  p.  4°     (Systems  and  Software  Divi- 
sion, Institute  for  Computer  Science  and  Technology.)     *  Paper,  $1.05.     •Item  247 
L.C.  card  74-17210  C  13.10:405 

01381  430.  Household  weights  and  measures  [card].  Sept   1975.  [2]  p.il.  4°     [Prepared  in  coopera- 

tion with  National  Conference  of  Weights  and  Measures.  Supersedes  Misc.  pub. 
234.  Issued  with  perforations.)     •   Paper,  25c.     •Item  247 

C  13.10:430 

Technical  note. 

01382  594-9.  Optical  radiation  measurements,  describing  spectrophotometric  measurements  [with 

list   of  references;    by]   William    H.    Venable    ,    jr.   and    Jack   J.    Hsia   .    Nov.   1974. 
vii  +  42  p.il.  4°    (Heat  Division,  Institute  for  Basic  Standards.)     *  Paper,  $1.10.     •Item 
249- A 
L.C.  card  74-600159  C  13.46:594-9 

01383  851.  Computer  system  capacity  fundamentals;  [with  list  of  references;  by  David  J.  Kuck 

.  Oct.  1974.  v  +  20  +  [l]  p.il.  4°    (Systems  and  Software  Division,  Institute  for  Computer 
Sciences  and  Technology.)  [Discussion  at  ACM/NBS  Workshop  Planning  Committee 
on  Computer  Capacity  meeting  held  at  NBS  cosponsored  by  Association  for  Comput- 
ing Machinery.]     *  Paper,  80c.     •Item  249-A 
L.C.  card  74-600148  C  13.46:851 

01384  885.  Technical  review  of  Nicaraguan  building  regulatory  system  [with  lists  of  references; 

by]    Richard   N.    Wright   and    Ing.   Atilano    Lamana    .    Oct.   1975.   iii  +  80  +  [l]   p.il.   4° 
(Institute  for  Applied  Technology,  Center  for  Building  Technology.)  [Co-sponsored 
by    Organization   of   American   States   and    United   States   Agency   for   International 
Development,  State  Department.!     *  Paper,  $1.45.     •Item  249-A 
L.C.  card  75-600078  C  13.46:885 

01385  887.   Six   data  base   management  systems,   feature   analysis   and  user  experiences  (with 

list  of  references;  by)  Elizabeth  Fong  ,  Joseph  Collica  ,  and  Beatrice  Marron. 
Nov.  1975.  v  +  80  p.il.  4°  (Systems  and  Software  Division,  Institute  for  Computer 
Sciences  and  Technology.)  [Sponsored  in  part  by  Federal  Aviation  Administration, 
Office  of  Management  Systems.)     *  Paper,  $1.45.     •Item  249-A 

C  13.46:887 

01386  890.     Productivity     measurement     in     R&D:     Productivity     measurement     experiment 

(PROMEX)  in  selected  research  and  development  programs  at  National  Bureau  of 
Standards;  [by]  John  T.  Hall  and  Roger  A.  Dixon  .  Dec.  1975.  iii+48  +  [l]  p.  4° 
*  Paper,  $1.10.     •Item  249-A 

C  13.46:890 

01387  892.   Retrofitting   residence  for   solar  heating   and    cooling,    design   and   construction   of 

system  [with  list  of  references;  by]  James  E.  Hill  and  Thomas  E.  Richtmyer  . 
Nov.  1975.  v  +  94  +  [l]  p.il.  4°  (Center  for  Building  Technology,  Institute  for  Applied 
Technology.)  [Sponsored  by  Federal  Energy  Administration.  Office  of  Energy  Con- 
servation.]    *  Paper,  $1.70.     •Item  249-A 

C  13.46:892 

NATIONAL  CAPITAL  PLANNING  COMMISSION  Washington,  DC 
20576 

01388  Downtown    design     and    development,     staff     proposal    establishing 

guidelines  for  revitalization  of  downtown  Washington,  1974.  [1974.] 
[4] +28  p.il.  oblong  8°  [Some  illustrations  are  colored.]  *  Paper, 
$1.45.     •Item  831-A 

NC  2.8:D  75 

NATIONAL  CANCER  INSTITUTE,  Health,  Education,  and  Welfare 
Dept.  Bethesda,  MI)  20014 

01389  Treatment  and  survival  patterns  for  black  and  white  cancer  patients 

diagnosed  1955-64  [with  one  reference],  prepared  by  Lillian  M.  Axtell 
[and  others].  [1975]  [3] +41  p.  (DHEW  publication  (NIH)  75-712;  End 
Results  Section,  Biometry  Branch.)     +     •Item  507-G-2 

HE  20.3152:C  16/7/955-64 
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NATIONAL  CENTER  FOR  EDUCATION  STATISTICS,  Health, 
Education,  and  Welfare  Dept.  Washington,  DC  20202 

01390  Higher  education,  salaries  and  fringe  benefits,  1971-72  and  1972-73;  by 

Richard  M.  Beazley  and  George  Toolan  .  [1975.]  xi+233  p.  4°    (NCES 
76-114.)    *  Paper,  $4.45.    •Item  460-A-53 

HE  19.332:971-73 

NATIONAL  CENTER  FOR  HEALTH  SERVICES  RESEARCH, 
Health,  Education,  and  Welfare  Dept.  Rockville,  MD  20852 

01391  Program  in  health  services  research.  Oct.  1975.  [1]+17  p.  4°    (DHEW 

publication  (HRA)  76-3136.)     +     •Item  507-1-1 

HE  20.6502:P  94/2 

NATIONAL  CENTER  FOR  HEALTH  STATISTICS,  Health, 
Education,  and  Welfare  Dept.  Rockville,  MD  20852 

01392  Current  listing  and  topical  index  to  vital  and  health  statistics  series, 

1962-1974.  Oct.  1975.  [2] +21  p.  4°  (DHEW  publication  (RHA)  76-1301.) 
*  Paper,  75c.    •Item  508-G 

HE  206290/2:962-74 

01393  Health  resources  statistics,  health  manpower  and  health  facilities,  1974 

[with  lists  of  references].  1974.  vii+576  p.  4°    ([DHEW  publication 
(HRA)    75-1509;     Division    of     Health    Manpower    and     Facilities 
Statistics.])    *  Paper,  $6.35.    •Item  509-B 
L.C.  card  66-62580  HE  20.6212:974 

01394  NCHS  data  preparation  instruction  manual:  pt.  8,  Vital  statistics,  vital 

records  geographic  classification,  1970.  Revised  Jan.  1975.  [1975.]  cover 
title,  [533]  p.  4°    [Issued  in  looseleaf  form,  with  marginal  index  tabs 
on  blank  cardboard   showing   States   and   U.S.   Possessions.]     + 
•Item  509 

HE  20.6208  :D  26/pt.8 

Vital  and  health  statistics:   Series  2,  Data  evaluation  and  methods 
research. 

01395  67.  Study  of  effect  of  remuneration  upon  response  in  health  and  nutrition  examination 

survey,   United   States   [with  list  of  references;  by  E.   Earl  Bryant   ,   Mary  Grace 
Kovar  ,  and  Henry  Miller.  Oct.  1975.  v  +  23  p.  4°    (DHEW  publication  (HRA)  76-1341.) 
[ISBN  0-8406-0046-1.]     *  Paper,  80c.     •Item  500-E 
L.C.  card  75-619184  HE  20.6209:2/67 

Vital  and  health  statistcs:  Series  10,  Data  from  national  health  survey. 

013%        49.  Volume  of  physician  visits,  United  States,  July  1966-June  1967;  [by  Charles  S.  Wilder 
].  [1975.]  iv  +  60  p.il.  4°    (DHEW  publication  76-1299;  [Division  of  Health  Interview 
Statistics].)  [Prepared  in  cooperation  with  Bureau  of  Census.  First  issued  in  Public 
Health  Service  publication  series  1000,  Nev.  1968.]     +     #Item  500-E 
L.C.  card  68-62236  HE  20.6209:10/49 

Vital  and  health  statistics:  Series  11,  Data  from  national  health  survey. 

01397  149.  Skeletal  maturity  of  children  6-11  years;  racial,  geographic  area,  and  socioeconomic 

differentials,  United  States  [with  list  of  references;  by  A.  F.  Roche  ,  Jean  Roberts 
,   and  Peter  V.   V.   Hamill].   Oct.   1975.   iv  +  81  p.il.   4°     (DHEW   publication  (HRA) 
76-1631:  [Division  of  Health  Examination  Statistics].)  [ISBN  0-8406-0030-5.  Prepared 
in  cooperation  with  Bureau  of  Census.)     *  Paper,  $1.45.     #Item  500-E 
L.C.  card  75-18049  HE  20.6209:11/149 

Vital  and  health  statistics:  Series  14,  Data  from  national  health  survey. 

01398  15.  Inventory  of  family  planning  service  sites,  institutional  characteristics,  United  States, 

1974;  [by  Donna  L.  Morrow  and  Hugo  K.  Koch  ].  Oct.  1975.  iv+47  p.il.  4°    (DHEW 
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publication  (HRA)  76-1810;  [Division  of  Health  Manpower  and  Facilities  Statistics].) 

[ISBN  0-8406-0053-4.1     *  Paper,  $1.10.     #11601  500-E 

L.C.  card  75-619321  HE  20.6209:14/15 

NATIONAL  CENTER  FOR  SOCIAL  STATISTICS,  Health,  Education, 
and  Welfare  Dept.  Washington,  DC  20201 

01399  Findings  of  1973  AFDC  study:  pt.  2-B;  Financial  circumstances.  Sept. 

1975.  cover  title,  iii+64  p.  4°  (NCSS  report  AFDC-5  (73);  DHEW 
publication  (SRS)  76-03768;  Office  of  Information  Systems.)  [Issued 
with  perforations.]     +     •Item  512-D-5 

HE  17.639/3 :973/pt.2B 

NATIONAL  COMMISSION  FOR  MANPOWER  POLICY  Washington, 
DC  20005 

Report. 

01400  2.   Interim   report   to  Congress   of   National  Commission   for   Manpower  Policy:    Public 

service  employment   and  other   responses   to   continuing  unemployment.   June   1975. 
v  +  l9p.     +     •Item  1089 

Y  3.M  31:9/2 

NATIONAL  COMMISSION  ON  CONSUMER  FINANCE  Washington, 
DC  20036 

01401  Technical  studies:  v.  4  [Econometric  analysis  of  consumer  credit  mar- 

kets in  United  States;  edited  by  Douglas  F.  Greer  ,  Robert  P.  Shay 
].  [1974.]  cover  title,  [3]+vi+424  p.il.  [Supplement  to  Report  of  Na- 
tional Commission  on  Consumer  Finance.]  *  Paper,  $3.15.  •Item 
1089 

Y  3.C  76/2:2  T  22/v.4 

NATIONAL  CREDIT  UNION  ADMINISTRATION  Washington,  DC 
20456 

01402  Accounting  manual  for  Federal  credit  unions  (condensed  version).  [1974.] 

cover  tide,  [159]  p.  4°  (NCUA  8045;  M4030.)  [Effective  Jan.  1975. 
Supersedes  previous  editions.  Issued  with  perforations.]  *  Paper, 
$2.45.      •Item  526-B 

NCU  1.8:Ac  2/4 

01403  Accounting  manual  for  Federal  credit  unions.  [1974.]  cover  title,  [237] 

p.  4°  (NCUA  8022:  M4016.)  [Effective  Jan.  1975.  Supersedes  previous 
editions.  Issued  with  perforations.]     *  Paper,  $3.15.    •Item  526-B 

NCU  1.8: Ac  2/975 

01404  National  Credit  Union  Administration  rules  and  regulations,  Change 

23.  [Oct.  1975.]  [8]  p.  4°  (Office  of  Administrator.)  [Issued  with  per- 
forations.] *  Paper,  $9.15  (basic  and  supplementary  material  for  an 
indefinite  period);  add  $2.30  for  foreign  mailing.    •Item  527 

NCU  1.6:R  86/ch.23 

01405  Voluntary  liquidation  procedure  for  insured  Federal  credit  unions.  June 

1972.  [4] +13 +  [6]  p. +  [20]  leaves,  4°  (NCUA  8040.)  +  •Item  526- 
B 

NCU  1.8:L  66 

01406  Your  insured  funds.  [Jan.  1975.]  [9]  p.  24°    ([NCUA  8046.])     *  Paper, 

25c.     •Item  526 

NCU  1.2:F  96/975 
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NATIONAL  ENDOWMENT  FOR  THE  ARTS,  National  Foundation  on 
the  Arts  and  Humanities  Washington,  DC  20506 

01407  City  options,   architecture   &  environmental  arts.   [1975.]   cover  title, 

[l]+ii+95p.  4°     +     •Item831-B-2 

NF  2.2:C  49 

01408  Dance  program,  guidelines,  fiscal  year  1977.  [Nov.  1975.]  [3] +  35  p.  4° 

+    •Item831-B-2 

NF  2.8  :D  19/977 

01409  Dance  touring  program,  guidelines  for  sponsors,  fiscal  year  1977.  [Nov. 

1975.]  [4] +12  p.  4°     +    •Item  831-B-2 

NF  2.8:D  19/2/977 

oi4io  Federal-State  partnership,  program  and  funding  information,  fiscal  years 
1977  and  1978.  [Nov.  1975.]  [3] +18  p.  4°     +    •Item  831-B-2 

NF  2.2:F  31/977-78 

oi4ii  Public  media  program  guidelines,  fiscal  year  1976.  [Jan.  1975.]  iv+12 
p.  4°    +    •Item831-B-2 

NF  2.8:P  96 

01412  Theatre  program  guidelines,  fiscal  year  1977.  [Oct.  1975.]  [3] +22  p.  4° 
+    •Item831-B-2 

NF  2.8  :T  34/977 

NATIONAL  ENDOWMENT  FOR  THE  HUMANTITES,  National 
Foundation  on  the  Arts  and  Humanities  Washington,  DC  20506 

own  American  issues  forum,  national  bicentennial  program,  our  200  years, 
tradition   and   renewal.    [1975.]    cover   title,    [43]    p.il.    oblong   8° 
[Prepared  with  co-sponsorship  of  American  Revolution  Bicentennial 
Administration.  Text  on  p.  2  of  cover.]    *  Paper,  $1.40.    •Item  831- 
B-l 

NF  3.2:F  77 

01414  Program  announcement,  1974-75.   [1974.]  [3]+51  p.  4°     +    •Item  831- 

B-l 

NF  3.2:P  94/2/974-75 

NATIONAL  GUARD  BUREAU,  Defense  Dept.  Washington,  DC  20310 

01415  New  minutemen.  [June  1975.]  [12]  p.il.  4°    ([ANG  75-156.])  [Illustrations 

are  colored.]     +    •Item  356 

D  12.2:M  66 

NATIONAL  HEART  AND  LUNG  INSTITUTE,  Health,  Education, 
and  Welfare  Dept.  Bethesda,  MD  20014 

01416  Education  of  physicians  in  high  blood  pressure,  performance  charac- 

teristics, learning  objectives,  and  evaluation  approaches;  report  of 
Working  Group  on  Training  and  Evaluation  of  Physicians  in  High 
Blood  Pressure  [with  list  of  references].  [Reprinted  1975.]  9-27  p. 
4°  (National  High  Blood  Pressure  Education  Program.)  [Reprint  from 
Circulation,  May  1975,  with  permission  from  American  Heart  Associa- 
tion.]    +    •Item507-E-1 

HE  20.3202:B  62/9 
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NATIONAL  HIGHWAY  TRAFFIC  SAFETY  ADMINISTRATION, 
Transportation  Dept.  Washington,  DC  20590 

01417  Seminar  on  alcohol  and  safety,  training  for  social  and  health  care  per- 

sonnel     curriculum   development,   evaluation   and  conducting  pilot 
test,  administrator's  manual.  Nov.  1974.  cover  title,  [3J  +  A-24  p.  4° 
([DOT-HS   168-2-286.])   [Issued   with   perforations.]     *  Paper,    75c. 
•Item  982-D-3 

TD  8.8:AJ  1/7/administrator's 

NATIONAL  INSTITUTE  FOR  OCCUPATIONAL  SAFETY  AND 
HEALTH,  Health,  Education,  and  Welfare  Dept.  Rockville,  MD  20852 

NIOSH  research  report. 

01418  Biologic    standards    for    industrial    worker    by    breath    analysis,    trichloroethylene    [with 

bibliographies;  by)  Richard  D.  Stewart  land  others).  July  1974.  (3]  +  98  +  [7]  p.il.  4° 
([HEW  publication  (NIOSH)  74-133);  Division  of  Laboratories  and  Criteria  Develop- 
ment.) [Contract  HSM  99-72-82.  Some  illustrations  are  colored.)  +  •Item  499- 
F-4 

HE  20.7111:T  73 

NATIONAL  INSTITUTE  OF  ALLERGY  AND  INFECTIOUS 
DISEASES,  Health,  Education,  and  Welfare  Dept.  Bethesda,  MD  20014 

01419  Infectious  diseases  research,  mononucleosis.  [Nov.  1974.]  [4]  p.  4° 

([DHEW  publication  (NIH)  75-142.])  [Prepared  by  Office  of  Research 
Reporting  and  Public  Response.]     +     •Item  505-A-l 

HE  20.3252  :M  75/974 

NATIONAL  INSTnUTE  OF  CHILD  HEALTH  AND  HUMAN 
DEVELOPMENT,  Health,  Education,  and  Welfare  Dept.  Bethesda,  MD 

20014 

01420  Nutrient  requirements  in  adolescence  [with  list  of  references;  by]  John 

I.  McKigney  and  Hamish  N.  Munro  .  [1975.]  [20]  p.il.  oblong  24° 
(DHEW  publication  (NIH)  76-771.)     +     •Item  506-D-2 

HE  20.3352:N  95/2 

oi42i  Right  to  be  well-born;  by  William  Cole  .  [1975.]  [10]  p.  oblong  24° 
(Office  of  Research  Reporting.)  [Reprinted  by  permission  of  Today's 
health,  published  by  American  Medical  Association.]  +  •Item 
506-D-2 

HE  20.3352:R  44 

NATIONAL  INSTITUTE  OF  MENTAL  HEALTH,  Health,  Education, 
and  Welfare  Dept.  Rockville,  MD  20852 

01422  Conflicting  needs  and  models  in  respect  to  delivery  of  mental  health 

services  for  children;  by  George  E.  Gardner  .  [1974.]  iv+13  p.  ([DHEW 
publication  (ADM)  75-160.])  [Fifth  annual  Seymour  Vestermark 
Memorial  Award  paper.]     *  Paper,  35c.    •Item  507-B-5 

HE  20.8120:C  43/2 

01423  Continuing  education  and  psychiatrists  [with  lists  of  references];  by 

Hugh  T.  Carmichael  .  [1975.]  vi+10  p.  ([DHEW  publication  (ADM) 
76-160.])  [Sixth  annual  Seymour  Vestermark  memorial  award  paper. 
Contains  copyright  material.]     *  Paper,  35c.  (S/N  017-024-00492-8). 
•Item  507-B-5 

HE  20.8102:P  95/3 
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Mental  health  statistics:  Series  D,  Conference  or  committee  reports, 
and  analytical  reviews  of  literature. 

01424  Psychiatric   bed  needs,   analytical  review    [with  bibliographies;  by]   Leona   L.   Bachrach 

.  [1975.]  iii  +  16  p.  4°  ([DHEW  publication  (ADM)  75-205.])  +  (Information  incorrect 
in  publication  as  to  sale  by  Superintendent  of  Documents).     •Item  491-A 

HE  20.8110:D/2 

Statistical  note. 

01425  115.  Children  and  State  mental  hospitals;   [by]  Carl  A.  Taube  ,  Nessa  G.  Meyer  .  Apr. 

1975.  15  p.  4°  ([DHEW  publication  75-158];  Division  of  Biometry,  Survey  and  Reports 
Branch.)     +     •Item  507-B-12 

HE  20.8116:115 

01426  119.  State  trends  in  additions  -  State  and  county  mental  hospital  inpatient  services  1969-73; 

[by]  Richard  W.  Redick  .  July  1975.  16  p.U.  4°  ([DHEW  publication  76-158];  Division 
of  biometry,  Survey  and  Reports  Branch.)     +     •Item  507-B-12 

HE  20.8116:119 

01427  122.   Staffing  of  State  and  county   mental   hospitals,   United  States,   1974.   [by]  Michael 

J.  Witkin  .  Sept.  1975.  44  p.  4°  ([DHEW  publication  76-158];  Division  of  Biometry 
and  Epidemiology,  Survey  and  Reports  Branch.)     +     •Item  507-B-12 

HE  20.8116:122 

01428  Statistical  notes  76-100  [compilation].  June  1974.  [491]  p.il.  4°    ([DHEW 

publication  OM  2799];  Division  of  Biometry,  Survey  and  Reports 
Branch.)  [Includes  index.]     +     •Item  507-B-12 

HE  20.8116:76-100/comp. 

01429  Troubled  family  in  river  city;  study  of  ways  in  which  families  with 

mental  health  problems  were  served  by  community  agencies,  range 
of  problems  these  families  faced  and  their  experiences  in  obtaining 
help;  edited  by  Marion  Primas  ,  Ralph  Littlestone  .  [1975.]  v+87 
p.  4°  ([DHEW  publication  (ADM)  75-156];  Office  of  Program 
Development  and  Analysis,  Planning  Branch.)     +    •Item  507-B-5 

HE  20.8102:R  52 

NATIONAL  INSTITUTE  ON  ALCOHOL  ABUSE  AND 
ALCOHOLISM,  Health,  Education,  and  Welfare  Dept.  Rockville,  MD 

20852 

01430  Here's  looking  at  you,  drinking  American;  [editor,  Marian  Sandmaier 

].  [1975.]  16  p.il.  large  4°  [Printed  as  newspaper  supplement.  Some 
illustrations  are  colored.]     +     •Item  498-C-l 

HE  20.8302:D  83/2 

NATIONAL  INSTITUTE  ON  DRUG  ABUSE,  Health,  Education,  and 
Welfare  Dept.  Rockville,  MD  20852 

01431  Beazer  v.  New  York  City  Transit  Authority,   landmark  decision  on 

methadone  maintenance.  [1975.]  cover  title,  27  p.  4°  +  •Item  467- 
A-l 

HE  20.8202:M  56/2 

Special  bibliographies. 

01432  4.  Women  and  drugs,  annotated  bibliography.  [Oct.  1975.]  iii+62  p.  4°    ([DHEW  publica- 

tion (ADM)  76-289];  National  Clearinghouse  for  Drug  Abuse  Information.)  [Prepared 
in  cooperation  with  Student  Association  for  Study  of  Hallucinogens  (STASH),  Madis- 
on, Wis.,  under  contract  HSM-42-73-216.]     +     ©Item  467-A-3 

HE  20.8211/2:4 
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NATIONAL  INSTITUTES  OF  HEALTH,  Health,  Education,  and 
Welfare  Dipt.  Bethesda,  MD  20014 

01433  Challenge  of  cancer  nursing;  [editors,  Mary  L.  Burgess  ,  Helen  M. 

Mangan.]  [1975.]  cover  title,  iv  +  28  p.il.  ([DHEW  publication  (NIH) 
76-760;  Clinical  Center.])     +     •Item  507 

HE  20.3002:N  93/3 

01434  NIH  publications  list.  July  1974.  v  +  50  p.  (DHEW  publication  (NIH) 

75-7;  Division  of  Public  Information,  Editorial  Operations  Branch.) 
+     #Item  506-A 

HE  20.3009:974 

01435  Public  Health  Service  grants  and  awards,  fiscal  year  1974  funds  and 

fiscal  year  1973  released  funds:  pt.  2,  Training,  construction,  medical 
libraries.  [1974.]  x+257+[5]  p.  (DHEW  publication  (NIH)  75-495.) 
[Prepared  by  Division  of  Research  Grants,  Statistics  and  Analysis 
Branch.]     *  Paper,  $2.50.    #Item  507-D 

HE  20.3013 :974/pt.2 

NATIONAL  LABOR  RELATIONS  BOARD  Washington,  DC  20570 

01436  Court  decisions  relating  to  National  labor  relations  act  v.   22,  May 

1-Dec.  31,  1971.  1975.  xxv+1052  p.     *  Cloth,  $12.20.    #Item  825 

LR  1.14:22 

01437  Texto  de  la  ley  de  relaciones  obrero-patronales,  1947,  segun  enmendada 

por  las  leyes  publicas  86-257,  1959  y  93-360.  [1975.]  27  p.  *  Paper, 
40c 

LR  1.5: L  U/2/974/Span. 

NATIONAL  LffiRARY  OF  MEDICINE,  Health,  Education,  and 
Welfare  Dept.  Bethesda,  MD  20014 

01438  National   Library   of  Medicine.    [1975.]   [16]   p.il.   ([DHEW  publication 

(NIH)  75-799.])     +     #Item  508-D 

HE  20.3602: N  21/5 

NATIONAL  MARINE  FISHERffiS  SERVICE,  Commerce  Dept. 
Washington,  DC  20230 

Current  fisheries  statistics  (series). 

01439  6702.  Industrial  fishery  products,  annual  summary  1974.  Sept.  26,  1975.  8  p.il.  4°    (MF- 

2.)     +     #Item  610-A 

C  55.309/2:6702 

01440  6707.    Fish   meal   and   oil,   annual   summary   1974.   Aug.    25,   1975.    3   p.il.   4°    (FM.)     + 

•Item  610-A 

C  55.309/2:6707 

01441  6789.  Mississippi  landings.  May  1975.  Sept.  26,  1975.  [2]  p.  4°    [Prepared  in  cooperation 

with   Mississippi   Marine  Conservation   Commission,   Biloxi,   Miss.]     +     •Item  610- 
A 

C  55.309/2:6789 

01442  6833.   South  Carolina   landings,  July   1975.   Sept.   26,   1975.    [2]   p.  4°    (SA-4.)   [Prepared 

in   cooperation   with    South   Carolina    Wildlife   and    Marine    Resources    Department, 
Division  of  Marine  Resources,  Charleston,  S.C.]     +     •Item  610-A 

C  55.309/2:6833 

NATIONAL  OCEAN  SURVEY,  Commerce  Dept.  Washington,  DC 
20235 

01443  Tide  tables,  high  and  low  water  predictions,  1975:  Central  and  Western 

Pacific  Ocean  and  Indian  Ocean.  1974.  vii+362  p.il.  4°  [Index  map 
of  tide  tables  on  p.  2  of  cover.  Astronomical  data  on  p.  3  of  cover. 
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Includes  list  of  publications  relating  to  tides  and  tidal  currents.] 
+  Paper,  $2.00.    •Item  196 

C  55.421/4:975 

NATIONAL  OCEANIC  AND  ATMOSPHERIC  ADMINISTRATION, 
Commerce  Dept.  Rockville,  MD  20852 

Federal    Coordinator   for    Meteorological    Services    and    Supporting 
Research  FCM  (series). 

01444  74-8.  National  East  Coast  winter  storms  operations  plan.  Oct.  1974.  vi  +  94  p.il.  4° 

[Issued  with  perforations.]     +     •Item  250-E 

C  55.12:74-8 

NOAA  technical  memorandum.  (National  Environmental  Satellite  Ser- 
vice.) 

01445  NESS  60.  Operation  of  NOAA  polar  satellite  system  [with  list  of  references;  by]  Joseph 

J.  Fortuna  ,  Larry  N.  Hambrick  .  Nov.  1974.  viii  +  127  p.il.  4°  (Office  of  Systems 
Integration.)     §  (Price  upon  application).     •Item  208-B-7 

C  55.13/2:NESS  60 

01446  NESS   74.   Monthly   winter   snowline   variation   in   Northern   Hemisphere   from   satellite 

records,  1966-75  [with  list  of  references;  by]  Donald  R.  Wiesnet  ,  Michael  Matson 
.  Nov.  1975.  ii+21  p.il.  4°  ([NOAA-S/T  76-1831.])     +     •Item  208-B-7 

C  55.13/2:NESS  74 

NOAA    technical    report.    (Environmental    Research    Laboratories, 
Boulder,  Colo.) 

01447  ERL  321-MESA  2.  Ocean  dumping  in  New  York  Bight  [with  bibliography].  Mar.  1975. 

vi  +  78  p.il.  4°    ([Marine  EcoSystem  Analysis  Program  Office.])     *  Paper,  $1.45. 
•Item  208-B-7 

C  55.13:ERL  332-MESA  2 

01448  ERL   332-MESA   3.   Assessment   of   offshore   dumping   in    New   York   Bight,   technical 

background,  physical  oceanography,  geological  oceanography,  chemical  oceanography 
[with  list  of  references;  Robert  L.  Charnell  ,  editor.  Apr.  1975.  vii+83  p.il.  4° 
([Marine  EcoSystem  Analysis  Program  Office.])     *  Paper,  $1.50.     •Item  208-B-7 

C  55.13:ERL  332-MESA  3 

01449  ERL  337-APCL  36.  Physical  and  chemical  properties  of  Agl  aerosols  formed  at  simulated 

airborne  conditions  [with  list  of  references;  by]  F.  P.  Parungo  ,  R.  F.  Pueschel 
,  B.  T.  Patten,  D.  Eyre.  Sept.  1975.  v  +  43  p.il.  4°  *  Paper,  $1.10.  •Item  208-B- 
7 

C  55.13:ERL  337-APCL  36 

01450  ERL   337-APCL   37.   Tornado  outbreak   of  Apr.   3-4,   1974,    synoptic   analysis   [with  list 

of  references;  by  Lee  R.  Hoxit  ,  Charles  F.  Chappell  .  Oct.  1975.  iv+48  p.il.  4° 
([Atmospheric  Physics  and  Chemistry  Laboratory.])     +     ©Item  208-B-7 

C  55.13:ERL  337-APCL  37 

NOAA  technical  report.  (National  Environmental  Satellite  Service.) 

01451  NESS   70.   Compatibility   of  low-cloud   vectors   and   rawins   for  synoptic   scale  analysis 

[with  list  of  references;  by]  L.  F.  Hubert  and  L.  F.  Whitney  ,  jr.  Oct.  1974.  ii  +  26 
p.il.  4°     *  Paper,  75c.     •Item  208-B-7 

C  55.13:NESS  70 

NOAA  technical  report.  (National  Marine  Fisheries  Service,  Seattle, 
Wash.) 

01452  NMFS  SSRF-675.  Proceedings  of  International  Billfish  Symposium,  Kailua-Kona,  Hawaii, 

9-12  Aug.  1972:  pt.  3,  Species  synopses  [with  list  of  references];  Richard  S.  Shomura 
and  Francis  Williams  ,  editors.  June  1975.  iii  +  159  p.il.  4°  *  Paper,  $2.30.  •Item 
208-B-7 

C  55.13:NMFS  SSRF-675/pt.3 

01453  NMFS  SSRF-683.  Bioeconomic  relationships  for  Maine  lobster  fishery  with  consideration 

of  alternative  management  schemes  [with  list  of  literature  cited;  by]  Robert  L. 
Dow  ,  Frederick  W.  Bell  ,  and  Donald  M.  Harriman.  Mar.  1975.  v+44  p.il.  4° 
*  Paper,  $1.10.     ©Item  208-B-7 

C  55.13:NMFS  SSRF-683 

01454  NMFS   SSRF-690.  Migratory  routes  of  adult  sockeye  salmon,  Oncorhynchus  nerka,  in 

eastern  Bering  Sea  and  Bristol  Bay  [with  list  of  literature  cited;  by]  Richard  R. 
Straty  .  Apr.  1975.  iv-i-32p.il.  4°     +     ©Item  208-B-7 

C  55.13:NMFS  SSRF-690 
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01455  NMFS  SSRF-694.  Semiclosed  seawater  system  with  automatic  salinity,  temperature,  and 

turbidity  control  (with  list  of  literature  cited;  by |  Sid  Korn  Sept.  197V  in  •  5  p  il 
4°     +  Paper.      •Item  208- B -7 

C  55.13:NMFS  SSRF-694 

01456  NMFS    SSRF-695.    Distribution,    relative    abundance,    and    movement   of   skipjack    tuna, 

Katsuwonus  pilamis.  in  Pacific  Ocean  based  on  Japanese  tuna  longline  catches, 
1964-67  [with  list  of  literature  cited;  by]  Walter  M.  Matsumoto  .  Oct.  1975  in  -  M) 
p.il.  4°     +  Paper,     •Item  208-B-7 

C  55.13NMFS  SSRF-695 

NOAA  technical  report. 

01457  NOS  63.  World  maps  on  August  epicycloidal  conformal  projection  [with  list  of  references; 

by]  Erwin  Schmid  .  May  1974.  u  +  22  p.il.  4°     •  Paper,  70c.     •Item  208-B-7 

C  55.13:NOS  63 

01458  Report  to  Congress  on  ocean  dumping  research,  Jan.-Dec.  1974,  sub- 

mitted in  compliance  with  sec.  201,  title  2  of  Marine  protection, 
research  and  sanctuaries  act  of  1972  (Public  law  92-532)  [with  list 
of  references].  June  1975.  viii  +  48  p.il.  4°  *  Paper,  $1.10.  •Item 
250-E-13 

C  55.31:974 

NATIONAL  OCEANOGRAPHIC  INSTRUMENTATION  CENTER, 
Commerce  Dept.  Washington,  DC  20390 

Instrument  fact  sheet  IFS  (series). 

01459  76002.  CTD/SV  oceanographic  data  acquisition  system  model  3200.3004-170,  NuSonics, 

Inc.,  Paramus,  N.J.  Aug.  1975.  12  p.il.  4°     [Issued  with  perforations.]  + 

C  55.71:76002 

01460  76003.  Universal  graphic  recorder  model  UGR-196C,  Ocean  Systems  Center,  Submarine 

Signal  Division,  Raytheon  Company,  Portsmouth,  R.I.  Aug.  1975.  8  p.il.  4°  [Issued 
with  perforations.]  + 

C  55.71:76003 

NATIONAL  PARK  SERVICE,  Interior  Dept.  Washington,  DC  20242 

oi46i  Delaware,  inventory  of  historic  engineering  and  industrial  sites  [with 
list  of  references];  by  Selma  Thomas  ,  Tommy  Guider  ,  graphics 
by  Bruce  Cavin.  1975.  vii  +  [l]  +  48  p.il.  4°  ([Publication  NPS  140]; 
Historic  American  Engineering  Record,  Office  of  Archeology  and 
Historic  Preservation.])  [Co-sponsored  with  Eleutherian  Mills-Hagley 
Foundation,  Greenville,  Wilmington,  Del.]     +     •Item  648 

I  29.2:D  37 

Ecological  services  bulletin. 

01462  2.  Soils  and  art  of  collecting  soil  sample   [with  list  of  references;  by]  Dennis  B.  Fenn 

.  [1975.]  [3]  +  l0  p.il.  4°     ([Publication  NPS  137.])  + 

L.C.  card  75-619110  I  29.3/3:2 

01463  Independence  National  Historical   Park  [colored  poster].   [1975.]  42  x 

28  in.  [Done  on  occasion  of  Bicentennial  of  American  Revolution. 
Designer:  Chermayeff  and  Geismar  Associates.]  + 

I  29.20:In  2 

01464  Sleeping  Bear  Dunes  National  Lakeshore,  Mich.  [Rev.  Apr.  1975.]  [1975.] 

[2]  p.il.  oblong  large  8°  folded  into  narrow  24°  size     +     •Item  651 

I  29.6/3:  SI  2  b/975 

NATIONAL  PORTRAIT  GALLERY,  Smithsonian  Institution 
Washington,  DC  20560 

01465  Checklist  of  permanent  collection.  1975.  72  p.  4°     [Colored  illustrations 

on  p.  1  and  4  of  cover.]     *  Paper,  $2.15.    •Item  922-B 

L.C.  card  75-619256  SI  11.2  :C  41/975 
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01466  Report  of  National  Marine  Fisheries  Service  for  calendar  year,  1974. 

July  1975.  cover  title,  [2] +50  p.il.  4°  + 

C  55.301:974 

NATIONAL  SCIENCE  FOUNDATION  Washington,  DC  20550 

01467  Expenditures  for  scientific  and  engineering  activities  at  universities  and 

colleges,  fiscal  year  1973;  [by  Ronald  Biggar  ,  James  Hoehn  ].  [1975.] 
viii+107  p.il.  oblong  8°  (Surveys  of  Science  Resources  Series:  NSF 
75-316.)    *  Paper,  $2.45.    •Item  834-T 

NS  1.22:Sci  2/4/973 

01468  General  revenue  sharing  research  utilization  project:  v.  3,   Synthesis 

of  formula  research  [with  list  of  references].  Oct.  1975.  viii+133  p.U. 
4°  (NSF-RA-S-75-048.)  [Prepared  under  NSF/RANN  (Research  Ap- 
plied to  National  Needs)  grant  APR-75-18638.]  *  Paper,  $2.10.  •Item 
834-C 

NS  1.2 :R  32/v.3 

01469  How  consumers  use  product  information,  assessment  of  research  in 

relation  to  public  policy  needs  [with  bibliographies];  by  William  L. 
Wilkie  .  [1975.]  xiii+[l]+70  p.  4°  (Research  Application  Directorate 
(RANN),  Division  of  Advanced  Productivity,  Research  and  Technolo- 
gy.) [Prepared  by  Marketing  Science  Institute,  Cambridge,  Mass., 
under  grant  GI-42037.]     *  Paper,  $1.45.    •Item  834-C 

NS  1.2:C  76/3 

01470  Papers  and  proceedings  of  colloquium  held  in  Washington,  D.C.,  Nov. 

17,  1973,  on  effects  of  international  technology  transfers   on  U.S. 
economy.  July  1974.  v+109  p.il.  4°    ([NSF  74-21.])    *  Paper,  $1.50. 
•Item  834-C 
L.C.  card  74-600122  NS  1.2:T  22/7 

01471  Report  and  recommendations  of   solar  energy   workshop,   held  Nov. 

29-30,  1973  [articles,  with  bibliographies];  Charles  Turner  ,  editor. 
Sept.  1974.  vi+218  p.U.  4°  (NSF-RA-N-74-062;  Research  Applied  to 
National  Needs  (RANN).)  [Prepared  by  National  Oceanic  and  At- 
mospheric Administration,  Environmental  Research  Laboratories, 
Silver  Spring,  Md.  under  grant  AG-495.]  *  Paper,  $2.90.  •Item 
834-C 

NS  1.2:So  4/7 

01472  Science  resources  studies  highlights:  Defense,  space,  and  energy  ac- 

count for  most  of  record  increase  in  Federal  R&D  total  in  fy 
1976.  Aug.  25,  1975.  4  p.il.  4°  (NSF  75-320.)  [Prepared  in  Government 
Studies  Group,  Division  of  Science  Resources  Studies.]  + 

NS  1.31  :D  36/976 

01473  Science   resources   studies  highlights:   Federal  support  to  universities 

and  colleges  approached  $4.5  billion  in  fy  1974.  Oct.  3,  1975.  4  p.il. 
4°  (NSF  75-324.)  [Prepared  in  Universities  and  Nonprofit  Institutions 
Group.]  + 

NS  1.31  :Un  3/974 

01474  Science  resources  studies  highlights:  Graduate   science  enrollment  in 

1974  shows  first  increase  since  1969.  Oct.  22,  1975.  4  p.il.  4°  (NSF 
75-328.)  [Prepared  in  Universities  and  Nonprofit  Institutions  Studies 
Group,  Division  of  Science  Resources  Studies.]  + 

NS  1.31:G  75/4/974 
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01475  Science  resources  studies  highlights:  Racial  minorities  in  scientist  and 

engineer  population.  Sept.  19,  1975.  7  p.il.  4°  (NSF  74-314.)  [Prepared 
in  Manpower  Utilization  Studies  Group,  Division  of  Science 
Resources  Studies.]  + 

NS  1.31:M  66 

01476  Solar  energy  school  heating  augmentation  experiment;  design  construc- 

tion, and  initial  operation.  Dec.  4,  1974.  v+80  p.il.  4°  ([NSF-RA- 
N-74-019;  RANN/Research  applied  to  National  Needs.])  [Prepared  by 
Inteitechnology  Corporation,  Warrington,  Va.  under  contract  NSF- 
C  868.  ITC  report  090974.]     *  Paper,  $1.45.     •Item  834-C 

NS  1.2:So  4/11 

01477  Solar  heating  proof -of -concept  experiment  for  public  school  building; 

by  Glen  L.  Merrill  .  [1975.]  v  +  84  p.il.  5  p.  of  pi.  4°  (NSF-RA- 
N-74-119;  Research  Applications  Directorate,  Office  of  Public 
Technology  Projects,  RANN-Research  Applied  to  National  Needs.) 
[Prepared  by  Honeywell  Inc.,  Systems  &  Research  Center,  Min- 
neapolis, Minn,  under  contract  C-870.]  *  Paper,  $2.25.  •Item  834- 
C 

NS  1.2:So  4/13 

NATIONAL  TRANSPORTATION  SAFETY  BOARD  Washington,  DC 
20594 

Marine  casualty  report.  (U.S.  Coast  Guard  Marine  Board  of  Investiga- 
tion report  and  Commandant's  action,  action  by  National  Transporta- 
tion Safety  Board.) 

01478  Collision   of  tug  Carolyn  and  Weeks  barge  No.  254  with  Chesapeake  Bay   Bridge  and 

Tunnel  on  or  about  21  Sept.  1972  without  loss  of  life.  [Jan.  1974.]  cover  title,  [3]  +  26 
p.  4°    (Report  USCG/NTSB  MAR-74-2.)     # 

TD  1.116:C  42 

01479  Entanglement  of  submersible  Johnson  Sea  Link  with  submerged  wreckage  off  Key  West, 

Florida  on  or  about  17  June  1973  with  loss  of  life.  [Jan.  1975.]  cover  title,  [3]  +  34 
p.il.  4°    (Report  USCG/NTSB  MAR-75-2.)     # 

TD  l.U6:K  52  W 

01480  Explosion  and  fire  on  board  unmanned   tank  barge  Ocean   80  at  Carteret,   NJ.  on  25 

Oct.    1972    without    loss    of    life.    [May    1975.]    cover    title,    [3]  +  27    p.    4°    (Report 
USCG/NTSB  MAR-75-3.)     # 

TD  l.U6:C  24 

01481  Foundering  of  M/V   Maryland  in  Albemarle  Sound,  N.C.   on  18  Dec.  1971  with  loss  of 

life.  [May  1974.]  cover  title,  [3] +  36  p.  4°    (Report  USCG/NTSB  MAR-74-3.)     # 

TD  1.116:A1  1  s 

01482  Grounding  of   SS   Hillyer   Brown   at   Cold    Bay,   Alaska   on   Mar.   7,   1973    without  loss 

of   life.   [Jan.   1975.)   cover  tide,   [3]+ 34  p.il.   4°    (Report   USCG/NTSB    MAR-75-1.) 
# 

TD  l.U6:C  67 

01483  Loss  of  numerous  vessels  during  heavy   weather  in  vicinity  of  Chetco  River,  Oregon 

on  or  about  Aug.   16,  1972;  with  loss  of  life.   [Aug.   1974.]  cover  title,    [3]  +  43  p.il. 
4°     (Report  USCG/NTSB  MAR-74-7.)     # 

TD  l.U6:C  42/2 

01484  M/V   Venus;  explosion   and  fire  on   St.   Lawrence   River   on  4  May  1972  with  loss  of 

life.  [June  1974]  cover  title,  [3] +  33  p.  4°    (Report  USCG/NTSB  MAR-74-5.)     # 

TD  l.U6:Sa  2  1 

01485  SS  African  Neptune;  collision  with  Sidney  Lanier  Bridge  at  Brunswick,  Ga.  on  7  Nov. 

1972  with  loss  of  life.  [May  1974]  cover  title,  [3]  + 

TD  1.116:B  83 

01486  SS  V.A.  Fogg;  sinking  in  Gulf  of  Mexico  on  1  Feb.  1972  with  loss  of  life.  [Sept.  1974.] 

cover  tide,  [3]  +  %  p.il.  4°    (Report  USCG/NTSB  MAR-74-8.)     # 

TD  l.U6:M  57/5 

01487  SS  William  T.  Steele;  death  of  3  ships  officers  at  Guayanilla,  Puerto  Rico  on  18  Nov. 

1972.  [Aug.  1974.]  cover  title,  [3]  +  28  p.il.  4°    (Report  USCG/NTSB  MAR-74-6.) 
# 

TD  l.U6:G  93 
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NAVAL  OBSERVATORY,  Defense  Dept.  Washington,  DC  20350 

01488  Nautical  almanac  for  [calendar]  year  1976.  1974.  A2-A4+276+xxv  p.il. 

[Issued  by  Nautical  Almanac  Office.  Pages  A2  and  xxxv  are  printed 
on  inside  of  front  and  back  covers.  Altitude  correction  tables  10°- 
90°,  sun,  stars,  planets  and  Index  to  selected  stars  also  issued. 
Produced  jointly  by  H.  M.  Nautical  Almanac  Office,  Royal  Greenwich 
Observatory,  and  by  Nautical  Almanac  Office,  U.S.  Naval  Observato- 
ry. Printed  separately  in  United  States  and  United  Kingdom.]  * 
Stiffboard,  $6.20.    ©Item  395 

D  213.11:976 

Publications  of  Naval  Observatory,  2d  series. 

01489  V.  24,  pt.  1  [Third  catalog  of  trigonometric  parallaxes  of  faint  stars;  by  R.  S.  Harrington 

,  C.  C.  Dahn  ,  A.  L.  Behall,  J.  B.  Priser,  J.  W.  Christy,  B.  Y.  Riepe,  H.  D. 
Abies,  H.  H.  Guetter,  A.  V.  Hewitt,  and  R.  L.  Walker].  1975.  30  p.il.  P  ([Astrometry 
and  Astrophysics  Division.])     #     •Item  398 

D  213.10:24/pt.l 

NAVAL  PERSONNEL  BUREAU,  Defense  Dept.  Washington,  DC  20370 

01490  Bureau  of  Naval  Personnel  manual,  Change  10/75.  Oct.  1975.  [65]  p. 

4°  (BUPERSMAN,  NAVPERS  15791B.)  [Issued  with  perforations.] 
*  Paper,  $41.35  (basic  and  supplementary  material  for  indefinite 
period);  add  $10.35  for  foreign  mailing    •Item  403-A 

D  208.6/2:969/ch.  10/75 

01491  Navy  human  resources  management  survey.   [Nov.   1974.]   7  p.  4° 

(BuPers  5314-6,  Process  control  no.  09;  [Research  and  Evaluation 
Division  (Pers-65)].)    #    •Item  403 

D  208.2:H  88 

NAVAL  RESEARCH  OFFICE,  Defense  Dept.  Arlington,  VA  22217 

NRL  report.  (Naval  Research  Laboratory.) 

01492  7901.  Cryogenic  loop  antennas  for  VLF  reception  in  seawater  [with  list  of  references; 

by]  David  L.  Guerrino  .  Sept.  1975.  cover  title,  iii+23  p.il.  4°  §  (Price  upon  applica- 
tion, AD-A016181/SDS). 

D  210.8:7901 

01493  7907.  Metallurgical  processing  and  superconducting  parameters  of  the  V3Ga  Al  5  phase 

[with  list  of  references;  by]  B.  N.  Das  ,  J.  E.  Cox  ,  and  R.  W.  Huber.  Sept. 
1975.  cover  tide,  iii  +  42  p.il.  4°     §  (Price  upon  application,  AD-A015944/SDS). 

D  210.8:7907 

01494  7917.  Further  observations  on  A533-B  steel  plate  tailored  for  improved  radiation  embrittle- 

ment  resistance  [with  list  of  references;  by]  J.  Russell  Hawthorne  .  Sept.  1975. 
cover  title,  iii+16  p.il.  4°      §  (Price  upon  application,  AD-A016094/SDS). 

D  210.8:7917 

NAVAL  SHIP  SYSTEMS  COMMAND,  Defense  Dept.  Washington,  DC 
20360 

01495  Professional  opportunities  in  NAVSEA.  [May  1975.]  cover  title,  14+ [2] 

p.il.  4°  [Illustrations  are  colored.  Illustrations  on  p.  1-4  of  cover.] 
+     •Item  412 

D  211.2:Op  5 

NAVAL  TRAINING  COMMAND,  Defense  Dept.  Pensacola,  FL  32508 

Rate  training  manual. 

014%  Utilitiesman  3  &  2.  [Revised  1973;  published  1974.]  cover  title,  vi+646  p.il.  4°  (NAVTRA 
10656-F.)  [Prepared  by  Naval  Training  Publications  Detachment,  Washington,  D.C. 
One  illustration  is  colored.]     #     •Item  404 

D  207.208/2:Ut  3 
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OCCUPATIONAL  SAFETY  AND  HEALTH  ADMINISTRATION, 
Labor  Dept.  Washington,  DC  20210 

01497  Annotated  guide  to   Williams-Steiger  Occupational   safety   and  health 

act  of  1970,  (P.L.  91-5%,  enacted  Dec.  29,  1970).  [1975.]  cover  title, 
28  p.  4°    (OSHA  2035.)  [Issued  with  perforations.]     # 

L  35.8:W  67/2 

01498  Longshoring  industry,  OSHA  safety  and  health  standards  (29  CFR  1918). 

July  1975.  cover  title,  [l]  +  xiii  +  138  p.  square  24°  (OSHA  2232.)  [Text 
on  p.  2  of  cover.]     +     •Item  766-D 

L  35.6:  L  86 

01499  Noise,  environmental  problem,  guide  to  OSHA   standards.    [1972.]  12 

p.il.  4°  (OSHA  2067.)  [Articles  reprinted  from  July-Aug.  1972  issue 
of  Safety  standards.]     # 

L  35.8:N  69 

01500  Occupational  safety  and  health:  v.  1,  General  industry  standards  and 

interpretations,  Change  11.  Oct.  31,  1975.  [44]  p.il.  4°  (OSHA  2077; 
Subscription  Service.)  [Issued  with  perforations.]  *  Paper,  $21.00 
(basic  and  supplementary  material  for  indefinite  period);  add  $5.25 
for  foreign  mailing     #Item  766-F 

L  35.6/3-l:972/ch.ll 

Occupational  safety  and  health  regulations  OSHA  (series). 

01501  2207.  Construction  safety  and  health  regulations,  pt.  1926.  June  1974.  cover  title,  [1] +  22801- 

22893  p.il.  4°     [Excerpts  from  Federal  register,  June  24,  1974.]     *  Paper,  $1.55. 
•Item  766-D 

L  35.6/2:2207 

OSHA  safety  and  health  standards  digest. 

01502  General  industry.  Revised  June  1975.  [1975.]  cover  title,  [7]+52  +  [4]  p.  24°    (OSHA  2201.) 

[Last  4  pages  are  reserved  for  Notes.]     *  Paper,  $1.05.     •Item  766-D 

L  35.6/4:G  28/975-2 

01503  Programmed  instruction  course,  principles  and  practices  of  occupational 

safety  and  health,  administrator's  manual.  [1975.]  9  p.  4°  (OSHA 
2211.)     *35c.    #Item764-D 

L  35.8:P  93/2 

01504  Programmed  instruction  course,  principles  and  practices  of  occupational 

safety  and  health,  student  manual,  booklet  3.  [1975.]  [l]+52  p.il.  4° 
(OSHA  2215.)  [Issued  with  perforations.]  *  Paper,  $1.35.  •Item  764- 
D 

L  35.8:P  93/bk.  3 

01505  Recordkeeping  and  reporting  guidelines  for  Federal  agencies  under  Wil- 

liams-Steiger Occupational  safety  and  health  act  of  1970.  Nov.  1, 
1971.  7  + [U]  p.  4°    # 

L  35.8:G  94 

01506  Target  industries,  profiles  of  5  hazardous  occupations.   [1975.]  cover 

title,  23  p.il.  4°  (OSHA  2034.)  [Reprints  from  Safety  standards.] 
*  Paper,  30c. 

L  35.9/a:T  174 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  117 


Government  Publications 

OCCUPATIONAL  SAFETY  AND  HEALTH  REVIEW  COMMISSION 
Washington,  DC  20006 

OSAHRC  reports. 

01507  V.18.   Decisions  of  Occupational  Safety  and  Health  Review   Commission,   May  15-June 

30,  1975.  1975.  x  +  1034  p.il.     *  Cloth,  $11.90.     •Item  1070-L 

Y  3.0c  1:10/18 

OCEANOGRAPHER  OF  THE  NAVY,  OFFICE  OF,  Defense  Dept. 
Washington,  DC  20390 

Pamphlet. 

01508  1-74.  Oceanographic  ship  operating  schedules,  Jan.-Dec.  1974.  [1974.]  cover  title,  xiii  +  247 

p.il.  4°  [Published  in  cooperation  with  University-National  oceanographic  Laboratory 
System.]     +     •Item  337-G 

D  218.9:1-74 

PATENT  AND  TRADEMARK  OFFICE,  Commerce  Dept.  Washington, 
DC  20231 

01509  Manual  of  classification,  Jan.  1975  [replacement  pages  incorporating 

remainder  of  changes  directed  to  be  made  subsequent  to  Oct.  1, 
1974  and  prior  to  Dec.  31,  1974].  [1974.]  [103]  p.  4°  [Issued  with  per- 
forations. Includes  list  of  replacement  pages.]  *  Paper,  $44.00  (basic 
and  supplementary  material  for  indefinite  period,  $11.00  add.  for 
foreign  mailing).     •Item  258 

C  21.12:972-73/rev.pages  5 

PRESIDENT  OF  UNITED  STATES  Washington,  DC  20500 

01510  Conference  on  inflation,  Sept.  27-28,  1974,  Washington,  D.C.  [1974.] 

cover  title,  viii+545  p.il.     *  Paper,  $4.60.    •Item  850  (all  libraries) 

Pr  38.2:In  3/2 

oi5ii  First  ponder,  then  dare,  disabled  students  of  America.  [1975.]  cover 
title,  [11]  p.il.  4°     +  President's  Committee  on  Employment  of  the 
Handicapped,  7131  Department  of  Labor,  Washington,  DC  20210 
•Item  766-C 

PrEx  1.10: St  9 

01512  Health,  education,  and  welfare,  income  security,  social  services,  con- 

ference on  inflation,  Sept.  19,  1974,  Washington,  D.C,  report.  [1974.] 
cover  title,  [11]  p. +1143  col.  4°    #    •Item  850 

Pr  38.2:In  3/5 

01513  Improving  municipal  productivity,   Detroit  refuse  collection  incentive 

plan.  [1974.]  [5] +26  p.  (National  Commission  on  Productivity.)  # 
•Item  851-J 

Pr  37.8:P  94/M  92 

01514  Labor  conference  on  inflation,  Sept.  11,  1974,  Washington,  D.C,  report. 

[1974.]  cover  title,  [5] +292  p.  4°      #    ©Item  850 

Pr  38.2:In  3/6 

01515  List  of  guidebooks  for  handicapped  travelers.  4th  edition.  Sept.  1975. 

[3]+21  p.il.  [Compiled  by  Women's  Committee,  President's  Committee 
on  Employment  of  the  Handicapped.]  +  President's  Committee  on 
Employment  of  the  Handicapped,  7131  Department  of  Labor, 
Washington,  DC  20210.     •Item  766-C 

PrEx  1.10/8  :T  69/975 
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01516  MR  74,  friend  in  Washington,  report  of  President's  Committee  on  Men- 
tal Retardation.  [June  1975.]  cover  title,  iv+44  p.il.  4°    ([DHEW  publi- 
cation (OHD)  75-21010].)     +  President's  Committee  on  Mental  Retar- 
dation, Washington  ,  DC  20201.     #Item  851-J 
L.C.  card  67-62450  Pr  36.8:M  52/R  29/974 

015P  National  policy  for  productivity  improvement,  statement  by  National 
Commission  on  Productivity  and  Work  Quality.  Oct.  1975.  cover  title, 
35p.il.     +     #Item  851-J 

Pr  37.8:P  94/P  75/2 

01518  Natural  resources  and  recreation,   conference   on  inflation,   Sept.  16, 

1974,  Dallas,  Tex.,  report.  [1974.]  cover  title,  [144]  p.  4°  #  ©Item 
850 

Pr  38.2:In  3/7 

01519  White  House  fellowships.  [1975.]  cover  title,  vi  +  30  p.il.  oblong  12° 

+  President's  Commission  on  White  House  Fellowships,  Washington, 
DC  20415.    •Item  851-J 

Pr  36.8:W  58/F  33/975-76 

RADIATION  PROGRAMS  OFFICE,  Environmental  Protection  Agency 
Rockville,  MD  20852 

Technical  note  ORP/CSD  (series). 

01520  75-3.  Radioactivity  distribution  in  phosphate  products,  by-products,  effluents,  and  wastes 

[with   list   of   references];   by   Richard   J.   Guimond    ,    Samuel   T.    Windham   .   Aug. 
1975.  [U]  +  30  +  [2]  p.  4°    (Division  of  Criteria  and  Standards.)     +     •Item  431-1-13 

EP  6.10/3:75-3 

01521  75-4.  Preliminary  findings,  radon  daughter  levels  in  structures  constructed  on  reclaimed 

Florida  phosphate  land  [with  lists  of  references).  Sept.  1975.  [9]  +  23  +  [3]  +  7  p.il.  4° 
([Division  of  Criteria  and  Standards.])     +     •Item  431-1-13 

EP  6.10/3:75-4 

RADIOLOGICAL  HEALTH  BUREAU,  Health,  Education,  and 
Welfare  Dept.  Rockville,  MD  20852 

01522  Comparison  of  instrument  performance  in  measuring  X-ray  tube  current 

and  mAs  [with  list  of  references;  by]  Charles  J.  Daniels  ,  III,  Jeffrey 
L.  Silberberg  .  Aug.  1975.  iii+27+[2]  p.il.  4°  (DHEW  publication 
(FDA)  76-8013:  Division  of  Electronci  Products.)  +  #Item  498-B- 
2 

HE  20.4102:X  1/4 

01523  Medical  X-ray  photo-optical  systems  evaluation,  proceedings  of  sym- 

posium held  in  Columbia,  Md.,  Oct.  21-23,  1974  [articles,  with  lists 
of  references];  editors,  Kenneth  E.  Weaver  ,  Robert  F.  Wagner  , 
David  J.  Goodenough.  Oct.  1975.  ix+245  p.il.  4°  (DHEW  publication 
(FDA)  76-8020.)  [Presented  in  cooperation  with  Society  of  Photo- 
Optical  Instrumentation  Engineers.  Work  performed  pursuant  to  con- 
tract FDA  223-74-6119.]     *  Paper,  $3.15.     •Item  498-B-2 

HE  20.4102:X  1/5 

01524  Nashville  dental  project,  educational  approach  for  voluntary  improve- 

ment of  radiographic  practice  [with  list  of  references;  by]  C.  Larry 
Crabtree  ,  Orlen  N.  Johnson  .  July  1975.  iv+54+[2]  p.il.  4°  (DHEW 
publication  (FDA)  76-8011;  Division  of  Training  and  Medical  Applica- 
tions.)    +     •Item  498-B-2 

HE  20.4102:D  43 
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01525  System  for  estimation  of  mean  active  bone  marrow  dose  [with  bibliog- 

raphy]; by  R.  E.  Ellis  ,  M.  J.  R.  Healy  ,  B.  Shleien,  and  T.  Tucker. 
Sept.  1975.  viii+50+[2]  p.il.  4°  (DHEW  publication  (FDA)  76-8015.) 
*  Paper,  $1.15.      •Item  498-B-2 

HE  20.4102:B  64/2 

RECLAMATION  BUREAU,  Interior  Dept.  Washington,  DC  20240 

01526  Federal  reclamation  projects,  water  and  land  resource  accomplishments, 

1973:  Finances  and  physical  features,  statistical  appendix  2.  [1974.] 
[l]+iv+192  p.il.  2  maps,  4°     +     •Item  663- A 

I  27.55 :973/app.2 

01527  Federal  reclamation  projects,  water  and  land  resource  accomplishments, 

1973:  Project  data,  statistical  appendix  3.  [1974.]  vi+377  p.il.  map, 
4°     +     •Item  663-A 

I  27.55 :973/app.3 

01528  Federal  reclamation  projects,  water  and  land  resource  accomplishments, 

1974:  Finances  and  physical  features,  statistical  appendix  2.  [1974.] 
iv  +  [l]+ 194  p.il.  2  maps,  4°     +     •Item  663-A 

I  27.55 :974/app.2 

RENEGOTIATION  BOARD  Washington,  DC  20446 

01529  Renegotiation   act  of   1951   as   amended   through   June   30,   1974.   1974. 

ii+27  +  xi  p.     *  Paper,  55c.     •Item  308 

RnB  1.5 :R  29/974 

RURAL  ELECTRD7ICATION  ADMINISTRATION,  Agriculture  Dept. 
Washington,  DC  20250 

01530  Annual  statistical  report,  1974,  rural  telephone  borrowers,  calendar  year 

ended  Dec.  31,  1974.  [1975.]  cover  title,  240  p.il.  4°  (REA  bulletin 
300-4.)     +     •Item  115 

A  68.1:/3:974 

01531  List  of  materials  acceptable  for  use  on  systems  of  REA  electrification 

borrowers,  supp.  1,  Oct.  1975.  [1975.]  [80]  p.il.  4°  (REA  bulletin  43-5; 
Technical  Standards  Committees  (Electric).)  [Issued  with  perfora- 
tions.] *  Paper,  $12.00  (basic  and  supplementary  material  for  in- 
definite period);  add  $3.00  for  foreign  mailing.     •Item  116- A 

A  68.6/2:975/supp.l 

01532  List  of  materials  acceptable  for  use  on  telephone  systems   of  REA 

borrowers,  Sept.  1975,  supp.  2.  Jan.  1975.  [56]  p.  4°  (REA  bulletin 
344-2.)  [Issued  with  perforations.]  *  Paper,  $7.00  (basic  and  supple- 
mentary material  for  indefinite  period);  add  $1.75  for  foreign  mailing. 
•Item  116-A 

A  68.6/2:975/supp.2 

SAFETY  OFFICE,  Transportation  Dept.  Washington,  DC  20590 

Railroad  accident  investigation:  Summary  report. 

01533  52.  Chicago,  Milwaukee,  St.  Paul,  and  Pacific  Railroad  Company,  Spaulding,  111.,  Nov. 

23,  1973.  [1975.]  7  p.  4°     [Prepared  by  Railroad  Safety  Board.]  + 

01534  53.   Southern  Pacific  Transportation   Company,  Colmesneil,  Tex.,   Feb.   16,   1974.   [1975.] 

4  p.  4°     [Prepared  by  Railroad  Safety  Board.]  + 

01535  54.   Atchinson,  Topeka,   and  Santa  Fe  Railway  Company,   Cajon,  Calif.,  Apr.  6,  1974. 

[1975.]  5  p.  4°  [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:54 
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01536  55.   Southern   Pacific   Transportation   Company,   Climax,   Tex.,   June   29,   1974.   [1975.]   5 

p.  4°    [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:55 

01537  56.  Denver  and  Rio  Grande  Western  Railroad  Company,  Brendel,  Utah,  Sept.  21,  1974. 

[1975.]  6  p.  4°  [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:56 

01538  57.  Missouri  Pacific  Railroad  Company,  Spring,  Tex.,  Oct.  19,  1974.  [1975]  5  p.  4° 

[Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:57 

01539  58.   Burlington   Northern,   Incorporated,    New   London,   Minn.,   Nov.   10,   1974.   [1975.]   6 

p.il.  4°     [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:58 

01540  59.  Missouri  Pacific  Railroad  Company,  Martin  City,  Mo.,  Oct.  18,  1973.  [1975]  7  p.il. 

4°     [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:59 

01541  60.  Central  of  Georgia  Railway  Company,   Mizell,  Ga.,  June  20,   1973.   [1975.]  6  p.  4° 

[Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:60 

01542  60.  Penn  Central  Transportation  Company,  Leetsdale,  Pa.,  July  17,  1974.  [1975.]  6  p.il. 

4°     [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:60/2 

01543  61.   Penn   Central  Transportation  Company,   Dunkirk,   N.Y.,  July  20,   1973.    [1975.]   5   p. 

4°     [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:61 

01544  62.  Duluth,  Missabe,  and  Iron  Range  Railway  Company,  Highland,  Minn.,  Oct.  12,  1973. 

[1975.]  6  p.  4°  [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:62 

01545  63.  Alabama  Great  Southern  Railroad  (Southern  Railway   System),  Fleming,  Ala.,  May 

17,  1974.  [1975.]  5  p.  4°     [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:63 

01546  64.   Norfolk  and  Western   Railway  Company,   Wyatt,   Ind.,   Nov.   22,   1973.    [1975.]  5  p. 

4°     [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:64 

Railroad  employee  accident  investigation  report. 

01547  174-8.   [Reports  of  5   separate   accidents.]    [Aug.   7,   1975.]  each  [2]  p.  4°     [Prepared  by 

Railroad  Safety  Board.]  + 

TD  3.110/3:174-8 

01548  180-1.   [Reports   of  2   separate   accidents.]    [Aug.   7,   1975.]   each   [2]   p.  4°     [Prepared   by 

Railroad  Safety  Board.]  + 

TD  3.110/3:180-1 

01549  201.  Missouri  Pacific  Railroad  Company,   Beaumont,  Tex.,  Jan.  11,  1975.  [Sept.  2,  1975.] 

[2]  p.  4°  [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/3:201/     * 

SECURITIES  AND  EXCHANGE  COMMISSION  Washington,  DC 
20549 

01550  Investigate  before  you  invest,  message  for  investors.  [1975.]  cover  title, 

[8]  p.il.  narrow  8°    ([Consumer  education  publication;  Office  of  Public 

^formation.])     +     "*"  ^  SE  ..2:I„  8/10/975 

SHIP  STRUCTURE  COMMITTEE  Washington,  DC  20226 

SSC  (series).  (Coast  Guard  Headquarters.) 

01551  251.   Study  of  subcritical  crack  growth  in   ship  steels  [with  lists  of  references];  by  P. 

H.  Francis  ,  J.  Lankford  ,  jr.,  and  F.  F.  Lyle,  jr.  1975.  xvi+158  +  [2]  p.il.  4° 
[Final  technical  report  on  project  SR-209  ,  Subcritical  crack  growth,   prepared  by 
Southwest  Research  Institute,  San  Antonio,  Texas,  under  Naval  Ship   Engineering 
Center  contract  N00024-73-C-5199.  Page  xvi  left  blank  for  notes.  Text  on  p.  2  of 
cover]     §  (Price  upon  application).  Y  3  Sh  6SSC-251 

SMALL  BUSINESS  ADMINISTRATION  Washington,  DC  20416 

01552  Displaced  business  economic  injury  loans  and  management  and  techni- 

cal assistance  for  small  businesses  displaced  or  otherwise  adversely 
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affected  by  federally-aided  construction  projects.  [Sept.  1974.]  [2]  p.il. 
narrow  f°  folded  into  oblong  48°  size.  ([OPI-4;  Office  of  Public  Infor- 
mation.])    +     •Item  901-B 

SBA  1.2:Ec  7/3/974 

SMITHSONIAN  INSTITUTION  Washington,  DC  20560 

01553  Conservation   orientation   for   museum   personnel,    video   tape   series. 

[1975.]  8  p.  narrow  8°  ([Conservation  Information  Program,  Office 
of  Museum  Programs.])  [Text  on  p.  2  and  3  of  cover.]  +  •Item 
910 

SI  1.2:C  76 

01554  National  Zoological  Park,  18-month  report,  July  1,  1971-Dec.  31,  1972. 

1974.  [6] +66  p.il.  4°     +     •Item  910-J 

SI  1.1/2:972 

Smithsonian  contributions  to  botany. 

01555  27.  Mosses  of  Juan  Fernandez  Islands  [with  list  of  literature  cited];  by  Harold  Robinson 

.  1975.  iv+88  p.  4°     +     •Item  910-E 

L.C.  card  75-619009  SI  1.29:27 

Smithsonian  contributions  to  zoology. 

01556  203.   New  species   of   marine   mollusks   from   Pitcairn   Island   and   Marquesas   [with   list 

of  literature  cited;  by]  Harald  A.  Rehder  and  Barry   R.  Wilson  .  1975.  iv  +  16  p.il. 

1  pi.  4°     [Plate  is  colored.]     +     •Item  910-D 

L.C.  card  75-1405  SI  1.27:203 

01557  211.  Revision  of  stonefly  family  Nemouridae  (Plecoptera);  study  of  world  fauna  at  generic 

level   [with   list   of   literature   cited;    by]   Richard   W.    Baumann    .   1975.    iii+74   p.il. 

4°     +     •Item  910-D 

L.C.  card  75-619077  SI  1.27:211 

01558  Smithsonian    opportunities    for   research    and    study    in   history,    art, 

science.  1974.  141  p.  (Board  of  Academic  Studies.)     +     •Item  910 

SI  1.2-.R  31/974 

Smithsonian  studies  in  history  and  technology. 

01559  23.   Stone  money   of  Yap,   numismatic   survey   [with   list  of  references;  by]   Cora  Lee 

C.  Gillilland  .  1975.  vii+75  p.il.  4°     *  Paper,  $1.70.     •Item  910-F 

L.C.  card  75-619047  SI  1.28:23 

01560  31.  Early  auditory  studies,  activities  in  psychology  laboratories  of  American  universities 

[with   selected   bibliography;   by]   Audrey   B.   Davis   and   Uta   C.   Merzbach   .   1975. 

v  +  39  p.il.  4°     *  Paper,  $1.65.      •Item  910-F 

L.C.  card  75-619025  SI  1.28:31 

SOCIAL  SECURITY  ADMINISTRATION,  Health,  Education,  and 
Welfare  Dept.  Baltimore,  MD  21235 

01561  Medical  care  expenditures,  prices,  and  costs,  background  book.  [Sept. 

1975.]   vi+97  p.  4°    (DHEW  publication  (SSA)  75-11909;   Office  of 
Research  and  Statistics.)  [Compiled  by  Division  of  Health  Insurance 
Studies.]     *  Paper,  $1.70  (S/N  017-070-00271-4).     •Item  516 
L.C.  card  75-600042  HE  3.2:M  46/12/975 

01562  Monthly  benefit  statistics:   Old  age,  survivors,   disability,  and  health 

insurance,  summary  benefit  data.  Oct.  14,  1975.  [2]  p.  4°    (DHEW 

publication  (SSA)  76-11703;  Office  of  Research  and  Statistics.)  + 

y  HE  3.28/6-3:975 

01563  National  health  insurance  proposals,  provisions  of  bills  introduced  in 

93d  Congress  as  of  July  1974;  compiled  by  Saul  Waldman  .  [1974.] 
iv+228  p.  4°    (DHEW  publication  (SSA)  75-11920;  Office  of  Research 
and  Statistics.)      *  Paper,  $2.45.     •Item  516 
L.C.  card  73-600351  HE  3.2:H  34/9/974-2 
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Research  and  statistics  note,  1974  (series).  (Office  of  Research  and 
Statistics.) 

01564  32.   National  health   expenditures,   fiscal    year  1974;   by   Nancy   L.   Worthington       Nov 

29,  1974.  3  p.  4°  (DHEW  publication  (SSA)  74-11701.)  + 

HE  3.28/2:974/32 

01565  Standards  for  good  medical  care,  based  on  opinions  of  clinicians  as- 

sociated with  Yale-New  Haven  Medical  Center  with  respect  to  242 
diseases;  [by]  Hyman  K.  Schonfeld  ,  Jean  F.  Heston  ,  Isidore  S. 
Falk.  Feb.  1975.  4  v.,  various  paging,  4°  (DHEW  publication  (SSA) 
75-11926;  Office  of  Research  and  Statistics.)  [Prepared  under  contract 
SSA-71-3273.]  + 
L.C.  card  74-6000199  HE  3.2:M  46/16/ v. 1-4 

01566  When  you  work  at  a  job.  [July  1975.]  12  p.il.  12°    ([DHEW  publication 

(SSA)  75-10071.])     +     •Item  516 

HE  3.2:J  57/2 

01567  When  you  work  in  fields.  [June  1975.]  11  p.il.  4°    ([DHEW  publication 

(SSA)  75-10046.])  [Illustrations  are  colored.]     +     •Item  516 

HE  3.2:F  46/2 

01568  Women's  guide  to  social  security.  [June  1975.]  cover  title,  12  p.  ([DHEW 

publication  (SSA)  75-10127.])  +      •Item  516-C 

HE  3.6/3:W  84 

SOIL  CONSERVATION  SERVICE,  Agriculture  DepL  Washington,  DC 
20250 

01569  Soil  survey:  Andrews  County,  Tex.  [with  list  of  literature  cited;  by 

Nathaniel  R.  Conner  ,  Harold  W.  Hyde  ,  and  Herbert  R.  Stoner]. 
Aug.  1974.  cover  title,  i+46  p.il.  51  p.  of  pi.  and  maps,  4°  [Prepared 
in  cooperation  with  Texas  Agricultural  Experiment  Station.  Text  on 
p.  2  of  cover.  One  map  is  colored.]  +  (Information  incorrect  in 
publication  as  to  sale  by  Superintendent  of  Documents).  •Item  102 
(Rev.  1957) 

A  57.38:An  2/3 

01570  Soil  survey:  Escambia  County,  Ala.  [with  list  of  literature  cited;  by 

Martin  G.  Mattox  ].  [Dec.  1975.]  cover  title,  i+98  p.il.  79  p.  of  pi. 
and  maps,  4°  [Prepared  in  cooperation  with  Forest  Service,  Alabama 
Department  of  Agriculture  and  Industries,  and  Alabama  Agricultural 
Experiment  Station.  Text  on  p.  2  of  cover.  One  map  is  colored.] 
+     •Item  102  (Rev.  1957) 

A  57.38:Es  1 

oi57i  Soil  survey:  Garrett  County,  Md.  [with  list  of  literature  cited;  by  Ken- 
neth M.  Stone  and  Earle  D.  Matthews  ].  Aug.  1974.  cover  title,  i+83 
p.il.  59  p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with  Mary- 
land Agricultural  Experiment  Station.  Text  on  p.  2  of  cover.  One 
map  is  colored.]  +  (Information  incorrect  in  publication  as  to  sale 
by  Superintendent  of  Documents).    •Item  102  (Rev.  1957) 

A  57.38:G  19/2 

01572  Soil  survey:  Howard  County,  Ark.  [with  list  of  literature  cited];  by 
James  E.  Hoelscher  ,  Charlie  N.  McCollum  ,  and  Glen  D.  Laurent. 
[Oct.  1975.]  cover  title,  [l]+75  p.il.  44  p.  of  pi.  and  maps,  4° 
[Prepared  in  cooperation  with  Forest  Service  and  Arkansas  Agricul- 
tural Experiment  Station.  Text  on  p.  2  of  cover.  One  map  is  colored.] 
+     •Item  102  (Rev.  1957) 

A  57.38:H  83/6 
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01573  Soil  survey:   Logan  County,   Nebr.   [with  list  of  literature   cited;  by 

Merritt  A.  Plantz  and  Lester  E.  Sherfey  ].  Dec.  1974.  cover  title, 
i+70  p.il.  39  p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with 
University  of  Nebraska,  Conservation  and  Survey  Division.  Text  on 
p.  2  of  cover.  One  map  is  colored.]     +     #Item  102  (Rev.  1957) 

A  57.38:L  82/3 

01574  Soil  survey:  Sebastian  County,  Ark.  [with  list  of  literature  cited;  by 

John  B.  Cox  ,  Billy  A.  Garner  ,  and  Frank  M.  Vodrazka].  Mar. 
1975.   cover  title,  i+66  p.il.   53   p.  of  pi.  and  maps,  4°    [Prepared 
in  cooperation  with  Forest  Service  and  Arkansas  Agricultural  Experi- 
ment Station.  Text  on  p.  2  of  cover.  One  map  is  colored.]  + 
•Item  102  (Rev.  1957) 

A  57.38:Se  2/2 

01575  Soil  survey:   Wheeler  County,  Tex.   [by  Jerald   O.  Crump   and  Jack 

C.  Williams  ].  Oct.  1975.  cover  title,  [1]+71  p.il.  54  p.  of  pi.  and 
maps,  4°    [Prepared  in  cooperation  with  Texas  Agricultural  Experi- 
ment Station.  Text  on  p.  2  of  cover.  One  map  is  colored.]     + 
•Item  102  (Rev.  1957) 

A  57.38:W  56 

SPECIAL  ACTION  OFFICE  FOR  DRUG  ABUSE  PREVENTION, 
Executive  Office  of  the  President  Washington,  DC  20506 

Special  Action  Office  monograph  series. 

01576  E   1.    Looking   ahead,   youth   health   center   [with   list   of   references];   edited   by   James 

A.  Crupi  ,  George  C.  Schwarz  ,  Charles  F.  Weiss.  June  1975.  ix  +  123  p.  4°  + 
•Item  857-B-3 

PrEx  20  9:E/1 

SPORT  FISHERIES  AND  WDLDLD7E  BUREAU,  Interior  Dept. 
Washington,  DC  20240 

Special  scientific  report:  Wildlife  (series). 

01577  172.   Bird  damage  to  blueberries  in  United  States  [with  list  of  references;   by]  Donald 

F.  Mott  and  C.  P.  Stone  .  1973.  ii  +  15  p.  4°    *  Paper,  55c.     ©Item  614-C 

I  49.15/3:172 

STATE  DEPARTMENT  Washington,  DC  20520 

African  series. 

01578  58.  Drought  damage  and  famine  in  sub-Sahara  Africa.  [Oct.  1974.]  [4] +  54  p.il.  4° 

([Publication  8792];  Office  of  Media  Services,  Bureau  of  Public  Affairs,  special 
report  10.)  [Text  on  AID's  Report  to  Congress  on  famine  in  sub-Sahara  Africa, 
Sept.  1974.]     +     •Item  862-A 

S  1.116:58 

Background  notes.  ([Office  of  Media  Service,  Bureau  of  Public  Af- 
fairs.]) [Issued  with  perforations.]  *  Paper,  $23.10  a  year,  add  $5.80 
for  foreign  mailing;  single  copy  30c. 

01579  Burundi  [with  reading  list].  [Revised  May  1974.]  May  1974.  5  p.il.  4°    ([Publication  8084.]) 

•  Item  862-B 

S  1.123:B  95/974 

01580  Chad  [with  reading  list].  [Revised  Oct.  1975.]  Oct.  1975.  4  p.  4°      •Item  862-B 

S  1.123:C  34/975 

01581  China,  Republic  [with  reading  list].  [Revised  May  1974.]  May  1974.  7  p.il.  4°     ([Publication 

7791.])      •Item  862-B 

S  1.123:C  44/2/974 

01582  Cuba  [with  reading  list].  [Revised  Nov.  1974.]  Nov.  1974.  8  p.il.  4°     ([Publication  8347.]) 

•Item  862-B 

S  1.123:C  89/974 
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01583  Egypt  [with  reading  list).  [Revised  Sept.  1975]  Sept.  1975.  8  p.il.  4"     ([Publication  tUl  |) 

•  Item  862-B 

s  1 1:    | 

01584  Luxembourg  [with  reading  list).  IRevised   Aug.  1975.)  Aug    I97<;    4  p  il    4       fJPubMcatioil 

7856.))      •Item  862-B 

S  I  m-.L  97/975 

01585  Malagasy    Republic    [with    reading    list).    [Revised    Sept.    1975.)    Sept.    1975.    4    p.il.    4° 

((Publication  8015.))      •Item  862-B 

S  1.I2VM  29/3/973 

01586  Martinique   [with   reading   list).   [Revised   May   1974.1   May    1974.   4  p.il.   4°     ([Publiciiun 

8320.])      ©Item  862-B 

S  LI23  ' 

01587  New  Zealand  [with  reading  list).  [Revised  Sept.  1975.)  Sept.  1975.  8  p.il.  4°     ([Publication 

8251.])      ©Item  862-B 

S  1I23:N  42  z/975 

01588  Papua  New  Guinea  [with  reading  list). 'Aug.  1975.  8  p.il.  4°     ([Publication  8X24  [i 

•Item  862-B 

S  I.123P  19/2 

01589  Rwanda  [with  reading  list).  [Revised  July  1975]  July  1975.  4  p.il.  4°    ([Publication  7816.)) 

•  Item  862-B 

S  1.12.VR  94/975 

01590  Saudi  Arabia  [with  reading  list).   [Revised   Oct.   1975]  Oct.   1975.  6  p.  4°     ([Publication 

7835.])      •Item  862-B 

S  1.123:Sa  8/975 

01591  Singapore   [with   reading   list).   [Revised   Aug.   1975.)   Aug.    1975.   6  p.il.   4°     ([Publication 

8240.])      ©Item  862-B 

S  1.123:Si  6/975 

01592  Trinidad  and  Tobago  [with  reading  list].  [Revised  Sept.  1975.)  Sept.  1975.  4  p.il.  4° 

([Publication  8306.])      •Item  862-B 

S  I.123:T  73/975 

01593  Uruguay  [with  reading  list].  [Revised  Aug.  1975.)  Aug.  1975.  4  p.il.  4°    ([Publication  7857.]) 

•Item  862-B 

S  1.123:Ur  8/975 

Department  of  Foreign  Service  series. 

01594  148.  Biographic  register  [Department  of  State,  U.S.  Mission  to  United  Nations.  Agency 

for  International  Development,  ACTION  (Peace  Corps),  U.S.  Arms  Control  and 
Disarmament  Agency,  U.S.  Information  Agency,  Foreign  Agricultural  Service.  Over- 
seas Private  Investment  Corporation],  as  of  June  30.  1974.  [Revised  July  1974.)  July 
1974.  vi+382  p.  4°  ([Publication  8776;  Foreign  Affairs  Document  and  Reference 
Center.])     *  Paper,  $4.50.     •Item  863 

S  1.69:148 

International  organization  and  conference  series. 

01595  121.   U.S.   participation   in    UN,   report   by    President   to  Congress   for   year   1974.   [Sept. 

1975.)  cover  title,  xiv  +  [l]+478  p.  ([Publication  8827;  Bureau  of  International  Organiza- 
tion Affairs.])  [Also  issued  as  H.doc.266,  94th  Congress.  1st  session]  •  Paper.  S4.20. 
•Item  882-B 

S  1.70:121 

015%  Telephone  directory,   Department   of  State,  Agency  for  International 
Development,    Arms    Control    and   Disarmament   Agency,    Overseas 
Private  Investment  Corporation.  Autumn  1975.  cover  title,   [176]  p.il. 
[Text  on  p.  2-4  of  cover.]     *  Paper,  $1.50.    •Item  876-C 
L  v  S  1.21:975-2 

STATISTICAL  REPORTING  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

SRS  (series). 

01597        20.  Area  frame  sampling  in  agriculture;  by  Earl  E.   Houseman      Nov.  1975.  [l]  +  iv  +  79 
p.il.  4°     +     •I«em24-Q  ^  ^^ 
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STRATEGY  COUNCIL  ON  DRUG  ABUSE  Washington,  DC  20506 

01598  Federal  strategy  for  drug  abuse  and  drug  traffic  prevention,  1974.  [1974.] 

ix+96  p.il.  [Prepared  for  President  pursuant  to  Drug  abuse  office 
and  treatment  act  of  1972.]     *  Paper,  $1.15.     •Item  1089 

Y  3.St  8:2  D  84/974 

TECHNOLOGY  TRANSFER,  Environmental  Protection  Agency 
Washington,  DC  20460 

01599  Pollution  abatement  in  fruit  and  vegetable  industry:   v.  1,   Basics  of 

pollution  control  [with  list  of  references].  1975.  [82]  p.il.  4°     + 
•Item  473-C-l 

EP  7.2:P  76/v.l 

01600  Pollution  abatement  in  fruit  and  vegetable  industry:  v.  2,  In-plant  control 

of  food  processing  wastewaters  [with  list  of  references];  by  Allen 
M.  Katsuyama  ,  Norman  A.  Olson  ,  Walter  W.  Rose.  1975.  [204] 
p.il.  4°  +      •Item  473-C-l 

EP  7.2:P  76/v.2 

01601  Pollution  abatement  in  fruit  and  vegetable  industry:  v.  3,  Wastewater 

treatment  in  food  processing  industry  [with  list  of  references].  1975. 
[9]+131+[2]  p.il.  4°     +    ©Item  473-C-l 

EP  7.2:P  76/v.3 

TENNESSEE  VALLEY  AUTHORITY  Washington,  DC  20444 

Fish  monitoring  investigations.  (Division  of  Forestry,  Fisheries,  and 
Wildlife  Development,  Muscle  Shoals,  Ala.) 

01602  Sequoyah  Nuclear  Plant,  Chickamauga  Reservoir,  Term.,  spring  quarter  1974.  Mar.  1975. 

[17]  p.il.  4°  + 

Y  3.T  25:37-3/974-2 

01603  Sequoyah  Nuclear  Plant,   Chickamauga   Reservoir,  Tenn.,   fall  quarter  1974.   Mar.  1975. 

[16]  p.il.  4°  + 

Y  3.T  25:37-3/974-3 

01604  Tennessee  Valley  Authority  power  annual  report  [fiscal  year]  75.  [1975.] 

cover  title,  41  p.il.  4°  ([F-76P1.])  [Page  41  printed  on  p.  3  of  cover. 
Some  illustrations  are  colored.]  + 

Y  3.T  25:1-7/975 

TRANSPORTATION  DEPARTMENT  Washington,  DC  20590 
DOT-TST-(series). 

01605  75-2.  Increased  fuel  economy  in  transportation  systems  by  use  of  energy  management: 

v.  1,  General  results  and  discussion,  final  report  [with  list  of  references;  by  N. 
H.  Beachley  and  A.  A.  Frank  ].  Dec.  1974.  cover  title,  [l]  +  xiv  +  158  p.il.  4°  [Prepared 
by  University  of  Wisconsin,  Engineering  Experiment  Station,  Madison,  Wis.]  § 
(Price  upon  application).     •Item  982-1-5 

TD  1.20:75-2 

01606  International  Vehicle   and  Highway   Safety   Conference,   Washington, 

D.C.,  May  30- June  2,  1972  [with  lists  of  references].  [1972.]  cover 
title,  [5] +244  p.il.  4°  [Additional  cover  title  is  SAE-DOT  conference 
proceedings.  Sponsored  by  Department  of  Transportation,  National 
Highway  Traffic  Safety  Administration,  Federal  Highway  Administra- 
tion, and  National  Transportation  Safety  Board.  Administered  by 
Society  of  Automotive  Engineers,  Inc.]     # 

y  TD  1.2:Sa  1/972 
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TREASURY  DEPARTMENT  Washington,  DC  20220 
Department  circular,  public  debt  series. 

01607  8-74.   Treasury   notes   of   series   D-1977,   dated   and   bearing    interest    from    Aug    IS,   1974 

due  May  15.  1977.  Aug.  1,  1974.  3  p.  4°      +      •Item  924 

I   I  I 

01608  13-74.   Treasury   notes  of   series   E-1977,   dated   and   hearing   interest   from    Nov     H     B74 

due  Nov.  15.  1977.  Oct.  31.  1974.  4  p.  4°      +      •Item  924 

I  I  I 

01609  14-74.   Treasury   notes   of   series   B-I98I.   dated   and   bearing    interest   from    Nov    IS.   1974. 

due  Nov.  15,  1981.  Oct.  31.  1974.  4  p.  4°      +     •Item  924 

T  14/1  14  ^4 

01610  27-75.  Treasury  notes  of  series  F-1979,  dated  and  bearing   interest  from   Scpi    4.   B7S, 

due  Sept.  30,  1979.  Aug.  7.  1975.  3  p.  4°     +     •Item  924 

TI4 

UNITED  STATES  POSTAL  SERVICE  Washington,  DC  20260 

[Commemorative  stamp  poster.]     *  Paper,  $5.40  a  year,  $1.35  additional 
for  foreign  mailing. 

01611  Banking   and  commerce   commemorative   stamps,   issue  date,  Oct.  6.  1975,    New   York, 

N.Y.  11975.]  10.5  x  8  in. 

P  l.26/2:B  22 

Maintenance  handbook,  series  MS. 

01612  44.   Intercommunication  and  paging  system,  100  series.   [1973. 1  (56)  p.il.  4°     [Developed 

by  Maintenance  Technical  Support  Center,  Office  of  Maintenance  Management.  Mail 
Processing  Group.  Includes  transmittal  letter  1,  July  6,  1973.  Issued  with  perforations] 

*      •Item  843 

P  1.31/6:44 

Methods  handbook,  series  M. 

01613  32.  Management  operating  data  system  for  MOD  1  offices.  [1975]  cover  title.  [193]  p.il. 

4°     [Includes  transmittal  letter  1,  Sept.  1,  1975.  Supersedes  handbooks   M-63.  Work 
load  record     +     •Item  843 

P  1.31/7:32 

01614  National  ZIP  code  directory  '75-76,  200  years  of  service.  [1975.]  xxx- 

iii+1735  p.  ([Publication  65.])  [Prepared  by  Sales  Support  Division, 
Customer  Services  Department.]     *  Paper,  $16.65.    •Item  839 

P  1.10/8:975-76 

UNITED  STATES  TRAVEL  SERVICE,  Commerce  Dept.  Washington, 
DC  20230 

01615  Vacation  travel  by  Canadians  in  1973  in  United  States:  v.  2,  South. 

[1975.]  cover  title,  [3] +28  p.il.  4°  (Office  of  Research  and  Analysis.) 
[Study  of  Canadian  vacation  patterns,  characteristics  of  travelers  and 
trips  to  each  of  8  regions  of  U.S.  as  well  as  to  U.S.  as  whole. 
Conducted  by  Traveldata  in  Apr.  1974.  Sponsored  in  cooperation  with 
Canadian  Office  of  Tourism  and  Transportation  Development  Agency. 
Ministry  of  Transport.]  +  C  47.2:C  16/2/v.2 

01616  Vacation  travel  by  Canadians  in  1973  in  United  States:  v.  3,  Far  West. 

[1975.]  cover  title,  iii+28  p.il.  4°  (Office  of  Research  and  Analysis.) 
[Study  of  Canadian  vacation  patterns,  characteristics  of  travelers  and 
trips  to  each  of  8  regions  of  U.S.  as  well  as  to  U.S.  as  whole. 
Conducted  by  Traveldata  in  Apr.  1974.  Sponsored  in  cooperation  with 
Canadian  Office  of  Tourism  and  Transportation  Development  Agency. 
Ministry  of  Transport.]  +  Q  ^^  ^^ 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Ka8e  " 


212-707   O  -  76 


Government  Publications 

01617  Vacation  travel  by  Canadians  in  1973  in  United  States:   v.  6,  Great 

Lakes  country.  [1975.]  cover  title,  iii+28  p.il.  4°  (Office  of  Research 
and  Analysis.)  [Study  of  Canadian  vacation  patterns,  characteristics 
of  travelers  and  trips  to  each  of  8  regions  of  U.S.  as  well  as  to 
U.S.  as  whole.  Conducted  by  Traveldata  in  Apr.  1974.  Sponsored 
in  cooperation  with  Canadian  Office  of  Tourism  and  Transportation 
Development  Agency,  Ministry  of  Transport.]  + 

C  47.2: C  16/2/V.6 

01618  Vacation  travel  by  Canadians  in  1973  in  United  States:  v.  7,  George 

Washington  country.  [1975.]  cover  title,  iii+28  p.il.  4°  (Office  of 
Research  and  Analysis.)  [Study  of  Canadian  vacation  patterns,  charac- 
teristics of  travelers  and  trips  to  each  of  8  regions  of  U.S.  as  well 
as  to  U.S.  as  whole.  Conducted  by  Traveldata  in  Apr.  1974.  Sponsored 
in  cooperation  with  Canadian  Office  of  Tourism  and  Transportation 
Development  Agency,  Ministry  of  Transport.]  + 

C  47.2:C  16/2/V.7 

01619  Vacation  travel  by  Canadians  in  1973  in  United  States:  v.  8,  Old  West. 

[1975.]  cover  title,  iii+28  p.il.  4°  (Office  of  Research  and  Analysis.) 
[Study  of  Canadian  vacation  patterns,  characteristics  of  travelers  and 
trips  to  each  of  8  regions  of  U.S.  as  well  as  to  U.S.  as  whole. 
Conducted  by  Traveldata  in  Apr.  1974.  Sponsored  in  cooperation  with 
Canadian  Office  of  Tourism  and  Transportation  Development  Agency, 
Ministry  of  Transport.]  + 

C  47.2: C  16/2/V.8 

VETERANS  ADMINISTRATION  Washington,  DC  20420 

[Information  bulletin]  IB  (series). 

01620  11-30.  Proceedings  of  18th  Veterans  Administration  Spinal  Cord  Injury  Conference,  Oct. 

5-7,  1971  [with  lists  of  references;  Erich  G.  Krueger  ,  editor].  [1972.]  cover  tide, 
iii+237  p.il.  4°  [Held  as  joint  meeting  with  International  Medical  Society  of 
Paraplegia,  in  Childrens  Hospital  Medical  Center  of  Harvard  Medical  School,  Boston, 
Mass.]  + 

VA  1.22:11-30 

WAGE  AND  HOUR  DD7ISION,  Labor  Dept.  Washington,  DC  20210 

oi62i  Hotels  and  motels  under  Fair  labor  standards  act.  Revised  1975.  [1975.] 
11  p.  4°    (WH  Pub.  1306.)     +     •Item  777 

L  36.202  :H  79/975 

WATER  RESOURCES  COUNCIL  Washington,  DC  20037 

01622  OBERS  projections,  economic  activity  in  U.S.  by  economic  area,  water 
resources  region  and  subarea,  State,  and  SMSA  and  non-SMSA  por- 
tions of  areas,  historical  and  projected,  1929-2020  [Series  E],  1972: 
v.3,  Water  resources  regions  and  subareas.  Apr.  1974.  v+252  p.  map, 
4°  [Prepared  by  Department  of  Commerce,  Social  and  Economic 
Statistics  Administration,  Bureau  of  Economic  Analysis,  Regional 
Economic  Analysis  Division  and  Department  of  Agriculture, 
Economic  Research  Service,  Natural  Resources  Economics  Division. 
Based  on  Series  E.,  Projected  national  population,  Bureau  of  Census, 
1972.]     *  Paper,  $3.10.    •Item  1090 

Y  3.W  29:2  Ob  2/972/ser.E/v.3 
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WOMEN'S  BUREAU,  Labor  Dept.  Washington,  DC  20210 
Leaflets. 

01623  10.  Publications  of  Women's  Bureau.  1975.  cover  title,  [7]  p.  narrow  8°     +      •Item  783 

01624  Myth  and  reality.   [Revised  May   1974.]   [1974.]   3  p.  4°     *  Paper,  25c. 

•Item  782 

L  36.102  :M  99/974 

WORKERS'  COMPENSATION  PROGRAMS,  OFFICE  OF,  Labor 
Dept.  Washington,  DC  20210 

Pamphlet. 

01625  CA-702.    For   supervisors,    1974   amendments   to    Federal   employees'    compensation   act 

(FECA)  (PL  93-416).  [1975.]  [6]  p.     +      •Hem  779-A-l 

L  36.409: CA-702/     • 
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those  marked  with  an  asterisk  (*)  are  obtainable  from  the  Superintendent  of 
Documents. 

Publications  marked  with  a  section  sign  (§)  are  sold  by  the  National  Tech- 
nical Information  Service,  Springfield,  VA  22151. 

Where  a  plus  sign  (  +  )  is  the  distribution  symbol,  application  should  be 
made  directly  to  the  department  or  bureau  issuing  the  document. 


*  For  sale  by  Superintendent  of  Documents 

§     For  Sale  by  National  Technical  Information  Service,  Springfield, 
VA  22151 

+     Distribution  made  by  Issuing  Office.     Not  definitely  available  if 
unaccompanied  by  a  price 

#  Not  available  for  sale  or  distribution 

•  Sent  to  Depository  Libraries 

SIZES  OF  PUBLICATIONS 

Symbols  used  to  designate  sizes  of  publications  listed  in  this  catalog 
are  as  follows: 

4° 6-12  inches  high  and  width  more  than  %  of  height 

large  4° over  12  inches  high  and  width  more  than  %  of  height 

small  4° under  6  inches  high  and  width  more  than  %  of  height 

8° 8-10  inches  in  height  (size  not  given  in  entry  except 

where  publication  is  narrow  or  oblong) 

large  8° 10-12  inches  in  height 

12° 7-8  inches  in  height 

16° 6-7  inches  in  height 

24° 5-6  inches  in  height 

32° 4-5  inches  in  height 

48° up  to  4  inches  high 

f  ° above  12  inches  in  height 

narrow width  less  than  %  of  height 

oblong width  more  than  height 
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Issued  by  the  SUPERINTENDENT  OF  DOCUMENTS 

U.S.    GOVERNMENT    PRINTING    OFFICE    WASHINGTON,    D.C.    20402    :    1976 


L.C.  Card  4-18088 


FOR    SALE    BY    THE    SUPERINTENDENT    OF    DOCUMENTS,    U.S.    GOVERNMENT 

PRINTING  OFFICE,  WASHINGTON,  D.C.   20402.  PRICE  $1.85   PER  COPY 

EXCEPT    DECEMBER    (INDEX)     ISSUE,    WHICH    VARIES    IN    PRICE 

SUBSCRIPTION    PRICE     $27.00    PER    YEAR     (INCLUDING    INDEX) 

$6.75     ADDITIONAL    FOR    FOREIGN     MAILING 


PREVIEWS 

The  following  publications  are  in  the  process  of  being  printed.  Advance  sales 
orders  may  be  placed  for  these  publications.  Orders  will  be  scheduled  and  copies 
mailed  as  soon  as  stocks  are  received.  It  is  not  possible  to  estimate  the  lapse  of 
time  before  the  publications  will  actually  appear.  All  information  in  regard  to 
title,  series,  classification,  distribution,  and  price  given  in  these  listings  is  pre- 
liminary and  subject  to  change  when  the  publications  actually  come  from  the 
press.  Those  so  marked  will  be  sent  to  depository  libraries,  providing,  that  at 
the  time  of  going  to  press,  the  libraries  were  on  list  to  receive  the  items  under 
which  these  publications  will  be  distributed. 


Catalogue  of  Forms,  Form  Letters,  Notices.  (Internal  Revenue  Service,  Publica- 
tion 676. )  $3.00.  ( S/N  048-004-01296-1. )    •  T  22.2  :  F  76/6/976 

Environmental  Quality.  (Sixth  annual  report  of  Council  on  Environmental  Qual- 
ity.) $6.60.  (S/N  040-000-00337-1.)     •  PrEx  14.1 :  975 

Fall  Enrollment  in  Higher  Education/1974.  (National  Center  for  Education  St  a 
tistics.)  $11.20.  (S/N  017-080-01493-9.)     •  HE  19.325: 974 

Fatal  and  Injury  Accident  Rates  on  Federal-Aid  and  other  Highways  systems/ 
1974.  (Federal  Highway  Administration.)  $1.05.  (S/N  050-001-00106-3.  i     • 

TD  2.20 :  974 

Minorities  &  Women  in  the  Health  Fields.  (Health  Manpower  Bureau;  (HRA  | 
76-22.)  $2.20.  (S/N  017-041-00101-7.)     •  HE 20.6602 :  M 68 

National  Energy  Outlook.  (Federal  Energy  Administration.)   $7.30.   (S/N  041- 
018-00097-6.)     •  FE  1.2:  En  2/7 

Police.    (National   Advisory    Commission   on   Criminal    Justice    Standards    and 
Goals. )  $8.20.   ( S/N  027-000-00174-2. )     •  Y  S.C  86 : 2  P  75 

The  NOAA  Story.  (National  Oceanic  and  Atmospheric  Administration.  I   $1.30. 
(S/N  003-017-00326-4.)     •  C 55.2  :  N 21oc/2/976 
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Abbreviations 


add addition, 

addenda. 


addendum, 
amend- 


Amdt.,  amdts amendment 

ments. 

app appendix,     appendixes. 

bk.,  bks book,  books. 

chap chapter,  chapters. 

Cong Congress. 

Dept Department. 

doc document. 

facsim facsimile,  facsimiles. 

fy fiscal  year. 

G.H.A Greenwich  hour  angle. 

H House. 

H.  Con.  Res House  concurrent  reso- 
lution. 

H.  doc House  document. 

H.  ex.  doc House  executive  docu- 
ment. 

H.J.  Res House  joint  resolution. 

H.R House    of    Representa- 
tives,   House  bill. 

H.  Res House  resolution. 

H.  rp House  report. 

il illustration,      illustra- 
tions. 

in inch,  inches. 

lat latitude. 

long longitude. 

m mile. 

Common  abbreviations  for  the  names  of  States,  months,  etc.,  are  also  used. 
An  explanation  of  the  symbols  used  to  designate  sizes  of  publications  is  given  on  the 
Inside  of  the  front  cover. 


n.  d no  date. 

n.  p no  place. 

no.,  nos number,  numbers. 

p page,  pages. 

p.  of  pi pages  of  plates. 

par.,  pars paragraph,  para- 
graphs. 

pi plate,  plates. 

por portrait,  portraits. 

pt.,  pts part,  parts. 

rp report. 

S Senate,  Senate  bill. 

S.  Con.  Res Senate  concurrent  reso- 
lution. 

S.  doc Senate  document. 

S.  ex.  doc Senate  executive  docu- 
ment. 

S.  ex.  rp Senate  executive  re- 
port. 

S.J.  Res Senate  joint  resolution. 

S.  Res Senate  resolution. 

S.  rp Senate  report. 

sec section,  sections. 

sess session,  sessions. 

Stat.  L Statutes  at  large. 

supp supplement. 

tab table,  tables. 

Treas Treasury. 

v volume,  volumes. 

vs.,  v -  versus. 


Explanation 


The  Individual  issuing  department,  bureau,  office,  or  agency  is  considered  the 
publisher  of  Government  publications. 

Words  and  figures  enclosed  in  brackets  [  ]  in  titles  are  given  for  information, 
but  do  not  appear  on  the  title  pages  of  the  publications  cataloged.  Place  and 
printer  are  not  given  for  publications  printed  at  the  United  States  Government 
Printing  Office,  Washington,  D.C.,  or  at  Government  departmental  and  field  print- 
ing plants.  The  dates  given  with  Senate  and  House  documents  and  reports  are 
the  dates  on  which  they  were  ordered  to  be  printed.  Usually  the  printing  promptly 
follows  the  ordering,  but  various  causes  sometimes  make  delays. 

Under  provisions  of  the  Printing  Act  of  January  12,  1895,  all  Government  publi- 
cations, except  administrative  and  confidential  (or  restricted),  are  entered  in  the 
Monthly  Catalog. 

The  L.C.  card  number  appended  to  some  of  the  entries  is  for  those  libraries 
ordering  printed  cards  from  the  Library  of  Congress.  The  number  at  the  extreme 
right  of  an  entry  indicates  the  classification  of  the  publication  in  the  Office  of  the 
Superintendent  of  Documents. 


General  Information 

The  Superintendent  of  Documents.  Government  Printing  Office,  Washington, 
D.C.,  is  authorized  by  law  to  sell  copies  of  Government  publications.  A  26  per- 
cent discount  is  allowed  to  purchasers  of  100  or  more  copies  of  B  single  publica- 
tion mailed  to  one  address.  Bookdealers,  buying  for  the  purpose  <>f  resale,  may 
receive  the  same  discount  regardless  of  quantity  if  the  publications  are  mailed 
to  their  place  of  business.  No  discount  is  allowed  when  the  publications  are 
mailed  to  a  third  party  unless  in  quantites  of  100  or  more. 


The  prices  of  all  U.S.  Government  publications  sold  by  the  Assistant  Public 
Printer  (Superintendent  of  Documents)  are  established  by  the  Public  Printer 
in  accordance  with  Title  44  of  the  United  States  Code. 

Prices  are  subject  to  change  and  the  prices  charged  on  your  order  will  be 
those  in  effect  at  the  time  your  order  is  processed.  As  it  Is  not  feasible  to  manu- 
ally correct  the  prices  in  the  publications  affected  by  price  changes,  tin-  prices 
charged  on  your  order  may  differ  from  those  printed  in  the  publications. 

Although  the  issuing  agencies  generally  know  about  price  change*,  some  agen- 
cies inadvertently  continue  to  publish  announcements,  order  forms,  and  cata- 
logs which  contain  erroneous  prices.  Frequently,  the  news  media  publish  articles 
with  erroneous  or  outdated  prices. 

PRICE   LIST 

There  is  no  general  price  list  of  public  documents,  but  numerous  lists  have 
been  prepared  on  special  subjects  and  these  will  be  furnished,  on  application. 
by  subject  or  subjects  concerning  which  information  is  desired.  It  will  also 
be  noted  that  current  publications  which  are  for  sale  are  listed  in  this  catalog. 

LIST   OF   SELECTED   PUBLICATIONS 

In  addition  to  the  subject  bibliographies,  the  Office  of  the  Superintendent  of 
Documents  issues  a  monthly  list  of  Selected  United  States  Government  Publi- 
cations for  sale  by  the  Superintendent  of  Documents.  Each  list  contains  annota- 
tions and  prices,  and  may  be  obtained  free  upon  application  to  the  Superintendent 
of  Documents. 

CONGRESSIONAL   PUBLICATIONS 

Subscription  service  has  been  implemented  for  the  following  groups  of  Con- 
gressional publications:  House  and  Senate  Documents:  House  and  Senate  Hear- 
ings: House  and  Senate  Reports  on  Public  Rills:  House  and  Senate  Reports  on 
Private  Bills:  Public  Bills:  Private  Rills:  Public  Laws:  and  Private  Laws.  In 
most  cases,  single  copies  of  publications  in  these  groups  of  Congressional  pub- 
lications are  not  sold.  Sales  copies  of  a  few  of  the  more  important  ones  are 
printed,  and  you  will  find  the  sales  prices  listed  in  the  individual  entries.  The 
current  subscription  prices  may  be  obtained  from  the  Superintendent  of 
Documents. 


HOW  TO  ORDER  PUBLICATIONS 

Publications  entered  in  this  catalog  that  are  for  sale  by  the  Superintendent  of 
Documents  are  indicated  by  an  asterisk  (*)  preceding  the  price.  Those  for  sale 
by  the  National  Technical  Information  Service  are  indicated  by  the  sign  (§) 
preceding  the  price.  A  black  dot  ( • )  indicates  that  the  publication  has  been,  or 
will  be,  sent  to  depository  libraries.  A  plus  sign  (-f )  indicates  that  application 
should  be  made  to  the  department,  bureau,  or  agency  issuing  the  document.  A 
number  sign  ( # )  indicates  that  the  document  is  printed  for  official  use  and  is 
not  obtainable.  When  additional  information  concerning  the  method  of  pro- 
curing a  document  seems  necessary,  it  will  be  found  under  the  name  of  the  bureau 
by  which  it  was  published. 

In  ordering  a  publication  from  the  Superintendent  of  Documents,  give  the  stock 
number  (if  available  following  the  price),  the  name  of  the  publishing  department, 
bureau,  or  agency,  the  title,  and  the  classification  number  which  is  added  to  the 
entry  at  the  extreme  right.  Order  Congressional  documents  and  reports  by  the 
title,  together  with  the  document  or  report  number  and  the  Congress,  e.g., 
H.  Doc.  1,  94th  Congress. 

Do  not  use  the  L.C.  card  number  in  ordering  a  publication  from  the  Superin- 
tendent of  Documents. 

HOW  TO  REMIT 

Remittances  for  documents  marked  with  an  asterisk  (*)  should  be  made  to  the 
Superintendent  of  Documents.  U.S.  Government  Printing  Office,  Washington, 
DC  20402,  by  coupon,  postal  money  order,  express  order,  or  check.  Publications 
cannot  be  mailed  in  advance  of  receipt  of  remittance.  Foreign  remittances  should 
be  made  by  international  money  order,  payable  to  the  Superintendent  of  Docu- 
ments, or  draft  on  an  American  bank.  The  Superintendent  of  Documents  will 
also  accept  International  Response  Coupons  and  UNESCO  coupons. 

Foreign  money,  defaced  or  smooth  coins,  will  not  T>e  accepted.  Do  not  send 
postage  stamps. 

Persons  who  make  frequent  purchases  from  the  Superintendent  of  Documents 
may  find  a  deposit  account  convenient.  Deposits  of  $50.00  or  more  are  accepted 
against  which  orders  may  be  placed  without  making  individual  remittances  or 
first  obtaining  quotations.  Order  blanks  are  furnished  for  this  purpose.  After 
the  handling  of  the  order  has  been  completed,  it  will  be  returned  showing  the 
publications  supplied,  explanations  regarding  those  not  sent,  and  the  amount  of 
charge. 

No  charge  is  made  for  postage  on  documents  forwarded  to  points  in  United 
States  and  its  possessions.  There  is  a  special  handling  charge  on  all  orders 
mailed  to  a  foreign  country  (including  Canada).  The  charge  is  one-fourth  of  the 
current  selling  price  of  publications  and  subscription  services  ordered.  This  is 
to  cover  the  special  handling  required  to  comply  with  the  customs  and  inter- 
national mailing  regulations. 

LIBRARY   CLASSIFICATION    OF   GOVERNMENT   DOCUMENTS 

The  classification  given  at  the  right  of  entries  for  departmental  publication 
is  that  used  in  the  Library  Division  of  the  Office  of  the  Superintendent  of 
Documents.  The  shilling  mark  (/)  separates  what  ordinarily  would  be  superior 
or  inferior  numbers  or  letters.  It  is  not  practicable  to  print  these  numbers  or 
letters  as  superiors  or  inferiors  in  the  Monthly  Catalog. 


New  Classification  Numbers 


Agriculture  Department. 

A  1.115  :  v.nos./nos Sugar  and  sweetener  report. 

Note. — Formed  by  the  union  of  Sugar  Market 
News.  A  88.54  :  and  Sugar  Sweetener  Situation, 
A  93.31/2:. 

Forest  Service. 

A  13.69/11 :  nos Rooky  Mountain  Forest  and  Range  Experiment 

Station  :  Eisenhower  consortium  bulletins. 
Agricultural  Marketing  Service.  Turkey  market- 

A  88.15/25  :  date ing  facts.  Sugar  market  news  <  monthly  ) . 

Census  Bureau. 

C  3.249  :  letters  &  nos GBF/DIME  system  (GEO-nos.) 

Note. — See,  for  earlier  class  C  56.255  :. 
National  Oceanic  and  Atmospheric  Administra- 
tion. 

C  55.34/2  :  CT Final  environmental  impact  statement. 

National    Marine   Fisheries    Service.   Handbooks 

C  55.308/2:  nos (numbered). 

Domestic  and  International  Business  Administra- 
tion. 

C  57.22  :CT Trade  lists. 

Note. — See,  for  earlier  class,  C  42.10  :. 
International  Commerce  Bureau. 

C  57.116  :  CT International  Marketing  Information  Series. 

Note. — See,  for  earlier  class,  C  42.31 :  (nos.). 
East-West  Trade  Bureau. 

C  57.412  :  CT Market  assessments  for  (various counties). 

Environmental  Protection  Agency. 

EP  1.6/3 :  CT Noise     emission     standards    for    construction 

equipment,  background  document  for    (var- 
ious items). 

EP  1.57/4  :<JT Draft  Environmental  impact  statements. 

EP  1.65:  date Semi-annual  list  of  reports  prepared  for  or  by 

the  Office   of  Toxic  Substances   of  the   En- 
vironmental Protection  Agency. 
Federal  Power  Commission. 

FP  1.25/4  :  nos Press  releases. 

Board    of    Governors    of    the    Federal    Reserve 
System. 

FR  1.34/8:  date Automobile  credit. 

Assistant     Public    Printer     (Superintendent     of 
Documents ) . 

GP  3.8/a:date Monthly  catalog  of  U.S.  government  publica 

tions  (separates). 
General  Services  Administration. 

GS  1.21:P-nos GSA  stockpile  information. 

Health.  Education,  and  Welfare  Department. 
HE  1.48 :  v.nos.&  nos Toxicity    research    projects    directory    (quart- 
erly ) . 
HE  1.49 :  v.nos.&  nos Mental  retardation  and  development  disabil- 
ities abstracts  (quarterly ) . 

Note. — Continuation  of  Mental  retardation   ab- 
stracts, HE  17.113  :  (v.  nos.  &  nos.). 
Children's  Bureau. 
HE  1.480  :  CT Child  abuse  and  neglect  (series). 


X  Government  Publications 

Education  Office. 

HE  19.118 :  CT Suggested  two-year  post-high   school  curricu- 

lums  (series). 

Note. — Earlier    publications    classified    in    HE 
5.6/2  :(CT). 
National  Institute  of  Education. 

HE  19.208  :  CT Handbooks,  manuals  and  guides. 

National    Institute    of    Environmental    Health 
Sciences. 

HE  20.3560 :  CT Bibliographies  and  lists  of  Publications. 

Geological  Survey. 

I  19.42/5  :  no Catalog  of  information  on  water  data. 

Telephone  directory,  National  Center. 
Employment  and  Training  Administration. 

L  37.10  :  v.nos.& nos Worklife  (monthly). 

Note. — Replaces  Manpower  (monthly),  L  1.39/9  : 
(v.  nos.  &  nos.). 

L  37.11 :  v.nos.&  nos Job  Corps  happenings,  (monthly) . 

Commodity  Futures  Trading  Commission. 

Y  3.C  73/5  :  9/2/date  &  nos Commitments  of  traders  in  commodity  futures 

(with  market  concentration  ratios),  Chicago, 
Illinois. 

Note. — See,  for  earlier  class,  A  85.9/2  :  (date  & 
nos.). 

Discontinued  Series 

Domestic  Commerce  Bureau. 

C  41.BDCOT BDC   Bureau   of   Domestic   Commerce  official 

texts  (irregular). 
Note. — Discontinu  ed. 
Environmental  Protection  Agency. 

EP  1.3  :  v.nos.&  nos EPA  bulletin  ( monthly ) . 

Note. — Discontinued  with  Dec.  1973  issue. 

EP  1.3/2  :  date EPA  citizens'  bulletin  (irregular) . 

Note. — Discontinued  with  Jan.  1975  issue. 
Federal  Reserve  Systems  Board  of  Governors. 

FR  1.36/2 :  date Consumer    installment    credit    at    commercial 

banks,  (monthly). 
Note. — Discontinued  with  Dec.  1975  issue. 
Coal  Research  Office. 

I  63.7:  date Pressreleases. 

Note. — Discontinued,  effective  Jan.  19,  1975. 
Coastal  Plains  Regional  Commission. 

Y  3.C  63/2  :  7/nos Press  releases. 

Note. — Discontinued. 

Corrections  to  Previous  Monthly  Catalogs 

Feb.  1975.  Entry  01534,  Emergency  medical  technician  crash  victim  extrication 

training  course,   course  coordinator's  guide.   Change  class  to  read  TD  8.8: 

C  85/5. 
March  1975.  Entry  03898,  Overseas  trade  promotion  calendar.  Change  class  to 

read  C  57.12  :  974/4. 
May  1975.  Entry  06444,  Industry's  vital  stake  in  energy  management.  Change 

class  to  read  C  1.2  :  In  2/2/974-2. 
July  1975.  Entrv  10710,  Manual  of  survey  techniques  and  practices  .   .   .  add 

•  Item  486-E-2. 

Entry  10935,  Statistics  of  State  school  systems,  1971-72.  Change  class  to 

read  HE  19.318/3  :  971-72. 
Sept.   1975.   Entrv   13456,   NASA  authorization.   Change   class  to  read   Y  4.Sci 

2 :  94-1/1-3/ind. 
Oct.  1975.  Entry  15751,  Aerial  application  research  and  development  for  forest 

insect  control.  Change  class  to  read  A  13.66/2  :  In  7/8. 
Oct.  1975.  Entry  15959,  Interstate  commerce  act,  ...  At  end  of  entry,  add  708  p. 

*  Paper,  $5.30.     •  Item  675. 


List  of  Government  Authors 

Beginning 
entry 

ACTION 01626 

Advisory   Commission  on   Intergovernmental   Relations 01629 

Agriculture  Department 01646 

Agricultural   Marketing   Service 01631 

Agricultural   Research    Service 01634 

Agricultural   Stabilization  and   Conservation   Service 01640 

Animal  and  Plant  Health  Inspection  Service 01713 

Communication  Office 01836 

Economic  Research  Service 02417 

Extension   Service 02485 

Farmer  Cooperative   Service 02486 

Food  and  Nutrition  Service 02597 

Forest    Service 02597 

Rural    Electrification   Administration 03104 

Soil   Conservation    Service 03114 

Statistical   Reporting   Service 03335 

American  Revolution  Bicentennial  Administration 01712 

Arms  Control  and   Disarmament  Agency 01719 

Atomic    Energy    Commission 01767 

Canal  Zone  Government 01773 

Civil    Rights    Commission 01792 

Civil  Service  Commission 01794 

Commerce    Department 01828 

Domestic  and  International  Business  Administration 02399 

Domestic  Commerce  Bureau 02411 

International   Commerce  Bureau 02803 

Economic  Development  Administration 02415 

Maritime    Administration 02887 

National  Bureau  of  Standards 03001 

National  Oceanic  and  Atmospheric  Administration 03049 

Environmental  Data  Service 02447 

Environmental  Research  Laboratories 02483 

National  Marine  Fisheries  Service 03044 

National  Weather  Service 03064 

National  Technical  Information  Service 03063 

Social  and  Economic  Statistics  Administration 

Census  Bureau 01774 

United  States  Travel  Service 03368 

Congress 01839 

Atomic  Energy  Joint  Committee 01878 

Congressional  Budget.  Office 01879 

Economic  Joint  Committee 01881 

XI 


XII  Government  Publications 

Congress — Continued  EntryHg 

House  of  Representatives 01885 

'Aging,  Select  Committee  on 02006 

Agriculture  Committee 02012 

Appropriations    Committee 02020 

Armed    Services   Committee 02025 

Banking  and  Currency  Committee 02027 

Banking,  Currency,  and  Housing  Committee 02029 

Committee,  Select  Committee  on 02036 

District  of  Columbia  Committee 02037 

Education  and  Labor  Committee 02042 

Government  Operations  Committee 02050 

Interior  and  Insular  Affairs  Committee 02055 

Internal    Security    Committee 02060 

International  Relations  Committee 02061 

Interstate  and  Foreign  Commerce  Committee 02068 

Judiciary    Committee 02079 

Merchant  Marine  and  Fisheries  Committee 02084 

Post  Office  and  Civil  Service  Committee 02089 

Public  Works  and  Transportation  Committee 02094 

Science  and  Technology  Committee 02095 

Small  Business  Committee 02101 

Veterans'  Affairs  Committee 02103 

Ways  and  Means  Committee 02106 

Senate 02143 

Aeronautical  and  Space  Sciences  Committee 02228 

Aging,  Special  Committee  on 02230 

Agricultural  and  Forestry  Committee 02234 

Appropriations    Committee 02236 

Armed   Services   Committee 02250 

Banking,  Housing,  and  Urban  Affairs  Committee 02251 

Budget    Committee 02253 

Commerce  Committee 02256 

District  of  Columbia  Committee 02265 

Finance  Committee 02266 

Foreign  Relations  Committee 02272 

Government    Operation    Committee 02276 

Interior  and  Insular  Affairs  Committee 02285 

Judiciary    Committee 02304 

Labor  and  Public  Welfare  Committee 02309 

Nutrition  and  Human  Needs,  Select  Committee  on 02313 

Post  Office  and  Civil  Service  Committee 02314 

Presidental  Campaign  Activities,  Select  Committee  on 02315 

Public  Works  Committee 02316 

Rules  and  Administration  Committee 02318 

Veterans'  Affairs  Committee 02319 

Consumer  Product  Safety  Commission 02321 

Court  of  Claims 02330 

Customs  Court 02331 

Defense  Department 02339 

Air  Force  Department 01686 
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Defense  Department — Continued  Entry 

Army  Department 01720 

Adjutant  General's  Office 01627 

Army    Medical    Department 01754 

Engineer    Corps 02  127 

Defense  Civil  Preparedness  Agency 02334 

Defense  Mapping  Agency 02395 

Joint  Chiefs  of  Staff 02813 

National  Guard  Bureau 03018 

Navy   Department 03078 

Judge  Advocate  General 02833 

Marine   Corps 02883 

Naval  Facilities  Engineering  Command 03068 

Naval  Operations  Office 

Naval  Education  and  Training  Command 03067 

Naval   Observatory 03070 

Naval  Personnel  Bureau 03072 

Naval  Academy 03066 

Naval  Research  Office 03073 

Naval  Sea  Systems  Command 03077 

Emergency  Loan  Guarantee  Board 02422 

Energy  Research  and  Development  Administration 02423 

Environmental  Protection  Agency 0_44s 

Pesticide  Programs  Office 03084 

Radiation  Programs  Office 03100 

Equal  Employment  Opportunity  Commission 02484 

Federal  Council  for  Science  and  Technology 02505 

Federal   Energy  Administration 02508 

Federal  Power  Commission 025-44 

Federal  Reserve  System  Board  of  Governors 02563 

Federal  Trade  Commission 02572 

Fine   Arts    Commission 02583 

Foreign  Broadcast  Information  Service 02593 

Foreign  Claims  Settlement  Commission 02595 

General   Accounting   Office 02650 

General   Services  Administration 02666 

Automated  Data  and  Telecommunications   Sen-ice 01770 

Federal  Supply  Service 02568 

National  Archives  and  Records   Service 03000 

Federal    Register    Office 02552 

Government  Printing  Office 02678 

Assistant  Public  Printer    (Superintendent  of  Documents  i 01758 

Health.  Education,  and  Welfare  Department 02679 

Education  Division 

Education  Office 02421 

National  Center  for  Education  Statistics 03012 

Public  Health  Service 03099 

Alcohol.  Drug  Abuse  and  Mental  Health  Administration 

National  Institute  of  Mental  Health 03034 

National  Institute  on  Alcohol  Abuse  and  Alcoholism 03083 

National  Institute  on  Drug  Abuse 03039 


XIV  Government  Publications 

Health,  Education,  and  Welfare  Department— Continued  Be  Jnmin 

Public  Health  Service — Continued  Entry 

Center  for  Disease  Control 01791 

National  Institute  for  Occupational  Safety  and  Health 03032 

Food  and  Drug  Administration 02589 

Radiological  Health   Bureau 03102 

Health  Resources  Administration 

Health   Resources  Development   Bureau 02712 

Health  Services  Administration 

Community  Health  Services  Bureau 01837 

National  Institutes  of  Health 03040 

John  E.  Fogarty  International  Center  for  Advanced  Study 

in  the  Health  Sciences 02812 

National  Heart  and  Lung  Institute 03021 

National  Institute  of  Allergy  and  Infectious  Diseases 03033 

National  Institute  of  Neurological  Diseases  and  Stroke 03036 

Social  and  Rehabilitation  Service 

Community  Services  Administration 01838 

Social  Security  Administration 03113 

Housing   and   Urban   Development   Department , 02713 

Federal   Insurance   Administration 02543 

Interim  Compliance  Panel 02717 

Interior  Department 02722 

Coal   Research   Office 01814 

Fish  and  Wildlife  Service 02584 

Geographic   Names   Board 02667 

Geological   Survey 02668 

Land  and  Management  Bureau 02876 

Mines    Bureau 02889 

Mining  Enforcement  and  Safety  Administration 02931 

National  Park  Service 03053 

Outdoor  Recreation  Bureau 03082 

Interstate  Commerce   Commission 02806 

Joint  Publications  Research   Service 02814 

Justice  Department 02834 

Drug  Enforcement  Administration 02412 

Federal  Bureau  of  Investigation 02504 

Labor  Department 02849 

Labor  Statistics  Bureau 02850 

Manpower   Administration 02881 

Apprenticeship  and  Training  Bureau 01718 

Occupational  Safety  and  Health  Administration 03081 

Wage  and  Hour  Division 03374 

Library  of  Congress 02880 

Copyright  Office 02322 

National  Advisory  Committee  on  Oceans  and  Atmosphere 02935 

National  Advisory  Council  on  Extension  and  Continuing  Education 02936 

National  Aeronautics   and    Space   Administration 02937 

National  Commission  on  Water  Quality 03014 

National   Credit   Union  Administration 03016 

National  Foundation  on  the  Arts  and  the  Humanities 

National  Endowment  for  the  Arts 03017 
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National  Labor  Relations  Board 03060 

National  Science  Foundation ~  -""" 03()91 

President  of  United  States 

Executive  Office  of  the  President  Q2329 

Council  on  Environmental  Quality "  ^^ 

Railroad  Retirement  Board- " ___  03107 

Small  Business  Administration " 031Q9 

Smithsonian    Institution 01711 

American  Historical  Association ~  03m 

State  Department """       02596 

Foreign   Scholarships   Board -  03346 

Tennessee   Valley   Authority 03353 

Transportation  Department 01705 

Air  Traffic  Service 01815 

Coast  Guard 02487 

Federal  Aviation  Administration "~  Q1112 

Aviation   Medicine    Office """  025g5 

Flight  Standards  Service- "  "     "_  Q2515 

Federal  Highway  Administration ;-  "~"  Q2g33 

Motor  Carrier  Safety  Bureau "" ~  Q2551 

Federal   Railroad   Administration -  "  22 

National  Highway  Traffic  Safety  Administration -  ^q 

Urban  Mass  Transportation  Administration '__"_" S.lll  03361 

Treasury    Department '  01707 

Alcohol,  Tobacco  and  Firearms  Bureau - _02332 

Customs    Service 02724 

Internal   Revenue    Service ~  02932 

Mint  Bureau 03098 

Public  Debt  Bureau _  03364 

United  States  International  Trade  Commission ^^ 

United  States  Postal  Service ""     " Q3367 

United  States  Railway  Association " Q3371 

Veterans  Administration 


Monthly  Catalog 

NO.  973  •  FEBRUARY  1976 

ACTION  Washington,  DC  20525 

01626  Share  your  skills  in  ACTION,  VISTA/Peace  Corps.  [1975.]  [2] +  13  p.il. 

4°     +     •Item  74-C-3 

AA  1.2:Sh  2 

ADJUTANT  GENERAL'S  OFFICE  (Army),  Defense  Dept  Washington, 
DC  20310 

01627  Selected  current  acquisitions,  list  74-1,  Jan.-June  1974.  [1974.]  13  leaves 

4°     (Army   Library;   U.S.   Army   Service  Center  for  Armed   Forces, 

Pentagon.)  [Issued  semiannually.]     +  (Available  to  U.S.  Government 

libraries). 

L.C.  card  03115/1975  D  102.28/3:74-1 

01628  U.S.    Army    register:    v.l,    Regular    Army    active    list.    Jan.    1,    1974. 

xii  +  [6]  +  516  p.  4°  [Also  issued  as  H.doc.  93-725,  v.l,  93d  Cong.  2d 
sess.]     *  Paper,  $5.65  (S/N  0821-00023).     #Item  332 

D  102.9:974/v.l 

ADVISORY  COMMISSION  ON  INTERGOVERNMENTAL 
RELATIONS  Washington,  DC  20575 

ACIR  State  legislative  program. 

01629  7.  Transportation.  Oct.  1975.  [l]  +  45  p.  4°     (M-98.)     +     #11601  1049-D 

Y  3.Ad  9/8:2  L  52/975/no.7 

01630  10.  Criminal  justice.  Nov.  1975.  (U  +  122  p.  4°    (M-101.)     +     •Item  1049-D 

Y  3. Ad  9/8:2  L  52/975/no.lO 

AGRICULTURAL  MARKETING  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

AMS  (series). 

01631  545.  Guide  to  carcass  data  service,  beef.  [Aug.  1972,  slightly  revised  Apr.  1975]  [1975] 

[6]  p.  narrow  8°     +     #Item  19-A 

A  88.40:545/2 

01632  Fresh   fruit   and    vegetable    shipment   totals,    by    commodities,    States, 

months,  calendar  year  1973.  July  1974.  20  p.  4°  (Fruit  and  Vegetable 
Division,  Market  News  Branch;  FVUS-7(1973).)  [Errata,  1  page,  issued 
also.]  +      #Item  19-A 

A  88.12/31:973-7 

01633  Official  United  States  standards  for  grain.  [Revised  June  1,  1974.]  [1974.] 

cover  title,  [78]  p.  12°  (Grain  Division.)  [Issued  with  perforations.] 
*  Paper,  80c.  (S/N  0116-00094).     •Item  24-P 

A  88.6/2:G  761/974-2 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  1 


Government  Publications 

AGRICULTURAL  RESEARCH  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

ARS  (series). 

01634  NC-24.  Annotated  bibliography  of  nematodes  of  soybeans,  1969-73;  [by  D.  I.  Edwards 

and  J.  M.  Epps  ].  June  1975.  [2J  +  16  p.  4°  (North  Central  Region.)  +  •Item 
25-B 

A  77.l5:NC-24 

01635  NC-28.  Corn  rootworms,  laboratory  rearing  and  manipulation  [with  list  of  literature  cited; 

by  T.  F.  Branson  ,  P.  L.  Guss  ,  J.  L.  Krysan,  and  G.  R.  Sutter].  Oct.  1975. 
[21  +  18  p.il.  4°    (North  Central  Region.)  + 

A  77.15:NC-28 

01636  NE-25-2.  USDA-DHIA  cow-index  list,  spring  1975,  registered  cows  calving  on  or  after 

Mar.  1,  1973;  [by  Rex  L.  Powell  ,  Frank  N.  Dickinson  ,  H.  Duane  Norman,  and 
Gerald  J.  King].  [1975.]  cover  title,  xi+388  p.  4°  (Animal  Physiology  and  Genetics 
Institute.)     +     •Item  25-B 

A  77.15:NE-25-2 

01637  S-68.   Bibliography  of  nematodes  of  citrus;  [by  J.   H.   O'Bannon   ,   R.  P.   Esser   ,  and 

R.  N.  Inserra].  Oct.  1975.  cover  title,  41  p.  4°  ([Southern  Region.])  [Contents  on 
p.  2  of  cover.]  + 

A  77.15:S-68 

01638  Index-catalogue   of   medical  and   veterinary   zoology:    supp.   19,   pt.   4, 

Parasite-subject  catalogue,  parasites,  Nematoda  and  Acanthocephala; 
by  Margie  D.  Kirby  ,  Jule  M.  Podani  ,  Judith  H.  Shaw,  Shirley 
J.  Edwards,  Jane  D.  Rayburn,  Martha  Walker  Hood.  Apr.  1975.  iv+341 
p.  4°  (Animal  Parasitology  Institute.)  *  Paper,  $4.00  (S/N  001-011- 
00157-6).     •Item  31 

A  77.219/2:19/pt.4 

01639  Supervisor's  guide,   employee   assistance  program  for  alcoholism  and 

drug  control.  [Oct.  1975.]  cover  title,  [l]+ll+[3]  p.  12°  (North  Central 
Region;  [Labor  Relations,  Employee  Development  Section].) 
[Prepared  in  part  by  Agricultural  Stabilization  and  Conservation  Ser- 
vice, Kansas  City,  Mo.]     +     •Item  26-A 

A  77.6/3:Em  7 

AGRICULTURAL  STABILIZATION  AND  CONSERVATION 
SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

ASCS  background  information  BI  (series). 

01640  1.  Agricultural  Stabilization  and  Conservation  Service.  Aug.  1975.  11+ [2]  p.il.  4°  + 

A  82.82:1/8 

01641  2.  Commodity  Credit  Corporation.  June  1975.  7  p.  4°     # 

A  82.82:2/7 

01642  4.   Price   support  and   other  loan,   purchase,   and   payment   programs.   Aug.   1975.  22  p. 

4  A  82.82:4/5 

01643  11.  Commodity  programs  and  related  legislation  through  years.  June  1975.  21  p.  4° 

*  A  82.82:11/5 

01644  12.  Agricultural  conservation  program.  May  1975.  3  p.  4°  + 

A  82.82:12/4 

01645  13.  Emergency  and  disaster  assistance  available  through  ASCS.  Aug.  1975.  4  p.  4°  + 

A  82.82:13/4 

AGRICULTURE  DEPARTMENT  Washington,  DC  20250 

Note.— Requests  to  the  Department  of  Agriculture  for  publications  should  include  the  USDA 
number  if  given  in  the  entry. 

Agricultural  economic  report. 

01646  264.   Economics  of  large   wheat  farms  in  Great  Plains;  [by  Ronald  D.   Krenz  ,   Walter 

G.  Heid  ,  jr.,  and  Harry  Shier].  [July  1974.]  cover  title,  iii  +  45  p.il.  4°  (Economic 
Research  Service.)  [Abstract  on  p.  2  of  cover.  Page  45  is  p.  3  of  cover.]     + 

•Item42"C  A. .107:264 

*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  2  #Not  Available  for  Sale  or  Distribution 


February  1976 

270.  Migrant  response  to  industrialization  in  4  rural  areas.  1965-70;  (by  Duane  A  Olsen 
and  John  A  Juehn  |  |Sept.  1974.)  iv  +  17  p.  4°  (Economic  Research  Service.) 
[Prepared  in  cooperation  with  University  of  Missouri  Agricultural  Experiment  Sta- 
tion]     +      •Item  42-C 

A  1.107:270 

273.    Diverter-type    mechanical    sampling   of   grain,   cost   analysis   Iwith    list    of   literature 

cited;  by   L.   D.   Schnake  and  C.   A.   Watson   ].   [Jan.   1975]   iv  +  14   p.  4°     (Economic 

Research    Service.)    [Prepared    in   cooperation    with    Agricultural    Research    Service.) 

+      •Item  42-C 

A  1.107:273 
313.  Decentralized  tomato  processing,  plant  design,  costs,  and  economic  feasibility  [with 
list   of   references),    by    E.    V.   Jesse    .    W.   G.    Schultz    .    and   J     L.    Bomben     (Dec. 
1975.)  [2]  + iii  + 56  p.il.  4°     (Economic  Research  Service.)     +      •Item  42-C 

A  1.107:313 

Agriculture  handbook. 

341.  USDA  standards  for  food  and  farm  products  [list].  (Nov.  1974]  15  p.  (Agricultural 
Marketing  Service.)      +      •Item  3 

A  1.76:341/974 

472.    Guide    to    Alaska    trees    [with    list    of    selected    references);    by    Leslie    A.    Viereck 
and  Elbert  L.  Little  ,  jr.  Dec.  1974.  iv  +  98  p.il.  (Forest  Service.)  [Supersedes  Agricul- 
ture handbook  no.  5,  Pocket  guide  to  Alaska  trees.)     •  Paper.  $1.35  (S/N  0100-03308). 
•Item  3 
L.C.  card  74-600104  A  1.76:472 

481.  New  life  for  old  dwellings,  appraisal  and  rehabilitation;  by  Gerald  E.  Sherwood 
.  Dec.  1975.  [4]  +  99  p.il.  4°  ([Forest  Service.])  'Paper.  $1.70  (S/N  001-000-02988- 
6).     •Item  3 

L.C.  card  75-600018  A  1.76:481 

482.  Date  development,  handling,  and  packing  in  United  States  (with  list  of  literature 
cited];  by  G.  L.  Rygg  .  Nov.  1975.  iv  +  56  p.il.  (Agricultural  Research  Service.) 

•  Paper,  85c.  (S/N  001-000-03428-6).       •Item  3 

A  1.76:482 
492.  Compilation  of  statutes  relating  to  Agricultural  Marketing  Service  and  closely  related 
activities,  as  of  Sept.  1,  1975.  [Revised  Dec.  1975.)  [1975.]  xviii+392  p.  (Agricultural 
Marketing  Service.)  (Compiled  under  direction  of  General  Counsel.  Supersedes 
Agriculture  handbook  407,  Compilation  of  statutes  relating  to  Consumer  and  Market- 
ing Service  and  closely  related  activities,  as  of  June  30,  1971,  issued  Sept.  1971] 
+     •Item  3 

A  1.76:492 

Agriculture  information  bulletin  A  IB  (series). 

376.  Balance  sheet  of  farming  sector,  1974;  [by  Carson  D.  Evans  ,  Richard  W.  Simunek 
,  Philip  T.  Allen,  and  Robert  D.  Reinsel).  Sept.  1974.  [l)  +  iii  +  51  p.il.  4°  (Economic 
Research  Service.)      +      •Item  4 

A  1.75:376 
388.  Food  enough  for  all,  world  food  situation  in  perspective.  [Oct.  1975]  [11]  p.il.  narrow 
8°  (Economic  Research  Service.)     +      •Item  4 

A  1.75:388 

Farmers'  bulletin. 

2123.  Growing  American  bunch  grapes;  [by  J.  R.  McGrew  ].  [Revised  Dec.  1974]  [1974.] 
I2]  +  26  p.il.     •   Paper,  40c.  (S/N  0100-03266).     •Item  9 

A  1.9:2123/5 
2260.    Catfish    farming;    [by    Roy    A.    Grizzell    ,    jr..    Olan    W.    Dillon    .    jr..    Edward    G. 
Sullivan,  and  Lawrence  V.  Compton].  [Nov.  1975]  [2]  + 22  p.il.  [Supersedes  Farmers- 
bulletin  2244]     •  Paper,  40c.  (S/N  001-000-03435-9).     •Item  9 

A  1.9:2260 

Home  and  garden  bulletin. 

28.  Ants  in  home  and  garden,  how  to  control  them.  [Revised  Oct.  1975]  [1975  ]  8  p.il. 
[Prepared  by  Southern  Region.  Agricultural  Research  Service]  *  Paper.  25c.  (S/N 
001-000-03474-0).     •Item  11 

144.  How  to  buy  eggs.  [Revised  Oct.  1975]  [1975.]  [8]  p.il.  narrow  8°  ([Agricultural 
Marketing  Service.])     *  Paper.  25c.  (S/N  001-000-03483-9).     •Item  11 

152.  Growing  gardenias.  [Revised  Jan.  1971.  slightly  revised  Oct.  1975]  [1975]  8  p. 
([Northeastern  Region,  Agricultural  Research  Service.])  [Replaces  all  previous  edi- 
tions.]    •  Paper.  25c.  (S/N  001-000-03469-3).     •Item  11 

A  1.77:152/3 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  V A  22151 
•Sent  to  Depository  Libraries  Page  3 


Government  Publications 
Marketing  research  report. 

01662  1017.  Marketing  losses  of  selected  fruits  and  vegetables  at  wholesale,  retail,  and  consumer 

levels  in  Chicago  area  [with  list  of  literature  cited;  by  W.  R.  Wright  ].  [Jan.  1975.] 
[2]  +  21    p     4°     (Agricultural    Research    Service.)     'Paper,    45c.    (S/N    0100-03202). 

•,lemBB  A, .82:10.7 

01663  1046.  Evaluation  of  2  shell  egg  marketing  systems;  [by  Bruce  E.  Lederer  ].  [Dec.  1975.] 

[2]  +  25  p.il.  4°     (Agricultural  Research  Service.)     +      •  Item  13-B 

1   J  F  A  1.82:1046 

Miscellaneous  publication. 

01664  717.  Careers  in  Soil  Conservation  Service.  [Revised  May  1971,  slightly  revised  Dec.  1975.] 

[1975.]  [12]  p.il.  narrow  8°  (Soil  Conservation  Service.)  *  Paper,  25c.  (S/N  001- 
000-03497-9).     •Item  13-A 

A  1.38:717/5 

01665  843.  Job  with  Forest  Service,  guide  to  nonprofessional  employment.  [Revised  Aug.  1975.] 

[1975.]  [2]  +  18  p.il.  (Forest  Service.)  'Paper,  35c.  (S/N  001-000-03429-4).  •Item 
13-A 

A  1.38:843/11 

01666  1316.    Confinement   beef    barn.    Oct.    1975.    [2]    p.il.   4°     (Cooperative    farm   building   plan 

exchange,  plan  6156;  [Agricultural  Research  Service].)  *  Paper,  25c.  (S/N  001-000- 
03485-5).     •Item  13-A 

A  1.38:1316 

01667  1317.  House  for  dry  sows.  Oct.  1975.  [2]  p.il.  4°     (Cooperative  farm  building  plan  exchange, 

plan  6154;  [Agricultural  Research  Service].)     *  Paper,  25c.  (S/N  001-000-03486-3). 
•Item  13-A 

A  1.38:1317 

PA  [Program  aid]  (series). 

01668  585.  Backpacking  in  National  forests,  family  adventure.  [Slightly  revised  July  1974.]  [1974.] 

27  p.il.  oblong  24°     (Forest  Service.)     *  Paper,  40c.  (S/N  0100-03312). 

V  A  1.68:585/4 

01669  887.   Outdoor  safety   tips.   [Nov.  1968,   slightly  revised  July  1975.]   [1975.]   [2]  +  12+[l]  p.il. 

16°     *  Paper,  35c.  (S/N  001-000-3427-8).     •Item  14-A 

V  A  1.68:887/4 

01670  931.  Moving  equipment?  make  sure  it's  clean  first,  destructive  plant  pests  often  hitchhike 

in  dirt  clinging  to  used  farm  and  construction  equipment.  [Revised  Apr.  1975.]  [1975.] 
[4]  p.il.  oblong  48°  ([Plant  Protection  and  Quarantine  Programs,  Animal  and  Plant 
Health  Inspection  Service.])     +     •Item  14-A 

A  1.68:931/2 

01671  994.  Know  your  Agricultural  Research  Service,  Erratum.  May  1973.  1  p.  narrow  8° 

(Agricultural  Research  Service.)     +     ©Item  14-A 

A  1.68:994/errata 

01672  997.    Food   stamp   counter-points,    manual   for  cashiers.    [Revised   June   1974.]   [1974.]   [8] 

p.il.  oblong  24°  (Food  and  Nutrition  Service.)     +     •Item  14-A 

F  A  1.68:997/2 

01673  1084.    Your   woodland,    your   conservation    program;    [by    Carrow    T.    Prout    ,   jr.]    [Sept. 

1974.]  [15]  p.il.  oblong  32°  (Soil  Conservation  Service.)  [Supersedes  PA-463,  Conser- 
vation on  farm  woodlands.]     *  Paper,  30c.  (S/N  0100-03251).     •Item  14-A 

A  1.68:1084 

01674  1114.   Plan   for  safe   farm.   Mar.   1975.   [4]   p.il.   narrow   8°     [Prepared   in  cooperation   with 

National  Safety  Council.]  + 

A  1.68:1114 

Picture  story. 

01675  292.  B-brand  means  brucellosis.  Nov.  1975.  [4]  p.il.  4°     (Animal  and  Plant  Health  Inspec- 

ti0n  SerViCC)  +  A  1.100:292 

Statistical  bulletin. 

01676  548.    Changes    in    farm    production    and    efficiency:    supp.    1,    Farm    production,    indexes 

of  total  farm  output  and  gross  production  by  livestock  and  crop  groups,  for  each 
farm  production  region,  1950-74.  [Dec.  1975.]  12  p.  4°     (Economic  Research  Service.) 

+      #Item15  A  1.34:548/supp.l 

01677  548.   Changes   in  farm   production  and  efficiency:   supp.   3,   Labor,   total  hours  used  for 

farmwork,  by  livestock  and  crop  groups,  for  each  farm  production  region,  1950- 
74.  [Dec.  1975.]  12  p.  4°     (Economic  Research  Service.)     +     ©Item  15 

A  1.34:548/supp.3 
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01678  548.    Changes    in    farm    production    and    efficiency:    supp     4,    Labor,    indexes    and    farm 

production  per  hour,  by  livestock  and  crop  groups,  for  each  farm  production  region, 
1950-74.  [Dec.  1975]  12  p.  4°     (Economic  Research  Service.)      +      •Item  15 

A  1.34:548/supp  4 

01679  548.   Changes   in   farm   production   and   efficiency:    supp.    5,    Productivity,   index   of   total 

farm  input  and  productivity,  for  each  farm  production  region.  1939-74.  (Dec.  1975. | 
15  p.  4°     (Economic  Research  Service.)       +      •Item  15 

A  l.34:548/supp.5 

Technical  bulletin. 

01680  1490.    Properties   of   roller   gin   roller   covering   materials;   (by    Marvis   N.   Gillum    |.   (July 

1974]  |3)  +  17  p.il.  (Agricultural  Research  Service.)  'Paper,  30c.  (S/N  0100-03208). 
•Item  16 

A  1.36:1490 

01681  1498.    Summary    of   investigations    of   electric    insect    traps    (with    list   of   references];   by 

Truman  E.  Hienton  .  Oct.  1974.  iv  +  136  p.il   (Agricultural  Research  Service.)     • 
Paper,  $1.60.     •Item  16  (Regional  libraries  only). 

A  1.36:1498 

01682  1518.    USDAHL-74    revised    model    of   watershed    hydrology.    United    States    contribution 

to  international  hydrological  decade  (with  list  of  literature  cited],  by   H.  N.   Holtan 
,  G.  J.  Stilner  ,  W.  H.  Henson,  and  N.  C.  Lopez.  Dec    1975.  iv  +  99  p.il.  4° 
(Agricultural    Research   Service.)   [Supersedes   Technical   bulletin   1435,    USDAHL-70 
model  of  watershed  hydrology.]     *  Paper,  $1.65  (S/N  001-000-03434-1).     •Item  16 

A  1.36:1518 

01683  1529.  Predicting  employment  in  4  regions  of  Western  United  States;  (by)  Lloyd  D.  Bender 

.  (Nov.  1975]  (2]  +  ii  +  30  p.il.  4°  (Economic  Research  Service.)  (Prepared  in  coopera- 
tion with  Montana  State  University  Agricultural  Experiment  Station]  +  •Item 
16 

A  1.36:1529 

01684  This  is  a  food  bill?  let's  take  another  look.  [May  1975.]  6  p.  narrow 

8°  + 

A  l.2:F  73/42 

01685  USDA's   Office    of    Equal   Opportunity.    [Dec.    1975.]    [12]    p.il.    narrow 

8°     +     •Item  10 

A  1.2:Eq  2 

AIR  FORCE  DEPARTMENT,  Defense  Dept.  Washington,  DC  20330 

Air  Force  Human  Resources  Laboratory:  [Technical  report]  AFHRL- 
TR  (series).  (Air  Force  Systems  Command.) 

01686  75-9.   Design   option   decision   tree:    Method   for   systematic   analysis   of  design   problems 

and  integration  of  human  factors  data  (with  list  of  references];  by  William  B.  Askren 
and  Kenneth  D.  Korkan  .  July  1975.  cover  title.  [2] +  19  p.il.  4°  (Wright-Patterson 
Air  Force  Base,  Ohio.)  [Brooks  Air  Force  Base,  Tex.,  appears  on  cover]     # 

D  301.45/27:75-9 

01687  75-10.    Identification   and    analysis   of   social   incentives    in    Air   Force    technical   training, 

interim  report  [with  list  of  references];  by  Michael  T.  Wood  ,  Milton  D.  Hakel 
,  Edward  D.  DelGaizo,  Richard  J.  Klimoski.  Oct.  1975.  cover  title,  [2] +  139  p.il. 
4°  (Lowry  Air  Force  Base,  Colo.)  (Prepared  by  Department  of  Psychology.  Ohio 
State  University,  Columbus,  Ohio.  Brooks  Air  Force  Base,  Tex.,  appears  on  cover.] 
# 

D  301.45/27:75-10 

01688  75-18.  Analysis  of  AFROTC  detachment  viability,  interim  report  (with  list  of  references); 

by  William  E.  Alley  ,  George  L.  Berberich  .  Aug.  1975.  cover  title.  [2]  +  22  p. 
4"  (Lackland  Air  Force  Base,  Tex.)  [Brooks  Air  Force  Base,  Tex.,  appears  on 
cover.)     # 

D  301.45/27:75-18 

01689  75-19.    Undergraduate    pilot    training    task    frequency    study,    final    report    (with    list    of 

references);  by  James  E.  Brown  ,  Steven  K.  Rust  .  Aug.  1975.  cover  title,  (2)  + 57 
p.  4°  (Williams  Air  Force  Base,  Ariz.)  (Brooks  Air  Force  Base.  Tex.,  appears 
on  cover.)     # 

D  301.45/27:75-19 

01690  75-23.  Method  of  determining  desirable  task  experiences  for  first-line  supervisors,  interim 

report  (with  list  of  references];  by  William  J.  Stacy  ,  Joe  T.  Hazel  Aug.  1975. 
cover  title,  [2]  +  22  p.il.  4°  (Lackland  Air  Force  Base.  Tex.)  [Brooks  Air  Force 
Base.  Tex.,  appears  on  cover.)     # 

D  301.45/27:75-23 
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01691  75-24.  Environmental  data  base  development  process  for  ASUPT  CIG  system;  by  Eric 

G.  Monroe  .  Aug.  1975.  cover  title,  [2]  +  65  p.il.  4°  (Williams  Air  Force  Base,  Ariz.) 
[Brooks  Air  Force  Base,  Tex.,  appears  on  cover.]     # 

D  301.45/27:75-24 

01692  75-39.   Development  and   evaluation  of  objective  technique  to  assess  effort  in  training, 

final  report  [with  list  of  references];  by  Robert  D.  Pritchard  ,  John  H.  Hollenback 
,  Philip  J.  DeLeo.  Oct.  1975.  cover  title,  [2]  +  47  p.il.  4°  (Lowry  Air  Force  Base, 
Colo.)  [Prepared  by  Institute  for  Organizational  Behavior  Research,  Lafayette,  Ind. 
Brooks  Air  Force  Base,  Tex.,  appears  on  cover.]     # 

D  301.45/27:75-39 

01693  75-42.   Undergraduate   pilot  training   task   maneuver  times   study,   final   report   [with  list 

of  references];  by  James  E.  Brown  ,  J.  T.  Mullen  .Stephen  K.  Rust.  Sept.  1975. 
cover  title,  [2]  +  22  p.  4°  (Williams  Air  Force  Base,  Ariz.)  [Brooks  Air  Force  Base, 
Tex.,  appears  on  cover.]     # 

D  301.45/27:75-42 

01694  75-49.  Preliminary  operational  evaluation  of  audiovisual  instrument  trainer,  final  report 

[with  list  of  references];  by  Edward  E.  Eddowes  ,  Phillip  L.  McRee  ,  W.  [Guy] 
Matheny,  Norman  A.  Crowder.  July  1975.  cover  title,  [2]  +  21  p.il.  4°  (Williams  Air 
Force  Base,  Ariz.)  [Prepared  by  Life  Sciences,  Inc.,  Hurst,  Tex.,  under  contract 
F41609-73-C-0039.  Brooks  Air  Force  Base,  Tex.,  appears  on  cover.]     # 

D  301.45/27:75-49 

01695  75-51.  Career  area  rotation  model,  supplemental  user's  manual  [with  list  of  references]; 

by  John  W.  Hughes  .  Sept.  1975.  cover  title,  [4]  +  30  p.  4°  (Lackland  Air  Force 
Base,  Tex.)  [Brooks  Air  Force  Base,  Tex.,  appears  on  cover.]     # 

D  301.45/27:75-51 

01696  75-58.  Automated  pilot  aptitude  measurement  system  [with  list  of  references];  by  George 

E.  Long  ,  Nicholas  C.  Varney  .  Sept.  1975.  cover  title,  [136]  p.il.  4°  [Boooks  Air 
Force  Base,  Tex.,  appears  on  cover.]     # 

D  301.45/27:75-58 

01697  75-59(2).  Advanced  simulation  in  undergraduate  pilot  training:   Motion  system  develop- 

ment, final  report  [with  list  of  references];  by  G.  J.  Kron  .  Oct.  1975.  cover  title, 
[2]  +  iii+72  p.il.  4°  (Wright-Patterson  Air  Force  Base,  Ohio.)  [Prepared  by  Singer- 
Simulation  Products  Division  (SPD),  Binghamton,  N.Y.,  under  contract  F33615-71- 
C-1255.  Brooks  Air  Force  Base,  Tex.,  appears  on  cover.]      # 

D  301.45/27:75-59(2) 

01698  75-59(3).  Advanced  simulation  in  undergraduate  pilot  training:  G-seat  development,  final 

report  [with  list  of  references];  by  G.  J.  Kron  .  Oct.  1975.  cover  title,  [2]  +  56  p.il. 
4°  (Wright- Patterson  Air  Force  Base,  Ohio.)  [Prepared  by  Singer-Simulation 
Products  Division  (SPD),  Binghamton,  N.Y.,  under  contract  F33615-71-C-1255.  Brooks 
Air  Force  Base,  Tex.,  appears  on  cover.]     # 

D  301.45/27:75-59(3) 

01699  75-63.  Comparative  analysis  of  relative  validity  for  subjective  time  rating  scales  [with 

list  of  references];  by  James  B.  Carpenter  ,  M.  Joyce  Giorgia  ,  Barry  P.  McFarland. 
Dec.  1975.  cover  title,  [2]+49  p.il.  4°  (Lackland  Air  Force  Base,  Tex.)  [Brooks 
Air  Force  Base,  Tex.,  appears  on  cover.]     # 

D  301.45/27:75-63 

01700  75-64.  Development  of  a  prototype  human  resources  data  handbook  for  systems  engineer- 

ing, application  to  fire  control  systems;  by  Lawrence  E.  Reed  ,  Melvin  T.  Snyder 
,  Harry  A.  Baran,  Susan  L.  Loy,  James  G.  Curtin.  Oct.  1975.  cover  title,  [4]  +  223 
p.il.  4°  (Wright-Patterson  Air  Force  Base,  Ohio.)  [Brooks  Air  Force  Base,  Tex., 
appears  on  cover.]     # 

D  301.45/27:75-64 

Air  Force  manual  AFM  (series). 

01701  85-25.  Civil  engineering  -  general,  guide  specifications  for  military  family  housing,  July 

1,  1966,  Change  4.  July  1,  1975.  4  p.,  [378]  leaves,  4°  [Issued  with  perforations.] 
#     •Item  421 

D  301.7:85-25/ch.4 

Air  Force  regulation  AFR  (series). 

01702  72-1.  See  Defense  Department,  Defense  Supply  Agency  handbook  DSAH  4140.4. 

D  301.6: 

Air  National  Guard  manual  ANGM  (series). 

01703  178-01.  Base  level  management  analysis  program.  Aug.  28,  1974.  [26]  p.  4°     [Issued  with 

perforations.]  + 

D  301.23:178-01 

01704  Guerrilla  warfare   in   Latin  America,  1963-75   [with  bibliographies;  by] 

Raymond   Estep    .    1975.   iv  +  96   p.   4°   (Directorate   of   Documentary 
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Research,  Air  University  Institute  for  Professional  Development, 
Maxwell  Air  Force  Base,  Ala.)     # 

D  301.29/6:G  93 

AIR  TRAFFIC  SERVICE,  Transportation  Dept.  Washington,  DC 
20553 

01705  Contractions  handbook,  Change  4.  Nov.  5,  1974.  [73]  p.  4°     (7340. ID.) 

[Effective  Feb.  1,  1975.  Cancellation  date  May  1,  1975.  Issued  with 
perforations.]  *  Paper,  $8.40  (basic  and  supplementary  material  for 
indefinite  period);  add  $2.10  for  foreign  mailing.     •Item  431-D-l 

TD  4.308:C  76/973/ch.4 

01706  Flight    services    handbook,    Change    4.    Sept.    25,    1975.    [121]    p.il.   4° 

(7110.10C.)  [Effective  Jan.  1,  1976.  Cancellation  date  Apr.  1,  1976.  Issued 
with  perforations.]  *  Paper,  $18.30  (basic  and  supplementary  material 
for  indefinite  period);  add  $4.60  for  foreign  mailing.     •Item  431-D- 

TD  4.308 :F  64/975/ch.4 

ALCOHOL,  TOBACCO  AND  FIREARMS  BUREAU,  Treasury  Dept. 
Washington,  DC  20224 

Title  27,  Code  of  Federal  regulations. 

01707  pt.179.   Machine  guns,  destructive  devices,  and  certain  other  firearms.   [1975]   [l]  +  20  p. 

(ATF  P  5300.4  (6/75).)  [Material  is  current  through  July  1975.  Subchapter  M.  Alcohol, 
tobacco,  and  other  excise  taxes.]     +     •Item  954 

T  70.6/3:179 

01708  pt.194.   Liquor  dealers.   [July   1975.]   [l]  +  40   p.   (ATF   P  5170.1.)   [Subchapter  M,   Alcohol. 

tobacco  and  other  excise  taxes.  Current  through  July  1975]     +     ©Item  961 

T  70.6/3:194 

01709  pt.252.  Exportation  of  liquors.  [1975.]  cover  title,  59  p.  4°     (ATF  P  5180.1  (8/75).)  [Replaces 

IRS  211]     +     •Item  954 

T  70.6/3:252 

01710  Tobacco  tax  guide,  transmittal  no.  13,  Sept.  1,  1974.  Sept.  1,  1974.  [99] 

p.il.  4°     [Issued  with  perforations.]      *  Paper,  $6.30  (basic  and  supple- 
mentary material  for  indefinite  period);  add  $1.60  for  foreign  mailing. 
•Item  956-A 

T  22.19/5 :969/trans.l3 

AMERICAN  HISTORICAL  ASSOCIATION,  Smithsonian  Institution 
Washington,  DC  20003 

017U  Annual  report  of  American  Historical  Association  for  year  1973:  v. 
1,  Proceedings.  [1974.]  xvi+166  p.  [Also  issued  as  H.doc.6,  v.  1,  94th 
Congress,  1st  session.]     *  Paper,  $1.90  (S/N  4700-00020).     •Item  915 

SI  4.1:973/v.l 

AMERICAN  REVOLUTION  BICENTENNIAL  ADMINISTRATION, 
2401  E  St.,  NW  Washington,  DC  20276 
01712  National  calendar  of  bicentennial  events,  summary  of  events  of  national 
and  international  interest,  listed  by  date.  July  1975.  [37]  p.il.  4° 
*  Paper,  $1.05     •Item  1089 

Y  3.Am  3/6:2  N  21 
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ANIMAL  AND  PLANT  HEALTH  INSPECTION  SERVICE, 
Agriculture  Dept.  Washington,  DC  20250 

APHIS  (series). 

01713  82-4.   List  of   intercepted   plant  pests,   1972   (pests   recorded   from   July   1,   1971-June   30, 

1972);  [by  David  H.  Girard  ].  Aug.  1974.  [2]  +  97  p.  4°     ([Plant  Protection  and  Quaran- 
tine Programs.])     +     •Item  30-A-l 

A  101.10/2:82-4 

01714  List  of  chemical  compounds  authorized  for  use  under  USDA  meat, 

poultry,  rabbit,  and  egg  products  inspection  programs,  listings  effec- 
tive as  of  July  1,  1975.  Nov.  1975.  cover  title,  i+170  p.  4°  (MPI- 
8;  Meat  and  Poultry  Inspection  Program.)  *  Paper,  $2.60  (S/N  001- 
027-00006-9).     •Item  107-B 

A  101.6:C  42/975-2 

01715  Self-instructional  guide,  declared  count,  inspection  of  domestic  meat 

and  poultry  products.  [1975.]  vi+18  p.il.  oblong  8°  (Meat  and  Poultry 
Inspection  Program,  Program  Training  Staff.)     +     #Item  30-A-3 

A  101.8:D  35 

01716  Soil  samples,  list  of  approved  laboratories  for  receipt  of  certain  soil 

samples.  July  30,  1975.  11  p.  (PPQ  639;  Plant  Protection  and  Quarantine 
Programs.)  [Supersedes  edition  of  Mar.  5,  1975.  Issued  with  perfora- 
tions.] + 

A  101.6: So  5 

01717  Statistical  summary,  Federal  meat  and  poultry  inspection  for  fiscal  year 

1975.  Dec.  1975.  [2] +25  p.  4°  (MPI-1;  Meat  and  Poultry  Inspection 
Program.)     +     #Item  30-A-5 

A  101.2:St  2/2/975 

APPRENTICESHIP  AND  TRAINING  BUREAU,  Labor  Dept. 
Washington,  DC  20210 

01718  Pattern  standards  of  apprenticeship  and  training  for  Associated  Builders 

and  Contractors,  Inc.  1975.  vi+49  p.  [Developed  by  Associated  Buil- 
ders and  Contractors,  Inc.,  in  cooperation  with  Bureau  of  Apprentice- 
ship and  Training.]     +     #Item  748 

L  23.2:St  2/2 

ARMS  CONTROL  AND  DISARMAMENT  AGENCY  Washington,  DC 
20451 

01719  Nuclear  proliferation,  questions  and  answers.  [1975.]  cover  title,  24  p. 

narrow  8°  ([Publication  80.])  *  Paper,  45c.  (S/N  002-000-00050-4). 
•Item  125-A-3 

AC  1.2:N  88/7 

ARMY  DEPARTMENT,  Defense  Dept.  Washington,  DC  20310 

01720  Armed  Forces  overseas  touring  shows  program.  Sept.  1975.  14 +  [2]  p.il. 

4°     +     •Item  325 

D  101.2:T  64 

01721  Army  Signal  Corps,  great  place  to  get  started  in  communications.  [June 

1974.]  [5]  p.il.  12°  ([RPI-255.])  [Illustrations  are  colored.]  +  ©Item 
325 

D  101.2:Si  2 
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Civilian  personnel  pamphlet  CPP  (series). 

01722  78.  Utilization  of  civilian  women  employees  within  Department  of  Army,  executive  sum- 

mary of  final  report.  Dec.  1973  [published  1974].  cover  title,  [3]  +  40  p.il.  4°  (Office 
of  Assistant  Secretary  of  Army  for  Manpower  and  Reserve  Affairs.)  [Prepared  by 
Development  Alternatives,  Inc.,  Washington,  D.C.,  under  contract  DAHC15  72  C 
0320.  Issued  with  perforations.)     +     ©Item  323-D 

D  101.37:78 

Field  manual  FM  (series). 

01723  10-18.    Petroleum    terminal   and    pipeline    operations    [with   list   of   references].    Apr.    1974. 

cover  title,  [203]  p.il.  4°  [Supersedes  TM  10-1118,  Sept.  8,  1966,  and  TM  10-1112, 
Oct.  13,  1964.  Issued  with  perforations.]     #     •Item  324 

D  101.20:10-18/2 

01724  Medical  careers  in  Army  Reserve.  [Jan.  1975.]  [2]  p.il.  16°     ([RPI-645.]) 

[Illustrations  are  colored.]  +      •Item  325 

D  101.2:M  46 

Pamphlet. 

01725  18-10-8.  Management  information  systems,  information  processing  systems  exchange.  Oct. 

1975.  25  p.  4°     [Issued  with  perforations.]     #     ©Item  327  (Rev.  1969) 

D  101.22:18-10-8 

01726  600-17.  Commander's,  supervisor's,  and  physician's  guide  to  alcohol  abuse  and  alcoholism 

[with  list  of  references].  Sept.  1973.  cover  title,  [77]  p.il.  4°  [Contains  copyright 
material.  Issued  with  perforations.]     #     •Item  327  (Rev.  1969) 

D  101.22:600-17 

01727  608-11.   Okinawa,   facts  you  need  to  know.  Aug.  16,  1974.   [2]  +  22  p.   [Supersedes  edition 

of  Aug.  22,  1969.]     #     •Item  327  (Rev.  1969) 

D  101.22:608-11/3 

01728  700-40.  See  Defense  Department,  Defense  Supply  Agency  handbook  DSAH  4140.4. 

D  101.22: 

01729  Real  professionals,   U.S.   Army  Audit  Agency.   [1975.]   cover  title,   [7] 

p.il.  oblong  12°     [Text  on  p.  2  of  cover.]      +     •Item  327-A 

D  101.62:P  94 

01730  Report  of  Department  of  Army   review  of  preliminary  investigations 

into  My  Lai  incident:  v.  1,  Report  of  investigation.  [1974.]  cover 
title,  [386]  p.il.,  10  maps  4°  *  Paper,  $6.20  (S/N  0800-00210).  •Item 
325 

D  101.2:M  99/v.l 

Research  report.  (Army  Research  Institute  for  Behavioral  and  Social 
Sciences.) 

01731  1185.   Summary   of  ARI   research  on   military  delinquency   [with   list  of  references;  by] 

D.  B.  Bell  and  R.  F.  Holz  .  June  1975.  cover  title,  [9]  +  23  p.  4°  (Social  processes 
technical  area.)     §  (Price  upon  application,  AD  A012764/SDS). 

D  101.60/2:1185 

01732  1186.    Summary   of   ARI   research   on   drug   and   alcohol  abuse   [with   list  of   references; 

by]  Douglas  A.  Ramsay  .  May  1975.  cover  title,  [9]  +  16  p.  4°  (Social  processes 
technical  area.)     §  (Price  upon  application,  AD  AOO9730/SDS). 

D  101.60/2:1186 

01733  Soldier  artist  series  no.  2,  Army  artist  program,  1966-72.  1973.  10  color 

prints,  each  17  x  22  or  22  x  17  in.  [Paintings  loaned  by  Office, 
Chief  of  Military  History.  Print  sponsor,  Adjutant  General,  Army 
Arts  and  Crafts  Program.]  *  Paper,  $5.50  per  set  (S/N  008-020-00474- 
0). 

D  101.35:So  4/2/no.2 

Technical  manual  TM  (series). 

01734  10-3530-202-23  P.  Organizational  and  direct  support  maintenance  repair  parts  and  special 

tools  list,  sewing  machines  for  repair  of  parachutes  and  allied  equipment  Singer 
models  112WU6  (FSN  3530-892-4636),  113W113  (FSN  3530-222-3433),  7-33  (FSN  3530- 
892-4561),   97-10  (FSN    3530-241-3282),   17W15   (FSN   3530-892-4646),   55-5   (FSN   3530- 

§For  Sale  by  National  Technical  Information  Service, 
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892-4643),  1UW155  (FSN  3530-359-8856),  111W151  (FSN  3530-892-4629).  Apr.  1974.  cover 
title,  vii  +  150  p.il.  4°  [Supersedes  edition  of  Mar.  8,  1968.  Issued  with  perforations.] 
#     •Item  329 

D  101.11:10-3530-202-23  P 

01735  5-803-12.  Planning  and  design  of  outdoor  recreation  facilities  (with  bibliography].  Oct. 

1  1975.  cover  title,  [185]  p.il.  4°  [Some  illustrations  are  colored.  Some  pages  issued 
as  leaves.]     *  Paper,  $5.00  (S/N  008-022-00096-8).     •Item  329 

D  101.11:5-803-12 

01736  11-5821-259-20.  Organizational  maintenance   manual,  radio  set  AN/ARC-114,  network  im- 

pedance matching  CU-1794/ARC-114,  network,  impedance  matching-quadrature  hybrid 
CU-1796/ARC-114  [with  list  of  references].  May  1971  [published  1975].  [43]  p.il.  4° 
((Navy)  NAVAIR  16-30ARC114-1.)  [Issued  with  perforations.]     #     •Item  329 

D  101.11:11-5821-259-20 

Technical  paper.  (Army  Research  Institute  for  Behavioral  and  Social 
Sciences.) 

01737  255.   Effects   of   ancillary   information   upon   photointerpreter  performance   [with  list   of 

references;  by]  Jerrold  M.  Levine  and  Donald  Eldredge  .  Sept.  1974.  cover  title, 
[7] +  549-560+ [11]  p.  4°  (Systems  integration  and  command/control  technical  area.) 
[Reprinted  from  Human  factors,  v.  14,  no.  6,  1972.  Prepared  by  American  Institutes 
for  Research,  Washington,  D.C.]     §  (Price  upon  application,  AD  785  706/SDS). 

D  101.60:255 

01738  258.  Computer-based  displays  as  aids  in  production  of  Army  tactical  intelligence;  [by] 

Russell  J.  Bowen  ,  Carl  E.  Feehrer  ,  Raymond  S.  Nickerson,  and  Thomas  J.  Triggs. 
Feb.  1975.  cover  title,  [10]  +  66  p.il.  4°  (Systems  integration  &  command/control  techni- 
cal area.)  [Prepared  by  Bolt,  Beranek  and  Newman,  Inc.,  Arlington,  Va.]  §  (Price 
upon  application,  AD  007819/SDS). 

D  101.60:258 

01739  260.   Subjective   interpretation  of  reliability   and  accuracy   scales  for  evaluating  military 

intelligence  [with  list  of  references;  by]  Michael  G.  Samet  .  Jan.  1975.  cover  title, 
[10] +  29  p.  4°  (Systems  integration  &  command/control  technical  area.)  §  (Price 
upon  application,  AD  003260/SDS). 

D  101.60:260 

01740  262.  Automated  aids  to  on-line  tactical  data  imputting;  [by]  M.  H.   Strub  .  Feb.  1975. 

cover  title,  [10]  +  24  p.il.  4°  (Systems  integration  &  command/control  technical  area.) 
§  (Price  upon  application,  AD  A010350/SDS). 

D  101.60:262 

01741  263.   Quality   of   life   as    perceived   by   30   year   old   Army    veterans   [with   bibliography; 

by]  Sandra  Reitz  Wilson  ,  John  C.  Flanagan  ,  and  J.  E.  Uhlaner.  Feb.  1975.  cover 
title,  [10]  +  30  p.  4°  [Prepared  by  American  Institutes  for  Research,  Palo  Alto,  Calif.] 
§  (Price  upon  application,  AD  A007207/SDS). 

D  101.60:263 

01742  264.  Assessing  prevalence  of  illicit  drug  use  in  Army  [with  list  of  references;  by]  Paul 

Hurst  ,  Royer  F.  Cook  ,  and  Douglas  A.  Ramsay.  July  1975.  cover  title,  [10]  +  32 
p.  4°  (Social  processes  technical  area.)  [Prepared  by  HRB-Singer,  Inc.,  State  Col- 
lege, Pa.]     §  (Price  upon  application,  AD  A013389/SDS). 

D  101.60:264 

01743  266.  Model  for  using  qualitative  variables  as  covariates  in  analysis  of  covariance  [with 

bibliographies;  by]  N.  Phillip  Ross  .  July  1975.  cover  title,  [9]+42  p.  4°  (Individual 
training  &  performance  evaluation  technical  area.)  §  (Price  upon  application,  AD 
A014936/SDS). 

D  101.60:266 

U.S.    Army   Quartermaster   School,   Fort   Lee,   Va.:    Correspondence 
subcourse. 

01744  0348.  Prevention  of  food  poisoning.   Reprint  Oct.   1975.   [1975.]  cover  title,   iv  +  102  p.il. 

4°  (Supply  Training  Center  of  the  Army  School  System.)  [Issued  with  perforations.] 
+     •Item  363 

D  106.22:0348 

01745  0483.  Bath,  delousing,  and  laundry  operations  in  field  [with  lists  of  references].  Reprint 

Oct.  1975.  [1975.]  cover  title,  iii  +  206  p.il.  4°  (Supply  Training  Center  of  the  Army 
School  System.)  [Issued  with  perforations.]     +     •Item  363 

y  D  106.22:0483 

01746  0566-1.   Storage  management  at  installation  and  depot  levels  [with  lists  of  references]. 

Reprint  July  1975.  [1975.]  cover  title,  iii  +  368  p.il.  4°  (Supply  Training  Center  of 
the  Army  School  System.)  [Issued  with  perforations.]     +     •Item  363 

D  106.22:0566-1 
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USAAMRDL  technical  report.  (Eustis  Directorate,  U.S.  Army  Air 
Mobility  Research  and  Development  Laboratory,  Fort  Eustis,  Va.) 

01747  75-38.  Investigation  of  accelerated  life  prediction  techniques,  final  report  (with  bibliogra- 

phies; by  Jack  A.  Collins  and  Ben  T.  Hagan  ,  jr.].  Oct.  1975.  cover  title.  59  p.il. 
4°  [Prepared  by  Dept.  of  Mechanical  Engineering,  Ohio  State  University  Research 
Foundation.  Columbus,  Ohio,  under  contract  DAAJ02-74-C-0O33.)     # 

D  117.8/2:75-38 

01748  75-42.   Canopy   sun   glint   evaluation   and   display   standard;   [by   David   R.   Gundling  and 

Fred  White  ,  jr.].  Oct.  1975.  cover  title,  [l)  +  80  p.il.  4°  [Prepared  by  Boeing  Vertol 
Company,  Division  of  Boeing  Company,  Philadelphia,  Pa]     # 

D  117.8/2:75-42 

01749  75-43.    Roll-axis    hydrofluidic    stability    augmentation    system   development,    final    report; 

[by  Darroll  Bengtson  ,  Thomas  Dickovich  ,  Robert  Helfenstine).  Sept.  1975.  cover 
title,  137  p.il.  4°  [Prepared  by  Honeywell,  Inc.,  Government  and  Aeronautical 
Products  Division.  Minneapolis,  Minn.,  under  contract  DAAJ02-73-C-0056.)     # 

D  117.8/2:75-43 

01750  Vietnam   studies:    Allied   participation   in  Vietnam;   by   Stanley   Robert 

Larsen  and  James  Lawton  Collins  ,  jr.  1975.  ix  +  189  p.il.  4°     [Maps 

on  p.  2-3  of  cover.]     *  Paper,  $2.45  (S/N  0820-00524).     •Item  322- 

F 

L.C.  card  74-28217  D  101.74:A1  5 

01751  Vietnam    studies:    Logistic    support;   by   Joseph   M.    Heiser   ,   jr.    1974. 

xvi  +  273  p.il.  [Map  on  p.  2  of  cover.]  *  Paper,  $2.75  (S/N  0820- 
00473).     •Item  322-F 

D  101.74:L  82 

01752  Vietnam  studies:  U.  S.  Army  Engineers,  1965-70;  by  Robert  R.  Ploger 

.   1974.   xiii  +  240  p.il.     *  Paper,   $2.55   (S/N   0820-00470).     •Item  322- 

F 

L.C.  card  73-600008  D  101.74:En  3/965-70 

01753  Vietnam  studies:  War  in  northern  provinces,  1966-1968;  by  Willard  Pear- 

son  .   1975.   ix  +  115   p.il.   [Maps   on  p.   2-3   of  cover.]     *  Paper,   $1.90 

(S/N  0820-00519).     •Item  322-F 

L.C.  card  75-23360  D  101.74:N  81  p/966-68 

ARMY  MEDICAL  DEPARTMENT,  Defense  Dept.  Washington,  DC 
20310 

01754  Annual  progress  report,  fy  1975,  United  States  Army  Medical  Research 

Institute  of  Infectious  Diseases,  Frederick,  Md.  [with  bibliographies]. 
[1975.]  cover  title,  xvii+511  p.  4°  (RCS-MEDDH-288(RI).)  [Issued 
with  perforations.]     +     •Item  352-F 

D  104.27:975 

01755  Formulary,  pharmacy  service,  Walter  Reed  Army  Medical  Center,  An- 

drew Rader  U.  S.  Army  Health  Clinic,  Pentagon  U.  S.  Army  Health 
Clinic,  1975-76.  [1975.]  cover  title,  [236]  p.  4°     +     ©Item  351-A 

D  104.2:W  17/6/975-76 

01756  Splanchnic  circulation  in  shock  [with  bibliographies];  edited  by  David 

G.  Reynolds  and  Kenneth  G.  Swan  .  [1974.]  cover  title,  ii+213  p.il. 
4°     +     •Item  351-A 

D  104.2:Sp  5 

01757  Video  tape  catalog,  Walter  Reed  Army  Medical  Center.  [4th  edition, 

Oct.  1975].  cover  title,  [154]  p.  4°  [Issued  with  perforations.]     + 
•Item  351-A 

D  104.2:V  66 
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ASSISTANT  PUBLIC  PRINTER  (SUPERINTENDENT  OF 
DOCUMENTS),  Government  Printing  Office  Washington,  DC  20402 

Price  list  PL  (series). 

01758  36.  Government  periodicals  and  subscription  services,  Nov.  1975.  159th  edition.   [1975.] 

[4]  +  44  p.  +       •Item  554 

GP  3.9:36/159 

SB  [Subject  bibliography]. 

01759  005.  Canning,  freezing,  and  storage  of  foods.  Apr.  4,  1975.  [2]  p.  4°     +     •Item  552- 

A 

GP  3.22/2:005 

01760  014.  Airman's  information  manual.  Sept.  9,  1975.  1  p.  4°     +     •Item  552-A 

GP  3.22/2:014 

01761  054.  Consolidated   master  cross  reference   list,  July  1975   edition.  July  10,  1975.  1  p.  4° 

+     •Item  552-A 

GP  3.22/2:054 

01762  068.  Secondary  education.  July  29,  1975.  3  p.  4°     +     •Item  552-A 

GP  3.22/2:068 

01763  075.  Foreign  affairs  of  United  States.  Aug.  13,  1975.  18  p.  4°     +     •Item  552-A 

GP  3.22/2:075 

01764  087.  Stenography,  typing,  and  writing.  Aug.  15,  1975.  3  p.  4°     +     •Item  552-A 

GP  3.22/2:087 

01765  088.   Environmental  education  and  protection.   Aug.  15,  1975.  15   p.  4°     +     •Item  552- 

A 

GP  3.22/2:088 

01766  090.  Federal  government  forms.  Aug.  20,  1975.  9  p.  4°     +     ©Item  552-A 

GP  3.22/2:090 

ATOMIC  ENERGY  COMMISSION  Washington,  DC  20545 

AEC  research  and  development  report. 

01767  WASH-1358.   Nuclear  related  technician   survey,   supply,  demand  for  region  served  by 

Southern   Interstate   Nuclear   Board   [1973].   [Nov.   1974]   published  Jan.   1975.   cover 
title,   [123]   p.   4°     (Manpower   Information   Systems   Branch.)   [Report   prepared   by 
Division  of  Labor  Relations  and  Manpower  Development  Division,  Oak  Ridge  As- 
sociated Universities,  in  cooperation  with  Southern  Interstate  Nuclear  Board.] 
§  Paper,  $5.45.     ©Item  1051-C 

Y  3.At  7:22/WASH-1358 

01768  Atomic  Energy  Commission  reports,  v.  8,  Opinions  and  decisions  of 

Atomic   Energy   Commission   with   selected  orders,  Jan.   1,   1974-Jan. 
18,  1975.  1975.  xvi+1312  p.     *  Cloth,  $15.95.  (S/N  052-010-00449-2). 
•Item  1051-J 

Y  3.At  7:49/8 

01769  Financial  statements,  final  report  as  of  Jan.  18,  1975.  [1975.]  [1]  +  12  p. 

4°     *  Paper,  65c.     •Item  1051-M 

Y  3.At  7:39/975 

AUTOMATED  DATA  AND  TELECOMMUNICATIONS  SERVICE, 
General  Services  Administration  Washington,  DC  20405 

01770  Inventory   of   automatic   data   processing   equipment   in   United   States 

government  for  fiscal  year  1974.  [Sept.  1974.]  [3]-t-ii+559  p.  oblong 
8°  ([National  stock  no.  7610-00-181-7284.])  *  Paper,  $6.10  (S/N  2201- 
00062).      •Item  853-B 

GS  12.10:974 

01771  Inventory   of   automatic   data   processing   equipment   in   United   States 

government  for  fiscal  year  1975.  [Oct.  1975.]  [3]  +  ii+605  p.  oblong 
8°  ([National  stock  no.  7610-00-181-7284.])  *  Paper,  $6.55  (S/N  022- 
001-00066-3).      •Item  853-B 

GS  12.10:975 
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AVIATION  MEDICINE  OFFICE,  Transportation  Dept.  Washington, 
DC  20553 

FAA-AM  (series). 

01772  75-5.   To  see  or   not  to   see,   visual   acuity   of   pilots   involved   in   midair  collisions;   [by] 

Leonard  C.  Ryan  ,  S.  J.  Gerathewohl  ,  Stanley  R.  Mohler,  Charles  F.  Booze, 
jr.  Sept.  1975.  cover  title,  (l]  +  4  p.  4°  (Civil  Aeromedical  Institute,  Oklahoma  City, 
Okla.)  (Abstract  cards  inserted]     §  Paper,  $3.00. 

TD  4.210:75-5 

CANAL  ZONE  GOVERNMENT  Washington,  DC  20004 

01773  Panama   Canal   review    [official   Panama   Canal   publication;   Willie    K. 

Friar  and  Jose  T.  Tunon.,  editors].  Fall  1975.  cover  title,  35  p.il. 
4°  [Semiannual.  Pages  2  and  35  are  p.  2-3  of  cover.]  +  Paper, 
$1.50  a  year,  airmail  $3.00;  single  copy,  75c.  (Panama  Canal  Co., 
Box  M.,  Balboa  Heights,  CZ). 

CZ  1.18:975/2 

CENSUS  BUREAU,  Commerce  Dept.  Suitland,  MD  20233 
Annual  survey  of  manufactures,  1973,  M  73(AS)  (series). 

01774  3.    Value   of   manufacturers'    inventories.    Oct.   1975.   [1]  +  10   p.   4°     [Preprint   of   chapter 

in  Annual  survey  of  manufactures,  1973  volume.)     *  Paper,  45c.     •Item  134-A 

C  56.221:M  73(AS)-3 

01775  5.   Expenditures   for  new   plant*  and   new   equipment.   Oct.   1975.   [1]  +  10  p.  4°     [Preprint 

of  chapter  in  Annual  survey  of  manufacturess,  1973  volume.]  *  Paper,  45c.  •Item 
134-A 

C  56.221:M  73(AS)-5 

01776  Census   data  for  community   action;   [prepared  by  Gary   M.   Young  ]. 

Revised  Aug.  1975.  [1975.]  iii+20  p.il.  4°  ([Data  User  Services  Divi- 
sion.])    +  Paper,  50c.     •Item  146 

C  3.2:C  73/7 

Census  of  retail  trade,  1972:  Major  retail  centers  in  standard 
metropolitan  statistical  areas  RC  72-C  (series).  ([Business  Division.]) 

01777  13.  Idaho.  Oct.  1974.  [23]  p.il.  4°     *  Paper,  85c.     •Item  133 

C  56.251/5:972/13 

01778  27.  Montana.  Oct.  1974.  [29]  p.il.  4°     *  Paper,  95c.     •Item  133 

C  56.251/5:972/27 

01779  32.  New  Mexico.  Oct.  1974.  31  p.il.  4°     *  Paper,  95c.     •Item  133 

C  56.251/5:972/32 

Census  of  selected  service  industries,  1972:  Area  statistics  SC  72- 
A  (series).  ([Business  Division.]) 

01780  5.  California.  Sept.  1974.  [233]  p.il.  4°     *  Paper,  $4.25.     •Item  132-A-13 

C  56.253/3:972/5 

01781  Centers  of  population  for  States  and  counties  [1950,  1960,  and  1970]. 

[Dec.    1974.]   cover   title,    [l]  +  96   p.il.   4°     ([Geography   Division.])     * 

Paper,  $2.20.     #Item  146 

L.C.  card  74-600173  C  56.202:P  81/3 

County  business  patterns,  1973,  CBP  (series).  ([Economic  Statistics 
and  Surveys  Division.])  [Prepared  with  assistance  of  Social  Security 
Administration.] 

01782  73-7/ch.  Colorado,  Change  sheet.  Mar.  1975.  1  p.  4°     +     •Item  133-A 

C  56.233:73-7/ch 

01783  73-32/ch.  New  Jersey,  Change  sheet.  Mar.  1975.  [2]  p.  4°     +     •Item  133-A 

C  56.233:73-32/ch. 

01784  73-37.  Ohio.  Sept.  1974.  cover  title.  [2J  +  204  p.il.  4°     *  Paper,  $3.85.     ©Item  133-A 

L.C.  card  49-45747  C  56.233:73-37 
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01785  73-53/ch.  Puerto  Rico,  American  Samoa,  Guam,  and  Virgin  Islands,  Change  sheet.  Mar. 

1975.  1  p.  4°       +     •Item  133-A 

C  56.233:73-53/ch. 

Current  population  reports:  Series  P-25,  Population  estimates  and  pro- 
jections. *  Paper,  $56.00  (Series  P-20,  P-23,  P-25,  P-26,  P-27,  P- 
28  summaries,  P-60,  and  P-65  for  a  yr.),  add  $14.00  for  foreign  mailing; 
single  copy  prices  vary. 

01786  520.  Estimates  of  population  of  States  with  components  of  change,  1970-73;  [prepared 

by  David  L.  Word   ].  July  1974.  cover  title,   [l]  +  25  p.il.  4°     ([Population  Division.]) 
[Issued  with  perforations.]     *  Paper,  75c.     •Item  142-C 

C  56.218:P-25/520 

01787  Index   to   selected   1970   census   reports;   by   Paul  T.    Zeisset   .    [1974.] 

[3]  +  354  p.  4°  ([Data  User  Services  Office.])  *  Paper,  $3.70  (S/N 
0324-00635).     •Item  154 

C  3.223: In  2/970 

01788  Mergers  and  acquisitions,   1967-71:   pt.   1,   Acquisitions  by  large  multi- 

unit  companies,  1967-71,  pt.  2,  Acquired  large  manufacturing  establish- 
ments, 1968-70.   [Nov.  1974.]   [4]  +  279  p.il.  4°     ([Economic  Censuses 
and  Surveys  Division.])     *  Paper,  $5.00.     •Item  146 
L.C.  card  72-182372  C  56.202.M  54/967-71 

01789  1970   census   and   you,   general  introduction   to   census   data,   subjects, 

areas,  reports,  tapes,  microfilm.  Revised  Nov.  1975.  [1975.]  [2] +10 
p.il.  4°     +     ©Item  146 

C  3.2:C  33/27 

Technical  paper. 

01790  35.  Family  (money)  income,  1947-71:  Summarizing  twenty-five  years  of  summary  statistic; 

by  Murray  S.  Weitzman  .  July  1974.  [3]  +  26  p.il.  4°     ([Population  Division.])     * 

Paper,  80c.     ©Item  151-A 

L.C.  card  74-11411  C  56.215/2:35 

CENTER  FOR  DISEASE  CONTROL,  Health,  Education,  and  Welfare 
Dept.  Atlanta,  GA  30333 

01791  VD  and  you.  [May  1973,  reprinted  Aug.  1975.]  [6]  p.il.  narrow  8° 

([DHEW  publication  (CDC)  76-8223.])     *  Paper  ,  25c.     •Item  504 

HE  20.7002:V  55/2 

CIVIL  RIGHTS  COMMISSION  Washington,  DC  20425 

Federal  civil  rights  enforcement  effort,  1974. 

01792  v.l.   To   regulate   in   public   interest,   report;   [by   Patricia   Villareal   ].   Nov.   1974.   cover 

title,  xiii+237  p.  4°     +     •Item  288-A 

CR  1.2:En  2/2/974/v.l 

01793  Twenty  years  after  Brown:  Equal  opportunity  in  housing,  report.  Dec. 

1975.  xv +188  p.il.  4°  [Fourth  in  series  of  reports  pursuant  to  Pub. 
law  85-315,  as  amended.]     +     •Item  288-A 

CR  1.2:B  81/2 

CIVIL  SERVICE  COMMISSION  Washington,  DC  20415 

01794  Fiscal  year  1975  annual  report  of  Interagency  Advisory  Group,  including 

report  of  1975  Personnel  Directors  Conference,  related  fy  '75  I  AG 
accomplishments,  action  program  for  fy  '76.  [1975.]  cover  title, 
[2]  +  iv  +  88  +  [2]  p.il.  4°     +     •Item  290-K 

CS  1.87:975 
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01795  Interagency  training  program:  Supervision  and  group  performance,  in- 

structor's guide,  [Introduction  to  supervision].  [Revised  edition.]  1975. 
cover  title,  210  p.il.  4°  (Bureau  of  Training;  [General  Management 
Training  Center].)  [Issued  with  perforations.]  *  Paper,  $2.85  (S/N 
006-000-00911-5).     #Item  296-B 

CS  1.7/4:Su  7/3/975-2 

01796  Letterwriting  for  secretaries,  student  manual  [with  reading  list].  [1975.] 

cover  title,  [2] +  48 +  [40]  p.il.  4°  (Bureau  of  Training.)  [Issued  with 
perforations.  Last  40  unnumbered  lined  pages  left  blank  for  notes.] 
+      •Item  296-B 

CS  1.7/4:Se  2/2 

01797  Manager's/supervisor's  role   in  equal  opportunity,   participant   manual. 

[Dec.  1975.]  cover  title,  277  p.  4°  (Philadelphia  Region.)  [Issued  with 
perforations.  Some  pages  issued  as  leaves.]     +     #Item  296-B 

CS  1.7/4:Su  7/5 

01798  Medical  and  dental  auxiliaries,  announcement  WA-5-02.  Revised  Aug. 

5,  1975.  [1975.]  6+ [2]  p.il.  4°  (Washington  area  office,  Desk  H.)  [No 
closing  date.]     +     •Item  292 

CS  1.26/4:975/WA-5-02/rev. 

Pamphlet. 

01799  BRE-12.  Handbook  of  selective  placement  in  Federal  civil  service  employment  of  physi- 

cally handicapped  ,  mentally  restored,  mentally  retarded,  rehabilitated  offender.  Apr. 
1975.  vii  +  51  p.  narrow  16°     *  Paper  ,  85c.     •Item  299 

CS  1.48:BRE-12 

01800  BRE-28.  Vietnam  era  veterans.   Revised  June  1975.   [1975.]  cover  title.   [4]  p.il.   narrow 

8"     +     •Item  299 

CS  1.48:BRE-28/2 

01801  SM   56-10.   Occupations   of   Federal   white-collar  workers,   Oct.   31,   1972  and   1973.   [10th 

edition.]  [1975.]  cover  title,  ii  +  230  p.il.  4°  (Bureau  of  Manpower  Information 
Systems.)  [Prepared  by  Manpower  Statistics  Division.  Includes  edge  index  on  p. 
4  of  cover]     •  Paper,  $3.05  (S/N  006-000-00892-5).      •Item  299 

CS  1.48:SM  56-10 

01802  66.    Civil    service    and    Nation's    progress.    [May    1974.]    cover   title,   7    p.    narrow    12°     + 

•Item  299 

CS  1.48:66/4 

Personnel  bibliography  series. 

01803  55.  Personnel  management  in  State  and  local  government.  1974.  [5]  +  75  p.  4°     (Library.) 

[Covers  publications  received  in  Library  from  Dec.  1972-Dec.  1973.  Updates  Personnel 
bibliography  48,  State,  County  ,  and  municipal  personnel  publications,  1972.]  * 
Paper,  $1.20  (S/N  0600-00790).     •Item  300-A-l 

CS  1.61/3:55 

01804  62.    Position   classification,   pay   and   employee   benefits.   1975.   [5]  +  87   p.   4°     (Library.) 

[Supplements  no.  50  ,  Position  classification  and  pay  in  Federal  Government,  and 
no.  60,  Employee  benefits  and  services.]  •  Paper,  $1.55  (S/N  006-000-00896-8). 
•Item  300-A-l 

CS  1.61/3:62 

01805  63.  Personnel  management  in  State  and  local  governments.  1975.  [5]  +  46  p.  4°     (Library.) 

[Covers  publications  received  in  Library  during  1974.  Updates  Personnel  bibliography 
55,  State,  Personnel  management  in  State  and  local  governments,  1974]  •  Paper, 
$1.10  (S/N  006-000-00895-0).     •Item  300-A-l 

CS  1.61/3:63 

01806  64.   Executive   manpower.  1975.  cover  title,   [4]  +  lll  p.  4°     (Library.)  [Updates  Personnel 

bibliography  52.]       •  Paper,  $1.80  (S/N  006-000-00901-8).     •Item  300-A-l 

CS  1.61/3:64 

01807  65.    Equal    opportunity     in    employment.    1975.    cover    title,    [3]  +  169    p.    4°     (Library.) 

[Supplements  Personnel  bibliography  49,  1973.]  •  Paper,  $2.40  (S/N  006-000-00902- 
6).     •Item  300-A-l 

CS  1.61/3:65 
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01808  26.  Upward  mobility  through  job  restructuring  [with  bibliography].  May  1974.  [2]  +  iv  +  25 

p.     'Paper,  45c.  (S/N  0600-00766).     •Item  300-A 

CS  1.54:26 

Personnel  methods  series. 

01809  19.  Equal  employment  opportunity  counseling,  guidebook;  [with  list  of  suggested  readings 

for  EEO  counselors].  Revised  Oct.  1975.  [1975.]  iii+28  p.  [Text  on  p.  2  of  cover.] 
*  Paper,  55c.  (S/N  006-000-00903-4).     •Item  300-B 

CS  1.58:19/2 

01810  Professional   and    administrative    career   examination,   opportunities   in 

Federal  Government,  announcement  429.  Aug.  1975.  5  p.il.  4°  + 
•Item  292 

CS  1.26:975/429 

018U  Psychologist  [Federal  career  opportunities]  WAS-913.  June  24,  1969, 
revised  June  1975.  [1975.]  [l]  +  5  p.il.  4°  (Washington  area  office.)  [No 
written  test.  No  closing  date.]     +     •Item  292 

CS  1.26/4:969/WAS-913/2 

01812  Supervisor's  guide  to  labor  relations  in  Federal  Government.  6th  edition. 

Oct.  1975.  cover  title,  [2]  +  i+240  p.il.  4°  (RN-59:  Bureau  of  Training, 
Labor  Relations  Training  Center.)  *  Paper,  80c.  (S/N  006-000-00907- 
7).      •Item  296-B 

CS  1.7/4:L  11/2 

01813  Training  and  education  programs  in  automatic  data  processing  (ADP), 

ADP  Management  Training  Center.  Revised  1975.  [1975.]  [6] +  33  p.il. 
oblong  12°     (Bureau  of  Training.)     +     •Item  295 

CS  1.2:Au  8/2/975 

COAL  RESEARCH  OFFICE,  Interior  Dept.  Washington,  DC  20240 

Research  and  development  report. 

01814  100.  Process  for  cleaning  and  removal  of  sulfur  compounds  from  low  Btu  gases,  interim 

report  1,  for  period  Oct.  1972- Aug.  1974  [with  list  of  references;  by]  R.  H.  Moore 
,  C.  H.  Allen  ,  G.  F.  Schiefelbein,  R.  F.  Maness.  Aug.  1974.  [5]  +  v  +  85  p.il.  4° 
[Prepared  by  Pacific  Northwest  Laboratories  Division,  Battelle  Memorial  Institute, 
Richland,  Wash.,  under  contract  14-32-001-1519.]     +     •Item  606-C-2 

I  63.10:100/int.l 

COAST  GUARD,  Transportation  Dept.  Washington,  DC  20590 

01815  Analysis  of  buoy  coating  specimens  exposed  in  seawater  at  Daytona 

Beach,  Florida;  [by]  R.  J.  Dick  ,  B.  J.  Merrell  ,  L.  J.  Nowacki, 
and  J.  R.  Sherrard.  Mar.  1975.  cover  title,  [62]  p.il.  4°  (CG-D-74- 
75.  Office  of  Research  and  Development.)  [Prepared  by  Battelle, 
Columbus  Laboratories,  Columbus,  Ohio.]  §  (Price  upon  application). 
•Item  934 

TD  5.2:B  88/2 

01816  Boating  accident  investigations.  1972;  pt.  2,  Capsizing  and  swamping; 

[by  Henry  Albing  and  Robert  Loeser  ].  Oct.  1973.  cover  title,  [244] 
p.il.  4°    (CG-D-16-75.  Office  of  Research  and  Development.)  [Prepared 
by  Underwriter's  Laboratories,  Marine  Department,  Tampa,  Fla.] 
§  (Price  upon  application).     •Item  934 

TD  5.2:B  63/2/pt.2 

01817  Detailed  study  of  power  and  load  related  boating  accident  data;  [by 

R.  B.  Dayton  and  D.  L.  Braddy  ].  Sept.  1974.  cover  title,  [70]  p.il. 
4°     (CG-D-29-75.   Office   of  Research  and   Development.)   [Prepared 
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by  Operations  Research,  Inc.,  Silver  Spring.  Md.  ]  §  (Price  upon 
application).     •  Item  934 

TD  5.2:B  63/3 

01818  Evaluation   of   survival   suits   for  the   use   of   the   crews  of   the   Great 

Lake  carriers  [with  list  of  references;  by  P.  S.  Riegel  ,  D.  W.  Caudy 
,  J.  M.  Tierney,  and  T.  M.  Trainer.]  Oct.  1973.  cover  title,  [111]  p.il. 
4°  (CG-D-14-73.  Office  of  Research  and  Development.)  [Prepared  by 
Battelle,  Columbus  Laboratories,  Columbus,  Ohio.]  §  (Price  upon 
application).     •Item  934 

TD  5.2:Su  7 

01819  Evaluation   of   the    hazard   of   bulk   water   transportation   of   industrial 

chemicals  (a  tentative  guide).  July  1973.  cover  title,  [81]  p.  tables 
4°  (CG-D-63-4.  Office  of  Research  and  Development.)  [National 
Academy  of  Sciences,  Washington,  D.C.]  §  (Price  upon  application). 
•Item  934-A 

TD  5.8:C  42/3 

01820  First  aid  for  the  boatman  [with  bibliography].   [1975.]  20  p.il.   narrow 

8°     ([AUX-206(5-75).])     +     •Item  934-A 

TD  5.8:B  63/5 

01821  Investigation  of  21  chemicals  with  respect  to  explosion-proof  electrical 

equipment.  Oct.  1972.  cover  title,  [51]  p.il.  4°  (CG-D-70-74.  Office 
of  Research  and  Development.)  [Prepared  by  National  Academy  of 
Sciences,  Washington,  D.C.]     §  (Price  upon  application).     •Item  934 

TD  5.2:C  42/3 

01822  Petroleum  oil  detection  buoy  system  [with  one  reference;  by]  Herbert 

R.  Gram  .  Mar.  1975.  cover  title,  [l]  +  iv  +  29  p.il.  4°  (CG-D-39-75. 
Office  of  Research  and  Developemnt.)  [Prepared  by  Spectrogram  Cor- 
poration, North  Haven,  Conn.]  §  (Price  upon  appliation).  •Item 
934 

TD  5.2:Oi  5/6 

01823  Shipboard  oil-in- water  content  monitor  based  on  small  angle  forward 

light  scattering;  by  E.  Batutis  ,  R.  Boericke  and  H.  Sadjian.  Aug. 
1974.  cover  title,  vi+114  p.il.  4°  (CG-D-32-75.  Office  of  Research 
and  Development.)  [Prepared  by  Re-Entry  &  Environmental  Systems 
Division,  General  Electric  Company,  Philadelphia,  Pa.]  §  (Price  upon 
application).     •Item  934 

TD  5.2:Oi  5/5 

01824  This  is  seal  of  safety,  Coast  Guard  Auxiliary  courtesy  1975  examination, 

get  free  motorboat  examination  from  Coast  Guard  Auxiliary.  [1974.] 
[10]  p.il.  narrow  8°     ([AUX-204  (1-75).])     +     •Item  934 

TD  5.2:Sa  1/2/975 

01825  This  is  seal  of  safety,  Coast  Guard  Auxiliary  courtesy  1976  examination, 

get  free  motorboat  examination.  [1975.]  [8]  p.il.  ([AUX-204  (1-76).]) 
+     •Item  934 

TD  5.2: Sa  1/2/976 

01826  United   States  Coast  Guard  regulations,  1975.   [Feb.  1975.]  cover  title, 

[180]  p.  4°     (CG-300.)  [Issued  with  perforations.]     +     •Item  943 

TD  5.6.C  63 

01827  VLCC    'Metula'   oil   spill;   [by]   Roy   W.   Hann    ,   jr.   Dec.   1974.   cover 

title,     [2]  +  iv+61    p.il.    4°     (CG-D-54-75.    Office    of    Research    and 
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Development.)  [Prepared  by  Texas  A&M  Research  Foundation,  Col- 
lege Station,  Texas.]     §  (Price  upon  application).     •Item  934 

TD  5.2:Oi  5/7 

COMMERCE  DEPARTMENT  Washington,  DC  20230 

Note.  — Requests  to  the  Commerce  Department  for  publication  should  give  the  full  title  and 
the  date  of  the  publication.  Do  not  include  Monthly  Catalog  entry  numbers  or  Superintendent 
of  Documents  classification  numbers  which  should  be  used  only  when  ordering  from  the  Superin- 
tendent of  Documents. 

01828  Country  commercial  program  for  Norway,  fiscal  year  1976.  [1975.]  cover 

title,  26  p.  4°  [Prepared  in  cooperation  with  State  Department,  Amer- 
ican Embassy,  Oslo.]     # 

C  1.64:N  83 

01829  Country   commercial   program   for   Germany,   fiscal   year   1976.    [1975.] 

cover  title,  [l]  +  37  p.  4°  [Prepared  in  cooperation  with  State  Depart- 
ment, American  Embassy,  Bonn.]     # 

C  1.64:G  31 

01830  Department  of  Commerce  publications,  1973,  catalog  and  index,  supple- 

ment; [compiled  by  E.  Nell  Sawyer  and  Doris  H.  Gerhoff  ].  1974. 
iv  +  78  p.     *  Paper,  $1.10.     •Item  126-A 

C  1.54/2:973  supp. 

01831  Foreign  direct  investment  in  United  States,  interim  report  of  Secretary 

of  Commerce  to  Congress  in  compliance  with  sec.  10  of  P. 1.93-479, 
v.  1-2  [with  bibliographies].  Oct.  1975.  2  v.,  [3]  +  iv  +  103  +  [410]  p.il. 
4°  +      •Item  128 

C  1.2:In  8/7/v.l,2 

01832  Interagency  Auditor  Training  Center  bulletin  for  fiscal  year  1976.  [1975.] 

48  p.il.     +     •Item  126-D-2 

C  1.61.976 

OT  report.  (Office  of  Telecommunications.) 

01833  75-77.  U.S.  international  telecommunication  rate  history;  [by]  J.  E.  Cole  ,  G.  W.  Arnaud 

,    L.   H.   Adams,   M.    P.   Fackelman.    Nov.   1975.    viii+196+[l]   p.il.   4"     [Revision   of 
OT  report  73-251.]     *  Paper,  $2.70.     •Item  126-D-3 

C  1.60/3:75-77 

01834  United  States  Department  of  Commerce  publications,  catalog  and  index, 

1974  supplement;  [compiled  by  E.  Nell  Sawyer  and  Doris  H.  Gerhoff 
with  assistance  of  bureau  representatives].  1975.  iv+90  p.  (Office 
of  Publications.)     *  Paper,  $1.20.     •Item  126-A 

C  1.54/2:974  supp. 

01835  United  States  role  in  East-West  trade,  problems  and  prospects,  assess- 

ment; by  Rogers  Morton  .  Aug.  1975.  [151]  p.il.  4°  *  Paper,  $2.15. 
•Item  128 

C  1.2:Ea  7 

COMMUNICATION  OFFICE,  Agriculture  Dept.  Washington,  DC 
20250 

01836  International   control   of   world   resources,    handbook   for   high   school 

debaters  [with  bibliography].  [Dec.  1975.]  15  p.  4°     +     •Item  90-A 

A  21.28:In  8 
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COMMUNITY  HEALTH  SERVICES  BUREAU,  Health,  Education, 
and  Welfare  Dept.  Rockville,  MD  20852 

01837  National  Health  Service  Corps  practice  management  guide  book.  [1975.] 

cover    title,     [135]    p.    4°     ([DHEW    publication    (HSA)    76-15023.]) 
[Prepared  under  contract  (HSA)  105-74-211.]     +     #Item  512-E-2 

HE  20.5108:N  21/2/975-2 

COMMUNITY  SERVICES  ADMINISTRATION,  1200  Nineteenth  St., 
N.W.  Washington,  DC  20506 

CSA  pamphlet. 

01838  6143-5.  Save  energy,  save  money;  (prepared  by  Eugene  Eccli  and  Sandra  Fulton  Eccli]. 

Jan.  1975.  cover  title,  40  p.il.  4°  (Publication  2  in  Winter  USA  pamphlet  series.) 
[Prepared  for  National  Center  for  Community  Action  by  Institute  on  Energy  Conser- 
vation and  the  Poor,  Office  of  Economic  Opportunity.  Text  on  p.  3  of  cover.] 
+     •Item  857-H-17 

CSA  1.9:6143-5 

CONGRESS 

Congressional  record,  proceedings  and  debates  of  93d  Congress,  1st 
session,  v. 119.  [Permanent  edition.]  L.C.  card  12-36438 

Note.— In  the  permanent  bound  edition,  the  paging  differs  from  that  of  the  daily  numbers, 
the  text  being  revised,  rearranged,  and  printed  without  break. 

01839  pt.32.  Dec.  13-18,  1973.  1973.  [1]  + 41257-42368  p.  4°     •  Cloth,  $14.50.     ©Item  993 

X.93/l:119/pt.32 

Congressional  record,  proceedings  and  debates  of  93d  Congress,  2d 
session,  v.120.  [Permanent  edition.] 

01840  pt.l.  Jan.  21-29,  1974.  1974.  [1]  + 3-1300  p.  4°     *  Cloth,  $17.05.     •Item  993 

X.93/2:120/pt.l 

Congressional  serial  set 

Note.— During  each  session  of  Congress  the  House  and  Senate  documents  and  reports  are 
accumulated  into  bound  volumes  comprising  the  Congressional  serial  set.  No  catalog  entry  is 
made  for  the  volumes  of  the  Serial  set  since  the  documents  and  reports  contained  therein  have 
been  previously  listed  in  the  Monthly  catalog.  The  following  bound  volumes  were  sent  to  depository 
libraries  during  the  period  of  this  catalog: 

House  documents: 

01841  nos.  232-383,  with  exceptions,  92d  Congress,  2d  session.  Reports  on  audits  of  government 

corporations  agencies,  etc.  [Serial  12988].      •Item  995-G 

01842  nos.  36-191,  with  exceptions,  93d  Congress,  1st  session.  House  miscellaneous  documents 

III  [Serial  13030-3].      •Item  995-G 

01843  no.  417,  93d  Congress,  2d  session.  Prayers  in  House  of  Representatives,  1971-1974  [Serial 

13077-10].      •Item  995-G 

01844  no.   239,  94th  Congress,   1st  session,  76th  encampment.   United  Spanish  War  Veterans. 

1974  [Serial  13112-4].      •Item  995-K 

House  reports: 

01845  nos.    103-746,    with    exceptions,    93d    Congress,    1st    session.    Reports    of   Committee    on 

Government  Operations,  nos.  1-13  [Serial  13022-5].      •Item  1007-A 

01846  nos.   110,   326,   329,    357-358,   93d   Congress,   1st   session.    Reports   of   Select   Committee 

on  Crime  [Serial  13022-7].      •Item  1007-A 

01847  nos.   173-584,   with  exceptions,  93d   Congress,  1st  session.   House   miscellaneous   reports 

on  private  bills  (Serial  13021].      •Item  1007-B 
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Senate  documents: 

01848  no.  97,  93d  Congress,  2d  session.  Material  needs  and  environment  today  and  tomorrow 

[Serial  13067-5].      •Item  995-G 

01849  no.   123,   93d  Congress,   2d   session,   Toward  a   national  growth   policy   [Serial  13067-9]. 

•Item  995-G 

Senate  reports: 

01850  no.  147,  93d  Congress,  1st  session,  Developments  in  Aging,  1972  [Serial  13019-2].      •Item 

1007-A 

01851  nos.  161-223,   with  exceptions,  93d  Congress,  1st  session.   Senate   miscellaneous  reports 

on  public  bills  III  [Serial  13017-3].      •Item  1007-A 

Laws 

Note.— The  Federal  laws  are  first  published  separately  and  in  this  form  are  known  as  'slip 
laws'.  Later,  these  laws  are  compiled,  edited,  indexed,  and  published  in  the  volumes  of  the 
Statutes  at  large. 

Public  laws,  94th  Congress.     •Item  575 

Note.— Public  laws  in  slip  form  in  the  first  prints  may  be  obtained  from  the  Superintendent 
of  Documents,  Washington,  DC  20402,  at  a  subscription  price  of  $90.00  per  session,  add  $22.50 
for  foreign  mailing;  single  copies  vary  in  price. 

01852  115.   S.557,  act  to  declare   that  certain  land  of  United  States  is  held  by  United  States 

in  trust  for  Pueblo  of  Laguna.  Oct.  17,  1975.  1  p.     *  Paper,  25c. 

01853  117.  H.R.5708,  act  to  provide  for  striking  of  medals  in  commemoration  of  bicentennials 

of   United    States   Army,    United    States   Navy,    and    United    States    Marine    Corps. 
Oct.  17,  1975.  1  p.     *  Paper,  25c. 

01854  119.   H.R.6151,   act  to  authorize  appropriations  for  services   necessary  to  nonperforming 

arts  functions  of  John  F.  Kennedy  Center.  Oct.  21,  1975.  1  p.     *  Paper,  25c. 

01855  120.   H.R.7706,   act  to   suspend   duty   on   natural  graphite   until  close   of  June   30,   1978, 

and  for  other  purposes.  Oct.  21,  1975.  2  p.     *  Paper,  25c. 

01856  121.  H.R.8121,  act  making  appropriations  for  Departments  of  State,  Justice,  and  Commerce, 

judiciary,   and   related   agencies   for   fiscal   year   ending  June    30,   1976,   and   period 
ending  Sept.  30,  1976,  and  for  other  purposes.  Oct.  21,  1975.  30  p.     *  Paper,  40c. 

01857  122.  H.R.8561,  act  making  appropriations  for  Agriculture  and  related  agencies  programs 

for  fiscal  year  ending  June   30,   1976,   and   period  ending   Sept.   30,   1976,   and   for 
other  purposes.  Oct.  21,  1975.  28  p.     *   Paper,  40c. 

01858  123.  H.R.8240,  act  to  amend  title  38,  United  States  Code,  to  provide  special  pay  and 

incentive    pay    for    certain    physicians    and    dentists    employed    by    Department    of 
Medicine  and  Surgery  of  Veterans'  Administration  in  order  to  enhance  recruitment 
and  retention  of  such  personnel,  and  for  other  purposes.  Oct.  22,  1975.  8  p. 
*  Paper,  25c. 

01859  124.   H.R.4799,  act  to  amend  sec.  6,   306,  and  308  of  Rural  electrification  act  of  1936, 

as  amended.  Nov.  4,  1975.  1  p.     *  Paper,  25c. 

01860  125.  S.J.Res.134,  joint  resolution  to  extend  authority  for  direct  purchase  of  United  States 

obligations  by  Federal  reserve  banks.  Nov.  12,  1975.  1  p.     *  Paper,  25c. 

01861  126.   S.584,   act  to  amend   title   5,   United   States  Code,   to   correct  certain   inequities  in 

crediting  of  National  Guard  technician  service  in  connection  with  civil  service  retire- 
ment, and  for  other  purposes.  Nov.  12,  1975.  1  p.     *  Paper,  25c. 

01862  127.    S.1542,   act   to   authorize   appropriations   for   fiscal   year   1976   for   certain   maritime 

programs  of  Department  of  Commerce,  and  for  other  purposes.  Nov.  13,  1975.  2 
p.     *  Paper,  25c. 

01863  128.   S.896,   act   to   increase   appropriation   authorization   relating   to   volunteers   in   parks 

program,  and  for  other  purposes.  Nov.  13,  1975.  1  p.     *  Paper,  25c. 
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01864  129.   S.1649,   act   to   amend   act   of   Mar.   4,   1927,   to   authorize   Secretary   of   Agriculture 

to  accept  and  administer  on  behalf  of  United  States  gifts  or  devises  of  real  and 
personal  property  for  benefit  of  National  Arboretum.  Nov.  13,  1975.  I  p.  •  Paper, 
25c. 

01865  130.    H.R.6334,   act   to   amend   further   Peace   Corps   act,   and   for  other  purposes.    Nov. 

14,  1975.  1  p.     •   Paper,  25c. 

01866  131.   S.24,  act  to  carry  into  effect  certain  provisions  of  Patent  Cooperation  Treaty,  and 

for  other  purposes.  Nov.  14,  1975.  8  p.     •  Paper,  25c. 

01867  132.   H.R. 10585,   act  to   increase   temporary   debt  limitation   until   Mar.   15,   1976.   Nov.   14, 

1975.  1  p.     •   Paper,  25c. 

01868  133.   S.2667,  act  to  extend   Emergency   petroleum   allocation  act  of  1973.   Nov.  14,  1975. 

I  p.     *  Paper,  25c. 

01869  134.  H.R. 8365,  act  making  appropriations  for  Department  of  Transportation  and  related 

agencies,  fiscal  year  1976,  and  period  ending  Sept.  30,  1976,  and  for  other  purposes. 
Nov.  24,  1975.  18  p.     *  Paper,  30c. 

01870  135.    H.R. 3922,   act   to   amend   Older   Americans   act   of   1965   to   establish   certain   social 

services  programs  for  older  Americans  and  to  extend  authorizations  of  appropriations 
contained  in  such  act,  to  prohibit  discrimination  on  basis  of  age,  and  for  other 
purposes.  Nov.  28,  1975.  20  p.     •  Paper,  35c. 

01871  136.   S.2195,   act  to  establish   National  Center  for  Productivity   and  Quality  of  Working 

Life,  to  provide  for  review  of  activities  of  all  Federal  agencies  including  implementa- 
tion of  all  Federal  laws,  regulations,  and  policies  which  impede  productive  per- 
formance and  efficiency  of  American  economy,  to  encourage  joint  labor,  industry, 
and  Government  efforts  to  improve  national  productivity  and  character  of  working 
conditions,  to  establish  Federal  policy  with  respect  to  continued  productivity  growth 
and  improved  utilization  of  human  resources  in  United  States,  and  for  other  purposes. 
Nov.  28,  1975.  11  p.     *  Paper,  25c. 

01872  137.  H.R. 2343,  act  to  designate  new  Forest  Service  laboratory  at  Auburn,  Ala.,  as  George 

W.  Andrews  Forestry  Sciences  Laboratory.  Nov.  28,  1975.  1  p.     •  Paper,  25c. 

01873  138.   H.R. 10029,   act  making  appropriations   for  military  construction  for  Department  of 

Defense  for  fiscal  year  ending  June  30,  1976,  and  period  ending  Sept.  30,  1976, 
and  for  other  purposes.  Nov.  28,  1975.  5  p.      *  Paper,  25c. 

01874  139.   H.R.9472,   act   to   amend   sec.   15d   of  Tennessee   Valley   Authority   act  of   1933   to 

increase  amount  of  bonds  which  may  be  issued  by  Tennessee  Valley  Authority, 
and  for  other  purposes.  Nov.  28,  1975.  1  p.     *   Paper,  25c. 

01875  140.  Act  to  extend  Federal  insecticide,  fungicide,  and  rodenticide  act,  as  amended,  and 

for  other  purposes.  Nov.  28,  1975.  5  p.     *  Paper,  25c. 

01876  141.  S.1517,  act  to  authorize  appropriations  for  administration  of  foreign  affairs,  interna- 

tional organizations,  conferences,  and  commissions,  information  and  cultural 
exchange,  and  for  other  purposes.  Nov.  29,  1975.  17  p.     •  Paper,  30c. 

01877  142.  S.6,  act  to  amend  Education  of  handicapped  act  to  provide  educational  assistance 

to  all  handicapped  children,  and  for  other  purposes.  Nov.  29,  1975.  24  p.  •  Paper, 
40c. 

ATOMIC  ENERGY  JOINT  COMMITTEE  Washington,  DC  20515 

01878  H.R. 8631,  to  amend  and  extend  Price-Anderson  act,  hearings,  94th  Con- 

gress, 1st  session,   Sept.  23  and  24,  1975.  1975.  vi+822  p.     *  Paper, 
$6.50.     •Item  999 

Y  4.At  7/2:P  93/3 

CONGRESSIONAL  BUDGET  OFFICE  Washington,  DC  20515 

01879  Staff  working  paper  for  1976  congressional  budget  scorekeeping  showing 

status  of  1976  fiscal  year  Federal  budget  as  of  Sept.  2,  1975.  1975. 
v  +  63  p.  4°     (94th  Congress,  1st  session,  no.  2.)  + 
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01880  Staff  working  paper  for  1976  congressional  budget  scorekeeping  showing 

status  of  1976  fiscal  year  Federal  budget  as  of  Oct.  20,  1975.  1975. 
v  +  66  p.  4°  (94th  Congress,  1st  session,  no.  3.)  [Errata,  1  p.  oblong 
32°,  issued  also.]  + 

Y  10.2:  St  1/976-2 

ECONOMIC  JOINT  COMMITTEE  Washington,  DC  20510 

01881  International   monetary    situation   and   administration's   oil   floor   price 

proposal,  hearings  before  Subcommittee  on  International  Economics, 
94th  Congress,  1st  session,  Mar,  24  and  Apr.  28,  1975.  1975.  iv  +  86 
p.il.     *  Paper  ,  $1.05.     •Item  1000 

Y  4.Ec  7:M  74/21 

01882  1974  economic  report  of  President,  hearings,  pt.  1,  93d  Congress,  2d 

session,  Feb.  7-18,  1974.  1974.  iv  +  230  p.il.     +     •Item  1000 

Y  4.Ec  7:Ec  7/2/974/pt.l 

01883  Productivity  in  urban  transportation,  hearings  before  Subcommittee  on 

Urban  Affairs,  93d  Congress,  2d  session,  Apr.  8-July  3,  1974.  1974 
[published  1975].  v  +  264  p.il.     *  Paper,  $2.50.     •Item  1000 

Y  4.Ec  7:P  94/23 

01884  Reappraisal  of  Project  Independence  Blueprint,  hearing,  94th  Congress, 

1st  session,  Mar.  18,  1975.  1975.  iii+120  p.il.  *  Paper,  $1.40.  •Item 
1000 

Y  4.Ec  7:In  2/9 

HOUSE  OF  REPRESENTATIVES  Washington,  DC  20515 

House  documents 

Note. — All  House  documents  entries  which  are  followed  by  a   +,   may  be  obtained  from  the 
House  Documents  Room  or  from  the  issuing  office. 

House  documents,  93d  Congress. 

01885  121.   National  shoreline   study,   letter  from   Secretary   of  Army,   transmitting  letter  from 

chief  of  engineers,  submitting  report;  June  29,  1973.  1973.  5  v.,  [1966]  p.il.  4° 
[Available  in  departmental  edition  ,  D  103.22:Sh  7/v.l-5  and  sent  to  depository  libraries 
in  that  form.  See  Engineers  Corps,  Army.] 

93-l:H.doc. 

01886  262.   88th  annual  report   of  Interstate   Commerce  Commission,   fiscal  year  ending  June 

30,  1974.  [1974.]  vi+137  p.il.  [Available  in  departmental  edition,  IC  1.1:974,  Paper, 
$1.65,  and  sent  to  depository  libraries  in  that  form.  See  Interstate  Commerce  Commis- 
sion.) 

93-2:H.doc. 

01887  275.,  v.l.  U.  S.  Army  register:  v.  1,  Regular  Army  active  list.  Jan.  1,  1974.  xiii+[6]  +  516 

p.  4°  [Available  in  departmental  edition,  D  102.9:974/v.l,  Paper,  $5.65,  and  sent 
to  depository  libraries  in  that  form.  See  Army  Department.] 

93-2:H.doc. 

01888  343.   Annual  reports   of   Department  of  Transportation  on  activities  during   1973   under 

Highway  safety  act  of  1966  and  National  traffic  and  motor  vehicle  safety  act  of 
1966,  message  from  President  of  United  States;  Sept.  11,  1974.  1974.  [3]  +  293  p.il. 
4°     +     •Item  996 

93-2:H.doc. 

House  documents,  94th  Congress. 

01889  1.  President's  report  on  state  of  Union,  message  from  President  of  United  States;  Jan. 

15,  1975.  1975.  [l]  +  8  p.     +     •Item  996 

94-1  :H. doc. 

01890  6.   Annual  report  of  American  Historical  Association   for  year  1973:   v.  1,   Proceedings. 

[1974.]  xvi+166  p.  [Available  in  departmental  edition,  SI  4.1:973/v.l,  *  Paper,  $1.90, 
and  sent  to  depository  libraries  in  that  form.  See  American  Historical  Association.] 

94-1  :H. doc. 
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7.  Reports  lo  be  made  to  Congress,  letter  from  Clerk,   House  of  Representatives;  Jan. 

14.  1975.  1975.  v  + 54  p.      +      •Item  996 

94-LH.doc. 

8.  Notice   of   actions   proposed    to   be    taken   under   Trade   act   of   1974,   communication 

from  President  of  United  States;  Jan   14,  1975.  1975.  [1)  + 5  p.     +     •Item  996 

94-LH.doc. 

14.  Proposed   rescission   of  budget  authority,  communication   from   Comptroller  General 

of  United  States;  Jan.  14.  1975.  1975.  [I] +  3  p.      +      ©Item  996 

94-l:H.doc. 

15.  Review   of   rescission   of   budget,   communication   from    Acting  Comptroller  General 

of  United  States;  Jan.  14.  1975.  1975.  (l]  +  8  p.     +      •Item  996 

94-l;H.doc. 

16.  Opinion  of  rescission  of  budget,  communication  from  Comptroller  General  of  United 

States;  Jan.  14.  1975.  1975.  [I]  + 3  p.      +      •Item  996 

94-1  :H.  doc. 
25.  Examination  of  financial  statements  of  Rural  Telephone  Bank,  DEPARTMENT  OF 
Agriculture,  for  fiscal  year  1974,  communication  from  Comptroller  General  of  United 
States;  Jan.  27,  1975.  1975.  viii-t-22  p.  4°  +       •Item  996 

94-hH.doc. 
43.  Audit  of  Commodity  Credit  Corporation,  Department  of  Agriculture,  for  fiscal  year 

1974,  communication  from  Comptroller  General  of  United  States;  Feb.  4,  1975.  1975. 
viii  +  32p.  4°     +     •Item  996 

94-l:H.doc. 
47.  Proposed  legislation,  financial  institutions,  message  from  President  of  United  States; 
Mar.  19,  1975.  1975.  [1] +  40  p.     +     •Item  996 

94-l:H.doc. 
49.  Student  loan  insurance  fund  fiscal  year  1974,  communication  from  Comptroller  General 
of  United  States;  Feb.  13,  1975.  1975.  v  + 19  p.     +      •Item  996 

94-1  :H. doc. 

53.  Proposing  amendment  to  supplemental  appropriation  for  fiscal  year  1975  for  Depart- 

ment of  Transportation,  communication  from  President  of  United  States;  Feb.  19, 

1975.  1975.  [1]  + 2  p.      +     •Item  996 

94-l:H.doc. 

54.  Proposed  legislation  to  amend  Arms  control  and  disarmament  act.  communication 
from  President  of  United  States;  Feb.  19,  1975.  1975.  iii-t- 2  p.     +     •Item  996 

94-1  :H. doc. 

59.  Proposed  supplemental  appropriations  for  fiscal  year  1975  for  judiciary,  communication 

from  President  of  United  States;  Feb.  24,  1975.  1975.  [l]  +  4  p.     +     •Item  996 

94-1  :H. doc. 

60.  Amendments  to  request  for  foreign  assistance  and  Department  of  State  appropriations 

for  fiscal  year  1975,  communication  from  President  of  United  States;  Feb.  24,  1975. 
1975.  [l]  +  2p.     +     •Item  996 

94-1:  H. doc. 

68.  19th  annual  report,  highway  trust  fund,  communication  from  Fiscal  Assistant  Secretary 

of  Treasury;  Mar.  4,  1975.  1975.  iii  +  10  p.     +     •Item  996 

94-lrH.doc. 

69.  4th  annual  report  on  financial  condition  and  results  of  operations  of  airport  and 
airway  trust  fund,  communication  from  Fiscal  Assistant  Secretary  of  Treasury.  Mar. 
4,  1975.  9  p.     +     ©Item  996 

94-l:H.doc. 

70.  Veto  of  H.R.1767.  message  from  President  of  United  States;  Mar.  5,  1975.  1975. 
[I] +  6  p.     +     •Item  996 

94-1  :H. doc. 

77.  Cumulative   report  on   rescissions  and   deferrals  of  budget  authority   for  fiscal  year 

1975  as  of  Mar.  1,  1975,  pursuant  to  sec. 1014(e)  of  Public  law  93-344,  communication 

from   Director,  Office  of  Management  and  Budget,   Executive  Office  of  President; 

Mar.  11,  1975.  1975.  iii  + 21  p.     +     •Item  996 

94-1  :H. doc. 

80.  Amendment  to  request  for  supplemental  appropriations  transmitted  in  budget  for 
fiscal  year  1976  reducing  request  for  Bureau  of  Reclamation,  communication  from 
President  of  United  States;  Mar.  13.  1975.  1975.  (1]  +  1  p.     +     •Item  996 

94-l:H.doc. 

81.  Drafts  of  proposed  legislation  to  provide  for  expansion  and  improvement  of  nation's 

airport  and  airway  system,  to  provide  for  delegation  of  certain  airport  development 
functions  to  States  and  airport  sponsors,  to  permit  financing  of  airway  facilities 
maintenance  from  airport  and  airway  trust  fund,  and  for  other  purposes,  and  to 
redis  tribute  tax  burden  among  aviation  users,  and  for  other  purposes,  message 
from  President  of  United  States;  Mar.  17,  1975.  1975.  [1]  +  15  p.     +     •Item  996 

94-l:H.doc. 

82.  Nine  drafts  of  proposed  legislation  to  place  temporary  5-percent  ceiling  on  pay 
increases  for  Federal  employees  and  in  benefit  payments  to  individuals  that  are 
connected  by  law  to  consumer  prices,  communication  from  President  of  United 
States;  Mar.  20,  1975.  1975.  [1]  +  13  p.     +     •Item  996 

94-liH.doc. 
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01911  83.  Report  on  recommendations  and  actions  related  thereto  contained  in  report  of  U.S. 

Air  Force  Academy  Board  of  Visitors  dated  June  15,  1973,  pursuant  to  sec.6(b) 
of  Federal  advisory  committee  act,  communication  from  Deputy  Director,  Office 
of  Management  and  Budget,  Executive  Office  of  President;  Mar.  20,  1975.  1975. 
iii  +  3p.     +     •Item  996 

94-l:H.doc. 

01912  84.   6th  annual  report  of   National   Science   Board,   message   from   President  of   United 

States;  Mar.  21,  1975.  1975.  [l]  +  vii  +  56  p.     +     ©Item  996 

94-l:H.doc. 

01913  85.   Determining   that  certain   countries   are   taking   steps   to   discharge   their  obligations 

under  international  law  to  resolve  investment  disputes,  pursuant  to  sec. 502(b)(4) 
of  Trade  act  of  1974,  together  with  executive  order  designating  beneficiary  developing 
countries  for  purposes  of  generalized  system  of  preferences  authorized  by  title  5 
of  act,  identifying  other  countries  as  under  consideration  for  such  designation,  pur- 
suant to  sec. 502(a)(1)  of  act,  communication  from  President  of  United  States.  Mar. 
24,  1975.  5  p.     +     •Item  996 

94-1  :H. doc. 

01914  86.   Report  on  recommendations  of  National  Advisory   Committee  on   Oceans  and   At- 

mosphere, communication  from  Secretary  of  Commerce;  Mar.  24,  1975.  1975.  iii  +  [l]  +  9 
p.     +     •Item  996 

94-1  :H. doc. 

01915  87.  Examination  of  financial  statements  of  Pennsylvania  Avenue  Development  Corpora- 

tion for  fiscal  year  1974,  communication  from  Comptroller  General  of  United  States; 
Mar.  24,  1975.  1975.  vii  +  19  p.il.  4°  +       ©Item  996 

94-l:H.doc. 

01916  89.   Report  on   budget  authority   released   in   response   to   congressional   disapproval  of 

deferrals,  communication  from  Comptroller  General  of  United  States;  Mar.  25,  1975. 
1975.  [l]  +  2  p.     +     ©Item  996 

94-l:H.doc. 

01917  91.  Proposed  amendment  to  supplemental  appropriation  for  fiscal  year  1975  for  Department 

of  Commerce,  communication  from  President  of  United  States;  Apr.  7,  1975.  1975. 
[1]  +  1  p.     +     •Item  996 

94-l:H.doc. 

01918  93.  Report  of  President's  Advisory  Panel  on  Timber  and  Environment,  communication 

from  Deputy  Director,  Office  of  Management  and  Budget,  Executive  Office  of 
President;  Apr.  7,  1975.  1975.  [l]  +  8  p.     +     ©Item  996 

94-l:H.doc. 

01919  96.   Report  on  examination  of  financial  statements  of  Tennessee  Valley  Authority  for 

fiscal  year  1974,  communication  from  Comptroller  General  of  United  States;  Apr. 
7,  1975.  1975.  ix  +  42  p.il.  4°     +     •Item  996 

94-l:H.doc. 

01920  97.  Amendment  to  request  for  supplemental  appropriations  for  fiscal  year  1975  transmitted 

in  budget  for  fiscal  year  1976  for  Department  of  Health,  Education,  and  Welfare, 
communication  from  President  of  United  States.  April  8,  1975.  3  p.  +  •Item 
996 

94-1  :H. doc. 

01921  99.  Draft  of  proposed  legislation  to  reestablish  period  within  which  President  may  transmit 

to  Congress  plans  for  reorganization  of  agencies  of  executive  branch  of  Government, 
and  for  other  purposes,  communication  from  President  of  United  States;  Apr.  9, 
1975.  1975.  [l]  +  2  p.     +     •Item  996 

94-l:H.doc. 

01922  101.  Review  of  foreign  policy,  message  from  President  of  United  States;  Apr.  10,  1975. 

1975.  [1]  +  12  p.      +     •Item  996 

94-l:H.doc. 

01923  102.   Requests   for   supplemental   appropriations   and   budget   amendments   for  legislative 

branch,  communication  from  President  of  United  States;  Apr.  14,  1975.  1975.  [l]  +  6 
p.     +     •Item  996 

94-l:H.doc. 

01924  103.   Proposed   legislation   to   authorize   additional   military   and   economic   assistance   for 

South  Vietnam,  and  to  clarify  availability  of  funds  for  use  of  United  States  Armed 
Forces  for  humanitarian  evacuation  in  Indochina,  communication  from  President 
of  United  States;  Apr.  14,  1975.  1975.  [l]  +  2  p.     +     •Item  996 

94-l:H.doc. 

01925  104.  Requests  for  supplemental  appropriations  for  refugee  assistance  and  relief  and  for 

military  assistance  in  South  Vietnam,  communication  from  President  of  United 
States;  Apr.  14,  1975.  1975.  [l]  +  2  p.      +     •Item  996 

V  94-l:H.doc. 

01926  109.  Proposed  rescissions  and  deferrals,  message  from  President  of  United  States;  Apr. 

18,  1975.  1975.  [1]  +  16  p.     +     ©Item  996 

94-l:H.doc. 

01927  114.  Trade  agreement  between  United  States  and  Romania,  communication  from  President 

of  United  States;  Apr.  24,  1975.  1975.  iii+ 13  p.     +     •Item  996 

94-l:H.doc. 
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117.  State  and  local  fiscal  assistance  act  amendments  of  1975.  message  from  President 
of  United  States;  Apr.  28,  1975.  1975.  [l)  +  6  p.      +      ©Item  996 

94-lrH.doc. 
121.  Actions  on  recommendations  of  National  Commission  on  Materials  Policy,  communi- 
cation from  Deputy  Director,  Office  of  Management  and  Budget,  Executive  Office 
of  President;  Apr.  30,  1975.  1975.  (1)  +  8I  p.       +      ©Item  9% 

94-lrH.doc. 
125.    Veto   of    Emergency    agricultural    act    of    1975,    message    from    President   of    United 
States  vetoing  H.R.42%;  May  5,  1975.  1975.  [11  +  4  p.      +      •Item  996 

94-l.H.doc. 
127.  Actions  on  recommendations  of  President's  Committee  on  Mental  Retardation,  com- 
munication   from    Deputy    Director,    Office   of    Management   and    Budget.    Executive 
Office  of  President;  May  5,  1975.  1975.  [l]  +  9  p.      +      •Item  9% 

94-1  ;H. doc. 

130.  Actions  on  recommendations  of  Board  of  Visitors  to  United  States  Naval  Academy, 

1974,  communication    from    Deputy    Director,    Office    of    Management    and    Budget, 
Executive  Office  of  President;  May  5,  1975.  1975.  [l]-^4  p.     +     •Item  996 

94-lrH.doc. 

131.  Laws  and  regulations  governing  nuclear  exports  and  domestic  and  international 
nuclear  safeguards,  message  from  President  of  United  States;  May  6,  1975.  1975 
iii+55p.      +      •Item  996 

94-lrH.doc. 

132.  International  Trade  Commission  budget  amendments,  communication  from  President 
of  United  States;  May  6,  1975.  1975.  [11  +  2  p.      +     ©Item  996 

94-lrH.doc. 
136.  1975  annual  report  of  Board  of  Trustees  of  Federal  Hospital  Insurance  Fund,  commu- 
nication from   Board  of  Trustees,   Federal   Hospital   Insurance  Trust   Fund;   May  6, 

1975.  1975.  vii  +  32  p.     +      •Item  996 

94-lrH.doc. 

138.  Termination  of  veterans'  educational  benefits,  communication  from  President  of 
United  States;  May  7  ,  1975.  1975.  [1)  + 3  p.     +     •Item  996 

94-lrH.doc. 

139.  Rescissions  and  deferrals  of  budget  authority,  message  from  President  of  United 
States;  May  8,  1975.  1975.  [1J  +  6  p.     +     •Item  996 

94-lrH.doc. 
152.  National  Heart  and  Lung  Advisory  Council,  2d  annual  report,  message  from  President 
of  United  States;  May  15,  1975.  1975.  ix  +  39  p.il.  4°     +     ©Item  996 

94-lrH.doc. 
155.  Railroad  revitalization  act,  message  from  President  of  United  States;  May  19,  1975. 
1975.  [l]  +  33  p.       +      •Item  996 

94-lrH.doc. 
158.    Foreign   assistance    act   of   1975,    communication    from    President   of    United    States; 
May  19,  1975.  1975.  [l]  +  18  p.     +     •Item  996 

94-l.H.doc. 

163.  Legislative  branch  budget  amendments,  communication  from  President  of  United 
States;  May  21,  1975.  1975.  [11+ 3  p.     +     •Item  9% 

94-lrH.doc. 

164.  Old  cattle  trails  of  Southwest,  scenic  trails  study,  communication  from  Acting  Secre- 
tary of  Interior;  May  21,  1975.  1975.  vii  +  56  p.il.  (with  list  of  references.]  +  •Item 
996 

94-lrH.doc. 

165.  Review  of  proposed  rescission  and  deferral  of  budget  authority,  communication 
from  Comptroller  General  of  United  States;  May  22,  1975.  1975.  [l)  +  3  p.  +  •Item 
996 

94-lrH.doc. 

168.  Veto  of  H.R..5357,  message  from  President  of  United  States;  June  2,  1975.  1975. 
[l]  +  3p.     +     •Item  996 

94-lrH.doc. 

169.  Veto  of  Emergency  employment  appropriation  act,  1975,  message  from  President 
of  United  States;  June  2,  1975.  1975.  [1]  +  14  p.      +     •Item  996 

94-lrH.doc. 
178.  United  States  participation  in  Financial  Support  Fund,  communication  from  President 
of  United  States;  June  6,  1975.  1975.  [621  P   4°     +     ©Item  996 

94-lrH.doc. 
220.    Extension   of   amendment   to    stripper   well   lease   exemption,   communication   from 
Administrator,  Federal  Energy  Administration;  July  24,  1975.  1975.  iv  +  6  p.      + 
•Item  996 

94-lrH.doc. 
288.   Legislative   branch   supplemental   appropriations,   communication   from   President  of 
United  States;  Oct.  28,  1975.  1975.  [11      +  4  p.     +      •Item  996 

94-lrH.doc. 
292.  Foreign  economic  and  military  assistance  budget  amendments,  communication  from 
President  of  United  States;  Oct.  1975.  1975.  8  p.     +     •Item  996 

94-lrH.doc. 
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01950  304.   Cumulative   report   on   rescissions   and   deferrals,   Nov.   1975,   communication   from 

President  of  United  States;  Nov.  11,  1975.  1975.  iii  +  7  p.     +     •Item  996 

94-l:H.doc. 

01951  306.  Current  services  estimates  for  fiscal  year  1977,  communication  from  Director,  Office 

of   Management   and    Budget,    Executive   Office   of   President;   Nov.   11,   1975.   1975. 
iii  +  63p.     +     #Item  996 

94-l:H.doc. 

House  reports 

Note.— For  titles  of  bills  which  these  reports  accompany,  see  Congressional  record  index. 

House    reports   on   public   bills,   93d   Congress.    +House   Documents 
Room,  Capitol.     •Item  1008-A 

01952  1640.  National  health  planning  and  resources  development  act  of  1974.  Conference  report 

to  accompany  S.2994.  Dec.  19,  1974.  92  p. 

01953  1657.  Summary  of  activities.  Report  of  Committee  on  Banking  and  Currency,  93d  Con- 

gress, 2d  session,  pursuant  to  authority  under  Public  law  91-510;  Jan.  2,  1975.  1975. 
viii  +  [l]  +  98  p. 

House   reports   on   public  bills,   94th  Congress.    +  House   Documents 
Room,  Capitol.     #Item  1008-A 

01954  13.  Providing  for  consideration  of  H.Res.138.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.174.  Feb.  18,  1975.  1  p. 

01955  178.   Coast  Guard  authorization,  fiscal  year  1976  and   transition  period  following,  July- 

Sept.  1976.  Report  from  Committee  on  Merchant  Marine  and  Fisheries  to  accompany 
H.R.5217.  Apr.  28,  1975.  14  p. 

01956  225.  Credit  uses  reporting  act  of  1975,   pt.  2.   Supplemental  report  from  Committee  on 

Banking,  Currency,  and  Housing  to  accompany  H.R.6676.  June  4,  1975.  1  p. 

01957  226.  Providing  for  consideration  of  H. Res. 371.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.483.  May  19,  1975.  1  p. 

01958  227.  Providing  for  consideration  of  H.R.4925.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.484.  May  19,  1975.  1  p. 

01959  228.  Providing  for  consideration  of  H.R.5247.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.485.  May  19,  1975.  1  p. 

01960  230.  Indochina  migration  and  refugee  assistance  act  of  1975.  Conference  report  to  accom- 

pany H.R.6755.  May  20,  1975.  5  p. 

01961  241.   Authority   for  certain   employees  of   Department  of  Defense   to   administer  oaths. 

Report  from  Committee  on  Post  Office  and  Civil  Service  to  accompany  H.R.508. 
May  22,  1975.  5  p. 

01962  251.   Temporary   rental   of   railroad   rolling   stock   by   foreign   corporations.   Report  from 

Committee  on  Ways  and  Means  to  accompany  H.R.5559.  June  3,  1975.  5  p. 

01963  253.  Insurable  interest  annuities.  Report  from  Committee  on  Post  Office  and  Civil  Service 

to  accompany  H.R.7053.  June  3,  1975.  6  p. 

01964  367.  Small  Business  Administration  certificate  of  competency  program.  Report  together 

with  additional  views  of  Subcommittee  on  Government  Procurement  and  International 
Trade  of  Committee  on  Small  Business;  July  17,  1975.  1975.  v  +  [l]  +  13  p. 

01965  369.  Metric  conversion  act  of  1975.  Report  from  Committee  on  Science  and  Technology 

to  accompany  H.R.8674.  July  17,  1975.  27  p. 

01966  439.  Electric  vehicle  research,  development,  and  demonstration  act  of  1975.  Report  from 

Committee  on   Science  and  Technology   to  accompany   H.R.8800.  July   31,  1975.   57 
P- 

01967  444.  Federal  employees'   political  activities  act  of  1975.  Report  together  with  minority, 

additional,   and   separate   views   from   Committee   on   Post  Office   and   Civil   service 
to  accompany  H.R.8617.  Aug.  1,  1975.  70  p. 
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454.  Providing  for  consideration  of  H.R. 8674.  Report  from  Committee  on  Rules  to  accom- 
pany H.Res.693.  Sept.  4,  1975.  I  p. 

570.  Consideration  of  H.J. Res. 92.  Report  from  Committee  on  Rules  to  accompany 
H. Res  799.  Oct   21,  1975.  1  p. 

572.  Consideration  of  H.R. 8835.  Report  from  Committee  on  Rules  to  accompany 
H.Res.816.  Oct  22.  1975.  I  p. 

573.  Consideration  of  H.R. 9721.  Report  from  Committee  on  Rules  to  accompany 
H.Res.817.  Oct.  22.  1975.  I  p. 

574.  Consideration  of  S.2195.  Report  from  Committee  on  Rules  to  accompany  H. Res. 818. 
Oct.  22,  1975.  1  p. 

575.  Stratospheric  research  and  protection  act  of  1975.  pt.l.  Report  from  Committee 
on  Science  and  Technology  to  accompany  H.R. 3118.  Oct.  28,  1975.  32  p. 

590.  Consideration  of  H.R. 10024.  Report  from  Committee  on  Rules  to  accompany 
H.Res.827.  Oct.  28.  1975.  I  p. 

591.  Consideration  of  H.R. 10049.  Report  from  Committee  on  Rules  to  accompany 
H.Res.828.  Oct.  28.  1975.  I  p. 

594.  Airport  and  airway  development  act  amendments  of  1975.  Report  together  with 
additional  and  supplemental  views  of  Committee  on  Public  Works  and  Transportation 
to  accompany  H.R.9771.  Oct.  29,  1975.  v  +  93  p. 

595.  National  science  and  technology  policy  and  organization  act  of  1975.  Report  together 
with  additional  views  from  Committee  on  Science  and  Technology  to  accompany 
H.R.10230.  Oct.  29,  1975.  50  p. 

596.  Additional  law  clerks  for  judges  of  District  of  Columbia  Court  of  Appeals.  Report 
from  Committee  on  District  of  Columbia  to  accompany  H.R.4287.  Oct.  30,  1975. 
8  p. 

597.  Transfer  of  real  property  of  United  States  to  D.C.  Redevelopment  Land  Agency. 
Report  from  Committee  on  District  of  Columbia  to  accompany  H.R.9958.  Oct.  30. 
1975.  7  p. 

599.  Making  technical  amendments  to  Federal  rules  of  evidence.  Federal  rules  of  criminal 
procedure  and  to  related  provisions  of  titles  18  and  28  of  United  States  Code. 
Report  from  Committee  on  Judiciary  to  accompany  H.R.9915.  Oct.  30,  1975.  12  p. 

601.  Veterans  and  survivors  pension  adjustment  act  of  1975.  Report  from  Committee 
on  Veterans'  Affairs  to  accompany  H.R.10355.  Oct.  30,  1975.  32  p. 

602.  Establishment  of  national  cemeteries  in  California  and  Massachusetts.  Report  from 
Committee  on  Veterans'  Affairs  to  accompany  H.R.8891.  Oct.  30,  1975.  6  p. 

604.  Consideration  of  H.R. 6346.  Report  from  Committee  on  Rules  to  accompany 
H.Res.836.  Oct.  30,  1975.  1  p. 

605.  Consideration  of  H.R.10230.  Report  from  Committee  on  Rules  to  accompany 
H.Res.837.  Oct.  30.  1975.  1  p. 

609.  Farm  credit  eligibility  standards  revisions.  Report  from  Committee  on  Agriculture 
to  accompany  H.R.7862.  Nov.  1,  1975.  9  p. 

610.  Farm  Credit  Administration  salary  adjustment.  Report  from  Committee  on  Agriculture 
to  accompany  H.R.7863.  Nov.  1,  1975.  11  p. 

611.  Cooperative  agreements  for  certain  Forest  Service  programs.  Report  from  Committee 

on  Agriculture  to  accompany  H.R. 10027.  Nov.  1,  1975.  6  p. 

612.  Farmer-to-consumer  direct  marketing  act  of  1975.  Report  together  with  minority 
views  from  Committee  on  Agriculture  to  accompany  H.R. 10339.  Nov.  1,  1975.  10 
P 

615.  Judicial  conference  of  District  of  Columbia.  Report  from  Committee  on  District 
of  Columbia  to  accompany  H.R.10035.  Nov.  3,  1975.  6  p. 
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01990  616.  Amending  sec.739  of  Public  law  93-198,  National  Capital  Service  Area.  Report  from 

Committee  on  District  of  Columbia  to  accompany  H.R. 10041.  Nov.  3,  1975.  25  p. 

01991  619.    Domesticated   rabbit   meat   inspection.    Report   from   Committee   on    Agriculture   to 

accompany  H.R.10073.  Nov.  3,  1975.  28  p. 

01992  626.   Medicare  deadline   amendments.   Report  from  Committee  on   Ways  and   Means  to 

accompany  H.R.10284.  Nov.  6,  1975.  22  p. 

01993  635.  Authority  for  Department  of  Defense  to  sell  stocks  of  chemical  carbonyl  chloride. 

Report  from  Committee  on  Armed  Services  to  accompany  H.R.9570.  Nov.  6,  1975. 
13  p. 

01994  636.   Department  of  Transportation  and   related  agencies  appropriations   for  fiscal  year 

1976.  Conference  report  to  accompany  H.R.8365.  Nov.  6,  1975.  16  p. 

01995  638.    Consideration    of    H.R.6461.    Report    from    Committee    on    Rules    to    accompany 

H.Res.852.  Nov.  6,  1975. 1  p. 

01996  640.    Consideration    of    S.J.Res.121.    Report    from    Committee    on    Rules    to    accompany 

H.Res.854.  Nov.  6,  1975.  1  p. 

01997  646.  Amendment  to  Employee  retirement  income  security  act  of  1974.  Report  from  Com- 

mittee on  Education  and  Labor  to  accompany  H.R.7597.  Nov.  10,  1975.  42  p. 

01998  648.  Amendments  to  Price-Anderson  provisions  of  Atomic  energy  act  of  1954,  as  amended, 

to  provide  for  phaseout  of  governmental  indemnity,  and  related  matters.  Report 
together  with  separate  views  by  Joint  Committee  on  Atomic  Energy  to  accompany 
H.R.8631;  Nov.  10,  1975.  1975.  iii+33  p. 

01999  658.   Tax   reform   act   of   1975.   Report   together   with    supplemental,    separate,    minority, 

and  dissenting  views  of  Committee  on  Ways  and  Means,  on  H.R. 10612;  Nov.  12, 
1975.  1975.  v  +  476  p.  [To  be  sent  to  depository  libraries  as  Serial  13101-6.] 

02000  677.  Sense  of  House  regarding  status  of  Baltic  States.  Report  from  Committee  on  Interna- 

tional Relations  to  accompany  H.Res.864.  Nov.  20,  1975.  4  p. 

02001  678.  Community  services  act  technical  amendments  of  1975.  Report  together  with  minority 

views  from  Committee  on  Education  and  Labor  to  accompany  H.R.8991.  Nov.  20, 
1975.  39  p. 

02002  679.  Social  security  hearings  and  appeals.  Report  from  Committee  on  Ways  and  Means 

to  accompany  H.R.10727.  Nov.  20,  1975.  10  p. 

02003  680.  Arts  and  artifacts  indemnity  act.  Report  from  Committee  on  Education  and  Labor 

to  accompany  H.R.7782.  Nov.  20,  1975.  12  p. 

02004  691.  Conference  report  on  International  development  and  food  assistance  act  of  1975, 

H.R.9005;  Dec.  4,  1975.  1975.  iv  +  41  p. 

02005  700.  Energy  policy  and  conservation  act.  Conference  report  to  accompany  S.622.  Dec. 

9,  1975.  218  p. 

Aging,  Select  Committee  On,  House  Washington,  DC  20515 

02006  Government's  response  to  elderly,   introduction  to  Administration  on 

Aging,   hearing,   94th   Congress,   1st   session    ,    Sept.   24,   1975.   1975. 
v  +  77  p.     *  Paper,  95c.     •Item  1009 

Y  4.Ag  4/2:El  2/2 

02007  Government's  response  to  elderly,  National  Clearinghouse  on  Aging, 

hearing,  94th  Congress,  1st  session,  Nov.  6   ,  1975.  1975.  v  +  29  p.il. 
*  Paper,  45c.     #Item  1009 

Y  4.Ag  4/2:El  2 

02008  HUD's  response  to  housing  needs  of  senior  citizens,  hearing  before 

Subcommittee  on  Housing  and  Consumer  Interests,  94th  Congress, 
1st  session,  Sept.  25,  1975.  1975.  v-t-40  p.     *  Paper,  65c.     •Item  1009 

Y  4.Ag  4/2.H  81 
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02009  Problems  of  elderly  in  Colorado,  hearing,  94th  Congress,  1st  session, 

Aug.  22,  1975.  1975.  vii  +  72  p.  [Hearing  held  in  Denver,  Colo.] 
*  Paper,  90c.     #Item  1009 

Y  4.Ag  4/2:C  71 

02010  Review  of  public  policy  by  National  Council  on  Aging,  94th  Congress, 

1st  session,  Oct.  1,  1975.  1975.  v  +  56  p.      *  Paper,  75c.     •Item  1009 

Y  4.Ag  4/2:P  75 

02011  Social  security  inequities  against  women,  hearings  before  Subcommittee 

on  Retirement  Income  and  Employment,  94th  Congress,  1st  session, 
Sept.  11  and  29,  1975.  1975.  v  +  37  p.     *  Paper,  55c.     •Item  1009 

Y  4.Ag  4/2:So  1/2 

Agriculture  Committee,  House  Washington,  DC  20515 
[Committee  publication]  serial,  93d  Congress. 

02012  AAA.  Rising  cost  of  meat,  hearings  before  Subcommittee  on  Domestic  Marketing  and 

Consumer  Relations,  93d  Congress,  2d  session,  Apr.  2-4,  1974.  1974.  iv  +  160  p.il. 
+      •Item  1010 

Y  4Ag  8/l:M  46/19 

[Committee  publication]  serial,  94th  Congress. 

02013  BB.   Watershed   projects,   hearings   before   Subcommittee   on   Conservation   and   Credit, 

94th  Congress,  1st  session,  June  23,  and  Oct.  28,  1975.  1975.  iii  +  69  p.  +  •Item 
1010 

Y  4.Ag  8/l:W  31/4/975 

02014  S.  Rural  development  act  of  1972,  administration  and  expenditures,  hearings  before  Sub- 

committee on  Family  Farms  and  Rural  Development,  94th  Congress,  1st  session, 
June  16-July  25,  1975.  1975.  v  +  387  p.  1  pi.  +       •Item  1010 

Y  4.Ag  8/l:R  88/20 

02015  T.  Fire  ant  eradication  program,  hearing  before  Subcommittee  on  Department  Operations, 

Investigations,  and  Oversight,  94th  Congress,  1st  session,  June  26,  1975.  1975.  iii+61 
p.il.     +     •Item  1010 

Y  4.Ag  8/l:F  51/2 

02016  U.  RE  A  amendments,  hearing,  before  Subcommittee  on  Conservation  and  Credit,  94th 

Congress,  1st  session,  on  H.R.4799,  June  12,  1975.  1975.  iii4  24  p.     +     •Item  1010 

Y  4Ag  8/l:R  88/19 

02017  W.    Farmer-to-consumer   direct   marketing,   hearing   before    Subcommittee   on   Domestic 

Marketing  and  Consumer  Relations,  94th  Congress,  1st  session,  on  H.R.2458  and 
H.R.7488,  July  23,  1975.  1975.  iii+68  p.     +     •Item  1010 

Y  4.Ag  8/l:F  22/62 

02018  Y.   Tobacco   program,   hearings   before   Subcommittee   on   Tobacco,   94th   Congress,   1st 

session,  June  12-Aug.  13,  1975.  1975.  iv  +  251  p.  [Hearings  held  in  Bristol,  Tenn., 
Lexington,  Ky.,  Winston-Salem  and  Greenville,  N.C.,  Marion,  S.C.,  Tifton,  Ga., 
and  Washington,  D.C.)     +     •Item  1010 

Y  4.Ag  8/l:T  55/41 

02019  Z.  Animal  welfare  act  amendments  of  1975,  hearings  before  Subcommittee  on  Livestock 

and  Grains,  94th  Congress,  1st  session,  on  H.R.5808  and  related  bills,  Sept.  9  and 
10.  1975.  1975.  iv  +  89  p.     +     •Item  1010 

Y  4.Ag  8/l:An  5/9 

Appropriations  Committee,  House  Washington,  DC  20515 

Department  of  Interior  and  related  agencies  appropriations  for  1975, 
hearings  before  subcommittee,  93d  Congres,  2d  session. 

02020  pt.4.  National  Park  Service,  Bureau  of  Outdoor  Recreation,  Land  and  Water  Conservation 

Fund,  Bureau  of  Sport  Fisheries  and  Wildlife,  Office  of  Secretary,  Office  of  Solici- 
tor, budget  amendments:  Forest  Service,  Bureau  of  Indian  Affairs,  Bureau  of  Land 
Management,  Bureau  of  Mines.  1974.  ii  +  1073  +  xii  p.il.     +     •Item  1011 

Y  4.Ap  6/l:In  8/6/975/pt.4 

Department  of  Interior  and  related  agencies  appropriations  for  1976, 
hearings  before  subcommittee,  94th  Congress,  1st  session. 

02021  pt.7  Testimony  of  Members  of  Congress  and  other  interested  individuals  and  organiza- 

tions. 1975.  iii  +  970+vi  p.il.     +     ©Item  1011 

Y  4.Ap  6/l:In  8/6/976/pt.7 
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Foreign  assistance  and  related  agencies  appropriations  for  1975, 
hearings  before  subcommittee,  93d  Congress,  2d  session. 

02022  pt.2.    Economic    assistance,    Indochina   postwar   reconstruction   assistance,    Middle    East 

special  requirements  fund,  security  supporting  assistance,  Secretary  of  State.  1974. 
ii  +  1779+xv  p.il.     +     •Item  1011 

Y  4.Ap  6/l:F  76/3/975/pt.2 

Military  construction  appropriations  for  1976,  hearings  before  subcom- 
mittee, 94th  Congress,  1st  session. 

02023  pt.l.    Office    of    Secretary    of    Defense,    Department   of    Navy,    medical    facilities.    1975. 

iii+ 1153  +  vi  p.il.       +     •Item  1011 

Y  4.Ap  6/l:M  59/6/976/pt.l 

02024  pt.4.   Members  of  Congress  and   interested  individuals   and  organizations,   Secretary  of 

Army,  status  of  funds,  utilization  of  northeast  bases.  1975.  iii  +  237  +  iv  p.il.     + 
•Item  1011 

Y  4.Ap  6/l:M  59/6/976/pt.4 

Armed  Services  Committee,  House  Washington,  DC  20515 

Paper,  93d  Congress. 

Note.— These  papers  consist  largely  of  hearings.  They  are  paged  continuously  for  binding  at 
the  end  of  session  of  Congress  under  title  'Hearings  before  Committee  on  Armed  Services  of 
the  House  of  Representatives  on  sundry  legislation  affecting  the  naval  andmilitary  establishments.' 
Title  page,  contents,  and  index  are  issued  for  each  volume. 

02025  73.    Hearing   on    S.3191,    before   Subcommittee   4,   93d   Congress,    2d    session,   Nov.   26, 

1974.  1974.  ii  +  17  p.  +       •Item  1012 

Y4.Ar5/2  a:973  -74/73 

02026  80.  Hearings  on  H.R.16520  before  Subcommittee  no.  2,  93d  Congress,  2d  session,  Oct. 

10  [and]  Nov.  19,  1974.  1974.  ii+87  p.     +     ©Item  1012 

Y  4.Ar  5/2  a:973-74/80 

Banking  and  Currency  Committee,  House  Washington,  DC  20515 

02027  Meeting  America's  resource  needs,  problems  and  policies,   report  of 

Ad  Hoc  Committee  on  Domestic  and  International  Monetary  Effect 
of  Energy  and  Other  Natural  Resource  Pricing,  93d  Congress,  2d 
session;  Nov.  1974.  1974.  xix  +  147  p.il.  (Committee  print.)  + 

Y  4.B  22/l:R  31/3 

02028  Oversight  investigation  of  Small  Business  Administration,  hearings  be- 

fore Subcommittee  on  Small  Business,  93d  Congress,  2d  session, 
May  31- June  15,  1974.  1974.  vi+473  p.il.  [Hearings  held  in  Atlanta, 
Ga.,  Chicago,  111.,  and  Milwaukee,  Wis.]     +     #Item  1013 

Y  4.B  22/l:Sm  1/16/974 

Banking,  Currency,  and  Housing  Committee,  House  Washington,  DC 
20515 

02029  Bank  failures,  regulatory  reform,  financial  privacy,  hearings,  pt.l,  before 

Subcommittee  on  Financial  Institutions  Supervision,  Regulation,  and 
Insurance,  94th  Congress,  1st  session  on  H.R.8024,  June  26-July  15, 
1975.  1975.  xi+688  p.il.     +     •Item  1013 

Y  4.B  22/l:F  14/pt.l 

02030  Commemorative  medals  and  bicentennial  coinage,  hearing  before  Sub- 

committee on  Historic  Preservation  and  Coinage,  94th  Congress,  1st 
session,  Sept.  23,  1975.  1975.  iv+98  p.     +     •Item  1013 

Y  4.B  22/l:B  47/2 

02031  Federal  Government  and  future  of  urban  life,  hearings,  94th  Congress, 

1st  session,  June  23-24,  1975.  1975.  iii+186  p.     +     ©Item  1013 

Y  4.B  22/l:Ur  1/5 
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02032  Foreign  investment  in  United  States,  hearing  before  Subcommittee  on 

International  Trade,  Investment,  and  Monetary  Policy,  94th  Congress, 
1st  session,  Sept.  24,  1975.  1975.  iii  +  216  p.     +     #Item  1013 

Y  4.B  22/l:In  8/30 

02033  Hearings  on   Real  estate   settlement  procedures  act  of  1974,   hearings 

before  Subcommittee  on  Housing  and  Community  Development,  94th 
Congress,  1st  session,  on  H.R.5352,  S.2327  [and]  H.R.10283,  Oct. 
28-30,  1975.  1975.  viii  +  580  p.     +     •Item  1013 

Y  4.B  22/l:R  22/2 

02034  National  growth  and   development,   hearings  before   Subcommittee  on 

Housing  and  Community  Development,  94th  Congress,  1st  session, 
on  President's  2d  biennial  report  on  national  growth  and  development 
submitted  Dec.  1974  in  accordance  with  sec. 703(a)  of  Housing  and 
urban  development  act  of  1970,  Sept.4-8,  1975.  1975.  v  +  673  p.il.  1 
map     +     #Item  1013 

Y  4.B  22/l:N  21/14 

02035  Tax   and  loan  accounts  legislation,   hearings  before   Subcommittee  on 

Domestic  Monetary  Policy,  94th  Congress,  1st  session,  on  bill  to 
require  payment  of  interest  on  certain  funds  of  United  States  held 
on  deposit  in  commercial  banks,  to  provide  for  reimbursement  of 
commercial  banks  for  services  performed  for  United  States,  Sept. 
24  and  25,  1975.  1975.  iii+61  p.     +     •Item  1013 

Y  4.B  22/l:T  19/11 

Committees,  Select  Committee  on,  House  Washington,  DC  20515 

02036  Monographs  on  committees  of  House  of  Representatives,  93d  Congress, 

2d  session;  Dec.  13,  1974.  1974.  v  +  156  p.  (Committee  print.)  *  Paper, 
$1.70. 

Y  4.C  73/6:M  74 

District  of  Columbia  Committee,  House  Washington,  DC  20515 
[Committee  publication]  serial,  93d  Congress. 

02037  18.  Police  and  firemen's  pay  and  retirement,  hearings  before  Subcommittee  on  Revenue 

and   Financial   Affairs,   93d   Congress,   1st  and   2d   session,   on   H.R. 14212   [and   other 
bills),  Dec.  6,  1973-June  12,  1974.  1974.  vi  + 314  p.il.     +      •Item  1014 

Y  4.D  63/1:93-18 

02038  37.   Child  abuse   prevention,   hearing  before   Subcommittee   on   Labor,   Social   Services, 

and  International  Community,  93d  Congress,  2d  session,  on  H.R.15779  and  H.R.15918, 
Aug.  14,  1974.  1974.  v  + 155  p.     +     ©Item  1014 

Y  4.D  63/1:93-37 

[Committee  publication]  serial,  94th  Congress. 

02039  3.  Bicentennial  planning  in  Washington  and  metropolitan  area,  hearings  before  Subcom- 

mittees  on   Bicentennial   Affairs,    Environment,   and   International   Community,   94th 
Congress,  1st  session,  June  3-13.  1975.  1975.  vii  +  508  p.  1  map     +      •Item  1014 

Y  4.D  63/1:94-3 

02040  6.  Metro  transit  police,  joint  hearing  before  Subcommittee  on  Commerce,  Housing,  and 

Transportation    and    Subcommittee    on    Judiciary.    94th    Congress,    1st    session,    on 
H.R.3428  and  H.R.4285,  July  17,  1975.  1975.  v  +  127  p.     +      •Item  1014 

Y  4.D  63/1:94-6 

02041  8.   Judiciary,    hearings   and   markup   before    Subcommittee   on  Judiciary,   94th   Congress, 

1st  session,  on  H.R.4286  and  on  H.R.4287,  Sept.  25,  1975.  1975.  iii  +  60  p.     + 
•  Item  1014 

Y  4.D  63/1:94-8 
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Education  and  Labor  Committee,  House  Washington,  DC  20515 

02042  Equal  Employment  Opportunity  Commission,  hearings,  before  Subcom- 

mittee on  Equal  Opportunities,  93d  Congress,  2d  session  on 
H.R.15826,  Sept.  17-19,  1974.  1975.  iv  +  317  p.il.     +     •Item  1015 

Y  4.Ed  8/l:Em  7/14 

02043  Harry  S.  Truman  scholarship  program,  hearing  before  Special  Subcom- 

mittee on  Education,  93d  Congress,  2d  session  ,  on  H.R. 15138  and 
related  bills,  Oct.  11,  1974.  1974.  iii  + 35  p.     +     •Item  1015 

Y  4.Ed  8/l:T  77/3 

02044  Oversight  hearings  on  Federal  enforcement  of  equal  employment  oppor- 

tunity laws,  oversight  hearings,  pt.  2,  before  Subcommittee  on  Equal 
Opportunities,  94th  Congress,  1st  session,  Sept.  22-30,  1975.  1975. 
Hi +129  p.  +      •Item  1015 

Y  4.Ed  8/l:Em  7/18/pt.2 

02045  Oversight   hearings   on   impact   aid   laws    and   testimony   on    H.R.5181, 

hearings  before  Subcommittee  on  Elementary,  Secondary,  and  Voca- 
tional Education,  94th  Congress,  1st  session,  on  H.R.5181,  Feb.  27- 
Apr.  15,  1975.  1975.  iv  +  169  p.il.     +     •Item  1015 

Y  4.Ed  8/l:Ai  2/2 

02046  Oversight  on  education  amendments  of  1974,  hearing  before  Subcommit- 

tee on  Elementary,  Secondary,  and  Vocational  Education,  94th  Con- 
gress, 1st  session,  on  H.R.3801,  June  3,  1975.  1975.  iv  +  164  p.     + 
•Item  1015 

Y  4.Ed  8/l:Ed  8/50 

02047  Oversight  on  outlying  areas,  hearing  before  Subcommittee  on  Elementa- 

ry, Secondary,  and  Vocational  Education,  94th  Congress,  1st  session, 
June  11,  1975.  1975.  iii+94  p.     +     •Item  1015 

Y  4.Ed  8/l:Ar  3 

02048  To   authorize   funds   for  assistance   to   local   educational   agencies   for 

education  of  Cambodian  and  Vietnamese  refugees,  and  for  other 
purposes,  hearing  before  Subcommittee  on  Elementary,  Secondary, 
and  Vocational  Education,  94th  Congress,  1st  session,  Nov.  5,  1975. 
1975.  iv+92  p.     +     •Item  1015 

Y  4.Ed  8/l:R  25 

02049  Vocational  and  occupational  education  hearings,  v.  1,  before  Subcommit- 

tee on  Elementary,  Secondary,  and  Vocational  Education,  94th  Con- 
gress, 1st  session,  on  H.R.19  and  related  bills,  Feb.  18-Mar.  19,  1975. 
1975.  vi+771  p.il.     +     •Item  1015 

Y  4.Ed  8/l:V  85/5/v.l 

Government  Operations  Committee,  House  Washington,  DC  20515 

02050  Alleged    personnel    abuses    in    Community    Services    Administration, 

hearings  before  subcommittee,  94th  Congress,  1st  session,  July  9,- 
Sept.  8,  1975.  1975.  iv  +  192  p.     +     •Item  1016 

Y  4.G  74/7:C  73/8 

02051  Errors  in  fire  safety  inspections  of  nursing  homes,  hearing  before  sub- 

committee, 93d  Congress,  2d  session,  June  11,  1974.  1974.  iii+52  p. 
+     •Item  1016 

Y  4.G  74/7:F  51/3 
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02052  National    Park    Service    management    of    concession    operations,    joint 

hearings  before  certain  subcommittees  of  Committee  on  Government 
Operations  and  Committee  on  Small  Business,  House,  94th  Congress, 
1st  session,  July  25,  and  28,  1975.  1975.  vi  +  1082  p.il.     +     •Item  1016 

Y  4.G  74/7:N  21  p/2 

02053  Navy  contract  for  salvage  services,  west  coast,  hearing  before  subcom- 

mittee, 94th  Congress,  1st  session,  Sept.  4,  1975.  1975.  iii  +  66  p. 
+     •Item  1016 

Y  4.G  74/7:N  22/2 

02054  Safety  in  Federal  workplace,  hearings  before  subcommittee,  94th  Con- 

gress, 1st  session,  May  16-July  28,  1975.  1975.  iv  +  430  p.il.  +  •Item 
1016 

Y  4.G  74/7:Sa  1 

Interior  and  Insular  Affairs  Committee,  House  Washington,  DC  20515 
[Committee  publication]  serial,  93d  Congress. 

02055  48.    Oversight   hearings    on    mineral    scarcity,    hearings   before    Subcommittee    on    Mines 

and   Mining,  93d  Congress,  2d  session,  on  mineral  scarcity.  Mar    29-June  20,  1974. 

1974.  iv  + 373  p.il.     +     •Item  1023 

Y  4.1n  8/14:93-48 

02056  54.  Indian  self-determination  and  education  assistance  act,  hearings  before  Subcommittee 

on  Indian  Affairs,  93d  Congress,  2d  session,  on  S  1017  and  related  bills.  May  20 
and  21,  1974.  1974.  iv  +  171  p.  +       •Item  1023 

Y  4.1n  8/14:93-54 

[Committee  publication]  serial,  94th  Congress. 

02057  11.  Oversight  hearing  on  Pennsylvania  Avenue  development  plan,  hearing  before  Subcom- 

mittee on  National  Parks  and  Recreation,  94th  Congress,  1st  session.  Mar.  21,  1975. 

1975.  iv  +  123  p.     +     •Item  1023 

Y  4. In  8/14:94-11 

02058  22.  Indian  health  care  improvement  act,  hearings  before  Subcommittee  on  Indian  Affairs, 

94th  Congress,  1st  session,  on  H.R.2525  and  related  bills.  May  23-Sept.  26,  1975. 
1975.  v  +  466  p.il.  [Hearings  held  in  Tahlequah,  Okla.,  Gallup,  N.  Mex.,  Anchorage, 
Alaska,  and  Washington,  DC]     +     •Item  1023 

Y  4. In  8/14:94-22 

02059  [This  entry  number  not  used.] 

Internal  Security  Committee,  House  Washington,  DC  20515 

02060  Terrorism,  staff  study,  93d  Congress,  2d  session,  Aug.  1,  1974.  1974. 

iv  +  246+xxxiii  p.il.  (Committee  print.)  *  Paper,  $2.55  (S/N  052-070- 
02496-8). 

Y  4.1n  8/15:T  27/2 

International  Relations  Committee,  House  Washington,  DC  20515 

02061  Activities  of  American  multinational  corporations  abroad,  hearings  be- 

fore Subcommittee  on  International  Economic  Policy,  94th  Congress, 
1st  session,  June  5-Sept.  30,  1975.  1975.  iv  +  330  p.  *  Paper,  $2.95. 
•Item  1017 

Y  4.1n  8/16:M  91 

02062  Atlantic  convention  resolution,  hearing  before  Subcommittee  on  Interna- 

tional Organizations,  94th  Congress,  1st  session,  on  H.J. Res. 606,  Sept. 
8,  1975.  1975.  iii+121  p.il.     +     •Item  1017 

Y  4.1n  8/16:At  6 

02063  Background  information  on  use  of  U.S.  Armed  Forces  in  foreign  coun- 

tries, by  Foreign  Affairs  Division,  Congressional  Research  Service, 
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Library  of  Congress,  for  Subcommittee  on  International  Security  and 
Scientific  Affairs  [with  bibliography].  1975  revision.  1975.  v  +  84  p. 
(Committee  print,  94th  Congress,  1st  session.)  *  Paper,  $1.10.  •Item 
1017 

Y  4.1n  8/16:F  74 

02064  Famine  prevention  and  freedom  from  hunger,  selected  portions  of  re- 

port on  H.R.9005;  Aug.  15,  1975.  1975.  v  +  39  p.il.  (Committee  print, 
94th  Congress,  1st  session.)  + 

Y  4.1n  8/16:F  21 

02065  International  development   and   food   assistance   act  of  1975,   hearings 

and  markup,  94th  Congress,  1st  session,  on  proposed  legislation  to 
amend  Foreign  assistance  act  of  1961,  and  for  other  purposes 
(H.doc.94-158  and  H.R.9005),  July  14-30,  1975.  1975.  vi+753  +  xxiv  p.il. 
+     •Item  1017 

Y  4.1n  8/16:In  8/2 

02066  Role  of  advisory  committees  in  U.S.  foreign  policy,  joint  committee 

print,  see  Foreign  Relations  Committee,  Senate. 

Y  4.1n  8/16: 

02067  U.S.  defense  contractors'  training  of  foreign  military  forces,  hearings 

before  Subcommittee  on  International  Political  and  Military  Affairs, 
94th  Congress,  1st  session,  Mar.  20,  1975.  1975.  iii+55  p.  +  •Item 
1017 

Y  4.1n  8/16:C  76 

Interstate  and  Foreign  Commerce  Committee,  House  Washington,  DC 
20515 

02068  Background  report  on  nursing  homes,   staff  study  for  Subcommittee 

on  Oversight  and  Investigations;  July  1975.  1975.  v+19  p. 
(Subcommittee  print.)     # 

Y  4.1n  8/4:N  93/4 

[Committee  publication]  serial,  93d  Congress. 

02069  55.  Wool  products  labeling  act,  amendment,  1973,  hearing  before  Subcommittee  on  Com- 

merce and  Finance,  93d  Congress,  1st  session,  on  H.R.9934,  H.R.8729,  and  S.1816, 
Nov.  5,1973.  1973.  iii+18  p.     +     •Item  1019 

Y  4.1n  8/4:93-55 

02070  75.  Regional  rail  reorganization  act,  oversight,  hearing  before  Committee  and  Subcommit- 

tee on  Transportation  and  Aeronautics  on  legislative  oversight  of  Regional  rail  reor- 
ganization act,  P.l.93-236,  June  14,  1974.  1974.  iii+167  p.     +     •Item  1019 

Y  4.1n  8/4:93-75 

02071  88.  Hawaii  and  western  islands  surface  commerce  protection  act,  hearings  before  Subcom- 

mittee on  Transportation  and  Aeronautics,  93d  Congress,  1st  and  2d  session,  on 
H.R.7189,  June  5,  1973,  and  Sept.  27,  1974.  [1974.]  iv  +  259  p.il.     +     ©Item  1019 

Y  4.1n  8/4:93-88 

02072  107.  International  voluntary  standards,  1974,  hearings  before  Subcommittee  on  Commerce 

and  Finance,  93d  Congress,  2d  session,  on  H.R.7506,  Mar.  22-Apr.  22,  1974.  1974. 
v-i-223p.il.     +     •Item  1019 

Y  4.1n  8/4:93-107 

[Committee  publication]  serial,  94th  Congress. 

02073  39.  Medical  device  amendments  of  1975,  hearings  before  Subcommittee  on  Health  and 

Environment,  94th  Congress,  1st  session,  H.R.5545,  H.R.974,  and  S.510,  July  28- 
31,  1975.  1975.  vi+552  p.il.     +     •Item  1019 

Y  4.1n  8/4:94-39 

02074  43.  Getting  ready  for  national  health  insurance,  shortchanging  children,  hearings  before 

Subcommittee  on  Oversight  and  Investigations,  94th  Congress,  1st  session,  on  role 
of  government  in  preventive  health  programs  that  primarily  affect  children,  Oct. 
7  and  8,  1975.  1975.  iv  +  155  p.il.     +     •Item  1019 

Y  4.1n  8/4:94-43 
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02075  44.  USRA  final  system  plan,  hearings  before  Subcommittee  on  Transportation  i 

merce,  94th  Congress,  1st  session,  on  review  of  USRA  final  system  plan  together 
with  implementing  legislation  and  financing  of  rail  industry  improvements,  Sept. 
9-26.  1975.  1975.  xi  + 982  p.il.      +      •Item  1019 

Y  4. In  8/4:94-44 

02076  46.  Telecommunications  research  and  policy  development  overview,  hearings  before  Sub- 

committee on  Communications,  94th  Congress,  1st  session,  on  telecommunications 
research  and  policy  issues,  their  development  and  role  in  industry,  domestically 
and  internationally,  July  8-10,  1975.  1975.  iii+165  p.  +       •Item  1019 

Y  4. In  8/4:94-46 

02077  Preliminary   staff   report  concerning  delays   in   natural  gas   production 

by  Cities  Service  Oil  Company,  prepared  by  Subcommittee  on  Over- 
sight and  Investigations;  July  18,  1975.  1975.  iii  +  24  p.  (Subcommittee 
print.)     # 

Y  4.1n  8/4:G  21/15 

02078  Review  of  Amtrak  train,  Inter-American,  report  by  Subcommittee  on 

Oversight  and  Investigations,  94th  Congress,  1st  session;  July  1975. 
1975.  vi  +  105  p.il.  (Subcommittee  print.)     # 

Y  4. In  8/4:Am  8/6 

Judiciary  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

02079  46.  State  conducted  lotteries,  hearing  before  Subcommittee  on  Claims  and  Governmental 

Relations,  93d  Congress,   2d   session,   on   H.R.6668  and  companion   bills,   Apr.   24, 

1974.  1974.  iv  +  213  p.il.     +     ©Item  1020 

Y  4.J  89/1:93-46 

[Committee  publication]  serial,  94th  Congress. 

02080  15.   Representation  of  District  of  Columbia  in  Congress,   hearings  before   Subcommittee 

on  Civil  and  Constitutional  Rights,  94th  Congress,  1st  session,  on  H.J. Res. 280,  June 
17-Sept.  3.  1975.  1975.  iii  +  134  p.       +     •Item  1020 

Y  4.J  89/1:94-15 

02081  16.  Prison  construction  plans  and  policy,  hearings  before  Subcommittee  on  Courts,  Civil 

Liberties,  and  Administration  of  Justice,  94th  Congress,  1st  session,  on  Federal 
Bureau  of  Prisons  Institution  construction  plans  and  policy,  July  28  and  30,  1975. 

1975.  iv  +  473  p.il.     +     •Item  1020 

Y  4. J  89/1:94-16 

02082  17.  Legal  Services  Corporation  act  amendment,  hearings  before  Subcommittee  on  Courts, 

Civil  Liberties,  and  Administration  of  Justice,  94th  Congress,  1st  session,  on 
H.R.7005,  Oct.  29  and  31,  1975.  1975.  iv-i-196p.il.     +      •Item  1020 

Y  4.J  89/1:94-17 

02083  Debate  on  articles  of  impeachment,  hearings,  93d  Congress,  2d  session, 

pursuant  to  H.Res.803,  res.  authorizing  and  directing  Committee  on 
Judiciary  to  investigate  whether  sufficient  grounds  exist  for  House 
of  Representatives  to  exercise  constitutional  power  to  impeach 
Richard  M.  Nixon,  July  24-30,  1974.  1974.  iii-t-562  p.  *  Paper,  $4.70. 
•Item  1020 

Y  4.J  89/l:Im  7/9 

Merchant  Marine  and  Fisheries  Committee,  House  Washington,  DC 
20515 

[Committee  publication]  serial,  94th  Congress. 

02084  C.  Ocean  affairs  in  93d  Congress,  report  prepared  pursuant  to  request  of  Subcommittee 

on  Oceanography,  by  Science  Policy  Research  Division,  Congressional  Research 
Service,  Library  of  Congress.  1975.  viii  +  227  p.il.  (Committee  print,  94th  Congress, 
1st  session.)     +     ©Item  1021 

Y  4.M  53:94-C 

02085  10.  Ocean  dumping,  joint  hearings  before  Subcommittee  on  Fisheries  and  Wildlife  Conser- 

vation and  Environment  and  Subcommittee  on  Oceanography.  94th  Congress,  1st 
session,  on  H.R.5710  [and]  H.R.6282,  Apr.  24  and  25,  1975.  1975.  vi  +  171  p.il.  + 
•Item  1021 

Y  4.M  53:94-10 
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02086  11.   Coastal   zone    management,   hearings   before   Subcommittee   on   Oceanography,   94th 

Congress,  1st  session,  on  H.R.1776  [and  other  bills],  Apr.  29-Sept.  3,  1975.  1975. 
v  +  303p.     +     •Item  1021 

Y  4.M  53:94-11 

02087  13.   Coast  Guard   miscellaneous,   hearings,   pt.2,   before   Subcommittee   on  Coast  Guard 

and  Navigation,  94th  Congress,  1st  session,  on  H.R.1535  [and  other  bills]  June  26-Sept. 
12,  1975.  1975.  v  + 158  p.il.     +     •Item  1021 

Y  4.M  53:94-I3/pt.2 

02088  40.    Storm    King   Mountain,   hearings   before   Subcommittee   on   Fisheries   and   Wildlife, 

Conservation  and  Environment,  93d  Congress,  2d  session,  on  oversight  of  proposal 
of  Consolidated  Edison  Co.  of  New  York  to  construct  pump  storage  plant  on  Storm 
King  Mountain,  N.Y.,  Feb.  19  [and]  20,  1974.  1975.  iv  +  395  p.il.  +      •Item  1021 

Y  4.M  53:93-40 

Post  Office  and  Civil  Service  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  94th  Congress. 

02089  23.  Increase  in  Government's  contribution  under  Federal  employees  health  benefits  pro- 

gram, hearings  before  Subcommittee  on  Retirement  and  Employeee  Benefits,  94th 
Congress,  1st  session,  on  H.R.73,  Apr.  22-May  15,  1975.  1975.  v  +  77  p.  +  •Item 
1022 

Y  4.P  84/10:94-23 

02090  33.  Executive  annuities  and  pay,  hearings  before  Subcommittee  on  Retirement  and  Em- 

ployee Benefits,  94th  Congress,  1st  session,  on  H.R.3651,  May  22-July  29,  1975. 
1975.  v  +  64  p.il.     +     ©Item  1022 

Y  4.P  84/10:94-33 

02091  37.  Federal  employees'  health  benefits  program,  hearings  before  Subcommittee  on  Retire- 

ment and  Employee  Benefits,  94th  Congress,  1st  session.  May  19  and  June  2,  1975. 
1975.  iv  +  74  p.     +     ©Item  1022 

Y  4.P  84/10:94-37 

02092  44.  Permit  waiver  of  any  portion  of  Federal  compensation,  hearing  before  Subcommittee 

on  Reitrement  and  Employee  Benefits,  94th  Congress,  1st  session,  on  H.R.6250, 
Sept.  8,  1975.  1975.  iv  +  22  p.     +     •Item  1022 

Y  4.P  84/10:94-44 

02093  46.  Reinstatement  of  survivor  annuities  for  certain  widows  and  widowers,  hearings  before 

Subcommittee  on  Retirement  and  Employee  Benefits,  94th  Congress,  1st  session, 
on  H.R.2516,  Oct.  7  and  9,  1975.  1975.  iv  +  30  p.     +     •Item  1022 

Y  4.P  84/10:94-46 

Public  Works  and  Transportation  Committee,  House  Washington,  DC 
20515 

[Committee  publication]  serial,  94th  Congress. 

02094  20.   TVA   bonding   authority,   hearing,   94th   Congress,   1st   session,   on   H.R.9472,   Sept. 

19,  1975.  1975.  hi +51  p.il.     +     •Item  1024 

Y  4.P  96/11:94-20 

Science  and  Technology  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

02095  37.  International  science  and  technology  transfer  act  of  1974,  hearings  before  Subcommit- 

tee on  International  Cooperation  in  Science  and  Space,  93d  Congress,  2d  session. 
May  21-23,  1974.  1974.  iv  +  172  p.il.     +     •Item  1025-A 

Y  4.Sci  2:93-2/37 

02096  39.  Advanced  supersonic  technology,  hearing  before  Subcommittee  on  Aeronautics  and 

Space  Technology,  93d  Congress,  2d  session,  Feb.  22,  1974.  1974.  iii+252  p.il. 
+     •Item  1025-A 

Y  4.Sci  2:93-2/39 

[Committee  publication]  serial,  94th  Congress. 

02097  I.  Agricultural  research  and  development,  background  papers,  prepared  for  Subcommittee 

on  Science,  Research,  and  Technology  and  Subcommittee  on  Domestic  and  Interna- 
tional Scientific  Planning  and  Analysis;  Sept.  1975.  1975.  viii  +  179  p.il.  (Committee 
print,  94th  Congress,  1st  session.)  + 

Y  4.Sci  2:94-1/1 

02098  22.   Legislation  for  outer  Continental  Shelf  R.  &  D.,  hearings,  v.  1,  Witnesses  before 

Subcommittee  on  Energy  Research,  Development,  and  Demonstration,  fossil  fuels, 
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94th  Congress,  1st  session,  July  8-11,  1975.  1975.  iv  +  1-830  pal.  3  maps  +  •Item 
1025-A 

Y  4.Sci  2:94-l/22/v.l 

02099  22.  Legislation  for  outer  Continental  Shelf  R.  &  D.,  hearings,  v.  2,  Appendices,  before 

Subcommittee  on  Energy  Research,  Development,  and  Demonstration,  fossil  fuels, 
94th  Congress,  1st  session,  July  8-11,  1975.  1975.  iv-t- 831-1721  p.il.  +  •Item  1025- 
A 

Y  4.Sci  2:94-l/22/v.2 

02100  24.    Inadvertent    modification   of   upper   atmosphere,    research   and   development   relating 

to  halocarbons  and  ozone  depletion,  hearings  before  Subcommittee  on  Environment 
and  Atmosphere,  94th  Congress,  1st  session.  May  20-July  31,  1975.  1975.  iv  +  479 
p.il.     *  Paper,  $4.10.     ©Item  1025-A 

Y  4.Sci  2:94-1/24 

Small  Business  Committee,  House  Washington,  DC  20515 

02101  Impact  of  deteriorating  rail  service  upon  raral  communities  and  small 

business,  hearings  before  Subcommittee  on  Commodities  and  Ser- 
vices, 94th  Congress,  1st  session,  July  19,  1975.  1975.  iv  +  169  p.il. 
[Hearings  held  in  Estherville,  Iowa,  and  Slayton,  Minn.]  +  •Item 
1031 

Y  4.Sm  1:1m  7/2 

02102  National    Park    Service    management   of    concession    operations,    joint 

hearings,  see  Government  Operations  Committee  ,  House. 

Y  4.Sm  1: 

Veterans'  Affairs  Committee,  House  Washington,  DC  20515 

02103  Increases  in  compensation  and  dependency  and  indemnity  compensa- 

tion, DIC,  for  service-connected  disabled  and  certain  veterans'  sur- 
vivors, hearings  before  Subcommittee  on  Compensation,  Pension,  and 
Insurance,  94th  Congress,  1st  session,  on  H.R.5179  and  H.R.5903, 
May  19,  1975.  1975.  vi+423-489  p.  1  tab.     +     •Item  1027 

Y  4.V  64/3:C  73/24 

02104  Increases   in   non-service-connected  pension  rates   and   in  dependency 

and  indemnity  compensation  rates  for  certain  dependent  parents, 
hearings  before  Subcommittee  on  Compensation,  Pension,  and  In- 
surance, 94th  Congress,  1st  session,  on  H.R.9045  and  H.R.9198,  Sept. 
29  and  Oct.  3,  1975.  1975.  v  +  1049-1089  p.     +     ©Item  1027 

Y  4.V  64/3:P  38/24 

02105  Provision  of  education  benefits  for  post- Vietnam  era  veterans,  hearings 

before  Subcommittee  on  Education  and  Training,  94th  Congress,  1st 
session,  on  H.R.  2000,  H.R.  6806,  H.R.  7726,  H.R.  8406,  and  related 
bills,  July  29  ,  1975.  1975.  iii+ 975-1025  p.     +     •Item  1027 

Y  4.V  64/3:Ed  8/25 

Ways  and  Means  Committee,  House  Washington,  DC  20515 

02106  Background  material  on  medicare  issues  involving  time  limitations,  Sub- 

committee on  Health;  Oct.  3,  1975.  1975.  iii+18  p.  (Committee  print, 
94th  Congress,  1st  session;  WMCP  94-82.)     +     ©Item  1028 

Y  4.W  36:M  46/8 

02107  Business    use    of    home,    vacation    homes,    and    foreign    conventions, 

prepared  by  Joint  Committee  on  Internal  Revenue  Taxation;  Sept. 
22,  1975.  1975.  iii+14  p.  (Committee  print.)  + 

Y  4.W  36:B  96 

02108  Capital  formation,  prepared  by  Joint  Committee  on  Internal  Revenue 

Taxation;  Oct.  7,  1975.  1975.  iii  +  76  p.  (Committee  print.)  + 

Y  4.W  36:C  17/2 
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02109  Changes  in  minimum   income  tax  and  limits  on  itemized  deductions, 

prepared  by  Joint  Committee  on  Internal  Revenue  Taxation;  Sept. 
17,  1975.  1975.  iii+17  p.  (Committee  print.)  + 

Y  4.W  36:In  2/19 

02110  Confidentiality  of  tax  returns,  prepared  by  Joint  Committee  on  Internal 

Revenue  Taxation;  Sept.  25,  1975.  1975.  iv+44  p.  (Committee  print.) 
+ 

Y  4.W  36:T  19/114 

021U  Decisions  on  tax  reform  bill  of  1975  corresponding  to  sections  of  draft 
bill,  prepared  by  Joint  Committee  on  Internal  Revenue  Taxation; 
Oct.  20,  1975.  1975.  v  +  32  p.  (Committee  print.)  + 

Y  4.W  36:T  19/115 

02U2  Delays  in  social  security  appeals,  hearings  before  Subcommittee  on 
Social  Security,  94th  Congress,  1st  session  ,  Sept.  19-Oct.  20,  1975. 
1975.  v+664  p.il.     +     •Item  1028 

Y  4.W  36:So  1/38 

02113  Income  tax  return  preparers,  assessments  in  case  of  mathematical  or 

clerical  errors,  certain  withholding  tax  provisions,  declaratory  judge- 
ments in  case  of  tax-exempt  organizations,  and  tax-exempt  status 
of  condominiums  and  homeowner  associations,  prepared  by  Joint 
Committee  on  Internal  Revenue  Taxation;  Sept.  23,  1975.  1975.  iii+18 
p.  (Committee  print.)  + 

Y  4.VV  36:In  2/20 

02114  Individual  income  tax  reductions,  prepared  by  Joint  Committee  on  Inter- 

nal Revenue  Taxation;  Oct.  6,  1975.  1975.  ii+14  p.  (Committee  print.) 
+ 

Y  4.W  36:In  2/18 

02115  Internal  Revenue  Service  intelligence  operations,  hearings  before  Sub- 

committee on  Oversight,  94th  Congress,  1st  session,  Mar.  26  and 
June  25,  1975.  1975.  iii+100  p.     +     ©Item  1028 

Y  4.W  36:In  8/35 

02U6  Jeopardy  and  termination  assessments,  administrative  summons,  com- 
prehensive administrative  package,  State  conducted  lotteries,  and 
miscellaneous,  prepared  by  Joint  Committee  on  Internal  Revenue  Tax- 
ation; Sept.  25,  1975.  1975.  iii+7  p.  (Committee  print.)  + 

Y  4.W  36:Ad  6/5 

02117  Manual  of  rules  of  Committee  on  Ways  and  Means  for  94th  Congress; 

initially  adopted  Jan.  21,  1975,  amended  Aug.  1,  1975.  1975.  v+33  p. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-75.)     + 
•Item  1028 

Y  4.W  36:M  31/2 

02118  National  health  insurance,  hearings,  v.  1,  93d  Congress,  2d   session, 

Apr.  24,  1974.  1975.  xviii+560  p.     *  Paper,  $4.75.     • 

Y  4.W  36:H  34/8/v.l 

02U9  Overview  of  tax  shelters,  prepared  by  Joint  Committee  on  Internal 
Revenue  Taxation;  Sept.  2,  1975.  1975.  iii+23  p.  (Committee  print.) 
+ 

Y  4.W  36:T  19/104 

02120  Panel  discussions  on  national  health  insurance,  prepared  statements 
of  panelists  on  subject  of  problems  and  issues  in  health  care  organiza- 
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tion,  delivery,  and  financing,  Subcommittee  on  Health,  Sept.  12,  1975. 
1975.  iii  +  131  p.  (Committee  print,  94th  Congress,  1st  session;  WMCP 
94-80.)  + 

Y  4.W  36:H  34/22 

02121  Pension  reform  act  of  1974,  hearings  before  Subcommittee  on  Oversight, 

94th  Congress,  1st  session,  Nov.  20,  1975.  1975.  ii  +  79  p.  +  •Item 
1028 

Y  4.W  36:P  38/7 

02122  Private  letter  rulings,  prepared  by  Joint  Committee  on  Internal  Revenue 

Taxation;  Sept.  24,  1975.  1975.  iii  +  18  p.  (Committee  print.)  + 

Y  4.W  36:L  56 

02123  Proposals    for    administrative    changes    in    Internal    Revenue    Service 

procedures,  hearings  before  Subcommittee  on  Oversight,  94th  Con- 
gress, 1st  session,  July  10-Sept.  22,  1975.  1975.  iv  +  434  p.il.  +  •Item 
1028 

Y  4.W  36:In  8/34 

02124  Public   hearings  on   national  health  insurance,  prepared  statements  of 

witnesses.  Subcommittee  on  Health;  Nov.  14,  and  17,  1975.  1975.  iv  +  153 
p.  (Committee  print,  94th  Congress,  1st  session;  WMCP  94-102.) 
+     •Item  1028 

Y  4.W  36:H  34/23/975-4 

02125  Public   hearings  on  national  health  insurance,   prepared   statements  of 

witnesses,   Subcommittee   on   Health;  Nov.  18,   1975.   1975.   iii  +  98  p. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-103.)     + 
•Item  1028 

Y  4.W  36:H  34/23/975-5 

02126  Public   hearings  on  national  health  insurance,   prepared  statements  of 

witnesses,  Subcommittee  on  Health;  Dec.  4  and  5,  1975.  1975.  iii  +  135 
p.  (Committee  print,  94th  Congress,  1st  session;  WMCP  94-108.) 
+     ©Item  1028 

Y  4.W  36:H  34/23/975-7 

02127  Report  to  Congress  and  President  pursuant  to  subsec. 608(b)  of  Trade 

act  of  1974,  on  principles  and  concepts  which  should  guide  organiza- 
tion and  development  of  enumeration  of  articles  which  would  result 
in  comparabiity  of  United  States  import,  production,  and  export  data, 
submitted  by  Secretary  of  Commerce  and  Chairman,  U.S.  Internat 
ional  Trade  Commission  on  Aug.  1,  1975;  Sept.  8,  1975.  1975.  v  +  15 
p.  (Committee  print,  94th  Congress,  1st  session;  WMCP  94-78.) 
+     ©Item  1028 

Y  4.W  36:T  67/35 

02128  Retirement  income  credit,  child  care  deduction,  qualified  stock  options, 

and  sick  pay  exclusion,  prepared  by  Joint  Committee  on  Internal 
Revenue  Taxation;  Sept.  22,  1975.  1975.  iii+17  p.il.  (Committee  print.) 
+ 

Y  4.W  36:R  31/10 

02129  Simplification  of  tax  return  and  other  miscellaneous  simplification  items, 

prepared  by  Joint  Committee  on  Internal  Revenue  Taxation;  Oct. 
2,  1975.  1975.  iii  +  21  p.  (Committee  print.)  + 

Y  4.W  36:T  19/116 

02130  Status  of  United  States-Poland  economic  relations,  1975,  report  by  Dan 

Rostenkowski  on  his  presidential  mission  to  Poland,  June  6-11,  1975; 
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Aug.  13,  1975.  1975.  v  +  29  p.  (Committee  print,  94th  Congress,  1st 
session;  WMCP  94-74.)  + 

Y  4.W  36:Un  3/2 

02131  Summary  of  major  provisions  of  H.R.10612,  Tax  reform  act  of  1975, 

as  ordered  reported  on  Nov.  7,  1975;  Nov.  10  ,  1975.  1975.  viii+49 
p.  (Committee  print,  94th  Congress,  1st  session;  WMCP  94-92.) 
*  Paper,  75c. 

V  4.VV  36:T  19/112 

02132  Tax  shelters,  equipment  leasing,  prepared  by  Joint  Committee  on  Inter- 

nal Revenue  Taxation;  Sept.  10,  1975.  1975.  iii+12  p.  (Committee  print.) 
+ 

Y  4.W  36:T  19/105 

02133  Tax  shelters,  farm  operations,  prepared  by  Joint  Committee  on  Internal 

Revenue  Taxation;  Sept.  6,  1975.  1975.  iii+25  p.  (Committee  print.) 
+ 

Y  4.W  36:T  19/106 

02134  Tax  shelters,   movie   films,  prepared  by  Joint  Committee  on  Internal 

Revenue  Taxation;  Sept.  10,  1975.  1975.  iii+15  p.  (Committee  print.) 
+ 

Y  4.W  36:T  19/107 

02135  Tax  shelters,  oil  and  gas  drilling  funds,  prepared  by  Joint  Committee 

on  Internal  Revenue  Taxation;  Sept.  9,  1975.  1975.  iii+10  p.  (Committee 
print.)  + 

Y  4.W  36:T  19/108 

02136  Tax  shelters,  prepaid  interest,  prepared  by  Joint  Committee  on  Internal 

Revenue  Taxation;  Sept.  16,  1975.  1975.  iii+8  p.  (Committee  print.) 
-I-     #Item  1028 

Y  4.W  36:T  19/109 

02137  Tax   shelters,   real   estate,   prepared   by   Joint   Committee   on   Internal 

Revenue  Taxation;  Sept.  3,  1975.  1975.  iii+16  p.  (Committee  print.) 
+ 

Y  4.W  36:T  19/110 

02138  Tax  shelters,  use  of  limited  partnerships,  etc.,  prepared  by  Joint  Com- 

mittee on  Internal  Revenue  Taxation;  Sept.  13,  1975.  1975.  iii+13  p. 
(Committee  print.)  + 

Y  4.W  36:T  19/111 

02139  Taxation  of  foreign  source  income,  statistical  data,  prepared  by  Joint 

Committee  on  Internal  Revenue  Taxation;  Sept.  30,  1975.  1975.  [l]  +  20 
p.  (Committee  print.)  + 

Y  4.W  36:In  2/23 

02140  3d  quarterly  report  to  Congress  and  East-West  Foreign  Trade  Board 

on  developments  in  trade  between  United  States  and  nonmarket 
economies  submitted  to  Congress  by  International  Trade  Commission, 
September  30,  1975;  Oct.  2,  1975.  1975.  v  +  30  p.  (Committee  print, 
94th  Congress,  1st  session;  WMCP  94-83.)  + 

Y  4.W  36:F  76  tr/12/975-2 

02141  U.S.  taxation  of  foreign  source  income,  deferral  and  foreign  tax  credit, 

prepared  by  Joint  Committee  on  Internal  Revenue  Taxation;  Sept. 
27,  1975.  1975.  iii+24  p.  (Committee  print.)  + 
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02142  U.S.  taxation  of  foreign  source  income  of  individuals  and  corporations 

and  Domestic  International  Sales  Corporation  provisions,  prepared 
by  Joint  Committee  on  Internal  Revenue  Taxation;  Sept.  29,  1975. 
1975.  iii  +  35  p.  (Committee  print.)  + 

Y  4.W  36:In  2/22 

SENATE  Washington,  DC  20510 

Senate  documents 

Note— All  Senate  documents   entries   which   are   followed   by   a    + ,   may   be  obtained   from   the 
Senate  Document  Room  or  from  the  issuing  office. 

Senate  documents,  94th  Congress. 

02143  I.  Senate  manual  containing  standing  rules,  orders,  laws,  and  resolutions  affecting  business 

of  Senate,  Jefferson's  manual.  Declaration  of  Independence,  Articles  of  Confedera- 
tion, Constitution  of  United  States,  etc.;  prepared  by  John  P.  Coder  and  Jack  L. 
Sapp  .  1975.  vi  +  [l]  +  !028  p.  [To  be  sent  to  depository  libraries  as  Serial  13103] 
*  Paper,  $9.20  (S/N  052-071-00457-2). 

94-l:S.doc. 

02144  3.   Report  on  rescissions  and  deferrals  of  budget  authority,  communication  from  Acting 

Director,  Office  of  Management  and  Budget,  Executive  Office  of  President;  Feb. 
II,  1975.  1975.  [1]  +  17  p.     +      •Item  996 

94-l:S.doc. 

02145  6.    Rescissions   and    deferrals   for   fiscal    year   1975,    message    from    President   of    United 

States,  Feb.  11,  1975.  1975.  [l]  +  57  p.     +     ©Item  996 

94-l:S.doc. 

02146  15.   Review   of   deferral   of   budget   authority,   communication   from   Comptroller  General 

of  United  States;  Feb.  11,  1975.  1975.  [l]  +  8  p.     +      •Item  996 

94-l:S.doc. 

02147  16.   Cumulative   report  of   fiscal  year  1975   rescissions   and  deferrals   for  month  of  Nov. 

1974,  communication  from  Director,  Office  of  Management  and  Budget,  Executive 
Office  of  President;  Feb.  11,  1975.  1975.  [l]  +  9  p.       +      •Item  996 

94-l:S.doc. 

02148  19.  Cumulative   report  on  rescissions  and  deferrals  of  budget  authority  for  fiscal  year 

1975,  communication  from  Director,  Office  of  Management  and  Budget,  Executive 
Office  of  President;  Feb.  11,  1975.  1975.  [1]  +  13  p.      +      •Item  996 

94-l:S.doc. 

02149  34.   Cumulative   report  on   rescissions   and   deferrals   of  budget  authority   for  fiscal  year 

1975,  communication  from  Director,  Office  of  Management  and  Budget,  Executive 
Office  of  President;  Apr.  11,  1975.  1975.  iii  +  19  p.      +      ©Item  996 

94-l:S.doc. 

02150  35.  Supplemental  appropriation  for  fiscal  year  1975  for  District  of  Columbia,  communica- 

tion from  President  of  United  States;  Apr.  18,  1975.  1975.  [l]  +  3  p.     +     •Item  996 

94-l:S.doc. 

02151  36.   Rescission   and   deferrals,   message   from   President  of   United   States,   Apr.  18,   1975. 

1975.  [l]  +  20p.  +       •Item  996 

94-l:S.doc. 

02152  37.  Proposed  rescissions  and  deferrals,  message  from  President  of  United  States;  Apr. 

18,  1975.  1975.  [1]  + 16  p.     +     ©Item  996 

94-l:S.doc. 

02153  38.    Appropriation    language    change    for    fiscal    year   1975    for   National   Commission    on 

Supplies  and  Shortages,  communication  from  President  of  United  States;  Apr.  23, 
1975.  1975.  [11  +  1  p.     +     •Item  996 

94-l:S.doc. 

02154  40.  Supplemental  appropriation  to  pay  claims  and  judgments,  communication  from  Pre- 

sident of  United  States;  Apr.  23,  1975.  1975.  iii  +  8  p.      +      •Item  996 

94-l:S.doc. 

02155  50.    Rescissions   and   deferrals   of   budget   authority,    message    from    President   of   United 

States;  May  8,  1975.  1975.  [l]  +  5  p.      +      •Item  996 

94-l:S.doc. 

02156  55.  Cumulative  report  of  fiscal  year  1975   rescissions  and  deferrals  of  budget  authority, 

communication  from  Director,  Office  of  Management  and  Budget,  Executive  Office 
of  President;  May  13,  1975.  1975.  [1]  +  19  p.       +     •Item  996 

94-1  :S. doc. 

02157  67.    Cumulative    report    of    fiscal    year    1975    rescissions    and    deferrals    as   of   June    1975, 

communication  from  Director,  Office  of  Management  and  Budget,  Executive  Office 
of  President;  June  19,  1975.  1975.  iii  +  21  p.  +       •Item  996 

94-l:S.doc. 
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02158  79.   Amendment   to   budget   for  fiscal   year  1976   for  legislative   branch,   communication 

from  President  of  United  States;  July  17,  1975.  1975.  [3]  +  2  p.     +     •Item  996 

94-1  :S. doc. 

02159  97.  Semiannual  report  of  Architect  of  Capitol,  Jan.  1-June  30,  1975,  pursuant  to  sec. 105(b), 

Public  law  454,  88th  Congress,  Aug.  29,  1975.  1975.  iii  +  186  p.     +     •Item  996 

94-l:S.doc. 

02160  118.   Release  impounded   budget  authority,   communication   from  Comptroller  General  of 

United  States.  Nov.  4  ,  1975.  1  p.     +     •Item  996 

94-l:S.doc. 

Senate  reports 

Note.— For  titles  of  bills  which  these  reports  accompany,  see  Congressional  record  index. 

Senate   reports  on  public  bills,   94th  Congress.    +  Senate  Documents 
Room,  Capitol.     #Item  1008- A 

02161  180.   U.S.   Capitol   Historical   Society   wall   calendars   for   use   by   Senate.   Report   from 

Committee  on  Rules  and  Administration  to  accompany  S. Res. 176.  June  5,  1975.  1 
P- 

02162  14.  To  designate  Mar.  13,  1975,  as  Music  in  Our  Schools  Day.  Report  from  Committee 

on  Judiciary  to  accompany  S.J.Res.18.  Feb.  18,  1975.  2  p. 

02163  30.    Resolution    disapproving    deferral    of    budget    authority,    sec. 235,    homeownership 

assistance  program,  National  housing  act.  Report  together  with  views  of  Committees 
on  Budget  and  Banking,  Housing,  and  Urban  Affairs  from  Committee  on  Appropria- 
tions to  accompany  S.Res.61.  Mar.  6,  1975.  5  p. 

02164  33.  Medical  device  amendments  of  1975.  Report  from  Committee  on  Labor  and  Public 

Welfare  to  accompany  S.510.  Mar.  11,  1975.  73  p.  [Corrected  print.] 

02165  38.  Referring  to  conduct  of  monetary  policy.  Report  from  Committee  on  Banking,  Hous- 

ing, and  Urban  Affairs  to  accompany  H.Con.Res.133.  Mar.  17,  1975.  8  p. 

02166  49.  Report  of  activities  during  93d  Congress.  Report  prepared  by  Committee  on  Aeronauti- 

cal and  Space  Sciences.  Mar.  19,  1975.  v  +  32  p. 

02167  63.  Scrimshaw  art  preservation  act  of  1975.  Report  from  Committee  on  Commerce  to 

accomapny  S.229.  Apr.  4  ,  1975.  9  p. 

02168  64.   Oversight  activities   of  Committee   on   Banking,   Housing,   and   Urban   Affairs,   93d 

Congress.  Report  filed  pursuant  to  sec. 118  of  Legislative  reorganization  act  of  1970; 
Apr.  9,  1975.1975.  v  +  19p. 

02169  96.  Maritime  appropriation  authorization  act  of  1975.  Report  of  Committee  on  Commerce 

to  accompany  S.1542.  Apr.  25,  1975.  [1]  +  18  p. 

02170  98.  Amending  joint  res.  of  July  18,  1939,  53  stat.1062,  providing  for  acceptance  of  additional 

lands  for  House  of  Franklin  D.  Roosevelt  National  Historic  Site,  and  for  other 
purposes.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany 
H.R.2808.  Apr.  29,  1975.  5  p. 

02171  99.  Increasing  appropriation  authorization  relating  to  volunteers  in  parks  program,  and 

for  other  purposes.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accom- 
pany S.896.  Apr.  29,  1975.  3  p. 

02172  102.  Resolutions  disapproving  deferral  of  budget  authority.  Report  together  with  views 

of  Committee  on  Budget  from  Committee  on  Appropriations  to  accompany  S. Res. 32 
[and  other  bills].  May  2,  1975.  8  p. 

02173  118.  International  petroleum  exhibition.  Report  of  Committee  on  Commerce  on  S.J.Res.59; 

May  12,  1975.  1975.  [l]  +  5  p. 

02174  136.  Federal  railroad  safety  authorization  act  of  1975.  Report  of  Committee  on  Commerce 

on  S.1462;  May  14,  1975.  1975.  [l]  +  6  p. 

02175  138.  Special  appropriations  for  assistance  to  refugees  from  Cambodia  and  Vietnam.  Report 

from  Committee  on  Appropriations  to  accompany  H.R.6894.  May  15,  1975.  4  p. 

02176  139.  Food  stamps  for  SSI  recipients.  Report  from  Committee  on  Agriculture  and  Forestry 

to  accompany  S.1662.  May  15,  1975.  25  p. 
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02177  140.   Amending  Organic   act  of  Guam   and   Revised  organic  act  of  Virgin   Islands    Report 

from  Committee  on  Interior  and  Insular  Affairs  to  accompany  H.R.4269.  May  15. 
1975.  3  p. 

02178  141.    Emergency   technical   provisions   act.   Report  from   Committee  on   Labor  and   Public 

Welfare  to  accompany  H.R.4221.  May  16.  1975.  7  p. 

02179  151.    Emergency  livestock   credit.  Conference  report  to  accompany  S.I236.   May  21,   1975. 

7  p. 

02180  163.    Repealing   certain    provisions   of   act   entitled.    Act   to   provide   for   establishment   of 

Assateague  Island  National  Seashore  in  States  of  Maryland  and  Virginia,  and  for 
other  purposes,  approved  Sept.  21,  1965.  Report  from  Committee  on  Interior  and 
Insular  Affairs  to  accompany  S.82.  June  2,  1975.  8  p. 

02181  164.   Authorizing  exchange  of  lands  for  entrance  road  at  Guadalupe  Mountains  National 

Park,  Tex.,  and  for  other  purposes.  Report  from  Committee  on  Interior  and  Insular 
Affairs  to  accompany  S.313.  June  2,  1975.  5  p. 

02182  170.  Variable  rate  mortgages.  Report  from  Committee  on  Banking,  Housing,  and  Urban 

Affairs  to  accompany  S.Con.Res.45.  June  3,  1975.  8  p. 

02183  173.    Ethnic    heritage    bicentennial   commemorative    medals   act.    Report   from    Committee 

on  Banking,  Housing,  and  Urban  Affairs  to  accompany  S.371.  June  4,  1975.  2  p. 

02184  174.  Authorizing  appropriations  for  Nuclear  Regulatory  Commission  for  fiscal  year  1976 

and  for  transition  quarter  ending  Sept.  30,  1976.  Report  by  Joint  Committee  on 
Atomic  Energy  to  accompany  S.1716;  June  4,  1975.  1975.  ii  +  13  p. 

02185  178.  Coast  Guard  appropriation  authorization  fiscal  year  1976  and  July  1-Sept.   30,  1976. 

transition  period.  Report  from  Committee  on  Commerce  to  accompany  S.1487.  June 

5,  1975.  6  p. 

02186  179.  Automobile  fuel  economy  and  research  and  development  act  of  1975.  Report  together 

with  additional  views  of  Committee  on  Commerce  on  S.1883.  1975.  iii  +  65  p. 

02187  181.  Authorizing  supplemental  expenditures  by  Select  Committee  to  Study  Governmental 

Operations  with  Respect  to  Intelligence  Agencies  for  inquiry  and  investigation  relating 
to  intelligence  activities  carried  out  by  or  on  behalf  of  Federal  government.  Report 
from  Committee  on  Rules  and  Administration  to  accompany  S. Res.  165.  June  5,  1975. 
3  p. 

02188  185.  Additional  Senate  committee  employees.  Report  from  Committee  on  Rules  and  Ad- 

ministration to  accompany  S. Res. 60.  June  5,  1975.  9  p. 

02189  187.  Home  mortgage  disclosure  act  of  1975.  Report  together  with  additional  views  from 

Committee    on    Banking,    Housing,    and    Urban    Affairs    to    accompany    S.1281.    June 

6.  1975.  31  p.il. 

02190  188.   Japan-United   States   friendship   act.   Report   from   Committee   on   Foreign   Relations 

to  accompany  S.824.  June  10,  1975.  6  p. 

02191  198.  Education  division  and  related  agencies  appropriation  bill,  1976.  Report  from  Commit- 

tee on  Appropriations  to  accompany  H.R.5901.  June  18,  1975.  40  p. 

02192  203.  Transferring  Madison  County  to  northern  district  of  Florida.  Report  from  Committee 

on  Judiciary  to  accompany  S.723.  June  18,  1975.  4  p. 

02193  285.   Public   works   employment   act   of   1975.   Report   together   with    additional   views   of 

Committee  on  Public  Works  to  accompany  S.1587;  July  21,  1975.  1975.  ii  +  23  p. 

02194  314.    Authorizing   additional   expenditures   by   Committee   on   Interior  and   Insular  Affairs 

for  inquiries  and  investigations.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  S. Res. 66.  July  23,  1975.  6  p. 

02195  353.    Defense    production    act   amendments    of   1975.    Report   of   Committee    on    Banking, 

Housing,  and  Urban  Affairs  to  accompany  S.1537;  July  31,  1975.  1975.  iii+36  p. 

02196  363.   Alaska  highway.  Report  from   Committee  on  Public  Works  to  accompany  S.1245. 

Aug.  1,  1975.  2  p. 
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02197  406.   International  development  and  food   assistance  act  of  1975.   Report   together  with 

supplemental  views  of  Senator  McGovern  of  Committee  on  Foreign  Relations  on 
H.R.9005;  Oct.  1,  1975.  1975.  iv  +  80  p. 

02198  407.  Maritime  appropriation  authorization  act  of  1975.  Conference  report  to  accompany 

S.1542.  Oct.  2,  1975.  5  p.  [Corrected  print.] 

02199  409.    Disapproving    2    regulations    proposed    by    Federal    Election    Commission.    Report 

together  with  minority  views  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.275.  Oct.  6,  1975.  24  p. 

02200  422.  Implementation  of  new  congressional  budget  procedures  for  fiscal  year  1976,  timeta- 

ble for  2d  budget  resolution  and  reconciliation  process.  Report  of  Committee  on 
Budget  as  prescribed  by  sec.906  of  Congressional  budget  and  impoundment  control 
act  of  1974;  Oct.  8,  1975.  1975.  ii+6  p.  [Corrected  print.] 

02201  429.  Dominguez-Escalante  Trail.  Report  from  Committee  on  Interior  and  Insular  Affairs 

to  accompany  S.805.  Oct.  16,  1975.  7  p. 

02202  430.  Pacific  Northwest  Trail.  Report  from   Committee  on  Interior  and   Insular  Affairs 

to  accompany  S.1390.  Oct.  16,  1975.  7  p. 

02203  431.  Arkansas  Post  National  Memorial.  Report  from  Committee  on  Interior  and  Insular 

Affairs  to  accompany  S.1516.  Oct.  16,  1975.  3  p. 

02204  432.  Indochina  refugee  children  assistance  act  of  1975.  Report  from  Committee  on  Labor 

and  Public  Welfare  to  accompany  S.2145.  Oct.  22,  1975.  16  p. 

02205  438.  Equal  treatment  of  craft  and  industrial  workers.  Report  together  with  supplemental 

and  minority  views  from  Committee  on  Labor  and  Public  Welfare  to  accompany 
S.1479.  Oct.  29,  1975.  74  p. 

02206  439.  Construction  industry  collective  bargaining  act.  Report  together  with  minority  views 

from  Committee  on  Labor  and  Public  Welfare  to  accompany  S.2305.  Oct.  29,  1975. 
20  p. 

02207  440.  Equal  treatment  of  craft  and  industrial  workers.  Report  from  Committee  on  Labor 

and  Public  Welfare  to  accompany  H.R.5900.  Oct.  29,  1975.  1  p. 

02208  441.  Construction  industry  collective  bargaining  act.  Report  from  Committee  on  Labor 

and  Public  Welfare  to  accompany  H.R.9500.  Oct.  29,  1975.  1  p. 

02209  442.  Military  construction  appropriation  bill,  1976.  Report  from  Committee  on  Appropria- 

tions to  accompany  H.R.10029.  Nov.  3,  1975.  91  p.  [Corrected  print.] 

02210  443.  Voluntary  municipal  reorganization  act  of  1975.  Report  of  Committee  on  Banking, 

Housing,  and  Urban  Affairs  to  accompany  S.2615;  Nov.  4,  1975.  1975.  iii+43  p. 

02211  445.  Extension  of  existing  duty  suspension  on  certain  classifications  of  yarns  of  silk. 

Report  from  Committee  on  Finance  to  accompany  H.R.7727.  Nov.  5,  1975.  15  p. 

02212  447.   Long-range  funding  for  public  broadcasting.  Report  of  Committee  on  Commerce 

on  S.2584;  Nov.  6,  1975.  1975.  iii+37  p. 

02213  452.  Extension  of  Federal  insecticide,  fungicide,  and  rodenticide  act.  Report  from  Com- 

mittee on  Agriculture  and  Forestry  to  accompany  H.R.8841.  Nov.  10,  1975.  40  p. 

02214  465.  Alleged  assassination  plots  involving  foreign  leaders.  Interim  report  together  with 

additional,  supplemental,  and  separate  views  of  Select  Committee  to  Study  Govern- 
mental Operations  with  Respect  to  Intelligence  Activities;  Nov.  20,  1975.  1975. 
xiii+349  p.     *  Paper,  $3,25. 

02215  474.    Seafreeze   Atlantic.    Report   of   Committee   on   Commerce   on   H.R.5197.   Nov.   20, 

1975.  [l]  +  9  p. 

02216  485.  Federal-aid  highway  act  of  1975.  Report  together  with  individual  views  of  Committee 

on  Public  Works  to  accompany  S.2711;  Nov.  20,  1975.  1975.  iii  +  39  p. 

02217  486.   Children  and  youth   camp   safety   act.   Report  together  with  minority   views  from 

Committee  on  Labor  and  Public  Welfare  Committee  to  accompany  S.422.  Nov. 
20,  1975.  20  p. 
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02218  487.  Financial  institutions  act  of  1975.  Report  together  with  additional  views  of  Committee 

on  Banking.  Housing,  and  Urban  Affairs  to  accompany  S.I267;  Nov.  20,  1975.  1975. 
iii  +  65  p. 

02219  496.    Authorization   for  civil  government   for  Trust  Territory  of   Pacific   Islands.   Report 

from  Committee  on   Interior  and   Insular  Affairs  to  accompany  H.R.7688.  Nov.  26, 
1975.  8  p. 

02220  497.  Reclamation  feasibility  studies  1975.  Report  from  Committee  on  Interior  and  Insular 

Affairs  to  accompany  H.R.6669.  Nov.  26,  1975.  13  p. 

02221  499.    Rail   services   act   of   1975.    Report   of   Committee   on   Commerce   on    S.27I8;    Nov. 

26,  1975.  1975.  iii+322  p. 

02222  500.  Metric  conversion  act  of  1975.  Report  of  Committee  on  Commerce  on  S.I00;  Nov. 

26,  1975.  1975.  [1]  +  18  p. 

02223  501.  Small  business  development  act.  Report  from  Committee  on  Commerce  to  accompany 

S.2498.  Nov.  26,  1975.  13  p. 

02224  505.  Public  works  for  water  and  power  development  and  energy  research  appropriation 

bill,  1976.  Report  from  Committee  on  Appropriations  to  accompany  H.R.8122.  Dec. 
4,  1975.  119  p. 

02225  511.    Supplemental   appropriations   bill,   1976.   Report   from   Committee   on   Appropriations 

to  accompany  H.R. 10647.  Dec.  5,  1975.  88  p. 

02226  516.   Energy  policy  and   conservation   act    Conference   report  to  accompany   S.622.  Dec. 

8,  1975.  218  p. 

02227  532.   Veterans   and   survivors   pension   reform   act.    Report  of  Committee   on   Veterans' 

Affairs  to  accompany  S.2635.  Dec.  10,  1975.  iv  +  177  p. 

Aeronautical  and  Space  Sciences  Committee,  Senate  Washington,  DC 
20510 

02228  Seventh   applications    technology   satellite,    hearing,   93d   Congress,   1st 

session,  on  S.3542,  July  23,  1974.  1974.  iii+96  p.il.  *  Paper,  $1.20. 
•Item  1032-A 

Y  4.Ae  8:Sa  8 

02229  Stratospheric  ozone  depletion,  hearings,  pt.  1,  before  Subcommittee  on 

Upper  Atmosphere,  94th  Congress,  1st  session,  Sept.  8-17,  1975.  1975. 
v  +  544  p.il.     *  Paper,  $4.65.     •Item  1032-A 

Y  4.Ae  8:Oz  7/2/pt.l 

Aging,  Special  Committee  on,  Senate  Washington,  DC  20510 

02230  Adequacy  of  Federal  response  to  housing  needs  of  older  Americans, 

hearing,  pt.  13  before  Subcommittee  on  Housing  for  Elderly,  94th 
Congress,  1st  session,  Oct.  7,  1975.  1975.  iii  +  889-980  p.  *  Paper,  $1.10. 
•Item  1009 

Y  4.Ag  4:H  81/3/pt.l3 

Future  directions  in  social  security,  hearing,  94th  Congress,  1st  session. 

02231  pt.14.   Los   Angeles,   Calif.,   impact  of   high  cost  of  living.   May   16,   1975.   1975.  iv  +  1223- 

1363  p.il.  [Hearing  held  in  Los  Angeles.  Calif]     *  Paper,  $1.60.     •Item  1009 

Y  4Ag  4:So  l/2/pt.l4 

02232  pt.15.    Des   Moines,    Iowa,   impact   of   high   cost  of   living.   May   19,   1975.   1975.   iv  +  1365- 

1450  p.il.  [Hearing  held  in  Des  Moines,  Iowa]     *  Paper,  $1.10.     •Item  1009 

Y  4.Ag  4:So  l/2/pt.l5 

02233  Transportation  and  elderly,  problems  and  progress,  hearings,  pt.  1,  93d 

Congress,  2d  session,  Feb.  24,  1974.  1974.  iv  +  155  p.il.  *  Paper,  $1.70. 
•Item  1009 

Y  4.Ag  4:T  68/pt.l 
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Agriculture  and  Forestry  Committee,  Senate  Washington,  DC  20510 

02234  Bristol  Cliffs  Wilderness,  hearings  before  Subcommittee  on  Environ- 

ment, Soil  Conservation,  and  Forestry,  94th  Congress,  1st  session, 
on  S.2308,  Sept.  28  and  29,  1975.  1975.  iv  +  136  p.il.     +     •Item  1032 

Y  4.Ag  8/2:B  77 

02235  Grain   inspection,    hearings,    pt.    4,    before    Subcommittee   on   Foreign 

Agricultural  Policy  and  Subcommittee  on  Agricultural  Production, 
Marketing,  and  Stabilization  of  Prices,  94th  Congress,  1st  session, 
on  grain  inspection  irregularities  and  problems,  Sept.  25  and  26,  1975. 
1975.  iii+168  p.     *  Paper,  $1.75.     •Item  1032 

Y  4.Ag  8/2 :G  76/22/pt.4 

Appropriations  Committee,  Senate  Washington,  DC  20510 

Agriculture  and  related  agencies  appropriations  for  fiscal  year  1976, 
hearings  before  subcommittee,  94th  Congress,  1st  session. 

02236  pt.2.  Commodity  Futures  Trading  Commission,  Department  of  Agriculture:  Agricultural 

Stabilization  and  Conservation  Service,  Farmers  Home  Administration,  Food  and 
Nutrition  Service,  Office  of  Audit  and  Investigation,  Office  of  Sales  Manager,  Office 
of  Secretary,  Rural  Development  Service,  Rural  Electrification  Administration,  Soil 
Conservation  Service.  1975.  ii+1075-1789+xvi  p.il.     +     •Item  1033 

Y  4.Ap  6/2:Ag  8/5/976/pt.2 

02237  Budget  of  the  United  States  Government  for  fiscal  year  1975,  hearings, 

93d  Congress,  2d  session.  1974.  ii+261+v  p.     +     •Item  1033 

Y  4.Ap  6/2:B  85/2/975 

Department  of  Defense  appropriations  for  fiscal  year  1976,  hearings 
before  subcommittee,  94th  Congress,  1st  session. 

02238  pt.l.  Department  of  Defense.  1975.  ii+990  +  xvii  p.il.     +     •Item  1033 

Y  4.Ap  6/2:D  36/4/976/pt.l 

02239  pt.3.  Department  of  Navy.  1975.  ii+1138  +  xiii  p.il.     +     •Item  H)33 

Y  4.Ap  6/2:D  36/4/976/pt.3 

02240  pt.4.  Department  of  Air  Force.  1975.  ii+906  +  viii  p.il.     +     ©Item  1033 

Y  4.Ap  6/2:D  36/4/976/pt.4 

02241  pt.5.  Appeals  on  House  action,  fiscal  year  1976,  congressional  witnesses,  Enforcer  aircraft, 

F-16  air  combat  fighter,  foreign  military  sales,  nondepartmental  witnesses,  repro- 
gramming  actions.  1975.  ii+1225  +  xii  p.il.     +     •Item  1033 

Y  4.Ap  6/2:D  36/4/976/pt.5 

Departments  of  Labor  and  Health,  Education,  and  Welfare  and  related 
agencies  appropriations  for  fiscal  year  1976,  hearings  before  subcom- 
mittee, 94th  Congress,  1st  session  on  H.R.8069. 

02242  pt.3.   ACTION   (domestic   programs),   Community   Services   Administration,   Department 

of  Health,  Education,  and  Welfare,  Federal  Mediation  and  Conciliation  Service, 
National  Commission  on  Libraries  and  Information  Science,  National  Labor  Relations 
Board,  National  Mediation  Board,  Occupational  Safety  and  Health  Review  Commis- 
sion, Railroad  Retire  ment  Board,  U.S.  Soldiers'  and  Airmen's  Home.  1975.  ii+2191- 
3401+ vip.il.  +      •Item  1033 

Y  4.Ap  6/2:L  ll/976/pt.3 

02243  pt.4.  Nondepartmental  witnesses.  1975.  ii  + 3403-4248 +  vi  p.il.     +     •Item  1033 

Y  4.Ap  6/2:L  U/976/pt.4 

02244  pt.5.  Congressional  witnesses,  nondepartmental  witnesses,  Office  for  Civil  Rights,  Office 

of  Secretary.  1975.  ii+ 4249-5250+ viii  p.il.     +     •Item  1033 

Y  4.Ap  6/2:L  ll/976/pt.5 

02245  Military  construction  appropriations  for  fiscal  year  1976,  hearings  before 

subcommittee,  94th  Congress,  1st  session.  1975.  ii+372+xiii  p.  + 
•Item  1033 

Y  4.Ap  6/2:M  59/3/976 
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Public  works  for  water  and  power  development  and  energy  research 
appropriations  for  fiscal  year  1976,  hearings  before  subcommittee, 
94th  Congress,  1st  session,  on  H.R.8122. 

02246  pt.l.  Corps  of  Engineers,  Delaware  River  Commission,  Susquehanna  River  Basin  Commis- 

sion. 1975.  ii  +  MI73  +  Wi  p. il.      +      •Item  1033 

Y  4.Ap  6/2:P96/3/976/pt.l 

02247  pt.5.  Energy  Research  and  Development  Administration.  1975.  ii-t-  3927-5148  +  ix  p.il. 

+     •Item  1033 

Y  4Ap  6/2:P  96/3/976/pt.5 

02248  pt.9.  Recall  hearing:  Appalachian  Regional  Commission,  Corps  of  Engineers,  Department 

of  Interior,  Bureau  of  Reclamation,  Interstate  Commission  on  Potomac  River  Basin, 
Nuclear  Regulatory  Commission,  Water  Resources  Council.  1975.  ii  +  l-602  +  ix  p.il. 
+      •Item  1033 

Y  4.Ap6/2:P96/3/976/pt.9 

02249  Visit  to  Democratic  Republic  of  Somalia,  report  to  Committee  on  Ap- 

propriations, U.S.  Senate,  by  Members  of  fact-finding  team  sent  to 
Somalia  at  invitation  of  President  of  Somalia;  July  14,  1975.  1975. 
[2]  +  40  p.il.  (Committee  print.)  + 

Y  4.Ap  6/2:So  5 

Armed  Services  Committee,  Senate  Washington,  DC  20510 

02250  Nomination  of  Donald  Rumsfeld  to  be  Secratary  of  Defense,  hearing, 

94th  Congress,  1st  session,  Nov.  12  [and]  13,  1975.  1975.  ii+106  p. 
+     •Item  1034 

Y  4.Ar  5/3:R  86 

Banking,  Housing,  and  Urban  Affairs  Committee,  Senate  Washington, 
DC  20510 

02251  FCBA  2-tier  pricing  and  procedures  for  Federal  Reserve  Board  regula- 

tion writing,  hearing  before  Subcommittee  on  Consumer  Affairs,  94th 
Congress,  1st  session,  to  consider  adding  to  certain  pending  bills, 
Equal  credit  opportunity  act  amendments  and  Consumer  leasing  act, 
provisions  amending  Fair  credit  billing  act  and  establishing  proced 
ures  for  regulation  writing  by  Federal  Reserve  Board,  Oct.  9,  1975. 
1975.  iv  +  187  p.il.  +      •Item  1035 

Y  4.B  22/3:F  31/50 

02252  Nomination  of  William  B.  Widnall,  hearing,  94th  Congress,  1st  session, 

on  nomination  of  William  B.  Widnall  to  be  Chairman  of  Commission 
on  Electronic  Fund  Transfers,  Oct.  23,  1975.  1975.  ii  +  6  p.  +  ©Item 
1035 

Y  4.B  22/3:W  63 

Budget  Committee,  Senate  Washington,  DC  20510 

02253  California  conference  on  national  budget  priorities,  hearings,  94th  Con- 

gress, 1st  session,  Feb.  11,  1975.  1975.  iii+39  p.  [Hearing  held  in  San 
Francisco,  Calif.]     +     •Item  1035-A 

Y  4.B  85/2:C  12 

02254  Fy  1976  Federal  budget  and  inflation,  hearings,  94th  Congress,  1st  ses- 

sion, Feb.  12  [and]  13,  1975.  1975.  iv  +  109  p.il.  [Hearings  held  in  Vermil- 
lion and  Brookings,  S.  Dak.]     +     •Item  1035-A 

Y  4.B  85/2:In  3/976 

02255  Second  concurrent  resolution  on  budget,  fiscal  year  1976,  hearings,  v.l, 

94th  Congress,  1st  session,  Sept.  23-Oct.  2,  1975.  1975.  vi  +  428  p.il. 
+     •Item  1035-A 

Y  4.B  85/2:C  74/976-2/v.l 
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Commerce  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  93d  Congress. 

02256  75.    Adequate    supplies    of   energy    to   tourism    industry,    hearings    before    Subcommittee 

on  Foreign  Commerce  and  Tourism,  93d  Congress-,  2d  session,  on  S. Res. 281,  Mar. 
29  and  Apr.  1,  1974.  1974.  v  +  387  p.il.     +     ©Item  1041 

Y  4.C  73/2:93-75 

02257  78.  Federal  Trade  Commission  oversight,  hearings,  93d  Congress,  2d  session.  Mar.  1-May 

9,  1974.  1974.  iv  +  404  p.il.     +     •Item  1041 

Y  4.C  73/2:93-78 

02258  87.   Transportation   of  fertilizer  products,   hearing,   93d   Congres,   2d   session,   Apr.   24, 

1974.  1974.  iii+44  p.     +     •Item  1041 

Y  4.C  73/2:93-87 

02259  93.  Broadcast  license  renewal  act,  hearings,  pt.  2,  before  Subcommittee  on  Communica- 

tions, 93d  Congress,   2d  session,   on   S.16   [and  other  bills],  July  23-31,  1974.   1974. 
vi+ 451-906  p.     +     ©Item  1041 

Y  4.C  73/2:93-93/pt.2 
Note.— See  also  entry  02264 

[Committee  publication]  serial,  94th  Congress. 

02260  27.  Emergency  marine  fisheries  protection  act  of  1975,  hearing,  pt.  2,  94th  Congress, 

1st  session,  on  S.961,  Sept.  19,  1975.  1975.  v  +  85-303  p.il.     +     •Item  1041 

Y.4.C73/2:94-27/pt.2 

02261  40.    National   wildlife    refuge    system,    hearings   before    Subcommittee    on    Environment, 

94th  Congress,   1st   session,   on   S.1268   [and]   H.R.5608,   Sept.   22   and   Oct.   3,   1975. 

1975.  iii+227  p.il.     +     •Item  1041 

Y  4.C  73/2:94-40 

02262  42.  Hawaii  and  U.S.  Pacific  Islands  surface  commerce  act  of  1975,  hearing  before  Subcom- 

mittee  on  Merchant  Marine,   94th   Congress,   1st  session,   on   S.1126,   Oct.   15,   1975. 
1975.  iv+146p.     +     •Item  1041 

Y  4.C  73/2:94-42 

02263  43.   Extension  of  airport  development  aid  program,   hearings  before  Subcommittee  on 

Aviation,  94th  Congress  ,  1st  session,  on  S.1455,  Sept.  4-9,  1975.  1975.  iv+379  p.il. 
+     •Item  1041 

Y  4.C  73/2:94-43 

02264  114.  Universal  product  coding  system,  hearing  before  Subcommittee  for  Consumers,  93d 

Congress,  2d  session,  Dec.  11,  1974.  1975.  ii+78  p.il.     *  Paper,  90c.     •Item  1041 

Y  4.C  73/2:93-114 

District  of  Columbia  Committee,  Senate  Washington,  DC  20510 

02265  Legislative  history  of  District  of  Columbia  self-government  and  govern- 

mental reorganization  act,  S.1435,  Public  law  93-198,  pt.l.  1974.  vi+1- 
860  p.  (Committee  print,  93d  Congress,  1st  session.)  *  Paper,  $6.65 
(S/N  5270-02327). 

Y  4.D  63/2:Se  4/pt.l 

Finance  Committee,  Senate  Washington,  DC  20510 

02266  Alleged  improper  practices  in  customs  house  at  Denver,  Colo.,  hearing 

before  Subcommittee  on  International  Trade,  94th  Congress,  1st  ses- 
sion, Oct.  23,  1975.  1975.  iii+81  p.     +     •Item  1038 

Y  4.F  49:C  96/14 

02267  Child  care  staffing  requirements,  hearing,  94th  Congress,  1st  session, 

on  S.2425,  Oct.  8,  1975.  1975.  iv+105  p.     +     •Item  1038 

Y  4.F  49:C  43/6 

02268  Energy  conservation  and  conversion  act  of  1975,  hearings,  pt.  2,  94th 

Congress,  1st  session,  on  H.R.6860,  July  15-18,  1975.  1975.  viii+461- 
1002  p.il.     *  Paper,  $4.60.     •Item  1038 

Y  4.F  49:En  2/8/975/pt.2 

02269  $577  billion  debt  limit,  hearing,  94th  Congress,  1st  session,  on  H.R.8030, 

June  25,  1975.  1975.  iii+83  p.il.      +     •Item  1038 

Y  4.F  49:D  35/5/975 
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02270  International  commodity  agreements,  report  of  U.S.  International  Trade 

Commission  to  Subcommittee  on  International  Trade;  Nov.  1975.  1975. 
iii+189  p.il.  4  pi.  (Committee  print,  94th  Congress,  1st  session.) 
*   Paper,  $2.70. 

Y  4.F  49:In  8/9 

02271  Public  inspection  of  IRS  private  letter  rulings,  hearing  before  Subcom- 

mittee on  Administration  of  Internal  Revenue  Code,  94th  Congress, 
1st  session,  Nov.  6,  1975.  1975.  iii  +  128  p.     +     •Item  1038 

Y  4.F  49:In  8/10 

Foreign  Relations  Committee,  Senate  Washington,  DC  20510 

Multinational  corporations  and  United  States  foreign  policy,  hearings 
before  Subcommittee  on  Multinational  Corporations,  93d  Congress, 
2d  session. 

02272  pt.10.    Investments   by    multinational   companies   in   Communist   bloc   countries,   June   17- 

July  22,  1974.  1975.  iv+405  p.il.     •  Paper.  $3.60.     •Item  1039 

Y  4.F  76/2:M  91/pt.lO 

02273  Role  of  advisory  committees  in  U.S.  foreign  policy,  prepared  for  Com- 

mittee on  Foreign  Relations,  Senate  [and]  Committee  on  International 
Relations,  House,  by  Foreign  Affairs  Division,  Congressional 
Research  Service,  Library  of  Congress;  Apr.  1975.  1975.  xi  +  135  p. 
(Joint  committee  print,  94th  Congress,  1st  session.)     +     •Item  1039 

Y  4.F  76/2:Ad  9 

02274  Two-hundred-mile     fishing    zone,     hearing    before     Subcommittee    on 

Oceans  and  International  Environment,  94th  Congress,  1st  session, 
on  S.961,  Oct.  31,  1975.  1975.  iv  +  443  p.il.     +     ©Item  1039 

Y  4.F  76/2:F  53/5 

02275  Winds  of  change,  evolving  relations  and  interests  in  Southeast  Asia, 

report,  by  Mike  Mansfield  ;  Oct.  1975.  1975.  vi+47  p.  map  (Committee 
print,  94th  Congress,  1st  session.)     +     •Item  1039 

Y  4.F  76/2:As  4/17 

Government  Operations  Committee,  Senate  Washington,  DC  20510 

02276  Electric  and  gas  utility  rate  and  fuel  adjustment  clause  increases,  1974, 

prepared  for  Subcommittee  on  Intergovernmental  Relations  and  Sub- 
committee on  Reports,  Accounting,  and  Management  in  cooperation 
with  State  utility  commissions  by  Douglas  N.Jones  and  Susan  Dovell 
,  Economics  Division,  Congressional  Research  Service,  Library  of 
Congress;  Mar.  27,  1975.  1975.  xi  +  45  p.  (Committee  print,  94th  Con- 
gress, 1st  session.)     *  Paper,  75c.  (S/N  052-070-02806-8). 

Y  4.G  74/6:Ut  3/4/974 

02277  Federal  drug  enforcement,  hearings,  pt.  3,  before  Permanent  Subcom- 

mittee on  Investigations,  94th  Congress,  1st  session,  July  8-15,  1975. 
1975.  iii  + 481-769  p.     +     •Item  1037 

Y  4.G  74/6:D  84/4/pt.3 

02278  GAO  legislation,  hearing,  pt.  1,  before  Subcommittee  on  Reports,  Ac- 

counting, and  Management,  94th  Congress,  1st  session,  on  S.2206, 
S.2268,  S.2352  [and]  S.2418,  Oct.  2,  1975.  1975.  iv  +  418  p.il.  *  Paper, 
$3.65.     •Item  1037 

Y  4.G  74/6:G  28/3/pt.l 
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Major  systems  acquisition  reform,  hearings  before  Subcommittee  on 
Federal  Spending  Practices,  Efficiency,  and  Open  Government,  94th 
Congress,  1st  session. 

02279  pt.l.  Air  combat  fighter  programs.  1975.  iii+206  p.     *  Paper,  $2.10.     •Item  1037 

Y  4.G  74/6:Ac  7/2/pt.l 

02280  Materials    pertaining    to    S.3418    and    protecting    individual    privacy    in 

Federal  gathering,  use,  and  disclosure  of  information;  Nov.  12,  1974. 
1974.  v  +  103  p.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.G  74/6:P  93/4 

02281  Materials  shortages,  petrochemicals  industry,  Permanent  Subcommittees 

on  Investigations;  Sept.  1974.  1974.  v  +  17  p.  1  pi.  (Committee  print, 
93d  Congress,  2d  session.)  *  Paper,  SOc.  (S/N  5270-02540).  #Item 
1037 

Y  4.G  74/6:M  41/7 

02282  Presidential  protection  assistance  act  of  1975,  hearing  before  Subcommit- 

tee on  Oversight  Procedures,  94th  Congress,  1st  session,  on  S.2166 
[and]  H.R.1244,  July  28,  1975.  1975.  iii+76  p.     +     •Item  1037 

Y  4.G  74/6:P  92/2 

02283  Privacy,   collection,   use,  and  computerization  of  personal  data,  joint 

hearings,  pt.  1,  before  Ad  Hoc  Subcommittee  on  Privacy  and  Informa- 
tion Systems  of  Committee  on  Government  Operations  and  Subcom- 
mittee on  Constitutional  Rights  of  Committee  on  Judiciary,  Senate, 
93d  Congress,  2d  session,  on  S.3418,  S.3633,  S.3116,  S.2810,  S.2542, 
June  18-20,  1974.  1974.  xii+1338  p.     +     •Item  1037 

Y  4.G  74/6:P  93/2/pt.l 

02284  Proposed   offer  by   Crane   Company   to  acquire   Anaconda  Company, 

hearing  before  Subcommittee  on  Reports,  Accounting,  and  Manage- 
ment, 94th  Congress,  1st  session,  Oct.  8,  1975.  1975.  vi+286  p. 
+     ©Item  1037 

Y  4.G  74/6:An  1 

Interior  and  Insular  Affairs  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  93d  Congress. 

02285  50.  Financial  problems  of  electric  utilities,  hearings,  pursuant  to  S.Res.45,  National  fuels 

and  energy  policy  study,  93d  Congress,  2d  session,  Aug.  7  and  8,  1974.  1974.  iv+671 
p.il.     +     ©Item  1040 

Y  4.1n  8/13:93-50 

[Committee  publication]  serial,  94th  Congress. 

02286  1.    Readings    on    energy    conservation,    selected    materials,    compiled    by    Congressional 

Research  Service,  pursuant  to  S.Res.45,  National  fuels  and  energy  policy  study. 
1975.  ix  +  570  p.il.  (Committee  print,  94th  Congress,  1st  session.)  'Paper,  $4.80  (S/N 
052-070-02719-3). 

Y  4.1n  8/13:94-1 

02287  9.  Small  refiners  exemption  act  of  1975,  hearing,  pursuant  to  S.Res.45,  National  fuels 

and  energy  policy  study,  94th  Congress,  1st  session,  on  S.861,  Mar.  5,  1975.  1975. 
iii  +  90  p.     +     •Item  1040 

Y  4.1n  8/13:94-9 

02288  22.  Executive  energy  messages,  printed  pursuant  to  S.Res.45,  National  fuels  and  energy 

policy  study.  1975.  vi+329  p.il.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.1n  8/13:94-22 

02289  23.  Oil  price  decontrol,  hearings  pursuant  to  S.Res.45,  National  fuels  and  energy  policy 

study,  94th  Congress,  1st  session,  on  competitive  and  economic  impacts  of  permitting 
decontrol  of  petroleum  prices  and  termination  of  allocation  authority,  Sept.  4,  and 
5,  1975.  1975.  iv  +  399  p.il.  lpl.     +     •Item  1040 

Y  4.1n  8/13:94-23 
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02290  Dickinson   Dam   and   Pollock-Herreid   unit,   Pick-Sloan   Missouri   Basin 

programs,  hearing  before  Subcommittee  on  Energy  Research  and 
Water  Resources,  94th  Congress,  1st  session,  on  S.2089  [and]  S.2493, 
Oct.  30,  1975.  1975.  iii  +  60  p.il.  1  map     +     •Item  1040 

Y  4.1n  8/13:D  56 

02291  FEA  nomination,  hearing,  93d  Congress,  2d  session,  on  Frank  G.  Zarb 

to  be  Administrator  of  Federal  Energy  Administration,  Dec.  4,  1974. 

1974.  iii  +  129  p.     +     •Item  1040 

Y  4.1n  8/13:F  31/2/974-2 

02292  FEA   nomination,   hearing,  94th  Congress,   1st  session,  on   William  G. 

Rosenberg,  to  be  Assistant  Administrator  of  Federal  Energy  Adminis- 
tration, Sept.  8,  1975.  1975.  iii  +  73  p.     +     •Item  1040 

Y  4.1n  8/13:F  31/2/975-3 

02293  FEA    nominations,    hearing,    94th    Congress,    1st    session,    on    Eric    R. 

Zausner,  to  be  Deputy  Administrator,  and  Thomas  E.  Noel,  to  be 
Assistant  Administrator,  Federal  Energy  Administration,  July  25,  1975. 

1975.  iii+23  p.       +     •Item  1040 

Y  4.1n  8/13:F  31/2/975-2 

02294  Federal  coal  leasing  program,  hearing,  pt.  3,  before  Subcommittee  on 

Minerals,  Materials,  and  Fuels,  93d  Congress,  2d  session,  on  Depart- 
ment of  Interior's  future  leasing  program  for  Federal  coal  resources 
of  northern  Great  Plains,  Apr.  20,  1974.  1974.  iv-t- 561-848  p.il.  [Hearing 
held  in  Billings,  Mont.]     +     •Item  1040 

Y  4.1n  8/13:C  63/7/pt.3 

02295  Greater  Southeast  Community  Hospital  Foundation,  and  Clara  Barton 

House  National  House  Historic  Site,  hearing  before  Subcommittee 
on  Parks  and  Recreation,  93d  Congress,  2d  session,  on  S.1244  [and] 
S.3700,  July  11,  1974.  1974.  iii+68  p.il.     +     ©Item  1040 

Y  4.1n  8/13 :H  79/2 

022%  Green-line  parks,  approach  to  preserving  recreational  landscapes  in 
urban  areas,  prepared  by  [  Charles  E.  Little  ]  Environmental  Policy 
Division,  Congressional  Research  Service,  Library  of  Congress;  Sept. 
1975.  1975.  vii+100  p.  (Committee  print,  94th  Congress,  1st  session.) 
+ 

Y  4.1n  8/13  :P  23 

02297  McKay  Dam,  Umatilla  project,  Oregon,  hearing  before  Subcommittee 

on  Energy  Research  and  Water  Resources,  94th  Congress,  1st  session, 
on  S.2361,  Oct.  29,  1975.  1975.  iii+66  p.il.     +     ©Item  1040 

Y  4.1n  8/13:Um  1/2 

02298  Nationwide    outdoor    recreation    plans,    critiques    by    State    officials, 

prepared  by  [  George  H.  Siehl  ]  Environmental  Policy  Division,  Con- 
gressional Research  Serivce,  Library  of  Congress;  Sept.  1975.  1975. 
vii+256  p.il.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.1n  8/13 :R  24/15 

02299  Private   relief   legislation,   hearing   before   Subcommittee   on   Minerals, 

Materials,  and  Fuels,  94th  Congress,  1st  session,  on  S.152,  S.190, 
S.656,  [and]  S.2220,  Oct.  7,  1975.  1975.  iii-i-98  p.  1  map  +  •Item 
1040 

Y  4.1n  8/13:R  27 

02300  Santa    Monica    Mountains    and    Seashore,    Arkansas    Post    National 

Memorial,   hearing   before   Subcommittee   on   Parks   and   Recreation, 
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94th  Congress,  1st  session,  on  S.759,  S.1516  [and]  S.1640,  June  20, 
1975.  1975.  iii+140  p.  +      •Item  1040 

Y  4.1n  8/13:Sa  5  m/3 

02301  To  amend  Water  resources  planning  act,  hearing  before  Subcommittee 

on  Energy  Research  and  Water  Resources,  94th  Congress,  1st  session, 
on  S.506,  S.1299  [and]  S.1596,  July  10,  1975.  1975.  iii+245  p.     + 
•Item  1040 

Y  4.1n  8/13:W  29/24 

02302  Water  resources  planning  act,  assessment,  report  of  Subcommittee  on 

Energy  Research  and  Water  Resources;  Sept.  1975.  1975.  vii+66  p. 
(Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.1n  8/13  :W  29/23 

02303  Water  resources  research  and  technology  development  act,  hearing  be- 

fore Subcommittee  on  Energy  Research  and  Water  Resources,  94th 
Congress,  1st  session,  on  S.1301,  July  11,  1975.  1975.  iii+165  p.  + 
•Item  1040 

Y  4.1n  8/13  :W  29/25 

Judiciary  Committee,  Senate  Washington,  DC  20510 

02304  Nationwide  drive  against  law  enforcement  intelligence  operations,  hear- 

ing before  Subcommittee  to  Investigate  Administration  of  Internal 
Security  Act  and  Other  Internal  Security  Laws,  94th  Congress,  1st 
session,  Sept.  18,  1975.  1975.  ii+40+vi  p.     +     •Item  1042 

Y  4.J  89/2:In  8/19 

02305  Performance  royalty,  hearings  before  Subcommittee  on  Patents,  Trade- 

marks, and  Copyrights,  94th  Congress,  1st  session,  pursuant  to 
S.Res.72  on  S.llll.  1975.  iii+93  p.il.     +     ©Item  1042 

Y  4.J  89/2:R  81 

02306  Privacy,  collection,  use,  and  computerization  of  personal  data,  joint 

hearings,  see  Government  Operations  Committee,  Senate. 

Y  4.J  89/2: 

02307  Reforming  judicial  survivors'  annuity  program,  hearings  before  Subcom- 

mittee on  Improvements  in  Judicial  Machinery,  94th  Congress,  1st 
session,  on  S.12  and  related  amendments,  July  17  and  Sept.  10,  1975. 
1975.  iii+94  p.il.  1  tab.     +     •Item  1042 

Y  4.J  89/2:An  7 

Terroristic  activity,  hearings  before  Subcommittee  to  Investigate  Ad- 
ministration of  Internal  Security  Act  and  Other  Internal  Security 
Laws,  94th  Congress,  1st  session. 

02308  pt.5.    Hostage   defense    measures,   July   25,   1975.   1975.   ii  +  261-317  +  v   p.il.     'Paper,   80c. 

•Item  1042 

Y  4.J  89/2:T  27/4/pt.5 

Labor  and  Public  Welfare  Committee,  Senate  Washington,  DC  20510 

02309  Education  for  all  handicapped  children,  1973-74  hearings,  pt.  4  before 

Subcommittee  on  Handicapped,  93d  Congress,  2d  session,  on  S.6, 
June  17  and  24,  1974.  1974.  v  + 1765-2405  p.il.     +     •Item  1043 

Y  4.L  11/2:H  19/3/973-74/pt.4 

02310  Equal  treatment  of  craft  and  industrial  workers,  1975,  hearings  before 

Subcommittee  on  Labor,  94th  Congress,  1st  session,  on  S.1749,  July 
10-15,  1975.  1975.  vi+473  p.il.     +     •Item  1043 

Y  4.L  11/2: In  2/6/975 
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02311  National  Science  Foundation  legislation,  1975,  hearings  before  Special 

Subcommittee  on  the  National  Science  Foundation,  94th  Congress, 
1st  session  on  S.1539  and  S.1478  [and]  H.R.4723,  Mar.  14  and  Apr. 
21,  1975.  1975.  x  +  1364  p.il.     +     •Item  1043 

Y  4.L  11/2:N  21  sc/4/975 

02312  Nominations,  hearing,  94th  Congress,  1st  session,  on  Ronald  E.  Gerevas 

of  Virginia,  to  be  Associate  Director  of  ACTION  and  William  H. 
Meinecke  of  Maryland,  to  be  Assistant  Director  of  ACTION,  June 
11,  1975.  1975.  iii+264  p.il.     +     •Item  1043 

Y  4.L  11/2:N  72/5/975-6 

Nutrition  and  Human  Needs,  Select  Committee  on,  Senate  Washington, 
DC  20510 

National  nutrition  policy  study,  1974,  hearings,  93d  Congress,  2d  ses- 
sion. 

02313  pt.3.   Nutrition   and   special  groups,   June   19,   1974.   1974.   v  +  819-1069   p.   (Series   74/NNP- 

3.)     •  Paper,  $2.50.     •Item  1009 

Y  4.N  95:N  95/19/974/pt.3 

Post  Office  and  Civil  Service  Committee,  Senate  Washington,  DC  20510 

02314  Voter   registration   by   mail,   hearings,   94th   Congress,   1st   session,   on 

S.1177,  May  7-9,  1975.  1975.  vi+918  p.il.      *  Paper,  $7.20.     •Item  1044 

Y  4.P  84/ll:V  94/3 

Presidential  Campaign  Activities,  Select  Committee  on,  Senate 
Washington,  DC  20510 

Presidential  campaign  activities  of  1972,  Senate  Res.60,  executive  ses- 
sion hearings,  93d  Congress,  1st  session,  Watergate  and  related  activi- 
ties. 

02315  bk.14.    Milk   fund   investigation,   Nov.   13-Dec.   11,   1973.   1974.   vi  +  5859-6377   p.     'Paper, 

$3.70.     •Item  1009-A 

Y  4.P  92/4:P  92/bk.l4 

Public  Works  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  94th  Congress. 

02316  H   15.   Corps  of  Engineers  oversight  hearings,   1975,   hearings  before   Subcommittee  on 

Water   Resources,   94th   Congress,   1st   session.   May   9th-Oct.8,    1975.   1975.    v  +  1256 
p.il.  [Hearings  held  in  Washington,  D.C.,  and  Vicksburg,  Miss.]     +     •Item  1045 

Y  4.P  96/10:94-H  15 

02317  H  24.  Dredging  on  Missouri  River  oxbow  lakes,  hearing  before  Subcommittee  on  Water 

Resources,  94th  Congress,  1st  session,  on  S.1799,  Sept.  27,  1975.  1975.  iv  +  220  p.il. 
[Hearing  held  in  Council  Bluffs,  Iowa.]     +     •Item  1045 

Y  4.P  96/10:94-H  24 

Rules  and  Administration  Committee,  Senate  Washington,  DC  20510 

02318  Senate  rules  and  preceedents  applicable  to  impeachment  trials,  execu- 

tive session  hearings,  before  Committee  on  Rules  and  Administration 
and  its  Subcommittee  on  Standing  Rules,  93d  Congress,  2d  session, 
pursuant  to  S.Res.370  and  on  S.Res.371,  Aug.  5  and  6,  1974.  1975. 
iv  +  234p.     +     •Item  1046 

Y  4.R  86/2:Im  7/2 

Veterans'  Affairs  Committee,  Senate  Washington,  DC  20510 

02319  State  veterans'  laws,  digests  of  State  laws  regarding  rights,  benefits, 

and  privileges  of  veterans  and  their  dependents,  revised  to  June  1, 
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1975;  Oct.  1,  1975.  1975.  iii+299  p.  (Senate  committee  print  18,  94th 
Congress,  1st  session.)     *  Paper,  $2.80.     •Item  1046-A 

Y  4.V  64/4:L  44/975 

02320  Veterans'    Administration    physicians    pay    comparability    act    of    1975, 

hearings,  before  Subcommittee  on  Health  and  Hospitals,  94th  Con- 
gress, 1st  session,  on  S.1711  and  related  bills,  May  22  and  23,  1975. 
1975.  vi+682  p.il.  +      ©Item  1046-A 

Y  4.V  64/4 :V  64/6 

CONSUMER  PRODUCT  SAFETY  COMMISSION  Washington,  DC 
20207 

02321  Publications,  radio,  films,  slides,  fact  sheets,  T.V.  [catalogue  of  CPSC 

publications].  [1975.]  cover  title,  [10]  p.il.  narrow  8°  (Publication 
CPSC-75-620-9.)     +     •Item  1062-C 

Y  3.C  76/3:2  P  96 

COPYRIGHT  OFFICE,  Library  of  Congress  Washington,  DC  20559 

Catalog  of  copyright  entries,  3d  series,  v.  27.  *  Paper,  $75.00  a  yr. 
(including  semiannual  issues  for  pts.  1-14);  $18.75  additional  for  foreign 
mailing. 

02322  pt.   14   Sound   recordings,   no.   1,   Jan.-June   1973.   1975.   viii+[l]  +  232   p.   4°     [ISSN   0094- 

3592.]     *  Paper,  $10.00  a  yr.,  add  $2.50  for  foreign  mailing,  semiannual  issue,  $5.00. 

Oltem  795 

L.C.  card  6-35347  LC  3.6/5:v.27/pt.l4/no.l 

Catalog  of  copyright  entries,  3d  series,  v.  28.  *  Paper,  $75.00  a  yr. 
(including  semiannual  issues  for  pts.  1-14);  $18.75  additional  for  foreign 
mailing. 

02323  pts.   3-4.   Dramas   and   works   prepared   for  oral   delivery,   no.   2,   July-Dec.   1974.   1975. 

viii+[l]  +  155-315  p.  4°     [ISSN  0041-7858.]     *  Paper,  $6.00  a  yr.,  add  $1.50  for  foreign 

mailing,  semiannual  issue,  $3.00.     •Item  794 

L.C.  card  6-35347  LC  3.6/5:v.28/pt.3-4/no.2 

02324  pt.  6.  Maps  and  atlases,  no.  2,  July-Dec.  1974.  1975.  viii+[l]+ 49-96  p.  4°     [ISSN  0041- 

7874.]     *  Paper  ,  $6.00  a  yr.,  add  $1.50  for  foreign  mailing,  semiannual  issue,  $3.00. 

•Item  797 

L.C.  card  6-35347  LC  3.6/5:v.28/pt.6/no.2 

02325  pts.  7-11  A.  Works  of  art,  reproductions  of  works  of  art;  scientific  and  technical  drawings; 

photographic   works;   prints   and   pictoral  illustrations,   no.   2,   July-Dec.   1974.   1975. 
viii-t-[l]  +  387-796  p.  4°     [ISSN  0041-7882.]     *  Paper,  $6.00  a  yr.,  add  $1.50  for  foreign 
mailing,  semiannual  issue,  $3.00.     •Item  798 
L.C.  card  6-35347  LC  3.6/5:v.28/pt.7-ll  A/no.2 

02326  pt.  11  B.  Commercial  prints  and  labels,  Jan.-Dec.  1974.  1975.  viii+[l]  +  196  p.  4°    [ISSN 

0041-7823.]       *  Paper,  $5.00  a  yr.,  add  $1.25  for  foreign  mailing,  single  copy,  $5.00. 

•Item  799 

L.C.  card  6-35347  LC  3.6/5:v.28/pt.  11  B 

02327  pts.   12-13.   Motion   pictures,   no.    2,   July-Dec.    1974.   1975.    viii+[l]+ 95-164   p.   4°    [ISSN 

0090-8371.]       *  Paper,  $6.00  a  yr.,  add  $1.50  for  foreign  mailing,  semiannual  issue, 

$3.00.     •Item  800 

L.C.  card  6-35347  LC  3.6/5:v.28/pt.l2-13/no.2 

Circular. 

02328  2.  Publications  of  Copyright  Office.  [Oct.  1975.]  6  p.  4°  + 

LC  3.4/2:2/4 

COUNCIL  ON  ENVIRONMENTAL  QUALITY,  Executive  Office  of  the 
President  Washington,  DC  20036 

02329  Energy  alternatives,  comparative  analysis  [with  lists  of  references].  May 

1975.  [699]  p.il.  4°  [Prepared  for  Council  on  Environmental  Quality; 
Energy  Research  and  Development  Administration,  Office  of 
Assistant   Administrator  for  Planning   and   Analysis;   Environmental 
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Protection  Agency,  Division  of  Policy  Planning,  Office  of  Energy 
Research;  Federal  Energy  Administration,  Office  for  Environmental 
Programs;  Federal  Power  Commission,  Office  of  Energy  Systems; 
Department  of  Interior,  Bureau  of  Land  Management,  Office  of 
Research  and  Development;  National  Science  Foundation,  Office  of 
Energy  R&D  Policy;  by  Science  and  Public  Policy  Program,  Universi- 
ty of  Oklahoma,  Norman,  Okla.]  *  Paper,  $7.45  (S/N  041-011-00025- 
4).     •Item  856-E 

PrEx  14.2:En  2 

COURT  OF  CLAIMS  Washington,  DC  20006 

02330  [U.   S.  Court  of  Claims  reports]:   v.  205,  Cases  decided  in  Court  of 

Claims,  July  1-Dec.  31,  1974,  with  report  of  decisions  of  Supreme 
Court  in  Court  of  Claims  cases;  by  Audrey  Barnhardt  ,  reporter. 
1975.  xxxii+912  p.  [Errata,  1  p.,  issued  also.]  *  Cloth,  $11.75  (S/N 
028-000-00049-9).     #Item  730 

Ju  3.9:205 

CUSTOMS  COURT  I  Federal  Plaza,  New  York,  NY  10007 

02331  United  States  Customs  Court  reports:  v.  73,  Cases  adjudged  in  United 

States  Customs  Court,  July-Dec.  1974.  [1975.]  vii+310  p.il.  [Includes 
classification  decisions  CD.  4550-4577,  A.R.D.  321,  customs  rules 
decisions  C.R.D.  74-8  to  74-12,  abstracted  protest  decisions  P  74/497- 
507  to  P  74/962-972,  abstracted  reappraisement  decisions  R  74/260- 
279  to  R  74/416-424.]  *  Cloth,  $7.20  (S/N  028-003-00036-6).  •Item 
736 

Ju  9.5:73 

CUSTOMS  SERVICE,  Treasury  Dept.  Washington,  DC  20229 

02332  Customs  hints  for  returning  U.S.  residents,  know  before  you  go.  [1974.] 

30+ [1]  p.il.  narrow  8°     (Office  of  Information  and  Publications.) 
*  Paper,  55c.  (S/N  4802-00039).     #Item  950 

T  17.2:C  96/13/974 

02333  Standards  for  cargo  security.  1973.  cover  title,  [2] +  13  p.  [Information 

based  on  Treasury  Decision  72-56,  Feb.  4,  1972.]  +  •Item  950- 
A 

T  16.5/2:C  19 

DEFENSE  CIVIL  PREPAREDNESS  AGENCY,  Defense  Dept. 
Washington,  DC  20301 

Buildings  with  environmental  protection,  design  case  study,  DCS 
(series). 

02334  10.  Law  enforcement  center,  Clinton,  Iowa.  Oct.  1974.  6  p.il.  4°     +     •Item  320-B-8 

D  14.16:10 

HS  (series). 

02335  3.  Introduction  to  radiological  monitoring,  programmed  home  study  course.  4  self-study 

units.  June  1974.  cover  title,  xiii  +  261+[3)  p.il.  4°     (Staff  College,  Battle  Creek,  Mich.) 
[Supersedes  edition  of  Jan.  1974]      +     •Item  320-B-9 

D  14.11:3/3 

[Leaflet]  L  (series). 

02336  87.  Join  radio  amateur  civil  emergency  service.  [Nov.  1974.)  [5]  p.il.  narrow  8°     + 

•Item  857-D-5 

D  14.12:87 
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02337  6.    Defense   Civil   Preparedness   Agency   motion   picture   catalog.   July   1975.   cover  title, 

[2]  +  54  p.  [Supersedes  edition  of  Dec.  1973.]     +     •Item  857-D-ll 

D  14.10:6 

Technical  report  TR  (series). 

02338  83.  Wind-resistant  design  concepts  for  residences,  guidelines  for  homeowners  and  builders 

[with  list  of  references;  by  Delbert  B.  Ward  ].  July  1975.  cover  title,  52  p.il.  oblong 
12°     +     •Item  320-B-2 

D  14.9:83 

DEFENSE  DEPARTMENT  Washington,  DC  20301 

02339  Court-martial    reports,    holdings    and   decisions    of    courts    of    military 

review  and  United  States  Court  of  Military  Appeals,  v.49,  1974-75. 
[1975.]  xliv+930  p.  ([Judge  Advocates  General  of  Armed  Forces  and 
United  States  Court  of  Military  Appeals.])  [Contains  copyright  materi- 
al.] +  (Price  upon  application),  Lawyers  Cooperative  Publishing  Co., 
Rochester,  N.Y. 

D  1.29:49 

Defense  Supply  Agency  handbook  DSAH  (series). 

02340  4140.4.    DIDS   materiel   management   decision   rule   tables.    Sept.   1975.   cover   title,    [458] 

p.  4°  ([Army  Dept.]  DAPAM  700-40,  [Navy  Dept.]  NAVSUP  Pub.  5556,  [Air  Force 
Dept.]  AFR-72-1,  [General  Services  Administration]  GSA  FSS  4140.4;  Defense  Lo- 
gistics Services  Center.)  [Supersedes  edition  of  Mar.  1975,  Change  1,  and  Advance 
Change  notices  75-1  and  75-2.  Issued  with  perforations.]     +     •Item  314-A 

D  7.6/7:4140.4 

02341  5025.1.  Defense  Supply  Agency  index  of  publications,  HSIs,  handbooks,  manuals,  [and] 

regulations,  pt.l.  July  1974.  cover  title,  v  +  85  p.  4°  [Supersedes  DSAH  5025.1,  Jan. 
2,  1974,  and  Change  2.  Issued  with  perforations.]     #     •Item  314-A 

D  7.6/7:5025.1/pt.l/974-l 

02342  Defense  supply  procurement  regulation,  Sept.  1975.  [1975].  cover  title, 

[179]  p.  4°  (Defense  Supply  Agency;  DSAR  4105.1.)  [Supersedes  edi- 
tion of  July  1,  1969.  Issued  with  perforations.]     +     •Item  303 

D  7.6/5:975 

02343  DoD  activity  address  directory  (DoDAAD),  pt.l,  Change  1.  Oct.  1,  1975. 

iii+134  p.  4°  (DoD  4000.25-D;  Defense  Supply  Agency.)  [Issued  with 
perforations.]     *  Paper,  $1.95  (S/N  008-007-02731-0).     #Item  314-A 

D  7.6/4:Ac  8/2/pt.l/975/ch.l 

02344  DoD  activity  address  directory  (DoDAAD);  pt.2,  [Zip  code  sequence], 

Change  1.  Oct.  1975.  iii+98  p.  4°  (DoD  4000.25-D,  [Office  of  Assistant 
Secretary  of  Defense  (Installations  and  Logistics).]).  *  Paper,  $1.65 
(S/N  008-007-02732-8).     #Item  314-A 

D  7.6/4:Ac  8/2/pt.2/ch.l 

02345  DoD   directory   of   contract   administration   services   components.   July 

1974.  cover  title,  [72]  p.il.  4°  (DoD  4105.59-H;  Office  of  Assistant 
Secretary  of  Defense  (Installations  and  Logistics).)  [Supersedes  edi- 
tion of  Dec.  1973.  Issued  with  perforations.]     +     #Item  314-A 

D  7.6/4:C  73/6/974 

02346  DoD  program  for  stability  of  civilian  employment,  reduction  in  force 

information  pamphlet.  Dec.  1971.  cover  title,  i+21+3  il.  4°  (DoD 
1400.20-1-P;  Office  of  the  Assistant  Secretary  of  Defense  (Manpower 
and  Reserve  Affairs).)     +     •Item  306-A 

D  1.6/2:C  49/2 
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02347  Experience  in  drug  abuse  programs.  June  1973.  cover  title,  (115]  p.  4° 

(Office   of   the    Deputy    Assistant   Secretary   of   Defense   (Drug   and 
Alcohol  Abuse).)     +     #Item  306 

D  1.2:D  84 

Federal  item  identification  guide  FUG  (series).  (Defense  Supply  Agen- 
cy, Defense  Logistics  Services  Center,  Battle  Creek,  Mich.)  [Issued 
with  perforations.] 

02348  A    015.    Brush,   electrical   contacts   Dec.    30,   1966.   Change   I.    Nov.   21,   1975.   [251   P    4° 

+    (Price   upon  application)  DLSC-AP  SA   1631,   Federal  Center,   Battle  Creek.   MI 
49016.     •Item  314-A 

D  7.6/4:B  83/ch.l 

02349  A  028.  Capstans,  hoists,  winches,  and  windlasses,  Apr.  9,  1971,  Change  2.  Apr.  11,  1975. 

[33]  p.  4°       +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek.  MI  49016.     •Item  314-A 

D  7.6/4:C  17/6/ch.2 

02350  A   030.   Circuit   breaker,   June   18,   1971,   Change   3.   Nov.   21,   1975.   [25]   p.  4°     +    (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:C  49/ch.3 

02351  A  044.  Bearing,  antifriction,  Dec.  12,  1969,  Change  6.  Nov.  14,  1975.  [39]  p.  4°     +   (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:B  38/2/ch.6 

02352  A  053.  Switch,  nonrotary,  Sept.  19,  1969,  Change  4.  Dec.  5,  1975.  [37]  p.  4°     +   (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:Sw  6/2/ch.4 

02353  A   057.   Covers   and   doors,  access.   Reprint   Aug.   1,   1975,   Change   I.   Dec.   5,   1975.   [19] 

p.  4°     +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:C  83/rep./ch.l 

02354  A  066.   Boxes  and  crates.  Mar.  28,  1969,  Change  5.  June  20,  1975.  [26]  p.  4°     +    (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:B  69/ch.5 

02355  A   067.   Vacuum   pumps.   Sept.   13,   1968,   Change   5.   Apr.  4,   1975.   [26]   p.  4°     +    (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:V  13/ch.5 

02356  A  068.  Headset,  electrical,  Sept.  20,  1974,  Change  1.  Apr.  11,  1975.  [23]  p.  4°     +   (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:H  34/rep./ch.l 

02357  A    086.    Resistor,    thermal.    Reprint   Sept.    6,    1974,    Change    1.    Nov.    28,   1975.    [19]    p.   4° 

+    (Price  upon  application)  DLSC-AP  SA   1631,   Federal  Center,   Battle  Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:R  31/rep./ch.l 

02358  A  091.   Sensitized  materials,  photographic   and  copying,  June  21,  1974,  Change  1.  Nov. 

1975.   [28]   p.  4°       +    (Price  upon   application)  DLSC-AP  SA   1631,   Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Se  5/rep./ch.l 

02359  A   122.  Distributors  and   magnetos,  ignition,  June  4,  1971,  Change  2.  Apr.  4,  1975.   [26] 

p.  4°  +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:D  63/ch.2 

02360  A  145.  Structural  shapes,  nonmetallic,  Sept.  19,  1969,  Change  4.  Nov.  28,  1975.  [21]  p. 

4°     +    (Price   upon   application)  DLSC-AP  SA   1631,   Federal  Center,   Battle   Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:St  8/ch.4 

02361  A   200.   Attenuator,   fixed.   Reprint   Dec.    20.   1974,   Change   1.   Oct.   31,   1975.   [22]   p.  4° 

+    (Price   upon  application)  DLSC-AP  SA   1631,   Federal  Center,   Battle   Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:At  8/rep./ch.l 

02362  A   209.  Hose,  pipe,  and  tube  fittings,  quick  disconnect  and  self-sealing,   Feb.  2,  1968, 

Change  6.  Nov.  28,  1975.  [27]  p.  4°     +  (Price  upon  application)  DLSC-AP  SA  1631, 
Federal  Center,  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:H  49/2/ch.6 

02363  A    215    A.   Coats   and   coat-like   garments,   Jan.   3,   1975,   Change   1.    Nov.   14,   1975.   [26] 

p.  4°     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:C  63/975/ch.l 
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12364        A  223.  Attenuators,  variable,  Oct.  11,  1974,  Change  I.  Aug.  1,  1975.  [24]  p.  4°     +  (Price 
upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:At  8/2/rep./ch.l 
(2365        A    230.   Lining   and   shoe,   friction,   July    3,   1970,   Change   4.   Nov.   21,   1975.    [18]   p.   4° 
+    (Price  upon  application)  DLSC-AP  SA   1631,   Federal  Center,   Battle  Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:F  91/ch.4 

12366  A  247.  Chemical  compounds,  Photographic  and  copy  processing,  July  19,  1974,  Change 

1.  May  23,  1975.  [20]  p.  4°     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:C  42/3/rep./ch.l 

12367  A  247.  Chemical  compounds.  Photographic  and  copy  processing,  July  19,  1974,  Change 

2.  Nov.  14,  1975.  [6]  p.  4°     +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4.C  42/3/rep./ch.2 

12368  A  253.  Handcranks  and  handwheels,  June  11,  1971,  Change  2.  Apr.  11,  1975.   [24]  p.  4° 

+    (Price  upon  application)  DLSC-AP  SA  1631,   Federal  Center,   Battle  Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:H  19/3/ch.2 

12369  A   310.   Multimeters,   meters  electronic/electrical,   various.   July   26,   1974.   [29]   p.  4°     + 

(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:M  91/rep./ch.l 
(2370        A   321.  Delay  lines,  Sept.  27,  1974,  Change  1.  Dec.  5,  1975.   [25]  p.  4°     +   (Price  upon 
application)   DLSC-AP   SA   1631,   Federal  Center,   Battle   Creek,   MI  49016.     •Item 
314-A 

D  7.6/4:D  37/rep./ch.l 
)2371         A  342.  Cylinder  and  cylinder  assemblies,  hydraulic  and  pneumatic,  Aug.  15,  1975,  Change 
1.  Nov.  28,  1975.  [33]  p.  4°     +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:C  99/rep./ch.l 
)2372        A  404   A.  Flag,  and  flag-like  items,   Aug.  9,  1974,  Change  2.  Nov.  14,  1975.   [4]  p.  4° 
+    (Price  upon  application)  DLSC-AP  SA  1631,   Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:F  59/2/974/ch.2 
)2373        T  004.  Soaps,  Reprint  Jan.  3,  1975,  Change  1.  [Nov.  21,  1975.]  [19]  p.  4°    (INTERIM.) 
+    (Price  upon  application)  DLSC-AP  SA  1631,   Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:So  l/rep./ch.l 
32374        T  011.   Contact  sets,   May   24,   1974,   Change   2.   Nov.   14,   1975.   [14]   p.  4°     (INTERIM.) 
+    (Price  upon  application)  DLSC-AP  SA   1631,   Federal  Center,   Battle  Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:C  76/4/rep./ch.2 

02375  T  082.  Light-switch  assembly,  May  31,  1974,  Change  3.  Nov.  26,  1975.  [20]  p.  4° 

(INTERIM.)     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:L  62/6/rep./ch.3 

02376  T  084.  Business  machines,  June  7,  1974,  Change  3.  Dec.  5,  1975.  [36]  p.  4°     (INTERIM.) 

+    (Price  upon  application)  DLSC-AP  SA   1631,   Federal  Center,   Battle   Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:B  96/2/rep./ch.3 

02377  T   091.   Gases:   compressed   and  liquefied.   Reprint  Dec.   13,   1974,   Change   2.   Nov.   28, 

1975.  [17]  p.  4°  (INTERIM.)     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:G  21/4/rep./ch.2 

02378  T  092.  Dyes,  Nov.  15,  1974,  Change  2.  Reprint  Nov.  28,  1975.  [24]  p.  4°     (INTERIM.) 

+    (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,   MI 
49016.     •Item  314-A  , 

D  7.6/4:D  98/rep./ch.2 

02379  T  094.  Metal  materials,   ores,  minerals,  and  alloys,  May  21,  1971,  Change  5.  Nov.  28, 

1975.  [23]  p.  4°  (INTERIM.)     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  56/2/ch.5 

02380  T  095.  Fuels:  liquid  and  solid,  Sept.  12,  1975,  Change  1.  Dec.  19,  1975.  [52]  p.  4° 

(INTERIM.)   +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4.F  95/rep./ch.l 

02381  T  099.  Agricultural  supplies,  Aug.  15,  1975,  Change  1.  Dec.  5,  1975.  [21]  p.  4°     (INTERIM.) 

+    (Price  upon   application)  DLSC-AP  SA   1631,   Federal  Center,   Battle   Creek,   MI 
49016.     •Item  314-A  ,        ,„,,.., 

D  7.6/4:Ag  8/rep./975/ch.l 
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02382  T  107.  Medical  and  dental  assemblies,  kits,  sets,  and  units,  June  25,  1971.  Reprint  Dec. 

19,  1975.  cover  title,  (288)  p.il.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC- 
AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  46/4/rep. 

02383  T   120.   Personal   toiletry   articles,   Reprint   Apr.   1,   1975,   Change   1.   May   16,   1975.  (4]  p. 

4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:T  57/rep./975/ch.l 

02384  T   171.   Cutting  tools   for   machine   tools,   June   21,  1974,   Change   3.   Nov.   28,   1975.   [60] 

p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:C  98/rep./ch.3 

02385  T  273.  Motor  vehicle  maintenance  and  repair  shop  equipment.  Federal  item  identification 

guide.  May  16  ,  1975.  [6]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC- 
AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  85/ch.3 

02386  T   307.   Aircraft   and   vehicular  steering,   axle,   wheel,   and   tract  components,  June   25, 

1971.  Reprint  May  2,  1975.  [1975.]  cover  title,  [233]  p.il.  4°  (INTERIM.)  [Replaces 
edition  of  June  25,  1971]  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Ai  7/4/rep. 

02387  T   319.    Miscellaneous   retainers,   hangers,    and   supports.    Apr.   2,   1971,   reprint   May   16, 

1975.  cover  title.  [134]  p.il.  4°     (INTERIM.)  [Replaces  edition  of  Apr.  2,  1971.] 

+    (Price  upon  application)  DLSC-AP  SA  1631,   Federal  Center,   Battle   Creek,   MI 

49016.     •Item  314-A 

D  7.6/4:F  26/3/rep. 

02388  T  347.  Fire  surfacing  materials.  Mar.  5,  1971,  Change  5.  May  1975.  4  p.  4°     (INTERIM.) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:F  51/2/ch.5 

02389  T  357.  Warheads,  rockets,  launchers,  and  components.  Reprint  May  30,  1975,  Change 

2.  Sept.  26,  1975.  [4]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP 
SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:W  23/rep./ch.2 

02390  T   357.   Warheads,   rockets,  launchers,   and   components.   Reprint  May  2,  1975,  Change 

1.  May  30,  1975.  [4]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:W  23/rep./ch.l 

02391  Index  of  specifications  and  standards:  pt.2,  Numerical  listing,  appendix 

(cancelled  documents).  July  1,  1975.  iv+A-319  p.  4°  [Supersedes  ap- 
pendix of  July  1,  1972.  Issued  with  perforations.]  *  Paper,  $39.50 
(basic  and  supplementary  material  for  indefinite  period);  add  $9.90 
for  foreign  mailing.     •Item  314-G 

D  7.14:975/pt.2/app. 

02392  Introduction  to  Defense  Supply  Agency.  1975.  cover  title,  iv+72  p.il. 

(Defense  Supply  Agency.)  [Text  on  p.  2-3  of  cover.]  +  #Item 
314-A 

D  7.2:D  36/975 

02393  Personal  property  traffic  management  regulation,  May  1,  1971,  Change 

8.  Apr.  18,  1975.  [172]  p.il.  4°  (DoD  4500.34-R;  Military  Traffic 
Management  Command,  Army  Department.)  [Issued  with  perfora- 
tions.]    *  Paper,  $2.35.  (S/N  008-000-00214-2).     •Item  309 

D  1.6:P  43/ch.8 

02394  Research  and  development  in  the  Department  of  Defense,  a  manage- 

ment overview  [with  list  of  references].  May  1974.  vi+61  p.il.  oblong 
12°  (Office  of  the  Director  of  Defense  Research  and  Engineering.) 
[Illustrations  on  p.  2-3  of  cover.]     +     •Item  306 

D  1.2:M  31/8/     * 
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DEFENSE  MAPPING  AGENCY,  Defense  Dept.  Washington,  DC  20305 

Publication.  (Hydrographic  Center.) 

02395  62.  Sailing  directions  for  Persian  Gulf,  includes  Gulf  of  Oman  and  northern  shore  of 

Arabian  Sea  eastward  to  Ras  Muari,  5th  edition,  1960.  Revised  1975.  [1975.] 
[2]  +  xxxiii  +  352  p.,  4  pi.  4°  [Supersedes  any  previous  list.  Some  illustrations  are 
colored.  Issued  with  perforations.]  +  (Price  upon  application).  •Item  378  (Rev. 
1957) 

D  5.317:62 

02396  191.   Sailing  directions   (enroute)  for  English  Channel.   1st  edition.   1974.   xxi  +  217  p.il.  4° 

[Issued  with  perforations.]     +  Paper,  $4.00.     •Item  378  (Rev.  1957) 

D  5.317:191 

02397  224(109-C)H.  Omega  propagation  correction  tables  for  10.2  kHz,  area  09,  northwest  Pacific, 

station  H,  (Japan).  Reprinted  1975.  [1975.]  ix  +  97  p.il.  4°  [Issued  with  perforations.] 
+     ©Item  378  (Rev.  1957) 

D  5.317:224(109-C)H 

02398  224(115-C)H.  Omega  propagation  correction  tables  for  10.2  kHz,  area  15,  Australia,  station 

H  (Japan).  Reprinted  1976.  [1975.]  cover  title,  ix  +  97  p.il.  4°  [Issued  with  perfora- 
tions.] +       •Item  378  (Rev.  1957) 

D  5.317:224(115-C)H 

DOMESTIC  AND  INTERNATIONAL  BUSINESS  ADMINISTRATION, 
Commerce  Dept.  Washington,  DC  20230 

02399  Foreign  business  practices,  materials  on  practical  aspects  of  exporting, 

international  licensing  and  investing.  Nov.  1975.  v+95  p.  4° 
(International  Economic  Policy  and  Research.)  *  Paper,  $1.70. 
•Item  231-B-l 

C  57.2:F  76 

02400  Measuring  markets,  guide  to  use  of  Federal  and  State  statistical  data 

[with  bibliographies;  prepared  by  Theodore  A.  Nelson  in  cooperation 
with  Toledo  W.  Chumley  ].  Aug.  1974.  iv  +  71  p.il.  oblong  12°  *  Paper, 
$1.35.      ©Item  231-B 

C  57.8:M  34 

02401  Minority  markets.  Oct.  1975.  viii+66  p.il.  4°     [Prepared  by  Consumer 

Goods  and  Services  Division,  Office  of  Business  Research  and  Analy- 
sis, Bureau  of  Domestic  Commerce.]     *  Paper,  $1.35.     •Item  215 

C  57.2:M  66 

Overseas  business  reports  OBR  (series).  [Issued  irregulary.]     *  Paper, 
$36.50  a  yr.,  add  $9.15  for  foreign  mailing;  single  copy  50c. 

02402  74-31.   Marketing  in  Italy.  July  1974.  26  p.  4°     [Prepared  by  Southern  Europe  Division, 

Office  of  International  Marketing,  Bureau  of  International  Commerce  and  based 
in  part  on  information  provided  by  U.S.  Embassy  in  Italy.  Includes  list  of  publica- 
tions. Issued  with  perforations.]      •Item  231-B 

C  57  11:74-31 

02403  75-44.  World  trade  outlook  for  Western  Europe  and  Canada.  Nov.  1975.  13  p.il.  4° 

[Reprinted  from  Commerce  today,  Aug.  4,  1975.  Issued  with  perforations.]  •Item 
231-B 

C  57.11:75-44 

02404  75-45.  World  trade  outlook  for  Far  East  and  South  Asia.  Nov.  1975.  9  p.il.  4°     [Reprinted 

from  Commerce  today,  Aug.  4,  1975.  Issued  with  perforations.]      •Item  231-B 

C  57.11:75-45 

02405  75-46.  World  trade  outlook  for  Africa.  Nov.  1975.  6  p.il.  4°     [Reprinted  from  Commerce 

today,  Aug.  4,  1975.  Issued  with  perforations.]      •Item  231-B 

C  57.11:75-46 

02406  75-47.  World  trade  outlook  for  Near  East  and  North  Africa.  Nov.  1975.  9  p.il.  4° 

[Reprinted  from  Commerce  today,  Aug.  4,  1975.  Issued  with  perforations.]  •Item 
231-B 

C  57.11:75-47 

02407  75-48.   World   trade   outlook  for  Eastern   Europe,   Union  of  Soviet  Socialist  Republics 

and  People's  Republic  of  China.  Nov.  1975.  6  p.il.  4°  [Reprinted  from  Commerce 
today,  Aug.  4,  1975.  Issued  with  perforations.]      •Item  231-B 

C  57.11:75-48 
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02408  75-49.   World   trade  outlook  for  Latin   America.   Nov.   1975.  6  p.il.  4"     [Reprinted  from 

Commerce  today,  Aug.  4,  1975.  Issued  with  perforations]      •Item  231-B 

C  57.11:75-49 

02409  75-52.  Marketing  in  Federal  Republic  of  Germany  and  West  Berlin  [with  bibliography]; 

prepared  by  Velizar  Stanoyevitch  .  Nov.  1975.  40  p.  4°  (Office  of  International 
Marketing,  Bureau  of  International  Commerce.)  [Prepared  with  assistance  of 
Economic/Commercial  Section,  U.S.  Embassy,  Bonn-Bad  Godesberg.  Issued  with 
perforations.]      •Item  231-B 

C  57.11:75-52 

02410  Overseas   export   promotion   calendar,   Apr.   1975-Mar.   1976.   Jan.   1975. 

cover  title,  v  +  22  p.     +     •Item  231-B-2 

C  57.12:975-76 

DOMESTIC  COMMERCE  BUREAU,  Commerce  Dept.  Washington, 
DC  20230 

024U  Impact  of  electronics  on  U.S.  calculator  industry,  1965-74;  [prepared 
by  John  McPhee  ].  Nov.  1975.  iii  +  54  p.il.  4°  ([Science  and  Elec- 
tronics Division,  Office  of  Business  Research  and  Analysis.])  * 
Paper,  $1.15.      •Item  215 

C  57.502:E1  2/2/965-74 

DRUG  ENFORCEMENT  ADMINISTRATION,  Justice  Dept. 
Washington,  DC  2C539 

02412  DEA  registration  information.  [1975.]  [2]  +  13  p.  4°     +     •Item  967 

J  24.2:R  26/2 

02413  Drug   abuse   and   misuse;   [by   H.    E.   Tebrock   ].   [1975.]   [2]  +  20-i-[l]   p. 

narrow  8°     +     •Item  967 

J  24.2:D  84/12 

RTP-TR  (series). 

02414  10.  Drug  abuse  warning  network,  phase  2  report,  July  1973-Mar.  1974.  [1974.]  [5]  +  xvlii  +  292 

p.il.  4°  (BNDD  contract  72-47,  Drug  Information  Section,  Special  Programs  Division.) 
[Title  on  cover  is:  DAWN  2  analysis.]     +     •Item  968-D 

J  24.14:10/2 

ECONOMIC  DEVELOPMENT  ADMINISTRATION,  Commerce  Dept. 
Washington,  DC  20230 

02415  EDA  directory  of  approved  projects  as  of  June  30,  1975.  [1975.]  vi+535 

p.  4°  [Prepared  by  Office  of  Administration  and  Program  Analysis. 
Lists  all  projects  approved  for  Economic  Development  Administration 
assistance  under  P.l.  89-136,  passed  Aug.  26,  1965.]  +  •Item  130- 
J 

C  46.19/2:975 

02416  Qualified  areas  under  Public  works  and  economic  development  act  of 

1965,  as  amended  [P.l.  89-136],  Nov.  1,  1975.  [1975.]  cover  title,  82 
p.  4°     +     •Item  130-D 

C  46.25:975 

ECONOMIC  RESEARCH  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

ERS  (series). 

02417  368.  Economics  of  agriculture,  reports  and  publications  issued  or  sponsored  by  USDA's 

Economic  Research  Service,  supp.  5,  July  1972-June  1973;  [compiled  by  Eleanor 
B.  Lanier  ].  [Nov.  1974.]  24  p.  4°     +      •Item  42-1 

A  93.21:368/supp.5 

02418  574.   Employment  in  agricultural  and  agribusiness  occupations,   region  4   [Southeastern 

States].  [Sept.  1974.]  cover  title,  ii  +  198  p.  4°     [Prepared  in  cooperation  with  Bureau 
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of  Census,  Office  of  Education,  Manpower  Administration,  and  Bureau  of  Labor 
Statistics.  Abstract  on  p.  2  of  cover]     +     •Item  42-1 

A  93.21:574 

02419  619.   New   politics   of   food,   paper  delivered   by   Lyle   P.   Schertz   ,   at   National   Public 

Policy  Conference,  Clymer,  N.Y.,  Sept.  9-12,  1975.  Nov.  1975.  14  p.  4°  +  •Item 
42-1 

A  93.21:619 

02420  World   monetary   conditions   in   relation   to   agricultural   trade;    [by   O. 

Halbert  Goolsby  and  Eileen  M.  Manfredi  ].  May  1975.  ii+31  p.il. 
4°     (WMC-8.)     +     •Item42-J 

A  93.34/2:8 

EDUCATION  OFFICE,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20202 

02421  Sponsored  reports  series:  National  inventory  of  library  statistics  prac- 

tices, v.l,  data  collection  on  national  ,  State,  and  local  levels  [with 
bibliography].  [1974.]  xiii+114  p.  4°     (74-188.)  [Prepared  by  Herner  and 
Co.  under  contract  OEC-0-70-4890.  Abstract  on  p.  2  of  cover.] 
*  Paper,  $1.60.     •Item  455-H 

HE  5.290:L  61/v.l 

EMERGENCY  LOAN  GUARANTEE  BOARD  Washington,  DC  20220 

02422  Third  annual  report  of  Emergency  Loan  Guarantee  Board  to  Congress 

covering  period  Aug.  1,  1973-July  31,  1974.  [1975.]  viii+52  p.il.  *  Paper, 
85c.     •Item  1089 

Y  3.Em  3/2:1/974 

ENERGY  RESEARCH  AND  DEVELOPMENT  ADMINISTRATION 
Washington,  DC  20545 

ERDA  research  and  development  report. 

02423  ERDA -23  A.  National  program  for  solar  heating  and  cooling  (residential  and  commercial 

applications).  Oct.  1975.  cover  title,  v+83  p.il.  4°     (Division  of  Solar  Energy.) 
+     •Item  1051-C 

ER  l.ll:ERDA-23  A 

02424  ERDA-78.  Analysis  of  nuclear  related  technician  manpower  in  Western  States  for  region 

served  by  Western  Interstate  Nuclear  Board;  [by  Larry  M.  Blair  and  Larry  Barker 
].  Nov.  1975.  cover  title,  [119]  p.  4°  (Manpower  Information  Systems  Branch,  Division 
of  Labor  Relations.)  [Prepared  by  Manpower  Development  Division,  Oak  Ridge 
Associated  Universities.)     §  Paper,  $6.50.     •Item  1051-C 

ER  l.ll:ERDA-78 

02425  ERDA-89.  Summary  of  proceedings  of  workshop  on  conceptual  design  studies  of  experi- 

mental power  reactor-1,  held  at  Oak  Ridge  National  Laboratory,  Oak  Ridge,  Tenn., 
Sept.  9-10,  1975  [with  lists  of  references;  edited  by  Michael  Murphy  and  Jefferson 
Neff  ].  Nov.  1975.  cover  title,  [5]  +  81  p.il.  4°  ([Systems  and  Applications  Studies 
Branch];  Division  of  Controlled  Thermonuclear  Research.)  §  Paper,  $5.45.  •Item 
1051-C 

ER  l.ll:ERDA-89 

02426  Nuclear  science  abstracts,  v. 31  index,  Jan.-June  1975:  pt.l,  Corporates, 

personal  authors,  reports,  v.2-3,  Subjects.  [1975.]  [2219]  p.  4°  (Office 
of  Information  Services.)  *  Paper,  $27.30  per  set  (3  v.)  •Item 
1051-A 

ER  1.10/2:31/pt.l-3 

ENGINEERS  CORPS  (Army),  Defense  Dept. 
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as   initiated   and   issued   by   the   Chief  of   Engineers   should   be   sent   to:   Office   of   the   Chief  of 
Engineers,  Publications  Depot,  890  Pickett  Street,  Alexandria,  VA  22304. 

02427  Allegheny  and  Monongahela  Rivers  navigation  charts.  Jan.  1975.  cover 

title,  [79]  p.il.  oblong  8°  (U.S.  Army  Engineer  District,  Pittsburgh, 
Pa.)  [Some  pages  issued  as  leaves.  Some  illustrations  are  colored.] 
+  Paper,  $1.50,  Corps  of  Engineers,  1000  Liberty  Ave.,  Pittsburgh, 
Pa.,  15222. 

D  103.66/4:A1  5 

Construction  Engineering  Research  Laboratory,  Champaign,  111.: 
Technical  information  pamphlet. 

02428  C-48.   Pavement  inspection  reference   manual  [with  list  of  references];  by   Mohamed  Y. 

Shahin  ,  Michael  I.  Darter  ,  Francine  M.  Rozanski.  Sept.  1975.  cover  title,  59  p.il. 
4°     §  (Price  upon  application). 

D  103.53/6:C-48 

02429  C-49.    Development   of    installation    surfaced   area   maintenance    and    repair   management 

system  [with  list  of  references];  by  Mohamed  Y.  Shahin  ,  Michael  I.  Darter  , 
Francine  M.  Rozanski,  Robert  M.  Stark.  Sept.  1975.  cover  title,  89  p.il.  4°  §  (Price 
upon  application). 

D  103.53/6:C-49 

Construction  Engineering  Research  Laboratory,  Champaign,  111.: 
Technical  manuscript. 

02430  M-102.   Numerical  solution  schemes  for  highly  nonlinear  static  structural  behavior  [with 

list  of  references];  by  John  F.  McNamara  .  Oct.  1975.  cover  title,  25  + [1]  p.il.  4° 
§  (Price  upon  application). 

D  103.53/2-.M-102 

Construction  Engineering  Research  Laboratory,  Champaign,  111.: 
Technical  report. 

02431  D-34.    Dining   facility   evaluation    and    improvement   guide;   by    Wes   Gibbs    .    Sept.   1974. 

(l]  +  19+[34]  p.il.  oblong  8°  (Architecture  Branch,  Facilities  Habitability  and  Planning 
Division.)     §  (Price  upon  application). 

D  103.53:D-34 

EP  (series). 

02432  680-1-1.    Personnel    information    systems.    Corps   of   Engineers    management    information 

system  for  personnel  administration  (COEMIS,  PA).  Sept.  15,  1975.  [133]  p.  4° 
[Supersedes   edition    of   Aug.    19,   1974.    Issued   with   perforations.]     +     •Item   338- 
B 

D  103.43:680-1-1 

02433  Lower  Monumental  Lock  and  Dam,  Snake  River,  Wash.  1975.  [2]  p.il. 

f°  folded  into  narrow  8°  size  [Illustrations  are  colored.]  +  •Item 
337 

D  103.2:Sn  1/4 

02434  Missouri  River  navigation  charts,  Kansas  City,  Mo.,  to  mouth.  [1975.] 

cover  title,  [197]  p.il.  oblong  8°  (U.S.  Army  Engineer  Division,  Missou- 
ri River,  Corps  of  Engineers,  Omaha,  Neb.)  [Some  pages  issued 
as  leaves.  Some  illustrations  are  colored.]  +  Paper,  $1.50,  District 
Engineer,  U.S.  Army  Engineer  District,  700  Federal  Bldg.,  Kansas 
City,  Mo.,  64106. 

D  103.66:K  13  c 

02435  Missouri  River  navigation  charts,   Sioux  City,   Iowa,  to  Kansas  City, 

Mo.  [1975.]  cover  title,  [188]  p.il.  oblong  8°  (U.S.  Army  Engineer 
Division,  Missouri  River,  Corps  of  Engineers,  Omaha,  Neb.)  [Some 
pages  issued  as  leaves.  Some  illustrations  are  colored.]  +  Paper, 
$1.50,  District  Engineer,  U.S.  Army  Engineer  District,  700  Federal 
Bldg.,  Kansas  City,  Mo.,  64106. 

D  103.66:Si  7  c 
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02436  National  shoreline  study,  letter  from  Secretary  of  Army,  transmitting 

letter  from  chief  of  engineers,  submitting  report;  June  29,  1973.  1973. 
5  v.,  [1966]  p.il.  4°  [Also  issued  as  H.doc.  121,  93d  Cong.,  1st  sess. 
Some  illustrations  are  colored.]     +     •Item  334-A 

D  103.22:Sh  7/v.l-5 

02437  Ohio   River  navigation   charts,   Pittsburgh,   Pa.,   to   New   Martinsville, 

W.Va.  [Revised  Jan.  1974.]  Jan.  1975.  cover  title,  [65]  p.il.  oblong 
8°  (U.S.  Army  Engineer  District,  Pittsburgh,  Pa.)  [Some  pages  issued 
as  leaves.  Some  illustrations  are  colored.]  +  Paper,  $1.00,  Corps 
of  Engineers,  1000  Liberty  Ave.,  Pittsburgh,  PA  15222. 

D  103. 66/2 :P  68 

Port  series. 

02438  49/2.   Ports  of   Duluth,   Minn.,   and   Superior,   Wis.:   Taconite   Harbor,   Silver   Bay,   and 

Two  Harbors,  Minn.,  and  Ashland,  Wis.  Revised  1974.  1975.  v  +  76  p.il.  maps  4° 
(Board  of  Engineers  for  Rivers  and  Harbors.)  [Information  published  as  Part  1  of 
series  by  Office  of  Ports  and  Intermodal  Systems,  Maritime  Administration,  Com- 
merce Dept.,  is  no  longer  available  in  Port  series  format.]  *  Paper,  $2.25  (S/N 
008-022-00093-3).     •Item  340 

D  103.8:49/2 

02439  Shore  protection  manual,  errata.  1973  [published  1975].  cover  title,  [86] 

p.il.  4°  (U.S.  Army  Coastal  Engineering  Research  Center.)  [Issued 
with  perforations.]     +     •Item  337-B 

D  103.6/5:Sh  7/3/errata 

02440  Waterborne  commerce  of  United  States,  calendar  year  1973:  pt.2,  Water- 

ways and  harbors,  Gulf  Coast,  Mississippi  River  system,  and  Antilles. 
[1975.]  x  +  179  p.il.  4°  [Compiled  under  supervision  of  Division  En- 
gineer, U.S.  Army  Engineer  Division,  Lower  Mississippi  Valley, 
Corps  of  Engineers,  Vicksburg,  Miss.]  +  Paper,  $1.75,  District  En- 
gineer, Box  60267,  New  Orleans,  LA  70160. 

D  103.1/2:973/pt.2 

02441  Waterborne  commerce  of  United  States,  calendar  year  1973:  pt.3,  Water- 

ways and  harbors,  Great  Lakes.  [1975.]  xiii+100  p.il.  4°  [Compiled 
under  supervision  of  Division  Engineer,  U.S.  Army  Engineer  Divi- 
sion, lower  Mississippi  Valley,  Corps  of  Engineers,  Vicksburg,  Miss.] 
+  Paper,  $1.50,  District  Engineer,  219  S.  Dearborn  St.,  Chicago,  IL 
60604. 

D  103.1/2:973/pt.3 

02442  Waterborne  commerce  of  United  States,  calendar  year  1973:  pt.4,  Water- 

ways and  harbors,  Pacific  Coast,  Alaska,  and  Hawaii.  [1975.]  ix+124 
p.il.  4°  [Compiled  under  supervision  of  Division  Engineer,  U.S. 
Army  Engineer  Division,  Lower  Mississippi  Valley,  Corps  of  En- 
gineers, Vicksburg,  Miss.]  +  Paper,  $1.50,  District  Engineer,  100 
McAllister  St.,  San  Francisco  CA  94102. 

D  103.1/2:973/pt.4 
Note.— Unless  otherwise  indicated,  publications  of  Waterways  Experiment  Station  may  be  or- 
dered  from   Corps  of  Engineers,   U.S.   Army,   Waterways   Experiment  Station,   Vicksburg,   Miss. 
(Price  upon  application). 

PSTIAC  report.  (Pavements  and  Soil  Trafficability  Information  Analy- 
sis Center.) 

02443  2.    Bibliography   of   papers   presented    at    meetings   or   in    technical   journals   on   studies 

of  Mobility  and  Environmental  Systems  Laboratory;  by  Marvin  P.  Meyer  Nov. 
1975.  cover  title,  [2]  +  30+[l]  p.  4°  [Sponsored  by  U.S.  Army  Materiel  Command, 
Washington,  D.C.,  under  Project  IT865803M761-05.]  + 

D  103.24/12:2 
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02444  H-72-2.  Grays  Harbor  estuary,  Washington:  report  5,  Maintenance  studies  of  35-ft-deep 

(MSL)  navigation  channel,  hydraulic  model  investigation,  by  Noble  J.  Brogdon  , 
jr.  Oct.  1975.  cover  title,  [211]  p.il.  4°  [Prepared  for  U.S.  Army  Engineer  District, 
Seattle,  Seattle,  Wash.]     +  (Price  upon  application). 

D  103.24/2:H-72-2/rp.5 

02445  H-75-16.  Shore  effect  model,  Atlantic  Generating  Station,  hydraulic  model  investigation, 

final  report  [with  list  of  references];  by  Robert  D.  Carver  ,  D.  Donald  Davidson 
.  Robert  W.  Whalin,  and  John  H.  Barwis.  Nov.  1975.  cover  title,  [185]  p.il.  4° 
[Prepared  for  Public  Service  Electric  and  Gas  Co.,  Newark,  N.J.]  + 

D  103.24/2:H-75-l6 

02446  M-75-3.   Development   of   procedure   for  airfield   site   evaluation,   final   report   [with   list 

of  references];  by  Malcolm  P.  Keown  ,  Judith  A.  Parks  ,and  Jack  K.  Stoll.  Oct. 
1975.  cover  title,  [97]  p.il.  4°  (Mobility  and  Environmental  Systems  Laboratory.) 
[Prepared  for  Office,  Chief  of  Engineers,  U.S.  Army,  Washington,  DC;  under 
Project  4A062103A859,  task  05,  and  Project  4A162121AT31,  task  02]  +  (Price  upon 
application). 

D  103.24/2:M-75-3 

ENVIRONMENTAL  DATA  SERVICE,  Commerce  Dept.  Washington, 
DC  20235 

02447  BOMEX  period  III  atlas  of  low-level  atmospheric  data.  June  1975.  ii  +  56 

p.il.  oblong  8°  (Center  for  Experiment  Design  and  Data  Analysis.) 
+     #Item  273-D-l 

C  55.202:B  63/4 

ENVIRONMENTAL  PROTECTION  AGENCY  Washington,  DC  20460 

02448  Anatomy   of   risk   [with   bibliography];   by   W.   D.   Rowe    .   Mar.   1975. 

xi  +  209p.il.  4°     +     •Item  431-1-1 

EP  1.2:R  49 

02449  Compilation  of  Federal,  State,  and  local  laws  controlling  nonpoint  pollu- 

tants, analysis  of  law  affecting  agriculture,  construction,  mining,  and 
silviculture  activity.  Sept.  1975.  [478]  p.  4°  ([EPA-440/9-75-011];  Office 
of  Water  and  Hazardous  Materials.)  [Prepared  by  Aspen  Systems 
Corporation,  Rockville,  Md.,  under  contract  68-01-2945.)  +  #Item 
431-1-2 

EP1.5:N  73 

02450  Control   of   snowmobile   noise:    v.l,   Technology   and   cost   information 

[with  list  of  references].  June  1974.  [62]  p.il.  4°  (550/9-74-003-A;  Of- 
fice of  Noise  Abatement  and  Control.)  [Contract  68-01-1537.]  §  (Price 
upon  application).     #Item  431-1-1 

EP  1.2:N  69/35/v.l 

Development  document  for  effluent  limitations  guidelines  and  new 
source  performance  standards. 

02451  Textile,  friction  materials,  and  sealing  devices  segment  of  asbestos  manufacturing  point 

source  category  [with  list  of  references].  Dec.  1974.  xi  +  91  p.il.  4°  ((EPA  440/1- 
74/035-a,  group  I,  phase  2];  Effluent  Guidelines  Division,  Office  of  Water  and 
Hazardous  Materials.)     *  Paper,  $1.70.     #Item  431-1-5 

EP  1.8/3:T  31/974-2 

Ecological  research  series. 

02452  600/3 -7 5 -003 -a.  Adaptation  of  Gaussian  plume  model  to  incorporate  multiple  station  data 

input:  v.l  [with  list  of  references];  by  Harvey  S.  Rosenblum  ,  Bruce  A.  Egan  , 
Claire  S.  Ingersoll,  and  Michael  J.  Keefe.  June  1975.  [71]  p.il.  4°  (Office  of  Research 
and  Development.)  [Prepared  by  Environmental  Research  and  Technology,  Inc.,  Con- 
cord, Mass.,  under  contract  68-02-1753,  ROAP  21  ADO-36,  program  element  1  AA 
009.]     §  (Price  upon  application). 

EP  1.23:600/3-75-003-a 

02453  600/3-75-003-b.  Adaptation  of  Gaussian  plume  model  to  incorporate  multiple  station  data 

input:    v.2.    Appendices,    by    Harvey    S.    Rosenblum    ,    Bruce    A.    Egan    ,    Claire    S. 
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Ingersoll,  and  Michael  J.  Keefe.  June  1975.  [137]  p.  4°  (Office  of  Research  and 
Development.)  [Prepared  by  Environmental  Research  and  Technology,  Inc.,  Concord, 
Mass.,  under  contract  68-02-1753,  ROAP  21  ADO-36,  program  element  1  A  A  009.] 
§  (Price  upon  application). 

EP  1.23:60O/3-75-0O3-b 

02454  660/3-75-025.  Tidal  flats  in  estuarine  water  quality  analysis  [with  bibliographies];  by  David 

A.  Bella  .  June  1975.  x  +  186+[l]  p.il.  4°  (National  Environmental  Research  Center, 
Office  of  Research  and  Development,  Corvallis,  Oreg.)  [Prepared  by  Department 
of  Civil  Engineering,  Oregon  State  University,  Corvallis,  Oreg.,  under  grant  16070 
DGO,  program  element  1  BA  025,  ROAP  task  21  A  1  T/01.]  §  (Price  upon  application). 
•Item  431-1-11 

EP  1.23:600/3-75-025 

02455  Effluent  Standards  and  Water  Quality  Information  Advisory  Committee, 

summary  of  contentions  of  industry  in  litigation  pending  under 
sec.304(b)  and  306  of  P.L.92-500.  Nov.  11,  1975.  cover  title,  [7] +21 
p.il.  4°  +      #Item  431-M 

EP  1.2:L  71 

02456  Emissions   from   diesel  and   stratified   charge   powered   cars   [with   list 

of  references];  by  Karl  J.  Springer  .  Dec.  1974.  [330]  p.il.  4°  (EPA- 
460/3-75-001-a;  Office  of  Air  and  Waste  Management,  Office  of  Mo- 
bile Source  Air  Pollution  Control,  Emission  Control  Technology  Divi- 
sion, Ann  Arbor,  Mich.)  [Contract  PH  22-68-23.]  §  (Price  upon  appli- 
cation). 

EP  1.2:Em  4/28 

Environmental  health  effects  research  series. 

02457  600/1-75-003.   Virus-in-water  study  of  finished  water  from  6  communities   [with  list  of 

references];  by  Elmer  W.  Akin  ,  David  A.  Brashear  ,  Norman  A.  Clarke.  Sept. 
1975.  iv+19  p.il.  4"  (Health  Effects  Research  Laboratory,  Office  of  Research  and 
Development,  Cincinnati,  Ohio.)  [Program  element  1  CA  046.]  §  (Price  upon  applica- 
tion). 

EP  1.23/4:600/1-75-003 

Environmental  protection  technology  series. 

02458  600/2-75-007.    Impact    of    hydrologic    modifications    on    water    quality    [with    lists    of 

references];  by  Joginder  Bhutani  ,  Richard  Holberger  ,  Peter  Spewak,  Willis  E. 
Jacobsen,  J.  Bruce  Truett.  Apr.  1975.  ix  +  531  p.il.  4°  (Office  of  Research  and 
Development.)  [Prepared  by  MITRE  Corporation,  grant  802310,  program  element 
1  BB  042,  ROAP/task  21  BEU-01.]     §  (Price  upon  application).     •Item  431-1-12 

EP  1.23/2:600/2-75-007 

02459  600/2-75-056.  Particulate  collection  efficiency  measurements  on  3  electrostatic  precipita- 

tors [with  list  of  references];  by  Grady  B.  Nichols  and  Joseph  D.  McCain  .  Oct. 
1975.  viii+76  p.il.  4°  (Office  of  Research  and  Development.)  [Southern  Research 
Institute,  Birmingham,  Ala.,  for  M.W.  Kellogg  Company,  Houston,  Tex.,  contract 
68-02-1308,  task  21,  ROAP  21  ADL-004,  program  element  1  AB  012.]  §  (Price  upon 
application). 

EP  1.23/2:600/2-75-056 

02460  600/2-75-057.  Magnesia  scrubbing  process  as  applied  to  oil-fired  power  plant  [with  list 

of  references];  by  George  Koehler  and  James  A.  Burns  .  Oct.  1975.  x  +  257  p.il. 
4°  (Office  of  Research  and  Development.)  [Chemical  Construction  Corporation,  New 
York,  N.Y.,  contract  CPA  70-114,  ROAP  21  ADA-004,  program  element  1  AB  013.] 
§  (Price  upon  application). 

EP  1.23/2:600/2-75-057 

02461  650/2-74-009-h.  Evaluation  of  pollution  control  in  fossil  fuel  conversion  processes,  gasifi- 

cation: sec.6,  Hygas  process  [with  bibliography];  by  C.  E.  Jahnig  .  Aug.  1975.  vi+54 
p.il.  4°  (Office  of  Research  and  Development.)  [Exxon  Research  and  Engineering 
Company,  Linden,  N.J.,  contract  68-02-0629,  ROAp  21  ADD-023,  program  element 
P  AB-013.1     §  (Price  upon  application). 

EP  1.23/2:650/2-74-009-h 

02462  650/2-74-009-i.  Evaluation  of  pollution  control  in  fossil  fuel  conversion  processes,  gasifica- 

tion: sec.7,  U-gas  process  [with  bibliography];  by  C.  E.  Jahnig  .  Sept.  1975.  vi+40 
p.il.  4°  (Office  of  Research  and  Development.)  [Exxon  Research  and  Engineering 
Company,  Linden,  N.J.,  contract  68-02-0629,  ROAP  21  ADD-023,  program  element 
1  AB  013.]     §  (Price  upon  application). 

EP  1.23/2:650/2-74-009-1 
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02463  660/2-74-076.  Automated  analysis  of  individual  refractory  organics  in  polluted  water  [with 

list  of  references];  by  W.  Wilson  Pitt  ,  Robert  L.  Jolley  .and  Sidney  Katz.  Aug. 
1974.  ix  +  98+[l]  p.il.  4°  (Office  of  Research  and  Development.)  (Oak  Ridge  National 
Laboratory,  contract  14-12-833,  project  16  ACG  03,  program  element  1  BA  027.] 
*  Paper,  $1.75.     •Item  431-1-12 

EP  1.23/2:660/2-74-076 

02464  660/2-75-026.    Water   quality   control    through   single   crop   agriculture,    no. 4    [with   list   of 

references];  by  Kenneth  R.  Lundberg  .  June  1975.  vii  +  116  +  [l]  p.il.  4°  (National 
Environmental  Research  Center,  Office  of  Research  and  Development,  Corvallis, 
Oreg.)  [Prepared  by  Center  for  Environmental  Studies,  Bemidjii  State  College,  Be- 
midju,  Minn.,  grant  802168,  ROAP  21  ASH,  task  17,  program  element  1  BB  045. 
Series  title  on  cover  is  Ecological  research  series.]  §  (Price  upon  application). 
•Item  431-1-12 

EP  1.23/2:660/2-75-026 

02465  670/2-75-060.  Controlling   sulfides  in   sanitary   sewers  using  air  and  oxygen   [with  list  of 

references];  by  R.  Joe  Sewell  .  June  1975.  x  +  112  p.il.  4°  (National  Environmental 
Research  Center  ,  Office  of  Research  and  Development,  Cincinnati,  Ohio.)  [City 
of  Port  Arthur,  Port  Arthur,  Tex.,  project  11010  DYO,  program  element  1  BB  043] 
+     •Item  431-1-12 

EP  1.23/2:670/2-75-060 

02466  EPA  demolition  and  renovation  inspection  procedures;  by  Kenneth  B. 

Malmberg  .  Oct.  1975.  [35]  p.  4°  (S22;  Stationary  Source  Enforcement 
Division;  [Office  of  General  Enforcement].)     +     •Item  431-1-5 

EP  1.8:D  39 

02467  Management  agencies  handbook  for  section  208  areawide  waste  treat- 

ment management;  [by  Elizabeth  H.  Haskell  ].  Sept.  1975.  [l]  +  iv+37 
p.  4°  [Prepared  by  Centaur  Management  Consultants,  Inc.,  under 
contract  68-01-3195.  Issued  with  perforations.]     +     •Item  431-1-5 

EP  1.8:W  28/8 

02468  Oil  and  hazardous   materials  technical  assistance  data  system.   [1975.] 

cover  title,  [9]  p.  (Oil  and  Special  Materials  Control  Division,  Office 
of  Water  Program  Operations.)     +     •Item  473-A-l 

EP  2.2:Oi  5/5 

02469  Pilot  study  of  drinking  water  systems  in  U.S.  Forest  Service  system. 

Nov.  1974.  [l]-t-iv  +  121  p.il.  4°  (Office  of  Water  and  Hazardous  Materi- 
als, Water  Supply  Division.)     +     •Item  431-1-1 

.2:D  83/2 

Socioeconomic  environmental  studies  series. 

02470  600/5-74-021.    Carrying   capacity    in    regional    environmental    management    [with    lists   of 

references];  by  A.  B.  Bishop  ,  H.  H.  Fullerton  ,  A.  B.  Crawford,  M.  D.  Chambers, 
and  M.  McKee.  Feb.  1974.  xi  +  170+[l]  p.il.  4°  (Office  of  Research  and  Development.) 
[Grant  802444,  program  element  1  HA  098,  ROAP/TASK  21  AKL-22.]  *  Paper,  $2.55. 
•Item  431-1-19 

EP  1.23/3:600/5-74-021 

[Solid  waste  management]  SW  (series). 

02471  31   r.2.   Composting   at   Johnson   City,    final   report   on   joint   USEPA-TVA    compositing 

project  with  operational  data,  1967-71,  v. 1,2  [with  lists  of  references];  [by  Gordon 
E.  Stone  and  Carlton  C.  Wiles  ].  Nov.  1975.  cover  title,  xxiii  +  336  p.il.  4°  (EPA/530.) 
[Volume  1  was  formerly  interim,  open-file  report  SW-31  r.l.]     +     •Item  431-1-7 

EP  1.17:31  r.2 

02472  109  c.  Technical,  environmental  and  economic  evaluation  of  wet  processing  system  for 

recovery  and  disposal  of  municipal  solid  waste.  1975.  viii  +  217  p.  4°  [Contract 
68-01-2211.]     §  (Price  upon  application).     •Item  431-1-7 

EP  1.17:109  c 

02473  125.    Energy    conservation    through    improved    solid    waste    management    [with    list    of 

references];  by  Robert  A.  Lowe  ,  appendices  by  Michael  Loube  and  Krank  A. 
Smith.  1974.  [84]  p.  4°  +  Environmental  Protection  Agency,  Cincinnati,  Ohio  45268 
•Item  431-1-7 

EP  1.17:125 

02474  154.   Accounting   system    for   solid   waste    shredders;   [by    Steven   J.   Hitte   ].    May   1975. 

cover  title,  18  p.il.  4°  (EPA/530.)  +  Solid  Waste  Management  Information  Materials 
Distribution,  EPA,  Cincinnati,  Ohio  45268.     •Item  431-1-7 

EP  1.17:154 
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02475  155.   Residential  paper  recovery,   municipal  implementation  guide;  by  Penelope   Hansen 

.  1975.  26  p.il.  4°      +     •Item  431-1-7 

EP  1.17:155 

02476  166.  Land  availability,  crop  production,  and  fertilizer  requirements  in  United  States  [with 

list  of  references];  by  Larry  A.  Prior  .  Oct.  1975.  vii  +  99  p.il.  4°    ((EPA/530.]) 
+  Solid  Waste  Information  EPA,  Cincinnati,  Ohio  45268.     •Item  431-1-7 

EP  1.17:166 

02477  168.  Use  of  water  balance  method  for  predicting  leachate  generation  from  solid  waste 

disposal  sites  [with  list  of  references];  by  Dennis  G.  Fenn  ,  Keith  J.  Hanley  .and 
Truett  V.  DeGeare.  1975.  iv+40  p.il.  4°  ([EPA/530.])  +  Solid  Waste  Information, 
EPA,  Cincinnati,  Ohio  45268.     •Item  431-1-7 

EP  1.17:168 

02478  Study  of  polynuclear  aromatic  hydrocarbon  emissions  from  heavy  duty 

diesel  engines  [with  list  of  references];  by  R.  S.  Spindt  .  July  1974. 
[3]  +  v+63  +  [l]  p.il.  4°  (EPA-460/3-74-022;  Office  of  Air  and  Waste 
Management,  Office  of  Mobile  Source  Air  Pollution  Control,  Emis- 
sion Control  Technology  Division,  Ann  Arbor,  Mich.)  [Contract  68- 
01-2116.]     §  (Price  upon  application). 

EP  1.2:Em  4/27 

02479  U.S.   national .  focal   point  for   United   Nations   Environment   Program 

International  Referral  System  (UNEP/IRS),  background  information. 
Oct.  1975.  [2] +  14  p.  (Office  of  Administration,  Assistant  Administrator 
for  Planning  and  Management.)     +     •Item  431-1-1 

EP  1.2:En  8/16 

02480  USSR-USA  Joint  Committee  on  Cooperation  in  Field  of  Environmental 

Protection,  USA/USSR  symposium,  Handling,  Treatment,  and 
Disposal  of  Wastewater  Sludge,  Moscow,  USSR,  May  13-16,  1975 
[with  bibliographies].  [1975.]  v  +  148  p.il.  4°     +     •Item  431-1-1 

EP  1.2:En  8/17 

02481  1975  gas  mileage  guide  for  new  car  buyers,  fuel  economy  test  results 

for  automobiles  and  light-duty  trucks.  2d  edition,  revised  Jan.  1975. 
[1975.]  [2] +  17  p.il.  narrow  8°  ([FEA-227-D];  Federal  Energy  Adminis- 
tration.) +      •Item  431-1-5 

EP  1.8:M  59/975 

02482  1976  gas   mileage   guide   for  new   car  buyers.   [1975.]   [19]   p.il.   narrow 

8°  ([FEA/D-75/596];  Federal  Energy  Administration.)  +  •Item 
431-1-5 

EP  1.8:M  59/3/976 

ENVIRONMENTAL  RESEARCH  LABORATORIES,  Commerce  Dept. 
Boulder,  CO  80302 

02483  Research.   [1974.]   cover  title,  48  p.il.   4°     ([NOAA/PA   73012.])   [Table 

of  contents  on  p.  2  and  text  on  p.  3  of  cover.]  *  Paper,  $1.20. 
•Item  207-C-l 

C  55.602:R  31 

EQUAL  EMPLOYMENT  OPPORTUNITY  COMMISSION  Washington, 
DC  20506 

02484  Affirmative  action  and  equal  employment,  guidebook  for  employers, 

v.l;   [by  Evelyn  M.   Idelson  ].  Jan.  1974.   [6]  +  70  p.il.  4°     [Prepared 
with  assistance  of  professional  and  clerical  staff  of  Education  Pro- 
grams   Division.    For   v.2    see    Entry    07786    in    July    1974    Monthly 
-   Catalog.]     *  Paper,  $2.45  per  set  (2  vols.)     •Item  1059-A-l 

Y  3.Eq  2:8  Em  7/3/v.l 
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EXTENSION  SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

02485  4-H  '76,  spirit  of  tomorrow.  [July  1975.]  [23]  p.il.  4°     [Illustrations  are 

photographs.]     +     #Item  61 

A  43.2:F  82/47 

FARMER  COOPERATIVE  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

FCS  information  (series). 

02486  101.  Riceland  Foods,  innovative  cooperative  in  international  market  (with  list  of  references; 

by  J.  David  Morrissy  ).  (1975.]  cover  title,  iv  + 128  p.il.  4°     +     •Item  65-B 

A  89.15:101 

FEDERAL  AVIATION  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20553 

02487  Acceptable  methods,  techniques,  and  practices,  aircraft  inspection  and 

repair,  Change  1.  May  12,  1975.  [28]  p.  4°  (Advisory  circular,  AC 
43.13-1A.)  [Issued  with  perforations.]  *  Paper,  $3.60  (basic  and  sup- 
plementary material  for  indefinite  period);  add  $1.10  for  foreign  mail- 
ing.    #Item  431-F-7 

TD  4.28/2:973/ch.l 

02488  Air  navigation  and  air  traffic  control  facility  performance  and  availabili- 

ty  (RIS:    SM   6040-20):    Report  for  fiscal  year  1975.   [1975].   vii  +  166 
p.  4°     (Airway  Facilities  Service.)  [Issued  with  perforations.]     + 
•Item  431-C-8 

TD  4.2:N  22/5/975 

02489  Aircraft  engine  and  propeller  type  certificate  data  sheets  and  specifica- 

tions. Jan.  1,  1974.  [1034]  p.il.  4°  [Consolidated  reprint  incorporates 
all  current  aircraft  engine  and  propeller  type  certificate  data  sheets 
and  specifications  issued  by  FAA  through  Dec.  1973.  Includes 
alphabetical  index  Jan.  1,  1974,  and  propeller  listings.  Issued  with 
perforations.]  *  Paper,  35.10  (basic  and  supplementary  material  for 
indefinite  period);  add  $8.80  for  foreign  mailing.     #Item  431-C-2 

TD  4.15/2:974 

02490  Always   leave   yourself  an   out;   [by   Richard   N.   Aarons   ].    [1973.].   10 

p.  4°     [Contains  copyright  material.]  +      #Item  431-C-8 

TD  4.2:Ou  8 

Aviation  education  (series). 

02491  GA-20-45.  Transport  technology,  decade  ahead;  by  Edwin  J.  Kirschner  .  [1975.]  24  p.il. 

4°  (Office  of  General  Aviation  Affairs.)  [Reprint  with  permission  from  Defense 
transportation  journal,  Mar-Apr.  and  May-June  1969  issues  by  National  Defense 
Transportation  Association,  Washington,  DC,  by  Federal  Aviation  Administration.] 
+      •Item  431-A-21 

TD  4.25:T  68 

02492  GA-300-95.   Airline   flight   attendant,   career  guide,   Aug.   1973.   prepared   by   Michael   A. 

Schukert  .  [Reprint,  1975.]  ii  +  48  p.  4°  (Office  of  General  Aviation.)  #  •Item 
431-A-21 

TD  4.25:Ai7 

02493  GA-300-112.  Aerospace  activities  in  elementary  school;  by  Robert  M.  Jones  and  Kenneth 

E.  Wiggins  .  [1975.]  [4]  p.il.  4°  (Office  of  General  Aviation.)  [Reprinted  from  Journal 
of  aerospace  education,  Dec.  1974.]     +     •Item  431-A-21 

TD  4.25:Ae  8/2 

02494  GA-300-118.    Automating    crowded    sky;    by    Raymond    G.    Belanger    .    [1975.]    [5]    p.il.   4° 

(Office  of  General  Aviation.)  [Reprinted  with  permission  from  Air  Force  magazine, 
July  1975,  published  by  Air  Force  Association,  Washington,  DC]  #  •Item  431- 
A-21 

TD  4.25:Au  8 
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02495  Dealing  with  labor  unions,  guide   for  FAA   supervisors.   2nd  edition. 

[1975.]  cover  title,  [71]  p.il.  4°     (Office  of  Labor  Relations.)     + 
•Item  431-C-4 

TD  4.8:L  11 

02496  Engineering    services    under    the    airport    development    aid    program 

(ADAP)  [with  bibliography].  July  1972  [published  1975].  [l]  +  ii+32+[l] 
p.  4°  (Advisory  circular  AC  150/5100-9.)  [Issued  with  perforations.] 
+     •Item  431-C-4 

TD  4.8:Ai  7/33 

Federal  aviation  regulations. 

02497  29.    Airworthiness    standards,    transport   category   rotorcraft.    Aug.    1974.    [132]   p.il.   4° 

[Incorporates  Amendments  29-1  through  29-9  and  any  changes  required  by  the  Depart- 
ment of  Transportation  transition  amendment.  Issued  with  perforations.]  *  Paper, 
$1.70  (S/N  5007-00245).    •Item  431-C-13 

TD  4.6:29/2 

Handbook. 

02498  1800.12  C.  Flight  standards  program  guidelines,  Change  7.  Nov.  1,  1974.  [58]  p.  4° 

[Issued  with  perforations.]     +     •Item  431-C-4 

TD  4.8/2:1800.12  C/ch.7 

02499  8260.19.  Flight  procedures  and  airspace.  Sept.  1975.  cover  title,  [173]  p.  4°     [Consolidated 

reprint  including  Changes  1-13,  Cancels  Order  8260.6A  of  Nov.  6,  1967.  Issued  with 
perforations.]     #     ©Item  431-C-4 

TD  4.8/2:8260.19/rep. 

02500  Military  air  traffic   activity  report,   calendar  year  1974;   [by   Betty  V. 

Cayce  ].  [1974].  cover  title,  iii+43  p.  oblong  12°  ([Office  of  Manage- 
ment Systems,  Information  and  Statistics  Division,  Information  and 
Service  Branch.])     +     •Item  431-C-l 

TD  4.19/4:974 

02501  Runway   length   requirements   for   airport  design,   Change  9.   Aug.   15, 

1975.  [59]  p.  4°  (Advisory  circular,  AC  150/5325-4.)  [Issued  with  per- 
forations.]    +     •Item  431-C-4 

TD  4.8:R  87/5/ch.9 

02502  Student  pilot  guide.  [Revised  1975.]  [1975.]  cover  title,  [3]+29  p.  narrow 

8°  ([Advisory  circular]  AC  61-12G.)  *  Paper,  65c.  (S/N  050-007- 
00298-0).     •Item  431-C-4 

TD  4.8:P  64/3/975 

02503  Tips  on  engine  operation  in  small  general  aviation  aircraft;  [by  J.  A. 

Diblin  ].  [1975].  [4] +  12  p.  4°  (General  Aviation  Accident  Prevention 
Program.)     +     •Item  431-C-8 

TD  4.2:En  3/3 

FEDERAL  BUREAU  OF  INVESTIGATION,  Justice  Dept.  Washington, 
DC  20530 

02504  Federal  Bureau  of  Investigation  annual  report,  fiscal  year  1975.  [1975.] 

cover  title,  26+ [1]  p.il.  4°  +      •Item  721-A 

J  1.14/1:975 

FEDERAL  COUNCIL  FOR  SCIENCE  AND  TECHNOLOGY 
Washington,  DC  20506 

02505  Federal  water-related  research,  development,  and  management  programs 

in  Great  Lakes  region.  Oct.  1975.  vii+188  p.il.  4°  ([NOAA-S/T  76- 
1984.])  [Prepared  by  Interagency  Committee  on  Marine  Science  and 
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Engineering,  in  response  to  Senate  National  ocean  policy  study.] 
+  Paper,  $2.60.     •Item  1061-B 

Y  3.F  31/16:2  W  29/2 

ICAS  [Interdepartmental  Committee  for  Atmospheric  Sciences  report]. 

02506  18  a-FY   75.  Possible   impact  of  fluorocarbons  and  halocarbons  on  ozone   [with  list  of 

references).  May  1975.  v  +  75  p.il.  4°  'Paper,  $1.45  (S/N  038-000-00235-0).  ©Item 
1061-B 

Y  3.F  31/16:12/18  a 

02507  Intergovernmental    use    of    Federal    R&D    laboratories    [with    selected 

bibliography].  Mar.  1974.  ix  +  30  p.  ([NSF  74-401];  Committee  on 
Federal  Laboratories.)  [Prepared  by  Task  Force  on  Utilization  of 
Federal  Laboratories.]      *  Paper,  70c.     #Item  1061-B 

Y  3.F  31/16:2  L  11 

FEDERAL  ENERGY  ADMINISTRATION  Washington,  DC  20461 

Conservation  paper. 

02508  32.  Opportunities  and  incentives  for  electric  utility  load  management  [with  bibliographies]. 

(1975.)  cover  title,  [6J  +  315  p.il.  4°  ([Energy  conservation  and  environment;  Office 
of  Utilities  Programs.])  [Prepared  by  Gordian  Associates,  Inc.]  +  ©Item  434-A- 
10 

FE  1.22:32 

02509  33.  Comparison  of  energy  consumption  between  West  Germany  and  United  States,  sum- 

mary. [1975.]  cover  title,  ii  +  13  p.  4°  ([Energy  conservation  and  environment,  Office 
of  Marketing  and  Education.])     +     •Item  434-A-10 

FE  1.22:33 

02510  Directory    of    State    government    energy-related    agencies.    Sept.    1975. 

v  +  237  p.  4°  (FEA/C-75/515;  National  Energy  Information  Center.) 
+     •Item  434-A-l 

FE  1.2:St  2 

02511  Natural  gas  story.  [1975.]  [2] +  18  p.il.  oblong  24°     ([FEA/A-75/491.]) 

+     •Item  434-A-l 

FE  1.2:G  21 

Technical  report. 

02512  74-5.    National    petroleum    product    supply    and    demand,    Oct.    1974    through    1975.    Nov. 

8,  1974.  xiii+187  p.il.  4°  ([Office  of  Policy  and  Analysis],  Office  of  Quantitative 
Methods,  Demand  Modeling  and  Forecasting  Division.)  *  Paper,  $2.65  (S/N  4118- 
00035).     •Item  434-A-13 

FE  1.20:74-5 

02513  75-5.  National  petroleum  product  supply  and  demand,  1975;  [by  George  Lady  ,  Anthony 

Bopp  .and  Christopher  Alt].  Mar.  25.  1975.  vi  +  218  p.il.  4°  (Office  of  Policy  and 
Analysis,  Office  of  Quantitative  Methods,  Short-Range  Energy  Modeling  and 
Forecasting  Division.)     •  Paper,  $2.95  (S/N  018-0OO-OO168-3).      •Item  434-A-13 

FE  1.20:75-5 

02514  Telephone  directory,  winter  1975.  [1975].  cover  title,  [100]  p.il.  ([FEA/F- 

75/436].)  [Text  on  p.  2-4  of  cover.  Illustration  on  p.  3  of  cover.] 
*  Paper,  $1.30  (S/N  041-018-00092-5).     •Item  434-A-6 

FE  1.13:975/3 

FEDERAL  HIGHWAY  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20590 

02515  Community  involvement  in  highway  planning  and  design,  proceedings 

of  panel  discussion,  Jan.  26,  1973.  [1975.]  cover  title,  [9] +  53  p.il. 
4°  (Office  of  Environmental  Policy.)  [Edited  by  Massachusetts  In- 
stitute of  Technology  ,  Transportation  and  Community  Values  Pro- 
ject, Urban  Systems  Laboratory,  Cambridge,  Mass.]     # 

TD  2.2:C  73/3 
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02516  FHWA  computer  programs  for  urban  transportation  planning.  July  1974. 

cover   title,    [l]  +  iv  +  624   p.il.   4°     ([Urban   Planning   Division.])     + 
•Item  982-G-5 

TD  2.2:Ur  1/13/974 

Final  environmental  statement. 

02517  Colorado  Forest  Highway  route  15  (State  route  133).  [1975.]  cover  title,  [l]  +  x  +  234  p.il. 

4°  ([FHWA-Colo.-EIS-74-03-F];  Federal  Highway  Administration  Region  8.)  [Issued 
with  perforations.]     # 

TD  2.35:C  71 

02518  Fundamentals  and  abatement  of  highway  traffic  noise:  v.2,  Noise  barrier 

design  and  example  abatement  measures.  Apr.  1974.  cover  title,  [74] 
p.il.  4°    (National  Highway  Institute.)  [Issued  with  perforations.] 
# 

TD  2.2:N  69/v.2 

02519  Fundamentals  and  abatement  of  highway  traffic  noise:  v. 3,  Noise  pre- 

diction charts  and  sample  problem.  Feb.  1974.  cover  title,  ii+32  p.il. 
4°     (National  Highway  Institute.)  [Issued  with  perforations.]     # 

TD  2.2:N  69/v.3 

02520  Interrelation  of  transportation  system  and  project  decisions,  proceedings 

of  panel  discussion,  Nov.  1,  1973.  [1975.]  cover  title,  [9] +64  p.il.  4° 
(Office  of  Environmental  Policy.)  [Edited  by  Massachusetts  Institute 
of  Technology,  Transportation  and  Community  Values  Project,  Urban 
Systems  Laboratory,  Cambridge,  Mass.]     # 

TD  2.2:In  8/5 

02521  Introducing  roadway  design  system.  [1975.]  cover  title,  27  p.il.  oblong 

8°  (Office  of  Development,  Implementation  Division.])  [Prepared  by 
Texas  Highway  Dept.,  in  cooperation  with  Federal  Highway  Adminis- 
tration.]    +     #Item  982-G-5 

TD  2.2:R  53/4 

02522  Managing    highway    maintenance:    instructor's    guide    for    training    in 

managing  highway  maintenance  [with  list  of  references].  Jan.  1973. 
cover  title,  [2]  +  iv  +  95  p.il.  4°  (Offices  of  Research  and  Develop- 
ment.)    -1-     •Item  982-G-2 

TD  2.8:In  7/2 

02523  Managing  highway  maintenance:  Maintenance  activities,  work  units  and 

classifying  work.  Jan.  1973.  cover  title  ,  [71]  p.il.  4°  (Management 
by  objectives  series,  unit  6,  level  2;  Offices  of  Research  and  Develop- 
ment.) +      •Item  982-G-2 

TD  2.8:M  28/u.6/lev.2 

02524  Managing  highway  maintenance:  Standards  for  maintenance  work:  pt.3, 

[Using,  interpreting  and  communicating  standards].  Jan.  1973.  cover 
title,  [69]  p.il.  4°  (Management  by  objectives  series,  unit  8,  level 
2;  Offices  of  Research  and  Development.)     +     •Item  982-G-2 

TD  2.8:M  28/u.8/lev.2/pt.3 

02525  National  Highway  Institute.  1974.  5  p.  narrow  8°     # 

TD  2.2:N  21  h 

02526  National  Highway  Institute.  1975.  5  p.  narrow  8°  + 

TD  2.2:N  21  h/975 

Nationwide  personal  transportation  study,  report. 

02527  7.  Household  travel  in   United  States;  [by  Beatrice  T.  Goley   ,  Geraldine   Brown   ,and 

Elizabeth   Samson].   Dec.  1972.   cover  title,   [l]  +  38  p.  4°    ([Office  of  Program   and 
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Policy  Planning.  Socio-Economics  Studies  Division.  Economic  and  Demographic 
Forecasting  Team.))     # 

TD  2.31:7 

02528  9.  Mode  of  transportation  and  personal  characteristics  of  tripmakers;  [by  Alice  Randill 

,  Helen  Greenhalgh  .and  Elizabeth  Samson].  Nov.  1973.  cover  title.  (l)  +  49  p.il. 
4°     # 

TD  2  31:9 

02529  II.    Automobile   ownership;   (by   Ruth    H.    Asin   and   Paul   V.   Svercl    |.    Dec.   1974.   cover 

title,  [11  +  74  p.il.  4°       # 

TD  2.31:11 

02530  Nationwide    roster    of    Federal    Highway    Administration    and    State 

Highway  Department  personnel  involved  in  civil  rights  matters.  Oct. 
1973.  [61  +  122  p.  4°     [Issued  with  perforations.]  + 

TD  2.2:C  49 

02531  Process  guidelines,  action  plan.  [Dec.  1972.]  [9]  p.il.  narrow  8°     (Office 

of  Environmental  Policy.)     # 

TD  2.2:Ac  8 

02532  Protection   of   critical   highway   facilities   guide,   pt.l.   Dec.   1974.   cover 

title,  ii+17  p.il.  4°     (Office  of  Highway  Operations.)  [Issued  with  per- 
forations.]    # 

TD  2.8:P  94/pt.l 

Report  FH  (series). 

02533  11-8199.  Pilot  survey,  collection  of  a  disaggregate  data  set  (with  bibliography;  by  Robert 

E.  Paaswell  .  Wilfred  W.  Recker  .  Perry  O.  Hanson,  III.]  [1974]  cover  title,  [191] 
p.il.  4°  ([Office  of  Highway  Planning.])  [Prepared  by  the  Research  Foundation  of 
the  State  University  of  New  York,  Albany,  N.Y.]  + 

TD  2.26:11-8199 

02534  11-8214.    Enhancing   public    share    of   highway   benefits,    final   report   [with   bibliography); 

by  Allan  K.  Sloan  and  Martin  S.  Baker  .  Nov.  1974.  cover  title,  [l]  +  v  +  149  p.il. 
4°  (Office  of  Program  and  Policy  Planning.)  [Prepared  by  Arthur  D.  Little,  Inc., 
and  Demov,  Morris,  Levin,  and  Shein,  under  contract  DOT-FH-U-8214]  §  (Price 
upon  application).     •Item  982-G-14 

TD  2.26:11-8214 

Report  FHWA-RD  (series). 

02535  74-68.  Determination  of  in-situ  state  of  stress  in  soil  masses,  final  report  [with  bibliog- 

raphy; [by  Peter  J.  Huck  ,  Howard  J.  Pincus  ,  Madan  M.  Singh,  Y.  P.  Chugh]. 
Sept.  1974.  cover  title,  xix  +  316  p.il  4°  (Offices  of  Research  and  Development.) 
[Prepared  by  IIT  Research  Institute,  Chicago,  111.,  under  contract  DOT-FH-11-8082.] 
§  (Price  upon  application).     •Item  982-G-ll 

TD  2.30:74-68 

02536  75-48.    Review   of   engineering   experiences    with   expansive    soils   in   highway   subgrades 

[with  list  of  references:  by  Donald  R.  Snethen  ,  Frank  C.  Townsend  ,  Lawrence 
D.  Johnson,  David  M.  Patrick,  Philip  J.  Vedros]  June  1975.  cover  title,  vi+131  p.il. 
4°  (Offices  of  Research  and  Development.)  [Prepared  by  Soil  and  Mechanics  Divi- 
sion, Soils  and  Pavements  Laboratory,  U.S.  Army  Engineer  Waterways  Experiment 
Station,  Vicksburg,  Miss]     §  (Price  upon  application).     •Item  982-G-ll 

TD  2.30:75-48 

02537  75-81.  Technology  for  use  of  incinerator  residue  as  highway  material:   Identification  in- 

cinerator practices  and  residue  sources,  interim  report  [with  lists  of  references; 
by  D.  Pindzola  and  R.  J.  Collins  .  July  1975.  cover  title,  v  +  77  p.il.  4°  (Offices 
of  Research  and  Development.)  [Prepared  by  Valley  Forge  Laboratories,  Devon, 
Pa.]     §  (Price  upon  application).     •Item  982-G-ll 

TD  2.30:75-81 

02538  75-508.  Culvert  outlet  protection  design:  Computer  program  documentation,  final  report 

[with   list  of  references;  by]   M.   G.   Schilling   .   Mar.   1975.  cover  title,   xi  +  243  p.il. 
4°     (Offices  of  Research  and  Development.)  [Prepared  by  Wyoming  Highway  Dept., 
Cheyenne,  Wyo.,  under  contract  DOT-FH-11-7936]     §  (Price  upon  application). 
•Item  982-G-ll 

TD  2.30:75-508 

02539  Sixth  annual  report  on  the  status  of  the  civil  rights  and  equal  opportuni- 

ty program  to  the   Subcommittee  on  Transportation,  Committee  on 
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Public  Works,  Senate.  [1974].  cover  title,  [l]  +  25  p.il.  4°  (Office  of 
Civil  Rights.)     # 

TD  2.17:974 

02540  Systematic  interdisciplinary  approach  in  highway  planning  and  design, 

proceedings  of  panel  discussion,  Mar.  21  ,  1973.  [1975.]  cover  title, 
[9] +  45  p.il.  4°  (Office  of  Environmental  Policy.)  [Edited  by  Mas- 
sachusetts Institute  of  Technology,  Transportation  and  Community 
Values  Project,  Urban  Systems  Laboratory,  Cambridge,  Mass.]     # 

TD  2.2:In  8/6 

02541  1974  annual  report  on  urban  area  traffic  operations  improvement  pro- 

grams (TOPICS);  report  of  Secretary  of  Transportation  to  United 
States  Congress  pursuant  to  sec.10,  Public  law  90-495,  Federal  aid 
highway  act  of  1968.  Dec.  1973.  cover  title,  vi+66  p.il.  4°  (Office 
of  Traffic  Operations.)     # 

TD  2.29:974 

02542  1975  annual  report  on  urban  area  traffic  operations  improvement  pro- 

grams (TOPICS);  report  of  Secretary  of  Transportation  to  United 
States  Congress  pursuant  to  sec.135,  United  States  Code,  title  23, 
Highways.  Dec.  1974.  cover  title,  vi+48  p.il.  4°  (Office  of  Traffic 
Operations.)    # 

TD  2.29:975 

FEDERAL  INSURANCE  ADMINISTRATION,  Housing  and  Urban 
Development  Dept.  Washington,  DC  20410 

02543  Full  insurance  availability,  report  of  Federal  Insurance  Administration. 

Sept.  1974.  [l]  +  vi+114  p.  ([HUD-FIA-73.])  *  Paper,  $1.50  (S/N  2300- 
00278).     •Item  594-A-l 

HH  10.2:In  7 

FEDERAL  POWER  COMMISSION  Washington,  DC  20426 

FPC  S  (series). 

02544  238.   Sales  of  firm   electric  power  for  resale,  1968-72,   by  private  electric   utilities,   by 

Federal  projects,  by  municipals.  Mar.  1974.  [3]  +  56+[l]  p.il.  4°    (Office  of  Accounting 
and  Finance.)     *  Paper,  95c.     ©Item  440 

FP  1.21:238 

02545  239.   Steam-electric   plant  air  and  water   quality   control  data  for  year  ended  Dec.   31, 

1971,  based   on   FPC   form  67,   summary   report.   June   1974.   [204]   p.il.   4°    (Bureau 
of  Power.)     *  Paper,  $2.00.     •Item  440 

FP  1.21:239 

National  electric  rate  book  rate  schedules  for  electric  service  in  com- 
munities of  2,500  population  or  more,  residential,  commercial,  and 
industrial  services.  [Issued  with  perforations.]  *  Paper,  $22.50  a  year 
(separate  sections,  each  representing  a  State),  add  $5.75  for  foreign 
mailing;  single  copy,  45c. 

02546  Minnesota.   Sept.   1974.    [2] +  32   p.   4°     [Supersedes   issue   of   Nov.   1972.]       •Item   437- 

A-2I 

FP  1.18.M  66/974 

02547  Missouri.   Sept.   1975.   [2] +  34  p.   4°     [Supersedes   issue   of   Aug.   1973.]       •Item  437-A- 

23 

FP  1.18  :M  69  o/975 

02548  Oregon.  Oct.  1975.  [2]  +  9  p.  4°     [Supersedes  issue  of  Jan.  1974.]      •Item  437-A-35 

FP  1.18:Or  3/975 

02549  Wisconsin.   Oct.   1975.   [2]  +  27  p.  4°     [Supersedes  issue  of  Aug.  1973.]       •Item  437-A- 

47 

FP  1.18:W  75/975 
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02550  National  gas  survey:  v. 3,  Transmission  task  force  reports.  [1973.]  cover 

title,  xxiii  +  461  p.  4°  [Report  of  Executive  Advisory  Committee  to 
Federal  Power  Commission,  summary  report  of  Transmission-Techni- 
cal Advisory  Committee  to  Executive  Advisory  Committee,  Transmis- 
sion-Technical Advisory  Task  Force  reports  to  Transmission-Techni- 
cal Advisory  Committee.)  *  Paper,  $4.50  (S/N  1500-00251).  #Item 
436 

FP  1.2:G  21/6/V.3 

FEDERAL  RAILROAD  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20590 

02551  Proceedings  of  the  1975  National  Rail  Planning  Conference,  New  Orle- 

ans, La.,  May  19-22,  1975;  edited  by  JoAnne  McGowan  [and]  Hoy 
A.  Richards  .  [Oct.  1975].  [2]  +  xii+92  p.  4°     [Prepared  by  Richards 
&  Associates,  College  Station,  Tex.]     §  (Price  upon  application). 
•Item  701-B 

TD  3.2:R  13 

FEDERAL  REGISTER  OFFICE,  General  Services  Administration 
Washington,  DC  20408 

Code  of  Federal  regulations.     *  Paper,  $350.00  a  yr.,  add  $75.00  for 
foreign  mailing;  single  copies  vary  in  price. 

02552  42.  Public  Health,  revised  as  of  Oct.  I,  1975.  [1975.]  vi  +  621  p.il.  [Contains  codification 

of   documents   of   general   applicability   and   future   effect   as   of   Oct.    1,    1975,   with 
ancillaries.]     *  Paper,  $5.15.     •Item  572 

GS  4.108:42/975 

02553  45.  Public  welfare,  pts.1-99,  revised  as  of  Oct.  1,  1975.  [1975.]  vi  +  354  p.  [Contains  codifica- 

tion  of   documents    of   general   applicability   and    future   effect   as   of   Oct.   1,   1975, 
with  ancillaries.]     *  Paper,  $3.25.     •Item  572 

GS  4.108:45/pt.l-99/975 

02554  46.  Shipping,  pts.1-29,  revised  as  of  Oct.  1,  1975.  [1975.]  vi  +  217  p.il.  [Contains  codification 

of   documents   of   general   applicability   and   future   effect   as   of  Oct.   1,   1975,   with 
ancillaries.]     *  Paper,  $2.20.     •Item  572 

GS  4.108:46/pt.l-29/975 

02555  46.  Shipping,  pts. 30-40,  revised  as  of  Oct.  1,  1975.  (1975.)  xi  +  204  p.  [Contains  codification 

of   documents   of   general   applicability   and   future   effect   as   of   Oct.   1,   1975,   with 
ancillaries.]     *  Paper,  $2.15.     •Item  572 

GS  4.108:46/pt.30-40/975 

02556  46.  Shipping,  pts.140-149,  revised  as  of  Oct.  1,  1975.  [1975.]  vi  +  967  p.il.  [Contains  codifica- 

tion  of   documents   of  general   applicability   and    future   effect   as   of   Oct.   1,   1975, 
with  ancillaries]     *  Paper,  $7.50.     •Item  572 

GS  4.108:46/pt.l40-l49/975 

02557  46.  Shipping,  pt.200-end,  revised  as  of  Oct.  1,  1975.  [1975]  vi  +  824  p.  [Contains  codification 

of   documents   of   general   applicability   and   future   effect  as   of  Oct.   1,   1975,   with 
ancillaries]     *  Paper,  $6.50.     ©Item  572 

GS  4.108:46/pt.200-end/975 

02558  47.  Telecommunication,  pts.70-79,  revised  as  of  Oct.  1,  1975.  [1975.]  vi+544  p.il.  [Contains 

codification  of  documents  of  general  applicability  and  future  effect  as  of  Oct.  1, 
1975,  with  ancillaries.]      *  Paper,  $4.60.     •Item  572 

GS  4.108:47/pt.70-79/975 

02559  49.    Transportation,    pts.1-99,    revised    as    of   Oct.   1,    1975.    [1975]    vi  +  168   p.il.    [Contains 

codification  of  documents  of  general  applicability   and  future  effect  as  of  Oct.  1, 
1975,  with  ancillaries.]     *  Paper,  $1.85      ©Item  572 

GS  4.108:49/pt.l-99/975 

02560  49.  Transportation,  pts.1000-1199,  revised  as  of  Oct.  1,  1975.  [1975]  vi  +  394  p.il.  [Contains 

codification  of  documents  of  general  applicability  and  future  effect  as  of  Oct.  1, 
1975,  with  ancillaries.]      *  Paper,  $3.55.     •Item  572 

GS  4.108:49/pt.lOOO-1199/975 

02561  49.  Transportation,   pt.l300-end,  revised   as  of  Oct.   1,   1975.   [1975.]  vi  +  316  p.   [Contains 

codification   of   document  of  general   applicability   and   future   effect  as   of  Oct.   1, 
1974,  with  ancillaries.]     *  Paper,  $2.95.      •Item  572 

GS  4.108:49/pt.l300-end/975 

02562  50.  Wildlife  and  fisheries,  revised  as  of  Oct.  1,  1975.  [1975]  vi  +  478  p.il.  [Contains  codifica- 

tion  of   documents    of  general   applicability   and    future   effect   as   of   Oct.   1,   1975, 
with  ancillaries.]     •  Paper,  $4.15.     •Item  572 

GS  4.108:50/975 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  75 


Government  Publications 

FEDERAL  RESERVE  SYSTEM  BOARD  OF  GOVERNORS 
Washington,  DC  20551 

02563  Historical  chart  book,   1975.   [1975.]   [4]  +  128   p.il.   oblong  8°     [Contains 

long-range  charts  supplementing  Federal  Reserve  monthly  chart  book 
on  financial  and  business  statistics.]     +  Paper,  $1.25. 

FR  1.30/2:975 

02564  [This  entry  number  not  used.] 

Regulation  (series). 

02565  B.  Equal  credit  opportunity,  effective  Oct.  28,  1975.  Oct.  1975.  14  p.  4°     [12  CFR  202.] 

FR  1.6:B/975 

02566  Rules  regarding  availability  of  information  (12  CFR  261),  as  ammended 

effective  Feb.  19,  1975,  [and]  Rules  regarding  access  to  and  review 
of  personal  information  ^n  systems  of  records  (12  CFR  261a),  effective 
Sept.  28,  1975.  [1975.]  15  p.  4°  + 

FR  1.8/2:In  3/975 

02567  Rules   regarding  delegation  of  authority,   as  amended,   effective   Sept. 

30,  1975.  [1975.]  19  p.  4°     [12  CFR  265.]  + 

FR  1.8/2:Au  8/975 

FEDERAL  SUPPLY  SERVICE,  General  Services  Administration 
Washington,  DC  20405 

Federal  standard.  [Issued  with  perforations.]  ... 

Note.— Federal  standards  may  be  purchased  from  the  General  Services  Administration,  Specifica- 
tions Activity,  Special  Programs  Division,  Building  197,  Naval  Weapons  Plant,  Washington,  DC 
20407.  All  checks  and  money  order  should  be  made  payable  to  the  Treasurer  of  the  United 
States.  Single  copies  are  available  without  charge  at  the  nearest  GSA  regional  office. 

02568  76.  Cassette,  radiographic  film  (medical)  dimension,  Cancellation.  Aug.  I,  1975.  1  p.  4° 

(FSC-6525.)  [Cancels  Federal  standard  76,  May  13,  1955.]     +     ©Item  563 

GS  2.8/3:76/cancel 

02569  83.   X-ray   tube,   focal   spot,   method   of   measurement,   Cancellation.   Aug.   1,   1975.  1  p. 

4°     (FSC  6525.)  [Cancels  Federal  standard  83,  May  29,  1956.]     +     ©Item  563 

GS  2.8/3:83/cancel 

02570  307  B.  Trucks,  light  commercial,  gasoline  fueled,  rear  wheel  driven  (4x2,  3,000-10,000 

pounds  GVW).  Nov.  15,  1974.  21  p.il.  4°     (FSC  2320.)  [Supersedes  Federal  standard 
00307  A  (GSA-FSS),  Mar.  15,  1972.]      +     •Item  563 

GS  2.8/3:307  B 

02571  361.  Tape,  audio,  magnetic,  1/4-inch,  recording  formats  for.  Sept.  1,  1975.  7  p.il.  4° 

(FSC  5820.)  [Supersedes  MIL-STD-1855A,  May  9,  1975.]     +     •Item  563 

GS  2.8/3:361 

FEDERAL  TRADE  COMMISSION  Washington,  DC  20580 

02572  F.T.C.  statistical  report  on  mergers  and  acquisitions.  Oct.  1975.  viii+248 

([Report   6-15-27];   Bureau   of   Economics.)    [Replaces   and   combines 
reports  previously  published  as  Large  mergers  in  manufacturing  and 
mining,  and  Current  trends  in  merger  activity.]     *  Paper,  $3.70. 
•Item  535 

FT  1.2:M  54/3/975 

02573  Organization,  procedures,  and  rules  of  practice,  Aug.  15,  1971,  as  revised 

thru  Oct.  7,  1975.  [1975.]  [123]  p.  [Issued  with  perforations.]     + 
•Item  538 

FT  1.7:971/rev. 

02574  Protein  supplement  health  hazards  and  marketing  deceptions,  staff  re- 

port to  Federal  Trade  Commission.  Aug.  8,  1975.  cover  title,  ix+112 
p.  4°     +     •Item  535 

FT  1.2:P  94 
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02575  Report  of   Federal  Trade  Commission  on   rates  of  return   in   selected 

manufacturing  industries,  1964-73.  [1975.]  [2]  +  ii  +  76  p.  4°  *  Paper, 
$1.25  (S/N  018-000-00179-9).     •Item  535 

FT  1.21:964-73 

02576  Report  to  Federal  Trade  Commission  on  structure,  conduct,  and  per- 

formance of  Western  States  petroleum  industry.  Sept.  1975.  [6] +  98 
p.  4°  ([Report  R-6-15-26];  Bureau  of  Competition,  Bureau  of 
Economics.)  [Title  on  cover  is  Staff  report  on  structure,  conduct, 
and  performance  of  western  states  petroleum  industry.]  +  #Item 
535 

FT  1.2  :P  44/8 

02577  Robinson-Patman  is  not  dead,  merely  dormant,  address  of  Paul  Rand 

Dixon  ,  Commissioner,  before  Sales  Promotion  Conference,  National 
Retail  Merchants  Association,  at  Hollywood,  Fla.,  May  21,  1975. 
[1975.]  [1J  +  13  p.  4°     # 

FT  1.14:D  64/5 

02578  Staff  report  on  agricultural  cooperatives  [with  list  of  sources;  by  Frank 

Lipson  and  Clint  Batterton  ].  [Sept.  1975.]  cover  title,  [2]  +  xiii+181 
p.  4°  (Bureau  of  Competition.)  *  Paper,  $3.75  (S/N  018-000-00182- 
9).      #Item  535 

FT  1.2:Ag  8/3 

02579  Statement  of  Lewis  A.  Engman  ,  Chairman,  Federal  Trade  Commission, 

before  Subcommittee  on  State,  Justice,  Commerce,  Judiciary,  and 
related  agencies,  Committee  on  Appropriations,  House  of  Representa- 
tives, May  14,  1975.  [1975.]  [1]  +  16  p.  4°     # 

FT  1.14:En  3/11 

Statistical  report. 

02580  9.    Large    mergers   in    manufacturing   and    mining,    1948-71.    May   1972.   cover   title,    v  +  76 

p.  4°    (Publication  R  6-15-13;  Bureau  of  Economics.)     # 

FT  1.28:9 

02581  10.  Current  trends  in  merger  activity,  1971.  May  1972.  cover  title,  [4]  +  24  p.  4°     (Publication 

R  6-15-14;  Bureau  of  Economics.)     # 

FT  1.28:10 

02582  Testimony  of  Lewis  A.  Engman   ,  Chairman,  Federal  Trade  Commis- 

sion, before  Subcommittee  on  Communications,  Committee  on  In- 
terstate and  Foreign  Commerce,  House  of  Representatives,  July  16, 
1975.  [1975.]  [l]  +  7  p.  4°     # 

FT  1.14:En  3/12 

FINE  ARTS  COMMISSION  Washington,  DC  20006 

02583  Massachusetts   Avenue   architecture,   v. 2;   by   J.   L.   Sibley   Jennings    , 

jr.,  Sue  A.  Kohler  ,  Jeffrey  R.  Carson.  1975.  xxiv  +  272  p.il.  4° 
*  Paper,  $4.45  (S/N  010-000-00007-6).     •Item  432 

FA  1.2:11  38/v.2 

FISH  AND  WILDLIFE  SERVICE,  Interior  Dept.  Washington,  DC 
20240 

Hunting  regulations,  1975-76. 

02584  96.    Federal    regulations    governing   hunting,   possession,    transportation   and    importation 

of  ducks,  geese,  swans,  coots,  gallinules.  snipe,  woodcock,  rails,  and  cranes  in 
United  States,  excluding  Alaska,  Hawaii,  Puerto  Rico  and  Virgin  Islands.  Oct.  1975. 
19  p.il.  4°  [Reprinted  from  Code  of  Federal  regulations,  title  50,  Wildlife  and  fishe- 
ries, Chap.l,  Subchap.  B,  Hunting  and  possession  of  wildlife,  pt.20.  Migratory  bird 
hunting.]     +     •Item  613 

I  49.24:96 
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FLIGHT  STANDARDS  SERVICE,  Transportation  Dept.  Washington, 
DC  20553 

02585  Airline  transport  pilot,  (airplane),  practical  test  guide.  1974.  cover  title, 

ix  +  30    p.    narrow    12°     ([Advisory    circular],    AC    61-77.)    [Part    61 
Revised.]     +     •Item  431-F-3 

TD  4.408:Ai  7/4/974 

02586  Airline  transport  pilot,  (airplane),  practical  test  guide.  1974.  cover  title, 

ix+30    p.    narrow    12°     ([Advisory    circular],    AC    61-77.)    [Part    61 
Revised.]     +     •Item  431-F-3 

TD  4.408  :Ai  7/4/974 

02587  Airline  transport  pilot  (airplane),  written  test  guide.  Revised  1975.  [1975]. 

[l]  +  ii+67  p.il.  4°     ([Advisory  circular],  AC  61-18D.)  [Supersedes  AC 
61-18C,  1971.]     *  Paper,  $2.05  (S/N  050-007-00301-3).     •Item  431-F-3 

TD  4.408:Ai  7/10 

02588  Type  rating,  airplane,  flight  test  guide.  Revised  1975.  [1975].  cover  title, 

vii+29    p.    narrow    12°     ([Advisory    circular],    AC    61-57A.)    [Part    61 
Revised.]     *  Paper,  70c.  (S/N  050-007-00299-8).     •Item  431-F-3 

TD  4.408:Ai  7/9 

FOOD  AND  DRUG  ADMINISTRATION,  Health,  Education,  and 
Welfare  Dept.  Rockville,  MD  20852 

02589  FDA    services   guide,   everything   you   always   wanted   to   know   about 

services  and  didn't  know  where  to  ask.  [1974.]  cover  title,  [48]  p.il. 
+     •Item  475-G 

HE  20.4008 :Se  6 

02590  National   health   related   items   code   directory    [NHRIC].    [2d   edition.] 

1975.    [933]   p.   4°     ([DHEW   publication  (FDA)  75-3009];   Bureau  of 
Medical  Devices  and  Diagnostic  Products.)     *  Paper,  $9.40  (S/N  017- 
012-00230-7).      •Item  475-Z 
L.C.  card  75-13950  HE  20.4030:975 

FOOD  AND  NUTRITION  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

FNS  (series). 

02591  74.   Food  stamp  facts,  household  income   deductions.  Revised  July  1975.   [1975.]   [2]  p. 

4°     [Previous  editions  are  obsolete.]     +     •Item  74-A-2 

A  98.9:74/3 

02592  134.  Get  ready  for  your  new  food  stamps.  Mar.  1975.  [2]  p.  4°     +     •Item  74-A-2 

A  98.9:134 

FOREIGN  BROADCAST  INFORMATION  SERVICE  Washington,  DC 
20505 

02593  Broadcasting  stations  of  world  [information  corrected  to  June  1,  1974: 

pt.3,  Frequency  modulation  broadcasting  stations].  26th  edition.  [1974.] 
cover  title,  [l]  +  iii+107+108  p.  4°     *  Paper,  $2.40  (S/N  4105-00011). 
•Item  836-B 

PrEx  7.9:974/pt.3 

02594  Broadcasting  stations  of  world  [information  corrected  to  June  1,  1974: 

pt.4,      Television      stations].      26th      edition.      [1974.]      cover      title, 
[1]  + in +227 +216  p.   4°     [Includes   appendix,   Characteristics   of   VHF 
and    UHF    television    systems.]     *  Paper,    $4.25    (S/N    4105-00012). 
•Item  856-B 

PrEx  7.9:974/pt.4 
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FOREIGN  CLAIMS  SETTLEMENT  COMMISSION  Washington,  DC 
20579 

02595  Text  of  title  3  of  International  claims  settlement  act  of  1949  as  amended 
by  Public  law  93-460  approved  Oct.  20,  1974.  Nov.  15,  1974.  iii  +  34 
p.     +     #Item  1063-C 

Y  3.F  76/3:5  In  8/974 

FOREIGN  SCHOLARSHIPS  BOARD,  State  Dept.  Washington,  DC 
20520 

025%  Report  on  exchanges,  11th  annual  report.  Dec.  1973  [published  1974]. 
vii  +  40  p.     +     #Item  1063-F 

Y  3.F  76/4:1/973 

FOREST  SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

02597  Better  use  of  hardwoods.  [1975.]  12  p.il.  oblong  16°     +     #Item  84 

A  13.2:H  22/2 

Forest  pest  leaflet. 

02598  39.   Pine  root  collar  weevil  [with  list  of  references;   by]   Louis  F.  Wilson  and  Donald 

C.  Schmiege  .  Revised  Dec.  1970,  slightly  revised  July  1975.  [1975.]  8  p.il.      + 
•Item  82-A 

A  13.52:39/4 

02599  148.   Pinyon   needle   scale   [with  list  of  references;  by]  William   F.   McCambridge   .  July 

1974.  4  p.il.  +       •Item  82-A 

A  13.52:148 

02600  Forest  Service  health  and  safety  code,   amendment  9.   Aug.   1975.   [9] 

p.il.   narrow  12°     (Forest  Service  handbook  6109.13.)     +     •Item  86- 
C 

A  13.36/2:H  34/970/amdt.9 

02601  Forest  Service  research  accomplishments,  1973.  [June  1974.]  cover  title, 

xi+116  p.  4°     [Map  on  p.  2  of  cover.]      +     #Item  84 

A  13.2:R  31/5/973 

General  Technical  report  NC-(series).  (North  Central  Forest  Experi- 
ment Station,  St.  Paul,  Minn.) 

02602  NC-18.  Forest  products  industry  and  environment,  selected  bibliography,  [1970-73];  com- 

piled by  Jerry  A.  Sesco  .  [1975.]  cover  title,  23  p.  4°  [Abstract  cards  on  p.  3 
of  cover.]     +     •Item  83-B 

A  13.88:NC-18 

General  technical  report  PNW-(series).  (Pacific  Northwest  Forest  and 
Range  Experiment  Station,  Portland,  Oreg.) 

02603  PNW-38.    Research   natural   area   needs    in   Pacific    Northwest,   contribution   to   land-use 

planning,  report  on  natural  area  needs  workshop,  Nov.  29-Dec.  1,  1973,  Wemme, 
Oreg.  [with  list  of  literature  cited;  by]  C.  T.  Dyrness  ,  Jerry  F.  Franklin  ,  Chris 
Maser,  Stanton  A.  Cook,  James  D.  Hall,  and  Glenda  Faxon.  1975.  viii  +  213  p.il. 
4°  ion:  [Abstract  on  p.  2  of  cover]     +     •Item  83-B 

A  13.88:PNW-38 

General   technical   report   RM-(series).   (Rocky   Mountain   Forest   and 
Range  Experiment  Station,  Fort  Collins,  Colo.) 

02604  RM-14.    Wildland    fires    and    and    dwarf    mistletoes,    literature    review    of    ecology    and 

prescribed  burning  [with  list  of  literature  cited;  by]  Martin  E.  Alexander  and  Frank 
G.  Hawksworth  .  Aug.  1975.  [2]  +  U  +  [I]  p.il.  4°     [Abstract  on  p.  2  of  cover.]  + 

A  13.88:RM-14 

02605  RM-16.  Selected  bibliography  of  wildlife  and  habitats  for  Southwest;  [by]  David  R.  Patton 

and  Peter  F.  Ffolliott  .   Sept.  1975.   [l]  +  39+[l]  p.  4°     [Abstract  on  p.  2  of  cover] 

A  13.88:RM-16 
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02606  RM-17.   Aid  to  streamlining  fire-weather  station  networks  [with  list  of  literature  cited; 

by  R.  William  Furman  ].  Sept.  1975.  [2]  +  4  +  [l]  p.il.  4°  + 

A  13.88:RM-17 

02607  Guidelines  for  TSI  cost  computations,  aid  for  Service  Foresters;  [by 

Burl  S.  Ashley  ].  Sept.  1975.  cover  title,  12  p.  24°  [Prepared  in 
cooperation  with  Northeastern  Area  State  and  Private  Forest  Service. 
Text  on  p.  3  of  cover.]     +     •Item  86-C 

A  13.36/2:C  82 

02608  How  to  identify  Lophodermium  and  brown  spot  diseases  on  pine;  [by 

Thomas  H.  Nicholls  ,  H.  Daniel  Brown  ].  [Revised  1975.]  [1975.] 
[l]  +  5  p.il.  narrow  8°  (North  Central  Forest  Experiment  Station.) 
[Prepared  in  cooperation  with  Northeastern  Area  State  and  Private 
Forestry.  Illustrations  are  colored.]     +     •Item  84 

A  13.82/2:L  88 

02609  Mission  for  future,   statement  of  goals  and  policy  guides,   State  and 

private  forestry.  [Aug.  1975.]  [2] +  8+ [2]  p.     +     •Item  84 

A  13.2:M  69/5 

Research  note  FPL-(series).  (Forest  Products  Laboratory,  Madison, 
Wis.) 

02610  FPL-0230.    Mechanical    properties    of    23    species    of   eastern    hardwoods    [with   list   of 

references];  by  B.   Alan  Bendtsen   ,and  Robert  L.  Ethington  .  Aug.  1975.  12  p.  4° 

A  13. 79:  FPL-0230 

Research  note  NE-(series).  (Northeastern  Forest  Experiment  Station, 
Upper  Darby,  Pa.) 

02611  NE-213.  Sugar  maple  sap  volume  increases  as  vacuum  level  is  increased  [with  list  of 

literature   cited];   by   Russell   S.   Walters   and   H.   Clay   Smith   .   1975.  4  p.il.  4°     + 
•Item  83-B 

A  13.79:NE-213 

02612  NE-214.  Improved  apparatus  for  pressure-injecting  fluid  into  trees  [with  list  of  literature 

cited];  by  Garold  F.  Gregory  and  Thomas  W.  Jones   .  1975.  6  p.il.  4°     +     •Item 

A  13.79:NE-214 

Research  note  PNW-(series).  (Pacific  Northwest  Forest  and  Range 
Experiment  Station,  Portland,  Oreg.) 

02613  PNW-252.  Field  and   laboratory  techniques  for  evaluating  hemlock  sawfly   infestations 

[with  list  of  references];  by  John  S.   Hard  and  Torolf  R.  Torgersen   .   Aug.  1975. 
23  p.il.  4°     +     •Item  83-B 

A  13.79:PNW-252 

02614  PNW-253.  Comparative  tolerances  of  lodgepole  pine  and  thin-leaved  huckleberry  to  boron 

and   manganese   [with   list  of  literature   cited];   by   Don   Minore   .   Aug.   1975.  6  p. 
4°     +     •Item  83-B 

A  13.79:PNW-253 

02615  PNW-255.  Red  squirrel  response  to  clearcut  and  shelterwood  systems  in  interior  Alaska 

[with  list  of  literature  cited];  by  Jerry  O.  Wolff  and  John  C.  Zasada  .  Sept.  1975. 
7  p.il.  4°     +     •Item  83-B 

A  13.79:PNW-255 

02616  PNW-257.  Evaluating  damage  caused  to  campground  by  Douglas-fir  tussock  moth;  by 

Boyd  E.  Wickman  ,  Donald  A.  Renton  .  Sept.  1975.  cover  title,  6  p.il.  4°     [Pages 
1  and  2  are  p.  1-2  of  cover.]     +     ©Item  83-B 

A  13.79:PNW-257 

02617  PNW-259.  Using  motion  pictures  for  data  collection  on  prescribed  burning  experiments; 

by  Stewart  G.  Pickford  ,and  David  V.  Sandberg  .  Sept.  1975.  7  p.il.  4°     +     ©Item 

A  13.79:PNW-259 

02618  PNW-261.  Observations  on  rhizomes  and  roots  of  Vaccinium  membranaceum  [with  list 

of  literature  cited];  by  Don  Minore  .  Oct.  1975.  5  p.il.  4°     +     •Item  83-B 

A  13.79:PNW-261 
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Research  note  PSW-(series).  (Pacific  Southwest  Forest  and  Range  Ex- 
periment Station,  Berkeley,  Calif.) 

PSW-303.  Clipping  affects  flowering  of  California-poppy  at  2  growth  stages;  [by] 
Raymond  D.  Ratliff  .  Richard  L.  Hubbard  .  1975.  4  p.  4°  + 

A  13.79:PSW-303 

Research  note  RM-(series).  (Rocky  Mountain  Forest  and  Range  Experi- 
ment Station,  Fort  Collins,  Colo.) 

RM-293.  Effect  of  bulk  density  on  frost  heaving  of  6  soils  in  Arizona  [with  list  of 
literature   cited;   by]    L.   J.    Heidmann   and   David    B.   Thorud    .   July   1975.   4   p.il.   4° 

A  13.79:RM-293 

RM-294.   Endomycorrhizae   enhance   survival   and  growth   of   fourwing   saltbush   on  coal 

mine    spoils    [with    list   of   literature   cited;   by]    Earl    F.    Aldon    .   July    1975.    2   p.   4° 

A  13.79:RM-294 
RM-295.   Predicting   frost   heaving   susceptibility  of   Arizona  soils   [with   list  of  literature 
cited;  by]  L.  J.  Heidmann  .  Aug.  1975.  7  p.il.  4°  + 

A  13.79:RM-295 
RM-296.  Carbon  black  increases  snowmelt  and  forage  availability  on  deer  winter  range 
in  Colorado  [with  list  of  literature  cited;  by]  Wayne  L.  Regelin  and  Olof  C.  Wallmo 
.  Sept.  1975.  4  p.  4°  + 

A  13.79:RM-296 
RM-297.  Early  survival  and  growth  of  ponderosa  pine  provenances  in  east-central  Kansas 
[with  list  of  literature  cited;  by]  Frederick  J.  Deneka  and  Ralph  A.   Read   .  Sept. 
1975.  4  p.il.  4°  + 

A  13.79:RM-297 
RM-298.   Sexing   large   aspen   tortrix   pupae   [with   list   of   literature   cited;   by]   Daniel  T. 
Jennings  and  Robert  E.  Acciavatti  .  Sept.  1975.  2  p.il.  4°  + 

A  13.79:RM-298 
RM-299.  Modifications  in  Malaise  insect  trap;  [by]  Max  H.  Schroeder  ,  James  C.  Mitchell 
.and  J.  M.  Schmid.  Sept.  1975.  2  p.il.  4°  + 

A  13.79;RM-299 
RM-300.  Avalanche  fatalities  in   United  States,  1950-75  [with  list  of  literature  cited;  by] 
Knox  Williams  .  Sept.  1975.  4  p.il.  4°  + 

A  13.79:RM-300 
RM-301.    Sturdy    probe    for   measuring   deep    snowdrifts;    [by]    Robert    L.   Jairell    .    Sept. 
1975.  3  p.il.  4°  + 

A  13.79:RM-301 

Research  paper  FPL-(series).  (Forest  Products  Laboratory,  Madison, 
Wis.) 

FPL-267.  Humidity  effects  on  properties  of  structural  particleboards  from  forest  residues 
[with  list  of  literature  cited;  by  J.  Dobbin  McNatt  ].  1975.  cover  title,  12  p.il.  4° 
[Abstract  cards  inserted.  Text  on  p.  3  of  cover.]  + 

A  13.78:FPL-267 

Research  paper  INT-(series).  (Intermountain  Forest  and  Range  Experi- 
ment Station,  Ogden,  Utah.) 

INT-174.  Survey  of  factors  affecting  regeneration  of  Rocky  Mountain  Douglas-fir  [with 
list  of  publications  cited;  by]  Russell  A.  Ryker  .  1975.  [4]  +  18+[l]  p.il.  4°  [Abstract 
cards  inserted.]  + 

A  13.78:INT-I74 

Research  paper  NC-(series).  (North  Central  Forest  Experiment  Station, 
St.  Paul,  Minn.) 

NC-119.  Effects  of  crown  release  and  fertilizer  on  small  saw  log-sized  yellow  birch 
[with  list  of  literature  cited;  by]  Gayne  G.  Erdmann  ,  Richard  M.  Godman  ,  Gilbert 
A.  Mattson.  [1975.]  cover  title,  [2]  +  6  p.  4°  [Abstract  cards  on  p.  3  of  cover.] 
+     •Item  83-B 

A  13.78:NC-U9 
NC-120.  Specific  conductance  identifies  perched  and  ground  water  lakes;  [by]  Clarence 
F.   Hawkinson   ,   Elon   S.   Verry   .   [1975.]  cover  title,   [l]  +  5  p.il.  4°     [Abstract  cards 
on  p.  3  of  cover.]     +     •Item  83-B 

A  13.78:NC-120 
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Research  paper  NE-(series).  (Northeastern  Forest  Experiment  Station, 
Upper  Darby,  Pa.) 

02633  NE-331.    Foliar   nutrient    variation    in   4    species   of   upland   oaks    [with    list   of   literature 

cited];  by  L.  R.  Auchmoody  and  K.  P.  Hammack  .  1975.  cover  title,  16  p.  4° 
[Abstract  on  p.  2  of  cover.  Abstract  cards  attached.]     +     ©Item  83-B 

A  13.78:NE-331 

02634  NE-334.    Manufacturing    interior   furniture    parts,    new    look    at    old    problem    [with    one 

references];   by   Edwin   L.   Lucas   and   Philip   A.   Araman   .   1975.   cover  title,  6  p.il. 
4°     [Abstract  cards  attached.]  +       •Item  83-B 

A  13.78:NE-334 

Research  paper  PNW-(series).  (Pacific  Northwest  Forest  and  Range 
Experiment  Station,  Portland,  Oreg.) 

02635  PNW-184.  Spatial  distribution  of  lumber  degrade  in  white  fir  trees  [with  list  of  literature 

cited;  by]  W.  Y.  Pong  ,  W.  Wayne  Wilcox  .  1974.  cover  title,  [1]  +  18  p.il.  4° 
[Abstract  on  p.  2  of  cover.  Abstract  cards  attached.]     +     •Item  83-B 

A  13.78:PNW-184 

Research  paper  PSW-(series).   (Pacific   Southwest  Forest  and  Range 
Experiment  Station,  Berkeley,  Calif.) 

02636  PSW-112.    Evaluation    of    ERTS-1    data    for    forest    and    rangeland    surveys    [with    list   of 

references].    1975.    viii  +  67   p.il.   4°     [Abstract   cards   on   p.    3   of   cover.]      +     •Item 

A  13.78:PSW-112 

Research  paper  RM-(series).  (Rocky  Mountain  Forest  and  Range  Ex- 
periment Station,  Fort  Collins,  Colo.) 

02637  RM-148.  Southwestern  mixed  conifer  plantation,  case  history  and  observations  [with  list 

of  literature   cited;   by]  John  R.   Jones   .  July   1975.   [2]  +  8  +  [l]   p.il.  4°     [Abstract  on 
p.  2  of  cover.]  +       •Item  83-B 

A  13.78:RM-148 

02638  RM-149.  Vegetation   responses  to  grazing,   rainfall,   site  condition,  and   mesquite  control 

on  semidesert  range  [with  list  of  literature  cited;  by]  Dwight  R.  Cable  and  S.  Clark 
Martin  .  July  1975.  [2]  +  24  +  [l]  p.il.  4°     [Abstract  on  p.  2  of  cover.]  + 

A  13.78:RM-149 

02639  RM-150.  Provisional  tree  and  shrub  seed  zones  for  Great  Plains  [with  list  of  literature 

cited;   by]   Richard   A.   Cunningham    .   July   1975.    [6]  +  15  +  [l]   p.il.   4°     (Great   Plains 
Agricultural  Council  publication  71.)  [Abstract  on  p.  2  of  cover.]  + 

A  13.78:RM-150 

02640  RM-151.    Development   of   some   young   aspen   stands   in   Arizona   [with   list   of  literature 

cited;  by]  John  R.  Jones  and  David  P.  Trujillo  .  Aug.  1975.  [2]  +  ll  +  [l]  p.il.  4° 
[Abstract  on  p.  2  of  cover.]  + 

A  13.78:RM-151 

02641  RM-152.  Heat  and  water  vapor  flux   in  conifer  forest  litter  and  duff,  theoretical  model 

[with  list  of  literature  cited;  by]  Michael  A.  Fosberg  .  Sept.  1975.  [2]  +  23  +  [l]  p.il. 
4°     [Abstract  on  p.  2  of  cover.]  + 

A  13.78:RM-152 

02642  RM-153.  Phytotoxic  grass  residues  reduce  germination  and  initial  root  growth  of  ponderosa 

pine  [with  list  of  literature  cited;  by]  W.  J.  Rietveld   .  Sept.  1975.  [2]  +  15  +  [l]  p.il. 
4°     [Abstract  on  p.  2  of  cover.]  + 

A  13.78:RM-153 

Research  paper  WO-(series). 

02643  WO-22.   Comparative   in-place   cost   between   wood   and   steel   residential   floor  and   wall 

framing;  by  Gerald  A.  Koenigshof  .  June  1974.  cover  title,  viii  +  56  p.il.  4°     [Abstract 
cards  attached.]     +     •Item  83-B 

A  13.78:WO-22 

Resource  bulletin  PNW-(series).  (Pacific  Northwest  Forest  and  Range 
Experiment  Station,  Portland,  Oreg.) 

02644  PNW-53.  Timber  resource  statistics  for  Washington,  January  1,  1973  [with  list  of  literature 

cited;   by]   Patricia    M.    Bassett   [and]   Grover   A.   Choate    .    1974.   cover   title,   [4] +  31 
p.  4°     [Abstract  cards  inserted.]  + 

A  13.80:PNW-53 

02645  PNW-54.   Forest  statistics  for  upper   Koyukuk   River,   Alaska,   1971;   [by]   Karl   M.   Hegg 

.  1974.  cover  title,  [2]  + 26  p.il.  4°     [Abstract  cards  attached.)     +     ©Item  83-B 

A  13.80:PNW-54 
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02646  PNW-56.  Timber  resource  statistics  for  Oregon  Jan.  1,  1973  [with  list  of  literature  cited; 

by]  Patricia  M.  Bassett  ,  Grover  A.  Choate  .  1974.  cover  title,  [4]  + 32  p.  4°  [Abstract 
on  p.  2  of  cover.  Abstract  cards  attached.]     +     •Item  83-B 

A  13.80:PNW-56 

TT  [Training  text]  (series). 

02647  80(5100).  Intermediate  fire  behavior  [with  list  of  literature  cited].  (Aug.  1972]  cover  title, 

iv  + 59p.il.  4°     +     •  Item  81-B 

A  13.36/4:80(5100) 

02648  87(5100).  Firefighter  basic  training  course.  June  1975.  cover  title,  [425]  p.il.  4°    (S  130; 

[division  of  Fire  Management).)  [Prepared  in  cooperation  with  Interior  Department. 
Issued  with  perforations.]  +  Agriculture  Department,  Office  of  Plant  and  Opera- 
tions, Central  Supply  Section,  Washington,  DC  20250.     •Item  81-B 

A  13.36/4:87(5100) 

02649  Your  forestland,  enjoyment,  profit.  [1975.]  [12]  p.il.  oblong  16°     [Prepared 

in  cooperation  with  State  foresters.]     +     •Item  84 

A  13.2:F  76/81 

GENERAL  ACCOUNTING  OFFICE  Washington,  DC  20548 

Digests  of  unpublished  decisions  of  Comptroller  General  of  United 
States,  v.18. 

02650  1.  General  Government  matters,  appropriations  and  miscellaneous,  July-Dec.  1974.  [1975.] 

cover  title,  [3]  +  i  +  12  +  iv  p.  (Office  of  General  Counsel,  Index-Digest  Section.)  + 

GA  1.5/12:18/1 

Report  to  Congress;  by  Comptroller  General  of  United  States.  +  Paper, 
each  $1.00  (write:  GAO,  Box  1020,  DC  20013).  Free  to  Members  of 
Congress,  Congressional  committee  staff,  government  officials,  col- 
lege libraries,  faculty  and  students,  non-profit  organizations  (write: 
GAO,  441  G  St.  NW,  DC  20548). 

02651  FGMSD-76-24.   Action   being  taken   to   correct   weaknesses   in   system   of   paying   taxes 

on  acquired  residential  properties.  Department  of  Housing  and  Urban  Development. 
Nov.  26,  1975.  cover  title,  3  leaves  +41  p.  4°     ([B-171630.]) 

GA  1.13:FGMSD-76-24 

02652  FOD-75-15.  Examination  of  financial  statements,  Government  Printing  Office,  fiscal  year 

1974.  July  11,  1975.  cover  title,  [3]  +  ii+27  p.  4°     ([B-114829.]) 

GA  1.13:FOD-75-15 

02653  FPCD-75-173.   Classification   of   Federal   white-collar  jobs   should   be   better   controlled. 

Civil  Service  Commission,  Office  of  Management  and  Budget.  Dec.  4,  1975.  cover 
title,  [3]  +  iii+60  p.  4°  ([B-167266.])  [Errata,  1  p.,  also  issued.] 

GA  1.13:FPCD-75173 

02654  GGD-76-12.   Adjusted   taxes,   imcomplete    and   inaccurate    measure   for   revenue    sharing 

allocations.  Departments  of  Treasury  and  Commerce.  Oct.  28,  1975.  cover  title, 
[4]  +  ii  +  57  p.  4°     ([B-146285.]) 

GA  1.13:GGD-76-12 

02655  ID-76-2.   Disincentives   to   agricultural   production   in   developing   countries.    Department 

of  State  and  other  agencies.  Nov.  26,  1975.  cover  title,  [4]  +  iii  +  117  p.  4°     ([B-159652.]) 

GA  1.13:ID-76-2 

02656  ID-76-16.   U.S.   policy   for  East   Asia   Regional   Economic   Development   Program,   what 

should  it  be?  Department  of  State,  Agency  for  International  Development.  Oct. 
28,  1975.  cover  title,  [3]  +  ii  +  37  p.  4°     ([B-159451.]) 

GA  1.13:ID-76-16 

02657  LCD-75-204.   Airlift   operations   of   Military   Airlift  Command   during   1973   Middle   East 

war.  Apr.  16,  1975.  cover  title,  [5]  + hi +  71  p.il.  4° 

GA  1.13:LCD-75-204 

02658  MWD-75-34.  Follow  Through,  lessons  learned  from  its  evaluation  and  need  to  improve 

its  administration.  Office  of  Education,  Department  of  Health,  Education,  and  Wel- 
fare. Oct.  7,  1975.  cover  title,  [4]  +  iii  +  56  p.  4°     ([B-16403KD.]) 

GA  U3:MWD-75-34 

02659  MWD-75-98.   Effectiveness  of  grant   programs   aimed   at  developing  health   maintenance 

organizations  and  community  health  metworks.  Department  of  Health,   Education, 
and  Welfare,  Office  of  Economic  Opportunity.  Nov.  21,  1975.  cover  title,  (5]  +  iv  +  U0 
p.  4°     ([B-16403K4).]) 
H  GA  1.13:MWD-75-98 
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02660  MWD-76-42.   Federal  support  for  restaurant  sanitation  found  largely   ineffective,   Food 

and  Drug  Administration,  Department  of  Health,  Education,  and  Welfare.  Dec.  8, 
1975.  cover  title,  [4]  +  ii  +  36  p.  4°     ([B-164031(2).]) 

GA  1.13:MWD-76-42 

02661  OSP-76-9.    Federal   materials    research    and   development,    modernizing   institutions   and 

management.  Dec.  2,  1975.  cover  title,  [4]  +  vi+68  p.  4°     ([B-183336.]) 

GA  1.13:OSP-76-9 

02662  PSAD-76-37.  More  improvement  needed  in  equipment  management  practices  in  govern- 

ment laboratories,  General  Services  Administration,  Department  of  Defense,  and 
3  civil  agencies.  Dec.  3,  1975.  cover  title,  [4]  +  ii+32  p.  4°     ([B-160140.]) 

GA  1.13:PSAD-76-37 

02663  PSAD-76-48.  Should  Gama  Goat  be  improved  or  replaced?  Department  of  Defense.  Dec. 

9,  1975.  cover  title,  [3]  +  ii  +  15  p.  4°     ([B-133256.]) 

GA  1.13:PSAD-76-48 

02664  RED-76-35.  Factors  to  be  considered  in  setting  future  policy  for  use  of  inland  waterways. 

Nov.  20  ,  1975.  cover  title,  [4]  +  iii  +  56  p.il.  4°     ([B-167941.]) 

GA  1.13:RED-76-35 

02665  Staff  paper,  U.S.  transportation  system,  Federal  government's  role  and 

current  policy  issues.  Oct.  22,  1975.  cover  title,  [l]  +  v  +  80  p.  4° 
(RED-76-34.)  + 

GA  1.13:RED-76-34 

GENERAL  SERVICES  ADMINISTRATION  Washington,  DC  20405 

02666  GSA  report  for  '74.  [1975.]  cover  title,  [128]  p.il.     +     •Item  558 

GS  1.1:974 

GEOGRAPHIC  NAMES  BOARD,  Interior  Dept.  Washington,  DC 
20240 

Gazetteer. 

02667  Republic   of   China,    official   standard    names   approved   by    U.S.    Board   on   Geographic 

Names.  May  1974.  [2]  +  ix  +  789  p.il.  oblong  8°  [Prepared  by  Defense  Mapping  Agency 
Topographic  Center.]  +  Defense  Mapping  Agency  Topographic  Center,  6500  Brooks 
Lane,  DC  20315,  Attn:  Geographic  Names  Division,  50400.     •Item  617 

I  33.8:C  44 

GEOLOGICAL  SURVEY,  Interior  Dept.  Reston,  VA  22092 

Circular. 

02668  707.  Anomalous  concentrations  of  several  metals  in  iron-formation  of  Blue  Lead  Mountain 

area,  Pennington  County,  S.Dak.  [with  list  of  references  cited];  by  William  H. 
Raymond  ,  Robert  U.  King  and  James  J.  Norton.  1975.  iii  +  14  p.il.  4°  +  •Item 
620-A 

I  19.4/2:707 

02669  Ground-water  data  for  Michigan  1974  [with  list  of  selected  references]; 

by  G.  C.  Huffman  .  1975.  vii+89  p.il.  4°  (Water  Resources  Division.) 
[Prepared  in  cooperation  with  Michigan  Department  of  Natural 
Resources,  Geological  Survey  Division.]     +     #Item  621 

I  19.2:M  58/12/974 

Professional  paper. 

02670  486-H.   Geohydrology  of  Yuma  area,   Ariz,  and  Calif,   [with  list  of  references];  by  F. 

H.  Olmsted  ,  O.  J.  Loeltz  ,and  Burdge  Irelan.  1973.  vii+227  p.il.  4°     [Accompanied 
by  portfolio  of  17  plates.  Some  maps  are  colored.  Water  resources  of  lower  Colorado 
River-Salton  Sea  area.]     *  Paper,  $11.60.  (S/N  2401-02391).     •Item  624 
L.C.  card  73-600011  I  19.16:486-H 

02671  491-E.    Water   use    by    saltcedar   as    measured    by    water   budget    method    [with    list   of 

references];  by  T.  E.  A.  Van  Hylckama  .  1974.  iv  +  30  p.il.  4°     [Studies  of  evapotrans- 

piration.]     *  Paper,  $1.30  (S/N  2401-02563).     •Item  624 

L.C.  card  74-17416  I  19.16:491-E 

02672  729-D.   Geology   of   sedimentary   rocks   in    southern   Yellowstone    National   Park,   Wyo. 

[with  list  of  references  cited];  by  John  D.  Love  and  William  R.  Keefer  .  1975. 
x  +  60  p.il.  1  pi.  in  pocket  4°  [Prepared  in  cooperation  with  National  Park  Service, 
Geological  Survey  of  Wyoming,  and  Department  of  Geology  of  University  of  Wyom- 
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ing.  Geology  of  Yellowstone   National  Park.   Plate  in  pocket  is  colored.)     ■  Paper, 

$2.25  (S/N  024-OO1-O2737-2).     •Item  624 

L.C.  card  75-619073  I  I9.16:729-D 

02673  831-B.   General   geology    of   Harold    D.    Roberts   Tunnel,   Colo,   [with   list   of   references 

cited);  by  Charles  S.  Robinson   ,  Lawrence  A.  Warner  .and   Ernest  E.   Wahlstrom. 
1974.  iv  +  48  p.il.  1  pi.  in  pocket,  4°  [Review  of  geologically  complex  area  of  Front 
Range   transected   by   Roberts  Tunnel.   Engineering  geology   of   Harold   D.   Roberts 
Tunnel,  Colo]     •  Paper,  $2.25  (S/N  2401-02469).     •Item  624 
L.C.  card  73-600340  I  19.16:831-6 

02674  Water  resources  data  for  Washington,  1974:  pt.l,  Surface  water  records 

[with  list  of  selected  references].  [1975.]  xiii  +  367  p.il.  4°  [Prepared 
in  cooperation  with  State  of  Washington  and  with  other  agencies.] 
+       •Item  619-E 

I  19.53/2:W  27/974/pt.l 

02675  Water  resources  data  for  Montana,  1974:   pt.2,  Water  quality  records 

[with  list  of  selected  references].  [1975.]  v  +  194  +  [l]  p.il.  4°  [Prepared 
in  cooperation  with  State  of  Montana  and  with  other  agencies.]  + 
District  Chief,  Water  Resources  Division,  Geological  Survey,  421 
Federal  Building,  P.O.  Box  1696,  Helena,  MT  59601.     •Item  619-E 

I  19.53/2:M  76/974/pt.2 

Water-supply  paper. 

02676  1532-H.    Sediment   transport   by    streams    draining    into    Delaware   estuary    [with    list   of 

references);   by   Lawrence   J.    Mansue   and   Allen   B.   Commings   .   1974.   iii  +  18   p.il. 
[Prepared  in  cooperation  with  Army,  Corps  of  Engineers,  city  of  Philadelphia,  and 
other  Federal,  State,  and  local  agencies.  Hydrologic  effects  of  land  use.)     •  Paper, 
40c.  (S/N  2401-02548).     •Item  625 
L.C.  card  74-600039  I  19.13 :1532-H 

02677  WATSTORE.    [1975.]    15    p.il.    4°   folded   into   narrow   8°   size.    (USGS 

INF-74-23.)     +     •Item  621 

I  19.2:W  29/29 

GOVERNMENT  PRINTING  OFFICE  Washington,  DC  20402 

02678  Seals  and  other  devices  in  use  at  Government  Printing  Office.  [1975.] 

iv  +  76  p.il.  4°  [Issued  with  perforations.]  *  Paper,  $1.40  (S/N  2100- 
00073).     •Item  548 

GP  1.2:Se  1/975 

HEALTH,  EDUCATION,  AND  WELFARE  DEPARTMENT 
Washington,  DC  20201 

Technical  handbook  for  facilities  engineering  and  construction  manual. 

02679  pt.2.  Federally  assisted  activities,  information  for  construction  contractors.  [May  1972.) 

cover  title  ,  [2]  +  7  +  [2]  leaves,  4°  (Department  technical  handbook  series;  Depart- 
ment staff  manual  system;  Facilities  Engineering  Construction.)  [Issued  with  perfora- 
tions.) + 

HE  1.108/2:pt.2 

02680  pt.2.  Federally  assisted  activities,  2.2,  information  for  applicants  on  Federal  wage  rate 

and    labor   standards    requirements.    [Jan.    1973.)    cover   title,    [2)  +  10  +  [3)  +  8   p.   4° 
(Department  technical  handbook  series;  Department  staff  manual  system;  Facilities 
Engineering  Construction.)  [Issued  with  perforations.)  + 

HE  1.108/2:pt.2/series  2.2 

02681  pt.3.  Facilities  engineering  and  management,  4.01,  real  property  inventory  system,  pt.3, 

planning,  budgeting,  real  property  acquisition,  management,  and  disposal.  [Nov.  1971.) 
cover  title,  [251]  p.  4°  (Department  technical  handbook  series;  Department  staff 
manual  system;  Facilities  Engineering  Construction.)  [Issued  with  perforations.)  + 

HE  1.108/2:pt.3/series  4.01/pt.3 

02682  pt.4.    Facilities    design    and    construction,    4.00,    architectural,    sec.    4.02,    environmental 

hazards  protection.  [Feb.  1972.]  cover  title,  [3]  +  12  p.il.  4°  (Department  technical 
handbook  series;  Department  staff  manual  system;  Facilities  Engineering  Construc- 
tion. [Includes  list  of  publications.  Issued  with  perforations.]  + 

HE  1.108/2:pt.4/series  4.00/sec.4.02 
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02683  pt.4.  Facilities  design  and  construction,  4.00,  architectural,  sec.4.03,  laboratory  furniture 

design,  layout,  and  contract  drawing  requirements.  [Jan.  1972]  cover  title,  [46]  p.il. 
oblong  8°  (Department  technical  handbook  series;  Department  staff  manual  system; 
Facilities  Engineering  Construction.)  [Issued  with  perforations.]  + 

HE  1.108/2:pt.4/series  4.00/sec.4.03 

02684  pt.4.   Facilities  design  and  construction,   4.00,  architectural,   sec.4.12,   design  of  barrier- 

free  facilities.  [1972.]  cover  title,  iv  p.  +[4]  leaves  +  18  p.il.  4°  (Department  technical 
handbook  series;  Department  staff  manual  system;  Facilities  Engineering  Construc- 
tion.) [Issued  with  perforations.]  + 

HE  1.108/2:pt.4/series  4.00/sec.4.12 

02685  pt.4.   Facilities  design  and  construction,   5.00,  cost  estimating,   sec.  1-A/E,   design  fees, 

sec.2,  construction  activities  fees,  sec. 3,  construction  project  cost  estimates.  [Apr. 
1972.]  cover  title,  [l]  +  iv  +  [l]  +  31  leaves,  4°  (Department  technical  handbook  series; 
Department  staff  manual  system;  Facilities  Engineering  Construction.)  [Issued  with 
perforations.]  + 

HE  1.108/2:pt.4/series  5.00/sec.l-3 

02686  pt.4.  Facilities  design  and  construction,  6.00,  architect/engineer  selection  process.  [Aug. 

1974.]  cover  title,  ii  leaves  +  8+[21]  p.  4°  (Department  technical  handbook  series; 
Department  staff  manual  system;  Facilities  Engineering  Construction.)  [Issued  with 
perforations.]  + 

HE  1.108/2:pt.4/series  6.00 

02687  pt.5.  Facilities  operations  and  maintenance,  2.02,  Plant  management  systems,  pt.3,  facili- 

ties cost  accounting  management  information  system.  [Nov.  1971.]  cover  title,  [251] 
p.il.  4°  (Department  technical  handbook  series;  Department  staff  manual  system; 
Facilities  Engineering  Construction.)  + 

HE  1.108/2:pt.5/series  2.02/pt.3 

02688  pt.5.  Facilities  operations  and  maintenance,  3.01,  buildings  and  structures,  pt.15,  mechani- 

cal, chap. 8,  compressed  air.  [July  1971.]  cover  title,  ii  leaves  +14  p.il.  4°  (Department 
technical  handbook  series;  Department  staff  manual  system;  Facilities  Engineering 
Construction.)  + 

HE  1.108/2:pt.5/series  3.01/pt.l5/chap.8 

02689  pt.5.  Facilities  operations  and  maintenance,  3.01  buildings  and  structures,  pt.15  mechanical, 

chap.ll,  heat  pump  [1971.]  cover  title,  [3]  +  i+18  p.il.  4°  (Department  technical  hand- 
book series;  Department  staff  manual  system;  Facilities  Engineering  Construction.) 
[Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.01/pt.l5/chap.U 

02690  pt.5.  Facilities  operations  and  maintenance,  3.01,  buildings  and  structures,  pt.15,  mechani- 

cal, space  heating.  [Oct.  1971.]  cover  title,  [l]  +  ii  leaves  +135  p.il.  4°  (Department 
technical  handbook  series;  Department  staff  manual  system;  Facilities  Engineering 
Construction.)  + 

HE  1.108/2:pt.5/series  3.01/pt.l5/chap.l-5 

02691  pt.5.  Facilities  operations  and  maintenance,  3.01,  buildings  and  structures,  pt.15,  mechani- 

cal, chap.7,  air  conditioning  systems.  [July  1972.]  cover  title,  [l]  +  iii+107  p.il.  4° 
(Department  technical  handbook  series;  Department  staff  manual  system;  Facilities 
Engineering  Construction.)  [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.01/pt.l5/chap.7 

02692  pt.5.  Facilities  operations  and  maintenance,  3.01,  buildings  and  structures,  pt.18,  roofing. 

[July  1971.]  cover  title,  iii-viii  leaves  +77+A-35  p.il.  4°  (Department  technical  hand- 
book series;  Department  staff  manual  system;  Facilities  Engineering  Construction.) 
[Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.01/pt.l8 

02693  pt.5.   Facilities  operations  and   maintenance,   3.01  buildings  and   structures,   pt.9,  paints 

and  protective  coatings.  [Oct.  1971.]  cover  title,  xv+224  p.il.  4°  (Department  technical 
handbook  series;  Department  staff  manual  system;  Facilities  Engineering  Construc- 
tion.) [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.01/pt.9 

02694  pt.5.   Facilities  operations  and  maintenance,  3.01,  buildings  and  structures,   pt.9,  paints 

and  protective  coatings,  Supp.l,  lead-based  paint.  [1972.]  [2]  leaves,  4°  (Department 
technical  handbook  series;  Department  staff  manual  system;  Facilities  Engineering 
Construction.)  + 

HE  1.108/2:pt.5/series  3.01/pt.9/supp.l 

02695  pt.5.  Facilities  operations  and  maintenance,  3.02,  grounds  and  pavement,  pt.l,  grounds 

maintenance    [with    bibliography].    [Jan.    1971.]    cover    title,    [4]  +  ii+80    p.il.    4° 
(Department  technical  handbook  series;  Department  staff  manual  system;  Facilities 
Engineering  Construction.)  [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.02/pt.l 

02696  pt.5.  Facilities  operations  and  maintenance,  3.02,  grounds  and  pavement,  pt.2,  landscap- 

ing, chap.l,  planting  design.  [Jan.  1971.J  cover  title,  [3] +  18  p.il.  4°  (Department  techni- 
cal handbook  series;  Department  staff  manual  system;  Facilities  Engineering  Con- 
struction.) [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.02/pt.2/chap.l 

02697  pt.5.  Facilities  operations  and  maintenance,  3.02,  grounds  and  pavement,  pt.2,  landscap- 

ing,  chap.2   A,   establishing   turf   [with  list  of  references].   [June   1971.]   cover  title, 
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[l]  +  ii  +  34  p.il.  4°  (Department  technical  handbook  series;  Department  staff  manual 
system;  Facilities  Engineering  Construction.)  [Issued  with  perforations]  + 

HE  I.l08/2:pt.5/series  3.02/pt.2/chap.2  A 

02698  pt.5.  Facilities  operations  and  maintenance,  3.02,  grounds  and  pavement,  pt.2,  landscap- 

ing, chap. 2  B,  turf  maintenance.  [Aug.  1971  ]  cover  title,  [3]  +  25  p.  4°  (Department 
technical  handbook  series;  Department  staff  manual  system;  Facilities  Engineering 
Construction.)  [Issued  with  perforations.]  + 

HE  l.l08/2:pt.5/series  3.02/pt.2/chap.2  B 

02699  pt.5.   [Facilities  operations   and   maintenance],   3.02,  grounds   and   pavements,   pt.5,   play 

areas  and  equipment  [with  bibliography].  [Apr.  1971.]  cover  title,  [3]+ 32  p.il.  4° 
(Department  technical  handbook  series;  Department  staff  manual  system;  Facilities 
Engineering  Construction.)  [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.02/pt.5 

02700  pt.5.  Facilities  operations  and  maintenance,  3.03,  utilities,  pt.l,  water  plants  and  systems. 

[Feb.  1,  1972.]  cover  title,  [l]  +  vi+252  p.il.  4°  (Department  technical  handbook  series; 
Department  staff  manual  system.  Facilities  Engineering  Construction.)  [Issued  with 
perforations.]  + 

HE  1.108/2:pt.5/series  3.03/pt.l 

02701  pt.5.  Facilities  operations  and  maintenance,  3.03,  utilities,  pt.2,  sewage  treatment  plants. 

[July  1972.]  cover  title,  [l]  +  v  leaves  +191  p.il.  4°  (Department  technical  handbook 
series;  Department  staff  manual  system;  Facilities  Engineering  Construction.)  [Issued 
with  perforations.]  + 

HE  1.108/2:pt.5/series  3.03/pt.2 

02702  pt.5.   Facilities   operations   and   maintenance,   3.03,   utilities,   pt.3,   electrical   maintenance 

and  operation  of  electrical  paints  and  systems  [Aug.  1971.]  cover  title,  [7]  leaves 
+  200  p.il.  4°  (Department  technical  handbook  series;  Department  staff  manual 
system;  Facilities  Engineering  Construction.)  [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.03/pt.3 

02703  pt.5.    Facilities   operations   and   maintenance,   3.03,   utilities,   pt.4,   fuels.   [Dec.   14,   1970.] 

cover  title,  iii  leaves  +63  p.  +[2]  leaves,  il.  4°  (Department  technical  handbook 
series;  Department  staff  manual  system;  Facilities  Engineering  Construction.)  [Issued 
with  perforations.]  + 

HE  1.108/2:pt.5/series  3.03/pt.4 

02704  pt.5.  Facilities  operations  and  maintenance,  3.04,  pollution  abatement,  pt.l,  air  pollution, 

chap. 9,  air  pollution  projects  at  DHEW-owned  sites.  [Mar.  1972.]  cover  title,  v 
leaves  +  105  p.  4°  (Department  technical  handbook  series;  Department  staff  manual 
system;  Facilities  Engineering  Construction.)  [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.04/pt.l/chap.9 

02705  pt.5.  Facilities  operations  and  maintenance,  3.04,  pollution  abatement,  pt.2,  noise  pollu- 

tion, chap. 1-13  [with  selected  list  of  reference  sources].  [Mar.  1972.]  cover  title  v  +  66 
p.il.  4°  (Department  technical  handbook  series;  Department  staff  manual  system, 
Facilities  Engineering  Construction.)  [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.04/pt.2/chap.l-13 

02706  pt.5.  [Facilities  operations  and  maintenance],  3.05,  corrosion  and  deposition  control,  pt.l, 

boilers  and  other  pressure  vessels.  [Nov.  2,  1970.]  cover  title,  iii  +  48+A5  p.il.  4° 
(Department  technical  handbook  series;  Department  staff  manual  system;  Facilities 
Engineering  Construction.)  [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.05/pt.l 

02707  pt.5.  Facilities  operations  and  maintenance,  3.05,  corrosion  and  deposition  control,  pt.2, 

industrial  water  treatment  [with  list  of  references].  [Feb.  15,  1971.]  cover  title, 
[l]  +  v  +  74  p.il.  4°  (Department  technical  handbook  series;  Department  staff  manual 
system;  Facilities  Engineering  Construction.)  [Issued  with  perforations.]  + 

HE  l.l08/2:pt.5/series  3.05/pt.2 

02708  pt.5.  Facilities  operations  and  maintenance,  3.05,  corrosion  and  deposition  control,  pt.3, 

distribution  (piping)  above  and  below  ground.  [Mar.  1971]  cover  title,  [l]  +  i  +  16  p.il. 
4°  (Department  technical  handbook  series;  Department  staff  manual  system;  Facili- 
ties Engineering  Construction.)  [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.05/pt.3 

02709  pt.5.  Facilities  operations  and  maintenance,  3.05,  corrosion  and  deposition  control,  pt.4, 

corrosion    and    scale    control.    [Mar.    1971.]    cover    title,    [l]  +  ii  +  27    leaves,    il.    4° 
(Department  technical  handbook  series,  Department  staff  manual  system;  Facilities 
Engineering  Construction.)  [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.05/pt.4 

02710  pt.5.  Facilities  operations  and  maintenance,  3.05,  corrosion  and  deposition  control,  pt.5, 

cathodic  protection.  [Oct.  1971.]  cover  title,  [l]  +  iii  +  72  p.il.  4°  (Department  technical 
handbook  series;  Department  staff  manual  system;  Facilities  Engineering  Construc- 
tion.) [Issued  with  perforations.]  + 

HE  1.108/2:pt.5/series  3.05/pt.5 

02711  This  is  HEW.  [1975.]  cover  title,  32  p.il.  4°     ([DHEW  publication  (OS) 

75-126.])  [Text  on  p.  2  of  cover.]  +      •Item  445 

HE  1.2:H  34/13/975 
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HEALTH  RESOURCES  DEVELOPMENT  BUREAU,  Health, 
Education,  and  Welfare  Dept.  Bethesda,  MD  20014 

Monographs  and  data  for  health  resources  planning  series. 

02712  Documents  related  to  health  manpower  planning,  bibliography,  preliminary  report.  Jan. 

1974.    [l]  +  xiii  +  235    p.   4°     (DHEW    publication    (HRA)   75-14,012;    Division    of   Com- 
prehensive Health  Planning.)     +     •Item  509-A-3 

HE  20.6I10:M  31/prelim. 

HOUSING  AND  URBAN  DEVELOPMENT  DEPARTMENT 
Washington,  DC  20410 

02713  Bridge  over  troubled  waters,  National  flood  insurance  program.  [Feb. 

1975.]  [6]  p.il.  narrow  8°     ([HUD-FIA-79;  Federal  Insurance  Adminis- 
tration.])    #     •Item  582 

HH  1.2:W  31 

02714  Dealer  and  contractor  guide  to  property  improvement  loans.  [Apr.  1975.] 

[10]  p.il.  narrow  8°     ([HUD-30-F(3)].)  [Previous  edition  obsolete.] 
*  Paper,  25c.  (S/N  023-000-00296-5).     •Item  582-E 

HH  1.6/3 :D  34/975 

02715  Fair  housing,  U.S.A.  [Sept.  1975.]  [9]  p.il.  narrow  8°     ([HUD-63-EO(7).]) 

[Previous  edition  obsolete.]  +      •Item  582 

HH  1.2-.H  81/37/975 

02716  Hispanic  Americans  in  United  States,   selective  bibliography,  1963-74. 

1974.  iii+28  p.  4°     ([HUD  337-1-A.])  [Compiled  by  Library.]     *  Paper, 
65c.  (S/N  2300-00271).     •Item  581-D 

HH  1.23  :H  62/963-74 

INTERIM  COMPLIANCE  PANEL  Washington,  DC  20006 

02717  Annual  report  to   Congress   for  calendar  year  1970.   Mar.   1971.   cover 

title,  [77]  leaves,  il.  4°  + 

Y  3.C  73/4:1/970 

02718  Annual  report  to  Congress  for  calendar  year  1971.   [1972.]  cover  title, 

[2]  +  ii+llleaves,  il.  4°  + 

Y  3.C  73/4:1/971 

02719  Annual  report  to  Congress  for  calendar  year  1972.   Mar.   1973.  cover 

title,  [l]  +  ii+24  leaves,  4°  + 

Y  3.C  73/4:1/972 

02720  Annual   report   to   Congress   for   calendar  year   1973.   [1974.]    [l]  +  ii+23 

leaves,  4°  + 

Y  3.C  73/4:1/973 

02721  Annual   report  to   Congress   for  calendar   year  1974.    [1975.]    [l]  +  ii+28 

leaves,  4°  + 

Y  3.C  73/4:1/974 

INTERIOR  DEPARTMENT  Washington,  DC  20240 

Note.— Requests  to  the  Interior  Department  for  publications  should  give  the  full  title  and  the 
date  of  the  publication.  Do  not  include  Monthly  Catalog  entry  numbers  or  Superintendent  of 
Documents  classification  numbers,  which  should  be  used  only  when  ordering  from  the  Superinten- 
dent of  Documents 

02722  Catalog  of  research   projects.   Feb.   1974.   [63]   p.il.  4°     (Research   and 

development   report;   Office   of   Saline   Water.)   [Prepared   by   OSW 
research    contractors    and    grantees.    Projects    supported    by    OSW 
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Research  Directorate.  Smithsonian  Science  Information  Exchange 
(SSIE)  edited  research  reports  and  prepared  indexes.]  *  Paper,  $1.00 
(S/N  2400-00797).     •Item  604-A-3 

I  1.88/2:974 

02723  Help  for  troubled  employee,  supervisor's  guide,  troubled  employee  pro- 

gram. [1975.]  cover  title,  [3] +  57  p.  4°  ([Office  of  Organization  and 
Personnel  Management,  Division  of  Medical  and  Health  Services.]) 
+     •Item  603-B 

I  1.77/2:Em  7/2 

INTERNAL  REVENUE  SERVICE,  Treasury  Dept.  Washington,  DC 
20224 

02724  Adjustments  to  income  for  sick  pay,  1976  edition  for  use  in  preparing 

1975  returns.  [Revised  Oct.  1975.]  [1975.]  12  p.  4°  (Publication  522.) 
*  Paper,  35c.  (S/N  048-004-00819-0).     •Item  964-B 

T  22.44/2:522/7 

02725  Amortization  of  pollution  control  facilities,  1975  edition.  [Revised  Jan. 

1975.]  [1975.]  8  p.  4°  (Publication  577.)  [Last  3  pages  left  blank  for 
notes.]     *  Paper,  40c.  (S/N  4804-00776).     •Item  964-B 

T  22.44/2:577/4 

02726  Audit  of  returns,  appeal  rights,  and  claims  for  refund.  [Revised  Oct. 

1975.]  [1975.]  8  p.  4°  (Publication  556.)  *  Paper,  30c.  (S/N  048-004- 
00872-6).     •Item  964-B 

T  22.44/2:556/8 

Bulletin  index-digest  system,  service  (series). 

02727  3.   Employment  tax   1953-72.   supp.3,   Jan.   1973-June  1974.   [1974]   [23]  p.  4°     (Publication 

643.)  [Supersedes  supp.2.)     *  Paper,  $3.75  (basic  and  supplementary  material  for  in- 
definite period)  add  95c.  for  foreign  mailing.     •Item  960 

T  22.25/7:953-72/supp.3 

02728  4.  Excise  taxes,  1953-74,  supp.l,  Jan.-June  1975.  [1975.]  [11]  p.  4°     (Publication  644.) 

*  Paper,   $4.25   (basic   and   supplementary   material   for  indefinite   period);  add  $1.10 
for  foreign  mailing.     •Item  960 

T  22.25/8:953-74/supp.l 

02729  Careers     in    taxation,     IRS.     [Rev.     Mar.     1975.]     [1975.]     [2]  +  13     p.il. 

([Publication  491.])     +     •Item  956 

T  22.2:C  18/5/975 

02730  Child  care  and  disabled  dependent  care,  1976  edition  for  use  in  preparing 

1975  returns.  [Revised  Oct.  1975.]  [1975.]  8  p.  4°  (Publication  503.) 
[Last  2  pages  left  blank  for  notes.]  *  Paper,  30c.  (S/N  048-004-00816- 
5).      •Item  964-B 

T  22.44/2:503/7 

02731  Community  property  and  Federal  income  tax,  1975  edition  for  use  in 

preparing  1974  returns.  [Revised  Oct.  1974.]  [1974.]  8  p.  4°  (Publication 
555.)  [Last  2  pages  left  blank  for  notes.]  *  Paper,  30c.  (S/N  4804- 
00767).     •Item  964-B 

T  22.44/2:555/7 

02732  Community  property  and  Federal  income  tax,  1976  edition  for  use  in 

preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  8  p.  4°  (Publication 
555.)  [Last  2  pages  left  blank  for  notes.]  *  Paper  30c.  (S/N  048- 
004-00871-8).     •Item  964-B 

T  22.44/2:555/8 
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02733  Condemnations   of   private   property   for   public   use,   1976   edition   for 

use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  16  p.  4° 
(Publication  549.)  *  Paper,  35c.  (S/N  048-004-00869-6).  #Item  964- 
B 

T  22.44/2:549/8 

02734  Credit  sales  by  dealers  in  personal  property,  1976  edition  for  use  in 

preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  8  p.  4°  (Publication 
512.)     *  Paper,  30c.  (S/N  048-004-00841-6).     •Item  964-B 

T  22.44/2:512/8 

02735  Deduction  for  medical  and  dental  expenses,   1976  edition  for  use   in 

preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  8  p.  4°  (Publication 
502.)  [Last  2  pages  left  blank  for  notes.]  *  Paper,  30c.  (S/N  048- 
004-00815-7).     •Item  963-B 

T  22.44/2:502/8 

02736  Employment  opportunities  in  IRS  for  Spanish-speaking  Americans.  [July 

1975.]  [l]  +  8+[l]  p.  oblong  24°  ([Pub.  862.])  [English  and  Spanish.] 
+     #Item  956 

T  22.2:Em  7 

02737  Federal  use   tax   on   civil  aircraft.   Revised  May  1974.   [1974.]   8  p.  4° 

(Publication  582.)  [Last  page  left  blank  for  notes.]  *  Paper,  25c.  (S/N 
4804-00701).     •Item  964-B 

T  22.44/2:582/3 

02738  Federal   use   tax   on   civil   aircraft,   1975   edition.    [Revised   Apr.   1975.] 

[1975.]  4  p.  4°  (Publication  582.)  *  Paper,  25c.  (S/N  048-004-00807- 
6).     •Item  964-B 

T  22.44/2:582/2 

02739  Filing  and  dependency  information  for  students  and  parents,  1976  edition 

for  use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  8  p. 
4°  (Publication  532.)  [Last  2  pages  left  blank  for  notes.]  *  Paper, 
30c.  (S/N  048-004-00825-4).     •Item  964-B 

T  22.44/2:532/8 

02740  Foreign  scholars  and  educational  and  cultural  exchange  visitors,  1976 

edition  for  use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.] 
24  p.  4°    (Publication  518.)     *  Paper,  45c.  (S/N  048-004-00847-5). 
•Item  964-B 

T  22.44/2:518/8 

02741  Foreign  tax  credit  for  U.S.  citizens  and  resident  aliens,  1976  edition 

for  use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  16  p. 
4°  (Publication  514.)  *  Paper,  35c.  (S/N  048-004-00843-2).  •Item 
964-B 

T  22.44/2:514/7 

02742  Guide  to  preparing  form  1040,  1976  edition  for  use  in  preparing  1975 

returns.  [Revised  Oct.  1975.]  [1975.]  24  p.  4°  (Publication  528.)  * 
Paper,  45c.  (S/N  048-004-00852-1).     •Item  964-B 

T  22.44/2:528/8 

02743  How  to  apply  for  recognition  of  exemption  for  an  organization,  1976 

edition.  [Revised  Oct.  1975.]  [1975.]  20  p.  4°  (Publication  557.)  * 
Paper,  40c.  (S/N  048-004-00874-2).     •Item  964-B 

T  22.44/2:557/5 
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02744  Income  tax  deduction  for  contributions,  1976  edition  for  use  in  preparing 

1975   returns.   [Revised  Oct.  1975.]   [1975.]  8  p.  4°    (Publication  526.) 

*  Paper,  30c.  (S/N  048-004-00822-0).     •Item  964-B 

T  22.44/2:526/8 

02745  Income    tax   deduction   for   interest   expense,   1976   edition   for   use   in 

preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  8  p.  4°  (Publication 
545.)     *  Paper,  25c.  (S/N  048-004-00826-2).     ©Item  964-B 

T  22.44/2:545/9 

02746  Income  tax  deduction  for  taxes,  1976  edition  for  use  in  preparing  1975 

returns.  [Revised  Oct.  1975.]  [1975.]  8  p.  4°     (Publication  546.)     * 
Paper,  30c.  (S/N  048-004-00866-1).     #Item  964-B 

T  22.44/2:546/8 

02747  Income  tax  deductions  for  alimony  payments,  1976  edition  for  use  in 

preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  4  p.  3°  (Publication 
504.)  [Last  page  left  blank  for  notes.]  *  Paper,  25c.  (S/N  048-004- 
00835-1). 

T  22.44/2:504/8 

02748  Information  on  excise  taxes  for  1976,  1976  edition.  [Revised  Oct.  1975.] 

[1975.]  12  p.  4°     (Publication  510.)  [Last  2  pages  left  blank  for  notes.] 

*  Paper,  35c.  (S/N  048-004-00840-8).     •Item  964-B 

T  22.44/2:510/8 

02749  Information  on  self-employment  tax,  1976  edition  for  use  in  preparing 

1975   returns.   [Revised  Oct.  1975.]  [1975.]  8  p.  4°     (Publication  533.) 

*  Paper,  30c.  (S/N  048-004-00854-8).     •Item  964-B 

T  22.44/2:533/8 

02750  Losses  from  operating  business,  1976  edition  for  use  in  preparing  1975 

returns.  [Revised  Oct.  1975.]  [1975.]  8  p.  4°  (Publication  536.)  [Last 
3  pages  left  blank  for  notes.]  *  Paper,  30c.  (S/N  048-004-00857-2). 
•Item  964-B 

T  22.44/2:536/8 

02751  Other  miscellaneous  deductions,  1975  edition  for  use  in  preparing  1974 

returns.  [Revised  Oct.  1974.]  [1974.]  8  p.  4°  (Publication  529.)  [Last 
2  pages  left  blank  for  notes.]  *  Paper,  30c.  (S/N  4804-00717).  •Item 
964-B 

T  22.44/2:529/7 

02752  Questions   and   answers   regarding   original   issue   discount   on   savings 

deposit  arrangements,  1976  edition  for  use  in  preparing  1975  returns. 
[Revised  Oct.  1975.]  [1975.]  4  p.  4°  (Publication  581.)  *  Paper,  25c. 
(S/N  048-004-00886-6).     •Item  964-B 

T  22.44/2:581/4 

02753  Recordkeeping   for   small   business,   1976  edition.    [Revised   Oct.   1975.] 

[1975.]  14  p.  4°     (Publication  583.)  [Last  2  pages  left  blank  for  notes.] 

*  Paper,  35c.  (S/N  048-004-00887-4). 

T  22.44/2:583/3 

02754  Recordkeeping  requirements  and  guide  to  tax  publications.  1976  edition. 

[Revised  Oct.  1975.]  [1975.]  4  p.  4°  (Publication  552.)  *  Paper  25c. 
(S/N  048-004-00827-1).     •Item  964-B 

T  22.44/2:552/8 

02755  Rental  income  and  royalty  income,  1976  edition  for  use  in  preparing 

1975  returns.   [Revised  Oct.  1975.]  [1975.]  8  p.  4°     (Publication  527.) 
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[Last  page  left  blank  for  notes.]  *  Paper,  30c.  (S/N  048-004-00851- 
3).      •Item  964-B 

T  22.44/2:527/8 

02756  Reporting   your  tips   for  Federal   Tax   purposes,   1976  edition   for  use 

in    preparing    1975    returns.    [Revised    Oct.    1975.]    [1975.]    4    p.    4° 
(Publication  531.)     *  Paper,  25c.  (S/N  048-004-00853-0).     •Item  964- 
B 

T  22.44/2:531/8 

02757  Retirement  income  credit,  1976  edition  for  use  in  preparing  1975  returns. 

[Revised  Oct.  1975.]  [1975.]  8  p.  4°  (Publication  524.)  *  Paper,  30c. 
(S/N  048-004-00821-1).     •Item  964-B 

T  22.44/2:524/8 

02758  Revision   de   las   declaraciones   de   impuesto,   derecho   de   apelacion   y 

reclamaciones  de  devolucion  (audit  of  returns,  appeal  rights,  and 
claims  for  refund).  [Revised  Oct.  1975.]  [1975.]  8  p.il.  4°  (Publication 
556  S.)  [Last  page  left  blank  for  notes.]  *  Paper,  30c.  (S/N  048- 
004-00873-4). 

T  22.44/2:556/8/Spanish 

02759  Sale  or  other  disposition  of  business  or  business  interest,  1976  edition 

for  use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  4  p. 
4°  (Publication  543.)  *  Paper,  25c.  (S/N  048-004-00864-5).  •Item 
964-B 

T  22.44/2:543/8 

02760  Secretarial   and    clerical   training   guide.    Jan.    1975.    cover   title,    19   p. 

(Document  6313.)     +     ©Item  956-A 

T  22.19/2:Se  2 

02761  Social  security  for  clergymen  and  religious  workers,  1975  edition  for 

use  in  preparing  1974  returns.  [Revised  Oct.  1974.]  [1974.]  8  p.  4° 
(Publication  517.)  [Last  3  pages  left  blank  for  notes.]  *  Paper,  30c. 
(S/N  4804-00741).     •Item  964-B 

T  22.44/2:517/7 

02762  Social  security  for  members  of  clergy  and  religious  workers,  1976  edition 

for  use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  8  p. 
4°  (Publication  517.)  [Last  3  pages  left  blank  for  notes.]  *  Paper, 
30c.  (S/N  048-004-00846-7).     •Item  964-B 

T  22.44/2:517/8 

02763  [This  entry  number  not  used.] 

02764  Tax  benefit  for  low-income  individuals,  1976  edition  for  use  in  preparing 

1975  returns.  [1975.]  2  p.  4°  (Publication  596.)  *  Paper,  25c.  (S/N 
048-004-01287-1).     •Item  964-B 

T  22.44/2:596 

02765  Tax  benefits  for  older  Americans,  1976  edition  for  use   in   preparing 

1975  returns.  [Revised  Oct.  1975.]  [1975.]  32  p.  4°     (Publication  554.) 

*  Paper,  60c.  (S/N  048-004-00829-7). 

P  T  22.44/2:554/8 

02766  Tax  calendar  and  check  list  for  1976,  1976  edition.  [Revised  Oct.  1975.] 

[1975.]  12  p.  4°     (Publication  509.)  [Last  page  left  blank  for  notes.] 

*  Paper,  35c.  (S/N  048-004-00839-4).     •Item  964-B 

T  22.44/2:509/9 
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02767  Tax  credit  for  new  home  buyer.  [July  1975.)  4  p.  4°     (Publication  591.) 

*  Paper,  25c.  (S/N  048-004-00808-4).      •Item  964-B 

T  22.44/2:591 

02768  Tax  guide  for  U.S.  citizens  employed  in  U.S.  possessions,  1976  edition 

for  use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  12  p. 
4°  (Publication  570.)  [Last  page  left  blank  for  notes.]  *  Paper,  25c. 
(S/N  048-004-00880-7).     •Item  964-B 

T  22.44/2:570/8 

02769  Tax  information  for  American  scholars  in  U.S.  and  abroad,  1976  edition 

for  use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  8  p. 
4°  (Publication  520.)  *  Paper,  30c.  (S/N  048-004-00849-1).  ©Item 
964-B 

T  22.44/2:520/8 

02770  Tax   information  for  homeowners,   1976  edition,   for  use   in   preparing 

1975  returns.   [Revised  Oct.  1975.]   [1975.]  8  p.  4°     (Publication  530.) 

*  Paper,  30c.  (S/N  048-004-00824-6).     •Item  964-B 

T  22.44/2:530/7 

02771  Tax  information  for  manufacturers  of  firearms,  shells,  and  cartridges. 

1976  edition,  [Revised  Oct.  1975.]  [1975.]  2  p.  4°    ([Publication  580.]) 

*  Paper,  25c.  (S/N  048-004-00885-8).     •Item  964-B 

T  22.44/2:580/3 

02772  Tax    information    for    private    foundations    and    foundation    managers. 

[Revised  Sept.  1975.]  [1975.]  56  p.  4°  (Publication  578.)  [Last  3  pages 
left  blank  for  notes.]  *  Paper  80c.  (S/N  048-004-00883-1).  •Item 
964-B 

T  22.44/2:578 

02773  Tax   information   for   sponsors   of   contests   and   sporting   events.   1976 

edition,  [Revised  Oct.  1975.]  [1975.]  2  p.  4°     (Publication  558.)     * 
Paper,  25c.  (S/N  048-004-00875-1).     •Item  964-B 

T  22.44/2:558/8 

02774  Tax    information    for    U.S.    Government    civilian   employees    stationed 

abroad,  1976  edition  for  use  in  preparing  1975  returns.  [Revised  Oct. 
1975.]  [1975.]  4  p.  4°  (Publication  516.)  *  Paper,  25c.  •Item  964- 
B 

T  22.44/2:516/8 

02775  Tax    information    for    U.S.    Government   civilian    employees    stationed 

abroad,  1976  edition  for  use  in  preparing  1975  returns.  [Revised  Oct. 
1975.]  [1975.]  4  p.  4°  (Publication  516.)  *  Paper,  25c.  •Item  964- 
B 

T  22.44/2:516/8 

02776  Tax  information  for  visitors  to  United  States,   1976  edition.   [Revised 

Oct.  1975.]  [1975.]  [l]  +  7  p.  narrow  8°  (Publication  513.)  *  Paper,  25c. 
(S/N  048-004-00842-4).     •Item  964-B 

T  22.44/2:513/8 

02777  Tax  information  on  business  expenses,  1976  edition.  [Revised  Oct.  1975.] 

[1975.]  24  p.  4°  (Publication  535.)  *  Paper,  45c.  (S/N  048-004-00856- 
4).     •Item  964-B 

T  22.44/2:535/9 

02778  Tax   information   on   condominiums   and   cooperative   apartments,   1975 

edition   for   use    in   preparing   1974   returns.    [Jan.    1975.]   20   p.   4° 
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(Publication  588.)  [Last  3  pages  left  blank  for  notes.]  *  Paper,  40c. 
•Item  964-B 

T  22.44/2:588 

02779  Tax  information  on  deduction  for  bad  debts,  1976  edition  for  use  in 

preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  7  p.  4°  (Publication 
548.)  [Last  page  left  blank  for  notes.]  *  Paper,  30c.  (S/N  048-004- 
00868-8).     •Item  964-B 

T  22.44/2:548/8 

02780  Tax  information  on  depreciation,  1976  edition  for  use  in  preparing  1975 

returns.  [Revised  Oct.  1975.]  [1975.]  40  p.  4°  (Publication  534.)  * 
Paper,  75c.  (S/N  048-004-00855-6).     •Item  964-B 

T  22.44/2:534/8 

02781  Tax  information  on  educational  expenses,  1976  edition  for  use  in  prepar- 

ing 1975  returns.  [Revised  Oct.  1975.]  [1975.]  4  p.  4°  (Publication 
508.)     *  Paper,  25c.     •Item  964-B 

T  22.44/2:508/8 

02782  Tax  information  on  installment  and  deferred-payment  sales,  1976  edition 

for  use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  16  p. 
4°  (Publication  537.)  [Last  page  left  blank  for  notes.]  *  Paper,  35c. 
(S/N  048-004-00858-1).     •Item  964-B 

T  22.44/2:537/8 

02783  Tax  information  on  investment  credit,  1975  edition  for  use  in  preparing 

1974  returns.  [Revised  Oct.  1974.]  [1974.]  12  p.  4°  (Publication  572.) 
*  Paper,  35c.  (S/N  4804-00774).     •Item  964-B 

T  22.44/2:572/5 

02784  Tax  information  on  moving  expenses,  1976  edition  for  use  in  preparing 

1975  returns.  [Revised  Oct.  1975.]  [1975.]  8  p.  4°  (Publication  521.) 
[Last  page  left  blank  for  notes.]  *  Paper,  30c.  (S/N  048-004-00818- 
1).      •Item  964-B 

T  22.44/2:521/8 

02785  Tax  information  on  mutual  fund  distributions,  1976  edition  for  use  in 

preparing    1975    returns.    [Revised    Oct.    1975.]    [1975.]    12    p.    4° 
(Publication  564.)     *  Paper,  35c.  (S/N  048-004-00878-5).     •Item  964- 
B 

T  22.44/2:564/8 

02786  Tax  information  on  operating  business  in  your  home,  1976  edition  for 

use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  8  p.  4° 
(Publication  587.)  *  Paper,  30c.  (S/N  048-004-00889-1).  •Item  964- 
B 

T  22.44/2:587/2 

02787  Tax   information   on   partnership   income   and   losses,   1975   edition  for 

use  in  preparing  1974  returns.  [Revised  Oct.  1975.]  [1975.]  20  p.  4° 
(Publication  541.)     *  Paper,  40c.  (S/N  4804-00757).     •Item  964-B 

T  22.44/2:541/6 

02788  Tax  information  on  pension  and  annuity  income,  1976  edition  for  use 

in    preparing   1975    returns.    [Revised   Oct.    1975.]    [1975.]    24   p.    4° 
(Publication  575.)     *  Paper,  45c.  (S/N  048-004-00830-1).     •Item  964- 
B 

T  22.44/2:575/5 
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02789  Tax  information  on  selling  your  home,  1976  edition  for  use  in  preparing 

1975  returns.  [Revised  Oct.  1975.]  [1975.]  16  p.  4°  (Publication  523.) 
[Last  page  left  blank  for  notes.]  *  Paper,  35c.  (S/N  048-004-00820- 
3).      •Item  964-B 

T  22.44/2:523/7 

02790  Tax  information  on  Subchapter  S  corporations.  1975  edition.  [Nov.  1974.] 

24  p.  4°     (Publication  589.)     *   Paper,  45c.     •Item  964-B 

T  22.44/2:589/2 

02791  Tax  information  on  Subchapter  S  corporations,  1976  edition.  [Revised 

Oct.  1975.]  [1975.]  24  p.  4°  (Publication  589.)  *  Paper,  45c.  •Item 
964-B 

T  22.44/2:589/3 

02792  Tax  information  on  subchapter  S  corporations.  1975  edition.  [Nov.  1974.] 

24  p.  4°     (Publication  589.)     *  Paper,  45c.     •Item  964-B 

T  22.44/2:589 

02793  Tax  information  on  U.S.  civil  service  retirement  and  disability  retire- 

ment,  1976   edition.    [Revised   Oct.   1975.]    [1975.]   12   p.   narrow   8° 
(Publication  567.)     *  Paper,  30c.  (S/N  048-004-00879-3).     •Item  964- 
B 

T  22.44/2:567/8 

02794  Tax  information  on  United  States  saving  bonds,  1976  edition  for  use 

in    preparing    1975    returns.    [Revised    Oct.    1975.]    [1975.]    4    p.    4° 
(Publication  576.)     *  Paper,  25c.  (S/N  048-004-00882-3).     •Item  964- 
B 

T  22.44/2:576/5 

02795  Tax  withholding  and  declaration  of  estimated  tax,  1976  edition  for  use 

in    preparing    1975    returns.    [Revised    Oct.    1975.]    [1975.]    8    p.    4° 
(Publication  505.)     *  Paper,  30c.  (S/N  048-004-00836-0).     •Item  964- 
B 

T  22.44/2:505/8 

02796  Taxable  income  and  nontaxable  income,  1976  edition  for  use  in  preparing 

1975  returns.  [Revised  Oct.  1975.]  [1975.]  20  p.  4°  (Publication  525.) 
*  Paper,  40c.  (S/N  048-004-00850-5).     •Item  964-B 

T  22.44/2:525/8 

02797  Travel,  entertainment,  and  gift  expenses,  1976  edition  for  use  in  prepar- 

ing 1975  returns.  [Revised  Oct.  1975.]  [1975.]  20  p.  4°  (Publication 
463.)     *  Paper,  40c.  (S/N  048-004-00834-3).     •Item  961 

T  22.19:T  69/2/976 

02798  Understanding  taxes,   teacher's  guide.   [1975.]  39  p.il.  4°    ([Publication 

19.])  [Two  wall  charts  issued  also.]      +     •Item  956-A 

T  22.19/2:T  19/2/975 

02799  United   States  tax  guide  for  aliens,  1976  edition  for  use  in   preparing 

1975  returns.  [Revised  Oct.  1975.]  [1975.]  32  p.  4°  (Publication  519.) 
[Last  page  left  blank  for  notes.]  *  Paper,  60c.  (S/N  048-004-00848- 
3).      •Item  964-B 

T  22.44/2:519/8 

02800  Valuation  of  donated  property.  1976  edition,  [Revised  Oct.  1975.]  [1975.] 

12  p.  4°     (Publication  561.)     *  Paper,  35c.  (S/N  048-004-00877-7). 
•Item  964-B 

T  22.44/2:561/8 
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02801  Voluntary  tax  methods  to  help  finance  political  campaigns.   [Revised 

Oct.  1975.]  [1975.]  [6]  p.  narrow  8°  ([Publication  585.])  *  Paper,  25c. 
(S/N  048-004-00888-2).     •Item  964-B 

T  22.44/2:585/3 

02802  Withholding  taxes  from  your  employees'  wages.  1976  edition,  [Revised 

Oct.  1975.]  [1975.]  12  p.  4°  ([Publication  539.])  *  Paper,  35c.  (S/N 
048-004-00860-2).     •Item  964-B 

T  22.44/2:539/8/     * 

INTERNATIONAL  COMMERCE  BUREAU,  Commerce  Dept. 
Washington,  DC  20230 

Foreign  economic  trends  and  their  implications  for  United  States  FET 
(series).     *  Paper,  $37.50  a  yr.,  add  $9.40  for  foreign  mailing. 

02803  75-117.  Philippines.  Oct.  1975.  8  p.  4°     (American  Embassy,  Manila.)  [Semiannual.  Prepared 

by    Foreign    Service,    Department   of    State.    Supersedes    ET   75-064.]        •Item    231- 
I 

C  57.111:75-117 

02804  75-120.  Bern.  Oct.  1975.  8  p.  4°     (American  Embassy,  Switzerland.)  [Semiannual.  Prepared 

by    Foreign    Service,    Department   of    State.    Supersedes    ET   75-050.]        •Item    231- 
I 

C  57.111:75-120 

02805  75-138.  India.  Dec.  1975.  8  p.  4°    (American  Embassy,  New  Delhi.)  [Semiannual.  Prepared 

by    Foreign    Service,    Department   of   State.    Supersedes   ET   75-060.]       •Item   231- 
I 

C  57.111:75-138 

INTERSTATE  COMMERCE  COMMISSION  Washington,  DC  20423 

02806  Decisions  of  Interstate  Commerce  Commission,  (finance  reports)  Jan. 

1968-Feb.  1974  (number  of  older  cases  includes).  1975.  xvi+900  p.il. 
(Interstate  Commerce  Commission  reports,  v. 342.)  *  Cloth,  $11.55 
(S/N  026-000-01008-0).     •Item  677 

IC  1.6:342 

02807  Eighty-eighth  annual  report  of  Interstate  Commerce  Commission,  fiscal 

year  ending  June  30,  1974.  [1974.]  vi+137  p.il.  [Also  issued  as  H.doc. 
262,  93d  Cong.,  2d  sess.]  *  Paper,  $1.65  (S/N  2600-00976).  •Item 
673 

IC  1.1:974 

02808  Ex  parte  270  (Sub-no.  5)  investigation  of  railroad  freight  rate  structure, 

iron  ores  [and]  ex  parte  270  (Sub-no.  6)  investigation  of  railroad 
freight  rate  structure,  scrap  iron  and  steel  [with  bibliography].  Aug. 
2,  1974.  [456]  p.il.  4°     +     •Item  674 

IC  1.2:F  88/8 

02809  Financial  and  operating  statistics,  class  1  railroads,  for  12  months  ended 

Dec.  31,  1974.  [1975.]  cover  title  ,  19  p.  4°  (Statement  100;  Bureau 
of  Accounts.)  [Text  on  p.  2  of  cover.]  + 

IC  1  ste. 19/4:974/2 

02810  Financial  and  operating  statistics,  class  1  motor  carriers  of  property, 

Jan.  1-June  30,  1974.  [1975.]  [2] +  21  p.  4°  (Statement  800;  Bureau 
of  Accounts.)  + 

IC  1  mot.i3:974 

02811  Guide  for  preparation  and  submission  of  quarterly  and  annual  reports 

to  Interstate  Commerce  Commission,  classes  1  and  2  motor  carriers 
of  property.  4th  edition.  Sept.  1975.  cover  title,  [7] +44  p.  4°     (Bureau 
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of    Accounts.)   [Issued   with   perforations.]     *  Paper,   $1.10   (S/N   026- 
000-01014-4).     #Item  689 

IC  1  mot.6:R  29 

JOHN  E.  FOGARTY  INTERNATIONAL  CENTER  FOR  ADVANCED 

STUDY  IN  THE  HEALTH  SCIENCES,  Health,  Education,  and  Welfare 

Dept.  Bethesda,  MD  20014 

Fogarty  International  Center  proceedings. 

02812  26.  Poly  (ADP-ribose),  international  symposium,  Bethesda.  MD.  June  11-13,  1973  (articles, 

with  lists  of  references);  editor,  Maureen  Harris  .  [1974.]  x  +  337  pal.  large  8° 

(DHEW   publication   (NIH)  74-477.)  [Illustrated  lining  papers]     'Cloth,   $5.65  (S/N 

1753-00019).     •Item  507-C-3 

HE  20.3710:26 

JOINT  CHIEFS  OF  STAFF,  Defense  Dept.  Washington,  DC  20301 

JCS  pub.  (series). 

02813  1.    Department   of   Defense   dictionary   of    military   and   associated   terms.   Sept.    3,   1974 

cover  title,  vii+386  p.  4°  [Includes  NATO,  SEATO,  CENTO  and  IADB  glossaries. 
Supersedes  edition  of  Jan.  3,  1972.  Issued  with  perforations]  *  Paper,  $4.00  (S/N 
0804-00007).     •Item  315-C 

D  5.12:1/9 

JOINT  PUBLICATIONS  RESEARCH  SERVICE  1000  N.  Glebe  Rd. 
Arlington,  VA  22201 

Note.— When  ordering  Joint  Publications  Research  Service  publications  from  the  National  Techni- 
cal Information  Service,  give  the  JPRS  number  in  the  order.  Do  not  include  Monthly  Catalog 
entry  numbers  or  Superintendent  of  Documents  classification  numbers,  which  should  be  used 
only  when  ordering  from  the  Superintendent  of  Documents. 

JPRS  (series). 

02814  66202.  Human  capacity  for  work  under  special  conditions  in  hermetic  chamber,  USSR 

[with  bibliography];  by  M.  A.  Gerd.  Nov.  24,  1975.  cover  title,  [l]  +  ll  p.  4°  [From 
Voprosy  psikhologii,  no.  3,  1975.]     §  Paper,  $3.25. 

Y  3.J  66:13/66202 

02815  66213.    Computing   averaged   velocity   and   pulsation   energy    in   turbulent   axisymmetrical 

wake  far  behind  streamlined  body,  USSR  (with  bibliography];  by  V.  P.  Prokhod'ko. 
Nov.  25,  1975.  cover  title,  [l]  +  8  p.il.  4°     [From  Gidromekhanika,  no.  29,  1974] 
§  Paper,  $3.25. 

Y  3.J  66:13/66213 

02816  66218.  Gravimetric  instrumentation  and  observations  on  research  vessel  Vityaz',   USSR 

[with  bibliographies;  by  V.  L.  Panteleyev,  et  al.].  Nov.  25,  1975.  cover  title,  [l]  +  a  +  21 
p.il.  4°  [From  Morskiye  gravimetricheskiye  issledovaniya,  no.  5,  1970]  §  Paper, 
$3.25. 

Y  3.J  66:13/66218 

02817  66220.    Short    wave    radio    communications    system,    USSR;    [by    A.    Taranenko   and    A. 

Rakov].  Nov.  25,  1975.  cover  title,  [l]  +  a  +  15  p.il.  4°  [From  Vestnik  svyazi,  no. 
8,1975.]     §  Paper,  $3.25. 

Y  3.J  66:13/66220 

02818  66221.  Waterworks  of  thermal  electric  power  stations,  USSR  [excerpt];  by  V.  N.  Pokrov- 

skiy.  Nov.  25,  1975.  cover  title,  [l]  +  21  p.il.  4°  [Publication  of  Gosudarstvennoye 
Energeticheskoye  Izdatel'stvo,  Moscow  ,  1958.]     §  Paper,  $3.25. 

Y  3.J  66:13/66221 

02819  66251.  Research  of  polar  experiment  program,  USSR  [with  bibliographies;  Ye.  P.  Borisen- 

kov,  editor].  Dec.  1,  1975.  cover  title,  [l]  +  a  +  43  p.il.  4°     [From  Trudy  Ordena  Lenina 
Arkticheskiy  i  Antarkticheskiy  Nauchno-Issledovatel'skiy  Institute,  v.  312,  1974.] 
§  Paper,  $3.75. 

Y  3.J  66:13/66251 

02820  66255.    Construction    industry    requirements,    USSR    [with    bibliographies];    by    M.    V. 

Nudel'man.  Dec.  1,  1975.  cover  title,  [I]  +  a-b  +  70  p.il.  4°  [From  Promyshlennoye 
stroitel'stvo,  no.  7,  1975]     §  Paper,  $4.25. 

Y  3.J  66:13/66255 

02821  66256.  Probability  methods  in  applied  theory  of  gyroscopes,  USSR;  by  A.  A.  Sveshnikov, 

A.  A.  Rivkin.  Dec.  2,  1975.  cover  title,  [l]  +  a  +  101  p.il.  4°  [Publication  of  Izdatel'stvo 
Nauka,  Moscow,  1974.]     §  Paper,  $5.25. 

Y  3.J  66:13/66256 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  97 


Government  Publications 

02822  66267.  Artificial  modification  of  atmospheric  processes,  USSR  [with  bibliographies;  by 

Ye.  Ye.  Korniyenko,  L.  A.  Mirmovich,  and  K.  Ya.  Orlov].  Dec.  2,  1975.  cover 
title,  [l]  +  a  +  19  p.il.  4°  [From  Trudy  Ukrainskogo  Nauchno  -  Issledovatel'  skogo 
Gidrometeorologicheskogo  Instituta,  no.  125,  1973.]     §  Paper,  $3.25. 

Y  3.J  66:13/66267 

02823  66268.  Methods  of  determining  harmful  substances  in  air,  USSR  [excerpts,  with  bibliogra- 

phies; by  M.  S.  Bykhovskaya,  et  al.].  Dec.  3,  1975.  cover  title,  [l]  +  a-b  +  292  p.il. 
4°     [Published  Moscow,  1966.]     §  Paper,  $8.75. 

Y  3.J  66:13/66268 

02824  66284.   Some   questions   of   investigating   natural   resources   with   aid   of   space   stations, 

USSR;  by  Yu.  P.  Kiyenko,  Ye.  P.  Arzhanov.  Dec.  4,  1975.  cover  title,  [l]  +  6  p. 
4°     [From  Geodeziya  i  kartografiya,  no.  5,  May  1975.]     §  Paper,  $3.25. 

Y  3.J  66:13/66284 

02825  66286.   Factors  affecting  rehabilitation  after  myocardial  infarct,   [with  bibliography];  by 

N.  M.  Kulikova.  Dec.  4,  1975.  cover  title,  [l]  +  9  p.il.  4°  [From  Kardiologiya,  v. 
15,  no.  9,  1975.]     §  Paper,  $3.25. 

Y  3. J  66:13/66286 

02826  66287.  Airborne  gravimeter  apparatus  based  on  string  sensors,  USSR  [with  bibliography]; 

by  A.  M.  Lozinskaya,  Z.  I.  Fomina,  I.  L..  Yashayayev.  Dec.  4,  1975.  cover  title, 
[1]  +  12  p.il.  4°     [From  Prikladnaya  geogizika,  no.  70,  1973.]     §  Paper,  $3.25. 

Y  3.J  66:13/66287 

02827  66304-1.   Plague   bibliography,   Russian   literature,   1740-1964,    USSR,   pt.   1;   [compiled   by 

P.  I.  Anisimov,  T.  I.  Anisimova,  Z.  A.  Koneva].  Dec.  5,  1975.  cover  title,  [l]  +  a  +  269 
p.  4°     [Publication  of  Izdatel'stvo  Saratov  University,  Saratov,  1968.]     §  Paper,  $8.50. 

Y  3. J  66:13/66304-1 

02828  66304-2.   Plague  bibliography,   Russian  literature,  1740-1964,   USSR,   pt.   2;   [compiled  by 

P.  I.  Anisimov,  T.  I.  Anisimova,  Z.  A.  Koneva].  Dec.  5,  1975.  cover  title,  [l]  +  a+270 
539  p.  4°  [Publication  of  Izdatel'stvo  Saratov  University,  Saratov,  1968.]  §  Paper 
$8.50. 

Y  3. J  66:13/66304-2 

02829  66305.  Types  of  armed   forces  and  combat  arms,   USS;   [by  V.  I.   Zemskov].  Dec.   5 

1975.  cover  title,  [l]  +  a  +  35  p.  4°  [Publication  of  Izdatel'stvo  DOSAAF,  Moscow 
1975.]     §  Paper,  $3.75. 

Y  3.J  66:13/66305 

02830  66306.   Marine   gravimeters,   USSR   [with   bibliography;   by   Ye.   G.   Voropayev,   et  al.] 

Dec.  5,  1975.  cover  title,  [l]  +  a  +  41  p.il.  4°  [From  Morskiye  gravimetricheskiye  iss 
ledovaniya,  no.  6,  1972,  no.  7,  1973.]     §  Paper,  $3.75. 

Y  3. J  66:13/66306 

02831  66307.   Research   on   man,   genetic   engineering,   USSR;   by   I.  T.   Frolov.   Dec.   5,   1975. 

cover  title,  [l]  +  29  p.  4°     [From  Voprosy  filosofii,  nos.  7-8,  1975.]     §  Paper,  $3.75. 

Y  3.J  66:13/66307 

02832  66309.    Effect  of   mechanical  loads   on   destruction   processes   of   medical  polyurethane 

glue  KL-3,  USSR  [with  bibliography];  by  T.  E.  Lipatova,  O.  Ye.  Davydova,  Yu. 
Ye.  Znachkov.  Dec.  8,  1975.  cover  title,  [l]  +  5  p.il.  4°  [From  Dopovidi  Adakemii 
Nauk  Ukrains'koi  RSR,  seriya  B,  no.  9,  1975.]     §  Paper,  $3.25. 

Y  3.J  66:13/66309 

JUDGE  ADVOCATE  GENERAL  (Navy),  Defense  Dept.  Washington, 
DC  20370 

02833  Armed   Forces  Federal  income  tax  for  1975  income  tax  returns.  18th 

edition.  [1975.]  [l]+68+[2]  p.  4°     (NAVSO  P-1983.)     *  Paper,  $1.15. 
•Item  380-B 

D  205.9:976 

JUSTICE  DEPARTMENT  Washington,  DC  20530 

02834  Careers  in  criminal  justice   system,  excerpts  from  National  Advisory 

Commission  on  Criminal  Justice  Standards  and  Goals  [with  lists  of 
references].  [July  1975.]  cover  title,  [80]  p.  4°  (National  Institute 
of  Law  Enforcement  and  Criminal  Justice,  Law  Enforcement 
Assistance  Administration.)     +     •Item  717 

J  1.2:C  18 

02835  Compendium  of  State  laws  governing  privacy  and  security  of  criminal 

justice  information.  [1975.]  cover  title,  [421]  p.  4°  (Law  Enforcement 
Assistance  Administration,  Office  of  General  Counsel.)  +  •Item 
717 

J  1.2:L  44 
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02836  Crimes  and   victims,   report  on  Dayton-San  Jose  pilot  survey  of  vic- 

timization [with  bibliography;  by  Carol  B.  Kalish  ].  June  1974.  viii  +  191 
p.  4°  (Law  Enforcement  Assistance  Administration,  National 
Criminal  Justice  Information  and  Statistics  Service.)     + 

J  1.2:C  86/25 

02837  Criminal  justice  standards  and  goals  for  Florida,  case  study.  June  1975. 

[3]  +  v  +  54  p.il.  4°  (Law  Enforcement  Assistance  Administration,  Of- 
fice of  National  Priority  Programs.)  [Date  on  cover  is  Apr.  1975. 
Some  pages  issued  as  leaves.]     +     •Item  717 

J  1.2:F  66 

Law  enforcement  standards  program  LESP-RPT  (series).  (Law  En- 
forcement Assistance  Administration,  National  Institute  of  Law  En- 
forcement and  Criminal  Justice.) 

02838  0401.00.  Terms  and  definitions  for  police  patrol  cars;  by  R.  G.  Massey  ,  W.  F    Drucken- 

brod  .  May  1974.  v  +  18  p.  4°     *  Paper,  60c.  (S/N  2700-00252).     •Item  717-J 

J  1.41:0401.00 

02839  LEEP,  step  ahead.  [1975.]  cover  title,  [8]  p.il.  oblong  24°     (Law  Enforce- 

ment Assistance  Administration.)  [Text  on  p.  2  of  cover.]  +  •Item 
717 

J  1.2:L  41/15 

National  Criminal  Justice  Information  and  Statistics  Service  report. 

02840  SD-C-2.  National  survey  of  court  organization,  1975  supplement  to  State  judicial  systems. 

Sept.    1975.    [3]  +  43    p.   4°     (Law    Enforcement   Assistance    Administration,    National 
Criminal  Justice  Information  and  Statistics  Service.)  [Prepared  by  Governments  Divi- 
sion, Bureau  of  Census.]     *  Paper,  $1.05  (S/N  027-OOO-OO353-2).     •Item  717 
L.C.  card  73-600321  J  1.42/3:SD-C-2 

02841  SD-NCP-C-3.  Criminal  victimization  surveys  in  nation's  5  largest  cities.  National  Crime 

Panel  surveys  of  Chicago,  Detroit,  Los  Angeles,  New  York,  and  Philadelphia.  Apr. 
1975.  xvi  +  184  p.  4°     (Law  Enforcement  Assistance  Administration,  National  Criminal 
Justice  Information  and  Statistics  Service.)  [Prepared  by  Bureau  of  Census]     * 
Paper,  $2.65     •Item  717 
L.C.  card  75-9396  J  1.42/3:SD-NCP-C-3 

02842  SD-NCP-N-1.  Criminal   victimization   in   United   States,  Jan-June,  1973,   v.   1.   Nov.  1974. 

viii  +  41  p.  4°  (Law  Enforcement  Assistance  Administration,  National  Criminal  Justice 
Information  and  Statistics  Service;  National  Crime  Panel  survey  report.)  +  •Item 
717 

J  1.42/3:SD-NCP-N-1 

02843  SD-NPS-CP-2.    Capital    punishment,    1973.    Mar.    1975.    vi  +  60   p.   4°     (Law    Enforcement 

Assistance  Administration,  National  Criminal  Justice  Information  and  Statistics  Ser- 
vice.) [Prepared  by  Bureau  of  Census.]     *  Paper,  $1.25.     •Item  717 
L.C.  card  75-619081  J  1.42/3:SD-NPS-CP-2 

02844  SD-NPS-CP-3.    Capital    punishment,    1974.    Nov.   1975.    vi+58    p.   4°     (Law    Enforcement 

Assistance  Administration,  National  Criminal  Justice  Information  and  Statistics  Ser- 
vice; National  prisoner  statistics  bulletin.)  [Prepared  by  Bureau  of  Census]     *  Paper, 
$1.20  (S/N  027-000-00356-7).      •Item  717 
L.C.  card  75-619286  J  1.42/3:SD-NPS-CP-3 

02845  SD-SB-2.    Sourcebook    of    criminal    justice    statistics,    1974    [with    list    of    sources    and 

references],  by  Michael  J.  Hindelang  ,  Christopher  S.  Dunn  ,  Alison  L.  Aumick, 
L.  Paul  Sutton.  July  1975.  [3]  +  570  p.  4°  (Law  Enforcement  Assistance  Administration. 
National  Criminal  Justice  Information  and  Statistics  Service.)  [Copyright  1975,  by 
Criminal  Justice  Research  Center,  Albany,  NY]  •  Paper,  $9.20  (S/N  027-000-00265- 
0).  •Item  717 
L.C.  card  74-601963  J  1.42/3:SD-SB-2 

02846  NILECJ  evaluation  program.  Oct.  1975.  iii+21  p.  4°     (National  Institute 

of  Law  Enforcement  and  Criminal  Justice  ,  Law  Enforcement 
Assistance  Administration.)     +     •Item  717 

J  1.2:Ev  1 

02847  Selected  literature  on  evaluation.  Oct.  1975.  [1]  +  19  p.  4°     (National  In- 

stitute of  Law  Enforcement  and  Criminal  Justice,  Law  Enforcement 
Assistance  Administration.)     +     •Item  717-G 

J  1.20/2:Ev  1 
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02848  Video   support  in  criminal  courts,   executive   summary;  by  Francis  J. 

Taillefer  ,  Ernest  H.  Short  ,  J.  Michael  Greenwood,  R.  Grant  Brady. 
Oct.  1975.  [5] +67  p.  (Law  Enforcement  Assistance  Administration, 
National  Institute  of  Law  Enforcement  and  Criminal  Justice.) 
[Prepared  by  National  Center  for  State  Courts  under  grant  72-NI- 
99-0033-G.]     *  Paper,  95c.  (S/N  027-000-00355-9).     •Item  717 

J  1.2:V  66 

LABOR  DEPARTMENT  Washington,  DC  20210 

02849  Right  job:   Labor  Department  guide  for  returning  veterans.   1975.   [8] 

p.il.  narrow  8°     (Labor-Management  Services  Administration.)     + 
•Item  745-A 

L  1.7/2:  V  64 

LABOR  STATISTICS  BUREAU,  Labor  Dept.  Washington,  DC  20210 

Bulletin. 

02850  1775-98.  Area  wage  surveys:  Metropolitan  areas.  United  States  and  regional  summaries, 

1972-73.  Aug.  1975.  iii  +  114  p.il.  oblong  8°     *  Paper,  $1.85.     •Item  768 

L  2.3:1775-98 

02851  1795-16.  Area  wage  survey:  Cincinnati,  Ohio,  Kentucky,  Indiana,  metropolitan  area,  Feb. 

1974.  June  1974.  cover  title,  39  p.  oblong  8°     *  Paper,  75c.     •Item  768 

L  2.3:1795-16 

02852  1795-24.     Area     wage     survey:     Providence-Warwick-Pawtucket,     R.I.     Massachusetts, 

metropolitan  area,  May  1974.  Sept.  1974.  32  p.  oblong  8°     *  Paper,  80c.     •Item  768 

L  2.3:1795-24 

02853  1850-43.  Area  wage   survey:   Syracuse,   N.Y.,   metropolitan  area,  July  1975.   [Oct.  1975.] 

cover  title,  20  p.  oblong  8°     *  Paper,  65c.     •Item  768 

L  2.3:1850-43 

02854  1850-45.  Area  wage  survey:  New  York,  N.Y.-N.J.,  metropolitan  area,  May  1975.  [Nov. 

1975.]  cover  title,  51  p.  oblong  8°     *  Paper,  $1.10.     •Item  768 

L  2.3:1850-45 

02855  1850-47.  Daytona  Beach,   Fla.,  metropolitan  area,  Aug.  1975.  Nov.  1975.  cover  title,  16 

p.  oblong  8°  size     *  Paper,  65c.     •Item  768 

L  2.3:1850-47 

02856  1850-52.  Area  wage  survey:  Northeast  Pennsylvania,  metropolitan  area  Aug.  1975.  Nov. 

1975.  20  p.  oblong  8°     *  Paper,  65c.     ©Item  768 

L  2.3:1850-52 

02857  1850-53.  Area  wage  survey:  Westchester  County,  N.Y.,  May  1975.  Nov.  1975.  31  p.  oblong 

8°     *  Paper,  80c.     •Item  768 

L  2.3:1850-53 

02858  1850-54.  Area  wage  survey:  Melbourne,  Titusville-Cocoa,  Fla.,  metropolitan  area,  Aug. 

1975.  Nov.  1975.  cover  title,  17  p.  oblong  8°  size     *  Paper,  65c.     •Item  768 

L  2.3:1850-54 

Municipal  government  wage  surveys. 

02859  Jersey   City,  N.J.,  July   1973.   [1975.]   [4]   p.  4°     (Middle  Atlantic  Regional  Office,  New 

York,  N.Y.)  + 

L  2.105:J  48 

North  central  regional  report. 

02860  75-2.   Union  contract  expirations   in   North   Central   Region   5,   1975.   [Jan.   1975.]   cover 

title,  [2]  +  42  p.il.  4°     ([North  Central  Regional  Office,  Chicago,  111.])  + 

L  2.71/4:75-2 

Report. 

02861  438.  Occupational  safety  and  health  statistics,  concepts  and  methods;  [by  Eileen  Blitz 

].  1975.  i+8  +  2  +  [2]  p.il.  4°     ([Office  of  Occupational  Safety  and  Health  Statistics.]) 
+     ©Item  768-G 

L  2.71:438 
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02862  [This  entry  number  nor  used]. 

02863  Union  wage  scales,  printing  trades,  New  York  City,  July  1,  1974.  [Feb. 

1975.]  [6]  p.  4°     (Middle  Atlantic  Regional  Office,  New  York,  N.Y.) 
+ 

L  2.29:P  93/5 

02864  Union  wage  scales,  printing  trades,  Newark,  N.J.,  July  1,  1974.  [Feb. 

1975.]  [5]  p.  4°     (Middle  Atlantic  Regional  Office,  New  York,  N.Y.) 
+ 

L  2.29:P  93/2 

02865  Union  wage  scales,  printing  trades,  Rochester,  N.Y.,  July  1,  1974.  [Feb. 

1975.]  [4]  p.  4°     (Middle  Atlantic  Regional  Office,  New  York,  N.Y.) 
+ 

L  2.29:P  93 

02866  Union  wage  scales,  printing  trades,  Syracuse,  N.Y.,  July  1,  1974.  [Feb. 

1975.]  [3]  p.  4°     (Middle  Atlantic  Regional  Office,  New  York,  N.Y.) 
+ 

L  2.29:P  93/4 

02867  Union  wage  scales,  local  transit,  New  York  City,  July  1,  1974.  [Feb. 

1975.]  [3]  p.  4°     (Middle  Atlantic  Regional  Office,  New  York,  N.Y.) 
+ 

L  2.29:T  68/2 

02868  Union  wage  scales,   local  transit,   selected  New  Jersey  cities,  July  1, 

1974.   [Feb.  1975.]  [3]  p.  4°     (Middle  Atlantic  Regional  Office,  New 
York,  N.Y.)  + 

L  2.29:T  68/3 

02869  Union   wage   scales,   local   transit,    selected   New   York   cities,   July   1, 

1974.   [Feb.  1975.]   [3]  p.  4°     (Middle  Atlantic  Regional  Office,   New 
York,  N.Y.)  + 

L  2.29:T  68/4 

02870  Union  wage  scales,  local  truckdrivers,  Buffalo,  N.Y.,  July  1,  1974.  [Feb. 

1975.]  [3]  p.  4°     (Middle  Atlantic  Regional  Office,  New  York,  N.Y.) 
+ 

L  2.29:T  76/3 

02871  Union  wage  scales,  local  truckdrivers,   New  York  City,  July  1,  1974. 

[Feb.  1975.]  [5]  p.  4°    (Middle  Atlantic  Regional  Office,  New  York, 
N.Y.)  + 

L  2.29:T  76/6 

02872  Union  wage  scales,  local  truckdrivers,  Newark,  N.J.,  July  1,  1974.  [Feb. 

1975.]  [3]  p.  4°     (Middle  Atlantic  Regional  Office,  New  York,  N.Y.) 
+ 

L  2.29:T  76/4 

02873  Union  wage  scales,  local  truckdrivers,  Rochester,  N.Y.,  July  1,  1974. 

[Feb.  1975.]  [3]  p.  4°    (Middle  Atlantic  Regional  Office,  New  York, 
N.Y.)  + 

L  2.29:  T  76/5 

02874  Union   wage   scales,   local  truckdrivers,   Syracuse,   N.Y.,  July  1,   1974. 

[Feb.  1975.]  [3]  p.  4°    (Middle  Atlantic  Regional  Office,  New  York, 
N.Y.)  + 

L  2.29:T  76/2 
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02875  Union  wage  scales,  local  truckdrivers,  Trenton,  N.J.,  July  1,  1974.  [Feb. 

1975.]  [3]  p.  4°    (Middle  Atlantic  Regional  Office,  New  York,  N.Y.) 

L  2.29:T  76 

LAND  MANAGEMENT  BUREAU,  Interior  Dept.  Washington,  DC 
20240 

02876  National  resource  lands  in  Montana:  Box  Elder  [District]  (colored  map). 

[1975.]  [2]  p.  oblong  f°  folded  into  narrow  4°  size.  [Scale:  6  m...2.3 
in.  Text  and  map  of  national  resource  lands  in  Montana  on  verso.] 
+     •Item  629-B 

I  53.11:M  76/4 

02877  National  resource  lands  in  Montana:   Dillon  [District]  (colored  map). 

[1975.]  [2]  p.  oblong  f°  folded  into  narrow  4°  size.  [Scale  6  m.  .. 
2.3  in.  Text  and  map  of  national  resource  lands  in  Montana  on  verso.] 
+     •Item  629-B 

I  53.11:M  76/2 

02878  National   resource   lands   in   Montana:    Park   [District]    (colored   map). 

[1975.]  [2]  p.  oblong  f°  folded  into  narrow  4°  size.  [Scale:  6m.  .. 
2.3  in.  Text  and  map  of  national  resource  lands  in  Montana  on  ver- 
son.]     +     •Item  629-B 

I  53.11:M  76/3 

02879  Purchase  or  lease  of  National  resource  lands  for  recreation  and  public 

purposes,  Recreation  and  public  purposes  act.  May  [1975.]  cover  title, 
[40]  p.il.  4°     +     •Item  631 

I  53.2:P  97 

LIBRARY  OF  CONGRESS  Washington,  DC  20540 

02880  After  100  [']  years,  editorial  side  of  Sonneck,  lecture;  by[  H.  Wiley 

Hitchcock  ].  1975.  [3] +  39  p.  [In  memoriam  Oscar  George  Theodore 
Sonneck,  1873-1928.  Contains  bibliography  of  Oscar  George  Theodore 
Sonneck,  his  writings  and  musical  compositions,  by  Irving  Lowens.] 
+     •Item  784 
L.C.  card  74-23908  LC  1.14:H  63 

MANPOWER  ADMINISTRATION,  Labor  Dept.  Washington,  DC 
20210 

02881  Apprenticeship.  [1975.]  4  p.il.  [Text  on  p.  2  and  3  of  cover.]     *  Paper, 

30c.     •Item  745 

L  1.2:Ap  6/3 

Manpower  R&D  monograph. 

02882  16.   Career  thresholds,   longitudinal   study   of  educational   and   labor  market  experience 

of   male   youth:    v.   5;   [by]   Paul  Andrisani  and   Andrew   I.   Kohen   .   1975.   vii+92 
p.  4°     *  Paper,  $1.65.  (S/N  029-000-00253-3).      •Item  746-H 

L  1.39/3:16/v.5 

MARINE  CORPS  (Navy),  Defense  Dept.  Washington,  DC  20380 

Fleet  Marine  Force  manual  FMFM  (series). 

02883  6-1.  Marine  division  [with  list  of  references].  [1974.]  cover  title,  [4]  +  v  +  205  p.il.  4° 

(PCN  139  000400  00.)  [Issued  with  perforations.  Supersedes  FMFM  6-1  dated  Mar. 
27,1972.]     +     .^384  D  2,4.9/4:6-1/4 
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02884  Joseph  Henry  Pendleton,  1860-1942,  register  of  his  personal  papers  [with 

bibliography;  compiled  by  Martin  K.  Gordon  ].  [1975].  cover  title, 
xvii+232  p.il.  4°  (History  and  Museums  Division.)  [Text  on  p.  2- 
3  of  cover.]  +      #Item  383-B 

D  214.13:P  37 

02885  Marine   Corps   historical  publications   catalog.   [July]   1975.   cover  title, 

24  p.il.  (History  and  Museums  Division.)     +     •Item  383-B 

D  214.13:C  28/975 

02886  Military  occupational  specialties  manual  (MOS  manual).  Reprint.  [1975.] 

cover  title,  [259]  p.il.  4°  (MCO  P1200.7;  PCN  102  007600  00.)  [Issued 
with  perforations.]     +     #Item  384 

D  214.9/2:Oc  1/2/rep. 

MARITIME  ADMINISTRATION,  Commerce  Dept.  Washington,  DC 
20548 

02887  New  ship  construction,  oceangoing  ships  of  1,000  gross  tons  and  over 

in  United  States  and  foreign  shipyards:  pt.  1,  Deliveries  during  1972; 
pt.  2,  Under  construction  and  on  order  as  of  Dec.  31,  1972.  Oct. 
1973.  12  p.  oblong  8°  + 

C  39.212/3:972 

02888  Port  information  sources.   [Aug.   1975.]   [5] +  56  p.  4°     ([Office  of  Port 

and  Intermodal  Development.])  + 

C  39.202:P  83/3 

MINES  BUREAU,  Interior  Dept.  Washington,  DC  20241 

Information  circular. 

02889  8675.  Depth  and  producing  rate  classification  of  petroleum  reservoirs  in  United  States, 

1971;  by  William  D.  Dietzman  .  [1975.]  [2]  +  ii+23  p.il.  4°     +  Mines  Bureau,  Pittsburgh, 
PA  15213     •Item  637-A 

I  28.27:8675 

02890  8688.  Main  line  natural  gas  sales  to  industrial  users;  by  Fay  B.  Dillard  .  [1975]  [2]  +  ii+65 

p.il.  4°  (Division  of  Petroleum  and  Natural  Gas.)     'Paper,  $1.30  (S/N  024-004-01788- 
1).     •Item  637-A 

I  28.27:8688 

02891  8690.  Long-distance  coal  transport,  unit  trains  or  slurry  pipelines  [with  list  of  references]; 

by  T.  C.  Campbell   and  Sidney   Katell   .   [1975.]  [3]  +  31  p.il.  4°     *  Paper,  85c.  (S/N 
024-004-01789-9).     •Item  637-A 

I  28.27:8690 

Preprint  from  Bulletin  667,  Mineral  facts  and  problems,  1975  edition. 

02892  Cesium  [with  list  of  references;  by  Benjamin  Petkof  ].  [1975.]  [2]  +  7  p.  4°     +  (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:C  337/975 

02893  Gallium  [with  list  of  references;  by  E.  Chin  ].  [1975]  [2]  +  6  p.  4°     +  (Information  incorrect 

in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:G  137/975 

02894  Salt    [with    list    of    references;    by    Charles    L.    Klingman    ].    [1975]    [2J  +  12    p.    4°     + 

(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:Sa  37 

02895  Uranium;   [with   list   of   references;   by    Walter   C.    Woodmansee    ].   1975   edition.    [1975.] 

[2]  +  24  p.il.  4°  +   (Information  incorrect  in  publication  as  to  sale  by  Superintendent 
of  Documents). 

I  28. 3/c:Ur  1/975 

Preprint  from  1973  Minerals  yearbook. 

02896  Coal-Pennsylvania    anthracite;    [by    Dorothy    R.    Federoff    ].    [1975].    [2]  +  26    p.il.     + 

(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a:An  86/973 
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02897  Mineral  industry   of   Angola,   Mozambique,   and  Portuguese  Guinea,   [by  Janice   L.   W. 

Jolly   ]    [1975  ]   [2] +  15   p.       +    (Information   incorrect  in   publication  as   to  sale  by 
Superintendent  of  Documents).  (  ^  ^  ^  ^^ 

02898  Mineral  industry  of  Arkansas;  [by  Grace  N.  Broderick  ].  [1975.]  [2]  +  14  p.     +  (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a  2:Ar  4  k/973 

02899  Mineral  industry  of  Australia;  [br  Charlie  Wyche  ].  [1975.]  [2] +  24  p.     +    (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a  2:Au  78/973 

02900  Mineral  industry  of  Canada;  [by  John  A.  Rathjen  ].  [1975.]  [2]  +  22  p.     +   (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a  2:C  16/973 

02901  Mineral  industry  of  Chile;  [by  George  J.  Coakley  ].  [1975.]  [2]  +  14  p.     +    (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a  2:C  437/973 

02902  Mineral  industry  of  Colombia;  [by  Ronald  F.  Balazik  ].  [1975.]  [2]  +  9  p.     +  (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a  2:C  717/973 

02903  Mineral  industry  of  Czechoslovakia;  [by  Boteo  A.  Tachkov  ].  [1975.]  [2]  +  12  p.  + 

I  28.37/a  2:C  996/973 

02904  Mineral  industry  of  Indonesia;  [by  Walter  Pajalich  ].  [1975.]  [2]+13  p.  + 

I  28.37/a  2:In  2/3/973 

02905  Mineral  industry  of  Kuwait  and   Saudi  Arabia;  [by  John  L.  Albright  ].   [1975.]   [2]  +  16 

P'  +  I  28.37/a  2:K  969/2/973 

02906  Mineral  industry  of  other  Near  East  areas  (Bahrain,  Jordan,  Lebanon,  Oman,  People's 

Democratic  Republic  of  Yeman,  Qatar,  Syrian  Arab  Republic,  United  Arab  Emirates, 
and  Yemen  Arab  Republic;  [by  Bernadette  Michalski  ].  [1975.]  [2]  +  21  p.  + 

I  28.37/a  2:B  148/2/973 

02907  Mineral  industry  of  North  Dakota;  [by  Joseph  B.  Huvos  ].  [1975.]  [2]  +  9  p.il.  + 

I  28.37/a  2:N  81  d/973 

02908  Mineral  industry  of  Oklahoma;  [by  L.  G.  Southard  ,  K.  S.  Johnson  ,  and  J.  F.  Roberts]. 

[1975-1121  +  15P+  I  28.37/a  2:Ok  4/973 

02909  Mineral  industry  of  Oregon;  [by  John  D.  Corrick  ].  [1975.]  [2]  +  ll  p.il.  + 

I  28.37/a  2:Or  3/973 

02910  Mineral  industry  of  People's  Republic  of  China;  [by  John  E.  Shelton  ].  [1975.]  &2]+12 

P"  +  I  28.37/a  2:C  441/973 

02911  Mineral  industry  of  Romania;  [by  Joseph  B.  Huvos  ].  [1975.]  [2]+13  p.  + 

02912  Mineral  industry  of  Thailand;  [by  H.  B.  Wood  ].  [1975.]  [2]  +  13  p.  +  326/973 

02913  Mineral  industry  of  Vermont;  [by  Frank  B.  Fulkerson  ].  [1975.]  [2]  +  5  p.  + 

I  28.37/3  ZiV  3V/V/3 


Preprint  from  1974  Minerals  yearbook. 

02914  Beryllium;  [by  Benjamin  Petkof  ].  [1975.]  [2]  +  5  p.  + 

02915  Cadmium;  [by  Ronald  J.  DeFilippo  ].  [1975.]  [2]+7  p.il.  + 

02916  Cobalt;  [by  Scott  F.  Sibley  ].  [1975.]  [2]  +  8  p.  + 

02917  Diatomite;  [by  Stanley  K.  Haines  ].  [1975.]  [2]  +  3  p.  + 

02918  Perlite;  [by  Arthur  C.  Meisinger  ].  [1975.]  [2]  +  3  p.  + 

02919  Silicon;  [by  E.  Shekarchi  ].  [1975.]  [2]  +  7  p.  + 

02920  Slag-iron  and  steel;  [by  Harold  J.  Drake  ].  [1975.]  [2]+5  p. 


I  28.37/a:B  463/974 
I  28.37/a:C  114/974 
I  28.37/a:C  632/974 
I  28.37/a:D  543/974 
I  28.37/a:P  421/974 
I  28.37/a:Si  34/974 
I  28.37/a:Sl  1/974 


Report  of  investigations. 

8044.  Characterizing  combustible  portions  of  urban  refuse  for  potential  use  as  fuel  [with 
list  of  references];  by  Hyman  Schultz  ,  Paul  M.  Sullivan  ,  and  Forrest  E.  Walker. 
[1975.]  [3]  +  26  p.il.  4°  +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  2o.23loU44 

8050.  Methods  for  sampling  noncombustible  content  of  coal  mine  dust;  by  R.  D.  Saltsman 
and  Joseph  Grumer  .  [1975.]  [3] +  15  p.il.  4°  +  Mines  Bureau,  Pittsburgh,  PA  15213 
•Item  637-A 


I  28.23:8050 
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02923  8052.  Replacing  brattice  cloth  at  coal  faces  with  air  curtains  and  diffuser  fans,  preliminary 

study  | with  list  of  references);  h>    Richard  J.   Bi.iicki   ,   Edward   D    Thimons   .  and 
Fred  N.  Kissell.  [1975]  [3]  +  8  p.il    4       +  Mines  Bureau,  Pittsburgh.  PA  15213 
•Item  637-A 

I  28.23:8052 

02924  8069.     Elastic-plastic     stability     ana!^  .     of     mine-waste     embankments     [with     list     of 

references);  by  Ernest  L.  Corp  ,  Robert  L.  Schuster  ,  and  Michael  M.  McDonald. 
[1975]  [2]  +  vi  +  98  pi!   4°     +  Mines  Bureau  ,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8069 

02925  8082.  Noise  reduction  of  pneumatic  rocl   drill  [with  list  of  references);  by  Aarne  Visnapuu 

.  [1975.)  cover  title,  [2]  +  ii  +  23  pi!    I       +  Mines  Bureau,  Pittsburgh,  PA  15213 
•Item  637-A 

I  28.23:8082 

02926  8084.  Copper  nickel  mineralization  in    drill  core  from    Duluth  complex  of  northern  Min- 

nesota [with  list  of  references);  by  Michael  L.  B<  icher  .  [1975.]  [2)+  of  references]; 
by  Michael  L.  Boucher  .  [1975  1  [:]  +  ii  +  55  p.il  4°  +  Mines  Bureau,  Pittsburgh, 
PA  15213      •Item  637-A 

I  28.23:8084 

02927  8085.    Impact   and   thermal   sensitivity    of   commercial    detonators;   by    Karl    R.    Becker   , 

John  C.  OOPER,  AND  Richard  W  Watson.  [197s  j  [3]  +  17  p.il.  4°  +  Mines  Bureau, 
Pittsburgh.  PA  15213     •Item  637  A 

I  28.23:8085 

02928  8087.  Studies  of  sand-sulfur-asphalt  paving  materials  [v   ih  list  of  references];  by  Thomas 

A.  Sullivan  ,  William  C.  McBee.  and  Kenneth  I  Rasmussen.  [1975.]  [3]  +  19  p.il. 
4°     +  Mines  Bureau,  Pittsburgh.  PA  15213     •Item  637-A 

I  28.23:8087 

02929  8088.  Recovery  and  separation  of  molybdenum  and  rhjnium  from  process  solution  [with 

list  of  references);  by  Dennis  D.  Fischer  ,  Donald  J  Bauer  ,  and  Roald  E.  Lindstrom. 
[1975.]  [3]  +  12  p.il.  4°  +  Mines  Bureau    Pittsburgh.  PA  15213     •Item  637-A 

I  28.23:8088 

Technical  progress  report. 

02930  92.  Continuous  gas  monitoring  using  tube  bundles  at  J<    nne  Mine  fire;  by  L.  E.  Dalverny 

,  Z.  J.  Fink  ,  and  J.  P.  Weinheirner.  June  1975  [3]  +  12  p.il.  4°  (Coal  Mine  Health 
and  Safety  Programs  )     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.26/6:92 

MINING  ENFORCEMENT  AND  SAFETY  ADMINISTRATION, 
Interior  Dept.  Washington,  DC  20240 

MESA  informational  report  IR  (series). 

02931  1017.    Analysis   of   disabling   injuries    related   to   roof   h   Ring   in   underground    bituminous 

coal  mines,  1973;  by  W.  K.  Miller  and  R.  R.  Mel  .     in  .  [1975.]  [3]  +  6  p.il.  4° 
+      •Item  637-A 

I  69.9:1017 

MINT  BUREAU,  Treasury  Dept.  Washington,  DC  20240 

02932  Negotiated  agreement  between   Bureau  of   Mint  and  Mint  Council  on 

behalf   of   American    Federation   of   Government   Employees   (AFL- 
CIA),  Dec.  19,  1974.  [1975.]  iv-r  58  p.  24°      *      •Item  966 

T  28.2:N  31 

MOTOR  CARRIER  SAFETY   BUREAl  ,  Transportation  Dept. 
Washington,  DC  20501 

Motor  carrier  accident  investigation  report. 

02933  74-4.   All   American   Transport.   Inc.,      .idem.    May    '     1974,   Cleveland,   Ohio.   [1975]   11 

p.il.  4°  + 

TD  2.309:74-4 

02934  1973    accidents    of    motor    carriers    of    property.    [1975.]    cover    title, 

xv  +  [l]  +  67  p.il.  4°  + 

TD  2.310:973 
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NATIONAL  ADVISORY  COMMITTEE  ON  OCEANS  AND 
ATMOSPHERE  Washington,  DC  20230 

02935  Report   to   President   and   Congress   by   National   Advisory   Committee 

on  Oceans  and  Atmosphere,  3d  annual  report,  June  28,  1974.  [1975.] 
xi+43  p.     *  Paper,  65c.  (S/N  5203-00040).     ©Item  1070-J 

Y  3.0c  2:1/974 

NATIONAL  ADVISORY  COUNCIL  ON  EXTENSION  AND 
CONTINUING  EDUCATION  Washington,  DC  20005 

02936  Importance  of  service,  Federal  support  for  continuing  education,  8th 

annual  report.  Mar.  31,  1974.  vii+53  p.  4°     +     ©Item  1062-B 

Y  3.Ex  8:1/974 

NATIONAL  AERONAUTICS  AND  SPACE  ADMINISTRATION 
Washington,  DC  20546 

NASA  contractor  report  CR  (series). 

02937  2568.  PLANS,  finite  element  program  for  nonlinear  analysis  of  structures:  v.  1,  Theoretical 

manual  [with  list  of  references;  by]  A.  Pifko  ,  H.  S.  Levine  ,  and  H.  Armen, 
jr.  Nov.  1975.  cover  title,  xi+169  p.il.  4°  [Prepared  by  Grummau  Aerospace  Corp., 
Bethpage,  N.Y.]     §  Paper,  $7.00. 

NAS  1.26:2568/v.l 

02938  2581.  Applications  of  microwaves  to  remote  sensing  of  terrain  [with  bibliographies;  by] 

Ronald  a.  Porter  .  Nov.  1975.  cover  title,  [59]  p.il.  4°  [Prepared  by  Radiometric 
Technology,  Inc.,  Wakefield,  Mass.]     §  Paper,  $4.25. 

NAS  1.26:2581 

02939  2602.  Prediction  of  span  loading  of  straight-wing/propeller  combinations  up  to  stall  [with 

list  of  references;  by]  M.  A.  McVeigh  ,  L.  Gray  ,  and  E.  Kisielowski.  Oct.  1975. 
cover  title,  xv  +  193  p.il.  4°  [Prepared  by  United  Technology,  Inc.,  Blue  Bell,  Pa.] 
§  Paper,  $7.25. 

NAS  1.26:2602 

02940  2604.    High   Reynolds   number  tests   of   C-141A   aircraft   semispan   model   to   investigate 

shock-induced  separation  [with  list  of  references;  by]  W.  T.  Blackerby  and  J.  F. 
Cahill  .  Oct.  1975.  cover  title,  [194]  p.il.  4°  [Prepared  by  Lockheed-Georgia  Company, 
Marietta,  Ga.]     §  Paper,  $7.00. 

NAS  1.26:2604 

02941  2615.  Physical  and  dynamical  studies  of  meteors,  meteor-fragmentation  and  stream-dis- 

tribution studies  [with  list  of  references;  by]  Zdenek  Sekanina  and  Richard  B. 
Southworth  .  Nov.  1975.  cover  title,  v  +  94  p.il.  4°  [Prepared  by  Smithsonian  Institu- 
tion, Astrophysical  Observatory,  Cambridge,  Mass.]     §  Paper,  $4.75. 

NAS  1.26:2615 

02942  2616.   Steady   subsonic  flow  around  finite-thickness  wings   [with  list  of  references;  by] 

Ching-Chiang  Kuo  and  Luigi  Morino  .  Nov.  1975.  cover  title,  [l]  +  ix  +  79  p.il.  4° 
[Prepared  by  Boston  University,  Boston,  Mass.]     §  Paper,  $4.75. 

NAS  1.26:2616 

02943  2619.  Study  of  attitude  control  concepts  for  precision-pointing  nonrigid  spacecraft  [with 

lists  of  references;  by]  Peter  W.  Likins  .  Oct.  1975.  cover  title,  v  +  159  p.il.  4° 
[Prepared  by  School  of  Engineering  and  Applied  Science,  University  of  California, 
Los  Angeles,  Calif.]     §  Paper,  $6.25. 

NAS  1.26:2619 

02944  2625.  In-flight  simulation  of  lateral  control  nonlinearities  [with  lists  of  references;  by] 

David  R.  Ellis  and  Narayan  W.  Tilak  .  Nov.  1975.  cover  title,  [29]  p.il.  4°  [Prepared 
byFlight  Research  Laboratory,  Princeton  University,  Princeton,  N.J.]     §  Paper,  $3.75. 

NAS  1.26:2625 

02945  2630.   Analysis   of   atmospheric   flow   over   surface   protrusion   using   turbulence   kinetic 

energy  equation  with  reference  to  aeronautical  operating  systems  [with  list  of 
references;  by]  Walter  Frost  and  W.  L.  Harper  .  Dec.  1975.  cover  title,  vii  +  69 
p.il.  4°  [Prepared  by  University  of  Tennessee  Space  Institute,  Tullahoma,  Tenn.] 
§  Paper,  $4.25. 

NAS  1.26:2630 

02946  2633.  Project  Fog  Drops  5,  Task  1,  Numerical  model  of  advection  fog.  Task  2,  Recommen- 

dation for  simplified  individual  zero-gravity  cloud  physics  experiments  [with  lists 
of  references;  by]  C.  William  Rogers  ,  William  J.  Eadie  ,  Ulrich  Katz,  and  William 
C.  Kocmond.  Dec.  1975.  cover  title,  iii  +  54+A22  p.il.  4°  [Prepared  by  Calspan  Corp., 
Buffalo,  N.Y.]     §  Paper,  $4.75. 
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02947  NASA  procurement  regulation.  1975  edition.  July  1975.  [1685]  p.  (NHB 

5100. 2A.)  [Issued  with  perforations.  Replaces  1970  edition  and  10  revi- 
sions.] *  Paper,  $41.25  (including  basic  and  supplementary  material 
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02948  3093.  Normal-  and  oblique-shock  flow    parameters  in   equilibrium,  air  including  attached- 

shock    solutions    for    surfaces    at    .ingles   of    attack,    sweep,    and    dihedral    [with    list 
of  references;  by]  James  L.  Hunt  and  Sue  W.  Soudera  .  1975.  iii  +  154  p.il.  4° 
(Scientific  and  Technical  Information  Office.)     §  Piper,  $6.25. 

NAS  1.21:3093 

02949  3095.    Diurnal   experiment   data   report,    March    19-20.    1074   (with   list   of   references];   by 

Francis  J.  Schmidlin  ,  Yoshihiro  Yamasaki  ,  Adautto  Motta,  and  Saul  Brynsztein. 
1975.  iii  +  150  p.il.  4°  (Scientific  and  Technical  laformation  Office.)  (Prepared  at 
NASA  Wallops  Flight  Center.)     §  Paper,  $6.25. 

NAS  1.21:3095 

02950  5021(15).  Index  to  NASA  tech  briefs,  ll>"4    Feb.  1975.  cover  title,  v  +  25  +  1-44  p.  4° 

([Technology  Utilization  Office.])     5  Paper,  $3.00 

NAS  1.21:5021(15) 

02951  5910(05).    Machine   tools    and   fixtures     a    compilation     i!974).   cover   title,   ii  +  25  +  [3]   p.il. 

4°  (Technology  utilization;  [Technology  Utilization  Office].)  [Last  3  pages  left  blank 
for  notes]     *   Paper,  85c.     •Item  830-1 

NAS  1.21:SP-5910(05) 
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(Technology  utilization,  [Technology  Utilization  Office].)  [One  page  left  blank  for 
notes]     §  (Price  upon  application) 
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02953  X-3259.  Flight  assessment  of  large  supersonic  drone    \ircraft  for  research  use  [with  list 

of  references;  by]  Clinton  V.  Eckstrom  and  F.llwood  L.  Peele  .  Dec.  1975.  cover 
title,  [l|  +  55  p.il.  4°     §  Paper,  $4.25. 

NAS  l.l5:X-3259 

02954  X-3272.  Resistance  of  a  gamma-gamma  prime-delta  directionally  solidified  eutectic  alloy 

to  recrystallization  [with  list  of  references;  by]  Surendra  N.  Tewari  ,  OULSON 
M.  Scheurermann  ,  and  Charles  W  Andrews  Dec.  1975.  cover  title,  [1]  +  19  p.il. 
4°     §  Paper,  $3.25. 

NAS  1.15:X-3272 

02955  X-3284.    Development    of    a   computer    program    to    obtain    ordinates    for   NACA   4-digit, 

4-digit  modified,  5-digit,  and  16-series  airfoils  [v  ah  list  of  references;  by]  Charles 
L.  Ladson  and  Cuyler  W.  Brooks  .  jr.  Nov.  1975    cover  title,  [2]  +  44  p.il.  4° 
§  Paper,  $3.75. 

NAS  1.15:X-3284 

02956  X-3291.  Surface  recession  characteristics  of  cryogenic   insulation  subjected  to  arc-tunnel 

heating    [with    list   of    references;    by]    Claud    M     Pittman   and    Ronald    D.    Brown 
Nov.  1975.  cover  title,  [2]  +  28  p.il.  4      §  Paper,  $3.75. 

NAS  1.15:X-3291 

02957  X-3322.    Rough-to-smooth    transition    of    equilibrium    neutral   constant    stress    layer   [with 

list  of  references;  by]  Earl  Logan  ,  jr.,  and  George  H.  Fichtl  .  Dec.  1975.  cover 
title,  v  +  18  p.il.  4°     §    Paper,  $3.00 

NAS  1.15:X-3322 

NASA  technical  note  TN  (series). 

02958  D-7890.    Brief   study   of   effects   of   turbofan-engine    bypass   ratio  on   short-and   long-haul 

cruise  aircraft  [with  one  reference,  by]  Arvid  L  Keith  ,  jr.  Dec.  1975.  cover  title, 
[l]  +  43  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-7890 

02959  D-7936.  Theoretical  aerodynamics  of  upper-surface-blowing  jet-wing  interaction  [with  list 

of  references;  by]  C.  Edward  I.an  and  James  F.  Campbell  .  Nov.  1975.  cover  title, 
[2]  +  49  p.il.  4°     §  Paper  ,  $3.75. 

NAS  1.14:D-7936 

02960  D-7943.  Aerothermal  performance  and  structural  integrity  of  Rene  41  thermal  protection 

system  at  Mach  6.6  [with  list  of  references;  by]  William  D.  Deveikis  ,  Robert 
Miserentino  ,  Irving  Weinstein,  and  John  L.  Shideler.  Nov.  1975.  cover  title,  iv  +  95 
p.il.  4°     §  Paper,  $4.75. 
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D-7960.   Conspicuity   of   target   lights,    influence   of  color   [with   list  of   references;   by] 
Mary  M.  Connors  .  Nov.  1975.  cover  title,  [1]  +  13  p.il.  4°     §  Paper,  $3.25. 

NAS  1.14-.D-7960 
D-7973.   Second-order  small-disturbance    solutions  for  hypersonic  flow   over  power-law 
bodies  [with  list  of  references;  by]   James  C.  Townsend   .  Nov.  1975.  cover  title, 
iii+63  p.il.  4°     §  Paper.  $4.25. 

NAS  1.14:D-7973 

D-7976.   Experimental  and   numerical  investigation  of   boundary-layer  development  and 

transition  on  walls  of  Mach  5  nozzle  [with  list  of  references;  by]  William  D.  Harvey 

,   Aubrey  M.  Cary   ,   jr.,  and  Julius   E.   Harris.   Dec.  1975.  cover  title,   [l]  +  86  p.il. 

4°     §  Paper,  $4.75. 

NAS  1.14:D-7976 
D-7983.    Transformation    method    for    constrained-function    minimization    [with    list    of 
references;  by]  Stephen  K.  Park   .   Nov.  1975.  cover  title,  [l]  +  36  p.il.  4°     §  Paper, 
$3.75. 

NAS  1.14:D-7983 
D-8022.  Computer  lateral  rate  and  acceleration  power  spectral  response  of  conventional 
and  STOL  airplanes  to  atmospheric  turbulence  [with  list  of  references;  by]  Jacob 
H.  Lichtenstein  .  Dec.  1975.  cover  title,  [1]  +  122  p.il.  4°     §  Paper,  $5.25. 

NAS  1.14:D-8022 
D-8024.  Kalman  filter  estimation  of  human  pilot-model  parameters  [with  list  of  references; 
by]  James  R.  Schiess  and  Vincent  R.  Roland  .  Nov.  1975.  cover  title,  [2]  +  42  p.il. 
4°     §  Paper,  $3.75. 

NAS  1.14:D-8024 
D-8025.  Turbulent  wall  jet  in  cof lowing   stream  [with  list  of  references;  by]  James  F. 
Campbell  .  Nov.  1975.  cover  title,  [1]+  34  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8025 
D-8035.  Saltation  on  Mars  and  expected   lifetime  of  Viking  75  wind  sensors  [with  list 
of  references;  by]  Robert  M.  Henry   .   Dec.  1975.  cover  title,  [1]+   by]  Robert  M. 
Henry  .  Dec.  1975.  cover  title,  [l]  +  39  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8035 
D-8037.    Noisiness    of    low-frequency    one-third    octave    bands    of    noise    [with    list    of 
references;   by]   Ben   William   Lawton    .   Nov.   1975.   cover  title,   [2]  +  29  p.il.  4°     § 
Paper,  $3.75. 

NAS  l.!4:D-8037 
D-8040.  Theoretical  face   pressure  and   drag  characteristics  of  forward-facing  steps  in 
supersonic  turbulent  boundary  layers  [with  list  of  references;  by]  D.  K.  Patel  and 
K.  R.  Czarnecki  .  Dec.  1975.  cover  title,  [1]  +  61  p.il.  4°     §  Paper,  $4.25. 

NAS  1.14:D-8040 
D-8041.    Experimental   studies   for  determining   human   discomfort   response   to   vertical 
sinusoidal   vibration    [with  list  of   references;  by]   Thomas   K.   Dempsey   and   Jack 
D.  Leatherwood  .  Nov.  1975.  cover  title,  [2] +  56  p.il.  4°     §  Paper,  $4.25. 

NAS  1.14:D-8041 
D-8050.  Comparison  of  techniques  for  approximating  ocean  bottom  topography  in  wave- 
refraction  computer   model  [with  list  of  references;  by]  Lamont  R.  Poole   .  Nov. 
1975.  cover  title,  [l]  +  44  p.il.  4°      §  Paper,  $3.75. 

NAS  1.14:D-8050 
D-8051.   Simulation  and  flight  studies  of   approach  profile   indicator  for  VTOL  aircraft 
[with  list  of  references;  by]  Gene   C.   Moen  and   Kenneth  R.   Yenni  .  Nov.  1975. 
cover  title,  [2]+44  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8051 
D-8055.  Foot-controlled   maneuvering  unit   -  summary  report  on  Skylab  experiment  T- 
020  [with  list  of  references;  by]  Donald  E.  Hewes  and  Kenneth  E.  Glover  .  Nov. 
1975.  cover  title,  [1]  + 60+ [1]  p.il.  4°     §   Paper,  $4.25. 

NAS  1.14:D-8055 

D-8065.  Aerodynamic  characteristics  of  hypersonic  research  airplane  concept  having  70° 

swept  double-delta  wing  at  Mach  numbers  from  1.50  to  2.86  [with  list  of  references; 

by]   Jim   A.   Penland    ,   Roger  H.   Fournier   ,   and   Don  C.   Marcum,  jr.  Dec.  1975. 

cover  title,  [1]  +  81  p.il.  4°     §  Paper,  $4.75. 

NAS  1.14:D-8065 
D-8067.  Computerized  symbolic  integration  technique  for  development  of  triangular  and 
quadrilateral   composite   shallow-shell   finite   elements   [with   list  of  references;   by] 
C.  M.  Andersen  and  Ahmed  K.  Noor  .  Dec.  1975.  cover  title,  [l]+46  p.il.  4° 
§  Paper,  $3.75. 

NAS  1.14:D-8067 
D-8070.   Description   and    calibration   of   Langley  6-   by   28-inch  transonic   tunnel   [with 
list  of  references;  by]  Charles  L.   Ladson   .  Dec.  1975.  cover  title,   [l]+65  p.il.  4° 
§  Paper,  $4.25. 

NAS  1.14:D-8070 

D-8074.   Comparison   of   vibrations   of   combination  of   solid-rocket  launch   vehicle   and 

payload  during  ground  firing  and  launching  [with  list  of  references;  by]  James  A. 

Schoenster  and  Harold  B.  Pierce   .  Dec.  1975.  cover  title,  [l]  +  35  p.il.  4°    §  Paper, 

$3.75. 

NAS  1.14:D-8074 
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D-8075.  On-line  mass  spectromctric  monitoring  of  polymerization  of  phenolic-resin-based 
material  [with  list  of  references;  by]  David  A  Aikens  ,  George  M.  Wood  ,  and 
Billy  T   Upchurch.  Dec.  1975.  cover  title,  [1]  +  13  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8075 

D-8081.  Effect  of  slot  width  on  transition  and  noise  attenuation  of  flat  sound  shield 
in  Mach  6  wind  tunnel  [with  list  of  references;  by]  P.  Calvin  Stainback   ,  William 

D.  Harvey  ,  and  Andrew  J.  Srokowski.  Nov.  1975    cover  title,  [1]  +  51  p.il.  4° 
§  Paper,  $4.25. 

NAS  1.14:D-8081 
D-8084.   Role   of   multiple   scattering   in   one-dimension  tl   radiative   transfer  [with   list  of 
references;   by]    David    Adamson        Dec.   1975.    cover   title,    [1]  +  51   p.il.   4°     §  Paper, 
$4.25. 

NAS  1.14:D-8084 
D-8085.  Flutter  analysis  of  2  parallel  elastically  couple  J  flat  plates  [with  list  of  references; 
by)  Charles  P.  Shore  .  Dec.  1975.  cover  title,  [1]  +  4D  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8085 
D-8089.  Free-flight  model  investigation  of  vertical-attituJe  VTOL  fighter  with  twin  vertical 
tails  [with  list  of  references;  by]   Sue  B.  Grafton  and  Ernie  L.  Anglin  .  Nov.  1975. 
cover  title,  [2]  +  27  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8089 
D-8091.  Upwash  angles  near  engine  inlets  of  externally  blown  flap  STOL  transport  [with 
list  of  references;   by]   Roger  L     Naeseth  and   Danny  R.   Hoad   .   Nov.   1975.  cover 
title,  [1J  +  47  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8091 
D-8096.  Analysis  of  liquid-metal-jet  impingement  cooling  in  corner  region  and  for  row 
of  jets   (with  list  of   references;   by]   Robert  Sieed   .   Dec.   1975.   cover  title,   [l]  +  52 
p.il.  4°     §  Paper,  $4.25. 

NAS  1.14:D-8096 

D-8097.  Pressure  contact  sounding  data  for  NASA's  atmospheric  variability  experiment 

(AVE  3)  [with  list  of  references,  by]  Henry  E.    Fuelberg  ,  C.  Kelly  Hill  ,  Robert 

E.  Turner,  and  Kay  E.  Long.   Nov.  1975.  cover   title,  v  +  15-i-l  p.il.  4°     [Issued  with 
envelope  containing  microfiche  attachments]     §  Paper,  $3.25. 

NAS  1.14:D-8097 
D-8098.  Analytical  study   of  mechanisms  for  nitric   oxide  formation  during  combustion 
of    methane    in    jet-stirred    combustor    [with    list    of    references;    by]    Casimir    J. 
Jachimowski  .  Dec.  1975.  cover  title,  (1]  +  14  p.il.  A"     §  Paper,  $3.25. 

NAS  l.M:D-8098 
D-8106.  Bidirectional  plant  canopy  reflection  models  derived  from  radiation  transfer  equa- 
tion [with  list  of  references;  by]   Donald  R.  Beeth   .  Nov.  1975.  cover  title,  v  +  104 
p.il.  4°     §  Paper,  $5.25. 

NAS  1.14:D-8106 
D-8109.   Effect  of  axial   load  on   mode   shapes  and   frequencies  of  beams   [with  list  of 
references;  by]  Francis  J.  Shaker  .   Dec.  1975.   cover  title,   [l]  +  30  p.il.  4°     §  Paper, 
$3.75. 

NAS  1.14:D-8109 
D-8111.   Current  from   dilute   plasma   measured   through   holes   in   insulators   [with   list  of 
references;  by]  Norman  T.  Grier  and  Stanley  Dooiitz  .  Dec.  1975.  cover  title,  [l]  +  26 
p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8111 

NASA  technical  report  R  (series). 

446.  Analytical  method  for  determine  ag  stability  of  linear  retarded  systems  with  two 
delays  [with  list  of  references;  by]  L.  Keith  Barker  and  J.  L.  Whitesides  .  Nov. 
1975.  cover  title,  [2]+  34  p.il.  4°     §    Paper,  $3.75. 

NAS  1.12:446 

447.  Inverse  solutions  for  laminar  boundary-layer  flows  with  separation  and  reattachment 
[with  list  of  references;  by  James  E.  Carter  Nov.  1975.  cover  title,  iv  +  61  p.il. 
4°     §  Paper,  $4.25. 

NAS  1.12:447 

448.  Annular  suspension  and  pointing  I  *SP)  system  f<  r  space  experiments  and  predicted 
pointing  accuracies  (with  list  of  references;  by |  Willard  W.  Anderson  and  Suresh 
M.  Joshi  .  Dec.  1975.  cover  title  ,  [1J+34  p.il.  4°     5  i^per,  $3.75. 

NAS  1.12:448 

449.  Testing  of  printed  circuit  board  -older  joints  optical  correlation  (with  list  of 
references;  by]  Patrick  N.  Espv  .  Nov.  1975.  cover  title,  vi  +  84  p.il.  4°  §  Paper, 
$4.75. 

NAS  1.12:449 
451.  Theory  of  noise  generation  from  moving  bodies  with  application  to  helicopter  rotors 
[with   list   of   references;   by]    F     Farassat   .   Dec    1975.   cover   title,   iii  +  59   p.il.   4° 
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02996  453.   Photon  gas  formulation  of  thermal   radiation   [with  list  of  references;  by]   Robert 

C.  Ried  ,  jr.  Nov.  1975.  cover  title,  v  +  70  p.  4°     §  Paper,  $4.25. 

NAS  1.12:453 

02997  454.  Primer  vector  theory  and  applications  [with  list  of  references;  by]  Donald  J.  Jezewski 

.  Nov.  1975.  cover  title,  iv  +  43  p.il.  4°     §  Paper,  $3.75. 

NAS  1.12:454 

NASA  technical  translation  TT  (series). 

02998  F-811.  My  blue  planet;  [by]  G.  S.  Titov  .  Oct.  1975.  cover  title,  iii  +  226  p.il.  4°     [Translation 

of  Golubaya  moya  planeta.  Military  Press,  Moscow,  1973.]     §  Paper,  $7.50. 

NAS  1.13/2:F-811 

02999  F-822.   Stochastic   structure  of  cloud  and   radiation  fields   [with  list  of  references;  by] 

Yu.  R.  Mullamaa  ,  M.  A.  Sulev,  V.  K.  Poldmaa,  H.  A.  Ohvril,  H.  J.  Niylisk, 
M.  I.  Allenov,  L.  G.  Tchubakov,  and  A.  F.  Kuusk.  Oct.  1975.  cover  title,  [1]  +  192 
p.il.  4°  [Translation  of  Stokhasticheskaya  struktura  poley  oblachnostii  radiatsii. 
Academy  of  Sciences  of  the  Estonian  SSR,  Tartu,  1972.]     §  Paper,  $7.00. 
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Archives  publication  70-3.)  + 

L.C.  card  72-603253  GS  4.17/3 :F  48 

NATIONAL  BUREAU  OF  STANDARDS,  Commerce  Dept. 
Washington,  DC  20234 

Building  science  series. 

03001  53.  Study  of  local  resistance  of  conventional  plywood  subflooring  to  concentrated  load 

[with  list  of  references];  by  Felix  Y.  Yokel  .  May  1974.  iv  +  36+[l]  p.il.  4°     (Center 
for  Building  Technology,   Institute   for  Applied  Technology.)  [Prepared  for  Office 
of  Research  and  Technology,  Office  of  Housing  and  Urban  Development.  Supersedes 
NBSIR  73-116  (PB  220  432/9).]     *  Paper,  85c.     ©Item  241-A 
L.C.  card  74-600075  C  13.29/2:53 

03002  72.   Fire  endurance   of  gysum  board   walls   and  chases  containing  plastic   and  metallic 

drain,  waste,  and  vent  plumbing  systems  [with  list  of  references;  by]  William  J. 
Parker  ,  M.  Paabo  ,  J.  T.  Scott,  D.  Gross  and  I.  A.  Benjamin.  Sept.  1975.  vi+105  +  [l] 
p.il.  4°  (Center  for  Fire  Research,  Institute  for  Applied  Technology.)  [Sponsored 
by  Office  of  Policy  Development  and  Research,  Department  of  Housing  and  Urban 
Development.]  *  Paper,  $1.80  (S/N  003-003-01474-5).  •Item  241-A 
L.C.  card  75-619228  C  13.29/2:72 

Monograph. 

03003  152.  Gage  block  measurement  process  using  single  wavelength  interferometry  [with  list 

of  references;  by]  John  S.  Beers  .  Dec.  1975.  iii+30+[l]  p.il.  4°    (Institute  for  Basic 

Standards.)     *  Paper,  85c.     ©Item  247-A 

L.C.  card  75-619353  C  13.44:152 

Special  publication. 

03004  260-53.    Standard   reference    materials:    Standardization   of   pH   measurements   [with   list 

of  references;  by]  Richard  A.  Durst  .  Dec.  1975.  viii  +  40  p.il.  4°     (Analytical  Chemis- 
try Division,  Institute  for  Materials  Research.)     *  Paper,  $1.05.     •Item  247 
L.C.  card  75-619344  C  13.10:260-53 

03005  389.  Some  references  on  metric  information  including  charts  on  all  you  need  to  know 

about  metric  and  metric  conversion  factors.  Revised  Aug.  1975.  [1975.]  [1]  +  10  p.il. 
4°     +  Paper,     •Item  247 

C  13.10:389-2 

Technical  note. 

03006  654.    Electromagnetic   noise    in   Robena   no.   4   coal   mine    [with   list  of   references;   by] 

W.   D.   Bensema   ,    Motohisa   Kanda    ,   John  W.   Adams.   Apr.   1974.   xiv  +  180  p.   il. 
4°     (Electromagnetics     Division,     Institute     for     Basic     Standards,     Boulder,     Co.) 
[Sponsored   by   Pittsburgh   Mining   and   Safety   Research   Center,    Pittsburgh,   Pa.] 
*  Paper,  $1.50.     •Item  249-A 

C  13.46:654 
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03007  661.    Advances    in    measurement   of    rf    power   and    attenuation    using    SQUIDS;    [by]    R. 

A.  Kamper  ,  M.  B.  Simmonds  .  R  T.  Adair,  (  A.  Hoer.  [Sept.  1974.  iv  +  24  +  [l] 
p.il.  4°  (Electromagnetics  Division.  Institute  for  Basic  Standards.)  (Work  partially 
supported  by  DoD-CCG  under  project  72-72.)     •  Paper,  80c.     •Item  249-A 

C  13.46:661 

03008  667.   Upper-bound   errors   in   far-field   antenna  parameters  determined   from   planar  near- 

field  measurements,  pt.  1,  Analysis  [with  list  of  references;  by]  Arthur  D.  Yaghjian 
.  Oct.  1975.  vi  +  114  p.il.  4°  (Electromagnetics  Division,  Institute  for  Basic  Standards, 
Boulder.  Co.)  [Sponsored  by  Air  ORCE  Avionics  laboratory.  Air  Force  Wright 
ERONAUTICAL  Laboratories.  Air  Force  Systems  Command,  Wright-Patterson  Air 
Force  Base,  Ohio]     •  Paper,  $1.85.     •Item  249-A 

C  13.46:667 

03009  674.   Report  on  1975    survey  of  users  of   services  of  radio  stations   WWV   and   WWVH 

[with  list  of  references;  by]  J.  A.  Barnes  ,  R.  I  Beehler  .  Oct.  1975.  iii  +  17  +  72 
p.il.  4°  (Time  and  Frequency  Division,  Institute  for  Basic  Standards,  Boulder,  Co.) 
*  Paper,  $1.50.     ©Item  249-A 

C  13.46:674 

03010  841.   Review   of   reverberant   sound   power   measurement   standard   and   recommendations 

for  further  research   [with  list  of   references].   Aug.   1974.   v  +  18  p.il.  4°     (Mechanics 
Division,    Institute    for   Basic    Standards.)    [Prepared    by    D.    Lubman    &    Associates 
under   contract   with    Applied    Acoustics   Section,    Mechanics   Division,    Institute   for 
Basic  Standards.]     *  Paper,  60c.     •Item  249-A 
L.C.  card  74-600132  C  13.46:841 

03011  873.  Electro-optical  deflection  measuring  device  [with  bibliography;  by]  Robert  A.  Crist 

,  Richard  D.  Marshall  ,  Harold  I  Laursen.  Dec  1975.  v  +  20  p.il.  5°  (Institute  for 
Applied  Technology.)     *  Paper,  75c.       •Item  249-A 

C  13.46:873 

NATIONAL  CENTER  FOR  EDUCATION  STATISTICS,  Health, 
Education,  and  Welfare  Dept.  Washington,  DC  20202 

03012  Associate  degrees  and  other  awards  below  baccalaureate,  1971-72;  by- 

Curtis  O.  Baker  and  Agnes  Q.  Wells  .  [1975.]  x  +  348  p.  4°  (NCES 
76-100.)  [At  head  of  title  on  cover:  Higher  education.  Text  on  p. 
2  of  cover.]  *  Paper,  $6.10  (S/N  017-080-01471-8).  •Item  460-A- 
54 

HE  19.333:971-72 

03013  Sponsored  reports  series:  Survey  of  Federal  libraries,  fiscal  year  1972. 

[by]  Edwin  E.  Olson  .  [1975.]  xvii+217  p.  4°  (NCES  75-184.) 
[Prepared  under  interagency  transfer  of  funds  (IAD-072-014)  to 
Federal  Library  Committee  of  Library  of  Congress,  which  developed 
this  report  under  contract  LC-958.  Text  on  p.  2  and  3  of  cover.] 
*  Paper,  $3.15  (S/N  017-080-01459-9).     •Item  455-H 

HE  19.311:L  61/972 

NATIONAL  COMMISSION  ON  WATER  QUALITY  Washington,  DC 
20036 

03014  National  Commission  on  Water  Quality  staff  draft  report.  Nov.  1975. 

cover  title,  [924]  p.il.  4°     +     ©Item  1089 

Y  3.W  29/2:2  St  1 

03015  National  Commission  on  Water  Quality  staff  draft  report,  issues  and 

findings.  Nov.  1975.  cover  title.  [88]  p.il.  4s     +     •Item  1089 

Y  3.W  29/2:2  St  1/2 

NATIONAL  CREDIT  UNION  ADMINISTRATION  Washington,  DC 

20456 

03016  Federal  credit  union  bylaws,  Change  3.  Oct.  22,  1975.  [10]  p.  4°     (Office 

of  Administrator.)  [Issued  with  perforations]     +     •Item  526 

NCU  1.2:B  99/970/ch.3 
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NATIONAL  ENDOWMENT  FOR  THE  ARTS,  National  Foundation  on 
the  Arts  and  Humanities  Washington,  DC  20506 

03017  Museum  program,  National  Endowment  for  the  Arts  guidelines,  fiscal 

year  1976.  [Aug.  1974.]  [2]  leaves +  44  p.  4°      +     •Item  831-13-2 

NF  2.8:M  97/976 

NATIONAL  GUARD  BUREAU,  Defense  Dept.  Washington,  DC  20310 
NGB  pamphlet. 

03018  750-1.  Logistics,  Army   maintenance  management  system  (TAMMS).   [1975.]  cover  title, 

[32]  p.il.  4°  (Departments  of  Army  and  Air  Force.)  [Issued  with  perforations.] 

#  •Item  358 

D  12.8:750-1 

Technician  personnel  pamphlet. 

03019  713-2.  National  Guard  technicians,  equal  employment  opportunity  counselor's  handbook. 

[June   30,   1975].   cover  title,   ii+29   p.   16"     (Departments   of   Army   and   Air  Force.) 

#  •Item  358 

D  12.8/2:713-2 

03020  908.  National  Guard  personnel  management  evaluation  plan.  [Oct.  1,  1975.]  cover  title, 

[24]   p.   4°   (Departments   of   Army   and   Air   Force.)   [Issued   with   perforations.]     # 
•Item  358 

D  12.8/2:908 

NATIONAL  HEART  AND  LUNG  INSTITUTE,  Health,  Education, 
and  Welfare  Dept.  Bethesda,  MD  20014 

03021  Proceedings  of  National  Heart  and  Lung  Institute  working  conference 

on  health  behavior,  Basye,  Va.,  May  12-15,  1975  [with  bibliographies]; 
editor,  Stephen  M.  Weiss  .  [1975.]  xx+~300  p.il.  4°  (DHEW  publica- 
tion (NIH)  76-868.)  [Sponsored  by  Office  of  Prevention,  control  and 
Education.  Photography  by  Harrison  Owen.]     +     •Item  507-E-l 

HE  20.3202:H  35/6 

NATIONAL  HIGHWAY  TRAFFIC  SAFETY  ADMINISTRATION, 
Transportation  Dept.  Washington,  DC  20590 

Highway  safety  program  manual. 

03022  1.  Periodic  motor  vehicle  inspection.  Jan.  1974.  cover  title,  [98]  p.  4°     [Issued  with  perfora- 

tions.]    *  Paper,  $1.80.     •Item  982-D-3 

TD  8.8/3:1 

03023  6.  Codes  and  laws  [with  list  of  references].  Nov.  1974.  cover  title,  [37]  p.  4°     [Issued 

with  perforations.]     *  Paper,  $1.20.     •Item  982-D-3 

TD  8.8/3:6 

03024  7.   Traffic   courts   [with   list  of   references].   Oct.   1974.   cover  title,   [54]   p.   4°     [Issued 

with  perforations.]     *  Paper,  $1.50  (S/N  5003-00203).     •Item  982-D-3 

TD  8.8/3:7 

03025  8.   Alcohol   in   relation    to   highway   safety    [with   list   of   references].   Mar.   1975.   cover 

title,  [79]  p.  4°  [Issued  with  perforations.]     *  Paper,  $1.35.     •Item  982-D-3 

TD  8.8/3:8 

03026  16.   Debris  hazard  control  and  cleanup  [with  list  of  references].  Jan.  1975.  cover  title, 

[72]  p.  4°  [Issued  with  perforations.]     *  Paper,  $1.25     •Item  982-D-3 

TD  8.8/3:16 

03027  17.   Pupil  transportation   safety   [with  ost  of  references].   Feb.  1974.  cover  title,   [51]   p. 

4°     [Issued  with  perforations.]     *  Paper,  95c.  (S/N  5003-00174).     •Item  982-D-3 

TD  8.8/3:17 

03028  How  to  talk  to  your  teenager  about  drinking  and  driving.  [Oct.  1975.] 

[16]  p.il.  narrow  12°  [Prepared  in  cooperation  with  National  Congress 
of  Parents  and  Teachers.]     +     •Item  982-D-l 

TD  8.2:D  83/8 

03029  Research  safety  vehicle,  phase  1:   v.  3,  Final  report.  July  1975.  cover 

title,   xxxiv  +  8  +  594  p.il.  4°     (DOT  HS-801  626.)  [Prepared  by  Volk- 
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swagenwerk  AG,  Research  Division,  Wolfsburg,  Germany,  under  con- 
tract DOTHS-4-00843.  Includes  sec.  4-5  of  Final  report.]  §  (Price 
upon  application).     •Item  982-D-l 

TD  8.2:V  53/5/v.  3 

Traffic  laws  commentary. 

03030  v.3,    no.l.    Rules    of    the    road    rated    [with    list    of    references;    by    Edward    F.    Kearney 

].  Aug.  1974.  cover  title,  [4)  +  ll  +  [21]  p.  4°  [Prepared  by  National  Committee  on 
Uniform  Traffic  Laws  and  Ordinances  ,  Washington,  DC,  under  contract  DOT- 
HS-4-00928]     •  Paper,  70c  (S/N  5003-00175).     •Item  982-D-U 

TD  8.5/2:  3/1 

03031  v.4,  no. 2.  Accident  investigation  and  reporting  [with  list  of  references].  Sept.  1975.  cover 

title,  (4)  +  72  p.  4°  [Prepared  by  National  Committee  on  Uniform  Traffic  Laws 
and  Ordinances,  Washington,  D.C.,  under  contract  DOT-HS-4-00928.]  *  Paper,  $1.35 
(S/N  050-003-00222-4).     •Item  982-D-ll 

TD  8.5/2:4/2 

NATIONAL  INSTITUTE  FOR  OCCUPATIONAL  SAFETY  AND 
HEALTH,  Health,  Education,  and  Welfare  Dept.  Rockville,  MD  20852 

03032  Influence  of  dynamic  exercise  on  fatiguing  isometric  exercise  and  as- 

sessment of  changing  levels  of  isometric  component  [with  list  of 
references;  by]  A.  R.  Lind  ,  R.  H.  Rochelle  ,  J.  S.  Petrofsky,  J. 
S.  Rinehart,  [and]  R.  L.  Burse.  June  1975.  [4]  +  53  p.il.  4°  ([HEW 
publication  (NIOSH)  75-77];  Division  of  Laboratories  and  Criteria 
Development  [NIOSH  technical  information].)  [Contract  HSM  99-71- 
21.]     *  Paper,  $1.15  (S/N  017-033-00074-3).      ©Item  499-F-2 

HE  20.7102: Ex  3 

NATIONAL  INSTITUTE  OF  ALLERGY  AND  INFECTIOUS 
DISEASES,  Health,  Education,  and  Welfare  Dept.  Bethesda,  MD  20014 

03033  Miscellaneous  microbes,  non-conformists.  [1975.]  [20]  p.il.  (DHEW  publi- 

cation (NIH)  76-898.)     *  Paper,  30c.      •Item  505-A-l 

HE  20.3252:M  58/2 

NATIONAL  INSTITUTE  OF  MENTAL  HEALTH,  Health,  Education, 
and  Welfare  Dept.  Rockville,  MD  20852 

03034  Mental  health  directory,  1975.  [1975.]  vii  +  562  p.  4°     ([DHEW  publication 

(ADM)  76-266,  formerly  (HSM)  73-9028.])     +     •Item  506-C 

HE  20.8123:975 

03035  Reference    data    on    halfway    houses    for   mentally    ill    and    alcoholics, 

United  States,  1973.  July  1974.  [l]  +  28  p.  4°  [Prepared  by  Survey  and 
Reports  Branch,  Division  of  Biometry.]     +     •Item  507-B-5 

HE  20.8102:H  13/973 

NATIONAL  INSTITUTE  OF  NEUROLOGICAL  DISEASES  AND 
STROKE,  Health,  Education,  and  Welfare  Dept.  Bethesda,  MD  20014 

03036  NINDS  research  program  reports,  1974:   Summary  of  research  at  Na- 

tional Institute  of  Neurological  Diseases  and  Stroke.  1974.  [3] +  153 
p.  (DHEW  publication  (NIH)  74-697.)  [Prepared  as  background  infor- 
mation for  1974  congressional  hearings  on  appropriations.]  *  Paper, 
$1.45  (S/N  1749-00054).     •Item  507-A-6 

HE  20.3512:974 

03037  NINDS  stroke  research  program.  [Jan.  1974.]  [2] +  9  p.  ([DHEW  publica- 

tion (NIH)  75-129.])  [Prepared  in  connection  with  1975  appropriations 
hearings.]     +     •Item  507-L-2 

HE  20.3502:St  8/974 
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NATIONAL  INSTITUTE  ON  ALCOHOL  ABUSE  AND 

ALCOHOLISM,  Health,  Education,  and  Welfare  Dept.  Rockville,  MD 

20852 

03038  Seminar  on  alcoholism  emergency  care  services,  proceedings,  [articles; 

with  lists  of  selected  references];  edited  by  George  G.  Pavloff  . 
[1975.]  v+98  p.il.  4°  (DHEW  publication  (ADM)  76-254.)  [Formerly 
DHEW  publication  (HSM)  73-9024.]     +     •Item  498-C-l 

HE  20.8302:Em  3 

NATIONAL  INSTITUTE  ON  DRUG  ABUSE,  Health,  Education,  and 
Welfare  Dept.  Rockville,  MD  20852 

03039  National  training  system,  course  calendar,  Dec.  1974-June  1975.  [2d  edi- 

tion.] [1975.]  cover  title,  [3]  +  156  p.  12°  ([Division  of  Resource 
Development,  Manpower  and  Training  Branch,  National  Training 
System.])     +     ©Item  467-A-l 

HE  20.8202:T  67/974-75 

NATIONAL  INSTITUTES  OF  HEALTH,  Health,  Education,  and 
Welfare  Dept.  Bethesda,  MD  20014 

Resources  for  health  R  &  D  report. 

03040  21.    Voluntary   health   agency   support   of   health   research   and   development,    [by   Mary 

Ann  Hoff  ].  [Sept.  1975.]  vi+29  p.il.  4°  (DHEW  publication  (NIH)  76-668;  Division 
of  Resources  Analysis,  Office  of  Director  for  Program  Planning  and  Evaluation.) 
[Contract  PD-241534-5.]     +     •Item  507-U 

HE  20.3014:21 

03041  Rx  for  sound  teeth.   [1975.]   [7]   p.il.   narrow  8°     ([DHEW  publication 

(NIH)  75-793.])     +     •Item  507 

HE  20.3002:T  22 

NATIONAL  LABOR  RELATIONS  BOARD  Washington,  DC  20570 

03042  Classified  index  of  National  Labor  Relations  Board  decisions  and  re- 

lated court  decisions,  Supp.  Apr.  1974.  cover  title,  v  +  185  p.  4° 
[Prepared  by  Legal  Research  and  Policy  Planning  Branch,  Division 
of  Advise,  Office  of  General  Counsel.  Supplement  covers  OARD 
DECISIONS  July  1,  1973Apr.  10,  1974,  part  of  v.  204-209.]  *  Paper, 
$19.50  (basic  and  supplementary  material);  add  $4.90  for  foreign  mail- 
ing.    •Item  826 

LR  1.8/6:974/supp. 

03043  Thirty-eighth  annual  report  of  National  Labor  Relations  Board,  fiscal 

year  ended  June  30,  1973.  1973.  xii+254  p.il.  *  Paper,  $2.15  (S/N 
3100-00134).     •Item  824 

LR  1.1:973 

NATIONAL  MARINE  FISHERIES  SERVICE,  Commerce  Dept. 
Washington,  DC  20230 

Current  fisheries  statistics  (series). 

03044  6401.  Canned  fishery  products,  1973,  annual  summary  (revised).  Mar.  11,  1975.  14  p.  4° 

(MF-l.)  +      •Item  610-A 

C  55.309/2:6401/2 

03045  6568.   South   Atlantic   fisheries,   annual   summary   1972.   Mar.   11,   1975.   12  p.   4°    (SR-4.) 

[Prepared  in  cooperation  with  fishery  agencies  of  North  Carolina,  South  Carolina, 
Georgia,  and  Florida.]     +     •Item  610-A 

C  55.309/2:6568 

03046  6701.   Canned  fishery   products,   annual   summary   1974.   Nov.  7,   1975.   14  p.   4°    (MF-l.) 

+     •Item  610-A 

C  55.309/2:6701 
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03047  6705.    Imports    and   exports   of    fishery    products,    annual    summary    1974.    Nov.   7,    1975 

8  p.  4°     (MF-6.)  +       •Item  610-A 

C  55.309/2:6705 

03048  6721.  Mississippi  landings,  annual  summary  1974;  (by  Hermes  G.  Hague  ].  Nov.  7,  1975. 

7  p.  4°     (GC-3;  [NOAA-S/T-1974].)  (Prepared  in  cooperation  with  Mississippi  Marine 
Conservation  Commisssion,  Biloxi,  Missi]      +     •Item  610-A 

C  55.309/2:6721 

NATIONAL  OCEANIC  AND  ATMOSPHERIC  ADMINISTRATION, 
Commerce  Dept.  Rockville,  MD  20852 

Federal    Coordinator    for    Meteorological    Services    and    Supporting 
Research,  FCM  (series). 

03049  75-5.  National  east  coast  winter  storms  operations  plan.  Oct.  1975.  iv  +  35  p.il.  4°     (Issued 

with  perforations]      +     •Item  250-E 

C  55.12:75-5 

IFYGL  bulletin. 

03050  16.  International  Field  Year  for  Great  Lakes  (with  bibliography,  editors,  W.  L.  Ranahan 

,    Fred   Jenkins   and    May    Laughrun].    Nov.   1975.    iii  +  105   p.il.   4°     [Joint   Canadian- 
United  States  program.  Part  of  International  Hydrological  Decade,  1965-74.]     + 
•Item  250-E-10 

C  55.21:16 

03051  NOAA    careers    and    challenges.    Revised    1975.    [1975.]    [8]    p.il.    4° 

([NOAA/PA  70032.])     +     •Item  250-E-2 

C  55.2:C  18/975 

03052  NOAA  Corps,  careers  in  science  and  service.  [Rev.  1975.]  [1975.]  [11] 

p.il.  4°     ([NOAA/PA  70004.])     +     •Item  250-E-2 

C  55.2:N  21  oc/4 

NATIONAL  PARK  SERVICE,  Interior  Dept.  Washington,  DC  20242 

03053  Bicentennial  events  [by  areas].  [1975.]  27  p.il.  4°     +     •Item  648 

I  29.2:B  47 

03054  Independence  National  Historical  Park,  Pa.  [French  edition].  [Revised 

Nov.  1969.]  [1972.]  [2]  p.il.  4°  folded  into  narrow  24°  size  + 

I  29.21:In  21/4/969/French 

03055  Independence  National  Historical  Park,  Pa.  [German  edition].  [Revised 

Nov.  1969.]  [1972.]  [2]  p.il.  4°  folded  into  narrow  24°  size.  + 

I  29.21:In  21/4/969/German 

03056  Nature  of  Shenandoah,  naturalist's  story  of  mountain  park  [with  list 

of  suggested  reading];  by  Napier  Shelton  .  1975.  112  p.il.  12°     (Office 
of  Publications;  Natural  history  series.)  [Drawings  by  Anne  Lacey. 
Some  illustrations  are  colored.]     *  Paper,  $2.35.     •Item  654-A 
L.C.  card  75-6716  I  29.62:Sh  4 

03057  Olympic,  promise  of  wilderness.   [1975.]   [2]  p.   f°  il.  (map  on  verso), 

folded   into   narrow   8°  size.   [Map  and   some   other  illustrations  are 
colored.]     +     •Item  651 

I  29.2:01  9/9 

Scientific  monograph  series. 

03058  5.   Invasion  and  recovery  of  vegetation  after  volcanic  eruption  in  Hawaii  (with  list  of 

literature   cited;   by]   Garrett   A.    Smathers,   Dieter   Mueller-Dombois    .   1974.   [1]  +  129 
p.il.   4°    (Financed   partly    NSF   Grant   GB    4686,    Contribution   38,   to   D.   Mueller- 
Dombois  and  NSF  Grant  23230  to  Hawaii  IBP  Island  Ecosystems  Integrated  Research 
Program.]     +     •Item  646-G 
L.C.  card  74-11187  I  29.80:5 
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03059  Seasonal    employment.    [Revised    1975.]    [1975.]    28  +  4    p.il.    narrow 

8°    +     •  Item  648 

I  29.2:EM  7/975 

NATIONAL  SCIENCE  FOUNDATION  Washington,  DC  20550 

03060  Characteristics  of  doctoral  scientists  and  engineers  in  United  States, 

1973,  report  based  on  National  Science  Foundation's  Manpower 
Characteristics  System;  [by  John  A.  Scopino  ].  [1975.]  vi+30  p.il. 
oblong  8°  (SURVEYS  OF  SCIENCE  RESOURCES  SERIES:  NSF 
75-312;  [Division  of  Science  Resource  Studies].)  *  Paper,  $1.15  (S/N 
038-000-00229-5).     •Item  834-T 

NS  1.22:D  65/973 

03061  Research  and  development  in  industry,  1973,  funds,  1973,  scientists  and 

engineers,  Jan.  1974;  [by  Cecelia  H.  Hilgert  ,  John  R.  Chirichiello 
,  and  Robert  O.  Santos].  [1975.]  viii+76  p.il.  oblong  8°  (Surveys 
of  science  resources  series;  NSF  75-315;  [Division  of  Science 
Resource  Studies].)  [Prepared  in  cooperation  with  Census  Bureau.] 
*  Paper,  $1.95     •Item  834-T 

NS  1.22:In  2/973 

03062  Wind  energy  conversion  systems,  workshop  proceedings,  Washington, 

D.C.,  June  11-13,  1973  [with  bibliographies];  edited  by  Joseph  M.  Savino 
.  Dec.  1973.  ix+258  p.il.  4°     (NSF/RA/N-73-006;  RANN-Research  Ap- 
plied  to  National  Needs.)  [Sponsored  in  cooperation  with  National 
Aeronautics  and  Space  Administration  under  grant  AG-465.]     + 
•Item  834-C 

NS  1.2:W  72 

NATIONAL  TECHNICAL  INFORMATION  SERVICE,  Commerce 
Dept.  Springfield,  VA  22161 

03063  NTIS  goes  to  college.  [1975.]  [6]  p.il.  oblong  8°     ([NTIS-PR  243.]) 

+     •Item  271 

C  51.2:C  68 

NATIONAL  WEATHER  SERVICE,  Commerce  Dept.  Washington,  DC 
20235 

03064  Communication    plan    for    Tsunami    warning    system     [with    list    of 

references];  Mark  G.  Spaeth  ,  compiler.  8th  edition.  Silver  Spring, 
Md.  Sept.  1975.  xvi+207  p.il.  4°  ([NOAA-S/T  76-1823.])  [Issued  with 
perforations.]  +      ©Item  275 

C  55.102:T  78/2/975 

03065  River  forecasts   provided   by   National   Weather   Service,   v.   3.   Silver 

Spring,  Md.,  1974.  v+62  p.il.  4°  [Compiled  by  National  Climatic 
Center,  Environmental  Data  Service  for  Office  of  Hydrology.]  + 
Paper,  95c.  (National  Climatic  Center,  Asheville,  NC  28801,  ATTN: 
Publications).     •Item  274 

C  55.117/2:3 

NAVAL  ACADEMY,  Defense  Dept.  Annapolis,  MD  21402 

03066  United   States  Naval  Academy,  guide  for  counselors  and  candidates. 

[1975].  [2]  p.il.  narrow  f°,  folding  into  oblong  16°  size  +  •Item 
391 

D  208.102:N  22 
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NAVAL  EDUCATION  AND  TRAINING  COMMAND,  Defense  Dept. 
Pensacola,  FL  32508 

Rate  training  manual. 

03067  Illustrator  draftsman  1  &  C  [with  index).   [1973].  cover  title,  iv  +  153  p.il.  4°     (NAVTRA 

10470-A)  [Prepared  by  the  Naval  Training  Publications  Detachment,  Washington, 
DC]     #     •Item  404 

D  207.208/2:11  6/973 

NAVAL  FACILITIES  ENGINEERING  COMMAND,  Defense  Dept. 
Washington,  DC  20360 

Design  manual  DM  (series). 

03068  24.  Land  operational  facilities  [with  bibliographies].  June  1975.  [86]  p.il.  4°     [Supersedes 

edition  of  July.  1967  and  changes  I  and  2.  Issued  with  perforations]  *  Paper,  SI. 40 
(S/N  008-047-00188-6).     •Item  418-A 

D  209.14/2:24/3 

03069  38.   Weight-handling   equipment   and   service   craft,   ug.   1975.   [291]   p.il.  4°     [Issued   with 

perforations.]  +       •Item  418-A 

D  209.14/2:38/2 

NAVAL  OBSERVATORY,  Defense  Dept.  Washington,  DC  20350 

03070  Air  almanac,  1975,  May-Aug.  1975.  1974.  cover  title,  241-488 +  F4+A84 

p.il.  4°  [Text  on  p.  2-4  of  cover.  The  F4  pages  collation  consist 
of  Navigational  star  chart  mounted  on  cloth,  with  Stars  May-Aug. 
1975.  Interpolation  of  moonrise,  moonset,  for  longitude,  Star  index 
on  verso.  Produced  jointly  by  Nautical  Almanac  Office  United  States 
Naval  Observatory  under  authority  of  Secretary  of  the  Navy,  Lon- 
don: Air  Publication  1602  published  by  order  of  Secretary  of  State 
for  Defense.]     *  Stiffboard,  $8.45  (S/N  0854-00060).     •Item  393 

D  213.7:975/2 

03071  Astronomical  phenomena  for  year  1978.  1974  [published  1975].  xxxv  +  [35] 

p.il.  4°  (Nautical  Almanac  Office.)  [Preprint  of  selected  pages  from 
American  ephemeris  and  nautical  almanac]  *  Paper,  $1.10  (S/N  008- 
054-00066-5).     •Item  396-A 

D  213.8/3:978 

NAVAL  PERSONNEL  BUREAU,  Defense  Dept.  Washington,  DC  20370 

03072  Referral  director  for  Navy  veterans'  counselors.  Apr.  1975.  cover  title, 

26  p.il.  4°     (NAVPERS  15832B;  Personnel  Services  Division.)     + 
•Item  403 

D  208.2:R  24/2 

NAVAL  RESEARCH  OFFICE,  Defense  Dept.  Arlington,  VA  22217 
NRL  report.  (Naval  Research  Laboratory.) 

03073  7777.  AN/UYK-17(XB-1)(V)  signal  processing  element  microprogramming  support  software 

[with  list  of  references;  by]  Tomlinson  G.  Rauscher  ,  John  O.  Roberts  .  jr.,  and 
W.  David  Elliott.  Oct.  10,  1975.  cover  title,  iv  +  120  p.il.  4°  [Problems  B02-06,  B02- 
10,  B02-16;  Projects  WF21-241-601.  YF21-241-019,  ZF11-121-003]  §  (Price  upon  applica- 
tion, AD-A016806/SDS). 

D  210.8:7777 

03074  7913.  Further  results  on  nonlinear  energy  transfer  in  gravity-capillary  wave  spectra,  with 

viscous  considerations   [with   list   of   references;   by]   Caspar  R.   Valenzuela   .   Sept. 
17,  1975.  cover  title,  iii  +  17  p.il.  4"     [Problem  G01-14,  project  RR  131-03-41-5917] 
§  (Price  upon  application,  AD-A015620/SDS). 

D  210.8:7913 

03075  Tables  of  angular  spheroidal  wave  functions:  v.  1,  Prolate,  m..O  [with 

bibliographies;  by]   A.   L.   Van   Buren   ,   B.   J.   King   ,   R.   V.   Baier, 
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S.  Hanish.  June  30,  1975.  xxvii+408  p.il.  4°     (Naval  Research  Labora- 
tory.)    +     •Item  407 
L.C.  card  75-15170  D  210.2:W  12/v.  1 

03076  Tables  of  angular  speroidal  wave  functions:  v.  2,  Oblate,  m..O  [with 

bibliographies;  by[  A.   L.   Van  Buren   ,   B.  J.   King   ,   R.   V.   Baier, 
S.  Hanish.  June  30,  1975.  xxiv+403  p.il.  4°     (Naval  Research  Labora- 
tory.) +  (Information  incorrect  in  publication  as  to  sale  by  Superin- 
dentant  of  Documents.)     •Item  407 
L.C.  card  75-15171  D  210.2:W  12/v.2 

NAVAL  SEA  SYSTEMS  COMMAND,  Defense  Dept.  Washington,  DC 
20360 

03077  Suez  Canal  salvage  operations  in  1974.  [1975.]  [351]  p.il.  4°     (Supervisor 

of  Salvage.)  [Prepared  by  Booz,  Allen,  &  Hamilton,  Inc.,  and  Sea 
Salvage,  Inc.]     +     •Item  412 

D  211.2 :Su  2/974 

NAVY  DEPARTMENT,  Defense  Dept.  Washington,  DC  20350 

03078  Department  of  Navy  RDT&E  management  guide;  [with  master  reference 

list].   Revised  Jan.   1975.  1975.   cover  title,   [262]  p.  4°    (NAVSO  P- 
2457.)  [Text  on  p.  2  and  3  of  cover.  Issued  with  perforations.] 
*  Paper,  $3.25  (S/N  008-040-00067-2).     •Item  370-A 

D  201.6/12:M  31/975 

03079  Financial  management  of  resources  (shore  activities),  ug.  1974.  cover 

title,  [407]  p.  4°  (NAVSO  P-3006-1;  Office  of  Comptroller.)  [Issued 
with  perforations.]     +     •Item  370-A 

D  201.6/12  :F  49/2 

03080  Soviet  watch  officer's  guide  [with  bibliography];  translated  by  W.  B. 

Cramer.  [1974.]  [5]  +  xiii+399  p.il.  (ONI-CR-30-1-73;  Office  of  Naval 
Intelligence,  Naval  Intelligence  Support  Center,  Translations  Divi- 
sion.) [Some  illustrations  are  colored.]     +     •Item  370-A 

D  201.6/12:So  8/2 

OCCUPATIONAL  SAFETY  AND  HEALTH  ADMINISTRATION, 
Labor  Dept.  Washington,  DC  20210 

Job  health  hazards  series. 

03081  Mercury.  Aug.  1975.  [8]  p.il.  (OSHA  2234.)  [Text  on  p.  2-3  of  cover.]     +     •Item  766-1 

L  35.18:M  53 

OUTDOOR  RECREATION  BUREAU,  Interior  Dept.  Washington,  DC 
20240 

03082  Bureau  of  Outdoor  Recreation,  focal  point  for  outdoor  America.  [Sept. 

1975.]  [4]  +  20  p.il.  *  Paper,  45c.  (S/N  024-016-00075-7).  •Item  657- 
B-l 

I  66.2 :Ou  8/975 

03083  Question:  Have  you  taken  advantage  of  corridors,  municipal  water  sup- 

plies, flood  plains,  waste  treatment  facilities,  industrial  lands,  power 
generation  sites,  State  and  Federal  lands  for  outdoor  recreation? 
[1975.]  [3]  +  14  p.il.  narrow  8°     *  Paper,  40c.     •Item  657-B-l 

I  66.2:Q  2 
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PESTICIDE  PROGRAMS  OFFICE,  Environmental  Protection  Agency 
Chamblee,  GA  30341 

03084  Alternative  futures  for  environmental  policy  planning,  1975-2000  [with 

bibliography];  by  Duane  S.  Elgin  ,  David  C.  MacMichael  ,  Peter 
Schwartz.  Oct.  1975.  vii  +  286  p.il.  4°  (EPA-540/9-75-027;  Strategic 
Studies  Unit.)  [Prepared  by  Stanford  Research  Institute,  Center  for 
Study  of  Social  Policy,  under  contract  68-01-2698.]  +  ©Item  473- 
B-l 

EP  5.2:P  75/975-2000 

03085  EPA  compendium  of  registered  pesticides:  v.2,  Fungicides  and  nemati- 

cides,  supp.7.  Dec.  1,  1974.  [53]  leaves,  4°  (Technical  Services  Divi- 
sion.) [Issued  with  perforations.]  *  Paper,  $57.00  (basic  and  supple- 
mentary materials  for  indefinite  period);  add  $15.25  for  foreign  mail- 
ing.    •Item  473-B-3 

EP  5.U/2:973/supp.7 

Substitute  chemical  program,  initial  scientific  and  minieconomic  review. 

03086  540/1-75-004.  Methyl  parathion  [with  list  of  references].  Feb.  1975.  ix  +  176  p.il.  4°    (Criteria 

and  Evaluation  Division,  Washington,  DC.)     §  (Price  upon  application).     •Item  473- 
B-4 

EP  5.13:540/1-75-004 

03087  540/1-75-005.  Malathion  [with  list  of  references].  Mar.  1975.  ix  +  251  p.il.  4°     (Criteria  and 

Evaluation   Division,   Washington,   DC.)     §  (Price   upon   application).     •Item   473-B- 
4 

EP  5.13:540/1-75-005 

03088  540/1-75-006.  Bromacil  [with  list  of  references].  Mar.  1975.  vii+79  p.il.  4°     (Criteria  and 

Evaluation   Division,   Washington,   DC.)     §  (Price   upon  application).     •Item  473-B- 
4 

EP  5.13:540/1-75-006 

03089  540/1-75-012.   Captan   [with   lists  of  references].   Apr.   1975.   ix  +  173   p.il.  4°     (Criteria  and 

Evaluation  Division,   Washington,   DC.)     §  (Price  upon  application).     •Item  473-B- 
4 

EP  5.13:540/1-75-012 

03090  540/1-75-015.  Crotoxyphos  (ciodrin)  [with  list  of  references].  June  1975.  vii  +  100  p.il.  4° 

(Criteria  and  Evaluation  Division,  Washington,  DC.)     §  (Price  upon  application). 
•Item  473-B-4 

EP  5.13:540/1-75-015 

PRESIDENT  OF  UNITED  STATES  Washington,  DC  20500 

03091  Equalizing  the  handicap,  layman's  guide  to  regulations  of  affirmative 

action  requirements  of  sec. 503  of  Rehabilitation  act  of  1973,  report 
of  White  House  conference,  Aug.  12,  1975.  [1975.]  cover  title,  [8] 
p.  4°  (President's  Committee  on  Employment  of  Handicapped.)  + 
President's  Committee  on  Employment  of  Handicapped,  7131  Depart- 
ment of  Labor,  Washington,  DC  20210     •Item  766-C 

PrEx  1.10/8:H  19 

03092  New  neighbors,  retarded  citizen  in  quest  of  home;  edited  by  Carolyn 

Cherington  and  Gunnar  Dybwad  .  1974.  xii+[l]  +  190  p.il.  (DHEW  publi- 
cation (OHD)  74-21004;  President's  Committee  on  Mental  Retarda- 
tion.)    +  Paper,  $2.10  (S/N  4000-00310).     •Item  851-J 

Pr  36.8:M  52/N  31 

03093  President's  Advisory  Committee  on  Refugees,  Interagency  Task  Force, 

background  papers.  May  19,  1975.  cover  title,  [l]  +  66  p.il.  4°  [Includes 
4  dividers  with  marginal  index  tabs.]  + 

Pr  38.8:R  25/B  11 

03094  President's  executive   interchange   program,   private  sector  executives. 

[Oct.  1973.]  [4]  p.il.  4°    ([PCPI  4160;  President's  Commission  on  Per- 
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sonnel  Interchange.])  +  President's  Commission  on  Personnel  In- 
terchange, 1900  E  St.,  NW.,  Washington,  DC  20415 

Pr  37.8:P  43/Ex  3/4 

03095  Problem  is  growing,   what  are  we  waiting  for?  report  of  conference 

on  early  intervention  with  high-risk  infants  and  young  children, 
University  of  North  Carolina,  May  5-8,  1974:  [  Mary  Z.  Gray  ,  editor]. 
1975.  [3] +  27  p.il.  4°  ([DHEW  publication  (OHD)75-21011.])  [Sponsored 
by  President's  Committee  on  Mental  Retardation  and  Association 
for  Childhood  Education  International.]  +  President's  Committee  on 
Mental  Retardation,  Washington  ,  DC  20201  •Item  851-J 
L.C.  card  75-600085  Pr  36.8:M  52/P  94/2 

03096  Recommendations  for  synthetic  fuels  commercialization  program:   v.l, 

Overview  report.  Nov.  1975.  [216]  p.il.  4°  (President's  Energy 
Resources  Council.)  [Report  submitted  by  Synfuels  Interagency  Task 
Force.]     *  Paper,  $2.85  (S/N  041-001-00112-3).     •Item  851-J 

Pr  37.8:En  2/2/F  95/v.l 

03097  Title  3  quarterly,  fall  1974:  Basic  skills,  ESEA  Title  3  projects  in  na- 

tion's schools.  [1975.]  cover  title,  41  p.il.  4°  +  National  Advisory 
Council  on  Supplementary  Centers  and  Services,  425  13th  St.,  NW, 
Suite  529,  Washington,  DC  20004.     •Item  851-J 

Pr  36.8:Su  7/2/Sch  3 

PUBLIC  DEBT  BUREAU,  Treasury  Dept.  Washington,  DC  20226 

03098  Focus   on  women   '75   at   Bureau   of  Public   Debt.   [1975.]   cover  title, 

16  p.il.  oblong  12°     [Text  on  p.  3  of  cover.]     +     •Item  925 

T  63. 202: W  84 

PUBLIC  HEALTH  SERVICE,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20201 

03099  Long-term  care  facility  improvement  study,  introductory  report  [with 

bibliographies].  July  1975.  ix+137  p.il.  4°  ([DHEW  publication  (OS) 
76-50021];  Office  of  Nursing  Home  Affairs.)  *  Paper,  $2.15  (S/N 
017-00397-2).     •Item  485 

HE  20.2:L  86 

RADIATION  PROGRAMS  OFFICE,  Environmental  Protection  Agency 

Rockville,  MD  20852 

03ioo  Evacuation  risks,  evaluation  [with  list  of  references  and  bibliography; 

by]  Joseph  M.   Hans   ,  jr.,  Thomas  C.   Sell   .  June  1974.   x+156+[l] 

p.  4°     (National  Environmental  Research  Center,  Las  Vegas,  Nev.) 

+     ©Item  431-1-18 

EP  6.2:Ev  1 

03101  Evaluation  of  selected  satellite  communication  systems  as  sources  of 
environmental  microwave  radiation  [with  list  of  references];  by  Nor- 
bert  N.  Hankin  .  Dec.  1974.  viii+58+[l]  p.il.  4°  ([EPA-520/2-74-008]; 
Field  Operations  Division,  Electromagnetic  Radiation  Analysis 
Branch,  Silver  Spring,  Md.)     +     •Item  431-1-18 

EP  6.2:Sa  8 
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RADIOLOGICAL  HEALTH   BUREAU,  Health,  Education,  and  Welfare 
Dept.  Rockville,  MD  20852 

03102  Radiation  control  for  health  and  safety  act,  consumer  protection.  [  1974.] 

[5]  p.  narrow  8°  ([DHEW  publication  (FDA)  75-8011.])  *  Paper, 
25  c.     #Item498-B-2 

HE  20.4102:R  11/9 

RAILROAD  RETIREMENT  BOARD  Chicago,  IL  60611 

03103  Statistical  supplement,  1974  annual  report,  Railroad  Retirement  Board. 

May  1975.  [l]  +  xi+130  p.  oblong  12°  + 

RR  l.l:974/supp. 

RURAL  ELECTRIFICATION  ADMINISTRATION,  Agriculture  Dept. 
Washington,  DC  20250 

03104  Annual  statistical  report,  1973,  rural  telephone  borrowers,  calendar  year 

1973.  [1975.]  cover  title,  240  p.il.  4°  (REA  bulletin  300-1.)  -t-  •Item 
115 

A  68.1/3:973 

03105  List  of   materials   acceptable   for  use   on  telephone   systems   of   REA 

borrowers,  (REA  bulletin  344-2),  Jan.  1975,  Supp.l.  May  1975.  [52] 
p.  4°  [Issued  with  perforations.]  *  Paper,  $7.20  (basic  and  supple- 
mentary material  for  indefinite  period);  add  $1.80  for  foreign  mailing. 
•Item  116-A 

A  68.6/5:975/supp.l 

03106  Specifications  and  drawings  for  underground  electric  distribution.  Jan. 

1975.  cover  title,  19+ [56]  p.il.  4°  (REA  form  806.)     +     •Item  116 

A  68.2:Un  2/975 

SMALL  BUSINESS  ADMINISTRATION  Washington,  DC  20416 

Small  business  management  series. 

03107  26.  Personnel  management  guides  for  small  business;  by  Ernest  L.  Loen  .  1st  edition 

1961;  2d  edition  1974.  1974.  [4] +  79  p.  ([Office  of  Management  Information  and  Train- 
ing.]) [Includes  list  of  publications  for  further  information.]  *  Paper,  $1.10  (S/N 
4500-00126).     ©Item  901-C 

SBA  1.12:26/2 

03108  Vital  majority,  1973  annual  report,  Small  Business  Administration,  v.l. 

[1974.]  48  p.il.  4°     *  Paper,  90c.  (S/N  4500-00129).     •Item  901-A 

SBA  l.l:973/v.l 

SMITHSONIAN  INSTITUTION  Washington,  DC  20560 

03109  And   the   band   played   on,   1776-1976   [with   selected   bibliography];   by 

Carolyn  Bryant  .  1975.  54  p.il.  12°  [Published  for  Smithsonian  Institu- 
tion Traveling  Exhibition  Service.]  *  Paper,  $1.60  (S/N  047-001-00127- 
3).      •Item  910 

SI  1.2:B  22/776-976 

Smithsonian  contributions  to  zoology. 

03110  205.  Ecology  and  behavior  of  subsocial  pentatomid  bug  and  two  scelinoid  wasps,  strategy 

and  counterstrategy  in  host  and  its  parasites  [with  list  of  literature  cited;  by  William 
G.  Eberhard  .  1975.  iv  +  39  p.il.  4°     +     •Item  910-D 

SI  1.27:205 

03111  Smithsonian  Institution.  [1975.]  16  p.il.  narrow  8°     +     •Item  910 

SI  1.2:Sm  6/16/975 
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Smithsonian  studies  in  history  and  technology. 

03112  33.  Incompleat  chymist,  essay  on  18th  century  chemist  in  his  laboratory,  with  dictionary 

of  obsolete  chemical  terms  of  period;  [by]  Jon  Eklund  .  1975.  [2]  +  49  p.il.  4° 
[Includes   Errata,  1   p.  oblong  24°.]     *    Paper,  $1.35  (S/N  047-001-00125-7).     •Item 
910-F 

SI  1.28:33 

SOCIAL  SECURITY  ADMINISTRATION,  Health,  Education,  and 
Welfare  Dept.  Baltimore,  MD  21235 

03113  Social   security   handbook,   retirement  insurance,   survivors   insurance, 

disability  insurance,  health  insurance,  black  lung  benefits,  supplemen- 
tal security  income  5th  edition.  Feb.  1974.  vi+504  p.  (DHEW  publica- 
tion (SSA)  73-10135.)  *  Paper,  $4.30  (S/N  1770-00220).  •Item  516- 
C 

HE  3.6/3:So  1/3 

SOIL  CONSERVATION  SERVICE,  Agriculture  Dept.  Washington,  DC 
20250 

03114  Soil  survey:   Catawba  County,  N.C.   [with  list  of  literature  cited;  by 

Edward  O.  Brewer  ].  [Oct.  1975.]  cover  title,  [l]+48  p.il.  64  p.  of 
pi.  and  maps,  4°  [Prepared  in  cooperation  with  North  Carolina 
Agricultural  Experiment  Station.  Text  on  p.  2  of  cover.  One  map 
is  colored.]     +     •Item  102  (Rev.  1957) 

A  57.38:C  28 

03115  Soil  survey:  Douglas  and  Sarpy  Counties,  Nebr.  [with  list  of  literature 

cited;  by  Paul  A.  Bartlett  ].  [Dec.  1975.]  cover  title,  i-t-80  p.il.  60 
p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with  University 
of  Nebraska  Conservation  and  Survey  Division.  Text  on  p.  2  of 
cover.  One  map  is  colored.]     +     •Item  102  (Rev.  1957) 

A  57.38:D  74/4 

03116  Soil  survey:   Evangeline  Parish,   La.   [with  list  of  literature  cited;  by 

B.  Arville  Touchet  ,  Henry  L.  Clark  ,  Carl  M.  Redlich,  A.  J.  Roy, 
Billy  J.  Griffis,  Steve  J.  Zaunbrecher,  and  Richard  M.  Hollier].  Aug. 
1974.  cover  title,  i+68  p.il.  65  p.  of  pi.  and  maps,  4°  [Prepared 
in  cooperation  with  Louisiana  Agricultural  Experiment  Station.  Text 
on  p.  2  of  cover.]  +  (Information  incorrect  in  publication  as  to 
sale  by  Superintendent  of  Documents).     •Item  102  (Rev.  1975) 

A  57.38:Ev  1 

STATE  DEPARTMENT  Washington,  DC  20520 

Background  notes.  ([Office  of  Media  Services,  Bureau  of  Public  Af- 
fairs.]) [Issued  with  perforations.]  *  Paper,  $23.10  a  yr.,  add  $5.80 
for  foreign  mailing;  single  copies,  30c. 

03117  Andorra  [with  reading  list].  [Revised  Oct.  1975.]  Oct.  1975.  4  p.il.  4°     ([Publication  8578.]) 

•Item  862-B 

S  1.123:An  2/975 

03118  Kenya  [with  reading  list].  Oct.  1975.  6  p.il.  4°      •Item  862-B 

S  1.123:K  42/975 

03119  People's  Republic  of  China  [with  reading  list].  [Revised  Nov.  1975.]  Nov.  1975.  11  p.il. 

4°     ([Publication  7751.])      •Item  862-B 

S  1.123  :C  44/975 

03120  Switzerland  [with  reading  list].  [Released  Nov.  1975.]  Nov.  1975.  7  p.il.  4°     ([Publication 

8312.])      •Item  862-B 

S  1.123:Sw  6/975 
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General  foreign  policy  series. 

03121  298.   Conference   on   Security   and   Co-operation   in   Europe   final   act.   1975.   cover  title. 

(2]  +  75-135  +  [8)  p.  4°     ([Publication  8826];  Bureau  of  Public  Affairs,  Office  of  Media 
Services.)    (English-language    version    from    bound    volume    containing    text   of    final 
act    in    official    languages    of    Conference]     'Paper.    $1.10    (S/N    044-000-01594-3). 
•Item  875 

S  1.71:298 

International  organization  and  conference  series. 

03122  120.   Trust  Territory   of   Pacific   Islands   [fiscal   year]   1974   [27th   annual   report  to   United 

Nations  on  administration,  transmitted  pursuant  to  art.  88  of  Charter  of  United 
Nations].  [June  1975.]  [7] +  190  p.il.  4°  ([Publication  8820;  Bureau  of  International 
Organization  Affairs,  Office  of  United  Nations  Political  Affairs.])  [Material  for  report 
furnished  by  Department  of  Interior.  Includes  list  of  publications.]  +       •Item  882-B 

S  1.70:120 

03123  Reading   Lao,    programmed    introduction;    [by]    Warren   G.    Yates   and 

Souksomboun  Sayasithsena  ,  [edited  by  Augustus  A.  Koski].  1974. 
viii+483  p.il.  (Foreign  Service  Institute;  [Basic  course  series].) 
[Compiled  and  published  with  support  of  Office  of  Education,  Depart- 
ment of  Health,  Education,  and  Welfare.]  *  Paper,  $5.25  (S/N  4400- 
01542).     •Item  872-A 

S  1.114/2:L  29/2 

Treaties  and  other  international  acts  series.  *  Paper,  $27.00  a  yr. 
(approximately  150  issues),  add  $6.75  for  foreign  mailing;  single  copies 
vary  in  price.  (Issues  of  $1.00  or  more  are  not  furnished  as  part 
of  the  subscription.) 

03124  7605.   Air  charter  services,   agreement   between   United   States  and   Federal   Republic   of 

Germany,  effected   by  exchange  of  letters  signed   Bonn  and  Bonn-Bad  Godesberg 
Apr.  13,  1973,  [entered  into  force  Apr.  13,  1973].  [1975.]  [2]  +  6  p.     *  Paper,  15c. 
•Item  899 

S  9.10:7605 

03125  7796.  Antarctica,  measures  in  furtherance  of  principles  and  objectives  of  Antarctic  Treaty, 

certain  recommendations  adopted  at  6th  consultative  meeting  under  art.  9  of  Antarctic 
Treaty,  Tokyo,  Oct.  30,  1970;  [effective  Oct.  10,  1973].  [1974]  [2]  +  12  p.il.  1  pi. 

*  Paper,  $1.00.     ©Item  899 

S  9.10:7796 

03126  7810.  General  agreement  on  tariffs  and  trade,  9th  process-verbal  extending  declaration 

of  Nov.  12,  1959  ,  on  provisional  accession  of  Tunisia  to  general  agreement  done 
Geneva  Nov.  7,  1973;  [effective  with  respect  to  United  States  and  Tunisia  Apr. 
22,  1974].  [1974]  [2]  +  7  p.  [English  and  French]     •  Paper,  25c.     •Item  899 

S  9.10:7810 

03127  7811.  Agricultural  commodities,  agreement  between  United  States  and  Republic  of  Viet- 

Nam,  amending  agreement  of  Nov.  9,  1973,  as  amended,  effected  by  change  of 
notes  signed  Saigon,  Apr.  3,  1974;  [entered  into  force  Apr.  3,  1974].  [1975.]  [2]  +  4 
p.     •  Paper,  25c.     •Item  899 

S  9.10:7811 

03128  7812.  Agricultural  commodities,  agreement  between  United  States  and  Colombia,  amending 

agreement  of  Apr.  24,  1973,  as  amended,  effected  by  exchange  of  notes  signed 
Bogota  Apr.  22,  1974;  [entered  into  force  Apr.  22,  1974).  [1975.]  [2]  + 3  p.  [English 
and  Spanish.]     *  Paper,  25c.     ©Item  899 

S  9.10:7812 

03129  7813.  Agricultural  commodities,  agreement  between  United  States  and  Bangladesh,  amend- 

ing agreement  of  Aug.  6,  1973,  as  amended,  effected  by  exchange  of  notes  signed 
Dacca    Apr.    17    and    19,    1974;    [entered    into    force    Apr.    19,    1974].    [1975.]    [2]  +  2    p. 

*  Paper,  25c.     •Item  899 

S  9.10:7813 

03130  7815.  Air  charter  services,  agreement  between  United  States  and  France,  amending  agree- 

ment of  May  7,  1973,  effected  by  exchange  of  notes  signed  Paris  Mar.  26  and 
29,   1974;   [entered  into  force  Mar.  29,  1974].   [1975.]   [2]  +  5   p.   [English  and  French.] 

*  Paper,  25c.     •Item  899 

S  9.10:7815 

03131  7816.   Aviation,   preclearance   for  entry   into  United   States,   agreement  between   United 

States  and  Bahamas,  signed  Nassau  Apr.  23,  1974;  [entered  into  force  Apr.  23, 
1974].  [1975.]  [2]  +  5  p.     •  Paper,  25c.     •Item  899 

S  9.10:7816 
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03132  7818.  Reciprocal  fishing  privileges,  agreements  between  United  States  and  Canada  extend- 

ing agreement  of  June  15,  1973,  effected  by  exchange  of  notes  signed  Ottawa  Apr. 
24,  1974;  [entered  into  force  Apr.  24],  and  exchange  of  notes  signed  Ottawa  May 
8,  1974;  [entered  into  force  May  8,  1974].  [1974.]  [2]  +  5  p.  [English  and  French.] 
*  Paper,  25c.     •Item  899 

S  9.10:7818 

03133  7819.  Nonscheduled  air  services,  agreement,  with  protocol,  between  United  States  and 

Yugoslavia,  signed  Belgrade  Sept.  27,  1973;  [entered  into  force  provisionally  Sept. 
27,  1973;  entered  into  force  definitely  Apr.  16,  1974].  [1974.]  [2]  +  56  p.  [English  and 
Serbo-Croatian.]     *  Paper,  65c.     •Item  899 

S  9.10:7819 

03134  7820.    Economic,   technical,   and   related   assistance,   agreement   between   United   States 

and  Yemen  Arab  Republic,  signed  SanV  Apr.  20,  1974;  [entered  into  force  Apr. 
20,  1974],  with  related  letter.  [1975.]  [2] +  5  p.     *  Paper,  25c.     •Item  899 

S  9.10:7820 

03135  7822.  Agricultural  commodities,  agreement  between  United  States  and  Philippines,  signed 

at  Manila  Apr.  30,  1974;  [entered  into  force  Apr.  30,  1974].  [1975.]  [2]  +  9  p.  * 
Paper,  25c.     •Item  899 

S  9.10:7822 

03136  7823.   Whaling,   international   observer   scheme,   agreement   between   United   States   and 

Japan,  signed  Tokyo  Apr.  23,  1974;  [entered  into  force  Apr.  23,  1974].  [1974.]  [2]  +  16 
p.  [English  and  Japanese.]     *  Paper,  30c.     •Item  899 

S  9.10:7823 

03137  7824.  Air  transport  services,  agreement  between  United  States  and  Canada,  amending 

agreement  of  Jan.  17  ,  1966,  effected  by  exchange  of  notes  signed  Ottawa  May 
8,  1974;  [entered  into  force  May  8,  1974,  with  related  noted].  [1975.]  [2] +  15  p.  [English 
and  French.]     *  Paper,  30c.     •Item  899 

S  9.10:7824 

03138  7825.  Aviation,  preclearance,  agreement  between  United  States  and  Canada,  signed  Ot- 

tawa May  8,  1974;  [entered  into  force  May  8,  1974].  [1974.]  [2]  +  24  p.il.  [English 
and  French.]     *  Paper,  35c.     •Item  899 

S  9.10:7825 

03139  7826.  Nonscheduled  air  services,  agreement  between  United  States  and  Canada,  signed 

Ottawa  May  8,  1974;  [entered  into  force  May  8,  1974],  with  exchanges  of  notes. 
[1974.]  [2] +  57  p.  [English  and  French.]     *   Paper,  60c.     •Item  899 

S  9.10:7826 

03140  7827.    Agricultural   commodities,   agreement   between   United   States   and   Sudan,    signed 

Khartoum  May  8,  1974;  [entered  into  force  May  8,  1974].  [1974.]  [2]  +  6  p.  *  Paper, 
25c.     •Item  899 

S  9.10:7827 

03141  7828.   Trade  in   cotton   textiles,   agreement  between   United   States   and   Egypt,   effected 

by  exchange  of  notes  signed  Washington  May  10,  1974;  [entered  into  force  May 
10,  1974].  [1975.]  [2] +  3  p.     *  Paper,  25c.      ©Item  899 

S  9.10:7828 

03142  7829.    Atomic    energy,    application    of    safeguards    pursuant    to    non-proliferation    treaty, 

protocol  between  United  States,  Iran,  and  International  Atomic  Energy  Agency, 
suspending  agreement  of  Mar.  4,  1969,  signed  Vienna  June  19,  1973;  [entered  into 
foree  May  15,  1974].  [1975.]  [2]  + 3  p.     *  Paper,  25c.     •Item  899 

S  9.10:7829 

03143  7832.  Air  charter  services,  agreement  between  United  States  and  United   Kingdom  of 

Great  Britain  and  Northern  Ireland,  amending  agreement  of  Mar.  30,  1973,  effected 
by  exchange  of  notes  signed  London  Mar.  29  ,  1974;  [entered  into  force  Mar. 
29,  1974],  with  related  letter.  [1974.]  [2]  +  5  p.     *  Paper,  25c.     •Item  899 

S  9.10:7832 

03144  7833.    Atomic    energy,    application    of    safeguards    pursuant   to    non-proliferation   treaty, 

protocol  between  United  States  and  Thailand,  and  International  Atomic  Energy  Agen- 
cy, suspending  agreement  of  Sept.  30,  1964  ,  signed  Vienna  May  16,  1974;  [entered 
into  force  May  16,  1974].  [1975.]  [2]  +  3  p.     *  Paper,  25c.     •Item  899 

S  9.10:7833 

03145  7834.  Atomic  energy,  cooperation  for  civil  uses,  agreement  between  United  States  and 

Republic  of  China,  amending  agreement  of  April  4,  1972,  signed  Washington  Mar. 
14,  1974;  [entered  into  force  June  14,  1974].  [1975.]  [2]  +  4  p.  *  Paper,  25c.  •Item 
899 

S  9.10:7834 

03146  7835.   Agricultural  commodities,   agreement  between   United   States  and  Guinea,   signed 

Washington  May  8,  1974  and  amending  agreement  effected  by  exchange  of  notes 
dated  Conakry  May  24,  1974;  [entered  into  force  May  24,  1974).  [1975.]  [2]  +  ll  p. 
[English  and  French.]     *  Paper,  25c.     •Item  899 

S  9.10:7835 

03147  7838.    Extradition,   treaty   between   United   States   and   Paraguay,   signed   Asuncion   May 

24,  1973;  [entered  into  force  May  7,  1974].  [1975.]  [2]  +  26  p.  *  Paper,  35c.  •Item 
899 

S  9.10:7838 
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03148  7839.  General  agreement  on  tariffs  and   trade,  declaration  on  provisional  accession  of 

Philippines  to  agreement  of  Oct.  30,  1947  done  Geneva  Aug.  9,  1973;  [effective 
with  respect  to  United  States  and  Philippines  Sept.  9,  1973].  [1974]  [2] +  8  p.  [English 
and  French]     •  Paper,  25c.     •Item  899 

S  9.10:7839 

03149  7842.   Atomic  energy,  cooperation  for  civil  uses,  agreement  between  United  States  and 

Republic  of  Korea,  amending  and  extending  agreement  of  Nov.  24,  1972,  signed 
Washington  May  15,  1974;  [entered  into  force  June  26,  1974].  [1975.]  [2]  +  18  p.  [English 
and  Korean.]     *  Paper,  30c.     •Item  899 

S  9.10:7842 

03150  7844.  Atomic  energy,  cooperation  for  civil  uses,  agreement  between  United  States  and 

Portugal,  signed  Washington  May  10,  1974;  [entered  into  force  June  26,  1974],  with 
related  note.  [1975.]  [2] +  33  p.  [English  and  Portuguese.]     *  Paper,  40c.     ©Item  899 

S  9.10:7844 

03151  7845.   Atomic  energy,  cooperation  for  civil  uses,  agreement  between  United  States  and 

South  Africa,  amending  and  extending  agreement  of  July  8,  1957,  as  amended  and 
extended,  signed  Washington  May  22,  1974;  [entered  into  force  June  28,  1974];  with 
exchange  of  notes.  [1975.]  [2]  +  12  p.     *  Paper,  30c.     •Item  899 

S  9.10:7845 

03152  7846.  Atomic  energy,  cooperation  for  civil  uses,  agreement  between  United  States  and 

Republic  of  Viet-Nam,  extending  agreement  of  Apr.  22,  1959,  as  amended  and  ex- 
tended signed  Washington  May  14,  1974;  [entered  into  force  June  29,  1974].  [1975] 
[2]  +  2  p.     *  Paper.  25c.     •Item  899 

S  9.10:7846 

03153  7847.  Passport  visas,  agreement  between  United  States  and  Mexico,  amending  agreement 

of  Oct.  28,  Nov.  10  and  12,  1953,  effected  by  exchange  of  notes  signed  Mexico 
and  Tlatelolco  May  29,  1974;  [entered  into  force  June  28,  1974].  [1974]  [2]  +  3  p. 
[English  and  Spanish]     *  Paper,  25c.     •Item  899 

S  9.10:7847 

03154  7848.  Atomic  energy,  application  of  safeguards  by  IAEA  to  United  States-South  Africa 

cooperation  agreement,  agreement  between  United  States,  South  Africa,  and  Interna- 
tional Atomic  Energy  Agency,  amending  agreement  of  July  26,  1967  signed  Vienna 
June  20,  1974;  [entered  into  force  June  28,  1974].  [1975.]  [2]  +  3  p.  'Paper,  25c. 
•Item  899 

S  9.10:7848 

03155  7849.    Atomic   energy,    application    of    safeguards   pursuant   to    non-proliferation   treaty, 

protocol  between  United  States,  Thailand  and  International  Atomic  Energy  Agency 
terminating  agreement  of  Sept.  30,  1964  and  protocol  of  May  16,  1974;  [entered 
into  force  June  27,  1974].  [1974.]  [2]  +  3  p.     *  Paper,  25c.     ©Item  899 

S  9.10:7849 

03156  7850.  Atomic  energy,  cooperation  for  civil  uses,  agreement  between  United  States  and 

Thailand,  signed  Washington  May  14,  1974;  [entered  into  force  June  27,  1974].  [1975.] 
[2] +  16  p.     *  Paper,  30c.     ©Item  899 

S  9.10:7850 

03157  7851.  Aviation,  joint  financing  of  certain  air  navigation  services  in  Greenland  and  Faroe 

Islands  and  in  Iceland,  agreements  between  United  States  and  other  governments, 
amending  agreements  done  Geneva  Sept.  25,  1956,  as  amended,  adopted  by  Council 
of  International  Civil  Aviation  Organization,  Montreal,  Apr.  10,  1974;  [entered  into 
force  Apr.  10,  1974.]  [1974.]  [2] +  2  p.     *  Paper,  25c.     ©Item  899 

S  9.10:7851 

03158  7852.   Atomic   energy,   cooperation   in   peaceful  application,   agreement  between   United 

States  and  International  Atomic  Energy  Agency  amending  and  extending  agreement 
of  May  11,  1959,  signed  Vienna  Feb.  12  ,  1974;  [entered  into  force  May  31,  1974], 
with  exchange  of  letters  signed  Vienna  Aug.  29,  1973,  and  Jan.  16,  1974.  [1974.] 
[2]  +  4  p.     *  Paper,  25c.     •Item  899 

S  9.10:7852 

03159  7854.  Atomic  energy,  cooperation  for  civil  uses,  agreement  between  United  States  and 

Sweden,  amending  agreement  of  July  1966  as  amended,  signed  Washington  May 
10,  1974;  [entered  into  force  June  27,  1974],  with  exchange  of  notes.  [1975.]  [2]  +  l0 
p.     *  Paper,  25c.     •Item  899 

S  9.10:7854 

03160  7855.    Agricultural   commodities,   agreement   between   United   States   and   Egypt,    signed 

Cairo  June  7,  1974;  [entered  into  force  June  7,  1975].  [1975.]  [2]  +  I6  p.  *  Paper, 
30c.     •Item  899 

S  9.10:7855 

03161  7859.    Suez   Canal,   salvage   or  removal   of   navigational   hazards,   arrangement  between 

United  States  and  Egypt,  effected  by  exchange  of  notes  signed  Cairo  June  11,  1974; 
[entered  into  force  June  11,  1974].  [1974.]  [2]  +  4  p.     •  Paper,  25c.     ©Item  899 

S  9.10:7859 

03162  7860.  Agricultural  commodities,  agreement  between  United  States  and  Guinea,  amending 

agreement  of  May  8  ,  1974,  as  amended,  effected  by  exchange  of  notes  dated 
Conakry  June  13  and  14,  1974;  [entered  into  force  June  14,  1974].  [1975]  [2]  + 3  p. 
[English  and  French]     *  Paper,  25c.     ©Item  899 

S  9.10:7860 
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03163  7861.  Pollution,  contingency  plans  for  spills  of  oil  and  other  noxious  substances,  agreement 

between  United  States  and  Canada  effected  by  exchange  of  notes  signed  Ottawa 
June  19,  1974;  [entered  into  force  June  19,  1974].  [1974.]  [2]  +  4  p.  [English  and  French.] 

*  Paper,  25c.     •Item  899 

S  9.10:7861 

03164  7863.  Narcotic  drugs,  detection  of  opium  poppy  cultivation,  agreement  between  United 

States  and  Mexico,  effected  by  exchange  of  letters  signed  Mexico  June  10  and 
24,  1974;  [entered  into  force  June  24,  1974].  [1974.]  [2]  +  7  p.  [English  and  Spanish.] 

*  Paper,  25c.     •Item  899 

S  9.10:7863 

03165  7864.  Extradition,  treaty  between  United  States  and  Denmark,  signed  Copenhagen  June 

22,  1972;  [entered  into  force  July  21,  1974].  [1975.]  [2] +  32  p.  [English  and  Danish.] 

*  Paper,  40c.     •Item  899 

S  9.10:7864 

03166  7865.    Atomic    energy,    application    of    safeguards    pursuant    to    non-proliferation    treaty, 

protocol  between  United  States  and  Australia,  suspending  agreement  of  Sept.  26, 
1966,  signed  Vienna  July  10,  1974;  [entered  into  force  July  10,  1974].  [1975.]  [2] +  3 
p.     *  Paper,  25c.     ©Item  899 

S  9.10:7865 

03167  7867.  Cooperation  in  artificial  heart  research  and  development,  agreement  between  United 

States  and  Union  of  Soviet  Socialist  Republics,  signed  Moscow  June  28,  1974; 
[entered  into  force  June  28,  1974].  [1974.]  [2]  +  9  p.  [English  and  Russian.]  *  Paper, 
30c.     •Item  899 

S  9.10:7867 

03168  7869.  Certificates  of  airworthiness  for  imported  aircraft  products  and  components,  agree- 

ment between  United  States  and  Netherlands,  effected  by  exchange  of  notes  signed 
the  Hague  Jan.  16,  1974;  [entered  into  force  Aug.  1,  1974].  [1974.]  [2]  +  9  p.  *  Paper, 
25c.     •Item  899 

S  9.10:7869 

03169  7870.   Investment  guaranties,  agreement  between  United   States  and  Egypt,  relating  to 

agreement  of  June  29,  1963,  effected  by  exchange  of  notes  signed  Cairo  July  16, 
1974;  [entered  into  force  July  16,  1974].  [1974.]  [2]  + 3  p.     *  Paper,  25c.     •Item  899 

S  9.10:7870 

03170  7871.    Military   assistance,   payments   under   Foreign   assistance   act   of   1973,    agreement 

between  United  States  and  Republic  of  Korea,  effected  by  exchange  of  notes  dated 
Seoul  June  25  and  27,  1974;  [entered  into  force  July  1,  1974].  [1975.]  [2]  +  3  p. 

*  Paper,  25c.     •Item  899 

S  9.10:7871 

03171  7872.    Military   assistance,   payments   under   Foreign   assistance   act  of   1973,   agreement 

between  United  States  and  Ethiopia,  effected  by  change  of  notes  dated  Addis  Ababa 
May  13  and  June  26,  1974;  [entered  into  force  July  1,  1974].  [1975.]  [2]  +  3  p.  * 
Paper,  25c.     •Item  899 

S  9.10:7872 

03172  7873.  Military  assistance,  payments  under  Foreign  assistance  of  1973,  agreement  between 

United  States  and  Paraguay,  effected  by  exchange  of  notes  signed  Asuncion  June 
27,   1974;   [entered   into  force   July   1,   1974].   [1975.]   [2]  +  4  p.   [English  and  Spanish.] 

*  Paper,  25c.     ©Item  899 

S  9.10:7873 

03173  7874.  Agricultural  commodities,  agreement  between  United  States  and  Pakistan,  amending 

agreement  of  Sept.  10,  1973,  as  amended,  effected  by  exchange  of  notes,  signed 
Islamabad  July  5,  1974;  [entered  into  force  July  5,  1974].  [1974.]  [2]  +  3  p.  *  Paper, 
30c.     ©Item  899 

S  9.10:7874 

03174  7875.    Military   assistance,   payments   under   Foreign   assistance   act   of   1973,   agreement 

between  United  States  and  the  Philippines,  effected  by  exchange  of  notes  dated 
Manila  May  16  and  July  16,  1974;  [entered  into  force  July  16,  1974].  [1975.]  [2]  + 3 
p.     *  Paper,  30c.     ©Item  899 

S  9.10:7875 

03175  7876.    Military   assistance,   payments   under   Foreign   assistance   act  of   1973,   agreement 

between  United  States  and  Nicaragua,  effected  by  exchange  of  notes  dated  Managua 
May  15  and  June  28,  1974;  [entered  into  force  July  1,  1974].  [1975.]  [2]+4  p.  [English 
and  Spanish].     *  Paper,  30c.     •Item  899 

S  9.10:7876 

03176  7877.   Economic,    technical,   and   related   assistance,   agreement   between   United    States 

and  Bangladesh,  signed  Dacca  May  21,  1974;  [entered  into  force  May  21,  1974], 
with  related  letter  signed  Dacca  June  11,  1974.  [1975.]  [2]  +  7  p.  *  Paper,  30c.  •Item 
899 

S  9.10:7877 

03177  7878.  Trade  in  cotton  textiles,  agreement  between  United  States  and  Hungarian  People's 

Republic,  amending  agreement  Aug.  13,  1970,  as  amended,  effected  by  exchange 
of  notes  dated  Washington  May  31  and  June  10,  1974;  [entered  into  force  June 
10,  1974].  [1975.]  [2] +  2  p.     *  Paper,  25c.     ©Item  899 

S  9.10:7878 

♦For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  126  #Not  Available  for  Sale  or  Distribution 


February  1976 

03178  7879.    Control   and   eradication   of   foot-and-mouth   disease,   agreement   between   United 

States  and  Colombia,   amending  agreement  of   Nov.   27,   Dec.   3,   14,   and   17,   1973, 
effected   by   exchange   of   notes   dated    Bogota   Apr.   4   and    May   8,   1974;   [entered 
into  force  May  10,  1974].  [1974.)  [2)  +  3  p.  [English  and  Spanish.]     •  Paper,  30c. 
•Item  899 

S  9.10:7879 

03179  7880.    Refugee    relief    in    Republic    of    Viet-Nam,    Laos,    Khmer    Republic,    agreements 

between  United  States  and  International  Committee  of  Red  Cross,  amending  agree- 
ment of  United  States  signed  Geneva  May  1,  1974;  [entered  into  force  May  I,  1974], 
and  signed  Geneva  and  Washington  May  17  and  June  28,  1974;  (entered  into  force 
June  28,  1974].  [1975]  [2]  +  4  p.     •  Paper,  25c.     •Item  899 

S  9.10:7880 

03180  7882.  Suez  Canal,  clearance  of  mines  and  unexploded  ordnance,  arrangement  between 

United  States  and  Egypt,  effected  by  exchange  of  notes  signed  Cairo  Apr.  13  and 
25,  1974;  [entered  into  force  Apr.  25,  1974].  [1974]  [2]  +  5  p.  'Paper,  30c.  •Item 
899 

S  9.10:7882 

03181  7883.  Trade  in  cotton  textiles,  agreement  between   United   States  and   Haiti,   modifying 

agreement  of  Oct.  19,  and  Nov.  3,  1971,  as  amended,  effected  by  exchange  of  notes 
signed  Port-au-Prince  June  20  and  21,  1974;  [entered  into  force  June  21,  1974).  [1975.] 
[2]  +  2  p.     *  Paper,  25c.     •Item  899 

S  9.10:7883 

03182  7885.    Relations,   joint   statement   by    President   of   United    States   and   King   of  Jordan, 

issued   Amman  June   18   ,   1974;   [entered   into   force   June   18,   1974].   [1974.]   [2] +  2  p. 

*  Paper,  25c.     •Item  899 

S  9.10:7885 

03183  7886.   Air  transport  services,  agreement  between  United  States  and  Mexico,  extending 

agreement  of  Aug.  15,  1960,  as  amended  and  extended,  effected  by  exchange  of 
notes  signed  Mexico  and  Tlatelolco  June  29,  1974,  and  exchange  of  notes  signed 
Mexico  and  Tlatelolco  July  12  and  15,  1974;  [entered  into  force  July  15  ,  1974]. 
[1975.]  [2]  +  6  p.  [English  and  Spanish]     •  Paper,  25c.     ©Item  899 

S  9.10:7886 

03184  7887.  Narcotic  drugs,  provisions  of  helicopters  and  related  assistance,  agreement  between 

United  States  and  Burma,  effected  by  exchange  of  notes  signed  Rangoon  June 
29,  1974;  [entered  into  force  June  29,  1974].  [1974.]  [2]  +  4  p.  [English  and  Burmese.] 

*  Paper,  25c.     •Item  899 

S  9.10:7887 

03185  7888.  Prevention  of  foot-and-mouth  disease  and  rinderpest,  agreement  between  United 

States  and  Panama,  amending  agreement  of  June  21  and  Oct.  5,  1972,  effected  by 
exchange  of  notes  signed  Panama  May  28  and  June  12,  1974;  [entered  into  force 
June  12,  1974],  with  related  letters  signed  Panama  and  Washington  Apr.  24  and 
May  17,  1974.  [1974.]  (2]  +  16  p.  [English  and  Spanish.]     *  Paper,  35c.     •Item  899 

S  9.10:7888 

03186  7889.  Agricultural  commodities,  agreement  between  United  States  and  Thailand,  amending 

agreement  of  Mar.  17,  1972,  as  amended,  effected  by  exchange  of  notes  signed 
Bangkok  May  23,  1974;  [entered  into  force  May  23,  1974].  [1975.]  [2]  +  2  p.  'Paper, 
25c.     •Item  899 

S  9.10:7889 

03187  7890.    Finance,    consolidation   and    rescheduling   of   certain   debts,    agreements    between 

United  States  and  India,  signed  Washington  June  7,  1974;  [entered  into  force  June 
7,  1974].  [1974.]  [2]  +  ll  p.     *  Paper,  30c.     •Item  899 

S  9.10:7890 

03188  7891.  Earth  resources,  cooperative  research  in  remote  sensing  for  earth  surveys,  agree- 

ment between  United  States  and  Mexico  extending  agreement  of  Dec.  20,  1968, 
as  amended  and  extended,  effected  by  exchange  of  notes  signed  Mexico  and  Tlatelol- 
co June  25  and  July  1,  1974;  [entered  into  force  July  1,  1974].  [1974.]  [2]  +  3  p.  [English 
and  Spanish.)     *  Paper,  25c.     •Item  899 

S  9.10:7891 

03189  7892.    Military    assistance,    payments    under   Foreign   assistance   act   of   1973,    agreement 

between  United  States  and  Tunisia,  effected  by  exchange  of  notes  dated  Tunis 
May  21,  and  June  29,  1974;  [entered  into  force  July  1,  1974].  [1975]  [2]  +  3  p.  [English 
and  French.]     *  Paper,  25c.     ©Item  899 

S  9.10:7892 

03190  7893.    Military   assistance,   payments   under   Foreign   assistance   act   of   1973,   agreement 

between  United  States  and  Bolivia,  effected  by  exchange  of  notes  dated  La  Paz 
May  31  and  June  28,  1974;  [entered  into  force  July  1,  1974].  [1975.]  [2]  +  4  p.  [English 
and  Spanish.]     *  Paper,  25c.     •Item  899 

S  9.10:7893 

03191  7896.  Trade  in  cotton  textiles,  agreement  between  United  States  and  Hong  Kong,  modify- 

ing agreement  of  Dec.  17,  1970,  as  amended  and  extended,  effected  by  exchange 
of  notes  signed  Hong  Kong  July  22,  1974;  [entered  into  force  July  22,  1974].  [1975.] 
[2]  +  2  p.     •  Paper,  25c.     •Item  899 

S  9.10:78% 
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03192  7897.   Trade   in   textiles,    agreement   between   United   States   and   Hong   Kong,   effected 

by  exchange  of  notes,  signed  Hong  Kong  July  25,  1974;  [entered  into  force  July 
25,  1974],  effective  Oct.  1,  1974  with  related  letters.  [1975.]  [2]  +  16  p.  *  Paper,  35c. 
•Item  899 

S  9.10:7897 

03193  7898.  Cooperation  in  field  of  housing  and  other  construction,  agreement  between  United 

States  and  Union  of  Soviet  Socialist  Republics,  signed  Moscow  June  28,  1974; 
[entered  into  force  June  28,  1974].  [1974.]  [2]  +  12  p.  [English  and  Russian.]  *  Paper, 
30c.    •Item  899 

S  9.10:7898 

03194  7899.   ooperation   in   field   of  energy,   agreement  between   United   States  and   Union  of 

Soviet  Socialist  Republics,  signed  Moscow  June  28,  1974;  [entered  into  force  June 
28,  1974].  [1973.]  [2]  +  14  p.  [English  and  Russian.]     *  Paper,  30c.     ©Item  899 

S  9.10:7899 

03195  7900.  Assistance  to  Trust  Territory  of  Pacific  Islands,  agreement  between  United  States 

and  United  Nations  Development  Programme  signed  New  York,  June  10,  1974; 
[entered  into  force  June  10,  1974]  with  exchange  of  letters  signed  New  York,  June 
3,  1974.  [1974.]  [2]  +  13  p.     *  Paper,  30c.     ©Item  899 

S  9.10:7900 

03196  7901.    Air   transport    services,    agreement   between    United    States   and    Romania,    signed 

Washington,  Dec.  4,  1973;  [entered  into  force  definitively,  Apr.  25,  1974],  with  related 
letters.  [1974.]  [2] +  37  p.  [English  and  Rumanian.]     *  Paper,  50c.     •Item  899 

S  9.10:7901 

03197  7902.    Military   assistance,    payments    under   Foreign   assistance   act   of   1973,    agreement 

between  United  States  and  Khmer  Republic,  effected  by  exchange  of  notes,  dated 
Phnom  Penh,  May  14  and  June  19,  1974;  [entered  into  force  July  1,  1974].  [1974.] 
[2] +  4  p.  [English  and  French.]     *  Paper,  25c.     •Item  899 

S  9.10:7902 

03198  7903.   Finance,  contribution  to  Multipurpose   special  fund,  agreement  between  United 

States  and  Asian  Development  Bank,  signed  Manila,  Apr.  19,  1974;  [entered  into 
fore  Apr.  19,  1974].  [1974.]  [2] +4  p.     *   Paper,  25c.     ©Item  899 

S  9.10:7903 

03199  7904.  Finance,  rescheduling  of  certain  debts,  agreement  between  United  States  and  Sri 

Lanka,  signed  Colombo  June  28,  1974;  [entered  into  force,  July  1,  1974].  [1974.] 
[2] +  3  p.     *  Paper,  25c.     •Item  899 

S  9.10:7904 

03200  7906.  Narcotic  drugs  provision  of  helicopters  and  related  assistance,  agreement  between 

United  States  and  Mexico,  effected  by  exchange  of  letters,  signed  Mexico,  Dec. 
3,  1973,  and  amending  agreements  effected  by  exchange  of  letters  signed  Mexico, 
Dec.  21,  1973,  and  exchange  of  letters  signed  Mexico,  June  24,  1974;  [entered  into 
force  June  24,  1974].  [1974.]  t2]  +  10  p.  [English  and  Spanish.]  *  Paper,  30c.  •Item 
899 

S  9.10:7906 

03201  7907.  Narcotic  drugs  provision  of  helicopters  and  related  assistance,  agreement  between 

United  States  and  Mexico,  effected  by  exchange  of  letters,  signed  Mexico,  Feb. 
1,  1974,  and  supplementing  agreement,  effected  by  exchange  of  letters,  signed  Mexico, 
June  24,  1974;  [entered  into  force  June  24,  1974].  [1974.]  [2]  +  8  p.  [English  and 
Spanish.]     *  Paper,  30c.     •Item  899 

S  9.10:7907 

03202  7908.    Finance,    consolidation   and    rescheduling   of   certain   debts,    agreements   between 

United  States  nd  Chile,  signed  Washington,  Feb.  6,  1974;  [entered  into  force  Feb. 
6,  1972],  with  memorandum  of  agreement,  signed  Apr.  19,  1972.  [1974.]  iii  +  60  p. 
[English  and  French.]     *  Paper,  75c.     •Item  899 

S  9.10:7908 

03203  7910.  Economic,  industrial,  and  technical  cooperation,  agreement  between  United  States 

and  Union  of  Soviet  Socialist  Republics,  signed  Moscow,  June  29,  1974;  [entered 
into  force  June  29,  1974].  [1974.]  [2]  +  9  p.  [English  and  Russian.]  *  Paper,  30c. 
•Item  899 

S  9.10:7910 

03204  7912.  Atomic  energy,  cooperation  for  civil  uses,  agreement  between  United  States  and 

Austria,  amending  and  extending  agreement  of  July  11,  1959,  signed  Washington 
June  14,  1974;  [entered  into  force  Oct.  8,  1974].  [1975.]  [2]  +  22  p.  [English  and  German.] 

*  Paper,  40c.     •Item  899 

S  9.10:7912 

03205  7913.  Principles  of  relations  and  cooperation,  agreement  between  United  States  and  Egypt, 

signed  Cairo  June  14,  1974;  [entered  into  force  June  14,  1974].  [1974.]  [2]  +  9  p. 

*  Paper,  30c.     •Item  899 

S  9.10:7913 

03206  7915.   Trade   in   cotton   textiles,   agreement   between   United   States   and   India,   effected 

by  exchange  of  notes  signed  Washington  Aug.  6,  1974;  [entered  into  force  Aug. 
6,  1974,  effective  Oct.  1,  1973],  with  related  letter  signed  Washington  Jan.  30,  1974. 
[1975.]  [2] +  13  p.     *  Paper,  30c.     •Item  899 

S  9.10:7915 
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03207  7916.   Air  charter  services,   agreement   between   United   States  and   Switzerland,  effected 

by  exchange  of  letters  signed  Bern  June  12  and  July  25,  1974;  (entered  into  force, 
July  25.  1974).  [1975]  |2)  +  3  p.     •   Paper,  25c.     •Item  899 

S  9.10:7916 

03208  7917.  Suez  Canal  clearance,  status  of  United  States  Forces  using  British  Sovereign  base 

areas  in  Cyprus  ,  arrangement  between  United  States  and  United  Kingdom  of  Great 
Britain  and  northern  Ireland,  effected  by  exchange  of  notes,  dated  London,  June 
24  and  July  4,  1974;  (entered  into  force,  July  4,  1974).  |1974]  [2]  +  4  p.  'Paper, 
25c.     ©Item  899 

S  9.10:7917 

03209  7918.    Economic   assistance,   establishment   of   trust   account,   agreement   between   United 

States  and  Bangladesh,  signed  Dacca,  July  1,  1974;  (entered  into  force,  July  I,  19741, 
with  related  letter.  [1974]  (2] +  4  p.     •  Paper,  25c.     •Item  899 

S  9.10:7918 

03210  7919.   Air  transport  services,   interim   agreement  between   United   States   and   Philippines, 

effected  by  exchange  of  notes  dated  Manila,  Aug.  8  and  10,  1974;  (entered  into 
force  Aug.  10,  1974].  (1975.)  12] +  6  p.       •  Paper,  25c.     •Item  899 

S  9.10:7919 

03211  7920.  Tracking  station,  agreement  between  United  States  and  Brazil,  effected  by  exchange 

of  notes  signed  Brasilia,  Dec.  4,  1973  and  Feb.  12,  1974;  (entered  into  force,  Feb. 
12,  1974].  (1974.1  (2]  +  9  p.  (English  and  Spanish]     *  Paper.  30c.     ©Item  899 

S  9.10:7920 

03212  7921.    Military    assistance,    payments    under    Foreign    assistance    act    of    1973,    agreement 

between  United  States  and  Jordan,  effected  by  exchange  of  letters,  signed  Amman 
May  20  and  Aug.  24,  1974;  (entered  into  force  Aug.  24,  1974,  effective  July  1. 
1974].  [1975.]  (2]  +  4  p.     •  Paper.  25c.     •Item  899 

S  9.10:7921 

03213  7922.  Refugee  relief,  education  for  Palestinian  refugees,  agreement  between  United  States 

and  United  Nations  Relief  and  Works  Agency,  signed  Beirut,  July  12,  1974;  (entered 
into  force,  July  12,  1974).  [1974]  [2]  +  4  p.     *  Paper,  25c.     •Item  899 

S  9.10:7922 

03214  7923.    Refugee   relief   in    Republic   of   Viet-Nam,   Laos   and    Khmer   Republic,   agreement 

between  United  States  and  International  Committee  of  Red  Cross,  amending  agree- 
ment of  Nov.  1,  1973,  as  amended,  effected  by  United  States  letter  signed  Washing- 
ton, July  30,  1974;  [entered  into  force  July  30,  1974],  and  amending  agreement  signed 
Geneva  and  Washington,  Aug.  22  and  Sept.  6,  1974;  [entered  into  force  Sept.  6, 
1974].  [1974.]  [2]  + 3  p.     *  Paper,  25c.     ©Item  899 

S  9.10:7923 

03215  7924.    Military    assistance,    payments    under   Foreign    assistance    act   of    1973,    agreement 

between  United  States  and  Dominican  Republic,  effected  by  exchange  of  notes 
dated  Santo  Domingo  May  30  and  Aug.  8,  1974;  [entered  into  force  Aug.  8,  1974]. 
[1975.]  [2)  +  7  p.  [English  and  Spanish]     *  Paper,  30c.     ©Item  899 

S  9.10:7924 

03216  7925.  Drug  Enforcement  Administration  regional  office,  agreement  between  United  States 

and  Venezuela,  effected  by  exchange  of  notes,  signed  Caracas  Aug.  26,  1974;  [entered 
into  force  Aug.  26,  1974].  [1974.]  [2]  +  5  p.  [English  and  Spanish]  'Paper.  25c. 
•Item  899 

S  9.10:7925 

03217  7926.    Certificates   of   airworthiness   for   imported   aircraft,   appliances,   and   components, 

agreement  between  United  States  and  Israel,  amending  agreement  of  July  23,  1968, 
effected  by  exchanges  of  notes,  signed  Washington,  Sept.  4,  1974;  [entered  into 
force,  Sept.  4,  1974).  [1974.]  [2]  + 5  p.     *  Paper,  25c.      •Item  899 

S  9.10:7926 

03218  7927.   Weather  stations,   agreement  between   United   States  and  Mexico,  amending  and 

extending  agreement  of  July  31,  1970,  effected  by  exchange  of  notes,  signed  Mexico 
and  Tlateloco,  Sept.  3,  1974;  [entered  into  force,  Sept.  3,  1974).  [1974.]  [2]  +  20  p. 
[English  and  Spanish.]     *  Paper,  40c.     •Item  899 

S  9.10:7927 

03219  7928.  Space  research  program,  agreement  between  United  States  and  Australia,  effected 

by  exchange  of  notes,  dated  Canberra,  Aug.  23,  1974;  [entered  into  force  Aug. 
23,  1974].  [1974.]  [2]  +  8  p.     *  Paper,  30c.     •Item  899 

S  9.10:7928 

03220  7929.  Telecommunication,  pre-sunrise  operation  of  certain  standard  radio  broadcasting 

stations,  agreement  between  United  States  and  Bahamas,  effected  by  exchange  of 
notes,  dated  Nassau,  Jan.  30  and  Sept.  4,  1974;  [entered  into  force  Sept.  4.  1974). 
[1974.]  [2]  +  4  p.     •  Paper,  25c.     •Item  899 

S  9.10:7929 

03221  7931.  Trade  in  cotton  textiles,  agreement  between  United   States  and  Haiti,  modifying 

agreement  of  Oct.  19  and  Nov.  3,  1971,  as  amended  and  modified,  effected  by 
exchange  of  notes  signed  Port-au-Prince  Sept.  12  and  13,  1974;  [entered  into  force 
Sept.  13,  1974].  [1975.]  (2]  +  3  p.     *  Paper,  30c.     •Item  899 

S  9.10:7931 
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03222  7932.    Military   assistance,   payments   under   Foreign   assistance   act  of   1973,   agreement 

between  United  States  and  Guatemala,  effected  by  exchange  of  notes  signed  Gu- 
atemala Sept.  20  and  27,  1973;  [entered  into  force  Sept.  27,  1974].  [1975.]  [2]  +  5 
p.     *  Paper,  25c.     •Item  899 

S  9.10:7932 

03223  7933.   Military  assistance,  payments  under  FForeign  assistance  act  of  1973,  agreement 

between  United  States  and  Turkey,  effected  by  change  of  notes  signed  Ankara, 
Oct.  9  and  10,  1974;  [entered  into  force  Oct.  10,  1974].  [1975.]  [2]  +  4  p.  'Paper, 
25c.     ©Item  899 

S  9.10:7933 

03224  7935.    Funding  of   cooperation   in   science   and   technology,   agreement   between   United 

States  and  Polish  People's  Republic,  signed  Washington,  Oct.  8,  1974;  with  related 
letters,  signed  Washington,  Oct.  7-8,  1974.  [entered  into  force,  Oct.  8,  1974]  [1974.] 
[2] +  10  p.  [English  and  Polish.]     *  Paper,  40c.     ©Item  899 

S  9.10:7935 

03225  7936.  Whaling,  amendments  to  schedule  to  International  Whaling  Convention  of  1946, 

adopted  at  25th  meeting  of  International  Whaling  commission,  London,  June  25- 
29,  1973;  [entered  into  force,  Oct.  4,  1973,  except  for  parts  of  paragraphs  8(a) 
and  8(b)  which  entered  into  force,  Jan.  2,  1974].  [1974.]  [2]  +  6  p.  *  Paper,  25c. 
•Item  899 

S  9.10:7936 

03226  7937.   Establishment  of  diplomatic  relations,  agreed  minute  between  United  States  and 

German  Democratic  Republic,  signed,  Washington,  Sept.  4,  1974;  [entered  into  force 
Sept.  4,  1974]  with  exchange  of  letters.  [1974.]  [2]  +  12  p.  [English  and  German.] 
*  Paper,  30c.     •Item  899 

S  9.10:7937 

03227  7939.    Nuclear    science    and    technology    information,    memorandum    of    understanding 

between  United  States  and  other  governments,  done  Brussels,  Sept.  19,  1974;  [entered 
into  force  Sept.  19,  1974],  with  minutes  of  signature.  [1975.]  [2]  +  70  p.  [English, 
French,  Flemish,  German,  Italian,  and  Dutch.]     *  Paper,  85c.      •Item  899 

S  9.10:7939 

03228  7941.  Northwest  Atlantic  fisheries,  facilitation  of  entry  into  force  of  amendments,  protocol 

to  Convention  of  Feb.  9,  1949  between  United  States  and  other  governments,  done 
Washington,  Oct.  6,  1970,  [proclaimed  by  President  of  United  States,  Oct.  23,  1974; 
entered  into  force  Sept.  4,  1974].  [1975.]  [2]  +  14  p.     *  Paper,  30c.     ©Item  899 

S  9.10:7941 

03229  7942.   Agricultural  commodities,  agreement  between  United   States  and  Guinea,   signed 

Conakry  Mar.  15,  1973  and  amending  agreement  effected  by  exchange  of  notes  signed 
Conakry  Mar.  30  and  Apr.  11,  1973;  [entered  into  force  Apr.  11,  1973].  [1975.]  [2]  +  21 
p.  [English  and  French.]     *  Paper,  40c.     •Item  899 

S  9.10:7942 

03230  7944.   Development  of  agricultural  trade,  joint  statement  by  United   States  and  Polish 

People's  Republic,  signed  Washington,  Oct.  8,  1974;  [entered  into  force  Oct.  8, 
1974].  [1974.]  [2]  +  9  p.  [English  and  Polish.]      *  Paper,  30c.     •Item  899 

S  9.10:7944 

03231  7945.  Single  convention  on  narcotic  drugs,  1961,  amendments  and  additions  to  schedules, 

notifications  by  United  Nations  dated  Apr.  19,  1973;  [entered  into  force  with  respect 
to  United  States  Apr.  19,  1973].  [1974.]  [2]  +  3  p.     *  Paper,  25c.     •Item  899 

S  9.10:7945 

03232  7948.  Economic  assistance,  manufacture  and  acquisition  of  agricultural  inputs,  agreement 

between  United  States  and  Bangladesh,  signed  Dacca  Sept.  19,  1974;  [entered  into 
force  Sept.  19,  1974].  [1974.]  [2]  +  17  p.      *  Paper,  35c.     •Item  899 

S  9.10:7948 

03233  7949.  Agricultural  commodities,  agreement  between  United  States  and  Bangladesh,  signed 

Dacca  Oct.  4,  1974,  and  amending  agreement  effected  by  exchange  of  notes  signed 
Dacca  Oct.  29  and  Nov.  8,  1974;  [entered  into  force  Nov.  8,  1974].  [1975.]  [2]  +  20 
p.     *  Paper,  40c.     •Item  899 
V  V  S  9.10:7949 

03234  7950.  Onchocerciasis  1974  fund,  agreement  between  United  States  and  other  governments, 

dated  Washington   ,   Mar.  1,  1974;   [entered  into  force   Mar.  1,   1974].   [1974.]  [2]  +  31 

p.     *  Paper,  45c.     •Item  899 

v  *    '  S  9.10:7950 

03235  7951.   Defense,   ballistic   missile   early   warning  station  at  Fylingdales   Moor,   Yorkshire, 

agreement  between  United  States  and  United  Kingdom  of  Great  Britain  and  Northern 
Ireland,  amending  agreement  of  Feb.  15,  1960,  as  amended,  effected  by  exchange 
of  notes  signed  London  Oct.  3,  1974;  [entered  into  force  Oct.  3  ,  1974].  [1974.] 
[2]  +  5  p.     *  Paper,  25c.     •Item  899  S  9.10:7951 

03236  7952.  Agricultural  commodities,  agreement  between  United  States  and  Republic  of  Viet- 

Nam,  signed  Saigon  Oct.  8,  1974;  [entered  into  force  Oct.  8,  1974].  [1974.]  [2]  +  15 
p.     -Paper,  40c.     •Item  899  g|1M!B 
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7953.  Transfer  of  military  scrap,  agreement  between  United  States  and  Republic  of 
Viet-Nam.  amending  agreement  of  Nov.  8,  and  Dec.  14,  1972.  effected  by  exchange 
of  notes  dated  Saigon,  Sept.  3  and  Oct.  14,  1974;  [entered  into  force  Oct  14,  I974J. 
|I974.)  (21  +  5  p.     *  Paper,  25c.     •Item  899 

S  9  10:7953 

7954.  Nonscheduled  air  services,  agreement  between  United  States  and  Jordan,  signed 
Amman,  Sept.  21.  1974;  [entered  into  force,  Sept.  21,  1974).  [1974]  [2]  +  45  p  [English 
and  Arabic]     *  Paper,  65c.     •Item  899 

S  9.10:7954 

7955.  Narcotic  drugs,  provision  of  helicopters  and  related  assistance,  agreement  between 
United  States  and  Mexico,  effected  by  exchange  of  letters,  signed  Mexico,  Nov. 
1,    1974;   [entered   into   force,   Nov.   1,   1974].   [1974]   [2]f7   p.   |Knglish   and   Spanish.) 

•  Paper,  30c.     •Item  899 

S  9.10:7955 

7956.  Narcotic  drugs,  detection  of  opium  poppy  cultivation,  agreement  between  United 
States  and  Mexico,  amending  agreement  of  June  10  and  24,  1974,  effected  by  exchange 
of  letters;  [entered  into  force,  Sept.  19  ,  1974].  [1974]  [2] +  4  p.     •  Paper,  25c. 

•  Item  899 

S  9.10:7956 

7957.  Atomic  energy,  application  of  safeguards  pursuant  to  non-proliferation  treaty, 
protocol  between  United  States,  Philippines,  and  International  Atomic  Energy  Agen- 
cy, suspending  agreement  of  July  15,  1968,  signed  Vienna,  Feb.  21,  1973;  [entered 
into  force,  Oct.  16,  1974].  [1975. ]  [2] +  3  p.     •  Paper,  25c.     •Item  899 

S  9.10:7957 

7958.  Agricultural  commodities,  agreement  between  United  States  and  Republic  of  Viet- 
Nam,  amending  agreement  of  Aug.  29,  1972,  as  amended,  effected  by  exchange 
of  notes  signed  Saigon  Nov.  11,  1974;  [entered  into  force  Nov.  11,  1974].  [1975] 
[2]  +  4  p.     *  Paper,  25c.     •Item  899 

S  9.10:7958 

7960.  Whaling,  amendments  to  schedule  to  International  Whaling  Convention  of  1946, 
adopted  at  26th  meeting  of  International  Whaling  Commission,  London,  June  24- 
28,  1974;  [entered  into  force  Oct.  2,  1974].  [1974.]  [2]  +  4  p.  'Paper,  25c.  •Item 
899 

S  9.10:7960 

7961.  Parcel  post,  agreement  and  regulations  of  execution  between  United  States  and 
Macao,  signed  Macao  ,  Feb.  23  and  Washington,  June  8,  1973;  [approved  and  ratified 
by  President  of  United  States,  Feb.  28,  1974;  entered  into  force,  Aug.  1,  1974]. 
[1975]  [2]  +  33  p.     'Paper,  45c.     •Item  899 

S  9.10:7961 

7962.  Parcel  post,  agreement  and  regulations  of  execution  between  United  States  and 
Cyprus,  signed  Nicosia,  May  7  and  Washington,  June  8,  1973;  [approved  and  ratified 
by  President  of  United  States,  Mar.  12  ,  1975;  entered  into  force,  Sept.  1,  1974]. 
[1974.]  [2]  +  33  p.     •  Paper,  45c.     •Item  899 

S  9.10:7962 
7964.  Grants  of  military  equipment  and  materiel,  agreement  between  United  States  and 
Tunisia,  effected  by  exchange  of  notes,  Tunis,  Sept.  12  and  Oct.  25,  1974;  [entered 
into  force,  Oct.  25,  1974].  [1975.]  [2]  + 5  p.  [English  and  French]     *  Paper,  25c. 
•Item  899 

S  9.10:7964 

7966.  Narcotic  drugs,  provision  of  helicopters  and  related  assistance,  agreement  between 
United  States  and  Jamaica,  effected  by  exchange  of  notes  signed  Kingston,  Aug. 
9   and   21   and   Sept.    23,   1974;   [entered   into   force,   Sept.   23,   1974].   [1975.]   [2] +  5   p. 

•  Paper,  25c.     •Item  899 

S  9.10:7966 

7967.  Cooperation,  agreement  between  United  States  and  Iran,  done  Tehran  Nov.  2, 
1974;  [entered  into  force  Nov.  2,  1974].  [1975.]  [2]  +  3  p.     •  Paper.  25c.     •Item  899 

S  9.10:7967 

7968.  Technical  assistance  in  tax  administration,  agreement  between  United  States  and 
Trinidad  and  Tobago,  extending  and  amending  agreement  of  June  20.  1968,  as 
amended  and  extended,  effected  by  exchange  of  notes,  dated  Port  of  Spain  Oct. 
22  and  Nov.  12,  1974;  [entered  into  force  Nov.  12,  1974].  [1975]  [2]  +  3  p.  'Paper, 
25c.     •Item  899 

S  9.10:7968 

7969.  Defense,  continuation  of  agreement  of  May  5,  1951.  agreement  between  United 
States  and  Iceland,  effected  by  exchange  of  notes,  signed  Reykjavik  Oct.  22,  1974, 
with  memorandum  of  understanding  and  agreed  minute;  [entered  into  force  Oct. 
22,  1974].  [1975.]  [2]  + 8  p.     *  Paper.  30c.     •Item  899 

S  9.10:7969 

7970.  Assistance  for  children  and  mothers,  agreement  between  United  States  and  United 
Nations  Children's  Fund,  signed  Washington  and  New  York  Dec.  26  and  30,  1974; 
[entered  into  force  Dec.  30,  1974].  [1975.]  [2]  +  3  p.     •  Paper,  25c.     •Item  899 

S  9.10:7970 
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03252  7971.  Agricultural  commodities,  agreement  between  United  States  and  Pakistan,  signed 

Islamabad  Nov.  23,  1974;  [entered  into  force  Nov.  23,  1974].  [1975.]  [2]  +  20  p. 

*  Paper,  40c.     •Item  899 

S  9.10:7971 

03253  7972.  Launching  of  NASA  satellites  from  San  Marco  Range,  agreement  between  United 

States  and  Italy,  extending  agreement  of  Apr.  30  and  June  12,  1969,  effected  by 
exchange  of  notes,  signed  Rome  Nov.  25-26,  1974;  [entered  into  force  Nov.  26, 
1974].  [1975.]  [2] +  3  p.  [English  and  Italian.]     *  Paper,  25c.     •Item  899 

S  9.10:7972 

03254  7977.   Military   assistance,   payments   under   Foreign   assistance   act  of   1973,   agreement 

between  United  States  and  Panama,  effected  by  exchange  of  notes  dated  Panama, 
May  20  and  Dec.  6,  1974;  [entered  into  force  Dec.  6,  1974].  [1975.]  [2]  +  5  p.  [English 
and  Spanish.]     *  Paper,  25c.     •Item  899 

S  9.10:7977 

03255  7978.    Agricultural   commodities,   agreement   between   United    States   and    Israel,    signed 

Washington  Dec.  16,  1974;  [entered  into  force  Dec.  16,  1974].  [1975.]  [2]  +  15  p. 

*  Paper,  40c.     •Item  899 

S  9.10:7978 

03256  7983.  Narcotic  drugs,  provision  of  helicopters  and  related  assistance,  agreement  between 

United  States  and  Mexico,  amending  agreement  of  June  24,  1974,  effected  by 
exchange  of  letters,  signed  Mexico  Dec.  4,  1974;  [entered  into  force  Dec.  4,  1974]. 
[1975.]  [2]  +  4  p.  [English  and  Spanish.]     *  Paper,  25c.     •  899 

S  9.10:7983 

03257  7988.   International  wheat  agreement,   1971,   modification  and  extension  of   wheat  trade 

convention  and  food  aid  convention,  protocols  between  United  States  and  other 
governments,  open  for  signature  Washington  Apr.  2-22,  1974;  [proclaimed  by  Pre- 
sident of  United  States  Dec.  21,  1974;  entered  into  force  provisionally  with  respect 
to  certain  parts  June  19,  1974,  and  with  respect  to  remaining  parts  July  1,  1974; 
entered  into  force  definitively  Aug.  23,  1974].  [1975.]  [2]  +  62  p.  [English,  French, 
Russian,  and  Spanish.]     *  Paper,  75c.     •Item  899 

S  9.10:7988 

03258  7999.  Trade  in  cotton  textiles,  agreement  between  United  States  and  Malaysia,  amending 

and  extending  agreement  of  Sept.  8,  1970,  effected  by  exchange  of  notes  dated 
Kuala  Lampur  Dec.  23  and  27,  1974;  [entered  into  force  Dec.  27,  1974].  [1975.] 
[2] +  3  p.     *  Paper,  25c.     •Item  899 

S  9.10:7999 

03259  8000.  Trade  in  cotton  textiles,  agreement  between  United  States  and  Malta,  extending 

agreement  of  June  14,  1967,  as  extended,  effected  by  exchange  of  notes  dated  Valletta 
Dec.  27,  1974;  [entered  into  force  Dec.  27,  1974].  [1975.]  [2]  +  3  p.  *  Paper,  25c. 
•Item  899 

S  9.10:8000 

03260  8002.  Double  taxation,  earnings  from  operation  of  ships  and  aircraft,  agreement  between 

United  States  and  Jordan,  effected  by  exchange  of  notes,  dated  Amman  Apr.  17, 
1973  and  June  20,  1974;  [entered  into  force  June  20,  1974].  [1975.]  [2]  +  3  p.  *  Paper, 
25c.     •Item  899 

S  9.10:8002 

03261  8004.  Trade  in  cotton  textiles,  agreement  between  United  States  and  Egypt,  extending 

agreement  of  May  10,  1974,  effected  by  exchange  of  notes  signed  Cairo  Dec.  28 
and  31,  1974;  [entered  into  force  Dec.  31,  1974].  [1975.]  [2]  +  3  p.     *  Paper,  25c. 
•Item  899 

S  9.10:8004 

03262  8005.   Liability   for  loss   of  damage   from   certain   rocket  launches,   agreement  between 

United  States  and  Canada,  effected  by  exchange  of  notes,  dated  Ottawa  Dec.  31, 
1974;  [entered  into  force  Dec.  31,  1974].  [1975.]  [2]  +  4  p.     *  Paper,  25c.     •Item  899 

S  9.10:8005 

03263  8008.  Agricultural  commodities,  agreement  between  United  States  and  Khmer  Republic, 

signed  Phnom  Penh,  Aug.  10,  1974,  and  amending  agreements  affected  by  exchange 
of  notes  signed  Phnom  Pehn,  Sept.  17,  1974,  and  exchange  of  notes  signed  Phnom 
Penh,  Oct.  25,  1974  and  exchange  of  notes  signed  Phnom  Penh,  Jan.  14,  1975.  [1975.] 
[2] +  32  p.     *  Paper,  45c.     ©Item  899 

S  9.10:8008 

03264  8009.  Trade  in  wool  and   man-made  fiber  textile  products,  agreement  between  United 

States  and  Singapore,  amending  agreement  of  Oct.  30,  1973  and  Jan.  20,  1974,  effected 
by  exchange  of  notes  signed  Singapore  Jan.  3  and  13,  1975;  [entered  into  force 
Jan.  13,  1975].  [1975.]  [2]  +  3  p.     *  Paper,  25c.     •Item  899 

S  9.10:8009 

03265  8012.  Investment  guaranties,  agreement  between  United  States  and  Nigeria,  signed  Lagos 

Aug.  3,  1974;  [entered  into  force  Feb.  10,  1975];  with  agreed  minute.  [1975.]  [2]  +  5 
p.     *  Paper,  25c.     •Item  899 

S  9.10:8012 

03266  8013.   Scientific  cooperation  agreement  between  United  States  and  Republic  of  China, 

extending  agreement  of  Jan.  23,  1969,  effected  by  exchange  of  notes,  signed  Taipei 
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Jan.    21,   1975;    [entered   into   force,    Jan.   23    ,    1975).    [1975]    [2]  +  3    p.     'Paper,   25c. 
•Item  899 

S  9.10:8013 

8016.  Agricultural  commodities,  agreement  between  United  States  and  Bangladesh,  amend- 
ing agreement  of  Oct.  4,  1974,  as  amended,  effected  by  exchange  of  notes  signed 
Dacca  Jan.  27,  1975;  [entered  into  force  Jan.  27,  1975).  [1975.)  [2)  +  2  p.  'Paper. 
25c.     •Item  899 

S  9.10:8016 

8017.  Agricultural  commodities,  agreement  between  United  States  and  Republic  of  Viet- 
Nam,  amending  agreement  of  Oct.  8.  1974,  effected  by  exchange  of  notes  signed 
Saigon  Jan.  30,  1975;  [entered  into  force  Jan.  30,  1975).  [1975]  [2]  +  4  p.  'Paper, 
25c.     •Item  899 

S  9.10:8017 

8019.  Atomic  energy,  cooperation  for  civil  uses,  agreement  between  United  States  and 
Israel,  extending  agreement  of  July  12,  1955,  as  amended  and  extended,  signed 
Washington  Jan.  13,  1974;  [entered  into  force  Mar.  24,  19751,  with  related  notes 
[1975]  [2]  +  6p.     'Paper.  25c.     •Item  899 

S  9.10:8019 

8020.  Fisheries,  agreement  between  United  States  and  Union  of  Soviet  Socialist 
Republics,  extending  agreements  of  Feb.  21,  1973,  as  extended,  effected  by  exchange 
of  notes  signed  Washington,  Feb.  26,  1975;  [entered  into  force  Feb.  26,  1975].  [1975] 
[2)  +  5  p.  [English  and  Russian]     *  Paper,  25c.     •Item  899 

S  9.10:8020 

8022.  Fisheries,  consideration  of  claims  resulting  from  damage  to  fishing  vessels  or 
gear  and  measures  to  prevent  fishing  conflicts,  agreement  between  United  States 
and  Union  of  Soviet  Socialist  Republics,  amending  agreement  of  Feb.  21,  1973, 
as  amended,  effected  by  exchange  of  notes  signed  Washington,  Feb.  26,  1975; 
[entered  into  force  Apr.  1,  1974].  [1975.]  [2]  +  10  p.  [English  and  Russian]  'Paper, 
30c.     •Item  899 

S  9.10:8022 

8023.  Agricultural  commodities,  agreements  between  United  States  and  Republic  of 
Korea,  amending  agreement  of  Aug.  12,  1973  as  amended,  effected  by  exchange 
of  notes  signed  Seoul  Feb.  26,  1975  and  exchange  of  notes  signed  Seoul  Mar. 
13,  1975;  [entered  into  force  Mar.  13,  1975].  [1975.]  [2]  +  8  p.  *  Paper,  30c.  •Item 
899 

S  9.10:8023 

8024.  Agricultural  commodities,  agreement  between  United  States  and  Pakistan,  amending 
agreement  of  Nov.  23,  1974,  effected  by  exchange  of  notes  signed  Islamabad  Mar. 
3.  1975;  [entered  into  force  Mar.  3,  1975].  [1975.]  [2]  +  4  p.  'Paper.  25c.  •Item 
899 

S  9.10:8024 

8025.  Agricultural  commodities,  agreement  between  United  States  and  Republic  of  Viet- 
Nam,  amending  agreement  of  Oct.  8,  1974,  as  amended,  effected  by  exchange  of 
notes  signed  Saigon  Mar.  13,  1975;  [entered  into  force  Mar.  13,  1975].  [1975]  [2]  +  6 
p.     *  Paper,  25c.     •Item  899 

S  9.10:8025 

8026.  Agricultural  commodities,  agreement  between  United  States  and  India,  signed 
Washington  Mar.  20,  1975;  [entered  into  force  Mar.  20,  1975].  [1975]  (2]  +  20  p. 

*  Paper,  40c.     •Item  899 

S  9.10:8026 

8028.  Technical  consultations  and  training,  agreement  between  United  States  and  Portugal, 
signed   Lisbon    Feb.    28,   1975;   [entered   into   force   Feb.   28,   1975].   [1975.]   [2]  +  17   p. 

•  Paper,  40c.     •Item  899 

S  9.10:8028 

8029.  Military  mission  to  Iran,  agreement  between  United  States  and  Iran,  extending 
agreement  of  Oct.  6  ,  1947,  as  amended  and  extended,  effected  by  exchange  of 
notes  dated  Tehran,  July  16,  1974  and  Mar.  16,  1975;  [entered  into  force  Mar.  16, 
1975].  [1975.]  [2]  +  4  p.  [English  and  Iranian.]     *  Paper,  25c.     •Item  899 

S  9.10:8029 

8030.  Agricultural  commodities,  agreement  between  United  States  and  Chile,  amending 
agreement  of  Oct.  25,  1974,  as  amended,  effected  by  exchange  of  notes  signed 
Santiago  Apr.  1,  1975;  [entered  into  force  Apr.  1,  1975].  [1975]  [2]  +  4  p.  [English 
and  Spanish.]     *  Paper,  25c.     •Item  899 

S  9.10:8030 

8031.  Assistance  for  children  and  mothers,  agreements  between  United  States  and  United 
Nations  Children's  Fund,  amending  agreement  of  Dec.  26  and  30,  1974,  signed  New 
York  Feb.  10  and  14,  and  signed  New  York,  Apr.  1,  1975;  [entered  into  force  Apr. 
1,  1975].  [1975.]  [2]  +  4  p.     •  Paper,  25c.     •Item  899 

S  9.10:8031 

8032.  Refugee  relief  in  Republic  of  Viet-Nam,  Laos,  and  Khmer  Republic,  agreement 
between  United  States  and  International  Committee  of  Red  Cross,  signed  Washington 
and  Geneva  Feb.  20,  Mar.  16-17,  1975;  [entered  into  force  Mar.  17,  1975].  [1975.] 
[2]  +  14p.     «  Paper,  30c.     •Item  899 

S  9.10:8032 
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03281  8034.   Furnishing  Federal  catalog  data  and  services,  agreement  between  United   States 

and  Iran,  signed  Washington,  Dec.  5,  1974,  and  Tehran,  Jan.  25,  1975;  [entered 
into  force  Jan.  25,  1975].  [1975.]  [2]  +  3  p.      *  Paper,  25c.     •Item  899 

S  9.10:8034 

03282  8035.  Surplus  property  settlement,  agreement  between  United  States  and  India,  effected 

by  exchange  of  letters  signed  New  Delhi,  Jan.  24,  1975;  [entered  into  force  Jan. 
24,  1975].  [1975.]  [2] +  2  p.     *  Paper,  25c.     ©Item  899 

S  9.10:8035 

03283  8036.  Air  transport  services,  agreement  between  United  States  and  Panama  amending 

agreement  of  Mar.  31,  1949  as  amended,  effected  by  exchange  of  notes,  signed. 
Panama,  Dec.  23,  1974  and  Mar.  6,  1975  with  memorandum  of  consultations  signed 
Washington,  Dec.  18,  1974;  [entered  into  force  Mar.  6,  1975].  [1975.]  [2] +  11  p.  [English 
and  Spanish.]     *  Paper,  30c.     •Item  899 

S  9.10:8036 

03284  8037.  Agricultural  commodities,  agreement  between  United  States  and  Honduras,  signed 

Tegucigalpa,  Mar.  5,  1975;  [entered  into  force  Mar.  5,  1975].  [1975.]  [2]  +  30  p.  [English 
and  Spanish.]     *  Paper,  45c.      •Item  899 

S  9.10:8037 

03285  8038.  Finance,  consulting  services,  agreement  between  United  States  and  Portugal,  signed 

Lisbon,  Feb.  28,  1975;  [entered  into  force  Feb.  28.  1975].  [1975.]  [2]  +  23  p.  *  Paper, 
40c.     •Item  899 

S  9.10:8038 

03286  8039.  Finance,  foreign  exchange  costs  of  commodities  and  commodity-related  services, 

agreement  between  United  States  and  Egypt,  signed  Cairo,  Feb.  13,  1975;  [entered 
into  force  Feb.  13,  1975].  [1975.]  [2]  +  14  p.     *  Paper,  30c.     •Item  899 

S  9.10:8039 

03287  8041.  Narcotic  drugs,  provision  of  mobile  interdiction  systems,  agreement  between  United 

States  and  Mexico,  effected  by  exchange  of  letters  signed  Mexico,  Feb.  24,  1975; 
[entered  into  force  Feb.  24,  1975].  [1975.]  [2]  +  6  p.  [English  and  Spanish.]  *  Paper, 
25c.     •Item  899 

S  9.10:8041 

03288  8042.   Economic   cooperation,   agreed   minutes  between   United   States  and   Iran,   signed 

Washington,  Mar.  4,  1975;  [entered  into  force  Mar.  4,  1975].  [1975.]  [2]  +  26  p. 
*  Paper,  45c.     •Item  899 

S  9.10:8042 

03289  8043.  Aerospace  disturbances,  transfer  of  research  facility,  agreement  between  United 

States  and  Australia,  effected  by  exchange  of  notes  signed  Canberra,  Jan.  31,  and 
Feb.  26,  1975;  [entered  into  force  Feb.  26,  1975].  [1975.]  [2]  +  4  p.  *  Paper,  25c. 
•Item  899 

S  9.10:8043 

03290  8044.   Refugee   relief  in   South  Viet-Nam   and  Laos,   agreement  between  United  States 

and  United  Nations  High  Commissioner  for  Refugees,  signed  Washington  and 
Geneva,  Nov.  13,  and  Dec.  2,  1974  and  amending  agreements  signed  Geneva,  Dec. 
16,  1974  and  signed  Geneva,  Feb.  5  and  10,  1975;  [entered  into  force  Feb.  10,  1975]. 
[1975.]  [2]  +  9  p.     *  Paper,  30c.     •Item  899 

S  9.10:8044 

03291  8045.  Investment  guaranties,  agreement  between  United  States  and  Saudi  Arabia,  signed 

Washington,  Feb.  27,  1975;  [entered  into  force  Apr.  26,  1975].  [1975.]  [2] +  8  p.  [English 
and  Arabic]     *  Paper,  30c.      •Item  899 

S  9.10:8045 

03292  8046.    Agricultural   commodities,    agreements    between    United    States    and    Bangladesh, 

amending  agreement  of  Oct.  4,  1974,  as  amended,  effected  by  exchange  of  notes 
signed  Dacca,  Feb.  28,  1975,  and  exchange  of  notes  Dacca,  Apr.  11,  1975;  [entered 
into  force  Apr.  11,  1975].  [1975.]  [2]  +  6  p.  [English  and  Bengali.]  *  Paper,  25c. 
•Item  899 

S  9.10:8046 

03293  8047.   Air  charter  services,  agreement  between  United  States  and  United   Kingdom  of 

Great  Britain  and  Northern  Ireland,  extending  agreement  of  Mar.  30,  1973  as  amended 
and  extended,  effected  by  exchange  of  notes  dated  London,  Apr.  2  and  3,  1975; 
[entered  into  force  Apr.  3,  1975].  [1975.]  [2]  +  2  p.     *  Paper,  25c.     •Item  899 

S  9.10:8047 

03294  8048.  Trade  in  cotton  textiles,  agreement  between  United  States  and  Jamaica,  amending 

and  extending  agreement  of  Sept.  29,  1967,  as  amended  and  extended,  effected 
by  exchange  of  notes  signed  Washington  Apr.  2,  1975;  [entered  into  force  Apr. 
2,  1975].  [1975.]  [2]  + 3  p.     *  Paper,  25c.     ©Item  899 

S  9.10:8048 

03295  8049.    Atomic   energy,    application   of    safeguards    pursuant   to   non-proliferation   treaty, 

protocol  between  United  States,  Sweden,  and  International  Atomic  Energy,  Agency, 
suspending  agreement  of  Mar.  1,  1972,  signed  Vienna,  Apr.  14,  1975;  [entered  into 
force  May  6,  1975].  [1975.]  [2]  + 3  p.     *  Paper,  25c.     •Item  899 

S  9.10:8049 

03296  8050.  Agricultural  commodities,  agreement  between  United  States  and  Jordan,  amending 

agreement  of  Nov.  27,  1974,  effected  by  exchange  of  notes  signed  Amman,  Mar. 
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20,  1975;  [entered  into  force  Mar.  20,  1975].  [1975.]  [2]  +  2  p.     'Paper,  25c.     •Item 
899 

S  9.10:8050 

8051.  Atomic  energy,  application  of  safeguards  by  IAEA  to  United  States-Israel  Coopera- 
tion Agreement,  agreement  between  United  States,  Israel,  and  International  Atomic 
Energy  Agency,  signed  Vienna,  Apr.  4,  1975;  [entered  into  force  Apr.  4,  1975). 
[1975]  [2]  +  10  p.     *  Paper,  30c.     •Item  899 

S  9.10:8051 

8052.  Extradition,  treaty  between  United  States  and  Italy,  signed  Rome,  Jan.  18,  1973; 
[entered  into  force  Mar.  11,  1975].  [1975.]  [2]  +  24  p.  (English  and  Italian]  'Paper, 
45c.     •Item  899 

S  9.10:8052 

8053.  Trade  in  cotton  textiles,  agreement  between  United  States  and  Thailand,  amending 
agreement  of  March  16,  1972,  effected  by  exchange  of  notes  signed  Bangkok,  Apr. 

21,  1975,   with  related   letters;   [entered   into  force   Apr.   21,   1975].   [1975.]   cover  title, 
[2]  +  7  p.     •  Paper,  30c.     •Item  899 

S  9.10:8053 

8054.  Launching  and  associated  services  for  Indonesian  satellites,  agreement  between 
United  States  and  Indonesia,  effected  by  exchange  of  notes  signed  Washington, 
Mar.  26,  1975;  [entered  into  force  Mar.  26,  1975].  [1975.]  cover  title,  [2] +  12  p. 

*  Paper,  30c.     •Item  899 

S  9.10:8054 

8055.  Agricultural  commodities,  agreement  between  United  States  and  Bangladesh, 
amending  agreement  of  Oct.  4,  1974,  as  amended,  effected  by  exchange  of  notes 
signed  Dacca,  May  16,  1975;  [entered  into  force  May  16,  1975].  [1975.]  [2]  +  4  p. 
[English  and  Bengali.]     *  Paper,  25c.     ©Item  899 

S  9.10:8055 

8056.  Weather  modification,  exchange  of  information,  agreement  between  United  States 
and  Canada,  signed  Washington,  Mar.  26,  1975;  [entered  into  force  Mar.  26,  1975]. 
[1975.]  cover  title,  [2]  +  14  p.  [English  and  French.]     *  Paper,  30c.     •Item  899 

S  9.10:8056 

8058.  Air  transport  services,  agreement  between  United  States  and  Union  of  Soviet 
Socialist  Republics,  amending  protocol  of  June  23,  1973,  effected  by  exchange  of 
notes  dated  Moscow,  Dec.  9,  1974  and  Apr.  16,  1975;  [entered  into  force  Apr.  16, 
1975].  [1975.]  cover  title,  [2]  +  4  p.  [English  and  Russian.]     *  Paper,  25c.     ©Item  899 

S  9.10:8058 

8059.  Direct  communications  link,  agreement  between  United  States  and  Union  of  Soviet 
Socialist  Republics,  amending  agreement  of  Sept.  30,  1971,  effected  by  exchange 
of  notes  dated  Moscow,  Mar.  20  and  Apr.  29,  1975;  [entered  into  force  Apr.  29, 
1975].  [1975]  cover  title,  [2]  +  3  p.  [English  and  Russian.]  'Paper,  25c.  •Item 
899 

S  9.10:8059 

8060.  Nonscheduled  air  services,  agreement  between  United  States  and  Canada  terminat- 
ing reservations  relating  to  agreement  of  May  8,  1974,  effected  by  exchange  of 
notes  dated  Washington,  Mar.  19  and  20  and  May  2,  1975;  [entered  into  force  May 
2,  1975].  [1975]  cover  title,  [2]  +  3  p.     *  Paper,  25c.     •Item  899 

S  9.10:8060 

8061.  Prohibition  of  use  in  war  of  asphyxiating,  poisonous  or  other  gases,  and  of  bac- 
teriological methods  of  warfare,  protocol  between  United  States  and  other  govern- 
ments, done  Geneva  June  17,  1925;  [proclaimed  by  President  of  United  States,  Apr. 
29,  1975;  entered  into  force  with  respect  to  United  States  ,  Apr.  10,  1975].  [1975.] 
[2] +  12  p.  [English  and  French.]     *  Paper,  30c.     •Item  899 

S  9.10:8061 

8063.  Claims,  Trust  Territory  of  Pacific  Islands,  agreement  between  United  States  and 
Japan,  extending  time  period  in  Article  1,  paragraph  2,  of  agreement  of  Apr.  18, 
1969  effected  by  exchange  of  notes,  signed  Tokyo  Apr.  18,  1975;  [entered  into  force 
Apr.  18,  1975].  [1975.]  [2]  +  5  p.  [English  and  Japanese.]     *   Paper,  25c.     •Item  899 

S  9.10:8063 

8064.  Claims,  Trust  Territory  of  Pacific  Islands,  agreement  between  United  States  and 
Japan,  relating  to  agreement  of  Apr.  18,  1969,  effected  by  exchange  of  notes  signed 
Tokyo,  Apr.  18,  1975;  [entered  into  force  Apr.  18.  1975].  [1975.]  cover  title.  [2]  +  7 
p.  [English  and  Japanese]     *  Paper,  30c.     •Item  899 

S  9.10:8064 

8065.  Agricultural  commodities,  agreement  between  United  States  and  Pakistan,  amending 
agreement  of  May  23,  1974,  as  amended,  effected  by  exchange  of  notes  signed 
Islamabad,  May  27,  1975;  [entered  into  force  May  27,  1975].  [1975.]  cover  title, 
[2]  +  4p.     "Paper.  25c.     •Item  899 

S  9.10:8065 

8066.  Provision  of  defense  articles  and  services  and  establishment  of  liaison  office, 
agreement  between  United  States  and  Kuwait,  effected  by  exchange  of  notes,  signed 
Kuwait  Feb.  24  and  Apr.  15,  1975;  [entered  into  force  Apr.  15.  1975].  [1975.]  [2]  +  4 
p.  [English  and  Arabic]     •  Paper.  25c.     •Item  899 

S  9.10:8066 
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03311  8067.  Consular  relations,  convention,  with  agreed  memorandum  and  exchange  of  letters, 

between  United  States  and  People's  Republic  of  Bulgaria,  signed  Sofia  Apr.  15, 
1974;  [proclaimed  by  President  of  United  States  May  12,  1975;  entered  into  force 
May  29,  1975].  [1975.]  [2]  +  78  p.  [English  and  Bulgarian.]  •  Paper,  90c.  •Item 
899 

S  9.10:8067 

03312  8070.  Agricultural  commodities,  agreement  with  United  States  and  Egypt,  amending  agree- 

ment of  June  7,  1974,  as  amended,  effected  by  exchange  of  notes  signed  Cairo 
Nov.  10,  1974,  and  exchange  of  notes  signed  Cairo  Apr.  1,  1975;  [entered  into  force, 
Apr.  1,  1975],  and  exchange  of  notes  signed  Cairo  May  2  and  6,  1975;  [entered 
into  force  May  6,  1975].  [1975.]  [2]  +  6  p.     *  Paper,  25c.     •Item  899 

S  9.10:8070 

03313  8075.   Reimbursement  of  income   taxes,   agreement  between   United   States   and  United 

Nations  Educational,  Scientific,  and  Cultural  Organization,  effected  by  exchange 
of  letters,  signed  Paris  Apr.  4  and  17,  1972;  [entered  into  force  Apr.  17,  1972]. 
[1975.]  [2]+2  p.     *  Paper,  25c.     •Item  899 

S  9.10:8075 

03314  8078.  Refugee  relief  in  Republic  of  Viet-Nam,  Laos,  and  Khmer  Republic,  agreement 

between  United  States  and  International  Committee  of  Red  Cross,  amending  agree- 
ment of  Feb.  20  and  Mar.  16-17,  1975,  signed  Geneva  and  Washington  Apr.  24 
and  30,  1975;  [entered  into  force  Apr.  30,  1975].  [1975.]  [2]  +  2  p.  *  Paper,  25c. 
•Item  899 

S  9.10:8078 

03315  8087.   Military   assistance,   payments   under  Foreign   assistance   act   of   1973,   agreement 

between  United  States  and  Portugal,  effected  by  exchange  of  notes  dated  Lisbon 
May  30,  1974,  and  June  30,  1975;  [entered  into  force  June  30,  1975].  [1975.]  [2]  +  5 
p.  [English  and  Portguese.]     *  Paper,  25c.     •Item  899 

S  9.10:8087 

03316  8091.  Trade  in  cotton,   wool,  and  man-made  fiber  textiles,  agreement  between  United 

States  and  Malaysia,  effected  by  exchange  of  notes,  signed  Kuala  Lumpur  Jan. 
8  and  May  16,  1975;  [entered  into  force  May  16,  1975].  [1975.]  [2]  +  21  p.  'Paper, 
40c.     •Item  899 

S  9.10:8091 

03317  8092.  International  civil  aviation,  protocol  between  United  States  and  other  governments, 

amending  Article  56  of  convention  of  Dec.  7,  1944,  done  Vienna  July  7,  1971; 
[proclaimed  by  President  of  United  States  Apr.  2,  1975;  entered  into  force  Dec. 
19,  1974].  [1975.]  [2]  +  4  p.  [English,  French,  and  Spanish.]  'Paper,  25c.  •Item 
899 

S  9.10:8092 

03318  8093.  Trade  in  wool  and  man-made  fiber  textile  products,  agreement  between  United 

States  and  Malaysia,  amending  and  extending  agreement  of  Sept.  8,  1970,  as  amended, 
effected  by  exchange  of  notes  dated  Kuala  Lumpur  Dec.  23  and  27,  1974;  [entered 
into  force  Dec.  27,  1974].  [1975.]  [2] +  3  p.     *  Paper,  25c.     ©Item  899 

S  9.10:8093 

03319  8096.  Air  transportation  services,  agreement  between  United  States  and  Hungarian  Peo- 

ple's Republic,  amending  agreement  of  May  30,  1972,  effected  by  exchange  of  notes, 
dated  Budapest  May  9  and  16,  1975;  [entered  into  force  May  16,  1975].  [1975.]  [2]  +  5 
p.     *  Paper,  25c.     •Item  899 

S  9.10:8096 

03320  8097.  Double  taxation,  taxes  on  income,   agreement  between  United  States  and  Italy, 

continuing  application  of  convention  of  Mar.  30,  1955,  effected  by  exchange  of 
letters,  signed  Rome  Dec.  13,  1974;  [entered  into  force  provisionally  Jan.  1,  1974]. 
[1975.]  [2]+4  p.  [English  and  Italian.]     *  Paper,  25c.      •Item  899 

S  9.10:8097 

03321  8098.  Customs  services,  agreement  between  United  States  and  Federal  Republic  of  Ger- 

many, signed  Washington  Aug.  23,  1973;  [entered  into  force  June  13,  1975].  [1975.] 
[2] +  25  p.  [English  and  German.]     *  Paper,  40c.     •Item  899 

S  9.10:8098 

03322  8100.  Fisheries,  northeastern  Pacific  Ocean  off  United  States  coast,  agreement  between 

United  States  and  Polish  People's  Republic,  signed  Washington  May  30,  1975; 
[entered  into  force  June  15,  1975].  [1975.]  [2]  +  31  p.     *  Paper,  45c.     ©Item  899 

S  9.10:8100 

03323  8102.   Air  charter  services,  agreement  between  United  States  and   United   Kingdom  of 

Great  Britain  and  Northern  Ireland,  extending  agreement  of  Mar.  29,  1974,  effected 
by  exchange  of  notes,  signed  London  June  4,  1975;  [entered  into  force  June  4, 
1975].  [1975.]  [2] +  3  p.     *  Paper,  25c.     •Item  899 

S  9.10:8102 

03324  8103.  Trade,  meat  imports,  agreement  between  United  States  and  Nicaragua,  effected 

by  exchange  of  notes  signed  Managua  Apr.  16  and  23,  1975;  [entered  into  force 
Apr.  23,  1975].  [1975.]  [2]  +  7  p.  [English  and  Spanish.]     *  Paper,  30c.     •Item  899 

S  9.10:8103 
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03325  8104.  Trade,  meat  imports,  agreement  between  United  States  and  El  Salvador,  effected 

by  exchange  of  notes  signed  San  Salvador  Apr.  15  and  30,  1975;  [entered  into  force 
Apr.  30,  1975].  [1975]  [2]  +  5  p.  [English  and  Spanish]     •  Paper,  35c.     •Hem  899 

S  9.10:8104 

03326  8105.  Trade,  meat  imports,  agreement  United  States  and  Guatemala,  effected  by  exchange 

of  notes  signed  Guatemala  Apr.  18  and  25,  1975;  (entered  into  force  Apr.  25,  1975). 
[1975.]  (2]  +  7  p.  [English  and  Spanish]      •  Paper,  30c.     •Item  899 

S  9.10:8105 

03327  8106.   Trade,    meat   imports,   agreement   between   United    States   and    Honduras,   effected 

by  exchange  of  notes  dated  Tegucigalpa  May  6  and  28,  1975;  [entered  into  force 
May  28,  1975].  [1975]  [2]  +  9  p.  [English  and  Spanish  ]     *  Paper,  30c.     •Item  899 

S  9.10:8106 

03328  8107.  Agricultural  commodities,  agreement  between  United  States  and  Sri  Lanka,  signed 

Colombo  Mar.  25,  1975;  (entered  into  force  Mar.  25,  1975],  with  agreed  minutes, 
signed  Colombo  Mar.  21,  1975.  [1975]  [21  +  30  p.  [English  and  Ceylonese]  'Paper, 
45c.     •Item  899 

S  9.10:8107 

03329  8108.  Narcotic  drugs,  cooperative  arrangements  to  curb  illegal  traffic,  agreement  between 

United  States  and  Mexico,  effected  by  exchange  of  letters  signed  Mexico  Dec. 
11,  1974,  and  amending  agreements  effected  by  exchange  of  letters  signed  Mexico, 
Feb.  24,  1975,  and  exchange  of  letters  signed  Mexico  Mar.  20,  1975;  [entered  into 
force  Mar.  20,  1975].  [1975.]  [2]  +  19  p.  [English  and  Spanish]  'Paper,  40c.  ©Item 
899 

S  9.10:8108 

03330  8110.    Trade,    meat    imports,    agreement    between    United    States    and    Australia,    effected 

by  exchange  of  notes  ,  signed  Washington  May  16  and  June  20,  1975;  [entered 
into  force  June  20,  1975].  [1975.]  [2]  +  9  p.     *  Paper,  30c.     •Item  899 

S  9.10:8110 

03331  8111.    Refugee    relief   in   Republic   of   Viet-Nam,    Laos,    and   Khmer   Republic,    agreement 

between  United  States  and  International  Committee  of  Red  Cross,  amending  agree- 
ment of  Feb.  20  and  Mar.  16  and  17,  1975,  as  amended,  signed  Gentva  Apr.  18 
and  24,  1975;  [entered  into  force  Apr.  24,  1975].  [1975.]  [2]  +  2  p.  *  Paper,  25c. 
•Item  899 

S  9.10:8111 

03332  8112.  Trade,   meat  imports,  agreement  between   United   States  and  Panama,  effected  by 

exchange  of  notes  signed  Panama  Apr.  21  and  June  6,  1975;  [entered  into  force 
June  6,  1975].  [1975.]  [2]  +  7  p.  [English  and  Spanish]     *  Paper,  30c.     •Item  899 

S  9.10:8112 

03333  8114.  Agricultural  commodities,  agreement  between  United  States  and  Bangladesh,  amend- 

ing agreement  of  Oct.  4,  1974,  as  amended,  effected  by  exchange  of  notes  signed 
Dacca  June  5,  1975;  [entered  into  force  June  5,  1975].  [1975.]  [2]  +  5  p.  [English 
and  Bengali.]     *  Paper,  25c.     •Item  899 

S  9.10:8114 

03334  8115.   Privileges  and  immunities,  agreement  between  United  States  and  Union  of  Soviet 

Socialist  Republics,  effected  by  exchange  of  notes,  dated  Moscow  Oct.  17,  1967 
and  Mar.  1,  1968;  [entered  into  force  Mar.  1,  1968).  [1975.]  [2]  +  4  p.  [English  and 
Russian.]     *  Paper,  25c.     •Item  899 

S  9.10:8115/     * 

STATISTICAL  REPORTING  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

03335  Cherries.  June  23,  1975.  2  p.  4°     (FrNt  2-4(6-75);  Crop  Reporting  Board.) 

+ 

A  92.11/3:975 

03336  Citrus  fruits  by  States,  1972-73,  1973-74,  and  1974-75,  production,  use, 

value.  Oct.  1975.  8  p.  4°     (FrNt  3-1(75);  Crop  Reporting  Board.)  + 

A  92.11/8:972-75 

03337  Hop    stocks.    Sept.    16,    1975.    1    p.    4°     (SpCr   2(9-75);    Crop    Reporting 

Board.)  + 

A  92.30:975-2 

03338  Mink  production.  May  9,  1975.  4  p.  4°     (MtAn  6(75);  Crop  Reporting 

Board.)  + 

A  92.18/11:975 
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0339  Noncitrus  fruits  and  nuts,  1974  annual  summary,  production,  use,  value. 
Jan.  13,  1975.  42  p.  4°  (FrNt  1-3(75);  Crop  Reporting  Board.)  + 
#ltem  122-A-4 

A  92.11/2-2:974 

03340  Popcorn.  June  30,  1975.  2  p.  4°     (CrPr  2-2(6-75);  Crop  Reporting  Board.) 

+ 

A  92.11/7/975 

03341  Seed  crops,  annual  summary  1974.  May  29,  1975.  19  p.  4°     (SeHy  1-3(74); 

Crop  Reporting  Board.)  + 

A  92.19/4:974-2 

03342  Seed  crops,  preliminary  1974,  revised  1972  and  1973,  acreage,  production, 

value,  supply,  and  disappearance.  Jan.  16,  1975.  14  p.  4°  (SeHy 
1-3(1-75);  Crop  Reporting  Board.)  + 

A  92.19/4:974 

03343  South   Carolina  crop   statistics,   State   and   county   data,   1973   revised, 

1974  preliminary.  June  1975.  cover  title,  [2]  +  27  p.  4°  (AE  382;  Crop 
and  livestock  series  84.)  [Prepared  by  South  Carolina  Crop  and 
Livestock  Reporting  Service  in  cooperation  with  Department  of 
Agricultural  Economics  and  Rural  Sociology,  South  Carolina  Agricul- 
tural Experiment  Station,  Clemsori  University.]  + 

A  92.36:So  8  c/C  88/973-74 

03344  Soybean  stocks.  Sept.  22,  1975.  2  p.  4°     (GrLg  11-1(9-75);  Crop  Reporting 

Board.)  + 

A  92.15/5:975 

03345  Wool  and  mohair.  Apr.  3,  1975.  4  p.  4°    (MtAn  5-3(4-75);  Crop  Reporting 

Board.)  + 

A  92.29/5:975 

TENNESSEE  VALLEY  AUTHORITY  Washington,  DC  20444 

03346  Financial  statements  for  fiscal  year  1975.  [1975.]  [l]+43  p.  4°  + 

Y  3.T  25:1-2/975 

National  Fertilizer  Development  Center:  Bulletin. 

03347  Y-93.   Performance  of  entrainment  separators  in  slurry  scrubbing  processes;  [prepared 

by  J.  J.  Schultz  ,  T.  M.  Kelso  ,  S.  L.  Glasgow,  R.  M.  Cole].  [June  1975.]  [2]  +  38  +  [l] 
p.il.  4°     # 

Y  3.T  25:3-2/Y-93 

03348  Y-96.  TVA  Fertilizer  Conference,  July  29-31,  1975,  Louisville,  Ky.  [with  bibliographies]. 

[July  1975.]  148  p.il.  4°     # 

Y  3.T  25.3-2/Y-96 

03349  Y-97.  Fertilizer  marketing  system  in  South  Korea;  [by  Young  K.  Shim  ,  John  T.  Shields 

,  and  Dale  C.  Dahl].  [Aug.  1975.]  cover  title,  20  p.il.  4°  ([TVA-01-74.])  [Prepared 
for  Agency  for  International  Development.  No.  4  in  series  of  reports  analyzing 
marketing  systems  potentially  useful  in  developing  nations.]     # 

Y  3.T  25:3-2/Y-97 

03350  Y-99.  Action  program  for  fertilizer  industry  in  Ghana  [with  list  of  references;  by  Darrell 

A.  Russel  ,  Owen  W.  Livingston  ,  James  C.  Barber].  [Sept.  1975.]  cover  title,  60 
p.il.  4°  ([AFR(OA)  0473.])  [Prepared  for  Agency  for  International  Development.] 
# 

Y  3.T  25.3-2/Y-99 

Technical  note.  (Division  of  Forestry,  Fisheries,  and  Wildlife  Develop- 
ment, Norris,  Tenn.) 

03351  B   10.   Universal  map  code,  (7  1/2-minute  quadrangle  identification  system);  [by  Stephen 

G.  Weber  and  Robert  P.  Gregory  ].  Aug.  1975.  cover  title,  [3]  +  12  p.il.  4°  + 

Y  3.T  25:24/B  10 
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03352  Waterfowl  monitoring  investigations:  Migrant  and  wintering  populations, 

steam  plant  sites,  fall-winter  1974-75.  Norris,  Tenn.,  Aug.  1975.  [l]  +  25 
p.  4°     (Division  of  Forestry,  Fisheries,  and  Wildlife  Development.) 

+ 

Y  3.T  25:27-2/2/974-75 

TRANSPORTATION  DEPARTMENT  Washington,  DC  20590 
DOT  TST-(series). 

03353  75-71.   Spectral   and   directional   characterise  s   of   noise   generated   by    truck   tires,   final 

report  (with  list  of  references;  by]  William  A.  I  easure,  jr.,  Daniel  M.  Corley  . 
Sept.  1974.  cover  title,  [2)  +  viii  +  180  pit.  4"  (Truck  noise  1-B;  Office  of  Noise  Abate- 
ment.) [Prepared  by  National  Bureau  of  standards,  Washington,  D.C.,  under  contract 
DOT-AS-10004.)     §  (Price  upon  application).     •Item  982-1-5 

TD  1.20:75-71 

03354  Maine  Facility,  R&D  facility  for  your  use  in  all  seasons  for  many 

reasons.  [1975.]  [2]  p.il.  oblong  8°  folded  into  narrow  8°  size     # 

TD  1.2:M  28 

03355  1974    national    transportation    report,    current    performance    and    future 

prospects.  July  1975.  cover  title,  xxxi+689  p.il.  4°    ([Assistant  Secreta- 
ry for  Policy,  Plans,  and  International  Affairs,  Office  of  Transporta- 
tion   Planning    Analysis.])     *  Paper,    $7.50    (S/N    050-000-00105-9). 
•Item  982-C-6 

TD  1.26:974 

03356  1974    national   transportation    report,    current    performance    and    future 

prospects,  summary.  Dec.  1974.  cover  title  ,  [291]  p.il.  4°  ([Assistant 
Secretary  for  Policy,  Plans,  and  International  Affairs,  Office  of 
Transportation  Planning  Analysis.])     +     •Item  982-C-6 

TD  1.26:974/sum. 

03357  Para-transit:    Summary   assessment   of   experience   and   potential   [with 

list  of  references];  by  Ronald  F.  Kirby  .  June  1974.  [2]  +  vi+39  p. 
4°  (Urban  Mass  Transportation  Administration;  Federal  Highway 
Administration.)     # 

TD  1.2:P  21 

03358  Truck  terminal  cargo  security  effectiveness  compared  to  company-wide 

security,  final  report,  Phase  2.  [May  1974.]  vii  +  18  +  A-8  p.il.  4°  ([DOT 
P  5200.10];  Office  of  Transportation  Security.)  [Prepared  by  Executive 
Services,  Inc.,  Edison,  N.J.]  *  Paper,  70c.  (S/N  5000-00080).  •Item 
982-C-l 

TD  1.2:T  76 

03359  Urban  corridor  demonstration  program  [with  bibliography].  Oct.  1974. 

cover  title,  [4] +  83  p.il.  oblong  8°  +      •Item  982-C-l 

TD  1.2:Ur  1/12 

03360  Urban  travel  demand  forecasting  course,  Nov.  3-7,  1975.  [1975.]  cover 

title,  [236]  p.il.  4°  [Presented  by  staff  of  Federal  Highway  Adminis- 
tration, Urban  Planning  Division,  and  Urban  Mass  Transportation 
Administration,  Planning  Methodology  and  Technical  Support  Divi- 
sion, Planning  Assistance  Division.  Text  on  p.  2-3  of  cover.  Issued 
with  perforations.]     +     •Item  982-C-l 

TD  1.2:Ur  1/13 
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TREASURY  DEPARTMENT  Washington,  DC  20220 

03361  Customs  bulletin,  Treasury  decisions  under  customs  and  other  laws: 

v.8  Jan.-Dec.  1974.  1975.  v+679  p.  [Includes  T.D.  nos.  74-1  thru 
74-304.1     *  Cloth,  $9.25     •Item  927 

T  1.11/4:8 

Department  circular,  public  debt  series. 

03362  32-75.  Treasury  notes  of  series  C-1982,  dated  and  bearing  interest  from  Nov.  17,  1975, 

due  Nov.  15,  1982.  Oct.  23,  1975.  4  p.  4°     +     •Item  924 

T  1.4/3:32-75 

03363  33-75.   8   3/8   percent  Treasury   bonds  of   1995-2000,   dated   Aug.   15,   1975,   with   interest 

from  Nov.  17,  1975  due  Aug.  15,  2000,  redeemable  at  option  of  United  States  at 
par  and  accrued  interest  on  and  after  Aug.  15,  1995.  Oct.  23,  1975.  3  p.  4°  + 
•Item  924 

T  1.4/3:33-75 

UNITED  STATES  INTERNATIONAL  TRADE  COMMISSION 
Washington,  DC  20436 

03364  Tariff  schedules  of  United  States  annotated  (1976),  for  use  in  classifica- 

tion of  imported  merchandise  for  rate  of  duty  and  statistical  purposes. 
[9th  edition.]  1975.  [1069]  p.  4°  (USITC  publication  749;  [TSUSA- 
1976].)  [Issued  with  perforations.]  *  Paper,  $23.00  (basic  book  and 
supplementary  material  for  indefinite  period);  add  $5.75  for  foreign 
mailing.     •Item  982-B 

TC  1.35/2:976 

UNITED  STATES  POSTAL  SERVICE  Washington,  DC  20260 

03365  Annual  report  of  Postmaster  General,  1974-75.   [1975.]   cover  title,   55 

p.il.  4°     +     •Item  835 

P  1.1:974-75 

03366  Nineteen  seventy-six  treasury  of  stamps.  [1975.]  [6]  p.il.  4°     +     •Item 

837 

P  1.2:St  2/7/976 

UNITED  STATES  RAILWAY  ASSOCIATION  Washington,  DC  20595 

03367  Final  system  plan  for  restructuring  railroads  in  Northeast  and  Midwest 

region  pursuant  to  Regional  rail  reorganization  act  of  1973,  official 
Errata  supplement  to  v.  1-2.  Dec.  1,  1975.  v+58  p.il.  4°  *  Paper, 
$1.25  (S/N  052-003-00116-1).     •Item  1089 

Y  3.R  13/4:2  Sy  8/2/v.l,2/errata/supp. 

UNITED  STATES  TRAVEL  SERVICE,  Commerce  Dept.  Washington, 
DC  20230 

03368  Festival  USA  1976,  Bicentennial  edition.  [1975.]  cover  title,  88  p.il.  4° 

([USTS-765E.])     *  Paper,  $1.95  (S/N  003-012-00034-4).     •Item  271-B- 

4  C  47.17:976 

03369  Summary    and    analysis    of    international   travel    to    U.S.,    Sept.    1975, 

statistics  on  visitor  arrivals  to  U.S.  and  market  analysis  of  interna- 
tional travel  by   residents  of  foreign  countries.   [Nov.   1975.]   iv  +  57 
p.il.  4°    (Office  of  Research  and  Analysis.)     +     •Item  271-A-4 
F  C  47.15/5:975-3 
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URBAN  MASS  TRANSPORTATION  ADMINISTRATION, 
Transportation  Dept.  Washington,  DC  20590 

03370  National   transit    marketing   conference,    proceedings,    June    9-11,    1975, 

Arlington,  Va.  [Sept.  1975.]  cover  title,  [9] +  191  p.  4°  [Sponsored  by 
Office  of  Transit  Management  in  cooperation  with  American  Public 
Transit  Association.]     +     •Item  982-H-2 

TD  7.2:T  68 

VETERANS  ADMINISTRATION  Washington,  DC  20420 

03371  Symposium  on  Cardiopathy  of  Aging  3,  presented  by  Veterans  Adminis- 

tration and  University  of  Arkansas  School  of  Medicine,  Mar.  18- 
19,  1976,  Little  Rock,  Ark.  [1975.]  [l]  +  9  p.  narrow  8°  [Co-sponsored 
by  Council  on  Clinical  Cardiology  of  American  Heart  Association 
and  Arkansas  Heart  Association.]     +     •Item  985 

VA  1.2:C  17 

VA  pamphlet. 

03372  20-69-5.  Medical,  dental,   and  hospital  benefits  for  veterans  with  service  since  Jan.   31, 

1955.  Revised  Mar.  1975.  [1975.]  4  p.il.  4°  [Rescission  of  VA  pamphlet  20-69-5, 
revised  Sept.  1971.  Issued  with  perforations]     +     •Item  988 

VA  1.19:20-69-5/4 

03373  Veterans  Administration  guidelines,  minimum  property  standards.  June 

1974.  [l]  +  6  p.  4°  (GL  26-74-1;  Department  of  Veterans  Benefits.) 
[Issued  with  perforations.]     +     •Item  987 

VA  1.10:P  94 

WAGE  AND  HOUR  DIVISION,  Labor  Dept.  Washington,  DC  20210 

03374  Age  discrimination  in  employment  act  of  1967,  as  amended,  (29  U.S.C. 

621,  et  seq.,  81  Stat.  602,  Dec.  15,  1967).  Oct.  1975.  10  p.  (Publication 
WH-1387.)  [Revised  text  showing  provisions  of  Fair  labor  standards 
amendments  of  1974,  P.L.  93-259,  88  Stat.  55.  Issued  with  perfora- 
tions.]    *  Paper,  30c.  (S/N  029-016-00032-1).     •Item  778-B 

L  36.205:Ag  4 

03375  Handy  reference  guide  to  Fair  labor  standards  act.  Revised  Oct.  1975. 

[1975.]  cover  title,  16  p  il.  4°  (WH  Publication  1282.)  [Text  and  illustra- 
tion on  p.  3  of  cover.  Issued  with  perforations.]  *  Paper,  65c.  (S/N 
029-016-00036-4).     •Item  777-B 

L  36.208:F  15/975-2 

Regulations,  title  29,  Code  of  Federal  Regulations. 

03376  579,  580.  Regulation:  pt.579,  Child  labor  violations  civil  money  penalties;  pt.  580,  Civil 

penalties  for  child  labor  violations,  rules  of  practice  for  administrative  proceedings. 
Sept.  1975.  6  +  6  p.  4°  (WH  Publication  1415.)  [Conforms  to  Code  of  Federal  regula- 
tions as  of  Oct.  10,  1975.  Issued  with  perforations.]  + 

L  36.206/2:579,  580 

/       * 
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Subscription  Publications 

Note. — The  Superintendent  of  Documents  subscription  prices  quoted  in  this  Appendix 
are  the  prices  which  were  in  effect  at  the  time  the  February  Monthly  Catalog  went  to  press. 
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editions  of  Price  List  36,  Government  Periodicals  and  Subscription  Services,  issued  by 
Superintendent  of  Documents,  for  current  prices. 

03377  A.I.D.    research    and    development    abstracts.    ( TX-AAA- ( nos. )  ;    Inter- 

national Development  Agency,  [State  Department],  Technical  Assist- 
ance Bureau.)  [Quarterly.  Prior  to  v.  1,  no.  4,  issued  as  A.I.D.  research 
abstracts.  ]     +  S  18.47  :  ( v.nos.&  nos. ) 

03378  Abridged  index  medic  us.    (DHEW  pub.  no.    (NIH)  (date)  -251 ;   Health, 

Education,  and  Welfare  Department,  Public  Health  Service,  National  In- 
stitutes of  Health],  National  Library  of  Medicine.)  [ISSN  0001-3331. 
Monthly.  Medical  Library  Association  cosponsor.]  *  Paper,  $31.35  a  yr., 
$7.85  additional  for  foreign  mailing ;  single  copv  $2.65.     •  Item  508-E-l 

HE  20.3612/2  :  (v.nos.&  nos.) 

03379  Acceptable    methods,    techniques,    and    practices:    Aircraft    alterations. 

( [Advisory  circular]  AC  43.13-2 ;  Federal  Aviation  Administration, 
Transportation  Department.)  [Issued  in  looseleaf  form.]  *  Paper,  $3.60 
(including  basic  book  and  supplementary  material  for  an  indefinite  pe- 
riod )  ;  90c.  additional  for  foreign  mailing.     •  Item  431-F-6 

TD  4.28:  (date) 

03380  Access,  Department  of  Commerce  publication  from  Office  of  Minority  Busi 

ness  Enterprise,  incorporating  Outlook.  (Commerce  Department,  Office 
of  Minority  Business  Enterprise.)   [Bimonthly.]     +     •  Item  126-C 

C  1.57/4:  (date) 

03381  Accessions  list;    Southeast  Asia.    (Library  of  Congress  Ofiice,  Jakarta, 

Indonesia.)  [ISSN  0096-2341.  Monthly.  Cumulative  author  index  in  final 
number  of  each  volume.  [Two  separate  cumulative  lists  of  serials  issued 
periodically :  one  for  Indonesia  and  one  for  Malaysia,  Singapore,  and 
Brunei.]  Prior  to  January  1975,  issued  as  Accessions  list:  Indonesia, 
Malaysia,  Singapore  and  Brunei.]  +  (Libraries  only). 
L.C.  card  75-940200  LC  1.30/10 :  ( v.nos.&  nos. ) 

03382  Accessions  list:  Eastern  Africa.   (National  Program  for  Acquisitions  and 

Cataloging,  Library   of  Congress,   Nairobi,   Kenya.)    [ISSN  0090-371X. 
Bimonthly.  Annual  serial  supplement  issued  as  part  of  no.  4.  Number  6 
includes  author/title  index  for  volume.]     -+-  (  Libraries  only). 
L.C.  card  76-607943  LC  1.30/8 :  ( v.nos.&  nos. ) 

03383  Accessions  list:  India.   (Library  of  Congress  Office,  New  Delhi.)    [ISSN 

0041-7734.   Monthly.   Cumulative  index  issued  annually  in  December.] 

4- (Libraries  only). 

L.C.  card  63-24164  LC  1.30 :  ( v.nos.&  nos. ) 

03384  Accessions  list:  Indonesia,  Malaysia,  Singapore  and  Brunei,  see  Acces- 

sions list :  Southeast  Asia. 
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03385  Accessions  list:  Middle  East.  (Public  law  480  project,  Library  of  Congress 

Office,  Cairo.)    [ISSN  0041-7769.  Monthly.  Includes  cumulative  author 

index  and  serial  supplement  issued  annually.] 

L.C.  card  63-24163  LC  1.30/3  :  ( v.nos.&  nos. ) 

03386  Accessions  list:  Pakistan.   (Public  law  480  project,  Library  of  Congress 

Office,    Karachi.)    [ISSN   0041-7777.   Monthly.   Annual  index   included 
in  December  issue.  Annual  cumulative  list  of  serials  in  July  issue.] 
+  ( Libraries  only ) . 
L.C.  card  63-24162  LC  1.30/2  :(v.nos.&  nos.) 

03387  Accounting    series    releases.     (Securities    and    Exchange    Commission.) 

[Irregular.]     +  SE  1.24:  (nos.) 

03388  Administrator's  alert  from  Executive  Director.    (Civil  Service  Commis- 

sion.)  [Monthly.]     +     •  Item  290-1  CS  1.79  :(v.nos.&  nos.) 

03389  Advance  BCD  [Business  conditions  digest].  (Commerce  Department,  Eco- 

nomic Analysis  Bureau.)  [Monthly.  Prior  to  Jan.  1976,  issues  were 
classified  C  56.111/2 :( date)  during  time  Economic  Analysis  Bureau 
was  subordinate  to  Social  and  Economic  Statistics  Administration.] 
♦(Included  in  price  of  subscription  to  Business  conditions  digest.) 

C  3.226/3:  (date) 

03390  Advance  bulletin  of  Interstate  commerce  acts  annotated   [2d  series.]. 

(Interstate  Commerce  Commission.)    [Bimonthly.]     '+ 

IC  1  act.5/3/2  :  ( v.nos.&  nos. ) 

03391  Advisor,  Navy  civilian  manpower  management ;  [Geneva  D.  Curry,  editor]. 

'( [NAVSO  P-3016 ;  Civilian  Manpower  Management  Office,  Navy  Depart- 
ment.] )  [Quarterly.  Prior  to  winter  1975  issued  as  Journal  of  Navy 
civilian  manpower  management.]     '#     •  Item  369-C 

D  204.9  :(v.nos.&  nos.) 

03392  Aeronautical  engineering,  special  bibliography  with  indexes ;   [prepared 

by  NASA  Scientific  and  Technical  Information  Facility  operated  by  In- 
formatics Information  Systems  Co.].  (NASA  SP  7037;  National  Aero- 
nautics and  Space  Administration,  Scientific  and  Technical  Information 
Office.)  [Monthly  supplements,  including  annual  index.]  @  Paper, 
single  issues  vary  in  price ;   cumulative  index,   $10.00. 

NAS  1.21:  7037 (nos.) 

03393  Aerospace  medicine  and  biology,  continuing  bibliography,  with  indexes; 

'[prepared  by  NASA  Scientific  and  Technical  Information  Facility  op- 
erated by  Informatics  Information  Systems  Co.].  (NASA  SP  7011; 
National  Aeronautics  and  Space  Administration,  Scientific  and  Technical 
Information  Office.)  [Monthly,  including  annual  cumulative  index.] 
@  Paper,  single  issues  vary  in  price ;  cumulative  index,  $7.00. 
L.C.  card  65-62677  NAS  1.21 :  7011  (nos. ) 

03394  Aerospace  safety;    [Robert  W.  Harrison,  editor].    ([AFRP  127-2];  Air 

Force  Department.)  [Monthly.]  *  Paper,  $10.35  a  yr.,  $2.60  additional 
for  foreign  mailing ;  single  copy,  90c.     •  Item  423-A 

D  301.44  :  ( v.nos.&  nos. ) 

03395  Aging;  [June  B.  Faris,  acting  editor].  ([Health,  Education,  and  Welfare 

Department,   Office  of  Human  Development,  Aging  Administration.]) 
[Published  10  times  a  yr.]     *  PapeT,  $5.05  a  yr.,  $1.30  additional  for 
foreign  mailing ;  single  copy,  70c.     •  Item  444-A 
L.C.  card  67-115021  HE  1.210  :  ( nos. ) 

03396  Aggregate  reserves  and  member  bank  deposits.  (Federal  reserve  statisti- 

cal release  H.3;  Federal  Reserve  System  Board  of  Governors.) 
[Weekly.]     +  FR  1.15/3:  (date) 

03397  Agricultural  economics  research;  [editors,  Elizabeth  Lane,  Allen  B.  Paul]. 

(Economic   Research    Service,    Agriculture   Department.)    [Quarterly.] 
*  Paper,  $3.85  a  yr.,  $1.00  additional  for  foreign  mailing ;  single  copy, 
$1.00.     •  Item  18 
L.C.  card  Agr  49-523  A  93.26 :  (v.nos.&  nos.) 
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03398  Agricultural  libraries  information  notes;  [Leila  Moran,  editor ].  (National 

Agricultural  Library.  Agriculture  Department)  [ISSN  <k>95-2699. 
Monthly.]     +  A17J28:(v.noflJbnos.) 

03399  Agricultural  outlook;    [Geraldine  Schnmaker,   managing  editor].    (AO- 

(noa.) ;     Economic  Research     Service,     Agricaltnre     Department.! 

[Monthly.    Jan.-Fel).  issued    as    single   publications.]     •Paper,    $19.50 

a  vr.,  add  $4.!K)  for  foreign  mailing;  single  copies  not  sold.     •Item 

-12- M  A  93.10/2  :  AO    (  nos.  i 

03400  Agricultural  outlook  digest.  (Economic  Research  Service,  Agriculture  De- 

partment.)    [Monthly.]      4-      •  Item    42-K  A93.10:  (nos. ) 

03401  Agricultural  prices.   (Pr  1;  Crop  Reporting  Board,  Statistical  Reporting 

Service,  Agriculture  Department.)    [Monthly.]      4-      •  Item   18  C 
L.C.  ca rd  46-43r>47  A  92.16 :  (date ) 

03402  Agricultural  research;   [editor,  R.  P.  Kaniuka].   (Agricultural  Research 

'Service,   Agriculture   Department.)    [Monthly.   Annual   index   included 
in  December  issue.]     •  Paper,  $5.05  a  yr.,  $1.30  additional  for  foreign 
mailing ;  single  copy,  45c.     •  Item  25-A 
L.C.  card  Agr  53-137  A  77/12  :  ( v.nos.A  nos. ) 

03403  Agricultural  situation,  crop  reporters  magazine.  (Agriculture  Department, 

Statistical  Reporting  Service.)  [Published  11  times  a  yr.]  *  Paper,  $3.30 
a  yr.,  85c.  additional  for  foreign  mailing ;  single  copy,  30c.  •  Item  19 
L.C.  card  Agr  26-1797  A  92.23 :  ( v.nos.&  nos. ) 

03404  Agricultural  supply  and  demand  estimates.    (Agriculture  Department.) 

[Irregular.  Approved  by  Outlook  and  Situation  Board.]     -+■ 

A  1.110:  (nos.) 

03405  Agriculture  decisions,  decisions  of  Secretary  of  Agriculture  under  regula- 

tory laws  administered  in  Department  of  Agriculture  (including  court 
decisions).  (Agriculture  Department.)  [Monthly.]  •  Paper,  $22.95  a  yr., 
$5.75  additional  for  foreign  mailing  ;  single  copies  vary  in  price.  •  Item  2 
L.C.  card  Agr  42-262  A  1.58/a  :  ( v.nos.&  nos. ) 

03406  Air  carrier  financial  statistics.   (Financial  and  Traffic  Reports  Section, 

Statistical  Division,  Civil  Aeronautics  Board.)  [Quarterly.  Each  issue 
presents  quarterly  and  12-month  statistical  data.]  +  Paper,  $9.00  a  yr., 
Publications  Services  Section,  B-22,  Civil  Aeronautics  Board,  Washing- 
ton, DC  20428.     •  Item  177-A-3  C  31.240:  (v.nos.&  nos.) 

03407  Air  carrier  traffic  statistics.  (Financial  and  Traffic  Data  Section,  Statisti- 

cal Data  Division,  Bureau  of  Accounts  and  Statistics,  Civil  Aeronautics 
Board.)   [Monthly.  Each  issue  presents  monthly  and  12-month  statistical 
data.]     4-  Paper,  $27.00  a  yr.,  Publication  Services  Section,  B-22.  Civil 
Aeronautics  Board,  Washington,  DC  20428.     •  Item  177-A-2 
L.C.  card  61-21140  C  31.241 :  (v.nos.&  nos. ) 

03408  Air  Force  ASPR  supplement,  Armed  services  procurement  regulations, 

changes.  (Air  Force  Department,  Headquarters  US  Air  Force. )  [Monthly. 
Issued  with  perforations.]  *  Paper,  $10.70  (including  Increments  1-5 
and  monthly  changes  for  an  indefinite  period ) ,  $2.70  additional  for  for- 
eign mailing.     •  Item  304  D  1.13/2-3  :  (date3/ch.  (nos. ) 

03409  Air  Force  comptroller;  [Steve  Canton,  editor].  (USAF  recurring  publica- 

tion 170-2;  Hq.  USAF,  Office  of  Comptroller,  Air  Force  Department,  De- 
fense Department.)  [Quarterly.]  •  Paper,  $3.90  a  yr.,  $1.00  additional 
for  foreign  mailing ;  single  copy  $1.05.     •  Item  421-C 

D  301.73 :  ( v.nos.&  nos. ) 

03410  Air  Force  engineering  and  services  quarterly;  [edited  and  published  by 

Civil  Engineering  School,  Air  Force  Institute  of  Technology.  George  K. 
Dimitroff,  editor].  (USAF  recurring  publication  CE  85-1]  ;  Air  Force 
Department.]  [Prior  to  v.  16,  no.  3,  Aug.  1975  published  as  Air  Force 
civil  engineer.]  *  Paper,  $3.00  a  yr.,  75c.  additional  for  foreign  mailing; 
single  copy,  75c.     •  Item  421-B  D  301.65  :  ( v.nos.&  nos. ) 
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03411  Air  Force  law  review;   [Kenneth  M.  Murchison,  editor].   (AFRP  110-1; 

Judge  Advocate  General,  Air  Force,  Defense  Department.)   [Quarterly.] 

*  Paper,  $5.55  a  jr.,  add  $1.40  for  foreign  mailing ;  single  copy,  $1.45. 

*  Item  427-B  D  302.9 :  ( v.nos.&  nos. ) 

03412  Air  pollution  abstracts;  [prepared  by  Air  Pollution  Technical  Information 

Center  (APTIC),  Research  Triangle  Park,  N.C.].   (Environmental  Pro- 
tection Agency,  Office  of  Air  Quality  Planning  and  Standards. )  [Monthly, 
with  2  indexes.]     *  Paper,   $29.90  a  yr.,   $7.50   additional   for  foreign 
mailing ;  single  copy,  $2.35 ;  index  issue,  $1.25  ea.     •  Item  483-E-3 
L.C.  card  72-626473  EP4.11 :  (v.nos.&  nos.) 

03413  Air  quality  data,  statistics.   (EPA-450/2-(nos.)  ;  Environmental  Protec- 

tion Agency,  Office  of  Air-TVaste  Management,  Office  of  Air  Quality 
Planning  and  Standards.)    [Quarterly.  Issued  with  perforations.]     @ 

EP  1.53:  (date) 

03414  Air  reservist,  official  magazine  of  Air  National  Guard  and  Air  Force  Re- 

serve;  [editor,  Fred  E.  Giachino].  ([USAF  recurring  publication  30-1]  ; 
Hq:  USAF,  Air  Force  Department,  Defense  Department.)    [Issued  10 
times  a  yr.]     *  Paper,  $4.30  a  yr.,  $1.10  additional  for  foreign  mailing; 
single  copy,  65c.     •  Item  422 
L.C.  card  53-33814  D  301.8  :  ( v.nos.&  nos. ) 

03415  Air  Staff,  Department  of  Air  Force  [organization  chart].  (Air  Force  De- 

partment.)  [Irregular.]     +  D  301.25  :  (date) 

03416  Air  University  Library  index  to  military  periodicals;  [Frances  B.  Rucks, 

editor].    (Air  University  Library,  Maxwell  Air  Force  Base,  Ala.,  Air 
Force    Department.)     [Quarterly,    superseded    by    annual    cumulative 
issues.  ]     4-  ( Libraries  only,  on  exchange  basis ) . 
L.C.  card  51^277  D  301.26/2  :  ( v.nos.&  nos. ) 

03417  Air    University   review    [professional   journal   of   Air   Force ;    Glenn   E. 

Wasson,  editor].  (Air  University.  Air  Force  Department.)   [Bimonthly.] 

*  Paper,  $11.60  a  yr.,  $2.90  additional  for  foreign  mailing ;  single  copy. 
$2.00.     •  Item  422-A 

L.C.  card  49-22894  D  301.26 :  (v.nos.&  nos.) 

03418  Aircraft  accident  reports,  brief  format,  U.S.  civil  aviation.   (NTSB-BA- 

(series)  ;      National     Transportation      Safety     Board.)       [Irregular.] 

@  Paper,  (Price  upon  application) .     •  Item  982-1-3 

L.C.  card  72-624003  TD  1.109/13  :  (nos. ) 

03419  Aircraft  engine  and  propeller  type  certificate  data  sheets  and  specifica- 

tions, supplements.  (Federal  Aviation  Administration,  Transportation 
Department.)  [Monthly.  Issued  in  looseleaf  form.]  *  Paper,  $35.10 
(including  basic  manual  and  supplementary  material  for  an  indefinite 
period)  ;  $8.80  additional  for  foreign  mailing.     •  Item  431-C-2 

TD  4.15/2  :  supp.  (nos. ) 

03420  Aircraft    type    certificate   data   sheets    and    specifications,    supplements. 

(Federal  Aviation  Administration,  Transportation  Department.) 
[Monthly.  Issued  in  looseleaf  form.]  *  Paper,  $84.55  (including  basic 
manual  and  supplementary  service  for  an  indefinite  period)  ;  $21.15  addi- 
tional for  foreign  mailing.     •  Item  431-C-2  TD  4.15  :( date) 

03421  Airman,  [official  magazine  of  Air  Force;  Fred  A.  Meurer,  editor].  [(USAF 

recurring  publication  30-15 ;  Internal  Information  Division,  Directorate 
of  Information,  Office  of  Secretary  of  Air  Force,  Air  Force  Department].) 
[Monthly.]     *  Paper,  $18.20  a  yr.,  $4.55  additional  for  foreign  mailing; 
single  copy,  $1.55.     •  Item  422-D 
L.C.  card  59-43590  D  301.60 :  (v.nos.&  nos. ) 

03422  Airman's  information  manual:  pt.  1,  Basic  flight  manual  and  ATC  pro- 

cedures. (Transportation  Department,  Federal  Aviation  Administration.) 
[Quarterly.  Issued  with  perforations.]     *  Paper,  $7.60  a  yr.,  $1.90  addi- 
tional for  foreign  mailing.     •  Item  431-C-5 
L.C.  card  65-60245  TD  4.12  :  pt.l/(date) 
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03423  Airman's  information  manual:  pt  2.  Airport  directory.    (AIP,  AGA  8; 

Transportation  Department,  Federal  Aviation  Administration. )    [Semi- 
annual. Issued  with  i>erf orations.]     *  Paper,  $7.00  a  jr.,  $1.75  additional 
for  foreign  mailing.     •  Item  431-C-5 
L.C.  card  65-60245  TD  4.12  :  pt.2/  (date) 

03424  Airman's   information   manual;   pt.  3:   Operational  data  and  notices   to 

airmen.  (Federal  Aviation  Administration,  Transportation  Department.) 
[Quarterly.  Prior  to  Sept.  1975  issued  every  56  clays  as  combination  of 
pts.  3  and  3A.]     *  Paper,  $30.50  a  yr.,  add  $7.65  for  foreign  mailing. 

•  Item  431-C-13  TD  4.12 :  (date) 

03425  pt.  3A:  Notices  to  airmen.  (Federal  Aviation  Administration,  Trans- 
portation Department.)  [Biweekly.  Prior  to  Sept.  1975  issued  as  com- 
bination of  pts.  3  and  3A  every  56  days,  and  as  a  biweekly  between  com- 
bined  issues.]     *  Paper,   $20.55  a   yr.,   add  $5.15  for  foreign   mailing. 

•  Item  431-C-5  TD  4.12  :  pt.3A/(date) 

03426  pt.  4,  Graphic  notices  and  supplemental  data.  (Transportation  De- 
partment, Federal  Aviation  Administration.)  [Quarterly.  Issued  with 
perforations.]     *  Paper,  $14.40  a  yr.,  $3.60  additional  for  foreign  mailing. 

•  Item  431-C-5 

L.C.  card  78-602583  TD  4.12  :  pt.4/  (date) 

03427  Alabama  landings.  ( Current  fisheries  statistics,  GC-2 ;  Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National  Ma- 
rine Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with  Ala- 
bama Department  of  Conservation,  Montgomery,  Ala.]  +  •Item 
610-A  C  55.309/2 :  ( nos. ) 

03428  Alcohol  health  and  research  world;  [Jerome  K.  Boin,  editor].  ([DHEW 

publication  (ADM)  (date)-157]  ;  Health,  Education,  and  Welfare  De- 
partment, Public  Health  Service,  Alcohol,  Drug  Abuse,  and  Mental 
Health  Administration,  National  Institute  on  Alcohol  Abuse  and  Alco- 
holism.) [Quarterly.  Published  through  National  Clearinghouse  for  Alco- 
hol Information  (NCALI).  Intended  for  persons  engaged  in  research, 
treatment,  or  prevention  work  in  alcohol  abuse  and  alcoholism,  and  for 
others  involved  in  the  field.]  +  (Limited  distribution)  NCALI,  P.O.  Box 
2345,  Rockville  MD  20852.  •  Item  507-B-19 
L.C.  card  73-642496  HE  20.8309:  (date) 

03429  Alcohol,  tobacco,  and  firearms  bulletin.  (Alcohol,  Tobacco,  and  Firearms 

Bureau,  Treasury  Department.)  [Monthly.  Treasury  decisions,  rulings, 
and  procedural  and  administrative  matters.]  *  Paper,  $5.80  a  yr..  add 
$1.-15  for  foreign  mailing;  single  copy,  65c.     •  Item  961-C 

T  70.7:  (date) 

03430  All  hands:    [John  A.   Oudine,   editor].    (Naval  Operations   Office,   Navy 

Department,  Navy  Internal  Realtions  Activity,  Office  of  Chief  of  Infor- 
mation.)   [Monthly.   Prior  to  Jan.   1976  classed   D  208.3:    (nos.)    and 
issued  by  Naval  Personnel  Bureau.]     *  Paper,  $19.00  a  yr.,  $4.75  addi- 
tional for  foreign  mailing ;  single  copy,  $1.65.     •  Item  401 
L.C.  card  43-37008  D  207.17  :( nos.) 

03431  All  operating  savings  and  loan  associations,  selected  balance  sheet  data 

[and  Flow  of  savings  &  mortgage  lending  activity].  (Federal  Home 
Loan  Bank  Board,  Office  of  Economic  Research.)    [Monthly.]     + 

FHL  1.20:  (date) 

03432  Aluminum  [industry]  ;  prepared  in  Division  of  Nonferrous  Metals.  (Min- 

eral industry  surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.] 
+  Mines  Bureau,  4800  Forbes  Ave..   Pittsburgh,   PA  15213 

I  28.85:  (date) 

03433  Aluminum  imports  and  exports.   (Commerce  Department.  Domestic  and 

International  Business  Administration,  Aluminum  and  Miscellaneous 
Metals  and  Minerals  Program.)    [Monthly.]      4-  C  57.14 :  (date) 
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03434  America  education :  [William  A.  Horn,  editor].  (Education  Office,  [Educa- 

tion Division].  Health,  Education  and  Welfare  Department)  [Issued 
10  times  a  year.  Prior  to  Nov.  1974  classed  HE  5.75:  (v.  nos.  &  nos.).] 

*  Paper,  $13.50,  a  yr.,  $3.40  additional  for  foreign  mailing ;  single  copy, 
$1.40.     •  Item  455-B 

L.C.  card  65-9862  HE  19.115  :  ( v.nos.&  nos. ) 

03435  Animal  morbidity  report.    (Agriculture  Department,  Animal  and  Plant 

Health  Inspection  Service,  Veterinary  Services  Laboratory,  Veterinary 
Services.)    [Monthly,  with  calendar  year  issue.]     4-     A  101.12 :( date) 

03436  Annotated  manual  of  statutes  and  regulations,  supplements.    (Federal 

Home    Loan    Bank    Board.)      [Monthly.    Issued    with    perforations.] 

*  Paper,  $64.25  (including  basic  manual  and  supplementary  material 
for    an    indefinite    period)  ;    $16.10    additional    for    foreign    mailing. 

*  Item  597  FHL  1.6/2 :  St  2/supp.  ( nos. ) 

03437  Announcement    from    Copyright    Omce,    Library    of    Congress.     ( [ML 

(series)];  Library  of  Congress,  Copyright  Office.)    [Irregular.]     + 

LC3.12:  (nos.) 

03438  Antarctic  journal  of  United  States;  [Guy  G.  Guthridge,  editor].  (National 

Science  Foundation.)    [Quarterly.  Prior  to  v.  10,  no.  6,  Nov.-Dec.  1975, 
issued  as  bimonthly.  Published  by  Office  of  Polar  Programs,  National 
Science  Foundation.]     *  Paper,  $8.60  a  yr.,  $2.15  additional  for  foreign 
mailing ;  single  copies  vary  in  price.     •  Item  834-Y 
L.C.  card  66-9856  NS  1.26 :  ( v.nos.&  nos. ) 

03439  Antimony;  [prepared  in  Division  of  Nonf err ous  Metals].  ( Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Quarterly.]  +  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.95  :  (date) 

03440  Appalachia.  (Appalachian  Regional  Commission.)   [Bimonthy.]     + 

Y  3Ap  4/2  :  9-2/  ( v.nos.&  nos. ) 

03441  Applications  and  case  dispositions  for  public  assistance,  NCSS  report 

A-12;  [prepared  by  Leon  Meier].  (DHEW  publication  no.  (SRS)  (date)- 
03109;  National  Center  for  Social  Statistics,  Office  of  Information  Sci- 
ences, Social  and  Rehabilitation  Service,  Health,  Education,  and  Wel- 
fare Department. )  [Quarterly.]     +  HE  17.613/3  :  (date) 

03442  Applications  and/or  amendments  thereto  filed  with   Civil  Aeronautics 

Board.    (Civil  Aeronautics  Board.)    [Weekly.]     +  Paper,  $54.00  a  yr. 

C  31.221:  (nos.) 

03443  Applications  and  reports  received,  or  acted  on,  announcement  by  Board 

of  Governors  of  Federal  Reserve  System.  (H.  2 ;  Federal  Reserve  System 
Board  of  Governors.)    [Weekly.]     +  FR  1.48: (nos.) 

03444  Approach,  naval  aviation  safety  review;  [J.  D.  Connery,  editor  in  Chief]. 

([NavAir     00-75-510;     Naval     Safety     Center,     Navy     Department.) 
[Monthly.]     *  Paper,  $11.70  a  yr.,  $2.95  additional  for  foreign  mailing; 
single  copy,  $1.05.     •  Item  374-A 
L.C.  card  57-60020  D  202.13  :  ( v.nos.&  nos. ) 

03445  Arctic  bulletin.    (National   Science  Foundation,   Interagency  Arctic  Re- 

search Coordinating  Committee.)  [Irregular.  One  issue  each  year  will  be 
devoted  to  the  annual  report]     4-  NS  1.3/3  :  (v.nos.&  nos. ) 

03446  Area  trends  in  employment  and  unemployment.  (Labor  Department,  Man- 

power Administration,  Office  of  Policy,  Evaluation  and  Research.) 
[Monthly.]      +     •  Item  752-C  L  34.9:  (date) 

03447  Armed  services  procurement  regulations.  (Defense  Department.)   [Issued 

in  looseleaf  form.]  *  Paper,  $37.00  (including  basic  manual  and  sup- 
plementary service  for  an  indefinite  period),  $9.25  additional  for  foreign 
mailing.     •  Item  304  D  1.13:  (date) 

03448  Army  aviation  digest,  see  United  States  Army  aviation  digest. 
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03449  Army  lawyer;  [Charles  P.  Goforth,  editor].  (DA  pamphlet  27-50- (nos.)  ; 

Headquarters,  Army  Department,  [Defense  Department].)  [Monthly. 
Published   by    Judge   Advocate  General's    School,    Charlottesville,    Va.] 

#  Item  348-D  and  327  (Rev.  1969)  D  101.22  :  27-50- ( nos.  > 

03450  Army  logistician,  [official  magazine  of  U.S.  Army  logistics;  Thomas  A. 

Johnson,  editor-in-chief].  (Army  Department,  Army  Logistics  Manage- 
ment Center,  Fort  Lee,  Va.)  [Bimonthly.]  *  Paper,  $7.65  a  jr.,  $1.95 
additional  for  foreign  mailing;  single  copy,  $1.35.     •  Item  322-C 

D  101.69 :(v.nos.&  nos.) 

03451  Army  museum  newsletter;  [Joseph  H.  Ewing,  editor].   (Army  Center  of 

Military  History,  Army  Department.)  [Irregular.]     #      D  114.16: (nos.) 

03452  Army  research  and  development;  [Clarence  T.  Smith,  editor].  ( [Research, 

Development  and  Engineering  Directorate,  HQ,  U.S.  Army  Materiel 
Command,  Army  Department].)  [Bimonthly.  Published  in  coordination 
with  AMC  Information  Office,  Office  of  Chief  of  Engineers,  Office  of 
Surgeon  General's  Medical  R&D  Command,  and  Office  of  Deputy  Chief 
of  Staff  for  Research,  Development  and  Acquisition,  HQ,  Department  of 
Army.]  *  Paper,  $5.25  a  yr.,  $1.35  additional  for  foreign  mailing;  single 
copy,  90c.  •  Item  323-B 
L.C.  card  65-3613  D  101.52/3  :  ( v.nos.&  nos. ) 

03453  Army  Reserve  magazine;  [published  by  Chief,  Army  Reserve,  Roy  B.  Root. 

editor-in-chief].  (Army  Department,  Defense  Department.)  [Bimonthly.] 

#  •  Item  323-A 

L.C.  card  68-5024  D  101.43  :  ( v.nos.&  nos. ) 

03454  Assets  and  liabilities  of  all  member  banks  by  districts.  (Federal  reserve 

statistical  release  G.7.1 ;  Federal  Reserve  System  Board  of  Governors.) 
[Monthly.]     +  FR  1.28/3  :( date) 

03455  Automobile  installment  credit  developments.  (Federal  reserve  statistical 

release  G.  26;  Federal  Reserve  System  Board  of  Governors.)  [Monthly. 
Absorbed  Automobile  loans  by  major  finance  companies,  and  Finance 
rate  and  other  terms  on  new  and  used  car  installment  credit  contracts 
purchased  from  dealers  of  major  auto  finance  companies,  January 
1976.]     +  FR  1.34/4:  (date) 

03456  Automobile  loans  by  major  finance  companies.  (Federal  reserve  statistical 

release  G.  25;  Federal  Reserve  System  Board  of  Governors.)  [Monthly. 
Discontinued,  absorbed  by  Automobile  installment  credit  developments, 
January  1976.]     +  FR  1.34/6:  (date) 

03457  Average    monthly   weather   outlook.    (Commerce   Department,    National 

Oceanic  and  Atmospheric  Administration,  National  Weather  Service, 
Long  Range  Prediction  Group,  National  Meteorological  Center.) 
[Monthly.]  *  Paper,  $7.50  a  yr.,  $2.00  additional  for  foreign  mailing; 
single  copy,  35c.     •  Item  275-F  C  55.109 :  ( v.nos.&  nos. ) 

03458  Background  notes.  ([Office  of  Media  Services,  Bureau  of  Public  Affairs], 

State  Department.)  [Irregular.  Issued  with  perforations.]  *  Paper, 
$23.10  a  yr.  (approximately  75  issues),  $5.80  additional  for  foreign  mail- 
ing ;  single  copy,  30c.     •  Item  862-B  S  1.123  :(CT) 

03459  Bank  debits,  deposits,  and  deposit  turnover.  (Federal  reserve  statistical 

release  G.6;  Federal  Reserve  System  Board  of  Governors.)  [Month- 
ly.]    +  FR  1.17:  (date) 

03460  Bank  rates  on  short-term  business  loans.    (Federal  reserve  statistical 

release  E.2 ;  Federal  Reserve  System  Board  of  Governors.)  [Quart- 
erly.]     +  FR  1.32/5:  (date) 

03461  Bauxite    and    Alumina;    prepared    in    Division    of    Nonferrous    Metals. 

(Mineral  industry  surveys.  Mines  Bureau,  Interior  Department.) 
[Quarterly.]      +  Mines  Bureau,  4800  Forbes  Ave..  Pittsburgh,  PA  15213 

I  28.80:  (date) 
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03462  Benefit  series  service,  unemployment  insurance  report ;  prepared  by  Divi- 

sion of  Programs  Policies  and  Legislation.  ( Labor  Department,  Employ- 
ment and  Training  Administration,  Unemployment  Insurance  Service.) 
[Monthly.  Issued  in  looseleaf  form.]     *  Paper,  $16.35  a  yr.,  $4.10  addi- 
tional for  foreign  mailing.     •  Item  752 
L.C.  card  L  50-85  L  33.9  :  (nos) 

03463  Best  opportunities  for  Federal  employment,  AN  2280.  (Civil  Service  Com- 

mission.)   [Bimonthly.]      +      •  Item  292  CS  1.28  :  2280/ (issue  nos.) 

03464  Bicentennial  times.  (American  Revolution  Bicentennial  Administration.) 

[Monthly.]     +  Y  3.Am  3/6:  10/(v.nos.&  nos.) 

03465  Bimonthly  list   of  publications   and  visuals.    (Agriculture   Department, 

Office  of  Communication.)     +     •  Item  92  A  21.6/5  :  (date) 

03466  Bismuth  [metal]  ;  prepared  in  Division  of  Nonferrous  Metals^    (Mineral 

industry  surveys;  Mines  Bureau,  Interior  Department.)  [Quarterly.] 
+  Mines  Bureau,  4800  Forbes  Ave.,   Pittsburgh,  PA  15213 

I  28.103:  (date) 

03467  Bituminous  coal  and  lignite  distribution;  prepared  in  Division  of  Fossil 

F'uels.  ( Mineral  industry  surveys ;  Mines  Bureau,  Interior  Department. ) 
[Quarterly,  including  calendar  year  issue.]  +  Mines  Bureau,  4800 
Forbes  Ave.,  Pittsburgh,  PA  15213     ,  I  28.33/2  :  (date) 

03468  Biweekly  cryogenics,  Current  awareness  service.  (Commerce  Department, 

National  Bureau  of  Standards.)  [Compiled  by  Cryogenic  Data  Center, 
Cryogenics  Division,  Institute  for  Basic  Standards,  Boulder,  Colo. 
©Paper,  $20.00  a  yr.  (U.S.  and  Canada)  ;  $5.00  additional  for  foreign 
mailing   (includes  air  mail).  C  13.51 :  (nos.) 

03469  Black  news  digest.  (Labor  Department,  Office  of  Information,  Publications 

and  Reports.)    [Weekly.]     +  L  1.20/6:  (date) 

03470  Braille  book  review.  (Library  of  Congress,  Division  of  Blind  and  Physi- 

cally   Handicapped.)     [ISSN   0006-873X.    Bimonthly.    Includes   annual 

author-title  index.]     +     •  Item  806-A-l 

L.C.  card  74-642503  LC  19.9 :  (v.nos.&  nos. ) 

03471  BRH  bulletin.   (Department  of  Health,  Education,  and  Welfare,  Public 

Health  Services,  Food  and  Drug  Administration,  Bureau  of  Radiological 
Health.)    [Irregular.  Includes  annual  index.]     + 

HE  20.4103  :  ( v.nos.&  nos. ) 

03472  BRH  technical  information  accession  bulletin.   (Bureau  of  Radiological 

Health,  Food  and  Drug  Administration,  Public  Health  Service,  Health, 
Education,  and  Welfare  Department.)  [Quarterly.]  +  Director,  Office 
of  Information,  Bureau  of  Radiological  Health,  5600  Fishers  Lane,  Rock- 
ville,   MD.  20852  HE  20.4103/2  :( date) 

03473  Broiler  marketing  facts.    (Agricultural  Marketing   Service,   Agriculture 

Department.)   [Quarterly.]     +     •  Item  21-U  A  88.15/24:  (date) 

03474  Budget  scorekeeping  report;  Showing  the  status  of  the  (date)  fiscal  year 

budget.  (Joint  Committee  print;  Reduction  of  Federal  Expenditures 
Joint  Committee,  Congress  of  the  United  States.)    [Irregular.]     # 

Y  4.R  24/4 :  B  85/2/  (date  &  nos. ) 

03475  Bulletin  index-digest  system:  Service  1,  Income  tax.    (Publication  641; 

Treasury  Department,  Internal  Revenue  Service.)  *  Paper,  $26.00  (in- 
cluding basic  volume  and  supplementary  material  for  an  indefinite  pe- 
riod) ;  $6.50  additional  for  foreign  mailing.     •  Item  960 

T  22.25/5:  (date) 

03476  Service  2,  Estate  and  gift  tax.  (Publication  642;  Treasury  Depart- 
ment, Internal  Revenue  Service. )  *  Paper,  $4.05  (including  basic  volume 
and  supplementary  material  for  an  indefinite  period)  ;  $1.05  additional 
for  foreign  mailing.     •  Item  960  T  22.25/6:  (date) 
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03477  Service  3,  Employment  tax.   (Publication  643 ;  Treasury  Department, 

Internal  Revenue  Service.)  *  Paper,  $3.75  (including  basic  volume  and 
supplementary  material  for  an  indefinite  period)  ;  95c.  additional  for 
foreign  mailing.     •  Item  960  T 22.25/7  :  (date) 

03478  Service  4,  Excise  tax.  (Publication  644;  Treasury  Department,  Inter- 
nal Revenue  Service.)  *  Paper,  $4.25  (including  basic  volume  and  sup- 
plementary material  for  an  indefinite  period)  ;  $1.10  additional  for  for- 
eign mailing.     •  Item  960  T  22.25/8:  (date) 

03479  Service  5,  Alcohol,  tobacco,  firearms  and  explosives.  (Publication  645; 

Treasury  Department,  Internal  Revenue  Service.)  *  Paper,  $3.50  (in- 
cluding basic  volume  and  supplementary  material  for  an  indefinite  pe- 
riod) ;  $1.00  additional  for  foreign  mailing.     •  Item  960  [Discontinued.] 

T  22.25/9:  (date) 

03480  Bunker  fuels,  oil  and  coal  laden  in  United  States  on  vessels  engaged  in 

foreign  trade.  (FT  810;  Census  Bureau,  Commerce  Department.  [Foreign 
Trade  Division].)  [Monthly,  with  annual  issue.  Prior  to  January  1976 
issues  were  classified  C  56.210: 810.- (nos.)  during  the  time  Census 
Bureau  was  subordinate  to  Social  and  Economic  Statistics  Administra- 
tion.]    4-  Paper,  $1.00  a  yr.  (including  annual  issue)  ;  single  copy,  10c. 

•  Item  144  C  3.184: 810-  (nee). 

03481  Bureau  of  Census  catalog;   [compiled  in  Data  User  Services  Office,  Ann 

King,  editor].  (Census  Bureau,  Commerce  Department.)  [Quarterly, 
cumulative  to  annual  volume.  Issues  from  971/4-975/4  were  classed 
C  56.272:  (date)  during  the  time  Census  Bureau  was  subordinate  to 
Social  and  Economic  Statistics  Administration.]  *  Paper,  $14.40  for  4 
consecutive  issues  and  12  monthly  supplements,  $3.60  additional  for 
foreign  mailing ;  single  copies  vary  in  price.  •  Item  138 
L.C.  card  47-46253  C  3.163/3  :  ( date ) 

03482  Bureau  of  Census  catalog,  monthly  supplement.    (Census  Bureau,  Com- 

jnerce  Department.)  [Excludes  regular  monthly  and  quarterly  reports. 
Issues  of  1972-75  were  classed  C  56.222/2:  (date)  during  the  time 
Census  Bureau  was  subordinate  to  Social  and  Economic  Statistics  Ad- 
ministration.] *  (Included  in  price  of  subscription  to  Bureau  of  Census 
catalog).  •Item  138 
L.C.  card  47-46253  C  3.163/2  :  (date) 

03483  Bureau  of  Naval  Personnel  manual.  (XAVPERS  15791B :  Naval  Person- 

nel Bureau.  Defense  Department.)  [Issued  in  looseleaf  form.]  *  Paper, 
$41.35  (including  basic  manual  and  supplementary  material  for  an 
indefinite  period)  ;  $10.35  additional  for  foreign  mailing.     •  Item  403-A 

D  208.6/2:  (date) 

03484  Business  conditions  digest;  [prepared  in  Statistical  Indicators  Division. 

Feliks  Tamm,  editor].  (Series  ESI;  Commerce  Department,  Economic 
Analysis  Bureau.)  [Monthly.  Issues  of  1972-75  were  classified  C  56.111 : 
(date)  during  the  time  Economic  Analysis  Bureau  was  subordinate 
to  Social  and  Economic  Statistics  Administration.]  *  Paper,  $55.25 
a  yr.  (including  Advance  BCD)  ;  $13.85  additional  for  foreign  mailing: 
single  copy,  $4.35.  •  Item  131-A 
L.C.  card  72-621004  C  59.9:  (date) 

03485  Business  service  checklist,   weekly  guide  to  Department   of  Commerce 

publications,   plus  key   business   indicators.    (Commerce   Department.) 

*  Paper,  $9.70  a  yr.,  $2.45  additional  for  foreign  mailing ;  sngle  copy, 
25c.     •  Item  127 

L.C.  card  52-35963  C  1.24 :  ( v.nos.&  nos. ) 

03486  Business  statistics,  weekly  supplement  to   Survey   of  current  business. 

(Commerce  Department,  Economic  Analysis  Bureau.)      *  (Included  in 

price  of  subscription  to  Survey  of  current  business) .     •  Item  229 

L.C.  card  21-26819  C  56.109/2  :  ( date ) 
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03487  Cadmium;  prepared  in  Division  of  Nonferrous  Metals.  (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Quarterly.]  +  Mines 
Bureau,  4800  Forbes  Ave.,   Pittsburgh,   PA  15213  I  28.102  :  (date) 

03488  Calendar.    (Federal   Trade   Commission,   Office   of  Public   Information.) 

[Weekly.]     +  FT  1.25  :  (date) 

03489  Calendar  of  Smithsonian  Institution;  [Lilas  Wiltshire,  editor].  (Office  of 

Public  Affairs,  Smithsonian  Institution.)  [Monthly.]  +  Central  Infor- 
mation Desk,  Great  Hall,  Smithsonian  Institution  Building,  Washing- 
ton, DC  20560     •  Item  910-1  SI  1.35 :  (date) 

03490  Calendars  (executive),  see  Legislative  Calendars,  United  States  Congress. 

03491  Calendars  (of  business),  see  Legislative  Calendars,  United  States  Congress. 

03492  Cancer  chemotherapy  reports,  part  2;  [John  M.  Venditti,  scientific  editor]. 

(DHEW  pub.  no.  (NIH)  (date)-22;  [Health,  Education,  and  Welfare 
Department,  Public  Health  Service,  National  Institutes  of  Health,  Na- 
tional Cancer  Institute].)  [Irregular.  Discontinued  with  v.  5,  no.  1,  Nov. 
1975  issue.  Absorbed  by  Cancer  chemotherapy  reports,  part  1.]  ♦(In- 
cluded in  price  of  subscription  to  Cancer  chemotherapy  reports  part  1). 
•  Item  507-A-9  HE  20.3160/2  :  ( v.nos.&  nos. ) 

03493  part  3;  [Pamela  W.  Hutchins,  managing  editor].  ([Health,  Education, 

and  Welfare  Department,  Public  Health  Service,  National  Institutes  ot 
Health,  National  Cancer  Institute].)  [Irregular.  Issued  by  Program 
Analysis  Branch,  Drug  Research  and  Development,  Division  of  Cancer 
Treatment.  Discontinued  with  v.  6,  no.  2,  Oct.  1975  issue.  Absorbed  by 
Cancer  chemotherapy  reports,  part  1.]  *(  Included  in  price  of  subscrip- 
tion to  Cancer  chemotherapy  reports,  part  1 ) .     •  Item  507-A-9 

HE  20.3160/3  :  (v.nos.&  nos.) 

03494  part  1;   [Pamela  W.  Hutchins,  managing  editor].   (DHEW  pub.  no. 

(NIH)  (date)-22;  [Health,  Education,  and  Welfare  Department,  Public 
Health  Service,  [National  Institutes  of  Health,  National  Cancer  Insti- 
tute].) [Bimonthly.]  *  Paper,  $38.35  a  yr.,  $9.60  additional  for  foreign 
mailing  ;  single  copies  vary  in  price.     •  Item  507- A-9 

L.C.  card  62-3873  HE  20.3160.  ( v.nos.&  nos. ) 

03495  Capacity   utilization   in   manufacturing,   quarterly   averages,   seasonally 

adjusted.  (Federal  reserve  statistical  release  E.  5;  Federal  Reserve 
System  Board  of  Governors.)     +  FR  1.55 : (date) 

03496  Carbon  black;  prepared  in  Division  of  Fossil  Fuels.    (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Quarterly.]  4-  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA.  15213  I  28.88:  (date) 

03497  Carcinogenesis  abstracts,  monthly  publication  of  National  Cancer  Insti- 

tute; [George  P.  Studzinski,  edtor].  (DHEW  publication  no.  (NIH) 
(date)-301 ;  Health,  Education,  and  Welfare  Department,  Public  Health 
Service,  National  Institutes  of  Health. )  [Annual  index  issued  separately. 
Literature  selected,  abstracted,  and  indexed  by  Franklin  Institute  Re- 
search Laboratories,  Science  Information  Services,  Biomedical  Section.] 
4- (Limited  distribution)  •  Item  507- A-l 
T.  C.  card  65-53489  HE  20.3159 :  ( v.nos.&  nos. ) 

03498  Catalog  of  Federal  domestic  assistance.  (Management  and  Budget  Office, 

Executive  Office  of  the  President.)  [Issued  in  looseleaf  form.]  *  Paper, 
$17.00  (including  basic  catalog  and  supplementary  material  for  an 
indefinite  period)  ;  $4.25  additional  for  foreign  mailing.  •  Item  853-A-l 
L.C.  card  74-600920  PrEx  2.20:  (date) 

03499  Cataloging  service  bulletin.  (Library  of  Congress,  Processing  Department.) 

[ISSN  0041-7890.  Irregular.  Issued  with  perforations.]      +  Cataloging 
Distribution  Services  Division,  Library  of  Congress,  Building  159,  Navy 
Yard  Annex,  Washington,  D.C.  20541 
L.C.  card  49-238  LC  30.7  :  (nos.) 
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03500  Cattle  on  feed,  cattle  Bold  for  Blaughter,  Belected  market-    i.MtAn  2-1; 

Crop  Reporting  Board,  statistical  Reporting  Service,  Agriculture  De- 
partment)   [Monthly.]     +  A  92.18/0: (date) 

03501  CCC  monthly  sales  list.  (Agriculture  Department)     +     A  L101:(date) 

03502  CDC  veterinary  public  health  notes;  prepared  by  Veterinary  Public  Health 

Services  of  Bureau  of  Epidemiology,  GDC.  (Health,  Education,  and 
Welfare  Department,  Public  Health  Service.  Center  for  Disease  Control, 
Atlanta,  Ga.)   [Monthly.]      +  HE 20.7010 : (date) 

03503  Celery.  (Vg  2-1-1;  Agriculture  Department,  Statistical  Reporting  Service. 

Crop  Reporting  Board. )  [Monthly.]     +  A 92.11/10-4: (date) 

03504  Cement;  prepared  in  Division  of  Nonmetallic  Minerals.  (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.]  4- Mines 
Bureau,  4800  Forhes  Ave.,  Pittsburgh,  I'A  15213  I  28.29  : 1  date  | 

03505  Census  users  bulletin.  (Commerce  Department,  Social  and  Economic  Sta- 

tistics Administration,  Census  Bureau,  Office  of  the  Director.)  [Irregular. 
Issued  with  perforations.]     4-  C  56.212/2  :  (  dob.  I 

03506  Cerebrovascular    bibliography,   including   neurological,    vascular,    hema- 

tological aspects.  (DHBW  publication  (NIH)  74-560;  Joint  Council 
Subcommittee  on  Cerebrovascular  Disease,  National  Institute  of  Neu- 
rological Diseases  and  Stroke,  National  Heart  and  Lung  Institute.  Na- 
tional Institutes  of  Health,  Health,  Education  and  Welfare  Depart- 
ment.)   [Quarterly.]     *  (Price  upon  application).     •  Item  507-L-4 

HE  20.3513/4  :  ( v.nos.&  nos.  I 

03507  Changes  in  State  member  banks,  announcement  by  Board  of  Governors  of 

Federal  Reserve  System.  (K.3;  Federal  Reserve  System  Board  of  Gov- 
ernors.)  [Weekly.]      4-  FR  1.33  :  (date  &  nos. ) 

03508  Chartbook  on  prices,  wages,  and  productivity.  (Labor  Department,  Labor 

Statistics  Bureau.)  [Monthly.]  *  Paper,  $14.40  a  yr.,  $3.60  additional 
for  foreign  mailing ;   single  copy,  $1.20.     •  Item  768-0 

L  2.102/2  :  ( v.nos.&  nos. ) 

03509  Checklist  of  new  reports  issued  by  Economic  Research  Service,  Rural 

Development  Service,  and  Statistical  Reporting  Service.  (Agriculture 
Department.)  [Monthly.]     +  A1.97:(nos.) 

03510  Child  care  arrangements  of  AFDC  recipients  under  work  incentive  pro- 

gram. (NCSS  report  E-4 :  DHEW  publication  (SRS)  (date)-03253: 
Health,  Education,  and  Welfare  Department,  Social  and  Rehabilitation 
Sen-ice,  Office  of  Information  Sciences,  National  Center  for  Social  Sta- 
tistics.) [Quarterly.]     +  HE  17.609:  (date) 

03511  Children  today;  [Judith  Reed,  editor].  ( [DHEW  publication  OHD  (date)- 

30014]  ;  Health.  Education  and  Welfare  Department,  OflBce  of  Human 
Development,  Child  Development  Office,  Children's  Bureau.)   [Puhlished 
6  times  a  year.]     *  Paper.  $6.10  a  yr.,  $1.55  additional  for  foreign  mail- 
ing ;  single  copy.  $1.00 ;  index  varies  in  price.     •  Item  449 
L.C.  card  72-620933  HE  1.459 :  ( v.nos.&  nos. ) 

03512  Chromium;  prepared  in  Division  of  Ferrous  Metals.    (Mineral  industry 

survevs:  Mines  Bureau,  Interior  Department.)  [Monthly.]  -f  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA.  15213  I  28.84 :  (date) 

03513  Chronologies  of  major  developments  in  selected  areas  of  international 

relations.  (Committee  print:  International  Relations  Committee.  House 
of  Representatives.)  [Cumulative  monthly  within  each  year.  Prior  to 
Jan.-Apr.  1975  issued  bv  Foreign  Affairs  Committee  and  classed 
Y  4.F  76/1 :  In  8/57/  (date) .]     4-  Y  4.1n  8/16 :  In  8/5/  (date) 

03514  Civil  rights  digest ;  [Suzanne  Crowell.  editor].  (Civil  Rights  Commission.) 

[Quarterly.  Published  as  part  of  clearinghouse  responsibilities  of  Civil 
Rights  Commission.]     *  Paper,  prices  vary.     •  Item  288-A 

CR  1.12  :(v.nos.&  nos.) 
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03515  Civil  service  handbooks,  see  Qualification  standards. 

03516  Civil  service  journal.  [Sylvia  Bayliss  Byrne,  editor].  (Civil  Service  Com- 

mission)   [Quarterly.]     *  Paper,  $4.10  a  yr.,  $1.05  additional  for  foreign 

mailing ;  single  copy,  $1.05    •  Item  290-C 

L.C.  card  64-55636  CS  1.66 :  ( v.nos.&  nos. ) 

03517  Civilian  manpower  management,  see  Advisor,  Navy  civilian  manpower 

management. 

03518  Climatological  data;  [issued  in  sections,  representing  States,  possessions, 

and  groups  of  States.]  (Commerce  Department,  National  Oceanic  and 
Atmospheric  Administration,  Environmental  Data  Service.)  [Monthly, 
with  annual  summary.]  +  Paper,  $4.50  a  yr.  for  each  section  including 
annual  summary  ;  $4.70  additional  for  foreign  mailing  ;  single  copy,  35c, 
annual  summary,  30c.  (Make  checks  payable  to  Department  of  Com- 
merce, NOAA ;  send  payments  and  orders  to  National  Climatic  Center, 
Asheville,  NC  28801  Attn  :  Publications). 

Climatological  data ;  [issued  in  sections,  representing  States,  possessions, 
and  groups  of  States.] 


03519  Alabama. 

03520  Alaska. 

03521  Arizona. 

03522  Arkansas. 

03523  California. 

03524  Colorado. 

03525  Florida. 

03526  Georgia. 

03527  Hawaii  and  Pacific. 

03528  Idaho. 

03529  Illinois. 

03530  Indiana. 

03531  Iowa. 

03532  Kansas. 

03533  Kentucky. 

03534  Louisiana. 

03535  Maryland  and  Delaware. 

03536  Michigan. 

03537  Minnesota. 

03538  Mississippi. 

03539  Missouri. 

03540  Montana. 

03541  Nebraska. 

03542  Nevada. 

03543  New  England. 

03544  New   Jersey. 

03545  New  Mexico. 

03546  New  York. 

03547  North  Carolina. 

03548  North  Dakota. 

03549  Ohio. 

03550  Oklahoma. 

03551  Oregon. 

03552  Pennsylvania. 

03553  Puerto  Rico  and  Virgin  Islands. 

03554  South  Carolina. 

03555  South  Dakota. 

03556  Tennessee. 

03557  Texas. 

03558  Utah. 

03559  Virginia. 

03560  Washington  State. 

03561  [This  entrv  number  not  used.  ] 

03562  West  Virginia. 

03563  Wisconsin. 

03564  Wyoming. 


C  55.214/2 
C  55.214/3 
C  55.214/4 
C  55.214/5 
C  55.214/6 
C  55.214/7 
C  55.214/8 
C  55.214/9 
C  55.214/10 
C  55.214/11 
C  55.214/12 
C  55,214/13 
C  55.214/14 
C  55.214/15 
C  55.214/16 
C  55.214/17 
C  55.214/18 
C  55.214/19 
C  55.214/20 
C  55.214/21 
C  55.214/22 
C  55.214/23 
C  55.214/24 
C  55.214/25 
C  55.214/26 
C  55.214/27 
C  55.214/28 
C  55.214/29 
C  55.214/30 
C  55.214/31 
C  55.214/32 
C  55.214/33 
C  55,214/34  : 
C  55.214/36 
C  55.214/37 
C  55.214/38 
C  55.214/39 
C  55.214/40 
C  55.214/41 
C  55.214/42 
C  55.214/43 
C  55.214/44 


:(v.nos.&nos.) 
:(v.nos.&  nos.) 
:(v.nos.&nos.) 
:  (v.nos.&nos.) 
:(v.nos.&  nos.) 
:  (v.nos.&nos.) 
:  (v.nos.&nos. ) 
:  (v.nos.&  nos.) 
:(v.nos.&  nos.) 
:  (v.nos.&nos.) 
:(v.nos.&nos. ) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
:  (v.nos.&nos.) 
:(v.nos.&nos. ) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
(v.nos.&  nos.) 
.(v.nos.&  nos.) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
:(v.nos.&nos.) 
:(v.nos.&  nos.) 
:  (v.nos.&nos.) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
■(v.nos.&nos.) 
(v.nos.&nos. ) 
(v.nos.&  nos.) 
.(v.nos.&nos.) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
:  (v.nos.&nos.) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 
:(v.nos.&  nos.) 


C  55.214/45  :(v.nos.&  nos.) 
C  55.214/46  :  (v.nos.&  nos. ) 
C  55.214/47  :  (v.nos.&  nos. ) 


03565  Climatological  data,  national  summary.  ( Commerce  Department.  National 
Oceanic  and  Atmospheric  Administration.  Environmental  Data  Service. ) 
[Monthly,  with  annual  summary.]  +  Paper,  $8.85  a  yr.  including 
annual  summary ;  $7.75  additional  for  foreign  mailing ;  single  copy,  60c. 
(Make  checks  payable  to  Department  of  Commerce,  NOAA;  send  pay- 
ments and  orders  to  National  Climatic  Center,  Federal  Building,  Ashe- 
ville, NC  28801  Attn  :  Publications) . 
L.C.   card  55-58495  C  55.214  :(v.nos.&  nos.) 
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03566  Coast  Guard  engineer's  digest.   (CG-133;  Coast  Guard,   [Transportation 

Department.].)  [Quarterly.]     # 

L.C.  card  41-61259  TD  .",.17  :  |  UOfl.  I 

03567  Coast  Guard    reservist;   1 1).  K.  Secrest,  editor].    (CG  288;  Coast   Guard, 

Transportation  Department. )  [Monthly.]     #        TD  5.14  :(vjqob.&  nos.) 

03568  Cobalt  [consumption];  prepared  in  Division  of  Ferrous  Metals.    (Mineral 

industry  surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.) 
4-  Mines   Bureau,   4soo   Forbes  Ave.,   Pittsburgh,   PA    15213 

1 28.76:  (date) 

03569  Cobalt    [refiners];   prepared   in   Division   of   Ferrous    Metals.    (Minerals 

industry  surveys;  Mines  Bureau.  Interior  Department.*  [(Quarterly.) 
+  Mines   Bureau,    4800    Forl.es   Ave.,    Pittsburgh,    PA    15213 

1 28.76/2:  (date) 

03570  Code  of  Federal  regulations   (Federal  Register  Office,  General  Services 

Administration.)     [Irregular.]     *  Fabrikoid   and   paper,    $350.00   a   yr., 

$75.00  additional  for  foreign  mailing ;  single  copies  vary  in  price.     •  Item 

572 

L.C.  card  49-46198  GS  4.108  :(nos.)/ (date) 

03571  Code  of  Federal  regulations,  cumulative  list  of  CFE  sections  affected. 

([Federal  Register  Office,  National  Archives  and  Records  Sendee,  Gen- 
eral Services  Administration].)    [Monthly.  Includes  U.S.C.-C.F.R.  table 
of   authorities.]     *  Paper,    $10.00   a    yr.,    $2.50   additional    for   foreign 
mailing. 
L.C.  card  72-627047  GS  4.108/3 

03572  Coke  and  coal  chemicals;  prepared  in  Division  of  Fossil  Fuels.   (Mineral 

industry  surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.] 
+  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA.  15213 

I  28.30:  (date) 

03573  Cold    Regions    Research    and    Engineering   Laboratory :    R   &    D    notes. 

([Engineers  Corps,  (Army),  Defense  Dept.],  Army  Cold  Regions  Re- 
search  and   Engineering  Laboratory,   Hanover,   X.H.  >    [Irregular.]     # 

D  103.33/11:  (date) 

03574  Cold  storage  report.  (Cost  1;  Crop  Reporting  Board,  Statistical  reporting 

Service,  Agriculture  Department. )   [Monthly.]     +  A  92.21 :  (date) 

03575  Commanders  call.    (DA  Pam  360-nos. ;   Command   Information   Division 

[Army  Department,  Defense  Department].)  [Bimonthly.  Prior  to  Jul- 
Aug.  1975  issued  as  quarterly.]      #      •  Item  327  (Rev.  1969) 

D  101.22:  360- (nos.) 

03576  Commanders  digest  ( [American  Forces  Press  Service,  Office  of  Informa- 

tion   for    Armed    Forces    OASD     (M&RA)]:    Defense    Department). 
[Weekly.]     *  Paper,  $18.75  a  yr.,  $4.70  additional  for  foreign  mailing; 
single  copy,  40c.     •  Item  312-B 
L.C.  card  74-644967  D  2.15/2  :  ( v.nos.&  nos. ) 

03577  Commemorative   stamp    posters.    (United    States   Postal    Sendee.)     [Ir- 

regular.]    *  Paper,  $5.40  a  yr. ;  $1.35  additional  for  foreign  mailing. 

P  1.26/2  :(CT) 

03578  Commerce  America;    [Richard  Ballentine,  editor].    (Commerce  Depart- 

ment.) [Biweekly.  Prior  to  v.  1,  no.  1,  Jan.  5,  1976  issued  as  Commerce 
today,  and  classed  C  1.58: (v.  nos.  &  nos.).]  *  Paper,  $29.80  a  yr..  add 
$7.45  for  foreign  mailing ;  single  copy,  $1.15 ;  $5.75  additional  for  airmail 
delivery  within  United  States.     •  Item  127-A        C  1.582  :  (v.nos.&  nos.) 

03579  Commerce  business  daily,  daily  list  of  Government  procurement  invita- 

tions, subcontracting  leads,  contract  awards,  sales  of  surplus  property, 
and  foreign  business  opportunities.  (Office  of  Field  Operations,  Com- 
merce Department.)  [Daily,  Monday  through  Friday,  except  Federal 
legal  holidays.  Paper,  $75.00  a  yr.  via  regular  mail,  $60.24  additional 
for  first  class  mail.  •  Item  231-G-3 
L.C.  card  74-645213  C  57.20 :  ( nos. ) 

@For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  A-13 


Government  Publications 

03580  Commercial  and  industrial  loans  outstanding  by  industry.  (Federal  reserve 

statistical  release,  H.12 ;  Federal  Reserve  System  Board  of  Governors.) 
[Weekly.]     +  FR  1.39:  (date) 

03581  Commercial  fertilizers.  ( SpCr  7-1-1 ;  Agriculture  Department,  Statistical 

Reporting   Service,   Crop  Reporting  Board.)    [Monthly.]      -f 

A  92.37/2:  (date) 

03582  Commercial  import  detentions.  (Health,  Education  and  Welfare  Depart- 

ment, Food  and  Drug  Administration.)  [Monthly.]  +  (Limited  dis- 
tribution to  food,  drug,  and  cosmetic  trade  only).     •  Item  475-X 

HE  20.4017:  (nos.) 

03583  Commercial   news   for    Foreign    Service.    (Domestic    and    International 

Business  Administration,  Commerce  Department,  International  Com- 
merce Bureau.)    [Bimonthly.]      -f  C  57.114:  (nos.) 

03584  Commitments  of  traders  in  commodity  futures,  with  market  concentration 

ratios.  (Commodity  Futures  Trading  Commission,  New  York,  N.Y.) 
[Monthly.  Includes  data  for  cotton,  frozen  concentrated  orange  juice, 
potatoes,  wool,  and  imported  frozen  fresh  boneless  beef.  Prior  to  Apr.  30, 
1975  issued  by  Agriculture  Department,  Commodity  Exchange  Authority 
and  classed  A  85.9  :( nos.).]     +  Y  3. C  73/5  :  9/ (date  &  nos.) 

03585  Commitments  of  traders  in  commodity  futures,  with  market  concentration 

ratios.  (Commodity  Futures  Trading  Commission,  Chicago,  111.  60604.) 
[Monthly.  Includes  data  for  wheat,  corn,  oats,  soybeans,  soybean  oil, 
soybean  meal,  coconut  oil,  crude  palm  oil,  eggs,  cattle,  frozen  pork 
'bellies,  and  live  hogs.  Prior  to  Apr.  30,  1975  issued  by  Agriculture  De- 
partment, Commoidty  Exchange  Authority  and  classed  A  85.9/2 :( nos.)  ] 
+  Y  3.C  73/5  :  9/2/  (date  &  nos. ) 

03586  Compendium  of  Copyright  Office  practices.  (Copyright  Office,  Library  of 

Congress.)  [Issued  with  perforations.]  *  Paper,  $13.00  (including  basic 
manual  and  supplementary  service  for  an  indefinite  period )  ;  $3.25  addi- 
tional for  foreign  mailing.     •  Item  803-B  LC  3.11 :  (date) 

03587  EPA  compendium  of  registered  pesticides,  v.  3:  Insecticides,  acaricides, 

molluscicides  and  antifouling  compounds  [prepared  by  Publications 
Branch,  Pesticides  Regulation  Division].  (Environmental  Protection 
Agency,  Pesticides  Programs  Office,  Chamblee,  Ga. )  [Issued  in  looseleaf 
form.]  *  Paper,  $73.50  (including  basic  manual  and  supplementary 
material  for  an  indefinite  period)  ;  $18.40  additional  for  foreign  mailing. 
•  Item  473-B-3 
L.C.  card  73-600835  EP  5.11/3  :  (date) 

03588  Comptroller  General  of  United  States  [decisions]  B-( series).    (General 

Accounting  Office.)  [Irregular.  Later,  the  more  important  decisions  from 
standpoint  of  general  application  and  precedent  are  selected  and  issued 
in  monthly  pamphlet  form,  for  which  see  Entry  no.  03729,  as  well  as  in 
annual  volumes.]     #     •  Item  544  G A  1.5/2  :( date) 

03589  Computer  program  abstracts ;  [prepared  by  Informatics  Information  Sys- 

tems Co.,  NASA  Scientific  and  Technical  Information  Facility].   (Na- 
tional Aeronautics  and  Space  Administration,  [Scientific  and  Technical 
Information  Office].)   [Quarterly.]     *  Paper,  $3.30  a  yr.,  85c.  additional 
for  foreign  mailing  ;  single  copy,  85c.     •  Item  830-X 
L.C.  card  76-604507  NAS  1.44  :  (v.nos.&  nos.) 

03590  Congenital   malformations   surveillance,    reports.    ([DHEW    publication 

(CDC)  (date)-8262],  Health,  Education  and  Welfare  Department,  Pub- 
lic Health  Service,  Center  for  Disease  Control,  Atlanta,  GA.)  [Quar- 
terly. Prior  to  3d  qtr.  1975  issued  as  bimonthly.]       HE  20.7011/2 :  (date) 

03591  Congressional  record,  proceedings  and  debates.  (Congress.)   [Daily  when 

Congress  is  in  session.]     *  Paper,  $45.00  a  yr.,  $30.00  additional  for  for- 
eign mailing ;  $3.75  a  month,  $2.50  additional  for  foreign  mailing ;  single 
copy,  25c.     •  Item  994 
L.C.  card  12-36438  X/a.  ( Cong./sess  :  nos. ) 
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03592  Congressional  record,  proceedings  and  debates,  Index.  (Congress.)   [Fort- 

nightly. Includes  History  of  bills  and  resolutions.]     *( Included  in  price 

of  subscription).     #11001  994 

L.C.  card  12-36438  X/a.  ( Cong./sess :  nos. )  /ind. 

03593  Congressional   record   review.    (Agency   on    International    Development, 

Department  of  State.)   [Daily  when  Congress  is  in  session.]     + 

S  18.46  :(Cong.no./no.) 

03594  Consolidated  list  of  persons  or  firms  currently  debarred  for  violations  of 

various  public  contracts  acts  incorporating  labor  standards  provisions. 

(B-3368;  General  Accounting  Office,  Office  of  General  Counsel.)  [Quar- 
terly. Interim  lists  are  issued  also.]     4-  GA  1.17  :(date) 

03595  Construction  expenditure  of  State  and  local  governments,  quarterly  report. 

(GC  series;  Census  Bureau,  Commerce  Department.)  [Prior  to  January 
1976  issues  were  classified  C  56.223 :  ( nos. )  during  the  time  Census  Bu- 
reau was  subordinate  to  Social  and  Economic  Statistics  Administration.] 
4-  Paper,  25c.  each  C  3.215/10 :  (nos. ) 

03596  Construction  reports:  New  residential  construction  in  selected  standard 

metropolitan  statistical  areas,  C  21- (series).  (Census  Bureau,  Commerce 
Department.)  [Quarterly.  Prepared  in  cooperation  with  Housing  and 
Urban  Development  Department,  Division  of  Housing  and  Community 
Affairs.]     4-  Paper,  $2.00  a  yr.,  single  copy ;  50c.     •  Item  140-A  (Rev.  > 

C  3.215/15:  (nos.) 

03597  Construction  reports:  Authorized  construction,  Washington,  D.C.  area. 

C  41- (series).  (Census  Bureau,  Commerce  Department.)  [Monthly. 
Prior  to  January  1976  issues  were  classified  C  56.211/6:  (nos.)  during  the 
time  Census  Bureau  was  subordinate  to  Social  and  Economic  Statistics 
Administration.]  4-  Paper,  $1.00  a  yr. ;  single  copy  25c.  •  Item  140-A 
(Rev.)  C  3.215/5:  (nos.) 

03598  Housing  authorized  by  building  permits  and  public  contracts.  C  -J0- 

( series).  (Census  Bureau,  Commerce  Department  [Construction  Statis- 
tics Division].)  [Monthly,  with  annual  summary.  Prior  to  January  1976 
issues  were  classified  C  56.211/4:  (nos.)  during  the  time  Census  Bureau 
was  subordinate  to  Social  and  Economic  Statistics  Administration.] 
*  Paper.  $31.05  a  yr.  (including annual  issue) ,  $7.80  additional  for  foreign 
mailing :  single  copv,  $2.00 ;  annual  issue  $5.55  per  copy.  •  Item  1-10-A 
(Rev.) 

L.C.  card  A  63-7410  C  3.215/4:  (nos.) 

03599  Housing    completions,    C    22- (series).     (Census    Bureau.    Commerce 

Department.)  [Monthly,  Prepared  in  cooperation  with  Housing  and 
Urban  Development.  Prior  to  January  1976  issues  were  classified  C 
56.211 :  (nos.)  during  the  time  Census  Bureau  was  subordinate  to  Social 
and  Economic  Statistics  Administration.]  4-  Paper.  $1.00  a  yr..  single 
copy.  10c.     •  Item  140-A    (Rev. )  C  3.215/13  :  (letters  &  nos.) 

03600  Housing  starts,  C  20- (series).  (Census  Bureau,  Commerce  Depart- 
ment.) [Monthly.  Prior  to  January  1976  issues  were  classified  C  56.211/3  : 
(nos.)  during  the  time  Census  Bureau  was  subordinate  to  Social  and 
Economic  Statistics  Administration.]  *  Paper.  $6.50  a  yr..  $1.65  addi- 
tional for  foreign  mailing ;  single  copy,  55c.     •  Item  140-A  (  Rev.  > 

C  3.215/2:  (nos.) 

03601  New   one-family   homes   sold   and  for  sale,   C  25- (series).    (Census 

Bureau,  Commerce  Department.)  [Monthly,  with  annual  edition.  Pre- 
pared in  cooperation  with  Housing  and  Urban  Development  Depart- 
ment. Prior  to  January  1976  issues  were  classified  C  56.211/2 :( nos.) 
during  the  time  Census  Bureau  was  subordinate  to  Social  and  Economic 
Statistics  Administration.]  4-  Paper,  $3.00  a  yr..  single  copy,  10c. 
annual  $2.00.     •  Item  140-A    (Rev.)  C  3.215/9 :  (nos.) 
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03602  Construction  reports:  Price  index  of  new  one-family  houses  sold,  C  27- 

( series).  (Commerce  Department,  Social  and  Economic  Statistics  Ad- 
ministration, Census  Bureau.)  [Quarterly.]  +  Paper,  $2.50  a  yr.,  single 
copy,  50c.     •  Item  140-A  (Rev.)  C  56.211/2-2  :(nos.) 

03603  Residential  alterations  and  repairs,  expenditures  on  residential  addi- 
tions, alterations,  maintenance  and  repairs,  and  replacements,  C  50- 
( series).  (Census  Bureau,  Commerce  Department.)  [Quarterly,  with 
annual  report.  Prior  to  January  1976  issues  were  classified  C  56.211/7 : 
(nos.)  during  the  time  Census  Bureau  was  subordinate  to  Social  and 
Economic  Statistics  Administration.]  +  Paper,  $1.50  a  yr.  (including 
2-part  annual  report)  ;  single  copy,  25c.     •  Item  140-A  (Rev.) 

C  3.215/8:  (nos.) 

03604  Value  of  new  construction  put  in  place,  C  30- (series).  (Census  Bu- 
reau, Commerce  Department.)  [Monthly.  Prior  to  January  1976  issues 
were  classified  S  56.211/5:  (nos.)  during  the  time  Census  Bureau  was 
subordinate     to     Social     and     Economic     Statistics     Administration.] 

*  Paper,  $9.40  a  yr.,  $2.35  additional  for  foreign  mailing ;  single  copy, 
80c.     •  Item  140-A  (Rev.)  C  3.215/3  :  C  30- (nos.) 

03605  Construction  review;   [Aaron  Sabghir,  editor].    (Commerce  Department, 

Domestic  and  International  Business  Administration,  Domestic  Com- 
merce Bureau,  [Office  of  Business  Research  and  Analysis,  Construction 
and   Forest   Products   Division].)     [Monthly.]     *  Paper,    $14.50   a    yr., 
$3.65  additional  for  foreign  mailing ;  single  copy,  $1.25.     •  Item  219 
L.C.  card  56-41035  C  57.509 :  ( v.nos.&  nos. ) 

03606  Consumer  credit.  (Federal  reserve  statistical  release  G.  19;  Federal  Re- 

serve System  Board  of  Governors. )  [Monthly.]     4-  FR  1.36  :  (date) 

03608  Consumer  installment  credit  at  commercial  banks.  (Federal  reserve  sta- 

tistical release  G.  18;  Federal  Reserve  System  Board  of  Governors.) 
[Monthly.  Discontinued  with  December  1975  issue.]       FR  1.36/2  :  (date) 

03609  Consumer  news.  (Consumer  Affairs  Office,  Department  of  Health,  Educa- 

tion and  Welfare. )   [  Semimonthly.  Consumer  register  also  included  with 
each  issue  as  a  supplement.]     *  Paper,  $4.00  a  yr.,  $1.00  additional  for 
foreign  mailing.     •  Item  857-1-1 
L.C.  card  77-612526  HE  1.509 :  ( v.nos.&  nos. ) 

03610  Consumer  register,  see  Consumer  news. 

03611  Containers,  and  packaging,  quarterly  industry  report    [editor,   John  J. 

Bartosiewicz.]  (Commerce  Department,  Domestic  and  International 
Business  Administration,  Bureau  of  Domestic  Commerce,  [Business  Re- 
search and  Analysis  Office,  Construction  and  Forest  Products  Division].) 

*  Paper,  $3.00  a  yr.,  75c.  additional  for  foreign  mailing.  •  Item  220 
L.C.  card  46-19264  C  57.314 :  (v.nos.&nos.) 

03612  Contractions  handbook,  7430.1D.  (Transportation  Department,  Air  Traffic 

Service.)    [Issued  in  looseleaf  form.]     *  Paper,  $11.15  (including  basic 
handbook  and  supplementary  material  for  an  indefinite  period)  ;  $2.80 
additional  for  foreign  mailing.     •  Item  431-D-l 
L.C.  card  63-61392  TD  4.308 :  C  76/  (date  &  change  nos. ) 

03613  Cooperative  economic  insect  report.    (New  Pest  Detection  and   Survey 

Staff,  Plant  Protection  and  Quarantine  Programs,  Animal  and  Plant 
Health  Inspection  Service,  Agriculture  Department,  Hyattsville,  Md.) 
[Weekly,  with  separate  volume  index.]     +  A  101.9 :  ( v.nos.&  nos. ) 

03614  Copper  industry;  prepared  in  Division  of  Nonferrous  Metals.    (Mineral 

industry  surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.] 
+  Minues  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA.  15213 

I  28.59/2:  (date) 

03615  Copper  production;  prepared  in  Division  of  Nonferrous  Metals.  (Mineral 

industry  surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.] 
+  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213 

I  28.59/5:  (date) 
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03616  Copper  sulfate;   prepared  in  Division  of  Nonferrous   Metals.    (Mineral 

industry  surveys;  Mines  Bureau,  Interior  Department.)  [Quarterly.] 
+  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213 

I  28.93:  (date) 

03617  Copper,  quarterly  report;  [editor,  Rodney  A.  Joseph.]  Commerce  Depart- 

ment, Domestic  and  International  Business  Administration,  Bureau  of 
Domestic  Commerce,  [Business  Research  and  Analysis,  Materials  Divi- 
sion].)    *  Paper,  $3.00  a  yr.   (including  annual  issue),  75c.  additional 
for  foreign  mailing.     •  Item  220-A 
L.C.  card  77-649145  C  57.12 :  (v.noe.&  nos. ) 

03618  Cotton  and  wool  situation.    (CWS-(nos.)  ;   Economic  Research   Service, 

Agriculture  Department.)  [Quarterly.  Prior  to  June  1975  issued  sep- 
erately  as  Cotton  situation  and  Wool  Situation.]     4-     •  Item  21-M 

A  93.24/2:  (nos.) 

03619  Cotton  fiber  and  processing  test  results.  (Agriculture  Department,  Agricul- 

tural Marketing  Service.)  [Biweekly,  during  harvesting  season,  with  com- 
prehensive report  at  end  of  season.]  4-  Standardization  Section,  Cotton 
Division,  Agricultural  Marketing  Service,  U.S.  Department  of  Agricul- 
ture, Memphis,  TN  38122  A  88.11/17  :  ( date  &  nos. ) 

03620  Cotton  ginnings,  report  on  cotton  ginnings  by   counties,   A20    (series). 

(Census  Bureau,  Commerce  Department.)  [Irregular.  Prior  to  January 
1976  issues  were  classified  C  56.2393:  (nos.)  during  the  time  Census 
Bureau  was  subordinate  to  Social  and  Economic  Statistics  Administra- 
tion.]     4- Paper,  each  10c.     •  Item  141  C  3.20/3  :( nos.) 

03621  report  on  cotton  ginning  by  states,  A10   (series).    (Census  Bureau. 

Commerce  Department.)  [Irregular.  Prior  to  January  1976  issues  were 
classified  C  56.239:  (nos.)  during  the  time  Census  Bureau  was  sub- 
ordinate to  Social  and  Economic  Statistics  Administration.]  4-  Paper, 
each   10c.     •Item   1-11  C  3.20:  (nos.) 

03622  Cotton  price  statistics.  (Agriculture  Department,  Agricultural  Marketing 

Service,  Cotton  Division.)  [Monthly,  including  annual  issue  for  crop 
season.]  4-  Agricultural  Marketing  Service,  P.O.  Box  17723,  Memphis, 
TX  38117  A  88.11/9 :  ( v.nos.&  nos. ) 

03623  Country  market  survey,  CMS    (series).    (Department  of  Commerce,  Do- 

mestic and  International  Business  Administration,  Bureau  of  Interna- 
tional Commerce.)    [Irregular.]      #  C  57.112  :( nos. ) 

03624  Court  of  Claims  calendar.  (Court  of  Claims.)    [Monthly,  Oct.-June.]     4- 

L.C.  card  29-16270  Ju  3.5 :  (date) 

03625  CPI  detailed  report;  consumer  price  index,  U.S.  city  average  and  selected 

areas.     (Labor    Statistics    Bureau,     Labor    Department.)      [Monthly.] 
*  Paper,  $11.55  a  vr.,  $2.90  additional  for  foreign  mailing;  single  copy. 
$1.00.     •  Item  768-F 
L.C.  card  74-647019  L  2.38/3  :  (date ) 

03626  Credit  union  statistics,  National  Credit  Union  Administration.    (NCUA: 

R-4    (5001)  ;   National   Credit   Union  Administration.)    [Monthly.]      4- 

NCU1.9:(v.nos.&nos.) 

03627  Crop  production.  (CrPr  202;  Crop  Reporting  Board.  Statistical  Reporting 

Service,  Agriculture  Department.)  [Monthly,  with  annual  summary.  Crop 
production :  Tobacco,  formerly  Tobacco  crops  estimates  is  a  portion  of 
this  report  which  is  issued  separately,  but  not  necessarily  every  month, 
and  classified.  A  92:  24/2-2:.]      +     •  Item  20-B 
L.C.  card  46-43708  A  92.24 :  (date) 

03628  Cumulative  list  of  organizations,  publication  78,  supplements.    (Internal 

Revenue  Service,  Treasury  Department.)  monthly.]  *  Paper,  $11.60 
(including  basic  list  and  3  cumulative  quarterly  supplements  contain- 
ing additions  only)  ;  $2.90  additional  for  foreign  mailing.     •  Item  956 

T  22.2:  Or  3/ (date) 
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03629  Current  bibliography  of  epidemiology,  guide  to  literature  of  epidemiology. 

preventive  medicine  and  public  health.  (DHEW  publication  (NIH) 
(date)-300;  Health,  Education,  and  Welfare  Department,  Public  Health 
Service,  National  Institutes  of  Health,  National  Library  of  Medicine.) 
[ISSN  0011-3247.  Monthly.  Cosponsored  by  American  Public  Health  Asso- 
ciation.] *  Paper,  $35.60  a  yr.,  $8.90  additional  for  foreign  mailing; 
single  copy,  $3.00.     •  Item  508-H-3  HE  20.3617  :  ( v.nos.&  nos. ) 

03630  Current  business  reports:  Advance  monthly  retail  sales.  (Census  Bureau, 

Commerce  Department.)  [Prior  to  January  1976  issues  were  classified 
C  56.219/6:  (date)  during  the  time  Census  Bureau  was  subordinate  to 
Social  and  Economic  Statistics  Administration.]  *( Included  in  price 
of  subscription  to  Monthly  retail  trade.  See  Entry  03634.) 

C  3.138/4:  (nos.) 

03631  Canned  food,  stocks,  pack,  shipments.  (Census  Bureau,  Commerce  De- 
partment. )  [Issued  5  times  a  year.  Prior  to  January  1976  issues  were  clas- 
sified C  56.219/8:  (nos.)  during  the  time  Census  Bureau  was  subordinate 
to  Social  and  Economic  Statistics  Administration.]  +  Paper,  $1.00  a  yr., 
single  copy,  25c.  ea.  C  53.189 :  (nos. ) 

03632  Green  coffee  inventories,  imports,  roastings.  (BG41-series  ;  Census  Bu- 
reau, Commerce  Department.)  [Quarterly.  Prior  to  January  1976  issues 
were  classified  C  56.219/2 :( nos.)  during  the  time  Census  Bureau  was 
subordinate  to  Social  and  Economic  Statistics  Administration.] 
+  Paper,  $1.00  a  yr.     •  Item  146-D  C  3.236 :  (nos. ) 

03633  Monthly  department  store  sales  in  selected  areas.    (Census  Bureau, 

Commerce  Department.)  [Prior  to  January  1976  issues  were  classified 
C  56.219/3: (nos.)  during  the  time  Census  Bureau  was  subordinate  to 
Social  and  Economic  Statistics  Administration.]  4-  Paper,  $1.00  a  yr., 
single  copy,  10c.     •  Item  148-B  C  3.211/5  :  BD( nos.) 

03634  Monthly  retail  trade,  sales  and  accounts  receivable.  ( Census  Bureau, 

Commerce  Department.)  [Prior  to  January  1976  issues  were  classified 
C  56.219/4:  (nos.)  during  the  time  Census  Bureau  was  subordinate  to 
Social  and  Economic  Statistics  Administration.]  *  Paper,  $30.10  a  yr., 
$7.55  additional  for  foreign  mailing  (price  includes  subscription  to  Ad- 
vance monthly  retail  sales,  Annual  retail  trade;  and  Weekly  retail 
sales. )     •  Item  147-B 

L.C.  card  68-62316  C  3.138/3  :  (nos. ) 

03635  Monthly  selected  services  receipts.  (Census  Bureau,  Commerce  De- 
partment.) [Prior  to  January  1976  issues  were  classified  C  56.219/5: 
(nos.)  during  the  time  Census  Bureau  was  subordinate  to  Social  and 
Economic  Statistics  Administration.]  4-  Paper,  $1.00  a  yr.,  single  copy, 
10c.  C  3.239:  (nos.) 

03636  Monthly  wholesale  trade,  sales  and  inventories.  (Census  Bureau,  Com- 
merce Department.)  [Prior  to  January  1976  issues  were  classified 
C  56.219:  (nos.)  during  the  time  Census  Bureau  was  subordinate  to  So- 
cial and  Economic  Statistics  Administration.]  *  Paper,  $7.20  a  yr., 
$1.80  additional  for  foreign  mailing ;  single  copy,  60c.  •  Item  147-C 
L.C.  card  53-27188  C  3.133  :  (nos. ) 

03637  Weekly  retail  sales.  (Census  Bureau,  Commerce  Department.)   [Prior 

to  January  1976  issues  were  classified  C  56.219/7  :  (date)  during  the  time 
Census  Bureau  was  subordinate  to  Social  and  Economic  Statistics  Admin- 
istration.] *(  Included  in  price  of  subscription  to  monthly  retail  trade. 
See  Entry  03634. )  C  3.138/5 :  ( date ) 

03638  Current  discharge  at  selected  stations  in  Pacific  Northwest:  Monthly 

discharge  based  on  daily  observed  data  reported  by  agencies  participat- 
ing in  reporting  network  of  Columbia  River  Water  Management  Group. 
(NW  Water  Resources  Data  Center,  Water  Resources  Division,  Geologi- 
cal Survey,  [Interior  Department].)  [Monthly.  Provisional,  subject  to 
revision.  Issued  with  perforations.]  #  NW  Water  Resources  Data  Cen- 
ter, Water  Resources  Division,  U.S.  Geological  Survey,  830  N.E.  Holladay 
St.,  Box  3202,  Portland,  OR  97208  1 19.47/2  :  (date) 

*For  Sale  by  Superintendent  of  Documents 
4-Distribution  Made  by  Issuing  Office 
Page  A-18  #Not  Available  for  Sale  or  Distribution 


03640 


03641 


03642 


03644 
03645 


February  1976 

03639  Current   Federal   examination  announcements,   AN-2279.    (Civil   Service 
Commission.)    [Bimonthly.]     +     •  Item  292  CS  1.28:  2279/ (nos.) 

Current  housing  reports:  Housing  characteristics,  see  entry  0404'.). 

Housing  vacancies.  (Series  H-lll ;  Census  Bureau,  Commerce  De- 
partment.) [Quarterly.  Prior  to  January  1976  issues  were  classified 
C  56.219:  H-lll/ (nos.)  during  the  time  Census  Bureau  was  subordinate 
to  Social  and  Economic  Statistic  Administration.]  *  Paper,  $3.60  a  yr. 
(including  Series  H-lll  and  H-121),  add  90c.  for  foreign  mailing ;  single 
copies  vary  in  price.     •  Item  141-A  C  3.215  :  H-lll/ (nos.) 

Market  absorption  of  apartments.  ( H-130-series  ;  Commerce  Depart- 
ment, Social  and  Economic  Statistics  Administration,  Census  Bureau.) 
[Quarterly.  Issued  jointly  with  Housing  and  Urban  Development  De- 
partment.] 4-  Paper,  $2.50  a  vr.,  single  copy,  25c.  annual,  50c.  •  Item 
141-A  C  56.230:  (nos.) 

Current  industrial  reports.  (Census  Bureau,  Commerce  Department.) 
[Monthly.  Annual  summaries  are  entered  in  Monthly  catalog  as  received. 
Prior  to  January  1976  issues  were  classified  C  56.216  :(letter-nos.)  during 
the  time  Census  Bureau  was  subordinate  to  Social  and  Economic  Sta- 
tistics Administration.]     -f  Price  upon  application.     •  Item  142-A 

C  3.158  :(letters-nos.) 
Aluminum  ingot  and  mill  products.  Series  M33-2 

L.C.  card  53-15670 
Clay  construction  products,  Series  M32D 
Closures  for  containers,  Series  M34H 
Complete  aircraft  and  aircraft  engines.  Series  M37G 
L.C.  card  53-32905 
Confectionery  (including  chocolate  products),  Series  M20C 

L.C.  card  53-32905 
Consumption  on  woolen  and  worsted  systems,  Series  M22D 
Cotton,  man-made  fiber  staple,  and  linters,  consumption  and  stocks,  and  spindle 

activity,  Series  M22P 
Electric  lamps,  Series  M36D 
Fats  and  Oils,  oilseed  crushings,  Series  M20.T 
Fats  and  Oils,  production,  consumption,  and  stock,  Series  M20K 
Flour  milling  products,  Series  M20A 

L.C.  card  47-19486 
Glass  containers,  Series  M32G 
Industrial  gases.  Series  M28C 
Inorganic  chemicals.  Series  M28A 

Inorganic  fertilizer  materials  and  related  acids,  Series  M28B 
Inventories  of  brass  and  copper  wire  mill  shapes,  Series  M33K 
Inventories  of  steel  mill  shapes.  Series  M33- S 
Iron  and  steel  castings.  Series  M33A 

Manufacturers'  export  sales  and  orders  of  durable  goods,  Series  M4-A 
Manufacturers'  shipments,  inventories  and  orders.  Series  M3— 1 
Mattresses,  bedsprings,  and  sleep  furniture,  Series  M25E 
Men's  apparel.  Series  M23B 

L.C.  card  53-27191 
Metal  cans,  Series  M34D 
Nonferrous  castings,  Series  M33E 
Paint,  varnish,  and  lacquer.  Series  M28F 

L.C.  card  51-4453 
Plastics  bottles.  Series  M30E 
Pulp,  paper,  and  board,  Series  M26A 
Shoes  and  slippers.  Series  M31A 
Steel  shipping  barrels,  drums,  and  pails,  Series  M34K 

L.C.  card  47-336S7 
Titanium  ingot,  mill  products,  and  castings.  Series  BDCF-263 
Tractors  (except  garden  tractors),  Series  M35S 
Truck  trailers.  Series  M37L 

L.C.  card  55-36197 
Women's  misses'  and  juniors'  apparel.  Series  M23H 

L.C.  card  52-35737 
Woven  fabrics,  production,  inventories,  and  unfilled  orders.  Series  M22A 
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03677  Current  industrial  reports.  (Census  Bureau,  Commerce  Department.) 
[Quarterly.  Annual  summaries  are  entered  in  Monthly  catalog  as  re- 
ceived. Prior  to  January  1976  issues  were  classified  C  56.216:  (letter- 
nos.)  during  the  time  Census  Bureau  was  subordinate  to  Social  and 
Economic  Statistics  Administration.]  +  Price  upon  application. 
•  Item  142-A  C  3.158  :  (letter-nos.) 
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03678  Converted  flexible  packaging  products,  Series  MQ-26F 

03679  Backlog  of  orders  for  aerospace  companies,  Series  MQ-37D 

03680  Carpets  and  rugs,  Series  MQ-22Q 
036S1  Construction  machinery,  Series  MQ-35D 

03682  Copper  base  mill  and  foundry  products.  Series  BDCF-84 

03683  Cotton  broadwoven  gray  goods.  Series  MQ-22T.1 

03684  Electric  lamps,  Series  MQ-36-B 

03685  Flat  Glass,  Series  MQ-32A 

03686  Fluorescent  lamp  ballasts,  Series  MQ-36C 

03687  Inventories  of  brass  and  copper  wire  mill  shapes,  Series  MQ-33K 

03688  Knit  fabric  production,  Series  MQ-22K 

036S9       Knit    underwear    and    nightwear,    'Series    MQ-23C     [Discontinued    with    Fourth 
Quarter  1971.] 

03690  Man-made  fiber  broadwoven  gray  goods,  Series  MQ— 22T.2 

03691  Manufacturers'  inventory  and  sales  expectations,  Series  MQ-1 

03692  Metalworking  machinery,  Series  MQ-35W 

03693  Plumbing  fixtures,  Series  MQ-34E 

03694  Refractories,  Series  MQ-32C 

03695  Sheets,  pillowcases,  and  towels,  Series  MQ-23X 

03696  Shipments  of  knit  cloth,  including  interplant  transfers,  Series  MQ-22K 

03697  Tire  cord  and  tire  cord  fabrics,  Series  MQ-22T.4 

03698  Wool  broadwoven  goods,  Series  MQ-22T.3 

03699  Current  literature  on  venereal  disease,  abstracts  and  annotated  bibliog- 

raphy;  (DHEW  publication  (HSM)  (date)-8233;  Health,  Education, 
and  Welfare  Department,  Public  Health  Service,  [Health  Services  and 
Mental  Health  Administration,  Center  for  Disease  Control,  State  and 
Community  Services  Division,  Venereal  Disease  Branch,  Atlanta,  Ga.] 
[Irregular.  Indexed  annually.]  +  (Limited  distribution). 
L.C.  card  53-61360  HE  20.2311 :  ( date/nos. ) 

03700  Current  local  announcements  covering  Washington,  D.C.,  metropolitan 

area,  AN  2602-WA.   (Civil  Service  Commission.)    [Bimonthly.]     + 

OS  1.28  :  2602-WA/  (nos. ) 

03701  Current  population  reports:  Series  P-20,  Population  characteristics.  (Cen- 

sus Bureau,  Commerce  Department.)  [Irregular.  Prior  to  January  1976 
issues  were  classified  C  56.218:  P-20/ (nos.)  during  the  time  Census 
Bureau  was  subordinate  to  Social  and  Economic  Statistics  Administra- 
tion.] *  Paper,  $56.00  a  yr.  (including  Series  P-20,  P-23,  P-25,  P-26, 
P-27,  P-28  summaries,  P-60  and  P-65)  ;  $14.00  additional  for  foreign 
mailing ;  single  copies  vary  in  price.  •  Item  142-C 
L.C.  card  52-2169  C  3.186 :  P-20/  ( nos. ) 

03702  Series  P-23,  Special  studies.  (Census  Bureau,  Commerce  Department.) 

[Irregular.  Prior  to  January  1976  issues  were  classified  C  56.218 :  P-23/ 
(nos.)  during  the  time  Census  Bureau  was  subordinate  to  Social  and 
Economic  Statistics  Administration.]  *  Paper,  $56.00  a  yr.  (including 
Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28  summaries,  P-60,  and  P-65)  ; 
$14.00  additional  for  foreign  mailing  ;  single  copies  vary  in  price.  •  Item 
142-C  C  3.186 :  P-23/  (nos. ) 

03703  Series  P-25,  Population  estimates  and  projections.   (Census  Bureau, 

Commerce  Department.)  [Irregular.  Prior  to  January  1976  issues  were 
classified  C  56.218:  P-25/ (nos.)  during  the  time  Census  Bureau  was 
subordinate  to  Social  and  Economic  Statistics  Administration.]  *  Paper, 
$56.00  a  yr.  (including  Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28  sum- 
maries, P-60  and  P-65)  ;  $14.00  additional  for  foreign  mailing ;  single 
copies  vary  in  price.     •  Item  142-C 

L.C.  card  52-2170  C  3.186  :  P-25/  (nos. ) 

03704  Series  P-26,  Federal-State  cooperative  program  for  population  esti- 
mates. (Census  Bureau,  Commerce  Department.)  [Irregular.  Prior  to 
January  1976  issues  were  classified  C  56.218  :P-26/( nos.)  during  the 
.time  Census  Bureau  was  subordinate  to  Social  and  Economic  Statistics 
Administration.]  *  Paper,  $56.00  a  yr.  (including  Series  P-20,  P-23, 
P-25,  P-26,  P-27,  P-28  summaries,  P-60,  and  P-65)  ;  $14.00  additional 
for  foreign  mailing ;  single  copies  vary  in  price.     •  Item  142-C 

C  3.186:  P-26/ (nos.) 
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03705 Series  P-27,  Farm  production.  (Census  Bureau,  Commerce  Depart- 
ment.) I  [rregular.  Prior  to  January  1976  Issues  were  classified  C  56.218: 
P-27/(nos.)  during  the  time  Census  Bureau  was  subordinate  to  Social 
and  Economic  statistics  Administration.]  'Paper,  $56.00  a  yr.  (in- 
cluding Series  P-20,  P  23,  P  25,  P  26,  P  27,  P  28  summaries,  P  80  and 
P-65)  ;  $14.00  additional  for  Foreign  mailing;  single  copies  vary  in  price. 

•  Item   Hi-  C  C 3.186:  P-27/(nos.) 

03706  Series  P-28,  special  census,  summaries.  (Census  Bureau,  Commerce 

Department.)  [Irregular.  Prior  to  January  l!»7(i  issues  wen-  classified 
C  56.218:  P-28/ (nos.)  during  the  time  Census  Bureau  was  subordinate 
to  Social  and  Economic  Statistics  Administration.  |  *  Paper,  $56.00  a  yr. 
(including  Series  P-20,  P-23,  P-25,  P-26,  P  27,  P  28  summaries.  1'  60 
and  P-65)  :  $14.00  additional  for  foreign  mailing;  single  copies  vary  in 
price.      •  Item  142-C 

L.C.  card  fi2  2K;!>  C3.186:  1>  lis    (nos.) 

03707  Series  P-60,  Consumer  income.  (Census  Bureau,  Commerce  Depart- 
ment. )  |  Irregular.  Prior  to  January  1976  issues  were  classified  C  56.218  : 

P-60/(nos. )  during  the  time  Census  Bureau  was  subordinate  to  Social 
and  Economic  Statistics  Administration.]  *  Paper.  .$50. (K)  a  yr.  (in- 
cluding Series  P-20.  P-23,  P-25,  P-26.  P-27.  P-28  summaries,  P-60, 
P-65)  :  $14.00  additional  for  foreign  mailing;  single  copies  varv  in  price. 

•  Item  142-C 

L.C.  card  52-2108  C  3.186 :  P-60/ ( nos.  | 

03708  Series  P-65,  Consumer  buying  intentions.   (Census  Bureau.  Commerce 

Department.)  [Irregular.  Prior  to  January  1!)7<>  issues  were  classified 
C  56.218  :  P-65/(nos. )  during  the  time  Census  Bureau  was  subordinate 
to  Social  and  Economic  Statistics  Administration.]  *  Paper,  $50.00  a  yr. 
(including  Series  P-20.  P-23,  P-25.  P-26.  P-27.  P-28  summaries.  P-60 
and  P-65)  ;  $14.00  additional  for  foreign  mailing:  single  copies  vary  in 
price.     •  Item  142-C 

B.C.  card  A63-723 1  < '  3.186  :  P-65/  ( nos.  > 

03709  Current  wage  developments.  (Labor  Department,  Labor  Statistics  Bureau. 

[Office  of  Wages  and  Industrial  Relations].)  [Monthly.]  *  Paper. 
$18.00  a   yr..   $4.50  additional    for   foreign   mailing:    single   copy.   $1.50 

•  Item  76S-D  (Rev.  1971) 

L.C.  card   L  48-43  L  2.44  :  (  v.nos.&  nos.  > 

03710  Customs  bulletin,  regulations,  rulings,  decisions,  and  notices  concerning 

customs  and  related  matters  and  decisions  of  Court  of  Customs  and 
Patent  Appeals  and  Customs  Court.  (Customs  Service.  Treasury  Depart- 
ment.) [Weekly.]  *  Paper.  $4.3.70  a  yr.,  $10.95  additional  for  foreign 
mailing:  single  copy.  85c.  T  1.11/3  :(  v. nos. &  nos.  | 

03711  Customs  regulations  of  United  States.   (Customs  Service,  Treasury  De- 

partment.)  [Issued  in  looseleaf  form.]     *  Paper.  $28.50  (including  basic 
book  and  revised  pages  for  indefinite  period)  :  $7.15  additional  for  for- 
eign mailing.     •  Item  948-A 
L.C.  card  43-50845  T  17.9  : 1  date  ) 

03712  DACAS,  drug  abuse  current  awareness  system    [comprehensive  biweekly 

listing  of  citations  of  recent  drug  abuse  literature].  <  [Health.  Education, 
and  Welfare  Department.  Public  Health  Service,  Alcohol.  Drug  Abuse, 
and  Mental  Health  Administration],  National  Institute  on  Drug  Abuse, 
National  Clearinghouse  for  Drug  Abuse  Information.)  [Prepared  by 
Herner  and  Company  under  contract  271-75-5044.]     4- 

HE  20.8209 :  (v.nos.&  nos.  I 

03713  Daily    congressional    notification    of    grants    and    contracts    awarded. 

(National  Science  Foundation)    [Daily.]     4-  NS  1.34  :  (date) 

03714  Daily  depository  shipping   list.    (Government   Printing  Office.    [Office  of 

Assistant    Public    Printer    Superintendent    of    Documents]     Library.) 

•  Paper,  $141.60  a  yr.,  $35.40  additional  for  foreign  mailing,  single  copies 
not  sold.  GP  3.16/3  :  ( nos.  I 
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03715  Daily  series,  synoptic  weather  maps:   pt.  1,  Northern  Hemisphere  sea 

level  and  500  millibar  charts.  (NOAA  SWMDA ;  Commerce  Department, 
National  Oceanic  and  Atmospheric  Administration,  Environmental  Data 
Service. )  [Monthly.]  +  Paper,  $56.40  a  yr.,  $18.40  additional  for  foreign 
mailing;  single  copy,  $4.70  (Make  checks  payable  to  Department  of  Com- 
merce, NOAA ;  send  payments  and  orders  to  National  Climate  Center, 
Federal  Building,  Asheville,  NC  28801  Attn:  Publications). 

C  55.213/2  :( date) /(pt.) 

03716  Daily  spot  cotton  quotations,  see  Spot  cotton  quotations. 

03717  Daily    statement   of   Treasury.    (Treasury   Department.)     [Daily   except 

Saturdays,   Sundays,  and  holidays.]     *  Paper,  $62.20  a  yr.    (including 
daily  issues  and  Monthly  and  Final  statements  for  fiscal  year  of  re- 
ceipts and  expenditures  of  United  States  Government)  ;  $15.55  additional 
for  foreign  mailing.     •  Item  923-A-2 
L.C.  card  15-3303  T  1.5  :  (date) 

03718  Daily  weather  and  river  bulletin,  Albuquerque,  N.  Mex.   (Commerce  De- 

partment, NOAA,  Weather  Service.)  [Daily,  Monday-Friday,  Apr.- June.] 
+  Paper,  90c.  a  yr.,  30c.  per  month  (Make  checks  payable  to  Department 
of  Commerce,  NOAA  ;  send  subscription  orders  and  payments  to  National 
Weather  Service  Forecast  Office,  P.O.  Box  9025,  Municipal  Airport, 
Albuquerque,  NM  87119) .  C  55.110/4  :  ( nos. ) 

03719  Daily  weather  maps,  weekly  series.    (Commerce  Department,  National 

Oceanic  and  Atmospheric  Administration,  Environmental  Data  Serv- 
ice. )  *  Paper,  $16.50  a  yr.,  $4.25  additional  for  foreign  mailing ;  single 
copy,  35c.     •  Item  273-D-4  C  55.213  :  (date) 

03720  Dairy  herd  improvement  letter.    (Agriculture  Department,  Agricultural 

Research  Service,  National  Cooperative  Dairy  Herd  Improvement  Pro- 
gram, Animal  Physiology  and  Genetics  Institute.)  [Irregular.]     4- 
L.C.  card  57-30984  A  77.608 :  ( v.nos.&  nos. ) 

03721  Dairy  plants  surveyed  and  approved  for  USD  A  grading  service.  (Agri- 

culture Department,  Agricultural  Marketing  Service.  Dairy  Division.) 

[Quarterly.]     4-     •  Item  21-Q 

L.C.  card  72-627169  A  88.14/12  :  ( date ) 

03722  Dairy  products.  (Da  2-6;  Agriculture  Department,  Statistical  Reporting 

Service,  Crop  Reporting  Board.)  [Monthly.]     +  A  92.10/7  :  (date) 

03723  Dairy  situation.    (DS-( series)  ;  Economic  Research  Service,  Agriculture 

Department.)  [Issued  5  times  a  year]     +     •  Item  21-B 

L.C.  card  59-31038  A  93.13  :  ( nos. ) 

03724  Data  buoy  technical  bulletin.   (Department  of  Commerce,  National  Oce- 

anic and  Atmospheric  Administration,  NOAA  Data  Buoy  Office)  [Quar- 
terly, v.  1,  no.  1  titled  Data  Buoy  Newsletter.]  +  NOAA  Data  Buoy 
Office,  Bay  St.  Louis,  Mississippi  39520  C 55.30 :(v.nos.& nos.) 

03725  Data  report,  high  altitude  meteorological  data.  (World  Data  Center  A: 

Meteorology,  National  Climatic  Center,  National  Oceanic  and  Atmos- 
pheric Administration,  Commerce  Department.)  [Monthly.]  4-  Paper, 
$52.20  a  yr.,  $22.40  additional  for  foreign  mailing;  single  copy,  $4.35 
(Make  checks  payable  to  Department  of  Commerce,  NOAA;  send  pay- 
ments and  orders  to  National  Climatic  Center,  Federal  Building,  Ashe- 
ville, NC  28801  Attn:  Publications).  C  55.280  :(v.nos.&  nos.) 

03726  Data   user  news.    (Census   Bureau,   Commerce  Department.)    [Monthly. 

Volumes  7-10  were  classified  C  56.217:  (v.  nos.  &  nos.)  during  the  time 
Census  Bureau  was  subordinate  to  Social  and  Economic  Statistics  Ad- 
ministration.] +  Paper,  $4.00  a  yr.,  (including  12  issues)  ;  single  copies 
vary  in  price.  Subscriber  Service  Section  (Publications),  Washington, 
DC  20233.     •  Item  148-C  C  3.238 :  (v.nos.&  nos. ) 

03727  Dates  of  latest  editions,  VFR  aeronautical  charts.   (Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National  Ocean 
Survey.)  [Issued  every  4  weeks.]     -+-  C  55.409:  (date) 
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0372X  Decision  list.  (Federal  Energy  Administration,  Office  of  Exceptions  and 
Appeals.)  I  weekly.]     +  ]■]■:  1.11  :(nos.) 

03729  Decisions  of  Comptroller  General  of  United  States.  (General  Accounting 

Office.)  [Monthly.  .March.  September,  and  December  issues  include  index 

digests,   and   June   issue  includes  cumulative  tallies  and   index  digest.] 
♦Paper,  $17.75  a  yr..  $4.50  additional  for  foreign  mailing;  single  copy. 
$1.40  except  June  issue  which  varies  in  price.     •  Item  544 
L.O.  card  22-24145  GA  1.5/a:(v.nos.&  nos.  | 

03730  Decisions  on  geographic  names  in  United  States,  decision  list.  (Geographic 

Names  Board,  Interior  Department.)   [Quarterly.]     +     1 35.5/2: (nos.) 

03731  Defense  indicators;    [prepared  in   Statistical  Indicators  Division,   Feliks 

Tannn,  editor].  (Series  ES4 ;  Economic  Analysis  Bureau,  Commerce 
Department.)  [Monthly.  Issues  of  1972-75  were  classified  C  66.110 :  (date) 

during  the  time  Economic  Analysis  Bureau  was  subordinate  to  Social 
and  Economic  Statistical  Administration.]  *  Paper,  $17.00  a  yr.,  $4.50 
additional  for  foreign  mailing;  single  copy,  $1.50.     •  Item  142   K 

C  59.10:  (date) 

03732  Defense  management  journal;    [Robert  F.  Goerlich.   editor].    (Office  of 

Assistant  Secretary  of  Defense    (Installations  and  Logistics),  Defense 
Department.)    [Quarterly.]     *  Paper,   $4.85  a  yr.,   $1.25  additional   for 
foreign  mailing  ;  single  copy,  $1.25.     •  Item  304-B 
L.C.  card  79-648817  D  1.38/2  :  ( v.nos.&  nos. ) 

03733  Defense  procurement  circular.  (Defense  Department.)    [Irregular.  Issued 

by  direction  of  Assistant  Secretary  of  Defense  (Installations  and 
Logistics).  Issued  with  perforations.]  "(Included  in  price  of  subscrip- 
tion to  Armed  services  procurement  regulations).     •Item  304 

D  1.13/3:  (date  i 

03734  Demand  and  price  situation.  (DPS- (series)  ;  Economic  Research  Service, 

Agriculture  Department.)  [Quarterly.]      -f      •  Item  21-A 

L.C.  card  03-24527  A  93.9/2  :  (nos. ) 

03735  Department   of  Defense  index  of  specifications  and  standards,  supple- 

ments, pt.  1.  Alphabetical  listing,  pt.  2.  Numerical  listing.  (Defense  De- 
partment. )  [Bimonthly.]  *  Paper,  $35.25  (Including  basic  pts.  1  and  2 
and  cumulative  supplements  to  the  particular  edition)  ;  $8.85  additional 
for  foreign  mailing.      •  Item  314-G 

D  7.14 :  (date) /pt.  (nos.  )/supp. -nos. ) 

03736  Department    of    Defense    telephone    directory.    (Defense    Department.) 

[Triannual.]     *  Paper,  $16.25  a  yr..  $4.10  additional  for  foreign  mailing; 

single  copy,  $5.45.     •  Item  304-H 

L.C.  card  61-317N2  D 1.7  :  ( date i 

03737  Department  of  State  bulletin,  official  weekly  record  of  United  States  for- 

eign policy.  ([Office  of  Media  Sendees.  Bureau  of  Public  Affairs].  State 
Department.)     [Index    issued    separately    for    each    volume.]     *  Paper. 
$42.50  a   yr.,   $10.65  additional  for  foreign  mailing :   single  copy.   K5c. 
•  Item  864 
L.C.  card  39-26945  S  1.3  :  ( v.nos.&  nos. ) 

03738  Department  of  State  newsletter;    [Gerson  H.  Lush,  editor].    (State  De- 

partment. )   [Monthly.]     *  Paper,  $15.30  a  yr.,  $3.85  additional  for  foreign 

mailing  ;  single  copy,  $1.35.     •  Item  864-B 

L.C.  card  63-5171  S  1.118 :  (  nos.  | 

03739  Department  of  Transportation  telephone  directory.  (Transportation  De- 

partment.) [Quarterly.]  *  Paper,  $12.50  a  yr.,  $3.25  additional  for  for- 
eign mailing  ;  single  «-opy,  $3.25.     •  Item  982-C-7  TD  1.9 :  (date) 

03740  Deposits,  reserves,  and  borrowings  of  member  banks.   I  Federal  reserve 

statistical  release  H-7 ;  Federal  Reserve  System  Board  of  Governors.) 
[Weekly.]     +  FR  1.11/4  :  (date) 
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03741  Development  digest,  quarterly  journal  of  excerpts,  summaries,  and  re- 

prints of  current  materials  on  economic  and  social  development ;  pre- 
pared by  National  Planning  Association  [Gordon  Donald,  editor].  (In- 
ternational Development  Agency,  State  Department. )  *  Paper,  $7.90  a 
yr.,  $2.00  additional  for  foreign  mailing;  single  copy,  $2.00.  •  Item 
900-C-6 
L.C.  card  66-8972  S  18.33 :  (v.nos.&  nos. ) 

03742  Dewey  decimal  classification,  additions,  notes  and  decisions.   (Library  of 

Congress,  Processing  Department,  Decimal  Classification  Division.) 
[Irregular.]     +  LC  37.8:  (v.nos.&  nos.) 

03743  Diabetes  literature  index;  [editor,  Joseph  Izzo].  (Health,  Education,  and 

Welfare  Department,  Public  Health  Service,  National  Institutes  of 
Health,  National  Institute  of  Arthritis,  Metabolism,  and  Digestive  Dis- 
eases.) [Monthly.  Issued  in  cooperation  with  American  Diabetes  Associa- 
tion Publications  Committee.  Prepared  cooperatively  by  University  of 
Minnesota  and  University  of  Rochester  pursuant  to  contract  with  PHS, 
USDHEW,  PH  43-67-663.]  *  Paper,  $26.50  a  yr.,  $6.65  additional  for 
foreign  mailing;  single  copy,  $2.25.     •  Item  507-A-15 

HE  20.3310 :  ( v.nos.&  nos. ) 

03744  Digest    for    reporters.    (Agriculture   Department,    Statistical   Reporting 

Service,  Crop  Reporting  Board.)  [Monthly.]     4-  A  92.23/2  :  (date) 

03745  Digest  of  public  general  bills  and  resolutions.  (Library  of  Congress,  Con- 

gressional Research  Service,  [Bill  Digest  unit  American  Law  Division].) 
[ISSN  0012-2785.  Five  or  more  cumulative  issued  during  each  session, 
with  biweekly  supplementation  as  needed  and  final  edition  at  conclusion 
of  each  session.]  *  Paper,  $110.00  per  session  of  Congress,  $27.50  addi- 
tional for  foreign  mailing ;  single  copies  vary  in  price.  •  Item  807 
L.C.  card  36-26093  LC  14.6 :  ( Cong.sess.&  nos. ) 

03746  Digest  of  selected  health  and  insurance  plans;   [prepared  by  Dorothy  R. 

Kittner,  Kevin  G.  Wetmore,  and  Majella  A.  Leary].  (Labor  Department, 
Labor  Statistics  Bureau.)    [Issued  in  looseleaf  form.]     *  Paper,  $14.00 
(including  basic  volumes  and  supplemental  changes  for  an  indefinite  pe- 
riod) ;  $3.50  additional  for  foreign  mailing.     •  Item  768-K 
L.C.  card  72-603195  L  2.99/2  :  ( date ) 

03747  Digest  of  selected  pension  plans,  plans  under  collective  bargaining,  plans 

for  salaried  employees.  (Labor  Department,  Labor  Statistics  Bureau.) 
[Issued  in  looseleaf  form.]  *  Paper,  $8.15  (including  basic  manual  and 
supplemental  changes  for  an  indefinite  period),  $2.05  additional  for  for- 
eign mailing.     •  Item  768-K  L  2.99 :  (date) 

03748  Digests  of  published  decisions  of  Comptroller  General  of  United  States. 

(General  Accounting  Office.)   [Irregular.]     +     •  Item  544 

GA  1.5/4:  (nos.) 

03749  Dimensions,  NBS,  monthly  news  magazine  of  National  Bureau  of  Stand- 

ards. [Prepared  by  Office  of  Information  Activities].  (Commerce  Bureau, 
National   Bureau   of   Standards.)    [Monthly,   including  annual  index.] 

*  Paper,  $9.45  a  yr.,  $2.40  additional  for  foreign  mailing ;  single  copy, 
80c.     •  Item  250 

L.C.  card  25-26527  C  13.13 :  ( v.nos.&  nos. ) 

03750  Diplomatic    list.     (Publication    7894;    State    Department.)     [Quarterly.] 

*  Paper,  $5.80  a  yr.,  $1.45  additional  for  foreign  mailing ;  single  copy, 
$1.50.     •  Item  865 

L.C.  card  10-16292  S  1.8 :  (date) 

03751  Direction,  Navy  Public  Affairs  monthly;   [Marcus  J.  Whetstone,  editor]. 

( [Navy  Internal  Relations  Activity,  Office  of  Chief  of  Information,  Navy 
Department.] )     #     •  Item  369-B  D  201.17  :  (date ) 
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03752  Directory  of  multifamily  project  mortgage  insurance  programs  by  proj- 

ect status.  (RR:02  series;  Housing  and  Urban  Development  Depart- 
ment, Housing  Production  and  Mortgage  Credit,  Management  Informa- 
tion Systems  Division,  Multifamily  Activities  Branch.)  [Cumulative 
quarterly.  Prior  to  Mar.  31,  1975  issued  as  Selected  multifamily  status  re- 
ports, mortgage  insurance  programs  by  name  and  location  of  each  proj- 
ect]    4-     •  Item  581-E-6  HH  1.50:  (date) 

03753  District  5  petroleum  statement  [crude  petroleum,  petroleum  products,  and 

natural  gas  liquids]  ;  prepared  in  Division  of  Fuels  Data.  (Mineral 
industry  surveys;  Interior  Department,  Mines  Bureau.)  [Monthly,  with 
separate  annual  issue.]  +  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh, 
PA  15213  I  28.45/3  :  ( date ) 

03754  Domestic     programs     fact     book.     (ACTION.)      [Quarterly.]     4- 

•  Item  857-H-13  AA  1.9/2  :  (date) 

03755  Driver,  traffic  safety  magazine  for  military  driver ;  [Tobias  Van  Rossum 

Daum,  editor].  (Air  Force  Department,  Hq.  Air  Force  Inspection  and 
Safety  Center,  Norton  Air  Force  Base,  Calif.)  [Monthly.  Published  in 
cooperation  with  Navy  Department  and  Army  Department.]  *  Paper, 
$8.65   a   yr.,    $2.20   additional   for   foreign   mailing;    single  copy,    75c. 

•  Item  423-B  D  301.72 :  ( v.nos.&  nos. ) 

03756  Drug  enforcement;   [Horton  Heath,  jr.,  editor].   (Drug  Enforcement  Ad- 

ministration, Department  of  Justice.)    [Quarterly.]     +     •  Item  968-B 

J  24.3/2  :  (v.nos.&  nos.) 

03757  Earthquake  information  bulletin   (Interior  Department,  Geological  Sur- 

vey.) [Bimonthly.]  *  Paper,  $3.00  a  yr.,  75c.  additional  for  foreign  mail- 
ing; single  copy,  55c.     •Item  191-A  1 19.65  :  (v.nos.&  nos.) 

03758  Economic  briefs.   (Federal  Home  Loan  Bank  Board,  Office  of  Economic 

Research.)   [Monthly.]     +  FHL  1.28:  (date) 

03759  Economic  indicators;  prepared  by  Council  of  Economic  Advisers.    (Eco- 

nomic Joint  Committee,  Congress.)    [Monthly.]     *  Paper,  $10.10  a  yr., 
$2.25  additional  for  foreign  mailing ;  single  copy,  85c.     •  Item  997 
L.C.  card  48-46614  Y  4.Ec7  :  Ee7/  (date ) 

03760  EDS;   [Patrick  Huges,  editor].   (Environmental  Data  Service,  Commerce 

Department,  National  Oceanic  and  Atmospheric  Administration.)  [Bi- 
monthly. Prior  to  Jan.  1975  issued  as  Environmental  Data  Services.]     + 

C  55.222:  (date) 

03761  EEO  spotlight.   (Civil  Service  Commission,  Office  of  Assistant  Executive 

Director. )  [Bimonthly.]  4-  (Distribution  thru  agency  requisition  to  Fed- 
eral government  EEO  officers  and  counsellors.)      •  Item  291-C 

C  1.76  :(v.nos.&  nos.) 

03762  Egg  products,  liquid,  frozen,  dried  production  under  Federal  inspection. 

(Pou  2-5;  Agriculture  Department,  Statistical  Reporting  Service,  Crop 
Reporting  Board.)   [Monthly.]     4-  A  92.9/4  :( date) 

03763  Eggs,  chickens  and  turkeys.  (Pou  1-1:  Agriculture  Department,  Statisti- 

cal Reporting  Service,  Crop  Reporting  Board.)    [Monthly.]     + 

A  92.9/16:  (date) 

03764  Electric  power  statistics,  production  of  energy  and  capacity  of  plants, 

fuel  consumption  of  electric  power  plants,  electric  utility  system  loads, 
sales  of  electric  energv,  financial  statistics  of  private  utilities.  (Federal 
Power  Commission.)  [Monthly.]  *  Paper,  $9.85  a  yr.,  $2.50  additional 
for  foreign  mailing;  single  copy,  85c.     •Item  435-E        FP  1.27  :  (date) 

03765  Electricity  sales  statistics,  retail  distribution  of  electricity  at  TVA  resale 

rates,  monthly  report.   (Division  of  Power  Marketing,  Tennessee  Valley 
Authority.)    [Calendar  year  summary   issued  separately.   Issued  with 
perforations.]     4- 
L.C.  card  53-63673  Y  3.T 25 :  13/ (nos.) 
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03766  Electromagnetic  metrology,  current  awareness  service,  abstracts  of  se- 

lected articles  on  measurement  techniques  and  standards  of  electro- 
magnetic quantities  from  D-C  to  millimeter-wave  frequencies  ;  [prepared 
by  Electromagnetics  Division,  NBS,  Boulder,  Colo.].  (Commerce  Depart- 
ment, National  Bureau  of  Standards.)  [Monthly.]  -f  Paper,  $24.00  a 
yr.  Chief,  Electromagnetic  Metrology  Information  Center,  Electromag- 
netics  Division,    National   Bureau   of   Standards,   Boulder,   CO   80302. 

•  Item  247-F 

L.C.  card  73-646534  C  13.54  :  ( date ) 

03767  Employees   of  diplomatic   missions.    ([Publication   8522;    State  Depart- 

ment].) [Quarterly.]  *  Paper,  $3.80  a  yr.,  95c.  additional  for  foreign 
mailing;  single  copy,  $1.00.     •  Item  868-C  S  1.8/2: (date) 

03768  Employment  and  earnings;  [Joseph  M.  Finerty,  editor].  (Labor  Statisti- 

cal Bureau,  Labor  Department.)  [Monthly.  Prepared  by  Division  of  In- 
dustry Employment  Statistics  and  Division  of  Employment  and  Unem- 
ployment Analysis  in  collaboration  with  Division  of  Special  Publica- 
tions.] *  Paper,  $26.00  a  yr.,  $6.50  additional  for  foreign  mailing;  single 
copy,  $2.50.  •  Item  768-B 
L.C.  card  70-11379  L  2.41/2  :  (v.nos.&  nos. ) 

03769  Employment  and  wages.   [Quarterly.  Prepared  by  Division  of  Industry 

Employment  Statistics  in  collaboration  with  Division  of  Special  Pub- 
lications.]   (Labor  Department,  Labor  Statistics  Bureau.     4-     •  Item 
754-B 
L.C.  card  73-644993  L  2.104  :  (date) 

03770  Employment   situation.    (Labor   Statistics  Bureau,   Labor  Department) 

i[Monthly.]     +  L  2.53/2  :  (date) 

03771  En  route  air  traffic  control.    (7110.9D;  Transportation  Department,  Air 

Traffic  Service.)  [Issued  in  looseleaf  form.  Discontinued  with  change 
3  dated  6/30/75.  Merged  with  Terminal  air  traffic  control  (7110.9D)  to 
form  Air  traffic  control  handbook   (7110.65).     •  Item  431-D-l 

TD  4.308:  En  1/ (date) 

03772  Endocrinology  index;   [edited  by  Billie  B.  Mackey].  (Health,  Education, 

and  Welfare  Department,  Public  Health  Service,  National  Institutes  of 
Health,  National  Institute  of  Arthritis,  Metabolism,  and  Digestive  Dis- 
eases.) [Bimonthly,  Developed  with  support  of  Contract  PH  43-66-480 
to  Vanderbilt  University.  Compiled  with  cooperation  and  assistance  of 
staff  of  National  Library   of  Medicine.   Produced   from   MEDLARS.] 

*  Paper,  $45.60  a  yr.,  $11.40  additional  for  foreign  mailing ;  single  copy, 
$7.60.     •  Item  507-A-20  HE  20.3309 :  ( v.nos.&  nos. ) 

03773  Energy  abstracts  for  policy  analysis,  monthly  abstract  journal  for  analy- 

sis and  evaluation  of  energy  research,  conservation,  and  policy  [Miriam 
P.  Guthrie,  and  Lee  M.  Thompson,  editors].  (Energy  Research  and 
Development  Administration,  Office  of  Public  Affairs,  Technical  Infor- 
mation Center.)  [Prepared  by  Holifield  National  Laboratory,  and  ERDA 
Technical  Information  Center.  Sponsored  by  National  Science  Founda- 
tion, Federal  Energy  Administration,  and  ERDA.  Formerly  issued  as 
NSF-RANN  energy  abstracts.]  *  Paper,  $20.00  a  yr.  (including  cumu- 
lative index),  add  $5.00  for  foreign  mailing;  single  copy,  $1.25,  cumula- 
tive index  only,  $5.00.     •  Item  474-A-2  ER  1.9 :  ( v.nos.&  nos. ) 

03774  Energy,  continuing  bibliography  with  indexes.  (NASA  SP-7043 ;  National 

Aeronautics  and  Space  Administration.)  [Quarterly.]  ©Paper,  $25.00 
a  yr.,  $10.00  additional  for  foreign  handling.  NASA  1.21 :  7043 (nos. ) 

03775  Energy   information   reported   to   Congress   as  required  by   Public  law 

93-319,  quarterly  report.  (Federal  Energy  Administration,  National 
Energy  Information  Center.)  ©Paper,  $35.00  a  yr.,  add  $10.00  for 
foreign  mailing ;  single  copy,  $10.00,  foreign  single,  $5.00.  •  Item 
443-A-3  FE  1.15:  (date) 

*For  Sale  by  Superintendent  of  Documents 
4-Distribution  Made  by  Issuing  Office 
Page  A-26  #Not  Available  for  Sale  or  Distribution 


Fhhhuaht  1976 

03776  Energy    reporter.    Federal    Energy    Administration    dtixen    newsletter; 

[David  Turner,  editor].  (Federal  Energy  Administration,  [Office  of 
Commtmications  and  Public  Affairs].)  [Monthly.]     +     •  Item  484  A  s 

FE  1.19:  (date) 

03777  Engineering  and   instrumentation.  8(  <■  Journal   of  research  of  National 

Bureau  of  Standards  :C. 

03778  Engineering    technical    information    system    field    notes;    [editor.    Fran 

owsiey).  i  Forest  Service,  Agriculture  Department.  Division  of  En- 
gineering.)   [Monthly.    Issued    with   perforations. J      # 

A  13.84/8  :i  v.nos.4  nos.) 

03779  Engineer's  digest,  see  Coasl  Guard  engineer's  digest 

03780  Environment   Midwest.    (Environmental   Protection   Agency.)    [Monthly. 

Prior  to  Jan.  1974  issued  as  Region  V  public  report.  BP  1.28  5: (date).] 
4-  Environmental  Protection  Agency,  Office  of  Public  Affairs.  Regions  V, 
230  8.  Dearborn,  Chicago,  IL  60604  BP  L28  7: (date) 

03781  Environment   news.    (Environmental    Protection   Agency,   New   England 

Regional  Office.)  [Monthly.]  4-  EPA  2203  John  F.  Kennedy  Bid..  Bos- 
ton, Mass.  02203  EP  1.7/4  :  i  tins  | 

03782  Environmental  facts.    ([Office  of  Public  Affairs].  Environmental  Protec- 

tion Agency.)  [Irregular.]     4-     •  Item  431-1-26      EP1.42:(date/nos.) 

03783  Environmental  health  perspective;    [George  W.  Lucier.  and  Gary  E.   H 

Hook,  co-managing  editors].  ( [DHEW  publication  (NIH)  (date)  218]; 
National  Institute  of  Environmental  Health  Sciences,  Health.  Education, 
and  Welfare  Department,  Public  Health  Service,  National  Institutes  of 
Health.)  [Quarterly.]  *  Paper.  $13.95  a  yr..  add  $3.50  for  foreign  mail- 
ing ;  single  copy,  $3.60.  •  Item  507-P-2  HE  20.3560  :  i  nos.  | 
0374S  Environmental  news,  i  Environmental  Protection  Agency.  National  En- 
vironmental Research  Center,  Corvaillis.  Or.)    [Irregular.]     4- 

EP  1.7/2:  l  date) 

03785  Environmental  satellite  imagery;  Key  to  meteorological  records  documen- 

tation, no.  5.4:  [prepared  by  National  Environmental  Satellite  Service]. 
(Commerce  Department.  National  Oceanic  and  Atmospheric  Adminis- 
tration,  Environmental   Data    Service.)    [Monthly.]     (Ti     •Item   275-C 

C  55.219/4:  (date) 

03786  EPA  citizens'  bulletin.    (Environmental  Protection  Agency.)    [Irregular. 

Discontinued   with   Jan.   1976   Issue.]      4-      •  Item  431-1-8 

EP  1.3/2:  (date) 

03787  EPA  compendium  of  registered  pesticides,  v.2:  Fungicides  and  nemati- 

cides:  [prepared  by  Edward  P.  Carter.  Richard  E.  Michell,  Eugene  M. 
Wilson].  (Environmental  Protection  Agency.  Pesticides  Programs  Office. 
Chamblee,  6a.)  [Issued  with  perforations.]  *  Paper.  $57.00  (including 
basic  manual  and  supplementary  material  for  an  indefinite  period)  ; 
$14.25  additional  for  foreign  mailing.     •  Item  473-B-3 

EP  5.11/2:  (date) 
v.  3.  sec  entry  03587 

03788  v.  4:  Rodenticides  and  mammal,  bird  and  Ash  toxicants  ;  [prepared  by 

Publications  Branch.  Pesticides  Regulation  Division].  (Environmental 
Protection  Agency.  Pesticides  Programs  Office,  Chamblee,  Ga.)  [Issued 
with  perforations.]  *  Paper.  $7.50  (including  basic  manual  and  supple- 
mentary material  for  an  indefinite  period:  $1.90  additional  for  foreign 
mailing.     •  Item  473-B-3 

L.C.  card  73-600835  EP  5.11/4  :  ( date  i 

03789  EPA   technical  notes.    (Public   Affairs   Office.   Environmental   Protection 

Agency.)    [Irregular.]     4-  EP  1.7/5 :  (date) 

03790  EPAlert,  to  alert  you  to  important  events.   (  Region  3.  Public  Affairs  Divi- 

sion. Environmental  Protection  Agency.)  [Biweekly.]  4- Environmen- 
tal Protection  Agency.  6th  &  Walnut  Streets.  Philadelphia,  Penn.  19106 

EP  1.7/6:  (date) 
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03791  Estimated  retail  food  prices  by  city.    (Labor  Statistics  Bureau,  Labor 

Department.)  [Monthly,  with  separate  summary  for  annual  average.] 
+     •  Item  768-1  L  2.37  :  (date) 

03792  ETA  interchange;    [Abbey  Martin,  editor].    (Employment  and  Training 

Administration,  Labor  Department.)  [Monthly.  Prior  to  v.  1,  no.  2  is- 
sued as  Manpower  interchange,  L  1.69:  (v.nos.&  nos.)  ;  a  combination  of 
Manpower  program  digest,  L  1.39/10,  and  Interchange,  L  1.69.     + 

L  37.9  :(v.nos.&  nos.) 

03793  Export   Administration  bulletin,   supplement  to   Export  Administration 

regulations.  (Commerce  Department,  Domestic  and  International  Busi- 
ness Administration,  Bureau  of  East- West  Trade,  Office  of  Export  Ad- 
ministration.) [Irregular.  Issued  in  looseleaf  form.]  *  (Included  in 
price  of  subscription  to  Export  Administration  regulations,  See  Entry 
no. . )      •  Item  212  C  57.409.2  :  ( nos. ) 

03794  Export  administration  regulations.  (Commerce  Department,  Domestic  and 

International  Business  Administration,  Bureau  of  East-West  Trade,  Of- 
fice of  Export  Administration.)  [Based  on  Official  rules  and  regulations 
of  Department  of  Commerce  published  in  Federal  Register  according  to 
law.]  *  Paper,  $35.00  a  yr.  (including  supplementary  Export  adminis- 
tration bulletin)  ;  $8.75  additional  for  foreign  mailing.     •  Item  211 

C  57.409:  (date) 

03795  Export  licenses  approved  and  reexports  authorized.  (Commerce  Depart- 

ment, Domestic  and  International  Business  Administration ;  East- West 
Trade  Bureau,  Office  of  Export  Administration.)  [Daily  Mon.-Fri.  except 
Federal  legal  holidays.]  +  Paper,  $37.50  a  yr.,  Internal  Distribution 
Branch,  Commerce  Department,  Washington,  DC  20230 

C  57.410:  (date) 

03796  Extension   Service  review    [official  monthly  publication   of  Cooperative 

Extension  Service,  Department  of  Agriculture,  and  State  land-grant  col- 
leges and  universities  cooperating;  Jean  Brand,  editor].  (Information 
Services,  Extension  Service,  Agriculture  Department. )  *  Paper,  $3.60 
a  yr.,  90c.  additional  for  foreign  mailing ;  single  copy,  60c.  •  Item  60 
L.C.  card  Agr  30-359  A  43.7  :  (v.nos.&  nos. ) 

03797  FAA  aviation  news;  [David  Gelfan,  editor].  ((Federal  Aviation  Adminis- 

tration,   Office    of   Flight    Standards    Service,    Transportation    Depart- 
ment.)   [Monthly.]     *  Paper,  $6.20  a  yr.,   $1.55  additional  for  foreign 
mailing  ;  single  copy,  55c.     •  Item  431-A-ll 
L.C.  card  67-3244  TD  4.9  :  (v.nos.&  nos.) 

03798  Faceplate,  [official  magazine  for  divers  of  United  States  Navy ;  J.  J.  Cole- 

man,  editor-in-chief].    ([Navy   Department,   Naval   Sea   Systems   Com- 
mand].) [Quarterly.]     #     •Item412-D 
L.C.  card  72-621064  D  211.22  :  (v.nos.&  nos.) 

03799  Factors  affecting  bank  reserves  and  condition  statement  of  F.  R.  Banks. 

(Federal  reserve  H.4.1. ;  Federal  Reserve  System  Board  of  Governors.) 
[Weekly.]     +  FR  1.15  :  (date) 

03800  Family  economics  review;  [editor,  Katherine  S.  Tippett]    (ARS-NE-36; 

Consumer  and  Food  Economics  Institute,  Agricultural  Research  Service, 

Agriculture  Department.)  [Quarterly.]      +      •  Item  88-B 

L.C.  card  65-67252  A  77.708 :  (date) 

03801  Family  planning  digest;   [Lynn  C.  Landman,  editor].    ( [DHEW  publica- 

tion (HSA)  series]  ;  Bureau  of  Community  Health  Services,  Health 
Services  Administration,  Health,  Education  and  Welfare  Department.) 
[Bimonthly.  Prepared  by  Center  for  Family  Planning  Program  Develop- 
ment, The  Alan  Guttmacher  Institute,  the  Research  and  Development 
Division  of  Planned  Parenthood-World  Population.]  +  •  Item 
494-E-l 
L.C.  card  72-623499  HE  20.5111 :  ( v.nos.&  nos. ) 
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03802  FAR  horizons;  [Madeline  Xaumann,  editor].  ([State  Department,  Bureau 

of  Intelligence  and  Research,  Office  of  External  Research].)  [Quarterly. 
Published  for  Interagency  USC  FAR  (Under  Secretaries  Committee/ 
Subcommittee  on  Foreign  Affairs  Research).  *  Paper.  $3.00  a  yr..  75c. 
additional  for  foreign  mailing;  single  copy.  75c.     •  Item  809-.A 

S  1.125  :(v.nos.&  oos.  I 

03803  Farm  broadcasters  letter.  (Communication  Office,  [Radio  and  Television 

Division],  Agriculture  Department.)      4-  A  21.34  :( letters  &  nos.  I 

03804  Farm  index;    [editor,  Martin  Schubkegel].    (Economic  Research  Service, 

Agriculture  Department.)   [Monthly,  including  annual  index.]     *  Paper. 

$7.70  a  yr.,  $1.95  additional  for  foreign  mailing  :  single  copy,  70c.     •  Item 

-J2-F 

L.C.  card  Agr  62-486  A  93.33  :  (  V.nos.A  nos.  i 

03805  Farm  labor.  (La  1  (series)  ;  Crop  Reporting  Board,  Statistical  Reporting 

Service,  Agriculture  Department,  i    [Monthly.]      4-  A  92.12  :  (date  i 

03806  Fathom,  surface  ship  &  submarine  safety  review;  [A.  S.  Filbert,  editor]. 

([Naval  Safety  Center.  Navy  Department].)  [Quarterly.]  *  Paper, 
$5.50  a    yr.,   .SI. -10  additional    for  foreign    mailing:    single   copy.   $1.40. 

•  Item  374-A-l  D  202.20  :  ( v.nos.&  nos.  i 

03807  Fats   and  oils  situation.   FOS    (series);    ([Commodity   Economics   Divi- 

sion]. Economic  Research  Service,  Agriculture  Department.)    [Issued  5 

times  a  year.  ]     4>     •  I  tern  21-D 

L.C.  card  46-39840  A  93.23  :  (nos. ) 

03808  FBI  law  enforcement  bulletin.  ( Federal  Bureau  of  Investigation,  Justice 

Department.)  [Monthly.]  4-  Director,  Federal  Bureau  of  Investigation, 
Washington,  D.C.  20535.     •  Item  717-C-5  J  1.14/8 :  ( v.nos.&  nos. ) 

03809  FDA  clinical  experience  abstracts;  [Elizabeth  C.  Kelly,  editor].  (Health, 

Education,  and  Welfare  Department,  Food  and  Drug  Administration, 
[Bureau  of  Drugs,  Medical  library].)  [Monthly,  includes  subject  index 
to  complete  volumes.]     +      •  Item  475-L         HE  20.4009 :(v.nos.&  nos.) 

03810  FDA  consumer;    [Ellis  Rottman,  editor].   (Health,  Education,  and  Wel- 

fare Department,  Food  and  Drug  Administration).)  [Monthly,  except  for 
combined  July-Aug.  and  Dec-Jan.  issues.]     *  Paper,  $8.55  a  yr.,  $2.15 
additional  for  foreign  mailing;  single  copv.  $1.15.     •  Item  475-H 
L.C.  card  72-626332  HE  20.4010 :  ( v.nos.&  nos. ) 

03811  FDA  drug  bulletin.  (Health,  Education,  and  Welfare  Department,  Public 

Health     Service,     Food    and    Drug    Administration.)     [Irregular.]      4- 

•  Item  475-Q  HE  20.4003/3  :  (v.nos.&  nos. ) 

03812  Federal   aviation   regulations;    Part   47,   Aircraft   registration.    (Federal 

Aviation  Administration,  Transportation  Department.)  [Formerly  con- 
tained in  vol.  2.]  *  Paper,  $2.50  (including  basic  volume  and  supple- 
mentary materials  for  an  indefinite  period)  ;  add  65c  for  foreign  mailing. 

•  Item  431-C-13  TD  4.6  :  47 

03813  Part  1,  Definitions  and  abbreviations.  (Federal  Aviation  Adminis- 
tration,  Transportation  Department.)    [Formerly  contained  in  vol.  1.] 

•  Paper,  $3.00  (including  basic  volume  and  supplementary  materials  for 
an  indefinite  period)  ;  75c  additional  for  foreign  mailing.  •  Item 
431-C-13  TD  4.6 :  1 

03814  Part  21,   Certification  procedures  for  products  and  parts.    (Federal 

Aviation  Administration,  Transportation  Department.)  [Formerly  con- 
tained in  vol.  2.]  *  Paper,  $3.75  (including  basic  volume  and  supple- 
mentary materials  for  an  indefinite  period)  ;  95c  additional  for  foreign 
mailing.     •  Item  431-C-13  TD  4.6 :  21 

03815  Part  23,  Airworthiness  standards,  normal,  utility,  and  acrobatic  cate- 
gory airplanes.  (Federal  Aviation  Administration.  Transportation  De- 
partment.) [Formerly  contained  in  volume  3.]  *  Paper.  $3.55  (includ- 
ing basic  volume  and  supplementary  changes  for  an  indefinite  period)  ; 
90c  additional  for  foreign  mailing.     •  Item  431-C-13  TD  4.6  :  23 
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03816  Federal  aviation  regulations;  Part  25,  Airworthiness  standards,  transport 

category  airplanes.  (Federal  Aviation  Administration,  transportation 
Department.)  [Formerly  contained  in  vol.  3.]  *  Paper,  $6.00  ( including 
basic  volume  and  supplementary  material  for  an  indefinite  period)  ;  $1.C3 
additional  for  foreign  mailing.     •  Item  431-C-13  TD  4.6 :  25 

03817  Part  33,  Airworthiness  standards,  aircraft  engines.  (Federal  Aviation 

Administration,  Transportation  Department)  [Formerly  contained  in 
vol.  4.  Issued  with  perforations.]  *  Paper,  $3.00  (including  basic  volume 
and  supplementary  material  for  an  indefinite  period)  ;  75c.  additional 
for  foreign  mailing.     •  Item  431-C-13  TD  4.6  :  33 

03818  Part  36,  Noise  standards,  aircraft  type  certification.  (Federal  Avia- 
tion Administration,  Transportation  Department.)  [Formerly  contained 
in  vol.  3.  Issued  in  looseleaf  form.]  *  Paper,  $3.00  (including  basic 
volume  and  supplementary  material  for  an  indefinite  period)  ;  75c.  addi- 
tional for  foreign  mailing.     •  Item  431-C-13  TD4.6:36 

03819  Part  37,  Technical  standard  order  authorizations.   (Federal  Aviation 

Administration,  Transportation  Department.)  [Formerly  contained  in 
vol.  2.  Issued  in  looseleaf  form.]  *  Paper,  $5.65  (Including  basic  volume 
and  supplementary  material  for  an  indefinite  period)  ;  $1.45  additional 
for  foreign  mailing.     •  Item  431-C-13  TD  4.6  :  37 

03820  Part    43,    Maintenance,    preArentative    maintenance,    rebuilding,    and 

alterations.  (Federal  Aviation  Administration,  Transportation  Depart- 
ment.) [Formerly  contained  in  vol.  5.  Issued  in  looseleaf  form.] 
♦Paper,  $2.50  (includes  basic  volume  and  supplementary  material  for 
an  indefinite  period)  ;  65c.  additional  for  foreign  mailing.  •  Item 
431-C-13  TD  4.6 :  43 

03821  Part  61,  Certification,  pilots  and  flight  instructors.  (Federal  Aviation 

Administration,  Transportation  Department.)  [Formerly  contained  in 
vol.  9.  Issued  in  looseleaf  form.]     *  (Prices  vary).     •  Item  431-C-13 

TD4.6:61 

03822  Part  63,  Certification,  flight  crewmembers  other  than  pilots.  (Federal 

Aviation  Administration,  Transportation  Department.)  [Formerly  con- 
tained in  vol.  9.  Issued  in  looseleaf  form.]  *  Paper,  $3.00  (including 
basic  volume  and  supplementary  material  for  an  indefinite  period)  ; 
75c.  additional  for  foreign  mailing.     •  Item  431-C-13  TD4.6:63 

03823  Part  65,  Certification,  airmen  other  than  flight  crewmembers.  (Fed- 
eral Aviation  Administration,  Transportation  Department.)  [Formerly 
contained  in  vol.  9.  Issued  in  looseleaf  form.]  *( Prices  vary.)  •  Item 
431-C-13  TD  4.6  :  65 

03824  Part  91,  General  operating  and  flight  rules.  (Federal  Aviation  Ad- 
ministration, Transportation  Department.)  [Formerly  contained  in  vol. 
6.  Issued  in  looseleaf  form.]  *  Paper,  $11.30  (including  basic  volume  and 
supplementary  material  for  an  indefinite  period)  ;  $2.85  additional  for 
foreign  mailing.     •  Item  431-C-13  TD  4.6  :  91 

03825  Part  93,  Special  air  traffic  rules  and  airport  traffic  patterns.  ( Federal 

Aviation  Administration,  Transportation  Department.)  [Formerly  con- 
tained in  vol.  6.  Issued  in  looseleaf  form.]  *  Paper,  $2.45  (including 
basic  volume  and  supplementary  material  for  an  indefinite  period)  ;  65c 
additional  for  foreign  mailing.     •  Item  431-C-13  TD  4.6  :  93 

03826  Part  103,  Transportation  of  dangerous  articles  and  magnetized  ma- 
terials. (Federal  Aviation  Administration,  Transportation  Department.) 
[Formerly  contained  in  vol.  6.  Issued  in  looseleaf  form.]  *  Paper,  $2.20 
(including  basic  volume  and  supplementary  material  for  an  indefinite 
period)  ;  55c  additional  for  foreign  mailing.     •  Item  431-C-13 

TD  4.6 :  103 

03827  Part   105,    Parachute   jumping.    (Federal   Aviation   Administration, 

Transportation  Department.)  [Formerly  contained  in  vol.  6.  Issued  in 
looseleaf  form.]  *  Paper,  $2.00  (including  basic  volume  and  supple- 
mentary material  for  an  indefinite  period)  ;  50c  additional  for  foreign 
mailing.     •  Item  431-C-13  TD  4.6 :  105 
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08828 Part  121,  Certification  ami  operations,  domestic,  flag,  and  supple- 
mental air  carriers  and  commercial  operations  Of  large  aircraft.  I  Federal 
Aviation  Administration,  Transportation  Department.)  [Formerly  con- 
tained in  vol.  t.  Issued  in  looseleaf  form.]  'Paper,  $9.20  (including 
basic  volume  and  supplemental  material  for  an  indefinite  period  |  ;  $2.30 
additional  for  foreign  mailing.     •  Item  431-C-18  TD  4.6:  121 

03829  Part   123,   Certification   and   operations,   air   travel   clubs  using  large 

airplanes.  (Federal  Aviation  Administration.  Transportation  Depart- 
ment.) (Formerly  contained  in  vol.  7.  Issued  in  looseleaf  form. )  *  Paper, 
$2.00  (including  basic  volume  and  supplementary  material  for  an  in- 
definite period)  ;  50c.  additional  for  foreign  mailing.      •  Item  431-C-13 

TD  4.6 :  123 

03830  Part  127,  Certification  and  operations  of  scheduled  air  carriers  with 

helicopters.  (Federal  Aviation  Administration,  Transportation  Depart- 
ment.) [Formerly  contained  in  vol.  7.  Issued  in  looseleaf  form.]  *  Paper, 
$4.25  (including  basic  volume  and  supplementary  material  for  an  in- 
definite period)  ;  $1.10  additional  for  foreign  mailing.     •  Item  431-C-13 

TD4.G:  127 

03831  Part  133,  Rotocraft  external  load  operations.  (Federal  Aviation  Ad- 
ministration, Transportation  Department.)  [Formerly  contained  in  vol. 
8.  Issued  in  looseleaf  form.]  *  Paper,  $3.00  (including  basic  volume  and 
supplementary  material  for  an  indefinite  period)  ;  75c.  additional  for 
foreign  mailing.     •  Item  431-C-13  TD  4.6 :  133 

03832  Part    135.    Air   taxi    operators   and   commercial    operations   of   small 

aircraft.  (Federal  Aviation  Administration.  Transportation  Depart- 
ment. )  [Formerly  contained  in  vol.  8.  Issued  in  looseleaf  form.]  *  Paper, 
.$6.20  (including  basic  volume  and  supplementary  material  for  an  in- 
definite period)  :  $1.55  additional  for  foreign  mailing.     •  Item  431-C-13 

TD4.6:  135 

03833  Part   139,   Certification  and   operations:    Land  airports   serving   CAB 

certificated  air  carriers.  (Federal  Aviation  Administration.  Transporta- 
tion Department.)  [Formerly  contained  in  vol.  10.  Issued  in  looseleaf 
form.]  *  Paper,  $3.00  (including  basic  volume  and  supplementary 
material  for  an  indefinite  period)  ;  75c.  additional  for  foreign  mailing. 

•  Item  431-C-13  TD  4.G  :  139 

03834  Part  141,  Pilot  schools.  (Federal  Aviation  Administration.  Transpor- 
tation Department.)  [Formerly  contained  in  vol.  9.  Issued  in  looseleaf 
form.]  *  Paper,  $3.00  (including  basic  volume  and  supplementary  ma- 
terial  for  an  indefinite  period)  :    75c.   additional  for  foreign   mailing. 

•  Item  431-C-13  TD  4.6: 141 

03835  Part    152,   Airport    aid   program.    (Federal    Aviation   Administration. 

Transportation  Department.)  [Formerly  contained  in  vol.  K>.  Issued  in 
looseleaf  form.]  *  Paper.  $3.00  (including  basic  annual  and  supple- 
mentary material  for  an  indefinite  period)  :  75c.  additional  for  foreign 
mailing.     •  Item  431-C-13  TD4.6:152 

03836  Federal  Communications  Commission  public  notices.  ( Federal  Communi- 

cations Commission.)  [Irregular.]  Includes  reports  entitled  Actions  in 
docket  cases:  Broadcast  actions;  Broadcast  applications:  Cable  tele- 
vision certificate  of  compliance  actions:  Cable  television  relay  service 
(CAR)  applications:  Cable  television  service  applications:  Cable  TV 
actions;  Common  carrier  actions;  Common  carrier  services  informa- 
tion :  Equipment  type  acceptance  actions  :  Experimental  actions  ;  Ceneral 
action:  New  or  modified  broadcast  call  signs  :  Petitions  for  rule  making 
filed;  Safety  and  special  actions;  Safety  and  special  radio  services: 
Type  approval  actions.  These  public  notice-  are  listed  for  information 
purposes  only.  No  mailing  lists  are  maintained  by  the  Commission,  but 
individual  copies  of  specific  notices  may  be  picked  up  at  the  Commission 
in  Washington,  D.C. 
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03837  Federal  Communications  Commission  reports:  Decisions,  reports,  public 

notices  and  other  documents  of  Federal  Communications  Commission. 

(2d  series;  Federal  Communications  Commission.)   [Weekly.]     *  Paper, 

$86.85  a  yr.,  $21.75  additional  for  foreign  mailing ;  single  copies  vary  in 

price. 

L.C.  card  36-26605  CC  1.12/2  a  :  ( v.nos.&  nos. ) 

03838  Federal  Communications  Commission  rules  and  regulations,  v.  1,  Trans- 

mittal sheets.  (Federal  Communications  Commission.)  [Irregular.  In- 
cludes new  and  revised  pages  to  pt.  0,  Commission  organization ;  pt.  1, 
Practice  and  procedure ;  pt.  13,  Commercial  radio  operators ;  pt.  17, 
Construction,  marking,  and  lighting  of  antenna  structures,  pt.  19,  Em- 
ployee responsibilities  and  conduct.  Issued  in  looseleaf  form.]  *  Paper, 
$8.10  (including  basic  volume  and  supplementary  material  for  an 
indefinite  period)  ;   $2.05  additional  for  foreign  mailing.     •  Item  287 

CC  1.6/1 :  (date) /trans,  (nos.) 

03839  v.   2,    Transmittal    sheets.    (Federal    Communications    Commission.) 

[Irregular.  Includes  new  and  revised  pages  to  pt.  2,  Frequency  allocations 
and  radio  treaty  matters,  pt.  5,  Experimental  radio  services  (other  than 
broadcast),  pt.  15,  Radio  frequency  devices,  pt.  18,  Industrial,  scientific, 
and  medical  equipment.  Issued  in  looseleaf  form.]  *  Paper,  $7.00  (in- 
cluding basic  volume  and  supplementary  material  for  an  indefinite 
period)  ;  $1.75  additional  for  foreign  mailing.     •  Item  287 

CC  1.6/2  :  (date) /trans,  (nos.) 

03840  v.   3,    Transmittal   sheets.    (Federal   Communications   Commission.) 

[Irregular.  Include  new  and  revised  pages  to  pt.  73,  Radio  broadcast  serv- 
ices ;  pt.  74,  Experimental,  auxiliary,  and  special  broadcast  services  and 
other  program  distributional  services.  Issued  with  perforations.] 
*  Paper,  $12.15  (including  basic  volume  and  supplementary  material  for 
an  indefinite  period )  ;  $3.05  additional  for  foreign  mailing.     •  Item  287 

CC  1.6/3  :  ( date )  /trans.  ( nos. ) 

03841  v.   4,    Transmittal   sheets.    (Federal   Communications   Commission.) 

[Irregular.  Includes  new  and  revised  pages  to  pt.  81,  Stations  on  land  in 
maritime  services,  pt.  83,  Stations  on  shipboard  in  maritime  services  ; 
Part  85,  Public  fiixed  stations  and  stations  of  maritime  service  in  Alaska. 
Issued  in  looseleaf  form.]  *  Paper,  $9.50  (including  basic  volume  and 
supplementary  material  for  an  indefinite  period)  ;  $2.50  additional  for 
foreign  mailing.     •  Item  287  CC  1.64 :  ( date )  /trans.  ( nos. ) 

03842  v.   5,   Transmittal   sheets.    (Federal   Communications   Commission.) 

[Irregular.  Includes  new  and  revised  pages  to  pt.  87,  Aviation  services ; 
pt.  89,  Public  safety  radio  services ;  pt.  91,  Industrial  radio  services ;  pt. 
93,  Land  transportation  radio  services;  pt.  94,  Private  operational-fixed 
microwave  service.  Issued  in  looseleaf  form.]  *  Paper,  $18.20  (includ- 
ing basic  volume  and  supplementary  material  for  an  indefinite  period)  ; 
$4.55  additional  for  foreign  mailing.     •  Item  287 

CC  1.6/5  :  (date) /trans,  (nos.) 

03843  v.    6,    Transmittal   sheets.    (Federal    Communications   Commission.) 

[Irregular.  Includes  new  and  revised  pages  to  pt.  95,  Citizens  radio  serv- 
ice ;  pt.  97,  Amateur  radio  service ;  and  pt.  99,  Disaster  communications 
service.  Issued  in  looseleaf  form.]  *  Paper,  $5.35  (including  basic  volume 
and  supplementary  material  for  an  indefinite  period)  ;  $1.35  additional 
for  foreign  maiilng.     •  Item  287  CC  1.6/6 :  ( date) /trans,  (nos. ) 

03844  v.    7,    Transmittal   sheets.    (Federal   Communications   Commission.) 

[Irregular.  "Includes  new  and  revised  pages  to  pt.  21,  Domestic  public 
radio  services  (other  than  maritime  mobile)  ;  pt.  23,  International  fixed 
public  radio  communications  services ;  and  pt.  25,  Satellite  communica- 
tions. Issued  in  looseleaf  form.]  *  Paper,  $7.70  (including  basic  volume 
and  supplementary  material  for  an  indefinite  period)  ;  $1.95  additional 
for  foreign  mailing.     •  Mem  287  CC  1.6/7  :  ( date )  /trans,  (nos. ) 
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03845  v.    8,    Transmittal    sheets.    (Federal    Communications    Commission.) 

[Irregular.  Includes  new  and  revised  pages  to  pt  31,  Uniform  system  of 
accounts  for  class  A  and  class  B  telephone  companies;  pt.  33,  Uniform 
system  of  accounts  for  class  C  telephone  companies.  Issued  in  looseleaf 
form.]  *  Paper,  $5.10  (including  basic  volume  and  supplementary  ma- 
terial for  an  indefinite  period),  .$1.30  additional  for  foreign  mailing. 

•  Item  287  CC  1.6/8:  (date) /trans,  (nos.) 

03846  v.    9,    Transmittal   sheets.    (Federal   Communications   Commission.) 

[Irregular  new  and  revised  pages  to  pt.  34,  Uniform  system  of  accounts 
for  radiotelegraph  carriers  ;  pt.  35,  Uniform  system  of  accounts  for  wire- 
telegraph  and  ocean-cable  carriers.  Issued  in  looseleaf  form.]  *  Paper, 
$3.00  (including  basic  volume  and  supplementary  material  for  an  in- 
definite period)  ;  75c.  additional  for  foreign  mailing.     •  Item  287 

CC  1.6/9:  (date) /trans. (nos.) 

03847  v.   10,   Transmittal  sheets.    (Federal  Communications  Commission.) 

[Irregular,  Includes  new  and  revised  pages  to  pt.  41,  Telegraph  and  tele- 
phone franks  ;  pt.  42,  Preservation  of  records  of  communications  common 
carriers  and  certain  affiliates ;  pt.  43,  Reports  of  communications  com- 
mon carriers  and  certain  affiliates  ;  pt.  51,  Occupational  classification  and 
compensation  of  employees  of  class  A  and  class  B  telephone  companies ; 
pt.  52,  Classification  of  wire-telegraph  employees ;  pt.  61,  Tariffs ;  pt.  62, 
Applications  to  hold  interlocking  directorates ;  pt.  63,  Extension  of  lines 
and  discontinuance  of  service  by  carriers ;  pt.  64,  Miscellaneous  rules  re- 
lating to  common  carriers ;  pt.  66,  Applications  relating  to  consolidation, 
acquisition,  or  control  of  telephone  companies  ;  pt.  67.  Jurisdictional  sepa- 
rations, [Issued  in  looseleaf  form.]  *  Paper,  $4.00  (including  basic 
volume  and  supplementary  material  for  an  indefinite  period)  ;  $1.00  addi- 
tional for  foreign  mailing.     •  Item  287       CC  1.6/10 :  ( date )  /trans.  (no-O 

03848  Federal  design  matters,  exchange  of  information  &  ideas  related  to  Fed- 

eral design.  (National  Endowment  for  the  Arts,  [National  Foundation 
on  the  Arts  and  the  Humanities].)  [Irregular.]  *  Paper,  $3.00 a  yr.,  75c. 
additional  for  foreign  mailing ;  single  copy,  75c.     •  Item  831-B-2 

NF  2.9:  (nos.1) 

03849  Federal  Home  Loan  Bank  Board  journal;    [Watson  Fenimore,  editor]. 

(Federal  Home  Loan  Bank  Board,  Office  of  Communications.)  [Monthly.] 

•  Paper,  $24.50  a  yr.,  $6.15  additional  for  foreign  mailing ;  single  cop3r, 
$2.60.     •  Item  597-A  FHL  1.27  :  (v.nos.&  nos. ) 

03850  Federal  item  name  directory  for  supply  cataloging:  Section  A.  Alphabetic 

index  of  names;  (Cataloging  handbook  H6:  [Army  Dept.]  SB  708-6A ; 
[General  Services  Administration]  GSA-FSS  H  6,  sec.  A ;  Defense  Sup- 
ply Agency,  Defense  Logistics  Services  Center,  Battle  Creek,  Mich.) 
[Quarterly.  Formerly  a  basic  book  with  monthly  cumulative  supple- 
ments.]    *  Microfiche,  $19.60  a  yr.,  $4.90  additional  for  foreign  mailing. 

•  Item  314-A  D  7.6/2  :  6/sec.  4 

03851  Section  B,  subsection  1,  Numeric  index  of  item  name  codes  to  Federal 

item  identification  names  and  Federal  item  identification  guides ;  sub- 
section 2,  Alphanumeric  index  of  Federal  item  identification  guides  lo 
item  name  codes.  (Cataloging  handbook  H6,  ( [Army  Dept.]  SB  708-6B  ; 
[General  Services  Administration]  GSA-FSS  H  6,  sec.  B;  Defense  Sup- 
ply Agency,  Defense  Logistics  Services  Center,  Battle  Creek,  Mich.) 
[Quarterly.  Formerly  a  basic  book  with  monthly  cumulative  supple- 
ments.]    *  Microfiche,  $8.30  a  yr.,  $2.05  additional  for  foreign  mailing. 

•  Item  314-A  D  7.6/2  :  6/sec.B 

03852  Federal   labor  laws,   looseleaf   system  containing  laws   administered  by 

Wage  and  Hour  Division  with  regulations  and  interpretations.   (Labor 
Department.  Wage  and  Hour  Division. )      *  Paper,  $21.45  (including  basie 
book  and  supplementary  material  for  an  indefinite  period)  ;  $5.40  addi- 
tional for  foreign  mailing.     •  Item  778-B 
L.C.  card  73-154500  L  36.205/8 :  (date) 
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03853  Federal  labor-management  consultant;  [Kathryn  Hobbie,  editor].  (Civil 

Service  Commission,  Office  of  Labor-Management  Relations.)  [Biweekly.] 
+     •  Item  293-D  CS  1.80 :  (nos. ) 

03854  Federal  milk  order  market  statistics,  summary.  (FMOS-(nos.)  ;  Agricul- 

ture Department,  Agricultural  Marketing  Services,  Dairy  Division.) 
[  Monthly.  ]     +  A  88.14/11 :  ( nos. ) 

03855  Federal   motor  vehicle   safety  standards  and  regulations,  with  amend- 

ments and  interpretations.  (National  Highway  Traffic  Safety  Admin- 
istration, Transportation  Department.)  [Supplements,  classified  TD 
8.6/3:  (nos.)  are  also  issued.]  *  Paper,  $35.00  (including  basic  manual 
and  supplementary  material  for  an  indefinite  period)  ;  $8.75  additional 
for  foreign  mailing.  •  Item  982-D-3 
L.C.  card  75-605047  TD  8.6/2  :  ( date ) 

03856  Federal  news  clip  sheet,  published  monthly  for  editors  of  employee  pub- 

lications;  [Ed  Staples,  editor].  (Office  of  Public  Affairs,  Civil  Service 
Commission.)     +     •  Item  293-B  CS  1.69: (nos.) 

03857  Federal  personnel  manual  system  FPM  supplement:  532-1,  Coordinated 

Federal  wage  system  [issuances]  (Civil  Service  Commission.)  [Irregu- 
lar. Issued  in  looseleaf  form.]  *  Paper,  $18.50  (including  basic  volume 
and  supplementary  material  for  an  indefinite  period)  ;  $4.75  additional 
for  foreign  mailing.     •  Item  294  CS  1.41/4 :  532-1/ (nos.) 

03858  Federal  personnel  manual  system   [issuances].    (Civil  Service  Commis- 

sion.) [Irregular.  Issued  in  looseleaf  form.]  *  Paper,  $151.95  (includ- 
ing basic  manual  and  supplementary  material  for  an  indefinite  period)  ; 
$38.00  additional  for  foreign  mailing.     •  Item  294       CS  1.41/3:  (nos.) 

03859  Federal  personnel  manual  system  FPM  supplement:  271-1,  Development 

of  qualification  standards  [issuances].  (Civil  Service  Commission.)  [Ir- 
regular. Issued  in  looseleaf  form.]  *  Paper,  $2.50  (includes  basic  man- 
ual and  supplementary  material  for  an  indefinite  period)  ;  75c.  addi- 
tional for  foreign  mailing.     •  Item  294  CS  1.41/4 :  271-1/  (nos. ) 

03860  271-2,  Tests  and  other  applicant  appraisal  procedures   [issuances]. 

(Civil    Service    Commission.)     [Irregular.    Issued   in    looseleaf   form.] 

*  Paper,  $2.50  (including  basic  manual  and  supplementary  material  for 
an  indefinite  period)  ;  75c.  additional  for  foreign  mailing.  •  Item 
294  CS  1.41/4  :  271-2/  ( nos. ) 

03861  293-31,  Personnel  records  and  files  [issuances].  (Civil  Service  Com- 
mission.) [Irregular.  Issued  with  perforations.]  *  Paper,  $9.15  (in- 
cluding basic  volume  and  supplementary  material  for  an  indefinite 
period)  ;  $2.30  additional  for  foreign  mailing.     •  Item  294 

CS  1.41/4  :  293-31/ (nos.) 

03862  296-31,  Processing  personnel  actions  [issuances].  (Civil  Service  Com- 
mission) [Irregular.  Issued  with  perforations.]  *  Paper,  $13.50  (in- 
cluding basic  volumes  and  supplementary  material  for  an  indefinite 
period)  ;  $3.50  additional  for  foreign  mailing.    '•  Item  294 

CS  1.41/4:  296-31/ (nos.) 

03863  305-1,  Employment  under  executive  assignment  system   [issuances]. 

(Civil    Service    Commission.)     [Irregular.    Issued   in    looseleaf   form.] 

*  Paper,  $5.00  (including  basic  volume  and  supplementary  material  for 
an  indefinite  period),  $1.25  additional  for  foreign  mailing.  •  Item 
294  CS  1.41/4 :  305-1/ (nos.) 

03864  330-1,  Examining  practices  [issuances].  (Civil  Service  Commission.) 

[Irregular.  Issued  in  looseleaf  form.]  *  Paper,  $3.50  (including  basic 
manual  and  supplementary  material  for  an  indefinite  period)  ;  $1.00  addi- 
tional for  foreign  mailing.     •  Item  294  CS  1.41/4:  330-1/ (nos.) 

03865  335-1,  Evaluation  of  employees  for  promotion  and  internal  placement 

[issuances].  (Civil  Service  Commission.)  [Irregular.  Issued  in  looseleaf 
form.]  *  Paper,  $11.50  (including  basic  annual  and  supplementary  ma- 
terial for  an  indefinite  period)  ;  $3.00  additional  for  foreign  mailing. 

*  Item  294  CS  1.41/4  :  335-1/ (nos. ) 
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—  339-31,  Reviewing  and  acting  on  medical  certificates  [issuances]. 
(Civil    Service    Commission.)     [Irregular.    Issued   in   looseleaf   form.] 

*  Paper,  $11.45  (including  basic  volume  and  supplementary  material  for 
an  indefinite  period)  ;  $2.90  additional  for  foreign  mailing.     •Item  294 

CS  1.41/4:  339-31/ (nos.) 

03867  512-1,  Job  grading  system  for  trades  and  labor  occupations,  trans- 
mittals. (Civil  Service  Commission.)  [Consists  of  individual  job  descrip- 
tions and  related  information.]  *  Paper,  $60.50  for  an  indefinite  period, 
$15.15  additional  for  foreign  mailing.     •  Item  294  CS  1.41/4  :  512-1 

03868  532-2,  Non-appropriated  employees  [issuances].  (Civil  Service  Com- 
mission.) [Irregular.  Issued  in  looseleaf  form.]  *  Paper,  $37.65  (in- 
cluding basic  volume  and  supplementary  material  for  an  indefinite  pe- 
riod) ;  $9.45  additional  for  foreign  mailing.     •  Item  294 

CS  1.41/4:  532-2/ (nos.) 

03869  711-1,  Labor-management  relations  program  provisions  and  technical 

guidance  [issuances].  (Civil  Service  Commission.)  [Irregular.  Issued  in 
looseleaf  form.]  *  Paper,  $18.00  (including  basic  manual  and  supple- 
mentary material  for  an  indefinite  period)  ;  $4.50  additional  for  foreign 
mailing.     •  Item  294  CS  1.41/4  :  711-1/  (nos. ) 

03870  711-2,  Labor  management  case  finder  [issuances].  (Civil  Service  Com- 
mission.) [Irregular.  Issued  in  looseleaf  form.]  *  Paper,  $18.00  (in- 
cluding basic  manual  and  supplementary  material  for  an  indefinite  pe- 
riod) ;  $4.50  additional  for  foreign  mailing.     •  Item  294 

CS  1.41/4:  711-2/ (nos.) 

03871  752-1,  Adverse  action,  law  and  regulations,  annotated   [issuances]. 

(Civil    Service    Commission.)     [Irregular.    Issued    in   looseleaf   form.] 

*  Paper,  $5.00  (including  basic  volume  and  supplementary  material  for 
an  indefinite  period)  ;  $1.25  additional  for  foreign  mailing.     •  Item  294 

CS  1.41/4:  752-1/ (nos.) 

03872  792-1,  Occupational  health  services  for  civilian  employees  [issuances]. 

(Civil    Service    Commission.)     [Irregular.    Issued    with   perforations.] 

*  Paper,  $5.85  (including  basic  volume  and  supplementary  material  for 
an  indefinite  period)  ;  $1.50  additional  for  foreign  mailing.     •  Item  294 

CS  1.41/4:  792-1/ (nos.) 

03873  831-1,  Retirement  [issuances].  (Civil  Service  Commission.)  [Ir- 
regular. Issued  in  looseleaf  form.]  *  Paper,  $13.50  (including  basic  vol- 
ume and  supplementary  material  for  an  indefinite  period)  ;  $3.50  addi- 
tional for  foreign  mailing.     •  Item  294  CS  1.41/4:  831-1/ (nos.) 

03874  870-1,  Life  insurance  [issuances].  (Civil  Service  Commission.)  [Ir- 
regular. Issued  in  looseleaf  form.]  *  Paper,  $4.50  (including  basic 
volume  and  supplementary  material  for  an  indefinite  period)  :  $1.25 
additional  for  foreign  mailing.     •  Item  294  CS  1.41/4 :  870-1/ (nos.) 

03875  890-1,  Federal  employees  health  benefits  [issuances].   (Civil  Service 

Commission.)  [Irregular.  Issued  in  looseleaf  form.]  *  Paper,  $5.50 
(including  basic  volume  and  supplementary  material  for  an  indefinite 
period)  ;  $1.40  additional  for  foreign  mailing.     •  Item  294 

CS  1.41/4:  890-1/ (nos.) 

03876  910-1,  National  emergency  readiness  of  Federal  personnel  manage- 
ment [issuances].  (Civil  Service  Commission.)  [Irregular.  Issued  in 
looseleaf  form.]  *  Paper,  $11.35  (including  basic  manual  and  supple- 
mentary material  for  an  indefinite  period)  ;  $2.85  additional  for  foreign 
mailing.     •  Item  294  CS  1.41/4:  910-1/ (nos.) 

03877  990-1,    Laws,    executive  orders,    rules   and   regulations    [issuances]. 

(Civil  Service  Commission.)  [Irregular.  Issued  in  looseleaf  form.] 
♦Paper,  $27.00  (including  basic  volume  and  supplementary  material 
for  an  indefinite  period)  ;  $6.75  additional  for  foreign  mailing.  •  Item 
294  CS  1.41/4  :  990-1/  (nos. ) 
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03878  Federal  personnel  manual  system  FPM  supplement:  990-2,  Hours  of  duty, 

pay  and  leave,  annotated  [issuances].  (Civil  Service  Commission.) 
[Irregular.  Issued  in  looseleaf  form.]  *Paper,  $7.10  (including  basic 
manual  and  supplementary  material  for  an  indefinite  period)  ;  $1.80 
additional  for  foreign  mailing.     •  Item  204  CS  1.41/4  :000-2/(nos.) 

03879  990-3,  National  emergency  standby  regulations,  personnel  and  man- 
power [issuances].  (Civil  Service  Commission.)  [Irregular.  Issued  in 
looseleaf  form.]  *  Paper,  $3.30  (including  basic  volume  and  supplemen- 
tary material  for  an  indefinite  period)  ;  85c.  additional  for  foreign 
mailing.     •  Item  294  CS  1.41/4 :  990-3/  ( nos. ) 

03880  Federal  Power  Commission  reports,  opinions,  decisions,  and  orders,  pre- 

liminary print.  (Federal  Power  Commission.)  [Monthly.]  *  Paper, 
$46.65  a  yr.,  add  $11.70  for  foreign  mailing ;  single  copies  vary  in  price. 

FP  1.20/a  :  ( v.nos./date-nos. ) 

03881  Federal  probation  [journal  of  correctional  philosophy  and  practice ;  Don- 

ald L.  Chamlee,  editor].  (Administrative  Office  of  United  States  Courts.) 
[Quarterly.  Published  in  cooperation  with  Bureau  of  Prisons,  Depart- 
ment of  Justice.]     -f 
L.C.  card  45-47691  Ju  10.8  :  (v.nos.&  nos.) 

03882  Federal  procurement  regulations,  amendments.  (General  Services  Admin- 

istration.) [Irregular.  Issued  in  looseleaf  form.]  *  Paper,  $26.00  (in- 
cluding basic  regulations  and  supplementary  material  for  an  indefinite 
period)  ;  $6.50  additional  for  foreign  mailing.     •  Item  558-A 

GS  1.6/5 :  (date)  /amdt.  (nos. ) 

03883  Federal  register.  (Federal  Register  Office,  National  Archives  and  Records 

Service,  General  Services  Administration.)  [Daily,  Monday  through  Fri- 
day (no  publication  on  Saturdays,  Sundays,  or  official  Federal  holidays) .] 
*  Paper,  $50.00  a  yr.,  $45.00  additional  for  foreign  mailing ;  single  copy 
price  to  be  announced.     •  Item  573 
L.C.  card  36-26246  GS  4.107  :  ( v.nos.&  nos. ) 

03884  Federal  register  index.   (Federal  Register  Office,  National  Archives  and 

Records  Service,  General  Services  Administration.)  [Monthly,  cumulative 
quarterly  and  annually.]  *  Paper,  $8.00  a  yr.,  $2.00  additional  for  for- 
eign mailing.     •  Item  573  GS  4.107  :  ( v.nos.&  nos. )  /ind. 

03885  Federal  reserve  bulletin.  (Federal  Reserve  System  Board  of  Governors.) 

[Monthly.  December  issue  includes  volume  index.]     +  Paper,  $20.00  a 
yr.,  $4.00  additional  for  foreign  mailing ;  single  copy,  $2.00,  50c.  additional 
for  single  foreign  mailing. 
L.C.  card  15-26318  FR  1.3  :  (v.nos.&  nos. ) 

03886  Federal  reserve  monthly  chart  book.  (Federal  Reserve  System  Board  of 

Governors.)     +  Paper,  $12.00  a  yr.,    (including  annual  historical  sup- 
plement) ;  $3.00  additional  for  foreign  mailing;  single  copy,  $1.25 
L.C.  card  50-13379  FR  1.30 :  (date) 

03887  Federal  reserve  system  memorandum  on  exchange  charges.  (Federal  Re- 

serve System  Board  of  Governors.)  [Monthly.  Beginning  with  Sept.  1974 
issue  replaces  Federal  reserve  par  list.]     -f  FR  1.9/2 :  (date) 

03888  Federal  supply  classification  listing  of  DOD  standardization  documents, 

supplements.   (Defense  Department.)    [Bimonthly.  Issued  with  perfora- 
tions.]    *  Paper,  $17.75  a  yr.  (including  basic  book  and  cumulative  sup- 
plements) ;  $4.95  additional  for  foreign  mailing.     •  Item  314-G 
L.C.  card  67-1774  D  7.14/2  :  ( date )/supp.-( nos.) 

03889  Federal  supply  classification :  pt.  2,  Numeric  index  of  classes,  supplements. 

(Cataloging  handbook  H  2-2;  Department  of  Army  Supply  bulletin 
SB  708-22;  General  Services  Administration  GSA-FSS  H  2-2;  Defense 
Department,  Defense  Supply  Agency,  Defense  Logistics  Services  Center, 
Battle  Creek,  Mich.)  [Quarterly.  Formerly  a  basic  manual  with  monthly 
cumulative  supplements.]  *  Microfiche,  $8.30  a  yr.,  $2.05  additional  for 
foreign  mailing.     •  Item  314-A  D  7.6/2  :  2-2 
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03890  pt.  3,  Alphabetic  index,  supplements.   (Cataloging  handbook  H  2-3; 

Department  of  Army  Supply  bulletin  SB  708-23 ;  General  Services  Ad- 
ministration GSA-FSS  H  2-3 ;  Defense  Department,  Defense  Supply 
Ageeny,  Defense  Logistics  Services  Center,  Battle  Creek,  Mich.)  [Quar- 
terly. Formerly  a  basic  manual  with  monthly  cumulative  supplements.] 

•  Microfiche,  $8.30  a  yr.,  $2.05  additional  for  foreign  mailing.  •  Item 
314-A  D  7.6/2 :  2-3 

03891  Federal   supply  code   for   manufacturers,   excluding   United   States  and 

Canada.  (Cataloging  handbook  H  4-3:  [Department  of  Army  Supply 
bulletin  SB  708-43;  General  Services  Administration  GSA  FSS  H  4-3]  ; 
Defense  Department,  Defense  Supply  Agency,  Defense  Logistics  Serv- 
ices Center  Battle  Creek,  Mich.)  [Bimonthly.  Formerly  a  basic  manual 
with  quarterly  cumulative  supplements.]  *  Microfiche,  $16.40  a  yr.. 
$4.00   additional  for  foreign   mailing.     •  Item   314-A  D  7.6/2 :  4-3 

03892  United   States  and  Canada:   Code  to  name.    (Cataloging  handbook 

H  4-2 ;  Department  of  Army  Supply  bulletin  SB  702-42 ;  Defense  De- 
partment, General  Services  Administration  GSA-FSS  H  4-2 ;  Defense 
Department,  Defense  Supply  Agency,  Defense  Logistics  Services  Center, 
Battle  Creek,  Mich.)  [Bimonthly.  Formerly  a  basic  manual  with  monthly 
cumulative  supplements.]  *  Microfiche,  $14.45  a  yr.,  $3.60  additional 
for  foreign  mailing.     •  Item  314-A  D  7.6/2  :  4-2 

03893  United   States  and  Canada:   Name  to  code.    (Cataloging  handbook 

H  4-1 ;  Department  of  Army  Supply  bulletin  SB  708-41 :  General  Serv- 
ices Administration  GSA-FSS  H  4-1 ;  Defense  Department,  Defense 
Supply  Agency,  Defense  Logistics  Services  Center,  Battle  Creek,  Mich.) 
[Bimonthly.  Formerly  a  basic  manual  with  monthly  cumulative  supple- 
ments.]    *  Microfiche,  $18.30  a  yr.,  $4.55  additional  for  foreign  mailing. 

•  Item  314-A  D  7.6/2  :  (4-1 ) 

03894  Federal  Trade  Commission  news  summary.  (Federal  Trade  Commission.) 

[Weekly.]     +  FT  19/2 :  (nos. ) 

03895  Federal  trainer,  information  exchange  for  Federal  training  community. 

(Civil    Service    Commission,    Bureau    of    Training.)     [Irregular.]     + 

•  Item  290-G  CS  1.84  :  ( nos. ) 

03896  Feed  market  news,  weekly  summary  and  statistics.   (Agriculture  Depart- 

ment, Agricultural  Marketing  Service,  Grain  Division.)     '+ 

A  88.18/4 :  ( v.nos.&  nos. ) 

03897  Feed  situation.   (FdS   (series)  ;  Economic  Research  Service,  Agriculture 

Department.)  [Quarterly.]     +     •  Item  21-E 

L.C.  card  46-17523  A  93.11/2  :  (nos.) 

03898  Ferrosilicon ;  prepared  in  Division  of  Ferrous  Metals.  (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Quarterly.]  '+  Miues 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.75  :( date) 

03899  Fertilizer  abstracts;    [James  W.  Aldridge,  managing  editor].    (National 

Fertilizer  Development  Center,  Tennessee  Valley  Authority.)  [Monthly. 
Annual  index  issued  separately.  Prepared  from  technical  journals,  pat- 
ents, and  miscellaneous  scientific  and  technical  reports.  Abstracts  from 
Chemical  abstracts  reproduced  with  permission  of  American  Chemical  So- 
ciety.] -f  Paper,  $25.00  a  yr.,  (including  annual  index),  $20.00  addi- 
tional for  foreign  mailing;  Fertilizer  Abstracts  Service,  National  Fer- 
tilizer Development  Center,  Tennessee  Valley  Authority,  Muscle  Shoals, 
Ala.  35660. 
L.C.   card   71-11106  Y  3.T  25  :  36/(v.nos.&  nos.) 

03900  FHA  low  cost  housing  trends  of  1-family  homes  insured  by  FHA  under 

sec.  221(d)(2).  (RR:252;  Housing  and  Urban  Development  Department, 
Housing  Production  and  Mortgage  Credit-FHA,  Management  Informa- 
tion Systems  Division,  Home  Characteristics  Branch.)  [Quarterly.  Is- 
sued with  perforations.]     -f  HH  2.26 .-(date) 
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03901  FHA  monthly  report  of  operations:  Home  mortgage  programs.   (RR  301 

(Homes)  ;  Federal  Housing  Administration,  Housing  and  Urban  Develop- 
ment Department,  Housing  Production  and  Mortgage  Credit,  Manage- 
ment Information  Systems  Division,  Home  Activities  Branch.)  [Quar- 
terly. Prior  to  Mar.  1975  issued  as  pt.  2  of  FHA  monthly  report  of  op- 
erations, and  classed  with  pt.  1  as  HH  2.27  :  (date) /pt. (nos.).]     + 

HH  2.27/2:  (date) 

03902  Project  mortgage  insurance  programs.  (RR:301  (Projects)  ;  Federal 

Housing  Administration,  Housing  and  Urban  Development  Department, 
Housing  Production  and  Mortgage  Credit  Management  Informations  Sys- 
tems Division,  Multifamily  Activities  Branch.)  [Monthly.  Issued  with 
perforations.  Prior  to  Jan.  1975  issued  as  FHA  monthly  report  of  opera- 
tions;  pt.  1,  Project  mortgage  insurance;  pt.  2,  Home  mortgage  pro- 
grams. ]     +  HH  2.27  :( date ) 

03903  FHA  trends  of  home  mortgage  characteristics.   (RR  250;  Housing  and 

Urban  Development  Department,  Housing  Production  and  Mortgage 
Credit-FHA,  Management  Information  Systems  Division.  Home  Char- 
acteristics Branch.)    [Quarterly.  Issued  with  perforations.]     4- 

HH  2.24 .(date) 

03904  Finance   companies.    (Federal   reserve  statistical   release  G.20;   Federal 

Reserve  System  Board  of  Governors. )  [Monthly.]     4-      FR  1.26  :  (date) 

03905  Finance  rate  and  other  terms  on  selected  categories  of  consumer  install- 

ment credit  extended  by  finance  companies.  ( Federal  reserve  statistical 
release  J.3;  Federal  Reserve  System  Board  of  Governors.)  [Bi- 
monthly.]    4-  FR  1.34/7:  (date) 

03906  Finance  rate  and  other  terms  on  new  and  used  car  installment  credit 

contracts  purchased   from  dealers  of  major  auto  finance  companies. 

(Federal  reserve  statistical  release  G.ll ;  Federal  Reserve  System  Board 
of  Governors. )  [Monthly.]     4-  FR  1.34/5  :  (date) 

03907  Fire  management,   [international  quarterly  periodical  devoted  to  forest 

fire  management;  Edwin  J.  Young,  managing  editor].  (Agriculture  De- 
partment, Forest  Service.)   [*  Paper,  $3.00  a  yr.,  75c.  additional  for  for- 
eign mailing ;  single  copy,  75c]      •  Item  82 
L.C.  card  Agr  37-16  A  13.32  :  ( v.nos.&  nos. ) 

03908  Fish  meal  and  oil.   (Current  fisheries  statistics,  FM ;  Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National  Ma- 
rine Fisheries  Service.)    [Monthly.]     4-     ©Item  610-A 

C  55.309/2:  (nos.) 

03909  Fish  monitoring  investigations,  Browns  Ferry  Nuclear  Plant,  Wheeler 

Reservoir,  Ala.  (Fish  and  Wildlife  Branch,  Division  of  Forestry  De- 
velopment, Tennessee  Valley  Authority,  Muscle  Shoals,  Ala.)  [Quar- 
terly.]    +  Y3.T25:37/(date) 

03910  Fish   sticks,  fish  portions,  and  breaded  shrimp.    (Current  fisheries  sta- 

tistics, MF-5  ;  Commerce  Department,  National  Oceanic  and  Atmospheric 
Administration,  National  Marine  Fisheries  Service.)  [Quarterly.]  4- 
•  Item  610-A  C  55.309/2  :  ( nos. ) 

03911  FLC   newsletter,    Federal   Library    Committee.    (Library   of   Congress.) 

[Irregular.  Library  vacancy  roster,  Roster  of  prospective  Federal 
librarians,  and  Guidelines  for  library  handbooks  issued  as  appendices.] 
+  LC  1.32:  (nos.) 

03912  Flight  services  handbook.   (7110.10;  Air  Traffic  Service,  Transportation 

Department.)  [Issued  in  looseleaf  form.]  *  Paper,  $18.30  (including 
basic  handbook  and  supplementary  material  for  an  indefinite  period)  ; 
$4.60  additional  for  foreign  mailing.     •  Item  431-D-l 

TD  4.308  :F  64/ (date) 
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03913  FLITE    newsletter :    Federal    legal    information    through    electronics ; 

[Alvin  L.  Berthelsen,  editor].  (AFRP  110-3;  Judge  Advocate  General, 
Air  Force  Department.)  [Quarterly.  Prior  to  v.  3,  no.  3,  Oct.-Dec.  1974 
issued  as  LITE  newsletter.]  4-  Flight  Division,  Executive  Services, 
3800  York  Street,  Denver,  CO  80205.  D  302.10  :  (v.nos.&  nos. ) 

03914  Florida  landings.  (Current  fisheries  statistics,  GC-1 ;  Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National 
Marine  Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with 
Florida  Department  of  Natural  Resources,  Tallahassee,  Fla.]  4- 
•  Item  610-A  C  55.309/2  :  ( nos. ) 

03915  Flow  of  funds,  seasonally  adjusted  and  unadjusted.  (Division  of  Research 

and  Statistics,  Board  of  Governors  of  Federal  Reserve  System.)  [Quar- 
terly. Formed  by  the  union  of  Flow  of  funds,  seasonally  adjusted,  and 
Flow  of  funds,  unadjusted  beginning  3d  quarter,  1975.]  4-  Flow  of 
Funds  Section,  Division  of  Research  and  Statistics,  B.  3222,  Board  of 
Governors  of  Federal  Reserve  Svstem.  Washington,  DC  20551 

FR  1.56:  (date) 

03916  Flow  of  funds,  unadjusted.   (F/F  Unadj  ;  Division  of  Research  and  Sta- 

tistics, Board  of  Governors  of  Federal  Reserve  System.)  [Quarterly. 
Discontinued,  merged  with  Flow  of  funds,  seasonally  adjusted  to  form 
Flow  of  funds  seasonally  adjusted  and  unadjusted  beginning  3d  quar- 
ter, 1975.]  FR  1.56/2:  (date) 

03917  Fluorspar;  prepared  in  Division  of  Nonmetallic  Minerals.  (Mineral  indus- 

try surveys;  Mines  Bureau,  Interior  Department.)  [Quarterly.] 
4-  Mines  Bureau,  48^0  Forbes  Ave.,   Pittsburgh.   PA   15213 

I  28.70:  (date) 

03918  Food  and  Home  notes;  [Shirley  Wagner,  editor].  (Communications  Ofiice, 

Agriculture  Department.)  [Weekly.]     4-  A  21.33  :  (date) 

03919  Food  and  nutrition;  [Janice  W.  Kern,  editor].  (Agriculture  Department, 

Food  and  Nutrition  Service.)    [Bimonthly.]     *  Paper,  $3.00  a  yr.,  75c. 

additional  for  foreign  mailing ;  single  copy,  50c.     •  Item  74-A-3 

L.C.  card  73-649337  A  98.11 :  (v.nos.&  nos. ) 

03920  Food  and  nutrition,  newsletter  of  Food  and  Nutrition  Service.  (Food  and 

Nutrition  Service,  Agriculture  Department.)   [Irregular.]     4- 

A  98.11/2:  (nos.) 

03921  Food  fish,  market  review  and  outlook.  ( Current  economic  analysis  F-series  ; 

Commerce  Department,  National  Oceanic  and  Atmospheric  Administra- 
tion, National  Marine  Fisheries  Service,  Marketing  Research  Division.) 
[Issued  3  times  a  yr.]  *  Paper,  $3.25  a  yr.,  85c.  additional  for  foreign 
mailing;  single  copy  $1.10.     •Item  610-A  C  55.309/5:  (nos.) 

03922  Foreign  acquisitions  program  newsletter.  (Processing  Department,  Over- 

seas Operations  Division,  Library  of  Congress.)  [ISSN  0-8444-0139-0. 
Irregular.  ]     4-  LC  30.17  :  ( nos. ) 

03923  Foreign  affairs  research  papers  available,  monthly  accessions  list  of  For- 

eign Affairs  Research  Documentation  Center.  (State  Department,  Office 
of  External  Research. )  *  Paper,  $8.40  a  yr.,  $2.10  additional  for  foreign 
mailing  ;  single  copy,  75c.  S  1.126 :  (date/nos. ) 

03924  Foreign  agricultural  trade  of  United  States.   (Agriculture  Department, 

Economic  Research  Service,  [Statistics  Program  Area,  Foreign  Demand 
and  Competition  Division].)   [Monthly.  Annual  fiscal  and  calendar  year 
export  and  import  statistics  released  in  yearly  supplements  to  this  report 
are  classed  separately.]     +     •  Item  42-E 
L.C.  card  46-26632  A  93.17/7  :  (date) 

03925  Foreign  agriculture;   [Kay  Owsley  Patterson,  editor].   (Foreign  Agricul- 

tural Service,  Agriculture  Department. )  [Weekly.  Annual  index  included 
in  final  issue.]     *  Paper,  $34.35  a  yr.,  $8.60  additional  for  foreign  mail- 
ing ;  single  copy,  70c.     •  Item  76 
L.C.  card  66-6212  A  67.7/2  :  (v.nos.&  nos. ) 
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03926  Foreign  agriculture  circulars.  (Foreign  Agricultural  Service,  Agriculture 

Department.)  [Irregular.]  +  (Available  to  United  States  residents 
only. )  A  67.18 :  ( letters-nos. ) 

03927  Canned  deciduous  fruit  FCAN-(nos.)  (10009) 

03928  Citrus  FCF-(nos.)    (10010) 

03929  Cocoa  FCB-(nos.)    (10011) 

03930  Coffee  FCOF-(nos.)    (10007) 

03931  Cotton  FC-(nos.)    (10006) 

03932  Dairy  FD-(nos.)    (10012) 

03933  Deciduous  fruit  FDAP-(nos.)    (10013) 

03934  Dried  fruit  FDF-(nos.)    (10014) 

03935  Dried  pulses  FDP-(nos.)    (10008) 

03936  Grains  (other  than  rice)  FG-(nos.)   (10004) 

03937  Honey  FHON-(nos.)    (10025) 

03938  Hops  FH-(nos.)    (10015) 

03939  Livestock  and  meat  FLM-(nos.)   (10005) 

03940  Nuts  FN-(nos.)    (10016) 

03941  Poultry  and  eggs  FPE-(nos.)   (10017) 

03942  Rice  FR-(nos.)    (10018) 

03943  Seeds,  field  and  vegetable  FFVS-(nos.)  (10019) 

03944  Sugar  FS-(nos.)    (10020) 

03945  Tea  and  spices  FTEA-(nos.)   (10021) 

03946  Tobacco  FT-(nos.)    (10022) 

03947  Vegetables  fibers  FVT-(nos.)   (10023) 

03948  Wool  FW-(nos.)    (10024) 

03949  Oilseeds  and  products  FOP- (nos.)  [Prior  to  7-74  entitled  Fats  and  Oils.] 

03950  Foreign  animal  diseases  report.  (Emergency  Programs,  Veterinary  Serv- 

ices, Animal  and  Plant  Health  Inspection  Service  Agriculture  Depart- 
ment.)   [Monthly.]     #  A  101.17  :( date) 

03951  Foreign    economic    trends    and    their    implications    for    United    States, 

ET  (series).  (International  Commerce  Bureau,  Commerce  Department, 
Domestic    and    International    Business    Administration.)     [Irregular.] 

*  Paper,  $37.50  a  yr.,  $9.40  additional  for  foreign  mailing.  •  Item 
231-1 

L.C.  card  73-643049  C  57.111  :(nos.) 

03952  Foreign  exchange  rates.  (Federal  reserve  statistical  release,  G.5;  Federal 

Reserve   System   Board  of   Governors.)    [Monthly.]     + 

FR  1.32/2:  (date) 

03953  Foreign  exchange  rates  for  week.    (Federal  reserve  statistical  release, 

H.  10 ;  Federal  Reserve  System  Board  of  Governors. )     + 

FR1.32:  (date) 

03954  Foreign  market  reports,  see  Index  to  foreign  market  reports. 

03955  Foreign  newspaper  and  gazette  report;  [John  Y.  Cole,  editor].  (Library 

of  Congress,  Reference  Department.  Foreign  Newspaper  Microfilm- 
ing.) [ISSN  0092-6647  Issued  3  times  a  yr.]  +  (Available  to  libraries 
and  institutions  free  upon  request),  Library  of  Congress,  Central  Serv- 
ices Division,  Washington,  D.C.  20540.  LC  29.10 :( v.nos.&  nos. ) 

03956  Foreign  publications  accessions  list.  (Department  of  Housing  and  Urban 

Development,  Office  of  International  Affairs,  Information  Services 
Branch,  Division  of  Technology  and  Documentation.)    [Irregular.]     + 

HH  1.23/4:  (nos.) 

03957  Foreign  Service  list.   ( [Publication  7802]  ;  State  Department,   [Office  of 

Operations,  Publishing  and  Reproduction  Services  Division.)  [Issued 
3  times  a  year.  Includes  field  staffs  of  Foreign  Service,  U.S.  missions 
to  international  organizations.  Agency  for  International  Development. 
ACTION,  U.S.  Information  Agency,  Peace  Corps,  Foreign  Agricultural 
Service,  and  Departments  of  Army,  Navy  and  Air  Force.]  *  Paper, 
$6.50  a  yr.,  $1.75  additional  for  foreign  mailing;   single  copy,   $2.25. 

•  Item  873 

L.C.  card  10-16369  S  1.7:  (date) 

03958  Foresight,  civil  preparedness  today;   [Donald  E.  Thomas,  editor].   ([De- 

fense Department],  Defense  Civil  Preparedness  Agency.)  [Bimonthly.] 
-f     •  Item  320-B-10  D  14.14  :  ( v.nos.&  nos. ) 
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03959  Forest  research  news  for  the  South.   (Southern  &  Southeastern  Purest 

Experiment  Station,  Forest  Service,  Agriculture  Department.)  [Irregu- 
lar.] A  13.40/11:  (date) 

03960  FPC  news.    (Federal  Power  Commission,  Office  of  Public   Information.) 

[Weekly.  Compilation  of  FPC  press  releases,  rate  changes  proposed  by 
independent  gas  producers  and  interstate  pipeline  companies,  quality 
statements  filed  by  independent  producers,  and  listings  of  formal  docu- 
ments issued  by  FPC]  *  Paper,  $56.50  a  yr.,  add  $14.25  for  foreign 
mailing.  FP  1.25/3  :  (v. nos.&  nos.) 

03961  FPL,  farm  paper  letter.  (Communication  Office,  Agriculture  Department.) 

[Weekly.]     +  A  21.32  :  (nos.  | 

03962  Fresh   fruit  and   vegetable   market   news,   weekly   summary,   shipments- 

unloads.  (WS  series;  Fruit  and  Vegetable  Division,  Agricultural  Mar- 
keting Service,  Agriculture  Department.)     +  A  88.12/22 :  (nos.) 

03963  Frozen  fishery  products,  preliminary.    (Current  fisheries  statistics,  FF ; 

Commerce  Department,  National  Oceanic  and  Atmospheric  Administra- 
tion, National  Marine  Fisheries  Service.)    [Monthly.]     4- 

C  55.309:  (nos.) 

03964  Fruit  situation.   (TFS    (series)  ;  Agriculture  Department,  Economic  Re- 

search Service.)  [Issued  4  times  a  year.]     4-     •  Item  21-K 

L.C.  card  46-17526  A  93.12/3  :  (nos.) 

03965  Fuel  oils  by  sulfur  content;  prepared  in  Division  of  Fossil  Fuels.  (Mineral 

industry  surveys;  Interior  Department,  Mines  Bureau.)  [Monthly.] 
+  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213 

I  28.45/4  .-(date) 

03966  GAO  review.  (General  Accounting  Office.)  [Quarterly.]  *Paper,  $7.00  a  yr., 

$1.75  additional  for  foreign  mailing;  single  copy,  $2.25.  •  Item  544-A 
(Rev.)  GA  1.15  :(v.nos.&  nos.) 

03967  Gastroenterology   abstracts   and   citations;    [O.   Dhodanand   Kowlessar. 

editor].  (DHEW  publication  (NIH)  (date) -66;  Health,  Education,  and 
Welfare  Department,  Public  Health  Service,  National  Institutes  of 
Health,  National  Institute  of  Arthritis,  Metabolism,  and  Digestive  Dis- 
eases.) [Monthly,  with  cumulative  annual  index.  Literature  selected, 
abstracted,  and  indexed  by  Franklin  Institute  Research  Laboratories, 
Science  Information  Services,  Biomedical  Section,  pursuant  to  contract 
NO  l-AM-4-2204.]  *  Paper,  $35.35  a  yr.,  $8.85  additional  for  foreign 
mailing;  single  copy,  $2.25;  index  issue  $4.75.  •  Item  507-A-14 
L.C.  card  67-1468  HE  20.3313  :  ( v.nos.&  nos. ) 

03968  General  Accounting  Office  policy  and  procedures  manual  for  guidance  of 

Federal  agencies  [titles  1-8].  (General  Accounting  Office.)  [Issued  in 
looseleaf  form.]  *  Paper,  $36.00  (including  basic  manual  and  supple- 
mentary service  for  an  indefinite  period)  ;  $9.00  additional  for  foreign 
mailing.  GA  1.6/10 :  (date) 

03969  General  aviation  inspection  aids  [summary  and  supplements].  (Advisory 

circular  AC  20-7 ;  Flight  Standards  Service,  Federal  Aviation  Adminis- 
tration, Transportation  Department.)  [Issued  with  perforations.] 
*  Paper,  $6.60  a  yr.  (including  basic  manual  and  11  supplements)  :  $1.65 
additional  for  foreign  mailing.     •  Item  431-C-6  TD  4.409:  (date) 

03970  General  imports  of  cotton  manufactures,  country  of  origin  and  Geneva 

agreement  category.  (FT  130;  Commerce  Department.  Census  Bureau, 
[Foreign  Trade  Division].)  [Monthly,  with  annual  issue.  Dec.  1971- 
Dec.  1975  issues  were  classified  C  56.210 :  130- ( nos. )  during  the  time 
Census  Bureau  was  subordinate  to  Social  and  Economic  Statistics  Ad- 
ministration.]    +  Paper,    $1.00    a    yr..    single   copy.    10c.     •  Item    144 

C3.164:130- (nos.) 
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03971  Geographic  note.    (GE  series;   Geographer,  Bureau  of  Intelligence  and 

Research,  State  Department.)   [Irregular.]     +  S  1.119/4  :  (nos.) 

03972  Georgia  landings.  ( Current  fisheries  statistics,  SA-5 ;  Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National  Ma- 
rine Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with  Georgia 
State  Department  of  Natural  Resources,  Game  and  Fish  Division,  At- 
lanta, Ga.].     +     •Item610-A  C  55.309/2  :  (nos.) 

03973  Gist,  quick  reference  aid  on  U.S.  foreign  relations;  [Fahey  Black,  editor]. 

(State  Department,  Public  Affairs  Bureau.)  [Irregular.  Primarily  for 
Government  use.  Not  intended  as  a  comprehensive  U.S.  policy  statement. 
Beginning  with  Oct.  1974  issue  available  to  public]     -f       S  1.128 :  (date) 

03974  Gold  and  silver;  prepared  in  Division  of  Nonferrous  Metals.    (Mineral 

industry  surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.  Be- 
ginning with  June  1975  issue,  includes  quarterly  data.  Quarterly  issues 
entitled  Gold  and  silver,  monthly  and  quarterly.]  +  Mines  Bureau, 
4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.61/2  :  (date) 

03975  Government  paper  specification  standards.  (Joint  Committee  on  Printing, 

Congress  of  United  States.)  [Issued  in  looseleaf  form.]  *  Paper,  $2.00 
(including  basic  issue  and  supplementary  material  for  an  indefinite  pe- 
riod) ;  50c.  additional  for  foreign  mailing.     •  Item  1004-B 

Y4.P93/l:7/(nos.) 

03976  Government  reports,  announcements  &  index.    (Commerce  Department, 

National  Technical  Information  Service.)  [Semimonthly.]  @  Paper, 
$125.00  a  yr.,  $40.00  additional  for  foreign  mailing.     •  Item  270 

C  51.9/3  :(v.nos.&  nos.) 

03977  Grain  market   news,  weekly   summary   and  statistics.    (Grain  Division, 

'Agricultural  Marketing  Service,  Agriculture  Department.  Independence, 
Mo. )     +  A  88.18 :  ( v.nos.&  nos. ) 

03978  Grain  stocks.  (GrLg  11-1;  Agriculture  Department,  Statistical  Reporting 

Service,  Crop  Reporting  Board.)  [Quarterly.  Prior  to  Oct.  24,  1975, 
issued  as  Grain  stocks  in  all  positions.]     +     •  Item  122- A-3 

A  92.15:  (date) 

03979  Grants  administration,  Dept.  staff  manual.    (Department  Staff  Manual 

System,  Office  of  Secretary,  Health,  Education  and  Welfare  Depart- 
ment.) [Irregular.  Issued  in  looseleaf  form.]  *  Paper,  $15.70  (including 
'basic  manual  and  supplementary  material  for  an  indefinite  period)  ; 
$3.95  additional   for  foreign  mailing.     •  Item  445-A 

iHE  1.6/7 :  trans.nos. 

03980  Grants    administration    manual.     (Environmental    Protection    Agency.) 

[Issued  with  perforations.]  *  Paper,  $18.00  a  yr.  (including  basic  book 
and  changes  for  an  indefinite  period)  ;  $4.50  additional  for  foreign 
mailing.     •  Item  431-1-10  EP  1.8/2  :  (trans.-nos. ) 

03981  Grants  administration  manual  circular.  ( [Department  Staff  Manual  Sys- 

tem, Office  of  Secretary,  Health,  Education,  and  Welfare  Department.]) 
[Irregular.  Issued  with  perforations.]  *  (included  in  price  of  sub- 
scription to  Grants  administration,  Dept.  staff  manual ) .     •  Item  445-A 

HE  1.6/7-2:  (nos.) 

03982  Green  coffee   inventories,   imports,  and   roasting,  see  Current  business 

reports  :  Green  coffee  inventories,  imports,  roastings. 

03983  GSA  supply  catalog.    (General  Services  Administration,  Federal  Supply 

Service.)  [Volume  1  provides  new  national  stock  numbers,  descriptors, 
and  illustrations  of  items  available.  Volume  2  contains  additions  and 
changes  to  v.  1,  plus  unit  of  issue  and  pricing  data  cross-referenced  to 
national  stock  number.]  *  Paper,  $15.50  (including  basic  manual  and 
quarterly  supplements)  ;  $3.90  additional  for  foreign  mailing.  •  Item 
565-B  GS  2.10/6 :  (vol.no./(date) 
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03984  Gulf  coast  shrimp  data,  reported  l>y  depth  and  area  of  capture,  species, 

(die,  Dumber  Of  trips,  and  days  fished.  (Current  fisheries  statistics.  (;<'S  ; 

Commerce  Department,  National  Oceanic  and  Atmospheric  Administra- 
tion, National  .Marine  Fisheries  Service.)  [.Monthly.  Prepared  in  co- 
operation with  Fishery  agencies  of  Alabama,  Florida.  .Mississippi.  Lou- 
isiana, and  Texas.]     +     •  Item  610  A  C 55.309/2 :(nos.) 

03985  Gulfstream;   [Diane  Moravek,  editor].   (National  Weather  Service,  Com- 

merce Department,  National  Oceanic  and  Atmospheric  Administration.! 
[Monthly.  Prior  to  Jan.  1975  issued  by  Naval  Oceanographic  Office  and 
entitled  Monthly  summary,  the  Gulf  Stream,  and  classified  D  203.29: 
(v.  nos.  &  nos.  i.]  •Paper,  $4.95  a  yr.,  add  $1.26  for  foreign  mailing; 
single  copy,  -J5c.     •  Item  275-H  ( '  55.123  :  (  v.nos.iv  nos.  i 

03986  Gypsum;  prepared  in  Division  of  Nonmetallic  Minerals.  (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.  Prior  to  Apr. 
1975,  issued  as  quarterly.]  4-  Mines  Bureau,  4800  Forbes  Ave.,  Pitts- 
burgh, PA  15213  I  28.32  :  (date) 

03987  Hallmark;  [Lawrence  E.  Wheeler,  editor].  (Army  Security  Agency,  Army 

Department,  Defense  Department.)   [Monthly.]     #     •  Item  329-C 

D  101.68 :  ( v.nos.&  nos. ) 

03988  Handbook  of  occupational  groups  and  series  of  classes  established  under 

Federal  position  classification  plan,  transmittal  sheets.  (Civil  Service 
Commission.)  [Irregular.  Issued  with  perforations.]  *  Paper,  $8.90 
(including  basic  handbook  and  supplementary  sen-ice  for  an  indefinite 
period)   $2.25  additional  for  foreign  mailing.     •  Item  296 

CS  1.44 :  (date/trans.sh.nos. ) 

03989  Handbook  X-118,  see  Qualification  standards  for  white  collar  positions 

under  general  schedule. 

03990  Head     Start    newsletter.     ( [DHEW    publication     (OHD)  (date) -1068]  ; 

Health,  Education,  and  Welfare  Department,  Office  of  Child  Develop- 
ment, Project  Head  Start.)  [Bimonthly.]     -4-     HE  21.209 :(v.nos.&  nos.) 

03991  Health  resources  news.  (DHEW  publication   (HRA)  (date) -600;  Health 

Resources  Administration,  Health,  Education,  and  Welfare  Department, 
Public  Health  Service. )  [  Monthly.  ]     +  HE  20.6014  :  ( v.nos.&  nos. ) 

03992  Hemostasis  and  thrombosis,  bibliography.    (DHEW  publication   (date)- 

920;  National  Heart  and  Lung  Institute,  [Health,  Education,  and  Wel- 
fare Department],  National  Institutes  of  Health,  Division  of  Blood 
Diseases  and  Resources.)  [Monthly,  with  separate  annual  compilation. 
Prepared  in  cooperation  with  National  Library  of  Medicine.  Prior  to  v.  11, 
no.  1,  issued  as  Fibrinolysis,  thrombolysis  and  blood  clotting,  bibliog- 
raphy.] *  Paper,  $39.50  a  yr.,  add  $9.90  for  foreign  mailing  ;  single  copy, 
$2.30,  foreign,  $2.90;  annual  issue,  $13.05,  foreign,  $16.35.  •  Item 
506-A-3  HE  20.3209/2  :  ( v.nos.&  nos. ) 

03993  Herald  of  communications.    (JPRS  series;  Joint  Publications  Research 

Service.)   [Irregular.]     (a  ( Price  upon  application).  Y  3.J  66: 13/(nos.) 

03994  HEW,  now,  for  employees  of  Department  of  Health,  Education,  and  Wel- 

fare; [Barbara  Coleman,  editor].  (Health  Education,  and  Welfare  De- 
partment, [Office  of  Public  Affairs].)  [Monthly.]     +     HE  1.27/3:  (date) 

03995  High  School  News  Service  report;   [D.  G.  Francis,  editor].  (Defense  De- 

partment, High  School  News  Service,  Great  Lakes,  111.)  [Monthly  dur- 
ing school  year.]     -f     •  Item  304-G  D  1.41 :  (v.nos.&  nos.) 

03996  Highlights  of  Mar  Ad  port  activities.   (Commerce  Department,  Maritime 

Administration,  Office  of  Ports  and  Intermodal  Systems.)  [Irregu- 
lar.]    4-  C  39.223/2  :( nos.  I 
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03997  Highlights  of  U.S.  export  and  import  trade.  (FT  990;  Commerce  Depart- 

ment, Bureau  of  Census,  [Foreign  Trade  Division].)  [Monthly.  Com- 
piled from  information  verified  by  customs  import  specialists  on  import 
entries  filed  with  Customs  by  importers.  Issues  of  1972-75  were  classed 
C  56.210:  80/ (date)  during  the  time  Census  Bureau  was  subordinate  to 
Social  and  Economic  Statistics  Administration.]  *  Paper,  $37.75  a  yr., 
$9.05  additional  for  foreign  mailing ;   single  copy,  $3.15.     •  Item  144 

C  3.164:  990/ (date) 

03998  Highway    safety    literature,    monthly    abstract    journal.     (HSL—(nos.)  ; 

Transportation  Department,  National  Highway  Traffic  Safety  Admin- 
istration. )      •  Item  982-D-4  TD  8.10 :  ( nos. ) 

03999  Hogs  and  pigs.  (MtAn  4;  Agriculture  Department,  Statistical  Reporting 

Service,  Crop  Reporting  Board.)   [Quarterly.]     +     •  Item  24-H 

A  92.18/7:  (date) 

04000  Holdings  of  selected  public  employee  retirement  systems,  Government's 

quarterly  report.  (GR  series;  Commerce  Department,  Census  Bureau.) 
[Issues  of  Dec.  31,  1971-Dec.  31,  1975,  were  classified  C  56.224 :( nos.) 
during  the  time  Census  Bureau  was  subordinate  to  Social  and  Economic 
Statistics  Administration.]     +  Paper,  each  25c.     •  Item  148-A 

C  3.342:  (nos.) 

04001  Honey  market  news,  monthly  report.   (Agriculture  Department,  Agricul- 

tural Marketing  Service,  Fruit  and  Vegetable  Division.)     + 

A88.19:(v.nos.&nos.) 

04002  Hourly  precipitation  data.  (Commerce  Department,  National  Oceanic  and 

Atmospheric  Administration,  Environmental  Data  Service.)  [Monthly, 
with  annual  summaries.  Issued  in  sections  representing  States  or  groups 
of  States.]  4-  Paper,  $5.00  a  yr.  for  each  section  including  annual  sum- 
mary ;  $1.70  additional  for  foreign  mailing ;  single  copy,  40c.  annual 
summary,  20c.,  National  Climatic  Center,  Federal  Building,  Asheville, 
N.C.  28801.  Attn :  Publications.  (Make  checks  payable  to  Department  of 
Commerce,  NOAA.) 


04003  Alabama. 

04004  Arizona. 

04005  Arkansas. 

04006  California. 

04007  Colorado. 

04008  Florida. 

04009  Georgia. 

04010  Hawaii. 

04011  Idaho. 

04012  Illinois. 

04013  Indiana. 

04014  Iowa. 

04015  Kansas. 

04016  Kentucky. 

04017  Louisiana. 

04018  Maryland  and  Delaware. 

04019  Michigan. 

04020  Minnesota. 

04021  Mississippi. 

04022  Missouri. 

04023  Montana. 

04024  Nebraska. 

04025  Nevada. 

04026  New  England. 

04027  New  Jersey. 

04028  New  Mexico. 

04029  New  York. 

04030  North  Carolina. 

04031  North  Dakota. 

04032  Ohio. 

04033  Oklahoma. 

04034  Oregon. 

04035  Pennsylvania. 

04036  Puerto  Rico. 

04037  South  Carolina. 

04038  South  Dakota. 

04039  Tennessee. 

04040  Texas. 

04041  Utah. 


C  55.216 

C  55.216/2 

C  55.216/3 

C  55.216/4 

C  55.216/5 

C  55.216/6 

C  55.216/7 

C  55.216/S 

C  55.216/9 

C  55.216/10 

C  55.216/11 

C  55.216/12 

C  55.216/13 

C  55.216/14 

C  55.216/15 

C  55.216/16 

C  55.216/17 

C  55.216/18 

C  55.216/19 

C  55.216/20 

C  55.216/21 

C  55.216/22 

C  55.216/23 

C  55.216/24 

C  55.216/25 

C  55.216/26 

C  55.216/27 

C  55.216/2S 

C  55.216/29 

C  55.216/30 

C  55.216/31 

C  55.216/32 

C  55.216/33 

C  55.216/44 

C  55.216/34: 

C  55.216/35  : 

C  55.216/36: 

C  55.216/37: 

C  55.216/38 
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:(v.nos.&nos.) 
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:(v.nos.&  nos.) 
:(v.nos.&nos.) 
:(v.nos.&  nos.) 
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(v.nos.&  nos.) 
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0404::  Virginia.  C  55.216/39  :(v.no8.&  nos.) 

04048  Washington  State.  ( '•"••"••  216/40  :(v.nos.&  nos. ) 

114044  UVst   Virginia.  C  55.216/41  :(v.noB.ft nofl. ) 

04045  Wisconsin.  C  55.210/42  :( v. nos. ft  not.) 

04046  Wyoming.  C  55.216/43  :(y.nos.&  nos.) 

04047  Housing  and  planning  references,  now  aeries.   (Housing  and  Urban  De- 

velopment Department)  [I'.s.  ISSN  0018-6570.  Bimonthly.]  •Paper, 
.sun.'mi  a  vr..  $4.75  additional  for  foreign  mailing;  single  copy,  $3.15 

•  Item  582-D  HII  L28  '3:(nos.  i 

04048  Housing  and  urban  development  trends.  (£HUD-316-(noa.)-TJD]  :  Hous- 

ing ji ml  Urban  Development  Department.)  [Quarterly.  Annual  data 
issued  separately.]     +     •  Item  581-E—10  (beginning  with  v.  28,  no.  2, 

Juno  1975).  HII  1.14:(v.nosA  a08.) 

04049  Current  housing  reports:  Housing  characteristics.  (Series  H-121  ;  Census 

Bureau,  Commerce  Department.)  [Irregular.  Prior  to  January  l'.>7<i 
issues  were  classified  C  56.214 :  H-121/ ( nos. )  during  the  time  Census 
Bureau  was  subordinate  to  Social  and  Economic  statistics  Administra- 
tion.] *  Paper,  $3.60  a  yr.  (including  Series  H-lll  and  H-121),  add 
90c.  for  foreign  mailing  :  single  copies  vary  in  price.      •  Item  141-A 

C  3.215:  11-121 /(nos.  i 

04050  Housing  starts,  See  Construction  reports,  Housing  starts. 

04051  HRA,  HSA,  CDC,  ADAMHA  public  advisory  committees  authority  struc- 

ture functions  roster.  (DHEW  publication  HRA  (date) -601;  Health 
Resources  Administration,  office  of  Administrator,  Committee  Manage- 
ment Branch,  Health.  Education,  and  Welfare  Department.  Public 
Health  Service,  i  [Quarterly.  Prior  to  July  1,  1075  issued  as  HRA,  USA. 
CDC,  &  ADAMHA  public  advisory  committees  roster  of  members  & 
authority  structure  functions.]      +      •  Item  483-T 

HE  20.6013:  (date) 

04052  HUD  challenge;  [Evon  Ervin,  editor].  ( [HUD-312-(nos.  i-ASl  ]  :  Housing 

and  Urban  Development  Department,  Publications  and  Information  Di- 
vision, Office  of  General  Services.)  [Monthly.]  *  Paper.  .$15.90  a  yr. 
.$4.00  additional  for  foreign  mailing:  single  copy.  .$1.40.     •  Item  582-K 

HH  1.36  :(v.nos.&  nos.) 

04053  HUD  newsletter;    [James  C.   Biller,   editor].    ( [HUD-318-(nos.)-ASI]  ; 

Housing  and  Urban  Development  Department.  Publications  and  Infor- 
mation Division,  Office  of  Assistant  Secretary  for  Administration.) 
[Weekly.]     *  Paper,  .$12.50  a  yr.,  $3.15  additional  for  foreign  mailing. 

•  Item  582-L 

L.C.  card  74-645737  HH  1.15/4  :  (  r.nos.4  nos.  I 

04054  I  &  N  reporter;  [Janet  R.  Graham,  editor].  (Immigration  and  Naturaliza- 

tion Service,  justice  Department.)  [Quarterly,  with  separate  volume 
index.]  -4- Paper.  .$1.00  a  yr.  (payable  to  Treasurer  of  the  United 
States)  ;  single  copy.  25c.  Federal  Prison  Industries.  Inc..  Federal 
Correctional    Institution,    Sandstone.    NM   55072. 

J  21.10/2  :(v.nos.&  nos.) 

04055  Immigration    and    Naturalization    Service    reports    of   passenger    travel 

between  United  States  and  foreign  countries.  (Justice  Department. 
Immigration  and  Xaturalization  Service.)  [Monthly,  with  separate  an- 
nual summaries  for  calendar  and  fiscal  years.]  -4-  Paper.  $75.00  a  yr. 
(including  monthly,  semiannual,  and  annual  reports  for  fiscal  and 
calendar  years)  ;  single  copy,  $5.00  J  21.13/2  :  (date) 

04056  Index  medicus,  including  bibliography  of  medical  reviews.    (DHEW  pub. 

no.  (NIH)  (date)-252:  Health,  Education,  and  Welfare  Department. 
Public  Health  Service.  National  Institutes  of  Health,  National  Library 
of  Medicine.)  [ISSN  0019-3879  Monthly.  January  issue  includes  pt.  2. 
Medical  subject  headings.  1  *  Paper,  $173.05  a  yr..  $43.30  additional  for 
foreign  mailing:  single  copy,  (regular  issues)  $13.75.  (January  issue. 
pt.  2)  $8.20.  •  Item  508-E 
L.C.  card  61-60337  HE  20.3612  :  (v.nos.&  nos.) 
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04057  Index  numbers  of  wholesale  prices.  (Federal  reserve  statistical  release, 

G.  8;  Federal  Reserve  System  Board  of  Governors.)    [Irregular.]     + 

FR  1.38:  (date) 

04058  Index  of  dermatology,  [monthly  guide  to  literature  in  clinical  dermatology, 

investigative  dermatology  and  derma topathology].  ([DHEW  publication 
(NIH)  (date)-304]  ;  Health,  Education,  and  Welfare  Department,  Pub- 
lic Health  Service,  National  Institute  of  Arthritis,  Metabolism,  and 
Digestive  Diseases,  [Scientific  Communications  Office].)  [Compiled  with 
cooperation  and  assistance  of  staff  of  National  Library  of  Medicine.] 
*  Paper,  $21.50  a  yr.,  $5.40  additional  for  foreign  mailing ;  single  copy 
$1.80.  •  Item  506-A-7 
L.C.  card  73-645422  HE  20.3315 :  ( v.nos.&  nos. ) 

04059  Index  of  Federal  specifications  and  standards  cumulative  supplements. 

(FPMR  101-29.1;  Federal  Supply  Service,  General  Services  Adminis- 
tration.)   [Bimonthly.  Issued  with  perforations.]     *  Paper,  $10.75  a  yr. 
(including  basic  index)   $2.70  additional  for  foreign  mailing.     •  Item 
565 
L.C.  card  52-61969  GS  2.8/2  :  ( date )  /supp.-  ( nos. ) 

04060  Index  to  foreign  market  reports.  (Commerce  Department,  Domestic  and  In- 

ternational Business  Administration,  International  Commerce  Bureau.) 
[Monthly.]  @  Paper,  $10.00  a  yr.,  add  $5.00  for  foreign  mailing;  single 
copy,  $3.25  C  57.110 :  (date/nos. ) 

04061  Indian  leader;   [Charles  Nestell,  editor].   ([Interior  Department,  Indian 

Affairs  Bureau,   Haskell  Indian  Junior  College.])    [Bimonthly  during 
school  year.]     +  Paper,   $1.00  a   yr.,   Haskell  Indian   Junior  College, 
Lawrence,  Kans.  66044 
L.C.  card  Ca  6-1655  I  20.39 :  (v.nos.&  nos. ) 

04062  Indian   school  journal    ([Interior   Department,   Indian   Affairs   Bureau, 

Chilocco  Indian  School.)]    [Bimonthly,  Oct.-May.]     +  Paper,  50c.  per 

volume,  Chilocco  Indian  School,  Chilocco,  Okla. 

L.C.  card  Ca  6-1219  I  20.41 :  ( v.nos.&  nos. ) 

04063  Industrial  fishery  products,  market  review  and  outlook.    (Current  eco- 

nomic analysis,  NOAA  IFPOA-(nos.)  ;  Commerce  Department,  National 
Oceanic  and  Atmospheric  Administration,  National  Marine  Fisheries 
Service,  Economic  and  Marketing  Research  Division.)  [Published  3 
times  a  yr. ]     +     •  Item  610-A  C  55.309/3 :  (nos. ) 

04064  Industrial  production.   (Federal  reserve  statistical  release,  G.12.3 ;  Fed- 

eral Reserve  system  Board  of  Governors.)   [Monthly.]     + 

FR  1.19/3:  (date) 

04065  Industry  circular.    (Alcohol,   Tobacco  and   Firearms   Bureau,   Treasury 

Department.)   [Irregular.]     +  T  70.10:  (nos.) 

04066  Industry  report,  see  Construction  review — Containers  and  packaging — 

Copper — Printing  and  publishing — Pulp,  paper,  and  board. 

04067  Information  bulletin.   (Defense  Civil  Preparedness  Agency,  Defense  De- 

ment.) [Irregular.]  D  14.13/2:  (nos.) 

04068  Information  from  ERDA,  weekly  announcements.   (Energy  Research  and 

Development  Administration.)     +  ER  1.12  :  (v.nos.&  nos.) 

04069  Information  guidance  series.   (Office  of  Information  for  Armed  Forces, 

Department   of   Defense.)     [Irregular.    Issued   with   perforations.]     4- 

D  2.17:  (nos.) 

04070  Information  memorandum.  [Health,  Education,  and  Welfare  Department.] 

[Irregular.  Includes  Information  memorandum  of  Social  and  Rehabilita- 
tion Services,  MSA-IM-(nos.),  and  Information  memorandum  of  Re- 
habilitation Services  Administration,  RSA-IM-(nos.).]     + 

HE  1.47:  (letters  &  nos.) 
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04071  Information,    quarterly    journal    of    National     Institute    of    Education  ; 

[Deborah  L.  Baton,  editor],  ([National  Institute  of  Education,  Office  of 
Public  Affairs.  Health,  Education,  and  Welfare  Department.])  [Prior 
to  v.  1,  no.  3,  Issued  as  Information,  quarterly  newsletters  <>f  National 
Institute  of  Education.]     +     Item  455-G-l  (beginning  with  v.  1,  no.  8) 

•  Item  455-G-l  HE  19.208  :  <  v.nos.&  dob.) 

04072  Inside  Interior,  employee  newsletter;  [Gerald  A.  Waindel,  editor].   (In- 

terior Department,  [Office  of  Communications].)   [Bimonthly.]     + 

1 1.75:  (bos.) 

04073  Instructions  for  mailers,  [excerpts  from  chap.  1,  Postal  service  manual, 

transmittals].  (Publication  8;  United  States  Postal  Service.)  [  Issued  in 
looseleaf  from.]  *  Paper,  $12.05  (including  basic  manual  and  changes 
issued  as  transmittal  letters  for  an  indefinite  period)  ;  $3.05  additional 
for  foreign  mailing.     •  Item  838-  A  P  1.12/5a  :  trans,  (nos. ) 

04074  InterACTION;    [Anne   Ilka   Webb,   editor].    (ACTION.)    [Monthly.]     + 

•  Item74-C-2  AA  1.13  :(v.nos.&  nos.) 

04075  Interdistrict  settlement  fund   [Gold  certificates  account — due  from  U.S. 

Treasury,  Special  drawing  rights  certificate  account],  summary  of  trans- 
actions. (Federal  reserve  statistical  release  G.15;  Federal  Reserve  Sys- 
tem Board  of  Governors,  Division  of  Federal  reserve  bank  operators.) 
[Monthly.  Prior  to  summary  for  month  ending  June  30,  1975,  entitled 
Interdistrict  settlement  fund  [and  Federal  reserve  agents'  fund].]     + 

FR  1.43:  (date) 

04076  Interest  rates  charged  on  selected  types  of  bank  loans.  ( Federal  reserve 

statistical  release  G.10;  Federal  Reserve  System  Board  of  Governors.) 
[Monthly.]     4-  FR  1.32/4  :  (date) 

04077  Interim  decisions.  (Immigration  and  Naturalization  Service,  Justice  De- 

partment.) [Irregular.  Issued  with  perforations.]  *  Paper,  $18.25  a  yr. 
$4.60  additional  for  foreign  mailing ;  single  copies  vary  in  price. 

J  21.11/2:  (nos.) 

04078  Interior    Department    decisions.     (Interior    Department.)     [Irregular.] 

•  Paper,  $10.60  a  yr..  $2.60  additional  for  foreign  mailing. 

L.C.  card  7-23651  1 1.69/a  :  (v.nos.&  nos. ) 

04079  Internal  revenue  bulletin.   (Internal  Revenue  Service,  Treasury  Depart- 

ment.)   [Weekly,  contents  are  consolidated  at  least  semiannually  into 
permanent,  indexed.  Cumulative  bulletin.]     *  Paper,  $40.60  a  yr..  $10.15 
additional  for  foreign  mailing ;  single  copy,  80c.     •  Item  957 
L.C.  card  22-26051  T  22.23  :  ( date  &  nos. ) 

04080  Internal  revenue  looseleaf  regulations  system,  see  Looseleaf  regulations 

system. 

04081  International  coal  trade,  [monthly  inventory  of  information  from  United 

States  Government  Foreign  Service  and  other  source  that  may  not 
otherwise  be  made  available  promptly ;  [prepared  by  Division  of  Fossil 
Fuels  ( Coal  Exports )] .  (Interior  Department,  Mines  Bureau.)  [Separate 
volume  index  issued  also.]  -f  Mines  Bureau,  4800  Forbes  Avenue,  Pitts- 
burgh, PA  15213.  •  Item  637-C 
L.C.  card  51-31356  I  28.42 :  ( v.nos.&  nos. ) 

04082  International  economic  indicators  and  competitive  trends.  (Domestic  and 

International  Business  Administration,  Commerce  Department.)  [Quar- 
terly. Prepared  by  International  Trade  Analysis  Staff  of  International 
Economic  Policy  and  Research.]  *  Paper,  $12.65  a  yr..  add  $3.20  for 
foreign  mailing ;  single  copy,  $3.00,  foreign,  $4.00.     •  Item  231-B-6 

C  57.19/2  :  (v.nos.&  nos. ) 

04083  International  educational  and  cultural  exchange;  [Nancy  J.  Fritz,  editor]. 

(Advisory  Commission  on  International  Educational  and  Cultural  Af- 
fairs.)   [Quarterly.]     *  Paper,  $5.75  a  yr.,  $1.45  additional  for  foreign 
mailing ;  single  copies  vary  in  price.     •  Item  1049-F 
L.C.  card  67-46031  Y  3. Ad  9/9 :  9/  ( v.nos.&  nos. ) 
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04084  International  flight   information  manual,  amendments.    (Transportation 

Department,  Federal  Aviation  Administration,  Air  Traffic  Service,  Flight 
Service  Division,  National  Flight  Data  Center  (AT-430).)  [Issued  with 
perforations.]  *  Paper,  $545  (including  basic  manual  and  3  quarterly 
supplements)  ;  $1.40  additional  for  foreign  mailing.     •  Item  431-C-18 

TD  4.309 :  ( v.nos.&  nos. ) 

04085  International  labor.  (Bureau  of  International  Labor  Affairs,  Labor  De- 

partment.)   [Irregular.]  L  29.12  :  (v.nos.&  nos.) 

04086  International    mail.    (Publication   42;    United    States    Postal    Service.) 

Issued  with  perforations.]  *  Paper,  $4.25  (including  basic  book  and 
changes  for  an  indefinite  period)  ;  $1.10  additional  for  foreign  mailing. 

•  Item  839  P  1.10/5 :  (date) 

04087  International  notams,  see  International  notices  to  airmen. 

04088  International  notices  to  airmen.  (Federal  Aviation  Administration,  Trans- 

portation Department.)  [Weekly.  Prior  to  December  10,  1975  issued  as 
International  notams.]  *  Paper,  $28.10  a  yr.,  add  $7.05  for  foreign  mail- 
ing.    •  Item  431-A-9  TD  4.11 :  (date) 

04089  Interstate  certified  shellfish  shippers  list  [fresh  and  frozen  oysters,  clams, 

and  mussels].  (Health  Education,  and  Welfare  Department,  Public 
Health  Service,  Food  and  Drug  Administration.)  [Monthly.  Prior  to 
Feb.  1975,  issued  biweekly.]  4-  Chief,  Shellfish  Sanitation  Branch 
(HFF-417),  Food  and  Drug  Administration,  200  C  St.,  S.W.,  Washing- 
ton, DC  20204.  HE  20.4014 :  (date) 

04090  Interstate  Commerce  Commission  reports,  finance  decisions.   (F-(nos.)  ; 

Interstate  Commerce  Commission.)   [Irregular.]     *  Paper,  $13.80  a  vol., 

$3.45  additional  for  foreign  mailing ;  single  copies  vary  in  price. 

L.C.  card  8-30656  IC  1.6/a  :  F-  ( nos. ) 

04091  motor  carrier  decisions.  (M-(nos.)  ;  Interstate  Commerce  Commis- 
sion.) [Irregular.]  *  Paper,  $23.00  a  vol.,  $5.75  additional  for  foreign 
mailing ;  single  copies  vary  in  price. 

L.C.  card  38-6083  IC  1  mot.8/a  :  M-(nos. ) 

04092  motor  carrier,  finance  decisions.    (MF-(nos.)  ;  Interstate  Commerce 

Commission.)  [Irregular.]  *  Paper,  $20.10  a  vol.,  $5.05  additional  for 
foreign  mailing  ;  single  copies  vary  in  price.        IC  1  mot.8a  2 :  MF-(nos.) 

04093  traffic   decisions.    (Interstate   Commerce   Commission.)     [Irregular.] 

*  Paper,  $16.75  a  vol.,  $4.20  additional  for  foreign  mailing  ;  single  copies 
vary  in  price.  IC  1.6/a  :( nos.) 

04094  Iron  and  steel  scrap,  monthly ;  prepared  in  Division  of  Ferrous  Metals. 

(Mineral  industry  surveys;  Mines  Bureau,  Interior  Department.) 
4-  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  Pa.  15213 

I  28.53:  (date) 

04095  Iron  ore;   prepared  in  Division  of  Ferrous  Metals.    (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.]  +  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.66 :  (date) 

04096  Island  lantern;    [Howard  Lee  White,  editor.]    ([Prisons  Bureau,  Justice 

Department].)     [Published   bimonthly   by   and  for  men  of  U.S.   Peni- 
tentiary, McNeil  Island,  Wash,  with  permission  of  Warden  and  Bureau 
of  Prisons.]     +  Editor,  Box  500,  Steilacoom,  WA  98388. 
L.C.  card  46-38149  J  16.20 :  ( v.nos.&  nos. ) 

04097  Issuances  of  meat  and  poultry  inspection  program.   (Animal  and  Plant 

Health  Inspection  Service,  Agriculture  Department,  Meat  and  Poultry 
Inspection  Program  [Issuance  Coordination  Staff,  Technical  Services.].) 
[Monthly.  Includes  CFR  amendments,  MPI-VS  bulletins,  MPI  directives, 
and  changes  to  Meat  and  poultry  inspection  (manual,  regulations).  Is- 
sued with  perforations.  Prior  to  Jan.  1975  issued  as  APHIS  meat  and 
poultry   inspection  program,   Program   issuances  for  the  period   .  .  .] 

*  Paper,  $9.00  a  yr.,  add  $2.25  for  foreign  mailing ;  single  copy,  75c. 

•  Item  30-A-4  A  101.6/2-2  :  (date) 
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04098  Job  safety  &  health;  [.lane  Heenan,  editor]  (Labor  Department,  occupa- 

tional Safety  and  Health  Administration.)    [Monthly.]      •  Paper,  $18.00 

a  yr..   $3.40  additional   for  foreign  mailing;   Single  copy.  $1.10.     •Item 

766-A 

L.C.  card  73-040597  L 86.9/2  :  |  r.n<w.&  nos.) 

04099  Joint    travel    regulations:    v.    1.    Meinhcrs   of   uniformed    services.    Army. 

Navy,  Marine  Corps.  Air  Force.  Coast  Guard,  National  Oceanic  and 
Atmospheric  Administration  Corps,  Public  Health  Service.  (Defense  De- 
partment.) [Issued  with  perforations.  |  *  Paper,  $27.05  (including  basic 
publication  and  supplementary  material  for  an  indefinite  period)  ;  $6.75 
additional  for  foreign  mailing.     •  Item  306-B-l 

I>  1.6/4  :(date/ch. nos.  i 

04100  Joint  travel  regulations:  v.  2,  Department  of  Defense  civilian  personnel. 

(Defense  Department.)  [Issued  with  iterforations.]  *  Paper,  $20.00 
(including  basic  regulations  and  11  monthly  supplements)  ;  $5.00  addi- 
tional for  foreign  mailing.     •  Item  300-C  D  1.6/5  :  (date) 

04101  Journal  of  Federal  Home  Loan  Bank  Board,  see  Federal  Home  Loan  Bank 

Board   journal.  C  59.10:  (date) 

04102  Journal  of  National  Cancer  Institute.  [John  C.  Bailar  III,  editor  in  chief]. 

([DHEW  pub.  no.  NIH  (date)-13;  Health,  Education,  and  Welfare  De- 
partment, Public  Health  Service,  National  Institutes  of  Health,  National 
Cancer  Institute.])  [Monthly,  including  annual  index.]  *  Paper.  58.45 
a  yr.,  $14.65  additional  for  foreign  mailing:  single  copy.  $4.90.  •  Item 
488 
L.C.  card  40-29172  HE  20.3161 :  ( v.nos.&  nos. ) 

04103  Journal    of   Navy   civilian   manpower    management,   sec   Advisor.    Navy 

civilian  manpower  management. 

04104  Journal  of  research  of  National  Bureau  of  Standards:  A,  Physics  and 

chemistry;  [editor,  C.  W.  Beckett].  (National  Bureau  of  Standards, 
Commerce  Department.)  [Bimonthly,  including  annual  index.  Title  page 
and  table  of  contents  issued  separately  for  each  volume].  *  Paper,  $17.00 
a  yr.,  $4.25  additional  for  foreign  mailing ;  single  copies  vary  in  price. 

•  Item  246-A 

L.C.  card  62-37059  C  13.22/sec.A  :  ( v.nos.&  nos. ) 

04105  B,  Mathematical  sciences;  [Morris  Newman,  editor].  (National  Bu- 
reau of  Standards,  Commerce  Department.)  [Quarterly,  including  annual 
index.  Title  page  and  table  of  contents  issued  separately  for  each  volume.] 

•  Paper,  $9.00  a  yr.,  $2.25  additional  for  foreign  mailing ;  single  copy, 
$2.25.     •  Item  246-B 

L.C.  card  62-4414  C  13.22/sec.B  :  ( v.nos.&  nos. ) 

04106  Journal  of  research  of  U.S.  Geological  Survey;  [Anne  M.  Orellana.  man- 

aging editor].   (Interior  Department,  [Geological  Survey].)    [Published 
6  times  a  yr.  Scientific  notes  and  summaries  of  investigations  in  geology, 
hydrology,  and  related  fields.]     *  Paper,  $18.90  a  yr.,  $4.75  additional 
for  foreign  mailing  ;  single  copy,  $3.15.     •  Item  619-D 
L.C.  card  72-600241  1 19.61 :  (v.nos.&  nos. ) 

04107  Judge  Advocate  legal   service.    (DA   pani  27-(date)-nos. ;   Headquarters. 

Army  Department.)  [Irregular,  with  semiannual  index.  Issued  with 
perforations.]      #      •  Item  327    (Rev.   1969) 

D  101.22:27- (date)- (nos.  i 

04108  Key  officers  of  Foreign  Service  posts,  guide  for  businessmen.   ( [Publica- 

tion 7877 ;  Foreign  Affairs  Document  and  Reference  Center.  Publishing 
and  Reproduction  Division],  State  Department.)  [Trianuual.]  *  Paper, 
$3.00  a   yr.,   $1.00  additional  for  foreign   mailing;   single  copy.   $1.00. 

•  Item  876-B 

L.C.  card  64-61222  S  1.40/2  :  Of  2/  (date) 

04109  Key   to   meteorological    records   documentation,   no.   5.4 :    Environmental 

satellite  imagery,  see  Environmental  Satellite  imagery. 
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04110  L.C.  classification,  additions  and  changes.   (Subject  Cataloging  Division, 

Processing  Department,  Library  of  Congress.)    [ISSN  0041-7912.  Quar- 
terly.]    -f  (Price  upon  application),  Cataloging  Distribution  Service  Di- 
vision, Library  of  Congress  Building  159,  Navy  Yard  Annex,  Washington, 
DC  20541.     •  Item  821 
L.C.  card  40-31400  LC  26.9/2 :  ( nos. ) 

04111  Lake  Erie  water  quality  newsletter.    (Engineers  Corps    (ARMY),    [De- 

fense Department].)  [Quarterly.]  4-  Army  Engineer  District,  Buffalo, 
1776  Niagara  Street,  Buffalo,  New  York  14207  D  103.63  :( date/no.) 

04112  LANDSAT:  Non-U.S.  standard  catalog.  (National  Aeronautics  and  Space 

Administration,  Goddard  Space  Flight  Center,  Image  Processing  Facil- 
ity.) [Monthly.  Annual  cumulation  issued  separately.  Prior  to  no.  N-30 
issued  as  Earth  Resources  Technology  Satellite:  Non-U.S.  standard 
catalog.]  @  Paper,  $45.00  a  yr.,  add  $15.00  for  foreign  mailing;  single 
copies,  $5.00.  NAS  1.48/2  :  ( nos. ) 

04113  LANDSAT:  U.S.  standard  catalog.  (National  Aeronautics  and  Space  Ad- 

ministration, Goddard  Space  Flight  Center,  Image  Processing  Facility. ) 
[Monthly.  Annual  cumulation  issued  separately.  Prior  to  no.  U-30  is- 
sued as  Earth  Resources  Technology  Satellite:  U.S.  standard  catalog.] 
@  Paper,  $45.00  a  yr.,  add  $15.00  for  foreign  mailing ;  single  copies,  $5.00. 

NAS  1.48:  (nos.) 

04114  Latest  editions  of  U.S.  Air  Force  aeronautical  charts.  ( Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National  Ocean 
Survey.)  [Monthly.]     +  C  55.418/3:  (date) 

04115  Law  enforcement  report,  Postal  Inspection  Service.  (United  States  Postal 

Service.)  [Bimonthly.  Issued  in  cooperation  with  Postal  Inspection  Serv- 
ice.]    +  P  1.29/2:  (date) 

04116  LEAA  news  release.   (Public  Information  Office,  Law  Enforcement  As- 

sistance Administration,  Justice  Department.)   [Irregular.]     + 

J  1.33/4:  (date) 

04117  LEAA  newsletter;    [William  R.   Morrissey,  editor].    (Law  Enforcement 

Assistance  Administration,  Justice  Department.)  [Published  10  times  a 
y r. )     +     •  Item  717-B-l  J  1.33/3  :  ( v.nos.&  nos. ) 

04118  Lead  industry;  prepared  in  Division  of  Nonferrous  Metals.  (Mineral  indus- 

try surveys  ;  Mines  Bureau,  Interior  Department.)  [Monthly.]  +  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.87  :  (date) 

04119  Lead  production;  prepared  in  Division  of  Nonferrous  Metals.    (Mineral 

industry  surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.] 
+  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213 

I  28.87 :  (date) 

Legislative  calendars,  United  States  Congress House  of  Representa- 
tives  

04120  Agriculture  Committee.    [Irregular.  Cumulative.]     # 

Y  4. Ag  8/1  :  (Cong./cal.nos. ) 

04121  Armed  Services  Committee.  [Irregular.  Cumulative.]     #  ,„.,_  ,     , 

L.C.  card  50-5578  Y  4.Ar  5/2, : (Cong./cal.nos.) 

04122  Banking,  Currency,  and  Housing  Committee.   [Irregular.  Cumulative.]     # 

Y  4.B  22/1  :  (Cong./cal.nos.) 

04123  Calendars  of  United  States  House  of  Representatives  and  history  of  legislation. 

[Daily  when  House  of  Representatives  is  in  session.   Cumulative.]      *  Paper, 

$347.50  per  2  years    (Monday  issues  only)    no  foreign  distribution.      •  Item 

998-A 

L.C.  card  52-63188  Y  1.2/2  :  (date) 

04124  District  of  Columbia  Committee.  [Irregular.  Cumulative.],     # 

L.C.  card  58-37142  Y  4.D  63/1  :  (Cong./cal.nos.) 

04125  Education  and  Labor  Committee.  [Irregular.  Cumulative.]      # 

L.C.   card  51-62926  Y  4.Ed  8/1  :  (Cong./cal.nos.) 

04126  Government  Operations  Committee.  [Irregular.  Cumulative.  1      # 

L.C.  card  51-62927  Y  4.G  74/7  : (Cong./cal.nos.) 
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04127  House  Administration  Committee,  calendar  of  business.  [Irregular.  Cumulative.] 

# 

L.C.  card  50-55577  V  4.H  81/ (Cong./cal.nos.) 

Interior  and  Insular  Affairs  Committee.   [Irregular.  Cumulative.]     # 

L.C.  card  50-55575  Y  4.1n  B    14  : 1  Cng./cal.nou. ) 

International    Relations    Committee.    [Irregular.    Cumulative.    Prior   to    Mar.    7. 

1975  issued  as  Foreign  AtTairs  Committee  calendar  and  classed  1  4.P  76/1  : 

(Cong./cal.nos. )      #  Y  4. In  8/16  :  (Cong./cal.nos. ) 

Interstate  and  Foreign  Commerce  Committee.  [  Irregular.  Cumulative]      it 

L.C.  card  51-62940  Y  4. In  8/4  :( Cong./cal.nos.) 

Judiciary  Committee.  [Irregular.  Cumulative.]      # 

L.C.  card  46-44494  Y  4. J  89/1  :  (Cong./cal.nos.) 

Merchant  Marine  and  Fisheries  Committee.   [Irregular.  Cumulative.]      # 

L.C.  card  50-39958  Y  4.M  53  :( Cong./cal.nos.) 

Post  Office  and  Civil  Service  Committee.   [Irregular.  Cumulative.]      # 

L.C.  card  51-62925  Y  4.P  84/10  :  (Cong./cal.nos. ) 

Public    Works    and    Transportation    Committee.     [Irregular.    Cumulative.    Prior 
to  94th  Cong.,  no.   1,  Mar.  26,   1975,  issued  as  Public  Works  Committee  cal- 
endar.]    #  Y  4.P  96/11 :  (Cong./cal.nos.) 
Science  and  Technology  Committee.   [Irregular.  Cumulative.  Prior  to  94th  Cong.. 

no.    1,   Apr.    28,    1975,    issued   as  Science  and   Astronautics   Committee  calen- 
dar.]    #  Y  4. Sci  2  : (Cong./cal.nos. ) 
Veterans'  Affairs  Committee.  [Irregular.  Cumulative.]     # 

L.C.  card  50-55573  Y  4.  V  64/3  :  (Cong./cal.nos. ) 

Ways  and  Means  Committee.  [Irregular.  Cumulative.]  # 

L.C.  card  50-55563  Y  4. W  36  : (Cong./cal.nos.) 

Aeronautical  and  Space  Sciences  Committee.    [Annual.  Cumulative.]     # 

L.C.  card  60-60495  Y  4.Ae  8  :  (Cong./cal.nos.) 

Agriculture  and  Forestry  Committee.    [Irregular.  Cumulative.]     # 

L.C.  card  51-6291  Y  4. Ag  8/2  :  (Cong./cal.nos.) 

Armed  Services  Committee.  [Irregular.  Cumulative.]      # 

L.C.  card  60-60495  Y  4. Ar  5/3  : (Cong./cal.nos.) 

Banking,    Housing   and   Urban   Affairs   Committee.    [Irregular.    Cumulative.]      # 

L.C.  card  50-55565  Y  4. B  22/3  : (Cong./cal.nos.) 

Calendar  of  business.    [Daily   when   Senate  is  in   session.]      #      #  Item  998-B 

L.C.  card  50-603  Y  1.3/3  :  (Cong./nos.) 

Commerce  Committee.   [Irregular.  Cumulative.]      # 

L.C.  card  50-55567  Y  4.C  73/2  :  (Cong./cal.nos. ) 

District  of  Columbia  Committee.  [Irregular.  Cumulative.]      # 

L.C.  card  51-62920  Y  4.D  63/2  .(Cong./cal.nos. ) 

Executive  calendar;  prepared  by  Gerald  A.  Hackett    [Daily  when  Senate  is  in 

session.  ]     # 

L.C.  card  50-1652  Y  1.3/2  :(date/nos.) 

Finance  Committee.  [Irregular.  Cumulative.]      # 

L.C.  card  50-55566  Y  4.F  49  : (Cong./cal.nos.) 

Foreign  Relations  Committee  (cumulative  record).  [Irregular.]     # 

L.C.  card  51-62919  Y  4.F  76/2  : (Cong./cal.nos.) 

Government  Operations  Committee.  [Irregular.  Cumulative.]     # 

L.C.  card  51-62919  Y  4.G  74/6  :( Cong./cal.nos.) 

Interior  and  Insular  Affairs  Committee.  [Irregular.  Cumulative.]      # 

L.C.  card  50-55568  Y  4.1n  8/13  : (Cong./cal.nos.) 

Judiciary    Committee,    legislative    and    executive    calendar.    [Irregular.    Cumula- 
tive. ]      # 

L.C.  card  50-55569  Y  4.  J  89/2  :  (Cong./cal.nos. ) 

Labor  and  Public  Welfare  Committee.  [Irregular.  Cumulative.]      # 

L.C.  card  50-55570  Y  4.L  11/2  : (Cong./cal.nos.) 

Post  Office  and  Civil  Service  Committee.  [Irregular.  Cumulative.]      # 

L.C.  card  51-62924  Y  4.P  84/11  : (Cong./cal.nos.) 

Public  Works  Committee.  [Irregular.  Cumulative.]     # 

L.C.  card  51-62922  Y  4.P  96/10  :  (Cong./cal.nos. ) 

Rules  and  Administration  Committee.  [Irregular.  Cumulative.]     # 

L.C.  card  51-62923  Y  4.R  86/2  :  (Cong./cal.nos. ) 

Rules  Committee.    [Irregular.   Cumulative.]    #  Y  4.R  86/1  : (Cong./cal.nos.) 
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Senate  of  the  United  States 

Veterans'  Affairs  Committee.    [Irregular.  Cumulative.]      # 

Y  4.V  64/4  :  (Cong./cal.nos.) 

Library  of  Congress  catalogs :  Films  and  other  materials  for  projection ; 
[Compiled  and  edited  by  Catalog  Publication  Division].  (Library  of  Con- 
gress.) [ISSX  0091-3294.  Three  quarterly  cumulations  with  annual  and 
quinquennial  cumulations.]  4-  Paper,  $50.00  a  yr.  (also  included  in  price 
of  subscription  to  National  Union  Catalog)  ;  Catalog  Distribution  Service 
Division,  Library  of  Congress,  Bldg.  159.  Navy  Yard  Annex,  Washington, 
DC  20541. 
L.C.  card  73-64550  LC  30.8/4 :  ( date ) 
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04158  Library  of  Congress  catalogs :  National  union  catalog ;  [compiled  and  edited 

by  Catalog  Publication  Division].  (Library  of  Congress.)  [ISSN  0028- 
0348.  Monthly.  Three  quarterly  cumulations  and  annual  and  quinquennial 
cumulations.  Price  includes  Music  catalog,  Films  catalog,  and  Register  of 
additional  locations.]  +  Paper,  $1,025.00  a  yr.,  Cataloging  Distribution 
Service  Division,  Library  of  Congress,  Bldg.  159,  Navy  Yard  Annex, 
Washington,  DC  20541. 
L.C.  card  56-60041  LC  30.8 :  (date) 

04159  Chinese  cooperative  catalog;  [compiled  and  edited  by  Catalog  Pub- 
lication Division].  (Library  of  Congress.)  [ISSN  0095-1072.  Monthly.] 
+  Paper,  $155.00  a  yr.,  Chief,  Cataloging  Distribution  Service  Division, 
Library  of  Congress,  Building  159,  Navy  Yard  Annex,  Washington,  DC 
20541. 

L.C.  card  74-649005  LC  30.18 :  ( date ) 

04160  Subject  catalog ;  [compiled  and  edited  by  Catalog  Publication  Di- 
vision]. (Library  of  Congress.)  [ISSN  0096-8803.  Quarterly,  cumulative 
to  annually  and  quinquennially.  Prior  to  1st.  qtr.  1975  issued  as  Library 
of  Congress  Catalog,  cumulative  list  of  works  represented  by  Library  of 
Congress  printed  cards:  Books,  subjects.]  4- Paper,  $800.00  (3  quar- 
terly and  casebound  annual  issues)  ;  Cataloging  Distribution  Service 
Division,  Library  of  Congress,  Bldg.  159,  Navy  Yard  Annex,  Washing- 
ton, DC  20541. 

L.C.  card  75-643000  LC  30.8/3 :  ( date ) 

04161  Library  of  Congress  information  bulletin.  (Library  of  Congress.)    [ISSN 

0041-7904.  Weekly.]  +  Cataloging  Distribution  Service  Division,  free 
to  educational  or  publicly  supported  libraries  and  research  institutions. 
L.C.  card  51-3324  LC  1.18 :  ( v.nos.&  nos. ) 

04162  Library  of  Congress  name  headings  with  references ;  [compiled  and  edited 

by  Catalog  Publication  Division].    (Library  of  Congress,    [Processing 
Department].)   [ISSN  0093-0563.  Quarterly  issues  with  annual  cumula- 
tion.]    +  Cataloging  Distribution  Service  Division,  Library  of  Congress, 
Washington,  DC  20541. 
L.C.  card  74-642500  LC  30.19  :  975/2 

04163  Lifeline,  see  Navy  lifeline. 

04164  Lime;  prepared  in  Division  of  Nonmetallic  Minerals.   (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.  Includes 
annual  listing  of  Lime  plants  in  United  States.]  +  Mines  Bureau,  4800 
Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.28/2  :  (date) 

04165  Link,  enlisted  personnel  distribution  bulletin    [Joe  W.   Rozier,   editor]. 

(NAVPERS  15980;  Naval  Personnel  Bureau,  Navy  Department,  En- 
listed Personnel  Division.)  [Quarterly.  Issued  with  perforations.]  # 
•  Item  403-C  D  208.19  :  (date) 

04166  Liquefied  natural  gas,  literature  survey  issued  quarterly;  compiled  by 

Cryogenic  Data  Center,  Cryogenics  Division.  (COM- (series)  ;  Com- 
merce Department,  National  Bureau  of  Standards,  Institute  for  Basic 
'Standards,  Boulder,  Colo.)  [Prepared  as  part  of  American  Gas  Associa- 
tion Project  BR  50-8.]     @  Paper,  $20.00  a  yr.  C  13.37/6  :( nos.) 

04167  List   of  available   publications.    (Pacific   Northwest   Forest   and   Range 

Experiment  Station,  Forest  Service,  Agriculture  Department.)  [Irreg- 
ular.] -f  Pacific  Northwest  Forest  and  Range  Experiment  Station, 
P.O.  Box  3141,  Portland,  OR  97208  A  13.66/14  :( date) 

04168  List  of  materials  acceptable  for  use  on  systems  of  REA  electrification 

borrowers.  (REA  bulletin  43-5;  Rural  Electrification  Administration, 
Agriculture  Department.  Technical  Standards  Committees  (Electric).) 
[Issued  in  looseleaf  form.]  *  Paper,  $8.70  (including  basic  manual  and 
one  semiannual  supplement ;  $2.20  additional  for  foreign  mailing.  •  Item 
116_A  A  68.6/2:  (date) 
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04169  List  of  materials  acceptable  for  use  on  telephone  systems  of  REA  borrow- 

ers. (REA  bulletin  344-2;  Rural  Electrification  Administration,  Agri- 
culture Department.)  [Issued  in  looseleaf  form.]  *  Paper,  $7.00  (in- 
cluding basic  manual  and  supplementary  material  for  an  indefinite 
period)  ;  $1.75  additional  for  foreign  mailing.     •  Item  116-A 

A  68.6/5:  (date) 

04170  List  of  publications.    (Rocky  Mountain  Forest  and  Range  Experiment 

Station,  Forest  Service,  Agriculture  Department.)  [Quarterly.] 
-f  Rocky  Mountain  Forest  and  Range  Experiment  Station,  240  West 
Prospect  Street,  Fort  Collins,  CO  80521  A  13.69/10  :  (date) 

04171  LITE  newsletter:  A  computerized  information  retrieval  system  for  legar 

research,  see  Flight  newsletter. 

04172  Livestock  and  meat  situation.  (LMS-(nos. )  ;  Agriculture  Department,  Eco- 

nomic Research  Service,  [Commodity  Economic  Division].)   [Published 

6  times  a  year.]     +     •  Item  24-C 

L.C.  card  59-30695  A  93.15 :  (nos. ) 

04173  Livestock,   meat,   wool,   market    news,   weekly   summary   and   statistics. 

(Livestock  Division.  Agricultural  Marketing  Service,  Agriculture  De- 
partment.)    +  A  88.16/4  :(v.nos.&  nos.) 

04174  Livestock  slaughter.  ( MtAn  1-2  ;  Crop  Reporting  Board,  Statistical  Report- 

ing Service,  Agriculture  Department.)   [Monthly.]     + 

A  92.18/3:  (date) 

04175  Local  climatological  data.  (Commerce  Department,  National  Oceanic  and 

Atmospheric  Administration,  Environmental  Data  Service.)  [Monthly, 
with  annual  summaries.]  C  55.217  :  (date) 

Note. — Local  climatological  data  is  issued  for  approximately  292  cities  and  air- 
ports where  Weather  Bureau  offices  are  located.  Most  reporting  stations  publish 
monthly  and  annual  issues.  This  entry  is  for  information  purposes  only.  The  publi- 
cations, with  the  exception  of  those  for  Washington,  D.C..  National  Airport  (C  55.217  : 
(date),  and  Washington.  D.C..  Dulles  International  Airport  (C  55.217/2(date),  are 
not  individually  classified  and  cataloged  by  the  Library  of  the  Public  Documents 
Department. 

The  data  for  each  city  is  available  on  a  subscription  basis  from  the  National 
Climatic  Center  in  the  following  combinations  : 

LCD  Monthly  (including  the  annual)  $2.55  per  year  for  each  city,  $2.10  additional 
for  foreign  mailing  ;  single  copies  20c.  for  monthly,  15c.  for  annual. 

LCD  Annual,  complete  set  (approximately  288  stations).  $15.00  per  set  (Make 
checks  payable  to  Department  of  Commerce,  NOAA  ;  send  payments  and  orders  to 
National  Climatic  Center,  Federal  Building,  Asheville,  N.C.  28801,  Attn  :  Publications). 

04176  Location  identifiers.   (Order  7350;  Air  Traffic  service,  Federal  Aviation 

Administration,  Transportation  Department.)  [Issued  3  times  a  year 
with  perforations.]  *  Paper,  $11.70  a  yr.,  $2.95  additional  for  foreign 
mailing.     •  Item  431-D-3  TD  4.310:  (date) 

04177  Long  staple  cotton  review.  (Agriculture  Department,  Agricultural  Market- 

ing Service,  Market  News  Section,  Cotton  Division.)  [Monthly.]  4- 
Agricultural  Marketing  Service,  Cotton  Division,  4841  Summer  Ave., 
Memphis,  Tenn.  38122.  A  88.11/20 :  (v.nos.&  nos. ) 

04178  Looseleaf  regulations  system:  Service  1,  Income  tax,  transmittals.   (In- 

ternal Revenue  Service,  Treasury  Department.)   [Irregular.  Consists  of 
pts.  1,  2,  3,  10.  11,  13  and  16  of  title  26  of  Code  of  Federal  regulations.] 
♦Paper,  $68.95   (including  basic  material  and  supplements  for  an  in- 
definite period ;  $17.25  additional  for  foreign  mailing.     •  Item  961 
L.C.  card  61-60298  T  22.19/3  :  l/(date) trans,  (nos.) 

04179  Service  2,  Estate  and  gift  tax,  transmittals.  (Internal  Revenue  Serv- 
ice, Treasury  Department.)  [Irregular.  Consists  of  pts.  20  and  25  of  title 
26  of  Code  of  Federal  regulations.]  *  Paper.  $4.40  (including  basic 
material  and  supplements  for  approximately  3  years)  ;  $1.10  additional 
for  foreign  mailing.     •  Item  961 

L.C.  card  61-60298  T  22.19/3  :  2/ (date) trans,  (nos.) 
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04180  Looseleaf  regulations  system:  Service  3,  Employment  tax,  transmittals. 

(Internal  Revenue  Service,  Treasury  Department.)  [Irregular.  Consists 
of  pts.  31,  32,  and  36  of  title  26  of  Code  of  Federal  regulations.  ]  *  Paper, 
$5.70  (including  basic  material  and  supplements  for  approximately  3 
years)  ;  $1.45  additional  for  foreign  mailing     •  Item  961 

L.C.  card  61-60298  T  22.19/3  :3/  ( date )  trans.  ( nos. ) 

04181  Service  4,   Excise   taxes,   transmittals.    (Internal   Revenue   Service, 

Treasury  Department.)  [Irregular.  Consists  of  pts.  40-42,  44-50,  53, 
and  143-149  of  title  26  of  Code  of  Federal  regulations.]  *  Paper,  $14.00 
(including  basic  material  and  supplements  for  approximately  3  years)  ; 
$3.50  additional  for  foreign  mailing.     •  Item  961 

L.C.  card  61-60298  T  22.19/3  :  4/ (date)  trans,  (nos.) 

04182  Service   5,    Procedure   and    administration,    transmittals.    (Internal 

Revenue  Service,  Treasury  Department.)  [Irregular.  Consists  of  pts. 
301-303,  400,  402,  420,  and  601  of  title  26  of  Code  of  Federal  regulations.] 

*  Paper,  $17.45  (including  basic  material  and  supplements  for  approxi- 
mately 3  years)  ;  $4.40  additional  for  foreign  mailing.     ©  Item  961 

L.C.  card  61-60298  T  22.19/3:  5/ (date) trans. (nos.) 

04183  Louisiana  landings.  (Current  fisheries  statistics,  GC-4;  Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National 
Marine  Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with 
Louisiana  Wildlife  and  Fisheries  Commission,  Division  of  Oyster  and 
Water    Bottoms    and    Commercial    Seafood,    New    Orleans,    La.]     + 

*  Item  610-A  C  55.309/2  :  (nos. ) 

04184  MAC  flyer;  [John  W.  Ray,  editor].  ([MAC  recurring  publication  127-5]  ; 

Directorate  of  safety,  HQ,  Military  Airlift  Command,  Air  Force  Depart- 
ment.)   [Monthly.]     *  Paper,   $7.90  a  yr.,  $2.00  additional  for  foreign 
mailing ;  single  copy,  70c.     •  Item  424-B 
L.C.  card  59-33478  D  301.56 :  ( v.nos.&  nos. ) 

04185  Maine  landings.   (Current  fisheries  statistics,  NA-1 ;  Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National 
Marine  Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with 
Maine  Department  of  Marine  Resources,  Augusta,  Maine.]  +  •  Item 
610-A  C  55.309/2:  (nos.) 

04186  Manganese;  prepared  in  Division  of  Ferrous  Metals.    (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.]  +  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.54:  (date) 

04187  [This  entry  number  not  used.] 

04188  Manual  of  classification.    (Patent   Office,   Commerce   Department.)    [Ir- 

regular. Includes  list  of  replacement  pages.  Issued  in  looseleaf  form.] 

*  Paper,  $44.00  (including  basic  manual,  index,  and  revised  pages  for 
an  indefinite  period)  ;  $11.00  additional  for  foreign  mailing.  •  Item 
258 

L.C.  card  41-1243  C  21.12:  (date) 

04189  Manual  of  patent  examining  procedure.  (Patent  Office,  Commerce  Depart- 

ment.)   [Issued   in   looseleaf  form.]     *  Paper,   $19.65    (including  basic 
manual  and  supplementary  material  for  an  indefinite  period),  $4.95  ad- 
ditional for  foreign  mailing.     •  Item  259 
L.C.  card  54-61458  C  21.15 :  (date) 

04190  Manual  of  regulations  and  procedures  for  radio  frequency  management. 

(Telecommunications  Policy  Office,  Executive  Office  of  the  President.) 

*  Paper,  $41.50  (including  basic  manual  and  supplementary  material  for 
an  indefinite  period.)  ;  $11.50  additional  for  foreign  mailing.  •  Item 
857-M-l  PrEx  18.8 :  R 11 

04191  Mar  Ad  safety  review.  (Commerce  Department,  Maritime  Administration, 

Office  of  Domestic  Shipping. )  [Irregular.]     +  C  39.219:  (nos.) 
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04192  Marine  fisheries  review;  [Willis  L.  Ilobart.  editor].   (Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National  .M;i- 
rine  Fisheries  Service.)  [Monthly.  Volume  index  Issued  separately.  ] 
•Paper,  $12.75  a  yr.,  $3.20  additional  for  foreign  mailing;  single  copy, 
$1.40.     •  Item  609-A  I '  55.310  :  (  v.nos.A  DOS.  i 

04193  Mariners  weather  log;  [ El wyn  B.  Wilson,  editor],  (Commerce  Department, 

National  Oceanic  and  Atmospheric  Administration.  Environmental  Data 
Service.)  [Bimonthly.  November  issue  includes  abridged  index  to  yearly 
volume.]     +     •  Item  275-D 
L.C.  card  59-30769  C  55.210 :  ( v.nos.&  nos. ) 

04194  Marketing   and   transportation    situation.    (MTS-( series)  :    Agriculture 

Department,  Economic  Research  Service,   [National  Economic  Analysis 
Division].)   [Quarterly.  Discontinued  with  Aug.  1975  issue.  Information 
presently  contained  in  Agriculture  outlook.]     4-     •  Item  21-G 
L.O.  card  46-24602  A  93.14  :  ( nos. ) 

04195  Maryland  landings.  (Current  fisheries  statistics.  SA-1 ;  Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration.  National  Ma- 
rine Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with  Mary- 
land Department  of  Natural  Resources,  Annapolis,  Md.,  Potomac  River 
Fisheries  Commission,  Colonial  Beach,  Va.]     4-     •  Item  610-A 

C  55.309/2:  (nos.) 

04196  Massachusetts  landings.   ( Current  fisheries  statistics,  NA-2 :   Commerce 

Department,  National  Oceanic  and  Atmospheric  Administration,  National 
Marine  Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with 
Massachusetts  Department  of  Natural  Resources,  Division  of  Marine 
Fisheries,  Boston,  Mass.]     +     •  Item  610-A  C  55.309/2  :( nos.) 

04197  Mathematical  sciences,  see  Journal  of  research  of  National  Bureau  of 

Standards :  B 

04198  Maturity   distribution    of    outstanding   negotiable    time   certificates    of 

deposit.  (Federal  reserve  statistical  release  G.9;  Federal  Reserve  System 
Board  of  Governors.)  [Monthly.]     +  FR  1.54/2  :  (date) 

04199  Meat  and  poultry  inspection  manual.  (Animal  and  Plant  Health  Inspection 

Service,  Meat  and  Poultry  Inspection  Program,  Agriculture  Department. ) 
[Issued  with  perforations.]  *  Paper.  $16.50  a  yr.  (includes  basic  manual 
and  monthlv  changes  for  an  indefinite  period)  ;  $4.25  additional  for  for- 
eign mailing.     •  Item  30-A-3  A  101.8 :  M  46/2 

04200  Meat  and  poultry  inspection  regulations,  meat  inspection,  poultry  inspec- 

tion, rabbit  inspection,  voluntary  inspection  and  certification  service  of 
meat  and  poultry,  humane  slaughter  of  livestock.  (Animal  and  Plant 
Health  Inspection  Service,  Agriculture  Department.)  [Irregular.  Is- 
sued with  perforations.  Includes  annual  cumulative  supplement. ) 
*  Paper,  $22.00  (includes  basic  manual  and  supplementary  material  for 
an  indefinite  period.)  ;  $5.50  additional  for  foreign  mailing.  •  Item 
30-A-4  A  101.6/2  :  973 

04201  Mech,  naval  aviation  maintenance  safety  review:   [Richard  P.  Shipman, 

editor].  ( [Navv  Safetv  Center,  Navv  Department.  Defense  Depart- 
ment.])  [Quarterly.]      #     «Item374-D  D  202.19:  (date) 

04202  Medical  assistance  (medicaid)  financed  under  title  XIX  of  Social  security 

act.  (DHEWpub.  no.  iSRSt  i  date) -03150:  NOS8  rejM.rt  B-l  :  Health. 
Education,  and  Welfare  Department.  Social  and  Rehabilitation  Service. 
Office  of  Information  Sciences.  National  Center  for  Social  Statistics.) 
[Monthly,  with  both  quarterly  and  annual  summary  data.]  +  •  Item 
512-D-4  HE  17.616:  (date) 

04203  Memorandum  opinions  and  orders,  initial  decisions,  etc.    (Federal  Com- 

munications  Commission.)    [Irregular.]     4-  < '<' 1.12/a  8:  (date) 

04204  Merchant  marine  data  sheet.   (Maritime  Administration,  Commerce  De- 

partment.)  [Monthly.]     +  C  39.238 :  (date) 
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04205  Mercury;  prepared  in  Division  of  Nonferrous  Metals.   (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Quarterly.]  4- Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.55:  (date) 

04206  MESA  safety  reviews:   Coal-mine  fatalities.    (Mining  Enforcement  and 

and  Safety  Administration,  Interior  Department.)  [Monthly.]  4-  Tech- 
nical Support,  Mining  Enforcement  and  Safety  Administration,  Ballston 
Towers  no.  3,  4015  Wilson  Blvd.,  Arlington,  Va.  22203        I  69.10:  (date) 

04207 Coal-mine  injuries  and  worktime.   (Mining  Enforcement  and  Safety 

Administration,  Interior  Department.)  [Monthly.]  4- Health  Safety 
Analysis  Center,  Mining  Enforcement  and  Safety  Administration,  P.O. 
Box  25367,  Denver  Federal  Center,  Denver,  CO  80225      I  69.10/2  :  (date) 

04208  Meteorology  and  hydrology,  USSR.  (JPRS  series;  Joint  Publications  Re- 

search Service.)    [Irregular.]     @( Price  upon  application.) 

Y3.  J66:13/(nos.) 

04209  Military   chaplains'  review.    [Joseph   E.    Galle   III,   editor].    (DA   pam. 

165-nos. ;    [Headquarters,   Army   Department,   Defense   Department].) 

[Quarterly.]     #     •  Item  327  (Rev.  1969)  and  322-E 

L.C.  card  72-621407  D  101.22  :  165-  (nos. ) 

04210  Military  law  review.  (DA  pam  27-100-nos. ;  Headquarters,  Army  Depart- 

ment.)   [Quarterly.]     *  Paper,  $7.65  a  yr.,  $1.95  additional  for  foreign 

mailing ;  single  copy,  $1.95.     •  Item  327  (Rev.  1969) 

L.C.  card  58-62115  D  101.22 :  27-100- (nos. ) 

04211  Military  review,  [professional  journal  of  U.S.  Army;  editor  in  chief,  John 

Chitty,  jr.].  (Army  Command  and  General  Staff  College,  Army  Depart- 
ment.) [US  ISSN  0026-4148.  Monthly,  with  separate  volume  index. 
Available  in  English,  Spanish  and  Portuguese.]  4-  Paper,  $8.00  a  yr. 
US  and  APO/FPO ;  $2.00  for  foreign  mailing ;  single  copy,  $1.00  in  U.S., 
and  APO/FPO ;  and  $1.25  single  foreign.  USACGSC,  Ft.  Leavenworth, 
Ks.  66027.  D  110.7 :(v.nos.& nos.) 

04212  Milk  production.   (Da  1-1;  Crop  Reporting  Board,  Statistical  Reporting 

Service,  Agriculture  Department.)  [Monthly.]     4-  A  92.10:  (date) 

04313  Mineral  industry  of   [various  States].    (Mineral  industry  surveys;   In- 
terior Department,  Mines  Bureau.)  [Annual,  preliminary.]     4- 

1 28.94  :CT/ (date) 

04214  Mineral  trade  notes,  monthly  inventory  of  information  from  U.S.  Gov- 

ernment Foreign  Service  offices  and  other  sources  that  may  not  other- 
wise be  made  available  promptly  ;  [compiled  in  Office  of  Technical  Data 
Services].  (Mines  Bureau,  Interior  Department.)  [December  issue  in- 
cludes annual  index.]  4-  Mines  Bureau,  Pittsburgh,  PA  15213.  •  Item 
638-B 
L.C.  card  36-22755  I  28.39 :  ( v.nos.&  nos. ) 

04215  Mississippi    landings.    (Current    fisheries    statistics,    GC-3;    Commerce 

Department,  National  Oceanic  and  Atmospheric  Administration,  Na- 
tional Marine  Fisheries  Service.)  [Monthly.  Prepared  in  cooperation 
with  Mississippi  Marine  Conservation  Commission,  Biloxi,  Miss.]  4- 
•  Item  610-A  C  55.309/2  :  ( nos. ) 

04216  Missouri-Mississippi  River  summary  and  forecasts.   (Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National 
Weather  Service,  River  Forecast  Center,  Kansas  City,  Mo.).  [Daily, 
except  Saturday  and  Sundays.]  4-  Paper,  $3.60  a  yr.,  30c.  per  month 
(Make  cheeks  payable  to  Department  of  Commerce,  NOAA ;  send  orders 
and  payments  to  National  Weather  Service  River  Forecast  Center,  Room 
1715A,  601  East  12th  Street,  Kansas  City,  MO  64106). 

C  55.110/3:  (date) 

04217  Molasses  market  news.  (Agriculture  Department,  Agricultural  Marketing 

Service,  Grain  Division,  [Market  News  Branch].)  [Weekly.]     -f 

A  88.23  :(v.nos.&  nos.) 
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0-1218  Molybdenum;  prepared  in  Division  of  Ferrous  Metals.  (Mineral  industry 
surveys;  Mines  Bureau,  Interior  Department,  i  [Monthly.]  4-  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.58/2  :( date) 

04219  Money  stock  measures,  in  billions  of  dollars,  [and  Components  of  money 

stock  measures  and  related  items].  (Federal  reserve  statistical  release 
H.0;  Federal  Reserve  System  Board  of  Governors.)   [Weekly.]     4- 

FR  1.47:  (date) 

04220  Monthly  benefit  statistics:  Old-age  survivors,  disability,  and  health  insur- 

ance, and  supplemental  security  income.  (DHEW  publication  (SSA) 
(date)-11703 ;  Office  of  Research  and  Statistics,  Social  Security  Admin- 
istration, Health,  Education,  and  Welfare  Department.)  [Calendar  year 
benefit  data  issued  separately.]     4-  HE  3.28/6  :  ( date  i 

04221  Railroad  retirement  and  unemployment  insurance  programs.  (Bureau 

of  Research,  Railroad  Retirement  Board.)     +         RR1.13  :(date/nos.  i 

04222  Monthly  bibliography  of  medical  reviews.  (DHEWpub.no.  (NIH)  (date)- 

253  ;  Health,  Education,  and  Welfare  Department,  Public  Health  Service, 
National  Institutes  of  Health,  National  Library  of  Medicine.)  [ISSN 
0027-0202.]  *  Paper,  $12.75  a  yr.,  $3.20  additional  for  foreign  mailing; 
single  copy,  $1.10.     •  Item  508-F  HE  20.3610 :  ( v.nos.&  nos. ) 

0-1223  Monthly  catalog  of  United  States  Government  publications.  (Assistant 
Public  Printer  (Superintendent  of  Documents),  Government  Printing 
Office.)  [February  issue  includes  Appendix  entitled  Directory  of  United 
States  Government  periodicals  and  subscription  publications ;  Septem- 
ber issue  includes  List  of  depository  libraries ;  December  issue  includes 
an  annual  index.]  *  Paper,  $27.00  a  yr.,  (including  annual  index),  $6.75 
additional  for  foreign  mailing ;  single  copy,  $2.35  ( except  the  December 
issue,  which  varies  in  price) .  •  Item  557 
L.C.  card  4-18088  GP  3.8 :  (date) 

04224  Monthly  checklist  of  State  publications;  compiled  by  Exchange  and  Gift 

Division,  Processing  Department.  (Library  of  Congress.)  [ISSN  0027- 
0288.  Indexes  issued  separately  for  each  volume.]  *  Paper,  $21.90  a 
yr.,  $5.50  additional  for  foreign  mailing;  single  copies,  $1.50  (except  the 
June  and  Dec.  issued  which  will  be  $2.45  each),  $2.10  index  issue). 
•  Item  816 
L.C.  card  10-8924  LC  30.9 :  ( v.nos.&  nos. ) 

04225  Monthly  climatic  data  for  world,  sponsored  by  World  Meteorological  Orga- 

nization [in  accordance  with  National  Oceanic  and  Atmospheric  Admin- 
istration]. (Commerce  Department,  National  Oceanic  and  Atmospheric 
Administration.  Environmental  Data  Service.)  -f  Paper,  $7.20  a  yr., 
$8.50  additional  for  foreign  mailing;  single  copy,  60c.  (Make  checks  pay- 
able to  Department  of  Commerce,  NOAA ;  send  payments  and  orders  to 
National  Climatic  Center,  Federal  Building.  Asheville,  NC  28801). 
L.C.  card  56-46734  C  55.211 :  ( v.nos.&  nos. ) 

04226  Monthly  cotton   linters   review.    (Agriculture   Department,   Agricultural 

Marketing  Service,   Market  News  Section,  Cotton  Division.)     4- Agri- 
cultural Marketing  Service,  Market  News  Section,  Cotton  Division.  4841 
Summer  Ave.,  Memphis,  TN  38122 
L.C.  card  72-624719  A  88.11/3  :  ( v.nos.&  nos. ) 

04227  Monthly  department  store  sales  in  selected  areas,  see  Current  business 

reports  :  Monthly  department  store  sales  in  selected  areas. 

04228  Monthly  energy  review;  [prepared  in  Office  of  Policy  and  Analysis.  Judy  B. 

Gaynor,  editor].  (FEA/B-(nos.)  ;  Federal  Energy  Administration,  Na- 
tional Energy  Information  Center.)  [Formed  by  union  of  PIMS  monthly 
petroleum  report,  and  Monthly  energy  indicators.]  %  Paper,  $36.00  a 
yr.,  add  $14.00  for  foreign  mailing  fPB-242  769-(nos.)/SDS).  •Item 
434-A-2  FE  1.17:  (date) 
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04229  Monthly  labor  review;  [Henry  Lowenstern,  editor-in-chief].   (Labor  Sta- 

tistics Bureau,  Labor  Department.)    [December  issue  includes  volume 
index.]     *  Paper,  $22.35  a  yr.,  $5.60  additional  for  foreign  mailing;  sin- 
gle copy,  $1.90.     •  Item  770 
L.C.  card  15-26485  L  2.6 :  ( v.nos.&  nos. ) 

04230  Monthly  list  of  GAO  reports.  (Comptroller  General  of  United  States,  Gen- 

eral Accounting  Office.)     4-  GA  1.16/3  :(v.nos.&  nos.) 

04231  Monthly  petroleum  statistics  report.    (Federal  Energy  Administration, 

National  Energy  Information  Center.)  [Formed  by  union  of  Petroleum 
situation  report,  and  Weekly  petroleum  statistics  report.]  @  Paper, 
$30.00  a  yr.,  add  $10.00  for  foreign  mailing ;  single  copy,  $4.00. 

FE  1.9/4:  (date) 

04232  Monthly  release  [of]  Federal  civilian  manpower  statistics.  (SM  13  (nos.)  ; 

Manpower  Statistics  Division,  Bureau  of  Manpower  Information  Sys- 
tems, Civil  Service  Commission.)     4-     •  Item  293-E    CS  1.55/2 :  (date) 

04233  Monthly  retail  trade,  see  Current  business  reports :  Monthly  retail  trade. 

04234  Monthly  selected  services  receipts,  see  Current  business  reports  :  Monthly 

selected  services  receipts. 

04235  Monthly  statement  of  public  debt  of  United  States.   (Bureau  of  Public 

Debt,  Department  of  Treasury.)  *  Paper,  $62.20  a  yr.  (including  all 
issues  of  Daily  statement  of  Treasury,  and  Monthly  statements  of  re- 
ceipts and  outlays  of  U.S.  Government),  $15.55  additional  for  foreign 
mailing ;  single  copies  not  sold.     •  Item  923-A-2  T  1.5/3  :  (date) 

04236  Monthly  statement  of  receipts  and  outlays  of  United  States  Government. 

(Treasury  Department.)  [Preliminary  and  final  statements  issued  also.] 
*( Included   in   subscription   price   of   Daily   statement   of   Treasury). 

•  Item  923-A-2  T  1.5/2  :  ( date ) 

04237  Monthly  summary,  the  Gulf  Stream,  see  Gulf  stream. 

04238  Monthly  vital  statistics  report,  provisional  statistics  from  National  Center 

for  Health  Statistics.  (HRA)  (date) -1120;  Health,  Education,  and 
Welfare  Department,  Public  Health  Service,  Health  Resources  Admin- 
istration.)   [Supplements  with  varying  titles  issued   irregularly.]     + 

•  Item  508-B 

L.C.  card  66-51898  HE  20.6009 :  ( v.nos.&  nos. ) 

04239  Monthly  wholesale  trade,  sales  and  inventories,   see  Current  business 

reports  :  Monthly  wholesale  trade,  sales  and  inventories. 

04240  Morbidity   and   mortality   weekly   report;    [Michael   B.    Gregg,    editor]. 

(DHEW  pub.  no.   (CDC)    (date) -8017  Health  Education,  and  Welfare 
Department,   Public  Health   Service,   Center  for  Disease  Control,   At- 
lanta, GA.)  [Annual  supplement  also  issued.]     +     •  Item  508- A 
L.C.  card  60-37246  HE  20.7009 :  ( v.nos.&  nos. ) 

04241  Mosaic;    [Bruce   Abell,    editor].    (National    Science    Foundation.)     [Bi- 

monthly.] *  Paper,  $8.55  a  yr.,  $2.15  additional  for  foreign  mailing; 
single   copy,   $1.45.     •Item   834-F-l  NS  1.29:  (v.nos.&  nos.) 

04242  Motor  vehicle  safety  defect  recall  campaigns  reported  to  National  High- 

way Traffic  Safety  Administration  by  domestic  and  foreign  vehicle 
manufacturers.  (DOT  HS-801-(nos.)  ;  Transportation  Department, 
National     Highway     TraflBc     Safety     Administration.)      [Quarterly.] 

•  Paper,   prices  vary.     •Item  982-D-2  TD  8.9:  (date) 

04243  Multidisciplinary    accident    investigation    summaries.     (DOT    HS-801- 

( series)  ;  National  Highway  Traffic  Safety  Administration,  Transpor- 
tion  Department.)  [Irregular.]     @     •  Item  982-D-10 

TD  8.11/2  :  (v.nos.&  nos.) 

04244  N.L.R.B.  election  report  ER-(series);  compiled  by  Division  of  Adminis- 

tration. (National  Labor  Relations  Board,  Division  of  Information.) 
[Monthly.]     +  LR  1.16:  (nos.) 
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04245  NASA    activities.    (National    Aeronautics    and    Space    Administration.) 

[Monthly.]  *  Paper,  $11.66  a  yi\,  -S-.'-X)  additional  for  foreign  mailing; 
single   copy,   $1.00.     •  Item   830-H-l  NAS  1.46:(v.nos.Anos.) 

04246  NASA  headquarters  telephone  directory.  (National  Aeronautics  and  Space 

Administration.)  [Quarterly.]  *  Paper,  $6.45  a  yr.,  $1.65  additional 
for  mailing;  single  copy.  $1.65.     •Item  830-L-l        NAS  1.24:  (date) 

04247  NASA  procurement  regulation  directive.  (National  Aeronautics  and  Space 

Administration.)  [Irregular.  Issued  with  perforations.]  *( Included 
in  price  of  subscription  to  National  Aeronautics  and  Space  Administra- 
tion procurement   regulation).     •Item   830-N  NAS  1.6/3  :(nos.) 

04248  NASA  report  to  educators.  (National  Aeronautics  and  Space  Administra- 

tion.) [Published  4  times  a  yr.  for  community  educators,  especially 
at  elementary  and  secondary  school  levels.  Prior  to  v.  3,  no.  3,  issued 
as    NASA    report    to    Education,    discovery,    knowledge    benefits.]     + 

•  Item  830-H-4  XAS  1.49 :  ( v.nos.&  QOS.  I 

04249  NASA  tech  briefs.    (National  Aeronautics  and   Space  Administration.) 

[Irregular.  Individual  briefs  are  indexed  in  NASA  SP-5021.]  (<i  Price 
upon  application.  N A  S1.2!»:f  nos. ) 

04250  National  Aeronautics  and  Space  Administration  procurement  regulation, 

revisions.  ( NHB  5100.2 ;  National  Aeronautics  and  Space  Administra- 
tion.) [Irregular.  Issued  in  looseleaf  form.]  *  Paper.  $36.80  (in- 
cluding basic  book  and  supplementary  material  for  an  indefinite  pe- 
riod) ;  $9.20  additional  for  foreign  mailing.     •  Item  830-N 

NAS  1.6/2:  (date) /(nos.) 

04251  National  Cartographic  Information  Center  newsletter.  (Geological  Survey. 

Interior  Department,  National  Cartographic  Information  Center.) 
[Quarterly.]     +  1 19.71  :(nos.) 

04252  National  Clearinghouse  for  Poison  Control  Centers,  bulletin.    (Health, 

Education,  and  Welfare  Department,  Public  Health  Service,  Food  and 
Drug  Administration,  Bureau  of  Drugs.)  [Bimonthly.]  +  Bureau  of 
Drugs,   5401   Westbard   Ave.,   Bethesda,    Md.    20016. 

HE  20.4003/2:  (date) 

04253  National  electric  rate  book,  rate  schedules  for  electric  service  in  com- 

munities of  2,500  population  or  more,  residential,  commercial,  and 
industrial  services.  (Federal  Power  Commission.)  [Issued  with  per- 
forations.  Consists   of  separate   sections  each   representing   a    State.] 

*  Paper,  $22.50  a  yr.,  $5.65  additional  for  foreign  mailing ;  single 
copy,  45c.     •  Item  437-A-l  to  437-A-50 

L.C.  card  73-603343  FP  1.18  :(CT)/( date) 

04254  National  Environmental  Research  Center,  Las  Vegas,  [quarterly  activities 

report].  (Environmental  Protection  Agency,  National  Environmental 
Research  Center,  Office  of  Research  and  Development. )  4-  Environ- 
mental Monitoring  and  Support  Laboratory,  P.O.  Box  15027,  Las  Vegas, 
NV  89114.  EP  1.46/3:  (date) 

04255  National  food  situation.    (NFS- (series)  ;   Agriculture  Department,  Eco- 

nomic Research  Service.)  [Quarterly.]     +     •  Item  21-H 

L.C.  card  59-33311  A  93.16:  (nos.) 

04256  National  Labor  Relations  Board  casehandling  manual.   (National  Labor 

Relations  Board.)  [Issued  with  perforations.  Supersedes  National  Labor 
Relations  Board  field  nianual,  LR  1.6/3  :  (date) .]  *  Paper,  $26.50  (basic 
and  supplementary  material  for  indefinite  period)  ;  add  $6.75  for  foreign 
mailing  ;    single  copies   not   sold.     •  Item   827-A       LR  1.6/2  :  C  26/pt. 

04257  National  Labor  Relations  Board  field  manual,  see  National  Labor  Relations 

Board  casehandling  manual. 
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04258  National  Library  of  Medicine  current  catalog:  Cumulative  listing.  (DHKW 

publication  (NIH)  (date)-262;  Health,  Education,  and  Welfare  Depart- 
ment, Public  Health  Service,  National  Institutes  of  Health,  National 
Library  of  Medicine.)  [ISSN  0090-3132.  Quarterly.]  *  Paper,  $23.50  a 
yr.,  $6.00  additional  for  foreign  mailing;  single  copy,  $6.00.  •  Item 
508-J  HE  20.3609/2  :  ( date ) 

04259  National  Library  of  Medicine  index  medicus,  see  Index  medicus. 

04260  National    nosocomial    infections    study,    reports.    ([DHEW    publication 

(CDC)  (date) -8257]  ;  Health,  Education  and  Welfare  Department, 
Public  Health  Service,  Center  for  Disease  Control.)  [Quarterly.]     4- 

HE  20.7011/10:  (date) 

04261  National  status  on  control  of  garbage-feeding.  (Animal  Health  Division, 

Agricultural  Research  Service,  Agriculture  Department.)  [Monthly.]     + 

A  77.227:  (date) 

04262  National   traffic  safety  newsletter;    [M.   M.   Rone,   editor].    (TSP   134; 

National  Highway  Traffic  Safety  Administration,  Transportation  De- 
partment.) [Monthly.]  4- National  Traffic  Safety  Newsletter,  4102 
Nassif  Building.  Washington,  DC  20590.  TD  8.18:  (date) 

04263  Natural  gas  liquids;  prepared  in  Division  of  Fossil  Fuels.  (Mineral  indus- 

try surveys  ;  Mines  Bureau,  Interior  Department.)  [Monthly.]  4-  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213.  I  28.47  :  (date) 

04264  Natural  gas,  monthly;  prepared  in  Division  of  Fossil  Fuels.    (Mineral 

industry  surveys,  Mines  Bureau,  Interior  Department. )  -{-  Mines  Bu- 
reau, 4800  Forbes  Ave.,  Pittsburgh,  Pa.  15213.  I  28.98/4 :  (date) 

04265  Naval  aviation  news ;  [Rosario  Rausa,  editor].  ( [Chief  of  Naval  Operations 

and  Naval  Air  Systems  Command,  Navy  Department.])   [Monthly,  with 
annual  cumulative  index  in  Dec.  issue.]     *  Paper,  $12.85  a  yr.,  $3.25 
additional  for  foreign  mailing ;  single  copy,  $1.10.     •  Item  375 
L.C.  card  33-29553  D  202.9 :  (date) 

04266  Naval  research  reviews;   [William  J.  Lescure,  editor].    (NAVSO  P-510; 

Naval  Research  Office,  Navy  Department.)   [Monthly,  including  annual 
index.]     *  Paper,  $6.50  a  yr.,  $1.65  additional  for  foreign  mailing ;  single 
copy,  55c.     •  Item  407-C 
L.C.  card  56-38307  D  210.11 :  (v.nos.&  nos. ) 

04267  Naval   research   logistics    quarterly;    [S.    M.    Selig,    managing   editor]. 

(NAVSO  P-1278;  Naval  Research  Office,  Navy  Department.)     *  Paper, 
$11.15  a  yr.,  $2.80  additional  for  foreign  mailing;  single  copies  vary  in 
price.     •  Item  407-B 
L.C.  card  58-913  D  210.12  :  ( v.nos.&  nos. ) 

04268  Naval  reservist.  [Gerald  S.  Wolff,  editor]  (NavPers  15653;  Naval  Person- 

nel Bureau,  Navy  Department.)   [Quarterly.]     -f     •  Item  405-A 

L.C.  card  56-38307  D  208.10 :  ( date) 

04269  Naval  stores.  ( SpCr  3 ;  Crop  Reporting  Board,  Statistical  Reporting  Serv- 

ice, Agriculture  Department.)   [Monthly.]     4-  A  92.25 :( date ) 

04270  Navigator;   [editor,  Richard  E.  Gorden].    ( [USAF  recurring  publication 

50-3,  Air  Training  Command;  Air  Force  Department.])    [Triannual.] 

*  Paper,  $3.00  a  yr.,  75c.  additional  for  foreign  mailing  ;  single  copy,  $1.00. 

•  Item  424-C 

L.C.  card  68-7053  D  301.38/4  :  ( v.nos.&  nos. ) 

04271  NavNews,    poster/clipsheet    service;    [M.    A.    Szastek,    editor].     (NIRA 

P-0002  ;  [Navy  Department],  Naval  Internal  Relations  Activity,  Office  of 
Chief  of  Information.)  [Irregular.  Prior  to  Feb.  7,  1975,  issued  as 
NavNews,  Navy  news  service.]     +  D  201.24  :  (date) 

04272  Navy  Civil  engineer.  (NAVFAC  P-330 ;  Civil  Engineer  Corps  and  Facilities 

Engineering  Command,  Navy  Department.)   [Quarterly.]     *  Paper.  $3.00 

a  yr.,   75c.   additional  for  foreign  mailing ;   single  copy,   75c.     •  Item 

419-B 

L.C.  card  64-35719  D  209.13  :  ( v.nos.&  nos. ) 
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04273  Navy  lifeline,  naval  safety  journal  :  [A.  B.  Filbert,  editor],  (Naval  Safety 

Center,  Navy  Department.)  [Bimonthly.  Prepared  In  cooperation  with 
Air  Force  Department]  *  Paper,  $&25a  yr.,  $1.86  additional  for  foreign 
mailing;  single  copy,  90c.     •Item  toO-C  D207J5:(T.nos.Anos.) 

04274  Navy  procurement  directives;    [compiled   by   Chief  of   Naval   .Material  |. 

(NAVMAT  P-4202;   [Chief  Of  Naval  Material],  Navy  Department.)   [Is- 
sued in  looseleaf  form.]     •  Paper,  $14. !M)  (including  basic  publication 
and  revised  pages,  issued  irregularly,  for  an  Indefinite  period)  ;  $8.78 
additional  for  foreign  mailing.     •  Item  373 
L.C.  card  58-614 x;  D  201.6  10:  (date) 

04275  Navy  Supply  Corps  newsletter;  [editor,  Nancy  Dimond].  ([Naval  Supply 

Systems  Command,  Navy   Department.])    [Monthly.]     # 

D  212.14 :( v.nos.  A  nos.) 

04276  Navy  wifeline;  [MichaelJ.  Brennan,  editor].  (Navy  Department,  [Defense 

Department].)  [Quarterly.  Prepared  with  cooperation  of  Navy  Wifeline 
Association.]  +  Navy  Wifeline  Association,  Bldg.  210,  Navy  Yard, 
Washington.  DC  20374.     •  Item  370  D  201.25:  (date) 

04277  NBS  publications  newsletter;  [John  Rochford,  editor].  (National  Bureau 

of  Standards,  Commerce  Department.)  [Bimonthly.]     4- 

C  13.36/5:  (nos.) 

04278  NCUA  quarterly;   [Jack  Jillson.  editorl.  (National  Credit  Union  Admin- 

istration. )  *  Paper,  $5.05  a  yr.,  $1.30  additional  for  foreign  mailing ; 
single  copy,  $1.30.     •  Item  525-A  NCU  1.3  :  (v.nos.&  dob.) 

04279  Neighborhood   health   centers,   summary    of   project   data.    (Community 

Health  Services  Bureau.  Health,  Education,  and  Welfare  Department. 
[Public  Health  Sen-ice],  Health  Services  Administration.  Division  of 
Monitoring  and  Analysis.)  [Quarterly.  Prior  to  report  no.  9  issued 
as  Comprehensive  health  service  projects.]     4-     •  Item  532-E-2 

04280  NEISS  news  [National  Electronic  Injury  Surveillance  System].  (Consumer 

Product  Safety  Commission.)  [Monthly.]  +  National  Injury  Informa- 
tion Clearinghouse,  R.  323,  5401  Westbard  Ave..  Bethesda.  MD  20207. 
•  Item  475-T  Y  3.C  76/3 :  7-2/  ( v.nos.A  nos. ) 

04281  New  for  consumers,  highlights  of  new  federal  consumer  publications.  |  <  5on- 

sumer  Information  Center,  General  Services  Administration.)  [Irregu- 
lar.]    +  GS  11.9/2:  (nos.) 

04282  New  Jersey  landings.  (Current  fisheries  statistics.  NA-5 ;  Commerce  De- 

partment. National  Oceanic  and  Atmospheric  Administration.  National 
Marine  Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with 
New  Jersey  Department  of  Environmental  Protection,  Division  of 
Fish.  Game  and  Shellfisheries,  Trenton.  N.J.]     '+     •  Item  610-A 

C  55.309/2  :  l  nos.  i 

04283  New  publications,  Bureau  of  Mines,  monthly  list.  ( Mines  Bureau,  Interior 

Department. )  -f  Mines  Bureau,  Publications  Distribution  Branch, 
4800  Forbes  Avenue,   Pittsburgh,  PA  15213     •  Item   642 

I  28.5/2:  (nos.) 

04284  New  publications  from  NBS.  (National  Bureau  of  Standards,  Commerce 

Department.)  [Irregular.  Prior  to  Jan.  1974  issued  as  NBS  publications 
announcements.]      4-  C  13.36/2  : 1 1 T  i 

04285  New    publications    [list].    (Office   of   Information,    Labor   Department.) 

[Monthly.]]      +  L  1.34/3  :( date) 

04286  New  publications  of  Geological  Survey,  list.   (Geological  Survey.  Interior 

Department.)  [Monthly.]     +     •  Item  622 

L.C.  card  GS  11-221  1 19.14/4:  (nos.) 
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04287  New  serial  titles,  classed  subject  arrangement ;  [prepared  under  sponsor- 

ship of  Joint  Committee  on  Union  List  of  Serials].    (Library  of  Con- 
gress.)  [ISSN  0028-6699.  Monthly.]     +  Paper,  $25.00  a  yr.,  Cataloging 
Distribution  Service  Division,  Library  of  Congress,  Building  159,  Navy 
Yard  Annex,  Washington,  DC  20541 
L.C.  card  55-60037  LC  1.23/5  :  ( date  &  nos. ) 

04288  union  list  of  serials  commencing  publication   after  Dec.   31,   1949, 

prepared  under  sponsorship  of  Joint  Committee  on  Union  List  of  Serials  : 
[compiled  by  Serial  Record  Division].  (Library  of  Congress.)  [ISSN 
0028-6680.  Eight  monthly  and  quarterly  issues  and  cumulative  annual 
volume.  Supplement  to  Union  list  of  serials,  3d  edition.]  '+  Paper, 
$170.00  a  yr.,  Cataloging  Distribution  Service  Division,  Library  of  Con- 
gress, Building  159,  Navy  Yard  Annex,  Washington,  DC  20541 

L.C.  card  53-60021  LC  1.23/3  :( date) 

04289  New  York  landings.  (Current  fisheries  statistics,  NA-4  ;  Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National 
Marine  Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with 
New  York  Department  of  Environmental  Conservation,  Division  of 
Marine  and  Coastal  Resources,  Stony  Brook,  N.Y.]     '+     •  Item  610-A 

C  55.309/2:  (nos.) 

04290  News  for  farmer  cooperatives;  [editor,  Gene  Ingalsbe.]  (Farmer  Coopera- 

tive Service,  Agriculture  Department.)  [Monthly.]  *  Paper,  $10.10  a 
yr.,  $2.55  additional  for  foreign  mailing;  single  copy,  85c.  •  Item  66 
L.C.  card  36-20027  A  89.8  :  ( v.nos.&  nos. ) 

04291  News  of  cooperative   health   statistics   system.    ((HRA)     (date)-1141; 

National  Center  for  Health  Statistics,  Health,  Education,  and  Welfare 
Department,  Health  Resources  Administration.)  [Irregular.  Prior  to 
v.  1,  no.  1,  issued  as  Register  and  Statistician  and  classed  HE  20.2216 :.] 
+  HE  20.6213  :  ( v.nos.&  nos. ) 

04292  News  release;  [W.  H.  Usery,  Jr.,  Director].  (Federal  Mediation  and  Con- 

ciliation Service.)  [Irregular.]     +  FM  1.7:  (date) 

04293  Newsletter.  (President's  Council  on  Physical  Fitness  and  Sports.)   [Irreg- 

ular.]    +  Pr  37.8  :  P  56/2/N  47/ (date) 

04294  Newsletter  for  research  in  mental  health  and  behavioral  sciences;  [N.  W. 

Coppinger,  editor].  (IB  15-5;  Department  of  Medicine  &  Surgery,  Vet- 
erans Administration.)  [Quarterly.  Published  in  Central  Neuropsychi- 
atry Research  Laboratory,  VA  Hospital,  Perry  Point,  MD.  Issued  with 
perforations.]     +     •  Item  986-A  VA  1.22  :  15-5/ (v.nos.&  nos.) 

04295  NIAAA  information  &  feature  service;  [Jerome  K.  Boin,  editor].   (IFS- 

(nos.)  ;  National  Institute  on  Alcohol  Abuse  and  Alcoholism,  National 
Clearinghouse  for  Alcohol  Information,  Health,  Education,  and  Wel- 
fare  Department.)    [Irregular.]     +     •  Item   498-C-5 

HE  20.8312:  (nos.) 

04296  Nickel;  prepared  in  Division  of  Ferrous  Metals.  (Mineral  industry  surveys ; 

Mines  Bureau,  Interior  Department.)  [Monthly.]  +  Mines  Bureau, 
4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.92  :  (date) 

04297  NLRB   statistical    summary   covering    three-month    period,    S- (series). 

(National  Labor  Relations  Board.)    [Quarterly.]     + 

LR  1.15/3:  (nos.) 

04298  NOAA;  [Roland  D.  Paine,  associate  editor].  (Commerce  Department,  Na- 

tional Oceanic  and  Atmospheric  Administration,  Office  of  Public  Affairs. ) 
[Quarterly.]  *  Paper,  $7.90  a  yr.,  $2.00  additional  for  foreign  mailing; 
single  copy,  $2.00    •  Item  250-E-l  C  55.14 :  ( v.nos.&  nos. ) 
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04299  Nongovernment  organization  codes  for  military  standard  contract  admin- 

istration procedures  (MILSGAP)  :  Code  to  name.   (Handbook  II  8  2; 

[Army  Department  Supply  bulletin  SB  708-Ki ;  General  Services  Admin- 
istration GSA-FSS  8-2];  Defense  Supply  Agency,  Defense  Logistics 
Services  Center,  Battle  Creek,  Mich.)  [Irregular.  Issued  in  microfiche.] 
+  Defense  Logistics  Service  Center,  Battle  Creek,  MI  49016  •  Item 
314-A  D  7.6/2 :  8-2 

04300  (MILSCAP)  ;  Name  to  code.  (Handbook  H  8-1,  [Army  Department 

Supply  bulletin  SB  708-81,  General  Services  Administration  GSA-FSS 
H  8-1]  ;  Defense  Supply  Agency,  Defense  Logistics  Services  Center,  Bat- 
tle Creek,  Mich.)  [Irregular.  Issued  in  microfiche.]  4-  Defense  Logistics 
Services  Center,  ATTN:  DLSC-CGC,  Federal  ('enter,  Battle  Creek,  MI 
49016     •  Item  314-A  D  7.6/2  :  8-1 

04301  North  Carolina  landings.   (Current  fisheries  statistics,  SA-3 ;  Commerce 

Department,  National  Oceanic  and  Atmospheric  Administration,  Na- 
tional Marine  Fisheries  Service.)  [Monthly.  Prepared  in  cooperation 
with  North  Carolina  Department  of  Natural  and  Economic  Resources, 
Division  of  Commercial  and  Sports  Fisheries,  Morehead  City,  N.C.]  + 
•  I  tern  610-A  C  55.309/2  :  ( nos. ) 

04302  Notice  to  mariners.  (Defense  Mapping  Agency  Hydrographic  Center,  De- 

fense  Department.)    [Weekly.   Prepared  jointly  with   National  Ocean 
Survey  and  U.S.  Coast  Guard.  Issued  with  perforations.]     4-     •  Item 
379-A  (beginning  Oct.  19,  1974) 
L.C.  card  56-33063  D  5.315  :  (date/nos.) 

04303  Notices  to  airman,  see  Airman's  information  manual. 

04304  Noticias  de  la  semana,  a  news  summary  for  Hispanos.  (Labor  Department. 

Office  of  Information,  Publications  and  Reports.)  [Weekly.  Provides 
news  about  people,  programs  and  economic  matters  of  interest  to 
Hispanos.]     4-  L  1.20/7  :( date) 

04305  NSF  bulletin.  (National  Science  Foundation.)  [Monthly  (except  July  and 

August).]     +  NS  1.3:  (nos.) 

04306  NTIS  monthly  marketing.    (Commerce  Department,  National  Technical 

Information  Service.)   [Monthly.]     ©[Discontinued.]     C  51.7/6  :  (date) 

04307  Nuclear  Regulatory  Commission  rules  and  regulations.   (Nuclear  Regu- 

latory Commission.)  [Irregular.  Issued  in  looseleaf  form.  Prior  to  supp. 
76,  Jan.  24,  1975  issued  as  Atomic  Energy  Commission  rules  and  regu- 
lations, and  classified  Y  3. At  7  :  6-2/ (date).]  *  Stiffboard  $37.50.  (basic 
and  supplementary  material  for  indefinite  period)  ;  add  $9.40  for  for- 
eign mailing.     •  Item  1052  Y  3.N88:  6/(date) 

04308  Nuclear  safety,  bimonthly  technical  progress  review:    [Wm.  B.  Cottrell, 

editor].  (Nuclear  Regulatory  Commission.)  [Prepared  by  Nuclear  Safety 
Information  Center,  Holifield  National  Laboratory.  Prior  to  Jan.-Feb. 
1975  issued  by  Atomic  Energy  Commission  and  classified  Y  3At  7 :  45/ 
(v.  nos.  &  nos.).]  *  Paper,  $16.70  a  yr,  add  $4.20  for  foreign  mailing; 
single  copy,  $2.80.     •  Item  1051-H  Y  3.N  88  :  9/  ( v.nos.&  nos. ) 

04309  Nuclear  science  abstracts.  (Technical  Information  Center.  Office  of  Public 

Affairs,    Energy   Research   and   Development   Administration.)    [Semi- 
monthly.]    *  Paper.  $121.05  a  yr.,  $30.30  additional  for  foreign  mailing; 
single  copy  $5.05.     •  Item  1051-A 
L.C.  card  50-4390  ER  1.10 :  ( v.nos.&  nos. ) 

04310  Nuclear    abstracts:    Indexes.    (Technical    Information   Center,    Office   of 

Public  Affairs,  Energy  Research  and  Development  Administration.) 
[Semiannual.  Prior  to  v.  31,  issued  by  Atomic  Energy  Commission  and 
classed  Y  3. At  7: 16-5/ (v.  nos.  &  nos.)l  *  Paper.  $44.00  (including  2 
sets  per  year),  $11.10  additional  for  foreign  mailing:  individual  sets 
vary  in  price     •  Item  1051-A  ER  1.10/2  :(v.nos.) 
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04311  Nutrition  program  news,  for  exchange  of  information  on  nutrition  pro- 

grams and  activities.  (Consumer  and  Food  Economics  Institute,  Agri- 
cultural Research  Service,  Agriculture  Department.)  [Bimonthly.]  + 
•  Item  88-C  A  77.710 :  ( date ) 

04312  Occupational  outlook  quarterly;    [editor,  Melvin  C.   Fountain].    (Labor 

Department,  Labor  Statistics  Bureau.)     *  Paper,  $5.40  a  yr.,  $1.35  addi- 
tional for  foreign  mailing ;  single  copy,  $1.35.     •  Item  770-A 
L.C.  card  67-5477  2.70/4 :  ( v.nos.&  nos. ) 

04313  Occupational  safety  and  health:  volume  4,  Other  regulations  and  proce- 

dures. (OSHA  2080;  Occupational  Safety  and  Health  Administration, 
Subscription  Service,  Labor  Department.)  [Irregular.  Issued  with  per- 
forations.] *  Paper,  $5.50  (includes  basic  manual  and  changes  for  an 
indefinite  period)  ;  $1.50  additional  for  foreign  mailing.     •  Item  766-F 

L  35.6/3-4:  (date) 

04314  Official  gazette  of  U.S.  Patent  and  Trademark  Office :  Patents.  ( Commerce 

Department,  Patent  and  Trademark  Office.)    [Weekly.  Prior  to  v.  931, 
no.  2,  issued  by  Patent  Office.]     *  Paper,  $342.20  a  yr.,  $85.55  additional 
for  foreign  mailing ;  single  copy,  $6.60.     •  Item  260 
L.C.  card  4-18256  C  21.5 :  ( v.nos.&  nos. ) 

04315  Trademarks.  (Commerce  Department,  Patent  and  Trademark  Office.) 

[Weekly.  Prior  to  v.  931,  no.  3,  issued  by  Patent  Office.]  *  Paper,  $88.40 
a  yr.,  $22.10  additional  for  foreign  mailing ;  single  copy  $1.70.  •  Item 
260  C  21.5/4  :  ( v.nos.&  nos. ) 

04316  Official  journal  of  the  Plant  Variety  Protection  Office.   (Department  of 

Agriculture,  Agricultural  Marketing  Service,  Grain  Division,  [Plant 
Variety  Protection  Office].)   [Quarterly,  with  separate  index  issue.]     + 

A88.52:(v.nos.&nos.) 

04317  Official  opening  and  closing  hours  of  Board  of  Governors  and  Federal 

reserve  banks  and  branches,  also  holidays.  ( K.8 ;  Federal  Reserve  Sys- 
tem Board  of  Governors,  Division  of  Federal  Reserve  Bank  Operations. ) 
[Supplemental  statements,  K.8.A,  issued  also  throughout  the  year.]     4- 

FR  1.50:  (date) 

04318  Official  reports  of  Supreme   Court,   United   States,  preliminary   print : 

Henry  Putzel,  jr.,  reporter.  (Supreme  Court.)  [Irregular.  Each  part 
contains  cumulative  table  of  cases  reported  in  the  volume.]  *  Paper, 
$50.00  per  term  of  court,  $62.50  additional  for  foreign  mailing;  single 
copies  vary  in  price.  Note. — The  individual  options  of  the  Supreme  Court 
are  also  issued  separately  and  sold  by  the  Superintendent  of  Documents, 
Government  Printing  Office.  Washington,  DC  20402.  Subscription  price 
$81.50  per  term  of  court,  $20.40  additional  for  foreign  mailing;  single 
copies  vary  in  price.  These  individual  opinions  are  sent  to  depository 
libraries  under    •  Item  740-A  and  classified  Ju  6.8/b  :  (date  &  nos.) 

Ju  6.8/a  :  ( v.nos.&  pt.nos. ) 

04319  Official  summary  of  security  transactions  and  holdings.  (Securities  and 

Exchange  Commission.)    [Monthly.]     *  Paper,  $61.05  a  yr.,  $15.30  addi- 
tional for  foreign  mailing  ;  single  copies,  $5.10.     •  Item  906-A 
L.C.  card  35-26732  SE  1.9  :  ( v.nos.&  nos. ) 

04320  Ohio  River  Forecast  Center:  Ohio  River  summary  and  forecasts.   (Com- 

merce Department,  National  Oceanic  &  Atmospheric  Administration. 
National  Weather  Service.)  [Daily,  except  Saturdays,  Sundays,  and 
holidays.]  +  Paper,  $3.60  a  yr.,  30c.  per  month  (Make  checks  payable 
to  Department  of  Commerce,  NOAA  ;  send  orders  and  payments  National 
Weather  Service  Forecast  Center,  905  Post  Office  and  Courthouse, 
Cincinnati,  OH  45202.)  C  55.110:  (date) 

04321  Oil  pollution  research  newsletter.    (Office  of  Research  and  Monitoring, 

National  Environmental  Research  Center,  Cincinnati,  Edison  Water 
Qualitv  Research  Laboratorv.  Environmental  Protection  Agency.)  [Ir- 
regular.]    +     [Discontinued.]  EP  1.25  :  (date) 
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04322  [This  entry  number  not  used.] 

04323  On  call  positions  in  qpot  cotton  based  on  New  York  cotton  futures  reported 

by  merchants  In  special  account  status.  (Commodity  Futures  Trading 
Commission.)  [Weekly.  Prior  to  May  1975  issued  by  Commodity  Ex- 
change Authority,  Agriculture  Department,  and  classified  A  85.17: 
(nos.).]      -f  Y3.C73/r,:ll/(nos.  i 

04324  On  guard,  Bureau  of  Motor  Carrier  Safety  bulletin.  (Motor  Carrier  Safety 

Bureau,  Federal  Highway  Administration,  Transportation  Department.  | 
[Irregular.]      4-  TD  2.303  :  (v.nos.&  nos.  | 

04325  On  scene,  National  Maritime  SAR  review;   [A.  J.  McCullough,  editor]. 

(Transportation  Department,  Coast  Guard.)  [Irregular.]  •Item 
931-C 

04326  One  hundred  two  monitor,  environmental  impact  statements.  (Council  on 

Environmental  Quality,  [Executive  Office  of  the  President].)  [Monthly.] 

*  Paper,  $21.50  a  yr.,  $5.40  additional  for  foreign  mailing ;  single  copy, 
$1.80.     •  Item  856-E-2  PrEx  14.10 :  ( v.nos.&  nos. ) 

04327  Open  market  money  rates  and  bond  prices.   (Federal  reserve  statistical 

release  G.-13 ;  Government  Finance  Section,  Federal  Reserve  System 
Board  of  Governors.)  [Monthly.]     4-  FR  1.44  :  (date) 

04328  ORD  publications  summary.  ( EPA-600/9- ( nos. )  ;  Environmental  Protec- 

tion Agency,  Office  of  Research  and  Development.)  [Quarterly.  Pre- 
pared   by    Publications    Staff,    Office    of    Program    Management.]     + 

•  Item  431-1-9  EP  1.21/6 :  (date) 

04329  Orders.  (Civil  Aeronautics  Board.)   [Irregular.]     4-  C  31.207  :  (nos.) 

04330  [Orders,  notices,  rulings  and  decisions  (initial  and  final)  issued  by  hearing 

examiners  and  by  Commission  in  formal  docketed  proceedings  before 
Federal  Maritime  Commission].  (Federal  Maritime  Commission.)  [Ir- 
regular.]    4-  Paper,  $30.00  a  year.  FMC  1.10/a2  :  (date) 

04331  OSAHRC  reports:  Decisions  of  the  Occupational  Safety  and  Health  Re- 

view Commission.  (Occupational  Safety  and  Health  Review  Commis- 
sion.)   [Irregular.  Issued  with  perforations.]     4-     •  Item  1070-L 

Y  3.0c  1 :  10/  ( v.nos.&  nos. ) 

04332  Our  public  lands;  [Paul  C.  Herndon,  editor]   (Land  Management  Bureau, 

Interior   Department.)     [Quarterly.]     *  Paper,   $3.00  a   yr.,    75c.   addi- 
tional for  foreign  mailing;  single  copy,  75c.     •  Item  633-A 
L.C.  card  60-63360  I  53.12  :  ( v.nos.&  nos. ) 

04333  Outdoor  recreation  action;  [George  M.  Kyle,  editor].  (Outdoor  Recreation 

Bureau,  Interior  Department.)   [Quarterly.]     *  Paper,  $4.15  a  yr..  $1.05 
additional  for  foreign  mailing  ;  single  copy,  $1.10.     •  Item  657-B-5 
L.C.  card  67-60945  I  66.17  :  ( nos. ) 

04334  Outdoor  recreation  grants-in-aid  manual.  (Outdoor  recreation  for  America. 

Land  &  Water  Conservation  Fund;  Outdoor  Recreation  Bureau,  In- 
terior Department.)  [Issued  in  looseleaf  form.]  *  Paper,  $9.75  (in- 
cluding basic  manual  and  supplementary  material  for  an  indefinite  pe- 
riod) ;  $2.45  additional  for  foreign  mailing.     •  Item  657-B-3 

I  66.8/2:  (date) 

04335  Overseas  business  reports.  (Domestic  and  International  Business  Admin- 

istration, Commerce  Department.)  [Irregular.]  *  Paper,  $36.50  a  yr.. 
$9.15  additional  for  foreign  mailing;  single  copy,  50c.  •  Item  231-B 
L.C.  card  66-97329  C  57.11 :  (nos.) 

04336  Overseas  export  promotion  calendar.   (International  Commerce  Bureau, 

Commerce  Department,  Domestic  and  International  Business  Adminis- 
tration.) [Quarterly.  Prior  to  July  1974  issued  by  Domestic  and  Interna- 
tional Business  Administration  and  entitled  Overseas  trade  promotions 
calendar,  and  classed  C  57.12 :  (date) .]     +  C  57.117  :  (date) 
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04337  Pacific  chart  supplement,  see  United  States  Government  flight  information 

publication  :  Pacific  chart  supplement. 

04338  Pacific  Northwest  water  resources,  summary.  (Geological  Survey,  Interior 

Department.)  [Monthly.  Prepared  in  collaboration  with  Water  Survey 
of  Canada.  Issued  with  perforations.  Incorporates  information  formerly 
issued  as  Pacific  Northwest  monthly  precipitation  and  temperature.] 
+  Northwest  Water  Resources  Data  Center,  Box  3202,  Portland,  OR  97208 

1 19.46:  (date) 

04339  Pacific  Northwest   water   resources,  weekly  runoff   report.    (Geological 

Survey,  Interior  Department.)  [Prepared  in  collaboration  with  other 
agencies  participating  in  reporting  network  of  Water  Management 
Group.  Issued  with  perforations.]  +  Northwest  Water  Resources  Data 
Center,  Box  3202,  Portland,  OR  97208.  1 19.46/2  :  (date) 

04340  Packers  and  stockyards  resume.  (Packers  and  Stockyards  Administration, 

Agriculture   Department.)    [Irregular.   Issued   with   perforations.]     4- 

A96.9:(v.nos.&nos.) 

04341  Panama  Canal  spillway.   (OflScial  publication  of  Panama  Canal,  Balboa 

Heights,  C.  Z.)  [Weekly.]  +  Paper,  $6.00  a  yr.,  $19.00  a  yr.  airmail 
(make  checks  payable  to  Panama  Canal  Company  and  address  to  Spill- 
way Subscriptions,  Box  M,  Balboa  Heights,  C.Z.). 

CZl.ll:(v.nos.&nos.) 

04342  Parkinson's  disease  &  related  disorders,  citations  from  the  literature. 

(DHEW  pub.  no.  (NIH)  (date) -148;  [National  Institute  of  Neurologi- 
cal and  Communicative  Diseases  and  Stroke.],  Department  of  Health, 
Education,  and  Welfare,  Public  Health  Service,  National  Institutes  of 
Health.)  [Monthly.]  @  Paper,  $20.00  a  yr.,  $5.00  additional  for  foreign 
mailing.  HE  20.3511 :  ( v.nos.&  nos. ) 

04343  Patents,  see  Official  gazette. 

04344  PCMR    message.     (President's    Committee    on    Mental     Retardation,) 

[Irregular.]     +  Pr  36.8 :  M  52/M  56/  (nos. ) 

04345  Peanut   market   news,   weekly   report.    (Fruit   and   Vegetable    Division, 

Agricultural  Marketing  Service,  Agriculture  Department.)     4- 

A  88.10 :(v.nos.&  nos.) 

04346  Peanut  stocks  and  processing.   (GrLg  11-2;  Crop  Reporting  Board,  Sta- 

tistical Reporting  Service,  Agriculture  Department. )  [Monthly.]     + 

A  92.14:  (date) 

04347  Pennsylvania  anthracite,   weekly   production ;    prepared   in   Division   of 

Fossil  Fuels.  (Mineral  industry  surveys;  Mines  Bureau,  Interior  De- 
partment.) [Weekly.]  +  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh, 
PA  15213  I  28.49/2  :  ( date ) 

04348  People's   Republic  of   China   scientific   abstracts.    (JPRS   series;    Joint 

Publications  Research  Service.)  [Irregular.]  @ (Price  upon  applica- 
tion). Y3.J66:13/(nos.) 

04349  Performance;  [Diane  Lattin,  editor].  (President's  Committee  on  Employ- 

ment of  the  Handicapped.)  [Monthly.]     -f-     •  Item  766 

L.C.  card  59-30059  PrEx  1.10/3  :  (v.nos.&  nos.) 

04350  Personnel  literature.  (Civil  Service  Commission,  Library.)  [Monthly,  with 

separate  volume  index.]  *  Paper,  $12.25  a  yr.,  $3.10,  additional  for 
foreign  mailing;  single  copy,  85c,  index  issue,  $2.40.  •  Item  300-D 
L.C.  card  63-62255  CS  1.62  :  ( v.nos.&  nos. ) 

04351  Pesticides  abstracts.   (Environmental  Protection  Agency,  Office  of  Pesti- 

cides Programs,  Technical  Services  Division.)  [Monthly.  Annual  index 
issued  separately.]  *  Paper,  $18.25  a  yr.,  $4.60  additional  for  foreign 
mailing,  single  copy,  $1.40,  index  issue  $2.35.     •  Item  475-M 

EP5.9:(v.nos.&nos.) 
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M362  Pesticides  monitoring  journal;  [editors,  Bartha  Finan,  Joanne  Banders]. 
(Federal  Working  Group  on  Peart  Management,  responsible  to  Conndl 
i. n  Environmental  Quality.)  [Quarterly.  Publication  carried  out  i>y 
Technical  Servicea  Division  <>f  ESnvironmental  Protection  Agency.] 
•Paper,  $7.90  a  vr.,  $2.00  additional  fur  Foreign  mailing;  single  copy, 
$2.00.     •Item    l < m v i  c  PrEx  14.9  :(v.nos.A  nos.) 

04353  Petroleum  situation  report.  (National  Energy  Information  Center,  Federal 

Energy  Administration,  i  |  Weekly.  Discontinued  with  April  4,  l!>7r>  issue. 
Merged  with  Weekly  petroleum  statistics  report  to  form  Monthly  petro- 
leum statistics  report.]      +  FE1.9:(date) 

04354  Petroleum  statement  [crude  petroleum,  petroleum  products,  and  natural- 

gas-liquids]  ;  prepared  in  Division  of  Fuels  Data.  (Minerals  industry 
surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.]  -4-  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  I'A  15213  I  28.18/2  :( date) 

04355  Phosphate  rock;  prepared  in  Division  of  Nonmetallic  Minerals.  (Mineral 

industry  surveys:  Mines  Bureau,  Interior  Department.)  [Monthly.]  + 
Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213 

I  28.119/3:  (date) 

04356  Plant  disease  reporter;   [Hilde  McGrath,  editor-in-chief].    (Agricultural 

Research   Center,   Agricultural  Research   Service,  Agriculture  Depart- 
ment.)   [Monthly,  with  separate  volume  index.]     *  Paper,  $22.40  a  yr., 
$5.60  additional  for  foreign  mailing ;  single  copies  vary  in  price.     •  Item 
100-B 
L.C.  card  47-36524  A  77.511 :  ( v.nos.&  nos. ) 

04357  Platinum  [platinum-group  metals]  ;  prepared  by  Division  of  Nonferrous 

Metals.  (Mineral  industry  surveys  ;  Interior  Department,  Mines  Bureau. ) 
[Quarterly.]     +  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA.  15213 

I  28.77:  (date) 

04358  Population  sciences,  index  of  biomedical  research ;    [compiled  with  co- 

operation and  assistance  of  staff  of  National  Library  of  Medicine]. 
(DHEW  pub.  no.  (NIH)  74-288;  Health,  Education,  and  Welfare  De- 
partment, Public  Health  Service,  National  Institutes  of  Health,  National 
Institute  of  Child  Health  and  Human  Development,  Center  for  Popula- 
tion Research.)  [Monthly.]  *  Paper,  $21.80  a  yr..  $5.45  additional  for 
foreign  mailing ;  single  copy,  $1.85.     •  Item  506-D-5 

HE  20.3362/5  :  ( v.nos.&  nos. ) 

04359  Position-classification  standards  for  white  collar  positions  under  general 

schedule,  transmittal  sheets.  (Civil  Service  Commission,  Bureau  of 
Policy  and  Standards.)  [Irregular.  Issued  with  perforations.  Formerly 
issued  as  Position-classification  standards  for  general  schedule  (GS) 
positions,  transmittal  sheets.]  *  Paper,  $54.00  (including  basic  manual 
and  supplementary  material  for  an  indefinite  period)  ;  $13.50  additional 
for  foreign  mailing.     •  Item  291  CS  1.39: (date ) /trans. (nos.) 

04360  Postal  bulletin  (United  States  Postal  Service,  Directives  Control  Division.) 

[Biweekly  (beginning  with  no.  21060,  Oct.  9,  1975),  with  special  issues.] 
*  Paper,  $18.75  a  yr.,  $4.70  additional  for  foreign  mailing ;  single  copies 
vary  in  price.     •  Item  837-C 
L.C.  card  6-5810  P  1.3  :  (v.nos.&  nos.) 

04361  Postal  contracting  manual.  (Publication  41 ;  United  States  Postal  Service.) 

[Issued  in  looseleaf  form.]  *  Paper,  $21.90  (including  basic  manual 
and  changes  for  1  year),  $5.50  additional  for  foreign  mailing.  •  Item 
838-E  P  1.12/6:  (date) 

04362  Postal  life,  magazine  for  postal  employees;   [Edward  R.  Caplan,  editor]. 

(United  States  Postal  Service,  Department  of  Public  and  Employee  Com- 
munications.) [Bimonthly.]  *  Paper,  $6.40  a  yr.,  $1.60  additional  for 
foreign  mailing ;  single  copy,  $1.10.     •  Item  838-D 

P  1.43  :(v.nos.&  nos.) 
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04363  Postal  service  manual,  chap.  1-6.  (United  States  Postal  Service.)   [Issued 

in  looseleaf  form.]  *  Paper,  $33.00  (including  supplementary  material 
for  an  indefinite  period,  set  of  7  dividers  and  index)  ;  $8.25  additional 
for  foreign  mailing.  Note — Chap.  5,  Transportation  (P  1.12/5b:),  also 
sold  separately.     *  Paper,  $1.50  a  yr.,  50c.  additional  for  foreign  mailing. 

P  1.12/5:  (issue  nos.) 

04364  Potato  stocks.  (Pot.  1-2;  Department  of  Agriculture,  Statistical  Reporting 

Service,  Crop  Reporting  Board.)  [Issued  Jan.,  Feb.,  Mar.,  and  Dec. 
Prior  to  Mar.  1974  entitled  Total  potato  stocks.]     +     A  92.11/11 :  (date) 

04365  Poultry  and  egg  situation.  (PES- (series)  ;  Agriculture  Department,  Eco- 

nomic  Research    Service,    [Commodity    Economics   Division].)     [Quar- 
terly.]    +     •  Item  21-F 
L.C.  card  46-29023  A  93.20 :  ( nos. ) 

04366  Poultry  slaughter,  slaughtered  under  Federal  inspection  and  poultry  used 

in  further  processing.  (Pou  2-1;  Crop  Reporting  Board,  Statistical  Re- 
porting Service,  Agriculture  Department.)   [Monthly.]     A  92.9/5 :( date ) 

04367  Precipitation  in  Tennessee  River  basin.  (Report  0-24 3- (nos.)  ;  Hydraulic 

Data  Branch,  Division  of  Water  Control  Planning,  Tennessee  Valley 

Authority.)  [Monthly,  with  separate  annual  issue.]     + 

L.C.  card  38-32755  Y  3.T  25 :  14/  (date) 

04368  Preliminary  determination  of  epicenters,  monthly  listing.  ( Interior  Depart- 

ment, Geological  Survey,  National  Earthquake  Information  Service.) 
*  Paper,  $4.35  a  yr.,  $1.10  additional  for  foreign  mailing ;  single  copy, 
40c.     •  Item  192-C  1 19.66:  (date) 

04369  Preliminary  report  on  U.S.  production  of  selected  synthetic  organic  chem- 

icals, S.O.C.  series  C/P.  (United  States  International  Trade  Commis- 
sion.) [Monthly.  Issuing  agency  formerly  entitled  Tariff  Commis- 
sion.]    +  TC  1.25/3:  (nos.) 

04370  Press  releases.  [Irregular.]     +     (Distribution  usually  limited  to  infor- 

mation media ) .  Press  releases  were  received  from  the  following  agencies 
during  1975 : 

04371  Federal  Reserve  System  Board  of  Governors.  FR  1.31 :  (date) 

04372  Agricultural  Stabilization  and  Conservation  Service.  A  82.57  .-(date) 

04373  Agriculture  Department.  A  1.80: (date) 

04374  Civil  Aeronautics  Board.  C  31.226  :  (date  &  nos. ) 

04375  Commerce    Department,    United    States    Department  of    Commerce    news.   .  .   . 

C  1.32:  (nos.)  Note. — Issued  also  by  the  following  subordinate  offices:  Census 
Bureau.  C  3.209  :(nos.)  ;  Domestic  and  International  Business  Administration. 
C  57.7:(nos.)  ;  Economic  Analysis  Bureau.  C  43.7:(nos.)  ;  Economic  Develop- 
ment Administration.  C  46.7:  (nos. );  Maritime  Administration.  C  39.207: 
(date  &  nos.)  ;  Minority  Business  Enterprise  Office.  C  1.57:  (nos.)  ;  National 
Bureau  of  Standards.  C  13.36:  (nos.)  ;  National  Fire  Prevention  and  Control 
Administration.  C  58.7:  (nos.);  National  Oceanic  and  Atmospheric  Adminis- 
tration. C  55.7:(nos.);  Patent  Office.  C  21.16  :  (date-nos.)  ;  Telecommunica- 
tions   Office.    C    1.32/7  :  (nos. )  ;   United    States   Travel   Service.    C   47.7:  (nos.) 

04376  Consumer  Product  Safety  Commission.    [Irregular.]      #         Y  3. C  76/3  :  7/ (date) 

04377  Council  on   Wage   and   Price   Stability.  PrEx  22.10  :  (date) 

04378  Energy  Research  and  Development  Administration.  ER  1.7:  (nos.) 

04379  Environmental  Protection  Agency  r  includes  various  titles  issued  by  Environmental 

Protection  Agencies  laboratories]  EP  1.7  :(date) 

04380  Federal  Communications  Commission    (public  notices).  CC  1.37(date) 

04381  Federal  Energy  Administration.  FE  1.7: (date) 
043S2       Federal  Highway  Administration,  Transportation  Department  TD  2  7  :(nos  ) 

04383  Federal  Home  Loan  Bank  Board.  FHL  1.7  :  (date) 

04384  Federal   Housing   Administration.  HH  2.18  :(nos.) 

04385  Federal  Maritime  Commission   [news  release  NR  (series)]  FMC  1.7  :  (nos.) 

04386  Federal  Power  Commission.  FP  1.25/4  :  (nos.) 
043S7  Federal  Trade  Commission.  FT1.19:(CT) 

04388  Fish  and   Wildlife   Service.  1 49.45  :  (date) 

04389  Four  Corners  Regional  Commission.  Y  3.F  82  :  7/  (nos. ) 

04390  General  Services  Administration  [news  release].  GS  1.12  :(nos.) 

04391  Geological  Survey.  1 19.44 :  (date) 

04392  Health,  Education,  and  Welfare  Department  [HEW  news]. 

HE  1.15:(letters-nos.) 

04393  Housing  and  Urban  Development  Department  [HUD  news,  HH  1.15:(nos.),  and 

HUD  weekly  news  summary.  HH  1.15/2  : (nos.)  ] 

04394  Indian  Affairs  Bureau.  1 20.45  : (nos.) 
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04395  Information    Office,    U.S.    Army,    Mobility    Equipment    Research    &   Development 

Center,   Fort   Belvolr,   Va.    [MERDC  news,   immediate  release]. 

D  103.30:  (date) 

04396  Interior  Department.  I1.82:(no8.) 

04397  Internal  Revenue  Service  oewa  release,   IR    (series)  ;  Technical  information  re- 

lease TIR   (series).  ]  T  22.46  :(nos.) 

04398  International  Development  Agency.  S  18.7:  (date) 

04399  Labor    Department.    [Consumer    Price    Index,    Labor    press    service,    News   from 

U.S.  Department  of  Labor,  and  weekly  newspaper  service.  ]  L  1.20  :(date) 

04400  Land  Management  Bureau.  I  53.14  :  (nos.) 

04401  Library  of  Congress.  LC  1.24  :(nos.) 

04402  Mines  Bureau.  I  28.100 :( date) 
()44o;;  .Mining  Enforcement  and  Safety  Administration.  I  69.7:(date) 
04404  National  Agricultural  Library.  A  17.21  :(CT) 
0440")  National  Labor  Relations  Board.  LR  1.15  :  (nos.) 

04406  National  Park  Service.  I  29.64  :(date) 

04407  National  Science  Foundation.  NS  1.7: (nos.) 

04408  National   Transportation   Safetv   Board.  TD  1.107  :(date-nos.) 

04409  Outdoor  Recreation  Bureau.  I  66.7: (date) 

04410  Ozarks  Regional  Commission.  Y  3.0z  1  :  7/ (date) 

04411  President's  Committee  on  Employment  of  the  Handicapped.     PrEx  1.10/4  :(date) 

04412  Reclamation  Bureau.  I  27.50 :  (date) 

04413  State  Department   [news  release].  S  1.25/2 :  (date  &  nos.) 

04414  Transportation  Department.  TD  1.7:  (nos. ) 

04415  Treasury  Department.  T  1.39  .(nos. ) 

04416  United   States  International  Trade  Commission.  TC  1.29  :  (date) 

04417  United    States   Postal   Service.    [Includes  Construction  release.   Feature  release. 

General  release.  Philatelic  release,  and  PFR  series.]  P  1.29  :  CT/(nos.) 

04418  United  States  Railway  Association.  Y  3.R  13/4  :  7/(date) 

04419  Primary  magnesium;  prepared  in  Division  of  Nonferrous  Metals.  (Mineral 

industry  surveys;  Mines  Bureau,  Interior  Department.)  [Quarterly.] 
+  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA,  15213 

1 28.101:  (date) 

04420  Printing  and  publishing,  quarterly  industry  report ;  [William  S.  Lofquist, 

editor].  (Commerce  Department,  Domestic  and  International  Business 
Administration,  Domestic  Commerce  Bureau,  [Office  of  Business  Re- 
search and  Analysis,  Construction  and  Forests  Products  Division].) 
*  Paper,  $3.00  a  yr.,  75c.  additional  for  foreign  mailing.     •  Item  215-H 

C  57.510  :(v.nos.&  nos.) 

04421  Problems  of  communism;  [editor,  Paul  A.  Smith,  jr.]  (United  States  Infor- 

mation Agency.)    [Bimonthly  including  annual  index.]     *  Paper,  $9.35 

a  yr.,  $2.35  additional  for  foreign  mailing;  single  copy,  $1.60.     •  Item 

672-C 

L.C.  card  54-61675  IA  1.8:(v.nos.&  nos.) 

04422  Problems  of  Far  East.  ( JPRS  series  ;  Joint  Publications  Research  Service. ) 

[Quarterly.]     @  ( Price  upon  application ) .  Y  3. J  66: 13/ (nos.) 

04423  Proceedings  of  Marine  Safety  Council;  [G.  D.  Szczurek,  editor].  (CG-129; 

Coast  Guard,  Transportation  Department.)   [Monthly,  including  annual 

index.]     4-     •  Item  941 

L.C.  card  50-56520  TD  5.13:  (v.nos.&  nos.) 

04424  Procurement  from  small  and  other  business  firms.  (Department  of  De- 

fense, [Office  of  Assistant  Secretary  of  Defense  (Comptroller),  Direc- 
torate for  Information  Operations].)  [Issued  11  times  during  fiscal 
year.]     4-  D  1.48:  (date) 

04425  Production,  prices,  employment,  and  trade  in  Northwest  forest  industries 

[by]  Florence  K.  Ruderman.  (Pacific  Northwest  Forest  and  Range  Ex- 
periment Station,  Forest  Service,  Agriculture  Department ;  Portland, 
Oreg.   [Quarterly.]     4-     •  Item  86-E  A  13.66/13: (date) 

04426  Program   instruction.    (Health,   Education,    and   Welfare    Department.) 

[Irregular.  Includes  Program  instruction  of  Rehabilitation  Services 
Administration,   RSA-PI-(nos.).]     +  HE  1.47/2:  (letters  &  nos.) 

04427  Program  regulation  guide.  (Health,  Education,  and  Welfare  Department.) 

[Irregular.  Includes  Program  regulation  guide  of  Rehabilitation  Serv- 
ices Administration,  RSA-PGR-  ( nos. ) .]  HE  1.47/3  :  (letters  &  nos. ) 
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04428  Programs  for  the  handicapped;   [Ned  Burman,  editor].   ([DHEW  publi- 

cation (OHD)  (date) -22000]  ;  Health  Education,  and  Welfare  Depart- 
ment, Office  of  Assistant  Secretary  for  Human  development,  Office  for 
Handicaped  Individuals. )    [Irregular.]     +  HE  1.23/4  :(nos.) 

04429  Progressive    fish-culturist    [quarterly    for    fishery    biologists    and    fish- 

culturists;  Barbara  A.  Alexander,  editor].   (Bureau  of  Sport  Fisheries 
and  Wildlife,  Fish  and  Wildlife  Service,   Interior  Department.)    [Oc- 
tober issue  includes  annual  index.]     *  Paper,  $4.60  a  yr.,  $1.15  addi- 
tional for  foreign  mailing ;  single  copy,  $1.15.     •  Item  612-B 
L.C.  card  46-28962  I  49.35  :  (v.nos.&  nos.) 

04430  Prologue,  journal  of  National  Archives;    [John  J.  Rumbarger,   editor]. 

(National  Archives  and  Records  Service,  General  Services  Administra- 
tion.) [Quarterly.]  +  Paper,  $8.00  for  1  yr. ;  $15.00  for  2  yrs. ;  $20.00 
for  3  yrs.;   single  copy,  $2.50.  GS  4.23:  (v.nos.&  nos.) 

04431  Psychopharmacology  abstracts;   [Carrie  Lee  Rothgeb,  editor].    ([DHEW 

pub.  no.  (ADM)  (date)-150;  Health,  Education,  and  Welfare  Depart- 
ment, Alcohol,  Drug  Abuse  and  Mental  Health  Administration],  National 
Institute  of  Mental  Health,  National  Clearinghouse  for  Mental  Health 
Information.)  [Quarterly.  Annual  index  issued  separately.]  *  Paper, 
$16.90  a  yr.,  $4.25  additional  for  foreign  mailing;  single  copy,  $3.70; 
index  issue,  $2.25.  •  Item  507-Z 
L.C.  card  63-1143  HE  20.8109/2  :  ( v.nos.&  nos. ) 

04432  Psychopharmacology  bulletin;  [Alice  A.  Leeds,  editor].  (DHEW  Publica- 

tion no.  (ADM)  (date)-173;  Health,  Education,  and  Welfare  Depart- 
ment, Public  Health  Service,  Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration,  National  Institute  of  Mental  Health.)  [Quarterly  Pre- 
pared by  Psychopharmacology  Research  Branch  of  Division  of  Extra- 
mural Research  Programs.]  *  Paper,  $5.75  a  yr.,  $1.45  additional  for 
foreign   mailing ;    single  copy,   $1.45.     •  Item   507-Z-l 

HE  20.8109  :  ( v.nos.&  nos. ) 

04433  Public    assistance    statistics.    (NCSS    report    A-2 ;    DHEW    publication 

(SRS)  (date) -03100;  Health,  Education,  and  Welfare  Department, 
Social  and  Rehabilitation  Service,  National  Center  for  Social  Statistics. ) 
[Monthly.]      4-  HE  17.610  :  (date) 

04434  Public  documents  highlights.  (Government  Printing  Office,  Assistant  Pub- 

lic Printer  (Superintendent  of  Documents).)  [Bimonthly.]  *  Sent  to  all 
depositories  GP  3.27  :  ( nos. ) 

04435  Public   health    reports,    [Official    journal    U.S.    Public    Health    Service; 

#  Marian  Priest/Tebben  @,  editor].    (Health,  Education,  and  Welfare 
Department,  Public  Health  Service,  Health  Resources  Administration.) 
[Bimonthly.  Annual  index  in  Dec.  issue.]     *  Paper,  $12.20  a  yr.,  $3.05 
additional  for  foreign  mailing ;  single  copy,  $2.05.     •  Item  497 
L.C.  card  74-644337  HE  20.6011 :  ( v.nos.&  nos. ) 

04436  Public  laws,  Congress.  ( [Federal  Register  Office,  General  Services  Admin- 

istration.] )  [Irregular.  Issued  in  slip  form.  Each  law  includes  legislative 
history  references.]  *  Paper,  $90.00  per  session,  $22.50  additional  for 
foreign  mailing ;  single  copies  vary  in  price.     •  Item  575 

GS  4.110 :  ( Cong.nos. ) /  (nos. ) 

04437  Public  management  sources.  (Office  of  Management  and  Budget  Library, 

Executive  Office  of  the  President.)  [Monthly.]  4- (Available  on  ex- 
change basis. ) .  PrEx  2.9 :  ( v.nos.&  nos. ) 

04438  Public  notices,   see   Press   releases   also  individual   titles.    For   list,    see 

Federal  Communications  Commission  public  notices. 

04439  Public    roads,    journal    of   highway    research    and    development;    [Fran 

Faulkner,  editor].    (Transportation  Department,  Federal  Highway  Ad- 
ministration.)   [Quarterly.]     *  Paper,  $6.10  a  yr.,  $1.55  a  yr.  additional 
for  foreign  mailing  ;  single  copy,  $1.55.     •  Item  268 
L.C.  card  Agr  18-322  TD  2.19 :  (v.nos.&  nos. ) 
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044-10  Public  Sector  Labor  Relations  Information  Exchange:  Calendar  of  events. 
(Labor  Department,  Labor-Management  Services  Administration,  Di- 
vision of  Public  Employee  Labor-Relations.)   [Quarterly.]     4- 

L  1.66/2:  (date) 

04441  Pulp,  paper,  and  board,  quarterly  industry  report;    [Leonard  S.   Smith, 

editor].  (Commerce  Department,  Domestic  and  International  Business 
Administration,  Domestic  Commerce  Bureau,  [Office  of  Business  Re- 
search   and   Analysis,    Construction    and    Forest    Products    Division].) 

*  Paper,  $3.00  a  yr.  (including  annual  review)  ;  75c.  additional  for  for- 
eign mailing.     •  Item  223 

L.C.  card  48-25917  C  57.511 :  ( v.nos.&  nos. ) 

04442  Qualification  standards  for  white  collar  positions  under  general  schedule, 

Civil  Service  handbook  X-118  [reprinted  1!>75],  transmittal  sheets. 
(Civil    Service    Commission.)     [Irregular.    Issued    with    perforations.] 

*  Paper,  $22.30  (including  basic  handbook  and  transmittal  sheets  for  an 
indefinite  period),  $5.60  additional  for  foreign  mailing.     •  Item  290-A 

CS  1.45 :  X-118/trans.sh.  (nos. ) 

04443  Quarterly  digest   of  unpublished  decisions  of  Comptroller   General   of 

United  States:  Personnel  law,  civilian  personnel.  (General  Accounting 
Office.)  [Compiled  in  Index-Digest  Section,  Office  of  General  Council.] 
4-  General  Accounting  Office,  Office  of  Administrative  Planning  and 
Services,  Distribution  Section,  441  G  St.  NW,  Washington,  D.C.  20548. 

*  Item  546-C  GA  1.5/5  :  ( v.nos.&  nos. ) 

04444  Procurement  law.  (General  Accounting  Office.)  [Compiled  in  Index- 
Digest  Section,  Office  of  General  Council.]  4-  General  Accounting  Office, 
Office  of  Administrative  Planning  and  Services,  Distribution  Section, 
441  G.  St.,  N.W.,  Washington,  DC  20548     •  Item  546-F 

GA  1.5/10 :  ( v.nos.&  nos. ) 

04445  Quarterly  financial  report  for  manufacturing,  mining,  and  trade  corpora- 

tions. (Federal  Trade  Commission,  [Division  of  Financial  Statistics].) 
[Prior  to  4th  qtr.  1974,  issued  as  Quarterly  financial  report  for  manu- 
facturing corporations.]     *  Paper,  $6.40  a  yr.,  $1.60  additional  for  for- 
eign mailing.     •  Item  536-A 
L.C.  card  49-45545  FT  1.18 :( date ) 

04446  Quarterly  freight  loss  and  damage  claims  reported  by  common  and  con- 

tract motor  carriers  of  property.  (Interstate  Commerce  Commission, 
Bureau  of  Accounts.)      +  IC  1  acc.ll :  (date) 

04447  Quarterly  journal  of  Library  of  Congress;   [Sarah  L.  Wallace,  editor]. 

(Library  of  Congress.)    [ISSN  0041-7939.  Published  as  supplement  to 
Annual  report  of  Librarian  of  Congress.  Includes  annual  index.  Separate 
title  page  for  each  volume.]     *  Paper,  $6.45  a  yr.,  $1.65  additional  for 
foreign  mailing  :  single  copy,  $1.65     •  Item  788 
L.C.  card  44-40782  LC  1.17  :  ( v.nos.&  nos. ) 

04448  Quarterly  listing  of  interim  issuances.   (DSAH  5025.1   (pt.  2)  ;  Defense 

Supply  Agency,  Defense  Department.)  [Part  2  of  handbook  DSAH 
5025.1,  DSA  index  of  publications.]  4-  Defense  Supply  Agency,  Cam- 
eron Station,  Alexandria,  VA  22314.     •  Item  314-A 

D  7.6/7  :  5025.1 :  pt.2/  (date) 

04449  Quarterly  operating  data  of  70  telephone  carriers.  (FCC  forms  81-1  and 

81-2;  Federal  Communications  Commission.)     4-  CC  1.14:  (date) 

04450  Quarterly  operating  data  of  telegraph  carriers.    (FCC  forms  82-1  and 

82-2;  Federal  Communications  Commission.)     4-  CC  1.13  :( date) 

04451  Quarterly  progress  report,  Pacific   Northwest  Environmental  Research 

Laboratory,  see  Pacific  Northwest  Environmental  Research  Laboratory  : 
Quarterly  progress  report. 

04452  Quarterly  summary  of  future  construction  abroad.   (Commerce  Depart- 

ment, Domestic  and  International  Business  Administration,  Interna- 
tional Commerce  Bureau,  Office  of  Export  Development,  Trade  Oppor- 
tunities Program.)     4-  C  57.113:  (date) 
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04453  Quarterly  summary  State  and  local  tax  revenue.  (GT  series;  Commerce 

Department,  Census  Bureau.)  [Issues  of  1972-75  were  classed  C  56.231/ 
2:  (date)  during  the  time  Census  Bureau  was  subordinate  to  Social  and 
Economic   Statistics   Administration.]      4-  Paper,  prices   vary. 

C  3.145/6:  (date) 

04454  Radiation  data  and  reports;    [Samuel  Wieder,  editor].    (Environmental 

Protection  Agency,  Office  of  Radiation  Programs.)    [Monthly,  including 

annual  index.  Discontinued  with  vol.  15,  no.  12,  Dec.  1974.]     •  Item 

498-B 

L.C.  card  63-1122  EP  6.9  :(v.nos.&nos.) 

04455  Reaching  people,  review  of  field  activities  by  Food  Stamp  Division.  (Food 

and  Nutrition  Service,  Department  of  Agriculture.)  [Monthly.]     4- 

A  98.12:  (date) 

04456  Recent   publications  of   Southern   Forest    Experiment   Station.    (Forest 

Service,  Agriculture  Department.)  [Irregular.]  +  Southern  Forest 
Experiment  Station,  T-10210  Federal  Bldg.,  701  Loyola  Avenue,  New 
Orleans,  LA  70113  A  13.40/8-2  :  ( date ) 

04457  Recent  releases,  selected  information  materials.  (Office  of  Media  Service, 

'Bureau  of  Public  Affairs,  State  Department.)  [Triannual.  Prior  to 
Jan.-Apr.  1975,  issued  quarterly.]     +  S  1.30/2  :( date) 

04458  Recent  reports.  (Intermountain  Forest  and  Range  Experiment  Station, 

Forest   Service,   Agriculture  Department.)    [Irregular.]     '+ 

A  13.65/14-3  :(nos.) 

04459  Reclamation   era,   water   review   quarterly :    [Kathleen   Wood   Loveless, 

editor].    (Reclamation  Bureau,   Interior  Department.)      *  Paper,   $4.00 

a  yr.,  $1.00  additional  for  foreign  mailing ;  single  copy,  $1.05.     •  Item 

663 

L.C.  card  9-35252  I  27.5  :  (v.nos.&  nos.) 

04460  Reclamation  safety  news.  (Engineering  and  Research  Center,  Division  of 

Safety,  Reclamation  Bureau,  Interior  Department,  Denver,  Colo.) 
[Quarterly,  cumulative  annually.]     +  I  27.18:  (date) 

04461  Recruiting  &  career  counseling  journal;  [Richard  E.  Christianson,  editor]. 

(Army  Recruiting  Command,  Army  Department.)  [Monthly.]  + 
•  Item  321-B-l  D  118.9 :  ( v.nos.&  nos. ) 

04462  Registrant  facts;  [Delbert  D.  Konner,  editor].  (Drug  Enforcement  Admin- 

istration, Justice  Department.)   [Quarterly.]      4-     J  24.17  :(v.nos.&  nos.) 

04463  Regulations   of   Civil    Aeronautics    Board.    (Civil   Aeronautics   Board.) 

[Issued  with  perforations.]  *  Paper,  $23.55  (including  basic  book  and 
supplementary  service  for  an  indefinite  period)  ;  $5.90  additional  for 
foreign  mailing.     •  Item  186  C  31.206/7  :  (date) 

04464  Rehabilitation  Services  Administration,  quarterly  indices.  ( Health,  Educa- 

tion, and  Welfare  Department,  Office  of  Human  Development,  Rehabili- 
tation Services  Administration.)     4-  HE  17.120  .-(date) 

04465  Renegotiation  Board  regulations  under  Renegotiation  act  of  1951.   (Re- 

negotiation Board.)  [Issued  in  looseleaf  form.]  *  Paper,  $11.40  (includ- 
ing basic  book  and  supplementary  material  for  an  indefinite  period)  ; 
$2.85  additional  for  foreign  mailing.     •  Item  308  RnB  1.6/2  :  (date) 

04466  Report  of  NRL  progress;   [editor,  Daniel  R.  Nelson].   (NAVSO  P-3012 ; 

Naval  Research  Laboratory,  Navy  Department.)   [Monthly.]     @  Paper, 

$40.00  a  yr.,  $10.00  additional  for  foreign  mailing ;  single  copies  vary  in 

price. 

L.C.  card  62-1887  D  210.17  :  (date) 

04467  Report  of  passenger  travel  between  United  States  and  foreign  countries, 

see  Immigration  and  Naturalization  Service  reports  of  passenger  travel 
between  United  States  and  foreign  countries. 

*For  Sale  by  Superintendent  of  Documents 
4-Distribution  Made  by  Issuing  Office 
Page  A-72  #Not  Available  for  Sale  or  Distribution 


February  1976 

04468  Report    series.    (National    Clearinghouse   for    Drug    Abuse    Information, 

[National  Institute  on  Drug  Abuse,  Alcohol.  Drug  Abuse,  and  Mental 
Health  Administration,  Public  Health  Service.  Department  of  Health, 
Education  and  Welfare),  t  [Irregular.  Includes  a  variety  of  series,  each 
concentrating  on  a  special  topic]  -f-  Alcohol,  Drug  Abuse,  and  Mental 
Health  Administration,  5600  Fishers  Lane.  Koekville.  Md.  20652.  •  Item 
831-C-l  HE  20.8215  :  (series  nos.& nos.) 

04469  Research   library,   recent   acquisitions.    (J.   2;    Federal   Reserve   System 

Board  of  Governors.)  [Semimonthly.]     +  FR1.29:  (date/nos.) 

04470  Research  reports;   [William  O.  Craig,  editor].    (Office  of  Public  Affairs, 

Smithsonian  Institution.)    [Quarterly.]     4-  SI  1.37  :(nos.) 

04471  Reserve  marine  [Sue  Simon,  editor].  (Marine  Corps  Reserve.  Navy  Depart- 

ment.)  [Monthly.]     #     •  Item  384-A  D  214.10 :(v.nos.& nos.) 

04472  Resources  in  education;  [prepared  by  Educational  Resources  Information 

Center  (ERIC).]  ([National  Institute  of  Education,  Health,  Education. 
and  Welfare  Department,  Education  Division.])  [Monthly.  Cumula- 
tive indexes  published  semiannually  and  sold  separately.]  *  Paper, 
$47.70  a  yr.,  $10.70  additional  for  foreign  mailing;  single  copy,  $3.60. 

•  Item  466-A 

L.C.  card  72-216727  HE  19.210 :  ( v.nos.&  nos. ) 

04473  Retail  food  prices  by  cities,  see  Estimated  retail  food  prices  by  cities. 

04474  Retail  prices  and  indexes  of  fuels  and  utilities.  (Labor  Department,  Labor 

Statistics  Bureau.)   [Monthly.]     4-  L  2.40:  (date) 

04475  Revenews,  Office  of  Revenue  Sharing  newsletter;    [editor,  Gail  Boyle]. 

(Treasury  Department.  Office  of  Revenue  Sharing,  [Intergovernmental 
Relations  Division].)   [Irregular.]     +  T  1.49: (v.nos.&  nos.) 

04476  Rhode  Island  landings.    (Current  fisheries  statistics,   NA-3 ;   Commerce 

Department,  National  Oceanic  and  Atmospheric  Administration,  Na- 
tional Marine  Fisheries  Service.)  [Monthly.  Prepared  in  cooperation 
with  Rhode  Island  Department  of  Natural  Resources,  Division  of  Con- 
servation,  Providence,  R.I.]      -f      •Item   610-A  C  55.309/2:  (nos.) 

04477  Rice   market    news.    (Federal-State    Market   News    Sen-ice,    Agriculture 

Department,  Agricultural  Marketing  Service,  Grain  Division.)  [Weekly. 
Prepared  in  cooperation  with  California  Dept.  of  Food  &  Agriculture. 
Bureau  of  Market  News.]      +  A  88.18/9 :  ( v.nos.&  nos. ) 

04478  Rice  stocks,  rough  and  milled.  (GrLg  11-3;  Agriculture  Department,  Sta- 

tistical   Reporting    Service.    Crop   Reporting    Board.)      + 

A  92.15/2: (date) 

04479  RIF  newsletter.  ( Reading  is  Fundamental,  Inc..  Smithsonian  Institution. ) 

[Irregular.]  +  Reading  is  Fundamental,  Smithsonian  Institution,  Arts 
and  Industries  Building,  Washington,  DC  20560 

SI1.36:(v.nos.&nos.) 

04480  River  currents;  [Reggie  Reese,  editor].  (Transportation  Department,  U.S. 

Coast  Guard.  Public  Information  Office,  St.  Louis.  Mo.]   [Monthly.]     + 

•  Item  931-D  TD  5.27  :  (date) 

04481  River  summary  and  forecast.  (Commerce  Department,  National  Oceanic 

and  Atmospheric  Administration,  National  Weather  Service,  Lower 
Mississippi  RFC,  Slidell,  La.)  [Daily,  except  Sundays  and  holidays. 
Combines  river  data  formerly  prepared  at  National  Weather  Service 
Office  at  Memphis,  Tenn.,  and  New  Orleans,  La.]  +( Price  upon  appli- 
cation)   Lower  Mississippi  RFC,   1010  Gause  Blvd..   Slidell,   LA  70458 

C  55.110/7:  (date) 

04482  River  temperatures  (°C.)  at  selected  stations  in  Pacific  Northwest,  pro- 

visional values  by  Geological  Survey  and  cooperating  agencies.  (North- 
west Water  Resources  Data  Center,  Geological  Survey,  W.R.D.,  Interior 
Department.)  [Monthly.  Issued  with  perforations.]  +  Geological  Sur- 
vey, P.O.  Box  3202,  Portland,  OR  97208  1 19.46/2-3  :( date) 
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04483  River  temperatures  at  selected  stations  in  Pacific  Northwest,  provisional 

figures  by  Geological  Survey  and  cooperating  agencies.  (Northwest 
Water  Resources  Data  Center,  Geological  Survey,  W.R.D.,  Interior  De- 
partment.) [Weekly.  Issued  with  perforations.]  -f-  Geological  Survey, 
P.O.  Box  3202,  Portland,  OR  97208  1 19.46/2-2:  (date) 

04484  RRB  quarterly  review.  ([Information  Service,  Bureau  of  Research],  Rail- 

road Retirement  Board.)  [Annual  index  issued  separately.]  +  Infor- 
mation Service,  U.S.  Railroad  Retirement  Board,  844  Rush  St.,  Chicago, 
IL  60611  RR  1.7/3: (date) 

04485  Rules    and    regulations    and    statements    of    procedures    [series    8,    as 

amended,  Labor  management  relations  act,  1947,  as  amended  Sept.  14, 
1959].  (National  Labor  Relations  Board.)  [Issued  with  perforations.] 
♦Paper,  $7.00  (including  basic  manual  and  supplementary  material  for 
an  indefinite  period)  ;  $1.75  additional  for  foreign  mailing.     •  Item  829 

LR  1.6 :  R  86/ser.8/(date) 

04486  Safety,  occupational  health,  and  fire  protection  bulletin.  ( IB  13-1  series ; 

[Veterans  Administration,  Safety,  Occupational  Health,  and  Fire  Pro- 
tection Division,  Dept.  of  Medicine  and  Surgery].)  [Irregular.  Discon- 
tinued with  Sept.  1975  issue.]     -f     •  Item  986-A 

VA  1.22 :  13-l/(v.nos.&  nos.) 

04487  Safety  recommendations.  (National  Transportation  Safety  Board,  Trans- 

portation Department.)    [Irregular.]     +  TD  1.106/3  :( nos.) 

04488  Salmonella  surveillance  report.  (DHEW  publication  (CDC)   (date) -8219; 

Center  for  Disease  Control,  Health,  Education,  and  Welfare  Depart- 
ment, Public  Health  Service.)  [Quarterly.]  +  Center  for  Disease  Con- 
trol, Salmonellosis  Surveillance  Activity,  Bureau  of  Epidemiology, 
Atlanta,  GA  30333.  HE  20.7011/15  :  (nos.) 

04489  Satellite  situation  report;  [compiled  by  GSFC  Operations  Center  Branch]. 

(Office  of  Public  Affairs,  Goddard  Space  Flight  Center,  National  Aero- 
nautics and  Space  Administration. )  [Irregular.]     + 

NAS  1.40 :  (v.nos.&  nos. ) 

04490  Schedule  B,  Statistical  classification  of  domestic  and  foreign  commodities 

exported  from  United  States.  (Census  Bureau,  Commerce  Department.) 
[Issued  in  looseleaf  form.  Includes  changes  entitled  Public  bulletin.] 
*  Paper,  $23.00  (including  basic  volume  and  supplementary  material  for 
an  indefinite  period)  ;  $5.75  additional  for  foreign  mailing.  •  Item  148 
L.C.  card  24-27406  C  3.150:  B/( date) 

04491  Schizophrenia  bulletin;  [Loren  R.  Mosher,  editor-in-chief].   (DHEW  pub. 

no.  (ADM)  (date)-145;  National  Institute  of  Mental  Health,  [Center 
for  Studies  of  Schizophrenia,  Alcohol,  Drug  Abuse,  and  Mental  Health 
Administration,  Public  Health  Service,  Health,  Education,  and  Welfare 
Department].)  [Quarterly.  Prior  to  1st  issue  of  1976,  v.  2,  no.  1,  issues 
were  numbered  consecutively  on  non-volume  basis.]  *  Paper,  $12.00  a 
yr.,  $3.00  additional  for  foreign  mailing;  single  copy,  $3.00.  •  Item 
507-B-7  HE  20.8115  :  ( v.nos.&  nos. ) 

04492  Scientific  and  technical  aerospace  reports,  semiannual  indexes  ;  [prepared" 

by  Scientific  and  Technical  Information  Office].   (National  Aeronautics 
and  Space  Administration.)      *  Paper,  $28.10  a  yr.,  $7.05  additional  for 
foreign  mailing ;  single  copies  vary  in  price.     •  Item  830-K 
L.C.  card  64-39060  NAS  1.9/5 :  (v.nos.&  nos. ) 

04493  STAR,  abstract  journal ;  [produced  by  Scientific  and  Technical  Infor- 
mation Office].  (National  Aeronautics  and  Space  Administration.) 
[Semimonthly.]  *  Paper,  $66.90  a  yr.,  $16.75  additional  for  foreign 
mailing ;  single  copy,  $2.80.     •  Item  830-K 

L.C.  card  64-39060  NAS  1.9/4  :(v.nos.&  nos.) 

04494  Sealift.  (Legislative  and  Public  Affairs  Office,  Military  Sealift  Command. 

Navy  Department.)    [Monthly.]     *  Paper,  $8.20  a  yr.,  $2.05  additional 

for  foreign  mailing  ;  single  copy,  75c.     •  Item  388-B-l 

L.C.  card  67-6717  D  216.8 :  (nos. ) 
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04495  Seaword,  developments  in  American  flag  Shipping  (Commerce  Department, 

Maritime  Administration,  [Office  of  Market  Development].)  [Irregu- 
lar.]    +  C  39.236:  (date) 

04496  SEC  docket,  weekly  compilation  of  releases  from  Securities  and  Exchange 

Commission.  (Securities  and  Exchange  Commission.)  *  Paper.  $43.70 
a  yr.,  $10.95  additional  for  foreign  mailing.     •  Item  908-C 

BE  1.29  :<v.nos.&  nos.) 

04497  SEC  news  digest.  (Securities  and  Exchange  Commission.)    [Daily,  except 

Saturdays,  Sundays,  and  holidays.  Lists  documents  available  from  Pub- 
lic Reference  Section,  Securities  and  Exchange  Commission,  Washing- 
ton, D.C.  20549.]  *  Paper,  $64.45  a  yr.,  $16.15  additional  for  foreign 
mailing;  domestic  airmail  delivery,  $32.65  additional.     •  Item  908-B 

SE  1.25/12  :(nos.) 

04498  Secretary  of  State,  press  conferences  [and  interviews,  etc.].  (State  Depart- 

ment, Bureau  of  Public  Affairs,  Office  of  Media  Services.)  [Irregu- 
lar.]    4-  S  1.25/4:  (date) 

01499  Seed  crops  [field  seed  stocks  report].  (SeHy  1-4;  Crop  Reporting  Board, 
Statistical  Reporting  Service,  Agriculture  Department.)  [Irregular.]     + 

A  92.19/3  :(CT) 

04500  [forecast].  (SeHy  1-1;  Crop  Reporting  Board,  Statistical  Reporting 

Service,  Agriculture  Department.)    [Irregular.]     4-         A  92.19/2  :(CT) 

04501  [prices].  (Crop  Reporting  Board.  Statistical  Reporting  Service,  Agri 

culture  Department.)  [Irregular.  Reprinted  from  Agricultural 
prices.  ]     +  A  92.16/a  :  ( CT ) 

04502  Selected  current  acquisitions,  list.  (Army  Library,  U.S.  Army  Service  for 

the  Armed  Forces,  Pentagon,  Army  Department,  [Defense  Department].) 
[Semiannual.]     +  (Available  to  U.S.   Government  Libraries). 

D  102.28/3  :(nos.) 

04503  Selected  interest  &  exchange  rates,  weekly  series  of  charts.   (Board  of 

Governors  of  Federal  Reserve  System.  Division  of  International  Finance, 
Financial  Markets  Section.)  [Weekly.  Includes  Foreign  exchange  rates 
for  the  week.]  +  Paper,  $15.00  a  yr.,  $5.00  additional  for  foreign  mail- 
ing ;  single  copy,  40c.  FR  1.32/3  :  (nos. ) 

04504  Selected  list  of  recent  additions  to  library.  (3d  series ;  Labor  Department. ) 

[Weekly.]     +  L  1.19  :  (series/nos. ) 

04505  Selected  mult  ifamily  status  reports,  mortgage  insurance  programs  by  name 

and  location  of  each  project.  (RR:  02  series  ;  Housing  and  Urban  Devel- 
opment Department,  Housing  Production  and  Mortgage  credit.  Division 
of  Research  Statistical  Operations  Branch.)  [Cumulative  quarterly.] 
+      •  Item  581-E-6 

04506  Selected  publications  and  audio-visual  materials  [list],  see  Recent  releases 

selected  information  materials. 

04507  Selected  references  on  environmental   quality  as  it   relates   to  health. 

([DHEW  pub.  no.  (NIH)  (date)-264]  :  Health,  Education,  and  Welfare 
Department,  Public  Health  Service,  National  Institutes  of  Health.  Na- 
tional Library  of  Medicine.)  [ISSN  0049-0105,  Monthly,  cumulated 
annually.]  *  Paper,  $13.45  a  yr.,  $3.40  additional  for  foreign  mailing; 
single  copy,  $1.15.     •  Item  508-H-2  HE  20.3616 :  ( v.nos.&  nos. ) 

04508  Selected  reports  [includes  best  new  research  titles  from  NTIS].  (National 

Technical  Information  Service,  Commerce  Department.)  [Monthly.  Title 
varies.]      +      •  Item  188-A-l  C  51.11/3 :  (date) 

04509  Selected   United   States    Government    publications    [list].    (Government 

Printing    Office,    Assistant    Public    Printer    (Superintendent    of    Docu- 
ments).)  [Monthly.]      +      •  Item  556 
L.C.  card  28-26554  GP  3.17  :(v.nos.&  nos.) 
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04510  Selected  water  resources  abstracts.  (Interior  Department,  Office  of  Water 

Research  and  Technology,  Water  Resources  Scientific  Information 
Center.)  [Semi-monthly.  Annual  index  issued  separately.]  @  Paper, 
$75.00  a  yr.,  $20.00  additional  for  foreign  mailing. 

1 1.94/2  :(v.nos.&nos.) 

04511  Selective  service  news.   (Selective  Service  System.)    [Monthly.]   *Paper, 

$3.00  a  yr.,  75c.  additional  for  foreign  mailing ;  single  copy,  25c.     •  Item 

1077-A 

L.C.  card  41-50044  Y  3.  Se  4  :  20/  ( date ) 

04512  Selenium;  prepared  in  Division  of  Nonferrous  Metals.  (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Quarterly.]  +  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.104:  (date) 

04513  Service,  USDA's  report  to  consumers;  [Lillie  Vincent,  editor].   (Agricul- 

ture Department,  Communication  Office.)    [Monthly.]     + 

A21.29:(nos.) 

04514  [This  entry  number  not  used.] 

04515  Shock  and  vibration  digest,  publication  of  Shock  and  Vibration  Informa- 

tion Center,  Naval  Research  Laboratory,  Washington,  D.C.  (Office  of 
Director  of  Defense  Research  and  Engineering,  Defense  Department.) 
[Monthly.]  +  Paper,  $40.00  a  yr.,  25  percent  additional  charge  for 
foreign  subscribers  SVIC,  Code  8404,  Naval  Research  Laboratory,  Wash- 
ington, DC  20375  D  4.12/2  :  (v.nos.&nos.) 

04516  Shrimp  landings.  (Current  fisheries  statistics,  GC-6 ;  Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National  Ma- 
rine Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with  fishery 
agencies  of  various  States.]     +     •  Item  610-A  C  55.309/2  :(nos.) 

04517  Small-area  data  notes  see  Data  user  news. 

04518  Smithsonian  torch;  [William  O.  Craig,  editor].  (Smithsonian  Institution, 

[Office  of  Public  Affairs].)    [Irregular.]     #     •  Item  910-A 

SI  1.24:  (date  &nos.) 

04519  Smoking  and  health  bulletin.  ([DHEW  publication  (CDC)   (date)-8702]  ; 

Health,  Education,  and  Welfare  Department,  Public  Health  Services, 
Center  for  Disease  Control,  National  Clearinghouse  for  Smoking  and 
Health,  Bethesda,  Md.)    [Irregular.]     +     •  Item  504-A 

HE  20.7012:  (date) 

04520  Snow  surveys  and  water  supply  outlook  for  Alaska;  [prepared  by  Arthur  G. 

Crook].  (Soil  Conservation  Service,  Agriculture  Department. )  [Monthly, 
Jan.  1-Jun.  1.  Prepared  with  collaboration  with  Alaska  Soil  Conserva- 
tion District.]  +  Soil  Conservation  Service,  204  E.  Fifth  Ave.,  Room 
217,  Anchorage,  Alaska  99501  A  57.46/13  :  ( date ) 

04521  Social  and  rehabilitation  record.  (Health,  Education,  and  Welfare  Depart- 

ment, Social  and  Rehabilitation  Service,  Office  of  Public  Affairs.) 
[Monthly,  except  Dec.-Jan.  and  July-Aug.  which  are  combined  issues.] 

*  Paper,  $6.40  a  yr.,  $1.60  additional  for  foreign  mailing  ;  single  copy,  85c. 

•  Item  532-A-13  HE  17.27  :  ( v.nos.&  nos. ) 

04522  Social  security  bulletin.    (Health,  Education,  and  Welfare  Department, 

Social   Security  Administration,    [Office  of  Research  and  Statistics].) 
[Monthly.]     *  Paper,  $18.55  a  yr.,  $4.65  additional  for  foreign  mailing; 
single  copy,  $1.40.     •  Item  523 
L.C.  card  40-29327  HE  3.3 :  ( v.nos.&  nos. ) 

04523  Social  security  rulings  on  Federal  old-age,  survivors,  disability  and  health 

insurance,  supplemental  security  income,  and  miners  benefits.  (Social 
Security  Administration,  Health,  Education,  and  Welfare  Department.) 
[Quarterly.]  *  Paper,  $11.45  a  yr.,  $2.90  additional  for  foreign  mail- 
ing ;  single  copy,  $2.90.     •  Item  523-A  HE  3.44  :  (date/nos. ) 
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04524  Sodium  compounds;  prepared  in  Division  of  Nonmetallic  Minerals,   i  Min- 

eral industry  surveys:  Mines  Bureau,  Interior  Department)  [  Monthly.  | 
4-  Mines    Bureau.   4MM)   Forbes    Ave.,    Pittsburgh,   PA   15218 

[2&185/2:(date) 

04525  Soil  conservation  [official  magazine  of  Soil  Conservation  Service;  prepared 

in  Division  of  Information,   Diana  Morse,  editor],   (Agriculture  Depart- 
ment, Soil  Conservation  Service.)  [Monthly.]     *  Pai>er,  $o.K5  a  yr.,  $1.75 
additional  for  foreign  mailing;  single  copy,  66c.     •  Item  122 
L.C.  card  35-403  A  57. 9  : 1  v.noS.&  nos.) 

04526  Solar-geophysical  data:  pt.  1,  Prompt  reports;  pt.  2,  Comprehensive  re- 

ports; [Hope  I.  Leighton,  editor].  (Commerce  Department,  National 
Oceanic  and  Atmospheric  Administration,  Environmental  Data  Service. 
[National  Geophysical  and  Solar-Terrestrial  Data  Center,  Boulder, 
Colo.].)  [Monthly,  with  separate  annual  Descriptive  text  issue.  | 
+  Paper,  $34.00  a  yr.  for  parts  1  and  2,  $23.00  additional  for  foreign 
mailing,  or  descriptive  text  issue;  single  copy,  $1.40  for  either  part  and 
$1.30  for  extra  issue.  (Make  checks  and  money  orders  payable  to  De- 
partment of  Commerce,  NOAA ;  send  payments  and  orders  to  National 
Climatic  Center,  Federal  Building,  Asheville,  N.C.  2SS01  Attn :  Publica- 
tions). C  66.215  :(nos.)/pt. 

04527  Soldiers  [official  Army  magazine;  Edward  M.  Bradford,  editor].   (Array 

Department,  Defense  Department.)  [Monthly.]  *  Paper,  $18.00  a  yr.. 
$4.70  additional  for  foreign  mailing ;  single  copy,  $1.65.     •  Item  322 

D  101.12  :(v.nos.&  nos.) 

04528  South  Carolina  landings.   (Current  fisheries  statistics.  SA— t :  Commerce 

Department.  National  Oceanic  and  Atmospheric  Administration.  National 
Marine  Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with 
South  Carolina  Wildlife  Resources  Department,  Division  of  Marine  Re- 
sources, Charleston,  S.C.]     +     •  Item  610-A  C55.309/2:(nos.) 

04529  Southeast    Environmental    Research    Laboratory,    quarterly    summary. 

( SERL-13 ;  Environmental  Protection  Agency,  National  Environmental 
Research  Center,  Office  of  Research  and  Monitoring.)  4-  Southeast  En- 
vironmental Research  Laboratory,  College  Station  Road.  Athens,  GA 
30601  EP  1.60:  (date) 

04530  Soviet-bloc  research  in  geophysics,  astronomy,  and  space,  see  USSR  and 

Eastern  Europe  scientific  abstracts:  Geophysics,  astronomy  &  space, 
Entry  04656. 

04531  Soviet  public  health,  USSR.   (JPRS  series;  Joint  Publications  Research 

Service.)  [Irregular.]     (a  (Price  upon  application).     Y  3. J  66: 13/ (nos. ) 

04532  Space  biology  and  aerospace  medicine,  USSR.  (JPRS  series;  Joint  Publi- 

cations  Research    Service.)    [Irregular.]     (q  (Price   upon   application). 

Y3..I66:13/(nos.) 

04533  Special    report,   fresh   views   on   employment    of   mentally   handicapped 

people.  (President's  Committee  on  Employment  of  the  Handicapped.) 
[Irregular.]     +  PrEx  1.10/4-2 :  (date ) 

04534  Sport  fishery  abstracts  [abstracting  service  for  fishery  research  and  man- 

agement;   prepared    in    Division   of  Cooperative   Research.    Robert   If. 
Howland,  editor].    (Fish  and  Wildlife  Service,  Interior  Department.) 
[US   ISSN  0038-786X.  Quarterly,  including  annual  cumulative  index.] 
+     •  Item  614-A 
L.C.  card  59-38041  I  49.40/2  :  (v.nos.&  nos.) 

04535  Spot  cotton  quotations.  (Agriculture  Department,  Agricultural  Marketing 

Service,  Quotations  Section,  Cotton  Division.)  [Daily,  except  Saturdays. 
Sundays,  and  holidays.]  +  Agricultural  Marketing  Service,  4841  Sum- 
mer Ave..  Memphis  TN  38122  A  88.11/4 (v.nos.&  nos.) 

04536  Staff  report  on  monthly  report  of  cost  and  quality  of  fuels  for  steam- 

electric  plant;  prepared  by  Bureau  of  Power,  Federal  Power  Commis- 
sion.   (FPC  form  423.)    [Prior  to  Julv  1973  issued  quarterly.]      4- 

FP  1.32:  (date) 
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04537  State  and  local  government  employment  and  payrolls.  (Labor  Statistics 

Bureau,  Labor  Dept.)    [Monthly.]     +  L  2.41/4  :( date) 

04538  State  member  banks  of  Federal  reserve  system  and  nonmember  banks 

that  maintain  clearing  accounts  with  Federal  reserve  banks  and  cor- 
porations doing  foreign  banking  or  financing  that   maintain  reserve 
accounts    with   Federal    reserve    banks,    supplement.    ( G.4.5 ;    Federal 
Reserve  System  Board  of  Governors.)  [Monthly.]     + 
L.C.  card  54-34253  FR  1.11/5  :( date) /supp.( nos.) 

04539  Statement  of   United    States   currency  and   coin.    (Form   1028,   revised 

July  31,  1971 ;  Treasury  Department,  Fiscal  Service,  Bureau  of  Govern- 
ment  Financial   Operations.)    [Monthly.]     +     •  Item  970 
L.C.  card  10-21267  T  63.308  :  ( date ) 

04540  Statistical  bulletin.   (Securities  and  Exchange  Commission.)    [Monthly.] 

*  Paper,  $15.00  a  yr.,  $3.75  additional  for  foreign  mailing ;  single  copy 
$1.60.     •  Item  908-A 

L.C.  card  43-51997  SE  1.20 :  ( v.nos.&  nos. ) 

04541  Statistical  reporter;  [Suzann  K.  Evinger,  editor].  (Executive  Office  of  the 

President,  Office  of  Management  and  Budget,  Statistical  Policy  Divi- 
sion.) [Monthly,  including  semiannual  index.]  *  Paper,  $6.00  a  yr., 
$1.50  additional  for  foreign  mailing:  single  copy,  50c.  •  Item  855-C 
L.C.  card  46-28183  PrEx  2.11 :  (nos. ) 

04542  Statistics  of  Navy  medicine.    (NavMed  P-5028 ;   Medicine  and   Surgery 

Bureau,  Navy  Department.)    [Quarterly,  containing  calendar  year  and 

fiscal  year  resumes.]      #      •  Item  388-A 

L.C.  card  53-31914  D  206.15  :  (v.nos.&  nos.) 

04543  Steel  import  data,  shipments  from  exporting  countries  in  calendar  year : 

pt.  1,  Country  by  category  by  TSUSA  number ;  pt.  2,  Country  by  type  of 
steel.  (Office  of  Import  Programs,  Bureau  of  Resources  and  Trade  Assist- 
ance, Domestic  and  International  Business  Administration,  Commerce 
Department.)  [Quarterly,  includes  Analysis  of  steel  mill  product  im- 
ports. To  be  discontinued  with  May  1975  issue.]  C  57.209  :( date) 

04544  Stockpile  information.  (General  Services  Administration,  Office  of  Stock- 

pile Disposal.)    [Irregular.]     +  GS  10.7/2  :( nos.) 

04545  Stocks  of  grain  in  deliverable  positions  for  Chicago  Board  of  Trade, 

futures  contracts  in  exchange-approved  and/or  federally  licensed  ware- 
houses, as  reported  by  those  warehouses.  ( Commodity  Futures  Trading 
Commission.)  [Weekly.  Prior  to  Apr.  18,  1975  issued  by  Agriculture  De- 
partment, Commodity  Exchange  Authority  and  classed  A  85.14 :  (date).] 
+  Commodity  Futures  Trading  Commission,  141  West  Jackson  Blvd., 
Room  A-l,  Chicago,  IL  60604  Y  3.C  73/15 :  10 (date ) 

04546  Storm  data.  (Commerce  Department,  National  Oceanic  and  Atmospheric 
Administration,  Environmental  Data  Service,  National  Climatic  Center, 
Asheville,  N.C.)  [Monthly.]  .4-  Paper,  $3.60  a  yr.,  $4.00  additional  for 
foreign  mailing;  single  copy  30c.  (Make  checks  payable  to  Department 
of  Commerce,  NOAA ;  send  payments  and  orders  to  National  Climatic 
Center,  Federal  Building,  Asheville,  NC  28801  Attn:  Publications). 

C  55.212  :(v.nos.&  nos.) 

04547  Subject  bibliographies.   (SB- (series)  ;  Assistant  Public  Printer   (Super- 

intendent   of   Documents),    Government   Printing   Office.)     [Irregular.] 

*  Paper,  $100.00  a  yr.,  add  $25.00  for  foreign  mailing ;  single  copies  not 
sold.     •  Item  552-A  GP  3.22/2 :  (nos. ) 

04548  Sugar  and   sweetener  report.    ((SSR-nos.);   Agriculture   Department.) 

[Monthly.  Prepared  by  Commodity  Economics  Division,  Economic  Re- 
search Service,  and  Fruit  and  Vegetable  Division,  Agricultural  Market- 
ing Service.  Formed  by  the  union  of  Sugar  market  news,  and  Sugar  and 
sweetener  situation.]     +  A  1.115:  (v.nos.&nos.) 
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04549  Sugar  and  sweetener  situation.  (888  (nos.)  :  Beonomic  Researdi  Service, 

Agriculture  Department.)  [Quarterly.  Discontinued  with  Not.  1975 issue, 
information  presently  contained  in  Sugar  and  sweetener  report.]     -f 

A.  98.81/2  :(nos.) 

04550  Sugar  [determination,  wage  rates,  prices,  etc.].  (Agricultural  Stabilization 

and  Conservation  Service.  Agriculture  Department.)  [Irregular.  Also 
published  in  Federal  register.  Issued  with  perforations.]     4- 

A82.19:(nos.) 

04551  Sugar  market  news.  (Agricultural  Marketing  Service.  Fruit  and  Vegetable 

Division.  Agricultural  Department.)  [Issued  8  times  a  jr.  Quarterly  in- 
formation contained  in  Sugar  and  sweetener  rejMirt,  A  1.115:  (v.  nos.  ft 
008.)  ;  a  report  of  both  Agricultural  Marketing  Service  and  Economic 
Research  Service.  Beginning  with  Mar.  1976  issue  entitled  Sugar  and 
sweetener  reiH>rt.  A  SS.54:(v.  nos.  &  nos. )  ;  quarterly  issues  combined 
into  Sugar  and  sweetener  report,  A  1.115:  (v.  nos.  &  nos.).]     4- 

A88.54:(v.nos.&nos.  i 

04552  Sugar    reports.    (Agricultural    Stabilization    and    Conservation    Service. 

Agriculture  Department.)    [Monthly.  Discontinued  with  July  IDT."  Issue 

Information  presently  contained  in  Sugar  market  news.]     4- 

L.C.  card  58-22422  A  82.47  :  ( nos. ) 

04553  Sugar  [requirements  and  area  quotas].    (Agriculture  Department,  Agri- 

cultural Stabilization  and  Conservation  Service.)  [Irregular.  Also  pub- 
lished in  Federal  register.  Issued  with  perforations.]     4- 

A  82.6/2:  (nos.) 

04554  Sulfur  [frasch  and  recovered]  ;  prepared  in  Division  of  Nonmetallic  Min- 

erals, (Mineral  industry  surveys;  Mines  Bureau,  Interior  Department.) 
[Monthly.]     4-  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh.  PA  15213 

I  28.63:  (date) 

04555  Summaries  of  foreign  government  environmental  reports.  (Environmental 

Protection  Agency,  Library  Systems  Branch,  Office  of  Planning  and 
Management,  Office  of  International  Activities.)  [Monthly.]  %  Paper, 
$85.00  a  yr.,  $10.00  additional  for  foreign  mailing;  single  copy,  $4.00: 
PB-231  665-(nos.)/SDS  EP  1.21/4  :( nos.) 

04556  Summary  and  analysis  of  international  travel  to  U.S.,  statistics  on  visitor 

arrivals  to  U.S.  and  market  analysis  of  international  travel  by  residents 
of  foreign  countries.  (Commerce  Department,  United  States  Travel 
Service,  Office  of  Research  and  Analysis.)  [Monthly.]  4-  •  Item 
271-A-4  C  47.15:  (date) 

04557  Summary  of  accidents/incidents  reported  by  all  line-haul  and  switching 

and  terminal  railroad  companies.  (Form  FRA  F  6180-2;  Transportation 

Department,  Federal  Railroad  Administration.)    [Monthly.]      + 

L.C.  card  A  27-80  TD  3.9  :  <  date  | 

04558  Summary  of  equity  security  transactions  and  ownership  of  directors, 

officers,  and  principal  stockholders  of  member  State  banks,  as  reported 
pursuant  to  sec.  16(a)  of  Securities  exchange  act  of  1934.  (G.16;  Federal 
Reserve  System  Board  of  Governors.)    [Monthly.]     4- 

FR  1.31/2:  (date) 

04559  Summary  of  mortgage  insurance  operations  and  contract  authority;  [pre- 

pared by  Financial  Analysis  and  Investment  Division,  Office  of  Finance 
and  Accounting].  (Housing  and  Urban  Development  Department.) 
[Monthly.]     4-  HH  2.24/5  :( date) 

04560  Summary  of  passport   statistics.    (Passport   Office,   State  Department.) 

[Quarterly.]      4-  S  1.27/2  :  (date) 

04561  Summary  of  supplemental  type  certificates.  (Transportation  Department, 

Federal  Aviation  Administration.)  [Issued  with  perforations.]  *  Paper. 
$41.75  (including  basic  manual  and  supplements  for  an  indefinite  pe- 
riod) ;  $10.45  additional  for  foreign  mailing.     •  Item  431— A-5 

TD  4.36:  (date) 
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04562  Summary  of  U.S.  export  and  import  merchandise  trade.  (FT  900;  Com- 

merce Department,  Census  Bureau,  [Foreign  Trade  Division].) 
[Monthly.  Formerly  classed  C  56.210:  900-(nos.)  during  the  time  Census 
Bureau  was  subordinate  to  Social  and  Economic  Statistics  Administra- 
tion.] +  Paper,  $3.00  a  yr.  (including  FT  975,  985,  and  986  combined)  ; 
single  copy,  10c.     •  Item  144  C  3.164  :  900-(nos.) 

04563  Summary  of  watershed  conditions  affecting  water  supply  of  lower  Colorado 

River.  (Reclamation  Bureau,  Interior  Department.)  [Monthly,  Jan- 
June.]      #  I  27.43:  (date) 

04564  Superconducting  devices  and  materials,  literature  survey  issued  quarterly  ; 

compiled  by  Cyrogenics  Division,  Institute  for  Basic  Standards,  National 
Bureau  of  Standards.  (COM- (date) -10472- (nos.)  ;  Commerce  Depart- 
ment.) [Publications  and  reports  pertaining  to  superconducting  devices 
and  to  theory  and  experiment  related  to  superconducting  devices.  Pre- 
pared in  cooperation  with  Office  of  Naval  Research.]  @  (Price  upon 
application) .  C  13.37/5 :  (nos. ) 

04565  Supplement  to  LC  subject  headings,  quarterly  cumulative  supplement. 

(Subject  Cataloging  Division,  Processing  Department,  Library  of  Con- 
gress.) [ISBN  0-8444-0100-5  (Suppl.).]     +  Paper,  $35.00  a  yr.,  Catalog- 
ing Distribution  Service  Division,  Library  of  Congress,  Building  159, 
Navy  Yard  Annex,  Washington,  D.C.  20541.     •  Item  823 
L.C.  card  73-14630  LC  26.7  :  ed.no./supp.- (nos. ) 

04566  Supplement    to    Merchant    vessels    of    United    States.    (Transportation 

Department,  Coast  Guard.)  [Bimonthly.]     +  Paper,  $5.00  a  yr.     •  Item 

950-B 

L.C.  card  6-35358  TD  5.12  :  (date) 

04567  Supreme  Court  of  United  States,  decisions,  see  Official  reports  of  Supreme 

Court. 

04568  Supreme  Court  of  United  States  [journal].  (Supreme  Court.)  [Daily  when 

court  is  in  session.]     *  Paper,  $25.20  per  term  of  court,  $6.30  additional 

for  foreign  mailing. 

L.C.  card  46-34564  Ju  6.5 :  (date) 

04569  Survey  of  current  business;  [Dannelet  A.  Grosvenor,  editor].  Commerce 

Department,  Bureau  of  Economic  Analysis.)  [Monthly.  Volumes  52-55 
were  classified  C  56.109:  (v.  nos.  &  nos.)  during  the  time  Economic 
Analysis  Bureau  was  subordinate  to  Social  and  Economic  Statistics  Ad- 
ministration.] *  Paper,  $48.30  a  yr.  (including  weekly  supplement), 
$12.10  additional  for  foreign  mailing ;  single  copy,  $3.00.  •  Item  228 
L.C.  card  21-26819  C  59.11 :  ( v.nos.&  nos. ) 

04570  Survey  of  procurement   statistics.    (NAVMAT  P-4200 ;   Naval  Material 

Command,  Navy  Department.)    [Quarterly.]     +  D  201.6/14  :( date) 

04571  Synergist.    (National   Student  Volunteer  Program,   Action.)    [Published 

3  times  a  year.]     +     •  Item  74-D-l  AA  3.9 :  ( v.nos.&  nos. ) 

04572  Tables  of  redemption  values  for  U.S.  savings  bonds,  series  A-E.  (Public 

Debt  Bureau,  Treasury  Department.)  [Semiannual.  Tables  are  issued  as 
perforated  detachable  sheets.]  *  Paper,  $3.00  for  2  years;  75c.  addi- 
tional for  foreign  mailing ;  single  copy,  75c.     •  Item  970-A(Rev.) 

T  63.209:  (date) 

04573  Talking  book  topics.  (Library  of  Congress,  Division  for  Blind  and  Phys- 

ically   Handicapped.)    [ISSN   0039-9183.    Bimonthly.    Includes    audio 

versions,  and  annual  title-author  index.]     4-     •  Item  806-A-2 

L.C.  card  74-642502  LC  19.10 :  ( v.nos.&  nos. ) 

04574  Tariff  schedules  of  United  States,  annotated,  for  use  in  classification  of 

imported  merchandise  for  rate  of  duty  and  statistical  purposes.  (TC 
publication  706;  United  States  International  Trade  Commission.)  [Is- 
sued with  perforations.  Issuing  agency  formerly  named  Tariff  Commis- 
sion.] *  Paper,  $23.00  (including  basic  volume  and  supplementary  serv- 
ice for  an  indefinite  period)  ;  $5.75  additional  for  foreign  mailing. 
•  Item  982-B  TC  1.35/2  :  (date) 
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04575  Tax   Court   of  United   States   reports    (consolidated   pamphlets).    (Tax 

Court.)    [Monthly.  Final  issue  of  each  volume  includes  table  of  cases 
reported  in  the  volume.  Issued  with  perforations.]     *  Paper,  $25.05  pet 
volume   (6  issues),  $6.80  additional  for  foreign  mailing;  single  copies 
vary  in  prices. 
L.C.  card  36-26250  Ju  11.7/a  2  :  ( v.nos.&  nos. ) 

04576  Technical  information  release.  (TIR-(series)  ;  Internal  Revenue  Service, 

Treasury  Department,    [Public  Affairs  Division].)    [Irregular.]      4- 

T  22.42/2:  (nos.) 

04577  Technical  notes.  (Occupational  Safety  and  Health  Administration,  Labor 

Department.)   [Irregular.]     +  L 35.14: (date) 

04578  Technology  transfer,  bridge  between  research  and  use.    (Environmental 

Protection  Agency,  Technology  Transfer.)  [Irregular.]  -f-  •  Item 
473-C-2  EP  7.9 :  ( date ) 

04579  Tennessee  Valley  perspective;  [J.  Worth  "Wilkerson,  editor].   (Tennessee 

Valley  Authority,  Knoxville,  Tenn.)    [Quarterly.]     4- 

Y  3.T  25  :  39/  ( v.nos.&  nos. ) 

04580  Texas  landings.    (Current  fisheries  statistics,  GC-5 ;   Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National  Ma- 
rine Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with  Texas 
Parks  and  Wildlife  Department,  Austin,  Texas.]     +     •  Item  610-A 

C  55.309/2: (nos.) 

04581  Third  branch,  bulletin  of  the  Federal  courts.    (Administrative  Office  of 

United  States  Courts  and  Federal  Judicial  Center.)  [Monthly.]  4-  Fed- 
eral Judicial  Center,  Dolley  Madison  House,  1520  H  St.,  N.W.  Washing- 
ton, DC  20005     •  Item  728-B  Ju  10.3/2  :(v.nos.&  nos.) 

04582  Tin;  prepared  in  Division  of  Nonferrous  Metals.   (Mineral  industry  sur- 

veys; Mines  Bureau,  Interior  Department.)  [Monthly.]  4- Mines  Bu- 
reau, 4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.96:  (date) 

04583  Tips,  Army  personnel  magazine;   [Bennett  T.  Dingwall,  editor].   ([Army 

Department,  U.S.  Army  Personnel  Information  Activity.] )  [Quarterly.] 
4-  Tips,  Fort  Benjamin  Harrison,  IN  46249     •  Item  332-D 

D  102.80:  (date) 

04584  Titanium;  prepared  in  Division  of  Nonferrous  Metals.   (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Quarterly.]  +  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.82/2  :  (date) 

04585  Tobacco  situation.  (TS-( series)  ;  Agriculture  Department,  Economic  Re- 

search   Service,    Commodity    Economics    Division.)     [Quarterly.]     -f 

•  Item  24-D 

L.C.  card  46-34601  A  93.25  :  (nos. ) 

04586  Tobacco  stocks  report.    (TOB-( series)  ;   Agriculture  Department,  Agri- 

cultural Marketing  Service.)  [Quarterly.]     4-     •  Item  24-D 

L.C.  card  59-29952  A  88.34  :  ( date ) 

04587  Tobacco  tax  guide.  (Publication  464;  Internal  Revenue  Service,  Treasury 

Department.)    [Issued   in   looseleaf  form.]     *  Paper,   $6.30    (including 
basic  guide  and  supplementary  material  for  an  indefinite  period)  ;  $1.60 
additional  for  foreign  mailing.     •  Item  956-A 
L.C.  card  64-61263  T  22.19/5  :  (date) 

04588  Toxicity  bibliography.    ([DHEW  pub.   no.    (NIH)     (date)-270;   Health, 

Education,  and  Welfare  Department,  Public  Health  Service,  National 
Institutes  of  Health].  National  Library  of  Medicine.)  [ISSN  0041-0071. 
Quarterly.  Covers  reports  on  toxicity  studies,  adverse  drug  reactions, 
and  poisoning  in  man  and  animals.]  *  Paper,  $32.50  a  yr.,  $8.15  addi- 
tional for  foreign  mailing ;  single  copy,  $8.15.     •  Item  508-M 

HE  20.3613  :  (v.nos.&  nos.) 
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04589  Trademark  examining  procedure  directive.  (Series  1,  pre-manual ;  Com- 

merce Department,  Patent  Office.)  [Irregular.  Issued  in  looseleaf  form.) 
*  Paper,  $8.10  a  yr.,  $2.05  additional  for  foreign  mailing.     •  Item  256-A 

C  21.15/2  :(nos.) 

04590  Trademarks,  see  Official  gazette. 

04591  Translations  from  Kommunist.  ( JPRS  series  ;  Joint  Publications  Research 

Service. )  [  Irregular.  ]      @  ( Price  upon  application ) .     Y  3. J  66 :  13/  ( nos. ) 

04592  Translations  on  Africa.  (JPRS  series;  Joint  Publications  Research  Serv- 

ice.)   [Irregular.]     @( Price  upon  application).  Y  3. J  66  :  13/ (nos.) 

04593  Translations  on  cybernetics,  USSR  and  Eastern  Europe.   (JPRS  series; 

Joint  Publications  Research  Service.)  [Irregular.]     @  (Price  upon  appli- 
cation). Y3.J66:13/(nos.) 

04594  Translations  on  Eastern  Europe:  Economic  and  industrial  affairs.  (JPRS 

series;    Joint   Publications   Research   Service.)    [Irregular.]     @  (Price 
upon  application ) .  Y  3.  J  66  :  13/  ( nos. ) 

04595  Translations   on   Eastern   Europe:    Political,   sociological,   and   military 

affairs.    (JPRS  series;  Joint  Publications  Research  Service.)    [Irregu- 
lar. ]     @  ( Price  upon  application ) .  Y  3.  J  66  :  13/  ( nos. ) 

04596  Scientific  affairs.    (JPRS  series;  Joint  Publications  Research  Serv- 
ice.)  [Irregular.]     @( Price  upon  application).  Y  3. J 66 :  13/ ( nos. ) 

04597  Translations  on  environmental  quality.  (JPRS  series,  World  Wide;  Joint 

Publications  Research   Service.)    [Irregular.]     @( Price  upon  applica- 
tion.) Y3.J66:13/(nos.) 

04598  Translations  on  Latin  America.  (JPRS  series ;  Joint  Publications  Research 

Service.)    [Irregular.]     @ (Price  upon  application). 

Y3.J66:13/(nos.) 

04599  Translations  on  Mongolia.    (JPRS  series;   Joint  Publications  Research 

Service.)    [Irregular.]     @( Price  upon  application). 

Y3.J66:13/(nos.) 

04600  Translations  on  narcotics  and  dangerous  drugs.  (JPRS  series;  Joint  Pub- 

lications Research  Service.)    [Irregular.]     @ (Price  upon  application) 

Y  3.  J  66: 13/  (nos.) 

04601  Translations  on  Near  East  and  North  Africa.  (JPRS  series;  Joint  Pub- 

lications Research  Service.)    [Irregular.]     @ (Price  upon  application). 

Y3.J66:13/(nos.) 

04602  Translations  on  North  Korea.  (JPRS  series;  Joint  Publications  Research 

Service.)    [Irregular.]     @  (Price  upon  application). 

Y3.J66:13/(nos.) 

04603  Translations  on  North  Vietnam.  (JPRS  series  ;  Joint  Publications  Research 

Service.)    [Irregular.]     @ (Price  upon  application). 

Y3.J66:13/(nos.) 

04604  Translations  on  People's  Republic  of  China.  (JPRS  series;  Joint  Publica- 

tions Research  Service.)    [Irregular.]     @( Price  upon  application). 

Y3.J66:13/(nos.) 

04605  Translations  on  South  and  East  Asia.  (JPRS  series;  Joint  Publications 

Research  Service.)    [Irregular.]     @ (Price  upon  application). 

Y  3.  J  66: 13/ (nos.) 

04606  Translations  on  USSR  agriculture.  (JPRS  series;  Joint  Publications  Re- 

search Service.)    [Irregular.]     @ (Price  upon  application). 

Y  3.  J  66: 13/ (nos.) 

04607  Translations  on  USSR  economic  affairs.  (JPRS  series;  Joint  Publications 

Research  Service.)    [Irregular.]     @ (Price  upon  application). 

Y3.J66:13/(nos.) 
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04608  Translations  on  USSR  industrial  affairs.  (JPRS  Beriee;  Joint  Publications 

Research  Bervice.)  [Irregular.]     @ (Price  upon  application). 

Y  3.  J  60  :  13/ (  nos. ) 

04609  Translations  on  USSR  military  affairs.  (JPRS  series;  Joint  Publications 

Research  Service.)   [Irregular.]     @( Price  upon  application). 

Y  3..T  60  :  13/  ( nos. ) 

04610  Translations  on  USSR  political  and  sociological  affairs.    (JPRS  scries: 

Joint    Publications     Research     Service.)     [Irregular.]     (ci  (Price    upon 
application).  V  8.J  66: 13/ (nos.  > 

0-J011  Translations  on  USSR  resources.   (JPRS  series;  Joint   Publications  He- 
search  Service.)    [Irregular.]     (a  (Price  upon  application). 

Y3.J66:13/(nos.) 

04612  Translations  on  USSR  trade  and  services.  (JPRS  series  ;  Joint  Publications 

Research  Service.)    [Irregular.]     (a  (Price  upon  application). 

Y3.J66:13/(nos.) 

04613  Translations  on  Western  Europe.   (JPRS  series;  Joint  Publications  Re- 

search Service.)    [Irregular.]     @  (Price  upon  application). 

Y  3.  J  66  :  13/  (  nos. ) 

04614  Translog,  journal  of  military  transportation  management ;   [J.  E.  Sliroj)- 

shire,  editor].   ([Military  Traffic  Management  Command,  Army  Depart- 
ment.   Defense  Department.])    [Monthly.]     *  Paper,   $9.85  a  yr.,   $2.50 
additional  for  foreign  mailing ;  single  copy,  85c.     •  Item  329-B 
L.C.  card  73-239049  D  101.66/2  :  (v. nos. &  nos.  i 

04615  Transport  economics.   (Bureau  of  Economics.  Interstate  Commerce  Com- 

mission.)   [Monthly.]      + 

L.C.  card  A  42-3365  IC  1.17  :  (v.nos.&  nos.  I 

04616  Transportation  topics  for  consumers,  from  Office  of  Consumer  Affairs. 

(Transportation  Department.)  [Quarterly.]     +     TD  1.25  :  (v.nos.&  nos.) 

04617  Transportation  USA.    (Office  of  Public  Affairs.   Transportation  Depart- 

ment.)   [Quarterly.]     *  Paper,   $3.10  a  yr.,  80c.  additional  for  foreign 
mailing  ;  single  copy.  80c.     •  Item  982-C-8  TD  1.27  :  ( v.nos.&  nos. ) 

04618  Treasury  bulletin.  (Treasury  Department,  Office  of  Secretary.)  [Monthly.] 

*  Paper,  $55.15  a  yr.,  $13.80  additonal  for  foreign  mailing ;  single  copies 

varv  in  price.      •  Item  926-A 

L.C.  card  39-26387  T  1.3 : (date) 

04619  Treasury  papers.   (Treasury  Department,  Office  of  Public  Affairs,  Office 

of  Secretary.)    [Monthly.]      +  Treasury  papers.  Rm.  2324  Main  Treas- 
ury, 15th  and  Pennsylvania  Avenues.  NW.,  Washington.  D.C.  20220. 

T  1.48  :(v.nos.&  nos.) 

04620  Treasury  telephone  directory.  (Treasury  Department.)   [Issued  3  times  a 

year.]     *  Paper,  $6.10  a  yr.,  $1.55  additional  for  foreign  mailing;  single 
copy,  $2.05.     •  Item  924-A  T  1.28: (date) 

04621  Treaties  and  other  international  acts  series.  (State  Department.)  [Irregu- 

lar.]    *  Paper,  $27.00  a  yr.  (approximately  150  issues.).  $6.75  additional 

for  foreign  mailing ;  single  copies  vary  in  price.     •  Item  899 

L.C.  card  46-6169  S  9.10  :  ( nos. ) 

04622  Tree  planters'  notes;   [Pieter  E.  Hoekstra,  editor]    (Agriculture  Depart- 

ment, Forest  Service.)    [Quarterly.]      4-      •  Item  86-D 

A13.51:(v.nos.&nos.) 

04623  Tuesday  spot  market  price  indexes  and  prices.  ( Labor  Statistics  Bureau. 

Labor  Department.)    [Weekly.]     4-  L  2.60:  (date) 

04624  Tungsten;   prepared  in  Division  of  Ferrous  Metals.    (Mineral   industry 

surveys:   Mines  Bureau,   Interior  Department.)    [Monthly.]      -f  Mines 
Bureau,  4800  Forbes  Ave.,   Pittsburgh.   PA  15213  I  28.73  :  (date) 
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04625  Type  A  topics.  (Child  Nutrition  Programs,  Food  and  Nutrition  Service, 

Agriculture  Department. )    [Monthly,  Sept.-May.]     +       A  98.10  :  (date) 

04626  U.S.  airborne  exports  and  general  imports,  shipping  weight  and  value; 

customs  district  and  continent.  (FT  986;  Commerce  Department,  (Cen- 
sus Bureau,  [Foreign  Trade  Division].)  [Monthly,  with  annual  issue. 
Prior  to  Jan.  1976  classified  C  56.210:  986- (nos.)  during  the  time  Census 
Bureau  was  subordinate  to  Social  and  Economic  Statistics  Administra- 
tion.] +  Paper,  $3.00  a  yr.  (including  FT  900,  975,  and  985  combined)  ; 
single  copy,  10c.  •  Item  144 
L.C.  card  A  63-7373  C  3. 164  :  986-  ( nos. ) 

04627  U.S.  Department  of  State  indexes  of  living  costs  abroad  and  living  quarters 

allowances.  (Labor  Department,  Labor  Statistics  Bureau.)  [Quar- 
terly.]    +     •Item  768-M  L  2.101 :  (date) 

04628  U.S.  export  sales.  (Foreign  Agricultural  Service,  Agriculture  Department.) 

[Weekly.  Prior  to  Oct.  31,  1974  issued  by  Statistical  Reporting  Service, 
Crop  Reporting  Board,  and  entitled  Exports,  A  92.38: (date).]     + 

A  67.40:  (date) 

04629  U.S.  exports,  schedule  B,  commodity  by  country.    ( FT  410 ;   Commerce 

Department,  Census  Bureau,  [Foreign  Trade  Division].)  [Monthly.  Nov. 
1971-Dec.  1975  issues  were  classified  C  56.210:  410/ (date)  during  the 
time  Census  Bureau  was  subordinate  to  Social  and  Economic  Statistics 
Administration.]  *  Paper,  $122.20  a  yr.,  $30.35  additional  for  foreign 
mailing ;  single  copy  $10.20.  •  Item  144 
L.C.  card  47-18655  C  3.164  :  410/ (date) 

04630  U.S.  general  imports,  schedule  A,  commodity  by  country.  ( FT  135 ;  Com- 

merce Department,  Census  Bureau,  [Foreign  Trade  Division].)  [Monthly. 
Compiled  from  information  verified  by  customs  import  specialists  on  im- 
port entries  filed  with  Customs  by  importers.  Nov.  1971-Dec.  1975  issues 
were  classified  C  56.210: 135/ (date)  during  the  time  Census  Bureau  was 
subordinate  to  Social  and  Economic  Statistics  Administration.]  *  Paper, 
$71.85  a  yr.,  $18.00  additional  for  foreign  mailing;  single  copy  $6.00. 

•  Item  144  C  3.164 :  135/(date) 

04631  U.S.  Government  security  yields  and  prices.  (Federal  reserve  statistical 

release  H.15 ;  Government  Finance  Section,  Federal  Reserve  System 
Board  of  Governors.)  [Weekly.]     +  FR  1.46/2  :  (date) 

04632  U.S.  Navy  medicine;    [Sylvia  W.  Shaffer,  editor].    ( [NAVMED  P-5088 ; 

Navy    Department,    Bureau    of   Medicine   and    Surgery.])     [Monthly.] 

#  U.S.  Navy  Medicine,  Code  0010,  Medicine  and  Surgery  Bureau,  Wash- 
ington, DC  20372.  D  206.7  :  ( v.nos.&  nos. ) 

04633  U.S.  trade  with  Puerto  Rico  and  U.S.  possessions.  (FT  800;  Commerce 

Department,  Census  Bureau.  [Foreign  Trade  Division].)  [Monthly,  with 
annual  issue.  Issues  of  Sept.  1971-Dec.  1975  were  classified  C  56.210 :800 
(date)  during  the  time  Census  Bureau  was  subordinate  to  Social  and 
Economic  Statistics  Administration.]  *  Paper,  $16.30  a  yr.  (including 
annual  issue)  ;  $4.10  additional  for  foreign  mailing;  single  copy,  $1.35, 
annual,  $1.35.  •  Item  144 
L.C.  card  48-45955  C  3.164  :  800/  ( date ) 

04634  U.S.  waterborne  exports  and  general  imports.   (FT  985;  Commerce  De- 

partment, Census  Bureau,  [Foreign  Trade  Division].)  [Monthly,  with 
annual  issue.  Formerly  classified  C  56.210:  985- (nos.)  during  the  time 
Census  Bureau  was  subordinate  to  Social  and  Economic  Statistics  Ad- 
ministration.]    +     •  Item  144  C  3.164  :  985- (nos.) 

04635  Unemployment  insurance  claims.   (Labor  Department,  Employment  and 

Training  Administration,  Office  of  Administration  and  Management.) 
[Weekly.]     4-      •  Item  761-B  L  1.62  :  (v.nos.&  nos. ) 

04636  Unemployment    insurance    statistics.     (Labor    Department,    Manpower 

Administration.)   [Monthly.]     +      •  Item  758 

L.C.  card  L  66-259  L  1.62/2  :( date) 
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04637  Uniform  crime  reports.  (Federal  Bureau  of  Investigation,  Justice  Depart- 
ment.)   [Quarterly.  Preliminary  annual  release  issued  also.  Advisory: 

Committee  on  Uniform  Crime  Records,  International  Association  of 
Chiefs  of  Police.]     4-  J  1.14/7-2  :  (date) 

04888  Uniform  system  of  accounts  and  reports  for  certificated  air  carriers  in 
accordance  with  sec.  407  of  Federal  aviation  act.  (Civil  Aeronautics 
Board.)  [Issued  in  looseleaf  form.]  *  Paper,  $10.50  (including  basic 
manual  and  supplementary  material  for  an  indefinite  period)  ;  $2.75 
additional  for  foreign  mailing.     •  Item  186  C  31.206/5  :  (date) 

04630  Uniform  system  of  accounts  prescribed  for  natural  gas  companies  (class 
A  and  B,  C,  and  D)  subject  to  provisions  of  Natural  gas  act,  in  effect 
on  Sept.  1,  1968.  (FPC  A-102;  Federal  Power  Commission.)  [Issued  in 
looseleaf  form.]  *  Paper,  $12.60  (including  basic  manual  and  supple- 
mentary material  for  an  indefinite  period )  ;  $3.05  additional  for  foreign 
mailing.  •  Item  439 
L.C.  card  40-26189  FP  1.7/2  :  (date) 

04640  Uniform  system  of  accounts  prescribed  for  public  utilities  and  licenses 

(class  A  and  B,  C,  and  D)  subject  to  provisions  of  Federal  power  act 
in  effect  on  Jan.  1,  1970.  (FPC  A-106 ;  Federal  Power  Commission.) 
[Issued  in  looseleaf  form.]  *  Paper,  $6.05  (including  basic  volumes  and 
supplementary  material  for  an  indefinite  period)  ;  $1.55  additional  for 
foreign  mailing.  •  Item  439 
L.C.  card  36-26808  FP  1.7/3 :  ( date ) 

04641  United  States  Air  Force  Medical  Service  digest;  [Suzanne  Ward,  editor]. 

(Office  of  Surgeon  General,  Air  Force  Medical  Service,  Defense  Depart- 
ment.)  [Bimonthly.]  Prior  to  Jul.-Aug.  1974,  issued  monthly.]     4- 

D  304.8  :(v.nos.&nos.) 

04642  United  States  cotton  quality  report  for  ginnings.  (Market  News  Section, 

Cotton  Division,  Agricultural  Marketing  Service,  Agriculture  Depart- 
ment.) [Irregular.  Title  varies.]  +  Agricultural  Marketing  Service. 
4841  Summer  Ave.,  Memphis,  TX,  38117.  A  88.11 :  (v.nos.&  nos.) 

04643  United  States  International  Trade  Commission  [notices  of  hearings,  in- 

vestigations, etc.].  (United  States  Trade  Commission.)   [Irregular.]     + 

TC  1.28:  (date) 

04644  United  States  savings  bonds  issued  and  redeemed.  (Form  PD  3812  (Rev. 

Nov.  1974)  ;  Public  Debt  Bureau,  Treasury  Department.)  [Monthly.]      4- 

T  63.7:  (date) 

04645  United    States    Army    aviation    digest;    [Richard    K.    Tierney,    editor]. 

([Army    Aviation    Center,    Fort    Rucker.    Ala.];    Army    Department.) 
[Monthly.]     *  Paper,  $15.70  a  yr.,  $3.95  additional  for  foreign  mailing; 
single  copy.  $1.35.     •  Item  321-A 
L.C.  card  65-47970  D  101.47  :  ( v.nos.&  nos. ) 

04646  Urban   renewal   handbook    (HUD   handbook   RHA   7200.0-RHA    7228.1; 

Housing  and  Urban  Development  Department.)  [Irregular.  Issued  in 
looseleaf  form.]  *  Paper,  $27.00  (including  basic  manual  and  supple- 
mentary material  for  an  indefinite  period)  ;  $6.75  additional  for  foreign 
mailing.     •  Item  582-E  HH  1.6/6  : 1  n«  >s.  i 

04647  USA:    Economics,   politics,   ideology.    (JPRS   series;    Joint   Publications 

Research  Service.)    [Irregular.]      (a  (Price  upon  application). 

Y3.J66:13/(nos.) 

04648  USDA;    [Bonnie  Kreitler.  editor].    ([Agriculture  Department,   Office   of 

Communication.])   [Biweekly.]      # 

L.C.  card  Agr.  42-258  A  1.57  :  (v.nos.&  nos.) 

04649  USSR  and  East  Europe  scientific  abstracts:  Biomedical  sciences.  (JPRS 

series;  Joint  Publications  Research  Sen-ice.)  [Irregular.]  (a  (Price 
upon  application) .  Y  3. J  66 :  13/  (nos. ) 

04650  Chemistry.  (JPRS  series;  Joint  Publications  Research  Service.)  [Ir- 
regular.]     @  (Price  upon  application).  Y  3.J  66:  13/(nos.) 
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04651  USSR  and  East  Europe  scientific  abstracts:  Cybernetics,  computers,  and 

automation  technology.  (JPRS  series;  Joint  Publications  Research 
Service.)    [Irregular.]   @  (Price  upon  application). 

Y3.J66:13/(nos.) 

04652  Electronics  and  electrical  engineering.   (JPRS  series;  Joint  Publica- 
tions Research  Service.)    [Irregular.]     @( Price  upon  application). 

Y3.J66:13/(nos.) 

04653  Engineering  and  equipment.    (JPRS  series;  Joint  Publications  Re- 
search Service.)   [Irregular.]     @( Price  upon  application). 

Y3.J66:13/(nos.) 

04654  Materials  science  and  metallurgy.   ( JPRS  series ;  Joint  Publications 

Research  Service.)    [Irregular.]     @ (Price  upon  application). 

Y3.J66:13/(nos.) 

04655  Physics  and  mathematics.  (JPRS  series;  Joint  Publications  Research 

Service.)    [Irregular.]     @ (Price  upon  application). 

Y3.J66:13/(nos.) 

04656 Geophysics,  astronomy,  and  space.   (JPRS  series;  Joint  Publications 

Research  Service.)  [Biweekly.  Prior  to  Oct.  6,  1975  issued  as  Soviet-bloc 
research  in  geophysics,  astronomy,  and  space  classified  Y  3. J  66 :  14/ 
(nos.).]     @( Price  upon  application).  Y3.J  66: 13/(nos.) 

04657  Vanadium;  prepared  in  Division  of  Ferrous  Metals.    (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.]  -4-  Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA.  15213  I  28.78:  (date) 

04658  Vegetable  situation.   (TVS- (series)  ;  Agriculture  Department,  Economic 

Research   Service,   Commodity   Economics   Division.)    [Quarterly.]     4- 

•  Item  21-L 

L.C.  card  46-34603  A  93.12/2 :  (nos. ) 

04659  Vegetables,  fresh  market.    (Vg  2-1;   Crop  Reporting  Board,   Statistical 

Reporting  Service,  Agriculture  Department.)  [Monthly.  Formerly  en- 
titled Vegetable,  fresh  market,  acreage,  and  estimated  production  of 
principal  commercial  crops.].     +  A 92.11 : (date) 

04660  Vegetables,  processing.  ( Vg  3-1 ;  Crop  Reporting  Board,  Statistical  Report- 

ing Service,  Agriculture  Department.)    [Irregular.]     + 

A  92.11:  (date) 

04661  Vestnik  of  USSR  Academy  of  Medical  Sciences.    (JPRS  series;  Joint 

Publications  Research  Service.)  [Irregular.]  @( Price  upon  applica- 
tion). Y3.J66:13/(nos.) 

04662  Vestnik  of  USSR  Academy  of  Sciences.  (JPRS  series;  Joint  Publications 

Research  Service).  [Irregular.]     @  (Price  upon  application). 

Y3.J66:13/(nos.) 

04663  Veterans'  Administration  activities,  submitted  by  Veterans'  Administra- 

tion. (Committee  print;  Veterans'  Affairs  Committee,  Senate.) 
[  Monthly.  ]     +  Y  4. V  64/4  :  V  64/  ( date ) 

04664  Veterans  education  newsletter.    (Dept.   of  Veterans  Benefits,   Veterans 

Administration.)   [Irregular.]     +     •  Item  989-G  VA  1.49: (nos.) 

04665  Virginia  landings.  ( Current  fisheries  statistics,  SA-2 ;  Commerce  Depart- 

ment, National  Oceanic  and  Atmospheric  Administration,  National  Ma- 
rine Fisheries  Service.)  [Monthly.  Prepared  in  cooperation  with  Virginia 
Marine  Resources  Commission,  Newport  News  ;  and  Potomac  River  Fish- 
eries Commission,  Colonial  Beach,  Va.]     4-     •  Item  610-A 

C  55.309/2:  (nos.) 

04666  Volume  and  composition  of  individuals'  saving.  (Federal  reserve  statisti- 

cal release  E.8 ;  Federal  Reserve  System  Board  of  Governors.)  [Quar- 
terly.]    +  FR  1.53:  (date) 

04667  Walter  Reed  Army  Medical  Center  progress  notes;  [Robert  P.  Brouillard, 

editor].  (Walter  Reed  Army  Medical  Center,  Department  of  Medicine, 
[Defense  Department].)    [Monthly.]     +  D  104.15/5:  (v.nos.&  nos.) 
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04668  War  on  hunger,  report  from  Agency  tor  International  Development  : 
|l>;ivid  L.  Rhoad,  editor].  ( [State  Department,  Agency  for  Internationa] 
Development,  Office  of  Public  Affairs.])  [Monthly. ]     + 

s  18.84  :(v.nos.A  dob.  i 

04860  Wastewater  treatment  construction  grants  date  base,  Public  law  !»ii  r.ixi 
project  records,  grants  assistance  programs.  (EPA  QAD  2  (nos.)  ;  En- 
vironmental   Protection    Agency,    Grants    Administration    Division.) 

[  Monthly.  Includes  State  municipal  project  priority  list  <  and  addendum  I, 
a  separate  publication  classified  BP  1.56/3 :( nos. ).  ]  ©(Price  upon 
application).  EP  1.56:  (nos.) 

04670  Water  operation  and  maintenance  bulletin.  ( Interior  Department,  Recla- 
niation  Bureau,  Division  of  Water  Operation  and  Maintenance.  En- 
gineering and  Research  Center.  Denver.  Colo.)  [Quarterly.  Issued  with 
perforations.  Cumulative  indexes  issued  separately.)     #     I  27.41  :i  nos.  i 

ii 0171   Water    resources    review.     (Geological    Survey,    Interior    Department.) 
[Monthly.  Issued  jointly  by  Canada  Department  of  Environment,  Water 
Resources  Branch.]     4- 
L.C.  card  56-63872  I  19.42  :  (date) 

04672  Water  spectrum;    [Warren  J.  Pappin,  editor]    (Engineers  Corps,  Army 

Department.  Defense  Department.)  [Quarterly.  Prior  to  v.  7.  no.  1,  issued 
as  Water  spectrum,  issues,  choices,  actions.]  *  Paper,  $6.20  a  yr.,  $1.55 
additional  for  foreign  mailing,  single  copy,  $1.55.     •  Item  342-B 

D  103.48 :  (v.no8.&  nos.  I 

04673  Water  supply  outlook  and  Federal-State-private  cooperative  snow  surveys. 

Note. — Publications  may  be  requested  from  Soil  Conservation  Service,  Western  Techni- 
cal Service  Center,  Room  111,  511  N.W.  Broadway,  Portland,  OR  B7209. 

04674  Water  supply  outlook  for  western  United   States,  including  Columbia 

River  drainage  in  Canada.  (Agriculture  Department,  Soil  Conservation 
Service.)  [Monthly,  Feh.-May.  with  separate  annual  summary.  Pre- 
pared in  collaboration  with  California  Department  of  Water  Resources 
and  British  Columbia  Department  of  Lands,  Forests  and  Water  Re- 
sources.]    4.  A  57.46/12:  (date) 

04t;75  Water  supply  outlook  and  Federal-State-private  cooperative  snow  surveys 
for  Arizona;  prepared  by  Richard  WT.  Enz.  ([Soil  Conservation  Service. 
Agriculture  Department.])  [Semimonthly,  Jan.  1-June  1.  Prepared  in 
cooperation  with  Salt  River  Valley  Water  Users  Association  and  Ari- 
zona Water  Commission.]  A57.46(date) 

04676  Water  supply  outlook  and  Federal-State-private  cooperative  snow  surveys 
for  Colorado  and  New  Mexico;  prepared  by  Jack  X.  Washichek  and 
Ronald  E.  Moreland.  [Soil  Conservation  Service.  Agriculture  Depart- 
ment.] [Monthly,  Feb.-May,  with  separate  annual  issue  of  Special  meas- 
urements. Prepared  in  cooperation  with  Colorado  State  University  Ex- 
periment Station.  State  Engineer  of  Colorado,  and  State  Engineer  of 
Xew  Mexico.]  A  57.40  9  :  <  date  i 

04077  Water  supply  outlook  and  Federal-State-private  cooperative  snow  surveys 
for  Idaho;  prepared  by  Jack  A.  Wilson  and  Marion  <).  Carstens.  ([soil 
Conservation  Service.  Agriculture  Department.])  [Monthly,  Jan.-June, 
Prepared  in  cooperation  with  Idaho  State  Department  of  Water  Ad- 
ministration.] 
L.C.  card  68-60883  A  57.46/11 1  date  | 

04678  Water  supply  outlook  and  Federal-State-private  cooperative  snow  surveys 
for  Montana;  prepared  by  Phillip  E.  Fames  and  Bernard  A.  Shafer. 
[Soil  Conservation  Service.  Agriculture  Department.]  [Monthly.  Jam- 
June.  Prepared  in  cooperation  with  Montana  Agricultural  Experiment 
Station.] 
L.C.  card  68-6IS1T,  A  57.46/3 (date) 
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04679  Water  supply  outlook  and  Federal-State-private  cooperative  snow  surveys 

for  Oregon;  prepared  by  Tommy  A.  George  and  James  Haglund.  ([Soil 
Conservation  Service,  Agriculture  Department.])    [Monthly,  Jan.-June, 
with  separate  annual  summary.  Prepared  in  cooperation  with  Oregon 
State  University  and  State  Engineer  of  Oregon.] 
L.C.  card  68-60499  A  57.46/5  :  ( date ) 

04680  Water  supply  outlook  and  Federal-State-private  cooperative  snow  surveys 

for  Utah;  prepared  by  Bob  L.  Whaley.  ([Soil  Conservation  Service, 
Agriculture  Department.] )  [Monthly,  Jan.-June.  Prepared  in  coopera- 
tion with  Utah  State  Department  of  Natural  Resources,  Division  of 
Water  Rights.]  A  57.46/6 (date) 

04681  Water  supply  outlook  and  Federal-State-private  cooperative  snow  surveys 

for  Washington;  prepared  by  Robert  T.  Davis.  ([Soil  Conservation 
Service,  Agriculture  Department.])  [Monthly.  Feb.-June.  Prepared  in 
cooperation  with  Department  of  Ecology  of  Washington.] 

A  57.46/7 (date) 

04682  Water  supply  outlook  and  Federal-State-private  cooperative  snow  surveys 

for  Wyoming;  prepared  by  George  P.  Clagett  and  Marilyn  A.  Starks. 
[Soil  Conservation  Service,  Agriculture  Department.]  [Monthly,  Feb.- 
June.  Prepared  in  cooperation  with  State  Engineer  of  Wyoming  and 
University  of  Wyoming.]  A  57.46/10 (date) 

04683  Water  supply  outlook  for  western  United  States.  ( Commerce  Department, 

National  Oceanic  and  Atmospheric  Administration,  National  Weather 
Service.)  [Monthly,  Jan.-May.  Prior  to  v.  27,  no.  1,  Jan.  1975,  issued  as 
Water  supply  outlook  for  western  United  States,  water  year.]     4- 

C  55.113  :(v.nos.&  nos.) 

04684  Weekly  coal  report;  prepared  in  Division  of  Fossil  Fuels-Mineral  Supply. 

(Mineral    industry    surveys;    Mines    Bureau,    Interior    Department.) 

+  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213 

L.C.  card  CA  29-803  I  28.33 :  (nos. ) 

04685  Weekly  compilation  of  Presidential  documents.  (Federal  Register  Office, 

National  Archives  and  Records  Service,  General  Services  Administra- 
tion.) [Includes  statements,  messages,  and  other  Presidential  materials.] 
*  Paper,  $15.00  a  yr.,  $8.50  additional  for  foreign  mailing ;  single  copy, 
50c.     •  Item  577-A 
L.C.  card  65-9929  GS  4.114 :  (v.nos.&  nos. ) 

04686  Weekly  condition  report  of  large  commercial  banks  and  domestic  sub- 

sidiaries [and  Weekly  condition  report  of  large  commercial  banks  in 
New  York  and  Chicago].  (Federal  reserve  statistical  release  H.4.2  [and 
H.4.3]  ;  Federal  Reserve  System  Board  of  Governors.)     4- 

FR  1.16:  (date) 

04687  Weekly  cotton   market   review.    (Agriculture   Department,   Agricultural 

Marketing  Service,  Market  News  Section,  Cotton  Division. )  4-  Agri- 
cultural Marketing  Service,  Market  News  Section,  Cotton  Division,  4841 
Summer  Ave.,  Memphis,  TN  38122  A  88.11/2  :(v.nos.&  nos.) 

04688  Weekly  Government  abstracts.  (WGA-series;  Commerce  Department,  Na- 

tional Technical  Information  Service.)  [If  you  order  more  than  1  WGA 
category,  a  special  discount  of  $5.00  is  given  for  each  additional  category 
ordered  on  each  form.] 

04689  Administration.      @  Paper,  $40,00  a  yr.,  $10.00  additional  for  foreign  mailing. 

C  51.9/6: (nos.) 

04690  Agriculture  &  Food.      @  Paper,  $40.00  a  yr.,  $10.00  additional  for  foreign  mail- 

ing. C  51.9/19: (nos.) 

04691  Behavior  &  society.      @  Paper,  $40.00  a  yr.,  $10.00  additional  for  foreign  mail- 

ing. C  51.9/12: (nos.) 

04692  Biomedical    technology    &    engineering.      @  Paper,    $40.00    a    yr.,    $10.00    addi- 

tional for  foreign  mailing.  C  51.9/13  : (nos.) 

04693  Building    technology.      @  Paper,    $40.00    a    yr.,    $10.00    additional    for    foreign 

mailing.  C  51.9/10  : (nos.) 
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Business   &   economics.      <n  Paper,    $40.00   a    yr.,   $10.00   additional   for   foreign 
mailing'  C  N..9   IT  :(noa.  I 

Chemistry.      <<t  Taper,  $40.00  a  vr.,  $10.00  additional  for  foreign  mailing. 

C  51.0/20  :(no8.) 

Civil    ft   structural   engineering.      %  Paper,   $40.00  a   yr.,   $lo.oo   additional    for 

foreign  mailing.  «'  51  .9,  -'1  :<nos.) 

Communication.      @  Paper,  $45.00  a  yr.,  $15.00  additional  for  foreign  mailing. 

C  51  '■»   28  :(nos.) 
Computers,  control  &  Information  theory.      @  Paper,  $40.00  a  yr..  110.00  addi- 
tional for  foreign  mailing.  C  51.9/8  :(nos.) 
Electrotechnology.      @  Paper,  $40.00  a  yr.,  $10.00  additional  for  foreign  mailing. 

c  :,!.!»  22  :(nos.) 
04700  Energy.      @  Paper,  $40.00  a  yr.,  $10.00  additional  for  foreign  mailing. 

C51.it/ls  :(no».) 

ii4"iil  Environmental   pollution   &   control.      @  Paper,  $40.00  a  jr.,   $10.00  additional 

for  foreign  mailing.  C  51.9/5  :(nos.) 

04702  Government  inventions  for  licensing.      @  Paper,  $165. 00  a  yr.,  $55.00  additional 

for  foreign  mailing.  C  51.9/23  :(nos.) 

04703  Health   planning.    [Prepared   In  cooperation  with   National  Health  Planning  In- 

formation Center,  Health  Resources  Administration,  Health,  Education,  and 
Welfare  Department.  Final  issue  Is  annual  subject  Index.]  @  Paper,  $50.00  a 
vr..  add  $15.00  for  foreign  mailing.  C  51.9/29  :(nos.) 

04704  Industrial  ft  mechanical  engineering.      @  Paper,  $40.00  a  yr.,  $10.00  additional 

for  foreign   mailing.  C  51.9/16  unns.i 

04705  Library  &  information   sciences.      @  Paper,  $30.00  a  yr.,  $10.00  additional  for 

foreign  mailing.  C  51.9/15  :(nos.) 

04706  Materials  sciences.      @  Paper,  $40.00  a  yr..  $10.00  additional  for  foreign  mailing. 

C  51.9/7  :(nos.) 

04707  Medicine  &  biologv.      @  Paper,  $45.00  a  yr.,  $15.00  additional  for  foreign  mailing. 

C  51.9/24  :(nos.) 

04708  XASA  earth  resources  survey  program.      @  Paper,  $40.00  a  yr.,  $10.00  additional 

for  foreign  mailing.  C  51.9/11  :(nos. ) 

04709  Natural  resources.      @  Paper,  $40.00  a  yr.,   $10.00  additional  for  foreign  mail- 

ing. C  51.9/25  :(nos.) 

H4710         Ocean  technology  &  engineering.  @  Paper,  $40.00  a  jr..  $10.00  additional  for 

foreign    mailing.  C  51.9/26  :(nos. ) 

04711  Physics,      (a  Paper,    $45.00   a   jr.,  $15.00   additional   for  foreign   mailing. 

C  51.9/27  :(nos.) 

04712  Problem-solving    technology    for    State    &    Local    Governments.     ["Emphasizing 

problem-solving  in  finance,  economic  and  physical  development,  safety,  human 
resources,  police  and  fire,  energy,  and  the  environment".  Final  issue  is  annual 
subject  index.]      (it  Paper,  $60.00  a  jr.,  add  $15.00  for  foreign  mailing. 

C  51.9/30  :(nos.) 

04713  Transportation.      @  Paper,  $40.00  a   yr..   .SIO.OO  additional  for  foreign  mailing. 

C  51.9/9  :(nos.) 

04714  Urban  technology,      (a  Paper,  $40.00  a  jr..  $10.00  additional  for  foreign  mailing. 

C  51.9/14  :(nos.) 

04715  Weekly   petroleum    statistics    report.    (Federal   Energy    Administration. 

National  Energy  Information  Center.)  [Discontinued  with  Apr.  4,  1975 
issue.  Merged  with  Petroleum  situation  report  to  form  Monthly  petro- 
leum statistics  report]     +  FE  1.9/3:  (date) 

04716  Weekly  retail  sales,  see  Current  business  reports :  Weekly  retail  sales. 

04717  Weekly  summary  of  banking  and  credit  measures.  (Federal  reserve  sta- 

tistical release  H.9 ;  Federal  Reserve  System  Board  of  Governors.)      + 

ffB  1.62:  (date) 

0471K  Weekly  summary  of  N.L.R.B.  cases.   (W   (series)  ;  National  Labor  Rela- 
tions Board. )      4-  LR  1.15/2  :  |  W-nns.  i 

04719  Weekly   summary   of   orders    and    regulations.    (Docket    Section,    Civil 

Aeronautics  Board. )     +  Paper,  $38.00  a  yr.  C  31.20S :  |  dob.  I 

04720  Weekly  weather  &  crop  bulletin;  [Susan  E.  Atkins,  editor].   (Commerce 

Department,  National  Oceanic  and  Atmospheric  Administration,  Na- 
tional Weather  Service.)  [Prepared  in  cooperation  with  Agriculture  De- 
partment, Statistical  Reporting  Service.  Final  yearly  issue  includes 
index  of  special  articles.  December  through  March  Issues  contain  reports 
of  snow  and  ice  conditions.]  4-  Paper,  $5.00  a  yr..  air  mail  $1.50  addi- 
tional;  $6.25  additional  for  foreign  air  mailing;  Dec. -March  $1.50;  air 
mail  50c.  (Make  checks  payable  to  Department  of  Commerce.  NOAA : 
send  orders  and  payments  to  Agricultural  Climatology  Service  Office, 
South  Building  Mail  Unit.  U.S.  Department  of  Agriculture,  Washington, 
DC.  20250.) 
L.C.  card  Agr.  24-260  C  55.209  :(v.nos.&  nos.) 
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04721  Wheat  situation.   (WS-( series)  ;  Agriculture  Department,  Economic  Re- 

search   Service,    Commodity    Economics    Division.)     [Quarterly.]     + 

•  Item  21-1 

L.C.  card  46-28185  A  93.11 :  ( nos. ) 

04722  Wholesale    price   indexes,    summary.    (Labor    Statistics   Bureau,    Labor 

Department.)    [Monthly.]     +  L 2.61/10: (date) 

04723  Wholesale  prices  and  price  indexes.    (Labor   Statistics   Bureau,   Labor 

Department.)     [Monthly,    with    additional    supplement    during    year.] 

*  Paper,  $23.75  a  yr.,  $5.95  additional  for  foreign  mailing ;  single  copy, 
$1.75,  supplement,  $2.75.     •  Item  771-B 

L.C.  card  L  53-140  L  2.61:  (date) 

04724  Wildlife  review  [abstracting  service  for  wildlife  management,  issued  for 

information  of  cooperators ;  Kenneth  J.  Chiavetta,  editor].  (Bureau  of 
Sport  Fisheries  and  Wildlife,  Fish  and  Wildlife  Service,  Interior  De- 
partment.)   [Quarterly.]     4-     •  Item  616-A 
L.C.  card  53-17432  I  49.17 :  (nos. ) 

04725  Women  &  work,  news  from  Department  of  Labor.   (Labor  Department, 

Office  of  Information,  Publications  and  Reports.)    [Monthly.]     -4- 

L  1.20/8:  (date) 

04726  Work  incentive  program  [WIN  II].   (NCSS  report  E-5;  DHEW  publica- 

tion (SRS  (date) -03254;  National  Center  for  Social  Statistics,  Office  of 
Information  Sciences,  Health,  Education,  and  Welfare  Department, 
Social  and  Rehabilitation  Service.)  [Monthly.  Issued  with  perfora- 
tions. ]     +  HE  17.619/2  (  :  ( date ) 

04727  Work  stoppages.  (Labor  Statistics  Bureau,  Labor  Department.)  [Monthly, 

with  quarterly  cumulations. )     +  L  2.62/2 :  (date) 

04728  World  agricultural  production  and   trade,   statistical   report.    (Foreign 

Agricultural  Service,  Agriculture  Department.)    [Monthly.]     -f  (Avail- 
able to  United  States  residents  only).     •  Item  76-1 
L.C.  card  67-59282  A  67.8/3 :  ( date ) 

04729  World  epidemiology  review.   (JPRS  series;  Joint  Publications  Research 

Service.)  [Irregular.]     @( Price  upon  application).     Y3.J66: 13/(nos.) 

04730  Youth  reporter:  [Harold  Eidlin,  editor].  (Publication  OHD/OYD( date)  — 

26030;  Health,  Education,  and  Welfare  Department,  Office  of  Human 
Development,  Office  of  Youth  Development.)  [Monthly,  except  Novem- 
ber.] +  Office  of  Public  Information,  OYD,  400-6th  St.  SW,  Washing- 
ton, D.C.  20221     •  Item  532-D-4  HE  1.311 :  (date) 

04731  Zinc  industry;    prepared   in   Division   of   Nonferrous    Metals.    (Mineral 

industry  surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.] 
+  Mines  Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213 

I  28.69:  (date) 

04732  Zinc  oxide;  prepared  in  Division  of  Nonferrous  Metals.  (Mineral  industry 

surveys;  Mines  Bureau,  Interior  Department.)  [Monthly.]  4- Mines 
Bureau,  4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.90:  (date) 

04733  Zinc  production;  prepared  in  Division  of  Nonferrous  Metals.    (Mineral 

industry  surveys  ;  Mines  Bureau,  Interior  Department.)  [Monthly.  When 
data  on  consumption,  scrap,  and  world  trade  are  tabulated  a  summary 
of  production  data  will  be  included  in  zinc  industry.  ]  +  Mines  Bureau, 
4800  Forbes  Ave.,  Pittsburgh,  PA  15213  I  28.57  :  (date) 
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those  marked  with  an  asterisk  (*)  are  obtainable  from  the  Superintendent  of 
Documents. 

Publications  marked  with  a  section  sign  (§)  are  sold  by  the  National  Tech- 
nical Information  Service,  Springfield,  VA  22151. 

Where  a  plus  sign  (  +  )  is  the  distribution  symbol,  application  should  be 
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SIZES  OF  PUBLICATIONS 

Symbols  used  to  designate  sizes  of  publications  listed  in  this  catalog 
are  as  follows: 

4° 6-12  inches  high  and  width  more  than  %  of  height 

large  4° over  12  inches  high  and  width  more  than  %  of  height 

small  4° under  6  inches  high  and  width  more  than  %  of  height 

8° 8-10  inches  in  height  (size  not  given  in  entry  except 

where  publication  is  narrow  or  oblong) 

large  8° 10-12  inches  in  height 

12° 7-8  inches  in  height 

16° 6-7  inches  in  height 

24° 5-6  inches  in  height 

32° 4—5  inches  in  height 

48° up  to  4  inches  high 

f  ° above  12  inches  in  height 

narrow width  less  than  %  of  height 

oblong width  more  than  height 
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Issued  by  the  SUPERINTENDENT  OF  DOCUMENTS 

U.S.    GOVERNMENT    PRINTING    OFFICE,    WASHINGTON,    D.C.    20402    :    1976 


L.C.  Card  4-18088 


FOR    SALE    BY    THE    SUPERINTENDENT    OF    DOCUMENTS,    U.S.    GOVERNMENT 

PRINTING  OFFICE,  WASHINGTON,  D.C.   20402.  PRICE   $1.85   PER  COPY 

EXCEPT    DECEMBER    (INDEX)     ISSUE,    WHICH    VARIES    IN    PRICE 

SUBSCRIPTION    PRICE    $27.00    PER    YEAR     (INCLUDING    INDEX) 

$6.75     ADDITIONAL     FOR    FOREIGN     MAILING 


PREVIEWS 

The  following  publications  are  in  the  process  of  being  printed.  Advance  sales 
orders  may  be  placed  for  these  publications.  Orders  will  be  scheduled  and  copies 
mailed  as  soon  as  stocks  are  received.  It  is  not  possible  to  estimate  the  lapse  of 
time  before  the  publications  will  actually  appear.  All  information  in  regard  to 
title,  series,  classification,  distribution,  and  price  given  in  these  listings  is  pre- 
liminary and  subject  to  change  when  the  publications  actually  come  from  the 
press.  Those  so  marked  will  be  sent  to  depository  libraries,  providing,  that  at 
the  time  of  going  to  press,  the  libraries  were  on  list  to  receive  the  items  under 
which  these  publications  will  be  distributed. 


Bicentennial  Activities,  Index  of:  Titles  of  Projects  and  events,  listed  by  City 
and  State.  (American  Revolution  Bicentennial  Administration.)  $2.40.  (S/N 
052-008-00013-1 ) .     •  Y  3.Am  3/6 :  2C  12/2/976/ind. 

Exemplary  project:  Prosecution  of  Economic  Crime,  by  Peter  Finn  and  Alan 
Hoffman.  (Justice  Department,  Law  Enforcement  Assistance  Administration, 
National  Institute  of  Law  Enforcement  and  Criminal  Justice.)  $2.90.  (S/N 
027-000-00375-3 ) .     •  J  1.10 :  Ec  7 

Have  You  Considered  a  Health  Career?  (Health,  Education,  and  Welfare  De- 
partment, Health  Resources  Administration.)  $1.05.  (S/N  017-022-00471- 
2).     •  HE  20.6002  :  H  34/2 

Higher  Education  Prices  and  Price  Indexes,  1975  supplement,  by  D.  Kent  Hal- 
stread.  (Health,  Education,  and  Welfare  Department,  Education  Office.)  65tf 
( S/N  017-4)80-01500-5 ) .     •  HE  19.102 :  P  93/supp. 

National  Conference  on  Radiation  Control,  7th  Annual:  Assuring  Radiation 
Protection.  (Health,  Education,  and  Welfare  Department,  Food  and  Drug  Ad- 
ministration, Radiological  Health  Bureau.)  $4.40  (S/N  017-015-00097^1).     • 

HE  20.4118 :  975 

Nomination  and  Election  of  the  President  and  Vice  President  of  the  United 
States,  Compiled  by  Thomas  B.  Ripy.  ( Secretary  of  the  Senate  Office. )  $3.30. 
( S/N  052-002-00021^ ) .     •  Y  1.3  :  P  92/4/976 

Ships  of  the  United  States  Navy:  Christening,  Launching  and  Commissioning, 
prepared  by  John  C.  Reilly  Jr.  ( S/N  008-046-00081-6) .     • 

D  207.10/2  :  Sh  6/975 

Your  Federal  Trade  Commission :  What  it  is  and  what  it  does.  ( Federal  Trade 
Commission.)  60tf.   (S/N  018-000-00174-8).     •  FT  1.2 :  F 31/6/975 
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Abbreviations 


add addition,  addendum, 

addenda. 
Amdt.,  amdts 


app 

bk.,  bks. 

chap 

Cong 

Dept 

doc 


n.  d no  date. 

n.  p no  place. 

no.,  nos number,  numbers. 

p page,  pages. 

p.  of  pi pages  of  plates. 

par.,  pars paragraph,  para- 
graphs. 

pi plate,  plates. 

por portrait,  portraits. 

pt.,  pts part,  parts. 

rp report. 

S Senate,  Senate  bill. 

S.  Con.  Res Senate  concurrent  reso- 
lution. 

S.  doc Senate  document. 

S.  ex.  doc Senate  executive  docu- 


__.    amendment,   amend- 
hents. 

._.  appendix,  appendixes. 

._.  book,  books. 

._.    chapter,  chapters. 

._.    Congress. 

._.    Department. 

document. 

facsim facsimile,  facsimiles. 

fy fiscal  year. 

G.H.A Greenwich  hour  angle. 

H House. 

H.  Con.  Res House  concurrent  reso- 
lution. 

H.  doc House  document. 

H.  ex.  doc House  executive  docu- 
ment. 

H.J.  Res House  joint  resolution. 

H.R House    of   Representa- 
tives, House  bill. 

H.  Res House  resolution. 

H.  rp House  report. 

il illustration,       illustra- 
tions. 

in inch,  inches. 

lat latitude. 

long longitude. 

m mile. 

Common  abbreviations  for  the  names  of  States,  months,  etc.,  are  also  used. 
An    explanation    of   the   symbols    used    to    designate    sizes   of    publications 
inside  of  the  front  cover. 


ex.  rp. 


ment. 
Senate     executive     re- 
port. 

S.J.  Res Senate  joint  resolution. 

S.  Res Senate  resolution. 

S.  rp Senate  report. 

sec section,  sections. 

sess session,  sessions. 

Stat.  L Statutes  at  large. 

supp supplement. 

tab table,  tables. 

Treas Treasury. 

v volume, 

vs.,  v versus. 


given    on    the 


Explanation 

The  individual  issuing  department,  bureau,  office,  or  agency  is  considered  the 
publisher  of  Government  publications. 

Words  and  figures  enclosed  in  brackets  [  ]  in  titles  are  given  for  information, 
but  do  not  appear  on  the  title  pages  of  the  publications  cataloged.  Place  and 
printer  are  not  given  for  publications  printed  at  the  United  States  Government 
Printing  Office,  Washington,  D.C.,  or  at  Government  departmental  and  field  print- 
ing plants.  The  dates  given  with  Senate  and  House  documents  and  reports  are 
the  dates  on  which  they  were  ordered  to  be  printed.  Usually  the  printing  promptly 
follows  the  ordering,  but  various  causes  sometimes  make  delays. 

Under  provisions  of  the  Printing  Act  of  January  12,  1895,  all  Government 
publications,  except  administrative  and  confidential  (or  restricted),  are  entered 
in  the  Monthly  Catalog. 

The  L.C.  card  number  appended  to  some  of  the  entries  is  for  those  libraries 
ordering  printed  cards  from  the  Library  of  Congress.  The  number  at  the  extreme 
right  of  an  entry  indicates  the  classification  of  the  publication  in  the  Office  of  the 
Superintendent  of  Documents. 


General  Information 

The  Superintendent  of  Documents,  Government  Printing  Office,  Washington, 
D.C.,  is  authorized  by  law  to  sell  copies  of  Government  publications.  A  25  per- 
cent discount  is  allowed  to  purchasers  of  100  or  more  copies  of  a  single  publica- 
tion mailed  to  one  address.  Bookdealers,  buying  for  the  purpose  of  resale,  may 
receive  the  same  discount  regardless  of  quantity  if  the  publications  are  mailed 
to  their  place  of  business.  No  discount  is  allowed  when  the  publications  are 
mailed  to  a  third  party  unless  in  quantites  of  100  or  more. 


The  prices  of  all  U.S.  Government  publications  sold  by  the  Assistant  Public 
Printer  (Superintendent  of  Documents)  are  established  by  the  Public  Printer 
in  accordance  with  Title  44  of  the  United  States  Code. 

Prices  are  subject  to  change  and  the  prices  charged  on  your  order  will  be 
those  in  effect  at  the  time  your  order  is  processed.  As  it  is  not  feasible  to  manu- 
ally correct  the  prices  in  the  publications  affected  by  price  changes,  the  prices 
charged  on  your  order  may  differ  from  those  printed  in  the  publications. 

Although  the  issuing  agencies  generally  know  about  price  changes,  some  agen- 
cies inadvertently  continue  to  publish  announcements,  order  forms,  and  cata- 
logs which  contain  erroneous  prices.  Frequently,  the  news  media  publish  articles 
with  erroneous  or  outdated  prices. 

PRICE   LIST 

There  is  no  general  price  list  of  public  documents,  but  numerous  lists  have 
been  prepared  on  special  subjects  and  these  will  be  furnished,  on  application, 
by  subject  or  subjects  concerning  which  information  is  desired.  It  will  also 
be  noted  that  current  publications  which  are  for  sale  are  listed  in  this  catalog. 

LIST    OF    SELECTED    PUBLICATIONS 

In  addition  to  the  subject  bibliographies,  the  Office  of  the  Superintendent  of 
Documents  issues  a  monthly  list  of  Selected  United  States  Government  Publi- 
cations for  sale  by  the  Superintendent  of  Documents.  Each  list  contains  annota- 
tions and  prices,  and  may  be  obtained  free  upon  application  to  the  Superintendent 
of  Documents. 

CONGRESSIONAL   PUBLICATIONS 

Subscription  service  has  been  implemented  for  the  following  groups  of  Con- 
gressional publications :  House  and  Senate  Documents :  House  and  Senate  Hear- 
ings :  House  and  Senate  Reports  on  Public  Bills ;  House  and  Senate  Reports  on 
Private  Bills  :  Public  Bills :  Private  Bills ;  Public  Laws :  and  Private  Laws.  In 
most  cases,  single  copies  of  publications  in  these  groups  of  Congressional  pub- 
lications are  not  sold.  Sales  copies  of  a  few  of  the  more  important  ones  are 
printed,  and  you  will  find  the  sales  prices  listed  in  the  individual  entries.  The 
current  subscription  prices  may  be  obtained  from  the  Superintendent  of 
Documents. 


HOW  TO  ORDER  PUBLICATIONS 

Publications  entered  in  this  catalog  that  are  for  sale  by  the  Superintendent  of 
Documents  are  indicated  by  an  asterisk  (*)  preceding  the  price.  Those  for  sale 
by  the  National  Technical  Information  Service  are  indicated  by  the  sign  (§) 
preceding  the  price.  A  black  dot  ( • )  indicates  that  the  publication  has  been,  or 
will  be,  sent  to  depository  libraries.  A  plus  sign  (4-)  indicates  that  application 
should  be  made  to  the  department,  bureau,  or  agency  issuing  the  document.  A 
number  sign  ( # )  indicates  that  the  document  is  printed  for  official  use  and  is 
not  obtainable.  When  additional  information  concerning  the  method  of  pro- 
curing a  document  seems  necessary,  it  will  be  found  under  the  name  of  the  bureau 
by  which  it  was  published. 

In  ordering  a  publication  from  the  Superintendent  of  Documents,  give  the  stock 
number  (if  available  following  the  price),  the  name  of  the  publishing  department, 
bureau,  or  agency,  the  title,  and  the  classification  number  which  is  added  to  the 
entry  at  the  extreme  right.  Order  Congressional  documents  and  reports  by  the 
title,  together  with  the  document  or  report  number  and  the  Congress,  e.g., 
H.  Doc.  1,  94th  Congress. 

Do  not  use  the  L.C.  card  number  in  ordering  a  publication  from  the  Superin- 
tendent of  Documents. 

HOW  TO  REMIT 

Remittances  for  documents  marked  with  an  asterisk  (*)  should  be  made  to  the 
Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington, 
DC  20402,  by  coupon,  postal  money  order,  express  order,  or  check.  Publications 
cannot  be  mailed  in  advance  of  receipt  of  remittance.  Foreign  remittances  should 
be  made  by  international  money  order,  payable  to  the  Superintendent  of  Docu- 
ments, or  draft  on  an  American  bank.  The  Superintendent  of  Documents  will 
also  accept  International  Response  Coupons  and  UNESCO  coupons. 

Foreign  money,  defaced  or  smooth  coins,  will  not  he  accepted.  Do  not  send 
postage  stamps. 

Persons  who  make  frequent  purchases  from  the  Superintendent  of  Documents 
may  find  a  deposit  account  convenient.  Deposits  of  $50.00  or  more  are  accepted 
against  which  orders  may  be  placed  without  making  individual  remittances  or 
first  obtaining  quotations.  Order  blanks  are  furnished  for  this  purpose.  After 
the  handling  of  the  order  has  been  completed,  it  will  be  returned  showing  the 
publications  supplied,  explanations  regarding  those  not  sent,  and  the  amount  of 
charge. 

No  charge  is  made  for  postage  on  documents  forwarded  to  points  in  United 
States  and  its  possessions.  There  is  a  special  handling  charge  on  all  orders 
mailed  to  a  foreign  country  (including  Canada).  The  charge  is  one-fourth  of  the 
current  selling  price  of  publications  and  subscription  services  ordered.  This  is 
to  cover  the  special  handling  required  to  comply  with  the  customs  and  inter- 
national mailing  regulations. 

LIBRARY   CLASSIFICATION    OF   GOVERNMENT   DOCUMENTS 

The  classification  given  at  the  right  of  entries  for  departmental  publication 
is  that  used  in  the  Library  Division  of  the  Office  of  the  Superintendent  of 
Documents.  The  shilling  mark  (/)  separates  what  ordinarily  would  be  superior 
or  Inferior  numbers  or  letters.  It  is  not  practicable  to  print  these  numbers  or 
letters  as  superiors  or  inferiors  in  the  Monthly  Catalog. 


New  Classification  Numbers 

Communication  Office. 

A 21.34:  (letters  &nos.) Farm  broadcasters  letters  (weekly). 

Agricultural  Marketing  Service. 

A  88.15/24:  date Broiler  marketing  facts  (quarterly). 

A  88.53  :  date Egg  marketing  facts. 

Statistical  Reporting  Service. 

A  92.39 :  date Acreage. 

Note. — Designated  Crpr  2-2. 
Economic  Research  Service. 

A93.31/2:nos Sugar  and  sweetener  situation,  SSS  (series). 

A93.38:nos Foreign  economic  development  reports  (num- 
bered). 
Note. — See,   for  earlier  class,   A   100.9  :(nos.) 
Animal  and  Plant  Health  Inspection  Service. 

A  101.9/2  :  v.nos.&  nos Cooperative  plant  pest  report  (weekly). 

Note. — Change  in  title,  Cooperative  Economic 
Insect  Reports,  A  101.9  :(v.nos.  &  nos.). 
Rural  Development  Service. 

A  102.1 :  date Annual  report. 

A  102.2  :  CT General  publications. 

A  102.3  :-102-7  :  Reserved 

A  102.8:  CT Handbooks,  manuals,  guides. 

Census  Bureau. 

C  3.249 :  letters  &  nos GBF/DIME  system  (GEO-nos.). 

Note. — See,  for  earlier  class,  C  56.255  : 

C  3.249/2 :  CT Geographic  base  (DIME)  file.  CUE,  correction- 

update-extension  publications. 
Note. — See,  for  earlier  class,  C  56.255  :(CT). 
National  Oceanic  and  Atmospheric  Administra- 
tion. 

C55.8:CT Handbooks,  manuals,  guides. 

Census  Bureau. 

C  56.236/5 :  date/nos Census  of  Mineral  Industries,  subject  series. 

Note. — See,  for  earlier  class,  C  3.216/4  :(date/ 
letters. 

C  56.244/8 :  date/nos Census  of  manufactures,  subject  series. 

Note. — See,  for  earlier  class,  C  3.24/12  :(date/ 
nos.). 
Domestic  and  International  Business  Adminis- 
tration. 
C  57.19/2  :  v.nos.&  nos International  economic  indicators  and  compet- 
itive trends. 

Note. — See.   for  similar  publication.   C  57.19  : 
(date). 

C57.23:date Trends  in  U.S.  foreign  trade  (monthly). 

Note. — See.  for  earlier  class.  C  42.26  :(date). 

C  57.24 :  date U.S.  lumber  exports. 

Note. — See.  for  earlier  class,  C  41.101 : (date). 
Domestic  Commerce  Bureau. 

C  57.512  :  v.nos.&  nos Copper,  quarterly  report. 

Note. — See,  for  earlier  class  C  57.312  :  (v.  nos. 
&  nos.). 

C  57.512/2 :  nos Copper,  industry  reports,  annual. 

Note. — See,  for  earlier  clas,  C  57.312/2  :  (nos.). 

C  57.513 :  v.nos.&  nos Containers  and  packaging,  quarterly  industry 

report. 

Note. — See,  for  earlier  class.   C57.314  :  (v.  nos. 
&  nos.). 
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Domestic  Commerce  Bureau — Continued 
C  57.514  :  date Mayonnaise,  salad  dressings  and  related  prod- 
ucts (annual). 

Note. — See,  for  earlier  class,  C  57.316  :  (date). 

Civil  Service  Commission. 

CS  1.76/2:  nos EEO  for  state  and  local  governments  (series). 

CS  1.87  :  date Annual   report  of  the   Interagency   Advisory 

Group. 
Defense  Department. 
D  1.16/4  :  CT Armed  Forces  Institute  of  Pathology:   Gen- 
eral publications. 

D  1.51 :  date Military-civilan  occupational  source  book. 

Naval  Education  and  Training  Command. 

D  20*7.209 :  date Campus,      Navy      education      and      training 

(monthly). 
Air  Force  Department. 

D  301.83 :  date Air  Force  budget  (annual) . 

Environmental  Protection  Agency. 

EP  1.1/2 :  date Annual   report   of  activities   of  the   Effluent 

Standards  and  Water  Quality  Information 
Advisory  Committee. 
Energy  Research  and  Development  Administra- 
tion. 
ER  1.12  :  v.nos.&  nos Information   from   ERDA,   weekly    announce- 
ments. 

Note. — Some  issues  entitled  Information  from 
ERDA,  weekly  summary.  Replaces  AEC  news  re- 
leases. Y  4.  At  7  :  32-2/ (v.  nos.). 

ER  1.18 :  nos USERDA  translation  lists. 

Note. — 'See,  for  earlier  class,  Y  3.  At  7  :  44-2. 

ER  1.19 :  date Journals  available  in  the  ERDA  library  (semi- 
annual). 
Federal  Reserve  System  Board  of  Governors. 
FR  1.33/2  :  date Changes  in  status  of  banks  and  branches  dur- 
ing month,  name  and  location  of  banks  and 
branches. 
Federal  Trade  Commission. 

FT  1.8/3:  nos Consumer  survey  handbooks. 

Note. — Issued  by  Seattle  Regional  Office. 

FT  1.8/4  :  nos Buyer's  guides. 

FT  1.27  :  CT Background  information  [on  various  subjects]. 

General  Accounting  Office. 

GA  1.5/11 :  v.nos.&  nos Quarterly  digest  of  unpublished  decisions  of 

the    Comptroller    General    of    the    United 
States :  Personnel  law,  military  personnel. 
Health,  Education,  and  Welfare  Department. 
HE  1.50 :  v.nos.&  nos Journal   of  human  services   abstracts    (quar- 
terly). 
Aging  Administration. 

HE  1.201 :  date Annual  report. 

Note. — See,  for  earlier  class,  HE  17.301  :(date). 

HE  1.208 :  CT Handbooks,  manuals,  guides. 

Note. — See,  for  earlier  class,  PS  17.308  :(CT). 
Youth  Development  Office. 
HE  1.309:  CT Bibliographies  and  lists  of  publications. 

Note. — -See.  for  earlier  similar  publications, 
HE  17.809  :(CT). 

Child  Development  Office. 

HE  1.409:  date Annual    report    of    the    U.S.    Department    of 

Health,  Education,  and  Welfare  to  the  Con- 
gress of  the  United  States  on  services  pro- 
vided to  handicapped  children  in  project 
head  start. 

Note. — See,  for  earlier  class,  HE  21.12  :  (date). 
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Child  Development  Services  Bureau. 

HE  1.461 :  date Annual  report. 

HE  1.462  :  CT General  publications. 

HE  1.469 :  nos Project  Head  Start  series. 

Children's  Bureau. 
HE  1.480/2  :  date Child  abuse  and  neglect  reports   (quarterly). 

Consumer  Affairs  Office. 

HE  1.501 :  date Annual  report. 

Note. — See,  for  earlier  class,  PrEx  16.1  :(date). 

HE  1.502  :  CT General  publications. 

Note. — See,  for  earlier  class,  PrEx  16.2  :(CT). 

HE  1.508:  CT Handbooks,  manuals,  guides. 

Note. — See,  for  earlier  class,  PrEx  16.8  :(CT). 

Education  Office. 

HE  5.288:  nos Fashion  industry  series. 

HE  19.108/3  :  CT Curriculum  guides  (series). 

HE  19.108/4  :  date Basic  educational  opportunity  grant  program 

handbooks. 

HE  19.111 :  nos Monographs     on     evaluation     in     education 

(series). 

HE  19.111/2  :  CT Monographs  on  career  education  (series). 

HE  19.112  :  date Opportunities  abroad  for  teachers  (annual). 

Note. — See,    for    earlier    class,    HE    5.99/2 : 
(date). 

HE  19.114 :  date Instructional    equipment    grants    title    VI-A 

higher  education  act  of  1975  (PL  89-329). 

HE  19.120:  nos Research  relating  to  children,  bulletins. 

Note.— See,    for    earlier    class,    HE    21.112 : 
(nos.). 

National  Center  for  Education  Statistics. 

HE  19.318/2 :  date Statistics    of    local    public    school    systems, 

finance  (annual). 

Note. — See,    for   earlier    class,    HE    5.93/8-2 : 
(date). 

[At  head  of  title  on  cover :  Elementary 
and  secondary  education] 

HE  19.324  :  date Education  directory  :  Higher  education. 

Note. — See,  for  earlier  similar  class,  HE  5.25  : 
(date). 

HE  19.325  :  date Fall  enrollment  in  higher  education  (annual). 

Note. — See,    for    earlier    class,    HE    5.92/6 : 
(date). 

[At  head  of  title  on  cover :  Higher  Educa- 
tion] 

HE  19.326  :  date Statistics  of  public  elementary  and  secondary 

day  schools  (annual). 

Note. — See,  for  earlier  class,  HE  5.93:  (date). 

[At  head  of  title  on  cover :   Elementary 
and  Secondary  Education] 
HE  19.327  :  date Preprimary  enrollment  (annual). 

Note. — See,    for    earlier    class,     HE     5.93/7 : 
(date). 

[At  head  of  title  on  cover:  Elementary 
and  Secondary  Education] 
HE  19.337  :  date Directory  of  postsecondary  schools  with  occu- 
pational programs. 

Note. — See,     for     earlier     class,     HE     5.96 : 
(date). 

National  Cancer  Institute. 

HE  20.3168  :  date National  Cancer  Program,  report  of  National 

Cancer  Advisory  Board  (annual). 
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National  Cancer  Institute— Continued 

HE  20.3168/4  :  date National  Cancer  Program  :  Report  of  Director 

(annual). 

HE  20.3171 :  nos National  Cancer  Institute  smoking  and  health 

program  [reports]. 
National  Institute  of  Child  Health  and  Human 
Development. 
HE  20.3362/5  :  v.nos.  &  nos Population  sciences,  index  of  biomedical  re- 
search (monthly). 
Food  and  Drug  Administration. 

HE  20.4028  :  date Bureau  of  Veterinary  Medicine  memo,  BVMM- 

( series). 

HE  20.4033  :  date FDA  quarterly  activities  report. 

Radiological  Health  Bureau. 

HE  20.4103  :  v.nos.  &  nos BRH  bulletin. 

HE  20.4103/2  :  date BRH,  technical  information  accession  bulletin. 

HE  20.4116 :  date Bureau  of  Radiological  Health  research  grants 

program,  fiscal  year. 

HE  20.4118 :  date National    conference    on    radiation    control, 

annual. 

Note. — See,  for  earlier  publication,  HE 
20.4111  :  73-3. 

Health  Services  Administration. 

HE  20.5001 :  date Annual  report. 

HE  20.5002  :  CT General  publications. 

Community  Health  Services  Bureau. 

HE  20.5101 :  date Annual  report. 

HE  20.5102  :  CT General  publications. 

HE  20.5110 :  CT Bibliographies  and  lists  of  publications. 

Indian  Health  Service. 
HE  20.5311 :  date Annual  report,  Alaska  native  medical  center. 

Medical  Services  Bureau. 

HE  20.6215  :  v.nos.  &  nos Federal  employees  series  (numbered). 

Note. — See,  for  earlier  class,  PS  2.50/3 : 
(nos.). 

HE  20.5411 :  CT Bibliographies  and  lists  of  publications. 

Health  Resources  Administration. 

HE  20.6001 :  date Annual  report. 

HE  20.6002  :  CT General  publications. 

National  Center  for  Health  Statistics. 

HE  20.6215  :  v.nos.&  nos U.S.  decennial  life  tables. 

Health     Services     Research     and     Evaluation 
Bureau. 

HE  20.6501 :  date Annual  report. 

Note. — See,  for  earlier  class,  HE  20.2101  : 
(date). 

HE  20.6502  :  CT General  publications. 

Note. — See,  for  earlier  class,  HE  20.2102 : 
(CT). 

HE  20.6509 :  CT Bibliographies  and  lists  of  publications. 

Center  for  Disease  Control. 

HE  20.7010 :  date CDC  veterinary  public  health  notes  (monthly) . 

Note. — See,  for  earlier  class,  HE  20.2312 : 
(date).  Issued  by  Veterinary  Public  Health  Serv- 
ices of  Epidemiology  Program. 


HE  20.7011/12 :  date. 


HE  20.7110 :  CT_ 


HE  20.7112/2 :  CT. 


Rubella  surveillance  [reports]. 

Note. — See,   for  earlier  class,   HE   20.2309/7  : 
(nos.) 

National  Institute  for  Occupational  Safety  and 
Health. 
Criteria  for  recommended  standard  .  .  .  occu- 
pational exposure  to  [various  subjects]. 

Note. — See    for    earlier    class,    HE    20.2811  : 
(CT). 

Subfiles  of  the  NIOSH  toxic  substances  list. 
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Alcohol,  Drug  Abuse,  and  Mental  Health  Admin- 
istration. 

HE  20.8001 :  date Annual  report. 

HE  20.8002  :  CT General  publications. 

HE  20.8009 :  v.nos.&  nos Mental  health  digest. 

Note. — See,  for  earlier  class,  HE  20.2410  :  (v. 
nos.  &  nos.). 

National  Institute  of  Mental  Health. 

HE  20.8109  :v.nos.&  nos Psychopharmaeology  bulletin  (quarterly). 

Note. — See.  for  earlier  class,  HE  20.2409  :  (v. 
nos.  &  nos.). 

HE  20.8109/2  :  v.nos.&  nos Psychopharmaeology  abstracts  (monthly). 

Note.— See,    for    earlier    class,    HE    20.2409/2 : 
(v.  nos.  &  nos.). 

HE  20.8111 :  nos NIMH  report  to  physicians  (series). 

HE 20.8114 :  CT Crime    and    delinquency    topics:    Monograph 

series. 

Note. — See,  for  earlier  class,   HE  20.2420/3  : 

(CT). 

HE  20.8117  :  nos Mental  health  program  reports. 

Note. — See,    for    earlier    class,    HE    20.2419 : 
(nos.). 

National  Institute  on  Drug  Abuse. 

HE  20.8201 :  date Annual  report. 

HE  20.8202  :  CT General  publications. 

HE  20.8208 :  CT Handbooks,  manuals,  guides. 

HE  20.8211 :  CT Bibliographies  and  lists  of  publications. 

HE  20.8216  :  nos Research  monograph  series. 

National     Institute     on     Alcohol     Abuse     and 
Alcoholism. 

HE  20.8301 :  date Annual  report. 

HE  20.8302  :  CT General  publications. 

HE  20.8309 :  date Alcohol    health    and    research  world    (quar- 
terly ) . 

Note.— See,    for    earlier    class,    HE    20.3813: 
(date). 

HE  20.8311 :  CT Bibliographies  and  lists  of  publications. 

HE  20.8311/2  :  nos Subject  area  bibliographies. 

HE  20.8313:  nos Special  report  to  the  U.S.  Congress  on  alcohol 

and  health. 

Note. — See,      for      earlier      publication,      HE 

20.2402  :  Al  1/8. 

Housing  and   Urban  Development  Department. 

HH  1.57:  date HPMC  performance  indicators  (monthly). 

HH  1.58:  nos Departmental  weekly  reports. 

Federal  Housing  Administration. 

HH  2.27/2  :  date FHA    monthly    report    of    operations — home 

mortgage  programs  (quarterly). 

Note. — See,  for  earlier  class.  HH  2.27  :(date  & 
parts). 

Federal  Insurance  Administration. 

HH  10.1 :  date Annual  report. 

HH  10.2  :  CT General  publications. 

Interior  Department. 

1 1.95/a  :  CT Conservation  yearbook  (separates). 

1 1.99:  date Outer   Continental    Shelf   Research    Manage- 
ment Advisory  Board  :  Annual  report. 

Geological  Survey. 

1 19.63:  nos Interagency  reports. 

1 19.64:  nos USGS-TD-( series). 

119.67:  nos Computer  contribution  (series). 

Reclamation  Bureau. 

I  27.71 :  date Operation  of  Colorado  River  basin,  projected 

operations,  annual  report. 
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Mines  Bureau. 

128.148:  date Commodity  data  summaries  (annual). 

I  28.81/2  :  date World  mineral  production,  annual. 

I  28.98/7  :  date World  natural  gas,  annual. 

National  Park  Service. 
I  29.82  :  CT Bibliographies  and  lists  of  publications. 

Land  Management  Bureau. 

I  53.19/2  :  CT Final  environmental  impact  statements. 

I53.20:nos Technical  notes. 

Outdoor  Recreation  Bureau. 
I66.22:nos Technical  assistance  bulletins   (numbered). 

Mining  Enforcement  and  Safety  Administration. 

I  69.1 :  date Annual  report. 

I  69.2  :  CT General  publications. 

I  69.8  :  CT Handbooks,  manuals,  guides. 

I  69.10:  date MESA  safety  reviews  :  Coal-mine  facilities. 

Note. — See,  for  earlier  class,  I  28.10/2  : 

United  States  Information  Agency. 

IA  1.23  :  CT External  information  and  cultural  relations 

programs. 
Justice  Department. 

J  1.1/2-2  :  date LEAA  [activities]   (annual). 

Note. — Text  identical  to  the  Annual  report  of 
the  LEAA. 

Drug  Enforcement  Administration. 
J  24.17  :  v.nos.&  nos Registrant  facts  (quarterly). 

Administrative  Office  of  U.S.  Courts. 

Ju  10.12:  date The  United  States  courts,  pictorial  summary. 

Ju  10.13 :  date Juror   utilization   in    United    States   District 

courts. 

Ju  10.14:  date Management     statistics     for     United     States 

Courts. 

Manpower  Administration. 
L  1.7/8:  nos MA  handbooks  (numbered). 

Occupational  Safety  and  Health  Administration. 
L  35.6/4:  CT OSHA  safety  and  health  standards  digests. 

Women's  Bureau. 
L  36.108 :  CT Handbooks,  manuals,  guides. 

Workmen's  Compensation  Programs  Office. 

L  36.401 :  date Annual  report. 

L36.402:CT General  publications. 

L  36.409 :  letters-nos Pamphlets. 

Employment  and  Training  Administration. 
L37.8:  CT Handbooks,  manuals,  guides. 

National  Aeronautics  and  Space  Administration. 

NAS  1.51 :  v.nos.&  nos Space  science  and  technoolgy  today   (series). 

NAS  1.52  :  date Aeronautics  and  space  report  of  the  President, 

[annual]  activities. 
NAS  1.53  :  nos Announcement  of  opportunities  for  participa- 
tion in  [various  projects],  AO- (series). 

National  Endowment  for  the  Arts. 
NF2.9:date Design  matters  (quarterly). 

National  Science  Foundation. 

NS  1.3/3  :  v.nos.&  nos Arctic  bulletin. 

NS  1.10/5 :  date Division   of   Social    Sciences  quarterly   grant 

list. 

NS  1.13/4  :  date Abstracts    of   NSF/RANN    research    reports  : 

Private  sector  productivity. 

NS  1.34  :  date Daily  Congressional  notification  of  grants  and 

contracts  awarded. 

NS  1.35  :  date National  Science  Foundation  quarterly  report 

to  the  Congress. 

Overseas  Private  Investment  Corporation. 

OP  1.1 :  date Annual  report. 

OP  1.2  :  CT General  publications. 

OP1.8:CT Handbooks,  manuals,  guides. 
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President  of  the  United  States. 

Pr  38.10:  date Federal  Advisory  Committees,  annual  report 

of  the  President. 

Note. — See,     for     earlier     class,     Pr     37.12 : 
(date). 
Central  Intelligence  Agency. 

PrEx  3.11 :  letters/nos Reference  aids. 

Special  Action  Office  for  Drug  Abuse  Prevention. 

PrEx  20.9  :  letters/nos Special  Action  Office  monograph   (series). 

International  Development  Agency. 

S  18.21/3  :CT A.I.D.  bibliography  scries. 

S  18.45:  nos Agriculture  technology  for  developing  coun- 
tries, technical  series  papers. 
Smithsonian  Institution. 

SI  1.1/3:  date Center   for   Short-lived    Phenomena:   Annual 

report. 
Treasury  Department. 

T  1.1/2:  date Office  of  Revenue  Sharing:  Annual  report. 

T1.46:v.nos Document   locator,   cross   reference  index   to 

government  reports. 

T  1.48 :  v. nos. &  nos Treasury  papers  (monthly). 

Alcohol,  Tobacco  and  Firearms  Bureau. 

T  70.7 :  v.nos.&  nos Alcohol,      tobacco      and      firearms      bulletin 

(monthly). 
Transportation  Department. 

TD  1.27  .date Transportation.  U.S.A.    (quarterly). 

National  Transportation  Safety  Board. 
TD  1.22  :  v.nos.&  nos National    Transportation    Safety    Board    de- 
cisions. 
Federal  Highway  Administration. 

TD  2.33  :  nos Hydraulic  design  series. 

Note. — See,  for  earlier  class.  TD  2.127  :  (nos.). 

TD  2.36:  nos Implementation  package  (series). 

Federal  Railroad  Administration. 

TD3.8:  CT Handbooks,  manuals  and  guides. 

Federal  Aviation  Administration. 

TD4.32/9:nos Report  FA A-E- ( series ) . 

TD  4.32/13  :  nos Technical  instruction  book  manuscripts. 

TD  4.42:  date National  Airpsace  System  Documentation  Fa- 
cility catalog  (quarterly  and  annual). 

TD  4.44/2 :  date Profiles    of    scheduled    air    carrier   passenger 

traffic,  top  100  U.S.  airports  (annual). 

TD  4.44/3  :  date Profiles  of  scheduled  air  carrier  operations  by 

stage  length  (annual). 
Coast  Guard. 

TD  5.27/2  :  CT River  currents  special  supplements. 

TD  5.28:  date Boating  safety  newsletter   (quarterly). 

National  Highway  Traffic  Safety  Administration. 

TD  8.14/3  :  CT Consumer  affairs  fact  sheets. 

TD  8.17:  date Annual  report  to  Secretary  on  accident  inves- 
tigation and  reporting  activities. 
Veterans  Administration. 

VA  1.48/3  :  nos Controller  patient  census  monograph  (series). 

Commodity  Futures  Trading  Commission. 

Y  3.C  73/5  :  11/nos On  call  positions  in  spot  cotton  based  on  New 

York  cotton  futures  reported  by  merchants 
in  special  account  status  (weekly). 
Consumer  Product  Safety  Commission. 

Y  3.C  76/3  :  1/date Annual  report. 

Y  3.C  76/3  :  2/CT General  publications. 

Y  3.C  76/3 :  12/date National     Poison    Prevention    Week    annual 

report. 
Interstate   Commission   on   the  Potomac   River 
Basin. 

Y  3.1n  8/24  :  1/date Annual  report. 

Y  3.1n  8/24  :  2/CT General  publications. 
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National  Commission  for  Manpower  Policy. 

Y  3.M  31 :  1/date Annual  report. 

Y  3.M  31 :  2/CT General  publications. 

Y  3.M  31 :  3-Y  3.M  31 :  8  Re- 
served. 

Y3.M31:9/nos Special  reports  (numbered). 

Y  3.M  31 :  7/date News  releases. 

Occupational      Safety      and      Health      Review 
Commission. 

Y  3.0c  1 : 1/date Report. 

Y  3.0c  1:  2/CT General  publications. 

Y  3.0c  1 :  10/nos Decisions  of  Occupational  Safety  and  Health 

Review  Commission. 
Pacific  Northwest  Regional  Commission. 

Y  3.P  11/5  : 1/date Annual  report. 

Y  3.P  11/5 :  2/CT General  publications. 

Federal  Working  Group  on  Pest  Management. 

Y  3.P  43  :  8/CT Handbooks,  manuals,  guides. 

Tennessee  Valley  Authority. 

Y  3.T  25  :  6-3/nos Land  Between  the  Lakes  [field  guides]. 

Y  3.T  25  :  27-2/date Waterfowl  monitoring  investigations. 

Y  3.T  25 :  37-3/date Fish     monitoring     investigations:     Sequoyah 

Nuclear   Plant,   Chickamauga   Reservoir, 
Tenn. 
East-West  Foreign  Trade  Board. 

Y  3.T  67  :  1/date Report  (quarterly). 

Aging,  Select  Committee  on,  House. 

Y  4.Ag  4/2 :  CT Publications. 

International  Relations  Committee,  House. 

Y4.In8/16:CT Publications. 

j  Note. — Name    changed    from    Foreign    Affairs 

Committee,  House.   See,  for  earlier  publications, 
Y4.F76/1:(CT). 

Corrections  for  Previous  Monthly  Catalogs 


Aug.  1971.  Entry  12712,  Research  paper,  NC-60.  Add  •  Item  83-B. 

1973  Index.  Page  413,  under  Marihuana  :  Marihuana,  signal  of  misunderstanding, 
delete  entry  number  6355  and  substitute  7065A.  Page  454,  under  National  Com- 
mission on  Marihuana  and  Drug  Abuse :  Marihuana,  signal  of  misunderstand- 
ing, delete  entry  number  6355  and  substitute  7065A. 

Sept.  1973.  Entry  29005.  Lithologic  characteristics  of  Upper  Oliogocene  and  mio- 
cene  rocks  drilled  at  Elk  Hills,  Kern  County,  California.  Add  •  Item  620. 

Dec.  1973.  Entry  32343,  Deforestation  effects  on  soil  moisture,  streamflow,  and 
water  balance  in  the  Central  Appalachians.  Add  •  Item  83-B. 

Entry  32344,  Nature  and  properties  of  some  forest  soils  in  the  White  Moun- 
tains of  New  Hampshire.  Add  •  Item  83-B. 

May  1974.  Entrv  05690,  National  Library  of  Medicine,  programs  and  services, 
fiscal  year  1973.  .  .  .  Change  class  to  read  HE  20.3602 :  P  94/973. 

Jan.  1975.  Entry  00501,  Water  resources  data  for  Maryland  and  Delaware.  Add 
•  Item  619-E. 

Feb.  1975.  Entry  01258,  Forecasting  defoliation  by  the  gypsy  moth  in  oak  stands. 
Add  •  Item  83-B. 

Entry  01273-5,  .  .  .  Add  •  Item  83-B. 

Entry  01534,  Emergency  medical  technician  crash  victim  extrication  train- 
ing course,  course  coordinator's  guide.  Change  class  to  read  TD  8.8 :  C  85/5. 

Mar.  1975.  Page  x.  Change  class  I  94.44/2 :  CT,  to  I  49.44/2 :  CT. 

Entry  04543,  Manual  of  classification,  Apr.  and  July  1974.  Change  class  to 

read  C  21.12  :  972-73/rev.  pages  3-4. 

Apr.  1975.  Entry  05941,  International  congress  on  automotive  safety  (3d)  pro- 
ceedings, San  Francisco  .  .  .  Change  class  to  read  TD  8.21 :  974/v.2/supp. 

May  1975.  Entrv  06336,  County  business  patterns,  1973,  CBP-73-42.  Add  •  Item 
133-A. 

Entry  07146,  OAQPS  no.  1.2-031.  Add  •  Item  431-1-50. 

June  1975.  Entry  08606,  U.S.  foreign  agricultural  trade,  statistical  report,  calen- 
dar year  1974.  .  .  .  Change  class  to  read  A  93.17/3  :  974-2. 
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June  1975.  Entry  nos.  08747-9  .  .  .  Add  •  Item  431-1^2. 

Entrv  OssOO,  (iuidelines  for  air  quality  maintenance  planning  and  analysis: 

v.7.  Change  class  to  read  BP  1. 8/6 :  1.2-026/2. 

Entry  08873,  NO   12.  .  .  .  Add  •  Item  83-B. 

Entry  09000,  NE  805.  Life-saving,  .  .  .  Add  •  Item  83-B. 

Entry  09006,  NE-36.  Timber  resources  .  .  .  Add  •  Item  83-B. 

Entry  09805,  U.S.  Army  and  the  Negro.  Add  •  Item  344-D. 

Entry  08316,  Pennsylvania  Military  History.  Add  •344-D. 

Entry  09570,   Influence  of  tire  properties  on  passenger  vehicle  handling : 

v.  5,  .  .  .  Change  class  to  read  TD  8.2  :  V  53/6/ v.5. 
Entry  09868,  Summary  and  analysis  of  international  travel  to  U.S.,  Feb. 

1975,  statistics  on  visitor  arrivals  to  U.S.  and  market  analysis  of  international 

travel  bv  residents  of  foreign  countries.    [Apr.  1975].  Change  class  to  read 

C  47.15 :  975/2. 
July  1975.  Entry  09880,  Recommendations  and  reports.  Change  •  Item  to  1049-H. 
Entry  10128,  Veterans'  Administration  study  of  dependency  and  indemnity 

compensation  denials.  Change  class  to  read  Y  4.V  64/3 :  C  73,  25. 
Entry  10335,  Small-Craft  harbors :  design  construction  and  operation.  Add 

•  Item  334-A-9. 

Entry  10579,  NE-312.  Site  quality  .  .  .  Add  •  Item  83-B. 

Entry  10S36,  Analysis  of  fatalities  related  to  scoops  and  tractors  in  under- 
ground bituminous  coal  mines,  1971-1973.  Add  •  Item  637-A. 
Entry  10923,  Plastic  containers  (jerry  cans)  for  petroleum  products.  Add 

•  Item  243. 

Entry  10957,  Fourth  International  Congress  on  Automotive  Safety.  Change 

class  to  read  TD  8.21 :  975. 
Aug.  1975.  Entry  11187,  Bringing  pet  bird  into  U.S.A.?  .  .  .  Add  •Item  30-A-5. 
Entry  11567,  Astronauts  and  cosmonauts  biographical  and  statistical  data, 

.  .  .  Add  •  Item  1025-A. 
Entry  11443,  Report  of  the  Jt.  Coram,  on  Cong.  Operation  pursuant  to  section 

402(a)  (2)   .  .  .  identifying  court  proceedings  &  actions  of  vital  interest  to  the 

Congress,  cumulative  issue  to  4-15-75.   Change  class  to  read  Y  4.C  76/7  :C 

83/975. 
Entry  11589,  Second  quarterly  report  to  Congress  and  East-West  Foreign 

Trade  Board  on  trade  between  United  States  and  nonmarket  economy  coun- 
tries. .  .  .  Change  class  to  read  Y  4.W  36  :  F  76  tr/12/975-2. 

Entry  11646,  Food  stamp  program.  Add  •  Item  1032. 

Entry  11781,  The  status  of  environmental  economics.  Add  •  Item  1045. 

Entry  11809,  Defense  Utilization  Manual,  DoD  4140.34-M.  Change  class  to 

read  D  7.6/4 :  D  39/3/rep. 
Entry  11859.  Ten  years  of  dedicated  contract  audit  service  in  the  interest  of 

national  defense,  1965-1975.  Add  •  Item  306. 

Entry  12136.  XE-14.  Scheduling  timber  cutting  .  .  .  Add  •  Item  83-B. 

Entry  12147.  XE-199.  Yield  table  for  hardwood  .  .  .  Add  •  Item  S3-B. 

Entry  12171-5,  12177.  .  .  .  Add  •  Item  83-B. 

Entry   126S8,   Manual   of  classification,   Apr.   1975.   Change  class  to   read 

C  21.12  :  972-73/rev.  pages-7. 
Entry  12772,   Soil  survey:  Mariposa  County  area,  California  .  .  .  Change 

class  to  read  A  57.38 :  M  33/2. 
Sept.  1975.  Entry  13372,  Electronic  funds  transfer  system  .  .  .  Change  class  to 

read  Y  4.B  22/1 :  El  2/2. 
Entry  13432,  Computer  simulation  methods  to  aid  national  growth  policv. 

Add  •  Item  1021. 
Entry  13616,  National  workers  compensation  act  of  1975 Vdd  ©Item 

1043. 
Entry  13965.  Agricultural  bargaining,  tests  of  maturity,  proceedings,  .  .  . 

Change  class  to  read  A  89.20 :  13. 
Entry  14407-8,  Xon-GPO  imprints  .  .  .  Change  class  to  read  LC  30.2 :  Im 

7/973.  LC  30.2  :  Im  7/974. 
Entry   14454.   Annual  report,   1974.   April  1975.  .  .  .  Change  class  to  read 

Y  3.C  43/2  :  1/974. 
Entry  14696,  Manual  of  classification,  July  1975.  .  .  .  Change  class  to  read 

C  21.12 :  972-73/rev.  pages-8. 
Oct.  1975.  Entry  14909,  Race  relations,  selected  bibliography.  Change  class  to 

read  D  301.26/11 :  200. 
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Oct.  1975.  Entry  14997,  H.R.  8217,  summary  of  Senate  amendments  to  various 

House  bills.  Change  class  to  read  Y  4.C  76/1 :  T  17/2. 
Entry  15101,  Operations  of  Veterans'  Administration  hospital  and  medical 

program,  .  .  .  Change  class  to  read  Y  4.V  64/3 :  H  79/5/974. 
Entry    15206,    Medical    device    amendments,  .  .  .  Change    class    to    read 

Y  4.L  11/2 :  M  46/17. 

Entry  15216.  Cancel  this  entry. 

Entry  15361,  Agricultural  finance  statistics  .  .  .  Add  •  Item  18-A. 

Entry  15918,  Summary  of  Housing  and  community  development  act  of  1974. 

Add  •  Item  582. 
Entry  16139,  Annual  report  of  National  Credit  Union  Administration,  1973. 

.  .  .  Add  •  Item  525. 

Entry  16301,  Mathematical  foundations:  City  games.  Add  •  Item  271. 

Entry  16646,  Postal  Inspection  Service.  .  .  .  Add  •  Item  837. 

Entry   16660,   Compilation  of  industrial  and  municipal  injection  wells  in 

United  States.  Add  •  Item  473- A-l. 
Nov.  1975.  Page  x,  line  4.  Change  HE  20.411 :  to  HE  20.4111 : 
Entry  17466,  Innovation  and  support,  past  and  future.  Change  class  to  read 

HE  19.110 :  B  41/9. 

Entry  16677,  Publications  and  patents.  Add  •  Item  26-C-l. 

Entry  17558,  Heat  dispersion  in  physical  estuarine  models :  report  1.  Change 

class  to  read  D  103.24/5  :  H-75-2/rp.l. 
Entry  18025,  Third  Earth  Resources  technology  satellite  symposium  :  v.  3. 

Delete  v.  3  from  class. 
Dec.  1975.  Page  ix,  Statistical  Reporting  Service.  Change  class  to  read  A  92.11/10- 

4 :  date. 

Page  x,  Change  class  C  3.215/4 :  nos.  to  read  C  3.215/14 :  nos. 

Page  xxi,  Change  class  J  1.5/2  :  date  to  read  J  1.5/3 :  date. 

Entry  18823,  NE-307.  Opinions  of  campers  and  boaters  at  Allegheny  reser- 
voir .  .  .  Add  •  Item  83-B. 
Jan.  1976.  Entry  00504.  Special  conference  with  the  Vice-President  on  science. 

.  .  .  Add  •  Item  1025-A. 
Entry  667,  Direct  investment  abroad  and  multinationals.  .  .  .  Change  dis- 
tribution from  f  to  *Paper,  $1.65. 
■  Entry  669,  Multinational  corporations  in  Brazil  and  Mexico  .  .  .  Change 

distribution  from  f  to  *Paper,  $2.15. 
Entry  01058,  Weight/volume  ratio  for  Appalachian  hardwoods.  Add  •  Item 

83-B. 
Entry  01072,  Influence  of  residual  stand  density  on  regeneration  of  northern 

hardwoods.  .  .  .  Add  •  Item  83-B. 
Entry  01079,  The  sunrise  mine  proposal  and  the  role  of  the  U.S.  Forest 

Service.  Add  •  Item  84. 
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Beginning 
entry 

Administrative  Office  of  the  United  States  Courts 04734 

Agriculture  Department 04743 

Agricultural  Marketing  Service 04735 

Communication  Office 04852 

Economic  Research  Service 05597 

Extension   Service 05765 

Farmer  Cooperative   Service 05767 

Food  and  Nutrition  Service 05822 

Forest    Service 05824 

Soil  Conservation  Service 06473 

Statistical  Reporting  Service 06488 

American  Revolution  Bicentennial  Administration 04766 

Atomic  Energy  Commission 04799 

Civil  Rights  Commission 04836 

Civil  Service  Commission 04839 

Commerce  Department 04851 

Domestic  and  International  Business  Administration 05588 

Domestic  Commerce  Bureau 05594 

East-West  Trade  Bureau 05595 

International  Commerce  Bureau 05936 

Economic  Development  Administration 05596 

Maritime    Administration 06072 

National  Bureau  of  Standards 06264 
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Environmental  Data  Service 05677 
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National  Technical  Information  Service 06408 

Social  and  Economic  Statistics  Administration 

Census  Bureau 04802 

Congress 04856 

Atomic  Energy  Joint  Committee 04904 

Economic  Joint  Committee 04913 

House  of  Representatives 04921 

Agriculture  Committee 05102 

Appropriations   Committee 05107 

Armed  Services  Committee 05140 

Banking,  Currency,  and  Housing  Committee 05147 

Budget  Committee 05156 

Committees,  Select  Committee  on 05157 

XIX 


XX  Government  Publications 

Congress — Continued  _    .     , 

Beginning 
House  of  Representatives — Continued  Entry 

District  of  Columbia  Committee 05159 

Education  and  Labor  Committee 05163 

Foreign  Affairs   Committee 05173 

Government  Operations  Committee 05185 

Interior  and  Insular  Affairs  Committee 05189 

International  Relations  Committee 05193 

Interstate  and  Foreign  Commerce  Committee 05196 

Judiciary  Committee 05211 

Merchant  Marine  and  Fisheries  Committee 05223 

Post  Office  and  Civil  Service  Committee 05228 

Public  Works  Committee 05237 

Science  and  Astronautics  Committee 05241 

Small  Business.  Permanent  Select  Committee  on 05245 

Veterans'  Affairs  Committee 05248 

Ways  and  Means  Committee 05250 

Printing.  Joint  Committee  on 05278 

Senate 05279 

Aeronautical  and  Space  Sciences  Committee 05412 

Aging.  Special  Committee  on 05418 

Agriculture  and  Forestry  Committee 05422 

Appropriations    Committee 05429 

Armed  Services  Committee 05438 

Banking,  Housing,  and  Urban  Affairs  Committee 05445 

Commerce  Committee 05452 

Finance  Committee 05474 

Foreign  Relations  Committee 05479 

Government  Operations  Committee 05489 

Interior  and  Insiilar  Affairs  Committee 05497 

Judiciary    Committee 05517 

Labor  and  Public  Welfare  Committee 05526 

Nutrition  and  Human  Needs,  Select  Committee  on 05537 

Post  Office  and  Civil  Service  Committee 05540 

Public  Works  Committee 05541 

Rules  and  Administration  Committee 05549 

Small  Business.  Select  Committee  on 05553 

Veterans'  Affairs  Committee 05554 

Consumer  Product  Safety  Commission 05560 

Defense  Department 05571 

Air  Force  Department 04751 

Air  Force  Academy 04750 

Air  Force  Medical  Service 04764 

Army  Department 04768 

Army  Medical  Department 04797 

Engineer  Corps 05606 

Military  History,  Office  of  Chief  of 06079 

Defense  Mapping  Agency 05586 

National  Guard  Bureau 06323 
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Be  {firming 
E>efense  Department — Continued  Entry 

Navy   Department 06442 

Marine  Corps 06068 

Medicine  and  Surgery  Bureau 06073 

Naval  Facilities  Engineering  Command 06415 

Naval  Operations  Office 06418 

Naval  Education  and  Training  Command 06441 
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Naval  Research  Office 06423 
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Federal  Council  for  Science  and  Technology 05780 

Federal  Deposit  Insurance  Corporation 05781 

Federal  Energy  Administration 05782 

Federal  Home  Loan  Bank  Board 05792 

Federal  Maritime  Commission 05794 

Federal  Power  Commission 05795 

Foreign  Claims  Settlement  Commission 05823 

General  Accounting  Office 05854 

General  Services  Administration 05865 

Federal  Supply  Service 05816 

National  Archives  and  Records  Service 06261 

Federal  Register  Office 05802 

Government  Printing  Office 05897 

Health,  Education,  and  Welfare  Department 05898 

Consumer  Affairs  Office 05560 

Education  Division 

Education  Office 05601 

National  Center  for  Education  Statistics 06302 

National  Institute  of  Education 06340 

Public  Health  Service 06455 

Alcohol,  Drug  Abuse  and  Mental  Health  Administration 

National  Institute  of  Mental  Health 06341 

National  Institute  on  Alcohol  Abuse  and  Alcoholism 06347 

National  Institute  on  Drug  Abuse 06348 

Center  for  Disease  Control 

National  Institute  for  Occupational  Safety  and  Health 06333 

Food  and  Drug  Administration 05820 

Health  Resources  Administration 05899 

Health  Resources  Development  Bureau 05900 

National  Center  for  Health  Services  Research 06304 

National  Center  for  Health  Statistics 06305 

Health  Services  Administration 

Community  Health  Services  Bureau 04853 
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Health,  Education,  and  Welfare  Department — Continued 

Public  Health  Service — Continued  Entry 
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ADMINISTRATIVE  OFFICE  OF  UNITED  STATES  COURTS 
Washington,  DC  20544 

04734  Preliminary  draft  of  proposed  amendments  to  bankruptcy  rules,  official 

bankruptcy  forms,  chap. 11  rules,  chap. 13  rules  and  official  chap. 13 
forms  under  bankruptcy  act.  Mar.  1975.  xi  +  34  p.  (Committee  on 
Rules  of  Practice  and  Procedure  of  Judicial  Conference  of  United 
States.)     +     •Item  729- A 

Ju  10.6:B  22/2/975-2 

AGRICUUTURAL  MARKETING  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

AMS  (series). 

04735  566.   Glossary    of   terms    used   in    Federal- State    market   news   reports.   June    1975.   |4]   p. 

narrow  8°   -       •  Item  1 9- A 

A  88.40:566 

04736  Fire-cured    and    dark    air-cured    tobacco    review,    1974-crop    (1974-75 

season).  May  1975.  47  p.  il.  4°  (TOB-FDA-18;  Tobacco  Division.) 
+     •Item  24-D 

A  88.34/8:974-75 

Fresh  fruit  and  vegetable  unloads  FVUS  (series).  (Fruit  and  Vegetable 
Division,  Market  News  Branch.) 

04737  3.   Southern   cities   h\    commodities.   States,   and   months,   calendar   year    1974.   May    1975. 

107  p.  4°  -       •Item  19-A 

A  88.12/31:974-3 

04738  5.  Totals  for  41  cities,  calendar  year  1974.  May  1975.  83  p.  4°      -      •Item  19-A 

A  88.12/31:974-5 

04739  Instructions  for  inspection  of  canned  field  peas  and  canned  black-eye 

peas,  for  use  of  USDA  processed  products  inspectors.  [Mar.  1975.] 
[1]  +  ii  +  13  p.  4°  (Processed  Products  Standardization  and  In- 
spection Branch,  Fruit  and  Vegetable  Divison.)  + 

A  88.6:P  32 

04740  Light  air-cured  tobacco  market  review,  pt.    1,   type  31,  Burley,   1974 

crop  (1974-75  season).  June  1975.  27  p.  il.  4°  (Tobacco  Division; 
TOB-LA-19,  pt.  1.)     +     •Item  24-D 

A  88.34/5:974-75/pt.l 

04741  United  States  standards  for  grades  of  canned  grapefruit  and  orange  for 

salad,  effective  Apr.  8,  1975.  3d  issue.  [1975.]  [2]     +  15  p.  4° 
(Processed  Products  Standardization  and  Inspection  Branch,  Fruit  and 
Vegetable  Division.)  [Supersedes   standards  in  effect  since  Jan.  21, 
I960.]  + 

A  88.6/2:G  767/8/975 

§For  Sale  bv  National  Technical  Information  Service, 
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04742  United  States  standards  for  grades  of  frozen  green  beans  and  frozen 

wax  beans,  effective  May  8,  1975.  5th  issue.  [1975.]  [2]  +19  p. 
4°  (Processed  Products  Standardization  and  Inspection  Branch,  Fruit 
and  Vegetable  Division.)  [Supersedes  standards  in  effect  since  Aug. 
25,  1954.]  + 

A  88.6/2:  B  378/975 

AGRICULTURE  DEPARTMENT  Washington,  DC  20250 

Note.— Requests  to  the   Department  of  Agriculture  for  publications  should   include   the   USDA 
number  if  given  in  the  entry. 

Agricultural  economic  report. 

04743  289.   Marketing  practices  and  price  spreads  for  sugar,    1960-72;  [   L.  C.   I.arkin   |.  [May 

1975.]  cover  title,  iv  +  48  p.  il.  4°  (Economic  Research  Service.)  [Abstract  on  p.  2 
of  cover.  Text  on  p.  3  of  cover.]      +    •Item  42-C 

A  1.107:289 

Agriculture  handbook. 

04744  221.   Lettuce   production   in   United   States   [with  list  of  literature  cited;  by   Thomas   W. 

Whitaker  ,  E.J.  Ryder,  V.E.  Rubatsky,  and  P.V.  Vail].  Revised  Aug.  1974.  [1974] 
iv  +  43  p.  il.  4°  (Agricultural  Research  Service.)  [Some  illustrations  are  colored.] 
*  Paper,  $1.55  (S/N  0100-02950).     •Item  3 

A  1.76:221/2 

Home  and  garden  bulletin. 

04745  88.  Growing  flowering  dogwood.  IRevised  Oct.  1970,  slightly  revised  May  1975.]  [1975.] 

8  p.  il.  [Prepared  by  National  Arboretum,  Agricultural  Research  Service.]  *  Paper, 
25c.  (S/N  001-000-03419-7).      •Item  11 

A  1.77:88/7 

04746  105.  Vegetables  in  family  meals,  guide  for  consumers.  [ Slightly  revised  Jan.  1975. |  |1974.| 

[2|  +  33  p.  il.  [Prepared  by  Consumer  and  Food  Economics  Institute,  Agricultural 
Research  Service.  Includes  list  of  other  publications"  on  buying  and  preparing  food 
for  family.]     *  Paper, 45c.  (S/N  0100-03271).     •Item  11 

A  1.77:105/6 

Leaflet. 

04747  309.  Preventing  greenbug  outbreaks;  [by  K.  J.  Starks  ,  E.A.  Wood,  jr.  and  R.L.  Burton). 

[Revised  Feb.  1975. |  |1975.]  8  p.  il.  *  Paper,  25c.  (S/N  001-000-03403-1).  •Item 
12 

A  1.35:309/2 

Marketing  research  report. 

04748  1038.  Evaluating  diatomaceous  earth,  silica-aerogel  dusts  and  malathion  to  protect  stored 

wheat  from  insects  |with  list  of  literature  cited;  by  Gailen  D.  White  ,  Wayne  L. 
Berndt  and  Joseph  L.  Wilson].  |May  1975.]  [4]  +18  p.  il.  4°  (Agricultural  Research 
Service.)     +     ©Item  13-B 

A  1.82:1038 

Miscellaneous  publication. 

04749  1305.  Wagon  rack  for  silage-feeding.  May   1975.  [2]  p.  il.  4°     (Cooperative  Farm  Building 

Plan  Exchange,  plan  6143;  [Agricultural  Research  Service].)  *  Paper,25c.  (S/N  001- 
000-03421-9).     •Item  13-A 

A  1.38:1305 

Am  FORCE  ACADEMY,  CO,  Defense  Dept.  U.S.  Air  Force  Academy, 
CO  80840 

Harmon  memorial  lectures  in  military  history. 

04750  17.  American  Revolution  today;  [by]  John  W.  Shy  .  1975.  |4]      +   17  p.  il.  + 
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AIR  FORCE  DEPARTMENT,  Defense  Dept.  Washington,  DC  20330 

Air  Force  Human  Resources  Laboratory:  [Technical  report]  AFHRL- 
TR  (series).  (Air  Force  Systems  Command.) 

74-096.    Effects   of   accession   quality    on    TOPCAP   objective   force    structure    |with    list 

of    references!;   by   James    A.    Hoskins    .    Dec.    1974.    cover   title,    |2)      +    20   p.   il. 

4°     (Lackland   Air   Force   Base.   Tex.)   [Brooks   Air   Force   Base,  Tex.,   appears  on 

cover. |     # 

D  301 .45/27:74% 
74-105.   Systematic  variations  of  instructional  variables  on  learner  performance,  aircraft 

instrument  comprehension  task   [with   list  of  references);  by   Barbara  G.  Tenpas   , 

Robert  A.  Reiser,  Donald   R.   Kearns,  George   F.   Booth,  Ann   E.   Deden.   Dec. 1974. 

cover  title,  [21      +  47  p.  il.  4°     (Williams  Air  Force  Base,  Ariz.)  [Brooks  Air  Force 

Base.  Tex.,  appears  on  cover.)     # 

D  301.45/27:74-105 
74-93.    SOPHIE:    sophisticated    instructional   environment   Owith   list   of   references);    by 

John  Seely  Brown  ,  Richard  R.  Burton,  Alan  G.  Bell,  Robert  J.  Bobrow.  Dec. 1974. 

cover  title,  [20     +   46  p.  il.  4°  (I.owry  Air  Force  Base,  Colo.)  [Brooks  Air  Force 

Base,  Tex.,  appears  on  cover.]     # 

D  301.45/27:74-93 

Air  Force  manual  AFM  (series). 

64-6.  See  Coast  Guard,  Aircraft  emergency  procedures  over  water. 

78-20.  See  Defense  Department,  Defense  Supply  Agency  handbook.  DSAH  4215.17. 

78-24.  See  Defense  Department,  Defense  Supply  Agency  handbook,  DSAH  4215.24. 

78-33.  See  Defense  Department,  Defense  Supply  Agency  handbook,  DSAH  4215.23. 

88-10.  See  Army  Department,  Technical  manual  TM  (series),  5-813-7. 

146-12.  See  Army  Department,  Technical  manual  RM  (series),  10-412. 

160-30.  Medical  service:  Radiologic  technology  [with  bibliography).  Aug.1,1975.  cover 
tide,  [610)  p.  il.  4°  ([Army  Dept.]  TM  160-30;  [Navy  Department]  NAVMED  P-5119.) 
[Issued  with  perforations.  Supersedes  AFM-30,  Nov.  15,  1965;  TM  8-280,  Mar.  1, 
1967;  and  Fundamentals  of  Radiologic  technology,  1971]  'Paper,  $6.95  (S/N  0870- 
00355).     ©Item  421 

D  301.7:160-30/3 

Air  Force  pamphlet  AFP  (series). 

04761  11-6.   Administrative  practices,   nicknames.  Jan. 1,1975.  40   p.  4°     [Supersedes  AFP   11- 

6,  Apr.1,1974.)      #     •Item  421 -A 

D  301.35:11-6 

04762  177-4.   Paytips,  JUMPS   [Joint  uniform   military  pay   system].   Feb.l,    1975.    iii     +    21   p. 

il.  oblong  24°  [Supersedes  AFP  177-4,  Jan. 1,1972]     #     •Item  421-A 

D  301.35:177-4 

Air  Force  Systems  Command  manual  AFSCM  (series). 

04763  177-265.   Accounting  and  finance,  research  and  development,  job  order  cost  accounting 

system.   June    15,1975.   [848]   p.  4°     [Issued   with   perforations.   Supersedes   AFSCM 
177-265,  Feb.  15,  1974.1     +     •Item  421 

D  301.45/14-2:177-265 

AIR  FORCE  MEDICAL  SERVICE,  Defense  Dept.  Washington,  DC 
20330 

04764  USAF  medical  material  directory   of  nonstock   listed  material   [as  of 

Sept.  30,  1974].  Feb.  1,1975.  cover  title  ,  [180]  p.  4°  [Prepared  by 
Requirement  Section  (FOR-R)  Air  Force  Medical  Material  Field  Of- 
fice, (AFMMFO),  Frederick,  Md.  21701.  Issued  with  perforations. 
Edge  index  on  p.  4  of  cover.]     #     •Item  428-B 

D  304.2:M  41 

ALCOHOL,  TOBACCO  AND  FIREARMS  BUREAU,  Treasury  Dept. 
Washington,  DC  20224 

04765  Bomb  threats  and  search  techniques.  [Apr.1,1975.]  18  p.  (ATF  P  7550.2.) 

*  Paper,  35c.  (S/N  048-004-00810-6).     •Item  971-B 

T  70.2:B  63 
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AMERICAN  REVOLUTION  BICENTENNIAL  COMMISSION,  811 
Vermont  Avenue,  NW.  Washington,  DC  20005 

04766  Get  into  America  [colored  poster,   Abraham  Lincoln].    1974.   30  x  20 

in.  *  Plastic  coated  paper,  $1.15  (S/N  5208-00006). 

Y  3.Am  3/6:9  GGL 

04767  Get  into  America  [colored  poster,  Uncle  Sam].  1974.  30  x  20  in. 

*  Plastic  coated  paper,  $1.15  (S/N  5208-00005). 

Y  3.Am  3/6:9  G33s 

ARMY  DEPARTMENT,  Defense  Dept.  Washington,  DC  20310 

AMC  pamphlet.  (Army  Materiel  Command.) 

04768  310-1.    Military    publications,    index    of    publications    and    blank    forms,    current    as    of 

Mar.6,1975,  Change  1.  Apr.1,1975.  10  p.  4°  [Issued  with  perforations.]  #  •Item 
322-A 

D  101.22/3:310-l/15/ch.  1 

ARO-D  report. 

04769  75-1.  Transactions  of  twentieth  conference  of  Army  mathematicians,   May    14-16,   1974 

[with  lists  of  references].   Mar.1975.   xxi     +   682     +   [1]  p.  il.  4°    (Army  Research 
Office,  Durham,  N.C.)  [Sponsored  by  Army  Mathematics  Steering  Committee  on 
behalf  of  Chief  of   Research,   Development,   and   Acquisition,   Host,   Army   Natick 
Laboratories,  Natick,  Mass.]  + 
L.C.  card  7  CARDS  D  101.52/7:75-1 

Army  Electronics  Command,  Fort  Monmouth,  N.J.:Research  and 
development  technical  report  ECOM  (series).  (Report  control  symbol 
OSD-1366.) 

04770  5505.   Measurement  of  total  ozone  at  White  Sands  Missile  Range,  New  Mexico  [with 

list  of  literature  cited];  by  Jagir  S.  Randhawa  .  Aug.  1973.  cover  title,  [2]  +  22 
p.  il.  4°    [DA  task  1T0161 102B53A-18.)      # 

D  111.9/4:5505 

04771  5506.   Lidar  measurement  of  temperature,   new  approach  [with  list  of  literature  cited]; 

by  James  B.  Mason  .  Sept.  1973.  cover  title,  [2]  +12  p.  il.  4°  [DA  task 
1T061102B53A-19.]     # 

D  111.9/4:5506 

04772  5510.  Application  of  minicomputers  in  laser  atmospheric  experiments  [with  list  of  litera- 

ture cited];  by  Kenneth  O.  White  ,  Gerald  T.  Wade  [and  ]  Stuart  A.  Schleusener. 
Sept.1973.  cover  title,  [2]     +  21  p.il.  4°     [DA  task  1T061 102B53A-19.]     # 

D  111.9/4:5510 

04773  5517.  Remote  sensing  of  atmospheric  methane  using  erbium/YAG  laser,  feasibility  study, 

[with  list  of  literature  cited);  by  Kenneth  O.  White  and  Gerald  T.  Wade.  Nov. 
1973.  cover  title,  [1]      +19  p.  il.  4°  [DA  task  1T061 102B53A-19.]     # 

D  111.9/4:5517 

04774  5524.  Potential  use  of  tactical  microwave  radio  (TMR)  for  transmission  of  weather  radar 

data  [with  list  of  literature  cited);  by  Casimir  J.  Matonis  .  Dec. 1973.  cover  title, 
[2]     +  30  p.  il.  4°     # 

D  111.9/4:5524 

Army  Materiel  Command  regulations  AMCR  (series). 

04775  702-7.   Product  assurance,  depot  quality  assurance  system.   Mar.1975.  cover  title,   [313] 

p.  il.  4°  [Issued  with  perforations.  Supersedes  AMCR  702-7,  May  14,1970,  including 
Change  1,  Nov. 10, 1971,  and  AMCR  702-16,  Oct.4,1972,  including  Change  1, 
Aug. 17, 1973.]     +     •Item  323 

D  101.9/2:702-7 

Civilian  personnel  pamphlet  CPP  (series). 

04776  79.   Utilization  of  civilian   women  employees  within  Department  of  Army,    final  report 

[with  bibliography;  prepared  by  John  S.  Buck  ,  Barbara  S.  Hitchcock,  Karla  King 
Stevenson,  and  Richard  S.  Stevenson].  Aug.l  ,1974.  [572]  p.  4°  [Prepared  by 
Development  Alternatives,  Inc.,  Washington,  DC.  for  Office  of  Assistant  Secretary 
of  Army  for  Manpower  and  Reserve  Affairs  under  Fedral  contract  DAHC15  72 
C  0320,  Dec. 1,1973.  Issued  with  perforations.)  *  Paper,$5.15  (S/N  0821-00022). 
•Item  323-D 

D  101.37:79 
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04777  Department  of  Army  historieal  summary,  fiscal  year  1972;  compiled 
and  edited  by  William  Gardner  Bell  .  [1975.]  vii  +207  +  (1]  p. 
B.  (Center  of  Military  History.)     +     •Item  344-C 

D  114.15:972 

Field  manual  FM  (series). 

0477H        10-22.  Field  Haker\  operations  |uith  list  of  references].  June  1974.  cover  title.  38 

•  |l]   p.    il.    4°   |!ssued   with    perforations.    Supersedes    TM    10-281.    May    22.1967.| 

#  •Item  324 

D  101.20:10-22/2 
0477V         10-510.  Air  drop  of  supplies  and  equipment,  rigging  1/4  ton  trucks  |with  list  of  references]. 
Mav     1975.    [79]    p.    il.    4"     (Air    Force    TO     I3C7-2-451.)    ISupersedes    edition    of 
Dec. 321. 1973.  Issued  with  perforations.]     #     •Item  324 

D  101.20:10-310 

04780  10-523.    Airdrop   of   supplies   and   equipment,    rigging   Air   Force   communication   control 

vehicles  |witb  list  of  references]  Mar.  1975.  (25]  p.  il.  4°  (Air  Force  TO  I3C7- 
14-461.)  [Supersedes  edition  of  Jan.  21,1971.  Issued  with  perforations!  #  •Item 
324 

D  101.20:10-523 

04781  20-151.  See  Coast  Guard.  Aircraft  emergency  procedures  over  water. 

I)  101.20: 

Pamphlet. 

04782  28-9.    Welfare,    recreation,    and    morale,    unit    level    recreational    sports.    Change    1. 

Apr. 2. 1975.  1  p.  4°  |Issued  with  perforations.  F.ffective  May  15, 1975. 1  #  •Item 
327(Rev.  1969) 

D  IOI.22:28-9/ch.l 
108-4.  Index  of  Army  motion  pictures  for  public  non-profit  use.   May   1975.   cover  title. 
50  p.  4°  [Issued  with  perforations]      +      •Item  327(Rev.  1969) 

D  101.22:108-4 
165-1.    Brief   history   of    United   Stales   Army   Chaplains   Corps.    Sept.    1974.    cover   title. 
[1]      +  27     +  (1 J  p.  il.  4°     (Supersedes  Oct.  1955  edition]     +     •  Item  327(Rev.  1969) 

D  101.22:165-1/974 
200-1.    F.nvironmental   quality,   handbook    for  environmental   impact   analysis    |with   lists 
of    references].    Apr.    1975.    cover   title,    x     +    57     +    A-O-A-98    p.    il.    4"     (Issued 
with  perforations.!      +      •Item  327<Rev.l%9) 

D  101. 22:200- 1 
340-2.    Management    introduction    to    word    processing    [with    list    of    related    readings). 
Apr. 1. 1975.  cover  title.  [133]  p.  il.  4°     |Issued  with  perforations!     *  Paper,S2.10  (S/N 
008-020-00548-7).     •Item  327(Rev.l969) 

D  101.2*340-2 
608-3.  Your  consumer  affairs  handbook,  checklist.  1975.  cover  title,  [55]  p.  il.  4° 
(Issued  with  perforations.]      +     •Item  327  (Rev.  1969) 

D  101.22:608-3/3 
608-6.    Financial   crossroads,   financial   counseling,   debt  prevention,   credit   buying.   June 
1975.  cover  title.  145]  p.  il.  4°     +     •  Item  327(Rev. 1969) 

D  101.22:608-6 

Technical  manual  TM  (series). 

5-813-7.  Water  supply  for  special  projects.  Mar.1975.  cover  title,  6  p.  4°  (Departments 
of  Army  ,  Navy,  and  Air  Force.)  [Issued  with  perforations.  Air  Force  Dept.  AFM 
88-10.  chap.  7.  Supersedes  TM  5-813-78  Aug.  23.  1965  (EM  I  1 10-345-229  July  2.  1958). 

#  •Item  329 

D  101.11:5-813-7 

5-856-1.  Design  of  structures  to  resist  effects  of  atomic  weapons,  weapons  effects 
data  [with  list  of  references!.  [1975.]  cover  title,  xxv  t  135  p.  il.  4:  [Issued  with 
perforations.  Formerly  F.M  1110-345-4138  July  1,1959.  Cumulative  reprint  including 
changes  1  and  2.  Nov.  19609  Redesignated  TM  5-856-1  by  DA  Cir  310-28.  Mar. 
17819659.]      f      •Item  329 

D  10191  l:5-856-l/rep. 

8-280.  See  Air  Force  manual  AFM  160-30. 

10-412.  Index  of  recipes.  Armed  Forces  recipe  service.  Dec.  1,  1974  revision.  |1974.] 
cover  title.  (93|  p.  narrow  12°  [Navy  NAVSUP  publication  7;  Air  Force  AFM 
146-12;  Marine  Corps  MCO  PI01I0.I6B  ch.   1.  Supersedes  edition  of  Sept.   I,  1972.] 

*  Cardboard,  S3.70  (S/N  0820-00518).      •Item  329 

D  101.11:10-412/3 

30-350.  Greek,  guide  to  spoken  language.  (1975.]  (2]      +61      +  [3]  p.  il.  small  4° 

(Chief  of  Naval  Education  and  Training  Support.)  [Language  guide.  Navy  version. 
Last  3  pages  reserved  for  notes. |     *    Paper. 75c.     •Item  329 

PB  D  101.11:30-350/2 
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USAAMRDL  technical   report.   (Eustis   Directorate,   U.S.   Army   Air 
Mobility  Research  and  Development  Laboratory,  Fort  Eustis,  Va.) 

04794  75-09.    Dynamic    loads   and    structural    criteria,    final    report    for   period    Nov.    1973-Oct. 

1974  [with  list  of  references;  by]  T.  L.  Cox  ,  R.  B.  Johnson  and  S.  W.  Russell]. 
Apr.  1975.  cover  title,  [2]  +  196  p.  il.  4°  |Prepared  by  Technology  Incorporated, 
Dayton,  Ohio.]     # 

D  117.8/2:75-9 

04795  75-11.  Tiedown  and  bench  testing  of  grease-lubricated   helicopter  tail  and   intermediate 

gearboxes,  final  report  for  period  Oct.  1972-  Nov.  1974;  (by  Bruce  R.  Simmons 
].  Apr.  1975.  cover  title,  [2]  +  46  p.  il.  4°  [Prepared  by  Sikorsky  Aircraft,  Division 
of  United  Aircraft  Corporation,  Stratford,  Conn.]       # 

D  117.8/2:75-11 

04796  75-22.    Superhard   transparent   coatings,   final   report   [with    list   of   references;   by   Alvin 

Melville  Marks  ].  Apr.  1975.  cover  title,  [2]  +  70  p.  il.  4°  [Prepared  by  Marks 
Polarized  Corporation,  Whitestone,  N.Y.]     # 

D  117.8/2:75-22 

ARMY  MEDICAL  DEPARTMENT,  Defense  Dept.  Washington,  DC 
20310 

04797  Medical  Department,  United  States  Army:  Medical  training  in  World 

War  II;  editor  in  chief,  William  S.  Mullins  ,  editor  for  medical  train- 
ing, Robert  J.  Parks.  1974  [published  1975].  xviii     +  292  p.  il.  (Office 
of  Surgeon  General.)    *  Cloth,  $8.50  (S/N  0832-00046).     •Item  352- 
A 
L.C.  card  73-600173  D  104.1 1:M  46 

04798  Walter  Reed  Army  Medical  Center  affirmative  action  plan,  1975.  [1975.] 

cover  title,  I  [247]  p.  il.  4°  ([Prepared  by  Equal  Employment  Opportunity 
Office.]     +     •Item  351 -A 

D  104.2:Af  2/975 

ATOMIC  ENERGY  COMMISSION  Washington,  DC  20545 

AEC  research  and  development  report. 

04799  FIND-50272.  Fiche  index  for  nuclear  dockets:  Salem  Nuclear  Generating  Station  (formerly 

Burlington  Nuclear  Generating  Station),  units  1  and  2,  Public  Service  Electric  and 
Gas  Company;  [  Faye  H.  Horn  ,  editor].  Apr.1974.  (Advisory  Committee  on  Reactor 
Safeguards.)  [Issued  with  perforations.]     §  Paper,  $4.00 

Y  3.At  7:228FIND-50272 

04800  WASH-1228  (74).  Nuclear  engineering  enrollments  and  degrees,  enrollments,  fall   1973, 

degrees  granted  July  1965-June  1973.  July  1974.  cover  title,  [2]  +  39  p.  il.  4° 
(Division  of  Labor  Relations.)     §  Paper,  $5.25.     •Item  1051-C 

Y  3.At  7:22/WASH-1228  (74) 

04801  WASH-1349.   Report  to  Atomic   Energy  Commission  and  National  Science   Foundation. 

Sept.  1974.  cover  title,  [5]  +  iii  +  175  p.  il.  4°  [Prepared  by  Committee  to 
Review  U.S.  Medium  Energy  Science.]       §  Paper,  $11.75.     •Item  1051-C 

Y  3.At  7:22/ WASH- 1349 

CENSUS  BUREAU,  Commerce  Dept.  Suit  land,  MD  20233 

Census    of    construction    industries,    1972:    Industry    series    CC72-I. 
([Construction  Division.]) 

04802  5.   General   contractors,    nonresidential    buildings,    other   than    industrial    buildings    and 

warehouses,  SIC  code  1542.  May  1975.  xii  +13  +6  +  1  p.  il.  4°  *  Paper,$1.15. 
•Item  133-D-2 

C  56.254/3:72-1-5 

04803  10.   Plumbing,   heating  (except  electric)  and  air  conditioning,   special  trade   contractors, 

SIC  code  1711.  Apr.1975.  xii  +13  +6  +  1  p.  4°  *  Paper,$1.15.  •Item  133- 
D-2 

C  56.254/3:72-1-10 

04804  19.  Concrete  work,  special  trade  contractors,  SIC  code  1771.  Apr.1975.  xii  '  +   13 

+  6     +  1  p.  il.  4°     *   Paper,  $1.15.     •Item  133-D-2 

C  56.254/3:72-1-19 
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Census  of  manufactures,  1972:  Area  series  MC72(3).  ([Industry  Divi- 
sion.]) 

04805  7.  Connecticut.  Apr.1975.  |37]  p.  il.  4°     *  Paper.  SI. 20.     •Item  137 

C  56.244/7:972/7 

Census  of  selected  service  industries,  1972:  Area  statistics  SC72-A 
(series).  ([Business  Division.]) 

04806  14.  Illinois.  Apr.  1975.  [149|  p.  il.  4°     *  Paper.S2.95.     •Item  I32-A-16 

C  56.253/3:972/14 

04807  Current  business  reports:  1973  retail  trade,  annual  sales  and  purchases, 

year-end  inventories,  and  accounts  receivable  of  retail  stores,  by 
kind  of  business.  Oct.  1974.  [4]  +  22  p.  il.  4°  (ER-73-13;  [Business 
Division.])  *  Paper,  $30.10  (including  Weekly  retail  sales  report.  Ad- 
vance Monthly  retail  sales  report,  Monthly  retail  trade  report,  and 
Annual  retail  trade  report);  add  $7.55  for  foreign  mailing.  #Item 
147-B 
L.C.  card  55-60385  C  56.219/4-2:973 

Current  population  reports:  Series  P-25,  Population  estimates  and  pro- 
jections. *  Paper,  $56.00  (Series  P-20,  P-23,  P-25,  P-26,  P-27,  P- 
28  summaries,  P-60,  and  P-65  for  a  yr.),  add  $14.00  for  foriegn 
mailing;  single  copy  prices  vary. 

04808  516.    Estimates   of   population   of    United    States   to   Mar.1,1974.    Apr.1974.    2    p.    il.4°     * 

Paper,25c.      ©Item  142-C 

C  56.218:P-25/5l6 

04809  517.   Estimates   of  population  of  counties,  July    1,    1971    and    1972.   May    1974.  76  p.  4° 

llssued  with  perforations.]     *  Paper,  $1 .15.     •Item  142-C 

C  56.218:P-25/517 

04810  522.    Estimates   of   population   of    United    States   to    April    1,    1974.    May    1974.    2    p.    il. 

4°     *  Paper,  25c.      •  Item  142-C 

C  56.218:P-25/522 

04811  544.   Estimates  of  number  of  households   for  States,  July    1.    1973   and    1974.   Apr.1975. 

5  p.  il.  4°     *   Paper.30c.     •Item  142-C 

C  56.218:P-25/544 

04812  550.  Population,  1973,  and  1972  per  capita  income  estimates  for  counties  and  incorporated 

places  in  California.  Mav  1975.  xi     +  8  p.  4°     *  Paper.55c.     ©Item  142-C 

C  56.218:P-25/550 

04813  551.  Population,  1973,  and  1972  per  capita  income  estimates  for  counties  and  incorporated 

places  in  Colorado.  Apr.1975.  xi     +  7  p.  4°     *  Paper,  50c.     •Item  142-C 

C  56.2I8-.P-25/551 

04814  5S4.  Population,  1973,  and  1972  per  capita  income  estimates  for  counties  and  incorporated 

places  in  Florida.  May  1975.  x.      +  9  p.  4°     *  Paper,55c.     •Item  142-C 

C  56.218:P-25/554 

04815  556.   Population,    1973,   and    1972   per  capita   income   estimates   for  counties    in   Hawaii. 

Apr.1975.  xi  +  [I]  p.  4°     *  Paper,  450.     •Item  142-C 

C  56.218:P-25/556 

04816  557.   Population,    1973,   and    1972  per  capita  income   estimates  for  countries   and   incor- 

porated places  in  Idaho.  May  1975.  xi      +  5  p.  4°     *  Paper.50c.     •Item  142-C 

C  56.218:P-25/557 

04817  559.  Population,    1973,  and   1972  per  capita  income  estimates  for  counties,   incorporated 

places  and  selected  minor  civil  divisions  in  Indiana.  May  1975.  x      +  25  p.  4° 
*  Paper,75c.     •Item  142-C 

C  56.218:P-25/559 

04818  560.  Population.  1973,  and  1972  per  capita  income  estimates  for  counties  and  incorporated 

places  in  Iowa.  June   1975.  xi     +    18  p.  4°     [Issued  with  perforations.]     *  Paper, 70c. 
•Item  142-C 

C  56.218:P-25/560 

04819  570.  Population,   1973,  and   1972  per  capita  income  estimates  for  counties,   incorporated 

places   and   selected    minor  civil   divisions   in   Missouri.   May    1975.   xi      +    22   p.   4° 
*Paper,75c.     •Item  142-C 

C  56.218:P-25/570 

04820  577.  Population.  1973,  and  1972  per  capita  income  estimates  for  counties  and  incorporated 

places   and    selected    minor   civil   divisions    in    New    York.    May    1975.    xi     +    23   p. 
4°     *Paper,75c.     ©Item  142-C 

C  56.218:P-25/577 

04821  582.  Population,  1973,  and  1972  per  capita  income  estimates  for  counties  and  incorporated 

places  in  Oregon.  Mav  1975.  xi      +  5  p.  4     *  Paper, 50c.     •Item  142-C 

C  56.218:P-25/582 
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04822  586.   Population,    1973,  and   1972  per  capita  income  estimates  for  counties,   incorporated 

places,    and    selected    minor   civil   divisions    in    South    Dakota.    Apr. 1975.    xi      i     Ml 
+  21  p.  4     *Paper,750.     •Item  142-C 

C  56.218:P-25/586 

04823  592.  Population,  1973,  and  1972  per  capita  income  estimates  for  counties  and  incorporated 

places  in  Washington.  May  1975.  xi      +  6  p.  4°     *  Paper, 50c.     •Item  142-C 

C  56.21 8:P-25/592 

04824  596.  Estimates  of  population  of  Maryland  counties  and  metropolitan  areas,  July  I,   1973 

and  1974.  Apr.  1975.  5     +  (1]  p.  il.  4°     *  Paper, 300.     •Item  142-C 

C  56.218:P-25/596 

04825  600.    Estimates   of   population   of    United    States    to   Apr.1,1975.    May    1975.    2   p.   4°     * 

Paper,30c.     •Item  142-C 

C  56.218:P-25/600 

Current  population  reports:  Series  P-26,  Federal-State  cooperative  pro- 
gram for  population  estimates.  *  Paper,  $56.00  (Series  P-20,  P-23, 
P-25,  P-26,  P-27,  P-28  summaries,  P-60,  and  P-65  for  a  yr.),  add 
$14.00  for  foreign  mailing;  single  copy  prices  vary. 

04826  101.    Estimates   of   population   of   South    Dakota   counties    and   metropolitan    areas,   July 

1,  1973  and  1974.  Apr.  1975.  5      +  (1]  p.  il.  4°     *  Paper,  300.     •Item  142-C 

C  56.218:P-26/101 

04827  103.  Estimates  of  population  of  Colorado  counties  and  metropolitan  areas,  July   I,   1973 

and  1974.  Apr.1975.  5      +  |1]  p.  il.  4°     *  Paper,300.     •Item  142-C 

C  56.218:P-26/103 

04828  104.  Estimates  of  population  of  Nebraska  counties  and  metropolitan  areas,  July  1,  1973 

and  1974.  Apr.1975.  6  p.  map.  4°     *  Paper,  30c.     •Item  142-C 

C  56. 2 18: P-26/ 104 

04829  105.   Estimates  of  population  of  Hawaii  counties  and  metropolitan  areas,  July   1,    1973 

and  1974.  Apr.  1975.  4  p.  map,  4°     *  Paper,  30c.     •Item  142-C 

C  56. 2 1 8: P-26/ 105 

04830  110.  Estimates  of  population  of  Michigan  counties  and  metropolitan  areas,  July   I,   1973 

and  1974.  May  1975.  6     +  |1]  p.  map,  4°     *  Paper,30c.     •Item  142-C 

C  56.218:P-26/110 

04831  111.  Estimates  of  population  of  Delaware  counties  and  metropolitan  areas,  July  1,   1973 

and  1974.  May  1975.  4  p.  map,  4°     *  Paper,30c.     •Item  142-C 

y  C56.218:P-26/lll 

04832  115.  Estimates  of  population  of  Arkansas  counties  and  metropolitan  areas,  July  1,   1973 

and  1974.  May  1975.  6     +[l]p.  il.  4°     *  Paper,30c.     •Item  142-C 

y  C56.218:P-26/ll5 

[Government  employment]  GE  74  (series). 

04833  1.   Public   employment   in    1974.    May    1975.    [3]      +    32  p.    4°     *  Paper,80c.     •Item    148- 

L.C.  card  40-26613  C  56.209/2:974/1 

04834  2.  City  employment  in  1974.  June  1975.  20  p.  4°     +  Paper,  65c.     •Item  148-A 

[Government  finances]  GF  74  (series).  ([Government  Division.]) 

04835  2    Finances  of  employee-retirement  systems  of  State  and  local  governments  in  1973-74. 

June  1975.  37  p.  4°       +  Paper,$1.05.     •Item  146-E  ^  56  209974/2 

CIVIL  RIGHTS  COMMISSION  Washington,  DC  20425 

Clearinghouse  publication. 

04836  48.    Mortgage    money,    who   gets    it?   case    study   in   mortgage   lending   discrimination   in 

Hartford,  Conn.  June  1974.  cover  title,  36  p.  il.  4°     *  Paper,  85c.     •Item  288-A 

C-K  1 . 1  U;4o 

04837  51.    Better   chance   to   learn,   bilingual-bicultural   education    |with   list   of   references;   by 

Kathleen  A    Buto  ,  Olga  Garcia  Harper,  Rosa  N.  Morales  and  Jane  R.  O'Connell). 
May  1975.  [9]      +  254  p.  4°     *  Paper  ,$3.25.     ©Item  288-A  ^r  ^ 

Dream  unfulfilled,  Korean  and  Pilipino  health  professionals  in  Califor- 
nia; [by  Laura  Chin  ].  May  1975.  ix  +  43  p.  il.  4°  [Report  prepared 
by  California  Advisory  Committee.]     +     #Item  288-A 

CR  1 .2:H  34/2 
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+  Distribution  Made  by  Issuing  Office 
Page  8  #Not  Available  for  Sale  or  Distribution 


04838 


March  1976 

CIVIL  SERVICE  COMMISSION  Washington,  DC  20415 

Civil  service  handbook. 

04839  X-II8.  Qualification  standards  for  white-collar  positions  under  general  schedule  |Mar. 
1970]  reprinted  Jan. 1 975.  [1974.]  cover  title.  [1254]  p  4  (Bureau  of  Policies  and 
Standards)  |Kepnnt  includes  all  changes  made  in  transniitt.il  sheets  132-150.  Issued 
with  perforations.]     •  Paper. S22. 30       •Item  290-A 

CS  l.45:X-118/rep.975 

04JM0  Flexitime,   guide;   prepared   by   Barbara   L.   Fiss    .   May    15,    1974.   [4] 
+  16  p.  il.  4°     +     •Item  296-B 

CS  1.7/4:F63 

04841  Office   skills  courses,   July-Sept.    1975.   [1975.]    cover  title,    [1]     +31 

p.  oblong  24°  (Bureau  of  Training,  Communications  and  Office  Skills 
Training  Center.)  [Page  31  is  p.  3  of  cover.]     +     •Item  295 

CS  1.2:Of  2 

04842  Report  of  IPA  grant  activity.  Nov. -Dec.   1974.  cover  title,  [2]     +   171 

p.  4°  (BIPP  152-59;  Personnel  Management  Information  Service.) 
[Issued  with  perforations.]     +     •Item  295 

CS  1.2:In  8/11 

COAL  RESEARCH  OFFICE,  Interior  Dept.  Washington,  DC  20240 

Research  and  development  report. 

04843  97.   Design,  installation  and  operation  of  25-ton-a-day  coal -gasification  process  develop- 

ment unit  for  agglomerating  burner,  gasification  process,  interim  report  |with  list 
of  references);  by  William  C.  Corder  /  William  M.  Goldberger.  [1974.]  ii  leaves 
+  [3]     +  41  p.  il.  4°     (Contract  14-32-0001-1513. |     *  Paper  .75c.     •Item  606-C-2 

I  63.10:97/int.l 

COAST  GUARD,  Transportation  Dept.  Washington,  DC  20591 

04844  Aids  to  navigation  manual,  technical  [promulgates  v. 3].    1975.  [82]  p. 

il.  4°  ([CG-222-3].)  [Some  illustrations  are  colored.  Issued  with  per- 
forations.]    +     •Item  934-A 

TD  5.8:N22/2 

04845  Aircraft  emergency  procedures  over  water.  [Reprint.]  [1974.]  [101]  p. 

il.  4°  (CG  306;  Department  of  Air  Force,  AFM  64-6;  Department 
of  Navy,  OPNAVINST  3730.4A;  Department  of  Army,  FM  20-151.) 
[Includes  current  pages  from  Changes  1  and  2.  Issued  with  perfora- 
tions.]    *  Paper,  $1.80.     •Item  934-A 

TD  5.8:Ai  7/rep./974 

04846  Coast  Guard   service- wide   search   and  rescue   statistics,   FY    1970-FY 

1974.  [1975.]  80  p.  il.  4°  [Title  on  cover  is  Coast  Guard  selected 
SAR  statistics  (service  wide).  Issued  with  perforations.]  +  •Item 
934 

TD  5.2:Se  1 

04847  Opportunities  after  college.  [Mar.  1975.]  [12]  p.  il.  4°    ([CG- 150(3-75).]) 

[Illustrations  are  colored.  Text  and  illustration  on  p.  2,3  of  cover.] 
+     •Item  934 

TD  5.2:C  68/2 

04848  Organization  and  regulations  manual  for  seagoing  buoy  tenders  WLB's) 

[Apr.  1975.]  [220]  p.  4°  (CG  260-4.)  [Issued  with  perforations.]  + 
•Item  934-A 

TD  5.8:Or  3/2 
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04849  Safety  standards  for  backyard  boat  builders.   [1975.]  36     +    [1]  p.  il. 

narrow  8°    (CG-466.)  [Text  on  p.2  of  cover.]     +     •Item  934-A 

TD  5.8:B  63/3 

04850  Water  in  kids  coloring  book.  [1975.]  [10]  p.  il.  4°     (Coast  Guard  Auxilia- 

ry.)    +     •Item  934 

TD  5.2:W  29 

COMMERCE  DEPARTMENT  Washington,  DC  20230 

Note.— Requests  to  the  Commerce  Department  for  publication  should  give  the  full  title  and 
the  date  of  the  publication.  Do  not  include  Monthly  Catalog  entry  numbers  or  Superintendent 
of  Documents  classification  numbers  which  should  be  used  only  when  ordering  from  the  Superin- 
tendent of  Documents. 

OT  special  publication  (series).  (Office  of  Telecommunications.) 

04851  75-3.    Papers   on    U.S.    telecommunications    technology    |with    list   of   references];   edited 

by  L.  H.  Adams  ,  P.  Polishuk.  May  1975.  vi  +  75  p.  il.  4°  |Papers  presented 
at  technical  sales  seminars  sponsored  by  Office  of  International  Marketing  in  Yu- 
goslavia, Romania  and  Poland,  Sept.20-Oct. 10, 1974.1      +      •Item  126-D-3 

C  1.60/2:75-3 

COMMUNICATIONS  OFFICE,  Agriculture  Dept.  Washington,  DC 
20250 

04852  Agriculture  USA.  [May  1975.]  [16]  p.  il.  narrow  8°     +     •Item  90 

A21.2:Ag  8/15/975 

COMMUNITY  HEALTH  SERVICES  BUREAU,  Health,  Education, 
and  Welfare  Dept.  Rockville,  MD  20852 

04853  Federal  employees  health  benefits  program,  enrollment  and  utilization 

of  health  services,   1961-68.  [May  1971,  reprinted  1975.]  cover  title, 
29  p.  il.  oblong  12°     ([DHEW  publication  (HSA)  75-13027.])     + 
•Item  532-E-l 

HE  20.5102:F  31 

04854  Instructor's  guide  for  film  on  sudden  infant  death  syndrome,   After 

our  baby  died  [with  list  of  suggested  reading].  [1975.]  [10]  p.  ([DHEW 
publication  (HSA)  75-5126.0)  [Text  on  p.3  of  cover.]  +  •Item 
512-E-2 

HE20.5108:B  11 

04855  Watch  out  for  lead  paint  poisoning.  [1971,  revised  1972,  reprinted  1975.] 

[4]  p.  il.  narrow  12°  ([DHEW  publication  (HSA)  75-5101.f])  *  Paper, 
$4.50  per  100;  single  copy  25c.  (S/N  017-030-00034-5).  #Item  532- 
E-l 

HE  20.5 102:P  75/2 

CONGRESS 

Congressional  record,  proceedings  and  debates  of  93d  Congress,   1st 
session,  v. 119.  [Permanent  edition.]  L.C.  card  12-36438 

Note.— In  the  permanent  bound  edition,  the  paging  differs  from  that  of  the  daily  numbers, 
the  text  being  revised,  rearranged,  and  printed  without  break. 

04856  pt.  9.  Apr.3-1 1,1973.  1973.  [1]      +   10643-12002  p.  4     *  Cloth,  $17.65     •Item  993 

X.93/l:119/pt.9 

04857  pt. 12.  May  8-15,1973.  1973.  |1]      +  14579-15852  p.  4°     *  Cloth,  $16.85.     •Item  993 

.93/1:1 19/pt.  12 

04858  pt.13.  Mav  16-29,1973.  1973.  [1|      +  15853-17214  p.  4°     *  Cloth,  $17.60.     •Item  993 

X.93/1:!  19/pt.  13 

04859  pt.19.  June  13-19,1973.  1973.  [1]      +  23745-25050  p.  4°     *  Cloth,  $17.10.     •Item  993 

X.93/l:ll9/pt.l9 

04860  pt.20.  July  20-27,1973.  1973.  11]     +  25051-26424  p.  4°     *  Cloth,  $17.70     •Item  993 

X.93/l:119/pt.20 
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04X61        pl.21.  July  28-Aug.2,  1973.  1973.  llj     +  26425-27778  p.  4"     •  Ctoth.S17.55.     •Item  993 

X.93/lll9/pt.2l 

04862       pt.2.V  Sept.  11-23,  1973.  1973.  [1]     h  29103-30560  p.  4°    •  Cloth,  SI 7 JO.    #110™  993 

X.93/l:119/pt.23 

0486?        pt.26.  Oct.9-17,  197?  1973.  |l|      t  33229-34550  p.  4°     'Cloth,  $17.25.     •Item  993 

X.93/l:119/pt.26 

04864  Memorial    services    held    in    House    of    Representatives    and    Senate, 

together  with  tributes  presented  in  eulogy  of  John  P.Saylor,  late 
Representative  from  Pennsylvania,  93d  Congress,  1st  session.  1974. 
ix     +  [1]     -(-  160  p.l  por.     +     •Item  1005 

Y  7.1:Sa99 

Laws 

Note.— The  Federal  laws  are  first  published  separately  and  in  this  form  are  known  as  'slip 
laws'.  Later,  these  laws  are  compiled,  edited,  indexed,  and  published  in  the  volumes  of  the 
Statutes  at  large. 

Private  laws,  93d  Congress.  -(-House  or  Senate  Document  Rooms, 
Capitol. 

04865  71.   H.R. 7087,  act  to  authorize  Secretary   of  Interior  to  sell  mineral  interests  of  United 

States  in  certain  land  in  Missouri  to  Grace  F.  Sisler,  record  owner  of  surface 
thereof.  Approved  June  1,  1974.  1  p.  + 

93-2:priv.  law 

04866  79.  H.R. 5266,  act  for  relief  of  Ursula  E.  Moore.  Approved  July  9,  1974.  1  p.  + 

93-2:Priv  law 

04867  82.  H.R. 7397,  act  for  relief  of  Violo  Burroughs.  Approved  July  12,  1974.  1  p.  + 

93-2:Priv.law 

04868  83.    H.R.7089,   act   for  relief  of   Michael    A.    Korhonen.    Approved   July    12,    1974.    1    p. 

93-2:Priv.Iaw 

04869  87.  H.R. 3544,  act  for  relief  of  Robert  J.  Beas.  Approved  Aug. 2, 1974.  1  p.  + 

93-2:Priv.law 

04870  88.   H.R.2537,  act  for  relief  of   Lidia  Myslinska  Bokosky.    Approved   Aug.l  7.1974.    I    p. 

93-2:Priv.law 

04871  89.    H.R. 4590,   act   for   relief  of   Melissa    Catambay   Gutierrez   and   Milagros   Catambay 

Gutierrez.  Approved  Aug.  1 7, 1974.  1  p.  + 

93-2:Priv  law 

04872  90.  H.R.  5667,  act  for  relief  of  Linda  Julie  Dickson  (nee   Waters).  Approved  Aug.   17, 

1974.  1  p.  + 

93-2:Priv  law 

04873  91.    H.R. 7682,   act   to  confer  citizenship   posthumously   upon   Federico   Silva.   Approved 

Aug.20,1974.  I  p.  + 

93-2:Priv  law 

04874  99.    H.R. 3903,   act   to   direct   Secretary   of    Interior  to   convey   certain   land    in   State   of 

Michigan  to  Wisconsin  Michigan  Power  Co.  Approved  Oct.  20,  1974.  1  p.   f 

93-2:Priv.law 

Public  laws,  93d  Congress. 

Note.— Public  laws  in  slip  form  in  the  first  prints  may  be  obtained  from  the  Superintendent 
of  Documents,  Washington,  DC  20402,  at  a  subscription  price  of  $90.00  per  session,  add  $22.50 
for  foreign  mailing;  single  copies  vary  in  price. 

04875  394.  H.R. 15936,  act  to  amend  chap.5.  title  37,  United  States  Code,  to  provide  for  con- 

tinuation pay  for  physicians  of  uniformed  services  in  initial  residency.  Approved 
Aug. 29.  1974.  I  p.     *  Paper,25c.     •Item  575 

93-2:Pub.law 

04876  397.   H.R. 14402,   act   to  amend   sec. 8202(a)  of  title   10,   United   States  Code,   to  extend 

for  2  years  period  during  which  authorized  number  for  grades  of  lieutenant  colonel 
and  colonels  in  Air  Force  are  increased.  Approved  Aug.  29,  1974.  1  p.  *  Paper, 250. 
•Item  575 

93-2:Pub.law 

04877  407.  H.R. 15842,  act  to  increase  compensation  for  District  of  Columbia  policemen,  firemen, 

and  teacher,  to  increase  annuities  payable  to  retired  teachers  in  District  of  Columbia, 
to  establish  equitable  tax  on  real  property  in  District  of  Columbia,  to  provide  for 
additional  revenue  for  District  of  Columbia,  and  for  other  purposes.  [Approved 
Sept.  3,  1974.)  31  p.     *  Paper.  35c.     •Item  575 

93-2:Pub.Iaw 
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04878  412.  S.3703,  act  to  authorize  in  District  of  Columbia  plan  for  representation  of  defendants 

who  are  financially   unable  to  obtain   adequate  defense  in  criminal  cases  in  courts 
of  District  of  Columbia,  and  for  other  purposes.  {Approved  Sept.3,1974.]  4  p. 
*  Paper,  25c.     •Item  575 

93-2:Pub.law 

04879  419.    H.R. 15406,   act   to   amend   title   37,    United   States   Code,   to   refine   procedures   for 

adjustments  in  military  compensation,  and  for  other  purposes.  [Approved 
Sept.l9,1974.|  2  p.     *  Paper,25c.     •Item  575 

93-2:Pub.law 

04880  420.  S.3052,  act  to  amend  act  of  Oct.13,1972.  Approved  Sept. 19, 1974.   1   p.     *  Paper,25c. 

•Item  575 

93-2:Pub.I.aw 

04881  445.  H.R.  15301,  act  to  amend  Railroad  retirement  act  of  1937  to  revise  retirement  system 

for  employees  of  employers  covered  thereunder,  and  for  other  purposes.  [Approved 
Oct. 16,1974.1  57  p.     *  Paper,  60c.      •Item  575 

93-2:Pub.law 

04882  459.  S.1794,act  to  amend  sec. 308  of  title  44,  United  States  Code,  relating  to  disbursing 

officer,  deputy  disbursing  officer,  and  certifying  officers  and  employees  of  Govern- 
ment Printing  Office.  [Approved  Oct. 20  ,  1974.]  2  p.     *  Paper, 25c.     •Item  575 

93-2:Pub.law 

04883  465.   S.2348,   act  to  amend  Canal   Zone   code  to  transfer  functions  of  Clerk  of   United 

States  District  Court  for  District  of  Canal  Zone  with  respect  to  issuance  and  record- 
ing of  marriage  licenses,  and  related  activities,  to  Civil  Affairs  Director  of  Canal 
Zone  Government,  and  for  other  purposes.  [Approved  Oct.  24,  1974.]  4  p.  * 
Paper, 25c.     •Item  575 

93-2:Pub.law 

04884  505.  S.   2457,  act  to  amend  Communications  act  of  1934,  as  amended  to  permit  Federal 

Communications  Commission  to  grant  radio  station  licenses  in  safety  of  special 
and  experimental  radio  services  directly  to  aliens,  foreign  corporations,  or  domestic 
corporations  with  alien  officers,  directors,  or  stockholders.  |Approved  Nov.  30,  1974.] 
2  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 

04885  509.   H.R. 17434,   act  to   amend   National   Wildlife   Refuge   System   Administration  act  of 

1966  to  require  payment  of  fair  market  value  of  rights-of-way  or  other  interests 
granted  in  such  areas  in  connection  with  such  uses,  and  for  other  purposes. 
[Approved  Dec. 3,  1974.]  2  p.     *  Paper, 25c.     •Item  575 

93-2:Pub.law 

04886  529.   H.R. 17505,   act  to   rescind   certain   budget  authority   recommended   in    messages  of 

the  President  of  Sept.20,1974  (H.doc.93-361),Oct.4,1974  (H.doc.93-365)  and 
Nov. 13, 1974  (H.doc. 93-387),  transmitted  pursuant  to  sec. 1012  of  Impoundment  control 
act  of  1974.  [Approved  Dec.21 ,1974.|  2  p.     *  Paper, 25c.     •Item  575 

93-2:Pub.law 

04887  539.    H.R.6274,    act    to    grant    relief    to    payees    and    special    indorsees    of    fraudulently 

negotiated  checks  drawn  on  designated  depositories  of  United  States  by  extending 
availability,  check  forgery  insurance  fund  and  for  other  purposes.  Approved 
Dec.22,1974.  1  p.     *  Paper,25c.     •Item  575 

93-2:Pub.law 

04888  545.  H.R. 5056,  act  to  provide  for  crediting  service  as  aviation  midshipman  for  purposes 

of  retirement  for  nonregular  service  under  chap. 67  of  title  10,  United  States  Code, 
and  for  pay  purposes  under  title  37,   United  States  Code.  Approved  Dec.  26,  1974. 

1  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 

04889  589.  S.3289,act  to  amend  act  of  Aug.10,1939  (53  Stat.  1347), and  for  other  purposes.  Ap- 

proved Jan.2,  1975.  1  p.     *  Paper,25c.     •Item  575 

93-2:Pub.law 

04890  597.   H.R.8214,   act  to   modify  tax  treatment  of  members   of  Armed   Forces  of  United 

States  and  civilian  employees  who  are  prisoners  of  war  or  missing  in  action,  and 
for  other  purposes.  |  Approved  Jan.2,  1975.]  5  p.     *  Paper,25c.     •Item  575 

93-2:Pub.law 

04891  598.   H.R.8591,act  to  authorize  President   to  appoint  to  active  list  of  Navy   and  Marine 

Corps  certain  Reserves  and  temporary  officers.  Approved  Jan. 2, 1975.  1  p.  * 
Paper,25c.     •Item  575 

93-2:Pub.law 

04892  599.    H.R.8958,act  to   amend   Federal   property   and   administrative   services    act  to    1949 

to  provide  for  disposal  of  certain  excess  and  surplus  Federal  property  to  Secretary 
of  Interior  for  benefit  of  any  group  ,band,or  tribe  of  Indians.  Approved  Jan.2, 
1975.  I  p.     *  Paper,25c.     •Item  575 

93-2:Pub.law 

04893  601.  H.R. 9199,  act  to  amend  title  35,  United  States  Code,  Patents,  and  for  other  purposes. 

[Approved  Jan.2, 1975.]  2  p.     *  Paper,  25c.   •Item  575 

FF  -if  r  93-2:Pub.law 

04894  605.  H.R.12427,act  to  amend  sec. 510  of  Merchant  marine  act, 1936.  [Approved  Jan.2, 1975.] 

2  p.     *   Paper,25c.     •Item  575 

y  93-l:Pub.law 
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04895  606.  H.R. 13022,  art  to  amend  act  of  Sept.2,1960,  as  amended,  so  as  to  authorize  different 
minimum  grade  standards  for  packages  of  grapes  and  plums  exported  to  different 
destinations    Approved  Jan    2.   1975    I   p       *  Paper.  25c.      •Item  575 

93-2:PubJaw 
04X96         60S     H.R.  14718,    act    to    discontinue    or    modify    certain    reporting    requirements    of    law 
I  Approved  Jan .2  .1975.]  6  p      *  Paper.  25c.     •Item  575 

Pub.lau 

(UX97         649.    H.R. 12860.   act    to   amend    title    10   of    I'nited    States   Code    in   order   to   clarify    when 

claims   must   be   presented   for  reimbursement  of  memorial   service   expenses   incase 

of    members    of    Armed    Forces    whose    remains    are    not    recovered.    Approved 

8,  1975.  I  p.      '  Paper    25c      •Item  575 

93-2:Pub.law 

Public  laws,  94th  Congress. 

04898  7.   H.J.    Res.   219,   joint   resolution   making   further  continuing  appropriations   for   fiscal 

year  1975.  and  for  other  purposes.  Approved  Mar.  14.  1975  I  p.  *  Paper.  25c. 
•  Item  575 

94-IPub.law 

04899  8.   H.J. Res.   258.  to  designate   Mar.   21.    1975.   as   Earth  Day.   Approved   Mar.   20,    1975. 

I  p.     *  Paper  ,25c.     ©Item  575 

94-1  :Pub.law 

04900  9.  S.J.   Res. 48,  joint  resolution  to  amend  Defense  production  act  of  1950.  as  amended. 

Approved  Mar.  21.1975.  1  p.     *  Paper, 25c.     •Item  575 

94-l:Pub.law 

04901  10.  S.332,  act  to  authorize  appropriations  for  fiscal  year  1975  for  certain  maritime  pro- 

grams of  Department  of  Commerce.  Approved  Mar.  23,  1975.  1  p.  *  Paper.  25c. 
•Item  575 

94-l:Pub.law 

04902  II.    H.R. 4592,    act   making   appropriations    for   foreign    assistance   and   related    programs 

for  fiscal  year  ending  June  30,  1975,  and  for  other  purposes.  |Approved  Mar.  26, 
I975.|  9  p.     *25c.     •Item  575 

94-l:Pub.law 

04903  14.   H.R. 3260,  act  to  rescind  certain   budget  authority  recommended   in  message  of  the 

President  of  Nov. 26  ,1974  (H.  doc. 93-398)  and  as  those  rescissions  are  modified 
by  message  of  the  President  of  Jan. 30. 1 975  (H. doc. 94-39)  and  in  communication 
of  Comptroller  General  of  Nov.6,1974  (H. doc. 93-391 ),  transmitted  pursuant  to  Im- 
poundment control  act  of  1974.  [Approved  Apr.8. 1975.1  5  p.  *  Paper,25c.  •Item 
575 

94-l:Pub.law 

ATOMIC  ENERGY  JOINT  COMMITTEE  Washington,  DC  20515 

04904  Current  membership  of  Joint  Committee  on  Atomic  Energy  publications, 

and  other  pertinent  information  through  93d  Congress,  2d  session; 
Apr.  1975.  1975.  v  +  76  p.  (Joint  committee  print,  94th  Congress, 
1st  session.)  + 

Y  4.  At  7/2  :M  51/975 

ERDA  authorizing  legislation  fiscal  year  1976,  hearings  before  Subcom- 
mittee on  Legislation,  94th  Congress,  1st  session. 

04905  pt.2.    Fusion   power,   biomedical   and   environmental   research,   operational   safety,   waste 

management  and  transportation,  Feb.  18  and  27,  1975.  1975.  iv  +  1053-1437  p. 
il.      *  Paper.$3.45.     •Item  999 

Y4.At  7/2:1.  52/3/976/pt.2 

04906  pt.3.   Physical  research,    nuclear  materials.   Mar.   4  and   6.    1975.    1975.   vi      +    1439-2248 

p.  il.     *   Paper.S6.40.     •Item  999 

Y  4. At  7/2:1.  52/3/976/pt.3 

04907  ERDA  authorizing  legislation  fiscal  year  1976,  hearings,  pt.l,  94th  Con- 

gress, 1st  session  on  overall  budget,  Feb.4,1975.  1975.  iv  +  1052 
p.     *  Paper,  $9.35.     •Item  999 

Y  4.At7/2:L52/3/976/pt.l 

Future  structure  or  uranium  enrichment  industry,  hearings  93d  Con- 
gress 2d  session,  on  continuing  assessment  of  actions  underway,  con- 
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templated  or  suggested  to  insure  supply  of  enriched  uranium  sufficient 
to  meet  present  and  future  needs. 

04908  pt.3,v.l.   Hearings,  phase  3,  AKC,  industry  and  finance  witnesses,  June  25-Dec.  3,1974. 

1975.  viii     +  790  p.  il.     *  Paper,  $6.30.     •Item  999 

Y  4.At  7/2:Ur  l/9/pt.3/v.l 

Nuclear  powerplant  siting  and  licensing,  hearings,  93d  Congress,  2d 
session,  on  H.R.  11957,  H.R.  12823,  H.R.  13484  ,  and  S.  3179,  Mar. 
19-May  1,  1974. 

04909  v.    I.    Hearings:    pt.    1,    Overview   of   nuclear   powerplant    siting   and    licensing   process; 

pt.   2,  Testimony  on   the  bills,   H.R.    11957,   H.R.    12823,   H.R.    13484,  and   S.  3179. 
1974.  ix     +  1-963     +  iii  p.  il.     *  Paper,  S7.55.     •Item  999 

Y4.At7/2:N88/20/v.  1 

04910  Nuclear  Regulatory  Commission  authorizing  legislation,  fiscal  year  1976, 

hearing,  before  Subcommittee  on  Legislation,  94th  Congress,  1st  ses- 
sion, Mar.  19,  1975.  1975.  iv     +  419  p.  il.     +     •Item  999 

Y  4.At  7/2:N  88/19/976 

04911  Nuclear     Regulatory     Commission     fiscal     year     1975,     supplemental 

authorization  request,  hearing  before  Subcommittee  on  Legislation, 
94th  Congress,  1st  session,  Feb.  20,  1975.  1975.  iii  +  58  p.  + 
•Item  999 

Y  4. At  7/2:N  88/19/975 

04912  Proposed  changes  in  AEC  contract  arrangements  for  uranium  enriching 

services,  hearings  before  Subcommittee  on  Energy,  93d  Congress, 
1st  session,  Mar.7-Apr.18,  1973.  1975.  v  +  815  p.  il.  *  Paper,  $6.45. 
•Item  999 

Y4.At7/2:Ur  1/11 

ECONOMIC  JOINT  COMMITTEE  Washington,  DC  20510 

04913  Credit  flows  and  interest  cost,  study  prepared  for  use  of  Subcommittee 

on  Economic  Progress,  pursuant  to  S.  Con.  Res.93;Mar.  17,  1975. 
1975.  vi  +  99  p.  (Joint  committee  print,  94th  Congress,  1st  session.) 
*  Paper  ,$1.25     •Item  1000 

Y  4.Ec  7:C  86/5 

04914  Employment  act  of  1946,  as  amended,  with  related  laws  (annotated) 

and  rules;  Apr.  14,  1975.  1975.  v  +  16  p.  (Joint  committee  print, 
94th  Congress,  1st  session.)  + 

Y  4.Ec  7:Em  7/5/975 

04915  Long-term    economic     growth,     hearings     before     Subcommittee     on 

Economic  Growth,  93d  Congress,  2d  session,  May  8- June  26,  1974. 
1974.  iv     +  360  p.  il.     *  Paper,  $3.15  (S/N  5270-02657).     •Item  1000 

Y  4.Ec  7:G  91/2 

04916  Outlook  for  prices  and  supplies  of  industrial  raw  materials,   hearings 

before  Subcommittee  on  Economic  Growth,  93d  Congress,  2d  session, 
July  22-25,1974.  1974.  vi     +  476  p.  il.     *  Paper,  $3.95.     •Item  1000 

Y4.Ec7:R19 

04917  President  Ford's  economic  proposals,  hearings,  93d  Congress,  2d  ses- 

sion, pursuant  to  S.Con.Res.93,  Oct.  11-18,  1974.  1974.  iii  +  132 
p.  il.     *  Paper,  $1.50.     •Item  1000 

Y  4.Ec  7:P  92/4 

04918  Resignation  of  Director  of  Office  of  Consumer  Affairs,  Federal  Energy 

Administration,      hearing      before      Subcommittee      on      Consumer 
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Economics,  93d  Congress,  2d  session;  Aug.  16,  1974.  1975.  iii  + 
48  p.     +     •Item  1000 

Y  4.  He  7/C  76/3 

04919  Studies  in  price  stability  and  economic  growth:paper  2,  Economic  policy 

and  inflation  in  United  States,  survey  of  development  from  enactment 
of  Employment  act  of  1946  through  1974,  study  prepared  pursuant 
to  S.Con.Res.  93;Apr.  7,1975.  1975.  v  +  101  p.  (Joint  committee 
print,  94th  Congress,  1st  session.)     *  Paper, $1.25. 

Y  4.Ec7:P93/19/paper2 

Studies  in  public  welfare,  prepared  for  use  of  Subcommittee  on  Fiscal 
Policy. 
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Comptroller  General  of  United  States  transmitting  audit:Jan.23,1975.  1975.  vii  + 
18  p.  4°     +     •Item  996 

94-1  :H. doc. 

House  reports 

Note.— For  titles  of  bills  which  these  reports  accompany,  see  Congressional  record  index. 

House   reports  on  private  bills,   93d  Congress.    +  House   Documents 
Room,  Capitol. 

5004  1321.   City  of  Aransas   Pass,  Tex.,  and   Urban  Renewal  Agency  of  Aransas   Pass,  Tex. 

Report  from  Committee  on  Judiciary  to  accompany  H.R.  9588.  Aug.  22,1974.  3 
p.      +     •Item  1008-B 

93-2:H  rp 

5005  1361.  Providing  for  conveyance  of  certain  real  property  of  United  States  to  Mrs.  Harriet 

La  Pointe  Vanderventer.  Report  from  Committee  on  Interior  and  Insular  Affaird 
to  accompany  H.R.  8824.  Sept.  17,  1974.  4  p.      *     •Item  1008-B 

93-2:H.rp. 
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House   reports  on  public  bills,   93d  Congress.    +  House  Documents 
Room,  Capitol. 

05006  754.  Transfers  of  wildlife  refuge  rights-of-way.   Report  from  Committee  on  Merchant 

Marine  and  Fisheries  to  accompany  H.R.I  1541.  Jan.  21,  1974.  1 1  p.  +  •Item 
1008- A 

93-2:H.rp. 

05007  815.  Access  to  psychologists  and  optometrists  under  Federal  health  benefits  program. 

Report  from  Committee  on  Post  Office  and  Civil  Service  to  accompany  H.R. 9440. 
Feb.  27,  1974.  6  p.     +     •Item  1008-A 

93-2:H.rp. 

05008  909.  Authorizing  partition  of  surface  rights  in  joint  use  area  of  1882  Executive  order 

Hopi  Reservation  and  subsurface  rights  in  1934  Navajo  Reservation  between  Hopi 
and  Navajo  Tribes,  providing  for  allotments  to  certain  Paiute  Indians,  and  for  other 
purposes.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany 
H.R. 10337.  Mar.13,1974.  24  p.     +     ©Item  1008-A 

93-2:H.rp. 

05009  1091.   Providing  for  printing  as  House  document  revised    edition  of  House   document, 

Our  American  Government,  what  is  it?  how  does  it  work?  report  from  Committee 
on  House  Administration  to  accompany  H.Con.  Res.  455.  June  6,  1974.  1  p. 
+     •Item  1008-A 

93-2:H.rp. 

05010  1100.  Authority  for  employment  of  White  House  office  and  executive  residence  personnel. 

Report  together  with  supplemental  views  from  Committee  on  Post  Office  and  Civil 
Service  to  accompany  H.R.  14715.  June  11,  1974.  32  p.      +     •Item  1008-A 

93-2:H.rp. 

05011  1125.   Amending  Arms  control  and  disarmament  act.  Conference  report  to   accompany 

H.R.  12799.  June  20  ,  1974.  3  p.     +     •item  1008-A 

93-2:H.rp. 

05012  1126.  Foreign  disaster  assistance  act,  1974.  Conference  report  to  accompany  H.R.  12412. 

June  20,  1974.  4  p.     +     •Item  1008-A 

93-2:H.rp. 

05013  1129.  Temporary  suspension  of  duty  on  catalysts  of  platinum  and  carbon  used  in  produc- 

ing caprolactam.  Report  from  Committee  on  Ways  and  Means  to  accompany  H.R. 
13370.  June  20,  1974.  3  p.     +     •Item  1008-A 

93-2:H.rp. 

05014  1186.  Providing  for  consideration  of  H.R.   14215.  Report  from  Committee   on  Rules  to 

accompany  H.Res.  1224.  July  10,  1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

05015  1197.  Exemption  from  duty.  Conference  report  to  accompany  H.R.  8217.  July  16,  1974. 

2  p.     +     •Item  1008-A 

93-2:H.rp. 

05016  1200.    Extension   of   District  of  Columbia    medical   and   dental   manpower   act   of    1970. 

Report  from  Committee  on  District  of  Columbia  to  accompany  H.R.  1 1 108;  July  16, 
1974.1974.(12]     +  27  p.     +     •Item  1008-A 

93-2:H.rp. 

05017  1201.    Home   rule   act   amendments.    Report   from   Committee   on   District   of  Columbia 

to  accompany  H.R.  15791.  July  16,1974.  lip.     +     •Item  1008-A 

93-2:H.rp. 

05018  1215.    Amending   act   of   Oct.27,1972   (Public   law   92-578).    Report   from   Committee   on 

Interior  and  Insular  Affairs  to  accompany  H.R. 14167.  July  24,  1974.  6  p.      + 
•Item  1008-A 

93-2:H.rp. 

05019  1219.  Waiving  certain  points  of  order  against  conference  report  on  S.386.   Report  from 

Committee  on  Rules  to  accompany  H.Res. 1253.  July  24,  1974.  1  p.  +  •Item 
1008-A 

93-2:H.rp. 

05020  1222.   Extension  of  certain  agricultural  programs  to  Guam.  Report  from  Committee  on 

Agriculture  to  accompany  H.R.  13267.  July  25,1974.  4  p.     +     •Item  1008-A 

93-2:H.rp 

05021  1231.  Medical  care  for  certain  members  of  allied  wartime  forces.  Report  from  Committee 

on  Veterans'  Affairs  to  accompany  H.R. 13377.  July  29,  1974.  8  p.     +     •Item  1008-A 

93-2:H.rp. 

05022  1232.  Veterans'  housing  act  of  0974.  Report  from  Committee  on  Veterans'  Affairs  Com- 

mittee to  accompany  H.R. 15912.  July  29,  1974.  47  p.     +     •Item  1008-A 

93-2:H.rp. 

05023  1253.  Authorizing  conveyance  to  city  of  Salem,  111.,  of  statue  of  William  Jennings  Bryan. 

Report  from  Committee  on  House  Administration  to  accompany  H.R. 5507. 
Aug. 1,1974.  2  p.      +      ©Item  1008-A 

93-2:H.rp. 

05024  1254.  Authorizing  erection  of  monument  to  dead  of  First  Infantry  Division,  U.S.  Forces 

in  Vietnam.  Report  from  Committee  on  House  Administration  to  accompany 
S.J.Res.66.  Aug. 1,1974.  1  p.     +     •Item  1008-A 
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05023  1257    Ratification  of  Geneva  protocol  of  1925,  Report  from  Committee  on  Foreign  Affairs 

to  accompany  II  Kcs    1258.  Aug.  2,  1974.  10  p.      t      •Item  1 0(18 -A 

93-2:H.rp 

05026  1258.  lor  negotiations  on  Turkish  opium  ban.  Report  from  Committee  on  Foreign  Affairs 

to  accompany   H.Con.Res.507.  Aug. 2. 1974    5  p       *      •Item  1008-A 

93-2:H.rp 

05027  1260.    Providing   for   consideration   of    FIR. 169090.    Report   from   Committee    on    Rules   to 

accompany  II  Res  1292    Aug.  5,1974.  I  p.      -     •Item  1008-A 

93-2:H.rp. 

05028  1263.    Providing   for   consideration   of   H.R.I 5487.    Report   from   Committee    on    Rules   to 

accompany  H. Res.  1296.  Aug6.l974.  I  p.      *      •Item  1008-A 

93-2:H.rp. 
051)29  1264.  Providing  for  consideration  Ol  H  R. 161  36  Report  from  Committee  on  Rules  to 
accompany  H.Res.  12979.  Aug.  6.  1974.  I  p.      +      •Item  1008-A 

93-2:H.rp. 

05030  1266.  Providing  for  television  and  radio  coverage  of  proceedings  in  chamber  of   House 

of  Representatives  on  any  resolution  to  impeach  President  of  United  States.  Report 
from  Committee  on  Rules  to  accompany  H.Res.  802.  Aug.  6.  1974.  1  p.  +  •Item 
1008-A 

93-2:H.rp. 

05031  1283.    Providing   for  consideration   of   H.R. 12859.    Report   from   Committee    on    Rules   to 

accompany  H.Res.1313.  Aut.13,1974.  I  p.      +     ©Item  1008-A 

93-2:H.rp. 

05032  1287.  Amending  Emergency  daylight  saving  time  energy  conservation  act  of  1973.  Public- 

law  93-182.  Report  from  Committee  on  Interstate  and  Foreign  Commerce  to  accom- 
pany H.R. 16102.  Aug. 14, 1974.  14  p.  +       •Item  1008-A 

93-2:H.rp. 

1293.  Department  of  Interior  appropriation  bill  for  fiscal  year  1975.  Conference  report 
to  accompany  H.R. 16027.  Aug.15. 1974.  15  p.      +     •Item  1008-A 

93-2:H.rp. 

1294.  District  of  Columbia  omnibus  bill.  Conference  report  to  accompany  H.R. 15842. 
Aug. 1 5, 1974.  35  p.     +     •Item  1008-A 

93-2:H.rp. 
12%.  Natural  gas  pipeline  safety  amendments  of  1974.  Report  together  with  minority 
views  from  Committee  on  Interstate  and  Foreign  Commerce  to  accompany  H.R. 
15205.  Aug.  16. 1974.  18  p.     +     •Item  1008-A 

93-2:H.rp. 

1303.  Vietnam  era  veterans'  readjustment  assistance  act  of  1974.  Conference  report 
to  accompany  H.R.  12628.  Aug.19,1974.  84  p.      +     •Item  1008-A 

93-2:H.rp. 

1304.  Authorizing  certain  investigations  and  studies  by  Committee  on  Rules  to  accompany 
H.Res.737.  Aug.20.1974.  1  p.      +     •Item  1008-A 

93-2:H.rp. 

1307.  Providing  for  consideration  of  H.R.  159289  Report  from  Committee  on  Rules  to 
accompany  H.Res.  1336.  Aug.  20,  1974.  I  p.     +     •Item  1008-A 

93-2:H.rp. 

1308.  Waiving  certa:n  points  of  order  against  conference  report  on  bill  S.821 .  Report 
from  Committee  on  Rules  to  accompany  H.Res. 1337.  Aug. 20.  1974.  1  p.  +  •Item 
1008-A 

93-2:H.rp. 

1309.  Rice  act  of  1974.  Report  together  with  minority  views  from  Committee  on  Agricul- 
ture to  accompany  H.R. 15263.  Aug.21.1974.  32  p.     +     •Item  1008-A 

93-2:H.rp. 
1314.  Cumbres  and  Toltec  Scenic  Railroad  compact.  Report  from  Committee  on  Judiciary 
to  accompany  S.  2362.  Aug.22,  1974.  4  p.     +     •Item  1008-A 

93-2:H.rp. 
1316.   Occupational   alcoholism   programs    for   Federal   employees.    Eighteenth   report   by 
Committee  on  Governments;  Aug.22. 1974.  1974.  v     +  26  p.     +     ©Item  1008-A 

93-2:H.rp. 
1320.  Amendments  of  military  personnel  and  civilian  employees'  claims  act  of  1964. 
as  amended,  with  respect  to  settlement  of  claims  against  United  States  by  members 
of  uniformed  services  and  civilian  officers  and  employees  for  damage  to,  or  loss 
of,  personal  propertv  incident  to  their  service.  Report  from  Committee  on  Judiciarv 
to  accompany  H.R. 71  35.  Aug.22, 1974.  10  p.     +     •Item  1008-A 

93-2:H.rp. 
1322.  Certain  fire  districts  and  departments  in  State  of  Missouri.  Report  from  Committee 
on  Judiciarv  to  accompany  H.R.  11847.  Aug.22,  1974.  4  p.     +     ©Item  1008-A 

93-2:H.rp. 
1337.   Disposal  of  excess   and   surplus   property   in   American   Samoa,  Guam,  and  Trust 
Territory   of   Pacific    Islands.    Report    from   Committee    on   Government    Operations 
to  accompany  H.R. 5264.  Aug. 23. 1974.  4  p.  *       •Item  1008-A 

93-2:H.rp. 
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Government  Publications 

05046  1338.    Advance   payment   of   subscription    charges   for  audio   publications.    Report   from 

Committee  on  Government  Operations  to  accompany  H.R.  7072.  Aug. 23, 1974.  5 
p.     +     •Item  1008- A 

93-2:H.rp. 

05047  1339.  Disposal  of  excess  property  located  within  Indian  reservations.  Report  from  Com- 

mittee on  Government  Operations  to  accompany  H.R. 8958.  Aug.23,1974.  9  p.  + 
•Item  1008-A 

93-2:H.rp. 

05048  1342.  Government  Printing  Office  disbursing  officer.  Report  from  Committee  on  Govern- 

ment Operations  to  accompany  S.1974.  Aug.23,1974  10  p.     +     •Item  1008-A 

93-2:H.rp. 

05049  1345.  Railroad  retirement  act  restructuring.  Report  together  with  minority  views  of  Com- 

mittee on  Interstate  and  Foreign  Commerce  to  accompany  H.R.  15301;  Aug.  29, 
1974.  1974.  ii     +  213  p.     +     •Item  1008-A 

93-2:H.rp. 

05050  1348.  Economic  regulation  by  Federal  Maritime  Commission  of  Government  and  charita- 

ble cargo  in  U.S.  domestic  offshore  commerce.  Report  from  Committee  on  Merchant 
Marine  and  Fisheries  to  accompany  H.R.  13561.  Sept.  11,  1974.  7  p.  +  •Item 
1008-A 

93-2:H.rp. 

05051  1351.   Providing  for  consideration   of   H.R. 15301.   Report   from   Committee   on   Rules   to 

accompany  H.Res.1362.  Sept.  11,  1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

05052  1359.  Amending  Wild  and  scenic  rivers  act  (82  Stat.906),  and  for  other  purposes.  Report 

from  Committee  on  Interior  and  Insular  Affairs  to  accompany  H.R.  14791.  Sept. 
17,  1974.  23  p.     +     •Item  1008-A 

93-2:H.rp. 

05053  1363.  Making  appropriations  for  Department  of  Defense,   fiscal  year  1975.   Conference 

report  to  accompany  H.R. 16243.  Sept.l  8,1974.  32  p.      +      •Item  1008-A 

93-2:H.rp. 

05054  1364.  Authorizing  military  band  recordings  in  support  of  American  Revolution  Bicentenni- 

al. Report  from  Committee  on  Armed  Services  to  accompany  H.R.  14401. 
Sept.19,1974.  7  p.      +     •Item  1008-A 

93-2:H.rp. 

05055  1384.   Pay  adjustments  for  certain  individuals  adversely  affected  by   1972   Federal  pay 

comparability  adjustment.  Report  from  Committee  on  Post  Office  and  Civil  Service 
tc  -jccompany  H.R. 15067.  Sept.30  ,1974.  7  p.     +     •Item  1008-A 

93-2:H.rp. 

05056  1386.  Crediting  of  certain  service  for  purposes  of  Reserve  retirement.  Report  from  Com- 

mittee on  Armed  Services  to  accompany  H.R. 5056.  Sept.  30,  1974.  12  p.  +  •Item 
1008-A 

93-:H.rp. 

05057  1387.   Extending  time  limit  for  reimbursing  expenses  of  memorial  services  for  military 

decedents  whose  remains  are  determined  to  be  unrecoverable.  Report  from  Commit- 
tee on  Armed  Services  to  accompany  H.R. 12860.  Sept.30, 1974.  7  p.  +  •Item 
1008-A 

93-2:H.rp. 

05058  1411.  Amending  rule  23,  clause  6  of  rules  of  House.  Report  from  Committee  on  Rules 

to  accompany  H.Res.  1387.  Oct.  2,  1974.  1  p.     +     ©Item  1008-A 

93-2:H.rp. 

05059  1429.  Depository  institutions  amendments  of  1974.  Conference  report  to  accompany  H.R. 

11221.  Oct.4  ,1974.  38  p.  [Corrected  print.]     +     •Item  1008-A 

93-2:H.rp. 

05060  1436.  Technical  amendments  to  Public  law  93-407.  Report  from  Committee  on  District 

of  Columbia  to  accompany  H.R. 16925.  Oct.7,1974.  21  p.      +     •Item  1008-A 

93-2:H.rp. 

05061  1439.  Export-Import  Bank  act  amendment.  Conference  report  to  accompany  H.R. 15977. 

Oct.8,1974.  11  p.      +     •Item  1008-A 

93-2:H.rp. 

05062  1457.  Rehabilitation  act  amendments  of  1974.  Conference  report  to  accompany  H.R. 14225. 

Oct .9, 1974.  40  p.     +     •Item  1008-A 

93-2:H.rp. 

05063  1467.  To  facilitate  entry   into  foreign  ports  of  United  States  nuclear  warships.  Report 

by  Joint  Committee  on  Atomic  Energy  to  accompany  H.J.Res.l  161.  1974.  iii  + 
8  p.     +     •Item  1008-A 

93-2:H.rp- 

05064  1489.    Making  appropriations   for  Departments   of   Labor,    and   Health,    Education,   and 

Welfare,  and  related  agencies.  Conference  report  to  accompany  H.R.  15580. 
Nov.21,1974.  22  p.     +     •Item  1008-A 

93-2:H.rp. 

05065  1492.  Minimum  grade  standards  for  grapes  and  plums.  Report  from  Committee  on  Agricul- 

ture to  accompany  H.R. 13022.  Nov.  25,  1974.  3  p.     +     •Item  1008-A 

93-2:H.rp. 
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1497.  Establishing  Spessard  I ..  Holland  National  Seashore  in  Stale  of  Florida,  and  for 
other  purposes.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany 
H.R    5773.  Nov.  26.  1973.  13  p.   *       •Item  1008-A 

93-2:H.rp. 

1507.  Presidential  recordings  and  materials  preservation  act.  Report  from  Committee 
on  House  Administration  to  accompany  S.4016.  Nov. 27. 1974.  23  p.  •  •Item 
1008-A 

9i  2:H.ip. 
1522.  Surface  mining  control  and  reclamation  act  of  1974    Conference  report  to  accom- 
pany S.425.  Dec. 5, 1974.  87  p.      +     •  Item  1008-A 

93-2:H.rp. 
1526.    Real    estate    settlement    costs.    Conference    report    to    accompany    S.3164.    Dec.    9. 
1974.  15  p.  +      •Item  1008-A 

93-2:H.rp. 
1545.  Military  construction  authorization,   fiscal  year  1975.  Conference  report  to  accom- 
pany H.R. 16136.  Dec. 10, 1974.  43  p.      +      •Item  1008-A 

93-2:H.rp 
1563.    Federal    nonnuclear   energy    research    and    development   act   of    1974.    Conference 
report  to  accompany  s.1283.  Dec. 11,  1974.  31  p.     •+     •Item  1008-A 

93-2:H.rp. 
1567.  Federal-aid  highway  amendment  of  1974.  Report  from  Committee  on  Public  Works 
to  accompany  S.  3934.  Dec.  II.  1974.  36  p.      +     •Item  1008-A 

93-2:H.rp. 
1600.    Indian   self-determination   and   education   assistance    act.    Report   from    Committee 
on  Interior  and  Insular  Affairs  to  accompany  S.I0I7.  Dec. 16, 1974  43  p.      +     •Item 
1008-A 

93-2:H.rp. 
1605.  Deepwater  port  act.  Conference  report  to  accompany  H.R. 10701.  Dec. 16. 1974.  60 
p.      +     •Item  1008-A 

93-2:H.rp 
1610.  Conference  report  on  Foreign  assistance  act  of  1974,  S.  3394:   Dec. 17, 1974.   1974 
iv      +  53  p.       +     ©Item  1008-A 

93-2:H.rp 
1621.     Public     service     employment.     Conference     report     to     accompany      H.R.  16596 
Dec. 17, 1974.  24  p.  +       ©Item  1008-A 

93-2:  H.rp 
1626.    Alarming   deterioration   of   reserves   of   FHA   mortgage   insurance   funds.   Twenty 
third    report    by    Committee   on   Government   Operations;    Dec. 18, 1974.    1974.    v     + 
32  p.     +     •Item  1008-A 

93-2:H.rp. 
1635.  Conservation  and  effecient  use  of  energy.  26th  report  of  Committee  on  Government 
Operations:  Dec.  18,  1974.  1974.  vi     +   133  p.  il.      +     ©Item  1008-A 

93-2:H.rp 
1646.   Report  of  activities  pursuant  to   House  rule    11. clause   28.   Report  by   Committee 
on  Internal  Security.  Dec. 20, 1974.  1974.  ix     +83     +  iv  p.      +     •Item  1008-A 

93-2:H.rp. 

1649.  Reducing  abuses  in  proprietary  vocational  education.  Twenty-seventh  report  by 
Committee  on  Government  Operations:  Dec.  30,  1974.  1974.  v  +  45  p.  +  •Item 
1008-A 

93-2:H.rp. 

1650.  Impact  of  heroin  addiction  on  criminal  justice  system.  Twenty-eighth  report  by 
Committee  on  Government  Operations;  Dec. 30, 1974.  1974.  v  +  40  p.  +  •Item 
1008-A 

93-2:H.rp. 

1651.  Final  report  of  Permanent  Select  Committee  on  Small  Business  for  93d  Congress 
(1973-74);  Dec.  30,  1974.  1974.  xi     +  [1]     +  276  p.     +      •Item  1008-A 

93-2:H.rp. 

1652.  Legislative  review  by  Committee  on  Post  Office  and  Civil  Service.  93d  Congress, 
pursuant  to  sec.  136  of  Legislative  reorganization  act  of  1946  as  amended  (2  U.S.C. 
I90d).  1974.  viii     +  68  p.     +     •Item  1008-A 

93-2:H.rp. 
1655.  Legislative  review    activities  of  Committee  on  Foreign  Affairs.  93d  Congress.  Re- 
port;Jan.  2,  1975.  1975.  ix     +  [1]      +  51  p.      +     ©Item  1008-A 

93-2:H.rp. 

[This  entry  number  not  used.] 

1658..  Report  on  legislative  review  activity  during  93d  Congress  of  Committee  on  Ways 
and  Means.  Report  from  Committee  on  Ways  and  Means.  Jan.  2,1975.  12  p. 
+      •Item  1008-A 

93-2:H.rp. 
1659.    Activities    of    House   Committee    on    Government   Operations.    93d   Congress.    1st 
and  2d  sessions,  1973-74;Jan.  2,  1975.  1975.  xii     +110      +  173  p.      +     •Item  1008-A 
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05088  1660.  Oversight  activities  of  Committee  on  Education  and   Eabor  on  administration  and 

execution  of  laws  within  its  jurisdiction.  Report;  Jan.  2,  1975  1975.  vii  +  44  p. 
+     •Item  1008- A 

93-2:H.rp 

05089  1662.    Report   of   activities   of   Committee    on    Armed    Services,    93d   Congress,    1st   and 

2d  sessions,  1973-74;  Jan.  2,  1975.  1975.  iii     +  [1]      +  71  p.      f     •Item  1008-A 

93-2:H.rp 

05090  1664.   Report  of  activities   pursuant  to   House   rule    11,   clause  28.   Report   on  activities 

of  Committee  on  Science  and  Astronautics  for  93d  Congressman. 2, 1975.  1975.  xviii 
+  129  p.     +     •Item  1008-A 

93-2:H.rp. 

05091  1666.    Legislative   and   review   activities   of  Committee   on    Interior  and    Insular   Affairs 

during  93d  Congress;  Jan.2, 1975.  1975.  vii     +[1]      +  33  p.      +     •Item  1008-A 

93-2:H.rp. 

House  reports  on  public  bills,  94th  Congress.  +  House  Documents 
Room,  Capitol. 

05092  19.  Tax   reduction  act  of  1975.  Report  together  with  supplemental  and  minority  views 

of  Committee  on  Ways  and  Means  on  H.R.2166;  Feb.  25,  1975.  1975.  iii  +  102 
p.      +     •Item  1008-A 

94-l:H.rp. 

05093  63.  Authorizing  appropriations  to  National  Aeronautics  and  Space  Administration.  Report 

from  Committee  on  Science  and  Technology  to  accompany  H.R.4700.  Mar.  14,  1974. 
v      +  181  p.     +     •Item  1008-A 

94-l:H.rp. 

05094  66.  Authorizing  appropriations  to  National  Science  Foundation.  Report  from  Committee 

on  Science  and  Technology  to  accompany  H.R.4723.  Mar. 14, 1975.  v     +  1  50  p. 
+     ©Item  1008-A 

94-l:H.rp. 

05095  99.  Authorizing  appropriations  to  National  Science  Foundations.  Report  from  Committee 

on  Science  and  Technology  to  accompany  H.R.4723.  Mar. 20, 1975.  v     +  151  p. 
+     •Item  1008-A 

94-l:H.rp. 

05096  123.  Securities  reform  act  of  1975.  Report  together  with  minority  views  from  Committee 

on  Interstate  and  Foreign  Commerce  to  accompany  H.R.  4111.  Apr.  7,  1975.  203 
p.  il.     +     •Item  1008-A 

94-l:H.rp. 

05097  192.    Health   revenue    sharing   and    Health    services    act   of    1975.    Report    together   with 

separate,  additional  and  minority  views  by  Committee  on  Interstate  and  Foreign 
Commerce  to  accompany  H.R. 4925:  May  7,  1975.  1975.  iii  +  252  p.  +  •Item 
1008-A 

94-l:H.rp. 

05098  196.    Voting   rights    act   extension.    Report    together   with    additional,    supplemental,    and 

views  concurring  in  part  and  dissenting  from  Commmittee  on  Judiciary  to  accompany 
H.R.  6219.  May  8,1975.  123  p.  +       •Item  1008-A 

94-l:H.rp. 

05099  221.   Energy  conservation  and  conversion   act  of   1975.  Report  together  with  additional, 

dissenting,  and  minority  views  of  Committee  on  Ways  and  Means  on  H.R.  6860; 
May  15,  1975.  1975.  iv     +  242  p.     +     •Item  1008-A 

94-l:H.rp. 

05100  229.  Securities  acts  amendments  of  1975.  Conference  report  to  accompany  S.  249.  May 

19,  1975.  112  p.       +     •Item  1008-A 

94-l:H.rp. 

05101  266.  Health  manpower  act  of  1975.  Report  together  with  opposing,  separate,  and  supple- 

mental views  by  Committee  on  Interstate  and  Foreign  Commerce  to  accompany 
H.R.  5546;  June  7,  1975.  1975.  iii     +  268  p.       +     •Item  1008-A 

94-l:H.rp. 

Agriculture  Committee,  House  Washington,  DC  20515 

05102  Animals   and  animal  food  products  in  food  relief  programs,   hearing, 

before  Subcommittee  on  Livestock  and  Grains  ,  94th  Congress,  1st 
session,  on  H.R.48,  Mar.  5,  1975,  business  meeting,  Mar.  19,  1975. 
1975.  iii     +  55  p.  il.  (Serial  94-C.)     +     •Item  1010 

Y4.Ag8/l:An5/8 

05103  Food  stamp  regulation  proposals,  hearings,  94th  Congress,  1st  session, 

Jan.  30,  1975.  1975.  iv     +  66  p.  (Serial  94-A.)     +     •Item  1010 

Y4.Ag8/l:F73/32 

*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  24  #Not  Available  for  Sale  or  Distribution 


March  1976 
[Committee  publication]  serial,  93d  Congress. 

05104  D.  Extend  effective  d;ite  of  Commodity  Futures  Trading  Commission  act  of  1974.  hearing 

before  Subcommittee  on  Conservation  and  Credit.  94th  Congress.  1st  session  on 
HJ.Rcs.335.  Mar.26,1975.  1975.  iii      •   2<  p.   •       •Item  1010 

Y4.Ag  8/1  :C  73/15 

05105  QQQ-  Miscellaneous,  hearings.  sHd  Congress.  2d  session  on  H  R  13267  (and  other  hills|. 

Mar.  2I-Sept.3(>  ,1974.  1974   iv      •   79  p.      »      •  Item  1010 

Y  4Ag  X/1-:M  68/2/974 

05106  UUU.  Watershed  projects,  hearings  before  Subcommittee   on  Conservation   and  Credit. 

93d  Congress.  2d  session.  May  16  and  July  II,  1974  1974  iii  +  61  p.  -  •Item 
1010 

V  4Ag8/l:W  31/6 

Appropriations  Committee,  House  Washington,  DC  20515 

Agriculture  and  related  agencies  appropriations  for  1976,  hearings  be- 
fore subcommittee,  94th  Congress,  1st  session. 

05107  pt.3     Agricultural   programs:    Agricultural    Marketing   Service.   Animal   and    Plant   Health 

Inspection  Service.  Federal  Crop  Insurance  Corporation,  Office  of  General  Counsel; 
Office  of  Secretary;  Packers  and  Stockyards  Administration;  Rural  Flectrification 
Administration.  1975.  iii     +  729     +  ix  p.  il.      +     •Item  1011 

Y  4.Ap6/l:Ag8/976/pt.3 

05108  Deferral  and  rescission  of  appropriations,  1975-76,  hearings,  pt.l,  before 

subcommittee  94th   Congress,    1st  session.    1974.   iii     +   407     +    vii 
p.     +     •Item  1011 

Y4.Ap  6/l:Ap6/5/975-76/pt.l 

05109  Deferral  and  rescission  of  appropriations,  1975-76,  hearings,  pt.2,  before 

subcommittee,  94th  Congress,  1st  session.  1975.  iii     +  474     +  v  p. 
+     •Item  1011 

Y  4.Ap  6/1  :Ap  6/5/975-76/pt.2 

05iio  Deferral  and  rescission  of  appropriations,  1975-76,  hearings,  pt.3,  before 
subcommittee,  94th  Congress,  1st  session.  1975.  iii     +  38  p.     + 
•Item  1011 

Y  4.Ap  6/1  :Ap  6/5/975-76/pt.3 

Department  of  Defense  appropriations  for  1976,  hearings  before  sub- 
committee, 94th  Congress,  1st  session. 

05111  pt.l.  Secretary  of  Defense.  Chairman,  Joint  Chiefs  of  Staff,  overall  financial  statements, 

testimony  of  Members  of  Congress  and  other  individuals  and  organizations.  1975. 
iii      +  697     +  vii  p.  il.     +     •Item  101  1 

Y  4.Ap6/l:D  36/5/976/pt.  1 

05112  pt.2.  Secretary  of  Army  and  Chief  of  Staff,  Secretary  of  Air  Force  and  Chief  of  Staff, 

Secretary  of  Navy  and  Chief  of  Naval  Operations,  reprogrammings,  permanent 
change  of  station  travel  and  civilian  health  &  medical  program  of  uniformed  services 
(CHAMPUS).  1975.  iii     +669     +  ix  p.  il.     +     •Item  1011 

Y  4.Ap6/l:D  36/5/976/pt.2 

Department  of  Housing  and  Urban  Development,  independent  agencies 
appropriations  for  1976,  hearings  before  subcommittee,  94th  Con- 
gress, 1st  session. 

05113  pt.l.  National  Science  Foundation.  1975.  iii     +  808     +  vip.il.     +     •Item  1011 

Y  4.Ap6/l:H  81/2/976/pt.l 

05114  pt.5.    Department   of   Housing   and    Urban    Development.    1975.    iii     +    1243      +    xi   p.il. 

+     •Item  1011 

Y4.Ap6/l:H  81/2/976/pt.5 

Department  of  Interior  and  related  agencies  appropriations  for  1976, 
hearings  before  subcommittee,  94th  Congress,  1st  session. 

05115  pt.3.  Bureau  of  Indian  Affairs.  Indian  Education  (HFW).  Indian  Health  Service  (HEW). 

Indian  Claims  Commission.  Administration  of  Territories,  American  Samoa,  Guam, 
Trust  Territory  of  Pacific  Islands.  H.R.5510  and  H.R.5554,  Puerto  Rico  and  Virgin 
Islands.  1975.  iii     +994     +  ix  p.      +      •Item  1011 

Y4.Ap6/l:In  8/6/976/pt.3 
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Departments  of  Labor  and  Health,  Education,  and  Welfare  appropria- 
tions for  1976,  hearings,  before  subcommittee,  94th  Congress,  1st 
session. 

05116  pt.2.  Department  of  Health,  Education,  and  Welfare,  health  activities  (excluding  National 

Institutes  of  Health).  1975.  iii     +  966     +  viii  p.  il.     +     •Item  1011 

Y4.Ap  6/1:1.  ll/976/pt.2 

05117  pt.3.  Department  of  Health,  Education,  and  Welfare:  National  Institutes  of  Health.  1975. 

iii     +1474       +  xiii  p.  il.      +     •Item  1011 

Y4.Ap  6/1:1.  ll/976/pt.3 

Departments  of  State,  Justice,  and  Commerce,  judiciary,  and  related 
agencies  appropriations  for  1976,  hearings  before  subcommittee,  94th 
Congress,  1st  session. 

05118  pt.l.  Judiciary.  1975.  iii     +485      +  vi  p.  il.      +     •Item  1011 

Y  4.Ap  6/1:  St  2/976/pt.l 

05119  pt.4.  Department  of  Commerce:  National  Bureau  of  Standards,  National  Fire  Prevention 

and  Control  Administration,  National  Oceanic  and  Atmospheric  Administration,  Of- 
fice of  Minority  Business  Enterprise,  Patent  and  Trademark  Office,  Science  and 
Technical  Research.  1975.  iii     +  897      +  vi  p.  il.      +     •Item  1011 

Y  4.Ap6/l:St  2/976/pt.4 

05120  pt.5.  Department  of  State.  1975.  iii     +  1293  p.     +     •Item  1011 

Y  4.Ap  6/1:  St  2/976/pt.5 

05121  pt.7.  Federal  Trade  Commission,  U.S.  Information  Agency.   1975.  iii     +  930     +  iii  p.il. 

+     •Item  1011 

Y  4.Ap  6/1:  St  2/976/pt.7 

05122  pt.8.  Securities  and  Exchange  Commission,  testimony  of  Members  of  Congress,  interested 

individuals,  and  organizations.  1975.  iii     +  931-1443     +  iii  p.  il.     +     •Item  1011 

Y  4.  Ap  6/1:  St  2/976/pt.8 

05123  Emergency  employment  appropriations  for  1975,  hearings  before  sub- 

committee,  94th  Congress,    1st   session.    1975.   iii     +401     +   iv  p. 
il.     +     •Item  1011 

Y4.Ap  6/1  :Em  7/3/975 

05124  Emergency  supplemental  appropriations  for  assistance  to  Republic  of 

South  Vietnam,  fiscal  year  1975,  hearings  before  subcommittees, 94th 
Congress,  1st  session.  1975.  iii     +  46  p.     +     •Item  1011 

Y4.Ap  6/1  :Em  7/4/975 

05125  Federal  budget  for  1976,  hearings,  94th  Congress,   1st  session.   1975. 

iii     +278     +  vip.il.     +     •Item  1011 

Y4.Ap  6/1  :B  85/976 

Foreign  assistance  and  related  agencies  appropriations  for  1975, 
hearings  before  subcommittee,  94th  Congress,  1st  session. 

05126  pt.3.    Budget   amendment   for   military   assistance   to   Cambodia,   increased   authorization 

for  Israel,  Portugal,  and  Portuguese  colonies  in  Africa.  1975.  iii     +  176  p.      + 
•Item  1011 

Y4.Ap6/l:F  76/3/975/pt.3 

05127  Further  urgent  supplemental  appropriations,  1975,  hearings,  94th  Con- 

gress, 1st  session.  1975.  iii     +  140  p.  il.     +     ©Item  1011 

Y4.Ap  6/  l:Ap  6/2/975-3 

Legislative  branch  appropriations  for  1976,  hearings  before  subcommit- 
tee, 94th  Congress,  1st  session. 

05128  pt.l.  Cost-Accounting  Standards  Board;  General  Accounting  Office;  Government  Printing 

Office;  House  of  Representatives;  Joint  items;  Library  of  Congress.  1975.  iii  + 
924a     +  vi  p.     +     •Item  1011 

Y4.Ap6/l:L  52/976/pt.l 

05129  Outer  Continental  Shelf  leasing  program,  hearings,  93d  congress,  2d 

session,  1974.  ii     +  170     +  iv  p.  il.  +      •Item  1011 

Y4.Ap  6/l:Ou8 
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Public  works  for  water  and  power  development  and  energy  research 
appropriation  bill,  1976,  hearings  before  subcommittee,  94th  Congress, 
1st  session. 

05130  pt.2.  Corps  of   Engineers: Lower   Mississippi   Valley    Division,   North   Central   Division, 

North  Pacific  Division.  Southwestern  Division.  1975.  iii      +   1030      +  vi  p 
•Item  101 1 

Y  4.Ap  6/l:P96/l4/976/pt.2 

05131  pt.3.   Corps  of   Engineers:    Missouri    River   Division,    Pacific   Ocean   Division,   remaining 

items.  South  Pacific  Division.  1975.  iii      +486     +  v  p.      +     •Item  1011 

Y  4.Ap  6/l:P96/14/976/pt.3 

05132  pt.4.  Department  of  the  Interior.  1975.  iii     +   1101      4-viiip.il.     +     •Item  1011 

Y  4.Ap6/l:P96/14/976/pt.4 

05133  pt.6.  Nuclear  Regulatory  Commission,  Federal  Power  Commission.  1975.  iii     +  376 

+  iv  p.  il.  +      •Item  1011 

Y  4.Ap  6/1  :P  96/l4/976/pt.6 

05134  pt.7.  Tennessee  Valley  Authority.  1975.  iii      +518      +  ii  p.      +     •Item  1011 

Y  4.Ap6/l:P96/14/976pt.7 

05135  pt.8.  Testimony  of  Members  of  Congress  and  other  interested  individuals  and  organiza- 

tions. 1975.  iii       +  1-871      +  viii  p.  il.      +     •Item  1011 

Y  4.Ap6/l:P96/l4/976/pt.8 

05136  Second  supplemental  appropriation  bill,  1975,  hearings,  pt.l,  before  sub- 

committee, 94th  Congress,   1st  session.   1975.  iii     +   1248     +  xii  p. 
il.     +     •Item  1011 

Y  4.Ap  6/1  :Ap  6/2/975-4/pt.  1 

05137  Second  supplemental  appropriation  bill,  1975,  hearings,  pt.2,  before  sub- 

committee, 94th  Congress,    1st   session.    1975.   iii     +   733     +   vii  p. 
il.     +     •Item  1011 

Y  4.Ap  6/l:Ap  6/2/975-4/pt.2 

Treasury,  Postal  Service,  and  general  government  appropriations  for 
fiscal  year  1976,  hearings  before  subcommittee  ,  94th  Congress,  1st 
session. 

05138  pt.l.  Department  of  Treasury.  1975.  iii     +893     +  v  p.  il.     +     •Item  1011 

Y  4.Ap6/l:T  71/976/pt.l 

05139  pt.2.  Postal  Service.  1975.  iii     +  247     +  iv  p.      *■     •Item  1011 

Y  4.Ap  6/1  :T  71/976/pt.2/     * 

Armed  Services  Committee,  House  Washington,  DC  20515 

Note.— These  papers  consist  largely  of  hearings.  They  are  paged  continuously  for  binding  at 
the  end  of  session  of  Congress  under  title  'Hearings  before  Committee  on  Armed  Services  of 
the  House  of  Representatives  on  sundry  legislation  affecting  the  naval  and  military  establishments.' 
Title  page,  contents,  and  index  are  issued  for  each  volume. 

Paper,  93d  Congress. 

05140  43,pt.4.    Hearings   on   military  posture  and    H.R.    12564:pt.   4,   Subcommittee    1   (research 

and  development)  research,  development,  test,  and  evaluation,  title  2.  H.R.  12564. 
Mar.5-Apr.8,  1974.  1974.  3447-4474  +  vi  p.  *  Paper,  S7.80  (S/N  5270-0236).  •Item 
1012 

Y  4.Ar  5/2  a:973-74/43/pt.4 

05141  76.   Review  of  Department  of  Defense  worldwide   communications,   phase   3,  report  of 

Special  Subcommittee  on  Defense  Communications,  93d  Congress,  2d  session;  Feb. 7, 
1975.  1975.  v     +  12  p.     +     •Item  1012 

Y  4.Ar  5/2  a:973-74/76 

05142  82, pt.2.  Current  status  of  shipyards.   1974,  hearings  before  Seapower  Subcommittee,  93d 

Congress,  2d  session,  private  shipyards,  July  26-Sept.  16,  1974.  1974.  ii  +  609- 
1162     +  iv  p.  il.     *  Paper,  $4.65  (S/N  052-070-02708-8).     •Item  1012 

Y  4.Ar  5/2  a:973-74/82/pt.2 

05143  82, pt.3.  Current  status  of  shipyards,  1974,  hearings  before  Seapower  Subcommittee,  93d 

Congress,  2d  session,  governmental  actions,  Sept.  18-Oct.10.1974.  1974.  ii  +  1163- 
1554      +  v  p.  il.     *  Paper,  S3.50.     •Item  1012 

Y  4.Ar  5/2  a:973-74/82/pt.3 
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Paper,  94th  Congress. 

05144  8,pt.l.   Hearings  on  military  posture  and   H.R.3689  (H.R.6674),  Department  of  Defense 

authorization  for  appropriations  for  fiscal  year  1976,  94th  Congress,  1st  session: 
pt.l,  Military  posture  and  procurement  of  aircraft,  missiles,  tracked  combat  vehicles, 
torpedoes  and  other  weapons, title  1  , H.R.3689, general  provisions, title 
7,H.R.3689,Feb.  18-May  6, [1975]  1975.  ii  +1908  +  xii  +  xi  p.  il.  *  Paper.Sl  5.75 
(S/N  052-070-02871-8).     •Item  1012 

Y  4.Ar  5/2  a:975-76/8/pt.l 

05145  8,pt.3.   Hearings  on  military  posture  and   H.R.3689  (H.R.6674),  Department  of  Defense 

authorization  for  appropriations  for  fiscal  year  1976  and  1977,  94th  Congress,  1st 
session:  pt.3.  Subcommittee  no. 2  (Seapower);  Procurement  of  naval  vessels,  title 
1  (H.R.6674),  Mar.  4-17,  1975.  1975.  ii  +  3003-3733  +  ii  p.  il.  *  Paper,  $5.85. 
•Item  1012 

Y  4.Ar  5/2  a:975-76/8/pt.3 

05146  10.   Hearings  on  H.R.3363,  H.Con.Res.    142  and   H.R.4831    before  Subcommittee  on  In- 

vestigations, 94th  Congress,  1st  session.  1975.  iv     +  401  p.  il.     +     •Item  1012 

Y  4.Ar  5/2  a:975-76/10 

Banking,  Currency,  and  Housing  Committee,  House  Washington,  DC 
20515 

05147  Audit  of  Federal  Reserve,  hearings  before  Subcommittee  on  Domestic 

Monetary  Policy,  94th  Congress,  1st  session  ,  on  H.R.  4316,  Mar.18- 
May  8,1975.  1975.  vi     +  739  p.il.     +    •Item  1013 

Y4.B  22/  1:F  31/44 

05148  Briefing  on  East-West  trade,  hearing  before  Subcommittee  on  Interna- 

tional Trade,  Investment  and  Monetary  Policy,  94th  Congress,  1st 
session,  Mar.  19,  1975.  1975.  iii     +  56  p.     +     •Item  1013 

Y4.B  22/l:T67 

05149  Briefing  on  Export-Import  Bank,  hearings  before  Subcommittee  on  In- 

ternational Trade,  Investment  and  Monetary  Policy,  94th  Congress, 
1st  session,  Mar.  5,  1975.  1975.  iii     +  16  p.     +     •Item  1013 

Y4.B22/1:  Ex  7/22 

05150  Briefing  on  Operation  Independence,  hearing  before  Subcommittee  on 

International  Trade,  Investment  and  Monetary  Policy,  94th  Congress, 
1st  session,  Mar.  12,  1975.  1975.  iii     +  37  p.     +     •Item  1013 

Y4.B  22/1  :Ap  2 

05151  Consumer  information,  hearings  before  Subcommittee  on  Consumer  Af- 

fairs, 94th  Congress,  1st  session,  Feb.27-Apr.l5,1975.  1975.  iv  + 
156  p.     +     •Item  1013 

Y4.B22/1:  C  76/7 

05152  Economics  of  energy  and  natural  resource  pricing,  compilation  of  re- 

ports and  hearings  of  Ad  Hoc  Committee  on  Domestic  and  Interna- 
tional Monetary  Effect  of  Energy  and  Other  Natural  Resource  Pric- 
ing; Mar.  1975.  1975.  v  +  753  p.  il.  (Committee  print,  94th  Congress, 
1st  session.)  + 

Y4.B22/l:En2/2 

05153  Home   heating  efficiency   act  of    1975,   hearing   before   Subcommittee 

on  Housing  and  Community  Development,  94th  Congress,  Istsession, 
on  H.R.3573  and  H.R.2650  (Titles  10  and  11),  Apr.  7,1975.  1975. 
iv     +  115  p.     +     •Item  1013 

Y4.B  22/1  :H  35/2 

05154  To  amend  Equal  credit  opportunity  act  of  1974,  hearings,  before  Sub- 

committee on  Consumer  Affairs,  94th  Congress,  1st  session,  on 
H.R.3386,  Apr.  22  and  23,  1975.  1975.  iv     +  141  p.     +     •Item  1013 

Y4.B  22/ 1:C  86/15 
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Banking,  Housing,  and  Urban  Affairs  Committee,  Senate  Washington, 
DC  20510 

05155  Variable  rate  mortgages,  hearings,  94th  Congress,  1st  session  on  Federal 

Home  Loan  Bank  Board's  proposed  regulations  relating  to  variable 
rate  mortgages,  Apr.  14-17,1975.  1975.  v  +  495  p.  il.  +  •Item 
1035 

Y4.B  22/3:M  84/16 

Budget  Committee,  House  Washington,  DC  20515 

05156  Fiscal  year   1976  budget  and  economy,   hearings,  94th  Congress,    1st 

session,  Feb.  20-Mar.  10,  1975.  1975.  iv  +  587  p.  il.  +  •Item 
1009 

Y  4.B  85/3:Ec  7/2/976 

Committees,  Select  Committee  on,  House  Washington,  DC  20515 

Working  papers  on  House  committee  organization  and  operation,  93d 
Congress;  June  1973. 

05157  Information    systems    support    to    House    of    Representatives,    [by]    Frank    Ryan    .    1973. 

ii      +  7  p.     # 

Y  4.C  73/6:Or  3/32 

05158  (Legislative   intelligence  and  committee   system;   by |   Edward   V.   Schneier   .   jr.    1973.   ii 

+  6  p.     # 

Y  4.C  73/6:Or  3/11 

District  of  Columbia  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

05159  A.  International  community  in  Washington,  oversight  hearings  before  Subcommittee  on 

Labor,  Social  Services  .  and  the  International  Community,  93d  Congress.  1st  session, 
Apr.  5.  1973.  1974.  iii      +  72  p.  il.  +       •Item  1014 

Y  4.D63/L93-A 

05160  20.   Smallpox  vaccination   repeal,  hearings,  before  Subcommittee  on  Labor,   Social  Ser- 

vices, and  the  International  Community,  93d  Congress,  2d  session,  on   H.R.  8747, 
Jan.  22,  1974.  1975.  iii     +  31  p.  +       •Item  1014 

Y  4.  D  63/1:93-20 

05161  27.  Urban  Development  Corporation  and  Fort  Lincoln,  hearing.  93d  Congress,  2d  session. 

on  H.R.  14507,  May  7,  1974.  1975.  vi      +  220  p.      +     ©Item  1014 

Y  4. D  63/1:93-27 

05162  28.   Amend   DC.   motor   vehicle   safety   responsibility   act,    hearing  before  Subcommittee 

on   Business,  Commerce   ,  and  Taxation,  93d  Congress,  2d  session  on   H.R.  5686, 
May  8.  1974.  1974.  iv      +  44  p.      +     •Item  1014 

Y  4. D  63/1:93-28 

Education  and  Labor  Committee,  House  Washington,  DC  20515 

05163  Comprehensive  older  Americans  services  amendments  of  1973  and  re- 

lated programs,  hearings  before  Subcommittee  on  Select  Education, 
94th  Congress,  1st  session  on  p.l.  93-29,  Jan.  30-Feb.  4,  1975.  1975. 
vii     +  426  p.  il.      +     •Item  1015 

Y4.Ed8/l:CL  1/6 

05164  Equal  opportunity  and  full  employment,  hearing  before  Subcommittee 

on  Equal  Opportunities,  94th  Congress,  1st  session,  on  H.R.  50, 
Feb.  25,  1975,  pt.  1.  1975.  iii     +  153  p.  il.     +     •Item  1015 

Y  4.Ed8/l:Em  7/16/pt.  1 

05165  Equal  opportunity  and  full  employment,  hearings,  pt.  2,  before  Subcom- 

mittee on  Equal  Opportunities,  94th  Congress,  1st  session,  on  H.R. 
50,  Mar.  18,  1975.  1975.  iii     +  62  p.     +     •Item  1015 

Y4.Ed8/l:Em  7/16/pt.2 
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Federal  higher  education  programs  institutional  eligibility,  hearings  be- 
fore Special  Subcommittee  on  Education,  93d  Congress,  2d  session. 

05166  2  a.  Civil  rights  obligations,  Aug.8-Sept.25, 1974.  1975.  v     +  747  p.  il.     +     •Item  1015 

Y4.Ed  8/1  :Ed  8/49/pt.2  a 

05167  Investigation  of  unemployment  among  agricultural  workers  in  Hawaii, 

Jan.  1-8,  1974.  Subcommittee  on  Agricultural  Labor;  Jan.  1975.  1975. 
ii     +  43  p.  il.  (Committee  print,  93d  Congress.)  + 

Y  4.Ed  8/1  :Ag  8/5 

05168  Rules  of  Committee  on  Education  and  Labor;  Jan. 1975.  1975.  vii 

+  29  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y4.Ed  8/  1:R  86/975 

05169  Student  financial  assistance  (institutional  aid),  hearings  before  Special 

Subcommittee  on  Education,  93d  Congress,  2d  session,  pt.7,  June 
17-19,  1974.  1974.  iv     +  187  p.  il.     +    •Item  1015 

Y4.Ed8/l:St9/3/974/pt.7 

Student  financial  assistance,  hearings  before  Special  Subcommittee 
on  Education,  93d  Congress,  1st  and  2d  sessions  ,  Oct.,  1973-July, 
1974. 

05170  pt.10.    Index   to  pts.    1-9.    1975.   ii     +    43    p.   [Hearings   held   in   Washington,   D.C.   and 

Miami,  Fla.]  +      #Item  1015 

Y4.Ed8/l:St  9/3/974/pt.lO 

Student  financial  assistance,  hearings  before  Special  Subcommittee 
on  Education,  93d  Congress,  2d  session. 

05171  pt.9.  Seminars,  July  2-15,  1974.  1974.  iv     +  168  p.     +     •Item  1015 

Y4.Ed8/l:St  9/3/974/pt.9 

05172  Summary  of  major  legislative  action  of  Committee  on  Education  and 

Labor,  93d  Congress;  Jan.  1975.  1975.  in"  +  32  p.  (Committee  publi- 
cation.) + 

Y  4.Ed  8/l:Ac  8/3 

International  Relations  Committee,  House  Washington,  DC  20515 

05173  Authorizing  United  States  funding  for  United   Nations  Middle  East 

peacekeeping  forces,  hearings,  before  Subcommittee  on  International 
Organizations,  94th  Congress,  1st  session,  on  H.R.5457,  Apr.  8,  1975. 
1975.  iii     +  12  p.     +     ©Item  1017 

Y  4.1n  8/16:58 

Foreign  Affairs  Committee,  House  Washington,  DC  20515 

05174  Complex  of  United  States-Portuguese  relations,  before  and  after  coup, 

hearings  before  Subcommittee  on  Africa,  93d  Congress,  2d  session, 
Mar.  14-Oct.  22,  1974.  1974.  vi     +  574  p.  il.     +     •Item  1017 

Y4.F  76/1  :P  83/3 

05175  Crisis  of  African  drought,  hearings,  before  Subcommittee  on  Africa, 

93d  Congress,  2nd  session,  Nov.  19,  1974.  1975.  iii  +  143  p.  il. 
+     #Item  1017 

Y  4.F  76/1: Af  8/18 

05176  Europe,  south  and  east,  redefining  American  interest,  report  of  study 

mission  Portugal,  Greece,  Yugoslavia,  and  Hungary  from  Jan.  1-12, 
1975,  pursuant  to  H.Res.267;  Mar.  1975.  1975.  vii  +  28  p. 
(Committee  print,  94th  Congress,  1st  session.)  + 

Y4.F76/l:Eu7/21 
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05177  Greece  and  Turkey,  some  military  implications  related  to  NATO  and 

Middle  East,  prepared  for  Special  Subcommittee  on  Investigations 
by  Congressional  Research  Service,  Library  of  Congress;  Feb.  28, 
1975.  1975.  ix  +  63  p.  il.  (Committee  print,  94th  Congress,  1st  ses- 
sion.) + 

Y4.F  76/1  :G  81/8 

05178  Rhodesian  sanctions  bill,  hearings,  pt.l,  before  Subcommittee  on  Inter- 

national Organizations,  94th  Congress,  1st  session,  Feb.  26  and  Mar. 
11,  1975.  1975.  iii     +114  p.  il.     +     •Item  1017 

Y4.F76/1:R  34/6/pt.l 

05179  U.S.  policy  and  International  Energy  Agency,  hearings  before  Subcom- 

mittee on  International  Organizations  and  Movements  and  on  Foreign 
Economic  Policy,  93d  Congress,  2d  session,  Dec.  18  and  19,  1974. 
1975.  iii     +  59  p.      +     •Item  1017 

Y4.F  76/1  :En  2/3 

05180  United  States  and  Chile  during  Allende  years,  1970-73,  hearings  before 

Subcommittee  on  Inter-American  Affairs,  July  1,  1971-Sept.  18,  1974. 
1975.  vi     +  677  p.     *  Paper,  $5.50.     •Item  1017 

Y4.F  76/ 1:C  43/5/970-73 

05181  United  States  post-disaster  assistance  to  Pakistan,  report  of  staff  survey 

mission  to  Pakistan  pursuant  to  H. Res. 267.  1974.  v  +  30  p. 
(Committee  print,  93d  Congress,  2d  session.)  + 

Y4.F  76/1  :P  17/6 

05182  United   States-Europe   relations   and    1973   Middle   East  war,   hearings 

before  Subcommittee  on  Europe  and  on  Near  East  and  South  Asia, 
93d  Congress,  1st  and  2d  sessions,  Nov.  1,  1973  and  Feb.  19,  1974. 
1974.  vi     +  79  p.      +     •Item  1017 

Y4.F  76/ 1:M  58/11 

05183  Vietnam  and  Korea,  human  rights  and  U.S.  assistance,  study  mission 

report;  Feb.  9,  1975.  1975.  vi  +  15  p.  (Committee  print,  94th  Con- 
gress, 1st  session.)  + 

Y4.F  76/1  :H  88/7 

05184  Weather  modification  as  weapon  of  war,  hearing  before  Subcommittee 

on  International  Organizations  and  Movements,  93d  Congress,  2d 
session,  on  H.Res.116  and  329,  Sept.24,1974.  1974.  iii  +  39  p.  il. 
+     •Item  1017 

Y4.F76/1:W37 

Government  Operations  Committee,  House  Washington,  DC  20515 

05185  Access   to  records,   hearings   before   subcommittee  93d   Congress,   2d 

session  on  H.R.I 2206  and  related  bills,  Feb.  19-May  16,  1974.  1974. 
iv     +338  p.     *  Paper,  $3.00.     •Item  1016 

Y  4.G  74/7: R  24/7 

05186  Activities  of  House  Committee  on  Government  Operations,  93d  Con- 

gress, 1st  and  2d  sessions,  1973-74,  pursuant  to  House  rule  11,  29 
(a)  and  (b);  Dec.  1974.  1974.  xii  +  [1]  +  173  p.  (Committee  print, 
93d  Congress,  2d  session.)  + 

Y  4.G  74/7:Ac  8/3/973-74 

05187  Cost  of  living  council,   Federal  energy  office   procedures  concerning 

petroleum  price  increases,  hearings,  pt.3,  before  subcommittee.  93d 
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Congress,  2d  session,  Aug.  1-Oct.  3,  1974.  1974.  iii  +  133  p.  il. 
+     •Item  1016 

Y4.G74/7:P44/pt.3 

05188  Regulations  for  certain  protective  services,  hearing  before  subcommit- 

tee, 94th  Congress,  1st  session  on  H.R.  1244,  Apr.  10,  1975.  1975. 
iii     +  31  p.     +     •Item  1016 

Y  4.G  74/7:R  26 

Interior  and  Insular  Affairs  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

05189  40.  Production  of  oil  and  gas  on  public  lands,  hearings  before  Subcommittee  on  Public 

Lands,  93d  Congress  ,  1st  and  2d  session  on  H.R.  11840,  Dec.  18,  1973- Mar.  15, 1974. 
1974.  vi     +  651  p.  il.     +     ©Item  1023 

Y4.In  8/14:93-40 

05190  46.  Oil  shale,  mining  and  energy,  hearings,  before  Subcommittee  on  Mines  and  Mining, 

93d   Congress,   2d   session,   Mar.    14-Aug.   8,    1974.    1974.   iv     +    215  p.     +     •Item 
1023 

Y  4.1n  8/14:93-46 

05191  70.  Project  Independence  blueprint,  hearings  before  Subcommittee  on  Environment,  93d 

Congress,   2d   session    ,   Nov.   21    and   25,    1974.    1975.    iii     +    169  p.   il.      +     •Item 
1023 

Y  4.1n  8/14:93-70 

[Committee  publication]  serial,  94th  Congress. 

05192  6.  Federal  coal  leasing,  hearing  before  Subcommittee  on  Mines  and  Mining,  94th  Con- 

gress,   1st   session   on   H.R.3265,    Mar. 14,1975.    1975.    iii     +    169   p.    [Hearings   held 
in  Washington,  D.C.)      +     •Item  1023 

Y  4. In  8/14:94-6 

International  Relations  Committee,  House  Washington,  DC  20515 

05193  Arms  control  and  disarmament  act  amendments,  hearings,  before  Sub- 

committee on  International  Security  and  Scientific  Affairs,  1st  ses- 
sion, on  H.R.  1550  and  H.R.  4265,  Apr.  8  and  10,  1975.  1975.  v 
+  88  p.     +     •Item  1017 

Y  4.1n  8/16:Ar  5 

Note.— See  also  entry  05173. 

05194  Department  of  State  authorization  for  fiscal  year  1976,  hearings  before 

Subcommittee  on  International  Operations,  94th  Congress,  1st  ses- 
sion, Apr.  15  and  21,  1975.  1975.  iii     +  55  p.  il.     +     •Item  1017 

Y4.In8/16:St2/976 

05195  Legislation  on  International  Energy  Agency,  hearing,  before  Subcom- 

mittees on  International  Organizations  and  on  International 
Resources,  Food,  and  Energy,  94th  Congress,  1st  session, 
Mar.26,1975.  1975.  iii     +  79  p.  +      •Item  1017 

Y  4.1n  8/16:En  2 

Interstate  and  Foreign  Commerce  Committee,  House  Washington,  DC 
20515 

05196  Clean  air  act  amendments,   1975,   prepared  by   staff;  Mar.1975.   1975. 

iii     +  22  p.  (Committee  print  5,  94th  Congress,  1st  session.)  + 

Y  4.1n  8/4:Ai  7/34 

05197  Northeast  rail   problem,   background   information,   prepared   by   staff; 

Feb.3,  1975.  1975.  iii  +  136  p.  (Committee  print,  94th  Congress, 
1st  session.)  + 

Y4.In8/4:R  13/61/2 
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05198  Overview  of  medical  malpractice;  Mar.  17,  1975;  [with  list  of  references]. 

1975.  iv     +  276  p.  il.  (Committee  print  4,  94th  Congress  1st  session.) 
[Includes  list  of  additional  references.]     # 

Y4.In  8/4:M  46/13 

[Committee  publication]  serial,  93d  Congress. 

05199  77.  Freight  rates  for  recyclable  materials,  hearings,  before  Subcommittee  on  Transports 

tion  and  Aeronautics.  93d  Congress,  2d  session,  on  H.R. 6637  and  H.R.I 2536,  Mar. 
12-14,  1974.  1974.  v      +  235  p.  il.        t      •Item  1019 

Y  4. In  8/4:93-77 

05200  106.    Franchised   petroleum   dealers,   hearings   before   Subcommittee   on   Communications 

and  Power.  93d  Congress.  2d  session  on  HR. 16510.  H.R. 13670,  H.R. 15274.  H.R. 16257 
and  S.I694  (and  all  identical  bills).  Sept.  20  and  23,  1974.  1975.  v      +  254  p. 
+     •Item  1019 

Y  4.1n  8/4:93-106 

05201  110.   Fluorocarbons,   impact  on  health  and   environment,   hearings  before  Subcommittee 

on  Public  Health  and  Environment,  93d  Congress,  2d  session  on  H.R. 1 7577  and 
H.R. 17545.  Dec.  II  and  12,  1974.  1975.  vi     +  465  p.  il.      +     •Item  1019 

Y  4.1n  8/4:93-110 

05202  112.  Policies  and  procedures  of  the  CAB,  ratemaking,  hearing  before  Special  Subcommit- 

tee on  Investigations,  93d  Congress,  2d  session,  Nov.  26,  1974.  1975.  iii  *  144 
p.     -»     •Item  1019 

Y  4.1n  8/4:93-112 

[Committee  publication]  serial,  94th  Congress. 

05203  1.    Fmergency   assistance   to   northeast   railroads,    hearings    94th   Congress,    1st   session 

on  H.R.205I  and  S.281,  Feb.  4  and  5,  1975.  1975.  v  +  235  p.  il.  +  •Item 
1019 

Y  4.1n  8/4:94-1 

05204  3.  Health  manpower  programs,  hearings  before  Subcommittee  on  Health  and  Environ- 

ment, 94th  Congress,  1st  session  on  H.R. 2956,  H.R.2957,  H.R. 2958,  and  H.R.  3279 
(and  all  identical  and  similar  bills),  Feb.  20  and  21  ,  1975.  1975.  viii  +  714  p. 
+     •Item  1019 

Y  4.1n  8/4:94-3 

05205  5.  AMTRAK  authorization,  hearings  before  Subcommittee  on  Transportation  and  Com- 

merce. 94th  Congress,  1st  session,  on  H.R.3282  and  H.R.4718,  Mar.  11-13.  1975. 
1975.  iii     +  124p.il.     +     •Item  1019 

Y  4.1n  8/4:94-5 

05206  8.    Health   insurance   for  unemployed,    hearings   before   Subcommittee   on    Health   and 

Fnvironment,  94th  Congress,  1st  session  on  H.R.4004  [and  other  bills).  Mar.  10- 
12.  1975.  1975.  v     +  277  p.     +     •Item  1019 

Y  4.1n  8/4:94-8 

05207  9.   Noise  control  act  extension,  hearings  before  Subcommittee  on  Transportation  and 

Commerce.  94th  Congress,  1st  session  on  H.R.  5272.  1975.  iv  +  103  p.  il.  + 
•Item  1019 

Y  4.1n  8/4:94-9 

05208  10.  Tourist  travel  promotion, hearings  before  Subcommittee  on  Transportation  and  Com- 

merce, 94th  Congress,  1st  session,  on  H.R.4449,  Mar.  18  and  19,  1975.  1975.  iv 
+  88  p.     +     •Item  1019 

Y  4. In  8/4:94-10 

05209  11.    National   Institutes   of   Health,    oversight,   hearing   before    Subcommittee    on    Health 

and  Environment,  94th  Congress,  1st  session,  Apr.  21,  1975.  1975.  iii  +  43  p. 
+     •Item  1019 

Y  4.1n  8/4:94-11 

05210  7.  Office  of  Telecommunications  policy  overview  hearings  before  Subcommittee  on  Com- 

munications, 94th  Congress,  1st  session,  Mar.  13,  1975.  1975.  iii     +  79  p.      + 
•Item  1023 

Y  4.1n  8/4:94-7 

Judiciary  Committee,  House  Washington,  DC  20515 

05211  Debate  on  nominaton  of  Nelson  A.  Rockfeller  to  be  Vice  President 

of  United  States,  meeting;  Dec.  12,  1974.  1975.  ii     +  46  p.  + 

Y4.J89/l:R59/2 

05212  Federal  rules  of  evidence,  effective  July   1,   1975.   1975.  vi     +  28  p. 

*  Paper,  65c.  (S/N  052-070-02850-5). 

Y4.J  89/1  :R  86 
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05213  Summary  of  activities  of  Committee  on  Judiciary,  93d  Congress;  Dec. 

1974.  1975.  iv     +  72  p.  (Committee  print  ,  93d  Congress.)  + 

Y4.J  89/1: Ac  8/974-2 

[Committee  publication]  serial,  93d  Congress. 

05214  51.   Bureaucratic   accountability   act  of   1974,   hearing,  before   Subcommittee   on  Crime, 

93d  Congress,  2d  session,  on  H.R.  6667,  Mar.  27,   1974.    1974.  iii    +    83  p.    + 
•Item  1020 

Y4.J  89/1:93-51 

05215  60.  Pardon  of  Richard   M.  Nixon,  and  related  matters,  hearings,  before  Subcommittee 

on    Criminal   Justice,   93d   Congress,    2d   session,    Sept.   24-Oct.    17,    1974.    1975.   iv 
+  271  p.     +     ©Item  1020 

Y4.J  89/1:93-60 

05216  62.   Civil  rights   aspects   of  general   revenue   sharing,   hearing  before   Subcommittee   on 

Civil   Rights   and   Constitutional   Rights,   94th   Congress,    1st   session,   Sept.   6,1973. 
1975.  iii     +  44  p.     +     •Item  1020 

Y  4.J  89/1:93-62 

[Committee  publication]  serial,  94th  Congress. 

05217  1.    Extension   of   Voting   rights   act,   hearings,   pt.l,   before    Subcommittee   on   Civil   and 

Consultational  Rights,  94th  Congress,    1st  session  on  H.R.939,  H.R.2148,  H.R.3247, 
and  H.R.3501,  Feb.  25-Mar.  25,  1975.  1975.  vi  +  935  p.  il.     +     •Item  1020 

Y4.J  89/ 1:94-1 /pt.l 

05218  3.  Antitrust  parens  patriae  amendments,   hearings  before  Subcommittee  on   Monopolies 

and  Commercial  Law,  94th  Congress,    1st  session  on  H.R. 38  and  H.R.2850,  Feb.20 
and  Mar.6,1975.  1975.  iii     +  117  p.     +     •Item  1020 

Y  4.J  89/1:94-3 

05219  4.  Indochina  refugees,  hearings,  before  Subcommittee  on  Immigration,  Citizenship,  and 

International  Law,  94th  Congress,  May  5-7,  1975.  1975.  iv     +   129  p.  il.     +     •Item 
1020 

Y  4.J  89/1:94-4 

05220  5.   Protective  services  provided  by   U.S.    Secret  Service,   hearing  before  Subcommittee 

on    Administrative    Law   and   Governmental   Relations,    94th   Congress,    1st   session 
on  H.R.1244,  Feb.  6,  1975.  1975.  iii     +  35  p.  +      •Item  1020 

Y  4.J  89/1:94-5 

05221  6.   Amendments  to  Federal  rules  of  criminal  procedure,  hearings  before  Subcommittee 

on  Criminal  Justice,  94th  Congress,  1st  session,  Feb.  26-Mar.26,1975.  1975.  v 
+  322  p.     *Paper,$3.00.     •Item  1020 

Y  4.J  89/1:94-6 

05222  7.  National  emergencies  act,  hearings  before  Subcommittee  on  Administrative  Law  and 

Governmental   Relations    ,   94th   Congress,    1st   session,   on   H.R. 3884,    Mar.   6- Apr. 
9,  1975.  1975.  iv     +118  p.     +     •Item  1020 

Y  4. J  89/1:94-7 


Merchant  Marine  and  Fisheries  Committee,  House  Washington, 
20515 


DC 


05223  Merchant  marine  act,   1936,  Shipping  act,   1916,  and  related  acts,  (as 

amended   through   93d   Congress);   Jan.    1975.    1975.    xii     +    336  p. 
(Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.M  53:M  53/33/975 

[Committee  publication]  serial,  93d  Congress. 

05224  36.  Fish  and  wildlife  miscellaneous,  pt.  4,  Hearings  before  Subcommittee  on  Fisheries 

and  Wildlife  Conservation  and  Environment,  93d  Congress,  2d  session  on  H.R.I 5039 
[and  other  bills],  June  10-Aug.  9,  1974.  1974.  vii     +  281  p.     +     ©Item  1021 

Y  4.M  53:93-36 

05225  37.  Fishery  jurisdiction,  hearings  before  Subcommittee  on  Fisheries  and  Wildlife  Conser- 

vation and  Environment,  93d  Congress  2d  session  on  H.R.200[and  other  bills]. 
May  10-3ct.l8,1974  [and]  fishery  promotion  4une  11,  1974.  1974.  xi  +  889  p.  il. 
[Hearings  held  in  Portland,  Maine,  Islip,  N.Y.,  Toms  River,  N.J.,  Hampton,  Va., 
Biloxi,  Miss.,  New  Orleans,  La.,  New  Bedford,  Mass.,  Panama  City,  Fla.,  Corpus 
Christi,  Tex.,  San  Perdo,  Calif.]     +     ©Item  1021 

Y  4.M  53:93-37 

05226  42.  Oceanography  miscellaneous,  hearings   before  Subcommittee  on  Oceanography,  93d 

Congress,   2d   session    on    Law   of   sea  conference   briefing,  authorization   increase, 

Federal  State  relationships  in  coastal  zone,  Sept.  25-Dec.  11,  1974.  1975.  vi  + 
327  p.  il.     +     •Item  1012 

P  Y  4.M  53:93-42 
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[Committee  publication]  serial,  94th  Congress. 

05227  I.   Maritime  authorization,   F>    1976,  hearings  before   Subcommittee  on   Merchant   Marine. 

94th  Congress.  1st  session  on  H.R  3902,  Mar.  5  |and|  6.  1975.  1975.  iv  +  166 
p.      ♦     •Item  1021 

Y  4.M  53:94-1 

Post  Office  and  Civil  Service  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  94th  Congress. 

05228  6.   Insurable  interest  annuities,  hearings   before  Subcommittee  on   Retirement  and   Em- 

ployee Benefits.  94th  Congress,  1st  session  on  H.R.  4260,  Mar.  20  |and|  24.  1975. 
1975.  iii     +  37  p.      +      •Item  1022 

Y  4. P  84/10:94-6 

[Committee  publication]  serial,  93d  Congress. 

05229  58.   Unresolved  audit  exceptions,  hearing  before  Subcommittee  on  Retirement  and  Em- 

ployee Benefits,  93d  Congress,  2d  session,  Dec.  17,  1974.  1974.  iii      +  28  p. 
+      ©Item  1022 

Y  4.P  84/10:93-58 

[Committee  publication]  serial,  94th  Congress. 

05230  7.  Retirement  credit  for  services  rendered  States  and  other  Government  instrumentalities. 

hearings  before  subcommittee  on  retirement  and  employee  benefits,  94th  Congress 
1st  session,  on  H.R.  2745.  Mar.  12-Apr.  9.  1975.  1975.  iii  +  66  p.  t  •Item 
1022 

Y  4.  P  84/10:94-7 

05231  8.  Economic  and  social  statistics  for  Americans  of  Spanish  origin,  hearing  before  Sub- 

committee on  Census  and  Poputlation.  94th  Congress,  1st  session,  on  H.J. Res.  92, 
Mar.21. 1975.  1975.  vi      +  64  p.      +     ©Item  1022 

Y  4. P  84/10:94-8 

05232  12.  Briefing  by  Comptroller  General,  hearing,  94th  Congress.  1st  session.  Mar.  20,  1975. 

1975.  iii  +  78  p.     +     •Item  1022 

Y4.P  84/10:94-12 

05233  14.  Designate  November   II   as  Veterans  Day,  hearing,  before  Subcommittee  on  Census 

and  Population,  94th  Congress,  1st  session,  on  H.R.  1858,  Apr.  14,  1975.  1975. 
iii      +  62  p.  il.      +     ©Item  1022 

Y  4.P  84/10:94-14 

05234  15.    Briefing  by   Civil   Service   Commission,   hearings,   94th   Congress,    1st   session,    Feb. 

26  and  27,  1975.  1975.  iii     +  70  p.  il.     +     •Item  1022 

Y  4.P  84/10:94-15 

05235  17.  Federal  employees'  political  activities  act  of  1975,  hearings,  pt.  I.  before  Subcommit- 

tee on  Employee  Political  Rights  and  Intergovernmental  Programs,  94th  Congress, 
1st  session  on  H.R.  3000,  Mar.25-Apr.10  ,1975.  1975.  iv     +  216  p.     +     •Item  1022 

Y  4.P  84/10:94-17 

05236  9.    Hazardous   duty    coverage    for   U.S.    Customs   and    immigration    inspectors,    hearings 

before  Subcommittee  on  Retirement  and  Employee  Benefits.  94th  Congress,  1st 
session,  on  H.R.4026  and  H.R.4986,  Mar.  17-18,  1975.  1975.  iii  +  64  p.  +  •Item 
1022 

Y  4. P  84/10:94-9 

Public  Works  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

05237  44.  Watershed  projects,   flood  control  project,  legislation  [and]  name  change  legislation. 

hearing  before  Subcommittee  on  Water  Resources,  93d  Congress,  2d  session,  Sept. 
24.  1974.  1974.  vi     +  60  p.  il.  +       ©Item  1024 

Y4.P  96/11:93-44 

05238  50.  Economic  development  programs  under  jurisdiction  of  Committee  on  Public  Workspt 

1,1974  Amendments  to  Public  works  and  economic  development  act  of  1965.  pt. 
2,  Public  works  and  economic  development  act  of  1965,  as  amended,  pt.  3,  Appalachi- 
an regional  development  act  of  1965.  as  amended;  Dec. 1974.  1974.  v  +  115  p. 
+ 

Y4.P96/ 11:93-50 

05239  54.  Committee  on  Public   Works,   House,    legislative  history.  93d  Congress,    1st  session 

convened  Jan. 3, 1973,  adjourned  Dec. 22, 1973.  2d  session  convened  Jan. 21. 1974,  ad- 
journed Dec. 20, 1974.    1975.  vi     +   86  p.  (Committee  print. 93d  Congress, 2d  session.) 

Y4.P  96/11:93-54 
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[Committee  publication]  serial,  94th  Congress. 

05240  1.  Increasing  Federal  share  of  highway  projects;  and  preparation  of  certain   statements 

on  highway  projects  in  States  of  New  York,  Vermont,  and  Connecticut,  hearings 
before  Subcommittee  on  Surface  Transportation,  94th  Congress,  1st  session  on 
H.R.3786  and  related  bills,  and  H.R.3787  and  related  bills,  Mar.5,  and  6,1975.  1975. 
vi     +  307  p.  2  maps     +     •Item  1024 

Y  4.P  96/11:94-1 

Science  and  Astronautics  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  94th  Congress. 

05241  4,  pt.l.    ERDA  authorization,  hearings,   pt.l,    1976  and  transition  period,  conservation, 

before  Subcommittee  on  Energy  Research,  Development  and  Demonstration,  94th 
Congress,  1st  session,  Feb.  18,  1975.  1975.  vi     +  659  p.  il.     +     •Item  1025-A 

Y4.Sci  2:94-1  /4/pt.l 

05242  4,pt.2.    ERDA   authorization,    hearings,    1976   and   transition    period,   geothermal,    before 

Subcommittee  on  Energy  Research,  Development  and  Demonstration,  94th  Congress, 
1st  session,  Feb.  19,  1975.  1975.  v  +  314  p.  il.     +     •Item  1025-A 

Y4.Sci  2:94-1 /4/pt.2 

05243  4,pt.4.    ERDA   authorization,   hearings,    1976   and   transition    period,    solar   and   physical 

research,  before  Subcommittee  on  Energy  Research,  Development  and  Demonstra- 
tion, 94th  Congress,  1st  session,  Feb.  21,  1975.  1975.  xiii  +  700  p.  il.  +  ©Item 
1025-A 

Y  4.Sci  2:94-1 /4/pt.4 

05244  6.    1976   ERDA  authorization,   hearings  before   Subcommittee  on   Environment  and  At- 

mosphere, 94th  Congress,  1st  session,  Feb.  26  and  27,  1975.  1975.  iii  +  146  p. 
+     •Item  1025-A 

Y  4.Sci  2:94-6 

Small  Business,  Select  Committee  on,  House  Washington,  DC  20515 

05245  Emergency  relief  for  small  business  from  fixed-price  government  con- 

tracts, hearing  before  Subcommittee  on  SBA  and  SBIC  legislation, 
94th  Congress,  1st  session,  on  H.R.3207  and  related  bills, 
Mar.21, 1975.  1975.  iv     +  157  p.     +     •Item  1031 

Y4.Sm  l:Em3/2 

05246  Impact    of  foreign    competition    on    U.S.    small   business   in  customs 

brokerage,  ocean  and  air  freight  forwarding,  hearings,  before  Subcom- 
mittee on  Commodities  and  Services  94th  Congress,  1st  session,  Mar. 
24  and  25,  1975.  1975.  iii     +  75  p.     +    ©Item  1031 

Y4.Sm  l:F76/3 

05247  SBA  loans  for  small  businesses  suffering  economic  injury  due  to  public 

utilities  disruptions,  hearing  before  Subcommittee  on  SBA  and  SBIC 
Legislation,  94th  Congress,  1st  session,  Mar.24,  1975.  1975.  iii  + 
83  p.  il.      +    •Item  1031 

Y4.Sm  1:L78 

Veterans'  Affairs  Committee,  House  Washington,  DC  20515 

05248  Medical  research  in  Veterans'  Administration  for  year  beginning  July 

1,  1973  and  ending  June  30,  1974  (fiscal  year  1974);  Mar.  3,  1975. 
1975.  xi  +  110  p.  (House  committee  print  5,  94th  Congress,  1st 
session.)     # 

Y  4.V  64/3  :M  46/10/974 

05249  Veterans'  benefits,  title  38,  United  States  Code;  Dec.  31,  1974.  1974. 

v  +  570  p.  [1]  (Committee  print  167,  93d  Congress,  2d  session.) 
*  Paper,  $6.00  (S/N  052-070-02712-6). 

Y  4.V  64/3 :B  43/6/974 
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Ways  and  Means  Committee,  House  Washington,  DC  20515 

05250  Alternatives  for  consideration  in  energy  program,  based  on  work  done 
by  eight  task  forces  of  majority  members;  Mar.  3,  1975.  1975.  iii 
+  15  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.W  36: En  2/9 

05:51  Analysis  of  administration's  tax  cut  recommendations  and  possible  alter- 
natives, prepared  by  Joint  Committee  on  Internal  Revenue  Taxation; 
Jan.  30,  1975.  1975.  iii  +  43  p.  (Committee  print.)  [Errata,  1  p. 
4°  issued  also.]  + 

Y  4.W  36:T  19/78 

05252  Annual  report  of  Social  Security   Administration  for  fiscal  year  1974 

submitted  io  Congress  by  Department  of  Health,  Education,  and 
Welfare  on  Mar.  14,  1975.  1975.  v  +  64  p.il.  (Committee  print, 
94th  Congress,  1st  session.)  + 

Y4.W36:So  1/33/974 

05253  Brief  summary  of  H.R.2166,  Tax   reduction  act  of   1975,  ordered  on 

Feb.  19,  1975.  1975.  v  +  11  p.  (Committee  print,  94th  Congress, 
1st  session)  + 

Y  4.W  36:T  19/76 

05254  Chairman  Rostenkowski's  suggested  bill  providing  health  insurance  to 

unemployed.  Subcommittee  on  Health;  Mar.  12,  1975.  1975.  [1] 
+  6  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.W  36:H  34/14 

05255  Compilation  of  prepared  statements  presented  by  participants  in  panel 

discussions  together  with  statement  of  Dr.  Arthur  F.  Burns,  chairman, 
Board  of  Governors  of  Federal  Reserve  System  on  State  of  economy 
and  Predident's  tax  proposals;  Jan.27-30,1975.  1975.  iii  +  317  p. 
(Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.w  36:  Ec  7/3 

05256  Digest  of  public  testimony  on  President's  1975  tax  proposals,  prepared 

by  Joint  Committee  on  Internal  Revenue  Taxation;  Feb.  3,  1975. 
1975.  [1]     +  20  p.  (Committee  print.)  + 

Y  4.W  36:T  19/79 

Energy  crisis  and  proposed  solutions,  panel  discussions,  94th  Congress, 
1st  session,  Mar.3-17,  1975. 

05257  pt.l.   Administration   officials,   presenting   details   of   President's   energy   proposals.   Mar. 

3,  1975;  General  economic  discussion  of  the  effect  of  administration  and  other 
energy  programs.  Mar.  4,  1975;  National  energy  needs  and  alternative  sources.  Mar. 
5,  1975.  1975.  xi     +  557  p.  il.     +     •Item  1028 

Y  4.W  36:  En  2/19/pt.l 

05258  pt.2.  Tax  policy  in  energy  sector.  Mar.  6,   1975;  International  financial  aspects  of  energy 

problems.  Mar.  7,  1975.  1975.  xi      +  559-1100  p.  il.      -      •Item  1028 

Y4.W  36:  Kn  2/19/pt.2 

05259  pt.3.  Petroleum  supply,  gas  and  other  energy  sources,  automobile  efficiency  and  conserva- 

tion. Mar.  10-12,  1975.  1975.  xi      +  1101-1578  p.  il.      -      •Item  1028 

Y  4.W  36:  En  2/19/pt.3 

05260  pt.4.    Industrial,    agriculture    and    home    energy    problems.    Mar.13.1975:    transportation. 

Mar. 14. 1975:  additional  testimony  from  government  officials.  Mar.  17,  1975.  1975. 
xi      -1579-2072p.il.      +     •Item  1028 

Y  4.W  36:  En  2/l9/pt.4 

05261  Energy   crisis  and  proposed  solutions,  prepared   statements   presented 

in  panel  discussions  by  administration  officials  outlining  President's 
energy  proposals;  Mar.  3.  1975.  1975.  iii  +  165  p.  il.  (Committee 
print,  94th  Congress,  1st  session.)  + 

Y4.W36:En  2/13 
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05262  Energy   crisis  and  proposed  solutions,   prepared   statements   presented 

in  panel  discussions  on  subject  of  gas  and  other  energy  sources; 
Mar.ll,  1975.  1975.  iii  +  120  p.  il.  (Committee  print,  94th  Congress, 
1st  session.)  + 

Y  4.W  36:En  2/18 

05263  Energy   crisis  and  proposed  solutions,  prepared   statements   presented 

in  panel  discussions  on  subject  of  general  economic  discussion  of 
effect  of  administration  and  other  energy  programs:  Mar.4,  1975. 
1975.  iii  +  55  p.  (Committee  print,  94th  Congress,  1st  session.) 
+ 

Y4.W36:En2/16 

05264  Energy   crisis  and  proposed  solutions,  prepared   statements  presented 

in  panel  discussions  on  subject  of  industrial,  agriculture,  and  home 
energy  problems;  Mar.  13,  1975.  1975.  iii  +  128  p.  il.  (Committee 
print,  94th  Congress,  1st  session.)  + 

Y  4.W  36:En  2/17 

05265  Energy  crisis  and  proposed  solutions,  prepared   statements   presented 

in  panel  discussions  on  subject  of  international  financial  aspects  of 
energy  problems  and  other  issues;  Mar.  7,  1975.  1975.  iii  +  88 
p.  (Committee  Print,  94th  Congress,  1st  session.)  + 

Y  4.W  36:En  2/4 

05266  Energy  crisis  and  proposed  solutions,  prepared   statements  presented 

in  panel  discussions  on  subject  of  National  energy  needs  and  alterna- 
tive sources;  Mar.  5,  1975.  1975.  iii  +  127  p.  il.  (Committee  print, 
94th  Congress,  1st  session.)  + 

Y  4.W  36:En  2/15 

05267  Energy   crisis  and  proposed  solutions,  prepared   statements  presented 

in  panel  discussions  on  subject  of  petroleum  supply;  Mar.10,  1975. 
1975.  iii     +  74  p.il.  (Committee  Print,94th  Congress, 1st  session.)  + 

Y  4.W  36:En  2/5 

05268  Energy   crisis  and  proposed  solutions,  prepared   statements  presented 

in  panel  discussions  on  subject  of  tax  policy  in  energy  sector;  Mar. 
6,  1975.  1975.  iii  +  121  p.  il.  (Committee  print,  94th  Congress, 
1st  session.)  + 

Y  4.W  36:En  2/14 

05269  Energy  crisis  and  proposed  solutions,  prepared   statements  presented 

in  panel  discussions  on  subject  of  transportation  and  other  issues; 
Mar.  14,  1975.  1975.  iii  +77  p.  il.  (Committee  print,  94th  Congress, 
1st  session.)  + 

Y  4.W  36:En  2/12 

05270  Material    relating    to    President's    tax    program    including    President's 

message  and  accompanying  fact  sheet  and  statement  of  secretary 
of  Treasury  presented  in  public  hearings  on  Jan.22,  1975.  1975.  iii 
+  102  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.W  36:T  19/75 

05271  Prepared  statements  presented  by  participants  in  panel  discussions  on 

state  of  economy  and  President's  tax  proposals,  panel  2;  Jan.28, 
1975.  1975.  iii  +110  p.  il.  (Committee  print,  94th  Congress,  1st 
session.)  + 

Y  4.W  36:  Ec  7/4 
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05272  Prepared  statements  presented  by  participants  in  panel  discussions  on 

state  of  economy  and  President's  tax  proposals,  panel  3;  Jan.29, 
1975.  1975.  iii  +  117  p.  (Committee  print,  94th  Congress,  1st  ses- 
sion.) + 

Y  4.W  36:Ec  7/5 

05273  Subcommittee  on  Health,  basic  facts  on  health  insurance  coverage  of 

unemployed;  Mar.ll,  1975.  1975.  iii  +  28  p.  (Committee  print,  94th 
Congress,  1st  session.)  + 

Y4.W36:H  34/12 

05274  Summary   of   statements   presented    in   panel   discussions   on    state   of 

economy  and  President's  1975  legistative  tax  proposals,  prepared  by 
Joint  Committee  on  Internal  Revenue  Taxation;  Jan. 31,  1975.  1975. 
[1]     +  24  p.  (Committee  print.)  + 

Y  4.W  36:  Ec  7/6 

05275  Summary  of  testimony  and  questions  and  answers  during  national  health 

insurance  hearings,  Apr.-July  1974;  Jan.  27,  1975.  1975.  x  +  210 
p.  4°     (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.W  36:H  34/10 

05276  Summary   of  testimony  presented   by  panelists   on  subject  of  energy 

crisis  and  proposed  solutions  on  Mar.  3-14  ,1975,  prepared  with 
assistance  of  Congressional  Research  Service,  Library  of  Congress. 
1975.  vii  +  51  p.  il.  (Committee  print,  94th  Congress,  1st  session.) 
+ 

Y  4.W  36:En  2/10 

05277  93d  Congress  legislative  record   of  Committee   on  Ways   and  Means 

along  with  brief  historical  and  other  pertinent  information  concerning 
committee;  Jan.  2,  1975.  1975.  iii  +  135  p.  (Committee  print,  93d 
Congress,  2d  session.)  + 

Y  4.W  36: L  52/8/975 

PRINTING  JOINT  COMMITTEE  Washington,  DC  20510 

05278  Government  paper  specification  standards,   no.   7,  Revised  standards. 

Feb.18,1975.  [6]  leaves,  4°  [Issued  with  perforations.]  *  Paper,  $2.00 
(basic  and  supplementary  material  for  indefinite  period);  add  60c.for 
foreign  mailing.     •Item  1004-B 

Y4.P93/l:7/7/add.3 

SENATE  Washington,  DC  20510 

05279  Federal  election  campaign  laws,  compiled  under  direction  of  Francis 

R.  Valeo,  Secretary  of  Senate  and  member  ex  officio  of  Federal 
Election  Commission,  by  Patrick  T.  Ortiz  ;  Apr.  1975.  1975.  xi 
+  88  p.     *  Paper,  $1 .30.     •Item  998 

Y  1.3:C  15/4 

Senate  documents 

Note.— All  Senate  documents  entries  which  are   followed  by  a    + ,  may  be  obtained  from  the 
Senate  Document  Room  or  from  the  issuing  office. 

Senate  documents  94th  Congress. 

05280  28.     Semiannual    report    of    Architect     of    Capitol.July     l-Dec.31 ,1974.     pursuant    to 

sec.l05(b).Public  law  454  .88th  Congress:  Feb.20.1975.  1975.  iii     +  175  p.      + 
•Item  996 

94-liS.doc. 
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05281  95.  Amendments  to  budget  for  Department  of  State  and  Department  of  Interior,  commu- 

nication  from   President  of  United   States  transmitting   proposed   amendments;  July 
15,  1974.  1974.  [1]      +  2  p.     +     •Item  996 

93-2rS.doc. 

05282  96.  Amendments  to  budget  for  Veterans'   Administration  communication  from  President 

of    United   States   transmitting   proposed   amendments;    July    15,    1974.    1974.    [1]      + 
2  p.      +     •Item  996 

93-2:S.doc. 

05283  101.  Amendment  to  1975  budget  for  Department  of  Justice,  communication  from  President 

of  United  States  transmitting  amendment;  Aug.6,1974.  [1974.]  2  p.      +     •Item  996 

93-2:S.doc. 

05284  103.    Amendment  to    1975   budget   for  Department  of   Health,   Education,   and   Welfare 

communication  from  President  of  United  States  transmitting  amendments;  Aug.  21, 
1974.1974.(1]     +  1  p.     +     •Item  996 

93-2:S.doc. 

05285  104.   Report  of  Secretary   of  Senate   from   Jan.    1-June   30,    1974;   Aug.   22,    1974.    1974. 

iv      +  949  p.  +  (To  be  sent  to  depository  libraries  in  serial  set  binding). 

93-2:S.doc. 

05286  106.   Supplemental  appropriations  for  fiscal  year  1975  for   Atomic   Energy  Commission, 

communication  from  President  of  United  States  transmitting  request;  Sept.  4,  1974. 
1974.  |3]  p.     +     •Item  996 

93-2;S.doc. 

05287  108.   Amendment  to   1975   budget  for  Department  of  Health,   Education,   and   Welfare, 

communication   from   President  of   United   States  transmitting  amendment;   Sept.  9, 
1974.  [1974.]  3  p.     +     •Item  996 

93-2:s.doc. 

05288  110.  Supplemental  appropriation  for  fiscal  year  1975  in  amount  of  $9,650,000  for  Depart- 

ment of  Labor,  communication  from  President  of  United  States  transmitting  supple- 
mental appropriation;  Sept.19,1974.  [1974.]  2  p.     +     •Item  996 

93-2:S.doc. 

05289  112.  Supplemental  appropriation  for  fiscal  year  1975  for  Judiciary,  communication  from 

President   of    United    States   transmitting   supplemental    appropriation;    Sept. 23, 1974. 
19749  [1]     +  2  p.     +     •Item  996 

93-2:S.doc. 

05290  113.    Seventy-sixth   report   of   National   Society   of   Daughters   of   American    Revolution, 

Mar.l,1972-Mar.l    ,1973.   1975.  vii     +    78  p.l   pi.  (To  be  sent  to  depository  libraries 
in  serial  net  binding.)     *  Paper, $1.45 

93-2:S.doc. 

05291  116.    Supplemental    appropriations    for   fiscal   year    1975    for   Department   of    Commerce 

and  Small  Business  Administration,  communication  from  President  of  Untied  States 
transmitting  request;  Oct.2,1974.  [1974.]  2  p.     +     •Item  996 

93-2:S.doc. 

05292  117.    Supplemental    appropriations    for    fiscal    year    1975    for    United    States    House    of 

Representatives,  communication  from  President  of  United  States  transmitting  request; 
Oct.2,1974.  [1974.]  2  p.     +     •Item  996 

93-2:S.doc. 

05293  121.   Proposed   supplemental   appropriation    for   fiscal   year    1975   for   National   Railroad 

Passenger  Corporation  (AMTRAK),  communication  from  President  of  United  States 
transmitting  proposed  supplemental  appropriation;  Oct.  8,  1974.  [1974.]  2  p.     + 
•Item  1008-A 

93-2:S.doc. 

05294  124.   Congressional   budget  and   impoundment  control   act   of   1974   (Public    law  93-344) 

communication   from   President  of  United   States;   Nov. 18, 1974.   [1974.]    [1]     +    2  p. 
+     •Item  996 

93-2;S.doc. 

05295  125.  Proposed  supplemental  appropriation  for  fiscal  year  1975  for  General  Services  Ad- 

ministration's Federal  buildings  fund;   Nov.18,1974.  [1974.]  [1]     +   2  p.     +     •Item 
996 

93-2iS.doc 

05296  126.  Proposed  supplemental  appropriation  for  Federal  Energy  Administration,  communica 

tion  from  President  of  United  States,  transmitting  proposed  supplemental  appropria 
tion;  Nov.  18,  1974.  1974.  [1]      +  1  p.  +       •Item  996 

93-2:S.doc 

05297  127.   Proposed   supplemental  appropriations  for  Department  of  Interior,   communication 

from  President  of  United  States  transmitting  proposed   supplemental  appropriations 
Nov.18,1974.  1974.  [1]     +  2  p.  +       •Item  996 

93-2:S.doc 

05298  128.  Amendment  to  budget  for  fiscal  year  1975  for  Department  of  Agriculture  communica 

tion  from  President  of  United  States  transmitting  amendment;  Nov.  18,   1974.  [1974. 
2  p.      +     •Item  996 

93-2:S.doc 
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5299  136.    Tributes    to    Floyd    M.    Riddick,    2d    parliamentarian    of    Senate    upon    occasion    of 

his  retirement  and  designation  as  parliamentarian  emeritus,  delivered  on  floor  of 
Senate.  Dee.  19.1974.  1975.  [I]      +  27  p.       +     •Item  996 

93-2:S.doc. 

Senate  documents,  94th  Congress. 

5300  29.   Report  of  Secretary   of  Senate   from   July    1,    1974-Dec.   31,    1974;   Feb.   24,    1975. 

1975.  iv  +  851  p.  [En-ata,  I  p.  issued  also.)  +  (To  be  sent  to  depository  libraries 
in  serial  set  binding.) 

94-l:S.doc. 

5301  59.  Control  of  sulfur  oxides,  report  of  Administrator  of  Environmental  Protection  Agency 

to  Congress  of  United  States  in  compliance  with  sec.  H9(k)  of  Public  law  93- 
319,  Energy  supply  and  environmental  coordination  act  of  1974,  Feb.  1975;  May 
14,  1975.  1975.  [2]     +  iv     +  62  p.     •  Paper,  80c.     •Item  996 

94-l:S.doc. 

Senate  executive  documents 

Senate  executive  document,  94th  Congress,  1st  session. 

5302  B.    Protocol    for   continuation    in    force    of   international   coffee    agreement    of    1968,    as 

extended,  message  from  President  of  United  States  transmitting  protocol; 
Apr.17,1975.  1975.  vii     +  3  p.     # 

Y  1.94/1  :B 

Senate  reports 

Note.— For  titles  of  bills  which  these  reports  accompany,  see  Congressional  record  index. 

Senate   reports  on  private  bills,   93d  Congress.    +  Senate  Documents 
Room,  Capitol. 

5303  767.  Miss  Keku.  Report  from  Committee  on  Commerce  to  accompany  S.3038.  Apr. 2, 1974 

5  p.     +     •Item  1008-B 

93-2:S.rp 

5304  912.  Granting  status  of  permanent  residence  to  Ivy  May   Glockner,  formerly  Ivy  May 

Richmond  nee  Pond.  Report  from  Committee  on  Judiciary  to  accompany  S.J.  Res 
197.  June  12.  1974.  3  p.     +     •Item  1008-B 

93-2:S.rp 

5305  921.  Conferring  U.S.  citizenship  posthumously  upon  Frederico  Silva.  Report  from  Com 

mittee  on  Judiciary  to  accompany  H.R.  7682.  June  12,  1974.  4  p.     +     •Item  1008-B 

93-2:S.rp 

5306  995.   Resolution  to  refer  bill  S.  2571,  entitled  Bill  for  relief  of  Sperling  and  Schwartz 

Inc.,   to  Chief  Commissioner  of   U.S.   Court  of  Claims   for  report  thereon.   Report 
from  Committee  on  Judiciary,  to  accompany  S.  Res.  186.  July  10,  1974.  5  p. 
+     •Item  1008-B 

93-2:S.rp. 

5307  1198.  Jose  Ismarnardo  Reyes  Morelos.  Report  from  Committee  on  Judiciary  to  accompany 

S.  3397.  Oct.  1,  1974.  4  p.     +     ©Item  1008-B 

93-2:S.rp. 

5308  1243.    Marian    Law    Shale    Holloway.    Report    from   Committee   on    Interior    and    Insular 

Affairs  to  accompany  S.  2859.  Oct.  8,  1974.  6  p.     +     •Item  1008-B 

93-2:S.rp. 

5309  1377.  Joselito  S.   Area  and  Corazon   I.   Area.   Report  from   Committee  on   Judiciary  to 

accompany  S.2644.  Dec.  17,  1974.  6  p.      +     •Item  1008-B 

93-2:S.rp. 

5310  1378.    Abram   Aguirre-Gonzalez   and    Hilario   Aguirre-Martinez,    Report   from    Committee 

on  Judiciary  to  accompany  S.3103.  Dec. 17, 1974.  lip.      -      •Item  1008-B 

93-2:S.rp. 

5311  1380.   Gustavo    Scioville.    Report   from    Committee    on   Judiciary   to   accompany    S.3260. 

Dec.  17,  1974.  8  p.      +     ©Item  1008-B 

98-2:S.rp. 
>312         1382.   Nestor  Manuel   Lara-Otoya.   Report   from  Committee   on  Judiciary  to   accompany 
S.3940.  Dec.  17.  1974.  4  p.      +     •Item  1008-B 

93-2:S.rp. 

>3 1 3         1383.    Patrick   Andre  Tasselin   and   his   wife   Fabienne   Francoise  Tasselin.    Report   from 

Committee  on  Judiciary  to  accompany  S.3977.  Dec.  17,  1974.  2  p.     +     •Item  1008-B 

93-2:S.rp. 
i314         1385.  Certain  cases  in  which  Attorney  General  has  suspended  deportation.   Report  from 
Committee  on  Judiciary  to  accompany  S.  Con.  Res.  125.  Dec.  17,  1974.  2  p. 
+      ©Item  1008-A 

93-2:S.rp. 
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05315  1392.  William  L.  Cameron,  jr.  Report  from  Committee  on  Judiciary  to  accompany  H.R. 

8322.  Dec.  17,  1974.  3  p.     +     •Item  1008-B 

93-2:S.rp. 

05316  1393.  Fernando  Labrador  Del  Rosario.  Report  from  Committee  on  Judiciary  to  accompany 

H.R.9182.  Dec.  17,  1974.  6  p.     +     •Item  1008-B 

98-2:S.rp. 

05317  1413.  Kiyonao  Okami.  Report  from  Committee  on  Foreign  Relations  to  accompany  H.R. 

10827.  Dec.  10,  1974.  3  p.     +     •Item  1008-B 

93-2:S.rp. 

Senate  reports  on  public  bills,   93d  Congress.    +  Senate  Documents 
Room,  Capitol. 

05318  614.  Supplemental  appropriations  bill,  1974.  Report  from  Committee  on  Appropriations 

to  accompany  H.R.  11576.  Dec. 11, 1973.  76  p.  [Corrected  print.]  +  •Item  1008- 
A 

93-2:S.rp. 
05719  617.  Department  of  Defense  appropriation  bill,   1974.  Report  from  Committee  on  Ap- 

propriations to  accompany  H.R.  11575.  Dec.  12,  1973.  173  p.     +     •Item  1008-A 

93-2:S.rp. 

05320  710.  Authorizing  additional  expenditures  by  Committee  on  Interior  and  Insular  Affairs 

for  inquiries  and  investigations.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  S.Res.245.  Feb.  28,  1974.  4  p.     +     •Item  1008-A 

93-2:S.rp. 

05321  784.   Tariff  simplification   and   freight   rate   disparities   act  of   1974,   report  of   Senate 

Committee  on  Commerce  on  S.1488;  Apr.  12,  1974.  1974.  [1]  +  9  p.  +  •Item 
1008-A 

93-2:S.rp. 

05322  815.  Upgrade  top  level  positions  in  Department  of  Agriculture.  Report  from  Committee 

on  Agriculture  and  Forestry  to  accompany  S.3031.  May  6,  1974.  9  p.  +  •Item 
1008-A 

93-2:S,rp. 

05323  819.  Authorizing  printing  of  additional  copies  of  report  entitled  'Developments  in  aging; 

1973  and  Jan.-Mar.  1974.  Report  from  Committee  on  Rules  and  Administration  to 
accompany  S.Res.310.  May  6,  1974.  2  p.     +     ©Item  1008-A 

93-2:S.rp. 

05324  866.   Providing   for  greater  disclosure   of  nature   and   costs   of  real   estate    settlement 

services.  Report  together  with  additional  views  from  Committee  on  Banking,  Housing 
and  Urban  Affairs  to  accompany  S.3164.  May  22,  1974.  24  p.  [Corrected  print.] 
+     •Item  1008-A 

93-2:S.rp. 

05325  892.  Amending  Anadromous  fish  conservation  act.  Report  from  Committee  on  Commerce 

to  accompany  H.R.I  1295.  June  3,1974.  lOp.     +     •Item  1008-A 

93-2:S.rp. 

05326  908.  Amendments  to  Javits-Wagner-O'Day  act.  Report  from  Committee  on  Labor  and 

Public  Welfare  to  accompany  S.2687.  June  10,1974.  lip.     +     •Item  1008-A 

93-2:S.rp. 

05327  930.  Authorizing  printing  of  revised  edition  of  How  our  laws  are  made   (H.doc.  92- 

323)  as  House  document.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  H.Con.Res.  201.  June  13,  1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

05328  936.  Amending  marriage  license  requirement  that  applicant's  race  be  included  on  applica- 

tion. Report  from  Committee  on  District  of  Columbia  to  accompany  S.  3476.  June 
17,  1974.  3  p.     +     •Item  1008-A 

93-2:S.rp. 

05329  944.   International   wheat  agreement  conference.   Report   from   Committee    on   Foreign 

Relations  to  accompany  S.  Res.340.  June  19,1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

05330  953.  Alcohol  and  drug  abuse  education  act  amendments  of  1974.  Report  from  Committee 

on  Labor  and  Public  Welfare  to  accompany  S.  2848.  June  21,1974.  17  p.     + 
•Item  1008-A 

93-2:S.rp. 

05331  957.  Authorizing  supplemental  expenditures  by  Committee  on  Interior  and  insular  Affairs 

for  inquiries  and  investigations.  Report  from  Committee  on  Interior  and  Insular 
Affairs  to  accompany  S.  Res. 346.  June  24,1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

05332  958.  Fiscal  year  1975  saline  water  conversion  program,  authorization  of  appropriations. 

Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany  H.R.  13221. 
June  24,1974.  5  p.     +     •Item  1008-A 

93-2:S.rp. 

05333  959.  Renaming  Alamogordo  Dam  and  Reservoir,  N.M.  as  Sunmer  Dam  and  Lake  Sumner. 

Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany  S.  2001.  June 
24,1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 
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i>"^k  Domestic  food  amittance  program  Conference  report  to  accompan)  S  ^4^s  June 
27,1974.  7  p.       t      •Item  101 

ioik    Exemption  from  dut>    Conference  report  to  accompan)  n  K    821"   lot)   17.  1974. 

i  p        •      •Item  1008-A 

93  2  S  rp 
1019     Radio    tree    I -uropc/Radio    Libert)      Report    from   Committee   on    Foreign    Relation! 

to  accompany  S.  3190.  July  17,1974.  3  p.      •     •Item  1008-A 

1021.  Speedy  trial  act  of  1974.  Report  of  Committee  on  Judiciary  on  S.754;  July  18, 
1974.  1974 ni      h55p     'Paper,  60c.  (S/N  5270-02431).     •Item  1008-A 

1030.  Federal  Columbia  River  transmission  system  act  Report  from  Committee  on  Interior 
and  Insular  Affairs  to  accompany  S.  3362.  July  25.  1974.  24  p  •  •Item  1008- 
A 

1070.  World  food  resolution  Report  from  Committee  on  Foreign  Relations  to  accompan) 
S.Res.329.  Aug.5,1974.  3  p.      -     •Item  1008-A 

93  :  S  rT 
1078.    Home    nile    act    amendments     Report    from    Committee    on    District   of   Columbia 
to  accompany  H.R. 15791.  Aug.  7,  1974.  10  p.      ♦     ©Item  1008-A 

93-2:S.rp. 
1093.   Continuation   pay    for   medical   officers   of   uniformed    services   who   are   in   initial 
residency  training.   Report  from  Committee  on  Armed   Services  to  accompany  H.R. 
15936.  Aug.  15,  1974.  5  p.  *       •Item  1008-A 

93-2:S.rp. 

1100.  Fxtending  period  during  which  authorized  numbers  for  grades  of  lieutenant  colonel 
and  colonel  in  Air  Force  may  be  increased.  Report  from  Committee  on  Armed 
Services  to  accompany  H.R. 14402.  Aug. 15  ,1974.  10  p.      *     •Item  1008-A 

93-2:S.rp. 

1101.  District  of  Columbia  omnibus  bill.  Conference  report  to  accompany  H.R.  15842. 
Aug. 15, 1974.  35  p.      +     ©Item  1008-A 

93-2:S.rp. 
1104.    Department   of   Defense   appropriation   bill, 1975.    Report   from   Committee   on   Ap- 
propriations to  accompany  H.R. 16243.  Aug. 16, 1974.  207  p.      +     •Item  1008-A 

93-2:S.rp. 
1107.    Vietnam    era    veterans'    readjustment   assistance   act    of    1974.    Conference    report 
to  accompany  H.R. 12628.  Aug.19.1974.  84  p.      +     •Item  1008-A 

93-2:S.rp 
1109.  Fgg  research  and  consumer  information  act.  Report  from  Committee  on  Agriculture 
and  Forestry  to  accompany  H.R. 12000.  Aug. 20. 1974.  10  p.      -     •Item  1008-A 

93-2:S.rp. 
1115.  Committee  on  Government  Operations  inquiry  and  investigation.  Report  from  Com- 
mittee on  Government  Operations   to   accompany   S. Res. 389.   Aug. 21, 1974.    1    p.      + 
•Item  1008-A 

93-2:S.rp. 

1117.  Designating  as  wilderness  certain  lands  in  Okefenokee  National  Wildlife  Refuge 
in  State  of  Georgia.  Report  from  Committee  on  Interior  and  Insular  Affairs  to 
accompany  H.R.6395.  Aug.2l, 1974.  9.  (Corrected  print]      +     •Item  1008-A 

93-2:S.rp. 

1118.  Conveying  certain  land  of  United  States  to  Intertribal  Council,  Inc.  Miami.  Okla 
Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany  S.2888. 
Aug.21,1974.  6  p.      +     •Item  1008-A 

93-2:S.rp. 
1127.    Resource   conservation   and   energy    recovery   act   of    1974.   Report  of   Committee 
on  Commerce  on  S.3954;  Aug.  22.  1974.  1974.  iii      +  85  p.     +     •Item  1008-A 

93-2:S.rp. 
1130.  Extension  of  certain  agricultural  programs  to  Guam.  Report  from  Committee  on 
Agriculture  and  Forestry  to  accompany  H.R.   13267.  Aug. 29,   1974.  4  p.      +     •Item 
1008-A 

93-2:S.rp. 
1135.   Patents,  trademarks  and  copyrights.    Report  of  Committee  on  Judiciary  made  by 
its    Subcommittee   on    Patents.   Trademarks,    and   Copyrights   pursuant    to   S.Res.56. 
93d  Cong.,  Sept.4.1974.  1974.  ii      +   1 1  p.       +     •Item  1008-A 

93-2:S.rp. 

1138.  President's  Committee  on  Food,  importance  of  farm  inputs.  Report  from  Committee 
on  Agriculture  and  Forestry  to  accompany  S.  Res.  391.  Sept.  5.  1974.  26  p. 

+      ©Item  1008-A 

93-2:S.rp. 

1139.  Rehabilitation  act  amendments  of  1974.  Report  from  Committee  on  Labor  and 
Public  Welfare  to  accompany  S.  3108.  Sept.  6.  1974.  90  p.      -     •Item  1008-A 

93-2:S.rp. 
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1141.  Disapproval  of  Federal  statutory  pay  deferral  Report  from  Commiuee  on  Post 
Office  and  Civil   Sci  --.pans    S  Res    394    Sept  11  •Itetn 

1008-A 

114?.  Flexible  hours  in  Federal  service.  Report  from  Committee  on  Post  Office  and 
Ci%  -  i  .19~4 .20  p.      -     •Item  1008-A 

■ 

1144.  Authorizing  Secretary  of  Interior  to  sell  reserved  phosphate  interests  of  United 
Slates  in  certain  lands  in  Florida.  Report  from  Committee  on  Interior  and  Insular 
Affairs  to  accompanv  H  R  10626   Sepl.l  1 .19~4.  3  p.      -      •hem  1008-A 

05358  1145.  Municipal  securities  act  of  19"4.  Repon  of  Committee  on  Banking.  Housing  and 

Urban  Affairs  to  accompt-  -   -        "-  •Item 

1008-A 

05359  114"    Recognizing  centennial  anniversary  of  University  of  Nevada.  Report  from  Commit- 

tee on  Judiciary  to  accompanv  S  Con  Res.8"  Sept.ll  .19~4.  2  p  -  •Item  1008- 
A 

93-2:S.rp. 
05560        1149    Authorizing   President   to  proclaim    period   of   Sept.    15-Oct.    15.    19"4   as  Johnny 
Horizon   ~"6  clean   up  American   Month    Repon  from    Commiuee  on   Judiciary  to 
VU.  1  p    -       •hem  1008-A 

93-2:S.rp. 

05361  1152    Placing  certain  submerged  lands  within  jurisdiction  of  government  of  Guam.  Virgin 

Islands,  and  American  Samoa,  and  for  other  purposes  Repon  from  Committee 
on    Interior   and   Insular  Affairs   to   accompany    H.R.    11559.    Sept.    16.    WU 

-  •hem  1008-A 

93-2:S.rp. 

05362  1153.  Authorizing  multiy  ear  leasing  of  automatic  data  processing  equipment.  Report  of 

Committee   on   Government   Operations   to   accompanv    S2~85;    Sept  1". IV"- 
iii     -  IS  p.     -     ©hem  1008-A 

05363  1154.  Authorizing  supplemental  expenditures  b>   Committee  on  Judiciary  for  inquiry  and 

investigation  relating  to  administrative  practice  and  procedure  Report  by  Committee 
on  Judiciary  to  accompany  S.  Res.  403  Sept  1".  19"4  3  p  -  ©Item  1008- 
A 

• 
1155    Technology    resources  survey   and  applications  act  of  19"4.  Report  of  Committee 
on  Commerce  and  Committee  on  Aeronautical  and  Space  M  S.2495.  19"4. 

[1]      -  3?  p      -     ©hem  1008-A 

05365  1158.    Authorizing   conveyance   to   City    of   Salem.   III.,   of    statue   of   Wflliam   Jennings 

Bn  an  Report  from  Committee  on  Rules  and  Administration  to  accompany  H  R .550". 
Sepl.19.19-4   3  f      -     ©hem  1008-A 

• 

05366  1162   Amending  Emergencv  davlight  saving  lime  energy  conservation  act  of  19""?.  Report 

of   Committee  on  Commerce   on   H.R     16102:   Sept.    19.    19"4.    19"4.   [1] 

-  Uttm  1008-A 

■ 
0536"         1163.   Restructuring  of  railroad   retirement   svsiem    Report    together   with   supplemental 
Mews  of  Committee  on  Labor  and  Public  Welfare  on   H.R    15301 
;  F    u       -      •hem  1008-A 

93-2:S.rp. 
0536*        1166.  Emergency   marine  fisheries  protection  act    Report  together  with  additions 

from    Commiuee   on    Foreign   Relations  to  accompany    S.19»-  -     14  p. 

-  •hem  1008-A 

93-2:Sxp. 

05369        1192.  Transportation  safeiv  act  of  19"4   Report  together  with  supplemental  and  additional 

Mewv   rf   Committee 'on   Commerce    on    S.   405":   Sept    30  -  -    93 

-  •hem  1008-A 

• 
aS3M        1193.   National  emergencies   act.   Report    of  Committee  on   Government  Operai. 
accompar.  -    1*74.  in     -  SI  p      -      •hem  1008-A 

1194.  Commodit\  Futures  Trading  Commission  act  of  19"4.  Conference  report  to  accoro- 
pan>  H.R.  13113.  Sept.  30.  19"4.  44  p      -     •hem  1008-A 

1195     Separation   of  powers,   annual   report    Report   of   Commiuee   on   Judiciary    made 
bv    its    Subcommittee    on    Separation    of    Powers,    pursuant    to    S  Res     56 
93d   Cong..    1st   sess.   Mar    1.    191 

-  •hem  1008-A 

■ 
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1199  Dues  tor  I  S  membership  in  International  (  riminal  Police  Organization.  Report 
from  Committee  on  ludiciar)  to  accompany  H.R  14^97  Oct  I.  1474.  S  p.  •  •Item 
1 008- A 

1206.  Farm  labor  contractor  registration  act  amendments  of  1 974.  Report  from  Committee 
on  Labor  and  Public  Welfare  to  accompany  H.R.I 3342.  Oct  1,1974  21  p  [Corrected 
print  |      •      •Item  1008-A 

93-2:S.rp. 

1 236.  Authon/ing  continued  use  of  certain  lands  within  Sequoia  National  Park  by  portions 
of  existing  hydroelectric  project  Report  from  Committee  on  Interior  and  Insular 
Affairs  to  accompany  S.J  Res  2179  Oct. 4. 1974.  4  p.      »      •Item  I0OX-A 

93  2  S  rp 

1237.  Federal  election  campaign  act  amendments  of  1974  Conference  report  to  accom- 
pany S.3044.  Oct.7,1974.  128  p.      +     •Item  1008-A 

93-2:S.rp. 
1250.   Authorizing  Committee  on  Commerce  to  make   investigation  and  study  of  policy 
and  role  of  Federal  Government  in  tourism  in  United  States.  Report  from  Committee 
on  Commerce  to  accompany  S. Res. 347.  Oct.9,1974.  lip.      *      •Item  1008-A 

93.2  S  rp 

1253.   Authorizing  Administrator  of  Federal  F.nergy  Administration  to  conduct  study  of 

energy    needs   of    United    States   and    methods   by    which   such    needs   can   be   met, 

and    for   other   purposes     Report    from    Committee   on    Interior   and    Insular   Affairs 

to  accompany  S. 387 1.  Oct.  9,1974.  2  p.      +     •Item  1008-A 

93-2:S.rp. 
1256.   Indemnification  of   Metropolitan   Musuem  of  New  York.   Report  from   Committee 
on  Foreign  Relations  to  accompany  S.J. Res. 236.  Oct.  9.1974.  6  p.     +     •Item  1008- 
A 

93-2:S.rp. 

1262.  Increasing  limitation  on  expenditures  by  Committee  on  Judiciary  for  procurement 
of  consultants.  Report  from  Committee  on  Rules  and  Administration  to  accompany 
S.Res.359.  Oct.  9,1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

1263.  Authorizing  printing  of  compilation  entitled  .Toward  national  growth  policy.  Federal 
and  State  developments  in  1973,  as  Senate  document.  Report  from  Committee  on 
Rules  and  Administration  to  accompany  S. Res. 361  (Jet .9, 1974  2  p.  +  •Item 
1008-A 

93-2:S.rp. 
1269.  Authorizing  supplemental  expenditures  by  Committee  on  Judiciary  for  inquiry  and 
investigation  relating  to  administration  practice  and  procedure.  Report  from  Commit- 
tee on  Rules  and  Administration  to  accompany  S.Res.  403.  Oct.  9,1974.  4  p. 
+     •Item  1008-A 

93-2:S.rp. 
1273.  Conveying  certain  Federal  lands  to  Valley  County,  Idaho.  Report  from  Committee 
on  Interior  and  Insular  Affairs  to  accompany  S.3593.  Oct.  10,1974.  5  p.      +     •Item 
1008-A 

93-2:S.rp. 
1277.    Federal   rules  %J   evidence.    Report   from   Committee    on  Judiciary   to   accompany 
H.R.5463.  Oct.18,  1974.  30  p.      +     •Item  1008-A 

93-2:S.rp. 
1289.  Authorizing  supplemental  expenditures  by  Committee  on  Public  Works  for  inquiries 
and  investigations.   Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.  Res.428.  Nov.29,  1974.  3  p.     +     ©Item  1008-A 

93-2:S.rp. 
1282.    Horse   protection    act  of    1974.    Report   of  Committee   on   Commerce    on   S.2093; 
Oct.  17,1974.  1974.  iti      +  30  p.      +     ©Item  1008-A 

93-2:S.rp. 
1287.  Designating  certain  national  wildlife  refuge  lands  as  wilderness.  Report  from  Com- 
mittee on  Interior  and  Insular  Affairs  to  accompany  S.600.  Nov. 18, 1974.  50  p. 
+     •Item  1008-A 

93-2:S.rp. 
1280.  Executive  orders  in  times  of  war  and  national  emergency.  Report  of  Special  Com- 
mittee  on    National    Emergencies    and    Delegated    Emergency    Powers;    Oct.16,1974. 
1974.  xii     +  283  p.      +     •Item  1008-A 

93-2:S.rp. 

1291.  Community  services  act  of  1974.  Report  from  Committee  on  Labor  and  Public 
Welfare  to  accompany  H.R. 14449.  Nov.20,1974.  I  p.      -      •Item  1008-A 

93-2:S.rp 

1292.  Headstart  economic  opportunity,  and  community  partnership  act  of  1974.  Report 
from  Committee  on  Labor  and  Public  Welfare  to  accompany  S.4178.  Nov.20,1974. 
127  p.      +     •Item  1008-A 

93-2:S.rp. 
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05391  1296.  Department  of  Agriculture,  environmental  and  consumer  protection  appropriation 

bill,  1975.  Report  from  Committee  on  Appropriations  to  accompany  H.R.  16901. 
Nov.22,1974.  87  p.  [Corrected  print.]       +     •Item  1008-A 

93-2:S.rp 

05392  1302.  Military  construction  appropriation  bill,  1975.  Report  from  Committee  on  Appropria 

tions  to  accompany  H.R. 17468.  Dec. 3, 1974.  92  p.     +     •Item  1008-A 

93-2:S.rp 

05393  1335.  Export-Import  Bank  act  amendments.  Conference  report  to  accompany  H.R. 15977 

Dec.  12, 1974.  12  p.     +     •Item  1008-A 

93-2:S.rp 

05394  1360.  Deepwater  port  act.  Conference  report  to  accompany  H.R. 10701.  Dec. 16,1974.  60 

p.     +     •Item  1008-A 

93-2:S.rp. 

05395  1372.  Discriminatory  imposts  on  wine.  Report  of  Committee  on  Commerce  on  S.4058 

Dec. 17, 1974.  1974.  8  p.     +     •Item  1008-A 

93-2:S.rp 

05396  1406.  Urgent  supplemental  appropriations,   1975.  Report  from  Committee  on  Appropria 

tions  to  accompany  H.J.  Res.  1180.  Dec.  18,  1974.  9  p.     +     •Item  1008-A 

93-2:S.rp. 

Senate  reports  on  public  bills,  94th  Congress.   + Senate  Documents 
Room,  Capitol. 

05397  1.  Twenty-fourth  annual  report  together  with  supplemental  views  of  activities  of  Joint 

Committee  on  Defense  Production,  with  material  on  mobilization  from  departments 
and  agencies  pt.  1-2;  Jan.  17,  1975.  [1975.]  2  pts.,  xxx     +  1139  p.  il.  4  tab. 
+  (To  be  sent  to  depository  libraries  in  serial  set  binding.) 

94-l:S.rp. 

05398  28.   Surface   mining  control  and   reclamation   act  of   1975.    Report  from   Committee  on 

Interior  and  Insular  Affairs  together  with  minority  and  additional  views  to  accompany 
S.  7.  Mar.  5,  1975.  252  p.  [Corrected  print.]     +     •Item  1008-A 

94-l:S.rp 

05399  29.  Nurse  training  and  health  revenue  sharing  and  health  services  act  of  1975.  Report 

from  Committee  on  Labor  and  Public  Welfare  to  accompany  S.66.  Mar.  6,  1975 
307  p.  il.     +  (To  be  sent  to  depository  libraries  in  serial  set  binding.) 

94-l:S.rp 

05400  36.  Tax  reduction  act  of  1975.  Report  together  with  supplemental  views  of  Committee 

on  Finance  on  H.R.2166;  Mar.  17,  1975.  1975.  iv     +  81  p.     +     •Item  1008-A 

94-l:S.rp 

05401  37.  Legislative  history  of  Committee  on   Foreign  Relations,  93d  Congress,  Jan. 3, 1973 

Dec.20,1974;  Mar.17  ,1975.  1975.  viii     +  196  p.     +     •Item  1008-A 

94-l:S.rp 

05402  39.   Foreign  assistance  and  related  programs  appropriation  bill,   1975.  Report  together 

with  additional  views  from  Committee  on  Appropriations  to  accompany  H.R.4592 
Mar.  17,  1975.  173  p.  il.  [Corrected  print.]     +     •Item  1008-A 

94-l:S.rp 

05403  66.  Consumer  protection  act  of   1975.   Report  together  with  supplemental,  individual 

and  minority  views  of  Committee  on  Government  Operations  to  accompany  S.200 
Apr.9,1975.  1975.  iii     +  102  p.     +     •Item  1008-A 

94-l:S.rp 

05404  75.   Securities  acts  amendments  of   1975.  Report  of  Committee  on  Banking,  Housing 

and  Urban  Affairs  to  accompany  S.249;  Apr.14,1975.  1975.  v     +  254  p.  il.     + 
•Item  1008-A 

94-l:S.rp. 

05405  87.    Legislative   review   activity.   Report   of  Committee   on    Labor  and   Public   Welfare 

during  93d  Congress,  1973-74  pursuant  to  sec.  136  of  Legislative  reorganization 
act  of  1946,  as  amended  by  Legislative  reorganization  act  of  1970;  Apr.18,1975. 
1975.  iii     +  371  p.     +     •Item  1008-A 

94-l:S.rp. 

05406  103.   NASA   authorization   for  fiscal   year    1976  and   for  transition   period   July    1-Sept. 

30,  1976.  Report  of  Committee  on  Aeronautical  and  Space  Sciences  on  H.R.  4700; 
May  5,  1975.  1975.  iii     +  135  p.     +     ©Item  1008-A 

94-l:S.rp. 

05407  133.  Indian  health  care, improvement  act.  Report  together  with  additional  views  of  Com- 

mittee on  Interior  and  Insular  Affairs  to  accompany  S.  522;  May  13,  1975.  1975. 
iv     +  160  p.  il.     +     •Item  1008-A 

94-l:S.rp. 

05408  137.  Second  supplemental  appropriations  bill,  1975.  Report  from  Committee  on  Appropria- 

tions to  accompany  H.R.  5899.  May  14,  1975.  158  p.     +     ©Item  1008-A 

94-l:S.rp. 

05409  146.  Authorizing  appropriations  for  fiscal  year  1976  and  July-Sept.  1976  transition  period 

for  military  procurement,  research  and  development,  and  active  duty,  selected 
reserve,  and  civilian   personnel   strengths  and  for  other  purposes.   Report  together 
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with   additional   views   from   Committee   on   Armed    Services   to   accompany    S.   920. 
May  19.  1975.  1975.  vm      •    191  p.      *   (1|  folded  leaf,      t      •Item  1 008- A 

94  I   S  rp 

05410  I56,pt.l    Senator  from  New  Hampshire    Report  together  with  individual  views  of  Commit- 

tee  on    Rules   and    Administration    to    accompany    S  Res     166.    Durkin   position;    Mav 
22.1975.  1975.  iv      >  61  p.   *       •Item  1 008- A 

94-l:S.rp. 

05411  191.  Natural  gas  production  and  conservation  act  of  1975.  Report  together  with  minority 

and   additional   views   of  Committee  on  Commerce  on    S.692;  June    12,    1975.    1975. 
iv      +   144  p.      f      •Item  1008-A 

94-1  Srp 

Aeronautical  and  Space  Sciences  Committee,  Senate  Washington,  DC 
20510 

05412  Energy-related  research  and  development;  Apr.    1975.    1975.   ii     +   [3] 

+  iv     +  131  p.  (Committee  print,  94th  Congress,  1st  session.) 
♦Paper,  $1.55. 

Y  4.Ae  8:  En  2/975 

05413  NASA  authorization   for  fiscal   year   1976  and   the   transition   period, 

hearings,  pt.3,  94th  Congress,  1st  session,  on  S.573,  Mar. 3- 11,1975. 
1975.  viii  +  749  p.  il.  *  Paper,$6.05  (S/N  052-070-02842-4).  •Item 
1032- A 

Y  4.Ae  8:N  21  a/976/pt.3 

05414  NASA  authorization  for  fiscal  year  1976,  hearings,  94th  Congress,  1st 

session,  on  S.573,  Mar.  18  and  19,  1975,  pt.2.  1975.  viii  +  633 
p.  il.     *  Paper,  $5.20.     •Item  103 2- A 

Y  4.Ae  8:N  21  a/976/pt.2 

05415  National  aeronautics  and  space  act  of  1958,  as  amended,  and  related 

legislation,  staff  report;  Mar.  11,  1975.  1975.  iv  +  101  p.  (Committee 
print,  94th  Congress,  1st  session.)     *  Paper,  $1.25. 

Y  4.Ae  8:N  21  a/6 

05416  Planetary  science  and  earth's  upper  atmosphere,  hearing,  94th  Congress, 

1st  session,  Jan.  29,1975.  1975.  iii     +  212  p.  il.     *  Paper,$2.05, 
•Item  1032- A 

Y  4.Ae  8: At  6 

05417  Space  benefits,  secondary  application  of  aerospace  technology  in  other 

sectors  of  economy;  Apr.  16, 1975.  1975.  v  +  54  p.  (Committee  print, 
94th  Congress,  1st  session.)  +  (Information  incorrect  in  publications 
as  to  sale  by  Superintendent  of  Documents). 

Y  4.Ae  8:Sp  1/12 

Aging,  Special  Committee  on,  Senate  Washington,  DC  20510 

05418  Developments  and  trends  in  State  programs  and  services  for  elderly, 

survey  of  activities  at  State  governmental  level  in  field  of  aging, 
1972  and  1973,  report;  Nov.  1974.  1974.  viii  +  107  p.  (Committee 
print,  93d  Congress,  2d  session.)     *  Paper,  $1.30. 

Y  4.Ag  4:St  1 

05419  Establishing  National   Institute   on   Aging,   hearing,   93d  Congress,   2d 

session,  Aug.  1,1974.  1975.  iii     +  59  p.      *  Paper,  750    •Item  1009 

Y4.Ag4:N21 

05420  Impact  of  rising  energy  costs  on  older  Americans,  hearings,  pt.l,  93d 

Congress,  2d  session,  Sept.24,1974.  1975.  iii  +  78  p.  il.  *  Paper ,900. 
•Item  1009 

Y4.Ag4:En2/pt.l 
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05421  Impact  of  rising  energy  costs  on  older  Americans,  hearings,  pt.2,  93d 

Congress,  2d  session,  Sept.  25,  1974.  1975.  iii  +  79-136  p.  *  Paper, 
75c.     •Item  1009 

Y  4.Ag  4:En  2/pt.2 

Agriculture  and  Forestry  Committee,  Senate  Washington,  DC  20510 

05422  Dairy   price    situation,   hearing   before    Subcommittee   on   Agricultural 

Production,  Marketing,  and  Stablization  of  Prices,  93d  Congress,  2d 
session,  Sep.30,  1974.  1974.  iv     +184  p.  il.     +     •Item  1032 

Y  4.Ag  8/2:D  14/6 

05423  Effects    of  proposed    Northeast-Midwest   rail   reorganization    on   rural 

areas;  Mar.  24,1975.  1975.  xv  +  74  p.  il.  (Committee  print,  94th 
Congress,  1st  session.)  [Prepared  by  Economic  Research  Service, 
Department  of  Agriculture  in  cooperation  with  Agricultural  Marketing 
Service,  Department  of  Agriculture  and  Federal  Railroad  Administra- 
tion, Department  of  Transportation.]     *  Paper,  $1.05. 

Y4.Ag8/2:R  13/2 

05424  Farm  credit  and  livestock  situations,  hearing  before  Subcommittee  on 

Agricultural  Credit  and  Rural  Electrification,  94th  Congress,  1st  ses- 
sion, Feb.  17,  1975.  1975.  iii  +  56  p.  [Hearing  held  in  Sioux  Falls, 
S.  Dak.]     +    •Item  1032 

Y  4.Ag  8/2:F  22/55 

05425  Food  market  structure  and  marketing  costs,  hearings  before  Subcommit- 

tee on  Agricultural  Production,  Marketing,  and  Stabilization  of  Prices, 
94th  Congress,  1st  session,  Feb.27-Mar.3,1975.  1975.  iv  +  183  p. 
il.  [Hearings  held  in  Denver,  Colo.,  Renner,  Tex.,  and  Louisville, 
Ky.]     +    ©Item  1032 

Y  4.Ag  8/2:F  73/35 

05426  Future    supply-demand    situation    for   fertilizer,    fuel,    and    pesticides, 

hearings  before  Subcommittee  on  Agricultural  Credit  and  Rural  Elec- 
trification, 93d  Congress,  2d  session,  July  24  and  25,  1974.  1974. 
iv  +  285  p.  il.     +     •Item  1032 

Y  4.Ag  8/2: Su  7/5 

05427  World  Food  Conference,  selected  materials  for  use  of  U.S.  Congres- 

sional delegation  to  World  Food  Conference,  Rome,  Italy,  Nov.  5-16, 
1974,  compiled  for  Subcommittee  on  Foreign  Agricultural  Policy;  Oct. 
30,  1974.  1974.  xv  +  377  p.  il.  4°  (Committee  print,  93d  Congress, 
2d  session.)  [Errata,  1  p.  issued  also.]  + 

Y  4.Ag  8/2:F  73/32 

05428  1975  revised  guide  to   Rural  development  act  of   1972,  prepared  for 

Subcommittee  on  Rural  Development;  Jan.  1,  1975.  1975.  vi  +  102 
p.  1  pi.  (Committee  print,  93d  Congress,  2d  session.)     *  Paper,  $1.70. 

Y  4.Ag  8/2:R  88/24/975 

Appropriations  Committee,  Senate  Washington,  DC  20510 

05429  Additional  supplemental  appropriations  for  fiscal  year  1975,  hearings, 

before  subcommittees,  93d  Congress,  2d  session.  1975.  ii  +  225 
+  iv  p.     +     •Item  1033 

Y  4Ap  6/2:Ap  6/2/975-2 
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Departments  of  Labor  and  Health,  Education,  and  Welfare,  and  related 
agencies  appropriations,  fiscal  year  1975,  hearings  before  subcommit- 
tee, 93d  Congress,  2d  session,  on  H.R.  15580. 

05430  pt.7.  Nondepartmental  witnesses.  1974.  ii      »  4635-5911      +  ix  p.  il       t      •Item  1033 

Y  4. Ap  6/2:1.  ll/975/pt.7 

05431  pt.9.  Nondepartmental  witnesses.  1974.  ii       K 6683-7227      I    vii  p.      +      •Item  1033 

Y  4. Ap  6/2.1.  ll/975/pt.9 

05432  pt.4.  Office  of  Education.  1974.  ii      *  2269-3109     +  vi  p.  il.      ♦     •Item  1033 

Y  4Ap  6/2:1     ll/975/pt.4 

05433  Emergency  employment  appropriations  for  fiscal  year   1975,   hearings 

before  subcommittees,  94th  Congress,  1st  session,  on  H.R.4481.  1975. 
ii     +409     +  ix  p.     +     •Item  1033 

Y  4.Ap  6/2:  Em  7/2 

05434  Emergency  military  assistance  and  economic  and  humanitarian  aid  to 

South  Vietnam,  1975,  hearings,  94th  Congress,  1st  session.  1975.  iii 
+  73  p.     +     •Item  1033 

Y  4.Ap  6/2  :V  67/975 

Public  works  for  water  and  power  development  and  Atomic  Energy 
Commission  appropriations  for  fiscal  year  1975,  hearings  before  sub- 
committee, 93d  Congress,  2d  session,  on  H.R.  15155. 

05435  pt.6.  Nondepartmental  witnesses.  1974.  ii      +4051-4833      +  xxxv  p.  il.      +     •Item  1033 

Y  4Ap  6/2:  P  96/3/975/  pt.6 

05436  pt.7.  Nondepartmental  witnesses.  1974.  ii      +  4835-5841      +  xxxv  p.     +     •Item  1033 

Y  4.Ap  6/2:P  96/3/975/pt.7 

05437  pt.8.  Nondepartmental  witnesses.  1974.  ii      +5843-6719     +  xxxvp.il       t      •Item  1033 

Y  4.Ap  6/2:P  96/3/975/pt.8 

Armed  Services  Committee,  Senate  Washington,  DC  20510 

05438  Commissioned  officers  of  Army  in  regular  grades  below  major  be  in- 

voluntarily discharged  whenever  there  is  reduction  in  force,  hearing 
before  Subcommittee  on  Manpower  and  Personnel,  93d  Congress, 
2d  session  on  S.3191,  Oct.  1,  1974.  1974.  ii  +  29  p.  +  •Item 
1034 

Y4.Ar5/3:Of  2/11 

Fiscal  year  1976  and  July-Sept.  1976  transition  period  authorization 
for  military  procurement,  research  and  development,  and  active  duty, 
selected  reserve  and  civilian  personnel  strengths,  hearings,  94th  Con- 
gress 1st  session,  on  S.920. 

05439  pt.  4.  Research  and  development.  Feb.25-Mar.5.  1975.  1975.  ii     +  1709-2167  p.  il. 

+     •Item  1034 

Y  4Ar  5/3:P  94/6/976/pt.4 

05440  pt.  5.  Manpower.  Mar.  6-14,  1975.  1975.  ii      +  2169-2636  p.  il.      -      •Item  1034 

Y  4.Ar  5/3:P  94/6/976/pt.5 

05441  pt.  6.  Research  and  development.  Mar.7-25  .1975.  1975.  ii     +   2637-3605  p.  il.      -     •Item 

1034 

Y  4.Ar  5/3:P  94/6/976/pt.6 

05442  pt.   7.    Authorizations.    Mar.    12-Apr.    10.    1975.    1975.   ii     +    3607-4030  p.   il.      +     •Item 

1034 

Y  4Ar  5/3:P  94/6/976/pt.7 

05443  pt.10.    Research   and    development.    Apr.    10-21.    1975.    1975.    ii      -    5123-5691    p.    il       - 

•  Item  1034 

Y  4.Ar  5/3:P94/6/976/pt.l0 

05444  Military   construction   authorization   fiscal   year    1976,   hearings   before 

Subcommittee  on  Military  construction,  94th  Congress,  1st  session 
on  S.1247,  Apr.8-25,1975.  1975.  ii     +  444  p.  il.  map     +     •Item  1034 

Y  4.Ar  5/3  :C  76/9/976 
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Banking,  Housing  and  Urban  Affairs  Committee,  Senate  Washington, 
DC  20510 

05445  Compendium  of  major  issues  in  bank  regulation;  May  1975.   1975.  xii 

+  957  p.  (Committee  print,  94th  Congress  ,  1st  session.)  +  •Item 
1035 

Y  4.B  22/3:R  26/2 

05446  Electronic  funds  transfer  moratorium  act  of  1975,  hearing  before  Sub- 

committee on  Financial  institutions,  94th  Congress,  1st  session  on 
S.245,  Mar.14,1975.  1975.  iv     +  221  p.     +     •Item  1035 

Y  4.B  22/3:El  2 

05447  Emergency  housing  and  housing/energy, hearings ,94th  Congress, 1st  ses- 

sion on  emergency  housing  bills  to  provide  emergency  financial  aid 
by  Federal  Government  to  potential  home  purchasers  and  to  help 
meet  energy  crisis  by  Federal  aid  to  encourage  installation  of  insula- 
tion and  other  devices  to  reduce  residential  fuel  consumption,  Feb. 
13-Mar.  20,  1975  1975.  vi     +712  p.  il.     +     •Item  1035 

Y  4.B  22/3:Em  3/4 

05448  Foreign  investment  act  of  1975,  hearings  before  Subcommitte  on  Securi- 

ties, 94th  Congress,  1st  session,  On  S.  425,  Mar.  4-6,  1975.  1975. 
v     +  542  p.  il.     +     •Item  1035 

Y  4.B  22/3:F  76/5 

05449  Mortgage  credit,  hearings  before  Subcommittee  on  Housing  and  Urban 

Affairs,  93d  Congress,  2d  session  on  S.3436  [and]  S.3456,  Aug.6 
and  7,  1974.  1974.  ill     +  124  p.     +     •Item  1035 

Y4.B22/3:M  84/11/974 

05450  Oversight  on  rural  housing  programs,  hearings,   before  Subcommittee 

on  Housing  and  Urban  Affairs,  93d  Congress,  2d  session,  Nov.  19- 
21,1974.  1974.  v     +  368  p.  il.     +     •Item  1035 

Y  4.B  22/3:H  81/71 

05451  Small  business  legislation,  1975,  hearings  before  Subcommittee  on  Small 

Business,  94th  Congress,  1st  session  on  S.  1337,  Apr.21  and  22,1975. 
1975.  iii     +  88  p.     +     •Item  1035 

Y  4.B  22/3  :Sm  1/20/975 

Note.— See  also  entry  05155. 

Commerce  Committee,  Senate  Washington,  DC  20510 

05452  Analysis  of  Department  of  Interior's  proposed  acceleration  of  develop- 

ment of  oil  and  gas  on  Outer  Continental  Shelf,  pursuant  to 
S.Res.222,  National  ocean  policy  study;  Mar.5,1975.  1975.  v  +  34 
p.il.  (Committee  print,  94th  Congress,  1st  session.)     # 

Y  4.C  73/2:Oi  5/5 

05453  Description,  text,  and  proposed  amendments  to  subcommittee  working 

paper,  Natural  gas  production  and  conservation  act  of  1975,  and 
bill  and  explanation  by  Senator  Stevens,  Natural  gas  production  act 
of  1975;  Mar.  14,  1975.  1975.  ii  +51  p.4°  (Committee  print,94th 
Congress,  1st  session.)     # 

Y  4.C  73/2:G  21/2 

05454  Energy  conservation  working  paper,  prepared  at  direction  of  Warren 

G.  Magnuson,  Chairman,  for  use  of  Committee  on  Commerce, 
Senate,  93d  Congress,  2d  session;  Nov.  1974.  1974.  vi  +  24  p.4° 
(Staff  working  draft,  Nov.12  ,1974.)     # 

Y  4.C  73/2:En  2/4 
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05455  Laws  relating  to  rail  passenger  service  including  Rail  passenger  service 

act,  Public  law  91-518,  as  amended;  Jan.  1975.  1975.  iii  +  37  p. 
(Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.C  73/2:R  13/6 

05456  National  ocean  policy   study,   planning  guidelines  and  work   schedule 

for  94th  Congress,  pursuant  to  S.Res.222;  May  1975.  1975.  iii  + 
20  p.  (Committee  print,  94th  Congress,  1st  session.)     +     #Item  1041 

Y  4.C  73/2:Oc  2/6 

05457  Ocean  data  resources,  prepared  pursuant  to  S.Res.222,  National  ocean 

policy  study;  Mar.1975.  1975.  xii  +  60  p.  (Committee  print,  93d 
Congress,  2d  session.)     *  Paper,85c. 

Y  4.C  73/2:Oc  2/5 

05458  Soviet  ocean  activities,   preliminary   survey,   prepared  for  Committee 

on  Commerce  and  National  Ocean  Study  Policy  pursuant  to  S. 
Res.222;  Apr.  30,  1975.  1975.  viii  +  81  p.  (Committee  print,  94th 
Congress,  1st  session.)     # 

Y  4.C  73/2:So  8/3 

[Committee  publication]  serial,  93d  Congress. 

05459  104.   Food,  drug,  and  cosmetic  amendments  of   1974,  hearing  before  Subcommittee  for 

Consumers,  93d  Congress,  2d  session,  on  S.3012,  amdt.1838,  Sept.  24,  1974.  1974. 
iii     +  42  p.  il.     +     •Item  1041 

Y  4.C  73/2:93-104 

05460  118.    Regulated   carriers    financial   stability    act,   hearings   before    Surface   Transportation 

Subcommittee,  93d  Congress,  2d  session  on  S.3356,  May  15-17,  1974.  1974.  iv 
+  240  p.  il.      +     •Item  1041 

Y4.C  73/2:93-1 18 

05461  119.  Fuel  problems  of  Nation's  public  transportation  system  resulting  from  current  energy 

shortage,  hearings,  93d  Congress,  2d  session,  Mar.  4-7,  1974.  1974.  iv  +  205  p. 
+      •Item  1041 

Y4.C  73/2:93-119 

05462  120.   Nonreturnable  beverage  container  prohibition  act,  hearings,   before  Subcommittee 

on  Environment,  93d  Congress,  2d  session,  on  S.2062,  May  6-7,  1974.  1974.  iv 
+  313  p.  il.     +     •Item  1041 

Y  4.C  73/2:93-120 

05463  121.    Aircraft   noise   control   programs,    hearing   before   Subcommittee   on   Aviation,   93d 

Congress,  2d  session  on  aircraft  noise  control  programs  of  Federal  Aviation  Adminis- 
tration and  Environmental  Protection  Agency,  May  16,  1974.  1975.  iii  +  161  p. 
il.     +     •Item  1041 

Y  4.C  73/2:93-121 

05464  123.  International  air  transportation  fair  competitive  practices  act  of  1974,  hearings  before 

Subcommittee  on  Aviation,  93d  Congress,  2d  session,  on  S.3481,  July  16-17,  1974. 
1974.  iii     +  183  p.  il.       +     •Item  1041 

Y  4.C  73/2:93-123 

05465  125.  Products  and  materials  shortages  research  and  development  act  of  1974,  hearings, 

93d  Congress,  2d  session,  on  S.4051,  Oct.9-10,1974.  1974.  iv     +  123  p.  il.      + 
•Item  1041 

Y  4.C  73/2:93-125 

05466  127.  Create  National  Commission  on  Regulatory  Reform,  hearings,93d  Congress,  2d  ses- 

sion on  S.J.Res.253,  Nov.  19-21.  1974.  1974.  iii     +  239  p.     +     •Item  1041 

Y  4.C  73/2:93-127 

05467  130.  Adequacy  of  air  service  in  Illinois,  hearing  before  Subcommittee  on  Aviation,  93d 

Congress,  2d  session,  July  8,  1974.  1975.  iv     +  225  p.  il.     +     •Item  1041 

Y  4.C  73/2:93-130 

[Committee  publication]  serial,  94th  Congress. 

05468  2.   Maritime  authorizations,  fiscal  years    1976  and   1977,  hearings  before  Subcommittee 

on  Merchant  Marine,  94th  Congress,  1st  session,  on  S.820,  Feb.  28.  1975.  1975. 
iii      +  37  p.      +     •Item  1041 

Y  4.C  73/2:94-2 

05469  5.  Impact  on  consumer  of  administration's  energy  proposals,  hearing  before  subcommit- 

tee, 94th  Congress,  1st  session,  Jan. 31,  1975.  1975.  iii  +  113  p.  il.  +  •Item 
1041 

Y  4.C  73/2:94-5 
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05470  7,pt.l.  Tankers  and  marine  environment,  hearings  before  National  Ocean  Policy  Study, 

94th  Congress.  1st  session  on  S.333,  Jan.  29  and  30,  1975.  1975.  iii  +  146  p. 
il.     +     •Item  1041 

Y  4.C  73/2:94-7/pt.l 

05471  8.  Automobile  fuel  economy  and  research  and  development,  hearings,  94th  Congress, 

1st  session,  on  S.307  [and  other  bills].  Mar.  12  and  13,  1975.  1975.  v  +  524  p. 
il.     +     •Item  1041 

Y  4.C  73/2:94-8 

05472  9.  Financial  condition  of  Rock  Island  RR,  hearing  before  Surface  Transportation  Subcom- 

mittee, 94th  Congress,  1st  session  on  S.917,  Mar.  10,  1975.  1975.  iv  +  184  p. 
+     ©Item  1041 

Y  4.C  73/2:94-9 

05473  10.  Nominations  January- February,  hearings,  94th  Congress.  1st  session,  on  nominations 

of  Robert  J.  Corber,  to  be  a  Commissioner,  Interstate  Commerce  Commission.  Wil- 
liam T.  Coleman,  jr.,  to  be  Secretary,  Department  of  Transportation,  Feb.  20  and 
24,  1975.  1975.  iii     +   100  p.     +     •Item  1041 

Y  4.C  73/2:94-10 

Finance  Committee,  Senate  Washington,  DC  20510 

05474  Data  and  materials  for  Finance  Committee  report  under  congressional 

budget  act;  Feb.25,1975.  1975.  iv  +  81  p.  (Committee  print,  94th 
Congress,  1st  session.)  + 

Y  4.F  49:D  26 

05475  Health  insurance  and  unemployed,  background  information;  Mar.7,1975. 

1975.  v     +  32  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.F  49:H  34/7 

05476  Health  insurance  and  unemployed,  hearing,  94th  Congress,  1st  session 

on  S.496,  Mar.7,1975.  1975.  iv     +  133  p.     *  Paper,  $1.55    •Item  1038 

Y  4.F  49:H  34/6 

05477  Suspending  presidential  authority  to  impose  oil  import  fees,  $531  billion 

debt  limit,  hearings,  94th  Congress,  1st  session  on  H.R.1767  and 
H.R.2634,  Feb.  7  and  10,  1975.  1975.  iv  +  214  p.  il.  +  •Item 
1038 

Y  4.F  49:Oi  5/5 

05478  Unemployment  compensation,  hearing,  94th  Congress,   1st  session  on 

H.R.6900,  S.1502  and  S.1810,  June  10,  1975.  1975.  iii     +  140  p. 
+    •Item  1038 

Y4.F49:Un2/ll 

Foreign  Relations  Committee,  Senate  Washington,  DC  20510 

05479  Background  information  on  Committee  on  Foreign  Relations  [prepared 

by  Morella  Hansen];  May  1975.  3d  revised  edition.  1975.  iii  +  84 
p.  (Committee  print,  94th  Congress,  1st  session.)  [Includes  selected 
bibliography  prepared  by  Congressional  Research  Service,  Library 
of  Congress.]     +     •Item  1039 

Y4.F  76/2:  In  3/5/975 

05480  Background  information  relating  to  Southeast  Asia  and  Vietnam;  Dec. 

1974.  7th  revised  edition.  1975.  ix  +  660  p.  il.  (Committee  print, 
93d  Congress,  2d  session.)  [Errata,  1  p.  issued  also.]  + 

Y  4.F  76/2:V  67/5/974 

05481  China,  quarter  centry  after  founding  of  People's  Republic,   report  by 

Mike  Mansfield;  Jan.  1975.  1975.  vii  +  91  p.  map  (Committee  print, 
94th  Congress,  1st  session.)  + 

Y  4.F  76/2:C  44/12 
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Multinational  corporations  and  United  States  foreign  policy,   hearings, 
before   Subcommittee  on   Multinational   Corporations.   93d   Congress, 
2d  session. 
05482       pt  X    Multinational  petroleum  companies  .mil  foreign  policy,  appendix  to  pi7    1973    iii 

*  773  p  ll  |  Maleri.il  relating  to  hearing  daw  of  Feb  20  and  21.  Mar.  27  and 
28,  1974.  Executive  sessions  of  Jan  28  and  June  20.  1974  |  *  l'apei  V.  1^  •Item 
1039 

V  4  1    76/2:  M  9l/pt8 

omxi  Nomination  of  John  F.  Lehman,  jr.,  to  be  Deputy  Director,  ACDA, 
hearings,  94th  Congress,  1st  session,  Feb.  1 1-Mar.  17,  1975.  1975. 
iii     +  119  p.     +     •Item  1039 

Y  4.F  76/2: L  52/4 

05484  Select  chronology  and  background  documents  relating  to  Middle  Fast: 

Feb.  1975.  2d  revised  edition.  1975.  vii  +  313  p.  (Committee  print. 
94th  Congress,  1st  session.)  + 

Y  4.F  76/2: M  58/3/964-74 

05485  Subcommittees;   May    1975.    1975.    ii     +    2  p.   (Committee   print,   94th 

Congress,  1st  session.)     +     •Item  1039 

Y  4.F  76/2:Su  1/975-2 

05486  Supplemental  assistance  to  Cambodia,  hearings   before  Subcommittee 

on  Foreign  Assistance  and  Economic  Policy,  94th  Congress,  1st  ses- 
sion on  S.663,  Feb.  24  and  Mar.  6,  1975.  1975.  iv  +  205  p.  + 
•Item  1039 

Y  4.F  76/2:C  14/3 

05487  Third  U.N.  Law  of  Sea  Conference,  report  by  Claiborne  Pell,  Edmund 

Muskie,  Clifford  Case,  and  Ted  Stevens,  advisers  to  U.S.  Delegation, 
Caracas,  June-Aug.1974;  Feb.  5,  1975.  1975.  v  +  85  p.  (Committee 
print,  94th  Congress,  1st  session.)  + 

Y  4.F  76/2  :Un  35/23 

05488  Twentieth  meeting  of  North  Atlantic  Assembly,  report  of  United  States 

Delegation  to  20th  meeting  of  Members  of  Parliaments  from  North 
Atlantic  assembly  countries  held  at  London,  England,  Nov.l  1-16,1974 
pursuant  to  Public  law  689-84th  Congress;  May  23.1975.  1975.  iii 
+  19  p.  (Committee  print,  94th  Congress,  1st  session.)  +  •Item 
1039 

Y4.F76/2:N81  a/5/975 

Government  Operations  Committee,  Senate  Washington,  DC  20510 

05489  Effect   of   inflation   and   recession    on   State   and   local   governments, 

hearings,  before  Subcommittee  on  Intergovernmental  Relations,  94th 
Congress,  1st  session,  Jan.  30-31,  1975.  1975.  iv  +  133  p.  il.  * 
Paper,  $1.55.     ©Item  1037 

Y  4.G  74/6:  In  3/4 

05490  Extract  from  report  of  Commission  on  Government  Procurement,  v. 2. 

Dec.  1972.  pt.  C,  acquisition  of  major  systems.  Subcommittee  on 
Federal  Spending  Practices,  Efficiency,  and  Open  Government; 
Mar.  1975.  1975.  viii  +  170  +  [1]  p.  il.  (Committee  print.  94th  Con- 
gress, 1st  session.)     *  Paper.  S2.10 

Y  4.G  74/6:  Ac  7 

05491  Government  secrecy,  hearings  before  Subcommittee  on  Intergovernmen- 

tal Relations.  93d  Congress,  2d  session,  on  S.1520  [and  other  bills], 
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Mav  22-June  10,  1974.  1974.  vi  f  908  p.  il.  *  Paper,  S7.10.  •Item 
1037 

Y  4.G  74/6:  Se  2/5 

Materials  shortages,  copper.  Permanent  Subcommittee  on  Investiga- 
tions: Feb.  1975.  1975.  v  -  19  p.  il.  (Committee  print.  94th  Congress. 
1st  session.)  - 

Y4.G74/6.M41/9 

0549?  National  productivity  and  quality  of  working  life.  1975.  hearings.  94th 
Congress.  1st  session  on  S.937  and  S.765,  Mar.20  and  21,1975.  1975. 
iv     -  374  p.  il.     *  Paper.S3.25     ©Item  1037 

Y  4.G  74/6: P  94/6/975 

05494  Nomination  of  James   T.   Lynn,   hearing.   94th   Congress,    1st   session, 

on  nomination  of  James  T.  Lvnn  to  be  Director,  Office  of  Manage- 
ment and  Budget.  Jan.29.1975.  1975.  in     +  57  p.     -     •Item  1037 

Y  4.G  74/6:L  99/2 

05495  Peaceful    nuclear    exports    and    weapons    proliferation,    compendium: 

Apr.1975.  1975.  xii  -  1355  p.  il.  (Committee  print.  94th  Congress, 
1st  session.)     *  Paper,  SI  1.70.     •Item  1037 

Y  4.G  74/6:N  88/2 

054%  To  establish  an  independent  consumer  agency,  hearings,  94th  Congress, 
1st  session,  on  S.200,  Feb.  20-Mar.6  ,1975.  1975.  v     +  268  p. 
*  Paper.S2.55.     •Item  1037 

Y  4.G  74/6: C  76/7 

Interior  and  Insular  Affairs  Committee,  Senate  Washington,  DC  20510 

Background  report  on  Public  law  280.  1975.  [65]  p.  (Committee  print, 
94th  Congress.  1st  session.)  + 

Y4.JJ1  8/1 3:P  96/15 

05498  Chattahoochee   River   National   Recreation   Area,   Ga.,   hearing  before 

Subcommittee  on  Parks  and  Recreation.  93d  Congress. 2d  session  on 
S.   1738.  Oct.  29.  1974.  1975.  iii  -  104  p.  [Hearings  held  in  Atlanta. 

Ga.]  +  #Item  1040 

Y4.In8/13:C39/2 

05499  Golden  Gate  National  Recreation  Area  and  Farallon  National  Wildlife 

Refuge.  Calif.,  hearing  before  Subcommittee  on  Parks  and  Recreation, 
93d  Congress,  2d  session  on  S.2634.  S-318T  H.R.10834.  S.2973,  [and] 
H.R.I  1013.  Aug.20.1974.  1975.  iv     +  122  p.  il.     -     •Item  1040 

Y4.In8/13:G56/9 

05500  Increase  of  ceiling  on  Trust  Territory  budget,  hearing  before  Subcom- 

mittee on  Territories  and  Insular  Affairs.  93d  Congress,  2d  session 
on  S.3996.  Sept.  25.  1974.  1975.  iii     -  47  p.     -     •Item  1040 

Y4.In8/13:T77/4 

05501  Indian  Claims  Commission  appropriations,  fiscal  year  1976,  hearing  be- 

fore Subcommittee  on  Indian  Affairs,  94th  Congress.  1st  session, 
on  S.  876,  Apr.  18,  1975.  1975.  iii     -i-  83  p.     +     •Item  1040 

Y  4.1n  8/1 3: In  2/36/976 

0550:  Indian  health  care  improvement  act.  hearings  before  Subcommittee  on 
Indian  Affairs,  93d  Congress,  2d  session,  on  S.2938,  Apr.  3  and 
5,  1974.  1974.  vi     -  772  p.  il.     +     •Item  1040 

Y4.In8/13:In2/37 
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05503  Interior  nomination,  hearings.  lMth  Congress.  1st  session,  Apr  21 -Ma) 
6,  1975.  1975.  v     +  538  p.  il.   -       •Item  1040 

Y4.In  8/l3:N  72/975 

§5504  Land  and  water  conservation  fund,  historic  preservation,  hearing,  pt.2. 
before  Subcommittee  on  Parks  and  Recreation,  94th  Congress.  1st 
session,  on  S.327,  Feb.  11,1975.  1975.  iii  +  105-249  p.  il.  +  •Item 
1040 

Y4.In8/13:L22/12/975/pt.2 

05505  National  Energy  Production  Board,  hearings,  94th  Congress,  1st  session, 

on  S.740,  Mar.20-Apr.15.1975  1975.  iii     +  332  p.  il.     -     •Item  1040 

Y4.In  8/13:En  2/12 

05506  Nonnuclear  energy  research  and  development  fiscal  year  1976  authoriza- 

tion, hearings  before  Subcommittee  on  Energy  Research  and  Water 
Resources,  94th  Congress,  1st  session,  on  S.598,  Mar.3-6.1975.  1975. 
v     +  773  p.  il.     +     •Item  1040 

Y4.In  8/1  3: En  2/11/976 

05507  Outdoor  recreation  briefing,  hearing  before  Subcommittee  on  Parks  and 

Recreation,  ^4th  Congress,  1st  session  on  briefing  by  officials  of 
agencies  of  Federal  Government  who  are  actively  involved  in  provid- 
ing outdoor  recreation  to  American  people,  Feb.  5,  1975.  1975.  in 
+  1%  p.  il.     +     •Item  1040 

Y4.In8/13:Ou8/5 

05508  Status  of  Federal  lands  in  Alaska,  hearing,  93d  Congress,  2d  session, 

on  management  of  lands  under  Alaska  native  claims  settlement  act, 
Dec.  10,  19749  1975.  iii     +  42  p.  map     +     •Item  1040 

Y4.In  8/13:Al  1/26 

05509  Surface  mining  briefing,  94th  Congress,  1st  session  on  Surface  mining 

control  and  reclamation  act  of  1975,  Feb.  20,  1975.  1975.  iii  +  232 
p.     +     •Item  1040 

Y4.In  8/1 3:M  66/42 

05510  Tribal  judicial  reform  hearing  before  Subcommittee  on  Indian  Affairs, 

94th  Congress,  1st  session  on  need  for  Indian  law  enforcement  and 
judicial  reform  on  Indian  reservations,  Feb.  24.  1975.  1975.  iii  + 
65  p.  +      •Item  1040 

Y  4In8/13:T73/4 

[Committee  publication]  serial,  93d  Congress. 

05511  40.  Production  of  oil  and  gas  on  public  lands,  appendix,  hearings  before  Subcommittee 

on    Public    lands.    93d    Congress.    1st    ..nd    2d    sessions    on    MR  11X40.    Dec 
March  15,1974  1975    mi      -  291  il..  map  in  pocket      -      •Item  1040 

V  4  In  8/13:93-40/apn 

05512  48.   Oil    shale   technology,    hearings    before    Subcommittee   on    Fnerg\.   91d   Congress.    2d 

session,   on    H.R.9fc93.    May    8-30.    1974.    |9"4     vi      •     528    r     il       -     •Item    1025- 
A 

V  4  So  2 :^4X 

05513  52.    Water   and    energy    self-sufficiency,    staff   analysis    and    selected    materials   on    water 

use    in   energy   production   pursuant    to    S.Res.45,    National   fuels   and   energ\    policy 
study     1974    mi      •    1  151  p    il    it'ommittee  print.  9  VI  Congress.  2d  session  >    - 

Y  4.1  n  • 

[Committee  publication]  serial,  94th  Congress. 

05514  6.   Economic  impact  of   President   lord's    energ>    program,    hearings  pursuant  to  S    Res 

45,     National    fuels    and    energy    policy    study.    94th    Congress,    1st    session.    Jan. 31- 
Feb.12  19-s    |9-s    j\       -  859  p.  il.      -      •Item  1040 

V  4  Ir   - 

05515  11.   Petroleum   price   increase   limitation   act  of   1975,   hearing.   94th  Congress.    1st   session 

on  S.62I.  Mar.  3  .  1975.  1975    m      -   4"  r       -      •Item  1040 

Y  4  In  ■ 
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05516  15.  National  independent  refinery  development  act  of  1975,  hearings,  pursuant  to  S.Res.45 

National   fuels   and    energy   policy    study,   94th   Congress,    1st   session,    Apr. 10   and 
11,1975.  1975.  iii     +  190  p.  il.  +      •Item  1040 

Y4.In  8/13:94-15 

Judiciary  Committee,  Senate  Washington,  DC  20510 

05517  Circuit  realignment,  hearings,  pt.   1,  befor*  Subcommittee  on  improve- 

ments in  judicial  machinery,  93d  Congress,  2d  session,  on  S.2988, 
S.2989,  and  S.2990,  Sept.  24-Oct.  3,  1974.  1974.  vi  +  428  p.  il. 
+     •Item  1042 

Y  4.J  89/2:C  49/17/pt.l 

05518  Citizen  redress  under  fuel  allocation  program,  hearings  before  Subcom- 

mittee on  Representation  of  Citizen  Interests,  93d  Congress,  2d  ses- 
sion, Jan.  21  and  22,  1974.  1974.  iii     +118  p.  il.     +     #Item  1042 

Y  4. J  89/2: F  95 

05519  Crisis  on  Cyprus,  1974,  study  mission  report,  prepared  for  use  of  Sub- 

committee to  Investigate  Problems  Connected  with  Refugees  and 
Escapees,  93d  Congress,  2d  session;  Oct.  14,  1974.  1974.  vii  +116 
p.  il.  (Committee  print.)     *  Paper,  $1.40. 

Y  4. J  89/2: C  99/5/974 

05520  Humanitarian  problems  on  Cyprus,  hearing,  pt.2,  before  Subcommittee 

to  Investigate  Problems  Connected  with  Refugees  and  Escapees,  93d 
Congress,  2d  session,  Dec.17,1974.  1975.  v  +  68  p.  il.  +  •Item 
1042 

Y  4. J  89/2: C  99/4/pt.2 

05521  Indian  education  accountability,  hearings  before  Subcommittee  on  Ad- 

ministrative Practice  and  Procedure,  93d  Congress,  1st  and  2d  ses- 
sions, Dec.13,1973  [and]  Aug.22,1974.  1975.  iv     +  288  p.  il.     + 
•Item  1042 

Y4.J89/2:In2/17 

05522  List  of  publications  of  Subcommittee  on  Separation  of  Powers  through 

93d  Congress,  1967-1974.  1975.  ii  +  6  p.  (Committee  print,  94th 
Congress,  1st  session.)  + 

Y  4.J  89/2:P  96/4 

05523  Our  nation's  schools,  report  card,  A  in  school  violence  and  vandalism, 

preliminary  report  of  Subcommittee  to  Investigate  Juvenile  Delinquen- 
cy, based  on  investigations,  1971-75  by  Sen.  Birch  Bayh;  Apr.1975. 
1975.  iii  +  39  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4. J  89/2 :Sch  6 

Reform  of  the  Federal  criminal  laws,  hearings,  before  Subcommittee 
on  Criminal  Laws  and  Procedures,  93d  Congress,  2d  session,  on 
S.  1  and  S.  1400. 

05524  pt.ll.  Civil  rights  offenses,  corporate  and  business  offenses,  public  duty  offenses,  sen- 

tencing, and  other  provisions,  June  13-July  22,  1974.  1975.  v     +  7673-8178  p.  (94th 
Congress  appears  in  error  on  publication.]     +     •Item  1042 

Y4.J89/2:C  86/12/pt.ll 

05525  Report    of    Subcommittee    to    Investigate    Administration    of    Internal 

Security  Act  and  Other  Internal  Security  Laws;  Feb.  1975.  1975. 
v  +  27  p.  (Committee  print,  94th  Congress,  1st  session.)  *  Paper, 
45c. 

Y  4. J  89/2: Se  2/5/     * 

*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  56  #Not  Available  for  Sale  or  Distribution 


March  1976 

Labor  and  Public  Welfare  Committee,  Senate  Washington,  DC  20510 

05526  Agricultural  child  labor  provisions  of  FLSA,  1974,  hearings  before  Sub- 

committee on  Labor,  93d  Congress,  2d  session  on  examination  of 
provisions  of  Fair  labor  standards  act  against  exploitation  of  child 
labor  in  agriculture,  Dec.  6,  1974.  1975.  v  +  224  p.  il.  [Hearing 
held  in  Portland,  Oreg.]     +     •Item  1043 

Y4.L  ll/2:Ag  8/2/974 

05527  Agricultural  child  labor  provisions  of  FLSA,  1975,  hearing  before  Sub- 

committee on  Labor,  94th  Congress,  1st  session,  on  examination 
of  provisions  of  Fair  labor  standards  act  against  exploitation  of  child 
labor  in  agriculture,  Jan.  18,  1975.  1975.  iv  +  120  p.  [Hearing  held 
at  Presque  Isle,  Maine.]     +     •Item  1043 

Y4.L  11/2:C  43/11/975 

05528  American  Film  Institute,    1974,   hearing  before   Special  Subcommittee 

on  Arts  and  Humanities,  93d  Congress,  2d  session  on  H.R.  17504, 
Dec.  11,  1974.  1975.  iv     +  322  p.     +     •Item  1043 

Y4.L  11/2:F48 

05529  Economic  opportunity  legislation,    1974,  hearing  before  Subcommittee 

on  Employment,  Poverty,  and  Migratory  Labor,  93d  Congress.  2d 
session  on  S.3870,  Aug.  8,  1974.  1974.  iv  +  635  p.  il.  +  •Item 
1043 

Y4.L  ll/2:Ec  7/6/974 

05530  Examination  of  the  guaranteed  student  loan  program,   1974,   hearings 

before  Subcommittee  on  Education,  93d  Congress,  2d  session, 
Sept.  18-19,1974.  1974.  v     +  170  p.  il.     +     •Item  1043 

Y4.L  11/2:  St  9/9/974 

05531  First  report  of  Architectural  and  Transportation  Barriers  Compliance 

Board  (pursuant  to  Rehabilitation  act  of  1973,  Public  law  93-112), 
prepared  for  Subcommittee  on  the  Handicapped;  Feb.  1975.  1975. 
x     +  168  p.  il.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y4.L  ll/2:Ar2 

05532  Health  manpower,  1974,  hearings,  pt.5,  before  Subcommittee  on  Health, 

93d  Congress,  2d  session  on  S.3585,  June  25  and  26,  1974.  1975. 
vi     +  2807-3419  p.  il.     +    •Item  1043 

Y4.L  ll/2:H34/40/974/pt.5 

05533  Higher  education  oversight,    1974,    hearings   before   Subcommittee  on 

Education,  93d  Congress,  2d  session,  on  examination  of  financial 
plight,  stability  and  conditions  of  higher  education  institutions, 
Nov.26-27,  1974  1975.  v     +  362  p.il.     +     •Item  1043 

Y4.L  11/2:H  53/5/974 

05534  Implementation  of  Hill-Burton  amendments,  1974,  hearing  before  Sub- 

committee on  Health,  93d  Congress,  2d  session  on  examination  of 
Department  of  Health,  Education,  and  Welfare's  implementation  of 
1970  amendments  to  Hill-Burton  act,  Nov  25,  1974.  1974.  iv  +  261 
p.     +     •Item  1043 

Y4.L  ll/2:H55/2 

05535  Nomination,  hearing,  94th  Congress,   1st  session,  on  John  T.  Dunlop 

of  Massachusetts,  to  be  Secretary  of  Labor,  Feb.  25,  1975.  1975. 
ii     -(-  133  p.     +     •Item  1043 

Y4.L  11/2:N  72/5/975 
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05536  Occupational  safety  and  health  act  review,  1974,  hearings  before  Sub- 

committee on  Labor,  93d  Congress,  2d  session  on  S.586  [and  other 
bills],  July  22-Aug.l4,1974.  1974.  viii     +  1238  p.  il.     +     •Item  1043 

Y4.L  ll/2:Oc  1 

Nutrition  and  Human  Needs,  Select  Committee  on,  Senate  Washington, 
DC  20510 

Federal  food  programs,  1975,  hearings,  94th  Congress,  1st  session. 

05537  pt.9.  Food  stamp  certification  problems,  Mar.  4,  1975.  1975.  iv     +  1333-1446  p.  il.  (Series 

75/FFP  9.)  [Hearings  held  in  Miami  Beach,  Fla.]     *  Paper,  $1.35.     •Item  1009 

Y  4.N  95:F  73/2/975/pt.9 

Report  on  nutrition  and  special  groups. 

05538  pt.l.  Food  stamps  [with  bibliography];  Mar.  1975.  1975.  xiv      +   120  p.  (Committee  print, 

94th  Congress,  1st  session.)     *  Paper,  $1.50. 

Y  4.N  95:Sp  3/pt.l 

05539  Report  on  nutrition  and  special  groups,  app.B  to  pt.l,  Food  stamps; 

Mar.  1975.    1975.   v     +   39  p.   (Committee  print,  94th  Congress,    1st 
session.)     *  Paper,  65c. 

Y4.N95:Sp  3/pt.l /app.B 

Post  Office  and  Civil  Service  Committee,  Senate  Washington,  DC 
20510 

05540  Title  39,  United  States  Code  prior  to  Postal  reorganization  act;  May 

1973.    1973.   [194]  p.  (Committee  print,  93d  Congress,    1st   session.) 
[Issued  with  perforations.]     # 

Y4.P84/11:C64 

Public  Works  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  94th  Congress. 

05541  H   9.    Economic    Development   Administration,    new   program   oversight,    hearing   before 

Subcommittee  on  Economic  Development,  94th  Congress,  1st  session,  Mar.  13,  1975. 
1975.  iii     +94  p.     +     •Item  1045 

Y  4.P  96/10:94-H  9 

05542  H  43.  To  assess  value  of  Public  works  and  economic  development  act  for  communities 

in  Northeast,  hearing  before  Subcommittee  on  Economic  development,  93d  Congress, 
2d  session,  May  17,1974.  1974.  iii  +  108  p.  il.  [Hearing  held  in  Orene,  Maine.] 
serial  92-H  43  appears  in  error  on  publication.      +     •Item  1045 

Y  4.P  96/10:93-H  43 

05543  H  44.   Various   pending   building   projects,    hearings   before    Subcommittee   on   Buildings 

and  Grounds,  93d  Congress,  2d  session,  May  23-July  30,  1974.  1974.  v  +  381 
p.  [Hearings  held  at  Beltsville,  Md.]  +       •Item  1045 

Y  4.P  96/10:93-H  44 

[Committee  publication]  serial,  94th  Congress. 

05544  H   4.    Budget   review,   hearings,   94th   Congress,    1st   session,   Feb.26-Mar.5,    1975.    1975. 

v      +  494  p.  il.       +     •Item  1045 

Y  4.P  96/10:94-H  4 

05545  H  5.  Proposed  expansion  of  Social  Security  computer  center, hearings,  before  Subcommit- 

tee on  Buildings  and  Grounds,  94th  Congress,  1st  session,  Feb.  25  and  Mar.  17, 
1975.  1975.  iv     +  198  p.  il.     +     •Item  1045 

Y  4.P  96/10:94-H  5 

05546  H  8.  Extension  of  Appalachian  regional  development  act,  hearings,  pt.2,  Appendix,  before 

Subcommittee  on  Economic  Development,  94th  Congress,  1st  session,  Mar.  10-June 
3,  1975.  1975.  xiii     +  340  p.  il.  +       •Item  1045 

Y  4.P96/10:94-H  8/pt.2 

05547  1.    Summary    of    legislative    activities    and    accomplishments    of    Committee    on    Public 

Works, Senate, for  93d  Congress;  Mar.  1975.  1975.  vii  +  44  p.  (Committee  print,94th 
Congress,  1st  session.)  + 

Y  4. P  96/10:94-1 
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Oss4X  4.  Air  qualm  .mil  stationary  lOUTCC  emission  control,  report  h\  Commission  on  Natural 
Resources,  National  Academy  of  Sciences,  National  Academy  of  Ingineering.  Na- 
tional Research  Council,  pursuant  to  S,  Res  Hs,  approved  Aug.  2,  1971.  M.ir 
1975.  1975.  xlh      •   [21     •  909p  >l      'Paper.  $8.60 

Y  4. P  96/10:94-4 

Rules  and  Administration  Committee,  Senate  Washington,  DC  20510 

05549  Committee-related  Senate  employees,  hearings,  94th  Congress,  1st  ses- 

sion on  S.Res.60  and  S.Res.110,  Apr.30  and  May  20,  1975.  1975. 
iv     +  98  p.     +     •Item  1046 

Y  4.R  86/2:Se  5/3 

05550  Federal    election    commissioners,    hearings    before    Subcommittee    on 

Privileges  and  Elections,  94th  Congress,  Ost  session.  Mar.  14,  1975. 
1975.  iii     +  62  p.     +     •Item  1046 

Y  4.R  86/2:El  2/6 

05551  Senator  from  New  Hampshire,  open  sessions,   pt.    1,  94th  Congress, 

1st   session  on   petition  of  John   A.    Durkin    contesting  election   of 
Louis    C.    Wyman    as    United    States    Senator    from    State    of   New 
Hampshire,  Jan.20-Apr.9,1975.  1975.  iii     +  988  p.     *  Paper,  $7.60 
•Item  1046 

Y4.R86/2:N42h/975/pt.  1 

05552  Senator  from  New  Hampshire,  open  sessions,  pt.2  and  app.,  94th  Con- 

gress, 1st  session,  on  petition  of  John  A.  Durkin  contesting  election 
of  Louis  C.  Wyman  as  U.S.  Senator  from  State  of  New  Hampshire, 
Apr.lO-May   21,1975.    1975.    iii     +    989-1980    p.    il.     *  Paper,$7.65. 
•Item  1046 

Y  4.R  86/2:N  42  h/975/pt.2 

Small  Business,  Select  Committee  on,  Senate  Washington,  DC  20510 

05553  Problems  confronting  small  business,  hearing,  94th  Congress,  1st  ses- 

sion, Feb.  24,  1975.  1975.  iv  +  268  p.  il.  [Hearing  held  in  Denver, 
Colo.]     +     •Item  1049 

Y4.Sm  1/2:  P  94/15 

Veteran's  Affairs  Committee,  Senate  Washington,  DC  20510 

05554  National  cemetery  system  study,  study  submitted  by  Veterans'  Adminis- 

tration, pursuant  to  sec.3  of  Public  law  93-43;  Jan.21,  1974.  1974. 
xi  +  211  p.  il.  (Committee  print  24,  93d  Congress,  2d  session.) 
*Paper,$1.70. 

Y  4.V  64/4:C  33/2 

05555  Study  of  health  care   resources  in   Veterans'   Administration,   interim 

report,  prepared  by  National  Academy  of  Sciences,  National 
Research  Council  (pursuant  to  sec. 201  of  Public  law  93-82);  Mar. 
14,  1975.  1975.  v  +  [1]  +  17  p.  (Senate  committee  print  3,  94th 
Congress,  1st  session.)  + 

Y  4.V  64/4:H  34/4 

05556  Veterans  and  survivors  non-service -connected  pension  legislation,  hear- 

ing before  Subcommittee  on  Compensation  and  Pensions,  93d  Con- 
gress, 2d  session  on  S.4040  and  related  bills,  Oct.3,1974.  1974.  iii 
+  116  p.  +      •Item  1046-A 

Y  4.V  64/4:P  38/4 
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05557  Veterans'  benefits,  title  38,  United  States  Code;  Jan.  28,   1975.   1975. 

v  +  570  p.  1  pi.  (Senate  committee  print  1,  94th  Congress,  1st 
session.)  + 

Y  4.V  64/4  :B  43/975 

05558  Vietnam   era  veterans'   readjustment  assistance   act  of   1974,   hearing, 

pt.  4,  before  Subcommittee  on  Readjustment  ,  Education,  and  Em- 
ployment, 93d  Congress,  2d  session  on  S.2784  and  related  bills, 
Apr.30,1974.  1975.  v  +  2227-3391  p.     +     •Item  1046-A 

Y  4.  V  64/4:V  67/7/pt.  4 

05559  Vietnam  era  veterans'  readjustment  assistance  act  of  1974,   hearings, 

pt.  3,  before  Subcommittee  on  Readjustment,  Education,  and  Employ- 
ment, 93d  Congress,  2d  session,  on  S.  2784  and  related  bills,  Apr. 
18-20,  1974.  1975.  vi  +  1921-2226  p.  il.  [Hearings  held  in  Blooming- 
ton,  Ind.  and  Columbia,  S.C.]     +     •Item  1046-A 

Y  4.V  64/4:V  67/7/pt.3 

CONSUMER  AFFAIRS  OFFICE,  Health,  Education,  and  Welfare 
Dept.  Washington,  DC  20201 

05560  State  consumer  action,  summary  '74.  [1975.]  x     +  271  p.  il.  4°     (DHEW 

publication  (OS)  75-116.)     *  Paper,  $3.40.     •Item  857-1-5 

HE  1.502:  St  2/2/974 

CONSUMER  PRODUCT  SAFETY  COMMISSION  Washington,  DC 
20207 

05561  Flammable  fabrics  and  elderly.   [1974.]   [4]   p.   il.   narrow  8°     ([CPSC 

75-620-3.])  + 

Y  3.C  76/3:2  F  61 

05562  Hazards  of  flammable  liquids.  [1974.]  [6]  p.  il.  narrow  8°  + 

Y3.C  76/3:2  F  61/2 

05563  Juntos  podemos  reducir  los  accidentes.  [1975.]  [6]  p.  il.  4°  + 

Y  3.C  76/3:2  In  6/Span. 

05564  Locked    up   poisons    prevent   tragedy.    [1974.]    [6]    p.   il.    narrow   8° 

[Prepared  by  National  Planning  Council  for  National  Poison  Preven- 
tion Week.]  + 

Y  3.C  76/3:2  P  75/2 

05565  Look  at  it  this  way,  it's  a  cutting  machine.  [1974.]  [6]  p.  il.  narrow 

8°  + 

Y  3.C  76/3:C  98 

05566  Substantial  product  hazards,   sec.  15  of  Consumer  product  safety  act. 

[1974.]  [6]  p.  narrow  8°  + 

Y  3.C  76/3:2  P  94 

05567  U.S.  Consumer  Product  Safety  Commission,  [Why  doesn't  somebody 

do  something?]  [1974.]  cover  title,  [4]  p.  il.  narrow  8°  [Title  on 
p.l  is  Why  doesn't  somebody  do  something?]     *  Paper,35c. 

Y  3.C  76/3:2  W  62 

05568  We  care  about  you,  your  voice  counts.  [1974.]  [2]  p.  il  4°  folded  into 

oblong  48°  size.  + 

Y  3.C  76/3:2  W  37 

05569  We  want  you  to  know  about  preventing  childhood  poisonings.  [1973.] 

[2]  p.  il.  oblong  8°  folded  into  narrow  8°  size.  ([Department  of  Health, 
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Education,  and  Welfare,  Public  Health  Service.  Food  and  Drug  Ad- 
ministration, Rockville,  Md.])  + 

Y  3.C  76/3:2  P  75 

COPYRIGHT  OFFICE,  Library  of  Congress  Washington,  DC  20540 

Catalog  of  copyright  entries.  3d  series,  v.  26. 

05570  pt.  14.  Sound  recordings.  Feb-Dec.  1972    1474    vm      •    224  p   4°     'Paper.  S5.00.     Oltcm 

795 

LC3  h/5:v  26/pt  14 

DEFENSE  DEPARTMENT  Washington,  DC  20301 

Commanders  digest,  index. 

05571  12.  Jan.3-June  27,1974.  v. 15.1-26.  Mar.  1975.  |8]  p.  4°     ([American  Forces  Press  Services.|) 

•  Paper.  40c.     •Item  312-B 

D  2.15/2-2:12 

05572  Defense   demilitarization   manual   (restructured).    Feb.1975.   cover  title, 

[123]  p.  il.  4°  (DoD  4160.21-M-l,  Office  of  Assistant  Secretary  of 
Defense,  (Installations  and  Logistics).)  [Supersedes  edition  of  Sept. 
17,  1970.  Issued  with  perforations.]     *  Paper,  $1.90.     •Item  314-A 

D  7.6/4 :D  39/2/975 

05573  Defense  integrated  data  system  (DIDS)  procedures  manual,   Aug.  20, 

1973,  Change  26.  Oct.8,1974.  [175]  p.  il.  4°  (DoD  4100,  39-M, 
Defense  Supply  Agency,  Headquarters,  Alexandria,  Va.)  [Issued  with 
perforations.]     *  Paper  ,$2.30.     •Item  314-A 

D  7.6/4:D  26/ch.26 

05574  Defense      integrated      data      system      (DIDS)      procedures      manual, 

Aug.20,1973,  Change  21.  Aug.13,1974.  [107]  p.  4°  (DoD  4100  39-M; 
Defense  Supply  Agency,  Headquarters,  Alexandria,  Va.)  [Issued  with 
perforations.]     +     •Item  314-A 

D  7.6/4:D  26/ch.21 

Defense  Supply  Agency  handbook  DSAH  (series). 

05575  4215.17.   Industrial  plant   equipment  handbook:   FSC  4440.   Driers,  dehydrators,  and  an- 

hydrators.  Mar.  1975.  cover  title,  iii  +  66  p.  4°  (SB  708-4440-1 ;  [Navy  Dept.]  NAV- 
SUP  Pub  5515;[Air  Force  Dept]  AFR  78-20;[Marine  Corps)  MCO  P4870.21c.)  [Issued 
with  perforations.  Supersedes  DSAH  4215.17/SB  708-4440-1/NAVSUP  Pub  5515/AFM 
78-20/MCO  P4870.21B.  May  5,  1972  and  ch.  1.1     +     •  Item  314-A 

D  7.6/7:4215.17/4 

05576  4215.23.  Industrial  plant  equipment  handbook:  FSC  4920.  aircraft  maintenance  and  repair 

shop  specialized  equipment.  Nov.   1974.  cover  title,  iii      +    121   p.  4°     (SB  708-4920- 
l;[Navy   Dept.]   NAVSUP  Pub  5521  :| Air   Force  Dept]   gafm  78-33;  [Marine  Corps) 
MCO  P4870.27C.)  [Issued  with  perforations.  Supersedes  DSAH  4215-23/SB  708-4920- 
1 /NAVSUP  Pub  5521/AFM  78-33/MCO  P4870.27B.  Feb.  1.  1972  and  eh.  I] 
•Paper.  $1.85.     •Item  314-A 

D  7.6/7:421 

05577  4215.24.    Industrial  plant  equipment  handbook:   FSC  4330.   Centrifugals,   separators  and 

filters.  Apr.  1975.  cover  title,  iii  +  31  p.  4°  (SB  708-4330-1;  [Navy  Dept]  NAVSUP 
Pub  5522;  [Air  Force  Dept.)  AFR  78-24;  [Marine  Corps]  P4870.28C .)  (Issued  with 
perforations  Supersedes  DSAH  4215.24/SB  708-4330-l/NAVSl'P  Pub  5522/ARM 
78-27/MCO  P4870.28B,  May  5.  1972  and  ch.  I]      *     •  Item  314-A 

D  7.6/7:4215.24/4 

Defense  Supply  Agency  manual  DSAM  (series). 

05578  4140.2.    Supply    operations    manual;    v.l.    Distribution    system    procedures.    Apr  15,1965. 

Change  16.  Oct.1.1974.  [440]  p.  4°  ([Army  Dept.]  AR  735-110;  [Nav>  Dept  ]  NAVSU- 
PINST  4400.79.  CH.16.;  [Marine  Corps)  MCO  P4400.101,  CH  16.)  [Issued  with  per- 
forations.]    +     Oltem  314-A 

D7.6/8:4140.2/v.l/ch.l6 
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05579  DoD  directory  of  contract  administration  services  components.  Jan.  1975. 

cover  title,  [74]  p.  il.  4°  (Office  of  Assistant  Secretary  of  Defense, 
Installations  and  Logistics.)  [Text  on  p.  4  of  cover.  Issued  with  per- 
forations. Supersedes  DoD  4105. 59H,  July  1974.]     #     •Item  3 14- A 

D  7.6/4: C  73/6/975 

Federal  item  identification  guide  FUG  (series).  (Defense  Supply  Agen- 
cy, Defense  Logistics  Services  Center,  Battle  Creek,  Mich.) 

05580  A145.   Structural   shapes,   nonmetallic,   Sept.19,1969,   Change   3.   Mar.29,1974.   [52]   p.   il. 

4°     |Issued   with   perforations.]     +    (Price   upon   application)   DLSC-AI.S    SA    1631, 
Federal  Center,  Battle  Creek,  MI  43016      •Item  314-A 

D  7.6/4:St  8/ch.3 

05581  A217.  Headgear,  Mar.27,1970,  Change  3.  Nov. 30, 1973.  [61]  p.  4°     [Information  incorrect 

in  publication  as  to  sale  from  Superintendent  of  Documents.]     +  (Price  upon  applica- 
tion* DLSC-ALS  Federal  Center,  Battle  Creek,  MI  43016     •Item  314-A 

D  7.6/4 :H  34/2/ch.3 

05582  MILSTRLP,  supp.l,  DoD  operating  manual,  [Routing  identifier  codes], 

Change  2.  June  2,  1975.  [1975.]  [54]  p.  4°  (DoD  4140.17-M;  Defense 
Supply  Agency.)  [Issued  with  perforations.]     +     •Item  314-A 

D  7.6/4-.M  59/supp.l/975/ch.2 

05583  [MAP AD]  military  assistance  program  address   directory,  Mar.1,1975, 

Change  3.  June  1,  1975.  [50]  p.  4°  (DoD  5105.38-D;  Defense  Supply 
Agency.)  [Issued  with  perforations.]     *  Paper,  85c    •Item  314-A 

D  7.6/4:M  59/6/ch.3 

05584  [MILSBILLS]  requisition  fund  codes,  military  standard  billing  system, 

supp.  1,  Nov.30,1973,  Change  5.  Aug.17,1975.  1-14,  21-22  p.  4° 
([DoD  4000.25-7-M;  Defense  Supply  Agency.])  [Issued  with  perfora- 
tions.] +      •Item  306-A 

D  1.6/2:M59/4/supp.l/ch.5 

05585  [MILSCAP]    military     standard    contract    administration    procedures, 

Change  3.  Aug.  16,  1974.  [11]  p.  4°  (DoD  4105.63-M;  Defense  Supply 
Agency.)  [Issued  with  perforations.]     *  Paper, 25c.     •Item  314-A 

D  7.6/4:M  59/3/971/ch.3 

DEFENSE  MAPPING  AGENCY,  Defense  Dept.  Washington,  DC  20305 

Publication.  (Hydrographic  Center.) 

05586  224  (111-C)  D.  Omega  propagation  correction  tables  for  10.2  kHz,  area  11,  North  America, 

station  D,  North  Dakota.  Reprinted    1975.  x     +   97  p.   il.  4°     [Issued  with  perfora- 
tions.] +      •Item  378  (Rev. 1957) 

D  5.317:224  (111-C)  D 

05587  224  (211-C)  D.  Omega  propagation  correction  tables  for  3.4  kHz,  area  11,  North  America, 

station  D,  North  Dakota.  Reprinted    1975.   x     +   97  p.   il.  4°     [Issued  with  perfora- 
tions.] +      •Item  378  (Rev.  1957) 

D  5.317:224(211-0  D 

DOMESTIC  AND  INTERNATIONAL  BUSINESS  ADMINISTRATION, 
Commerce  Dept.  Washington,  DC  20230 

05588  Franchise  opportunities   handbook    [with  bibliography].   Mar.  1975.   xlv 

+  [1]  +  204  p.  4°  (Office  of  Minority  Business  Enterprise.)  * 
Paper,$3.10.     •Item  231-B-4 

C  57.16:975 

Overseas  business  reports  OBR  (series).  [Issued  irregularly.]     *  Paper, 
$36.50  a  yr.,  add  $9.15  for  foreign  mailing;  single  copy  50c. 

05589  74-10.    Marketing    in    Pakistan;    prepared    by    Kathleen    Keim    .    May    1974.    22   p.    il.   4° 

[Issued  with  perforations.]     *G2     -Item  231-B 
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oss'xi        n4  l^    Doing  business  «.  it h  Czechoslovakia  [with  bibliograph)  | .  prepared  b\    James   I 

I  Ills        June     1974      23    p     4       (Office    »f    I  ,.st  West     I  r.i.le    Development      Bureau    of 
I  .ist  West    Ir.ule  >  llssneil  with  perforations.]      •Item  2M   B 

;  i  74-13 

05591       74-Ki    Marketing;  in    Algeria,   prepared   David   I'  N    Christensen      Jul\    IT4    42  p    d 

4°    (Afns.i  Division,  office  of  Internationa]  Marketing,  Bureau  >>f  lntern.itiun.il  Com 

merce.)  [Prepared  m  cooperation  with  is    interests  Section  in  Algeria    Issued  with 

perforations  |     '  Paper,  'ihi     •Item  231-B 

:  i  74  'ii 
03392       73-23.  Marketing  in  Israel    [prepared  in  Kathleen  Rem  |   Maj  1973   21  p    i      (Commerce 
Action  Group  for   Near   East     Bureau   of   International  Commerce  I  llssued  with  per 
forations  |     •  Paper,  500      •Item  231  B 

11:75-23 

05593  Trade     adjustment     assistance     program,     guidelines     for     applicants. 

Nov.30,1975.     [4]     +     30     p.     4°     (Office     of     Trade     Adjustment 
Assistance.)  + 

C  57.8:T  67 

DOMESTIC  COMMERCE  BUREAU,  Commerce  Dept.  Washington, 

DC  20230 

05594  Cost  of  crimes  against  business:  [hy  James  C.  Kingsbury  ].  Nov.  1974. 

iv     +  52  p.  4°     *  Paper,  SI.  10.      •Item  215 

C  57.502:C  86/2 

EAST-WEST  TRADE  BUREAU,  Commerce  Dept.  Washington,  DC 
20230 

05595  Export  Administration  regulations,  June   1,   1974.  [June   1974.]  [603]  p. 

4°     (Office  of  Export  Administration.)  [Issued  with  perforations.] 

*  Paper,  $35.00  (includes  supplemental  Export  control  bulletin);  add 

$8.75  for  foreign  mailing.     # 

C  57.409:974 

ECONOMIC  DEVELOPMENT  ADMINISTRATION,  Commerce  Dept. 
Washington,  DC  20230 

055%  EDA  qualified   areas,   Jan.1975   [map].    1975.   26   x  40  in.   [Scale   300 
m..3.6  in.]     +     •Item  130-J 

C  46.1 7: Ar  3/975 

ECONOMIC  RESEARCH  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

ERS-foreign  (series). 

05597  357.    Agricultural    production    and    trade.    Iran    (with    list    of    literature    cited.    b\    Michael 

E.    Kurt/ig    |.    [April    1974. |    cover    title,    u      ¥    51    p.    il     4       | Abstract    on    p     2    of 
cover,  page  51  printed  on  p.  3  of  cover.)       +     •Item  76-G 

A  93.21  2  357 

05598  361.    Agricultural    situation    in    Far    Fast    and    Oceania,    review    of    1973    and    outlook    for 

1974   (prepared   b\    F.   Wayne   Dennej    and  others].   [Apr.  1974.]   iv      -    57  p    il    4 
+     •Item  76-G 

a  93.21  :  361 
Foreign  agricultural  economic  report. 

05599  105.    Agricultural    situation    in    Far    Fast    and    Oceania,    review    of    l('"4    and    outlook    for 

1975.  [May  1975.1  vi      h  57  p.  il.  4"      *     •  Item  42  B 

A  93.27  103 

05600  107.  Canada's  export  market  development  for  agricultural  products  (with  list  of  selected 

references;  by  Omero  Sabatini  |    [Maj    1975.]  cover  title,  vim      t-  81  p.  iL  4 

((Foreign    Demand   and   Competition    Division. |t   [Abstract   on   p2   of   cover.    Page   SI 

is  p.3  of  cover.]     *     •Item  42-B 

A  93 
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EDUCATION  OFFICE,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20202 

05601  Does  small  private  college  have  future?  by  T.  H.  Bell,  U.S.  Commis- 

sioner of  Education,  [address]  prepared  for  annual  meeting  of  Council 
of  Small  Private  Colleges,  Washington,  D.C.,  Jan.  14,  1975.  [1975]. 
8  leaves,  4°  + 

HE  5.8:B  41/15 

05602  Education  directory,  State  governments  1971-73.  [Aug.1971.]  cover  title, 

224  p.  + 

HE  5.2:D  62/3 

05603  Handbook  for  private  school  administrators  for  effective  participation 

in  Federal  education  programs  administered  by  U.S.  Office  of  Educa- 
tion. Nov.  1974.  cover  title,  iii  +  46  p.  [Prepared  by  Council  for 
American  Private  Education.]     +     •Item  461 -A 

HE  5.6/2:P  93/2 

05604  Manual  for  nonprofit  organization  grant  applicants,  Emergency  school 

aid  act  (P.L.  92-318  title  7  as  amended  by  P.L.  93-380).  Revised 
Apr.1975.  [1975.]  [72]  p.  4°     +     •Item  461 -A 

HE  5.6/2:G  76/7 

05605  State  and  Federal  laws  relating  to  nonpublic   schools;   compiled  and 

edited  by  Helen  M.  Jellison  ,  assisted  by  Grace  L.  Baltzell.  Apr. 
28,  1975.  viii     +  391  p.  4°     +     •Item  461  (rev.  1965e 

HE  5.2:L  41 

ENGINEERS  CORPS  (Army),  Defense  Dept.  Washington,  DC  20301 

Note.— Orders  or  requests  for  publications  listed  below  which  are  not  sold  by  the  Superintendent 
of  Documents  should  be  sent  to  the  preparing  and  issuing  office  indicated.  Address  requests 
to  the  U.  S.  Army  Corps  of  Engineers  and  add  the  city  and  state  shown.  Publications  shown 
as  initiated  and  issued  by  the  Chief  of  Engineers  should  be  sent  to:  Office  of  the  Chiefof 
Engineers,  Publications  Depot,  890  Pickett  Street,  Alexandria,  VA  22304. 

Cold  Regions  Research  and  Engineering  Laboratory,  Hanover,  N.H.: 
Research  report. 

05606  328.    Spline   approximation    to   freezing   of   water   in   cylindrical   hole   drilled   in   an   ice 

sheet;  [by]  Shunsuke  Takagi  .  Feb.  1975.  cover  title,  iii      +13  p.  il.  4°     # 

D  103.33/3:328 

05607  330.  Subarctic  plant  communities  and  associated  litter  and  soil  profiles  in  Caribou  Creek 

research  watershed,  interior  Alaska  [with  list  of  literature  cited;  by]  John  L.  Troth 
,  Frederick  J.  Deneke  and  Lloyd  M.  Brown.  Mar.  1975.  cover  title,  iii  +  25  p. 
il.   4°     [Prepared   for   Office,   Chief   of  Engineers,   under  work   unit  CWLS   31003.] 

D  103.33/3:330 

05608  333.    Bearing  capacity   of   floating   ice   plates   subjected   to    static   or  quasi-static   loads, 

critical  survey  [with  list  of  literature  cited;  by]  Arnold  D.  Kerr  .  Mar. 1975.  cover 
title  iv  +  43  p.  il.  4°  [Prepared  for  Advanced  Projects  Research  Agency  under 
contract  DACA-70-C-0022;  ARPA  order  1615.]     # 

D  103.33/3:333 

Cold  Regions  Research  and  Engineering  Laboratory,  Hanover,  N.H.: 
Special  report. 

05609  43.   pt.   7.   Ice  thickness   observations,   North   American   Arctic  and   subarctic,    1970-71, 

1971-72  [with  selected  bibligraphy;  by]  Michael  A.  Bilello  and  Roy  E.  Bates.  Apr. 
1975.  cover  title,  iv  +  103  p.  il.  4°  [DA  Task  4A161 102B52E02,  DA  Task 
4A162131A89401.]     # 

D  103.33/2:43/pt.7 

05610  207.   Cobra,   positive   pitch   controlled   articulated   testbed    [with   list   of   literature   cited; 

by]  Ben  Hanamoto  .  May  1974.  iii  +11  p.  il.  4°  [Prepared  for  Army  Tank- 
Automotive  Command  order  73-1 1R.]      # 

D  103.33/2:207 
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+  Distribution  Made  by  Issuing  Office 
Page  64  #Not  Available  for  Sale  or  Distribution 


March  197ft 

2()'>  Identification  of  soil  orgaaici  using  gas  chromatographic/masi  ipcctrometric  method 
|wnh  list  of  literature  cited;  by]  WiOiain  I  okciIK  and  Richard  P  Murnnann 
June  ll'^4   mi      •   Up   il  4      [DA  project  4A162121A894.]     # 

I)  103 

221.  Analysis  anil  conceptual  design  of  practical  ice  water  heat  sinks  | with  list  of  literature 

cited;  by]  Edward  Grande      Mar.1975    covei  title,  u     •    149  p    il    4      [Prepared 

h\     Fostci  Millei    Associates.    Iik      .    Wallham.    Mass.    under    contract    DAAG    17-73 

C-0238.]     # 

I)  103  J3/2  221 

Construction     Engineering    Research     Laboratory,    Champaign,     111.: 
Technical  report. 

A-16.  Air  cargo  support  facilities  for  Army  airlift  operations  (strategic  airlift  ground 
support  facilities)  |wilh  list  of  references);  by  Charles  S  Stahl  May  1973.  vi 
*  21      +  |5|  p.  il.  4°     §  (Price  upon  application). 

D  103.53  A-16 

E-50.    Computer-aided    environmental    impact    analysis    for    construction    activities,    user 

manual  [with  list  of  references];  by   I      V.   Urban   .   H  I      Bafbach,   R.K     Jain.   E.W. 

Novak,  R.K.  Riggins.  Mar.1975.  cover  title.  71      f  [24]  p.  il.  4°     [Project  4AI621A896; 

task  01;  work  unit  001.  Some  pages  printed  as  leaves!       §  (Price  upon  application). 

I)  103 
M-009.    Maintenance    and    repair   of    concrete    and    masonrv     structures     EpOX)    pressure- 
grouting  [with  list  of  cited   references);  by  J.   D    Fuller   .  J    D    Kriegh    July    1971. 
|87]  p.  il.  4°     # 

D  103.53M-9 
M-018.   Stabilization  studies,  Afghanistan   soils  [with  list  of  references);  R     F    Aufmuth 
June  1972.  cover  title,  [1)      tv      +10     +  [3|  p.  il.  4°     §  (Price  upon  application! 

I)  I03.53:M-I8 
M-023    Creep  characteristics  of  polyester  concretes   [with    list  of  references],  bv    P    A 
Howdyshell  .  Nov.   1972.  cover  title.   Ill      t   v      -    15      f   [3]  p.  il.  4r     §  (Price  upon 
application). 

D  103.53:M-23 
M-075.    Waterproofing  materials   for  prevention   of   windblown   rain   penetration   through 
masonry   walls  [with   bibliographies);    by   Stanley    M.   Kanarowski       Apr. 1975.   cover 
title,  47  p.  4°     [Project  4A0621 12A891 ;  task  04;  work  unit  003.)     §  (Price  upon  appli- 
cation). 

D  103.53M-75 
M-080.    Wood    design    parameters    for    theater   of    operations    applications    [with    list    of 
references);  by  R.  H.  Heidersbach  ,  jr.  May   1974.  cover  title.  53  p.  il    4°     (AFCS- 
design  parameters  for  T.  O.  material  applications]     §  (Price  upon  application). 

D  l03.53:M-80 
M-082.    New   look   at   structural   energy   dissipation    (with    list   of   cited    references);    by 
F.    B.    Plummer    ,   jr.    May    1974.    62    p.    il.   4°     [Energy   dissipation    in    dynamically 
loaded  structures.]     §  (Price  upon  application). 

D  103.53:M-82 

M-086.    Cyclic   mechanical   tests  and   appropriate  analytical    stress-strain   model   for   A36 

steel   [with  list  of   references];   by   J.    F.   Martin   .    May    1974    cover   title.   62   p    il. 

4°     [Energy  dissipation  in  dynamically  loaded  structures.)     §  (Price  upon  application). 

D  l03.53:M-86 
M-088.    Use   of   coral   as    aggregate   for   Portland   cement   concrete    structures   |with   list 
of   references);   by    P.    A.    Howdyshell    .   June    1974.   cover   title.   42   p     il.   4°     [Use 
of  coral  as  construction  material]     §  (Price  upon  application). 

D  103 
M-092     Evaluation  of  lunar  drilling  technology  for  teirestnal   applications,    field   study; 
by    R.   E.    Aufmuth    .   July    1974.   cover  title.   35   p.   il.    4C     [Project  4AI 62121 A890.) 
§  (Price  upon  application). 

D  103.53  M-92 
M-096.   Evaluation  of  lunar  drilling  technology  for  terrestrial  applications;  bv    R    F.  Auf- 
muth .  July  1974.  20  p.  il.  4°     §  (Price  upon  application  I 

D  103 
M-120.    Failure   analysis    of  tainter  gate   cable-adjusting   bolts   [with   list   of    references); 
by  James  Aleszka   .   Apr .1975.   cover   title.   28  p    il    4C     [Prepared  under  order  DC- 
B-75-27;  work  unit  CWIS-31204]      §  (Price  upon  application) 

D  103.53M-120 
P-22.    Information   storage   and   retrieval   system   for  life   expectancy   of   facilities    [with 
list  of  references],  by  E.  K.  C.  Lee   .  J.  G.  Kirby,  J.   M.  Gorgas.  May   1974.  cover 
title.  %  p.  il.  4°     [Life  expectancy  of  facilities]     §  (Price  upon  application). 

v  v  ■  D  103.5VP-22 
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05627  Baton  Rouge,  La.,  no.  3  Clay  Vuy  Bayou,  Jones  Creek  and  tributaries.  Sept. 1 974.  cover 

title,  |41  +  ii  +  45  p.  il.  65  pi.  4°  [Prepared  for  city  of  Baton  Rouge,  La., 
by  Dept.  Of  Army,  New  Orleans  District,  Corps  of  Engineers,  New  Orleans,  La.] 
# 

D  1 03.47:  B  32/3 

05628  Buck   Creek   and   Grassy    Creek,    Marion    County,    Ind.   June    1973.   cover   title,   |2]     + 

ii  +  29  p.  il.  11  pi.  4°  [Prepared  for  Marion  County  Metropolitan  Planning  Depart- 
ment, and  Indianapolis  Flood  Control  District,  by  Corps  of  Engineers,  U.S.  Army, 
Louisville,  KY.,  District.]     # 

D  103.47:M  33/8 

05629  Colorado  River  and  County  Club  Creek,    Austin,  Tex.   Feb. 1975.  cover  title,  iv     +    38 

p.  il.  11  pi.  4°  [Prepared  for  City  of  Austin,  by  Corps  of  Engineers,  U.S.  Army, 
Fort  Worth,  Tex.,  District.]     # 

D  1 03.47:  Au  7/9 

05630  East  Branch,   Perkiomen   Creek,   and   Indian  Creek,   Bucks   and   Montgomery   Counties, 

Pa.  Oct.  1974.  cover  title,  [4]  +  i  +  28  p.  il.  21  pi.  4°  [This  report  was  prepared 
for  Bucks  County  and  Montgomery  County  Planning  Commissions  by  U.S.  Army 
Corps  of  Engineers,  Philadelphia  District.]     # 

D  1 03.47: B  85/4 

05631  Hackberry  Creek  and  Cottonwood   Branch,   Dallas  County,  Tex.  Dec. 1974.   cover  title, 

iv  +  33  p.  il.  11  pi.  4  [Prepared  for  Dallas  County,  Tex.  by  Corps  of  Engineers, 
U.S.  Army,  Fort  Worth,  Tex.,  District.]     # 

D  103.47:D  16/7 

05632  Little   Dry   Fork,   Love    Branch,   Burgher    Branch,   city   of    Rolla,   Mo.   Aug. 1974.   cover 

title,  [2]  +  i  +  23  p.  il.  16  pi.  4°  [Prepared  for  City  of  Rools  by  Dept.  of 
Army,  St.  Louis  District,  Corps  of  Engineers,  St.  Louis,  Mo.]     # 

D  I03.47:R  64 

05633  Little  River,  Allen  County,  Ind.  Aug. 1974.  cover  title,  [4]      +  20  p.  il.  6  pi.  4°     [Prepared 

for  Allen  County  Plan  Commission  and  City  of  Fort  Wayne,  Allen  County,  Ind. 
by  Department  of  Army,  Corps  of  Engineers,  Louisville  District,  Louisville,  Ky.] 
# 

D  103.47:A1  5/3 

05634  Mayfield  Creek,  and  tributaries,  vicinity  of  Mayfield,  Ky.  Dec. 1974.  cover  title  [4] 

+  ii  +34  p.  il.  23  pi.  4°  [Prepared  for  City  of  Mayfield  by  U.S.  Army  Corps 
of  Engineers,  Memphis,  Tenn.  District.]     # 

D  103.47:M  45 

05635  Muddy  River,  vicinity  of  Overton,  Clark  County,  Nev.  June  1974.  cover  title,  [2] 

+  i  +  29  p.  il.  18  pi.  4°  [Prepared  for  Clark  County  by  Corps  of  Engineers, 
U.S.  Army,  Los  Angeles  District,  Calif.]     # 

D  103.47:C  54 

05636  Ohio  River,  Adams  County,  Ohio.  Dec. 1973.  cover  title,  vi     +  32  p.  il.  1  pi.  4° 

[Prepared  for  State  of  Ohio,  Dept.  of  Natural  Resources,  by  Dept.  of  Army,  Hunting- 
ton District  Corps  of  Engineers,  Huntington,  W.Va.]      # 

D  103.47:  Ad  1 

05637  Ohio  River,  Brown  County,  Ohio.  Dec. 1973.  cover  title,  vi      +  30  p.  il.  7  pi.  4° 

[Prepared  for  State  of  Ohio  Department  of  Natural  Resources  by  Dept.  of  Army, 
Huntington  District  Corps  of  Engineers,  Huntington,  W.  Va.]     # 

D  103.47:B  81 

05638  Ohio   River,   Carroll   &   Gallatin   Counties,   Ky.   [1975.]   cover  title,   [3]     +    i     +    29  p. 

il.  15  p.  4°  [Prepared  for  Carroll  and  Gallatin  Counties  Fiscal  Courts  by  Corps 
of  Engineers,  Louisville  District,  Louisville,  Ky.]       # 

D  103.47:C  23 

05639  Ouachita   Creek,  Hot  Springs  Creek,  Stokes  Creek,  Molly   Creek,  Gulpha  Creek,  City 

of  Hot  Springs,  Ark.  Jan. 1974.  cover  title,  [40  +  ii  +29  p.  il.  23  pi.  4°  [Prepared 
for  City  of  Hot  Springs  by  Dept.  of  Army,  Vicksburg  District,  Corps  of  Engineers, 
Vicksburg,  Miss.]     # 

D  103.47:H  79 

05640  Panther   and    Bear   Branches,    Montgomery   County,   Tex.    Mar.  1974.    cover   title,   iv     + 

32  p.  il.  22  pi.  4°  [Prepared  for  Montgomery  County,  Tex.  U.S.  Army,  Corps  of 
Engineers,  Galveston  District,  Galveston,  Tex.,]     # 

D  103.47:M  76/5 

05641  Rutherford   Fork  Obion   River  and  tributaries  vicinity  of  Milan,  Tenn.  Dec. 1974.  cover 

title,  [4]  +  ii  +31  p.  il.  25  pi.  4°  [Prepared  for  City  of  Milan  by  U.S.  Army 
Corps  of  Engineers,  Memphis,  Tenn.,  District.]     # 

D  1 03.47 :M  58/4 

05642  San  Benito  River,   Pajaro   River  to  Tres    Pinos  Creek,   San   Benito  County,   Calif.  June 

1974.   cover  title,    [3]        +    i     +    19  p.   il.   21    pi.   4°     [Prepared   for   Benito   County 
by  Jordan/Mathis  and  Associates,  Consulting  Engineers,  San  Francisco,  Calif.,  under 
contract  to  U.S.  Army  Engineer  District,  San  Francisco  Corps  of  Engineers.] 
# 

D  103.47:Sa  5b/5 
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05643  Trackee  River  and  Martis  Creek,  Truckee,  Calif.  June  1974   cover  title,  (4]      •   d 

p.il.  H  pi  4  [Prepared  fur  Hoards  of  Supervisors  Of  Nevada  and  Placers 
Counties  bv  Dept  of  Arrm  .  Sacramento  District.  Corps  of  Engineers,  Sacramento, 
Calif  I     # 

D  I03.47C  12/2 

05644  Wabash    River,    cits    of    Wahash    and    Wabash    County.    Ind.    Sept.  1973     cover    title.    |4] 

+  i  +  31  p.  il.  21  pi.  4  [Prepared  for  City  of  Wabash.  Wabash  Count)  and 
Indiana  Department  of  Natural  Resources,  by  Dept.  of  Army,  Corps  of  Engineers, 
Louisville  District.  I  ouisville.  Kv  ]      # 

<>   MM47W   ||/3 

05645  Walla    Walla    River,    vicinity    of    Milton-hreewater,    Oreg.    Aug. 1974.    cover    title,    in      • 

i  +  25  p.  il.  It)  pi  4  [Prepared  for  Umatilla  Count)  b\  Department  of  Army. 
Walla  Walla  District,  Corps  of  Engineers,  Walla  Walla.  Wash  |      # 

D  I(IV47:M  64/3 

05646  White    River   and    Village    Creek,    Newport,    Ark.    July    1974.    cover   title,    |l|      <-    vi      • 

42  p.  il.  23  pi.  4°  (Prepared  for  Newport,  Ark.  by  Corps  of  F.ngineers,  U.S.  Army, 
little  Rock,  Ark.,  District]     # 

1)  I03.47:N  47 

05647  White    River.    Killbuck   Creek.   Madison   County,   and    Anderson.    Ind.    Sept.  1973.   cover 

title,  1 3 1  <-  i  -  30  p.  il.  16  pi.  4°  [Prepared  for  Madison  County  Commissioners 
City  of  Anderson,  and  Indiana  Department  of  Natural  Resources  by  Corps  of  En- 
gineers. U.S.  Armv.  Louisville.  Ky.,  District.)     # 

D  I03.47:M  26/2 

05648  Floods  in  Corning,  Ark.,  Black  River.  [1975.]  [2]  p.  il.  f°  folded  into 

narrow  8°  size.  [Prepared  from  data  in  report  Flood  plain  information. 

Black  River,  Coming  Lake  and  Cypress  Creek,  Corning,  Ark.] 

# 

D  103.47/2:C  81/5 

05649  Floods  in  Essex-Williston,  Vt.  [1975.]  [2]  p.  il.   f°  folded  into  narrow 

8°  size.  [Prepared  from  data  in  report  Flood  plain  information, 
Winooski  River,  towns  of  Essex  and  Williston,  Vt.]     # 

D  103 .47/2: Es  7 

05650  Floods  in  Franklin,   Vance,  and  Granville  Counties,  N.C.  Tar  River. 

June  1974.  [2]  p.  il.  large  4°  folded  into  narrow  8°  size.  [Prepared 
from  data  in  report  Flood  plain  information,  Tar  River,  Vance. 
Franklin,  and  Granville  Counties,  N.C]     # 

D  103.47/2:F  85 

05651  Floods  in  Inkom,  Idaho,  and  vicinity,  Portneuf  River.  [1975.]  2  p.  il. 

f°  folded  into  narrow  8°  [Prepared  from  data  in  report  Flood  plain 
information,  Portneuf  River,  Inkom,  Idaho  and  vicinity.]     # 

D  103 .47/2:  In  5 

05652  Floods   in  Ontario,   Oreg.,   Snake   and   Malheur   Rivers.   [1975.]   [2]  p. 

il.  large  4°  folded  into  narrow  8°  size.  [Prepared  from  data  in  report 
Flood  plain  formation,  Ontario,  Oreg.,  Snake  and  Malheur  Rivers.] 
# 

D  103.47/2:On  8/3 

05653  Floods  in  vicinity  of  Anderson,  Madison  County,  Ind.,  how  to  avoid 

damage.  Sept.  1973.  [2]  p.  il.  large  4°  folded  into  narrow  8°  size. 
[Prepared  from  data  in  report  Flood  plain  information.  White  River- 
Killbuck  Creek,  Madison  Countv  and  Anderson,  Ind.]     # 

D  103.47/2:M  26/2 

05654  Floods  in  vicinity  of  Logansport,  Ind.,  how  to  avoid  damage.  Sept.1973. 

[2]  p.  il.  large  4°  folded  in  narrow  8°  size.  [Prepared  from  data 
in  report  Flood  plain  information,  Wabash  River.  Eel  River,  Goose 
Creek,  City  of  Logansport  and  Cass  County,  Ind]     # 

D  103.47/2:L  82/2 
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05655  Floods  in  vicinity  of  Wabash,  Ind.,  how  to  avoid  damage  Sept.1973. 

[2]  p.  il.  large  4°  folded  into  narrow  8°  size.  [Prepared  from  data 
in  report  Flood  plain  information,  Wabash  River,  City  of  Wabash 
and  Wabash  County,  Ind.]     # 

D  103.47/2:W  11/3 

05656  Floods  in  Westmoreland  County,   Pa.   [1975.]   [2]  p.  il.  f°  folded  into 

narrow  8°  size.  [Prepared  from  data  in  report  Flood  plain  information, 
Allegheny  River,  Westmoreland  County,  Pa.]     # 

D  103.47/2:W  52/2 

05657  Floods  on  Ohio  River,  Brown  County,  Ohio.   1973.  [2]  p.  il.  large  4 

folded  into  narrow  8  size.  [Prepared  from  data  in  report  Flood  plain 
information,  Ohio  River,  Brown  County,  Ohio.]     # 

D  103.47/2:B  81 

05658  Floods  on  Saddle  Creek,  Peace  River,  Polk  County,  Fla.  Aug.  1974. 

[2]  p.  il.  f°  folded  into  narrow  8°  size.  [Prepared  from  data  in  report 
Rood  plain  information,  Saddle  Creek  and  Peace  River,  Polk  County, 
Fla.]     # 

D  103.47/2:P  75/3 

Hydrologjc  engineering  methods  for  water  resources  development. 
(Hydrologic  Engineering  Center,  Davis,  Calif.)  [United  States  con- 
tribution to  International  Hydrological  Decade,  IHD  1965-74.] 

05659  v.8  Reservoir  yield   [with  selected  bibliography].  [Jan. 1975.]   [166]  p.  il.  4°     [Issued  by 

originator  as  HEC-IHD-0800.]  + 

D  103.55/2:W  29/v.8 

05660  Ohio  River  floods  in  Carroll  County,  Ky.,  how  to  avoid  damage  ... 

[1975.]  [2]  p.  il.  oblong  8°  folded  into  narrow  8°  size.  [Prepared  from 
data  in  report  Rood  plain  information,  Ohio  River,  Carroll  County, 
Ky.]     # 

D  103.47/2:C  23 

Pamphlet  EP  (series). 

05661  1 105-2-4.  Flood  plain,  handle  with  care.  Mar.  1974.  29    +    [3]  p.  il.  (Civil  Works  Direc- 

torate.) [Illustrations  on  p.  2-3  of  cover.]     +     #Item  338-B 

D  103.43:1105-2-4 

Special  flood  hazard  information  (series). 

05662  Minnesota  River  and  tributaries,  Mankato,  North  Makato,   Le  Hillier  [Minn.]  Oct.1973. 

cover  title,  [5]  +  i  +  43  p.  il.  19  pi.  4°  [Prepared  for  Mankato,  North  Mankato 
and  Le  Hillier  by  Dept.  Of  Army,  St.  Paul  District,  Corps  of  Engineers,  St.  Paul, 
Minn.]     # 

D  103.47:M  31/7 

05663  Tropical  storm  Agnes,  basins  of  Susquehanna  and  Potomac  Rivers  and 

Maryland  portions  of  Chesapeake  Bay  and  Atlantic  Coast,  post  flood 
report:  v.l,  Meteorology  and  hydrology  [with  selected  references]. 
Nov.1974  [published  1975].  cover  title,  [967]  p.  il.  3  maps  in  pocket, 
4°  [Prepared  by  Gannett,  Fleming,  Corddry,  and  Carpenter,  En- 
gineers, Harrisburg,  Pa.]     +     •Item  337 

D  103.2: Ag  6/5/v.l 

05664  Umatilla  River,  floods  in  vicinity  of  Echo  -  Stanfield,  Oreg.   [1975.] 

[2]  p.  il.  f°  folded  into  narrow  8°  size.  [Prepared  for  Umatilla  County 
Planning  Commission  by  U.S.  Army  Corps  of  Engineers  from  data 
in  report  Flood  plain  information,  Echo  -  Stanfield,  Oreg.,  Umatilla 
River.]     # 

D  103.47/2:Ec  4 
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Waterways  Experiment  Station. 

Note— Unless  otherwise  indicated,  publications  of  Waterways  Experiment  Station  may  be  or- 
dered from  Corps  of  Engineers.  U.S.  Army,  Waterways  Experiment  Station,  Vicksburg,  Miss 
§  (Price  upon  application) 

Instruction  report. 

05665  S-74-2.    Installation    of    heavy-duty    truss-web   extruded    aluminum    airfield    landing    mat. 

May  1974,  errata  sheet.  June  3,  1974.  [1974.1  1  p.  4°  + 

D  l03.24/7:S-74-2/errata 

Miscellaneous  paper. 

05666  C-74-12.    Pullout    resistance   of   reinforcing    bars   embedded    in   hardened   concrete   (with 

list  of  literature  cited);  by  Richard  L.  Stowe  .  Army-MRC  Vicksburg,  Miss  .  June 
1974.  cover  title,  ix  +  20  +  |31  p  il.  5  pi.  6  tab.4°  [Sponsored  by  Office.  Chief 
of  Engineers,  Army,  conducted  by  Concrete  Laboratory.] 

D  103.24/4:C-74-12 

05667  E-74-2.   Investigation  of  intermediate-  and   maxium-range  missiles  produced   by  cratering 

experiments  [with  list  of  references;  by]  John  F.  Dishon  ,  III.  Mar.  1974.  cover 
title,  viii  +  99  p.  il.  4°  (Explosive  Excavation  Research  Laboratory,  Livermore, 
Calif.)     §  (Price  upon  application). 

D  l03.24/4:E-74-2 

05668  S-71-28.  Evaluation  of  Dow  Chemical  Company  extruded  aluminum  two-piece  2-by  12-ft 

landing  mat  (MXI8-D),  Errata  sheet.  Jan. 1972.  1  p.  4°     # 

D  103.24/4:S-71-28/errata 

05669  S-74-23.   Soil  stabilization  for  roads  and   airfields  in  theater  of  operations,   final  report 

[with  list  of  references];  by  William  N.  Brabston  ,  George  M.  Hammitt  II  Sept. 1974. 
cover  title,  [213]  p.  il.  4°  [Sponsored  by  Office,  Chief  of  Engineers,  U.S.  Army. 
Task  08,  work  unit  009,  Soils  and  Pavements  Laboratory]     # 

D  103.24/4:S-74-23 

05670  S-75-10.  Seismic  field  methods  for  in  situ  moduli,  final  report  [with  list  of  references); 

Robert  F.  Ballard  ,  jr.,  Francis  G.  McLean.  Apr.  1975.  cover  title,  [2]  +  39  p. 
il.  4°  [Prepared  by  Soils  and  Pavements  Laboratory,  Vicksburg,  Miss.,  for  Office, 
Chief  of  Engineers.)  + 

D  103 .24/4:  S-75-10 

05671  S-75-1L  Scanning  electron  microscope  evaluation  of  fabric  in  impact-compacted  kaolinite. 

final  report  [with  list  of  references),  by  David  M.  Patrick  .  May  1975.  cover  title, 
[43]  p.  il.  4°  [Prepared  for  Office,  Chief  of  Engineers,  U.S.  Army,  Washington, 
D.C.,  under  Project  4A061102B52E,  task  03,  work  unit  009.)  + 

D  l03.24/2:S-75-ll 

Technical  report. 

05672  C-74-4    Use   of   belt   conveyors   to   transport   mass   concrete,   final   report;    by   Kenneth 

L.  Saucier  .  Sept.1974.  cover  title,  [45]  p.  il.  4°  + 

D  103.24/2:C-74-4 

05673  H-75-10.   Outlet  works  for  Beltzville  Dam,  Pohopoco  Creek,  Pa.,  prototype  tests,  final 

report  [with  list  of  references];  by  E.  Dale  Hart  and  Clifford  A.  Pugh.  May  1975. 
cover  title,  [55]  p.  il.  4  + 

D  1 03. 24/2: H-75-10 

05674  H-75-6.  Navigation  conditions  at  Cannelton  Locks  and  Dam.  Ohio  River,  hydraulic  model 

investigation,  final  report;  by  John  J.  Franco  ,  Cody  D.  McKellar.  Apr.  1975.  cover 
title,  [115]  p.  il.  4°  [Prepared  by  Hydraulics  Laboratory,  Vicksburg,  Miss.,  for 
U.S.  Army  Engineer  Division,  Ohio  River.  Cincinnati,  Ohio.j  + 

D  103.24/2:H-75-6 

05675  H-75-8.   Expansion  of  Port  Hueneme,  Calif.,  hydraulic  model  investigation,   final  report 

[with  list  of  references];  by  Leroy  G.  Crosby  .  Donald  I.  Durham,  Claude  E. 
Chatham,  jr.  Apr.1975.  cover  title.  [1 1 1  ]  p.  il.  4°  + 

D  103.24/2:H-75-8 

05676  H-75-9.    Navigation   conditions   at   Uniontown    Locks   and    Dam,   Ohio   River,   hydraulic 

model  investigation,  final  report;  by  Louis  J.  Shows  ,  John  J.  Franco.  May  1975. 
cover  title  [119]  p.  il.  4°  + 

D  103.24/2:H-75-9 

ENVmONMENTAL  DATA  SERVICE,  Commerce  Dept.  Washington, 
DC  20235 

05677  ESIC,  Environmental  Science  Information  Center,  [rev.   1975.]  [1975.] 

8  p.  il.  narrow  8°    ([NOAA/PA  72029.])      +     •Item  273-D- 1 

C  55.202 :En  8/975 
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World  Data  Center  A  for  Solar-Terrestrial  Physics:  Report  UAG 
(series). + Paper,  $25.20  a  yr.  add  $12.00  for  foreign  mailing;  single 
copies  vary  in  price  (National  Climatic  Center,  Federal  Building, 
Asheville,  NC  28801  Att:  Pub). 

05678  41.   H-alpha  synoptic  charts  of  solar  activity  during  first   year  of  solar  cycle  20,  Oct. 

1964-Aug.  1965  [with  list  of  references];  by  Patrick  S.  Mcintosh  and  Jerome  T. 
Nolte.  Mar.1975.  [1]  +  25  p.  il.  4°  NOAA  Space  Environment  Laboratory,  under 
NOAA  Contract  03-3-022-41  and  NASA  Contract  NGR-30-002-097.]     +  Paper  ,48c. 

C  55.220:41 

ENVIRONMENTAL  PROTECTION  AGENCY  Washington,  DC  20460 

Background  document  for  noise  regulations. 

05679  Proposed  medium  and  heavy  truck  [with   lists  of  references].  Oct.1974.   [286]  p.  il.  4° 

(EPA-550/9-74-018.)  + 

EP  1.6/2:T76 

05680  Comprehensive    data    handling    system,     air    quality    data    handling 

subsystem  (AQDHS-II)  program  documentation  and  user's  guide.  July 
1974.  vi  +269  +  [1]  p.  il.  4°  (Office  of  Air  and  Waste  Manage- 
ment, Office  of  Air  Quality  Planning  and  Standards,  Research  Trian- 
gle Park,  N.C.;  EPA-450/3-74-045.)  [Prepared  by  IBM  Corporation, 
Federal  Systems  Div.  under  contract  68-02-0638.]  §  (Price  upon  appli- 
cation). 

EP  4.8:C  73/2 

05681  Comprehensive  data  handling  system,  emissions  inventory /permits  and 

registration  subsystem  (EIS/P&R)  program  documentation  and  users 
guide.  Feb.  1975.  ix  +408  +  [1]  p.  il.  4°  (Office  of  Air  and  Waste 
Management,  Office  of  Air  Quality  Planning  and  Standards,  Research 
Triangle  Park,  N.C.;  EPA-450/3-74-045- A.)  [Prepared  by  IBM  Cor- 
poration, Federal  System  Division  under  contract  68-02-0638.]  § 
(Price  upon  application). 

EP  4.8:C  73 

05682  Consultant  report  to  Committee  on  Motor  Vehicle  Emissions,  Commis- 

sion on  Sociotechnical  Systems,  National  Research  Council  on  Emis- 
sions control  of  engine  systems  [with  list  of  references];  prepared 
by  James  E.A.  John  ,  Naeim  A.  Henein,  Ernest  M.  Jost,  Henry 
K.  Newhall,  David  Wulfhorst,  John  W.  Bjerklie,  William  J.  Mclean, 
Charles  Tobias,  David  G.  Wilson.  Sept.  1974.  xi  +  260  p.  il.  4° 
([Office  of  Air  and  Waste  Management,  Office  of  Mobile  Source 
Air  Pollution  Control.])     +     #Item  431-1-1 

EP1.2:Em4/16 

05683  Contribution  of  urban  planning  to  air  quality  [with  bibliography] ;  by 

George  Hagevik  ,  D.  Mandelker  and  R.  Brail.  Feb.  1974.  [484]  p. 
il.  4°  (Office  of  Air  and  Waste  Management,  Office  of  Air  Quality 
Planning  and  Standards,  Research  Triangle  Park,  N.C.;  EPA-450/3- 
75-038.)  [Contract  68-02-0278.]     §  (Price  upon  application). 

EP  4.2:Ur  1 

Development  document  for  effluent  limitations  guidelines  and  new 
source  performance  standards. 

05684  Fabricated  and  reclaimed   rubber  segment  of  rubber  processing  point  source  category 

[with  bibliography].  Dec.  1974.  xi  +  240  p.  il.  4°  (Effluent  Guidelines  Division, 
Office  of  Water  and  Hazardous  Materials;  [EPA  440/1-74-030-a,  group  1,  phase 
2].)     *  Paper,  $3.10.     •Item  431-1-5 

EP  1.8/3:R  82 

05685  Renderer   segment   of   meat   products   and    rendering   processing   point   source   category 

[with  list  of  references;  edited  and  compiled  by  Pearl  Smith  ].  Jan. 1975.  xiv 
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♦  I^P  il  4  influent  Guidelines  Division.  Office  of  Water  and  Hazardous  Materi- 
als. |  M'A  440,  I -74/IH  I -d.nroup  I. phase 2]  )  'Paper. $2  70  •  Item  43 1- 1-5 

EP  I  K/VR  29/2 

Development  document  for  proposed  effluent  limitations  guidelines 
and  new  source  performance  standards. 

05686  Builders  paper  and  roofing  felt  segment  of  builders  paper  and  hoard  mills   point  source 

category  [with  lists  of  references]  Jan  1974.  (I|  ♦  vin  •  142  p  il  4  (Effluent 
Guidelines  Division.  Office  oi  An  nd  Wata  Programs.  [EPA  440/1-74/026J.)  • 

EP  1.8/3:  B86/2/974 

05687  Building,  construction  and  paper  segment  of  asbestos  manufacturing  point  source  category 

(with  list  of  references)  Oct  197V  vii  I  H2  p  il  4  (Effluent  Guidelines  Division. 
Office  of  Air  and  Water  Programs;  |EPA  440/1-73/017].)    » 

EP  1.8/3:  B86/973 

05688  Insulation  fiberglass  manufacturing  segment  of  glass  manufacturing  point  source  category 

[with  bibliography].  July  13.  1973.  vii  +  101  p.  il.  4°  (Office  of  Air  and  Water 
Programs,  Effluent  Guidelines  Division;  [EPA-440/1 -73-001  ]  I   - 

EP  1 .8/3:  In7/973 

05689  Lead   segment  of  nonferrous  metals   manufacturing  point   source  category    [with   list  of 

references;  prepared  and  edited  by  George  S.  Thompson  .jr.]  Nov. 1974.  ix  +  124 
p.  il.  4°  (Effluent  Guidelines  Division,  Office  of  Water  and  Hazardous  Materials; 
[EPA  440/1-75/032-a,  group  1,  phase  2].)  [Errata  page  inserted  and  also  p. 2  of 
cover.  Series  title  on  cover  is  Development  document  for  interim  final  effluent 
limitations  guidelines  and  proposed  new  source  performance  standards.]  + 

EP  l.8/3:L46 

05690  Phosphorus  derived  chemicals  segment  of  phosphate  manufacturing  point  source  category 

[with  list  of  references].  Aug. 1973.  vii  +  160  p.  il.  4°  (Effluent  Guidelines  Division, 
Office  of  Air  and  Water  Program;  [EPA  440/1-73/0061].)    - 

EP  1 .8/3:  P56/973 

Ecological  research  series. 

05691  660/3-74-025.  Fate  of  select  pesticides  in  aquatic  environment  [with  list  of  references); 

by  James  R.  Sanborn  .  Dec. 1974.  vii  +  83  +  [1]  p.  4°  (National  Environmental 
Research  Center,  Office  of  Research  and  Development,  Corvallis,  Oreg.)  [Project 
R-800736.  program  element  1BA023.  ROAP  21  AIM.  task  02]  'Paper,  $1.55  (S/N 
5501-00995).     •Item  431-1-11 

EP  1.23:660/3-74-025 

05692  660/3-74-031.    Environmental   requirements   of  selected   estuarine   ciliated   protozoa   jwith 

lists  of  references];  by  Arthur  C.  Borror  .  May  1975.  v  +  49  +  [1]  p.  il.  4° 
(National  Environmental  Research  Center,  Office  of  Research  and  Development. 
Corvallis,  Oreg.)  [Grant  18080,  FBW,  program  element  1BA022]  §  (Price  upon  ap- 
plication).    •Item  431-1-11 

EP  1.23:660/3-74-031 

05693  660/3-75-012.    Modeling    dynamics    of   biological    and    chemical    components    of   aquatic 

ecosystems  [with  list  of  references];  by  Ray  R.  Lassiter  .  May  1975.  v  +  54 
+  [1]  p.  il.  4°  (National  Environmental  Research  Center,  Office  of  Research  and 
Development,  Corvallis,  Oreg.)  [ROAP  03ACQ,  Task  09.  program  element  1BA023] 
§  (Price  upon  application).     •Item  431  -I- 1 1 

EP  1.23:660/3-75-012 

05694  660/3-75-015.   Effects  of  mirex  and  methoxychlor  on  striped  mullet,   Mugil   cephalus  I.. 

[with  list  of  references];  by  Jong  H.  Lee  ,  Colin  E  Nash  and  Joseph  R.  Sylvester. 
May  1975.  v  +  18  +  [1]  p.  4°  (National  Environmental  Research  Center,  Office 
of  Research  and  Development,  Corvallis,  Oreg.)  [Grant  R  802348,  program  element 
1EA077,  ROAP/Task  10  AKC/040.]     §  (Price  upon  application).     •Item  431-1-1 1 

EP  1.23:660/3-75-015 

05695  Endangered  sea,  remarks  by  Russell  E.  Train,  Administrator,  U.S.  En- 

vironmental Protection  Agency,  prepared  for  delivery  before  National 
Audubon  Society,  New  Orleans,  La.,  Apr.19,  1975.  Russell  E.  Train 
.  Apr.  1975.  15  p.  (Office  of  Public  Affairs;  Environmental  Informa- 
tion.)    +     •Item  431-1-6 

EP1.10:T68/2 

Environmental  monitoring  series. 

056%  73-010.    Workshop    on    mathmatical    modeling    of    photochemical    smog,    summary    of 

proceedings.Oct.30-31 .  1972;  by  Marcia  C.  Dodge  .  Jan.1973.  iv      -  42     *  A-3 
+  B-4  p.  c     (National  Environmental  Research  Center.  Office  of  Research  and  Moni- 
toring. Research  Triangle  Park,  N.C.)  + 

EP  1.23/5:73-010 
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05697  650/4-74 -005-m.  Guidelines  for  development  of  quality   assurance  program:    v.    13,  Test 

for  lead  in  gasoline  by  atomic  absorption  spectrometry  [with  list  of  references!; 
by  Denny  E.  Wagoner  ,  Franklin  Smith,  and  D.  Gilbert.  Nov.  1974.  vi  +51 
p.  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-02-1234,  ROAP  26BGC, 
program  element  1HA327.]  + 

EP  1.23/5:650/4-74-005-m 

05698  650/4-75-001.  Collaborative  study  of  method   10,  reference   method  for  determination  of 

carbon  monoxide  emissions  from  stationary  sources,  report  of  testing;  by  Paul  C. 
Constant  ,  jr.,  George  Scheil  and  Michael  C.  Sharp.  Jan. 1975.  x  +  81  p.  il.  4° 
(Office  of  Research  and  Development.)  [Contract  68-02-1098,  ROAP  26AAG,  program 
element  1HA327.]     §  (Price  upon  application). 

EP  1.23/5:650/4-75-001 

05699  Environmental  Protection  Agency  library  system  book  catalog  holdings 

as  of  July   1973,   v.l.   Dec.  1974.    xi   +   732  p.  4°    (EPA-LIB-74-06; 
Library  Systems  Branch,  Management  and  Organization  Division,  Of- 
fice of  Administration,  Office  of  Planning  and  Management.)     + 
•Item  431-1-1 

EP  1.2:L  61/4/v.l 

Environmental  protection  technology  series. 

05700  73-187.   Neutralization  of  abatement  derived  sulfuric  acid   [with  bibliography]  by  W.D. 

Beers  .  Apr.1973.  cover  title,  iv  +  49  p.  il.  4°  (Office  of  Research  and  Monitoring.) 
[Prepared  by  Processes  Research,  Inc.  under  contract  68-02-0242,  task  3,  program 
element  1A2013.]     §  (Price  upon  application,  PB-220  362). 

EP  1.23/2:73-187 

05701  600/2-75-002.    Federal   surface   vehicle    noise   research,   development   and   demonstration 

programs,  FY  73-FY  75  [with  bibliographies).  Mar.  1975.  viii  +  95  p.  4°  (Office 
of  Research  and  Development.)  [Prepared  by  Interagency  Surface  Vehicle  Noise 
Research  Panel.  Program  element  1GB090.)  §  (Price  upon  application).  •Item  431- 
1-12 

EP  1.23/2:600/2-75-002 

05702  650/2-73-041 -a.    Demetallization   of   heavy    residual   oils,   phase   2;   by    M.C.    Chervenak, 

P.  Maruhnic,  and  G.  Nongbri.  Feb. 1975.  xil  +  85  p.  il.  4°  (Office  of  Research 
and  Development.)  [Contract  68-02-0293,  ROAP  21ADD-050,  program  element 
1AB013.]     §  (Price  upon  application). 

EP  1.23/2:650/2-73-041-a 

05703  650/2-74-002-b.   Effects  of  design  and  operating  variables   on  NOx  from  coal-fired  fur- 

naces, phase  2;  by  W.  Joseph  Armento  .  Feb.  1975.  xiv  +  145  p.  il.  4°  (Office 
of  Research  and  Development.)  [Contract  68-02-0634,  ROAP  21ADG-041,  program 
element  1AB014.]     §  (Price  upon  application). 

EP  1.23/2:650/2-74-002-b 

05704  650/2-74-009-d.  Evaluation  of  pollution  control  in  fossil  fuel  conversion  processes,  gasifi- 

cation: sec.  1,  C02  acceptor  process  [with  bibliography];  by  C.E.  Jahnig  and  E.M. 
Magee.  Dec. 1974.  vi  +  61  p.  il.  4°  (Office  of  Research  and  Development.)  [Contract 
68-02-0629,  ROAP  21ADD-023,  program  element  1AB013.]  §  (Price  upon  applica- 
tion). 

EP  1.23/2:650/2-74-009-d 

05705  650/2-74-075.  Charged  droplet  scrubbing  of  submicron  particulate  [with  list  of  references]; 

by  J.R.  Melcher  and  K.S.  Sachar.  Aug.  1974.  xvii  +  241  p.  il.  4°  (Office  of  Research 
and  Development.)  [Contract  68-02-0250,  ROAP  21ADL-003,  program  element 
1AB012.]  + 

EP  1.23/2-650/2-74-075 

05706  650/2-74-086-a-b.    Procedures   for   measurement   in    stratified   gases,    v. 1-2,    [with   list   of 

references];  by  A.  Zakak  ,  R.  Siegel  ,  J.  McCoy,  S.  Arab-Ismali,  J.  Porter,  L. 
Harris,  L.  Forney  and  R.  Lisk.  Sept.  1974.  [490]  p.  il.  4°  (Office  of  Research  and 
Development.)  [Contract  68-02-1306,  program  element  1AB013,  ROAP  21ACX-092.] 

EP  1.23/2:650/2-74-086-a-b 

05707  650/2-74-095.    Fluoride   emissions   from   phosphoric   acid   plant  gypsum   ponds   [with   list 

of  references];  by  W.R.  King  and  J.K.  Ferrell.  Oct.1974.  vi  +  316  +  [1]  p.  il. 
4°  (Office  of  Research  and  Development.)  [Grant  R-800950,  ROAP  21AFA-075, 
program  element  1AB015.  Some  pages  printed  as  leaves.]  + 

EP  1.23/2:650/2-74-095 

05708  650/2-74-1 19-a.     Entrainment     separators     for     scrubbers,     initial     report     [with    list    of 

references];  by  S.  Calvert  ,  I.E.  Jashnani,  S.  Yung,  and  S.  Stalberg.  Cot.1974. 
[317]  p.  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-02-0637,  program 
element  1AB013,  ROAP  21ACX-086.]  + 

EP  1.23/2:650/2-74-1 19-a 

05709  650/2-74-126-a-b.    Proceedings,    symposium    on    flue   gas   desulfurization,    Atlanta,    [Ga.], 

Nov.    1974  v. 1-2  [with  lists  of  references].  Dec.    1974.  2  v.,   ix     +    ix     +    1192  p. 
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il   4      (Office  uf  Research  and  Development)  IROAP  21ACX-AA,  program  clement 
1AB0I3.|     §  (Price  upon  application). 

F.P  1 .23/2:650/2-74- 1 26-a-b 

650/2-74-  12K  Measurement  of  Opacity  and  mass  concentration  of  particulate  emissions 
h>  transmissometry  l«nh  list  of  references];  by  William  D.  Conner  Nov.  1974 
iv  •  S3  p.  il  i  (National  Environmental  Research  (enter.  Office  of  Research 
and  Development.  Research  Triangle  Park,  N.C.)  [ROAP  26AAM,  program  element 
IAA0I0]     §   (Price  upon  application). 

FP  1.23/2:650/2-74-128 

650/2-75 -(KM.  Quantitative  analysis  Of  airborne  asbestos  hy  X-ray  diffraction,  final  report 
on  feasibility  stndv  |v.ith  list  of  references);  by  I..S.  Birks  ,  M.  Fatami,  J.V.  (iilfnch. 
and  II.  Johnson  Jan. 1975.  iv  +  I  I  •  [1]  p.  il  4  (Office  of  Research  and 
Development.)  [Interagency  agreement  EPA-IAG-085(D),  ROAP  26AAN,  program 
element  IAA010]     §  (Price  upon  application). 

EP  1.23/2:650/2-75-004 

650/2-75-020.  Continuous  measurement  of  total  gas  flowrate  from  st.itionars  sources  |with 
list  of  references);  bv  E.F.  Brooks,  E.C.  Heder,  C.A.  Flegal,  D.J.  I.uciani.  and 
R.  Williams.  Feb.  1975.  xiv  •  24X  p  il  4  (Office  of  Research  and  Development.) 
[Contract  68-02-0636,  ROAP  2IACX-AE,  program  element  IAB013.J  §  (Price  upon 
application). 

EP  1.23/2:650/2-75-020 

650/2-75-021.  Distributions  of  industrial  and  commercial-institutional  external  combustion 
boilers;  bv  Richard  F.  Paddock  and  Douglas  C.  McMann.  Feb.  1975.  v  +  499 
p.  4°  (Office  of  Research  and  Development.)  [Contract  68-02-1325,  task  5,  ROAP 
21ADE-029,  program  element  1AB013]      §  (Price  upon  application). 

FP  1.23/2:650/2-75-021 

650/2-75-023.  Evaluation  of  prechamber  spark  ignition  engine  concepts  [with  lists  of 
references];  by  W.U.  Roessler  and  A.  Muraszew.  Feb. 1975.  [2451  p.  il.  4°  (Office 
of  Research  and  Development.)  [Grant  R-802499-01,  ROAP  2IBCC.  program  element 
IAB0I4.)     §  (Price  upon  application). 

EP  1.23/2:650/2-75-023 

650/2-75-026-a,b.  Testing  of  molecular  sieve  used  to  control  mercury  emission  from 
chlor-alkali  plant,  v.  1-2  [with  list  of  references);  bv  John  T.  Chehaske  and  John 
R.  Cline.  Mar.1975.  2v.,  |298)  p.  il.  4°  (Office  of  Research  and  Development.) 
[Contract  68-02-1406,  lask  3,  ROAP  21AFA-106,  program  element  1AB0159.]  # 
(Price  upon  application.) 

EP  l.23/2:650/2-75-026-a,b 

660/2-74-016.  Renovation  of  secondary  effluent  for  reuse  as  water  resource  [with  list 
of  references!;  Iouis  T.  Kardos  .  William  E.  Sopper,  Earl  A.  Myers,  Richard  R. 
Pari/ek,  John  B.  Nesbitt.  Feb.  1974.  xxviii  +  495  +  [1]  p.  il.  4°  (Office  of 
Research  and  Development.)  [Project  16080  DYJ  (formerly  WPD  95-04),  program 
element  I BB045]     *  Paper.  S4.80.     •Item  431-1-12 

FP  1.23/2:  660/2-74-016 

660/2-75-006.  Plant  scale  studies  of  magnesium  carbonate  water  treatment  process  [with 
list  of  references);   A.P  Black  and  C.G.  Thompson.   May   1975.  viii     +140     +   [1] 
p.  il.  4°     (National  Environmental  Research  Center,  Office  of  Research  and  Develop- 
ment.) [Project  12120  HMZ,  program  element  1BB036.  ROAP/task  21BAF/18.) 
§  (Price  upon  application).     •Item  431-1-12 

F.P  1.23/2:660/2-75-006 

660/2-75-008.  Role  of  trace  elements  in  management  of  nuisance  growths  [with  bibliogra- 
phies); by  Ruth  Patrick  ,  Thomas  Bott  and  Richard  Larson.  Apr.  1975.  viii  + 
250  +  |l|  p.  il.  4°  (National  Environmental  Research  Center.  Office  of  Research 
and  Development,  Corvallis,  Oreg.)  |Grant  R -80073 1,  project  16080  FQK,  program 
element  IBB045,  ROAP  21-ASJ,  task  02.)  §  (Price  upon  application).  •Item  431- 
1-12 

EP  1.23/2:660/2-75-008 

670/2-74-070.  Mine  spoil  potentials  for  soil  and  water  quality  [with  list  of  references); 
by  Richard  M.  Smith  .  Walter  E.  Grube.  jr..  Thomas  Arkle,  jr.,  and  Andrew  Sobek. 
Oct. 1974.  xvi  +  303  p.  il.  4°  (National  Environmental  Research  Center.  Office 
of  Research  and  Development.  Cincinnati,  Ohio.)  [Project  S800745,  program  element 
1BB040.1     'Paper,  $3.75     •Item  431-2-12 

EP  1.23/2:670/2-74-070 

670/2-74 -095a.  Effects  of  air  and  water  pollution  controls  on  solid  waste  generation, 
1971-1985.  executive  summary  [with  list  of  references);  by  Ralph  Stone  Dec.  1974. 
ix  +  74  p.  il.  4°  (National  Environmental  Research  Center,  Office  of  Research 
and  Development,  Cincinnati,  Ohio.)  [Program  element  1DB314.)  +  •Item  431- 
1-12 

EP  1.23/2:670/2-74-095a 

670/2-75-018.  Reclamation  of  metal  values  from  metal-finishing  waste  treatment  sludges 
[with    bibliography);    by    Arch    B.    Tripler    .jr..    R.H.Cherry  jr..    Ray     Smithson.jr 
Apr. 1975.  vii      -    89   p.   il.  4C     (National   Environmental  Research  Center.  Office  of 
Research    and    Development,    Cincinnati,    Ohio.)    [Program    element    1BB036]     + 
•Item  431-1-12 

EP  1.23/2:670/2-75-018 
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05722  670/2-75-021.    Bench-scale    high-rate    disinfection    of    combined    sewer    overflows    with 

chlorine  and  chlorine  dioxide  [with  lists  of  references];  by  Peter  E.  Moffa  ,  Edwin 
C.  Tifft,  jr.,  Steven  L.  Richardson,  and  James  E.  Smith.  Apr.  1975.  xi  +  181 
p.  il.  4°  (National  Environmental  Research  Center,  Office  of  Research  and  Develop- 
ment, Cincinnati,  Ohio.)  [Project  S-802400  (11020  HFR),  program  element  1BB034.] 
+     •Item  431-1-12 

EP  1.23/2:670/2-75-021 

05723  670/2-75-039.  Advanced  automatic  control  strategies  for  activated  sludge  treatment  process 

[with  list  of  references];  by  Joseph  F.  Petersack  and  Richard  G.  Smith.  May  1975. 
ix  +  155  p.  il.  4°  (National  Environmental  Research  Center,  Office  of  Research 
and  Development,  Cincinnati,  Ohio.)  [Program  element  1BB043.]  +  •Item  431- 
1-12 

EP  1.23/2:670/2-75-039 

05724  Estimating  staffing  and  cost  factors  for  small   wastewater  treatment 

plants  less  than  1  MGD:  pt.2,  estimating  costs  of  package  wastewater 
treatment  plants  [with  lists  of  references];  by  George  E.  Lamp  Jr. 
June  1973.  [1]  +  vi  +95  p.4°  (Water  Program  Operations  Office, 
Dept.  of  Industrial  Engineering  and  Engineering  Research  Institute, 
Iowa  State  University.)  [EPA  grant  5P2-WP-195-0452.]  + 

EP  2.2 :W  28/6/pt.  2 

05725  Evaluation  of  Georgia  water  supply  program  [with  list  of  references]. 

July  1973.  [1]  +  iv  +  192  p.  4°  (Water  Supply  Branch,  Water 
Programs  Office,  Air  and  Water  Division,  Region  4.)  [Some  pages 
printed  as  leaves.]  + 

EP1.61:G29 

05726  Evaluation  of  Wyoming  water  supply  program,  summary  [with  list  of 

references].  Dec.  1972.  [9]  +  25  p.  il.  4°  (Water  Supply  Branch, 
Air  and  Water  Programs  Division,  Region  8.)  [Some  pages  printed 
as  leaves.]  + 

EP1.61:W99 

Implementation  plan  review  as  required  by  Energy  supply  and  environ- 
mental coordination  act. 

05727  450/3-74-072.  Arizona  [with  bibliography].   Dec.   1974.  iii     +   46  p.  il.  4°    (Office  of  Air 

and  Waste  Management,  Office  of  Air  Quality  Planning  and  Standards,  Research 
Triangle  Park,  N.C.)  [Prepared  by  Environmental  Protection  Agency,  Region  9,  San 
Francisco,  Calif,  and  Environmental  Services  of  TRW  Inc.  under  contract  68-02- 
1385.]  + 

EP  1.58:450/3-74-072 

05728  450/3-75-012.   Oregon   [with  bibliography].    Mar.1975.   [83]   p.   il.  4°    (Office   of  Air  and 

Waste  Management,  Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle 
Park,  N.C.)  [Environment  Protection  Agency,  Region  10,  Seattle,  Wash,  and  Environ- 
mental Services  of  TRW.  Inc.  under  contract  68-02-1385.]  + 

EP  1.58:450/3-75-012 

05729  450/3-75-017.   Maryland.    Feb.    1975.   [3]     +    24   p.     +    [28]    leaves   il.   4°  Office   of  Air 

and  Waste  Management,  Office  of  Air  Quality  Planning  and  Standards,  Research 
Triangle  Park,  N.C.)  [Prepared  by  Environmental  Protection  Agency,  Region  3, 
Philadelphia,  Pa.  and   Environmental   Services  of  TRW,   Inc.  under  contract  68-02- 

1385-1  +  EP  1.58:450/3-75-017 

05730  450/3-75-024.  Louisiana  [with  bibliography].  Feb.  1975.  [59]  p.  il.  4°    (Office  of  Air  and 

Waste  Management,  Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle 
Park,  N.C.)  [Prepared  by  Environmental  Protection  Agency,  Region  6,  Dallas,  Tex. 
and  Environmental  Services  of  TRW,  Inc,  under  contract  68-02-1385.]  + 

EP  1.58:450/3-75-024 

05731  450/3-75-030.  North  Carolina.  Mar.   1975.   21     +   [1]  p.  il.  4°    (Office  of  Air  and  Waste 

Management,  Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle  Park, 
N.C]  [Prepared  by  Environmental  Protection  Agency,  Region  4,  Atlanta,  Ga.  and 
Energy  and  Environmental  Systems  Div.,  Argonne  National  Laboratory  under  con- 
tract  EPA-IAG-D5-0463.]  +  EP  1.58:450/3-75-030 
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05732  Index  of  EPA  legal  authority:  Statutes  and  legislative  history,  executive 

orders,  regulations.  Jan.  1973.  [256]  p.  4°  (Office  of  Legislation, 
Field  Operations  Division.)  [Issued  with  index  tabs.]  + 

EP  1.5/4:973 

05733  Indexed  bibliography  of  Office  of  Research  and  Development  reports, 

updated  to  Jan.  1975.  Mar.  1975.  viii  +  293  +  [1]  p.  4°  (Office 
of  Research  and  Development.)  [Prepared  by  Publications  Staff,  Of- 
fice of  Program  Management.]  + 

EP  1.21:  In  2/975 

05734  Information  packet  on  monitoring  for  discharge  permit  compliance  [with 

list  of  references;  prepared  by  Ralph  L.  Flournoy  and  David  R. 
Alexander].  July  1974.  cover  title,  [3]  +  29  p.  il.  4°  (Region  7, 
Enforcement  Division,  Compliance  Branch,  Kansas  City,  Mo.,  EPA 
907/9-74-004.)  [Some  pages  printed  as  leaves.]  + 

EP  1 .8:D  63/2 

05735  Monitoring  and  air  quality  trends  report,  1972  [with  lists  of  references]. 

Dec.  1973.  [219]  p.  il.  4°  (EPA-450/ 1-73-004;  Monitoring  and  Data 
Analysis  Division,  Office  of  Air  and  Water  Programs,  Office  of  Air 
Quality  Planning  and  Standards,  Research  Triangle  Park,  N.C.)  + 
(Information  incorrect  in  publication  as  to  sale  by  Superintendent 
of  Documents). 

EP  1.59:972 

05736  Monitoring  and  air  quality  trends,  report,  1973  [with  lists  of  references]. 

Oct.  1974.  [327]  p.  il.  4°  (Monitoring  and  Data  Analysis  Division, 
Monitoring  and  Reports  Branch,  Office  of  Air  and  Waste  Manage- 
ment, Office  of  Air  Quality  Planning  and  Standards,  Research  Trian- 
gle Park,  N.C;  EPA-450/ 1-74-007.)  +  (Information  incorrect  in  publi- 
cation as  to  sale  by  Superintendent  of  Documents). 

EP  1.59:973 

PNERL  working  paper.  (Pacific  Northwest  Environmental  Research 
Laboratory.) 

05737  2.  Effects  of  ambient  turbulence  on  buoyant  jets  discharged  into  flowing  environment 

[with  list  of  references];  by  M.A.  Shirazi  ,  L.R.  Davis,  K.V.  Byram.  Jan.  1973. 
14  leaves,  il.  4°     (National  Thermal  Pollution  Research  Program.)  + 

EP  1.37/2:2 

05738  6.  Environmental  modelings-ecosystems  [with  list  of  refrences];  by  Norbert  A.  Jaworski 

and  A.F.  Bartsch.  [1972.]  [13]  leaves,  4°  [Presented  at  Interagency  Conference  on 
Environment,  Oct.  17-18,  1972,  Livermore,  Calif.]  + 

EP  1.37/2:6 

05739  7.  Study  on  disposal  of  campground  wastes  adjacent  to  Waldo  Lake,  Oreg.  [with  list 

of  references);  by  John  R.  Tilstra  ,  Kenneth  W.  Malueg,  and  Charles  F.  Powers. 
Feb.  1973.  [1]    +    22  p.  il.  4°    (National  Eutrophication  Research  Program.)  + 

EP  1.37/2:7 

Socioeconomic  environmental  studies  series. 

05740  600/5-73-001.   Economic  damages   to  household  items  from   water  supply  use  [with  list 

of  references];  by  Dennis  P.  Tihansky  .  July  1973.  viii     +  86     +  [1]  p.  il.  4° 

(Office  of  Research  and  Development.)  [Program  element  1HA094]     *  Paper,  $1.30. 

•Item  431-1-19 

EP  1.23/3:600/5-73-001 

05741  600/5-73-007.    Critique    of    role   of   time    allocation    in    river    basin    model;    by    Philip   G. 

Hammer  .  Sept.  1973.  v  +  343  +  [1]  p.  4°  (Washington  Environmental  Research 
Center,  Office  of  Research  and  Development.)  [Grant  R-801521,  program  element 
1HA096.]     *  Paper,  $3.40. 

EP  1.23/3:600/5-73-007 

05742  600/5-73 -01 2b.   Studies   in   environment:    v.    2,   Quality   of  life  [with  lists  of   references]; 

by  Kenneth  E.  Hornback  [and  others].  Nov.  1973.  v     +112     +  [1]  p.  il.  4° 

(Office  of  Research   and  Development.)  [Grant  801473;  program  element   IHA098] 

•Paper,  $1.85.     •Item  431-1-19 

EP  1.23/3:600/5-73-012b 
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05743  60O/5-73-O12e.   Studies   in   environment,   v. 5,   Outdoor  recreation  and   environment;   [by] 

Benno  Kimmelman  [and  others].  Feb.  1974.  v  +  91  +  [1]  p.  il.  4°  (Office  of 
Research  and  Development.)  [Grant  801473,  program  element  1HA098.]  *  Paper, 
$1.40.     •Item  431-1-19 

EP  1.23/3:600/5-73-012e 

05744  600/5-73-013.  State  of  system  (SOS)  model,  measuring  growth  limitations  using  ecological 

concepts  [with  list  of  references];  by  Edward  R.  Williams  ,  Peter  W.  House.  Feb. 
1974.  vii  +  344     +  [1]  p.  il.  4°     *  Paper,  $3.45.     •Item  431-1-19 

EP  1.23/3:600/5-73-013 

05745  600/5-73-015.  Promoting  environmental  quality  through  urban  planning  and  controls  [with 

list  of  references];  by  Edward  J.  Kaiser  [and  others].  Feb.  1974.  x  +  441  + 
[1]  p.  4°  (Office  of  Research  and  Development.)  [Grant  801376,  program  element 
1HA098.]     *  Paper,  $4.25.     •Item  431-1-19 

EP  1.23/3:600/5-73-015 

05746  600/5-73-016.   Environmental   management   and  local  government;   by   Steve   Carter  [and 

others].  Feb.  1974.  xii     +  390     +   1   p.  4°    (Office  of  Research  and  Development.) 

*  Paper,  $3.80.     •Item  431-1-19 

EP  1.23/3:600/5-73-016 

05747  600/5-74-001.   Simulation   city  approach  for  preparation  of   urban  area  data   bases   [with 

list  of  references];  by  Andrew  C.  Lemer  .  Feb.  1974.  vi  +79  +  [1]  p.  il.  4° 
(Office  of  Research  and  Development.)  [Contract  68-01-1805,  program  element 
1HA096.]     *  Paper,  $1.25.     •Item  431-1-19 

EP  1.23/3:600/5-74-001 

05748  600/5-74-002.    Review   of   environmental   impact   assessment   methodologies   [with  list  of 

literature  cited];  by  Maurice  L.  Warner  ,  Edward  H.  Preston.  Apr.  1974.  vi  + 
27     +   [1]  p.  il.  4°     (Office  of  Research  and  Development.)  [Contract  68-01-1871.] 

*  Paper,  70c.     •Item  431-1-19 

EP  1.23/3:600/5-74-002 

05749  600/5-74-004.   Design  of   cost-effective   water  quality   surveillance   systems   [with   list  of 

references];  by  Charles  V.  Beckers  ,  Stanley  G.  Chamberlain.  Jan.  1974.  xiii  + 
413  +  [1]  p.  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-01-07038 
program  element  1BA030.]     *  Paper,  $4.05.     •Item  431-1-19 

EP  1.23/3:600/5-74-004 

05750  600/5-74-006.  Environmental  impact  requirements  in  States,  NEPA'S  offspring,  [with  list 

of    references];   by    Thaddeus   C.   Trzyna   .    Apr.    1974.    vii     +    83     +    [1]   p.   4° 
(Implementation  Research  Division,  Washington  Environmental  Research  Center,  Of- 
fice of  Research  and  Development.)  [Contract  68-01-1818;  program  element  1HA095.] 

*  Paper,  $1.30    ©Item  431-1-19 

EP  1.23/3:600/5-74-006 

05751  600/5-74-007.    Feasibility    of  emission   standards   based   on    particles   size   [with   lists   of 

references];  by  L.J.  Shannon  ,  P.G.  Gorman,  W.  Park.  Mar.  1974.  xiii  +  221 
+  [1]  p.  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-01-0428,  program 
element  1HA091.]     *  Paper,  $2.50. 

EP  1.23/3:600/5-74-007 

05752  600/5-74-009.  Cost-effectiveness  of  uniform  national  sulfur  emissions  tax.  [with  bibliog- 

raphy]; by  Tayler  H.  Bingham  [and  others].  Feb.  1974.  xviii  +  189  +  [1]  p. 
il.  4°  (Office  of  Research  and  Development.)  [Contract  68-01-0426,  program  element 
1HA093.]     *  Paper,  $2.25.      •Item  431-1-19 

EP  1.23/3:600/5-74-009 

05753  600/5-75-006.  Environmental  base  and  management  study,   Atchafalaya  basin,  La.  [with 

bibliographies];  by  Sherwood  M.  Gagliano  ,  Johannes  L.  van  Beek.  Feb.  1975.  xv 
+  226  +  [1]  p.  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-01- 
1845,  program  element  1B1030,  ROAP/TASK  21  ARA/02.]  §  (Price  upon  applica- 
tion).    •Item  431-1-19 

EP  1.23/3:600/5-75-006 

05754  600/5-75-010.    Measuring    external    effects    of    solid    waste    management    [with    lists    of 

references];  by  Richard  Schmalensee  ,  Ramachandra  Ramanathan,  Wolfhard  Ramm, 
Dennis  Smallwood.  Mar.  1975.  xi  +  438  +  [1]  p.  il.  4°  (Office  of  Research 
and  Development.)  [Grant  R-801673,  program  element  1DB314,  ROAP  02AAE,  task 
06.]     §  (Price  upon  application).     •Item  431-1-19 

EP  1.23/3:600/5-010 

05755  Summary  of  final  effluent  limitations  guidelines  for  existing   sources 

and  standards  of  performance  for  new  sources  for  28  point  source 
categories.  Aug.  1974.  iv  leaves  +  124  p.  oblong  8°  (Office  of 
Enforcement,  National  Field  Investigations  Center,  Denver,  Colo.; 
[EPA-330/9-74-001.])  + 

EP  1.8:Ef  4/2 

05756  Transportation  controls  to  reduce  automobile  use  and  improve  air  quali- 

ty in  cities,  need,  options,  and  effects  on  urban  activity  [with  lists 
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of  references];  by  Joel  Horowitz  ,  Steven  Kuhrt/.  Nov.  1974.  vi 

+   69  p.  il.  4°  (Office  of  Air  and  Waste  Management;  KPA-400/11- 

74-002.)  + 

EP  1.2:T68 

Water  pollution  surveillance  system  applications  and  development  re- 
port. 

05757  25.  Comparison  of  henthic  macromvertebrates  collected  by  dredge  and  limestone  substrate 

sampler  [with  list  of  references;  by)  J.B.  Anderson  and  William  T.  Mason.  Jr 
Mar.  1967.  |1|  +16  leaves,  il.  4°  Owater  Quality  Activities,  Division  of  Pollution 
Surveillance.  Cincinnati.  Ohi;  Federal  Water  Pollution  Control  Administration  )   - 

I  67.2:M  24/2 

05758  Water  quality  management  planning  for  urban   runoff  [with  bibliogra- 

phies]. Dec.  1974.  [247]  p.  il.  4°     (Office  of  Water  Planning  &  Stan- 
dards; EPA  440/9-75-004.)     +     •Item  431-1-1 

EP  1.2.R87 

[Solid  waste  management]  SW  (series). 

05759  137.    Liners   for   land   disposal   sites,   assessment   (with   list    of   references);    by   Allen   J. 

Geswein  .  1975.  iv     +  66  p.  il.  4°     +      •Item  431-1-7 

EP  1.17:137 

05760  142.  Nationwide  survey  of  resource  recovery  activities;  by  Richard  E.  Hopper  .  Jan. 1975. 

iv      +  74p.  4°     +     •Item  431-1-7 

EP  1.17:142 

05761  146.    Hazardous   waste    management   facilities   in    United   States;   prepared    by   Albert  J. 

Hayes  .  Dec.  1974.  [2]      +39     +(l]p.  il.  4°     +     •Item  431-1-7 

EP  1.17:146 

ENVIRONMENTAL  RESEARCH  LABORATORIES,  Commerce  Dept. 
Boulder,  CO  80302 

05762  Collected  reprints,  Wave  Propagation  Laboratory,    1972-73   [with  lists 

of  references].  Aug.  1974.  xi     +  521   +  [1]  p.  il.  4°     *  Paper,  $6.75. 
•Item  208-B-10 

C  55.612/2:972-73 

EQUAL  EMPLOYMENT  OPPORTUNITY  COMMISSION  Washington, 
DC  20506 

05763  Job  discrimination,  laws  and  rules  you  should  know.  [1974]  iii     +91 

p.     +     •Item  1059-A-l 

Y  3.Eq  2:2  L  44 

05764  Legal  services  manual  for  title  7  litigation.  Revised  Oct.  1973.  [1973.] 

cover  title,  iii  leaves     +   104  +   A-17  p.  4°     [Prepared  by  National 
Employment  Law  Project.]     +     •Item  1059-A-l 

Y  3.Eq  2:8  Se  6 

EXTENSION  SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

05765  Energy,   use  it  wisely  around  home.  Feb.   1975.  cover  title,    15  p.  il. 

[Narrative  guide  for  filmstrip  and  slide  set  C-199.  Text  on  p.2  of 
cover.]  + 

A43.16/2:En2 

FARM  CREDIT  ADMINISTRATION  Washington,  DC  20578 

Statistical  bulletin. 

05766  8.    Characteristics    of    Federal    land    bank    loans.    1973.    [Nov.1974]    [1]      +     19   p.    4° 

([Research  Division.))  + 

FCA  1.3/2:8 
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FARMER  COOPERATIVE  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

FCS  information  (series). 

05767  99.    How   cooperatives   helped   farmers   in    time   of  shortages;   [by   J.   Warren   Mather   |. 

Apr.  1975.  [2]      +  16  p.  il.  narrow  8°     *  Paper,  35c.     •Item  65-B 

A  89.15:99 

FEDERAL  AVIATION  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20553 

Federal  aviation  regulations.  [Issued  with  perforations.] 

05768  pt.  23.  Airworthiness  standards:   Normal,   utility,  and  acrobatic  category  airplanes.  June 

1974.  cover  title,  [171]  p.  il.  4°  [Incorporates  Amendments  23-1  through  23-14, 
effective  Feb.  1,  1965.)     *  Paper,  $3.55.     •Item  431-C-13 

TD  4.6:23/2 

05769  pt.  63.   Certification:   Flight  crewmembers   other  than  pilots.   Sept.   1974.  cover  title,   [2] 

+  i  +  P-l-P-22  +  21  p.  4°  [Consolidated  reprint  incorporates  Amendments  63- 
1  through  63-16.]  *  Paper,  $3.00  a  yr.  (basic  and  supplementary  material  for  in- 
definite period);  add  75c.  for  foreign  mailing.     •Item  43  l-C-13 

TD  4.6:63/rep.-2 

05770  pt.  91.   General  operation   and  flight   rules.   Mar.    1974.  cover  title,   vii     +    P-201      +   56 

p.  4°  [Incorporates  Amendment  1-121.]  *  Paper,  $11.30  (basic  and  supplementary 
material  for  indefinite  period);add  $2.85  for  foreign  mailing     •Item  431-C-13 

TD  4.6:91/2 

05771  pt.121.   Certification   and   operations:   Domestic,   flag,   and   supplemental  air  carriers  and 

commercial  operators  of  large  aircraft,  Change  4.  [1975.]  [14]  p.  4°  [Effective  Dec. 
9,  1974.  Incorporates  Amendment  121-113.]  *  Paper,  $9.20  (basic  and  supplementary 
material  for  indefinite  period);  add  $2.30  for  foreign  mailing.     •Item  431-C-13 

TD  4.6:121/ch.4 

Handbook. 

05772  1900.1B.  FAA  emergency  operations  plan.  Apr.12,1975.  cover  title,  [103]  p.  4°     [Cancels 

1900. 1A,  Defense  readiness  and  emergency  preparedness  plan;  OA  1900.22,  Policy 
on  FAA  amateur  radio  activies;  1900.8,  Control  of  AFC  by-product  material  in 
custody  of  FAA  for  training;  1910.8,  Emergency  communications;  1930.1  B,  Radiologi- 
cal defense  activities;  OA  P  1940.1,  FAA  emergency  resource  management  handbook; 
1950.1,  Command  post  exercises;  and  3150.2,  First  air/medical  self-help  training. 
Issued  with  perforations.]     #     •Item  431-C-4 

TD4.8/2:1900.1B 

05773  7330.7J.    Service   C   weather  schedules.    Apr.  1,1 975.   cover   title,   iii     +    35      +    [2]   p.   il. 

4°  [Cancels  7330, 7H,  Service  C  weather  schedules  handbook.  Effective  Apr.1,1975. 
Issued  with  perforations.]     #      •Item  431-C-4 

TD  4.8/2:7330.7J 

05774  7400.2B.   Procedures  for   handling  airspace   matters  handbook,  Change    1.   [Dec. 17, 1974.] 

[46]  p.  il.  4°  [Effective  Apr.1,1975.  Issued  with  perforations.]  +  •Item  431-C- 
4 

TD  4.8/2: 7400.2B/ch.l 

05775  Standards  for  specifying  construction  of  airports.  Oct.  24,  1974.  cover 

title,  [594]  p.  4°  (AQADVISORY  circular]  150/5370-10.)  [Cancels 
AC  150/5370-1A,  May  1978.  Issued  with  perforations.]  *  Paper,$7.25. 
•Item  431-C-15 

TD  4.24:974 

05776  Tower  airport  statistics  handbook,  calendar  year  1973.  May  1975.  cover 

title,  [1]  +  xiii  +  [1]  +  499  p.  il.  4°  (Systems  Research  and 
Development  Service  and  Office  of  Aviation  Policy.)  [Prepared  by 
Systems  Consultants,  Inc.,  Washington,  D.C.)     +     •Item  431-C-4 

TD  4.8:T  65 

05777  United  States  civil  aircraft  register.  Jan.1,1975.  2  v.,  cover  title,  [222] 

+  1946  p.  4°  (AC-20-6X;  Aeronautical  Center  [Flight  Standards 
Technical  Division].)  [Semiannual.]  *  Paper,  $21.40  per  set  (2  vols.) 
(S/N  5007-00259).     •Item  43 1  -F-5 

TD4.18/2:975/v.l,2 
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FEDERAL  COMMUNICATIONS  COMMISSION  Washington,  DC 
20554 

05778  Federal  Communication  Commission  report,  cumulative  index  digest  of 

decisions  and  reports  and  related  judicial  decisions,  v.  1-40,  2d  series, 
July  7,  1965  -  June  8,  1973,  2  pts.  1974.  2  v.,  iii  +  iii  +  3627 
+  [44]  p.  4°  [Part  1  covers  table  of  documents,  table  of  station 
call  letters,  table  of  localities,  subject  digest  A-L;  part  2,  subject 
digest  L-Z,  digest  by  statutory  and  rule  provisions,  descriptive  terms.] 

*  Cloth,  $34.95  per  set  (2  vols.)     •Item  284 

CC  1.12/2:l-40/ind./pt.l-2 

05779  Third  class  broadcast  operator  permit  study  guide.  [1974.]  cover  title, 

20  p.  il.  oblong  12°     *  Paper,55c.  (S/N  0400-00292).     •Item  285-A 

CC  1.7/4:R  11/974 

FEDERAL  COUNCIL  FOR  SCD2NCE  AND  TECHNOLOGY 
Washington,  DC  20554 

05780  Automation  opportunities  in  service  sector,  report  of  Federal  Council 

for  Science  and  Technology.  [May  1975.]  v  +  [1]  +  112  p.  il. 
4°  (Committee  on  Automation  Opportunities  in  Service  Areas;  [NSF- 
75-400].)  [Published  by  National  Science  Foundation.]  +  •Item 
1061-B 

Y3.F31/16:Au8 

FEDERAL  DEPOSIT  INSURANCE  CORPORATION  Washington,  DC 
20429 

05781  Summary  of  deposits  in  all  commercial  and  mutual  savings  banks,  June 

29,  1974.  [1974.]  [1]     +  157  p.  4°  + 

Y3.F  31/8:22/974 

FEDERAL  ENERGY  ADMINISTRATION  Washington,  DC  20461 

05782  Project  Independence  blueprint,  final  task  force  report,  finance,  financ- 

ing Project  Independence,  financing  requirements  of  energy  industries 
and  capital  needs  and  policy  choices  in  energy  industries.  Nov.  1974. 
cover  title,  [319]  p.  il.  4°  [Prepared  in  cooperation  with  Federal 
Reserve  Board.]  *  Paper,  $3.85  (S/N  4118-00024).  •Item  434-A- 
5 

FE  1.18:F49 

05783  Project   Independence   blueprint,   transcript  of  second  public   hearing, 

New  York,  N.Y.,  Aug.  19-22,1974.  [1974.]  xiii     +  383  p.  il.  4° 

*  Paper,  $4.55.     •Item  434-a-5 

FE  1.18:H35/no.2 

05784  Remarks  of  Frank  G.  Zarb,  Administrator  Federal  Energy  Administra- 

tion before  Independent  Petroleum  Association  of  America,  Washing- 
ton, DC,  Feb.  6,  1975.  [1975.]  5  p.  4°  of  America,  Washington, 
DC,  Feb.  6,  1975.  [1975.]  5  p.  4°     (S-75-35.)  + 

FE  1.10:Z  1 

FEDERAL  HIGHWAY  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20591 

05785  Double   up,   America,   car  pool   kit,   ride-sharing   information   for  em- 

ployers. Apr.  1975.  [2]  +  63  p.  il.  4°  [Bound  reprint  of  Double  up 
kit  material  used  in  Double  up,  America,  carpooling  and  ride-sharing 
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campaign  under  contract  with  Advertising  Council.]  +  •Item  982- 
G-5 

TD  2.2:C  17 

05786  European  experience  in  pedestrian  and  bicycle  facilities;  [by]  Julie  A. 

Fee  .  Apr.1975.  cover  title,  425-78  p.  il.  4°  [Reprinted  from  Interna- 
tional Road  Federation  annual  report,  1974.]     +     •Item  982-G-5 

TD  2.2:B  47/2 

05787  Highway  beautification,  public  hearings  before  Commission  on  Highway 

Beautification,  pursuant  to  authority  of  sec.123,  Federal  aid  highway 
act  of  1970,  Public  law  91-605  (84  Stat.  1713),  91st  Congress,  Dec.31, 
1970;  v.l  ,Jan.31-Mar.  20,  1972.  [1975.]  cover  tide,  [2]  +  vi  + 
800  p.  il.  4°  [Prepared  by  Federal  Highway  Administration.  Hearings 
held  in  Atlanta,  Ga.,  Los  Angeles,  Calif,  and  St.  Louis,  Mo.]  * 
Paper,  $6.35  (S/N  5001-0085).    •Item  982-G-5 

TD  2.2 :B  38/v.l 

05788  Highways  in  river  environment,   hydraulic  and   environmental  design 

considerations,  training  and  design  manual  [with  lists  of  references; 
by]  E.V.  Richardson  ,  D.B.  Simons,  S.  Karaki,  K.  Mahmood,  M.A. 
Stevens.  May  1975.  [474]  p.  il.  4°  [Prepared  by  Civil  Engineering 
Department,  Engineering  Research  Center,  Colorado  State  University, 
Fort  Collins,  Colo.]     +    •Item  982-G-2 

TD  2.8:H  53/2 

05789  How  to  pool  it,  ride  sharing  manual  for  employers  [with  bibliography]. 

[May  1975.]  [7]  +  55  p.il.  4°  (DOT  512.)  [Prepared  by  Department 
of  Transportation  and  Highway  Users  Federation,  Washington,  D.C., 
under  contract  DOT-FH- 11-8593.  List  of  related  publications  on  p. 3 
of  cover.]     +    ©Item  982-G-2 

TD  2.8:P  78 

05790  Improving  urban  mobility  through  better  transportation  management; 

[with  list  of  selected  publications];  by  Barbara  K.  Reichart  .  May 
1975.  [1]  +  iii  +  30  p.  il.  4°  (Urban  Planning  Division,  Transit 
and  Traffic  Engineering  Branch.)     +    •Item  982-G-5 

TD  2.2:Ur  1/8 

05791  Supportive   service   manual   standardized  procedure.   Mar.  1975.   cover 

title,  [7]     +  91  p.  4°    [Prepared  by  Road  Builders  Training  Assoc, 
Inc.,    Washington,    D.C.,    under    contract    DOT-FH-1 1-7814.]     + 
•Item  982-G-2 

TD  2.8:Su  7 

FEDERAL  HOME  LOAN  BANK  BOARD  Washington,  DC  20552 

05792  Combined  financial  statements,  FSLIC-insured  savings  and  loan  associa- 

tions (Balance  sheet  and  income  and  expense  statements),  1974.  [Apr. 
1975.]  cover  title,  129  +  [3]  p.  il.  4°  ([Office  of  Economic 
Research.])  + 

FHL  1.12:974 

FEDERAL  HOUSING  ADMINISTRATION,  Housing  and  Urban 
Development  Dept.  Washington,  DC  20410 

Current  housing  market  situation,  report. 

title,  [1]     +  5  p.  7 

HH  2.28/2:B  83/973 


05793        Brunswick,  Ga.,  as  of  Mar.1,1974.  July  1974.  cover  title,  [1]     +  5  p.  7  tab.  4°     ([Economic 
and  Market  Analysis  Division.])  + 
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FEDERAL  MARITIME  COMMISSION  Washington,  DC  20573 

05794  Federal  Maritime  Commission  and  how  it  functions.  [Apr.  1972.]  cover 

title,  [1]     +  13  p.  1  pi.     # 

FMC  1.2:F  31 

FEDERAL  POWER  COMMISSION  Washington,  DC  20426 

05795  Cost  of  pipeline  and  compressor  station  construction  under  non-budget 

type  of  certificate  authorizations  as  reported  by  pipeline  companies 
in  fiscal  year  1972  (July  1,  1971  through  June  30,1972).  Nov. 1972. 
cover  title,  xiv     +  40  p.  il.  4°    (Bureau  of  Natural  Gas.)     # 

FP  1.2:P66 

057%  Federal  Power  Commission  regulatory  information  system,  regulation 
and  automation  [address];  by  Joseph  N.  Dimarino,  Assistant  Execu- 
tive Director,  presented  at  13th  annual  technical  symposium  spon- 
sored by  Washington,  D.C.  Chapter  Association  for  Computing 
Machinery  and  National  Bureau  of  Standards,  Department  of  Com- 
merce, June  20,  1974,  Gaithersburg,  Md.  [1974.]  cover  title,  [1] 
+  14  p.  4°     # 

FP  1.14:D59 

FPC  R  (series). 

05797  85.  All  electric  homes  in   United   Staes.  annual  bills,  Jan.    1.   1974.  cities  of  50,000  and 

more.   (1974]   iii     +    28   p.    il.   4°     [Prepared   by    Bureau   of   Power.)     •  Paper,   80c. 
•  Item  438-A 

FP  1.10:85 

05798  Major  natural  gas  pipelines,  Dec.   31,   1974  [colored  map].   1975.   13.5 

x  19  in.  [Scale  1.8  in.  ..  300  m.  Includes  inset  of  Alaska  with  scale 
6  in.  ..  300m.]     *  Paper,  30c.  (S/N  015-000-00309-0). 

FP  1.1 3:G  21/2/974 

05799  Staff  report  on  contingency  planning  of  utilities  pursuant  to  FPC  order 

numbers  445  and  383-2.  June  1972.  [55]  p.  il.  4°     # 

FP  1.2:Ut3/3 

05800  Underground  storage  of  natural  gas  by  interstate  pipeline  companies, 

calendar  year  1971,  winter  1972  [with  bibliographies].  Nov.  1972.  [9] 
+  25  p.  il.  4°    (Bureau  of  Natural  Gas.)     # 

FP  1.2:G  21/3 

FEDERAL  RAILROAD  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20590 

)580i  Test  train  program,  fifth  progress  report,  [with  bibliographies].  June 
1973.  cover  title,  viii  +  [2]  +  80  p.  il.  4°  (Office  of  Research, 
Development,  and  Demonstrations;  FRA-ORD&D-75-19.)  [Prepared 
by  ENSCO,  Inc.,  Springfield,  Va.,  under  contract  DOT-FR-20032.] 
§  (Price  upon  application).     •Item  701 -B 

TD  3.2 :T  68/973 

FEDERAL  REGISTER  OFFICE,  General  Services  Administration 
Washington,  DC  20408 

Code  of  Federal  Regualtions.     *  Paper,  $350.00  a  yr.,  add  S75.00  for 
foreign  mailing;  single  copies  vary  in  price. 

)5802  26.  Internal  revenue,  pt.  Usee. 1.641-1.850).  revised  as  Apr.1,1975.  {1975. )  vi  -  513 
p.  [Contains  codification  of  documents  of  general  applicability  and  future  effect 
as  of  Apr.1,1975,  with  ancillaries]       *  Paper,  S4. 40.     •Item  572 

GS  4. 1 08:26/pt.  1  (sec.  1 .64 1  - 1 .850)/975 
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22.  Foreign  relations,  revised  as  of  Apr. 1, 1975  [1975.]  vi  +  567  p.  IContains  codification 
of  documents  of  general  applicability  and  future  effect  as  of  Apr. 1,1975,  with  ancilla- 
ries.]    *  Paper, $4. 75.      •Item  572 

GS  4.108:22/975 
4.  Accounts,  revised  as  of  Jan. 1,1975.   [1975.]  vi     +   281    p.  (Contains  codification  of 
documents  of  general  applicability  and  future  effect  as  of  Jan. 1,1975,  with  ancillaries.] 
*  Paper,$2.70.     •Item  572 

GS  4.108:4/975 
7.  Agriculture,  pts.   1200-1499,  revised  as  of  Jan. 1,1975.  f  1975.]  vi     +  472  p.  [Contains 
codification  of  documents  of  general   applicability   and   future  effect  as  of  Jan.    I, 
1975,  with  ancillaries.]     *  Paper,  $4.05.       •Item  572 

GS  4. 108:7/pt.  1200- 1499/975 
10.  Energy,  pt.  200-end,  revised  as  of  Jan.  1,1975.  [1975.]  vi     +  322  p.  [Contains  codifica- 
tion   of  documents   of  general   applicability   and   future   effect   as   of  Jan.    1,    1975. 
with  ancillaries.]     *  Paper,  $3.00.     •Item  572 

GS  4.108: 10/pt.200-end/975 
14.   Aeronautics  and   space,  pt. 200-end,   revised  as  of  Jan. 1,1975.   [1975.]  vi     +   915  p. 
[Contains   codification   of  documents    of  general   applicability   and   future   effect  as 
of  Jan. 1,1975,  with  ancillaries.]      *  Paper,  $7.15.     •Item  572 

GS  4.108: 14/pt.200-end/975 
21.   Food   and   drugs,   pts.600-1299,   revised   as   of   Apr.    1,    1975.    [1975.]    vi     +    224   p. 
[Contains  codification  of  documents   of  general   applicability   and   future   effect  as 
of  Apr.  1,  1975,  with  ancillaries.]      *  Paper,  $2.95.     •Item  572 

GS4.108:21/pt.600-1299/975 
21.  Food  and  drugs,  pts.200-299,  revised  as  of  Apr.  1,  1975.  [1975.]  vi     +  124  p.  [Contains 
codification  of  documents  of  general   applicability  and   future  effect  as   of  Apr.    1, 
1975,  with  ancillaries.]      *  Paper,  $1.60.     •Item  572 

GS  4.108:21/pt.200-299/975 
21.  Food  and  drugs,  pt.  1 300-end.  revised  as  of  Apr.1,1975.  [1975.]  vi     +  170  p.  [Contains 
codification  of  documents  of  general  applicability  and  future  effect  as  of  Apr.1,1975, 
with  ancillaries.]     *  Paper  ,$1.90.     •Item  572 

GS  4.108:21/pt.l300-end/975 
26.    Internal   revenue,    pt.Ksec. 1.301-1.400),   revised   as   of    Apr.    1,    1975.    [1975.]   vi     + 
310  p.  [Contains  codification  of  documents  of  general  applicability  and  future  effect 
as  of  Apr.  1,  1975,  with  ancillaries.]       *  Paper,  $2.90.     •Item  572 

GS  4.1 08:26/pt.l(sec.l. 301-1. 400)/975 
26.  Internal  revenue,  pts.30-39,  revised  as  of  Apr.1,1975.  [1975.]  vi     +  374  p.  [Contains 
codification   of   documents   of   general   applicability    and    future   effect    as   of   April 
1,  1975,  with  ancillaries.]     *  Paper,  $3.40.     •Item  572 

GS  4.108:26/pt.30-39/975 
26.    Internal   revenue,    pts.300-499,    revised    as   of   Apr.1,1975.    [1975.]    vi     +    396   p.   il. 
[Contains  codification  of  documents   of  general  applicability   and   future  effect  as 
of  Apr.1,1975,  with  ancillaries.]      *  Paper,$3.55.     •Item  572 

GS4.108:26/pt. 300-499/975 

26.  Internal  revenue,  pts.40-299,  revised  as  of  Apr.  1,  1975.  [1975.]  vi  +  640  p.  [Contains 
codification  of  documents  of  general  applicability  and  future  effect  as  of  Apr.1,1975, 
with  ancillaries.]      *  Paper, $5. 25.     •Item  572 

GS  4.108:26/pt.40-299/975 

United  States  statutes  at  large:  v.84,  supp.  Containing  Public  law  91-696, 
2d  session  of  91st  Congress  of  United  States  of  America,  1970- 
71.  1975.  [2]  +  6  p.  [Published  by  authority  of  law  under  direction 
of  Administrator  of  General  Services  by  Office  of  Federal  Register, 
Natinal  Archives  and  Records  Service.]     *  Paper,50c.     •Item  576 

GS4.111:84/supp. 


FEDERAL  SUPPLY  SERVICE,  General  Services  Administration 
Washington,  DC  20405 

05816  Brand  names  identical  to  products  purchased   and  tested  for  use  by 


Federal  Government.   [Apr. 
•Item  564 


1975.]   [4]     +   94   p.  4°     *  Paper,   $1.50 
GS  2.2 :B  73/975 
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FISH  AND  WILDLIFE  SERVICE,  Interior  Dept.  Washington,  DC 
20240 

Resource  publication. 

05817        124.   Fisher)   resource!  of  *. iters  along  route  of  tr.ms- Alaska  pipeline  between  Yukon 
Ki\er  ami  Atigun  Pass  in  north  central  Al.isk.i  |v.ith  list  of  references];  b\   Nerval 
F.  Netsch  .   1975.  v      •    4s  p    il    4'     •    Paper.Sl.30  (S/N  2410-00397)      •Item  613 
B 
L.C.  card  74-31293  I  49 .«.  124 

Technical  papers. 

05X1X  84.  Reproduction  of  spotted  bass,  Mieropterus  punctulatus,  m  Hull  Shoals  Reservoir, 
Ark,  |with  list  of  literature  cited];  Hs  Louis  I  Vogele  .  1975.  ii  *  21  p.  il.  4' 
+      •Item  6 1 5- A 

I  49.68:84 

05819  There  it  goes,  America  x  [poster].  [1975.]  32  x  23  in.     *  Paper,  40c. 

I  49.71/2:Am  3 

FOOD  AND  DRUG  ADMINISTRATION,  Health,  Education,  and 
Welfare  Dept.  Washington,  DC  20201 

05820  Devices,  pertinent  sections  of  Federal  food,  drug,  and  cosmetic  act, 

as  amended,  and  Code  of  Federal  Regulations  title  21,  relating  to 
devices.  [1975.]  cover  tide,  35  p.  4°  ([DHEW  publication  (FDA) 
75-1021;  Bureau  of  Medical  Devices  and  Diagnostic  Products].)  + 
•Item  478 

HE  20.4006:D  49 

05821  We  want  you  to  know  about  laws  enforced  by  FDA.   [1975.]  [8]  p. 

il.  narrow  8°    ([DHEW  publication  (FDA)  75-1007.])     +     •Item  475 

HE  20.4002  :L  44/975 

FOOD  AND  NUTRITION  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

FNS  (series). 

05822  119.    Food    stamps    for    you.    [Revised    Sept.    1974.)    [1974.)    [3]    p.    il.   4°     [Designed    by 

Food  Assistance  Division,  Mississippi  Department  of  Public  Welfare  and  published 
originally  by  latter]      +     •Item  74-A-2 

A  98.9:119 

FOREIGN  CLAIMS  SETTLEMENT  COMMISSION  Washington,  DC 
20579 

05823  Annual  report  to  Congress  for  period  Jan.l-Dec.31,  1973,  including  re- 

port of  Micronesian  Claimes  Commission.  [1974.]  vi  +  [1]  +128 
p.  il.     *  Paper,  $1.65  (S/N  4800-00256).     •Item  1063-C 

Y3.F  76/3:1/973 

FOREST  SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

05824  Final  environmental  statement,  land  use  plan,  Soleduck  Planning  Unit, 

Olympic  National  Forest  [with  bibliography].  [1975.]  [6]  +  300  p. 
il.  4°  (Pacific  Northwest  Region.)  [Prepared  in  accordance  with  sec- 
tion 102  (2)(c)  of  P.L.  91-190.]     +     •Item  84 

A  13.2:So4 

05825  Fireman's  handbook  [revisions].  Apr.  1975.  [271]  p.  4°    (FSH  5109.12; 

Forest  Service  handbook.)  [Revisions  through  amendment  9.  Includes 
transmittal  sheet.  Issued  with  perforations.]     #     •Item  86-C 

A  13.36/2:F  51/9 
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05826  Reaction  of  alkylene  oxides  with  wood;  by  Roger  M.  Rowell  .  [1975.] 

116-124  p.  (Forest  Products  Laboratory.)  [Approved  technical  article, 
8.]     +     •Item  84 

A  13.27/2:Ox  3 

Research  note  PNW-(series).   (Pacific   Northwest  Forest  and  Range 
Experiment  Station,  Portland,  Oreg.) 

05827  PNW-231.  Old-growth  coast  Douglas-fir  log  grades,  distribution  analysis  of  existing  log 

grades  with  new  four-grade  systems;  by  M.  Wallace  Burck  .  June  1974.  5  p.  4° 
+ 

A  13.79:PNW-231 

Research  note  INT-(series).  (Intermountain  Forest  and  Range  Experi- 
ment Station,  Ogden,  Utah.) 

05828  INT-189.    Characteristics    of   Douglas-fir   beetle    infestation    in   northern    Idaho   resulting 

from  treatment  with  Douglure  [with  list  of  literature  cited;  by]  G.  B.  Ringold  , 
P.J.  Gravelle,  D.Miller,  M.  M.  Furniss  and  M.D.  McGregor.  Jan.  1975.  10  p.  il. 
4°  + 

A  13. 79:  INT- 189 

05829  INT-190.  Stem  surface  area  equations  for  4  tree  species  of  New  Mexico  and  Arizona 

[with  list  of  literature  cited;  by]  David  w.  Hann  and  Robert  K.  McKinney,  jr. 
Feb.  1975.  7  p.  4°  + 

A  13.79:INT-190 

Research  note  NE-(series).  (Northeastern  Forest  Experiment  Station, 
Upper  Darby,  Pa.) 

05830  NE-184.  Shoot  size  significantly  affects  rooting  response  of  sugar  maple  softwood  cuttings 

[with  list  of  literature  cited;  by  John  R.  Donnelly  [.  1974.  4  p.il.  4°  + 

A  13.79:NE-184 

Research  note  PNW-(series).   (Pacific   Northwest  Forest  and  Range 
Experiment  Station,  Portland,  Oreg.) 

05831  PNW-218.   Laboratory  reactivation  of  diapausing  larch  casebearer  larvae   following  dif- 

ferent lengths  of  winter  exposure;  by  R.  B.  Ryan  .  Jan.  1974.  4  p.  il.  4°  + 

A  13.79:PNW-218 

05832  PNW-222.   Suggested   method  for  comparing  containerized    and   bare-root   seedling  per- 

formance on  forest  lands;  [by]  Peyton  W.  Owston  and  William  I.  Stein.  Mar.  1974. 
9     +  [3]  p.  4°  + 

A  13. 79:  PNW-222 

Research  note  PSW-( series).  (Pacific  Southwest  Forest  and  Range  Ex- 
periment Station,  Berkeley,  Calif.) 

05833  PSW-247.  Seed  production  and  dispersal   by  dwarf  mistletoe  in  overstory  Jeffrey  pines 

in  California;  [by]  Robert  F.  Scharph,  J.R.  Parmeter,  jr.  1971.  5  p.  il.  4°  + 

A  13.79:PSW-247 

05834  PSW-249.   Contact   toxicity   of    17   insecticides   applied   topically   to   adult   bark   beetles; 

[by]  Robert  L.  Lyon  .  1971.  3  p.  il.  4°  + 

A  13.79:PSW-249 

05835  PSW-250.   Early   height  growth  of  ponderosa   pine  forecasts  dominance   in    plantations; 

[by]  William  W.  Oliver  ,  Robert  F.  Powers.  1971.  4  p.  il.  4°  + 

A  13.79:PSW-250 

05836  PSW-251.  Characteristics  of  people  who  start  fires,  some  preliminary  findings;  [by]  John 

R.  Christiansen  ,  William  S.  Folkman.  1971.  5  p.  il.  4°  [Study  made  in  cooperation 
with  Department  of  Sociology,  Brigham  Young  University,  Provo,  Utah.]  + 

A  13.79:PSW-251 

05837  PSW-253.  Wedgeleaf  ceanothus  canopy  does  not  affect  total  herbage  yield;  [by]  Vernon 

J.  Gaylord  ,  Stanley  E.  Westfall.  1971.  4  p.  il.  4°  + 

A  13.79:PSW-253 

05838  PSW-254.  Non-grazing  and  gophers  lower  bulk  density  and  acidity  in  annual-plant  soil; 

[by]  Raymond  D.  Ratliff  ,  Stanley,  E.  Westfall.  1971.  3  p.  il.  4°  + 

A  13.79:PSW-254 

05839  PSW-256.  Gross  volume  tables  for  redwood  trees  in  and  near  Redwood  National  Park; 

[with  list  of  notes;  by]  Philip  G.  Langley  ,  Terrell  D.  Smith,  Ralph  C.  Hall.  1971. 
1 1  p.  il.  4°     [Two  errata,  each  one  page,  one  is  oblong  48°,  also  issued.]  + 

A  13.79:PSW-256 

05840  PSW-282.   Roadside   fire   prevention   signs,    restudy  of  their  effectiveness;   [by]   William 

S.  Folkman  .  1973.  6  p.  il.  4°  + 

A  13.79:PSW-282 
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Research  note  SO-(series).  (Southern  Forest  Experiment  Station,  New 
Orleans,  La.) 

05841  SO-172    Stereoradiography-  technique  for  observing  seeds  at  short  viewing  distance  (with 

list  of  literature  cited,  bv|  J   A.  Vozzo  .  1974.  3  p.  il.  4°  + 

A  l3.79:SO-172 

05842  SO-174.    Tube   lengths,    site   treatments,    and    seedling   ages    affect   survival    and   growth 

of  containerized  southern  pines;  (by)  James  P.  Harnett  .  1974.  3  p.  4°  + 

A  13.79SO-I74 

05843  SO-177.    Mississippi    River    flood's    impact    on    natural    hardwood    forests    and    planta- 

tions.1973;  [by]  H.  E.  Kennedy  and  R.M.  Krinard.  1974.  6  p.  il.  4°  + 

AI3.79SOP7 

05844  SO-180.  Soil-applied  herbicides  for  control  of  red  oaks  and  hickories  in  Boston  Mountains 

of    Arkansas;    (by]    Edwin    R.    l.awson    and    Edwin    R.    Ferguson.    1974.    3   p.    il    4' 

A  13.79:SO-180 

Resource  bulletin  NC-(series).  (North  Central  Forest  Experiment  Sta- 
tion, St.  Paul,  Minn.) 

05845  NC-19.   Timber  resource   of  Missouri's  eastern  Ozarks,   '72;  [by]   Burton   L.   Essex  and 

John  S.  Spencer,  jr    1974.  cover  title,  |2]     +  62  p.  [Abstract  cards  inserted]  + 

A  13.80:NC-19 

Resource  bulletin  NE-(series).  (Northeastern  Forest  Experiment  Sta- 
tion, Upper  Darby,  Pa.) 

05846  NE-32.  Timber  resources  of  Delaware  (with  list  of  literature  cited];  by  Roland  H.  Fer- 

guson and  Carl  E.  Mayer.  [1974]  [2]  +  42  p.  il.  4°     [Abstract  cards  inserted.]  + 

A  l3.80:NE-32 

05847  NE-33.   Veneer  industry  in  Northeast,  1972;  by  James  T.  Bones  and  David   R.  Dickson. 

1974.  cover  title,  [1]      +13  p.  il.  4°     (Abstract  cards  inserted]  + 

A  1  3.80:  NE-33 

Resource  bulletin  PNW-(series).  (Pacific  Northwest  Forest  and  Range 
Experiment  Station,  Portland,  Oreg.) 

05848  PNW-50.  Timber  resources  of  Inland  Empire  area,  Washington  [with  list  of  references; 

by]  Hal  A.  Arbogast  .  1974.  cover  title,  viii  +  56  +  [l]  p.  il.  4°  + 

A  13.80:  PNW-50 

05849  PNW-51.   Checklist   of   vertebrate   animals    of   the   Cascade    Head   Experimental   Forest 

[with  list  of  literature  cited;  by]  Chris  Maser  ,  Jerry  F.  Franklin.   1974.  cover  title, 
32  p.  il.  4°     [Abstract  cards  inserted.]  + 

A  13.80:PNW-51 

Resource  bulletin  SO-(series).  (Southern  Forest  Experiment  Station, 
New  Orleans,  La.) 

05850  SO-47.    Midsouth   veneer   industries,    1972:   (by)   Daniel   F.    Bertelson   .    1974.   cover  title, 

11  p.  il.  4°  + 

A  13.80:SO-47 

05851  SO-48.    Forest   statistics   for  South   Delta    parishes  of   Louisiana;   [by]   Arnold   Hedlund 

and   J.M.   Earles.    1974.   cover  title,    [2]+20+{l]   p.   il.    4°     [Map  on  p.    2  of  cover] 

A  I3.80:SCM8 

05852  Skagit,  draft  environmental  statement,  proposal  for  river  classification 

under  Wild  and  scenic  rivers  act  [1975.]  cover  title,  [99]  p.  il.  4° 
(Pacific  Northwest  Region.)     +     #Item  84 

A  13.2:Sk  1/2 

05853  Wood  and  wood-based  residues  in  animal  feeds  [with  list  of  literature 

cited;  by]  Andrew  J.  Baker  ,  Merrill  A.  Millett,  Larry  D.  Satter. 
[1975.]  75-105  p.  il.  (Forest  Products  Laboratory.)  [Approved  technical 
article,  6.]     +     •Item  84 
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GENERAL  ACCOUNTING  OFFICE  Washington,  DC  20548 

05854  Federal-State  election  law  survey,  analysis  of  State  legislation,  Federal 

legislation  and  judicial  decisions.  4th  issue.  May  1,  1975.  [3]  +  viii 
+  147  p.  4°  (Office  of  Federal  Election.)  [Prepared  by  American 
Law  Division  of  Congressional  Research  Service,  Library  of  Con- 
gress, in  cooperation  with  Federal  Election  Commission.]  +  •Item 
545 

GA  1.2: El  2/4/975-2 

Report  to  Congress;  by  Comptroller  General  of  United  States.  -l-Paper, 
each,  $1.00  (write:  GAO,  Box  1020,  DC  20013).  Free  to  Members 
of  Congress,  Congressional  committee  staff,  government  officials, 
college  libraries,  faculty  and  students,  non-profit  organizations  (write: 
GAO,  441  G  St.  NW,  DC  20548). 

05855  FOD-75-9.   Audit  of   Federal   Deposit   Insurance   Corporation   for  year  ended  June   30, 

1974,  limited   by   agency   restriction   on  access   to  bank   examination   records.   June 
11,  1975.  cover  letter,  [4]     +  iv  +  40  p.  4° 

GA  L13:FOD-M5-9 

05856  GGD-75-67.  Problems  in  administering  programs  to  improve  law  enforcement  education, 

Law  Enforcement  Assistance  Administration,  Department  of  Justice.  June  11,  1975. 
cover  title,  [4]     +  v  56  p.  4° 

GA  1.13:GGD-75-67 

05857  GGD-75-76.  How  Federal  efforts  to  coordinate  programs  to  mitigate  juvenile  delinquency 

proved  ineffective,   Department  of  Justice,   Department  of  Health,   Education  and 
Welfare.  Apr.21,1975.  cover  title,  v     +  67  p.  4° 

GA1.13:GGD-75-76 

05858  ID-75-48.  Overseas  food   donation  program,   its  constraints   and  problems.    Apr.21,1975. 

cover  title  ,  [4]     +  v     +57  p.  il.  4° 

GA  1.13:ID-75-48 

05859  LCD-74-107.  United  States  should  recover  full  costs  of  reimbursable  satellite  launches, 

Department  of  Defense,   National   Aeronautics   and   Space   Administration.   May   6, 

1975.  cover  title,  [5]     +  iv     +  82  p.  4 

GA  1.13:LCD-74-107 

05860  MWD-75-81.  Revision  of  type  Mankomen  formation  (Pennsylvanian  and  Permian),  Eagel 

Creek  area,  eastern   Alaska  Education  and  Welfare.  June  6,   1975.  cover  title,  [4] 
+  iv     +23  p.  il.  4° 

GA  1.13:MWD-75-81 

05861  PSAD-75-80.  Improvements  needed  in  making  and  in  reporting  on  technical  evaluations 

of    noncompetitive   price   proposals,    Department   of   Defense.    May   8,    1975.   cover 
title,  [4]     +  ii     +21  p.  4° 

GA  1.1 3:  PSAD-75-80 

05862  RED-75-364.  National  efforts  to  preserve   Nation's  beaches  and  shorelines,  continuing 

problem.  Corps  of  Engineers  (Civil  functions),  Department  of  Army.  June  11,  1975, 
cover  title,  [4]     +  v  +  65  p.  il.  4° 

GA  1.13:RED-75-364 

05863  RED-75-367.  Potential  of  value  analysis  for  reducing  waste  treatment  plant  costs,  Environ- 

mental Protection  Agency.  May  8,1975.  cover  title,  [4]     +  iv     +  28  p.  il.  4° 

GA  1.13:RED-75-367 

05864  RED-75-373.   Planning  for  America's  bicentennial  celebration,  progress  report.  June  6, 

1975  cover  title  [4]     +  iv     +61  p.  il.  4° 

GA  1.13:RED-75-373 

GENERAL  SERVICES  ADMINISTRATION  Washington,  DC  20405 

05865  Inventory  report  on  real  property  owned  by  United  States  throughout 

world  as  of  June  30,  1974.  [1975.]  vi  +  92  p.  il.  *  Paper,  $1.50. 
•Item  559-A 

GS  1.15:974 

GEOLOGICAL  SURVEY,  Interior  Dept.  Washington,  DC  20242 

05866  Bibliography  of  published  reports  by  U.S.  Geological  Survey  personnel 

on  geology  and  hydrology  of  Amchitka  supplementary  test  area,  Aleu- 
tian Islands,  Alaska,  1969-72;  by  Jane  P.  Ohl  ,  compiler.  [June  1973.] 
[2]    +    15   leaves,   4°    (USGS-474-167;   Amchitka-39;   Denver  Colo.) 
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[Prepared  under  agreement  AT  (29-2)-474  for  Nevada  Operations  Of- 
fice, Atomic  Energy  Commission.]     §  Paper,  $4.00, 

I  19. 14/2: Am  2 

Bulletin. 

05867  1306.   Bibliography    and   index   of  geology   and  hydrology.   Front   Range   Urban  Corridor. 

Colo.;   by    Felicie   Chronic   and   John   Chronic.    1974.    (4|      i     102   p    [Bibliographic 
citations  for  more  than   1 .800  indexed  reports,  theses  and  open-file  releases  concern- 
ing one  of  Nation's  most  rapidly  growing  areas]     'Paper.  SI. 15  (S/N   2401-02545  I. 
•Item  620 
L.C.  card  74-600045  I  19.3:1306 

05868  1310.  Coal  resources  and  Cenozoic  geology  of  Ciirard  coal  field,  Richland  County.  Mont. 

(with  list  of  references];  by  George  E.  Prichard  and  F.dwin  R.  I.andis  1975.  I 
+  89  p.  il.  2  pi.  In  pocket  (Prepared  as  part  of  Department  of  Interior  program 
for  development  of  Missour  River  basin  Stud>  of  area  of  1,000  square  miles  in 
easternmost  Montana  bounded  by  Missouri  and  Yellowstone  Rivers.  One  plate  is 
colored.]  *  Paper,  $2.60  (S/N  024-001  -02615-5).  •Item  620 
I.C.  card  74-16471  I  19.6:1310 

05869  1396.    Index   of  generic    names   of   fossil    plants,    1966  "^    [with    bibliography]:   by    Anna 

M.    Blazer    .    1975.    iii      +    54    p     [Based    on    Compendium    index    of    paleobotany    of 
Geological   Survey.    Supplement   to   Index   of  generic    names   of   fossil   plants,    1X20- 
1965,  Rulletin  1300.  1970.]     •  Paper. 85c.  (S/N  024-001-02646-5).       •Item  620 
I.C.  card  74-14995  I  19.3:1396 

Circular. 

05870  460-K.   Water  quality  of   hydrologic   bench   marks,   indicator  of  water  quality   in  natural 

environment,  pt.F  (with  list  of  references];  by  James  F.  Bieseekers  and  Donald 
K.  I.eifeste.  1975.  iv  +  21  p.  il.  4°  (Conservation  networks.)  *  •Item  620- 
A 

I  19.4/2:460-F 

05871  692.  Selenium,  flourine,  and  arsenic  in  surficial  materials  of  conterminous  United  Slates 

[with  list  of  references  cited];  by  Hansford  T.  Shacklette  .  Josephine  G.  Boerngen. 
and  John  R.  Ketih.  1974.  iii+14  p.  il.  4°      +     •Item  620-A 

I  19.4/2:692 

05872  694.  Worldwide  search  for  petroleum  offshore,  status  report  for  quarter  century.    I94"7- 

72  [with  list  of  references  cited];  by  Henry  I..  Berryhill  .  jr.  1974.  iii-27  p.  il. 
4°      *     •Item  620-A 

I  19.4/2:694 

05873  695.    F.nvironmental    impact   analysis,   example   of   proposed    trans-Alaska   pipeline   (with 

list  of  references  cited];  by  David  A.  Brew  .  1974.  iii+16  p.  il.  4°  +  •Item 
620-A 

I  19.4/2:695 

05874  6%.    Reports    and    maps    of   Geological    Survey    released    only    in    open    files,    1973;    by 

Betsy  A.  Weld  .  Kathleen  T.  Iseri,  and  Marvin  L.  Miilgate.  1974  [2]  -25  p.  4 
+     •Item  620-A 

I.  19.4/2:696 

05875  698.  Mineral  resources,  potentials  and  problems  [with  list  of  references  cited];  by  Walden 

P.  Pratt  and  Donald  A.  Brobst.  1974.  iii  +  20  p.  il.  4°  [Summary  of  United  States 
resources  of  27  major  mineral  commodities,  and  problems  involved  in  their  utiliza- 
tion!    +     •Item  620-A 

I  19.4/2:698 

05876  701.    Goals,    strategy,    and   tasks   of   earthquake    hazard    reduction    program;    by    Robert 

E.  Wallace  .  1974.  v      +  26  p.  il..4°      +      •Item  620-A 

I  19.4/2:701 

05877  714.  Selected  geologic  literature  on  California  Continental  Borderland  and  adjacent  areas. 

to  Jan.l  .1975;  by  Albert  F.  Roberts  .  1975.  iii  +  116  p.  map,  4°  +  •Item 
620-A 

I  19.4/2:714 

05878  Dye-dispersion  study  on  Lake  Champlain  near  Crown  Point,  N.Y.  [with 

one  reference];  by  Paul  H.  Hamecher  and  Lloyd  A.  Wagner.  Albany, 
N.Y.,  Jan.  1975.  v  +  16  p.  fl.  2  pi.  in  pocket,  4°  [Open  file  report 
74-355.  Prepared  in  cooperation  with  New  York  State  Department 
of  Environmental  Conservation.]     # 

I  19.2:  L  14c/2 

05879  First  thoughts  regarding  data  processing  for  SMS/GOES  magnetometer; 

by  W.H.  Campbell  .  Mar.  10,  1972.  33  p.  il.  4°     #   • 

I  19.2:M  27/2 
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05880  Index   of  flood   maps   for  California  prepared    by   Geological   Survey 

through  1974;  by  J.  R.  Crippen  .  Menlo  Park,  Calif.,  Mar.  1975. 
[1]     +  29  p.  4°    [Open-file  report  1002-37.]     # 

I  19.2:C  12/30 

05881  Numerical  model  of   material   transport  in   salt-wedge  estuaries   [with 

bibliographies];  by  H.  B.  Fischer  ,  J.D.  Stoner,  W.L.  Hauschild, 
and  J.B.  McConnell.  Takoma,  Wash.,  1974.  [78]  p.  il.  4°  ([Water 
Resources  Division.])  [Open  file  report.  Prepared  in  cooperation  with 
Municipality  of  Metropolitan  Seattle.]     # 

I  19.2:Es  8 

Professional  paper. 

05882  716-B    Stratigraphy    of    Bannu    amd    Dera    Ismail    Khan    areas,    Pakistan    |with    list    of 

references  cited];  by  William  R.  Hemphill  and  Abdul  H.  Kidwai.  1973.  v  +  36 
p.  il.  5  pi.  in  pocket,  4"  [Prepared  in  cooperation  with  Geological  Survey  of  Pakistan, 
under  auspices  of  Government  of  Pakistan  and  Agency  for  International  Develop- 
ment, Department  of  State.  14,000  and  38-000-foot  sequences  include  rocks  of  Cam- 
brian (?)  to  Quaternary  age;  type  sections  are  designated  and  named  for  seven 
units.  Geological  investigations  in  Pakistan.  3  plates  are  colored.)  $  Paper,  $3.35 
(S/N  2401-02448.).  •Item  624 
L.C.  card  73-600186  I  19.16:716-B 

05883  81 3-D.  Summary  appraisals  of  nation's  ground-water  resources,  Rio  Grande  region  [with 

list  of  references];  by  Samuel  W.  West  and  William  L.  Broadhurst.  1975.  iii 

+  D39  p.  il.  4°     [Discussion  of  ground-water  alternatives  in  water  resource  planning.] 

*  Paper,  $1.25  (S/N  024-001-02626-1).     •Item  624 

L.C.  card  74-34169  I  19.16;813-D 

05884  818-C.   Effect  of  sedimentation  and  diagenesis  on  trace  element  composition  of  water- 

laid    tuff   in    Keg   Mountain   area,    Utah   [with   list   of    references   cited];   by    David 
A.    Lindsey    .    1975.    iv     +    35   p.    il.    4°   [Beryllium-bearing   tuffs   in   western    Utah. 
Statistical   study   of   petrogenesis  of  unmineralized   water-laid   tuff  in  western   Utah 
beryllium  belt.]     *  Paper,  $1.35  (S/N  024-001-02661-9).     •Item  624 
L.C.  card  74-30055  I  19.16:818-C 

05885  Proposed  water-supply  investigations  in  Sidamo  Province,  Ethiopia  [with 

bibliography];  by  David  A.  Phoenix  .  Feb.  1966.  [9]  +  75  p.  il.  1 
map  in  pocket,  4°  [Open  file  report.  Prepared  in  cooperation  with 
Imperial  Government  of  Ethiopia  under  auspices  of  United  States 
Agency  for  International  Development.]     # 

I  19.2:Si  1 

05886  Results    of    exploration    of    Banberry    site,    early    1971    [with    list    of 

references  cited].  [July  1974.]  [1]  +  vi  +  94  p.  il.  1  pi.  4  maps 
in  pocket,  4°  (USGS-474-145;NTS-235;  Denver,  Colo.)  [Prepared 
under  agreement  AT  (29-2)-474  for  Nevada  Operations  Office,  Atomic 
Energy  Commission.]     §  Paper,  $5.45. 

I  19.2:B  22 

05887  Salt  deposits  of  Clovis-Portales  area,  east-central  New  Mexico  [with 

list  of  selected  references];  by  C.  L.  Jones  .  1974.  22  leaves,  il. 
2  pi.  in  pocket,  4°  [Open-file  report  74-60.  Prepared  under  agreement 
AT(40-l)-4339  for  Division  of  Waste  Management  and  Transportation, 
Atomic  Energy  Commission.  Report  is  preliminary  and  has  not  been 
edited  or  reviewed  for  conformity  with  Geological  Survey  standards 
or  nomenclature.]     # 

I  19.2:C  62 

05888  Stadia  tables  for  obtaining  differences  of  elevation.  Edition  of  Oct.  1963. 

[1975.]  cover  title,  [41]  p.  narrow  16°    (9.342.2.)     +     •Item  621 

I  19.2:St  1/963 

05889  Summary  and  evaluation  of  crest- stage-gage  data  in  New  York  [with 

list  of  selected  references];  by  Benjamin  B.   Eissler  and  Thomas  J. 
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Zembrzuski,  jr.  Albany,  N.Y.  1974.  iv  +  23  p.  il.  1  pi.  in  pocket, 
4°  [Open-file  report.  Prepared  in  cooperation  with  New  York  State 
Department  of  Transportation.]     # 

I  19.2:N  42y/2 

05890  Time-of-travel  study,  Lake  Erie-Niagara  River  basins;  by  Bernard  Dunn 

.  Albany  N.Y.,  Jan.  1975.  iv  +  41  p.  il.  4°  [Open-file  report. 
Prepared  in  cooperation  with  New  York  State  Department  of  Health] 
# 

I  19.2:L  14e 

05891  Water  resources  data  for  Colorado,   1973:  pt.2,  Water  quality  records 

[with  list  of  selected  references].  [1974.]  v     +  120  p.  il.  4°     [Prepared 
in  cooperation  with  State  of  Colorado  and  with  other  agencies.] 
#  District  Chief,  Water  Resources  Division,  Denver  Federal  Center, 
Lakewood,  Co  80225 

I  19.53/2:C71/973/pt.2 

05892  Water  resources  data  for  Florida,    1973:  pt.l,  Surface  water  records, 

v.2,    Streams-southern    Florida,    Lake    Okeechobee    and    Everglades 
[with    list   of    selected    references].    [1974.]    vii     +    237    p.    il.    4° 
[Prepared  in  cooperation  with  State  of  Florida  and  with  other  agen- 
cies.]    #  District  Chief,  Water  Resources  Division,  325  John  Knox 
Road,  Tallahassee,  FL  32303 

I  19.53/2:F66/973/pt.l/v.2 

05893  Water  resources   data   for  Texas,    1972:   pt.2,   Water  quality   records. 

[1973.]  xiii  +  774  p.  [Prepared  in  cooperation  with  State  of  Texas 
and  with  other  agencies.]  +  District  Chief,  Water  Resources  Divi- 
sion, Geological  Survey,  300  East  8th  St.,  Austin,  TX  78701 

I  19.53/2:T31/972/pt.2 

Water  resources  investigations. 

05894  8-74.   Low-flow  characteristics  of  streams   in  Willapa  Bay   drainages,  Washington  [with 

list  of  references!;  by  M.R.  Collings  and  F.T.  Hidaka.  1974.  iii  +12  leaves  il. 
map  in  pocket.  4°  |Prepared  by  Water  Resources  Division.  Washington  District, 
in  cooperation  with  State  of  Washington  Department  of  Fisheries  and  Department 
of  Game]     # 

I  19.42/4:8-74 

Water-supply  paper. 

05895  2105.   Surface  water  supply  of  United   States,   1966-70:   pt.2,  South  Atlantic   slope  and 

eastern   Gulf   of   Mexico   basins,   v.2.    Basins   from   Ogeechee    River   to    Carrabelle 
River.    1975.   ix     +    797   p.   il.    [Prepared   in   cooperation   with   Florida    and   Georgia 
and  with  other  agencies.)     *  Paper,  $6.35.  (S/N  024-001-02623-6).       •Item  625 
L.C.  card  76-608285  I  19.13:2105 

058%  2155.  Quality  of  surface  waters  of  United  States,  1970:  pt.6,  Missouri  River  basin  [with 
list  of  literature  cited].  1975.  xi  +  554  p.  il.  [Prepared  in  cooperation  with  States 
of  Iowa,  Kansas,  Missouri,  Montana,  Nebraska,  North  Dakota.  South  Dakota, 
Wyoming  and  with  other  agences.|  'Paper.  $4.70.  (S/N  024-001-02637-6).  •Item 
625 
L.C.  card  GS  43-68  I  19.13:2155 

GOVERNMENT  PRINTING  OFFICE  Washington,  DC  20401 

05897  How  to  do  business  with  GPO.  Revised  Dec. 1974.  [1975.]  cover  title, 
iii     +  18  p.  + 

GP  1.23/4:13  96/974 
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HEALTH,  EDUCATION,  AND  WELFARE  DEPARTMENT 
Washington,  DC  20201 

DHEW  obligations  to  institutions  of  higher  education  and  other  non- 
profit organization,  fiscal  year  1973. 

05898  v.l.   Summary;   Iprepared   by   Ruth  G.   Black    ].   Oct.1974.    Iv     +    43   p.   il.    4°    (Office 

of  Assistant  Secretary  of  Health.)  IPrepared  by  National  Institutes  of  Health,  Office 
of  Associate  Director  for  Program  Planning  and  Evaluation,  Division  of  Resources 
Analysis.]      +     #Item  444-E 

HE  1.41:973/v.l 

HEALTH  RESOURCES  ADMINISTRATION,  Health  ,  Education,  and 
Welfare  Department  Bethesda,  Md.  20014 

05899  Fostering  growing  need  to  learn,   monographs   and  annotated  bibliog- 

raphy on  continuing  education  and  health  manpower  [with  bibliogra- 
phies]. 1974.  [640]  p.  il.  (DHEW  publication  (HRA)  75-3112;  [Regional 
Medical  Programs  Service].)     +     •Item  507-H-l 

HE  20. 6002: L  47 

HEALTH  RESOURCES  DEVELOPMENT  BUREAU,  Health, 
Education,  and  Welfare  Dept.  Rockville,  MD  2085 

05900  Child    health    assessment:     pt.l,     Literature    review     [with    lists    of 

references];  Kathryn  E.  Barnard   ,  Helen  B.  Douglas,  editors.  Dec. 

1974.  vi  +  211  p.  il.  (DHEW  publication  (HRA)  75-30;  Division 
of  Nursing.)     *  Paper,  $2.15  (S/N  1741-00082).     •Item  509- A- 1 

HE20.6102:C43/pt.l 

05901  Effects  of  task  delegation  on  requirements  for  selected  health  manpower 

categories  in  1980,1985,  and  1990,  final  report  [with  bibliographies]. 
May  1974.  [202]  p.  il.  4°  ([DHEW  publication  (HRA)  75-57]; 
Resource  Analysis  Staff/OBD.)  [Contract  N1H  12-4406.]  §  (Price 
upon  application).     •Item  509- A- 1 

HE  20.6102:T  18 

05902  Factors  affecting  staffing  levels  and  patterns  of  nursing  personnel  [with 

list  of  references];  by]  Harry  D.  Levine  and  P.  Joseph  Phillip.  Feb. 

1975.  ix  +110  p.  (DHEW  publication  (HRA)  75-6;  Division  of 
Nursing.)     *  Paper,  $1.45  (S/N  1741-00080).     •Item  509- A-l 

HE  20.6102:N  93/10 

05903  Physician  shortage  areas  for  purposes  of  cancellation  of  health  profes- 

sions student  loans  and  repayment  of  educational  loans  pursuant  to 
agreement.  [Revised  March  1975.]  [3]  +  26  p.4°  +  •Item  509- 
A-l 

HE  20.61 02:P  56/2 

05904  Prepaid  dental  care,  glossary.  Revised  Jan.   1975.  [1975.]  [1]     +  31  p. 

(DHEW  publication  (HRA)  75-20;  Division  of  Dentistry;  Health  Man- 
power References.)     +     •Item  509-A-l 

HE  20.61 02:D  43/2 

HEALTH  SERVICES  RESEARCH  BUREAU,  Health,  Education  and 
Welfare  Dept.  Rockville,  MD  20852 

05905  Patient   classification   for  long-term   care,   users    manual   [with  list  of 

references;  by]  Ellen  W.  Jones  .  Nov.  1974.  vi  +  99  p.  4°  (DHEW 
publication  HRA  75-3107.)     +     •Item  491-B-5 

HE  20.6508:P  27 
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HOUSING  AND  URBAN  DEVELOPMENT  DEPARTMENT 
Washington,  DC   20410 

05906  Barrier  free  site  design  [with  bibliography].  [Apr.   1975.]  [3]     +  82  p. 

il.  Oblong  8°  (Office  of  Policy  Development  and  Research;  [HUD- 
PDR-84].)  [Prepared  by  American  Society  of  Landscape  Architects 
Foundation  under  contract  H-2002-R.]  *  Paper,  $2.30.  (S/N  023-000- 
00291-4).     •Item  582 

HH  L2:B27 

05907  Directory  of  governors  and  State  officials  responsible  for  disaster  opera- 

tions. Apr.  1975.  cover  title,  iii  +18  p.  4°  (Federal  Disaster 
Assistance  Administration.)  [Supersedes  Jan.  1975  edition.]  + 

HH  l.LG  74/2/975 

05908  Evaluating  local  urban  renewal  projects,  simplified  manual.  [Mar.  1975.] 

[3]  x  86  p.  il.  4°  (HUD-CPD-83;  Office  of  Community  Planning 
and  Development,  Office  of  Evaluation.)  [Prepared  by  Real  Estate 
Research  Corporation  with  RTKL  Associates,  Inc.  Under  contract 
H-3610-R.]     *  Paper,  S1.50.     •Item  582-E 

HH  1.6/3:Ur  1/2 

05909  Fast  housing  action,   guide  for  mortgage  lenders.   [Mar.    1975.]    17  p. 

il.  4°     ([HUD-387-HPMC].)     +     •Item  589-A 

HH  2.6/6:H  81 

05910  Financial   statements,    year  ended   June   30,    1974.   [1974.]   cover  title, 

124  p.  4°    (Office  of  Finance  and  Accounting.)  + 

HH  1.2:  F  49/5 

05911  Financing  condominium  housing.  [Apr.  1975.]  [1]  p.  folded  into  narrow 

8°    ([HUD-77-F(4).])  [Previous  edition  obsolete.]     +     •Item  582 

HH  1 .2:C  75/2/975 

05912  Future    of   local   urban   redevelopment,    guide    for   community    policy 

makers,  [Feb.1975.]  [cover  title],  [3]  +  50  p.  4°  ([HUD  CPD-78]; 
Office  of  Community  Planning  and  Development,  Office  of  Evalua- 
tion.) [Prepared  by  Real  Estate  Research  Corporation  with  RTKL 
Associates,  Inc.  Under  Contract  H-3610-R.]  *  Paper,  SI. 10.  •Item 
582-E 

HH  1.6/3:Ur  1/3 

05913  Home  buyer's  vocabulary.  [Apr.  1975.]  [15]  p.  ([HUD-383-HM.])     + 

•Item  582 

HH  1.2:B98/3 

HUD  handbook.  [Issued  with  perforations.] 

05914  7485.8.  Low-rent  housing  modernization  program.  Mar.  1975.  (48]  p.  4°     (Program  Partici- 

pants and  HUD  Staff;  Housing  Management  )   - 

HH  1.6/6:7485.8 

HUD  minimum  property  standards.  [Issued  with  perforations.] 

05915  v.l.  One  and  two  family  dwellings,  revision  2.  Jan.  1973.  [67]  p.  il.  4°     (4900.1.)     * 

Paper, S10. 25  (basic  and  supplemental    material  for  indefinite  periodhadd  S2.60  for 
foreign  mailing.     •Item  582-F 

HH  1.6/9:On  2/rev.2 

05916  Let's  consider  cooperatives.  [Dec.    1974.]  [7]  p.  folded  into  narrow  8° 

([HUD-17-F(6).])  [Previous  edition  obsolete.]     +     •Item  582 

HH  1.2:C  77/2/974 
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05917  Neighborhood  preservation,  catalog  of  local  programs,  executive  sum- 

mary. [1975]  cover  title,  8  p.  il.  oblong  4°  ([HUD-PDR-75-1];  Office 
of  Policy  Development  and  Research.)  [Prepared  by  Real  Estate 
Research  Corporation  with  assistance  of  Center  for  Urban  Policy 
Research,  Rutgers  University.  Text  on  p.  2  of  cover.]  +  •Item 
582 

HH  1.2:N31/4 

05918  Program    plan,    solar    heating    and    cooling    demonstration    program 

(residential  dwellings).  Dec.  30,  1974.  v  +  27  p.  il.  4°  ([SCH-1001.]) 
[Prepared  by  National  Aeronautics  and  Space  Administration.]  # 
•Item  582 

HH  1.2:So4 

05919  State  laws  enacted  in  1973  of  interest  to  Department  of  Housing  and 

Urban  Development  as  reported  by  Commerce  Clearing  House  and 
other  unofficial  sources.  Dec. 1974.  cover  title,  424     +  [1]  p.  4° 
(HUD-OGC-53-l ;  Office  of  General  Counsel.)     +     •Item  583 

HH  1.5:  St  2/2/973 

05920  Statement  of  Carla  A.  Hills,  Secretary  of  Housing  and  Urban  Develop- 

ment before  Subcommittee  on  HUD-Indepent  Agencies  of  Senate 
Committee  on  Appropriations.  Apr.  21,  1975.  23  leaves  4°  + 

HH  1.7  :H  55/2 

05921  Urban  renewal   directory,   Dec.   31,    1973.   [1975.]   cover  title,   [1]     + 

154  p.  4°    [Photograph  on  cover.]  +      •Item  584-M 

HH  7.8/2:973/2 

INTERIOR  DEPARTMENT  Washington,  DC  20240 

05922  Better  place  to  be,  guide  to  environmental  learning  in  your  classroom 

[with  list  of  suggested  reading;  by]  Carol  Euston  ,  Lillian  Tangen, 
editor,  Clayton  E.  Anderson,  associate  editor  1974.  [4]  +  39  + 
p.  il.  4°    *  Paper,  $1.25  (S/N  2400-00805.).     •Item  603-B 

I  1.77/2:C57 

Final  environmental  impact  statement. 

05923  Deregulation  of  natural  gas  prices  [proposed,  with  list  of  references  cited].  June   1974. 

[600]   p.   il.   4°   [Prepared   by   Office   of  Assistant   Secretary,   Program   Development 
and  Budget,  Office  of  Economic  Analysis.]     *   Paper,  $5.35  (S/N  2400-00802). 
•Item  603-G 

I  1.98:  G21 

Final  environmental  statement. 

05924  Beaver   Creek   National   Wild   River,   Alaska,   proposed.  Oct.    1974.   vi     +   400  p.   il.  4° 

[Prepared  by  Alaska  Planning  Group.]      +     •Item  603-G 

I1.98:B38 

05925  Cape  Krusenstern  National  Monument,  Alaska,  proposed  [with  list  of  references].  1974. 

vii     +  461  p.  il.  4°  [Prepared  by  Alaska  Planning  Group.]     +     •Item  603-G 

I  1.98:C  17 

05926  Gates   of   Arctic    National    Park,    Alaska,    proposed    [with    list   of   selected    references]. 

Oct. 1974.   xii     +    686   p.   il.  4°     [Prepared   by   Alaska    Planning  Group.]      +     •Item 
603-G 

I  1.98:Ar  2 

05927  Iliamna  National  Resource  Range,  Alaska,  proposed,  [with  list  of  references].  Oct.1974. 

x      +  620  p.  il.  4°  [Prepared  by  Alaska  Planning  Group.)      +     •Item  603-G 

11.98:115 

05928  Proposed  Ellis  unit,  Smoky  Hill  Division,   Pick-Sloan  Missouri  Basin  program,   Kansas 

[with   bibliography].    [1973.]    [322]   p.    il.   4°     [Prepared    by   Bureau   of   Reclamation.] 

I  1.98.E15 
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05929  Proposed    Huydcn  Adult    345-KV    transmission   line   and   Ault   substation.   Colorado   ki\cr 

storage   project   (with   bibliograph>  ].    1 1 974]   |493|   p.   il.    4'      [Prepared   by    Bureau   of 
Reclamation  ]     # 

I  1 .98:11  32 

05930  Unalakleet  National  Wild   River.  Alaska,  proposed.  |I975.|  vii      •    386  p    il    4       (Prepared 

by  Alaska  Planning  Group  |      ♦      •Item  603-G 

I  l.98:Un  1 

OWRT/WRSIC  (series).  (Office  of  Water  Research  and  Technology, 
Water  Resources  Scientific  Information  Center.) 

05931  75-204.  Water  reuse,  bibliography,  v.4.  Mar.   1975.  vi     +  |1]      +448  p.  4°     §  (Price  upon 

application). 

I  1.97:75-204/v.4 

05932  75-205.  Interstate  water  compacts,  bibliography;  edited  by  Frank  F.  Maloney  .  Mar.1975. 

vi      +  [1]       +  488  p.  4°     §  (Price  upon  application). 

I  1.97:75-205 

INTERNAL  REVENUE  SERVICE,  Treasury  Dept.  Washington,  DC 
20224 

05933  Bulletin    index-digest    system:    Service    1,    income   tax,    basic    volume 

1953-74.  [1975.]  cover  title,  x  +  1250  p.  4°  (Publication  641  (Rev. 
12-74).)  *  Paper,$26.00  (basic  and  supplementary  material  for  in- 
definite period);  add  $6.50  for  foreign  mailing.     #Item  960 

T  22.25/5:953-74 

05934  Collection  process  (income  tax  accounts).  Revised  Apr.   1975.   [1975.] 

10  p.  4°    (Publication  586).     *  Paper,  35c.  (S/N  048-004-00809-2). 
•Item  964-B 

T  22.44/2:586/2 

05935  Effective   writing,   study  guide,   workshop  course  [with  bibliography]. 

[Revised  May  1975.]  [1975.]  cover  title  ,  viii  +  106  p.  (Training 
9931-01.)     +     •Item956-A 

T  22. 1 9/2: W  93/3 

INTERNATIONAL  COMMERCE  BUREAU,  Commerce  Dept. 
Washington,  DC  20230 

05936  Expo   '74  International   Exposition,   Spokane,   Wash.,   May  4-Nov.   3, 

1974,  final  report  from  Secretary  of  Commerce  on  United  States 
Pavilion.  [1975.]  cover  title,  48  p.  il.  4°  [Illustrations  on  cover  are 
colored.]     *  Paper  ,  $1.20.    #Item  231-P 

C  57.102:P  28 

Foreign  economic  trends  and  their  implications  for  United  States  FET 
(series).     *  Paper,  $37.50  a  yr.;  add  $9.40  for  foreign  mailing. 

05937  75-053.    Czechoslovakia.    June    1975.    8    p.    4°    (American    Embassy,    Prague.)    [Annual. 

Prepared  by   Foreign  Service.  Department  of  State]   Paper  S37.50  a  yr.,  add  S9.40 
for  foreign  mailing     •Item  231-1 

C  57.111:75-053 

05938  74-124.   Iceland.  Dec.   1974.  7  p.  il.  4°     (American  Embassy,  Reykjavik.)  [Annual.  Super- 

sedes ET  73-130]     •Item  231 -J 

C  57.111:74-124 

05939  75-037.    Kuwait.   Apr.    1975.  8  p.  4°    (American   Embassy.    Kuwait.)   [Annual.   Prepared 

by    Foreign  Service.   Department  of  State,   Supsersedes  FET  74-038]     •Item   231- 
I 

C  57.111:75-037 

05940  75-039.    Israel.   May    1975.   8  p.   4°     (American   Embassy.   Tel   Aviv.)   [Annual.   Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-036.]     •Item  231-1 

C57.1 11:75-039 

§For  Sale  by  National  Technical  Information  Service, 
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•Sent  to  Depository  Libraries  Page  93 


Government  Publications 

05941  Global  market  survey:  Avionic  and  aviation  support  equipment.  May 

1975.  iii  +182  +  [4]  p.  il.  4°  (Office  of  International  Marketing.) 
[Errata,  1  p.  issued  also.]     *  Paper,  $2.30.     •Item  231-G-l 

C  57.109:Av  5 

05942  Global  market  survey:  Electronic  components.  Oct.  1974.  iii     +   159  p. 

il.  4°     *  Paper,  $2.30.     ©Item  23 1  -G- 1 

C57.109:E12/2 

INTERSTATE  COMMERCE  COMMISSION  Washington,  DC  20423 

05943  Evaluation  of  U.S.  Railway  Association's  preliminary  system  plan,  re- 

port of  Rail  Services  Planning  Office  to  U.S.  Railway  Association. 
Apr.28,1975.  [1]  +  543  p.  il.  4°  (Ex  parte  no.293  (Sub-no.s) 
Northeastern  rail  investigation.)  [Submitted  in  accordance  with  sec. 207 
(a)(2)  of  Regional  rail  reorganization  act  of  1973  (P.l.  93-236).  Table 
of  contents  on  p.2  of  cover.]     +     •Item  674 

IC  1.2:R  13/13-2 

Public  advisory  (series). 

05944  2.  Arranging  transportation  for  small  shipments,  shipper  rights,  remedies  and  alternatives. 

[July  1972.]  [2]     +  6  p.  4°     # 

IC  1.31:2/972 

05945  4.    Lost    or   damaged   household   goods,    prevention   and   recovery.    [Aug.    1972.]    [2]     + 

6  p.  il.  4°  [Supplements  BOp  103,  Summary  of  information  for  shippers  of  household 
goods.]     #     •Item  674-A 

IC  1.31:4 

05946  Revenue,  expenses  and  statistics  of  freight  forwarders  for  six  months 

ended  June  30,  1974  and  1973.  [1974.]  [3]  p.  f°  (Statement  950  (OFF); 
Bureau  of  Accounts.)  [Compiled  from  116  quarterly  reports  of  forwar- 
ders having  gross  revenues  of  $100,100  or  more  per  annum.]  + 

IC  1.19:974/1 

JOHN  H.  FOGARTY  INTERNATIONAL  CENTER  FOR  ADVANCED 
STUDY  IN  THE  HEALTH  SCIENCES,  Health,  Education,  and 
Welfare  Dept.  Washington,  DC  20201 

05947  Economic  analysis  of  cooperative  medical  services  in  People's  Republic 

of  China  [with  list  of  references];  by  Tech-wei  Hu  .  1975.  vi  + 
41  p.  il.  (DHEW  publication  (NIH)  74-672;  [Geographic  Health  Studies 
Project;  China  health  studies].)     *  Paper,  75c.     •Item  507-C-l 

HE  20.3702 :C  44/9 

05948  National    Institutes    of    Health    international    awards    for    biomedical 

research  and  research  training  fiscal  year  1974.  [1975.]  vi  +  93 
p.oblong  8°  (DHEW  publication  (NIH)  75-63.)  [Prepared  by  Interna- 
tional Cooperation  and  Geographic  Studies  Branch,  Fogarty  Interna- 
tional Center.]     +     •Item  507-C-5 

HE  20.3709/2:974 

05949  Urban  emergency  medical  service  in  city  of  Leningrad  [with  bibliog- 

raphy]; by  M.  A.  Messel  .  1975.  xiii  +  287  p.  il.  (DHEW  publica- 
tion(NIH)  75-671;  [Geographic  health  studies  program;  Soviet  health 
studies].)  [Translated  from  Russian.]     +     •Item  507-C-l 

HE  20.3702:L  54 

JOINT  PUBLICATIONS  RESEARCH  SERVICE  1000  N.  Glebe  Rd. 
Arlington,  VA  22201 

Note.— When  ordering  Joint  Publications  Research  Service  publications  from  the  National  Techni- 
cal Information   Service,  give  the   JPRS   number  in   the  order.   Do    not  include  Monthly  Catalog 
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entry   numbers   or   Superintendent    of   Documents   classification    numbers,    which   should    be   used 
only  when  ordering  from  the  Superintendent  of  Documents 

Iitles  of  JI'RS   serial  reports  listed  below  were  issued  during  the  month,  but  were  not  cataloged 
separately.      §  (Price  upon  application). 

JPRS  (series). 

05950  64817.    Signal    selection    and    transmission.    USSR    (with    bibliographies]     May    21,    1973 

cover   title,    |l|         ►a      *     39   p.    il.    4"     |From    Otbor    i   peredacha    informalsil.    no 
22,1969.  no   23-25.  | ^70. |     §  Paper.$3.00. 

Y  3 J  66:13/64817 

JUSTICE  DEPARTMENT  Washington,  DC  20530 
Criminal  justice  agencies. 

05951  In  region  6,  Arkansas,  Louisiana,  New   Mexico,  Oklahoma.  Texas.  Mar. 1975.  v     +   258 

p. 4°     (National  Criminal  Justice     Information  and  Statistics  Service.   I. aw    Enforce- 
ment  Assistance    Administration;[SD-2D-6|.)    [Prepared    by      Governments   Division. 
Bureau  of  Census.)     •  Paper,  $3.45  (S/N  027-000-00307-9).     ©Item  717-H 
L.C.  card  75-619017  J  I  39:6 

05952  In  region  4,   Alabama,   Florida,  Georgia,    Kentucky,   Mississippi,   North  Carolina.   South 

Carolina,     Tennessee.     Mar. 1975.     vi      +     350     p. 4°     ((SD-2D-4]:I.aw     Enforcement 
Assistance  Administration,  National  Criminal  Justice  Information  and  Statistics  Scr 
vice.)     *  Paper,$4.20  (S/N  027-000-00314-1).     •Item  717-H 
L.C.  card  75-619017  J1.39:4 

05953  In   region  7,   Iowa,   Kansas,   Missouri,   Nebraska  Jan.    1975.   v     +    180  p.  4°    ([SD-2D- 

7|;  Law  Enforcement  Assistance  Administration,  National  Criminal  Justice  Informa- 
tion and  Statistics  Service.)     *  Paper.  $2.50.      •Item  717-H 
L.C.  card  75-619017  J  1.39:7 

05954  In    region   9,    Arizona,    California.    Hawaii,    Nevada.    Oct.    1974.    v     +    98    p.   4°     ([SD- 

2D-9);  Law  Enforcement  Assistance  Administration,  National  Criminal  Justice  Infor- 
mation and  Statistics  Service.)     •  Paper,  $1.90  (S/N  2700-00271).     •Item  717-H 

J  1.39:9 

05955  Criminal   justice   audio  visual   materials  directory.   [Aug.    1974.]   cover 

title,  [3]  +  30  p.  il.  4°  (Audio  Visual  Communications  Division, 
Office  of  Operations  Support,  Law  Enforcement  Assistance  Adminis- 
tration.) [Issued  with  perforations.  Some  pages  issued  as  leaves.] 
+  u±    \**Art — 

J  1.2:Au2 

05956  Gimelli  system  of  multi-track  voice  writing,  evaluation  of  new  court 

reporting  technique,  summary  report;  by  J.  Michael  Greenwood  , 
Ernest  H.  Short,  Nancy  B.  Elkind.  Jan.1975.  [2]  +11  p.  4°  (Law 
Enforcement  Assistance  Administration,  National  Institute  of  Law 
Enforcement  and  Criminal  Justice.)  [Prepared  by  National  Center 
for  State  Courts.]     *  Paper,65c.  (S/N  027-000-00299-4).     •Item  717 

J  1.2:V87 

05957  How  and  why  Federal  Government  acquires  property  for  public  pur- 

poses.   [Jan.    1975.]    27  p.   il.   oblong   32°   [Prepared   by   Interagency 
Land  Acquisition  Conference.  Includes  3  blank  pages  for  notes.] 
+     •Item  717 

J  1.2:P94/7 

Law  enforcement  standards  program  LESP-RPT  (series).  (Law  En- 
forcement Assistance  Administration,  National  Institute  of  Law  En- 
forcement and  Criminal  Justice.) 

05958  0205.00.  Automatic  vehicle  location  techniques  for  law  enforcement  use  (with  annotated 

bibliography],  by  R.   L.  Fey  .  Sept.1974  v     +   22  p.  il.  4°     *Paper,75c.  (S/N  2700- 

00282).     •Item  717-J 

L.C.  card  74-30357  J  1.41:0205.00 

05959  0206.00.    Repeaters   for  law  enforcement    communication   systems   [with   bibliographies); 

by    R.    M.   Jickling    .   J.F.   Shafer.   Oct.    1974.   v     +    13    p.   il.   4°     *  Paper,65c.   (S/N 

027-000-00288-9).     •Item  717-J 

L.C.  card  74-28413  J  1.41:0206.00 
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05960  0502.00.  Summary  report  on  emergency  vehicle  sirens  [with  list  of  references];  by  F.E. 

Jones  ,  T.L.  Quindry,  W.J.  Rinkinen.   Sept.   1974.  vi      +  47  p.  il.  4°     *  Paper,  $1.10 

(S/N  2700-00289).     •Item  717-J 

L.C.  card  74-31 145  J  1.41:0502.00 

05961  0801.00.    Life   cycle    costing   techniques    applicable    to  law    enforcement   facilities    (with 

general  bibliography  1;  by  Robert  J.  Kapsch  .  Oct.  1974.  vi  +  18  p.  4°  *  Paper, 70c. 
(S/N  2700-00284.).       •Item  717-J 

J  1.41:0801.00 

Law  enforcement  standards  program  NILECJ-STD  (series).  (Law  En- 
forcement Assistance  Administration,  National  Institute  of  Law  En- 
forcement and  Criminal  Justice.) 

05962  0104.00.   Riot  helmets  [with  bibliography].  Oct.   1974.  vi     +    10  p.  il.  4°     [Voluntary  na- 

tional standard.]     *  Paper,65c.  (S/N  2700-00286).     •Item  717-J 

L.C.  card  74-30174  J  1.41/2:0104.00 

05963  0201.00  Fixed  and  base  station  FM  transmitters  [with  bibliography].  Sept.  1974.  v 

+    16  p.  il.  4°  (Law   Enforcement  Assistance  Administration,  National   Institute  of 
Law    Enforcement   and   Criminal   Justice.)    [Voluntary    national    standard.]     *  Paper, 
65c.  (S/N  2700-00283).     •Item  717-J 
L  .C .  card  74-284 12  J  1 .4 1  /2 :020 1 .00 

Monograph  (series).  (Law  Enforcement  Assistance  Administration,  Na- 
tional Institute  of  Law  Enforcement  and  Criminal  Justice.) 

05964  Family    crisis   intervention,   from   concept   to   implementation    [with   list   of    references]; 

by  Morton  Bard  .  Dec.  1973.  vi  +  13  p.  4°  (Law  Enforcement  Assistance  Adminis- 
tration, National  Institute  of  Law  Enforcement  and  Criminal  Justice.)  [Project  sup- 
ported by  Grant  N 1-70-068  under  Omnibus  crime  control  and  safe  streets  act  of  1968, 

as  amended.]     *  Paper,  65c.  (S/N  2700-00244). 

J  1.44/2:F21 

National  Criminal  Justice  Information  and  Statistics  Service  SD-EE 
(series). 

05965  5.    Expenditure   and   employment   data   for   criminal   justice    system,    1972-73.    Feb. 1975. 

[5]    +  343  p.  il.  4°  ([Law  Enforcement  Assistance  Administration],  Bureau  of  Census, 
State  and  Local  Government  Special  Studies,  no.  70.)  [Prepared  in  cooperation  with 
Bureau  of  Census.]     *  Paper,  $4.05  (S/N  0324-01046).     •Item  717-E 
L.C.  card  71-609542  J  1.37:5 

Opinion  of  Attorney  General.  *  Paper,  $3.00  per  year,  add  75c.  for 
foreign  mailing;  single  copies  vary  in  price. 

05966  V.43,   no. 2.  Propriety  of  register  of  copyrights'  refusal  to   renew  copyright  registration 

predicated  on  dual  basis  that  work  is  composite  work  and  work  made  for  hire, 
June  10,  1974.  [1974.]  10  p.  [Corrected  print.]     *  Paper,  30c.     •Item  718 

J  1.5/a:43/2 

05967  V.43,  no. 3.  Restriction  of  oil  imports,  Jan.  14,  1975.  [1975.]  6  p.     *  Paper,  25c.     •Item 

718 

J  1.5/a:43/3 

05968  Opportunities  for  attorneys,  Tax  Division,  Department  of  Justice.  [1974.] 

[10]  p.  il.4°    (Tax  Division.)  +      #Item  717 

J  1.2: At  8/4/974 

05969  Prescriptive  packages.  [May  1975.]  cover  title,   iii     +  5  p.  (Office  of 

Technology  Transfer,  National  Institute  of  Law  Enforcement  and 
Criminal  Justice,  Law  Enforcement  Assistance  Administration.)  + 
•Item  717-G 

J  1.20/2:P92 

Research  (series).  (Law  Enforcement  Assistance  Administration,  Na- 
tional Institute  of  Law  Enforcement  and  Criminal  Justice.) 

05970  Bail   and    its   reform,   national   survey;   by    Paul   B.   Wice    .   Oct.    1973.   iii+70  p.   4°     * 

Paper,$1.05  (S/N  2700-00234).     •Item  717 
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05971  Selected  literature  and  information  sources,  community  action  NCJRS. 

[1975.]  cover  title,  [1]  +  14  p.  4°  (Law  Enforcement  Assistance 
Administration,  National  Institute  of  Law  Enforcement  and  Criminal 
Justice.)  +       •Item  717-G 

J  1.20/2:In3 

05972  Selective   notification   of  information,   SNI.   [1975.]  cover  title,   [8]  p. 

il.  narrow  8°  (Law  Enforcement  Assistance  Administration,  National 
Criminal  Justice  Reference  Service.)  + 

J  1.42/3:Se4 

LABOR  DEPARTMENT  Washington,  DC  20210 

05973  DOL  triangle,  handy  guide  to  Labor  Department  buildings  and  environs. 

[1975.]  cover  title,  11  +  [2]  p.  il.  narrow  8°  (Office  of  Information, 
Publications    and    Reports.)    [Illustrations    are    colored.]     +     •Item 

745-A 

L  1.7/2:L  11/2 

05974  Election  of  officers  of  labor  organizations,  revision  of  general  statement 

concerning  election  provisions  of  Labor-management  reporting  and 
disclosure  act  of  1959.  [June  1974.]  cover  title,  iv  +  36  p.  4° 
(Labor-Management  Services  Administration.)     +     •Item  745 

L  L2:L  11/28 

D5975  Excerpts  from  remarks  of  Paul  J.  Fasser,  jr.,  Assistant  Secretary  of 
Labor,  prepared  for  delivery  before  13th  annual  meeting  of  Western 
Pension  Conference,  San  Francisco,  Calif.,  May  7,  1974.  [1974.]  23 
p.  4°  + 

L  1.13:F  26 

JCH  (series). 

35976  400-15.2.  Job  Corps,  occupational  training  program,  occupational  training  guides,  supple- 

ment. 1974.  cover  title.  |610]  p.  4°     (Manpower  Administration.)  |Issued  with  perfora- 
tions.]    +     •Item  857-H-I 

L  1. 58:400-1 5.2/supp. 

35977  Keynote  address  by  William  H.  Kolberg,  Assistant  Secretary  of  Labor 

for  Manpower,  before  Interstate  Conference  of  Employment  Security 
Agencies,  Honolulu,  Hawaii,  Sept.9,1974.  [1974.]  14  p.  4°  + 

L  1.13:K83 

35978  Manpower  programs,  new  role  for  States  and  localities.  [1975.]  [2] 

+  31-56  p.  il.  4°  [Reprinted  from  1973  Manpower  report  of  the 
President.]  + 

L  1.2:M  31/69 

35979  New  horizons,  household  employment  and  home-related  arts,  address 

by  Elizabeth  Koontz,  director,  Women's  Bureau,  Workplace  Stan- 
dards Administration,  at  Conference  on  Consumer  and  Homemaking 
Education,  Anaheim,  Calif.  ,  Nov.  9,  1970.  [1971.]  10  p.  4°  (WB 
71-84.)     # 

L  1.13:K83/2 

)5980  Presentation  by  Peter  J.  Brennan  before  U.S.  Chamber  of  Commerce, 
Washington,  D.C.,  May  1,  1973.  Peter  J.  Brennan  .  [1973.]  10  leaves 
4°  + 

L  1.1 3:B  75/26 
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05981  Presentation  by  Peter  J.  Brennan,  State  Employment  Service  Symposi- 

um, Washington,  D.C.,  June  6,  1973.  Peter  J.  Brennan  .  [1973.]  4 
leaves  4°  + 

L  1.13:B  75/25 

05982  Presentation  by  Secretary  of  Labor  Peter  J.  Brennan  at  Meat  Cutters 

Union  Convention,  Washington,  D.C.,  Apr.10  ,1973.  Peter  J.  Brennan 
.  [1973.]  22  leaves  4°  + 

L  1.1 3:B  75/24 

05983  U.S.   Department  of   Labor,   what   it  buys.   July    1973.   cover  title,   iii 

+  24  p.  il.  4°  (Office  of  Associate  Assistant  Secretary  for  Financial 
Management,  OASA.)  [Pages  23  and  24  left  blank  for  notes.  Includes 
list  of  published  procurement  guides.]     # 

L  1.2:B98/2 

LABOR  STATISTICS  BUREAU,  Labor  Dept.  Washington,  DC  20210 

05984  Area  wage  surveys.  July  1972.  [1]     +  33  p.  4°     (Office  of  Wages  and 

Industrial  Relations.)  [Contains  lists  and  descriptions  of  occupations 
to  be  studied  in  cross-industry  area  wage  survey  program.]     # 

L  2.2: W  12/36/972 

BLS  staff  paper. 

05985  8.   Place-to-place   rent   comparisons   using    hedonic   quality    adjustment   techniques   [with 

bibliography];  by   Robert  F,  Gillingham   .   1975.   v     +    61   p.     *  Paper,90c  (S/N  029- 
001-01381-7).     •Item  768-J 

L  2.71/5:8 

BLS  working  papers. 

05986  22.  Consumer  demand  and  characteristics  of  consumption  goods  [with  list  of  references]; 

by  Jack  E.  Triplett  .  Mar.  1974.  28  p.  4°     (Office  of  Prices  and  Living  Conditions.) 


Bulletin. 

05987  1785-74.  Employment  outlook  for  business  machine  servicemen,  computer  service  techni- 

cians. [1974.]  [6]  p.  il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974- 
75  edition.]     *  Paper,  25c.  (S/N  2901-01  158). 

L  2.3:1785-74 

05988  1821.  Labor  and  material  requirements  for  public  housing  construction,  1968  [with  bibliog- 

raphy; by  Joseph  T.  Finn,  Harry  Renten  and  Frank  L.  Wood  ].  1974.  vi  +  20 
p.  il.  4°  ([Office  of  Productivity  and  Technology.])  *  Paper,75c.  (S/N  2901-01318). 
•Item  768 

L  2.3:1821 

05989  1832.    Factbook   for  estimating   manpower    needs   of   Federal   programs;    [by    Richard   P. 

Oliver  and  Virginia  A.  Broadbeck].  1975.  iv  +  75  p.  4°  (Division  of  Economic 
Growth,  Office  of  Economic  Trends.)  *  Paper,  $1 .40  (S/N  029-001-01388-4).  •Item 
768 

L  2.3:1832 

05990  1834.   Industry  wage  survey,  electric  and   gas  utilities,   Nov.   1972;  [by   Sandra  L.   King 

].  1975.  vi  +  88  p.  4°  (Office  of  Wages  and  Industrial  Relations.)  *  Paper,  $1.55 
(S/N  029-001-01385-0).     •Item  768 

L  2.3:1834 

05991  1835.    Industry   wage   survey:    Leather   tanning   and   finishing,   Mar.    1973;    [prepared   by 

Carl  Barsky  ].  [  1975.]  vi  +  49  p.  4°  (Office  of  Wages  and  Industrial  Relation.) 
*  Paper,  $1.10  (S/N  029-001-01375-2).       •Item  768 

L  2.3:1835 

05992  1850-15.   Area  wage  survey,  Denver-Boulder,  Colo.,  metropolitan  area,  Dec.    1974.  [May 

1975.]  cover  title,  39  p.  oblong  8°     *  Paper,  85c.     •Item  768 

L  2.3:1850-15 

05993  1851.    Expenditures   and    manpower   requirements   for   selected    Federal   programs.    1975. 

vi      +  58  p.  il.  4°  ([Office  of  Manpower  Research  and  Development.])     *  Paper,$1.20 

(S/N  029-001-01386-8).     •Item  768 

L.C.  card  75-619046  L  2.3:1851 
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05994         1X55    Industry  wage  survey:  Nursing  homes  and  related  facilities,  May   1973;  |hy  Joseph 
C.  Bush  |.  1975.  vi      ¥  44  p.  4°     ([Office  of  Wages  and  Industrial  Relations  |i 
•  Paper.SI.10  (S/N  029-001-01393-1).       •Item  768 

I     2   I   IKss 
05993         .   Wages   and  demographic  characteristics   in  work  clothing   manufacturing  industry.   Mar. 
1972.  |I975]  iv      f    19  p.  4°     (Office  of  Wages  and   Industrial  Relations.)     'Paper, 
70c.  (S/N  029-001-01378-7).      •Item  768 

L  2.3:1858 

05996  1872.    Wage   calendar,    1975;    |by    F.dward    J.    Wasilewski   and    Lena    W.    Bolton|.    1975. 

v      +  61  p.  4°  ([Division  of  Trends  in  Employee  Compensation;  Division  of  Industrial 
Relations!)     *  Paper. SI  .25  (S/N  029-001-01387-6).     •Item  768 

I.  2.3:1872 

05997  Digest  of  selected  pension  plans,  1973  edition,  supplement  2,  Oct.  1974. 

[1975.]  [126]  p.  4°  [Supersedes  previously  released  revision  sheets. 
Issued  with  perforations.]  *  Paper,  $8.05,  (basic  and  supplementary 
material  for  indefinite  period);  add  $2.05  for  foreign  mailing.  #Item 
768-K 

L  2.99:973/supp.2 

05998  Directory  of  BLS  studies  in  industrial  relations,  1960-74.  1975.  iii 

+  16  p.     +     •Item  768-E 

L  2.34/2: In  2/2/960-74 

05999  Handbook  on  standard  industrial  classification.    1972.  cover  title,[153] 

p.  4°     # 

L  2.46/3:C  56 

06000  Labor,  manpower  and  price  statistics  training  program  for  statisticians 

and    economists    of    other    countries,    1972-73.    [7]    p.    narrow    8° 
[Conducted  by  Bureau  of  Labor  Statistics  for  Agency  for  Interna- 
tional Development,  U.S.  Department  of  State.]     # 

L  2.2: St  2/7 

06001  Living  costs  in  New  York  area.  [Feb.  1972.]  [2]     +  9  p.  il.  4°     # 

L  2.2 :N  42  y/7 

06002  Looking  ahead  to  career,   slide   series;   [prepared  by  Shirley   Rudney 

,  Joseph  Bishop  and  Joan  Slowitsky].  1975.  vi  +63  +  [3]  p.  il. 
4°    [Three  pages  left  blank  for  notes.]     +     #Item  769 

L  2.2:C  18/4 

06003  Manpower  projections  for  Nassau-Suffolk  area.  Jan.  1972.  13  p.  4° 

[Prepared  by  New  York  State  Department  of  Labor  for  period 
1968-80.]     # 

L  2.2:P  94/21 

Monthly  labor  review,  reprint. 

06004  State   unemployment   insurance   changes   in    1974;   [by]  Joseph   A.   Hickey   .    [1975.]   38- 

42  p.  4°     [From  Jan.  1975  issue.)  + 

L  2.6/a:In  7/15 

06005  2910.  Exploring  alternatives  to  strike,  articles.  [Jan.   1974.]  [2]     +  35-66  p.  il.  4°     [From 

Sept.  1973  issue.]  + 

L  2.6/a:2910 

Municipal  government  wage  surveys. 

06006  Akron,   Ohio,  Apr.   1973.  Aug.   1973.  [1]      +11   p.  4°     (North  Central  Region,  [regional] 

report  73-7,  supplement.)     # 

L  2.105:Ak  7 

06007  Chicago,    111.,   June    1974.   July    1974.    v      +67     +    16  p.    4°     ([North   Central   Regional 

Office],  North  Central  regional  report  74-6.)     # 

L2.105:C43 

06008  Cleveland.  Ohio,  June,   1974.  Jan.1975.  iv      +51      +    16  p.  4°     (North  Central  Regions; 

report  75-1.)  + 
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06009  Columbus,  Ohio,   Apr.    1974.  June    1974.    [62]  p.   4°    ([North  Central   Regional  Office], 

Region  5,  [regional]  report  74-5.)     # 

L2.105:C  72 

06010  Fort  Worth,  Tex.,  May  1973.  Aug.  1973.  v     +  31  p.  4°    ([Southwest  Regional  Office.]) 

# 

L  2.105:F  77w 

06011  Indianapolis,  Ind.,  Apr.  1974.  Sept.1974.  iv     +43     +  16  p.  4°    ([North  Central  Regional 

Office],  North  Central  regional  report  74-7.)     # 

L2.105:In  2 

06012  Los  Angeles,  Calif.,  Aug.  1972.  July  1973.  v     +  5  p.  4°    (Pacific  Regional  Office,  Regional 

report  29.)  + 

L2.105:L89a/2 

06013  Los  Angeles,  Calif.,  Aug.1973.  Dec.1974.  v     +  33  p.  4°    (Pacific  Region  [Office],  regional 

report  30.)  + 

L  2.105:L  89  a 

06014  Milwaukee,   Wis.,   Feb.    1974.   Apr.1974.    [112]   p.   4°    ([North   Central   Regional   Office; 

regional  report  74-4.])     # 

L  2.105:M  64 

06015  Portland,  Oreg.,  Sept.  1973.  Mar.1975.  v     +  42  p.  4°    (Pacific  Region  [Office],  regional 

report  31.)  + 

L  2.105:P  83 

06016  San  Antonio,  Tex.,  May  1972.  June  1972.  v    +  9  p.  4°  (Southwest  Regional  Office,  Region 

6.)     # 

L  2.105:Sa  5a 

06017  San  Diego,  Calif.,  May  1972.  Mar.1973.  v     +  4  p.  4°    (Pacific  Regional  Office,  [regional] 

report  26.)  + 

L  2.105:Sa  5  d 

06018  Tampa,    Fla.,    May    1973.    Apr.    1974.    v     +    32   p.   4°    (Southeastern    Regional   Office, 

[Regional  report  23].)     # 

L2.105:T  15 

06019  Toledo,   Ohio,  July   1973.  Aug.   1973.  vi     +   49     +   [17]  p.  4°    (North  Central  Region, 

[Regional]  report  73-8.)      # 

L2.105:T57 

06020  National  survey  of  professional,  administrative,  technical  and  clerical 

pay,  Mar.  1974,  definitions  of  occupations.  Nov.  1973.  iv     +  59  p. 
4°     # 

L  2.2:P  29/974-2 


North  Central  regional  report 

06021  74-1.   Union   contract  expirations   i 

title,  ii     +  54  p.  4°     (North  Cei 

06022  Outdoors  and  your  career.  [1974.]  [8]  p.  il.  narrow  8°  + 


74-1.   Union   contract  expirations   in   North  Central  Region   5,    1974.   Dec.    1973.   cover 
title,  ii     +  54  p.  4°     (North  Central  Region  5.)     # 

L  2.71/4:74-1 

L  2.2:C  18/2 


Regional  report. 

22.    Collective    bargaining    calendar   for   Southeast;    [prepared   by    Donald   M.    Cruse    ]. 
Jan.  1974.  v     +  24  p.  4°    (Southeastern  Regional  Office.)     # 


L  2.71/8:22 


Regional  reports.  (Middle  Atlantic  Region.) 


06024  24.   Wages   and   benefits    of   municipal   government   workers   in   city   of   Newark.   Nov. 

1971 .  cover  title,  v  +  37  p.  il.  4°     # 

L  2.71/6:24 

06025  35.  Wages  and  benefits  of  New  York  City  municipal  government  workers,  Apr.   1972. 

Dec.  1973.  cover  title,  v     +  47  p.  4°     # 

L  2.71/6:35 

06026  42.   Wages   and  benefits   of  municipal  government  workers   in  Jersey   City,   N.J.,  July 

1973.  Nov.  1974.  cover  title,  v     +  48  p.  4°    # 

L  2.71/6:42 

Report. 

06027  441.  Major  programs  1975,  Bureau  of  Labor  Statistics;  [by  Marilyn  T.  Shanks  ].  [1975.] 

v     +  49  p.  4°  (Office  of  Publications.)     +     •Item  768-G 

L  2.71:441 

06028  443.    Employment  in   perspective,   unemployment  among  household   heads;    [by   Robert 

L.  Stein  and  Deborah  P.  Klein].  May  1975.  15  p.  4°     +     ©Item  768-G 

L  2.71:443 

*For  Sale  by  Superintendent  of  Documents 
-(-Distribution  Made  by  Issuing  Office 
Page  100  #Not  Available  for  Sale  or  Distribution 


March  1976 

06029  Science  and  your  career.  [1974.]  [8]  p.  il.  narrow  8°  + 

I.  2.2:C  18/3 

06030  Selected  papers  from  North  American  Conference  on  Labor  Statistics. 

June  8-12,  1970,  Houston,  Tex.  1972.  [1]     +  65  p.  4°  + 

L  2.80:970 

06031  Some   facts   relating   to  economic    status   of  older  worker  Feb.    1972. 

[2]     +  8  p.  il.  4°     # 

L  2.2:01  1/2 

06032  Some  facts  relating  to  economic  status  of  Puerto  Ricans  in  New  York 

City.  [Feb.  1972.]  [2]     +  14  p.  il.  4°      # 

L  2.2:N  42  y/6 

06033  Some  facts  relating  to  manpower  implications  of  ecological  issues.  May 

1971.  [2]     +  15  p.  il.  4°     # 

L  2.2:Ec  7/4 

06034  Some  manpower  perspectives  for  teachers.  Feb.   1972.  [2]     -t-  9  p.  il. 

4°     # 

L  2.2:T  22/3 

06035  Some  manpower  perspectives  on  New  York  State  economy.  Jan.  1972. 

[3]     +  25  p.  il.  4°     # 

L  2.2  :N  42  y/4 

06036  Some  perspectives  on  current  outlook  on  employment,  earnings,  prices, 

and   productivity.    Jan.    1972.    [2]     +16   p.    il.   4°    (Pacific    Region 
[Office],  regional  report  31.)     # 

L  2.2:Em  7/39 

06037  State,  county  and  municipal  collective  bargaining  agreements  on  file 

with  Bureau  of  Labor  Statistics.  [1974.]  74  p.  4°     # 

L  2.2:C  68/6 

06038  Statement  of  James  R.  Wood,  Intergovernmental  Seminar  on  Federal 

Statistics    for    State    and    Local    Government    Use.    IMar.  1972.]    19 
leaves  ,4°     # 

L  2.26:W  85 

06039  Strengths  and  weaknesses  of  New  York  area  as  employment  center. 

Nov.  1971.  [2]     +  35  p.  il.  4°     # 

L  2.2:N  42  y/5 

06040  Wage  trends  for  occupational  groups  in  metropolitan  areas,  Aug.1971 

to  Aug.1972.  [1973.]  3  p.  4°     # 

L  2.86/2:971-72-2 

06041  Wage  trends  for  occupational  groups  in  metropolitan  areas,  Aug.1972 

to  Aug. 1973,  summary  tabulation.  July  1974.  3  p.  4°  + 

L  2.86/2:972-73 

06042  Wage  trends  for  occupational  groups  in  metropolitan  areas.  May  1971 

to  May  1972.  [1973.]  3  p.  4°     # 

L  2.86/2:971-72 

06043  Work  stoppages  in  1972,  (selected  final  tabulations),  summary  report. 

Feb.  1974.  9  p.  4°     # 

L  2.62/3:972 
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LAND  MANAGEMENT  BUREAU,  Interior  Dept.  Washington,  DC 
20240 

06044  Oregon  Trail,  Raft  River  to  Salmon  Falls  Creek,  Idaho  [with  list  of 

references  cited];  by  Howard  R.  Cramer  .    1974.   iv     +56     +   [1] 
leaves,  il.  4°    # 

I  53.2:Or  3 

06045  Wetlands  ecology  for  western  United  States,  abstracted  bibliography 

of  pertinent  studies;  by  Philip   H.  Arend   .  June   1969.  cover  title, 
[5]     +  138  p.  4°     # 

I53.17:Ec7 

LIBRARY  OF  CONGRESS  Washington,  DC  20540 

06046  Color  and  graphic  arts,  selections  from  exhibition  at  Library  of  Con- 

gress, Oct.   1974-Mar.   1975.  [1975.]  [1]       +   190-206     +  [1]  p.  il.  4° 
[Reprinted  from  Quarterly  Journal  of  Library  of  Congress,   v.   31, 
no.  4,  Oct.  1974;  ISBN  O-8444-0 152-8.]  + 
L.C.  card  74-31445  LC  1.2:C  71/2 

06047  Geography  and   Map   Division,   guide  to  its  collections   and   services. 

Revised  edition.  1975.  vi     +  42  p.  il.  4°      *  Paper,  $1.15  (S/N  3004- 
00015).    •Item  811 -A 

LC  5.2:Se  6/975 

06048  LC  and  you,  handbook  of  information  for  staff.  1975.  vii     +  [1] 

+  39  p.  il.  (Administrative  Department,  Personnel  Office.)  + 

LC  1.6/4:L  61/975 

MANPOWER  ADMINISTRATION,  Labor  Dept.  Washington,  DC 
20210 

06049  CETA  coordination  with  WIN,  guide  for  prime  sponsors  under  Com- 

prehensive employment  and  training  act  of  1973.  [June  1974.  Published 
1975.]  cover  title,  [44]  p.  4°    [Issued  with  perforations.]     +     •Item 

745-A 

L  1.7/2:C73/3 

06050  Directory  of  Job  Corps  centers.  [Revised.]  [1975.]  cover  title,  27  p. 

narrow  8°     +     •Item  745 

L  1.2: J  57/12/975 

06051  Doctoral  dissertation  grant  program.  Rev.  ed.   1973.  cover  title,   11   p. 

4°     # 

L  1.2:G76 

06052  Emergency  employment  act,  program  guidelines.  Aug.  27,   1971.   [79] 

p.  4°     # 

L  1.2:Em7/10 

06053  Employment  services  to  veterans,  year  of  action,  report  for  fiscal  year 

1972  [almost  forty  years  of  employment  services  to  veterans]  [1973.] 
cover  title,  [3]     +  27  p.  il.  4°    # 

L  1. 2: V  64/5/972 

06054  Index  to  publications  of  Manpower  Administration,  Jan.  1969  through 

June  1974.  1974.  v     +  43  p.  4°  +      •Item  744- A 

L  1.34:M  31/4/969-74 

06055  Job  Corps,  community  relations  manual.  Rev.  ed.   1972.  [4]     +  44  p. 

4°    (Job  Corps;  [JCH-820].)     # 

L1.7/2:J57/9 
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06056  Language  development  and  reading,  perspectives  on  linguistically  dif- 

ferent learner,  annotated  bibliography;  [prepared  by  Pat  P.  Hutcheson 
].  1972.  cover  title,  [1]     +  134  p.  4°    # 

L  1.34:L26 

Manpower  R&D  monograph. 

06057  15.   Pre-retirement   years:    v. 4,    Longitudinal   study   of   labor   market   experience   of   men; 

ru  Herbert  S  Parnes  ,  Arvil  V.  Adams.  Paul  J  Andrisani.  Andrew  I.  Kohen, 
Gilbert  Nestel.  1975.  xxi  t  412  p.  il.  4°  |Prepared  by  Center  for  Human  Resource 
Research,  Ohio  State  University,  under  contract  no.  81-37-70-18. ]  •  Paper.  S4.85 
(S/N  029-00237-1).     •Item  746-H 

L  l.39/3:15/v.  4 

Manpower  research  monograph. 

06058  36.    Job    analysis    for    human    resource    management,    review    of   selected    research    and 

development  [with  bibliography,  prepared  by  Michael  Wilson  |.  |1974.)  cover  title, 
vi  +  83  p.  il.  4°  |Grant  21-11-73-40.]  'Paper,  $1.50  (S/N  2900-00224).  •Item 
746-H 

I.  1.39/3:36 

06059  President's    veterans    program,    assessment    and    proposed    program 

directions  for  FY  1975;  [prepared  by  Harold  Kuptzin  ].  June  1974. 
cover  title,  v  +  207  p.  4°  [Study  prepared  for  Office  of  Manage- 
ment and  Budget.  Some  pages  printed  as  leaves.]     # 

L  1 .2:V  64/4 

06060  Report  of  task  force  on  new  initiatives  in  apprenticeship,  Aug.  3,  1973. 

[246]  p.  il.  4°     # 

L  1.2:Ap6/5 

06061  Sixteenth    annual    conference    of    State    employment    security    training 

directors,  Apr.  19-22, 1972,  Houston,  Tex.  [1973.]  cover  title,  iii  + 
94  p.  il.  4°     # 

L  1.2: St  2/3/972 

06062  Tax  credit,  employers  can  win,  too.  [1972.]  [6]  p.  narrow  8°     # 

L  1.2:T  19/2 

06063  Tiene  usted  un  hijo?  Usted  puede  ayudarlo  [anime  a  su  hijo  ingresar 

en  el  Job  Corps].  [1971.]  cover  title,  [8]  p.  il.  narrow  12°  ([JC  907], 
Job  Corps.)  [Some  illustrations  are  colored.  Text  on  p.  2-3  of  cover.] 
# 

L  1.2:J  57/24/Spanish 

06064  Usted  puede  [ingresar  en  el  Job  Corps].  [1971.]  cover  title,   [8]  p.  il. 

oblong  24°  ([JC  903],  Job  Corps.)  [Illustrations  are  colored.  Text 
p.  2-3  of  cover.]        # 

L  l.2:J  57/23/Spanish 

06065  Work  incentive/jobs   optional  program,   employer's  proposal   package. 

1971  [Published  1972.]  [1]  +  ii  +  31  p.  4°  [Administered  and 
operated  by  State  WIN  Agency.]     # 

L  1.2:W72/3 

06066  You  can  help  her  [join  Job  Corps].  [1971.]  cover  title,  [8]  p.  il.  narrow 

12°  ([JC  906],  Job  Corps,)  [Some  illustrations  are  colored.  Text  on 
p.  2-3  of  cover.]     # 

L  1 .2:J  57/21 

06067  You  can  help  him  [join  Job  Corps].  [1971.]  cover  title,  [8]  p.  il.  narrow 

12°  ([JC  906],  Job  Corps,)  [Some  illustrations  are  colored.  Text  on 
p.  2-3  of  cover.]     # 

L  1 .2:J  57/24 
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MARINE  CORPS  (Navy),  Defense  Dept.  Washington,  DC  20301 

06068  Civil   war  marine,   diary  of   Red    River  expedition,    1864;   edited   and 

annotated  by  James  P.  Jones  and  Edward  F.  Keuchel.  1975.  vii 

+  89  p.  il  4°    (History  and  Museums  Division.)     *  Paper,     #,  $1.65 

•Item  383-B 

D214.13:C49 

Fleet  Marine  Force  manual  FMFM  (series). 

06069  2-1.   Intelligence   |with  list  of  references].   [Dec.    1974,   published    1975.]   [504]   p.   il.   4° 

(PCN  139  000115  009)  [Supercedes  edition  of  Mar.20,1967.  Issued  with  perforations.] 
*  Paper,  $6.50     #Item  384 

D  214.9/4:2-1/2 

06070  6-2.    Marine   infantry    regiment   Iwith   list    of   references].    [1974.]    [3]      +    vii      +    [2]     + 

255  p.  il.  4°  (PGN  139  000425  00.)  [Issued  with  perforations.  Supersedes  FMFM 
6-2,  Aug.  11,  1969.]     *  Paper,  $2.95  (S/N  0855-00071).     #11601  384 

D  214.9/4:6-2/3 

06071  One  hundred  eighty  landings  of  United  States  Marines,  1800-1934  [with 

list  of  references];  by  Harry  A.   Ellsworth  .    1974  [published  1975]. 
vii     +  [1]     +  iv     +   163  p.  il.  4°    (History  and  Museums  Division.) 

*  Paper,  $2.55  (S/N  0855-00078).     #Item  383 

D214.13:L23 

MARITIME  ADMINISTRATION,  Commerce  Dept.  Washington,  DC 
20548 

06072  MAR  AD  1974,  annual  report  of  Maritime  Administration  for  fiscal  year 

1974.  Mar.  1975.  iii     +  [3]     +  106  p.  il.  4°    [Includes  list  of  Shipping 
studies  and  reports.  Map  on  p. 2  of  cover.  Text  on  p.3  of  cover.] 

*  Paper,  $1.90.     •Item  233 

C  39.201:974 

MEDICINE  AND  SURGERY  BUREAU  (Navy),  Defense  Dept. 
Washington,  DC  20350 

06073  Manual  of  Medical  Department,  Change  83.  Feb.10,1975.   [100]  p.  4° 

[Issued  with  perforations.]     # 

D  206.8/2: 973/ch.83 

Naval    Submarine    Medical   Research   Laboratory,    Submarine   Base, 
Groton,  Conn.:  Report. 

06074  791.    Effect    of    chronic    hypercapnia    on    body    temperature    regulation    [with    list    of 

references];  by  K.  E.  Schaefer  ,  A.  A.  Messier,  C.  Morgan  and  G.  T.  Baker, 
3d.  Aug.  1974.  cover  title,  iii  +16  +  [2]  p.  il.  4°  [Research  work  unit  MR041.01.01- 
0125.03.]     # 

D  206.10:791 

06075  796.    Biochemical   responses   to   28-day   interval   between   exposures   to   air   at  6.7   ATA 

[with  list  of  references];  by  Elly  Heyder  and  Donald  V.  Tappan.  Nov.  1974.  iii 
+  14     +  [2]  p.  il.  4°     [Research  work  unit  MF  51.524.014-9016.03.]     # 

D  206.10:796 

06076  798.   Clinical  evaluation   of  acrylic   pontic    adhesively   bonded   to  uncut  abutment  teeth, 

18  month  results  [with  list  of  references];  by  George  T.  Eden  and  Max  B.  Daughtry. 
Dec.  1974.  cover  title,  iii  +7  +  2  p.  4°  [Research  wojk  unit  M  4305.04-3009.01.] 
# 

D  206.10:798 

06077  800.    Longitudinal   health   study,   visual  characteristics   of  750  submariners    [with   list  of 

references];  by  Jo  Ann  S.  Kinney  ,  Alma  P.  Ryan,  S.M.  Luria,  Helen  M.  Paulson, 
Christine  L.  McKay  and  Mark  S.  Strauss.  Dec.  1974.  cover  title,  iii  +  12  + 
2  p.  il.  4°     [Research  work  unit  MF  51 .524.006-1002.04.1     # 

D  206.10:800 
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06078  Undersea  medicine.   [1974.]  cover  title,   [16]   p.   il.  4°    ([NAVMED  P- 

5094  (1974)].)  [Text  on  p.  2  and  illustration  on  p.  3  of  cover] 
+     •Item  385 

D206.2:Un2 

MILITARY  HISTORY,  OFFICE  OF  CHIEF  OF  (Army),  Defense 
Dept.  Washington,  DC  20301 

Army  Military  History  Research  Collection,  special  bibliographic  series. 

06079  11.  Fra  of  Civil  War,  1820-76;  by  B.  Franklin  Cooling  .   1974.  vii      -   592  p.  4r     [Includes 

accompanying  essays  by  Richard  Sommers  and  Gordon  Chappell.|     #     •Item  344 

D  114.14:11 

MINES  BUREAU,  Interior  Dept.  Washington,  DC  20240 

06080  Commodity   data    summaries,    1975.    [1975.]    [1]     +    193    p.    4°     [With 

resource   information  by  Geological   Survey.    Includes   list   of  other 
publications  of  Mines  Bureau  and  Geological  Survey.]  + 

I  28.148:975 

Information  circular. 

06081  8620.  Control  of  fires  in  abandoned  mines  in  eastern  bituminous  region  of  United  States. 

supplement   to   bulletin    590;   bv    MO.    Magnuson    .    |I974.|    |2]      +    iii      +    53   p.   il. 
4°     'Paper.  90c.  (S/N  2404-01546).      •Item  637-A 

I  28.27:8620 

06082  8639.  Proceeding  of  symposium  on  talc,  Washington.  D.  C,  May  8.  1973  [with  bibliogra- 

phies]; compiled  by   Aurel  Goodwin  .  [1974.]  [3]      +    102  p.  il.  4°      +   Mines  Bureau, 
Pittsburgh.  PA  15213     •Item  637  A 

I  28.27:8639 

06083  8644.    Bureau   of    Mines    Pittsburgh    Mining   and    Safety    Research   Center   research   and 

development  activities,  fiscal  year  1971;  (1974. ]  [3]      +    25  p.  4°     +    Mines  Bureau. 
Pittsburgh.  PA  15213     •Item  637-A 

I  28.27:8644 

06084  8647.  Fuel  and  energy  data.  United  States  by  States  and  regions,  1972  [with  bibliography]; 

by  I. ulie  H.  Crump  and  Charles  I.  Reading.  |1974.1  [2]      +  ii     +  82  p.  il.  4° 
*  Paper,  $1.25.     •Item  637-A 

I  28.27:8647 

06085  8648.    Revised   and   updated   cost   estimates   for   producing    alumina   from   domestic   raw- 

materials  [with  list  of  references];  by  Frank  A.  Peters  and  Paul  W.  Johnson.  [1974.] 
|21      +  iii     +51  p.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.27:8648 

06086  8651.    Bureau   of   Mines    energy   program,    1973   [with   list  of  publications];    by   John   D. 

Spencer  and  Bill  I.inville.  [1974.]  [2|  +  v +73  p.  il.  4°     +     •Item  637-A 

I  28.27:8651 

Petroleum  products  survey  (series).  (Mineral  industry  surveys.) 

06087  88.    Motor  gasolines,   summer    1974;   [by    Flla   M.   Shelton    ].   Jan.    1975.   cover  title.    |l] 

+   62  p.  5  pi.,  map,  4°    (Bartlesville   Fnergy  Research  Center.)     +   Mines  Bureau. 
Pittsburgh  PA  15213 

I  28.18/3:88 

Preprint  from  1973  Minerals  yearbook. 

06088  Aluminum   [by   John   W.    Stamper   |.   [1975]   [2]      +    23   p.    il.      +    (Information   incorrect 

in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a:Al  82/973 

06089  Bauxite;   [by   Horace   F.    Kurtz   ].   (1975]    [2]      +    16  p.   il.      +    (Information   incorrect  in 

publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a:B  329/973 
Beryllium;  |by  F.  Chin  ].  [I974.|  |2]      +  5  p.     *  Paper.  25c. 

I  28.37/a:B  463/973 
Bismuth;  by  John  A.  Rathjen  .  1974.  [2]      +  5  p.     *  Paper.  25c 

I  28.37/a:B  542/973 
Bromine;  [by  Charles  L.  Klingman  ].  1 1974. 1  |2]      +  4  p.     *  Paper,  25c 

I  28.37/a:B  788/973 
Calcium    and  calcium   compounds,   [by   Averv   H.   Reed   |.    [19741.   [2]      +    3   p.     'Paper. 
25c. 

I  28.37/a:C  126/2/973 

§For  Sale  bv  National  Technical  Information  Service, 

Springfield,  VA  22151 
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06094  Fluorspar;  [by  H.  B.  Wood  ].  11975.]  [2]      +   18  p.      +  (Information  incorrect  in  publication 

as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a:F  673/973 

06095  Gold;  by  J.  M.  West  ].  [  1975.]  [2]     +   25  p.  il.      +   (Information  incorrect  in  publication 

as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a;G  563/16/973 

06096  Lime;  [by  Avery  H.  Reed  ].  [1975.]  [2]      +    10  p.  il.     +  (Information  incorrect  in  publica- 

tion as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a:L  629/973 

06097  Mica;  [by  Benjamin  Petkof  ).  [1975.]  [2]      +  9  p.      +  (Information  incorrect  in  publication 

as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a:M  581/973 

06098  Mineral    industry    of   Bolivia;    [by    V.    Anthony    Cammarota    ,    jr.].    [1975.]    [2]      +    8   p. 

+  (Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:B  638/973 

06099  Mineral    industry   of   Arab   Republic   of   Egypt;    [by   John    L.   Albright   ].   [1975.]    [2]     + 

10  p.     +  (Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Docu- 
ments). 

I  28.37/a2:Eg  98/973 

06100  Mineral  industry  of  Delaware;  [by  David  G.  Willard  ].  [1975.]  [2]     +  3  p.     +  (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:D  37/973 

06101  Mineral    industry   of   Ireland;    [by   J.    M.    West   ].    [1975.]    [2]     +    7   p.     +    (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:Ir  2/973 

06102  Mineral  industry  of  Finland;  [by  F.  L.  Klinger  ].  [1975.]  [2]      +    10  p.     +   (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:F  496/973 

06103  Mineral    industry    of    Maryland;    [by    Charles    L.    Klingman    ].    [1975.]    [2]      +    7    p.     + 

(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:M  36/973 

06104  Mineral  industry  of  Ghana;  [by  Henry  E.  Stipp  ].  [1975.]   [2]     +   6  p.     +    (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:G  341/973 

06105  Mineral    industry    of    Sierra    Leone;    [by    Henry    E.    Stipp    ].    [1975.]    [2]     +    5    p.     + 

(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:Si  17/973 

06106  Mineral   industry  of  Territory  of  South  West  Africa;   [by  James  H.  Jolly   ].   [1975].   [2] 

+    8   p.    +    (Information   incorrect   in    publication   as   to   sale   by   Superintendent  of 
Documents). 

I  28.37/a2:So  87w/973 

06107  Mineral   industry  of  Cyprus;   [by   E.   Shekarchi   ].   [1975.]    [2]      +    6  p.     +    (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:C  992/973 

06108  Mineral    industry   of   Republic   of   Korea,    [by   Harold   J.   Drake   ].    [1975.]    [2]     +    9  p. 

+  (Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:K  841/3/973 

06109  Mineral  industry  of  United  Kingdom;  [by  Horace  T.  Reno  ].  [1975.]  [2]     +  18  p. 

+  (Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:Un  34  k/973 

06110  Mineral  industry  of  Spain;  [by  Scott  F.  Sibley  ].  [1975.]  [2]     +   21   p.     +   (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/ a2:Sp  15/973 

06111  Mineral  industry  of  Turkey;  [by  E.  Shekarchi  ].  [1975.]  [2]     +    12  p.     +    (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:T  847/973 

06112  Mineral    industry   of   Portugal;    [by    Norman   A.    Matthews    ].    [1975.]    [2]     +    10   p.     + 

(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:P  838/973 

06113  Mineral  industry  of  Nigeria;  (by  Keith  L.   Harris  ].  [1975.]   [2]     +  8  p.     +   (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:N  561/973 

06114  Mineral  industry  of  Libya;  [by  John  L.  Albright  ].  [1975.]   [2]     +  9  p.     +   (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a  2:L  616/973 

06115  Mineral    industry   of   New    Zealand;    [by    Robert   A.    Clifton    ].    [1975.]    [2]      +    6   p.     + 

(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a  2:N  42  z/973 

06116  Mineral  industry  of  Morocco;  [by  W.  F.  Stowasser  ].  [1975.]  [2]     +  10  p.      +  (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:M  828/973 

06117  Mineral  industry  of  Liberia;  [by  Henry  E.  Stipp  ].  [1975.]   [2]     +  6  p.     +   (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a2:L  615/973 

*For  Sale  by  Superintendent  of  Documents 
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06118        Mintr.il  industry   of  Iraq .  |b\   John  I.  Albright  |,  ( I s»75 J  |2]     t    it)  p      •    (information 
incorrecl  in  publication  as  to  sale  b\  Superintendent  of  Documents) 

I  28.37/a2:Ir  1/2/973 
(W.II9       Natural   gas   liquids;   |K    David   A    Carleton   and    Leonard    I      Fanelli]    [1975.]   [2]     • 
23    p     il.     t    (Information    incorrect    in    publication    as    to    sale    b\    Superintendent   of 
Documents] 

I  28.37/a:G  21/2/973 

06120  Silicon;  |bv  E.  Shekarchi  |.  [1974.)  [2]      V  5  p.      *  Paper,  25c 

I  28.37/a:Si  34/973 

06121  Silver.  | by  J.  R.  Welch  |.  [1975.]  [2]       t    If,  p.  il.       •    (Information  incorrect  in  publication 

as  to  sale  b\   Superintendent  of  Documents). 

I  28.37/a:Si  39/3/973 

06122  Sodium    and   sodium   compounds,   [by   Charles    I..    Klingman    |.    |1975.|    [2)      »-   7  p. 

(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents) 

I  28.37/a:So  16/2/973 

06123  Uranium;  [by  Walter  C.  Woodmansee  |.  [1975. |  (2)     +  25  p.  il.      *  (Information  incorrect 

in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a:Ur  1/973 

06124  Zinc,    [by    Albert    D.    McMahon    ,    John    M.    Hague    and    Herbert    R.    Babitzke).    [1975] 

[2)  +  41  p.  il.  +  (Information  incorrect  in  publication  as  to  sale  by  Superintendent 
of  Documents) 

I  28.37/a:Z  66/973 

06125  Zirconium  and  hafnium;  [by  Sarkis  G.  Ampian   ).  1 1975.]  |2]      +    14  p.      +    (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.37/a:Z  68/973 

Report  of  investigations. 

06126  7901.   Blast-produced   fractures  in   I.ithonia  grantite   [with   list  of  references],  by   David 

E.  Siskind  and  Robert  R.  Fumanti.  [1974.]  [2]  +  ii  +38  p.  il.  4°  +  Mines 
Bureau,  Pittsburgh,  PA  15213 

I  28.23:7901 

06127  7915.    Dielectric    constants   and   dissipation    factors   of   simulated    lunar   rocks   [with   list 

of  references];  by  Russell  E.  Griffin  .  [1974]  [3]  +  19  p.il.4°  +  Mines  Bureau, 
Pittsburgh,  PA  15213     •Item  637- A 

I  28.23:7915 

06128  7923.  Properties  of  Utah  tar  sands.  Three-mile  Canyon  area,  PR.  Spring  deposit  [with 

list  of  references];  by  1  .eland  C.  Marchant  ,  LA.  Johnson  and  CO.  Cupps.  [1974.] 
[3]  +  14  p.  il.  4°  | Report  based  upon  work  done  in  cooperation  with  Department 
of  Interior  and  University  of  Wyoming.]  +  Mines  Bureau,  Pittsburgh,  PA  15213 
•Item  637-A 

I  28.23:7923 

06129  7930.  Incendivity  of  some  coal-cutter  materials  by  impact-abrasion  in  air-methane  [with 

list  of  references];  by  Robert  Blickensderfer  ,  D.K.  Deardorff  and  J.E.  Kelley, 
[1974.]  [3]     +  20  p.  il.  4°  +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.23:7930 

06130  7936.  Reducing  surface  hot  shortness  of  copper-containing  steels  using  silicon  additions 

and  controlled  reheating  conditions  [with  list  of  references];  by  Mark   I.  Copeland 
[1974.]  [3[     +    20  p.  il.  4°    +    Mines  Bureau.   Pittsburgh,   PA   15213     •Item  637- 
A 

I  28.23:7936 

06131  7942.  Improved  electrical  resistivity  field   system  for  shallow  earth  measurements  [with 

list  of  references];  by  C.  Melvin  I.epper  and  James  H.  Scott.  [1974]  [3]  +  20 
p.  il.  4°     +  Mines  Bureau,  Pittsburgh.  PA  15213     •Item  637-A 

I  28.23:7942 

06132  Status  of  mineral  industries,  mining,  minerals,  metals,  mineral  reclama- 

tion. [1975.]  cover  title,  20  p.  il.  4°  + 

I  28.2:M  66/4 

Technical  progress  report. 

06133  86.   Mass  spectrometric   analysis  of  product  water  from  coal  gasification    [with   list  of 

references];  by  C.  E.  Schmidt  .  AG.  Sharkey,  jr.  and  R.A.  Friedel.  Dec.  1974. 
|3]  +  7  p.  il.  4°  (Advancing  Energy  Utilization  Technology  Program.)  +  Mines 
Bureau,  Pittsburgh,  PA  15213 

I  28.26/6:86 

06134  90.  Parachute  stopping,  preliminary  experiments,  by  Fred  N.  Kissell  .  Fdward  D.  Thimons 

and  Robert  P.  Vinson.  Apr.  1975.  [3[  +  6  p  il.  4°  (Noncoal  ventilation  program.) 
+  Mines  Bureau,  Pittsburgh.  PA  1521? 

I  28.26/6:90 
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MINING  ENFORCEMENT  AND  SAFETY  ADMINISTRATION, 
Interior  Dept.  Washington,  DC  20240 

MESA  informational  report  IR  (series). 

06135  1015.  Sampling  mine  atmospheres  for  potential  alpha  energy  due  to  presence  of  radon- 

220   (thoron)   daughters   [with   list   of    references];   by    R.    L.    Rock    .   1 1975.1   12]      + 
15  p.  il.  4°  + 

169.9:1015 

MOTOR  CARRIER  SAFETY  BUREAU,  Transportation  Dept. 
Washington,  DC  20591 

Motor  carrier  accident  investigation  report. 

06136  74-3.  Chicago-Kansas  City  Freight  Lines,  Inc.  accident,  July  23,  1974.  Sherman,  Illinois. 

11974.)  [1]     +  11  p.  il.  4°  + 

TD  2.309:74-3 

NATIONAL  ACADEMY  OF  SCIENCES 

06137  On  state  of  man  [with  list  of  source  material;  by]  Philip  Handler  . 

Jan.  1,  1975.  [1]  +  26  +  [1]  p.  4°  [Based  on  lecture  given  at 
annual  convocation  of  Markle  scholars,  Homestead,  on  Sept.  29, 
1974.]  + 

NA  1.2:M31 

NATIONAL  ADVISORY  COUNCIL  ON  INTERNATIONAL 

MONETARY  AND  FINANCIAL  POLICIES,  Treasury  Dept. 

Washington,  DC  20220 

06138  International  finance,  annual  report  to  President  and  to  Congress,  July 

1,  1973-June  30,  1974.  [1975.]  viii  +  259  p.  4°  *  Paper,  $3.25. 
•Item  1070-K 

Y3.N  21/16:1/973-74 

NATIONAL  AERONAUTICS  AND  SPACE  ADMINISTRATION 
Washington,  DC  20546 

06139  Concept  verification  test,  general  purpose  laboratory  simulator,  users' 

handbook.  Mar.  1975.  cover  title,  [41]  p.  il.  4°  (Handbook  511  A. 
Systems  Integration  and  Analysis  Laboratory,  George  C.  Marshall 
Space  Flight  Center.)  [Illustration  on  p.3  of  cover.]  #  (No  copies 
available). 

NAS  1.18:C74 

06140  Consolidated   payload   requirements   on   orbiter   aft   cabin   design   and 

operations.  Mar.  14,  1975.  cover  title,  vi  +  41  p.  il.  4°  (M-PD- 
75-4;  George  C.  Marshall  Space  Flight  Center.)  [Revision  C;  con- 
solidated by  Preliminary  Design  Office,  Program  Development.  P.l- 
2  of  cover  are  p.  i-ii  of  text.]     #  (No  copies  available). 

NAS  1.2:P29/6 

06141  Financial  report  formats.  [1975.]  cover  title,  [180]  leaves  oblong  8° 

(George  C.  Marshall  Space  Flight  Center.)  [Prepared  by  Accounting 
Division,  Financial  Management  Office.  Replaces  brochure  dated 
Dec.31 ,1971.]      #  (No  copies  available). 

NAS  1.2:F49 

06142  Handbook  for  preparation  of  work  breakdown   structures.  Feb.   1975. 

cover  tide,  iii  +  26  p.  il.  4°  (NHB  5610.1.)  *  Paper,  80c.  (S/N 
033-000-00602-1).     •Item  830-F 

NAS  1.18:W89 
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ittui  Handbook  for  space  processing  sounding  rocket  science  payloads.  Mar. 
1975.  cover  title,  v  +  48  p.  il.  4r  (Report  M-EH-75-2,  [Marshall 
Space  Flight  Center,  Ala.).)     #  (No  copies  available). 

NAS  I.1&P29 

NASA  contractor  report  CR  (series). 

06144  1207(H)  Monte  Carlo  investigation  of  thrust  imbalance  of  solid  rocket  motor  pairs,  final 
report  (with  list  of  references!,  by  Richard  H  Sforzini  ,  Winfred  A  Foster,  jr 
and  Joseph  S  Johnson  Nov  1474  cover  title.  |l|  •  xvii  *  151  p.  il  4'  [Prepared 
for  Marshall  Space  Flight  Center,  Ala]      §   (Price  upon  application) 

NA.S  1.26:120700 

0614s         2367.    Effects   of    bedrest    on    crew    performance    during   simulated    shuttle    reentry      v  II. 
Control  task  performance   |with  list  of  references].  b>    Henry   R.  Jex   |and  others) 
Oct. 1974.    cover    title.    |102|    p.    il.    4°     (Prepared    b\     SssU-ms    Technologvh.    Inc 
Hawthorne.  Calif  ]     §  Paper,  $4.00. 

NAS  1.26:2367 

06146  2378.     Non-engine    aerodynamic     noise     investigation    of     large    aircraft    (with    list    of 

references],  by  John  S  (iibson  Oct  1974  cover  title,  iii  ♦  53  p.  il.  4°  (Prepared 
bv  I  ockheed-Georgia  Co.,  Marietta.  Ga.]    §  Paper.  S3. 75. 

NA.S  1.26:2378 

06147  2408.    Vehicle  design   considerations   for   active   control   application   to   subsonic   transport 

aircraft  |with  list  of  references];  by  I.  Ciregor  Hoffman  and  Warren  F  Clement 
Aug.  1974.  cover  title.  Xviii+133  p.  il  4'  [Prepared  by  Systems  Technology.  Inc., 
Hawthorne.  Calif.,  under  subcontract  with  McDonnell  Douglas  Astronatuics  Com- 
pany-West. Huntington  Beach.  Calif. |     §  Paper.  $4  75. 

NAS  1.26:2408 

06148  2409.   Evaluation  of  metal  shear  web  selectively  reinforced   with  filamentary  composites 

for  space  shuttle  application  [with  list  of  references],  by  J.  H.  I.aakso  and  J.  W 
Straayer.  Aug  1974.  cover  title,  ix  +  70  p.  il.  4°  |Prepared  by  Boeing  Aerospace- 
Co..  Seattle.  Wash.l     §  Paper,  $4.00. 

NAS  1.26:2409 

06149  2421.    Vortex    lattice    method   for   rotor-vortex    interaction    problem    [with   bibliography]: 

by  Raghuveera  Padakannaya  .  July  1974.  cover  title,  xiii  +  129  p.  il.  4°  (Prepared 
by  Pennsylvania  State  University. |      §  Paper.  $4.75. 

NAS  1.26  2421 

06150  2427.    Upper-surface    blowing    nacelle    design    study    for   swept   wing   airplane   at   cruise 

conditions  [with  list  of  references];  by  W.  B.  Gillette  [and  others)  Sept.  1974 
cover  title,  iii  +  123  p.  il.  4°  (Prepared  by  Boeing  Commercial  Airplane  Co..  Seattle, 
Wash]     §  Paper,  $4.50. 

NAS  1.26:2427 

06151  2439.    Fxperimental   evaluation   of   stresses    in   cylindrically    hollow    (drilled)    balls   (with 

list  of  references):  by  L.  J.  Nypan  .  Aug.  1974.  cover  title,  v  +  124  p.  il.  4° 
(Prepared  by  California  State  University.  Northridge,  Calif. 1     §  Paper, $4. 75 

NAS  1.26:2439 

06152  2446.  Highly  loaded  multi-stage  fan  drive  turbine-performance  of  final  three  configurations 

[with  list  of  references];  D.  G.  Cherry  and  M.  W.  Thomas.  Sept.  1974.  cover  title, 
ix  +  108  p.  il.  4°  (Prepared  by  General  Flectric  Co..  Cincinnati.  Ohio  ]  §  Paper. 
$4.50. 

NAS  1.26:2446 

06153  2448.   Cavitation   in   liquid   cryogens:    v. 4.   Combined   correlations  for  venturi.   hydrofoil. 

ogives  and  pumps  (with  list  of  references!;  by  J.  Hord  Oct  1974  cover  title, 
vi  +  98  p.  il.  4°  (Prepared  bv  National  Bureau  of  Standards.  Boulder.  Colo.] 
§  Paper.  $4.50. 

NAS  I  26:2448 

06154  2454.   Study   of  feasibility    of  directly    applying  gas   generator  systems   to   space   shuttle 

mechanical   functions    [with   list   of   references];   by    F.    R.    lake   .   Sept. 1974.   cover 
title,  vii  ^54  p.  il.  4°  (Prepared  bv  McDonnell  Aircraft  Co..  St.  l.ouis.  Mo] 
§  Paper,  $3.75. 

NAS  1.26:2454 

06155  2459    Investigation  of  land  use  of  northern  megalopolis  using  FRTS-I  imagery;  by  Robert 

B.  Simpson  land  others|.  Sept.  1974.  cover  title,  vi+56  p  il.  2  maps  4  [Prepared 
bv  Dartmouth  College.  Hanover.  N.H.]     §  Paper.  $3.75. 

NAS  1.26:2459 

06156  2460.  System  to  geometrically  rectify   and  map  airborne  scanner  imagery  and  to  estimate 

ground  area  [with  bibliography];  by  M.  M.  Spencer  .  J.  M.  Wolf  and  M.  A  Schall 
Oct.  1974.  cover  title,  vi  -  39  p.  il  4°  (Prepared  by  Environmental  Research 
Institute  of  Michigan.  Ann  Arbor.  Mich  ]     §  Paper.  S3. 25. 

NAS  1.26:2460 

06157  2462.    Analysis    of   dynamic    stall    using    unsteady    boundary-layer    theory    |with    list    of 

references]:   by    R.    M.   Scruggs    .   J.F.   Nash   and    RE.    Singleton    Oct.    I9"4    cover 
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title,  x  +58  p.  il.  4°  |Prepared  by  Scientific  and  Business  Consultants,  Inc.,  Atlanta, 
Ga.)     §  Paper,  $3.75. 

NAS  1.26:2462 

06158  2463.  Unsteady  subsonic  and  transonic  potential  flow  over  helicopter  rotor  blades  [with 

list  of  references],  by  Morris  P.  Isom  .  Oct. 1974.  cover  title,  (3]  +  iv  +28 
p.  4°    §  Paper,  $3.25. 

NAS  1.26:2463 

06159  2467.  Low-speed  test  of  translating  lip  axisymmetric  inlets  for  subsonic  transports  |with 

list  of  references];  by  P.  A.  Henne  .  Sept.1974.  cover  title, [3]  +  ii  +  54  p.  il.  4° 
[Prepared  by  McDonnell  Douglas  Corp.,  Long  Beach,  Calif.]     §  Paper,  $3.75. 

NAS  1.26:2467 

06160  2470.  Improved  curve  fits  for  thermodynamic  properties  of  equilibrium  air  suitable  for 

numerical  calculation  using  time-dependent  or  shock-capturing  methods  (with  list 
of  references];  by  J.  C.  Tannehill  and  P.  H.  Mugge.  Oct.  1974.  cover  title,  [1] 
+  iii  +  33  p.  il.  4°  [Prepared  by  Iowa  State  University,  Ames,  Iowa.)  §  Paper, 
$3.25. 

NAS  1.26:2470 

06161  2471.    Reliability   of   laboratory   tests   of   VSTOL   and   other   long-duration    noises    [with 

list  of  references];  by  K.  D.  Kryter  [and  others].  Nov.  1974.  cover  title,  iii  + 
41  p.  il.  4°  [Prepared  by  Stanford  Research  Institute,  Menlo  Park,  Cal.]  §  Paper, 
$3.25. 

NAS  1.26:2471 

06162  2479.  Isolated  rotor  noise  due  to  inlet  distortion  or  turbulence  [with  list  of  references]; 

by  Ramani  Mani  .  Oct. 1974.  cover  title,  iv  +  42  p.  il.  4°  [Prepared  by  General  Electric 
Company,  Schenectady,  N.Y.]     §  Paper,  $3.25 

NAS  1.26:2479 

06163  2504.  NASTRAN  user's  guide,  level   15.   Apr.    1975.  cover  title,  [233]  p.  4°    [Prepared 

by  Universal  Analytics,  Inc.,  Los  Angeles,  Calif.]     §  Paper,  $7.50. 

NAS  1.26:2504 

06164  2515.   Operational   flight   evaluation   of   2    segment   approach   for  use   in   airline   service 

[with  list  of  references;  by]  G.  K.  Schwind  ,  J.  A.  Morrison,  W.  E.  Nylen  and 
E.  B.  Anderson.  Apr.  1975.  cover  title,  vi  +  59  p.  il.  4°  [Prepared  by  United 
Airlines,  Chicago,  111.]     §  Paper, $4.25. 

NAS  1.26:2515 

06165  2517.   Landing  flare,   analysis  and  flight-test  investigation    [with  list  of  references;   by] 

Edward  Seckel  .  May  1975.  cover  title,  viii  +  49  p.  il.  4°  [Prepared  by  Princeton 
University,  Princeton,  N.J.]      §  Paper, $4.25. 

NAS  1.26:2517 

06166  2518.   Potassium   topping   cycles   for  stationary   power  [with  list  of  references;   by]   R. 

J.  Rossbach  .  Mar. 1975.  cover  title,  iv  +  126  p.  il.  4°  [Prepared  by  General  Electric 
Company,  Cincinnatti,  Ohio.]     §  Paper,  $5.75. 

NAS  1.26:2518 

06167  2519.  Experimental  quiet  engine  program,   summary  report  [with  list  of  references;  by] 

W.  G.  Cornell  .  Mar.  1975.  cover  title,  ix  +118  p.  il.  4°  [Prepared  by  General 
Electric  Company,  Cincinnati,  Ohio.]     §  Paper,  $5.75. 

NAS  1.26:2519 

06168  2521.    Aerodynamic   design   and   analysis    system   for   supersonic   aircraft:   pt.   2,   User's 

manual  [with  list  of  references;  by]  W.  D.  Middleton  ,  J.  L.  Lundry  and  R.  G. 
Coleman.  Mar.  1975.  cover  title,  iii  +  200  p.  il.  4°  [Prepared  by  Boeing  Commercial 
Airplane  Co.,  Seattle,  Wash.]     §  Paper,  $7.25. 

NAS  1.26:2521 

06169  2523.  Light  aircraft  lift,  drag,  amd  moment  prediction,  review  and  analysis  [with  bibliogra- 

phies; by]  Frederick  O.  Smetana  ,  Delbert  C.  Summey,  Neill  S.  Smith  and  Ronald 
K.  Carden.  May  1975.  cover  title,  xiv  +  480  p.  il.  4°  [Prepared  by  North  Carolina 
State  University,  Raleigh,  N.C.]     §  Paper,$12.00 

NAS  1.26:2523 

06170  2524.  Lightning  effects  on  NASA  F-8  digital-fly-by-wire  airplane  [with  list  of  references; 

by]  J. A.  Plumer  ,  F.A.  Fisher  and  L.C.  Walko.  Mar.  1975.  cover  title,  xi  +  143 
p.  il.  4°     [Prepared  by  General  Electric  Co.,  Pittsfield,  Mass.]     §  Paper,  $6.25. 

NAS  1.26:2524 

06171  2528.   Rapid  methods  for  calculating  radiation  transport  in   entry  environment  [with  list 

of  references;  by]  William  E.  Nicolet  Apr.1975.  cover  title,  xii  +  50  p.  il.  4° 
[Prepared  by  Aerotherm  division/ Acurex  Corporation,  Mountain  View,  Calif.]  § 
Paper,$4.25 

NAS  1.26:2528 

06172  2534.    Advanced    supersonic   technology   concept   study,   hydrogen   fueled   configuration, 

summary  report  [with  list  of  references;  by]  G.  D.  Brewer  and  R.  E.  Morris. 
Apr.1975.  cover  title,  xiii  +  47  p.  il.  4°  [Prepared  by  Lockheed-California  Company, 
Burbank,  Calif.]     §  Paper,$3.75. 

NAS  1.26:2534 

06173  2538.   Effectiveness  of  spoilers  on  GA(W)-I    airfoil  with  high  performance   Fowler  flap 

[with  list  of  references;  by]  W.H.  Wentz  ,  jr.  May  1975.  cover  title,  [I]  +68 
p.  il.  4°     [Prepared  by  Wichita  State  University,  Wichita,  Kans.]     §  Paper, $4. 25. 

NAS  1.26:2538 
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06174  2546    Calculation!  of   unsteady   turbulent   bound..r>    layer*   with   flow    reversal   |wnh   list 

of  references,  by]  J  1  Nash  and  V  C.  Patel.  May  1975.  cover  title.  i\  •  46 
P  il  4     [Prepared  b)  Sybocon,  Inc.,  Atlanta,  Ga.]    §  Paper.  $i  75 

NAS  I  26  2546 

06175  2548    Steads   state  and  transient  analysis  of  squce/e  film  damper  bearing  for  rotor  stability 

[with  hibliographs  .  b\  |  I  1  Barrett  and  EJ.  Gunter  May  1973  COVC1  title,  vm 
+  100  p.  il.  4°  [Prepared  by  University  of  Virginia.  Charlottesville,  Va.|  5 
Paper  | 

NAS  1.26:2548 

06176  2550.    Hypersonic    ionizing   air    viscous   shock-layer   flows   over   nonanaKtic    blunt    bodies 

[with  list  of  references.  b\  |  I  W  Miner  and  (lark  II  lewis  Ma)  1975  cover 
title,  x  +  100  p.  il.  4°  (Prepared  bv  Virginia  Polytechnic  Institute  and  State  Univer- 
sity .  Blacksburg.  Va.|     §  Paper.  $4.75 

NAS  1.26:2550 

06177  2558.    Relationships    between    motion    on    isentropic    surfaces    from    J-H    rawinsonde    data 

and    radar    echoes    |  v.  ith    list    of    references,    by]    lames    W     Overall    and    James    R. 
Scoggins.    May    1975     cover    title.    \in       •     $9    p     il     4       | Prepared    by    Tev 
University.  College  Station.  Tex  |     §  Paper, $4  25 

NAS  1.26:2558 

NASA  EP  (series). 

06178  100.    Apollo;    by    Russell    E.   Chappell    .    [1975.]   64   p.    il     f       (Office    of    Public    Affairs  | 

[Some  illustrations  are  colored.  Contains  copyright  material]  *  Paper.  S2.65  (S/N 
3300-00553)      •Item  830-G 

NAS  1.19:100 

NASA   facts.   [Educational  publication  of  National  Aeronautics  and 
Space  Administration.] 

06179  NF-52/5.  Apollo  Soyuz  test  project.  |1975]  8  p.  il.  4°     •  Paper.  30c.  (S/N  033-000-00612- 

8).      •Item  830-H 

NAS  1. 20: NF-52/5 

06180  NF-53.   Applications  technology  sateIlite-6,   ATS-6.  Jan.1975.   12  p.  il.  4°     [Some  illustra- 

tions are  colored]     •  Paper.  45c.  (S/N  033-000-00600-4).     •Item  830-H 

NAS  l.20:NF-53 

06181  NASA  grievance  system  manual.  [1975.]  cover  title,  [31]  p.  il.  4° 

(NHB  3771. 2A.)  [Issued  with  perforations.]  + 

NAS  1.18:G87 

NASA  SP  (series). 

06182  290.   Turbine  design   and   application,   v. 2    (with   lists  of  references];   edited    by   Arthur 

J.   Glassman   .    1973.   v     +    148  p.   il.   (Scientific   and  Technical   Information  Office.) 

•  Paper.SI.80  (S/N  3300-00535).      •Item  850-1 

L.C.  card  79-185105  NAS  1.2l:290/v.2 

06183  319.  Fvolutionary  and  physical  properties  of  meteroids,  colloquium  held  Albany.  N.Y.. 

June    14-17,    1971    [with   list   of   references];   edited   by    Curtis    I.     Hemenwav    [and 

others].    1973.    vi      +    378   p.il.    4°     *     Paper,    S4.30   (S/N    3300-00499).     •Item    830- 

I 

L.C.  card  72-600319  NAS  1.21:319 

06184  354.   DOT/NASA   comparative   assessment   of   Brayton   engines   for  guidew  ay    vehicles 

and  busses:  v.  2.  Analysis  and  results  [with  list  of  references].  1975.  x  -  283 
p.  il.  4°  (Scientific  and  Technical  Information  Office.)  [Prepared  by  I  ewis  Research 
Center]     §  Paper,  v 

NASA  1.21 

06185  356.  Third  earth  resources   technology   satellite  symposium:   w   2..   Summary    of  results 

[with  lists  of  references];  compiled  and  edited  by  Stanley  C.  Freden  ,  Fnrico  P. 
Mercanti.  and  David  B.  Friedman.  May  01974.  19~4  vi  -  P9  p  il  4  (Scientific 
and  Technical  Information  Office.)  [Symposium  held  by  Goddard  Space  Flight 
Center,  Dec.  10-14,1973.  Some  illustrations  are  colored  ]  'Paper.  S3.00  (S/N  J300- 
00580).      •Item  830-1 

NAS  1.21 

06186  3084.   ASRDI  oxygen   technology    survey  v.  6,   Flow    measurement  instrumentation  [with 

bibliographies];  by  Douglas  G.  Mann  .  [1974]  viii      -   104  p.  il.  4°     §  Paper.  S4.50. 

NAS  1  21  ^>K4 

06187  4016.  Astronautics  and  aeronautics.   1971.  chronology  on.  science,  technology   and  r 

by    Science   and   Technology    Division.    Library    of   Congress.    I972[published    1973]. 
ix  +  474~[2]  p.  il.  (Scientific  and  Technical  Information  Office.)     'Paper.  S3.80  (S/N 
3300-00483).     •Item  830-1 
L.C.  card  65-60308  NAS  1.21:4016 
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06188  5102.    Technology    of    forced    flow    and    once-through    boiling,    survey    [with    list    of 

references);  by  Heinz  F.  Poppendiek  and  Cullen  M.  Sabin.  1975.  viii  +  308  p. 
il.  4°  ([Technology  Utilization],  Technology  Utilization  Office.)  [Prepared  under  con- 
tract by  Geoscience  Ltd.]     §  Paper,$9.00. 

NAS  1.21:5102 

06189  5919  (02).  Graphic   arts   techniques   and   equipment,   compilation.    [1974.]   cover  title,   ii 

+  25  +  [3]  p.  il.  4°  (Technology  utilization;  [Technology  Utilization  Office].)  [Last 
3  pages  left  blank  for  notes.]     §  Paper,  $1.00. 

NAS  1.21:5919  (02) 

06190  5957  (01).   Analytical   techniques  and   instrumentation  compilation   (1974.)   cover  title,   ii 

+  24  p.  il.  4°  (Technology  utilization;  [Technology  Utilization  Office].)  §  Paper, 
$1.00. 

NAS  1.21:5957(01) 

06191  5957   (02).   Analytical   techniques   and   instrumentation,   compilation.    [1974.]    cover   title, 

ii  +  28  p.  il.  4°  (Technology  utilization;  [Technology  Utilization  Office].)  [Page 
28  left  blank  for  notes.]      +  Paper,  $1.00. 

NAS  1.21:5957(02) 

06192  5959   (01).    Heat   transfer   and   thermodynamics,   compilation.    [1974.]    cover   title,   ii     + 

27  +  [1]  p.  il.  4°  (Technology  utilization;  [Technology  Utilization  Office].)  [Last 
page  left  blank  for  notes.]      §  Paper  $1 .00. 

NAS  1.21:5959(01) 

06193  5964   (01).    Electronic   control   circuits,   compilation.    [1973.]   cover   title,   ii     +    24   p.   il 

4°  (Technology  utilization;  [Technology  Utilization  Office].)  [Page  24  left  blank  for 
notes.]     §  (Price  upon  application). 

NAS  1.21:5964  (01) 

06194  5973  (01).  Physical  sciences:  Thermodynamics,  cryogenics  and  vacuum  technology,  com- 

pilation. [1974.]  cover  title,  ii  +  22  +  [2].  p.  il.  4°  (Techology  utilization; 
[Technology  Utilization  Office].)  [Last  3  pages  left  blank  for  notes.]     §  Paper,$1.00. 

NAS  1.21:5973  (01) 

06195  5974  (01).  Analytical  and   applied   chemistry,   compilation.    [1974.]  cover  title,   ii     +    21 

+  [3]  p.  il.  4°  (Technology  utilization;  [Technology  Utilization  Office].)  [Three  pages 
left  blank  for  notes.]      §  Paper,  $1 .00. 

NAS  1.21:5974  (01) 

06196  5974   (02).   Materials,   compilation.    [1974.]    cover  title,   ii     +    16  p.   il.   4°     (Technology 

utilization;  [Technology  Utilization  Office].)  [Last  page  left  blank  for  notes.]  * 
§  ,  Paper,  $1.00. 

NAS  1.21:5974(02) 

06197  5978  (01).   Fabrication   technology,   compilation.   [1974.]   cover  title,   ii     +    22     +    [2]  p. 

il.  4°  (Technology  utilization;  [Technology  Utilization  Office].)  [Last  3  pages  left 
blank  for  notes.]     §   Paper, $1.00. 

NAS  1.21:5978  (01) 

06198  6508.  Failure  analysis  of  electronic  parts,  laboratory  methods;  edited  by  Robert  J.  Anstead 

and  Ethan  Goldberg.  1975.  vi  +  79  p.  4°  (Scientific  and  Technical  Information 
Office.)  [Prepared  by  Goddard  Space  Flight  Center.]     §  Paper,  $4.75. 

NAS  1.21:6508 

06199  6509.  Techniques  of  final  preseal  visual   inspection  [with   bibliographies;  by]   Robert  J. 

Anstead  .  1975.  vi  +  60  p.  il.  4°  (Scientific  and  Technical  Information  Office.) 
[Prepared  by  Goddard  Space  Flight  Center.)     §  Paper, $4.25. 

NAS  1.21:6509 

NASA  technical  memorandum  TM  (series). 

06200  X-3186.  Evaluation  of  some  control  volume  techniques  for  analysis  of  shock-boundary- 

layer  interactions  in  supersonic  inlets  [with  list  of  references;  by]  Warren  R.  Hingst 
.  Apr.  1975.  cover  title,  [1]     +  13  p.  il.  4°     §  Paper,  $3.25. 

NAS  1.15:X-3186 

06201  X-3187.  Noise  data  from  tests  of  19.83-meter(6-ft-)  diameter  variable-pitch   1.2-pressure- 

ratio  fan  (QF-9)  [with  list  of  references;  by]  Frederick  W.  Glaser  ,  Joseph  A. 
Wazyniak  and  Robert  Friedman.  Mar.  1975.  cover  title,  [1]  +  183  p.  il.  4°  § 
Paper,  $5.50. 

NAS  1.15:X-3187 

06202  X-3207.  Flight  investigation  of  installation  effects  on  wedge  nozzle  installed  on  an  underw- 

ing  nacelle,  [with  list  of  references;  by]  Albert  L.  Johns  .  Apr.  1975.  cover  title, 
iii     +  37  p.  il.  4°      §  Paper,  $3.75. 

NAS  1.15:X-3207 

06203  X-3212.  Abort  separation  study  of  shuttle  orbiter  and  external  tank  at  hypersonic  speeds. 

[with  list  of  references;  by]  Peter  T.  Bernoy  .  May  1975.  cover  title,  [1]  +  47 
p.  il.4°     §  Paper,$3.75. 

NAS  1.15:X-3212 

06204  X-3216.   Tensile  and  creep  properties  of   titanium-vanadium,  titanium-molybdenum,  and 

titanium-niobium  alloys,  [with  list  of  references;  by]  Hugh  R.  Gray  .  Apr.  1975. 
cover  title,  [1]     +  28  p.  il.  4°     §  Paper,  $3.75. 

NAS  1.15:X-3216 
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X-3219.  Analysis  of  stability  valve  system  for  extending  dynamic  range  of  supersonic 
inlet  (with  list  of  references,  by]  John  A.  Wehh  ,  jr.  And  Miles  0.  Dustin  Ma) 
1975.  cover  title.  |1 1      *  37  p.  il.  4°     §  Paper.  $3.75. 

NAS  I.15:X-3219 
X - ^ 221)    Oxygen  reduction  on  several  gold  alloys  in   l-molar  potassium  hydroxide.  |with 
list  of  references;  bv|  Riley  O.  Miller  .  Apr. 1975.  cover  title,  (I  |      *  23  p.  4° 
§  Paper,  $3.25. 

NAS  l.l5:X-3220 

X-3222.    Effect  of  entry-lip  design  on  aerodynamics  and  acoustics  of  high  thro.it  M;tch 

number  inlets  for  quiet,  clean,  short-haul  experimental  engine  (with  list  of  references; 

by)    Brent   A.    Miller    ,    Benjamin   J.    Dastoli    and    Howard    L.    Wesoky     May    1975. 

cover  title.  |1 1      h  43  p.  il.  4°     §  Paper,  S3. 75. 

NAS  U5:X-?222 
X-3227.    Gas   sampling   method   for  determining   pollutant   concentrations   in    flame   zone 
of    2   swirl-can   comhustor   modules   |with   list   of   references;   by]    Robert   A.    Duerr 
May  1975.  cover  title,  iii      ♦  22  p.  il.  4°     §  Paper,  $3.25. 

NAS  I.15X-3227 
X-3232.   Evaluation  of  hemispherical  head   flow   direction  sensor  for  inlet  duct  measure- 
ments  |with    list   of    references;    by)    Donald    I..    Bennett    .    May    1975.    cover   title. 
|l|      +  22  p.  il.  4°     §  Paper.$3  25 

NAS  l.l5:X-3232 
X-3239.  Compositional  effects  on  mechanical  properties  of  hafnium  carbide-strengthened 
molybdenum    alloys    (with   list   of   references;    by]    Walter    R.    Witzke    .    May    1975. 
cover  title,  iii     +  31  p.  il.  4°     §   Paper. $3.75. 

NAS  L15:X-3239 

X-64871.  Four-D  global   reference  atmosphere,  technical  description,   pt.    1    (with  list  of 

references];    by   C.    G.   Justus    A.    W.    Woodnim,    R.   G.    Roper,   and   O.    E.    Smith. 

Sept.    1974.  cover  title,   viii     +    106  p.  il.  4°     (Marshall   Space   Flight  Center.   Ala.) 

§  (Price  upon  application). 

NAS  1.15:X-6487I 

X-64872.   Four-D  global   reference  atmosphere,  users  manual  and  programmers  manual. 

pt.   2  [with  list  of  references);   by  C.   G.  Justus   ,   A.   W.   Woodrum.   R.  G.    Roper. 

and    O.    F.    Smith.    Sept.    1974.   cover    title,    vii     +    206   p.    il.   4°     (Marshall   Space 

Flight  Center,  Ala.)     §  (Price  upon  application). 

NAS  1.15:X-64872 
X-64883.  Temperature  rise  of  flat  conductor  cable  installed  under  carpet  (with  bibliog- 
raphy; by |  James  D.   Hankins  .  Sept.    1974.  cover  title,  iv     +  9  p.  il.  4°     (Marshall 
Space  Flight  Center,  Ala.)     §  (Price  upon  application). 

NAS  1.15:X-64883 
X-64887.  Surface-mounted  flat  conductor  cable  for  home  wiring,  by  James   D.   Hankins 
and   James   R.   Garden.   Aug.    1974.  cover  title,  iv      +    17  p.  il.  4°     (Marshall  Space 
Flight  Center,  Ala.)     §  (Price  upon  application). 

NAS  1.15:X-64887 
X-64893.  Testing  of  flat  conductor  cable   to  Underwriters    Laboratory  standards  UL719 
and   UL83;  by  Robert  W.   I.oggins  and  Ralph  H.   Herndon.  Sept.   1974.   cover  title, 
iv      +  19  p.  il.  4°     (Marshall  Space  Flight  Center,  Ala.)     §  (Price  upon  application) 

NAS  1.15:X-64893 
X-64914.  Shuttle  propellant  loading  instrumentation  development;  by  John  Hamlet  .  Jan. 
1975.   cover   title,    v      +    27   p.    il.    4°     (Marshall    Space    Flight   Center,    Ala.)    (Text 
on  p.  2  of  cover]     §  (Price  upon  application). 

NAS  1.15:X-64914 
X-64915.  LAGEOS  phase  B  technical  report  (with  list  of  references].  Feb.    1975.  cover 
title,  (117]  p.  il.  4°     (Marshall  Space  Flight  Center,  Ala.)     §  (Price  upon  application). 

NAS  I.15:X-64915 

X-64917.  Analysis  of  space  environment   effects  on  performance  and  missions  of  solar 

electric  propulsion  stage  (SEPS)  (with   list  of  references];  by  Dave  M.    McGlathery 

Feb.    17,    1975.   cover   title,    viii      t-    90   p.    il.   4°     (Marshall   Space   Flight  Center, 

Ala.)     §  (Price  upon  application). 

NAS  1.15:X-64917 

X-64918.    Space    shuttle    launch    vehicle    performance    trajectory,    exchange    ratios,    and 

dispersion   analysis    (with   list   of   references];    by    R.   G.   Toelle    ,   D.    L.    Blackwell 

and   L.  N.   Lott.   Mar.   1975.  cover  title,  iv      -•-   95  p.  il.  4°     (Marshall  Space   Flight 

Center,  Ala.)     §  (Price  upon  application). 

NAS  1.15:X-649I8 
X-64921.  Timeline  algorithm  for  astronomy   missions   [with   list  of  references];  by  John 
E.  Moore  and  Orville  T.  Guffin.  Apr    1975.  cover  title.  V      -   52  p    il.  4°     (Marshall 
Space  Flight  Center.  Ala.)      §  (Price  upon  application) 

NAS  1.15:X-64921 
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06221  D-7648.    Nickel-base   alloy   NASA   WAZ-16,   with  potential   for  gas  turbine    stator  vane 

application  [with  list  of  references];  by  William  J.  Waters  and  John  C.  Freche. 
June  1974.  cover  title,  |1]     +  24  p.  il.  4°     §  Paper,  $3.00. 

NAS  LI4:D-7648 

06222  D-7704.    Investigation   of   anomalous   flow    condition   of   Langley   pilot   model   expansion 

tube  [with  list  of  references];  by  Wilfred  J.  Friesen  .  Aug. 1974.  cover  title,  [1] 
+  44  p.  il.  4°     §  Paper,  $3.25 

NAS  1.14:D-7704 

06223  D-7711.    New   approach   to  mass   spectrometer  measurements  of  thermospheric   density 

[with  list  of  referencesO;  by  Leonard  T.  Melfri  ,  jr.,  F.  J.  Brock  and  Clarence 
A.  Brown,  jr.  Sept.  1974.  cover  title  ,  [1]     +  32  p.  il.  4°     §  Paper,  $3.25 

NAS  1.14:0-771 1 

06224  D-7723.    Boundary   layer  transition  and  displacement-thickness  effects  on   zero-lift  drag 

of  series  of  power-law  bodies  at  Mach  6  [with  list  of  references];  by   George  C. 
Ashby  ,  jr.  and  Julius  E.  Harris.  Sept.1974.  cover  title,  [1]     +  64  p.  il.  4°     § 
Paper,  $3.75 

NAS  1.14:D-7723 

06225  D-7730.   Extracting  land  use  information  from  earth  resources  technology  satellite  data 

by  conventional  interpretation  methods  [with  list  of  references];  by  Paul  L.  Vegas 
.  July  1974.  cover  title,  v     +  54  p.  il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-7730 

06226  D-7758.  Ozone  measurement  systems  improvement  studies,  Aug.  1974,  Errata;  by  Robert 

W.  Thomas  ,  Keith  Guard,  Alfred  C.  Holland  and  John  F.  Spurling.  [Apr.1975.] 
[21]  p.  il.  4°  + 

NAS  1.14:D-7758/errata 

06227  D-7818.  Nonlinear  equations  of  motion  for  elastic  bending  and  torsion  of  twisted  nonu- 

niform rotor  blades,  Errata;  [by]  D.  H.  Hodges  and  E.  H.  Dowell.  Dec.  1974. 
I  p.  4°  + 

NAS  1.14:D-78'.8/errata 

06228  D-7820.    Digital    program    for   solving   linear   stochastic    optimal    control    and    estimation 

problem  [with  list  of  references;  by]  Lucille  C.  Geyser  and  Bruce  Lehtinen.  Mar. 
1975.  cover  title,  iv      +  163  p.  il.  4°     §  Paper,  $6.25. 

NAS  1.14:D-7820 

06229  D-7829.   Four-dimensional  guidance  algorithms  for  aircraft  in  air  traffic  control  environ- 

ment [with  list  of  references;  by]  Thomas  Pecsvaradi  .  Mar.  1975.  cover  title,  viii 
+  132  p.  il.  4°     §  Paper  ,$5.75. 

NAS  1.14:D-7829 

06230  D-7831.    FORTRAN    program   for  determining  aircraft   stability   and   control    derivatives 

from  flight  data  [with  list  of  references;  by]  Richard  E.  Maine  and  Kenneth  W. 
Iliff.  Apr.  1975.  cover  title,  vi     +  171  p.  il.  4°     §  Paper, $6.25. 

NAS  1.14:D-7831 

06231  D-7852.    Parametric   studies   with  atmospheric   diffusion   model  that  assesses   toxic   fuel 

hazards  due  to  ground  clouds  generated  by  rocket  launches  [with  list  of  references; 
by]  Roger  B.  Stewart  and  William  L.  Grose.  May  1975.  cover  title,  [1]  +  63 
p.  il.  4°     §  Paper  $4.25. 

NAS  1.14:D-7852 

06232  D-7855.  Analysis  of  bonded  joints  [with  list  of  references;   by]  S.  Srinivas   .  Apr.   1975. 

cover  title,  [1]     +  50  p.  il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-7855 

06233  D-7882.  Development  of  method  for  optimal  maneuver  analysis  of  complex  space  missions 

[with  list  of  references;  by]  Stewart  F.  McAdoo  ,  jr.,  Donald  J.  Jezewski,  and 
G.S.  Dawkins.  Apr.  1975.  cover  title,  iv      +  25  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-7882 

06234  D-7887.  Effects  of  geometric  variables  on  performance  of  probe  for  direct  measurement 

of  free-stream  stagnation  pressure  in  supersonic  flow  [with  list  of  references;  by] 
Lana  M.  Couch  .  May  1975.  cover  title,  [1]      +68  p.  il.  4°     §  Paper,$4.25. 

NAS  1.14:D-7887 

06235  D-7897.    High-temperature   chemical   kinetic   study   of   H2-CO-C02-NO   reaction   system 

[with  list  of  references;  by]  Casimir  J.  Jachimowski  .  May  1975.  cover  title,  [1] 
+  16  p.  il.  4°     §  Paper,  $3.25. 

NAS  1.14:D-7897 

06236  D-7901.    DYNGEN,   program   for  calculating  steady-state   and   transient  performance  of 

turbojet  and  turbofan  engines  [with  list  of  references;  by]  James  F.  Sellers  and 
Carl  J.  Daniele.  Apr.  1975.  cover  title,  iii     +  200  p.  il.  4°     §  Paper,$7.25. 

NAS  1.14:D-7901 

06237  D-7903.    Photometric   function   for  diffuse    reflection   by   particulate   materials   [with   list 

of  references;  by]  Willard  E.  Meador  and  Willard  R.  Weaver.  Apr.  1975.  cover 
title,  [1]     +37  p.  il.4°      §  Paper,  $3.75. 

NAS  1.14:D-7903 
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0623N  D-7913.  Spinning  mode  sound  propagation  in  ducts  with  acoustic  treatment  |with  list 
of  references;  bv|  Edward  J.  Rice  .  Mav  1975.  cover  title,  |l|  +  30  p.  il.  4° 
§  Paper.$3.75. 

NAS  I.14:D-7913 

06239  D-7932.  Comparison  of  some  biased  estimation  methods  (including  ordinary   subset  regres- 

sion)  in   linear   model   (with   list   of   references;   bv|    Steven    M     Sidik    .    Apr.    1975. 
cover  title,  (I)     +  45  p.  il.  4°     §  Paper.  S3. 75. 

NAS  I.14D-7932 

06240  D-7945.  Automatic  data  system  for  vibration  modal  tuning  and  evaluation  (with  bibliogra- 

phies; by  1  Robert  A.  Salyer  ,  Ed  J.  Jung, jr.,  Stacy  L.  Huggins  and  Barrv  I.    Stephens 
Apr.  1975.  cover  title,  viii       +   106  p.  il.  4°     §  Paper,  S3. 75. 

NAS  U4:D-7945 

06241  D-7948.   Spacecraft  high-voltage  power  supply  construction   |with  list  of  references;  by) 

John  F.  Sutton  and  Jesse  E.  Stern.  Apr.  1975.  cover  title,  v      +  161  p.  il.  4° 
§  Paper,$6.25. 

NAS  l.l4:D-7948 

06242  D-7949.   Apollo  experience  report,  guidance  and  control  systems.  Lunar  module  mission 

programer;    [by]   Jesse    A.    Vernon    .    Apr.  1975.   cover    title.    [1]      +    10    p.    il.   4°     § 
Paper.S3.25. 

NAS  l.l4:D-7949 

06243  D-7950.    Apollo   experience   report,    safety    activities;   [by)    Charles   N.    Rice       Apr.1975. 

cover  title  ,  iii     +  15  p.  4°     §  Paper. $3. 25 

NAS  1. 14: D-7950 

06244  D-7951.  Apollo  experience  report,  command  and  service  module  sequential  events  control 

subsystem   [with   one   reference,   by|   Gary   W.   Johnson    .    Apr.1975.   cover  title,   iv 
+  20  p.  il.  4°     §  Paper,$3.25. 

NAS  1.1 4:  D-7951 

06245  D-7952.    Environmental   crack-growth   behavior  of   high-strength   pressure    vessel   alloys 

[with   list   of   references,   by]    Royce    G.    Forman    .    Apr.    1975.   cover   title,    vii     + 
36  p.  il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-7952 

06246  D-7954.    Friction  transition  in   polyimide    films  as  related    to  molecular  relaxations  and 

structure  [with  list  of  references,   by]   Robert   L.   Fusaro   .   Apr.    1975.  cover  title, 
|1]      +28  p.  il.  4°     §  Paper  ,$3.75. 

NAS  1.14:D-7954 

06247  D-7956.   Intematal  voltage  control  of  hydrogen-oxygen  fuel  cells,  feasibility  study  [with 

list   of   references;   by]   Paul    R.    Prokopius    .    Apr.    1975.   cover   title.    [I]     +16   p. 
il.  4°     §  Paper,$3.25 

NAS  l.l4:D-7956 

06248  D-7970.  Real-time  computer  data  system  for  40-  by  80-foot  wind-tunnel  facility  at  Ames 

Research  Center  [with  list  of  references;  by]  Joseph  M.  Cambra  and  Geno  P.  Tolari. 
May  1975.  cover  title,  iii      +  37  p.  il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-7970 

06249  D-7994.    Weather  satellite    picture   receiving   stations,    APT   digital   scan   converter   [with 

list   of  references,   by]   Charles   H.   Vermillion   and  John  C.   Kamowski.    May    1975. 

cover  title,  [114]  p.  il.  4°    §  Paper,$5.25. 

L.C.  card  7  CARDS  NAS  1.14:D-7994 

NASA  technical  report  R  (series). 

06250  439.  Thermal  loading  in  laser  holography   nondestructive  testing  of  composite  structure 

[with  list  of  references;  by]   H.K.   Liu  and   R.L.   Kurtz.   May   1975.  cover  title,  iv 
+  18  p.  il.  4°     §  Paper,$3.25. 

NAS  1.12:439 

06251  443.   Magnetic  torque  on   rotating  superconducting  sphere    [with  list  of  references;  by] 

Louis  B.  Holdeman  .  May  1975.  cover  title,  vi     +  43  p.  il.  4°     §  Paper,$3.75. 

NAS  1.12:443 

06252  Organization    handbook,    George    C.    Marshall    Space    Flight    Center. 

Apr.  1,1975.  cover  title,  [69]  p.  oblong  8°      #  (No  copies  available). 

NAS1.18:Or3 

06253  Payload  requirements  for  prelaunch/post  landing/ground  support  facili- 

ties, appendices.  Apr.  15,  1975.  cover  tide,  [339]  p.  il.  4°  (SE020- 
011-2H;  George  C.  Marshall  Space  Flight  Center.)  #  (No  copies 
available). 

NAS  1.2:P29/5 

06254  Payload  requirements  for  prelaunch/post  landing /ground  support  facili- 

ties, summary.  Apr.  15,  1975.  cover  tide,  viii     +  30  p.  il.  4°     (SE020- 
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011-2H;  George  C.  Marshall  Space  Flight  Center.)  #  (No  copies 
available). 

NAS  1.2:P29/7 

06255  Program  summary  of  Laser  Doppler  System  for  aircraft  trailing  vortex 

tracking  and  measurement.  [1975.]  cover  title,  [1]  +  20  p.  il.  4° 
(George  C.  Marshall  Space  Flight  Center.)     #  (No  copies  available). 

NAS  1.2-.L33/2 

06256  Shuttle  master  verification  plan:  v. 4,  Solid  rocket  booster  verification 

plan,    preliminary   draft.   Apr.l    ,1975.   cover   title,    [526]   p.   il.   4° 
(Revision    A,    SE-019-019-2H    (JSC-07700-10-MVP-04);    George    C. 
Marshall  Space  Flight  Center.)  [Prepared  by  EL-43.]  + 

NAS  1.2:Sh9/6/v.4 

06257  Skylab  earth  resources  data  catalog.  [1974.]  cover  title,  x     +  359  p. 

il.  6  maps  4°  (JSC  09016,  Lyndon  B.  Johnson  Space  Center, 
Houston,  Tex.  [Some  illustrations  are  colored.]  *  Paper,  $8.75  (S/N 
3300-00586.).      •Item  830-C 

NAS  1.2:Sk9/14 

06258  Spacelab   design   reference   mission,   analysis:    v.4,   Mission    C,   space 

processing  applications.  Apr.  10, 1975.  cover  titel,  v  +69  +  A- 106 
+  B-10  p.  il.  4°  (George  C.  Marshall  Space  Flight  Center.)  #  (No 
copies  available). 

NAS  1.2:Sp  1/29/V.4 

06259  Spacelab,  pay  load  accommodation  handbook,  preliminary.  May   1975. 

cover  title,  [310]  p.  il.  4°  (European  Space  Research  Organisation.) 
#  (No  copies  available). 

NAS  1.18:Sp  1/3 

06260  Storable  and  cryogenic  propellant  safety  for  space  tugs  [with  list  of 

references].  Sept.  1974.  cover  title,  [120]  p.  4°  (Ad  Hoc  Tug  Safety 
Group.)     #  (No  copies  available). 

NAS  1.2:T  81 

NATIONAL  ARCHIVES  AND  RECORDS  SERVICE,  General  Services 
Administration  Washington,  DC  20408 

06261  List  of  record  groups  of  National  Archives  and  Records  Service.  Mar. 

1975.  cover  title,  iii  +37  +  [3]  p.  4°  [Replaces  list  of  July  1973. 
Includes  3  blank  pages  for  notes.]  + 

GS  4.19:975 

06262  Select  audiovisual  records:    Indians  in   United    States.    [1975.]   [2]     + 

18  p.  il.  narrow  8°    (National  Archives  Trust  Fund  Board.)     + 
•Item  569 

GS  4.2:  In  2/2/974 

Select  audiovisual  records:  Pictures  of  American  West  1848-1912.  [1975.] 
[2]     +   23  p.  il.  narrow  8°  (National  Archives  Trust  Fund  Board.) 

GS  4.2:Am  3/2 

NATIONAL  BUREAU  OF  STANDARDS,  Commerce  Dept. 
Gaithersburg,  MD  20760 

Announcing  60th  National  Conference  on  Weights  and  Measures,  San 
Diego,  Calif.,  July  13-18,  1975.  [1975.]  cover  title,  69     +  [3]  p.  narrow 
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8°  [Three  pages  left  blank  for  notes.  Text  on  p. 2  of  cover.)  + 
•Item  244 

C  1 3. 2: W  42/975 

Building  science  series. 

06265  63.  Analysis  of  current  technology  on  electrical  connection i  in  residential  branch  circuit 

writing  |with  list  of  references.  h\  |  Willi.im  J  Meese  and  K.imon  I  Cilimherg 
M.ir     1975.  i\        •     IS   p    i1    4       (Center   for   Building  technology,   Institute   for  Applied 

Technology.)  [Sponsored  bj  Office  of  Pohc)  Development  .md  Research,  Department 

of  Housing  and  Urban  Development.]      *  Paper.  70c      •Item  241-A 

I..C.  card  74-31122  C  13.29/2:63 

06266  Computer  program   package   for  metric   conversion.   [Jan.  1975.)   cover 

title,  8  p.  il.  oblong  8°  ([LC  1057;  Institute  for  Computer  Sciences 
and  Technology.])  + 

C  13.2:M  56/5 

06267  Directory  of  committee  memberships  of  National  Bureau  of  Standards 

staff  on  engineering  standards  committees,  effective  through  Oct 
1974;  Charles  B.  Phucas  and  Linda  L.  Grossnickle.  editors.  Feb.1975. 
[2]  +  410  p.  4°  (Office  of  Engineering  and  Information  Processing 
Standards.)  [Supersedes  NBS  Directory  of  Committee  Memberships, 
1962,  Technical  and  Scientific  Committee  Memberships  of  NBS  Staff, 
1969,  and  Directory  of  Committee  Memberships  of  National  Bureau 
of  Standards  Staff  on  Engineering  Standards  Committees,  1973.]  + 
•Item  244 

C  13. 2: En  3/975 

Federal  information  processing  standards  publications,  FIPS  pub. 
[Issued  with  perforations.]  *  Paper,  $21.50  (all  new  Fips  publications 
and  supplements  for  indefinite  period),  add  $5.50  for  foreign  mailing; 
single  copies  vary  in  price. 

06268  34.  Guide  for  use  of  international  system  of  units  (SI)  in  Federal  information  processing 

standards  publications.  Jan.  1,1 975.  4  p.  4°     *  Paper.  25c      •Item  248  D 

C  13.52:34 

06269  30.  Software  summary    for  describing  computer  programs   and  automated  data  systems. 

June  30,1974.  cover  title,  4  p.  4°  (Category,  software.  Subcategory,  documentation.) 
*  Page.  20c.     •Item  248-D 

C  13.52:30 

Handbook. 

06270  113.  CODASYL  data  description  language,  journal  of  development,  June  1973.  Jan.  1974. 

[155)  p.   4°  (Systems   and   Software   Division;   Institute    for  Computer  Sciences   and 

Technology.)    '*  Paper.  SI.70     •Item  245 

L.C.  card  73-600347  C  13.11:113 

06271  National  Bureau  of  Standards  annual  report,  fiscal  year  1974.  Mar.  1975. 

cover  title.  32  p.  il.  4°  (NBS  special  publication  418.)  [Supersedes 
NBS  special  publication  397.  Organization  chart  on  p.  3  of  cover] 
*  Paper.  $1.00.     •Item  238 

C  13.1:974 

NBS  building  science  series. 

06272  57.  Comparison  of  measured  and  computer-predicted  thermal  performance  of  4  bedroom 

wood-frame  townhouse  (with  lists  of  references,  by]  Bradles  A  Pea\\  .  DM.  Burch. 
F.J.  Powell  and  CM  Hunt.  Apr  1975.  in  +  56  -  1 1 1  p.  il.  4°  (Building  Environ- 
ment Division.  Institute  for  Applied  Technology.)  [Sponsored  h>  Department  of 
Housing  and   Urban    Development!      'Paper.   SI. 20  (S/N   0303-01364).     •Item   241- 

L.C.  card  74-20830  c  >; 
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06273  NBS  computer  user's  guide.  Apr.  1975.  [259]  p.  4°    (Technical  Services 

Section,  Computer  Services  Division,  Institute  for  Computer  Sciences 
and  Technology.)  [Issued  with  perforations.]     +     •Item  245 -A 

C  13.6/2:C73/2 

NBS  monograph. 

06274  145.    Tables    of    spectral-line    intensities:    pt.    I,    Arranged    by    elements    |with    lists    of 

references;  by]  William  F.  Meggers   ,  Charles  H.  Corliss  and  Bourdon   F.  Scribner. 
2d   edition.   May    1975.   xv     +387     +    |1|  p.   il.  4°     (Institute  for  Basic   Standards. | 
[Supersedes    NBS    Monograph    32    and    its    supplement.]     *  Cloth, $8. 55    (S/N    0303- 
01337).     •Item  247-A 
I. .C.  card  74-16256  C  1  3.44: 145/pt.  1 

06275  145.    Tables    of    spectral-line    intensities:    pt.2,    Arranged    by    wavelength    [with    lists    of 

references;  by]  William  F.  Meggers   ,  Charles  H.  Corliss  and  Bourdon   F.  Scribner. 
2d  edition.  May   1975.  xv     +   [I]      +    213      +   [1]  p.  il.  4°     (Institute  of  Basic  Stan- 
dards.)   [Supersedes    NBS    monograph    32    and    its    supplement.     *  Cloth, $6. 80   (S/N 
0303-01338).     •Item  247-A 
L.C.  card  74-16256  C  1 3 .44: 1 45/pt.  2 

06276  147.  Relativistic  many-body  bound  systems  [with  list  of  references;  by]  Michael  Danos 

and   Vincent  Gillet.   Apr.   1975.  ix      +142  p.  il.  4°     (Institute  for  Basic   Standards.) 

*  Paper,  $2.15.     •Item  247-A 

L.C.  card  74-26975  C  13.44:147 

NBS  special  publication. 

06277  250.  Calibration  and  test  services  of  National  Bureau  of  Standards  Apr.   1975  appendix 

fees  for  services.  [1975.)  [1)     +22  p.  4°     (Office  of  Measurement  Services.)  + 

C  13.l0:250/4/app.975 

06278  260.   Standard  reference   materials:    1975   price  list,   supplement.   [1975.1   [2[      +    17  p.  4° 

+      •Item  247 

C  13.10:260/supp.975 

06279  260-50.  Standard  reference  materials:  Thermal  conductivity  and  electrical  resistivity,  elec- 

trolytic  iron,   SRM's   734   and   797   from   4   to    1000K    [with   list   of   references;   by] 
Jerome  G.  Hust  and  P.J.  Giarratano.  June  1975.  viii     +32     +  [1]  p.  il.  4°     * 
Paper,  $1.00.     •Item  247 
L.C.  card  74-619117  C  13.10:260-50 

06280  400-12.    Semiconductor  measurement  technology,  quarterly   report,  July   1 -Sept. 30,   1974. 

[with  list  of  references;  by]  W.  Murray  Bullis  ,  editor.  May  1975.  vi  +  52  p.il.4° 
(Electronic  Technology  Division,  Institute  for  Applied  Technology.)  [Jointly  sup- 
ported by  Defense  Nuclear  Agency,  Defense  Advanced  Research  Projects  Agency 
and  Navy  Strategic  Systems  Project  Office.]     *  Paper, $1 .15.     •Item  247 

C  13/10:400-12 

06281  400-3.   Semiconductor  measurement  technology:   ARPA/NBS  workshop   1,   Measurement 

problems    in    integrated    circuit    processing    and    assembly;    by    Harry    A.    Schafft    . 
Feb. 1974.  iv     +18      +   [1[  p.  il.  4°     (Electronic  Technology  Division,   Institute  for 
Applioed  Technology.)  [Activity  supported  by  Defense  Advanced  Research  Projects 
Agency.]     *  Paper, 60c.     •Item  247 
L.C.  card  74-600001  C  13.10:400-3 

06282  416.    Attacking   fire   problem,    plan    for   action    [with   bibliographies;   by]    Kenneth   Giles 

and    Pamela    Powell,    editors.    May     1975.    vi     +30      +     [1]    p.    il.    oblong    8° 
(Programmatic  Center  for  Fire  research,  Institute  for  Applied  Technology.)     *  Paper, 
$1.00.     •Item  247 
L.C.  card  74-30054  C  13.10:416 

NBS  technical  note. 

06283  862.   Application  of  ion   beam  milling  to   characterization  of  cracks   in  metals  [with  list 

of  references;  by]  L.  K.  Ives  ,  A.  Harper  and  A.  W.  Ruff.  Apr.  1975.  [2]  + 
26  +  [1]  p.  il.  5°  (Metallurgy  Division,  Institute  for  Materials  Research.)  *  Paper, 
80c.     •Item  249-A 

C  13.46:862 

06284  863.   Fatigue  tests  of  bituminous  membrane  roofing  specimens  (with  list  of  references; 

by]  George  F.  Sushinsky  and  Robert  G.  Mathey.  Apr.  1975.  iii  +28  +  [I]  p. 
il.  4°  (Mechanics  Division,  Institute  for  Basic  Standards.)  *  Paper,  $1.15.  •Item 
249-A 

C  13.46:863 

06285  865.  Critical  electrical  measurement  needs  and  standards  for  modern  electronic  instrumen- 

tation, report  of  workshop  sponsored  by  National  Bureau  of  Standards,  Gaithersburg, 

Md.,   Sept.   23-24,    1974;   edited   by   Peter   Richman    .    May    1975.    xii     +    60     +    |2] 

p.  4°     ([Electricity  Division,  Institute  for  Basic  Standards.])     *   Paper.  $1 .35.     •Item 

249-A 

L.C.  card  75-600022  C  13.46:865 

*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
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06286  74-5 1  ^      Report    of    conference    »n    making    service    industries    more    productive    through 

computers  and  automation;  sponsored  b>  the  Engineering  Foundation  and  National 
Bureau  of  Standards  Henniker.  N.H.  Aug  12-17.  1973;  compiled  and  edited  b) 
Alan  Mi-Adams  and  Madeline  M  Henderson  June  IT4  |2|  •  m  •  |9s  p  ,| 
4°  + 

C  13.58:74-515 

06287  75-642     Project  summaries  of  Center  for  Building  Technology.  National   Bureau  of  Stan 

dards,  1974-75;  Lillian  T   Slovic  ,  editor   Jan.  1975.  vii      *   118      «•  1 1 1  p   4 

#  •Item  24"  1) 

C  13.58:75-642 

06288  75-687.    Effective  use  of  computing  technology  in  vote-tallying  |with  list  of   references 

by |  Roy  G.  Saltman  .  Mar.  1975.  |1|  •  vui  t  131  p.  il.  4°  (Information  Technolo- 
gy Division.  Institute  for  Computer  Sciences  and  Technology.)  [Final  project  report 
prepared  for  Clearinghouse  on  Flection  Administration.  Office  of  Federal  Flections. 
General  Accounting  Office.  |      -      •Item  247-D 

C  13^8:75^87 

NSRDS-NBS  (series).  (National  Standard  Reference  Data  System.) 

06289  47.  Tables  of  collision  integrals  and  second  vinal  coefficients  for  |m.6.8]  intermodular 

potential  function  |\>.ith  list  of  references;  bv|   Max   Klein   .   H  JM  Hanlev.   Francis 
J.    Smith,    Paul    Holland.    June    1974.    iv      +    151      +    |1|   p.    il     4      [Copynghf    1974 
by  Secretary  of  Commerce  on  behalf  of  United  States  Government.)     *  Paper. SI  .90 
(S/N  0303-01125).     •Item  248-B 
L.C.  card  73-600059  C  13.48:47 

06290  51.   Selected   specific   rates   of   reactions   of  transients   from    water  in   aqueous   solution; 

2.  Hvdrogen  atom  [with  list  of  references;  by]  Michael  Anbar  and  Farhatazu  and 
Alberta  B.  Ross.  May  1975.  v  +56  +  (I]  p.  il.  4°  (Copyright  1975  by  Secretary 
of  Commerce  on  behalf  of  United  States  Government]  *  Paper. SI. 20  •Item  248-B 
L.C.  card  73-60039  C  13.48:51 

06291  53.  Crystal  structure  transformations  in  inorganic  nitrites,   nitrates  and  carbonates  [with 

lists  of  references;  by]  Chintamani  N.  R.  Rao  ,  Braham  Prakash  and  M.  Natarajan. 
May    1975.   v      +48      +    [I]  p.   4°   |Copyright    1975   by    Secretary   of  Commerce  on 
behalf  of  United  States  Government.!      •  Paper. $1.15.     •Item  248-B 
I..C.  card  74-18389  C  13.48:53 

Technical  note. 

06292  594-8.  Optical  radiation  measurements:  Tables  of  diffraction  losses  |with  list  of  references; 

by  W.  B.  Fussell  |.  (June  I974.|  cover  title,  iv      -  34  p.  il.  4°     *  Paper,  75c. 

•  Item  249-A 

C  13.46:594-8 

06293  647.    Microwave    attenuation    measurement    system,    series    substitution    [with    list    of 

references;  by]  Wilbur  Larson  ,  Fugene  Campbell.  Feb.  1974.  tii  -  24  -  |l| 
p.  il.  4°  (Electromagnetics  Division,  Institute  for  Basic  Standards.)  *  Paper. 35c. 
•Item  249-A 

C  13.46:64" 

NATIONAL  CANCER  INSTITUTE,  Health,  Education,  and  Welfare 
Dept.  Bethesda,  MD  20014 

06294  Cancer  materials  for  cytotechnology  education,   catalog.  Jan.  1975.   [7] 

+  125  p.  +  [11]  leaves  4°  ([DHEW  publication  (NIH)  75-915;  Divi- 
sion of  Cancer  Control  and  Rehabilitation.)  [Prepared  in  cooperation 
with  Koba  Associates,  Inc.  under  contract  NOl-CN-451 16,  Mav  1974.] 
*  Paper,  S2.35     •Item  507-G-2 

HE20.3152:C99S 

0629s  Materials  for  cancer  nursing  education,  catalogue.  Jan.  1975.  [7]  + 
223  p.  +  [10]  leaves  4°  (DHEW  publication  (NIH)  75-914;  Division 
of  Cancer  Control  and  Rehabilitation.)  [Prepared  in  cooperation  with 
Rehabilitation  and  Koba  Associates,  Inc.  under  contract  NOl-CN- 
451 16,  May  1974.]     *  Paper,  S3.40     •Item  507-G-2 

HE  20.3152:N93 

062%  National  Cancer  Program,  report  of  National  Cancer  Advisory  Board, 
1974.  [1975.]  14     +  [1]  p.  il.  4°     (DHEW  publication  (NIH)  (75-471.) 

§For  Sale  bv  National  Technical  Information  Service, 

Springfield,  V A  22151 
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Government  Publications 

[Submitted  to  President  of  United  States  for  transmittal  to  Congress 
of  United  States.]     +     •Item  507 -G-7 

HE  20.3168:974 

06297  Progress  against  cancer  of  colon  and  rectum.   [Revised   1974.]  [1975.] 

[9]  p.  narrow  8°    ([DHEW  publication  (NIH)  75-95.])  [Prepared  by 
Office  of  Cancer  Communications,  National  Cancer  Program.]     * 
Paper,25c.     •Item  507-G-2 

HE  20.3169:C  72 

06298  Progress  against  cancer  of  larynx.  [Revised  1974.]  [1975.]  [10]  p.  narrow 

8°    ([DHEW   publication    (NIH)    75-448.])    [Prepared    by    Office    of 
Cancer  Communications,  National  Cancer  Program.]     *  Paper,25c. 
•Item  507-G-2 

HE  20. 31 69: L  32 

06299  Progress  against  cancer  of  prostate.  [Revised  1974.]  [1975.]  [10]  p.  nar- 

row  8°    ([DHEW  publication   (NIH)   75-528.])   [Prepared  by   Office 
of  Cancer  Communications,  National  Cancer  Program.]     *  Paper,25c. 


•Item  507-G-2 


HE  20.3169:P  94 


06300  Progress     against    leukemias,     lymphomas,     and     multiple     myeloma. 

[Revised  1974.]  [1975.]  [12]  p.  narrow  8°  ([DHEW  publication  (NIH) 
75-329.])  [Prepared  by  Office  of  Cancer  Communications,  National 
Cancer  Program.]     *  Paper,35c.     •Item  507-G-2 

HE  20. 31 69: L  57 

06301  Safety  standards  for  research  involving  oncogenic  viruses.  Oct.  3,1974. 

20  p.  oblong  16°  (DHEW  publication  (NIH)  75-790;  Office  of 
Research  Safety.)     +     •Item  507 -G-2 

HE20.3152:On  1 

NATIONAL  CENTER  FOR  EDUCATION  STATISTICS,  Health, 
Education,  and  Welfare  Dept.,  Washington,  DC  20202 

06302  Schools  for  careers,  analysis  of  occupational  courses  offered  by  secon- 

dary and  post-secondary  schools,  1971;  by  Robert  Calvert  jr.,  Evelyn 
R.  Kay,  Nicholas  A.  Osso.  [1975.]  viii  +  126  p.  4°  (NCES  75- 
160.)  [At  head  of  title  on  cover:  Vocational  education.  Highlights 
on  p.2  of  cover.  Includes  sources  of  additional  information.]  *  Paper, 
$2.00.     •Item  455-F 

HE  19.321:971 

06303  1971  consolidated  program  information  report,  pilot  study  of  State  sur- 

vey practices,  final  report  July  24  ,1974.  [1975.]  v  +  206  p.il.4° 
(NCES  73-305.)  [Prepared  under  contract  OEC-0-72-5238  by  RMC 
Research  Corporation.]     +     •Item  461-A-l 

HE  19.302:St  2/971 

NATIONAL  CENTER  FOR  HEALTH  SERVICES  RESEARCH  AND 
DEVELOPMENT,  Health,  Education,  and  Welfare  Dept.  Rockville,  MD 

20852 

06304  Publications  report  4,   National  Center  for  Health  Services   Research 

and  Development.  1973.  [1]  +  v  +  60  p.  narrow  8°  ([DHEW  publi- 
cation HRA-74-3103.])  + 

HE  20.2113:4 
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NATIONAL  CENTER  FOR  HEALTH  STATISTICS,  Health, 
Education,  and  Welfare  Dept.  Washington,  DC  20201 

06305  Annual  report  of  United  States  National  Committee  on  Vital  and  Health 

Statistics,  fiscal  year  1974.  [1974.]  iii  +  12  p.  ([DHEW  publication 
(HRA)  75-1205.])     +     •Item  492-A  (Rev.  1968) 

HE  20.6211:974 

06306  Current  listing  and  topical  index  to  vital  and  health  statistics  series, 

1962-73.  May  1974.  [2]  +  20  p.  4°  (DHEW  publication  (HRA)  74- 
1301  (Revised);  [Scientific  and  Technical  Information  Branch].)  * 
Paper,  70c.      •Item  508-G 

HE  20.6209/2:962-73 

06307  Hospitals,  county  and  metropolitan  area  data  book,  1972,  data  compiled 

from  1972  master  facility  inventory  [with  list  of  references;  prepared 
by  Genevieve  W.  Strahan  ].  1975.  iv     +  356  p.  4°    ([DHEW  publica- 
tion  (HRA)   75-1223;   Division   of   Health    Manpower   and    Facilities 
Statistics].)     *  Paper,  $4.15  (S/N  017-022-00373-2).      •Item  508 
L.C.  card  73-20403  HE  20.6202 :C  83/972 

Vital  and  health  statistics:  Series  10,  Data  from  National  health  survey. 

06308  99.    Prevalence    of   selected    impairments.    United    States.    1971;    [by    Charles    S.    Wilder 

1.    May    1975.    iv    +    64   p.    il.   4°     (DHEW    publication    (HRA)   75-1 526. [Division   of 
Health  Interview  Statistics].)  [Prepared  in  cooperation  with  Bureau  of  Census    ISBN 
0-8406-0034-8.1     •  Paper.S1.30.     •Item  500- K 
L.C.  card  75-26565  HK  20.6209:10/99 

06309  Preliminary  findings  of  first  health  and  nutrition  examination  survey, 

United  States,  1971-72,  anthropometric  and  clinical  findings  [with 
list  of  references;  Sidney  Abraham  ,  and  Frank  W.  Lowensein  and 
Daniel  E.  O'Connell].  April  1975.  vi  +  82  p.  il.  4°  (DHEW  publica- 
tion (HRA)  75-1229;[Division  of  Health  Examination  Statistics].) 
[ISBN  0-8406-0028-3.  Prepared  in  cooperation  with  Bureau  of  Census.] 
*  Paper,$1.45  (S/N  017-021-00026-5).  •Item  508 
L.C.  card  74-17415  HE  20.6202:H  34/2/971-72 

Vital  and  health  statistics:  Series  1 1 ,  Data  from  National  health  survey. 

06310  147.   Self-reported   health    behavior  and   attitudes  of  youths    12-17   years.    United   States 

[with  list  of  references:  by  James  Scanlon  |.  Apr.   1975.  K      -   **  p.  il    4      (DHFW 
publication  (HAR)  75-1629.  [Division   of  Health  Examination  Statistics].)  [Prepared 
in  cooperation  with  Bureau  of  Census.]     *  Paper.  SI. 45     •Item  500-E 
L.C.  card  75-12433  HE  20.6209:11/147 

Vital  and  health  statistics:  Series  20,  Data  from  National  Vital  Statistics 
System. 

06311  16.   Mortalitv   trends  for   leading  causes  of  death.   United    States,    1950-69:    [with   list  of 

references!.    Mar.    1974.    iv     +    75   p.    4°     (DHEW    publicaiton    (HRA)    74-1- 
Paper.  SI. 15.     •Item  500-E 

HE  20.6209:20/16 

Vital  statistics  of  United  States,  1970.  ([Division  of  Vital  Statistics.]) 

06312  v.l.   Natalitv.    1975.   [364]   p.  4°     ((HRA   75-1100.)     'Cloth. SI  1-05  (S/N  017-022-00367-8). 

•Item  510 

HE  20.6210:970/v.l 

06313  v.3.    Marriage   and   divorce.    1974.   [166]   p.   il.   4"     (DHEW    publication   (HRAi   "5-1 103.) 

*  Cloth,  S7.75  (S/N  017-022-00366-0).     •Item  510 

HE  20.6210:970/v.3 

Vital  statistics  of  United  States,  1972.  ([Division  of  Vital  Statistics.]) 

06314  v.2.   sec. 5.    Life   tables.   [1975.]   [4]      -    25    p.  4"     ([DHEW    publication   (HRA)  75-1147-D 

[Text  on  p.3  of  cover]     +  (Information  incorrect  in  publication  as  to  sale  by  Superin- 
tendent of  Documents). 

HE  20.6210/a:972/v.2/sec.5 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  V A  22151 
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NATIONAL  CENTER  FOR  SOCIAL  STATISTICS,  Health,  Education, 
and  Welfare  Dept.  Washington,  DC  20201 

06315  Fair  hearings  in  public  assistance,  Jan. -June  1974.  Jan.  1975.  cover  title, 

[1]  +  17  p.4°  (DHEW  publication  (SRS)  75-03257 ;NCSS  report 
E-8.)  [Issued  with  perforations.]     +     •Item  5 1 2-D-9 

HE  17.644:974 

NATIONAL  CREDIT  UNION  ADMINISTRATION  Washington,  DC 
20456 

06316  National  Credit  Union  Administration  rules  and  regulations.  Mar.  1972. 

[128]  p.4°  (NCUA  8006.)  [Reprinted  with  changes  1-18  inclusive 
March  1975.  Issued  with  perforations.]  *  Paper,  $9.15  (basic  and  sup- 
plementary material  for  indefinite  period);  add  $2.30  for  foreign  mail- 
ing   •Item  527 

NCU  1.6:R86/rep. 

06317  National   Credit   Union  Administration  rules   and  regulations,   Change 

19.  Apr.  18,  1975.  [15]  p.  4°  (Office  of  Administrator.)  [Issued  with 
perforations.]  *  Paper,  $9.15  (basic  and  supplementary  material  for 
indefinite  period);  add  $2.30  for  foreign  mailing     #Item  527 

NCU  1.6:R  86/ch.l9 

NATIONAL  ENDOWMENT  FOR  THE  ARTS,  National  Foundation  on 
the  Arts  and  Humanities  Washington,  DC  20506 

06318  Dance  touring  program,  guidelines   for  dance  companies,   fiscal  year 

1977.  [May  1975.]  [4]     +11  p.  4°  +      •Item  831-B-2 

NF  2.8  :D  19/2  d 

06319  Dance  touring  program,  guidelines  for  State  arts  agencies,  fiscal  year 

1977.  [May  1975.]  [4]     +  16  p.  4°  +      •Item  831-B-2 

NF2.8:D  19/2  s 

06320  Education    program,    artists-in-schools    guidelines,    fiscal    year    1976. 

[March,  1975.]  [3]     +  35  p.  4°  +      •Item  831-B-2 

NF  2.8  :Ar  7/976 

NATIONAL  ENDOWMENT  FOR  THE  HUMANITIES,  National 
Foundation  on  the  Arts  and  Humanities  Washington,  DC  20506 

06321  Division  of  Research  Grants  research  program,  1975.  [1975.]  cover  title, 

[1]     +  16  p.  4°     +     •Item831-B-1 

NF  3.2:R  31/2/975 

NATIONAL  GALLERY  OF  ART,  Smithsonian  Institution  Washington, 
DC  20560 

06322  National  Gallery  of  Art,  Extension  Service,  slide  lectures  and  films. 

[1975.]    cover   title,    [20]   p.il.oblong   24°    (Extension   Service.)     + 
•Item  917 

SI  8.2:S1  2/975 

NATIONAL  GUARD  BUREAU,  Defense  Dept.  Washington,  DC  20310 

NGB  pamphlet. 

06323  37-78.  Financial  administration:  Army  National  Guard,  fiscal  management  guide  for  State 

recruiting  and   retention   officers.    |  Apr.7,1975.)   cover   title,    15   p.   4°     |  Issued   with 

perforations.  Supersedes  NGB  Pam  37-78,  Dec.  14,  1973. |      +     •Item  358 

L.C.  card  7  CARDS  D  12.8:37-78 
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Technician  personnel  pamphlet. 

OM24  907.  National  Guard  technicians,  technician  handbook  |Mai  20,  1975  I  covei  title,  W 
r  il  4  [Replace*  rpP  907,  Mai  M.  1972  Issued  with  perforations.]  •  •Hem 
»58 

I)  12  ■ 

NATIONAL  HEART  AND  LUNG  INSTITUTE,  Health,  Education, 
and  Welfare  Dept.  Bethesda,  Ml)  20014 

<x>i;s  Analysis  of  current  pulmonary  research  programs,  fiscal  year  1974. 
[1975.]  [5]  +  75  p.  4°  (DHEW  publication  (NIH)  75-869;  Division 
of  Lung  Diseases.)     -     •Item  507-E-l 

HE  20.3202:P  96/2/974 

0O26  Fact  sheet,  extrasystoles.  [1974.]  [3]  p.  4°  (DHEW  publication  (NIH) 
75-733.)  [Prepared  by  Public  Inquiries  and  Reports  Branch,  OPCE.] 
+     •Item  507-E-l 

HE  20. 3202: Ex  8 

06327  First  annual  report  of  Director  of  National  Heart  and  Lung  Institute, 

submitted  to  President  of  United  States  for  transmittal  to  Congress 
of  United  States  in  accordance  with  Public  law  92-423.  Feb.  13. 1974. 
[194]  p.  il.  4°  (DHEW  publication  (NIH)  74-514;  [National  heart, 
blood  vessel,  lung  and  blood  program].)     +     •Item  507-E-4 

HE  20.3211/2:974 

NATIONAL  HIGHWAY  TRAFFIC  SAFETY  ADMINISTRATION, 
Transportation  Dept.  Washington,  DC  20591 

06328  Alcohol  crash  storv,  news  media  guide  [with  bibliography].  [Mar.  1975.] 

[1]     +  17  p.  il.     +     •Item982-D-1 

TD8.2:A1  1/12 

Consumer  aid  series. 

06329  v.    5,    pt.    1.    Brakes,    comparison   of   braking   performance    for    1975    passenger   cars   and 

motorcycles.  Jan.  1975.  cover  title,  xiii  •  40  p.  il.  oblong  X  (Compiled  from 
data  furnished  bv  vehicle  manufacturers  to  Jan  15,  1975.]  'Paper.  SI  .10.  Oltem 
982- D-9 

TD8.I4  2  5/1 

06330  Development  and  evaluation  of  structural  crashworthiness  system  for 

standard  size  automobile,  final  report  [with  list  of  references;  by 
Patrick  M.  Miller  and  James  E.  Greene].  Jan.  1975.  cover  tide.  [290] 
p.  il.  4°  (DOT  HS-801  317.)  [Prepared  under  contract  DOT-HS-053- 
2-487  by  Calspan  Corporation,  Buffalo,  N.Y.]  §  (Price  upon  applica- 
tion).    •Item  982-D- 1 

TD  8.2:1 

06331  Pedestrian  and  bicycle  traffic  safety  study.  Highway  safety  act  of  1973 

(sec.  214).  Mar.1975.  cover  title,  v  +  101  p.  il.  4°  (DOT  HS-801 
383.)     +     •Item  982-D-l 

TD  8.2P  34 

06332  Seminar  on  alcohol  and  safety,  training  for  social  and  health  care  per- 

sonnel, curriculum  development,  evaluation  and  conducting  pilot  test. 
participant's  manual  [with  bibliography].  Nov.  1974.  [3]  +  199  p.  il. 
4°  (DOT-HS- 168-2-286.)  [Issued  with  perforations.]  *  Paper.  S3. 10 
(S/N  5003-001 88).     •Item  43 1  -C-8 

TD  8.8: Al  1/7/participant's 
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NATIONAL  INSTITUTE  FOR  OCCUPATIONAL  SAFETY  AND 
HEALTH,  Health,  Education,  and  Welfare  Dept.  Rockville,  MD  20852 

06^  Films  and  filmstrips  on  occupational  safety  and  health.  Jan.  1975.  [56] 
p.  4°  ([Ghew  publication  (HIOSH)  75-128.])  *  Paper,$1.10.  •Item 
499-F-2 

HE  20.7102:F  48 

NIOSH  research  report. 

06334  Phase  1   in  development  of  criteria  for  industrial  and  firefighters'  head  protective  devices 

[with  list  of  references;  Jeff  I.  Kamin  ,  editor].  Jan.  1975.  viii  +  80  p.  il.  4° 
[HEW  publication  (NIOSH)  75-125];  Division  of  Laboratories  and  Criteria  Develop- 
ment.) [NIOSH  contract  HSM-99-72-86.]     *  Paper,  $1.45.     •Item  499-F-4 

HE  20.71 1 1:H  34 

06335  Occupational  safety  and  health  effects  associated  with  reduced  levels 

of  illumination,  proceedings  of  symposium,  Cincinnati,  Ohio,  July 
11-12,1974;  [compiled  and  arranged  by  Allan  P.  Heins  .]  March  1975. 
ix  +  149  p.  il.  4°  ([HEW  publication  (NIOSH)  75-142];  Division 
of  Laboratories  and  Criteria  Development.)  [Administrative  report.] 
+     ©Item  499-F-2 

HE  20.7102:11  6 

06336  Relationship    between    whole-body    vibration    and    morbidity    patterns 

among  motor  coach  operators  [with  list  of  references;  by]  George 
J.  Gruber  ,  H.  Haskell  Ziperman.  Sept.  1974.  [10]  +  54  +  [8]  p. 
il.  4°  ([DHEW  publication  (NIOSH)  75-104]  ;Division  of  Laboratories 
and  Criteria  Development.)  [Prepared  under  contract  HSM-99-72-047.] 
+  Office  of  Technical  Publications,  cincinnatti,  OH  45202  •Item 
499-F-2 

HE  20.7102:V  65 

06337  Working  with  silver  solder.  [Oct.  1966,  reprinted  1975.]  [6]  p.  il.  narrow 

8°  ([HEW  publication  (NIOSH)  75-133.])  *  Paper,  25c.  •Item  499- 
F-2 

HE  20.7102:Si  3 

NATIONAL  INSTITUTE  OF  ALLERGY  AND  INFECTIOUS 
DISEASES,  Health,  Education,  and  Welfare  Dept.  Bethesda,  MD  20014 

06338  Infectious  disease  research:  Strep  infections.  [1975.]  [2]     +  20  p.4° 

([DHEW  publication  (NTH)  75-775.])  [Prepared  by  Office  of  Research 
Reporting  and  Public  Response.]     +     •Item  505-A-l 

HE  20.3252:St  8 

NATIONAL  INSTITUTE  OF  DENTAL  RESEARCH,  Health, 
Education,  and  Welfare  Dept.  Bethesda,  MD  20014 

06339  Streptococcus    mutans,    and   dental   caries    [with   lists   of   references]. 

[1975.]  vii  +  51  p.  4°  (DHEW  publication  (NIH)  75-286.) 
[Proceedings  of  round  table  discussion,  May  10,  1973,  73d  annual 
meeting,  American  Society  for  Microbiology,  Miami,  Beach,  Fla. 
Prepared  by  National  Caries  Program.]     +     •Item  507-0-1 

HE  20.3402:C  19/3 

NATIONAL  INSTITUTE  OF  EDUCATION,  Health,  Education,  and 
Welfare  Dept.  Washington,  DC  20202 

06340  National  Institute  of  Education.  [1975.]  [8]  p.  narrow  8°  + 

HE  18.2: Ed  8 
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NATIONAL  INSTITUTE  OF  MENTAL  HEALTH,  Health,  Education, 
and  Welfare  Dept.  Chevy  Chase,  MI)  20015 

06341  Art  therapy,  bibliography.  Jan.  1940-Jun.  1973;  compiled  by  Linda  (iantt 

and  Marilyn  S.  Schmal.  [1974.]  vii  +  148  p.  U.  ([DHEW  publication 
(ADM)  74-51.])  [Compiled  in  collaboration  with  Graduate  Training 
Program  in  Art  Therapy,  George  Washington  University  and  Research 
Committee  of  American  Art  Therapy  Association.]  *  Paper,  SI. 45. 
•Item  507-B-9 

HE  20.8113:  A r  7/940-73 

06342  Behavior    modification,    perspective    on    current    issue    [with    list    of 

references;  by]  Betram  S.  Brown  ,  Louis  A.  Wienchkowski,  Stephanie 
B.  Stolz.  [1975.]  v  +  26  p.  4°  ([DHEW  publication  (ADM)  75- 
202.])     +     •Item  507-B-5 

HE  20.81 02 :B  39/2 

06343  Consumer's  guide   to   mental  health   services.    [1975.]    11    p. narrow  8° 

([DHEW  publication  (ADM)  75-214.])  *  Paper,30c.  (S/N  017-024- 
00435-9).     •Item  507-B-10 

HE20.8108:M52 

06344  Health    care    screening   and    developmental    assessment    [with   list   of 

references];  edited  by  Stephen  P.  Hersh  and  Stephen  Rojcewicz. 
[1974.]  vii  +  69  p.  4°  ([DHEW  publication  (ADM)  74-115.]) 
[Proceedings  of  first  National  Institute  of  Mental  Health/Medical  Ser- 
vices Administration  conference  on  Developmental  Assessment  under 
Medicaid's  Early  and  Periodic  Screening,  Diagnosis  and  Treatment 
Program;  Nov.  14-15,  1973,  Washington,  D.C.]  *  Paper,  $1.15. 
•Item  507-B-5 

HE20.8102:Scr6 

06345  Psychotherapy  change   measures,   report  of  Clinical  Research  Branch 

outcome  measures  project  [with  lists  of  references];  edited  by  Irene 
E.  Waskow,  Morris  B.  Parloff.  [1975.]  xi  +  327  p.  ([DHEW  publica- 
tion (ADM)  74-120];  Section  on  Psychotherapy  and  Behavioral  Inter- 
vention, Clinical  Research  Branch.)  *  Paper,  $3.05  (S/N  1724-00397). 
•Item  507-B-5 

HE  20.81 02:P  95/2 

06346  Schizophrenia  bulletin,   no.    10,   fall    1974   [with   bibliographies;   Loren 

R.  Mosher,  editor-in-chief].  [1974.]  cover  tide,  144  p.  il.  4°  ([DHEW 
publication  (ADM)  75-145.])  [Prepared  by  Center  for  Studies  of 
Schizophrenia.      +     •Item  507-B-7 

HE  20.8115:10 

NATIONAL  INSTITUTE  ON  ALCOHOL  ABUSE  AND 
ALCOHOLISM,  Health,  Education,  and  Welfare  Dept.  Rockville,  MD 

20852 

06347  From  program  to  people,  towards  national  policy  on  alcholism  services 

and  prevention.  1974.  cover  title,  40  p.  il.  4°  ([DHEW  publication 
(ADM)  75-155.])     +     •Item  498- C-l 

HE  20. 8302 :P  94 
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NATIONAL  INSTITUTE  ON  DRUG  ABUSE,  Health,  Education,  and 
Welfare  Dept.  Rockville,  MD  20852 

Research  issues. 

06348  8.  Cocaine  bibliography,  nonannotated;  prepared  by  Joel  L.  Phillips  .  Nov.  1974  Ipublished 

1975].  vi  +  131  p.il.4°  ([DHEW  publication  (ADM)  75-203.])  +  •Item  476-A- 
5 

HE  20.8214:8 

06349  9.  Drug   themes   in  science  fiction   [with   annotated  bibliography];  by   Robert  Silverberg 

.  Nov.1974.  vii  +  55  p.  4°  ([DHEW  publication  (ADM)  75-190.])  +  •Item  467- 
A-5 

HE  20.8214:9 

06350  10.  Drug  themes  in  fiction  [with  bibliographies];  by  Digby  Diehl  .  Nov.  1974.  vii 

+  40  p.  4°     *  Paper,  $1.05.     •Item  467-A-5 

HE  20.8214:10 

NATIONAL  INSTITUTES  OF  HEALTH,  Health,  Education,  and 
Welfare  Dept.  Bethesda,  MD  20014 

06351  Asi  que  tengo  las  caracteristicas  de  las  celulas  falciformes;  [by  Cynthia 

Kaufman].  [1975.]  [20]  p.  32°  ([DHEW  publication  (NIH)  75-749.)] 
[Copyright  1972,  reprinted  with  permission.  Authorized  and  approved 
by  National  Sickle  Cell  Program.]  + 

HE  20.3002:Si  1 /Spanish 

Public  Health  Service  grants  and  awards,  fiscal  year  1974  funds  and 
fiscal  year  1973  released  funds. 

06352  pt.l.  Research  grants.  [1975.]  xv     +  449  p.  (DHEW  publication  (NIH)  75-494.)  [Prepared 

by  National  Institutes  of  Health,  Division  of  Research  Grants,  Statistics  and  Analysis 
Branch.]     *  Paper,  $4.00.      •Item  507-D 

HE  20.301 3:974/pt.l 

06353  pt.3.   National   Institutes   of  Health  research  and  development  contracts.   [1975.]   xi     + 

87  +  [2]  p.  (DHEW  publication  (NIH)  75-496.)  [Prepared  by  National  Institutes 
of  Health,  Division  of  Research  Grants,  Statistical  Analysis  Branch.]  *  Paper,$1.30. 
•Item  507-D 

HE  20.301 3:974/pt.3 

06354  Research   advances,  1975.   Jan.1975.    104  p.il.   4°    (DHEW  publication 

(NIH)  75-3.)  [Illustration  on  cover  is  colored.]     +     #Item  507 

HE  20. 3002: R  31 

NATIONAL  LABOR  RELATIONS  BOARD  Washington,  DC  20570 

06355  Classified  index  of  National  Labor  Relations  Board  decisions  and  re- 

lated   court   decisions.   June    1974.    cover   title,   v     +    669   p.   4° 
[Prepared  by  Legal  Research  and  Policy  Planning  Branch,  Division 
of  Advice,  Office  of  General  Counsel.]     *  Paper,  $16.00  a  yr.  (basic 
and  supplementary  material);  add  $4.00  for  foreign  mailing.      •Item 
826 

LR  1.8/6:970-74 

06356  Decisions  and  orders  of  National  Labor  Relations  Board  v.  205  July 

18-Sept.l2,1973.  1975.  xiii  +  1194  p.  4°  *  Cloth,  $11.50  (S/N  3100- 
00139).    •Item  826 

LR  1.8:205 

06357  Decisions  and  orders  of  National  Labor  Relations  Board,  v.204,  June 

6-23,  1973.  1975.  xiii  +  1177  p.  4°  *  Cloth,  $16.05  (S/N  3100- 
00138).     •Item  826 

LR  1.8:204 

06358  Outline  of  law  and  procedure  in  representation  cases.  June  1974.  xviii 

+   415   p.  (Office   of  General  Counsel.)   [Issued  with  perforations, 
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with  marginal  index  tabs  showing  chapter  titles.)     *  Paper,  $5.60  (S/N 
3100-00145).     •Item  X27-A 

I.R  1 .6/2:1.  41 

NATIONAL  LIBRARY  OF  MEDICINE,  Health,  Education,  and 
Welfare  Dept.  Bethesda,  MD  20014 

06359  Current  bibliography  of  epidemiology,  guide  to  literature  of  epidemiolo- 

gy, preventive  medicine  and  public  health  [v.6,1974].  [1975.]  [4] 
+      371     +      1032     p.     4°     (DHEW     publication     (NIH)      75-446.) 
[Cosponsored    by    American    Public    Health    Association.]     *  Cloth, 
$28.25.     •Item508-H-3 

HE  20.3617/2:6 

Literature  search  (series). 

06360  74-20.  Adverse  effects  of  oral  contraceptives.  Jan.  1970-June  1974,  943  citations;  prepared 

by  Geraldine  D.  Nowak  .  |1974.|  |1|      t  65  p.  4°     [Updates  Literature  search  70-2. | 
+     •Item  508-H-l 

HE  20.3614/2:74-20 

06361  Notes  for  medical  catalogers,  no.  14.  Nov.   1974.  33  p.  4°     +     •Item 

508-E-2 

HE  20.3611:14 

06362  On-line  services  reference  manual.  Mar.  1975.  [315]  p.  4°    (MEDLARS 

Management  Section,  Bibliographic  Services  Division.)  [Issued  with 
perforations.]     +     •Item  508- F 

HE  20.3608:On  1 

NATIONAL  MARINE  FISHERIES  SERVICE,  Commerce  Dept. 
Washington,  DC  20230 

Current  fishery  statistics. 

06363  6700.    Fisheries   of    United   States,    1974.    Mar.    1975.    vi      +    98   p.    il.   4°     (Prepared    by 

Statistics  and  Market  News  Division]     *  Paper,  SI. 70.     •Item  610-A 

C  55.309/2:6700 

Data  report  NMFS-DR  (series). 

06364  91.   Phytoplankton   pigment  and   production   measurements    in  California  current  region. 

1969-72   |with   list   of   literature   cited;    by)   R.   W.   Owen    ,   jr.   and   C.    K.   Sanchez. 
Nov. 1974.  [3]      +  185  p.  il.  4°  + 

C  55324:91 

06365  Mollusks   and  crustaceans  of  coastal  United   States   [colored   poster]. 

[1975.]  48  x  30  in.  (National  Fisheries  Education  Center.)     *  Plastic 
coated  paper,  $3.20  (S/N  0320-0087). 

C55.315:M73 

NATIONAL  OCEAN  SURVEY,  Commerce  Dept.  Washington,  DC 
20235 

06366  Great  Lakes  pilot,  1975.  Mar.  1975.  645  p.  il.  4°     (Lake  Survey  Center.) 

[Bearings  are  true  and  distances  are  expressed  in  statute  miles.  Sup- 
plements information  given  upon  charts  published  by  Lake  Survey 
Center.  Supersedes  all  previous  pilots  for  above  named  waters.] 
+  Distribution  Division.  C44,  nos.  Rivcrdale,  MD  20840    •Item  338 

C  55.420:975 

06367  Tide  tables  1976,  high  and  low  water  predictions,  east  coast  of  North 

and   South  America   including  Greenland.    1975.   vi     +    290  p.   il.4° 
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[Illustration  on  p. 2  of  cover.  Text  on  p. 3  of  cover.  Includes  Publica- 
tions relating  to  tides  and  tidal  currents.]     +     •Item  197 

C  55.421/2:976 

06%8  United  States  coast  pilot  7,  Pacific  Coast,  California,  Oregon,  Washing- 
ton and  Hawaii.  11th  edition,  June  1975.  [1975.]  vii  +  395  +  25 
+  20  p.  4°  [Corrected  through  Local  notices  to  mariners  issued 
by  Coast  Guard  District  Commanders,  Jan. 28, 1975;  Weekly  notices 
to  mariners  published  by  Defense  Mapping  Agency  Hydrographic 
Center,  no.  10,  Mar. 8, 1975.]     +     •Item  206 

C  55.422:7/11 

NATIONAL  OCEANIC  AND  ATMOSPHERIC  ADMINISTRATION, 
Commerce  Dept.  Washington,  DC  20235 

06369  Draft   environmental   impact   statement  for  proposed   NOAA   western 

regional  headquarters  facility  development,  Sand  Point,  Seattle, 
Wash.,  administrative  action  as  required  by  National  environmental 
policy  act.  [1975.]  viii     +  86  p.  il.  4°     +     •Item  250-E-2 

C  55.2:Sa  5 

Federal  coordinator  for  meteorological  services  and  supporting  research 
FCM  (series). 

06370  75-2.   National  hurricane   operations  plan.   June    1975.   v     +    117  p.   il.  4°     (Map  on  p.2 

of  cover.)  +       •Item  250-E 

C  55.12:75-2 

06371  Federal  plan  for  meteorological  services  and  supporting  research,  fiscal 

year   1976.   Apr.  1975.   iv     +   80   p.   il.  4°    (Federal  Coordinator  for 
Meteorological  Services  and  Supporting  Research.)     *  Paper, $1.45. 
•Item  208-B-4 

C  55.16/2:976 

06372  International    Field    Year    for    Great    Lakes,    IFYGL    bulletin    no.13, 

February  1975.  [1975.]  ii     +  84  p.  il.  4°      +     •Item  250-E-10 

C  55.21:13 

06373  Manned  undersea  science  and  technology,  fiscal  year  1974  report.  Apr. 

1975.  iv  +  51  p.  il.  4°  (MUS&T  ,FY-74.)  *  Paper,  $1.10.  •Item 
250-E- 12 

C  55.29:974 

NOAA  technical  memorandum.  (Environmental  Data  Service,  Silver 
Spring,  Md.) 

06374  EDS    BOMAP-14.    Geostrophic    motion     for    BOMEX    oceanic    volume    [with    list    of 

references;    by]    Victor   E.    Delnore    .    Mar.    1975.    iii      +    24   p.    il.   4°     (Center   for 
Experiment  Design  and  Data  Analysis.)     §  (Price  upon  application). 

C  55.13/2:EDS  BOMAP-14 

NOAA  technical  memorandum.  (Environmental  Research  Laboratories, 
Boulder,  Colo.) 

06375  ERL  GLERL-1.  Lake  Ontario  basin,  overland  precipitation,   1972-73  [by  David  C.  Norton 

].   Mar.1975.   iv    +    12   p.  il.  4°     (Great   Lakes   Environmental   Research    Laboratory, 
Ann  Arbor,  Mich.)  + 

C  55.13/2:ERL  GLERL-1 

NOAA  technical  memorandum.  (National  Environmental  Satellite  Ser- 
vice.) 

06376  NESS    61.    Potential    value   of   earth   satellite   measurements   to   oceanographic    research 

in    southern   ocean    [with   list   of   references;   by]    E.    Paul    McClain    .   Jan.    1975.    ii 
+  18p.il.  4°     §  (Price  upon  application). 

C  55.13/2:NESS  61 
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06377  NESS  '>4    Central  processing  and  analysis  of  geostaUonarj   satellite  data  |wnh  list  of 

references |.  b\  C!  Bristol  .  editor  Mar. 1 973  m  •  155  p  il  4  !;(,2  -Item 
208- D-7 

C  55.13/2:NESS  '.4 

NOAA  technical  memorandum.  (National  Weather  Service,  Silver 
Spring,  Md.) 

06378  NWS-TDL-54.    Climatolog)     Of    I  .ike     trie    storm    surges    at    Huffalo    and    Toledo    [with 

list  of  references.  b>  |  N  Arthur  Pore  .  Merman  P  Perrotli  and  William  S  Richard 
son  Mar  ls>7<v  [3]  •  2'  p  il  4  (Techniques  Development  laboratorv  )  |  (Price 
upon  application! 

C  55.13/2:NWS-TDL-54 

NOAA  technical  report.  (Environmental  Research  Laboratories, 
Boulder,  Colo.) 

06.379         ERL     298  WPl      3|      Development     of    portable     acoustic     echo     sounder     |wilh    list    of 
references,  bv|  Edward  J    Owens     Mav   1974    vi      -   41  p.  il.  4°     *  Paper, 85c. 
•Item  208- B  7 

I3:ERL  298-WPI.  31 
06380         F.RI.    299-WPL    32     Fconomic    appraisal    of    real-time    synoptic    sea  state    measurements 
by  over-the-hori/on  radar  (with  list  of  references;  hvj  R.  S    Rhodes  .  R.  B.  Chadwick, 
May  1974   vii      ♦  74  p.  il,  4°     •  Paper.S1.50.     •Item  208-B-7 

C  55.I3KRI.  299-WPI.  32 

06.381  F.RI.    300-0D    12.    Fnvironmental   research    laboratories    radiation    programs,    requirements 

and  recommendations  (with  list  of  references;  by]   F.dwin   Flowers   ,  Gary   Herbert. 

Douglas  Hoyt.  Peter  Huhn,  Syukuro  Manabe.  Rudolf  Pueschel.   I  ois  Stearns.   Kirby 

Hanson,  editor.  Mav  1974.  iii      +  22  p.  il.  4'     •  Paper,  65c.     •Item  208-B-7 

C  S5.13:ERL  300-0D  12 

06382  F.RI.   314-WPI.   36.   Search   for   most   unstable   scales   of  disturbances   in   three  layer  at- 

mospheric models  with  shear  and  static  stabiliu  procedure  and  results  [with  list 
of  references;  by]  W.  R.  Moninger  .  Dec.  1974  iii  *  78  p  il.  4°  •  Paper, SI  45 
•Item  208-B-7 

C  55.I3FRI.  314-WPI.  36 

06383  ERL-315-SEL   32.    Introduction   to   solar-terrestrial   phenomena   and   Space   Environment 

Services  Center  |with  bibliographies;  bv|  Stephen  J.  Mangis  .  Jan. 1975.  v  +  63 
p.  il.  4°     •  Paper,  SI. 30.     •Item  208-B-7 

C  55.13:ERL-315-SEL  32 

06384  Numerical  model  for  prediction  of  transient  water  quality  in  estuary 

networks  [with  list  of  references];  by  James  E.  Dailey  and  Donald 
R.F.  Harleman.  Oct.  1972.  226  p.  il.  4°  (Office  of  Sea  Grant;  R72- 
72;  DSR  72602;  DSR  73479;  DSR  73986.)  [Prepared  through  cohernet 
area  project  grant  GH-88  and  2-35150  by  Ralph  M.  Parsons  Laborato- 
ry for  Water  Resources  and  Hydrodynamics,  Dept.  of  Civil  Engineer- 
ing, Massachusetts  Institute  of  Technology,  report  158.  Cosponsored 
by  National  Environmental  Research  Center,  Office  of  Research  and 
Monitoring,  Environmental  Protection  Agency,  Corvallis,  Oreg.  under 
grant  R800429.  Some  pages  printed  as  leaves.]  + 

C  55.2:W  28 

06385  Report    to    Congress    on    ocean    pollution,    overfishing,    and    offshore 

development,  July  1973-June  1974,  submitted  in  compliance  with  sec. 
202(c),  title  2  of  Marine  protection,  research,  and  sanctuaries  act 
of  1972,  Public  law  92-532  [with  list  of  references],  Jan.  1975.  vi 
+  77  p.  il.  4°     *  Paper,  SI. 45.     ©Item  250-E-2 

C  55.2:Oc  2 

06386  Space   environmental    vantage   point.    [Rev.    1974.]    [1974.]   cover  title. 

36  p.  il.  oblong  8°  ([NOAA/PA  70033.])  [Table  of  contents  on  p. 
2  of  cover.]     *  Paper,S1.15  (S/N  0317-00259).     •Item  250-E-2 

C  55.2:Sp  1/974 

06387  Weather  modification,  summary  report,  fiscal  year  1973  [with  list  of 

references],  Dec. 1974.  v  +  154  p.  il.  *  Paper,  $1.75.  •Item  834- 
R 

C  55.27:973 
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NATIONAL  PARK  SERVICE,  Interior  Dept.  Washington,  DC  20242 

06388  Environmental  assessment  for  project  1-A(2),  B(2)  and  12(2),  bituminous 

surfacing  Norris  Canyon,  Yellowstone  National  Park.  [1974.]  cover 
title,  i  +  25  p.  il.  4°  [Prepared  by  Federal  Highway  Administration. 
Some  pages  printed  as  leaves.]     # 

I  29.2:N  79/2 

06389  Farm  in  colonial  Virginia  [colored  poster];  art  by  Alan  E.  Cober  and 

text  by  Robert  Grogg  .  1974.  29  x  39  in.  *  Plastic  coated  paper, 
$1.45  (S/N  2405-00550). 

I  29.20: V81 

06390  Fire  Island  National  Seashore,  N.Y.  [colored  poster].  [1974.]  42  x  28 

in.     *  Paper,  $1.45  (S/N  2405-00557). 

I  29.20:F  51/5 

Historic  resource  study. 

06391  Colonial  Yorktown's  main  street,  National  Historical  Park,  Va.  [with  bibliography];  by 

Charles  E.  Hatch  ,  jr.  Mar.  1974.  cover  title,  xii  +  244  +  [1]  p.  il.  4°  ([Denver 
Service  Center  Historic  Preservation  Team.])  [Some  pages  printed  as  leaves]     # 

I  29.58/3:Y  8 

06392  Common  cause  of  America,  study  of  1st  Continental  Congress,  Independence  National 

Historic  Park,  Pa.  [with  bibliography];  by  Richard  Tyler  .  Mar.  1974.  x  +  232 
p.  il.  4°     (Denver  Service  Center  Historic  Preservation  Team.)     # 

I  29.58/3:  In  2 

06393  William  Floyd  Estate,  Fire  Island  National  Seashore,  N.Y.  [with  bibliography];  by  Ricardo 

Torres-Reyes  .  June  1974.  vii  +  93  p.  il.  4°  (Denver  Service  Center  Historic  Preser- 
vation Team.)  [Title  on  cover  is:  Fire  Island,  William  Floyd  Estate,  National 
Seashore,  N.Y.  Some  pages  printed  as  leaves.]     # 

I  29.58/3:F  51 

06394  How  to  travel  in  Mount  McKinley  National  Park,  Alaska.   Jan.  1975. 

2  p.  il.  narrow  large  8°  folded  into  24°  size.     +     •Item  651 

I  29.6:M  86/27 

06395  National  parks,  nature  [colored  poster;  painted  by  Ben  Shahn].   1974. 

42  x  28  in.     *  Plastic  coated  paper,  $1.50. 

I  29.20:N  21 

06396  Public  use  of  National  Park  System,  fiscal  year  report,    1974.  Oct. 

1974.  iv     +  66  p.  il.  narrow  8°     ([NPS  publication  125.]) 

I  29.63:974 


NATIONAL  SCIENCE  FOUNDATION  Washington,  DC  20550 

06397  Analysis  of  Federal  R&D  funding  by  function,  fiscal  years    1969-75. 

[1974.]  x  +  69  p.  il.  oblong  8°  (Surveys  of  Science  Resources  Se- 
ries; NSF  74-313.)  [Related  publications  of  p.  2-3  on  cover.]  *  Paper, 
$2.25.     •Item  834-T 

NS  1.22:F  96/969-75 

06398  Consumers  guide  to  instructional  scientific  equipment;  [edited  by  Ruth 

Ann  Verell  and  Robert  F.  Watson].  [1975.]  [1]  +  vii  +71  p.  4° 
(Office  of  Experimental  Projects  and  Programs;  [E  75-43].)  [How 
to  use  this  guide  on  p.  2  of  cover.]  *  Paper,  $1.50.  •Item  834- 
R 

NS  1.20:Sci2 

06399  Demand  analysis  solar  heating  and  cooling  of  buildings,  phase  1  report: 

Solar  water  heating  in  Florida,  1923-74,  Lending  institutions  attitudes 
toward  solar  heating  and  cooling  of  residences;  by  Jerome  E.  Scott 
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,  Ronald  W.  Melicher,  Donald  M.  Sciglimpaglia.  Dec.  1974.  vii  + 
169  p.  il.  4°  (NSF-RA-N-74-190.)  [Research  supported  by  National 
Science  Foundation  Research  Applied  to  National  Needs  (RANN) 
under  grant  GI-42508.]  *  Paper,$2.45  (S/N  038-OOO-0O2O7-4).  •Item 
834-C 

NS  1.2: So  4/12 

Initial  reports  of  Deep  Sea  Drilling  Project.  [Project  planned  and  car- 
ried out  with  advice  of  Joint  Oceanographie  Institutions  for  Deep 
Earth  Sampling  (JOIDFS).] 

06400  v.3l.   Covering  leg   31    of   (.rinses   of   drilling   vessel   Glomar   Challenger,    Apra.   Guam   to 

Hakodate.    Japan.    June-Aug.    1V7*    |with    lists    of    references!.    Science    editor.    Stan 
M.  White  .  [Ma)    1975.]  \\i      I    927  p    il    I  pi    in  pocket.  4"     ([NSFSP-31.])  [Illustrated 
lining  papers.    National  Ocean   Sediment  Coring   Program   under  contract   C-4K2   b\ 
University  of  California.  Scripps  Institution  of  Oceanography  |      *  Cloth.  $17.40. 
•Item  834-C 
I..C.  card  74-603338  NS  l.2:D  36/2/vJI 

06401  Report  to  the  President  and  Congress,  Federal  support  to  universities, 

colleges  and  selected  nonprofit  institutions,  fiscal  year  1972.  [1974.] 
x  +  136  p.  il.  oblong  8°  (NSF  74-305.)  *  Paper,  $2.45  (S/N  3800- 
00180).  . 

'  NS  1.30/2:972 

06402  Report  to  the  President  and  Congress,  Federal  support  to  universities, 

colleges  and  selected  nonprofit  institutions,  fiscal  year  1973.  [1975.] 
x  +  156  p.  il.  oblong  8°  (Surveys  of  Science  Resources  series; 
NSF  75-304.)     *  Paper,  $3.25.     •Item  834 

NS  1 . 22: F  96/2/973 

06403  Research  and  development  in  State  government  agencies,  fiscal  years 

1972  and  1973  [with  list  of  selected  bibliography;  by]  Eleanor  Stod- 
dard ,  [assisted  by  Howard  Cihak].  [1975.]  viii     +  63  p.  il.  4° 
(Surveys  of  science  resources  series;  NSF  75-303.)  [Prepared  in  Divi- 
sion of  Science  Resources  Studies.]     *  Paper, $1 .80.      •Item  834-T 

NS  1.2:St  2/972-73 

Reviews  of  data  on  science  resources. 

06404  23.    R    and   D   expenditures   of   State    public    institutions,   fiscal    year.    May    1975.    II    p. 

il.  4°     (NSF  75-311.)  (Prepared  in  Government  Studies  Group,  Division   of  Science 
Resources  Studies]     *  Paper.  35c.       •Item  834  G 

NS  1.11/2:23 

064os  Science  resources  studies  highlights:  1972  scientist  and  engineer  popula- 
tion redefined.  Apr.  11,  1975.  8  p.  il.  4°  (NSF  75-305.)  [Prepared 
by  Manpower  Utilization  Studies  Group,  Division  of  Science 
Resources  Studies.]  + 

NS  1.31  :G  75/5 

06406  Technology   and   cities,   partners   for  progress;    [edited   by   Daniel   W. 

Gottlieb  ].  [1975.]  vii  +  [1]  +66  p.  il.  ([NSF  74-50.])  *  Paper. 
$1.00  (S/N  038-000-00213-9).     •Item  834-C 

NS  1.2:T  22/10 

06407  Young    and    senior    science    and    engineering    faculty,    1974,    support, 

research  participation,  and  tenure;  [prepared  by  Charles  H.  Dickens 
].  [1975.]  vi     +  61   p.  oblong  8°    (NSF  75-302;  [Manpower  Studies 
Section,  Division  of  Science  Resources  Studies].)     *  Paper,  $1.70. 
•Item  834-C 

NS  1.2:F  11/974 

§For  Sale  bv  National  Technical  Information  Service, 

Springfield.  V A  22151 
•Sent  to  Depository  Libraries  Page  131 


Government  Publications 

NATIONAL  TECHNICAL  INFORMATION  SERVICE,  Commerce 
Dept.  Springfield,  VA  22161 

06408  Government  reports  annual  index    1974  [v.74,  nos.1-26].   [1975.]  6  v., 

cover  tides,  [5850]  p.  4°  §  Cloth,  $125.00  per  set  (6  vols.),  add  $35.00 
for  foreign  mailing.     •Item  270 

C  5 1.9/4:974/ v.74/ 1-26/sec.  1-6 

06409  Institutional  and  legal  constraints  to  cooperative  energy  research  and 

development.  Mar.  1975.  cover  title,  vi  +167  p.  4°  [Prepared  by 
Industrial  Research  Institute,  Inc.  for  Commerce  Technical  Advisory 
Board.]     §  Paper,$6.25  (PB-240  929).     •Item  271 

C  51.2:En2 

NATIONAL  TRANSPORTATION  SAFETY  BOARD,  Transportation 
Dept.  Washington,  DC  20590 

Aircraft  accident  report  NTSB-AAR  (series). 

06410  75-7.  Trans  World  Airlines,  Inc.,  Boeing  707-331B,  N8734  in  Ionian  Sea,  Sept.  8,   1974; 

adopted  Mar.  26,  1975.  [1975.]  iii     +  41  p.  il.  4°     (File  1-0024.)     §  (Price  upon  applica- 
tion). 

TD  1.112:75-7 

06411  Preliminary  statistical  analysis  of  aircraft  accident  data,  U.S.  civil  avia- 

tion, 1974.  Feb.  26,  1975.  v  +  49  p.  4°  (NTSB-APA-75-1.)  §  (Price 
upon  application). 

TD  1.113/6:974/prelim. 

NATIONAL  WEATHER  SERVICE,  Commerce  Dept.  Washington,  DC 
20235 

06412  Marine  weather  services.  [1975.]  [6]  p.  il.  narrow  8°  size.  ([NOAA/PA 

74034.])     *  Paper,  25c.     ©Item  275 

C  55. 102:M  33/975 

06413  Severe  local  storm  warning  service  and  tornado  statistics,  1953-73.  [Rev. 

1974.]  [1974.]  [6]  p.il.narrow  large  8°  ([NOAA/PA  70014.])  *  Paper, 
30c.     •Item  275 

C  55. 102: St  7/2/953-73 

06414  Tornado  safety  rules  in  schools.  [Rev.   1975.]  [1975.]  [4]  p.  il.  narrow 

large  8°    ([NOAA/PA  74025.])     *  Paper,25c.     •Item  278-A 

C55.106:T63/2 

NAVAL  FACILITIES  ENGINEERING  COMMAND,  Defense  Dept. 
Washington,  DC  20360 

06415  Southeast  Asia,   building  bases,   history  of  construction  in   Southeast 

Asia;  by  Richard  Tregaskis  .  [1975.]  xviii  +  466  p.  il.  *  Paper, 
$4.10  (S/N  0847-00171).     •Item  418 

D  209.2:As  4 

NAVAL  OBSERVATORY,  Defense  Dept.  Washington,  DC  20350 

06416  Air  almanac,   1975,   Sept.-Dec.   1974.  cover  title,  487-732     +    F  4     + 

A  84  p.  il.  4°  [Text  on  p.  2-4  of  cover.  The  F4  pages  of  collation 
consist  of  Navigational  star  chart  mounted  on  cloth,  with  Stars 
Sept.-Dec.  1975.  Interpolation  of  moonrise,  moonset  for  longitude, 
Star  index  on  verso.  Produced  jointly  by  Nautical  Almanac  Office 
United  States,  Naval  Observatory  under  authority  of  Secretary  of 
the  Navy,  London:  Air  Publication  1602  published  by  Order  of  Secre- 
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tary  of  State  for  Defense.]  *  Stiff  board,  $8.45  (S/N  008-054-00064- 
9).     •Item  393 

D  213.7:975/3 

06417  Astronomical  papers  prepared  for  use  of  American  ephemeris  and  nauti- 

cal  almanac;    v. 22,    pt.2,    Discussion    of   observations    of    Neptune, 
1846-1970;  [by  Edward  S.  Jackson  ].  1974.  [1]     +  95-204  p.  4° 
[Published   by   Nautical   Almanac    Office,    U.S.    Naval   Observatory, 
by  direction  of  Secretary  of  Navy  and  under  authority  of  Congress.] 

*  Paper,$3.10  (S/N  0854-0061).     •Item  396 

D213.9:22/pt.2 

NAVAL  OPERATIONS  OFFICE,  Defense  Dept.  Washington,  DC 
20390 

06418  U.S.  life  lines,  imports  of  essential  materials,    1967,   1969,   1971,  and 

impact  of  waterborne  commerce  on  Nation  [with  bibliography].  Nov. 
1974.  [1975.]  84  .p.  il.  oblong  8°  (OpNav-09D-Pl  (revised).)  [Text 
on  p.  2  and  illustration  on  p.  3  of  cover.]     +     •Item  399 

\  D  207.2:L  62/967-71 

NAVAL  PERSONNEL  BUREAU,  Defense  Dept.  Washington,  DC  20390 

06419  Bureau   of  Naval   Personnel   manual,   Change  4/75.   Apr.  1975.   [99]   p. 

4°    (BUPERSMAN,  NAVPERS  15791B.)  [Issued  with  perforations.] 

*  Paper,  $41.35  (basic  and  supplementary  material  for  indefinite 
period);  add  $10.35  for  foreign  mailing.     •Item  403-A 

D  208.6/2:969/ch.4/75 

06420  Manual    for    messes    ashore,    Change    9.    Apr.28,1975.    [28]    p.    4° 

(NAVPERS  15951.)  [Issued  with  perforations.  Includes  list  of  effec- 
tive sheets.]     #    •Item  403-A 

D  208.6/3 :M56/ch.9 

06421  Phase  2,  equal  opportunity/race  relations  program,  equal  opportunity 

program  specialist  consultant  guide,  v. 1-2  [with  bibliographies].  [1975.] 
2  v.,  cover  tides,  [255]  p.  il.  4°  (NAVPERS  15259-60.)  [Issued  with 
perforations.]     #     •Item  403-A 

D  208.6/3 :Eq2/v.  1-2 

06422  Register   of  retired   commissioned   and   warrant   officers,   regualr  and 

reserve,  of  Navy,  Sept.30,1975,  supplemental  edition.  [1975.]  cover 
tide,  vii  +  44  p.  4°  (NAVPERS  15,939.)  *  Paper,$1.10.  •Item 
405 

D  208.1 2/3 :974/supp. 

NAVAL  RESEARCH  OFFICE,  Defense  Dept.  Washington,  DC  20390 

NRL  report.  (Naval  Research  Laboratory.) 

06423  7824.    Satellite    spin   axis    control;    [by]    Duncan   Grant   .    Dec.    31,    1974.   cover   title,    iii 

+  17  p.  il.  4°  (Naval  Air  Systems  Command.)  [NRL  problem  A0I-20A.  project 
WF  52-551-701.]     §  (Price  upon  application.  AD-A005395). 

D  210.8:7824 

06424  7827.  Horizontal-gradient  acoustical  ray-trace  program  TRIMAIN  [with  list  of  references: 

by]  B.  G.  Roberts  ,  jr.  Dec.  16.  1974.  cover  title,  iii  +  132  p.  il.  4°  [NRL  problem 
S01 -36]     §  (Price  upon  application,  AD-A006254). 

D  210.8:7827 

06425  7832.    Microprogrammed    benchmarks    for    microprogrammed   control   unit   of   AN/UYK- 

17(XB-1)  (V)  signal  processing  element  [with  list  of  references;  by]  Honey  Sue 
Elovitz  .  Jan.  31,  1975.  cover  title,  iv  +  148  p.  il.  4°  (Naval  Air  Systems  Command 
and  Naval  Electronics  Systems  Command,  Navy  Dept.)  [NRL  problem  B02-06/B02- 
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10;  NAVAIR  WF  21-241-601;  NAVELEX  XF  21-241-019.]  §  (Price  upon  application, 
AD-A006649). 

D  210.8:7832 

06426  7833.    Evaluation   of  algorithms   for  linear  array   beamforming  on   AN/UYK-17   (XB-1) 

(V)  signal  processing  element  [with  list  of  references;  by]  Judith  N.  Froscher  . 
Jan.  28,  1975.  cover  title,  iii  +  48  p.  il.  4"  ([Naval  Air  Systems  Command.]) 
[NRL  problems  B02-16,  B02-20;  projects  ZF1 1-121-003  &  W21W7.]  §  (Price  upon 
application,  AD-A006251). 

D  210.8:7833 

06427  7838.   Laser-fusion  studies  at  NRL,  report  to  AEC  for  period  July   1973   -  June   1974 

[with  bibliographies;  edited  by  J.  A.  Stamper  and  L.  S.  Levine].  Oct.  1974.  cover 
title,  vi  +  185  p.  il.  4°  [NRL  problem  77  H02-34.  AEC  contract  AT(04-3)-878.] 
§  (Price  upon  application,  AD-A006250). 

D  210.8:7838 

06428  7839.   Characteristics   of   crack   propagation   at   interface   between   two   dissimilar   media 

[with  lists  of  references;  by]  D.  R.  Mulville  .  Feb.  26,  1975.  cover  title,  iii  + 
55  p.  il.  4°  [NRL  problems  F01-04  and  F01-14;  projects  RR  023-03-45-5451  and 
SF  54-544-701-12432.]     §  (Price  upon  application,  AD-007293). 

D  210.8:7839 

06429  7846.   Improvements  in   routing  for  packet-switched  networks   [with   list  of  references; 

by]  Caldwell  McCoy  ,  jr.  Feb.  18,  1975.  cover  title,  ix  +114  p.  il.  4°  [NRL 
problem  S01-61;  ARPA  order  2275.]     §   (Price  upon  application,  AD-A006652). 

D  210.8:7846 

06430  7849.   Water  vapor  measurements  over  eastern  Pacific   Ocean  at   180-millibar  pressure 

level  [with  list  of  references;  by]  Henry  J.  Mastenbrook  .  Jan.  22,  1975.  cover 
title,  iii  +  8  p.  il.  4°  [NRL  problem  A03-09;  DOT-AS-30065.]  §  (Price  upon  appli- 
cation, AD-A005396). 

D  210.8:7849 

06431  7850.  Wind  wave  studies:  pt.  2,  Parabolic  antenna  as  wave  probe  [with  list  of  references; 

by]  Tyrone  R.  Larson  and  John  W.  Wright.  Dec.  31,  1974.  cover  title,  iii  +  20 
p.  il.  4°  [NRL  problem  R07-17;  program  element  WR021-01-002.]  §  (Price  upon 
application,  AD-006554). 

D  210.8:7850 

06432  7851.   Elasto-chemical   theory   of  grain   boundaries   [with   list  of  references;   by]   R.   A. 

Masumura  and  M.  E.  Glickman.  Feb.  14,  1975.  cover  title,  iii     +  41  p.  il.  4° 

[NRL  problem  M01-23;  project  RR  022-01-46-5430.]     §  (Price  upon  application,  AD- 

A006653). 

D  210.8:7851 

06433  7853.   X-ray-line-profile  analysis  of  titanium  alloys  [with  list  of  references;  by]  E.  A. 

Metzbower  .  Feb.  4,  1975.  cover  title,  iii  +  15  p.  il.  4°  [NRL  problem  M01- 
08;  project  RR  022-01-46.]     §  (Price  upon  application,  AD-A006654). 

D  210.8:7853 

06434  7862.  Program  for  copying  GEODATA  data  tape;  [by]  Marilyn  L.  Blodgett  and  James 

V.  Massingill.  Mar.1975.  cover  title,  iii  +  24  p.  il.  4°  §  (Price  upon  application, 
AD-A009796). 

D  210.8:7862 

06435  7863.   Program   for  plotting   annotated   track;   [by]   Marilyn    L.   Blodgett  and  James   V. 

Massingill.  Mar.1975.  cover  title,  iii  +  44  p.  il.  4°  #  (Price  upon  application, 
AD-A009770). 

D  210.8:7863 

06436  7868.   Effect  of  lower  ionosphere  on  propagation  of  waves  from  ELF/VLF  source  in 

magnetosphere  [with  list  of  references;  by]  R.N.  DeWitt  ,  Francis  J.  Kelly  and 
Gerald  A.  Chayt.  Apr.1975.  cover  title,  iii  +  18  p.  il.  4°  .  §  (Price  upon  application, 
AD-A010117). 

D  210.8:7868 

ONR  report  ACR-(series). 

06437  203.  Ninth  symposium,  naval  hydrodynamics:  v.  1,  Unconventional  ships  ocean  engineer- 

ing, Aug.  20-25,  1972,  Paris,  France  [with  lists  of  references;  edited  by]  R.  Brard 
[and]  A.  Castera.  [1975.]  xxii  +  1108  p.  il.  [Sponsored  by  Office  of  Naval  Research, 
Ministere  d'Etat  Charge  de  la  Defense  Nationale,  and  Association  Technique 
Maritime  et  Aeronautique.]     *  Cloth,  $15.55  (S/N  0851-00062).     •Item  407-D 

D  210.15:ACR-203/v.l 

06438  203.  Ninth  symposium,  naval  hydrodynamics:  v.  2,  Frontier  problems,  Aug.  20-25,  1972, 

Paris,  France  [with  lists  of  references;  edited  by]  R.  Brard  [and]  A.  Castera.  [1975.] 
xii  +  1109-2012  p.  il.  [Sponsored  by  Office  of  Naval  Research,  Ministere  d'Etat 
Charge  de  la  Defense  Nationale,  and  Association  Technique  Maritime  et  Aeronau- 
tique.]    *  Cloth,  $13.55  (S/N  0851-00063).     •Item  407-D 

D210.15:ACR-203/v.2 

06439  207.  Ocean  Science  and  Technology  Division  report  availability  notice  spring  1975;  [edited 

by  Willian  V.  Kielhorn  ].  [1975.]  cover  title,  iv     +  334  p.  4°  + 

D  210.15:ACR-207 
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NAVAL  SEA  SYSTEMS  COMMAND,  Defense  Dept.  Washington,  DC 
20362 

06440  Ship   repair  contracting  manual   (repair  manual).    1974   edition.   [1974.] 

[793]  p.  4°  (NAVSEA  0900-LP-79-50109)  [Formerly  NAVSHIPS 
0900-014-8010.  Supersedes  Feb.  1969  edition  and  revision  1,  Sept.1970. 
Issued  with  perforations.]     #     •Item  412-B 

D211.6/2:R  29 

NAVAL  EDUCATION  AND  TRAINING  COMMAND,  Defense  Dept. 
Pensacola,  FL  32508 

Rate  training  manual. 

06441  Patternmaker   3   &    2.   |Revised    1973.)    1973   Ipublished    1974.1  cover  title,   vi     +    434  p. 

il.  4°  (NAVTRA  10578-C.)  IPrepared  by  Naval  Training  Publications  Detachment. 
Washington,  DC.  for  Chief  of  Naval  Education  and  Training.  Some  illustrations 
are  colored]  #  (Information  incorrect  as  to  sale  by  Superintendent  of  Documents). 
•Item  404 

1  D  207.208/2:P  27 

NAVY  DEPARTMENT,  Defense  Dept.  Washington,  DC  20350 

06442  Correspondence  manual,  HQMC  supplement.  May  2,   1975.   [85]  p.  4° 

(HQO  P5216.6D;  SECNAVINST  52.6.5B.)  [Issued  with  perforations. 
Cancells  HQO  P5216.6C  and  chap.7  of  HQO  P5000.12A.]  +  •Item 
370-A 

D201.6/12:C  81/supp. 

06443  Financial  management  of  resources,  operating  procedures.   Nov.  1974. 

cover  tide,  [392]  p.  4°  (NAVSO  P-3013-2;  Operationg  Forces,  Office 
of  Comptroller.)  [Issued  with  perforations.]     #     •Item  370 

D201.2:F49/3 

06444  Proceedings,  2d  symposium,  fluid-solid  surface  interactions,  sponsored 

by  Computation  and  Mathematics  Department,  Naval  Ship  Research 
and  Development  Center,  Bethesda,  Md.,  June  5-6,  1974  [with  lists 
of  references];  Hans  J.  Lugt  ,  editor.  [1974.]  [1]  +  xiv  +  183 
p.  il.  (Naval  Ship  Research  and  Development  Center,  Bethesda,  MD.) 
+     •Item  370 

D201.2:F67 

OCCUPATIONAL  SAFETY  AND  HEALTH  ADMINISTRATION, 
Labor  Dept.  Washington,  DC  20210 

Background  notes. 

06445  General  industry.  Revised  Mar.  1975.  [1975.]  cover  title.  [7]      +  52     +  [4]  p.  32" 

(OSHA  2201.)  [Last  4  pages  left  blank  for  notes]  'Paper,  SI.05  (S/N  029-015- 
00045-7).     •Item  766-D 

L  35.6/4:G  28/975 

06446  Employee  and  OSHA.  Mar.  1974.  cover  title,  [11]  p.  32°    (OSHA  2099.) 

*  Paper,  30c.  (S/N  2915-00029).      •Item  765 

L  35.2:Em  7 

Occupational  Safety  and  health  regulations  OSHA  (series). 

06447  2208.  Maritime  employment,  safety  and  health  regulations,   pt.   1915-9.  [June  1974]  cover 

tide,  [108]  p.  il.  4°  [Excerpts  from  Federal  register,  June  19,  1974]  •Paper.SI.45 
(S/N  2915-00033).     •Item  766-D 

L  35.6/2:2208 
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06448  OSHA  advisory  committee  support  and  operations  manual.   Oct.  1972. 

cover  title,  44  +  [76]  p.  il.  4°  (Office  of  Management  Services; 
[OSHA  2074].)  [Issued  with  perforations.]     # 

L  35.8:Ad  9 

OSHA  safety  and  health  standards  digest. 

06449  Construction  industry.  June  1974.  cover  title,  [2]     +  47  p.  small  4°    (OSHA  2202.)  [Text 

on  p.  2  of  cover.]      *  Paper,  65c.  (S/N  2915-00031).     •Item  766-D 

L  35.6/4:C  76 

06450  General   industry.   June    1974.   cover  title,    [2]     +    57  p.   small  4°    (OSHA   2201.)   [Text 

on  p.  2  of  cover.]     *   Paper ,75c.  (S/N  2915-00030).     •Item  766-D 

L  35.6/4:G  28 

06451  Principles   and   practices   of   occupational   safety   and   health,    student 

manual,  booklet  4.  [1974.]  97  p.  il.  4°  (OSHA  2216.)  [Programmed 
instruction  course.  Issued  with  perforations.]     +     •Item  764-D 

L  35.8:P  93/bk.4 

06452  Sheet  metal  safety,  it's  working,  address  by  John  H.  Stender,  Assistant 

Secretary  of  Labor  for  Occupational  Safety  and  Health  before  Sheet 
Metal  and  Air  Conditioning  Contractors'  National  Association,  Inc., 
Washington,  D.C.,  Feb.  24,  1975.  1975.  6  leaves,  4°  (USDL  75- 
104.)  + 

L35.15:St4/2 

OCCUPATIONAL  SAFETY  AND  HEALTH  REVIEW  COMMISSION 
Washington,  DC  20006 

OSAHRC  reports. 

06453  11.   Decisions  of  Occupational   Safety   and  Health   Review   Commission,   Aug.    16-Sept. 

30,  1974.  1974.  xvi  +  1033  p.     *  Cloth  $11.90  (S/N  ).     •Item  1070-L 

Y  3.0c  1:10/11 

OUTDOOR  RECREATION  BUREAU,  Interior  Dept.  Washington,  DC 
20240 

06454  Tennis  [list  of  publications].  1974.  [4]  p.  4°     +     •Item  657-B-l 

I  66.2:T  25 

PUBLIC  HEALTH  SERVICE,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20201 

06455  Industrial  waste  survey  report:  Geneva  Works,  Columbia-Geneva  Divi- 

sion, U.S.  Steel  co.,  May  21-June  23,  1951,  study  of  characteristics 
of  liquid  wastes  from  integrated  steel  mill  [with  bibliography] ;  by 
G  N.  McDermott  and  D.  M.  Taylor.  [1951.]  [1]  +  i  +  149  p.4° 
8  pi.  (Environmental  Health  Center.)  §  (Price  upon  application;  PB 
215  241). 

FS  2.2:W  28/10 

06456  Industrial  waste   survey  report:    Sugar  beet  factory  wastes,    Buckeye 

Sugar  Co.,  Ottawa,  Ohio,  Nov.  20-27,  1949,  evaluation  of  reuse  of 
battery  wash  water  and  pulp  press  water  after  treatment  with  chlorine 
[with  list  of  references];  by  Irwin  P.  Sander,  Paul  Agnano.  [1949.] 
iv  +  34  leaves  il.4°  (Environmental  Health  Center.)  §  (Price  upon 
application ;PB  216  462). 

FS2.2:W  28/11 

06457  Industrial   waste    survey   report:    Bethlehem    Steel   Co.,    Lackawanna, 

N.Y.,  Aug.9,1949-Nov.l5, 1951, study  of  characteristics  of  liquid 
wastes  from  integrated  steel  mill  [with  bibliography].  [1951.]  [1] 
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+  192  p.4°  18  pi.  (Environmental  Health  Center.)  [Some  pages  printed 
as  leaves.)     §  (Price  upon  application;PB  217  073). 

FS  2.2:W  28/9 

RADIATION  PROGRAMS  OFFICK,  Environmental  Protection  Agenc> 
Rockville,  MD  20852 

ORP/CSD  (series).  ([Criteria  and  Standards  Division.]) 

06458  75-1.   Proceedings  of  public   hearings,   plutonium  and  other   transuranium  elements     v  1. 

Proceedings  of  hearings  in  Washington,  DC.  Dec.  10-11.  1974  |with  bibliographies] 
[1975. 1  |7|      ►   K63  p.  il.  4°   t       •  Item  431-1-13 

EP  6.10/3:75-1 

RECLAMATION  BUREAU,  Interior  Dept.  Washington,  DC  20240 

06459  Annual  operating  plan,  Fryingpan-Arkansas  project,  Colo.,  1973  opera- 

tions, 1974  outlook.  [1974.]  19+8p.il.  map,  16  tabs.  4°  (Lower  Mis- 
souri Region  Denver,  Colo.)  [Map  is  colored.]     # 

I  27.62: F  94/973-74 

06460  Annual   operating  plan,   Western   Division   Pick-Sloan   Missouri   Basin 

program,  1973  operations,  1974  outlook.  [1974.]  40  p.  il.  map,  20 
tabs.  4°  (Lower  Missouri  Region  Denver,  Colo.)  [Map  is  colored.] 
# 

I  27.62:P  58 

REC-ERC  [Reclamation  Bureau,  Engineering  and  Research  Center] 
(series). 

06461  73-18.    Transients    generated    by    345-KV    disconnect    switches-Grand    Island    substation. 

Nebraska  [with  list  of  references];  by  R.  R.  Fillenbert  .  Oct. 1973.  [2]  *  li  - 
41  +  [4]  p.il.  4°  (Electric  Power  Branch,  Division  of  General  Research.)  §  (Price 
upon  application). 

I  27.60:73-18 

06462  73-20.  Mathematical  simulation  of  temperatures  in  deep  impoundments,  verification  tests 

of  Water  Resources  Engineers,  Inc.  model.  Horsetooth  and  Flaming  Gorge  Reservoirs 
[with  list  of  references];  by  D.I..  King  ,  J.J.  Sartoris.  Nov. 1973.  (2]  +  ii  1-27 
+  1 4]  p.  il.  4°  (Hydraulics  Branch,  Applied  .Sciences  Branch  Division  of  General 
Research.)     §  (Price  upon  application). 

I  27.60:73-20 

Research  report.  (Water  resources  technical  publication.) 

06463  26.  Reclamation  research  in  the  seventies,    1st  progress  report  [with  lists  of  references]. 

[1974]  ix  +  95  p.il.4°     *  Paper.S1.80  (S/N  2403-00082).     •Item  664-B 

I  27  54:26 

San  Luis  Unit,  technical  record  of  design  and  construction.  ([Central 
Valley  Project,  West  San  Joaquin  Division,  San  Luis  Unit,  Calif.]) 

06464  v.l.  History,  general  description  and  geology  [with  selected  bibliography].  [Denver,  Colo.. 

Dec. 1974.]  cover  title,  [11]  +  xi  +164  p.  il.4°  (Water  resources  technical  publica- 
tion.) [Some  illustrations  are  colored.]      +  Paper, $5. 00. 

I  :  -  2  Sa  5/5/v.l 

06465  Water  for  tomorrow,   Colorado  State  water  plan,  phase   1,   Appraisal 

report  on  water  and  related  land  resources  and  their  present  utilization 
[with  bibliography].  Feb.1974.  [71]  p.il.  maps,  4°  [Prepared  in 
cooperation  with  Colorado  Water  Conservation  Board,  Department 
of  Natural  Resources.  Some  illustrations  are  colored.]     # 

I  27.2:C  71/6 
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REHABILITATION  SERVICES  ADMINISTRATION,  Health, 
Education,  and  Welfare  Dept.  Washington,  DC  20201 

06466  State  vocational  rehabilitation  agency,  program  and  financial  plan,  basic 

assumptions  and  guidelines,  1975.  [1975.]  [67]  p.  4°  (OHD  75-25058; 
Office  of  Human  Development.)  + 

HE  1.610/2:975 

SMITHSONIAN  INSTITUTION  Washington,  DC  20560 

Smithsonian  studies  in  history  and  technology. 

06467  24.   Wheels  and  wheeling,   Smithsonian   cycle  collection   [with  bibliography;  by]   Smith 

Hempstone   Oliver   and   Donald    H.    Berkebile.    1974.    v     +    104   p.   il.    4°     *  Paper, 
$1.90  (S/N  470-00268).     •Item  910-F 

SI  1.28:24 

SOCIAL  SECURITY  ADMINISTRATION,  Health,  Education,  and 
Welfare  Dept.  Baltimore,  MD  21234 

Health  insurance  statistics:  HI  (series).  (Office  of  Research  and 
Statistics.) 

06468  48.  Medicare,  participating  health  facilities,  July  1972;  prepared  by  Kathryn  D.  Barrett 

.   July   20,    1973.    16   &.  4°    (DHEW    pub.   (SSA)  73-11702.)   [Series  given  as  Note 
in  error  on  publication.]  + 

HE  3.28/5:48 

06469  59.  Medicare,  number  of  persons  insured,  July  1,  1972;  by  Martin  Ruther  .  June  19,1974. 

23  p.  (DHEW  publication  (SSA)  74-11702.)  + 

HE  3.28/5:59 

06470  61.  Disability  beneficiaries  eligible  for  Medicare,  July  1,  1973;  by  Martin  Ruther  .  July 

23,  1974.  18     +  [1]  p.  4°    (DHEW  publication  no.  (SSA)  75-11702.)  + 

HE  3.28/5:61 

06471  60.   Benefits   used   under   Medicare,    1969;   by   Harry   L.   Savitt  .  June  24,    1974.    13   p. 

4"     (DHEW  publication  (SSA)  74-11702.)  + 

HE  3.28/5:60 

Medicare:  Health  insurance  for  the  aged,  1969. 

06472  sec.3.  Participating  providers.  [1975.]  viii     +42     +  94  p.  4°     ([DHEW  publication  (SSA) 

75-11704];  Office  of  Research  and  Statistics.)     *  Paper, $2.85  (S/N  017-070-00264-1). 

•Item  516-D 

L.C.  card  HEW  66-36  HE  3.57:969/sec.3 

SOIL  CONSERVATION  SERVICE,  Agriculture  Dept.  Washington,  DC 
20250 

06473  Soil  survey:  Chelan  area,  Wash.,  parts  of  Chelan  and  Kittitas  Counties 

[with  list  of  literature  cited;  by  Vem  E.  Beieler  ].  [1975.]  cover 
title,  i  +  104  p.  il.  66  p.  of  pi.  and  maps,  4°  [Prepared  in  coopera- 
tion with  Washington  Agricultural  Experiment  Station.  Text  on  p. 
2  of  cover.  One  map  is  colored.]     +    •Item  102  (Rev.  1957) 

A  57.38:C  41 

STATE  DEPARTMENT  Washington,  DC  20520 

Background  notes.  ([Office  of  Media  Service,  Bureau  of  Public  Af- 
fairs.]) [Issued  with  perforations.]  *  Paper,  $23.10  a  year,  and  $5.80 
for  foreign  mailing;  single  copy  30c. 

06474  (North)  Yemen.  [Revised  Mar.1975.]  Mar.  1975.  4  p.  il.  4°     ([Publication  8170.])     •Item 

862- B 

S  1.123:Y  3/975 

06475  Equatorial  Guinea.  [Revised  Apr.1975.]  Apr.1975  4  p.  il.  4°     ([Publication  8025.])     •Item 

862- B 

S  1.123:Eq  2/975 

06476  Gabon  [with  reading  list].  [Revised  Mar.1974.]  Mar.1974.  4  p.  il.  4°     ([Publication  7968.]) 

*  Paper,25c.      •Item  862-B 

S  1.123:G  11/974 
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06477  Index.  Feb.  1974.  |2]  p.  il.  4°     ([Publication  8739]     •  Paper.  25c      •Item  X62B 

S  II. 

06478  Jamaica    [with    reading    list).    [Revised    July    1974]   July    1974.    4   p.    il.    4°     ([Publication 

8080.))     *  Paper  ,25c      •Item  862-B 

S  1.I23J  22/974 

06479  Kuwait.  [Revised  Mar.1975.)  Apr.1975.  5  p.  il.  4°     ([Publication  7855.))     •Item  862-B 

S  I  I2VK  96/975 

06480  Mauritania  [with   reading   list)    [Revised  July    1974.)  July    1974.   5  p.  il.  4°     ([Publication 

8169.])     •   Paper. 25c      •Item  862-B 

S  I.I2.VM  44/2/974 

06481  Yugoslavia    [with    reading    list).    [Revised    April    1974]   [1974.)   8   p.    il.   4°     ([Publication 

7773.])     *  Paper.  25  c.     •Item  862-B 

S  1.123:Y  9/974 

06482  Zambia  [with  reading  list).  [Rev.  1974]  Apr. 1974.  5  p.  il.  4°     ([Publication  7841.]) 

•  Paper.25c      •Item  862-B 

S  1.123:/.  1/974 

06483  Sudan  [with  reading  list].  [Revised  Apr.   19759)  Apr.1975.  6  p.  il.4°     ([Publication  8022.]) 

•Item  862-B 

S  l.l23:Su  2/975 

General  foreign  policy  series.       / 

06484  2%.   United  States  foreign  policy,  overview.  May   1975.  v      +   40  p.  ((Publication  8814; 

Office  of  Media  Services,  Bureau  of  Public  Affairs.])     *  Paper,  75c.     •Item  875 

S  1.71:296 

Treaties  and  other  international  acts  series.  *  Paper,  $27.00  a  yr. 
(approximately  150  issues),  add  $6.75  for  foreign  mailing;  single  copies 
vary  in  price.  (Issues  of  $1.00  or  more  are  not  furnished  as  part 
of  the  subscription.) 

06485  7806.   Scientific  and  technical  cooperation,  agreement  between  United  States  and  New 

Zealand,  signed  Wellington,  Feb  27,  1974;  [entered  into  force  Feb.  27,  1974].  [1974.) 
[2]     +3  p.     *Paper,25c.     •Item  899 

S  9.10:7806 

06486  7990.  Protection  of  birds  and  their  environment,  convention  between  United  States  and 

Japan,  signed  at  Tokyo  Mar.4,1972,  and  amending  agreement,  effected  by  exchange 
of  notes  signed  Washington  Sept. 19, 1974  with  related  notes  dated  Washington 
Sept.19,1974  [entered  into  force  Dec.  19,  1974.)  [1975]  [2]  +  54  p.  [English  and 
Japanese.)     *  Paper.70c.     •Item  899 

S  9.10;7990 

06487  U.S.  Foreign  Service  posts  and  Department  of  State  jurisdictions,  Jan. 

1,  1975  [colored  map].  [1975.]  20.5  x  39  in.  (Office  of  Geographer.) 
+     •Item  876 

S  1.2:F76S/9 

STATISTICAL  REPORTING  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

06488  Farm  production  expenditures  for   1971.  May    1975.   [1]     +    ii     +  83 

p.  4°    (SpSy  5(5-75);  Crop  Reporting  Board.)       +     •Item   122-A- 

A  92.2: F  22/2/975 

SYSTEMS  RESEARCH  AND  DEVELOPMENT  SERVICE, 
Transportation  Dept.  Washington,  DC  20553 

Report  FAA-RD  (series). 

06489  73-3.  Inflatable  restraint  concept  for  general  aviation  aircraft,  final  report  [with  bibliogra- 

phies; by]  Richard  W.  Carr  ,  Norman  S.  Phillips.  May  1973.  cover  title,  vi  - 
117  p.il.4°  [Prepared  under  contract  DOT-FA7INA-608  by  Beta  Industries,  Inc.. 
Dayton.  Ohio.)     §  Paper.  $3.00 

TD  4.509:73-3 
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TECHNOLOGY  TRANSFER,  Environmental  Protection  Agency 
Washington,  DC  20460 

06490  Sampling  of  wastewater,  presented  at  Industrial  Wastewater  Monitoring 

Seminar;  by  Philip  E.  Shelley  .  [1974.]  ii     +  115  p.  4°  + 

EP  7.2:W  28 

TRANSPORTATION  DEPARTMENT  Washington,  DC  20590 

DOT  TST-(series). 

06491  75-78.  Framework  for  predicting  external  impacts  of  railroad  abandonment,   final  report 

[with  list  of  references;  by  Thomas  J.  Humphrey  ].  Mar.  1975.  cover  title,  84  p. 
4°  (Office  of  University  Research.)  [Prepared  by  Massachusetts  Institute  of 
Technology,  under  contract  DOT-OS-40002.]  §  (Price  upon  application).  •Item 
982-1-5 

TD  1.20:75-78 

UNITED  STATES  POSTAL  SERVICE  Washington,  DC  20260 

06492  Mailing   permits.    May    1975.    [31]    p.    il.    narrow    8°    (Publication    13.) 

[Excerpts  from  Chap.  1 ,  Postal  manual.]      +     •Item  843 

P  1.31/4:M  28 

[Commemorative  stamp  poster.]     *  Paper,  $5.40  a  year,  $1.35  additional 
for  foreign  mailing. 

06493  Chautauqua  movement,    10c.   Commemorative   stamp,   issue   date,  Aug.  6,    1974,  Chau- 

tauqua, N.Y.  [1974.]  10.  5x8  in. 

P  1.26/2:  C  39 

06494  Energy   conservation   commemorative   stamp,   issue   date   Sept.   23,    1974,   Detroit,   Mich. 

[1974.]  10.5  x  8  in. 

P  1.26/2:En  2 

06495  Kansas  hard  winter  wheat  commemorative  stamp,  issue  issue  Aug.  16,  1974,  Hillsboro, 

Kanasas.  [1974.]  10.5  x  8  in. 

P  1.26/2:W  56 

06496  Legend  of  Sleepy  Hollow  commemorative  stamp  (American  folklore  series),  issued  date 

Oct.  10,  1974,  North  Tarrytown,  N.Yy.  [1974.]  10.5  x  8  in. 

P  1.26/2: SI  2 

06497  Retarded  children  can  be  helped  stamp,  issue  date  Oct.  12,   1974,  Arlington,  Tex.  [1974.] 

10.5x8  in. 

P  1.26/2:C  43 

06498  Six  and  three-tenths  cent  precanceled  bulk  rate  stamp,  issue  date  Oct.1,1974,  Washington, 

D.C.  [1974.]  10.5  x  8  in. 

P  1.26/2:  P91 

06499  Ten-cent  Tennis   centennial   stamped   envelope,   issue   date    Aug.   31,1974,   Forest   Hills, 

N.Y.  [1974.]  10.5  x  8  in. 

P  1.26/2:T25 

06500  1.8-cent  precanceled  stamp  envelope,  issue  date  Aug.23,1974,  volunteer  yourself,  non- 

profit org.  1974.  10.5  x  8  in. 

v  p  1.26/2:V  88 

WAGE  AND  HOUR  DIVISION,  Labor  Dept.  Washington,  DC  20210 

06501  Economic  report  on  sugarcane  farming  industry  and  sugar  manufactur- 

ing industry  in  Puerto  Rico.  Apr.    1972.  cover  title,  vii     +   134  p. 
4°    (Employment  Standards  Administration.)     # 

L  36.202:Su  3 

Interpretative  bulletin,  title  29,  of  Code  of  Federal  regulations. 

06502  780.   Exemptions  applicable  to  agriculture,  processing  of  agricultural  commodities,  and 

related  subjects,  under  Fair  Labor  standards  act  of  1938,  as  amended.  [1975.]  [36] 
p.  4°  (WH  publication  1042.)  [Conforms  to  Code  of  Federal  Regulations  as  of 
Apr.  30,  1974.]     +     #Item  778 

L  36.209:780 

*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  140  #Not  Available  for  Sale  or  Distribution 


March  1976 

06W  Ley  sobre  la  discriminacion  por  edad  en  el  empleo.  Rev.  1975.  [1975.] 
3  p.  (WH  publication  1230  SP.)     *    Paper,  25c.  (S/N  029-005-00025- 
7). 
L.C.  card  13  Cards  L  36.202: Ag  3/2  Spanish 
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In  ordering  publications  listed  in  this  catalog,  it  should  be  noted  that  only 
those  marked  with  an  asterisk  (*)  are  obtainable  from  the  Superintendent  of 
Documents. 

Publications  marked  with  a  section  sign  (§)  are  sold  by  the  National  Tech- 
nical Information  Service,  Springfield,  VA  22151. 

Where  a  plus  sign  (  +  )  is  the  distribution  symbol,  application  should  be 
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SIZES  OF  PUBLICATIONS 

Symbols  used  to  designate  sizes  of  publications  listed  in  this  catalog 
are  as  follows: 

4° 6-12  inches  high  and  width  more  than  %  of  height 

large  4° over  12  inches  high  and  width  more  than  %  of  height 

small  4° under  6  inches  high  and  width  more  than  %  of  height 

8° 8-10  inches  in  height  (size  not  given  in  entry  except 

where  publication  is  narrow  or  oblong) 

large  8° 10-12  inches  in  height 

12° 7-8  inches  in  height 

16° 6-7  inches  in  height 

24° 5-6  inches  in  height 

32° 4-5  inches  in  height 

48° up  to  4  inches  high 

f  ° above  12  inches  in  height 

narrow width  less  than  %  of  height 

oblong width  more  than  height 
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SUBSCRIPTION    PRICE     $27.00    PER    YEAR     (INCLUDING    INDEX) 

$6.75     ADDITIONAL     FOR    FOREIGN     MAILING 


PREVIEWS 

The  following  publications  are  in  the  process  of  being  printed.  Advance  sales 
orders  may  be  placed  for  these  publications.  Orders  will  be  scheduled  and  copies 
mailed  as  soon  as  stocks  are  received.  It  is  not  possible  to  estimate  the  lapse  of 
time  before  the  publications  will  actually  appear.  All  information  in  regard  to 
title,  series,  classification,  distribution,  and'price  given  in  these  listings  is  pre- 
liminary and  subject  to  change  when  the  publications  actually  come  from  the 
press.  Those  so  marked  will  be  sent  to  depository  libraries,  providing,  that  at 
the  time  of  going  to  press,  the  libraries  were  on  list  to  receive  the  items  under 
which  these  publications  will  be  distributed. 

A  Decent  Respect  to  the  Opinion  of  Mankind:  Congressional  State  Papers, 
1774-1776.  (Library  of  Congress.)  $5.85.  (S/X  030-001-00063-0.)     • 

LC1.2:  Op3 

Art  in  the  United  States  Capitol,  prepared  by  the  Architect  of  the  Capitol,  under 
the  direction  of  the  Joint  Committee  on  the  Library.  (91st  Congress,  2d 
Session,  House  Document  Ximiber  91-368. )  $12.55.  ( S/X  052-O71-OO453-O. )     • 

91-2 :  H.doc.91-368 

Flag  Manual.    (Marine  Corps.)   $2.80.    (S/X  008-055-00055-4.)      • 

D  214.9/2  :  F  59 

Peoples  Republic  of  China,  administrative  atlas.  (Central  Intelligence  Agency.) 
$3.45.    (S/X  041-015-00076-4.)      •  PrEx  3.10/4  :  C  44/3 

Status  of  the  World's  Nation.  (State  Department,  Geographic  Bulletin.)  $1.05. 
( S/X  044-000-01602-8. )      •  S  1.119/2  :  W  89/976 

Sex  and  the  Handicapped,  a  selected  bibliography  (1927-1975).  (Veterans  Admin- 
istration.) $1.45.   (S/X  051-000-00091-9.)     •  VA  1.20/2  :Se  9 

Verification:  The  Critical  Element  of  Arms  Control.  (Arms  Control  and  Dis- 
armament Agency,  publication  85.)  55c\    (S/X  002-000-00055-1.)      • 

AC  1.2  :  V  58 

Worldwide  Marine  Weather  Broadcasts.  (National  Weather  Service,  Xational 
Oceanic  and  Atmospheric  Administration,  Commerce  Department.)  $2.65. 
( S/X  003-018-00063-6. )      •  C  55.119  :  974 
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Abbreviations 


add addition,  addendum, 

addenda. 

Amdt,  amdts amendment,  amend- 
ments. 

app appendix,     appendixes. 

bk.,  bks book,  books. 

chap chapter,  chapters. 

Cong Congress. 

Dept Department. 

doc document. 

facsim facsimile,  facsimiles. 

fy fiscal  year. 

G.H.A Greenwich  hour  angle. 

H House. 

H.  Con.  Res House  concurrent  reso- 
lution. 

H.  doc House  document. 

H.  ex.  doc House  executive  docu- 
ment. 

H.J.  Res House  joint  resolution. 

H.R House  of  Representa- 
tives,   House  bill. 

H.  Res House  resolution. 

H.  rp House  report. 

11 illustration,  illustra- 
tions. 

In inch,  inches. 

lat latitude. 

long longitude. 

m mile. 


n.  d no  date. 

n.  p no  place. 

no.,  nos number,  numbers. 

p page,  pages. 

p.  of  pi pages  of  plates. 

par.,  pars paragraph,  para- 
graphs. 

pi plate,  plates. 

por portrait,  portraits. 

pt.,  pts part,  parts. 

rp report. 

S Senate,  Senate  bill. 

S.  Con.  Res Senate  concurrent  reso- 
lution. 

S.  doc Senate  document. 

S.  ex.  doc Senate  executive  docu- 
ment. 

S.  ex.  rp Senate  executive  re- 
port. 

S.J.  Res Senate  joint  resolution. 

S.  Res Senate  resolution. 

S.  rp Senate  report. 

sec section,  sections. 

sess session,  sessions. 

Stat.  L Statutes  at  large. 

supp supplement. 

tab table,  tables. 

Treas Treasury. 

v volume,  volumes. 

vs.,  v versus. 

Common  abbreviations  for  the  names  of  States,  months,  etc.,  are  also  used. 
An  explanation  of  the  symbols  used  to  designate  sizes  of  publications  is  given  on  the 
Inside  of  the  front  cover. 


Explanation 


The  Individual  issuing  department,  bureau,  office,  or  agency  is  considered  the 
publisher  of  Government  publications. 

Words  and  figures  enclosed  in  brackets  [  ]  in  titles  are  given  for  information, 
but  do  not  appear  on  the  title  pages  of  the  publications  cataloged.  Place  and 
printer  are  not  given  for  publications  printed  at  the  United  States  Government 
Printing  Office,  Washington,  D.C.,  or  at  Government  departmental  and  field  print- 
ing plants.  The  dates  given  with  Senate  and  House  documents  and  reports  are 
the  dates  on  which  they  were  ordered  to  be  printed.  Usually  the  printing  promptly 
follows  the  ordering,  but  various  causes  sometimes  make  delays. 

Under  provisions  of  the  Printing  Act  of  January  12,  1895,  all  Government  publi- 
cations, except  administrative  and  confidential  (or  restricted),  are  entered  in  the 
Monthly  Catalog. 

The  L.C.  card  number  appended  to  some  of  the  entries  is  for  those  libraries 
ordering  printed  cards  from  the  Library  of  Congress.  The  number  at  the  extreme 
right  of  an  entry  indicates  the  classification  of  the  publication  in  the  Office  of  the 
Superintendent  of  Documents. 


General  Information 

The  Superintendent  of  Documents,  Government  Printing  Office,  Washington, 
D.C.,  is  authorized  by  law  to  sell  copies  of  Government  publications.  A  25  per- 
cent discount  is  allowed  to  purchasers  of  100  or  more  copies  of  a  single  publica- 
tion mailed  to  one  address.  Bookdealers,  buying  for  the  purpose  of  resale,  may 
receive  the  same  discount  regardless  of  quantity  if  the  publications  are  mailed 
to  their  place  of  business.  No  discount  is  allowed  when  the  publications  are 
mailed  to  a  third  party  unless  in  quantites  of  100  or  more. 


The  prices  of  all  U.S.  Government  publications  sold  by  the  Assistant  Public 
Printer  (Superintendent  of  Documents)  are  established  by  the  Public  Printer 
in  accordance  with  Title  44  of  the  United  States  Code. 

Prices  are  subject  to  change  and  the  prices  charged  on  your  order  will  be 
those  in  effect  at  the  time  your  order  is  processed.  As  it  is  not  feasible  to  manu- 
ally correct  the  prices  in  the  publications  affected  by  price  changes,  the  prices 
charged  on  your  order  may  differ  from  those  printed  in  the  publications. 

Although  the  issuing  agencies  generally  know  about  price  changes,  some  agen- 
cies inadvertently  continue  to  publish  announcements,  order  forms,  and  cata- 
logs which  contain  erroneous  prices.  Frequently,  the  news  media  publish  articles 
with  erroneous  or  outdated  prices. 

PRICE    LIST 

There  is  no  general  price  list  of  public  documents,  but  numerous  lists  have 
been  prepared  on  special  subjects  and  these  will  be  furnished,  on  application, 
by  subject  or  subjects  concerning  which  information  is  desired.  It  will  also 
be  noted  that  current  publications  which  are  for  sale  are  listed  in  this  catalog. 

LIST   OF    SELECTED   PUBLICATIONS 

In  addition  to  the  subject  bibliographies,  the  Office  of  the  Superintendent  of 
Documents  issues  a  monthly  list  of  Selected  United  States  Government  Publi- 
cations for  sale  by  the  Superintendent  of  Documents.  Each  list  contains  annota- 
tions and  prices,  and  may  be  obtained  free  upon  application  to  the  Superintendent 
of  Documents. 

CONGRESSIONAL   PUBLICATIONS 

Subscription  service  has  been  implemented  for  the  following  groups  of  Con- 
gressional publications:  House  and  Senate  Documents:  House  and  Senate  Hear- 
ings: House  and  Senate  Reports  on  Public  Bills:  House  and  Senate  Reports  on 
Private  Bills  :  Public  Bills  ;  Private  Bills  ;  Public  Laws  ;  and  Private  Laws.  In 
most  cases,  single  copies  of  publications  in  these  groups  of  Congressional  pub- 
lications are  not  sold.  Sales  copies  of  a  few  of  the  more  important  ones  are 
printed,  and  you  will  find  the  sales  prices  listed  in  the  individual  entries.  The 
current  subscription  prices  may  be  obtained  from  the  Superintendent  of 
Documents. 

vn 


HOW  TO  ORDER  PUBLICATIONS 

Publications  entered  in  this  catalog  that  are  for  sale  by  the  Superintendent  of 
Documents  are  indicated  by  an  asterisk  (*)  preceding  the  price.  Those  for  sale 
by  the  National  Technical  Information  Service  are  indicated  by  the  sign  (§) 
preceding  the  price.  A  black  dot  ( • )  indicates  that  the  publication  has  been,  or 
will  be,  sent  to  depository  libraries.  A  plus  sign  (  +  )  indicates  that  application 
should  be  made  to  the  department,  bureau,  or  agency  issuing  the  document.  A 
number  sign  ( # )  indicates  that  the  document  is  printed  for  official  use  and  is 
not  obtainable.  When  additional  information  concerning  the  method  of  pro- 
curing a  document  seems  necessary,  it  will  be  found  under  the  name  of  the  bureau 
by  which  it  was  published. 

In  ordering  a  publication  from  the  Superintendent  of  Documents,  give  the  stock 
number  (if  available  following  the  price),  the  name  of  the  publishing  department, 
bureau,  or  agency,  the  title,  and  the  classification  number  which  is  added  to  the 
entry  at  the  extreme  right.  Order  Congressional  documents  and  reports  by  the 
title,  together  with  the  document  or  report  number  and  the  Congress,  e.g., 
H.  Doc.  1,  94th  Congress. 

Do  not  use  the  L.C.  card  number  in  ordering  a  publication  from  the  Superin- 
tendent of  Documents. 

HOW  TO  REMIT 

Remittances  for  documents  marked  with  an  asterisk  (*)  should  be  made  to  the 
Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington, 
DC  20402,  by  coupon,  postal  money  order,  express  order,  or  check.  Publications 
cannot  be  mailed  in  advance  of  receipt  of  remittance.  Foreign  remittances  should 
be  made  by  international  money  order,  payable  to  the  Superintendent  of  Docu- 
ments, or  draft  on  an  American  bank.  The  Superintendent  of  Documents  will 
also  accept  International  Response  Coupons  and  UNESCO  coupons. 

Foreign  money,  defaced  or  smooth  coins,  will  not  be  accepted.  Do  not  send 
postage  stamps. 

Persons  who  make  frequent  purchases  from  the  Superintendent  of  Documents 
may  find  a  deposit  account  convenient.  Deposits  of  $50.00  or  more  are  accepted 
against  which  orders  may  be  placed  without  making  individual  remittances  or 
first  obtaining  quotations.  Order  blanks  are  furnished  for  this  purpose.  After 
the  handling  of  the  order  has  been  completed,  it  will  be  returned  showing  the 
publications  supplied,  explanations  regarding  those  not  sent,  and  the  amount  of 
charge. 

No  charge  is  made  for  postage  on  documents  forwarded  to  points  in  United 
States  and  its  possessions.  There  is  a  special  handling  charge  on  all  orders 
mailed  to  a  foreign  country  (including  Canada).  The  charge  is  one-fourth  of  the 
current  selling  price  of  publications  and  subscription  services  ordered.  This  is 
to  cover  the  special  handling  required  to  comply  with  the  customs  and  inter- 
national mailing  regulations. 

LIBRARY   CLASSIFICATION    OF   GOVERNMENT   DOCUMENTS 

The  classification  given  at  the  right  of  entries  for  departmental  publication 
is  that  used  in  the  Library  Division  of  the  Office  of  the  Superintendent  of 
Documents.  The  shilling  mark  (/)  separates  what  ordinarily  would  be  superior 
or  inferior  numbers  or  letters.  It  is  not  practicable  to  print  these  numbers  or 
letters  as  superiors  or  inferiors  in  the  Monthly  Catalog. 


New  Classification  Numbers 

Agriculture  Department, 

A  1.108:  date USDA/AID  news  digest 

A  1.110:  nos Agricultural  supply  &  demand  estimates. 

Forest  Service. 
A  13.80: date Forest-gram  south,  dispatch  of  current  tech- 
nical Information  f«>r  direct  use  by  practicing 
forest  resource  manager  in  the  South. 

A  13.90:  date Resource  decisions  in  the  national  forests  of 

the  eastern  region  (quarterly). 
A  13.93:  CT Forest  insect  and  disease  management/evalua- 
tions reports. 

A  13.93/2:  nos Forest  insect  and  disease  management/survey 

reports. 
National  Agricultural  Library. 

A  17.22  :  CT Handbooks,  manuals,  guides. 

Statistical  Reporting  Service. 

A  92.38:  date Exports,  outstanding  export  sales,  (weekly). 

Economic  Research  Service. 

A  93.37/2  :  nos ERS  field  reports. 

Animal  and  Plant  Health  Service. 
A  101.13:  date Directory  of  animal  disease  diagnostic  labora- 
tories (annual). 
Commerce  Department. 

C  1.60/6:  nos TELE-IRAC  (series). 

Note. — Issued  by  Office  of  Telecommunications. 
Census  Bureau. 

C  3.191/3 :  date Government    finances    and    employment    at    a 

glance. 

('  3.249:  letters  &  nos GBE/DIME  system   (GEO-nos.). 

Note. — See,  for  earlier  class,  C  56.255  : 

C  3.249/2:  CT Cxeographic  base  (DIME)  file.  CUE,  correction- 

update-ex tension  publications. 

Note. — See.    for    earlier    class.    C    56.255  :(CT). 
National  Bureau  of  Standards. 

C  13.1/5-2 :  date Institute    for    Material    Research.    Metallurgy 

Division,  technical  highlights,  fiscal  year. 
C  13.59:  date Center  for  Building  Technology,  project  sum- 
maries, fiscal  year. 
National  Technical  Information  Service. 

C  51.9/19:  nos Weekly  government  abstracts:   Agriculture  & 

food,  WGA-S8  (series). 
C  51.9/21 :  nos Weeklv  government  abstracts:  Civil  &  Struc- 
tural Engineering,  WGA-50  (series  i. 

('  51.9/22:  nos Weekly  government  abstracts:  Eleetrotechnol- 

Ogy,  WGA-  1'.'  i  series). 
C  51.9/23:  nos Weekly  government  abstracts:  Government  in- 
ventions for  licensing.  WfJA-'.Kl  (  series  i. 
C  51.9/24  :  nos Weekly  government   abstracts:   Medicine  &  bi- 
ology. WGA-67  (series  I. 
National   Oceanic   and   Atmospheric   Administra- 
tion. 
C  55.29:  date Manned  Undersea  Science  and  Technology,  Pro- 
gram, fiscal  year  reports. 

C  55.30  :  v.nos.&  nos Data  buoy  newsletter  (quarterly). 

C  55.32:  date Coastal  Zone  Management,  annual  report  for 

fiscal  year. 


Government  Publications 


National  Weather  Service. 

C  55.110/5:  date Daily  weather  and  river  bulletin,  New  Orleans, 

La. 

Note. — See,     for     earlier     class,     C     30.54/10  : 
(date). 

C  55.110/6 :  date Daily  weather  and  river  bulletin,  Shreveport, 

La. 

Note. — See,     for     earlier     class,     C     30.54/12 : 
(date). 

C  55.113/2 :  v.nos.&  nos Water  supply  outlook  for  northeastern  United 

States  (monthly). 

C  55.117/2 :  v.nos River    forecasts    provided     by     the    National 

Weather  Service. 
C  55.118/3:  v.nos.&nos Cooperative  observer,  regional  newsletter,  Cen- 
tral Region. 
Environmental  Data  Service. 

C  55.225 :  v.nos Storage-gage   precipitation    data    for    western 

United  States. 
National  Climatic  Center. 

C  55.282:  v.nos Marine climatological  summaries  (annual). 

C  55.283:  letters-nos Environmental  information  summaries. 

C  55.284:  date Atmospheric  turbidity  and  precipitation  chem- 
istry data  for  the  world. 

C  55.285:  v.nos River  forecasts  provided  by  National  Weather 

Service  (annual). 

Note. — See,  for  earlier  class,   C  55.117/2  :    (v. 
nos.). 
National  Marine  Fisheries  Service. 

C  55.314/2  :  nos Foreign  fisheries  leaflets. 

C  55.325  :  nos Translated  tables  of  contents  of  current  foreign 

fisheries,    oceanographic,    and    atmospheric 
publications. 
Environmental  Research  Laboratories. 

C  55.616  :  CT Bibliographies  and  lists  of  publications. 

Domestic   and    International   Business   Adminis- 
tration. 
C  57.13 :  date Confectionery    manufacturers'    sales    and    dis- 
tribution (annual). 

NotEw — See,  for  earlier  class,  C  41.19  :(date). 
Resources  and  Trade  Assistance  Bureau. 

C  57.210  :  CT Bibliographies  and  lists  of  publications. 

Competitive    Assessment    and    Business    Policy 
Bureau. 

C  57.315  :  date Notice  to  trade  [various  commodities]. 

Economic  Analysis  Bureau. 

C  59.9/2  :  date Advance  BCD  (monthly). 

Note. — See,  for  earlier  class  :  C  56.111/2  :(date). 
Civil  Service  Commission. 

CS  1.71/4:  nos Personnel  Research  and  Development  Center, 

technical  memorandum. 

CS  1.80/2 :  nos Labor   management   relations   issues   in    State 

and  local  governments  (irregidar) . 
Defense  Department. 
D  1.50:  nos Manpower  development  research  program,  re- 
port MR-  (series ) . 

D  1.50/2  :  nos Manpower  research  report,  MA-(series). 

Defense  Mapping  Agency. 

D  5.315/2  :  date Summary  of  chart  corrections. 

Defense  Civil  Preparedness  Agency. 

D  14.14  :  v.nos.&  nos Foresight  (bimonthly). 

Army  Department. 

D  101.3/3-2  :  nos Army  Audit  Agency  pamphlets. 

Engineers  Corps  (Army). 

D  103.30/2  :  date Arkansas  River  Water  Basin  news. 

D  103.55/3  :  date Hydrologic  Engineering  Center  :  Annual  report. 

D  103.55/4 :  nos Hydrologic     Engineering     Center:      Research 

notes. 
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D  103.62 :  vt Environmental  Impact  Btatemenl  [i>y  area  |. 

I)  103.63:  date  m>s Lake  Erie  water  quality  newsletter  [quarterly]. 

Army  Medical  Department. 
I)  104.26 :  v.nos.&  nos AMEDD  spectrum  (quarterly). 

.Military  History.  Office  of  Chief  of  (Army  ). 

I)  114.16  :  date      I  >epartmen1  of  Army  historical  summary. 

Medicine  and  Surgery,  i  Navy  >. 

D  206.21/2 :  date Neurospsychiatric  Research   Unit,  Ban   Diego. 

Calif.:  Abstracts  of  completed  research. 

1)  214.18 :  v.nos.&  nos College  marine  (monthly  during  school  year). 

.Marine  Corps. 
D  214.20 :  v.nos.& nos Fortitudine,  newsletter  of  Marine  Corps  his- 
torical program. 

D  214.21  :  v.nos.&nos Marine  Corps  Gazette. 

Air  Fonc  Department 

D  301.72/a:CT Driver  (separates). 

Air  Force  Academy.  ( !oloradO  Springs. 

D  305.14:  nos Research  reports. 

Environmental  Protection  Agency. 

EP  1.6:  CT Regulations,  rules  and  instructions. 

EP   1.7/4  :  nos Environment  news. 

Note.— Issued  by   EPA,   New   England   Regional 
Office,  Boston.  Mass. 

EP  1.7/5  :  date EPA  technical  notes. 

EP  1.7/6:  date EPAlert.  to  alert  you  to  important  events,  (Re- 
gion 3,  Philadelphia.  Pa. ) 

EP  1.8/5:  CT Background  information  for  standards  of  per- 
formance :  [various  industries]. 

EP  1.21/2:  date Monthly  translations  list  and  current  contents. 

EP  1.21/3:  date Current  awareness  of  translations   (monthly). 

EP  1.21/9: date Research  reports,  National  Environmental  Re- 
search Outer  Las  Vegas  [list]. 

EP  1.28/6:  date Environment  Midwest,  together,  annual. 

EP  1.46/4  :  date Grosse  lie  Laboratory,  quarterly  report. 

EP  1.46/5:  date Control  Systems  Laboratory  :  Annual  report. 

EP  1.51 :  nos Surveillance  and  Analysis  Division.  Region  !t. 

San  Francisco,  Calif. :  Technical  reports. 

EP  1.53  :  date Air  quality  data,  annual  statistics. 

EP  1.54:  date Lifecycle  (monthly). 

EP  1.56:  nos Wastewater     treatment     construction     grants 

data  base,  Public  Law  02-500  project  records. 
grants  assistance  programs  (monthly). 
Energy   Research   and   Development   Administra- 
tion. 

ER  1.20  :  CT Addresses. 

ER  1.21  :  CT Maps,  charts  and  posters. 

ER  1.22 :  CT Program  approval  documents,  executive  sum- 
maries. 
Federal  Energy  Administration. 

FE  1.8  :  CT Handbooks,  manuals,  guides. 

FE  1.9:  date Petroleum  situation  report  (weekly). 

FE  1.9/2:  date Petroleum  imports  reporting  svstem  (weekly). 

FE  1.10:  CT Addresses. 

FE  1.14  :  date Monthly  energy  indicators. 

General  Accounting  Office. 

GA  1.5/9 :  vjios.&  nos Digests  of  unpublished  decisions  of  Comptrol- 
ler General' of  United  states:  Appropriations 
and  miscellaneous  subjects  (quarterly  t. 

GA  1.16/3  :  v.nos.&  nos Monthly  list  of  GAO  rei>orts. 

Social  and  Rehabilitaiton  Service. 

HE  17.19/2:  date Source  of  funds  expended  for  public  assistance 

payments. 

NOTB. — See.  for  earlier  class.  HE  17.631  :(date). 

Education  Office. 

Regulations,  rules,  and  instructions. 

Note — See,  for  earlier  class,  HE  17.631  :  (date). 


HE  19.106  :CT 
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Government  Publications 


HE  20.3013/4  :  date. 


HE  20.3159/2 :  nos. 


HE  20.3213 :  date. 


HE  20.4031/2 :  v.nos. 
HE  20.4034  :  nos 


HE  20.4035 :  date_ 


HE  20.4035/2 :  date- 


HE  20.6110/2 :  nos. 


HE  20.8311/3 :  nos_ 


HE  19.121  :  nos Vocational  education  information  (series). 

National  Institutes  of  Health. 

Research    and    development    contracts,    fiscal 

year  funds. 

Note. — See   for   previous    report:    HE    20.3013: 
974/pt.3. 
National  Cancer  Institute. 
National  Cancer  Institute  Carcinogenesis  tech- 
nical report  series,  NCI-CG-TR. 
National  Heart  and  Lung  Institute. 

Multiple  risk  intervention  trial,  public  annual 

report. 
Food  and  Drug  Administration. 
EDRO  SARAP  research  technical  reports  (an- 
nual). 

OPE  reports. 

Note. — Issued  by  Office  of  Planning  and  Evalua- 
tion. 

Medical  devices  and  diagnostic  products  stand- 
ards survey,  international  edition. 
Medical  devices  and  diagnostic  products  stand- 
ards survey,  national  edition. 
Health    Planning    and    Resources    Development 
Bureau. 

Health  planning  information  series. 

National  Institute  of  Alcohol  Abuse  and  Alcohol- 
ism. 
National  Clearinghouse  for  Alcohol  Informa- 
tion grouped  interest  guides. 
Housing  and  Urban  Development  Department. 

HH  1.46/3 :  date Community  development  block  grant  program 

annual  reports. 

HH  1.57:  date HPMC  performance  indicators  (monthly). 

Interior  Department. 
I  1.101 :  CT Johnny   Horizon  environmental  program :  Ac- 
tion booklets. 
Mines  Bureau. 

I  28.53/5 :  date Slag-iron  and  steel,  annual  advance  summary. 

National  Park  Service. 

I  29.3/3  :  nos Ecological  services  bulletins. 

Fish  and  Wildlife  Service. 
1  49.44/2:  CT National  wildlife  refuges   [information  circu- 
lars, bird  lists,  etc.]  (unnumbered) . 

I  49.47/5  :  date Wildlife   Research    Center,    Denver   Colorado : 

Annual  report. 

T  49.75 :  date Quarterly  report  of  progress  at  Fish  Control 

Laboratory,  La  Crosse,  Wise,  Southeastern 
Fish  Control  Laboratory,  Warm  Springs,  Ga.. 
and     Hammond     Bay     Biological     Station. 
Millersburg,  Mich. 
Outdoor  Recreation  Bureau. 

I  66.21 :  date Northeast  Region  outdoor  memo. 

Note. — Issued  at  Philadelphia,  Pa. 

Justice  Department. 
J  1.20/4  :  nos NCJRS  document  loan  program,  document  list. 

Labor  Statistics  Bureau. 
L  2.71/9  :  nos Region  6  :  Regional  report  series. 

Employment  and  Training  Administration. 

L  37.12  :  date Unemployment  insurance  statistics  (monthly). 

Note. — See,  for  earlier  class,  L  1.62/2  : (date). 

Apprenticeship  and  Training  Bureau. 

L  37.101 :  date Annual  Report. 

L  37.102  :  CT General  publications. 

Note. — See,  for  earlier  class,  L  23.2  :  (CT). 

Library  of  Congress. 

LC  1.30/11 :  v.nos.& nos Library    of    Congress    accessions   list:    Brazil 

(bimonthly). 
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LC  30.20: date Library  <>f  Congress  catalogs:  Newspapers  In 

microforms  I  annual >. 

Nora.      Supplement    to    LC    30.2 :  N    47/948-72 
and  LC  30.2  :  N  47/2/948-72. 

Telecommunications  Policy  <  Office. 
PrEx  l8.8/a:CT Handbooks,  manuals,  guides  (separates)  fCT) 

Federal  Highway  Administration. 
TD  2.8  2:v.nos Manual  <>n  uniform  traffic  control  devices  for 

streets  and  highways:  official  rulings  on  re 
guests  for  interpretations,  changes,  and  ex- 
perimentations ( annual ). 

Federal  Aviation  Administration. 
TI)  4.33/5:  date Rocky   Mountain  Region  aviation  system  plan. 

Advisory  Commission  on  Intergovernmental   Re- 
lations. 

V  .'iAd  9/8:  11/v.nos.A  nos Intergovernmental  perspective  (quarterly  I. 

Organization  of  the  Government  for  the  Conduct 
of  Foreign  Policy  Commission. 

Y  3.F  76/5 :  2/CT General  publications. 

Corrections  for  Previous  Monthly  Catalogs 

June  1975.  Entry  08724.  This  entry  number  not  used. 

July  1975.  Entry  10128.  Veteran's  Administration  study  and  indemnity  compen- 
sation denials,  report  submitted  by  Administrator  of   Veteran's   Affairs.   Dee. 

1!>74.  as  required  .  .  .  Change  class  to  read  Y  4.Y  04/3:  C  73/25. 
Aug.  1975.  Entry  11207,  Concrete  structural  design  for  buildings.  Add    •  Item 

329. 
Entry  11224,  Use  of  error  profiles  and  management  controls  .  .  .  Change 

•  Item'to  512-B-2. 
Entry  12020,  1975  gas  mileage  guide  for  new  care  buyers,  fuel  economy  test 

results  for  automobiles  and  light-duty  trucks.  Change  class  to  read  EP  1.8:  M 

69/975. 
Oct.  1975.  Entry  15017,  Smithsonian  Institution,  etc.  .  .  .  Change  class  to  read 

Y  4.Ap  6/1  :  In  8/6/975/pt.2. 
Entry  15099,  Energy  data  requirements  .  .  .  pt.  3.  Change  class  to  read  Y 

4.8ml:  En  2/5/pt.3. 
Entry  15144.  Authorize  appropriations  for  Council  on  International  Economic 

Policy  .  .  .  Change  class  to  read  Y  4.R  '_"J  3  :  C  83/3. 
Entry  15206,  Medical  health  amendments  .  .  .  Change  class  to  read  Y  4.L 

11/2  :M  46/17/973. 
Entry  15225,   Predator  control,   1971.   Change  class  to  read   PrEx   14.2  :P 

91/971. 
Entry  15433,  Economic  impact  of  salinity  .  .  .  Change  class  to  read  I  67. '2  :  M 

69  o/8. 
Nov.  1975.  Entrv  18168,  Tide  and  current  glossary  :  .  .  .  Change  class  to  read 

C  55.402  :T  43/2. 
Dec.    1975.   Page   xii.    D    1.52: date — Manpower   requirements   report    (annual). 

Transfer  "Joint"  to  next  line  to  read  Joint  Chiefs  of  Staff. 
Jan.  1976.  Entrv  00151.  Current  housing  reports.  73-B.  Change  class  to  read  C 

3.215  :  H-150-73-B. 
Feb.   1976.  Entry  01668.  PA    (Programs  aidi    (series).  585.  Backpacking  in  Na- 
tional forests,  family  adventure \dd   •  14-A. 

Entry  02644.  Resource  bulletin  PNW-53.  Add  •  Item  S3-B. 

Entry  03067.  Illustrator  draftsman  1  &  C  .  .  .  Change  class  to  read  D  207.208/ 

2 :  II  6/2/973. 
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ADVISORY  COMMISSION  ON  INTERGOVERNMENTAL 
RELATIONS  Washington,  DC  20575 

06504  ACIR  State  legislative  program,  guide.   Nov.  1975.   [2] +  11  p.  12°    (M- 

91.)  [Developed  by  ACIR  staff  with  help  of  Joint  Center  for  Environ- 
mental and  Urban  Problems  of  Florida  Atlantic  University  and  Florida 
International  University.  Prepared  with  financial  assistance  of  Depart- 
ment of  Housing  and  Urban  Development.]     +     •Item  1049-D 

Y  3.Ad  9/8:8  L  52 

ACIR  State  legislative  program. 

06505  I.  State  government  structure  and  processes.  Nov.  1975.  [I] +  52  p.  4°     (M-92.)     +      •Item 

1049-D 

Y  3. Ad  9/8:2  L  52/975/no.l 

06506  2.  Local  government  modernization.  Nov.  1975.  (1J  +  196  p. il.  4°     (M-93.)     +     ©Item  1049-D 

Y  3Ad  9/8:2  L  52/975/no.2 

06507  3.  State  and  local  revenues.  Nov.  1975.  [1J  +  146  p.  4°     (M-94.)     +      •Item  1049-D 

Y  3. Ad  9/8:2  L  52/975/no.3 

06508  4.  Fiscal  and  personnel  management.  Nov.  1975.  [11  +  108  p.  4°    (M-95.)     +     •Item  1049- 

D 

Y  3Ad  9/8:2  L  52/975/no.4 

06509  5.  Environment,  land  use,  and  growth  policy.  Nov.  1975.  [IJ  +  146  p.  4°     +     •Item  1049-D 

Y  3.Ad  9/8:2  L  52/975/no.5 

06510  8.  Health.  Dec.  1975.  [1]  + 22  p.  4°     (M-99.)     +     ©Item  1049-D 

Y  3. Ad  9/8:2  L  52/975/no.8 

06511  9.  Education.  Dec.  1975.  [11  +  65  p.  4°     (M-100.)     +     •Item  1049-D 

Y  3.Ad  9/8:2  L  52/975/no.9 

AGRICULTURAL  MARKETING  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

AMS  (series). 

06512  546.   Available  publications  of  USDA's  Agricultural  Marketing  Service.  Slightly  revised 

Sept.  1974.  [1974]  14  p.  narrow  8°     +     •Item  19-A 

A  88.40:546/2 

06513  552.  Grain  crop  quality,   1974  crops.   Mar.  1975.  72  p.  4°     (Grain  Division.)     +      •Item 

19-A 

A  88.40:552/974 

AGRICULTURAL  STABILIZATION  AND  CONSERVATION 
SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

ASCS  background  information  BI  (series). 

06514  11.   Commodity   programs   and   related   legislation   through   the   years.   Aug.   1975.   21  p.  4° 

A  82.82:11/6 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  1 


Government  Publications 
AGRICULTURE  DEPARTMENT  Washington,  DC  20250 

Note.— Requests  to  the   Department  of  Agriculture  for  publications  should  include  the   USDA 
number  if  given  in  the  entry. 

Agricultural  economic  report. 

06515  284.  State  and  Federal  legal  regulation  of  alien  and  corporate  land  ownership  and  farm 

operation  (with  list  of  references;  by  Fred  L.  Morrison  and  Kenneth  R.  Krausc 
].  (May  1975,  revised  Dec.  1975.]  [1975]  cover  title,  iv  +  105  p.il.  4°  (Economic 
Research  Service.)  [Page  105  is  p.  3  of  cover]     +     •Item  42-C 

A  1.107:284/2 

06516  315.  Milk  pricing;  [by  Alden  C.  Manchester  ].  [Nov.  1975.]  [2]  +  17  p.il.  (Economic  Research 

Service.)      +     ©Item  42-C 

A  1.107:315 

06517  Agricultural  statistics,  1975.  1975.  ix+621  p.     *  Paper,  $5.15  (S/N  001- 

000-03437-5).     #Item  1 

A  1.47:975 

Agriculture  handbook. 

06518  191.  U.S.  inspected  meatpacking  plants,  guide  to  construction,  equipment,  layout.  [Revised 

Mar.  1970]  [1973.]  cover  title,  iv  +  73  p.il.  4°  (Animal  and  Plant  Health  Inspection 
Service.)     *  Paper,  $2.65.     •Item  3 

A  1.76:191/970 

06519  456.  Nutritive  value  of  American  foods  in  common  units  [with  list  of  literature  cited]; 

by  Catherine  F.  Adams  .  Nov.  1975.  iv  +  291  p.  large  8"  (Agricultural  Research  Ser- 
vice.)    *  Paper,  $5.15  (S/N  0100-03184).      •Item  3 

A  1.76:456 

Agriculture  information  bulletin  AIB  (series). 

06520  374.   Construction   with    surface   bonding:    [by   B.   Carl   Haynes    ,   jr.,   and   J.W.   Simons 

].  [Oct.  1974.]  ii  +  18  p.il.  4°  (Agricultural  Research  Service.)  [Supersedes  Agriculture 
information  bulletin  343,  Surface  bonding  of  concrete  blocks.]  *  Paper,  45c.  (S/N 
0100-03340).     #Item  4 

A  1.75:374 

Farmers'  bulletin. 

06521  2183.  Using  phenoxy  herbicides  effectively;  [by  D.L.  Klingman  and  W.C.  Shaw  ].  [Revised 

May  1974,  slightly  revised  Oct.  1975.]  [1975.]  [2]  +  25  p.il.  [Supersedes  Farmers'  bulletin 
2005,  Using  2,  4-D  safely.]     *  Paper,  35c.     •Item  9 

A  1.9:2183/5 

Home  and  garden  bulletin. 

06522  203.  Wood  siding,  installing,  finishing,  maintaining.  [Mar.  1973,  slightly  revised  July  1975.] 

[1975.]  [2]  +  13  p.il.  ([Forest  Products  Laboratory,  Forest  Service.])  [Supersedes  Home 
and  garden  bulletin  52,  Wood  siding,  how  to  install  it,  paint  it,  care  for  it.] 
*  Paper,  25c.     •Item  11 

A  1.77:203/2 

Leaflet. 

06523  432.  Where  and  how  to  get  a  farm,  some  questions  and  answers.  [Revised  Oct.  1967, 

slightly  revised  Nov.  1973.]  [1973.]  8  p.  [Prepared  by  Economic  Research  Service. 
Supersedes  Leaflet  299,  Some  questions  and  answers  on  where  and  how  to  get 
a  farm.  Includes  list  of  publications.]     +     •Item  12 

A  1.35:432/5 

Marketing  research  report. 

06524  1035.    Precutting    seed    potatoes    for   higher   quality    seed    and   greater   returns    [with   list 

of  selected  references;  by  S.S.  Leach  ,  D.E.  Hudson  ,  J.H.  Hunter,  E.F.  Johnston, 
and  J.B.  Wilson].  [Apr.  1975.]  iv  +  34  p.il.  (Agricultural  Research  Service.)  [Prepared 
in  cooperation  with  Life  Sciences  and  Agriculture  Experiment  Station,  University 
of  Maine  at  Orono.]     *  Paper,  50c.  (S/N  0100-03367).     •Item  13-B 

A  1.82:1035 
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Miscellaneous  publication. 

I2K6  4-bcdroom  house  with  2  baths  July  1974  |2|  p.il.  4°  (Cooperative  farm  building 
plan  exchange,  plan  7193.  | Agricultural  Research  Service).)  'Paper.  25c.  (-S/N  0100- 
03255)      •Item  13-A 

A  I  38:1286 

PA  (Program  aid]  (series). 

816.  Golden  nematode  of  potatoes  and  tomatoes  |Rcviscd  Oct.  1974  |  [1974.)  |4)  p.il. 
(Plant  Protection  and  Quarantine  Programs  >  (Illustrations  are  colored!  *  Paper.  25c. 
(S/N  0100-03247)      •Item  14-A 

A  1.68:816/4 
957.    Destroy   barberry   bushes   to  control   stem   rust     |Rcviscd   May    1975. |   (1974.)   6   p.il. 
(Animal  and  Plant  Health  Inspection  Service;  (Plant  Protection  and  Quarantine  Pro- 
grams).) (Some  illustrations  arc  colored.)      +      •Item  14-A 

A  1.68:957/2 
997.   Food   stamp  counterpoints,   manual   for  cashiers.   Revised  June   1975.   (1975.)   7   p.il. 
oblong  24°     (Food  and  Nutrition  Service.)     +      •Item  14-A 

A  1.68:997/3 
1019.  Packers  and  stockyards  act,  fair  play  in  marketplace,  helping  producers  help  them- 
selves. |Oct.  1972.  slightly  revised  Jan.  1975.)  (1975.)  (11)  p.  narrow  8°     (Packers  and 
Stockyards  Administration.)  +       •Item  14-A 

A  1.68:1019/2 
1027.    USDA   grade    standards   for   food,    how   they   are   developed   and   used.    (Revised 
Aug.  1974]  [1974]  19  p.  narrow  8°     *  Paper,  30c.  (S/N  0100-03326).     ©Item  14-A 

A  1.68:1027/2 
1081.   Special   summer  food  service   program  for  children,   site   handbook.   |Revised   Mar^ 
1975.)  [1975.)  15  p.il.  12°     (Food  and  Nutrition  Service.)     +     ©Item  14-A 

A  1.68:1081/2 
1088.  Economic  development  through  cooperatives:  [by  Raymond  Williams  ).  (June  1974.) 
cover  title,  ii  +  19  p.il.  4°     (Farmer  Cooperative  Service.)  [Includes  list  of  other  publi- 
cations. Page  19  is  p.  3  of  cover.)     *  Paper,  55c.     •Item  14-A 

A  1.68:1088 
1095.  Marketing  agreements  and  orders  for  fruits  and  vegetables.  [Mar.  1975.)  [2]  +  12  +  [l] 
p.il.  (Agricultural  Marketing  Service.)  [Supersedes  AMS-230,  revised  Nov.  1961] 
•  Paper.  35c.  (S/N  0100-03315).     •Item  14-A 

A  1.68:1095 

1112.  Pollination  and  honey  bee.  [Feb.  1975.)  20  p.il.  4°  (Extension  Service.)  [Prepared 
in  cooperation  with  State  Land-Grant  Universities]     *  Paper,  45c      •Item  14-A 

A  1.68:1112 

1113.  USDA  and  low-income  nations,  1974.  [Mar.  1975.)  6  + [2]  p.il.  narrow  8°  (Economic 
Research  Service.)     +      •Item  14-A 

A  1.68:1113 

Statistical  bulletin. 

455.  Supplement  for  1973  and  1974  to  wool  statistics  and  related  data,  1930-69;  [compiled 
by  Shirley  M.  Frye  ].  [Jan.  1976.)  iv  +  124  p.  4°     (Economic  Research  Service.) 
+      •Item  15 

A  l.34:455/supp.973-74 

Technical  bulletin. 

1495.  Mohair  histogenesis,  maturation,  and  shedding  in  angora  goat  [with  list  of  literature 
cited:  by  Lubow  A.  Margolena  ).  (Nov.  1974]  [2)  +  8  p.  12  pi  40  (Agricultural  Research 
Service.)  [Some  plates  are  colored]     •  Paper.  65c.  (S/N  0100-03329).     •Item  16 

A  1.36:1495 

1496.  Machine  boring  of  southern  pine  [with  list  of  literature  cited);  by  Charles  W. 
McMillin  and  George  E.  Woodson  .  Dec.  1974.  [4] +  46  p.il.  (Southern  Forest  Experi- 
ment Station.  Forest  Service.)     •   Paper.  75c.  (S/N  0100-03283)      •Item  16 

L.C.  card  74-600170  A  1.36:1496 

1521.  Host  records  for  Lepidoptera  reared  in  eastern  North  America  [with  list  of  literature 
cited;  by  DC.  Ferguson  ].  [Dec.  1975.)  [2]  +  49  p.  (Agricultural  Research  Service.) 
+      •Item  16 

A  1.36:1521 
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Government  Publications 

AIR  FORCE  DEPARTMENT,  Defense  Dept.  Washington,  DC  20330 

Air  Force  Human  Resources  Laboratory:  [Technical  report]  AFHRL- 
TR  (series).  (Air  Force  Systems  Command.) 

06540  75-27.   Empirical  investigation  of  stradaptive  testing  model  for  measurement  of  human 

ability  [with  list  of  references];  by  Brian  K.  Waters  .  Oct.  1975.  [4]  +  68  p.il.  4° 
(Williams  Air  Force  Base,  Ariz.)  [Brooks  Air  Force  Base,  Tex.,  appears  on  cover.] 
§ 

D  301.45/27:75-27 

06541  75-37.    Quality    assurance    of   media   devices   and    courseware,    interim    report    [with   list 

of  references];  by  Edgar  A.  Smith  .  Oct.  1975.  cover  title,  [2]  +  28  p.il.  4°  (Lowry 
Air  Force  Base,  Colo.)  [Brooks  Air  Force  Base,  Tex.,  appears  on  cover.]     § 

D  301.45/27:75-37 

06542  75-45.  Effectiveness  evaluation  of  Air  Force  advertising,  final  report  [with  one  reference]; 

by  Cecil  J.  Mullins  ,  John  D.  Williams  ,  Bart  M.  Vitola,  Alan  E.  Michelson.  Sept. 
1975.  [4]  +  71  p.il.  4°  (Lackland  Air  Force  Base,  Tex.)  [Brooks  Air  Force  Base,  Tex., 
appears  on  cover.]     § 

D  301.45/27:75-45 

06543  75-53.   Potential  uses  of  functional   account  code   in  describing  job  requirements,  final 

report  [with  one  reference];  by  Llewellyn  N.  Wiley  .  Oct.  1975.  [2]  +  14  p.il.  4° 
(Lackland  Air  Force  Base,  Tex.)  [Brooks  Air  Force  Base,  Tex.,  appears  on  cover.] 
§ 

D  301.45/27:75-53 

06544  75-54.  Feasibility  of  estimating  personnel  turnover  from  survey  data,  longitudinal  study, 

final  report  [with  list  of  references];  by  William  E.  Alley  ,  R.  Bruce  Gould  Oct. 
1975.  cover  title,  [2]  +  27  p.il.  4°  (Lackland  Air  Force  Base,  Tex.,  appears  on  cover.] 
§ 

D  301.45/27:75-54 

06545  75-55.    USAF   evaluation   of   automated   adaptive   flight   training   system,   interim   report 

[with  list  of  references];  by  James  E.  Brown  ,  Wayne  L.  Waag  ,  Edward  E.  Eddowes. 
Oct.  1975.  [4]  +  60  p.il.  4°  (Williams  Air  Force  Base,  Ariz.)  [Brooks  Air  Force  Base, 
Tex.,  appears  on  cover.]     § 

D  301.45/27:75-55 

06546  75-74.  Fiscal  year  1977,  Air  Force  technical  objective  document.  Dec.  1975.  [4]  +  17  p.il. 

4°  (Plans  and  Applications  Office.)  [Brooks  Air  Force  Base,  Tex.,  appears  on  cover. 
Supersedes  AFHRL-TR-74-81  for  fy  1975.]  + 

D  301.45/27:75-74 

Air  Force  manual  AFM  (series). 

06547  30-3.  Personnel,  advanced  personnel  data  system  (APDS),  AFMPC/HAF/MAJCOM  data 

retrieval,  v.7.  Oct.  31,  1975.  [231]  p.il.  4°  [Supersedes  Chap.3,  AFM  30-3,  v.2,  Sept. 
10,  1974;  and  Chap.2,  AFM  30-3,  v. 3,  Dec.  17  ,  1974.  Issued  with  perforations.] 
§G2     -Item  421 

D  301.7:30-3/5/v.7 

06548  55-8.    See    Federal    Aviation    Administration,    United    States    standard    flight    inspection 

manual. 

06549  66-1.  Equipment  maintenance,  maintenance  management:  v. 3,  Organizational  maintenance. 

Nov.  1,  1975.  [32]  p.  4°  [Supersedes  edition  of  May  1,  1974.  Effective  Dec.  I,  1975. 
Issued  with  perforations.]     §       •Item  421 

D  301.7:66-l/7/v.3 

06550  66-1.  Equipment  maintenance,  maintenance  management:  v. 5,  Avionics  maintenance,  Nov. 

1,  1974.  [48]  p.il.  4°  [Supersedes  edition  of  May  1,  1974.  Effective  Dec.  1,  1975. 
Issued  with  perforations.]     §       •Item  421 

D  301.7:66-l/7/v.5 

06551  66-1.  Equipment  maintenance,  maintenance  management:  v.7,  Consolidated  maintenance. 

Nov.  1,  1975.  [36]  p.  4°  Supersedes  edition  of  May  1,  1974.  Effective  Dec.  1,  1975. 
Issued  with  perforations.]     §G2     -Item  421 

D  301.7:66-l/7/v.7 

06552  78-2.  See  Defense  Department,  Defense  Supply  Agency  handbook  DSAH  4215.1. 

06553  78-37.  See  Defense  Department,  Defense  Supply  Agency  handbook  DSAH  4215.41. 

06554  85-3.  See  Army  Department,  Technical  manual  TM  5-618. 

06555  88-2.  Facility  design  and  planning.  Air  Force  design  manual,  definitive  designs  of  Air 

Force  structures  ,  Apr.  1,  1969,  Change  2.  July  1,  1975.  [2]  +  10  p.il.  152  pi.,  oblong 
large  8°     [Accompanied  by  2  covers:  pt.l.  Definitive  drawings  for  standard  facilities: 
pt.2,  Definitive  drawings  for  ANG/USAFR  facilities.  Issued  with  perforations.] 
+     •Item  421 

D  301.7:88-2/4/ch.2 

06556  100-18.   Communications-electronics,   USAF  ground   communications-electronics   program 

management,  Change  2.  Nov.  30.  1975.  [59]  p.  4°  [Issued  with  perforations.]  § 
G2     -Item  421 

D  301.7:100-18/ch.2 
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>7  100-19.  Communications-electronics  activities,  USAF  ground  communications-electronics 
program  implementation  management.  Mar.  13,  1974.  [67)  p.il.  4°  [Supersedes  edition 
of  Oct.  1.  1971.  Issued  with  perforations]     #     •Item  421 

D  301.7:100-19 
i8         177-373.    Accounting   and    finance,   joint   uniform    military    pay    system    leave    policy   and 
procedures,   v.3.    No.   1,   1975.   [125]   p.il.  4°     [Supersedes   AFR   35-8,  June   30,   1971, 
and  AFM  177-373  of  July  1.  1971.  Issued  with  perforations. 1     §G2     -Item  421 

D  30l.7:177-373/v.3 

Air  Force  pamphlet  AFP  (series). 

9        216-1.  See  Armed  Forces  Information  Service,  DoD  pamphlet  GEN-37. 

Air  Force  technical  order  TO  (series). 

i0        13C7-1-1I.  See  Army  Department,  Technical  manual  TM  10-500-1. 

06561  Officer  in  United  States  Air  Force.  [1974.]  cover  title,  32  p.il.  4° 
(Recruiting    Service,    Directorate    of   Advertising.)    [Illustrations    are 
colored.  Text  on  p.  2-3  of  cover.]     +     •Item  424 

D  301.2:Of  2/5 

06562  What  you  always  wanted  to  know  about  Air  Force  but  didn't  know 

who  to  ask.  [1975.]  18  p.il.  4°  ([GS  75-4;  Recruiting  Service, 
Directorate  of  Advertising.])  [Illustrations  are  colored.  Additional  title 
is  Air  Force-great  way  of  life.  Text  and  illustration  on  p.  3-4  of 
cover.]     +     •Item  424 

D  301.2:Ai  7/27 

AIR  TRAFFIC  SERVICE,  Transportation  Dept.  Washington,  DC 
20553 

06563  Air  traffic  control  [handbook].  [1975.]  cover  title,  [388]  p.il.  4°    (7110.65.) 

[Issued  with  perforations.  Effective  Jan.  1,  1976.]  *  Paper,  $14.75 
(basic  and  supplementary  material  for  indefinite  period);  add  $3.70 
for  foreign  mailing.     •Item  431-D-l 

TD  4.308:Ai  7/3 

06564  Contractions  handbook,  Change  1.  Nov.  14,  1975.  [84]  p.  4°    (7340.1E.) 

[Issued  with  perforations.  Effective  date  Feb.  1,  1976.  Cancellation 
date  May  1,  1976.]  *  Paper,  $11.15  (basic  and  supplementary  material 
for  indefinite  period);  add  $2.80  for  foreign  mailing.  •Item  431-D- 
1 

TD  4.308:C  76/975/ch.l 

06565  En  route  air  traffic  control  handbook,  Change  5.  Dec.  28,  1973.  [56] 

p.  4°  (7U0.9C.)  [Issued  with  perforations..  Effective  Apr.  1,  1974. 
Cancellation  July  1,  1974.]  *  Paper,  $14.75  (basic  and  supplementary 
material  for  indefinite  period);  add  $3.70  for  foreign  mailing.  •Item 
431-D-l 

TD  4.308: En  l/973/ch.5 

06566  IFR   off-airway   routes   (non   part   95).   Nov.   1973.   cover  title,   [l]+20 

p.  4°  (Flight  Services  Division.)  [Consolidation  of  off-airway  non- 
95  routes  not  published  in  pt.  93,  including  Nov.  8,  1973  amendment. 
Issued  with  perforations.]     # 

TD  4.302:Ai  7/973 

AIRPORTS  SERVICE,  Transportation  Dept.  Washington,  DC  20553 

06567  Airport    design    standards:    Airports    served    by    air   carriers,    surface 

gradient  and  line-of -sight.  Feb.  6,  1975.  13  p.il.  4°  (Advisory  circular 
AC  150/5325-2C.)  [Consolidated  reprint  including  Change  1.  Issued 
with  perforations.]     +     •Item  431-C-4 

TD  4.111:Su  7/rep. 
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Government  Publications 

AMERICAN  REVOLUTION  BICENTENNIAL  ADMINISTRATION, 
2401  E  St.,  NW  Washington,  DC  20276 

06568  Questions  and  answers  about  Bicentennial.  [1975.]  cover  title,  [16]  p.il. 

narrow  8°    [Illustrations  are  colored.]     +     •Item  1089 

Y  3.Am  3/6:2  Q  3 

ARMED  FORCES  INFORMATION  SERVICE,  Defense  Dept. 
Washington,  DC  20310 

06569  USHBP,  uniformed  services  health  benefits  program,  including  CHAM- 

PUS,  civilian  health  and  medical  program  of  uniformed  services. 
[1975.]  11  p.il.  narrow  8°  (CHAMPUS  FS-1;  NAVEDTRA  46609; 
PHS-CCPM  Pam-16.)     +     •Item  313 

D  2.2:Un  3 

DoD  pamphlet. 

06570  GEN-37.  You  and  law  overseas.  [1975.]  cover  title,  30  p.il.  12°     ([Army  Dept.]  DA  Pam 

360-544;    [Navy    Dept]    NAVEDTRA   46407;[Air   Force    Dept.]    AFP   216-1;    [Marine 
Corps]  NAVMC  2658.)     *  Paper,  55c.  (S/N  008-047-00195-9).     •Item  312-A 

D  2.14:GEN-37 

ARMY  DEPARTMENT,  Defense  Dept.  Washington,  DC  20310 

AMC  pamphlet.  (Army  Materiel  Command.) 

06571  706-205.    Engineering   design   handbook;   timing   systems   and   components   [with   lists   of 

references].  Dec.  1975.  cover  title,  [509]  p.il.  4°     [Issued  with  perforations.]     # 
•Item  322-A 

D  101.22/3:706-205 

06572  Army  ROTC  facts.  [Aug.  1974.]  cover  title,  [36]  p.il.  oblong  48°    ([RPI- 

664.])  [One  illustration  is  colored.]      +     •Item  325 

D  101.2 :R  31/25/974 

Civilian  personnel  pamphlet  CPP  (series). 

06573  45-M-4.    Relationships    with    labor    organizations    [with    bibliography].    Sept.    6,    1974. 

[1]  +  122  +  [1]  p.  4°  (Manager  development  series.)  [Supersedes  edition  of  Jan.  31,  1964. 
Issued  with  perforations.]  +      •Item  323-D 

D  101.37:45-M-4 

Field  manual  FM  (series). 

06574  6-300.  Army  ephemeris,  1975.  Dec.  1974.  cover  title,  [89]  p.il.  4°     [Effective  Jan.  1,  1975. 

Supersedes  edition  of  Aug.  10,  1973.  Issued  with  perforations]     *  Paper,  $1.55.  (S/N 
0820-00530).      •Item  324 

D  101.20:6-300 

Pamphlet. 

06575  360-544.  See  Armed  Forces  Information  Service,  DoD  pamphlet  GEN-37. 

06576  550-174.  Area  handbook  for  Guinea  [with  bibliographies;  by]  Harold  D.  Nelson  ,  Margarita 

Dobert  ,  James  McLaughlin,  Barbara  Marvin,  Donald  P.  Whitaker.  Second  edition. 

1975.    xiv  +  386   p.il.   4°     [Prepared   by    Foreign  Area   Studies,   American    University. 

Research  completed  Feb.  1975.]     *  Cloth,  $7.00.  •Item  327(Rev.  1969) 

L.C.  card  75-26515  D  101.22:550-174 

06577  Take  a  look  at  all  the  things  you've  been  taking  for  granted.  [June 

1975.]  [24]  p.il.  4°  ([RPI-366.])  [Illustrations  are  colored.  Illustration 
on  p.  2  of  cover;  text  on  p.  4  of  cover.]     +     •Item  325 

D  101.2:Ar  5/18 

06578  This  is  TECOM  [Test  and  Evaluation  Command].  [1975.]  cover  title, 

[28]  p.il.  4°  [Prepared  by  TECOM  Information  Office,  with  coopera- 
tion of  Visual  Aids  Section,  Administrative  Office.  Text  on  p.  2- 
3  of  cover.]      +     •Item  325 

D  101.2:T  28 
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Technical  manual  TM  (series). 

06579  5-618.   Civil  engineering  general,   paints   and   protective   coatings.   Change   I   (with   list  of 

references  and  standards).  Nov.  21.  1975.  [1571  p.il.  4°  ((Navy  Dcpt.|NAVFAC  MO 
110.  (Air  Force  Dept  |AFM  85-3.)      #     •Hem  329 

D  I0l.ll:5-6l8/ch.l 

06580  5-764.    Flectric   motor  and   generator   repair.   [1975. |   cover  title.   |233|   p.il.   4°     |Reprint 

including  current  pages  from  Change  I.  Issued  with  perforations.  Contains  copyrught 
material.  Supersedes  edition  of  Sept.  17.  1964.1  *  Paper.  $3  10.  (S/N  008-020-00456- 
1).     ©Item  329 

D  101.11:5-764/2 

06581  5-807-7.  Color  for  buildings  |with  bibliography]   July  1974.  cover  title,  [79]  p.il.  4° 

(Some  illustrations  are  colored.  Supersedes  TM  5-807-7.  June  25,  1968.)  •  Paper. 
$10.55.  (S/N  0820-00492)       •Item  329 

D  101.11:5-807-7/2 

06582  8-228.    Handbook    of   procedures    for    MUST   laboratory    [with    list   of    references).    Dec. 

1969  [published  1970).  cover  title,  [90)  p.il.  4°  [Some  illustrations  are  colored.  Issued 
with  perforations.  Text  on  p.  2  of  cover.  Contains  copyright  material!  +  ©Item 
329 

D  101.11:8-228 

06583  10-500-1.  Airdrop  of  supplies  and  equipment,  rigging  containers  [with  list  of  references). 

Feb.  1973  [published  1974].  [100]  p.il.  4°  (Air  Force  TO  I3C7-I-I1.)  [Reprint  including 
current  pages  from  Changes  1-2.  Supersedes  edition  of  Sept.  20,  1968.  Issued  with 
perforations]     #     #Item  329 

D  101.11. I0-5OO-I/2 

06584  95-225.    See    Federal   Aviation    Administration,    United    States   standard   flight   inspection 

manual. 

USAAMRDL  technical  report.   (Eustis   Directorate,   U.S.   Army   Air 
Mobility  Research  and  Development  Laboratory,  Fort  Eustis,  Va.) 

06585  75-34A.  Development  of  advanced  anti-icing/deicing  capability  for  U.  S.  Army  helicopters: 

v.l.  Design  criteria  and  technology  considerations,  final  report  [with  list  of  references; 
by  J.B.  Werner  ).  Nov.  1975.  cover  title,  253  p.il.  4°  [Prepared  by  Lockheed-Califor- 
nia Co.,  Burbank,  Calif.,  under  contract  DAAJ02-73-C-0107]     # 

D  117.8/2:75-34A 

06586  75-34B.  Development  of  advanced  anti-icing/deicing  capability  for  U.S.  Army  helicopters: 

v. 2,  Ice  protection  system  application  to  UH-LH  helicopter,  final  report;  [by  J.B. 
Werner  J.  Nov.  1975.  cover  title,  220  p.il.  4°  [Prepared  by  Lockheed-California 
Co.,  Burbank,  Calif.,  under  contract  DAAJ02-73-C-0I07.)     # 

D  H7.8/2:75-34B 

06587  75-49.    Production    suitability    of   electroform    conductive    wax    process    for    manufacture 

of  fluidic  systems  ,  final  report;  [by  Robert  Lewis  ,  Walter  Posingies  ,  Burton 
Scott).  Nov.  1975.  cover  title,  127  p.il.  4°  [Prepared  for  U.S.  Army  Aviation  Systems 
Command,  St.  Louis,  Mo.,  by  Honeywell,  Inc.,  Minneapolis.  Minn.,  under  contract 
DAAJ02-74-C-0012.  Some  pages  issued  as  leaves.)     # 

D  117.8/2:75-49 

06588  Your  Army,  200  years.   [1975.]  cover  title,   [40]  p.il.  4°    [Text  on  p. 

2-3  of  cover.]     *  Paper,  $1.15.     #Item  325 

D  101.2:Ar  5/17 

ASSISTANCE  PAYMENTS  ADMINISTRATION,  Health,  Education, 
and  Welfare  Dept.  Washington,  DC  20201 

How  they  do  it,  illustrations  of  practice  in  administration  of  AFDC. 

06589  Supervisory  case  review  system,  Minnesota.  [1975.]  [67]  p.  4°     ([DHFW  publication  (SRS) 

76-21233.])  [Prepared  in  cooperation  with  Minnesota  Department  of  Public  Welfare.) 
+     •Item  5I2-B-2 

HF.  I7.408/2:Su  7 

CANAL  ZONE  GOVERNMENT  Washington,  DC  20004 

06590  Panama  Canal  Company,  Canal  Zone  Government,  annual  report,  fiscal 

year  1974.  [1975.]  cover  title,  vi +147  p.il.  1  pi.  1  tab.     +     •Item  330 

CZ  1.1:974 

§For  Sale  by  National  Technical  Information  Service, 
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Government  Publications 

CENSUS  BUREAU,  Commerce  Dept.  Suitland,  MD  20233 

Census  of  construction  industries,  1972:  Special  report  CC  72  (series). 
([Construction  Division.]) 

06591  S.   Legal   form   of  organization   and   specialization   in   types  of  construction.   Dec.   1975. 

xii  +  73  +  [7]  p.il.  4°      *G2     -Item  133-D-2 

C  56.254/5:CC  72-S 

Census  of  manufactures,  1972:   Industry  series  MC  72(2).  ([Industry 
Division.]) 

06592  20   H.   Beverages   [SIC   industry   group   208].   Feb.   1975.   vi  +  27  +  5   p.   4°     *  Paper,   $1.20. 

•Item  136 

C  56.244/6:972/20  H 

06593  39  A.  Jewelry,  silverware,  and  plated  ware  [SIC  industry  group  391].  Aug.  1974.  vi  +  16+5 

p.  4°     *  Paper,  75c.     •Item  136 

C  56.244/6:972/39  A 

Census    of    manufactures,    1972:    Special    report    series    MC    72(SR). 
([Industry  Division.]) 

06594  6   S.    Fuels   and   electric    energy   consumed   (Supplement).    Sept.   1974.    viii  +  89-107   p.   4° 

*  Paper,  90c.      •Item  135 

C  56.244/3:972/6  S 

Census   of  manufactures,   1972:    Subject  series  MC  72(1).   ([Industry 
Division.]) 

06595  1.  General  summary.  Nov.  1975.  [551]  p.  4°     *  Paper,  $8.20.     ©Item  135 

C  56.244/8:972/1 

06596  5.   Selected   materials   consumed.   Dec.   1975.   viii  +  151  +  [4]   p.  4°     *  Paper,   $3.20.     •Item 

135 

C  56.244/8:972/5 

Census  of  population,  1970:  Supplementary  report  PC(Sl)-(series). 

06597  90.  Low-income  neighborhoods  in  large  cities,  1970,  New  York,  N.Y.;  prepared  by  Donald 

G.  Fowles  .  June  1974.  xxix  +  255  p.il.  40     *  Paper,  $2.85.     ©Item  154 

C  3.223/12:970/90 

06598  100.   Low-income   neighborhoods  in  large   cities,  1970:   San   Diego  and   San  Jose,   Calif.; 

prepared  by  Donald  G.  Fowles  .  June  1974.  xvi+34  p.il.  4°     *  Paper,  70c.     •Item 
154 

C  3.223/12:970/100 

06599  105.  Poverty  status  in  1969  and  1959  of  persons  and  families.  States,  SMSA's,  central 

cities,  and  counties,  1970  and  1960.  Dec.  1975.  v  +  I02  p.il.  4°     [Issued  with  perfora- 
tions.]    *  Paper,  $2.20.     •Item  154 

C  3.223/12:970/105 

Census  of  retail  trade,  1972:  Area  statistics  RC  72-A-(series).  ([Business 
Division.]) 

06600  22.  Massachusetts.  Aug.  1974.  [107]  p.il.  4°     *  Paper,  $1.95.     ©Item  132-A-24 

C  56.251/2:972/22 

06601  34.  North  Carolina.  Sept.  1974.  [113]  p.il.  4°     *  Paper,  $2.45.     •Item  132-A-36 

C  56.251/2:972/34 

Census    of    retail    trade,    1972:    Major    retail    centers    in    standard 
metropolitan  statistical  areas  RC  72-C  (series).  ([Business  Division.]) 

06602  2.  Alaska.  Dec.  1974.  23  p.il.  4°     *  Paper,  85c.     •Item  133 

06603  3.  Arizona.  Nov.  1974.  [47]  p.il.  4°     *  Paper,  $1.30.     •Item  133 

06604  6.  Colorado.  Nov.  1974.  [47]  p.il.  4°     *  Paper,  $1.30.     ©Item  133 

06605  8.  Delaware.  Apr.  1975.  [27]  p.il.  4°     *  Paper,  90c.     •Item  133 

06606  12.  Hawaii.  Nov.  1974.  [35]  p.il.  4°     *  Paper,  $1.15.     ©Item  133 

06607  20.  Maine.  Nov.  1974.  [29]  p.il.  4°     *  Paper,  95c.     •Item  133 

06608  21.  Maryland.  Mar.  1975.  [37]  p.il.  4°     *  Paper,  $1.20.     •Item  133 


C  56.251/5:972/2 
C  56.251/5:972/3 
C  56.251/5:972/6 
C  56.251/5:972/8 
C  56.251/5:972/12 
C  56.251/5:972/20 
C  56.251/5:972/21 
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06609  30.  New  Hampshire    Sepl.  1974   [27J  p.il.  4°     •  Paper.  90c      #116111  133 

C  56.251/5:972/30 

06610  38.  Oregon.  Feb.  1975.  (4I|  p.il.  4°     •  Paper,  $1.25.     •Hem  133 

C  56.251/5:972/38 

Census  of  retail  trade,  1972:  Subject  series  RC  72-S.  ([Business  Divi- 
sion.]) 

0661 1  3.  Miscellaneous  subjects.  Dec.  1975.  vii  +  l29+|27)  p.il.  4°     •  Paper,  S3. 35.     •Item  133 

C  56.251/3:972/3 

Census  of  selected  service  industries,  1972:  Area  statistics  SC  72- 
A  (series).  ([Business  Division.]) 

06612  9.  District  of  Columbia.  Sept.  1974.  (37)  p.il.  4°     •  Paper.  $1.20.     •Item  132-A-IO 

C  56.253/3:972/9 

06613  11.  Georgia.  Oct.  1974.  [97]  p.il.  4°     •  Paper.  $2  20.     •hem  I32-A-I2 

C  56.253/3:972/11 

Census  of  selected  service  industries,  1972:  Subject  series  SC  72- 
S.  ([Business  Division.]) 

06614  2.    Hotels,   motels,   trailering  parks,  and   camps.   Dec.   1975.   iv  +  51  +  (21)   p.il.  4°     'Paper. 

$1.80.     •Item  133 

C  56.253/4:972/2 

06615  3.  Motion  picture  industry.  Dec.  1975.  iv  +  23  +  [23)  p.il.  4°     *  Paper.  $1.50.     •Item  133 

C  56.253/4:972/3 

06616  6.  Arrangement  of  passenger  transportation.  Dec.  1975.  [31]  p.il.  4°     *  Paper,  95c.     •Item 

133 

C  56.253/4:972/6 

06617  7.    Nonregulated    motor   carriers    and    public    warehousing.    Dec.    1975.    iv  +  30+(16]   p.   4° 

*  Paper,  $1.50.      •Item  133 

C  56.253/4:972/7 

Census  of  wholesale  trade,  1972:  Area  statistics  WC  72-A  (series). 
([Business  Division.]) 

06618  34.  North  Carolina.  Sept.  1974.  [47]  p.il.  4°     *  Paper.  $1.35.     •Item  132-A-36 

C  56.252/3:972/34 

06619  Census  of  wholesale  trade,  1972:  Commodity  line  sales  WC  72-L.  Nov. 

1975.  [539]  p.il.  4°    ([Business  Division.])     *  Paper,  $7.65.     #Item  133 

C  56.252/4:972/L 

Census  of  wholesale  trade,  1972:  Subject  series  WC  72-S.  ([Business 
Division.]) 

06620  3.  Value  produced,  capital  expenditures,  fixed  assets,  rental  payments,  and  supplemental 

labor  costs  of  merchant  wholesalers.  Dec.  1975.  [36]  p.il.  4°  •  Paper,  $1.30.  •Item 
133 

C  56.252/4:972/3 

Current  population  reports:  Series  P-20,  Population  characteristics. 
*  Paper,  $56.00  (Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28  summaries, 
P-60,   and   P-65   for  a   yr.),   add   $14.00  for  foreign   mailing;   single 
copy  prices  vary. 

06621  287.    Marital    status    and    living   arrangements,    Mar.   1975;    [prepared   by    Arthur   Norton 

,  Robert  Grymes  ,  Gerda  Mudd,  Arlene  Saluter,  and  Katherine  Campbell].  Dec. 
1975.  cover  title,  [2J  +  41  p.4°  ((Population  Division.])  [Includes  list  of  related  reports. 
Issued  with  perforations]     *  Paper,  $1.10.     •Item  142-C 

C  56.2l8:P-20/287 

Current  population  reports:  Series  P-23,  Special  studies.  *  Paper, 
$56.00  (Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28  summaries,  P-60, 
and  P-65  for  a  yr.),  add  $14.00  for  foreign  mailing;  single  copy  prices 
vary. 

06622  49.  Population  of  United  States,  trends  and  prospects,  1950-90  [with  bibliography;  edited 

by  Paul  C.  Glick  with  Karen  M.  Mills  ].  May  1974.  cover  title,  iv  +  221  p.il.  4° 
([Population  Division.])     •  Paper,  $2.75.     •Item  142-C 

C  56.218:P-23/49 

§For  Sale  by  National  Technical  Information  Service, 
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06623  48.   Social  and   economic    status  of   black   population   in   United   States,   1973;   (prepared 

by  Nampeo  D.  McKenney  ,  Olga  V.  Fonvillc  ,  Patricia  A.  Johnson,  Virginia  H. 
Williams,  and  Gloria  J.  Porter).  [1974]  iv  +  146  p.il.  4°  ((Population  Division.])  [Issued 
with  perforations.])     *  Paper,  $2.75.     ©Item  142-C 

C  56.2l8:P-23/48 

Current  population  reports:  Series  P-25,  Population  estimates  and  pro- 
jections. *  Paper,  $56.00  (Series  P-20,  P-23,  P-25,  P-26,  P-27,  P- 
28  summaries,  P-60,  and  P-65  for  a  yr.),  add  $14.00  for  foreign 
mailing;  single  copy  prices  vary. 

06624  524.    Estimates   of   population   of    United    Slates   to   June    1,    1974.    July   1974.    2   p.il.   4° 

*  Paper,  25c.      ©Item  142-C 

C  56.218:P-25/524 

06625  534.    Estimates   of   population   of   United    States   to   Sept.   I,   1974.   Oct.   1974.   2   p.il  4° 

*  Paper,  25c.      ©Item  142-C 

C  56.218:P-25/534 

06626  613.  Illustrative  projections  of  first  births  for  United  States,  1975-2000.  Nov.  1975.  [2] +  8 

p.il.  4°      *  Paper,  30c.     •Item  142-C 

C  56.218:P-25/613 

06627  614.  Estimates  of  population  of  United  States,  by  age,  sex,  and  race,  1970-75;  [prepared 

by  Robert  Warren  ].  [Nov.  1975.]  cover  title,  [2]  + 34  p.il.  4°  ([Population  Division.]) 
[Includes  list  of  related  reports]     *  Paper,  90c.     •Item  142-C 

C  56.218:P-25/614 

06628  615.    Estimates   of   population   of   States,   July   1,    1974   and   1975   (advance   report).    Nov. 

1975.  3  p.  4°     *  Paper,  30c.     •Item  142-C 

C  56.218:P-25/615 

Current  population  reports:  Series  P-28,  Special  censuses.  *  Paper, 
$56.00  (Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28  summaries,  P-60, 
and  P-65  for  a  yr.),  add  $14.00  for  foreign  mailing;  single  copy  prices 
vary. 

06629  1522.    Summary    of   special   censuses   conducted   by    Bureau   of   Census   between   Jan.   1 

and  June  30,  1975.  Dec.  1975.  6  p.  4°     *  Paper,  30c.     ©Item  142-C 

C  56.218:P-28/1522 

06630  U.S.  general  imports,  world  area  by  commodity  groupings,  [Schedule 

A],  FT  155/annual  1973.  Nov.  1974.  xiv+503  p.  4°    ([Foreign  Trade 
Division.])     *  Paper,  $5.50.     #Item  144 

C  56.210:155-73 

Urban  atlas,  tract  data  for  standard  metropolitan  statistical  areas  [GE 
80]  (series).  ([Geography  Division.]) 

06631  5080.  Milwaukee,  Wis.  [1975.]  cover  title,  [3]  p.  25  maps,  oblong  f°     [Prepared  in  coopera- 

tion with  Manpower  Administration,  Labor  Department  and  Lawrence  Berkeley 
Laboratory,  University  of  California.  Text  on  p.2  of  cover.  24  maps  are  colored.] 

*  Paper,  $3.90  (S/N  0324-00692). 

L.C.  card  74-600166  C  56.242/4:5080 

06632  6200.  Phoenix,  Ariz.  [1975.]  cover  title,  [2]  p.  13  maps,  oblong  f°     [Prepared  in  cooperation 

with  Manpower  Administration,  Labor  Department  and  Lawrence  Berkeley  Laborato- 
ry, University  of  California.  Text  on  p.2  of  cover.  12  maps  are  colored.]     *  Paper, 
$2.55  (S/N  0324-00699). 
L.C.  card  74-600166  C  56.242/4:6200 

06633  6920.    Sacramento,   Calif.    [1975.]   cover   title,    [2]   p.    13    maps,   oblong   f°     [Prepared   in 

cooperation    with    Manpower    Administration,    Labor    Department    and    Lawrence 
Berkeley  Laboratory,  University  of  California.  Text  on  p.2  of  cover.  12  maps  are 
colored.]     *  Paper,  $2.55  (S/N  0324-00704). 
L.C.  card  74-600166  C  56.242/4:6920 

06634  7240.    San   Antonio,   Tex.    [1975.]   cover  title,    [2]   p.   13   maps,   oblong  f°     [Prepared   in 

cooperation    with    Manpower    Administration,    Labor    Department    and    Lawrence 
Berkeley  Laboratory,  University  of  California.  Text  on  p.2  of  cover.  12  maps  are 
colored.]     *  Paper,  $2.55  (S/N  0324-00706). 
L.C.  card  74-600166  C  56.242/4:7240 
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CENTER  FOR  DISEASE  CONTROL,  Health,  Education,  and  Welfare 
Dept.  Atlanta,  GA  30333 

066is  Directory  of  on-going  research  in  smoking  and  health,  1974.  [May  1974.) 
(8] +  331  p.  4°  ([DHEW  publication  (CDC)  74-8739];  National 
Clearinghouse  for  Smoking  and  Health.)  [Compiled  by  Herner  and 
Co.,  Washington,  D.C.,  under  contract  HSM  21-73-520.)  *  Paper, 
$3.35.     •Item  483-L-4 

HE  20.7015:974 

CIVIL  AERONAUTICS  BOARD  Washington,  DC  20428 

06636  Local  service  air  carriers'  unit  costs,  v.l,  unit  costs,  summary,  year 

ended  Mar.  31,  1975.  [1975]  [5] +  25  p.  4°  [Semiannual.  Issued  pursuant 
to  rule  1109  of  rules  of  practice  in  economic  proceedings.]  + 

C  31.253:975/v.l 

CIVIL  RIGHTS  COMMISSION  Washington,  DC  20425 

06637  Civil  and  human  rights  in  Oregon  State  prisons,  report  of  Oregon  Ad- 

visory Committee  to  Commission  on  Civil  Rights;  [by  Sally  E.  James 
].  Jan.  1976.  [2]  +  vii  +  78  p.il.  40     +     •Item  288-A 

CR  1.2:Or  3 

06638  Hearing  before  Commission  on  Civil  Rights  [on  Indian  affairs].  [1974.] 

vii+966  p.il.  [Hearing  held  in  Albuquerque,  N.Mex.,  Nov.  14-15,  1972.] 
+     •Item  288-A 

CR  1.8:A1 1 

CIVIL  SERVICE  COMMISSION  Washington,  DC  20415 

06639  Air  traffic  controllers,  opportunities  in  Federal  Government,  announce- 

ment 418.  May  1975.  [l]+8+[l]  p.il  4°  (GS-2152-5/7.)     +     •Item  292 

CS  1.26:975/418 

06640  Better  office   skills   and   service,   student  manual   [with  bibliography]. 

[May  1975.]  cover  title,  iv+97  p.il.  4°  (Bureau  of  Training,  Communi- 
cations and  Office  Skills  Training  Center.)  [Accompanied  by  8 
dividers.]     +     •Item  296-B 

CS  1.7/4:Of  2/975 

06641  Equal  employment  opportunity  court  cases.  Mar.  1974  [published  July 

1974].  [4] +  81  p.  4°  (BIPP  152-46;  Bureau  of  Intergovernmental  Pro- 
grams.)    *  Paper,  $1.25  (S/N  0600-00794).     •Item  295 

CS  1.2:Em  7/17 

06642  Guide  to  more  effective  public   service,  legal  framework.   May  1975. 

cover  title,  63  p.  4°  (BIPP  152-43;  Bureau  of  Intergovernmental  Per- 
sonnel Programs.)  [Table  of  contents  on  p.  2  of  cover.]  *  Paper, 
$1.20.     •Item  296-B 

CS  1.7/4:P  96 

Pamphlet. 

06643  SM  62-09.  Study  of  employment  of  women  in  Federal  Government,  1973.  [8th  edition  ] 

[1974]   243   p.   4°   Prepared   for   Federal  Women's   Program   by   Manpower  Statistics 
Division,  Bureau  of  Manpower  Information  Systems.  Includes  list  of  other  available 
publications.  Title  on  cover:  Federal  civilian  employment,  women.  1973  study] 
•  Paper,  $2.55  (S/N  0600-00798).     #Item  299 

CS  1.48:SM  62-09 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
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Personnel  bibliography  series. 

06644  66.  Administration  of  training.  1975.  cover  title,  [3]  +  l05  p.  4°     (Library.)  [Updates  Person- 

nel bibliography  51,  1973.]     *  Paper,  $1.75  (S/N  006-000-00908-5).     •Item  300-A-l 

CS  1.61/3:66 

06645  Political  activities  under  Comprehensive  employment  and  training  act. 

[Sept.  1974.]  [12]  p.il.  narrow  8°  BIPP-152-45;  Bureau  of  Intergovern- 
mental Personnel  Programs.])     +     •Item  295 

CS  1.2:P  75/5 

06646  Stenographers  and  typists,  announcement  WA-3-06.  Reissued  Dec.  1975. 

[1975.]  6  p.il.  4°    (Washington  Area  Office,  EWO.)     +     •Item  292 

CS  1.26/4:975/WA-3-06 

06647  Telephone  directory,  Sept.  1975.  [1975.]  cover  title,  46+[2]  p.il.  (CSC 

document  2.)  [Prepared  by  Bureau  of  Management  Services,  Office 
Services  Division.  Emergency  numbers  and  procedures  on  p.  2-4  of 
cover.]  +      ©Item  290-N 

CS  1.88:975 

COAL  RESEARCH  OFFICE,  Interior  Dept.  Washington,  DC  20240 

Research  and  development  report. 

06648  30.   Coal   processing   by    electrofluidics,   interim   report   2   [with   list  of   literature   cited]. 

Mar,  1,  1974.  [3]  +  iv  +  77  p.il.  4°  [Prepared  by  Iowa  State  University  of  Science 
and  Technology,  Ames,  Iowa  under  contract  14-01-0001-479.]     +     •Item  606-C-2 

I  63.10:30/int.2 

06649  82.   Environmental  factors  in  coal  liquefaction  plant  design,  interim  report  3  [with  one 

reference;  by  J.B.  O'Hara  ,  S.N.  Rippee  ,  B.I.  Loran,  W.J.  Mindheim.  [May  1974.] 
[l]  +  ii  leaves  +19  p.il.  4°  [Study  by  Ralph  M.  Parson  Company  under  contract 
14-32-0001-1234.  Presented  at  EPA  Symposium  on  Environmental  Aspects  of  Fuel 
Conversion  Technology,  May  14,  1974.]     *  Paper,  65c.     •Item  606-C-2 

I  63.10:82/int.3 

COAST  GUARD,  Transportation  Dept.  Washington,  DC  20590 

06650  Addendum  to  national  search  and  rescue  manual.   [1972.]  cover  title, 

[35]  p.il.  4°    ([CG-308.])  [Issued  with  perforations.]     # 

TD  5.8:Se  1/adden. 

06651  (Almost)  everything  you  ever  wanted  to  know  about  boating...  but  were 

ashamed  to  ask.  [Feb.  1972.]  cover  title,  24  p.il.  narrow  8°  ([CG- 
428;  Office  of  Boating  Safety.])  + 

TD  5.2:B  63/5 

06652  Auxiliary  instructors  guide.  1973  [published  1975].  cover  title,  iii+[l]+45 

p.  (CG-336.)     +     •Item  934-A 

TD  5.8:Au  9/2/973 

06653  Aviation  plan.  [1975.]  cover  title,  [71]  p.il.  4°    (CG-380-2.)  [Issued  with 

perforations.]  + 

TD  5.2:Av  5 

Coast  Guard  boating  safety  circular. 

06654  2-74.  Fuel  and  electrical  standards.  [1975.]  4  p.  4°     ([Office  of  Boating  Safety.])  + 

TD  5.4/3:2-74 

06655  Development   of   a   prototype   airborne   oil    surveillance    system:    y.2, 

Design  report,  phase  1,  final  design  report.  June  1973.  cover  title, 
[427]  p.il.  4°  (CG-D-46-74,  Office  of  Research  and  Development.) 
[Prepared  by  Aerojet  Electrosystems  Company,  Azusa,  Calif.  Figure 
5-3  is  loose  insert.]     §  (Price  upon  application). 

TD  5.2:Oi  5/14/v.2 
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A6656  Evaluation  of  Coast  Guard  oil-water  separator  and   monitor  systems 
[with  list  of  references:  by  R.W.  Montfort  ].  Mar.  1975.  cover  title, 
[111]  p.il.  4°    (CG-D-113-75,  Office  of  Research  and  Development.) 
+  (Distributed  to  U.S.  Government  agencies  only). 

TD  5.2:Oi  5/17 

06657  Evaluation  of  the  strength  and  seakeeping  ability  of  pollution  control 
barriers,  final  report  [with  list  of  references;  by]  Jerome  H.  Milgram 
,  and  John  F.  O'Dea  .  Sept.  1974.  cover  title,  202  p.il.  4°  (CG- 
D-55-75,  Office  of  Research  and  Development.)  [Prepared  by  Mas- 
sachusetts Institute  of  Technology,  Cambridge,  Mass.]  §  (Price  upon 
application). 

TD  5.2:P  76/3 

D6658  Family  housing  manual.  [Jan.  1974.]  cover  title,  [167]  p.  4°  (CG-398.) 
[Issued  with  perforations.]  + 

TD  5.8:H  81 

06659  Field  study  of  wave  environment  vs.  boating  activity  for  seven  sites 
in  eastern  U.S.,   final  report;   [by  J.   Cantril   ,  J.   Bowman  ].   May 
1975.  cover  title,[183]  p.il.  4°    (CG-D-38-75,  Office  of  Research  and 
Development.)  [Prepared  by  Wyle  Laboratories,  Huntsville,  Ala.] 
§  (Price  upon  application). 

TD  5.2:B  63/4 

06660  Geographical  analysis  of  oil  spill  potential  associated  with  Alaskan  oil 
production  and  transportation  systems  ,  final  report  [with  list  of 
references;  by]  W.H.  Swift  ,  R.E.  Brown  ,  L.V.  Kimmel,  M.M. 
Orgill,  P.L.  Petersen  ,  W.W.  Waddell.  Feb.  1974.  cover  title,  [277] 
p.il.  4°  (CG-D-79-74,  Office  of  Research  and  Development.) 
[Prepared  by  Battelle  Memorial  Institute,  Richland,  Wash.]  §  (Price 
upon  application). 

TD  5.2:Oi  5/15 

06661  Light  list:  v.l,  Atlantic  Coast  of  United  States  from  St.  Croix  River, 
Maine,  to  Little  River,  S.C.,  1st,  3d,  and  5th  Coast  Guard  districts, 
Nov.  22,  1975,  including  N.M.  47  of  1975.  1976.  xxvi+539  +  [2] 
p.il.  4°  (CG-158.)  [Publication  contains  list  of  lights,  fog  signals, 
buoys,  daybeacons,  lightships,  radiobeacons,  racon  and  loran  stations. 
Some  illustrations  are  colored.  Map  on  p.  2  of  cover.]  *  Paper,  $4.75. 
(S/N  5012-00073).     •Item  936 

TD  5.9:v.l/976 

06662  Low  friction  coatings  for  icebreakers,  phase  1  technical  report  [with 
list  of  references;  by  S.J.  Calabrese  ,  M.B.  Petersen  ,  F.F.  Ling]. 
[June  1974.]  cover  title,  [158]  p.il.  4°  (CG-D-107-74,  Office  of  Research 
and  Development.)  [Prepared  by  Rensselaer  Polytechnic  Institute, 
Troy,  N.Y.]     §  (Price  upon  application). 

TD  5.2:1c  2/2 

Office  of  Research  and  Development:  Project  [reports]. 

06663  724103.06.1.  Development  of  high  seas  oil  recovery  system,  appendix  1,  final  report  (with 

list  of  references],  by  Frank  A.  March  ,  Robert  L.  Beach  ,  Richard  P.  Bishop, 
Thomas  N.  Blockwick.  Ravinder  K.  Sahgal.  Feb.  1972.  cover  title.  (l]  +  iii  +  394  p.il. 
4°     [Prepared  by  Ocean  Systems,  Inc.,  Reston,  Va]     §  (Price  upon  application). 

TD  5.25:724103.06.1/appendix  1 

06664  Shipboard   oil-in-water   content   monitor   based   on   light   scattering   at 

ninety  degrees;  [by  J.H.  Bochinski  ,and  A.R.  Hansen  ].  Nov.  1974. 
cover    title,    [132]    p.il.    4°    (CG-D-49-74,    Office    of    Research    and 
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Development.)  [Prepared  by  Enviro  Control,  Inc.,  Rockville,  Md.] 
§  (Price  upon  application). 

TD  5.2:Oi  5/16 

06665  U.S.  Coast  Guard  addendum  to  National  search  and  rescue  manual, 

Change  5.  [1975.]  [25]  p.il.  4°  (CG-308.)  [Issued  with  perforations.] 
+ 

TD  5.8:Se  l/adden./ch.5 

06666  Waterborne  debris  in  marine  pollution  incidents,  final  report;  [by]  J. A. 

Hancock  ,  R.P.  Jacobs  ,  M.R.  Knapp,  and  J.S.  Glasgow.  Mar.  1974. 
cover  title,  [4]  +  x+460  p.il.  4°  (CG-D-108-74,  Office  of  Research  and 
Development.)  [Prepared  by  Battelle,  Columbus  Laboratories,  Long 
Beach,  Calif.]     §  (Price  upon  application). 

TD  5.2:W  29/2 

COMMERCE  DEPARTMENT  Washington,  DC  20230 

Note.— Requests  to  the  Commerce  Department  for  publication  should  give  the  full  title  and 
the  date  of  the  publication.  Do  not  include  Monthly  Catalog  entry  numbers  or  Superintendent 
of  Documents  classification  numbers  which  should  be  used  only  when  ordering  from  the  Superin- 
tendent of  Documents. 

06667  CTAB  recommendations  for  national  energy  program  [Mar.  1975.]  cover 

title,  vi+70  p.il.  4°  (Commerce  Technical  Advisory  Board.)  *  Paper, 
$1.80.     •Item  128 

C  1.2:En  2/4 

06668  Guide  to  standards  activities  of  Federal  agencies;  [by]  Donald  S.  Abel- 

son  and  Jerome  Deitch  .  1976.  cover  title,  [5]+i+71  p.  4°  ([OPS- 
75/1;  Office  of  Product  Standards,  Office  of  Assistant  Secretary  for 
Science  and  Technology.])     §  Paper,  $4.50.     •Item  128-A 

C  1.8/3:St  2 

06669  Interagency  Auditor  Training  Center  bulletin  for  fiscal  year  1975.  [1975.] 

40  p.il.     +     •Item  126-D-2 

C  1.61:975 

06670  U.S.   Department   of   Commerce   energy   conservation   programs.   Apr. 

1975.  cover  title,  12  p.  4°     +     •Item  128 

C  1.2:En  2/7 

COMMUNITY  HEALTH  SERVICES  BUREAU,  Health,  Education, 
and  Welfare  Dept.  Rockville,  MD  20852 

06671  Infant,  maternal  and  childhood  mortality  in  United  States,  1968-73  [with 

list  of  references;   by  Joseph  Garfinkel   ,   Marion  Johnson  Chabot 
,  Margret  W.  Pratt.  1975.  [3] +34  p.il.  4°    (DHEW  publication  (HSA) 
75-5013.)  [Prepared  under  grants  MC-R-60208  and  MC-R-270303.] 
+     •Item  532-E-l 

HE  20.5102:In  3/4/968-73 

COMMUNITY  RELATIONS  SERVICE,  Justice  Dept.  Washington,  DC 
20004 

06672  It  isn't  easy  for  people  caught  up  in  a  racial  dispute  to  find  a  way 

out;  emotions  run  high;  issues  may  be  complex;  and  a  basic  problem 
often  prevents  working  out  a  solution.  [1974.]  cover  title,  [12]  p.il. 
narrow  8°      +     •Item  208-A-l 

J  23.2:R  11/2 
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+  Distribution  Made  by  Issuing  Office 
Page  14  #Not  Available  for  Sale  or  Distribution 


April  1976 

0667?  Like  they  say  experience  teaches;  and  it  has  taught  us  something  about 
racial  disputes  in  high  schools  an 
p.il.  narrow  8°     +     #Item  208-A-l 


racial  disputes  in  high  schools  and  colleges.   [1975.]  cover  title,  [12] 
+     §1 


J  23.2:R  11 
CONGRESS 

Congressional  record,  proceedings  and  debates  of  93d  Congress,  1st 
session,  v. 119.  [Permanent  edition.)  L.C.  card  12-36438 

Note.  —  In  the  permanent  bound  edition,  the  paging  differs  from  that  of  the  daily  numbers. 
the  text  being  revised,  rearranged,  and  printed  without  break 

06674  pt.3l.  Oec.  7-12,  1973.  »73.  |l|  i  40139-41256  p   4      '  Cloth.  $15.40.     •Item  993 

X.93/l:ll9/pt.3l 

United  States  Code,  1970  edition,  supp.  4,  containing  general  and 
permanent  laws  of  United  States  enacted  during  92d  and  93d  Con- 
gress, Jan.  21,  1971-Jan.  2,  1975. 

06675  v.2.    Title    21,    Food    and    drugs,    to    title    41,    Public    contracts;    prepared    by    Committee 

on  Judiciary  of  House  of  Representatives.  1975.  xxvii  t-  1419-2634  p.  large  8°     *  Fahri- 
coid.  $16.50  (S/N  052-070-03052-6).       •Item  991 

Y  4.J  89/l:Un  3/3/970/supp.4/v.2 

06676  v. 3.  Title  42,   Public   health  and  welfare,  to  title   50,   War  and   national  defense,  tables; 

prepared  by  Committee  on  Judiciary  of  House  of  Representatives    1975.  xxvii +  2635- 
3888  p.  large  8°     *  Fabricoid,  $16.90      •Item  991 

Y  4.J  89/l:Un  3/3/970/supp.4/v.3 

Congressional  serial  set 

Note.  —  During  each  session  of  Congress  the  House  and  Senate  documents  and  reports  are 
accumulated  into  bound  volumes  comprising  the  Congressional  serial  set.  No  catalog  entry  is 
made  for  the  volumes  of  the  Serial  set  since  the  documents  and  reports  contained  therein  have 
been  previously  listed  in  the  Monthly  catalog.  The  following  bound  volumes  were  sent  to  depository 
libraries  during  the  period  of  the  catalog: 

House  documents: 

06677  nos.  284-358,  with  exceptions,  92d  Congress,  2d  session,  House  miscellaneous  documents 

III  (Serial  12986-3).       ©Item  995-G 

06678  no.  253,  94th  Congress,  1st  session.  Comprehensive  Program,  to  control  land  use.  debate 

topic.  [Serial  13110-7).      ©Item  995-G 

House  reports: 

06679  nos.  1429-1492,  with  exceptions,  92d  Congress,  2d  session.   House  miscellaneous  reports 

on  public  bills  VI  [Serial  12974-61.      •Item  1007-A 

06680  no.  1,  93d  Congress,  1st  session.  Campaign  expenditures  committee  report,  2  pts.  [Serial 

13022-1).      •Item  1007-A 

06681  nos.  2-146,  with  exceptions,  93d  Congress,  1st  session.  House  miscellaneous  reports  on 

public  bills  I  [Serial  13020-1).      •Item  1007-A 

Senate  documents: 

06682  nos.  61-80,  with  exceptions,  92d  Congress,  2d  session.  Senate  miscellaneous  documents 

I  [Serial  12977-1).      •Item  995-G 

06683  no.    133,   93d   Congress,    2d   session.    Appropriations   budget   estimates   etc    [Serial   13069- 

2]      •Item  995-E 

06684  no.  I,  94th  Congress.  1st  session.  Senate  manual  1975  [Serial  13103).      •Item  1048 
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Laws 

Note.— The  Federal  laws  are  first  published  separately  and  in  this  form  are  known  as  'slip 
laws'.  Later,  these  laws  are  compiled,  edited,  indexed,  and  published  in  the  volumes  of  the 
Statutes  at  large. 

Public  laws,  94th  Congress.     #Item  575 

Note.— Public  laws  in  slip  form  in  the  first  prints  may  be  obtained  from  the  Superintendent 
of  Documents,  Washington,  DC  20402,  at  a  subscription  price  of  $90.00  per  session,  add  $22.50 
for  foreign  mailing;  single  copies  vary  in  price. 

06685  143.    H.R. 10481,    act   to   authorize    Secretary   of   Treasury    to   provide    seasonal   financing 

for  city  of  New  York.  Dec.  9,  1975.  3  p.     *  Paper,  25c. 

06686  144.    H.R.6692,    act   to   authorize    appropriations   for   period   July   1-Sept.    30,   1976.    Dec. 

9,  1975.  1  p.     *  Paper,  25c. 

06687  145.  H.R.6971,  act  to  amend  Sherman  antitrust  act  to  provide  lower  prices  for  consumers. 

Dec.  12,  1975.  1  p.     *  Paper,  25c. 

06688  146.    S.267,   act   to   designate    Flat   Tops    Wilderness,    Routt   and    White    River   National 

Forests,  in  State  of  Colorado.  Dec.  12,  1975.  1  p.     *  Paper,  25c. 

06689  147.   S.1245,  act  to  amend  sec.218  of  title  23,   United   States  Code.  Dec.  12,  1975.   1  p. 

*  Paper,  25c. 

06690  148.  H.R. 10027,  act  to  authorize  Secretary  of  Agriculture  to  enter  into  cooperative  agree- 

ments which  benefit  certain  Forest  Service  programs  and  to  advance  or  reimburse 
funds  to  cooperators  for  work  performed  ,  and  for  other  purposes.  Dec.  12,  1975. 
1  p.     *  Paper,  25c. 

06691  149.    H.R.9915,   to    make    technical   amendments   to   Federal   rules   of  evidence,   Federal 

rules  of  criminal  procedure  and  to  related  provisions  of  titles  18  and  28  of  United 
States  Code.  Dec.  12,  1975.  2  p.     *  Paper,  25c. 

06692  150.  H.R.5197,  act  to  authorize  employment  of  certain  foreign  citizens  on  vessel  Seafreeze 

Atlantic,  official  number  517242.  Dec.  15,  1975.  2  p.     *  Paper,  25c. 

06693  151.    S.240,    act   to    amend    act   entitled    act   granting   charter   to   General    Federation   of 

Women's  Clubs.  Dec.  15,  1975.  1  p.     *  Paper,  25c. 

06694  152.  S.1537,  act  to  amend  Defense  production  act  of  1950,  as  amended.  Dec.  16,  1975. 

12  p.     *  Paper,  30c. 

06695  153.  H.R. 11027,  act  to  amend  effective  date  of  Defense  production  act  amendments  of 

1975.  Dec.  16,  1975.  1  p.     *  Paper,  25c. 

06696  154.   S.364,  act  relating  to  certain  Forest  Service  timber  sale  contracts  involving  road 

construction.  Dec.  16,  1975.  1  p.     *  Paper,  25c. 

06697  155.  H.R. 568,  act  to  grant  alien  child  adopted  by  unmarried  United  States  citizen  same 

immigrant  status  as  alien  child  adopted  by  United  States  citizen  and  his  spouse. 
Dec.  16,  1975.  1  p.     *  Paper,  25c. 

06698  156.  H.R.6669,  act  to  authorize  Secretary  of  Interior  to  engage  in  feasibility  investigations 

of  certain  potential  water  resource  developments.  Dec.  16,  1975.  1  p.     *  Paper,  25c. 

06699  157.  H.R. 10647,  act  making  supplemental  appropriations  for  fiscal  year  1976,  and  period 

ending  Sept.  30,  1976,  and  for  other  purposes.  Dec.  18,  1975.  18  p.     *  Paper,  35c. 

06700  158.  S.1800,  act  to  provide  indemnities  for  exhibitions  of  artistic  and  humanistic  endeavors, 

and  for  other  purposes.  Dec.  20,  1975.  3  p.     *  Paper,  25c. 

06701  159.  H.J. Res. 733,  joint  resolution  making  further  continuing  appropriations  for  fiscal  year 

1976,  and  for  other  purposes.  Dec.  20,  1975.  1  p.     *  Paper,  25c. 

06702  160.  H.R.2724,  act  to  provide  for  establishment  of  Father  Marquette  National  Memorial 

near  Saint  Ignace,  Mich.,  and  for  other  purposes.  Dec.  20,  1975.  1  p.  *  Paper, 
25c. 

06703  161.  H.R.9O05,  act  to  authorize  assistance  for  disaster  relief  and  rehabilitation,  to  provide 

for    overseas    distribution    and    production    of    agricultural    commodities,    to    amend 
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Foreign  assistance  act  of  1961,  and  for  other  purposes    Dec    20.  1975    21  p       * 
Paper,  40c. 

06704  162.    H.R. 9883,    act    to    amend    joint    resolution    approved    Dec.    28,    1973,    providing    for 

establishment  of  Lyndon  Haines  Johnson  Memorial  (irove  on  Potomac,  and  for 
other  purpose!,  Dec    20.  I97S.  I  p.      •  Paper,  25c. 

06705  163     S.622.  act   to   increase   domestic   energy   supplies  and   availability,   to   restrain  energy 

demand,  to  prepare  for  energy  emergencies,  and  for  other  purposes  Dec  22,  1975 
99  p      •  Paper,  $1.20. 

06706  164.    H  R  9968,   act   to   change   certain   income   tax   provisions  of   Internal   Revenue  Code 

of  1954.  and  for  other  purposes    Dec    23,  1975.  7  p.     •  Paper,  25c 

06707  165.  H.R.8773,  act  making  appropriations  for  Department  of  Interior  and  related  agencies 

for  fiscal  year  ending  June  30,  1976,  and  period  ending  Sept.  30,  1976.  and  for 
other  purposes.  Dec.  23,  1975.  25  p.     *    Paper.  40c. 

06708  166.  H.R. 6642,  act  to  provide  for  allotment  or  assignment  of  payments  from  civil  service 

annuities,  and  for  other  purposes    Dec.  23,  1975.  I  p      *  Paper,  25c. 

06709  167.    H.R  9924,    act    to    direct    National    Commission    on    Observance    of    International 

Women's  Year,  1975,  to  organize  and  convene  National  Women's  Conference,  and 
for  other  purposes.  Dec.  23,  1975.  4  p.     •  Paper,  25c. 

06710  168.    H.R. 8674,   act   to   declare   national   policy   of   coordinating   increasing   use   of   metric 

system  in  United  States,  and  to  establish  United  States  Metric  Board  to  coordinate 
voluntary  conversion  to  metric  system.  Dec.  23,  1975.  6  p.     '  Paper,  25c. 

06711  169.    H.R.  10355,   act   to   amend   title   38   of   United   States   Code   to   liberalize   provisions 

relating  to  payment  of  disability  and  death  pension  and  dependency  and  indemnity 
compensation,  to  increase  income  limitations,  and  for  other  purposes.  Dec.  23,  1975. 
9  p.     •  Paper.  30c. 

06712  170.   H.R. 1535,  act  to  increase  amount  of  benefits  payable  to  widows  of  certain  former 

employees  of  Lighthouse  Service.  Dec.  23,  1975.  1  p.     *  Paper,  25c. 

06713  171.  H.R. 1753,  act  to  amend  sec. 141  of  title  13,  United  States  Code  to  provide  for  transmittal 

to  each  of  several  States  of  tabulation  of  population  that  State  obtained  in  each 
decennial  census  and  desired  for  apportionment  or  districting  of  legislative  body 
or  bodies  of  that  State,  in  accordance  with,  and  subject  to  approval  of  Secretary 
of  Commerce,  plan  and  form  suggested  by  that  officer  or  public  body  having  respon- 
sibility for  legislative  apportionment  or  districting  of  State  being  tabulated  Dec. 
23,  1975.  2  p.      •  Paper,  25c. 

06714  172.   H.R. 7976,  act  to  amend  'itle   5,   United   States  Code,   to  provide   that  annual  leave 

lost   by   Federal   employee   because   of   unjustified   or  unwarranted   personnel  action 
shall  be  restored  to  employee,  and  for  other  purposes.  Dec.  23.  1975.  2  p.     * 
Paper.  25c. 

06715  173.  S.848,  act  to  amend  sec. 2  of  National  housing  act  to  increase  maximum  loan  amounts 

for  purchase  of  mobile  homes.  Dec.  23,  1975.  2  p.     *  Paper,  25c. 

06716  174.  S.3I3.  act  to  authorize  exchange  of  lands  for  entrance  road  at  Guadalupe  Mountains 

National  Park,  Tex.,  and  for  other  purposes.  Dec.  23,  1975.  I  p.     •  Paper.  25c. 

06717  175.   S.1922,   act  to  amend   act  of  July   7,   1970,   84   Stat.409,   to  authorize  appropriations 

to  Secretary  of  Interior  without  reference  to  agencies  involved.  Dec.  23,  1975.  I 
p.     *  Paper,  25c. 

06718  176.    S.2757,   act   to   extend   until    Apr.    30.   1976.   authority   of   National   Commission   for 

Review  of  Federal  and  State  Laws  Relating  to  Wiretapping  and  Flectronic  Surveil- 
lance. Dec.  23,  1975.  I  p.     *  Paper,  25c. 

06719  177.    H.R. 4865,   act   to  amend   title   39.   United   States   Code,   to  prohibit  certain   franked 

mailings  by  Members  of  Congress  and  certain  officers  of  United  States,  other  than 
mailings  related  to  closing  of  their  official  business,  after  such  Members  or  officers 
have  left  office.  Dec.  23,  1975.  1  p.     •  Paper,  25c. 

06720  178.    H.R.685I.   act   to   increase    retired    pay    of   certain    members   of    former    Lighthouse 

Service.  Dec.  23,  1975.  I  p.     *  Paper,  25c. 
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Government  Publications 

06721  179.  H.R.8I51,  act  to  authorize  President  of  United  States  to  present  in  name  of  Congress, 

medal  to  Charles  E.  Yeager.  Dec.  23,  1975.  1  p.     *  Paper,  25c. 

06722  180.  H.R. 8122,  act  making  appropriations  for  public  works  for  water  and  power  develop- 

ment and  energy  research,  including  Corps  of  Engineers,  civil,  Bureau  of  Reclama- 
tion, power  agencies  of  Department  of  Interior,  Appalachian  regional  development 
programs,  Eederal  Power  Commission,  Tennessee  Valley  Authority,  Nuclear  Regula- 
tory Commission,  Energy  Research  and  Development  Administration,  and  related 
independent  agencies  and  commissions  for  fiscal  year  ending  June  30,  1976,  and 
period  ending  Sept.  30,  1976.  Dec.  26,  1975.  14  p.     *  Paper,  30c. 

06723  181.   H.R.6874,  act  to  amend  Small  reclamation  projects  act  of  1956,  as  amended.  Dec. 

27,  1975.  2  p.     *  Paper,  25c. 

06724  182.    H.R.10284,   act   to   amend   title 

Dec.  31,  1975.  6  p.     *  Paper,  25c. 

06725  183.  H.R.4573,  act  to  amend  chap.83  of  title  5,  United  States  Code,  to  establish  time 

limitations  in  applying  for  civil  service  retirement  benefits,  and  for  other  purposes. 
Dec.  31,  1975.  3  p.     *  Paper,  25c. 

06726  184.   H.R.7862,   act  to   amend   Farm   credit  act  of  1971   relating  to  credit  eligibility   for 

cooperatives  serving  agricultural  producers,  and  to  enlarge  access  of  production 
credit  associations  to  Federal  district  courts.  Dec.  31,  1975.  1  p.     *  Paper,  25c. 

06727  185.    H.R.11016,   act   to   extend   Renegotiation   act   of   1951   for  9   months.   Dec.   31,   1975. 

1  p.     *  Paper,  25c. 

06728  186.  H.J. Res. 749,  joint  resolution  to  provide  for  beginning  of  2d  session  of  94th  Congress 

and  for  other  purposes.  Dec.  31,  1975.  1  p.     *  Paper,  25c. 

06729  187.   H.R. 3474,   act   to   authorize   appropriations   to   Energy   Research   and   Development 

Administration  in  accordance  with  sec.  261  of  Atomic  energy  act  of  1954,  as  amended, 
sec. 305  of  Energy  reorganization  act  of  1974,  and  sec. 16  of  Federal  nonnuclear  energy 
research  and  development  act  of  1974,  and  for  other  purposes.  Dec.  31,  1975.  16 
p.     *  Paper,  30c. 

06730  188.  H.R.4073,  act  to  extend  Appalachian  regional  development  act  of  1965,  to  increase 

authorizations  for  title  5  Action  Planning  Commissions,  and  for  other  purposes. 
Dec.  31,  1975.  14  p.     *  Paper,  30c. 

06731  189.  H.R.4016,  act  to  provide  for  disposition  of  funds  appropriated  to  pay  certain  Indian 

Claims  Commission  judgments  in  favor  of  Sac  and  Fox  Indians,  and  for  other 
purposes.  Dec.  31,  1975.  2  p.     *  Paper  ,  25c. 

06732  190.  H.R.5541,  act  to  provide  emergency  relief  for  small  business  concerns  in  connection 

with  fixed-price  Government  contracts.  Dec.  31,  1975.  3  p.     *  Paper,  25c. 

06733  192.  H.R.6461,  act  to  amend  certain  provisions  of  Communications  act  of  1934  to  provide 

long-term  financing  for  Corporation  for  Public  Broadcasting,  and  for  other  purposes. 
Dec.  31,  1975.  3  p.     *  Paper,  25c. 

06734  193.   H.R.10035,   act  to  establish  judicial   conference   of  District  of  Columbia.   Dec.   31, 

1975.  1  p.     *  Paper,  25c. 

06735  194.   H.R.8304,   act   to   amend   national   reading   improvement   program   to  provide   more 

flexibility  in  types  of  projects  which  can  be  funded,  and  for  other  purposes.  Dec. 
31,  1975.  5  p.     *  Paper,  25c. 

06736  195.   H.R.11172,   act  to  insure  that  compensation   and  other  emoluments  for  any   person 

filling  vacancy  on  Federal  Maritime  Commission  caused  by  resignation  of  Commis- 
sioner George  Henry  Hearn  shall  be  those  which  were  in  effect  on  Jan.  1,  1975, 
and  for  other  purposes.  Dec.  31,  1975.  1  p.     *  Paper,  25c. 

06737  196.  H.R. 11184,  act  to  amend  title  3,  United  States  Code,  to  provide  for  foreign  diplomatic 

missions,  to  increase  size  of  Executive  Protective  Service,  and  for  other  purposes. 
Dec.  31,  1975.  2  p.     *  Paper,  25c. 

06738  197.   H.R. 8631,   act   to   amend   Atomic   energy   act  of  1954,   as   amended,   to   provide   for 

phaseout  of  governmental  indemnity  as  source  of  funds  for  public  remuneration 
in  event  of  nuclear  incident,  and  for  other  purposes.  Dec.  31,  1975.  5  p.  *  Paper, 
25c. 


Page  18 


Tor  Sale  by  Superintendent  of  Documents 
-I-  Distribution  Made  by  Issuing  Office 
#Not  Available  for  Sale  or  Distribution 


April  1976 

06739  198.   S.J  Res  157,   joint   resolution   to  provide  ;i   2  month  extension  of  exemption  for  loans 

made  to  finance  acquisition  Of  previously  occupied  residential  dwellings  from  prohibi 
tion  against  financing  by  federally  related  financial  institutions  for  property  located 
in  communities  not  participating  in  national  flood  insurance  program  Dec  31,  I97S 
I  p       •  Paper.  2  V 

06740  199.  S.322,  act  to  establish  Hells  Canyon  National  Recreation  Area  in  Stales  of  Oregon 

and  Idaho,  and  for  other  purposes   Dec    31.  1975   7  p.     •  Paper,  25c. 

06741  201.  H.R.6673,  act  to  provide  for  establishment  of  American  Folklifc  Center  in  Library 

of  Congress,  and  for  other  purposes   Jan   2.  1976.  6  p      •  Paper.  2V 

06742  202.   HR. 10727,  act  to  amend  Social  security  act  to  expedite  holding  of  hearings  under 

titles  2,  16.  and  18  by  establishing  uniform  review  procedures  under  such  titles, 
and  for  other  purposes   Jan.  2,  1976.  7  p.       •  Paper.  25c 

06743  203.  S.95,  act  to  guarantee  constitutional  right  to  vote  and  to  provide  uniform  procedures 

for  absentee  voting  in  Federal  elections  in  case  of  citizens  outside  United  Slates 
Jan.  2,  1976.  3  p.     •  Paper,  25c. 

06744  204.  S.I469,  act  to  provide,  under  or  by  amendments  of  Alaska  native  claims  settlement 

act,  for  late  enrollment  of  certain  natives,  establishment  of  escrow  account  for 
proceeds  of  certain  lands,  treatment  of  certain  payments  and  grants,  and  consolida- 
tion  of  existing  regional  corporations,   and   for  other  purposes.   Jan.   2,   1976.   12   p 

*  Paper,  25c. 

06745  205    S.2327.  act  to  amend  Real  estate   settlement  procedures  act  of  1974.  Jan.   2.  1976. 

4  p.     •  Paper,  25c. 

ATOMIC  ENERGY  JOINT  COMMITTEE  Washington,  DC  20515 

06746  Proposed  modification  of  restrictions  on  enrichment  of  foreign  uranium 

for  domestic  use,  hearings,  93d  Congress,  2d  session,  on  proposal 
for  gradual  relaxation  and  ultimate  removal  of  present  restrictions 
on  enrichment  of  foreign  uranium  intended  for  use  in  domestic  power 
reactors,  Sept.  17  and  18,  1974.  1975.  iv+236  p.il.     +     •Item  999 

Y  4.At  7/2:Ur  1/10 

06747  Transportation  of  radioactive  material  by  passenger  aircraft,  report  1 

of  Special  Panel  to  Study  Transportation  of  Nuclear  Materials;  Sept. 
17,  1974.  1974.  vii  +  24  p.  (Joint  committee  print,  93d  Congress,  2d 
session.)     *  Paper,  45c.     •Item  999 

Y  4.At  7/2:R  11/18 

ECONOMIC  JOINT  COMMITTEE  Washington,  DC  20510 

Achieving  goals  of  Employment  act  of  1946,  30th  anniversary  review, 
v.l,  Employment,  paper. 

06748  1.  On  giving  a  job,  implementation  and  allocation  of  public  service  employment,  study 

prepared  for  use  of  Subcommittee  on  Economic  Growth  (by  Michael  Wiseman  ]; 
Aug.   25.  1975.   1975.   v  +  26  p.il.  (Joint  committee  print.  94th  Congress,  1st  session.) 

•  Paper.  45c.     •Item  1000 

Y  4F.c  7:Em  7/14/v.l/paper  I 

06749  Adequacy  of  U.S.   oil  and  gas  reserves,   hearing,  94th  Congress,  1st 

session,  Feb.  25,  1975.  1975.  iii  +  79  p.il.      *  Paper,  90c.     •Item  1000 

Y  4.Ec  7:Oi  5/8 

06750  Agricultural  situation,  hearings,  94th  Congress,  1st  session,  Apr.  11  and 

25,  1975.  1975.  iv  +  193  p.  *  Paper,  $1.95  (S/N  052-070-03130-1).  •Item 
1000 

Y  4.Ec  7:Ag  8/5 

06751  Current  fiscal  position  of  State  and  local  governments,  survey  of  48 

State  governments   and  140  local  governments,   study  prepared  for 
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GOVERNMENT  PUBLICATIONS 

use  of  Subcommittee  on  Urban  Affairs;  Dec.  17,  1975.  1975.  v+21 
p.il.  (Joint  committee  print,  94th  Congress,  1st  session.)  *  Paper,  45c. 
•Item  1000 

Y  4.Ec  7:F  52/4 

06752  Economic  situation,  hearing,  94th  Congress,  1st  session,  May  2,  1975. 

1975.  iii  +  33  p.     *  Paper,  50c.  (S/N  052-070-03128-0).     •Item  1000 

Y  4.Ec  7:Ec  7/34 

Economics  of  Federal  subsidy  programs,  compendium  of  papers  sub- 
mitted to  Subcommittee  on  Priorities  and  Economy  in  Government. 

06753  pt.8.  Selected  subsidies  [with  selected  bibliography  on  Federal  food  subsidies;  compiled 

by  Jerry  J.  Jasinowski  ].  1974.  v  + 977-1112  p.il.  (Joint  committee  print,  93d  Congress, 
2d  session.)     *  Paper,  $1.30. 

Y  4.Fc  7:Su  l/4/pt.8 

06754  General  revenue  sharing,  hearings  before  Subcommittee  on  Fiscal  Pol- 

icy, 94th  Congress,  1st  session,  June  24  and  25,  1975.  1975.  iii+106 
p.     *  Paper,  $1.30  (S/N  052-070-03126-3).     •Item  1000 

Y  4.Ec  7:R  32/4 

06755  Impact   of  Federal  estate   and  gift  taxes   on   small  businessmen  and 

farmers,  joint  hearing,  see  Select  Committee  on  Small  Business, 
Senate. 

06756  Income   security  for   Americans,   recommendations  of  public   welfare 

study,  report  of  Subcommittee  on  Fiscal  Policy,  together  with  supple- 
mentary views;  Dec.  5,  1974.  1974.  x+262  p.il.  (Joint  committee  print, 
93d  Congress  ,  2d  session.)     *  Paper,  $2.50. 

Y  4.Ec  7:In  2/8 

06757  Pollsters  report  on  American  consumers  and  businessmen,  hearing,  pt.l, 

Prepared  statements,  94th  Congress,  1st  session,  Oct.  30,  1975.  1975. 
iii+131  p.il.     *  Paper,  $1.50  (S/N  052-070-02931-5).     •Item  1000 

Y  4.Ec  7:P  76/pt.l 

06758  State  Department's  oil  floor  price  proposal,  should  Congress  endorse 

it?  report  of  Subcommittee  on  International  Economics  together  with 
supplementary  and  other  views;  June  27,  1975.  1975.  v+14  p.  (Joint 
committee  print,  94th  Congress,  1st  session.)     *  Paper,  35c. 

Y  4.Ec  7:Oi  5/7 

Studies  in  price  stability  and  economic  growth,  paper. 

06759  1.    Inflation   and   consumer  in   1974,   study   prepared   pursuant   to   S. Con. Res. 93;   Feb.   10, 

1975.    1975.    v  +  16   p.    (Joint   committee    print,    94th   Congress,    1st    session.)     *  Paper, 
40c.     ©Item  1000 

Y  4.Ec  7:P  93/19/paper  1 

Studies  in  public  welfare,  prepared  for  use  of  Subcommittee  on  Fiscal 
Policy. 

06760  paper    16.    Model    income    supplement    bill    [prepared    by    James    R.    Storey    ,    Alair    A. 

Townsend  ,  and  Katherine  H.  Conroyl;  Dec.  20,  1974.  1974.  v  +  62  p.  (Joint  committee 
print,  93d  Congress,  2d  session.)      *  Paper,  80c.     •Item  1000 

Y  4.Ec  7:W  45/paper  16 

06761  paper  18.   Issues  in   financing  retirement   income   [   Alexander  Korns   ,  editor];  Dec.  27, 

1974.  1974.   v  +  200  p.il.  (Joint  committee  print,  93d  Congress,  2d  session.)     *  Paper, 
$2.00.     •Item  1000 

Y  4.Ec  7:W  45/paper  18 

06762  Unemployment  problem,  hearing,  94th  Congress,  1st  session,  Mar.  19, 

1975.  1975.  iii+51  p.     *  Paper,  70c.  (S/N  052-070-03129-8).     •Item  1000 

Y  4.Ec  7:Un  2/7 
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HOUSE  OF  REPRESENT  ATI  VES  Washington,  IX    20515 
House  documents 

Note.  —  All    House   documents   entries    which    .ire    followed    b\    .1     •,    may    he   obtained   frum   the 
House  Documents  Room  or  from  the  issuing  office 

House  documents,  93d  Congress.     •Item  9% 

J6763  251.  Annual  report  to  Congress.  Boy  Scouts  of  America  [1973],  (1974  )  cover  title,  v  +  146 
p.il.  |To  be  sent  to  depository  libraries  in  Serial  set  binding  |      *  Paper.  SI  40 

)6764  313.  1974  annual  report  of  Board  of  Trustees  of  Federal  Old-Age  and  Survivors  Insurance 
and  Disability  Insurance  Trust  Funds,  June  I,  1974    1974.  v  +  45  p    + 

House  documents,  94th  Congress.     #Item  9% 

)6765  32.  Proceedings  of  Judicial  Conference  of  United  States  communication  from  Chief 
Justice  of  United  States;  Jan    16.  1975    I97S    x  I  41103  p     t 

K766  46.  Summary,  proposed  recissions  of  budget  authority  pending  before  Congress,  communi- 
cation  from    Acting   Comptroller   General   of   United   States;    Feb    10,   1975    1975.   |l| 

+  5  p.  + 

X>767  48.  Cumulative  report  on  rescissions  and  deferrals,  communication  from  Acting  Director, 
Office  of  Management  and  Budget.  Executive  Office  of  President;  Feb  13,  1975. 
1975.  iii  +  18  p.  + 

16768  94.  8th  annual  report  of  Equal  Employment  Opportunity  Commission,  fiscal  year  1973, 
communication  from  Acting  Chairman,  Equal  Employment  Opportunity  Commission; 
Apr.  7,  1975.  1975.  [5] +  42  p.il.  4°  + 

)6769  108.  Revisions  of  1974  deferral  reports,  message  from  President  of  United  States;  Apr 
18.  1975.  1975.  [11  +  20  p.  + 

D6770  221.  Harris  Fork  Creek,  Obion,  and  Forked  Deer  Rivers  and  tributaries.  Tenn.  and 
Ky.,  letter  from  chief  of  engineers.  Army,  submitting  report.  July  24.  1975.  xix  +  207 
p.il.  4°  [Also  issued  in  departmental  edition  ,  D  I02.22:H  24/2,  and  sent  to  depository 
libraries  in  that  form.  See  Engineers  Corps  (Army).)  + 

J6771  239.  Proceeding  of  stated  convention  of  76th  national  encampment.  United  Spanish  War 
Veterans,  Philadelphia,  Pa..  Sept.  7-12,  1974;  Sept  3,  1975.  1975.  iii  +  119  p.il.  1  por. 
[To  be  sent  to  depository  libraries  as  Serial  13112-4]  + 

96772  274.  Traffic  safety,  message  from  President  of  United  States  transmitting  annual  reports 
on  administration  of  Highway  safety  act  of  1966,  National  traffic  and  motor  vehicle 
safety  act  of  1966.  and  title  1  of  Motor  vehicle  information  and  cost  savings  act 
of  1972;  Oct.  6.  1975.  1975.  [362]  p.il.  4°  + 

06773  285.   Cumulative   report   on   rescissions   and   deferrals  of  budget   authority   October  1975. 

communication  from  Director,  Office  of  Management  and  Budget.  Executive  Office 
of  President;  Oct.  20,  1975.  1975.  iii  +  7  p.  + 

06774  304.    Cumulative    report    on    rescissions    and    deferrals    Nov.    1975,    communication    from 

Director,   Office   of   Management  and   Budget,   Executive  Office  of  President;  Nov 
II,  1975.  1975.  iii  +  7  p.  [Corrected  print]  + 

309.  Rescissions  and  deferrals,  message  from  President  of  United  States;  Nov  18.  1975 
1975.  [IJ  +  27  p.  + 

311.  Rescissions  and  deferrals,  message  from  President  of  United  States;  Dec  I.  I«75. 
1975.  iii+38p.  + 

320.  Cumulative  report  on  rescissions  and  deferrals  of  budget  authority  Dec  1975,  commu- 
nication from  Director.  Office  of  Management  and  Budget.  Executive  Office  of 
President;  Dec.  10.  1975.  1975.  iii^IO  p.  + 


§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  21 


Government  Publications 
House  reports 

Note— For  titles  of  bills  which  these  reports  accompany,  see  Congressional  record  index. 

House   reports   on   public   bills,   93d   Congress.    +  House   Documents 
Room,  Capitol.     #Item  1008- A 

06778  1560.  Phase  4  oil  regulations  and  petroleum  marketing  problems.  Report  of  Subcommittee 

on  Activities  of  Regulatory  Agencies  of  Permanent  Select  Committee  on  Small  Busi- 
ness; Dec.  11,  1974.  1974.  v  +  [l]  +  32  p. 

06779  1624.  Deficiencies  in  overall  management  of  HUD-held  multifamily  mortgages.  21st  report 

by  Committee  on  Government  Operations;  Dec.  18,  1974.  1974.  v  +  22  p. 

06780  1628.  Monopolistic  tendencies  of  auto  emission  warranty  provisions.  Report  of  Subcommit- 

tee on  Environmental  Problems  Affecting  Small  Business  of  Permanent  Select  Com- 
mittee on  Small  Business;  Dec.  18,  1974.  1974.  v  +  [l]  +  33  p. 

House   reports  on  public  bills,   94th  Congress.    +  House  Documents 
Room,  Capitol.     •Item  1008- A 

06781  5.  Changes  in  per  diem  travel  allowances  for  government  employees.  Report  from  Com- 

mittee on  Government  Operations  to  accompany  H.R.2302.  Feb.  6,  1975.  25  p. 

06782  6.  Maritime  authorization,  fiscal  year  1975.  Report  from  Committee  on  Merchant  Marine 

and  Fisheries  to  accompany  H.R.3.  Feb.  10,  1975.  16  p. 

06783  16.   Further  continuing  appropriations,   1975.   Report  from   Committee  on  Appropriations 

to  accompany  H.J.Res.219.  Feb.  20,  1975.  3  p. 

06784  25.  Implementation  of  new  congressional  budget  procedures  for  fiscal  year  1976.  Report 

of  Committee  on  Budget;  Mar.  3,  1975.  1975.  ii  +  6  p. 

06785  32.  Providing  funds  for  expenses  of  investigations  and  studies  authorized  by  Committee 

on  Public  Works  and  Transportation.  Report  from  Committee  on  House  Administra- 
tion to  accompany  H.Res.226.  Mar.  5,  1975.  4  p. 

06786  43.  Providing  funds  for  expenses  of  Committee  on  Ways  and  Means.  Report  from  Com- 

mittee on  House  Administration  to  accompany  H. Res. 275.  Mar.  6,  1975.  8  p. 

06787  44.    Making   further   continuing   appropriations,    fiscal   year   1975.    Conference    report   to 

accompany  H.J.Res.219.  Mar.  6,  1975.  3  p. 

06788  46.  Resolution  disapproving  deferral  of  budget  authority,  Department  of  Defense,  Civil, 

Department  of  Army,  Corps  of  Engineers,  Civil,  construction,  general.  Report  from 
Committee  on  Appropriations  to  accompany  H. Res. 241.  Mar.  7,  1975.  3  p. 

06789  52.  Emergency  employment  appropriations  act,  1975.  Report  together  with  minority  and 

additional  views  from  Committee  on  Appropriations  to  accompany  H.R.4481.  Mar. 
7,  1975.  95  p. 

06790  53.    Foreign   assistance   and   related    programs   appropriation   bill,    1975.    Report   together 

with  separate  and  dissenting  views  from  Committee  on  Appropriations  to  accompany 
H.R.4592.  Mar.  10,  1975.  71  p. 

06791  71.  Providing  funds  for  Committee  on  Judiciary.  Report  from  Committee  on  House  Ad- 

ministration to  accompany  H. Res. 267.  Mar.  17,  1975.  6  p. 

06792  72.   To   provide   funds   for  expenses   of   investigations   and   studies  to  be   conducted   by 

Committee  on  Interstate  and  Foreign  Commerce.  Report  from  Committee  on  House 
Administration  to  accompany  H. Res. 282.  Mar.  17,  1975.  22  p. 

06793  74.  Providing  funds  for  expenses  of  investigations  and  studies  to  be  conducted  by  Com- 

mittee on  Interior  and  Insular  Affairs.  Report  from  Committee  on  House  Administra- 
tion to  accompany  H.Res.285.  Mar.  17,  1975.  5  p. 

06794  94.    Parole    reorganization    act   of   1975,    pt.2.    Supplemental    report   from   Committee   on 

Judiciary  to  accompany  H.R.5727.  May  13,  1975.  2  p. 
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III.   Highway  projects  in   New   York.   Vermont,  and  Connecticut,  pt  2    Adverse  report 

together   with    minority    viewi    from    Committee    on    Merchant    Marine    and    fisheries 
to  accompany  H  R  1787.  Apr  II.  197s    s  P 

112  Rescinding  certain  budget  authority  Conference  report  to  accompany  H  R  >260  Mar 
24.  197V  6  p 

125.  Kmergency  livestock  credit  Report  from  Committee  on  Agriculture  to  accompany 
S  1236    Apr   7.  1975.  15  p 

175  Maritime  authorization  fist.il  \c.ir  hT76  Report  from  Committee  on  Merchant  Marine 
and  Fisheries  to  accompany   H  R  IsMO    Apr    25,  1973    24  p 

179.  Noise  control  act  extension  Report  from  Committee  on  Interstate  and  foreign 
Commerce  to  accompany  H.R.5272.  Apr    28.  1975.  9  p. 

184.  Parole  reorganization  act  of  1975.  Report  from  Committee  on  Judiciary'  to  accompany 
H  R  5727    May  I  ,  1975.  30  p. 

185.  Executive  Protective  Service.  Report  from  Committee  on  Public  Works  and  TranspOf 
tation  to  accompany  H.R.I2.  May  I,  1975.  7  p 

187.  Providing  for  authorization  for  ex  gratia  payment  to  people  of  Bikini  Atoll,  in 
Marshall  Islands  of  Trust  Territory  of  Pacific  Islands  Report  from  Committee  on 
Interior  and  Insular  Affairs  to  accompany  H.R.5158.  May  I,  1975.  4  p. 

188  Amending  sec. 2  of  act  of  June  30,  1954,  as  amended,  providing  for  continuance 
of  civil  government  for  Tmst  Territory  of  Pacific  Islands  Report  from  Committee 
on  Interior  and  Insular  Affairs  to  accompany  S.326.  May  I,  1975.  6  p. 

200.  Authorizing  U.S.  contributions  to  United  Nations  peacekeeping  forces.  Report  from 
Committee  on  International  Relations  to  accompany  S.818.  May  12,  1975.  4  p. 

205.  Oversight  report  on  assistance  to  Indochina  evacuation.  Report  filed  in  compliance 
with  general  oversight  responsibilities  of  Committee  on  International  Relations;  May 
13,  1975.  1975.  v  +  6  p. 

208.  Legislative  branch  appropriation  bill,  1976.  Report  together  with  additional  views 
from  Committee  on  Appropriations  to  accompany  H.R.6950.  May  13.  1975.  73  p. 

210.  Equal  credit  opportunity  act  amendments  of  1975.  Report  together  with  additional 
views  from  Committee  on  Banking.  Currency,  and  Housing  to  accompany  H.R.65I6. 
May  14.  1975.  22  p. 

211.  Emergency  loan  program.  Report  from  Committee  on  Agriculture  to  accompany 
S.555.  May  14,  1975.  18  p. 

215.  Providing  for  consideration  of  H.R.6674.  Report  from  Committee  on  Rules  to  accom- 
pany H.Res.470.  May  14,  1975.  I  p. 

220.  Emergency  compensation  and  special  unemployment  assistance  extension  act  of 
1975.  Report  by  Committee  on  Ways  and  Means;  May  15.  1975.  1975.  iii  +  24  p 

224.  Providing  funds  for  expenses  of  investigation  and  study  of  welfare  and  pension 
plans  to  be  conducted  by  Committee  on  Education  and  Labor.  Report  from  Commit- 
tee on  House  Administration  to  accompany  H. Res. 257.  May  19.  1975.  3  p 

257.  Reserving  site  for  use  of  Smithsonian  Report  from  Committee  on  House  Administra 
tion  to  accompany  H.R.5327.  June  4,  1975.  3  p. 

258.  Authorizing  Smithsonian  Institution  to  plan  museum  support  facilities  Report  from 
Committee  on  House  Administration  to  accompany  H.R.5328.  June  4.  1975.  3  p 

260.  Authorizing  appropriations  for  Nuclear  Regulatory  Commission  for  fiscal  year  1976 
and  for  transition  quarter  ending  Sept.  30,  1976.  Report  by  Joint  Committee  on 
Atomic  Energy  to  accompany  H.R.700I;  June  4,  1975.  1975.  ii  +  13  p. 

264.  Slate  Department  authorization  act,  fiscal  year  1976  and  1977.  Report  from  Committee 
on  International  Relations  to  accompany  H.R.7500   June  5.  1975.  15  p. 

265.  Increase  of  temporary  limit  on  public  debt.  Report  together  with  dissenting  and 
minority  views  from  Committee  on  Ways  and  Means  to  accompany  H  R  7545  June 
6,  1975.  23  p. 
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06817  267.  Authorizing  additional  appropriations  to  carry  out  Peace  Corps  act.  Report  togelhe 

with    minority    views    from    Committee    on    International    Relations    to    accompan 
H.R.6334.  June  9,  1975.  13  p. 

06818  268.  Authorizing  appropriations  for  Indian  Claims  Commission  for  fiscal  year  1976.  Repor 

from  Committee  on  Interior  and  Insular  Affairs  to  accompany  H.R.3979.  June  9 
1975.  4  p. 

06819  273.   Providing  for  establishment  of  American   Eolklife  Center  in   Library  of  Congress 

and  for  other  purposes.  Report  from  Committee  on  House  Administration  to  accom 
pany  H.R.6673.  June  10,  1975.  5  p. 

06820  274.  Providing  for  consideration  of  H.R.3884.  Report  from  Committee  on  Rules  to  accom- 

pany H. Res. 524.  June  10,  1975.  1  p. 

06821  276.  Providing  for  consideration  of  H.R.5358.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.526.  June  10,  1975.  1  p. 

06822  279.  Construction  of  mint  buildings.  Report  from  Committee  on  Public  Works  and  Trans- 

portation to  accompany  H.R.5620.  June  11,  1975.  5  p. 

06823  296.   Temporary    suspension   of   duty   on    natural   graphite.    Report   from   Committee   on 

Ways  and  Means  to  accompany  H.R.7706.  June  16,  1975.  4  p. 

06824  299.   Extension  of  existing  duty  on  certain  dyeing  and  tanning  materials.   Report  from 

Committee  on  Ways  and  Means  to  accompany  H.R.7715.  June  16,  1975.  3  p. 

06825  300.  Temporary   suspension  of  duty  on  certain  forms  of  zinc.  Report  from  Committee 

on  Ways  and  Means  to  accompany  H.R.7716.  June  16,  1975.  4  p. 

06826  330.  Honoring  Jean  Monnet.  Report  from  Committee  on  International  Relations  to  accom- 

pany H. Con. Res. 291.  June  26,  1975.  3  p. 

06827  341.  Consumer  goods  pricing  act  of  1975.  Report  from  Committee  on  Judiciary  to  accom- 

pany H.R.6971.  July  9,  1975.  8  p. 

06828  445.  Marine  fisheries  conservation  act  of  1975.  Report  together  with  supplementary  and 

dissenting  views  from  Committee  on  Merchant  Marine  and  Fisheries  to  accompany 
H.R.200.  Aug.  20,  1975.  101  p.il. 

06829  458.  National  Saint  Elizabeth  Seton  Day.  Report  from  Committee  on  Post  Office  and 

Civil  Service  to  accompany  H.J. Res. 597.  Sept.  5,  1975.  3  p. 

06830  474.    National   school   lunch   act   and   Child   nutrition   act   of   1966   amendments   of   1975. 

Conference  report  to  accompany  H.R.4222.  Sept.  15,  1975.  35  p. 

06831  478.    Declaring   that   certain   land   of    United    States    is   held   by    United    States   in   trust 

for  Pueblo  of  Laguna.  Report  from  Committee  on  Interior  and  Insular  Affairs  to 
accompany  H.R.4804.  Sept.  15,  1975.  5  p. 

06832  479.  Providing  for  disposition  of  funds  appropriated  to  pay  judgment  in  favor  of  Cowlitz 

Tribe  of  Indians  in  Indian  Claims  Commission  docket  218  and  for  other  purposes. 
Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany  H.R.5090. 
Sept.  15,  1975.  8  p. 

06833  480.   Declaring   that   certain   submarginal   land   of   United   States   shall   be   held   in   trust 

for  certain  Indian  tribes  and  be  made  part  of  reservations  of  said  Indians,  and 
for  other  purposes.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accom- 
pany H.R.5778.  Sept.  15,  1975.  19  p. 

06834  482.   Authorizing  Secretary  of  Interior  to  engage  in  feasibility  investigations  of  certain 

potential  water  resource  developments.  Report  from  Committee  on  Interior  and  Insu- 
lar Affairs  to  accompany  H.R.6669.  Sept.  15,  1975.  12  p. 

06835  483.  Conference  report  to  accompany  S.1247.  Sept.  17,  1975.  36  p. 

06836  484.   War  claims   act  amendments.   Report   from   Committee   on   Interstate   and   Foreign 

Commerce  to  accompany  H.R.5360.  Sept.  17,  1975.  8  p. 

06837  592.   Implementing  Patent  Cooperation  Treaty.   Report  from  Committee  on  Judiciary  to 

accompany  S.24.  Oct.  29,  1975.  32  p. 
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593  Amending  Internal  Revenue  Code  of  I9S4  in  order  to  provide  for  quarterly  payment. 
rather  than  annual  payment,  to  government  of  Virgin  Islands  of  amounts  equal 
tO  internal  revenue  COMeCtlOm  made  with  respect  tO  articles  produced  in  Virgin 
Islands    and    transported    tO    United    States     Report    from    Committee    on    Interior    and 

Insular  Affairs  to  accompany  II  R  wi:  <ki   29.  I9?s  jp 

598  Authorizing  voluntary  withholding  of  State  income  taxes  in  case  of  Members  and 
Congressional  employees  Report  from  Committee  on  House  Administration  to  ac 
company  H  Res  712    Oct    Ml.  1975.  4  p. 

632  Intergovernmental  emergency  assistance  act.  pt  2  Report  together  with  supplemental, 
minority,  and  dissenting  views  from  Committee  on  Ways  and  Means  to  accompany 
H.R. 10481    Nov    13,  1975    21  p 

647.  Increase  of  temporary  limit  on  public  debt  until  Mar  15.  1976  Report  together 
with  dissenting  views  from  Committee  on  Ways  and  Means  to  accompany  M  R  I0S8S 
Nov.  10,  1975.  13  p. 

649.  Overseas  citizens  voting  rights  act  of  I97S  Report  together  with  minority  views 
and  supplemental  view  from  Committee  on  House  Administration  to  accompany 
S.95    Nov.  II.  1975.  19  p 

654.  Occupational  safety  and  health  act  amdt  Report  together  with  dissenting  and  supple- 
mental views  from  Committee  on  Kducation  and  Labor  to  accompany  H  R  HMK 
Nov.  12.  1975.  20  p. 

655.  Military  construction  appropriations  for  fiscal  year  1976.  Conference  report  to  accom- 
pany H.R.  10029.  Nov.  12.  1975.  8  p. 

656.  Forest  Service  roads  Report  together  with  additional  views  from  Committee  on 
Public  Works  and  Transportation  to  accompany  S.364.  Nov.  12,  1975.  7  p. 

657.  Alaska  highway.  Report  together  with  additional  views  from  Committee  on  Public- 
Works  to  accompany  S.I245.  Nov.  12.  1975    5  p. 

660.  Foreign  relations  authorization  act,  fiscal  year  1976.  Conference  report  to  accompany 
S.1517.  Nov.  13,  1975.  32  p 

662.  Federal  assistance  to  State  boating  safety  programs  Report  from  Committee  on 
Merchant  Marine  and  Fisheries  to  accompany  H.R. 5630.  Nov.  13,  1975.  7  p. 

664.  Education  of  handicapped  children.  Conference  report  to  accompany  S.6.  Nov. 
14,  1975.  55  p. 

667.  Real  estate  settlement  procedures.  Report  together  with  dissenting  views  from  Com- 
mittee on  Banking  ,  Currency,  and  Housing  to  accompany  S.2327.  Nov.  14.  1975 
22  p. 

668.  Extension  of  Federal  insecticide,  fungicide,  and  rodenlicide  act  Conference  report 
to  accompany  H.R  8841.  Nov.  15.  1975.  6  p. 

669.  Voter  registration  act.  Report  together  with  minority  views,  additional  views,  and 
additional  views  on  regulation  approval  procedure  from  Committee  on  House  Ad- 
ministration to  accompany  H.R. 1686.  Nov.  17,  1975.  41  p 

670.  Older  Americans  amdts  of  1975  Conference  report  to  accompany  H  R.3922  Nov 
17,  1975.  59  p. 

671.  USIA  film,  Wilma  Rudolph  Olympic  champion  Report  from  Committee  on  Interna- 
tional Relations  to  accompany  H.R. 6949.  Nov.  18,  1975.  3  p. 

673.  Defense  production  act  amendments  of  1975  Conference  report  to  accompany  S.I537. 
Nov.  18,  1975.  46  p. 

681.  Federal  coal  leasing  amendments  act  of  1975  Report  together  with  additional  views 
of  Committee  on  Interior  and  Insular  Affairs  to  accompany  H  R  6721;  Nov.  21. 
1975.  1975.  iii  +  59p. 

683.  Authorizing  exchange  of  lands  for  entrance  road  at  Guadalupe  Mountains  National 
Park,  Tex.,  and  for  other  purposes.  Report  from  Committee  on  Interior  and  Insular 
Affairs  to  accompany  H.R.1747.  Nov.  25.  1975.  4  p. 
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06858  684.   Amending  joint  resolution  approved   Dec.  28,  1973,  providing  for  establishment  of 

Lyndon  Baincs  Johnson  Memorial  Grove  on  Potomac,  and  for  other  purposes.  Report 
from  Committee  on   Interior  and   Insular  Affairs  to  accompany   H.R. 9883.   Nov.  25, 

1975.  4  p. 

06859  686.  Chap.  9  bankruptcy  revision.  Report  together  with  separate  and  supplemental  views 

from  Committee  on  Judiciary  to  accompany  H.R. 10624.  Dec.  I,  1975.  62  p. 

06860  689.  Department  of  HEW  and  related  agencies  appropriations  bill,  fiscal  year  1976.  Con- 

ference report  to  accompany  H.R. 8069.  Dec.  2,  1975.  20  p. 

06861  693.   Proceedings  against   Henry   A.   Kissinger,  pursuant  to  title  2,   United  States  Code, 

sec. 192  and  194.  Report  together  with  concurring  and  dissenting  views  of  Select, 
Committee  on  Intelligence  citing  Henry  A.  Kissinger  from  Select  Committee  on 
Intelligence.  Dec.  8.  1975.  29  p. 

06862  694.  Authorizing  and  modifying  various  Federal  reclamation  projects  and  programs,  and 

for  other  purposes.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accom- 
pany H.R.10537.  Dec.  8,  1975.  18  p. 

06863  695.  Amending  act  of  July  7,  1970,  84  Stat.  409,  authorizing  appropriations  to  Secretary 

of  Interior  without  reference  to  agencies  involved.  Report  from  Committee  on  Interior 
and  Insular  Affairs  to  accompany  S.1922.  Dec.  8,  1975.  4  p. 

06864  697.  Economic  rights  of  labor  in  construction  industry.  Conference  report  to  accompany 

H.R.5900.  Dec.  8  ,  1975.  19  p. 

06865  701.  Making  appropriations  for  Department  of  Interior  and  related  agencies,  fiscal  year 

1976.  Conference  report  to  accompany  H.R. 8773.  Dec.  9,  1975.  26  p.  [Corrected 
print.] 

06866  703.   Provide  for  annual  investigations  by   Administrator  of  Veterans'   Affairs  into  cost 

of  travel  by  Veterans  to  VA  facilities.  Report  from  Committee  on  Veterans'  Affairs 
to  accompany  H.R. 2735.  Dec.  10,  1975.  6  p. 

06867  708.    Beef   research   and    information   act.   Conference   report   to   accompany    H.R. 7656. 

Dec.  10,  1975.  6  p. 

06868  709.  Milk  price  supports.  Conference  report  to  accompany  S.J. 121.  Dec.  10,  1975.  4  p. 

06869  710.  Department  of  Defense  appropriations,  fiscal  year  1976.  Conference  report  to  accom- 

pany H.R.9861.  Dec.  10,  1975.  64  p. 

06870  712.  Providing  for  disposition  of  funds  appropriated  to  pay  judgements  in  favor  of  Sac 

and  Fox  Indians  in  Indian  Claims  Commission  dockets  219,  153,  and  135,  and  for 
other  purposes.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany 
H.R.4016.  Dec.  11,  1975.  12  p. 

06871  713.  Public  broadcasting  financing  act  of  1975.  Conference  report  to  accompany  H.R. 6461. 

Dec.  II,  1975.  8  p. 

06872  714.  Providing  representation  of  District  of  Columbia.  Report  together  with  supplemental, 

minority,  dissenting,  and  separate  dissenting  views  from  Committee  on  Judiciary 
to  accompany  H.J.Res.280.  Dec.  11,  1975.  33  p. 

06873  715.  Amending  National  protrait  gallery  act  to  redefine  portraiture.  Report  from  Committee 

on  House  Administration  to  accompany  H.R.6397.  Dec.  11,  1975.  3  p. 

06874  716.  Federal-aid  highway  act  of  1975.  Report  together  with  supplemental,  minority,  and 

additional  views  from  Committee  on  Public  Works  and  Transportation  to  accompany 
H.R.8235.  Dec.  11,  1975.  127  p. 

06875  717.  Presentation  by  United  States  of  statue  to  Israel.  Report  from  Committee  on  Interna- 

tional Relations  to  accompany  H.J.Res.406.  Dec.  12,  1975.  3  p. 

06876  718.  Making  supplemental  appropriations  for  fiscal  year  1976.  Conference  report  to  accom- 

pany H.R.10647.  Dec.  12,  1975.  21  p. 

06877  719.   Indochina  refugee  children  assistance  act  of  1975.   Report  together  with  dissenting 

views  from  Committee  on  Education  and  Labor  to  accompany  H.R. 7897.  Dec.  12, 
1975.  16  p.  [Corrected  print.] 
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720.  National  reading  improvement  act  amendments  Report  from  Committee  on  Edoca 
lion  and  1  ahor  to  accompan\   M  R  HMU    Dec     12,  197s    M  p 

721.  Rehahililalion  act  amendment',  of  197V  keport  from  Committee  on  kducalion  and 
labor  to  accompany    HR. 11045    Dec    I2.I97S    |S  p 

722     Sports   broadcasting   kCl   Of   hT73     Report    from   Committee   on    lotenUta   and    I  orcign 

Commerce  to  accompany  H.R.U070   Dec   12,1975.  10  p. 

723.  Milk  price  supports  Conference  report  to  accompany  S  J  Kes  121  l)n  12.  1975 
4p 

724.  Small  business  emergency  relief  act  Conference  report  to  accompany  H  K  sS4| 
Dec.  12,  1975.  7  p. 

725  Rail  revitalization  and  regulator)  reform  Kt  Of  1973  Report  together  with  supplemen- 
tal and  dissenting  views  of  Committee  on  Interstate  and  foreign  Commerce  on 
H  R  10979;  Dec.  12.  1975.  1975    „,  »  288  p 

726.  Home  mortgage  disclosure  act.  Conference  report  to  accompany  S  12x1  Dec  h. 
1975    II  p 

727.  Regional  development  act  amendments  of  1975.  Conference  report  to  accompany 
H.R.407.V  Dec    15,  1975.  29  p. 

728.  Fmergency  rail  passenger  service.  Report  together  with  minority  views  from  Commit 
tee  on  Public  Works  and  Transportation  to  accompany  HR  10631  Dec  IV  1975 
lip 

729.  Providing  under  or  by  amendment  of  Alaska  native  claims  settlement  act.  for 
late  enrollment  of  certain  natives,  establishment  of  escrow  account  for  proceeds 
of  certain  lands,  treatment  of  certain  payments  and  grants,  and  consolidation  of 
existing  regional  corporations,  and  for  other  purposes  Report  from  Committee  on 
Inter  ior  and  Insular  Affairs  to  accompany  H  R.6644.  Dec   15,  1975.  85  p. 

730.  Amending  sec. 101(a)  of  National  security  act  of  1947,  as  amended,  to  include  Secretary 
of  Treasury  as  Member  of  National  Security  Council.  Report  from  Committee  on 
Armed  Services  to  accompany  S.2350.  Dec.  15.  1975.  6  p. 

731.  Apportionment  of  funds  for  national  system  of  interstate  and  defense  highways. 
Report  together  with  additional  views  from  Committee  on  Public  Works  and  Trans- 
portation to  accompany  S. Con. Res. 62.  Dec.  15.  1975.  8  p. 

733.  Local  Public  works  capital  development  and  investment  act  of  1975  Conference 
report  to  accompany  H.R.5247.  Dec.  15,  1975.  41  p. 

739.  Revenue  adjustment  act  of  1975.  Conference  report  to  accompany  H  R  5559  Dec 
16,  1975.  11  p. 

755.  Unemployment  compensation  amendments  of  1975  Report  together  with  supplemen- 
tal, additional,  dissenting,  and  minority  views  from  Committee  on  Ways  and  Means 
to  accompany  HR. 10210.  Dec.  16,  1975.  vi  +  108  p.il.  [Corrected  print.] 

757.  Consideration  of  H  R.9464.  Report  from  Committee  on  Rules  to  accompany 
H.Res.937.  Dec.  17.  1975.  1  p. 

759.  Relating  to  election  contest  in  10th  congressional  district  of  State  of  Illinois  Report 
from  Committee  on  House  Administration  to  accompany  H  Res  894  Dec  IX.  1975 
7  p. 

760.  Relating  to  election  contest  in  1st  congressional  district  of  Stale  of  Maine  Report 
from  Committee  on  House  Administration  to  accompany  H. Res  89V  Dec  18.  1975 
16  p. 

762.  Relating  to  election  contest  in  21st  Congressional  District  of  State  of  Ohio  Report 
from  Committee  on  House  Administration  to  accompany  H  Res. 897.  Dec  18.  1973 
4  p. 

764.  Motor  vehicle  information  and  cost  savings  act  amendments  of  1975  Report  from 
Committee  on  Interstate  and  Foreign  Commerce  to  accompany  HR.  10807  Dec  18. 
1975.  17  p. 
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06898  765.   Consideration   of   reports   from   Committee   on    Rules.    Report   from   Committee   on 

Rules  to  accompany  H.Res.939.  Dec.  18,  1975.  1  p. 

/     ' 

Aging,  Select  Committee  on,  House  Washington,  DC  20515 

06899  Social  security,  hearings  before  Subcommittee  on  Retirement  Income 

and  Employment,  94th  Congress,  1st  session,  Apr.  29-May  14,  1975. 
1975.  v+161  p.     *  Paper,  $1.70.     •Item  1009 

Y  4.Ag  4/2:So  1 

06900  Society's  responsibilities  to  elderly,  hearing,  94th  Congress,  1st  session,, 

Nov.  11,  1975.  1975.  v+37  p.     *  Paper,  55c.     #Item  1009 

Y  4.Ag  4/2: El  2/3 

06901  State  of  aging,  hearing,  94th  Congress,  1st  session,  June  9,  1975.  1975. 

v+44  p.il.     *  Paper,  70c.     #Item  1009 

Y  4.Ag  4/2:Ag  4 

Agriculture  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

06902  JJJ.  FHA  emergency  loan  eligibility  requirements,  hearing  before  Subcommittee  on  Con- 

servation and  Credit  ,  93d  Congress,  2d  session,  on  H.R. 12366,  July  11,  1974.  1974. 
iii  +  20p.     +     •Item  1010 

Y  4.Ag  8/1  :L  78/14 

06903  OOO.  Review  of  meat  grading  standards,  hearings  before   Subcommittee  on   Livestock 

and  Grains,  93d  Congress,  2d  session,  July  25  and  31,  1974.  1974.  iii  +  96  p.il. 
+     •Item  1010 

Y  4.Ag  8/l:M  46/18 

06904  RRR.   Dairy  price   situation,  hearings  before   Subcommittee  on   Dairy   and   Poultry,  93d 

Congress,  2d  session,  on  H.R.13047,  H.R.13375,  H.R.16249,  and  H.R.17106,  Sept. 
24-Nov.  26,  1974.  1975.  vi+289  p.     +     •Item  1010 

Y  4.Ag  8/1  :D  14/13 

06905  UU.  Sugar  act  extension,  1974,  hearings,  93d  Congress,  2d  session,  on  H.R.12525,  Feb. 

19-Mar.  8,  1974.  1974.  vii+554  p.il.      +     •Item  1010 

Y  4.Ag  8/l:Su  3/16/974 

06906  XX.  Impact  of  transportation  policies,  hearings  before  Subcommittee  on  Family  Farms 

and  Rural  Development  ,  93d  Congress,  2d  session,  Apr.  3-10,  1974.  1974.  iv  +  252 
p.il.     +     •Item  1010 

Y  4.Ag  8/l:T  68/2 

[Committee  publication]  serial,  94th  Congress. 

06907  AA.   U.S.  grain  standards  act  amdts.  of  1975,  hearings,  94th  Congress,  1st  session,  on 

H.R.9467  and  similar  bills,  Sept.  19-24,  1975.  1975.  iv  +  246  p.     +     •Item  1010 

Y  4.Ag  8/l:G  76/17 

06908  B.  Target  prices  and  loan  figures  for  feed  grains  and  cotton,  hearings  before  Subcommit- 

tee on  Livestock  and  Grains  and  Subcommittee  on  Cotton,  94th  Congress,  1st  session, 
Feb.  18-Mar.  6,  1975.  1975.  iv  +  262  p.il.      +     •Item  1010 

Y  4.Ag  8/1  :P  93/13 

06909  CC.    Amend    Packers    and    stockyards    act   of   1921,    hearings   before    Subcommittee    on 

Livestock  and  Grains,  94th  Congress,  1st  session,  on  H.R.8410  and  related  bills, 
July  12-24,  1975.  1975.  iv  +  195  p.il.  [Hearings  held  in  Amarillo,  Tex.,  and  Washington, 
D.C.]     +     •Item  1010 

Y  4.Ag  8/l:P  12/8/975 

06910  H.  Energy  requirements  for  food  and  fiber,  hearings  before  Subcommittee  on  Department 

Operations,  Investigations,  and  Oversight,  94th  Congress,  1st  session.  Mar.  17  and 
18,  1975.  1975.  iii  +  132  p.il.  +      •Item  1010 

Y  4.Ag  8/l:F  73/33 

06911  Transportation  in  countryside,  report  about  transportation  needs  and 

problems  in  countryside  by  Subcommittee  on  Family  Farms  and  Rural 
Development;  Oct.  1974.  1974.  iii+11  p.  (Committee  print,  93d  Con- 
gress, 2d  session.)  [Assistance  provided  to  Subcommittee  by  Congres- 
sional Research  Service  of  Library  of  Congress.]  + 

Y  4.Ag  8/l:T  68 
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Appropriations  Committee,  House  Washington,  IK'  20515 

Agriculture  and  related  agencies  appropriations  fur  1976,  hearings  be- 
fore subcommittee,  94th  Congress,  1st  session. 

6912       pt.l.  Agricultural  programs,  Secretary  of  Agriculture,  .iKnniliur.il  outlook,  budget  over- 
view. Farm  Credit  Administration   l,»'7<i   iii-t-426-t-viiip.il      •     •Item  1011 

Y  4  Ap  6/IAg  K/976/pt  I 

&9H  Budget  rescission  bill,   H.R. 17505,  hearings  before  subcommittees,  93d 
Congress,  2d  session.  1974.  ii  I  269  I  iii  p.     +     #Item  1011 

Y4.Ap  6/1:  B  85/4 

5914  Deferral  and  rescission  of  appropriations,  1975-76,  hearings,  pt.5,  94th 

Congress,  1st  session.  1975.  iii  +  172  +  v  p.     +     #Item  1011 

Y  4.Ap  6/l:Ap  6/5/975-76/pt.5 

Military  construction  appropriations  for  1976,  hearings  before  subcom- 
mittee, 94th  Congress,  1st  session. 

5915  pt.2.    Department   of   Air    Force,   defense   agencies,   family    housing.    Reserve   and   guard 

forces.  1975.  iii +  1161  + v  p.      »      •Item  1011 

Y  4.Ap6/l:M  59/6/976/pt.2 

S9i6  Supplemental  appropriations  for  fiscal  year  1976,  hearings  before  sub- 
committees, pt.l,  94th  Congress,  1st  session.  1975.  iii  +  l-558  +  v  p. 
+     •Item  1011 

Y  4.Ap  6/l:Ap  6/2/976/pt.l 

5917  Supplemental  appropriations  for  fiscal  year  1976,  hearings  before  sub- 

committees, pt.2,  94th  Congress,  1st  session.  1975.  iii  +  559-1299 +  ix 
p.     +     #Item  1011 

Y  4.Ap  6/l:Ap  6/2/976/pt.2 

Armed  Services  Committee,  House  Washington,  DC  20515 

Paper,  93d  Congress. 

Note— These  papers  consist  largely  of  hearings.  They  are  paged  continuously  for  binding  at 
ic  end  of  session  of  Congress  under  title  Hearings  before  Committee  on  Armed  Services  of 
ic  House  of  Representatives  on  sundry  legislation  affecting  the  naval  and  military  establishments.' 
itle  page,  contents,  and  index  are  issued  for  each  volume. 

5918  59.  Full  committee  consideration  of  H.R. 16136,  military  construction  authorization,  fiscal 

year   1975,    hearings,    93d    Congress,    2d    session.    July    30,    1974.    1974.    ii  +  25    p.      + 
•Item  1012 

Y  4.Ar  5/2  a:973-74/59 

6919  66.  Briefing  on  military  airlift  capability  during  Middle  East  conflict  and  Enforcer  aircraft 

before   Subcommittee   No. I,  93d   Congress,   2d   session.   Aug.   8.   1974.   1974    u  +  40  p. 
+     ©Item  1012 

Y  4.Ar  5/2  a:973-74/66 

Banking  and  Currency  Committee,  House  Washington,  DC  20515 

6920  Meeting  America's  resource  needs,  problems  and  policies,  hearing  be- 

fore Ad  Hoc  Committee  on  Domestic  and  International  Monetary 
Effect  of  Energy  and  Other  Natural  Resource  Pricing,  93d  Congress, 
1st  session,  Oct.  10,  1974.  1974.  iii +  23  p.     +     •Item  1013 

Y  4.B  22/l:R  31/4 

6921  SBA  investigation  report,  hearing,  v. 2,  before  Subcommittee  on  Small 

Business,  93d  Congress,  2d  session,  Apr.  9,  1974.  1974.  v  +  128  p. 
+     #Item  1013 

Y  4.B  22/l:Sm  l/17/v.2 
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Banking,  Currency,  and  Housing  Committee,  House  Washington,  DC 
20515 

06922  Evolution  of  role  of  Federal  Government  in  housing  and  community 

development,  chronology  of  legislative  and  selected  executive  actions, 
1892-1974,  Subcommittee  on  Housing  and  Community  Development, 
94th  Congress,  1st  session;  Oct.  1975.  1975.  vii+277  p.  (Committee 
print.)     *  Paper,  $2.60.     •Item  1013 

Y  4.B  22/1:  Ev  6 

06923  Fair  credit  billing  act  amendments  of  1975,  hearing  before  Subcommittee1 

on  Consumer  Affairs,  94th  Congress,  1st  session,  on  H.R.10209,  Oct. 
23,  1975.  1975.  hi +115  p.     +     •Item  1013 

Y  4.B  22/l:F  15/975 

06924  Implementation  of  sec.  8  and  other  housing  programs,  hearing  before 

Subcommittee  on  Housing  and  Community  Development,  94th  Con- 
gress, 1st  session,  July  30,  1975.  1975.  iv+60  p.     +     #Item  1013 

Y  4.B  22/l:H  81/63 

06925  Low-interest  loans  for  residential  solar  heating  and  cooling  equipment, 

hearing  before  Subcommittee  on  Housing  and  Community  Develop- 
ment, 94th  Congress,  1st  session,  on  H.R.3849  [and]  H.R.8524,  Nov. 
5,  1975.  1975.  iv  +  241  p.il.     +     •Item  1013 

Y  4.B  22/l:So  4 

06926  Oversight  hearing  on   community   development  block  grant  program, 

hearing  before  Subcommittee  on  Housing  and  Community  Develop- 
ment, 94th  Congress,  1st  session,  on  H.R.3385,  Nov.  19,  1975.  1975. 
hi +62  p.     +     •Item  1013 

Y  4.B  22/l:C  73/22 

06927  Oversight  hearings  on  new  communities  program,  hearings  before  Sub- 

committee on  Housing  and  Community  Development,  94th  Congress, 
1st  session,  Sept.  23-30,  1975.  1975.  v+532  p.     +     •Item  1013 

Y  4.B  22/l:C  73/21 

06928  To  authorize  U.S.  participation  in  financial  support  fund,  hearing  before 

Subcommittee  on  International  Trade,  Investment,  and  Monetary  Pol- 
icy, 94th  Congress,  1st  session,  on  H.R.8175,  Sept.  18,  1975.  1975. 
iii+56  p.  +      •Item  1013 

Y  4.B  22/1  :F  49/13 

Committees,  Select  Committee  on,  House  Washington,  DC  20515 

06929  Committee  reform  amendments  of  1974,  explanation  of  H.Res.988  as 

adopted  by  House  of  Representtatives,  Oct.  8,  1974,  93d  Congress, 
2d  session.  1974.  hi +  219  p.  (Committee  print.)     *  Paper,  $2.10. 

Y  4.C  73/6:R  25/2/974-2 

District  of  Columbia  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

06930  25.  Funeral  financing,  hearing  before  Subcommittee  on  Business,  Commerce,  and  Taxa- 

tion, 93d  Congress,   2d   session,   on   H.R.13492  and   H.R.13969,   Apr.   24,   1974.   1974. 
iv  +  193  p.     +     ©Item  1014 

Y  4.D  63/1:93-25 

[Committee  publication]  serial,  94th  Congress. 

06931  2.  Administration  of  criminal  justice,  oversight  hearings,  pt.l,  94th  Congress,  1st  session, 

on   administration   of   criminal   justice    in   District   of   Columbia   and   in   Washington 
metropolitan  area,  May  6-21,  1975.  1975.  xvi  +  1111  +  iv  p.il.      +     ©Item  1014 

Y  4.D  63/l:94-2/pt.l 
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06932  2.    Administration    of    criminal    justice,    oversight    hearings,    pi. 2.    on    administration    of 

criminal  justice   in   District  of  Columbia  and   in  Washington  metropolitan  area,  94th 
Congress,  1st  session.  June  4-12.  1975.  1975.  xvi  + 1113-2071 +  iv  p.il.      +      ©Item  1014 

Y  4  O  63/l:94-2/pt.2 

06933  9.    International    community    in    Washington,    meeting.    94th    Congress,    1st    session,    on 

non-diplomatic    problems    of    international    community    in    nation's   capital,    June    13. 
1975.  1975.  iii  + 27  p.  (Committee  print  )      *      •Item  1014 

Y  4.D  63/1.94-9 

06934  10.    Rental  accomodations   act   of   1975.   Council   act   1-46,   hearing  and   disposition   before 

Subcommittee  on  Commerce,  Housing  and  Transportation.  94th  Congress.  1st  session. 
on  H  Con. Res. 399.  Oct.  1  and  6.  1975.  1975.  iv  + 561  p.il.      +      •Item  1014 

Y  4.D  63/1:94-10 

06935  Prohibit  unlawful  use  of  motor  vehicle,  hearing  before  Judiciary  Sub- 

committee,  93d   Congress,   1st   session,   on   H.R.341,    Mar.   26,   1973. 

1973.  hi +  37  p.     +     •Item  1014 

Y  4.D  63/l:M  85/4 

Education  and  Labor  Committee,  House  Washington,  DC  20515 

06936  Equal  treatment  of  craft  and  industrial  workers,  hearings  before  Sub- 

committee on  Labor-Management  Relations,  94th  Congress,  1st  ses- 
sion, on  H.R.5900,  June  5-12,  1975.  1975.  viii  +  365  p.     +     #Item  1015 

Y  4.Ed  8/l:W  89/5 

06937  Grants  to  individual  colleges  and  libraries,  hearings  before  Special  Sub- 

committee on  Education,  93d  Congress,  1st  session,  on  H.R.1144  [and 
other  bills],  Dec.  3-12,  1973.  1974.  iv+144  p.il.     +     •Item  1015 

Y  4. Ed  8/1  :G  76/4 

06938  Juvenile    justice    and    delinquency    prevention    and    runaway    youth, 

hearings  before  Subcommittee  on  Equal  Opportunities,  93d  Congress, 
2d  session,  on  H.R.6265  and  H.R.9298,  Mar.  29-May  21,  1974.  1974. 
vi  +  540  p.  [Hearings  held  in  Los  Angeles,  Calif,  and  Washington, 
D.C.]     +     •Item  1015 

Y  4. Ed  8/1:  J  98/7 

06939  National  overseas  education  act,  hearings  before  General  Subcommittee 

on  Labor,  93d  Congress,  2d  session,  on  H.R.3157,  Apr.  24  and  25, 

1974.  1975.  iii+51  p.     +     •Item  1015 

Y  4.Ed  8/l:Ed  8/47 

06940  Oversight  hearing  on  Brookside  Mine  labor-management  dispute,  hear- 

ing before  Special  Subcommittee  on  Labor,  93d  Congress,  2d  session, 
July  25,  1974.  1974.  hi +75  p.il.     +     •Item  1015 

Y  4.Ed  8/1: B  79 

06941  Oversight  hearing  on  Comprehensive  employment  and  training  act,  hear- 

ing, pt.l,  before  Subcommittee  on  Manpower  ,  Compensation,  and 
Health  and  Safety,  94th  Congress,  1st  session,  Feb.  20,  1975.  1975. 
hi +42  p.     +     •Item  1015 

Y  4.Ed  8/1  :C  73/10/pt.l 

06942  To  amend  Youth  Conservation  Corps  act  of  1972,  hearing  before  Select 

Subcommittee  on  Labor,  93d  Congress,  1st  session,  on  H.R.8433, 
Oct.  16,  1973.  1974.  iii+40  p.     +     •Item  1015 

Y  4.Ed  8/1:  Y  8/7/973 

06943  To  authorize   limited   waiver  of  child  labor  provisions  of  Fair  labor 

standards  act  of  1938  with  respect  to  certain  agricultural  hand  harvest 
laborers,  hearing  before  Subcommittee  on  Agricultural  Labor,  94th 
Congress,  1st  session,  on  H.R.632,  Apr.  18,  1975.  1975.  iii+102  p. 
+     •Item  1015 

Y  4. Ed  8/1  :C  43/10 
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Foreign  Affairs  Committee,  House  Washington,  DC  20515 

06944  Authorizations  for  Department  of  State,  hearing  before  Subcommittee 

on  State  Department  Organization  and  Foreign  Operations,  93d  Con- 
gress, 2d  session,  on  H.R.  15172  and  executive  request,  authorization 
for  Department  of  State,  fiscal  year  1975,  June  26,  1974.  1974.  iii+22 
p.     +     •Item  1017 

Y  4.F  76/1: St  2/8/975 

06945  Detente,   prospects  for  increased  trade  with  Warsaw  pact  countries, 

report  of  special  study  mission  to  Soviet  Union  and  Eastern  Europe, 
Aug.  22-Sept.  8,  1974,  [prepared  by  Leo  J.  Ryan  ];  Oct.  24,  1974. 
1974.  vii+52  p.il.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.F  76/l:D  48/3 

06946  Human  rights  in  Africa,  report  by  International  Commission  of  Jurists, 

hearing  before  Subcommittee  on  International  Organizations  and 
Movements,  93d  Congress,  2d  session,  June  13,  1974.  1974.  iii+18 
p.     +     ©Item  1017 

Y  4.F  76/l:Af  8/17 

06947  Turkish  opium  ban  negotiations,   hearing,  93d  Congress,   2d  session, 

on  H.Con.Res.507,  July  16,  1974.  1974.  Hi+79  p.     +     •Item  1017 

Y  4.F  76/l:T  84/2 

06948  United  States-Canadian  broadcasting  relations,  hearing  before  Subcom- 

mittee on  Inter-American  Affairs,  93d  Congress,  2d  session,  Apr. 
25, 1974. 1974.  iv+83  p.     +     #Item  1017 

Y  4.F  76/l:C  16/8 

06949  United  States  post-disaster  assistance  to  Nicaragua,  report  of  staff  sur- 

vey mission  to  Nicaragua  pursuant  to  H.Res.267.  1974.  v+19  p. 
(Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.F  76/l:N  51/17 

Government  Operations  Committee,  House  Washington,  DC  20515 

06950  Access  of  service  Secretaries  to  military  information,  hearing  before 

subcommittee,  94th  Congress,  1st  session  ,  Sept.  10,  1975.  1975.  Hi+40 
p.     +     #Item  1016 

Y  4.G  74/7 :Se  2/4 

06951  Amending  Accounting  and  auditing  act  of  1950,  hearing  before  subcom- 

mittee, 94th  Congress,  1st  session,  on  H.R.8948,  Sept.  11,  1975.  1975. 
hi +36  p.     +     •Item  1016 

Y  4.G  74/7:Ac  2/7 

06952  Army  procurement  of  computer  systems,  hearing  before  subcommittee, 

94th  Congress,  1st  session,  Apr.  28,  1975.  1975.  iv+93  p.  -I-  •Item 
1016 

Y  4.G  74/7:Ar  5/2 

06953  Changes   in  per  diem   travel  allowances  for  Government  employees, 

hearing  before  subcommittee,  93d  Congress,  2d  session,  on  H.R.15903 
and  related  bills,  July  16,  1974.  1974.  Hi +82  p.il.     +     •Item  1016 

Y  4.G  74/7:T  69/5 

06954  Disposal  of  excess  property  located  within  Indian  reservations,  hearing 

before  subcommittee,  93d  Congress,  2d  session,  on  H.R.8958,  July 
16,  1974.  1974.  Hi +29  p.     +     •Item  1016 

Y  4.G  74/7:P  94/12 
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06955  HEW  procedures  and  resources  for  prevention  and  detection  of  fraud 

and  program  abuse,  hearings  before  subcommittee,  94th  Congress, 
1st  session,  Apr.  22-June  24,  1975.  1975.  vi  +  383  p.il.     +     •Item  1016 

Y  4.G  74/7 :F  86 

06956  Management  of  HUD-held  multifamily  mortgages,  hearings  before  sub- 

committee, 93d  Congress,  2d  session,   Mar.   27  and  28,  1974.   1974. 
hi +  116  p.     +     •Item  1016 

Y  4.G  74/7:M  84/3 


06957  National  Women's  Conference,  hearing  before  subcommitte,  94th  Con- 

gress, 1st  session,  on  H.R.8903,  Sept.  30,  1975.  1975.  iii  +  53  p.  + 
•Item  1016 

Y  4.G  74/7:W  84 

06958  Roles  of  Corps  of  Engineers  and  U.S.  Fish  and  Wildlife  Service  in 

Foster  City,  Calif.,  hearings  before  subcommittee,  94th  Congress, 
1st  session,  Sept.  12  and  13,  1975.  1975.  iii  +  175  p.il.     +     •Item  1016 

Y  4.G  74/7 :C  12/2 

06959  Synthetic   gasoline,   hearing  before   subcommittee,   94th  Congress,   1st 

session,  Sept.  23,  1975.  1975.  iii  +  29  p.      +     ©Item  1016 

Y  4.G  74/7:G  21/3 

06960  U.S.  nonmilitary  assistance  to  Southeast  Asia,  hearing  before  sbucom- 

mittee,  93d  Congress,  1st  session,  Nov.  12  ,  1973.  1973.  iii+110  p.il. 
+     •Item  1016 

Y  4.G  74/7:So  8 

06%i  Use  of  advisory  committees  by  Food  and  Drug  Administration,  hearings 
before  subcommittee,  93d  Congress,  2d  session,  Mar.  6-May  21,  1974. 
1974.  vi  +  556  p.il.     *  Paper,  $4.65.     •Item  1016 

Y  4.G  74/7:F  73/6 

House  Administration  Committee,  House  Washington,  DC  20515 

06962  Computer-based  information  resources  for  House  of  Representatives; 

Sept.  1,  1975.  1975.  [216]  p.  (Committee  print,  94th  Congress,  1st  ses- 
sion.)    *  Paper,  $2.20.     •Item  1018 

Y  4.H  81/3:C  73 

06963  To  establish  American  Folklife   Foundation  in   Library  of  Congress, 

hearings  before  Subcommittee  on  Library  and  Memorials,  93d  Con- 
gress, 2d  session,  on  H.R.8770,  May  9  and  10,  1974.  1974.  iv+102 
p.     +     •Item  1018 

Y  4.H  81/3 :F  71 

Intelligence,  Select  Committee  on,  House  Washington,  DC  20515 

06964  U.S.  intelligence  agencies  and  activities,  intelligence  costs  and  fiscal 

year  procedures,  hearings,  pt.  1,  94th  Congress,  1st  session,  July 
31-Aug.  8,  1975.  1975.  v+630  p.il.  1  pi.     *  Paper,  $5.20.    •Item  1009 

Y  4.1n  8/18:In  8/pt.l 

Interior  and  Insular  Affairs  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

06965  44.  Proposed  Forest  Service  mining  regulations,  hearings  before  Subcommittee  on  Public 

lands,   93d  Congress,   2d   session,   Mar.   7  and   8.   1974.   1974.   iv  +  128  p.      +      •Item 
1023 

Y  4. In  8/14:93-44 
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06966  52.   Establishment  of  American  Indian  Policy  Review  Commission,  hearing  before  Sub- 

committee on  Indian  Affairs,  93d  Congress,  2d  session  on  H.J.Res.88l,  S.J. Res. 133, 
May  13.  1974.  1974.  iii  +  74  p.il.      +     •Item  1023 

Y  4. In  8/14:93-52 

06967  69.  Continuance  of  civil  government  for  Trust  Territory  of  Pacific  Islands,  hearing  before 

Subcommittee    on    Territorial    and    Insular    Affairs,    93d    Congress,    2d    session,    on 
H.R.I673land  H.R. 16793,  Oct.  I,  1974.  1974.  iii  +  66  p.     +     •Item  1023 

Y  4. In  8/14:93-69 

[Committee  publication]  serial,  94th  Congress. 

06968  27.  Sac  and  Fox  judgment  fund  distribution  act,  hearing  before  Subcommittee  on  Indian 

Affairs,  94th  Congress,  1st  session,  on  H.R.4016,  June  24,  1975.  1975.  iii  +  55  p. 
+     •Item  1023 

Y  4.1n  8/14:94-27 

International  Relations  Committee,  House  Washington,  DC  20515 

06969  Authorization  legislation  for  and  operations  of  Council  on  International 

Economic  Policy,  hearing  before  Subcommittee  on  International 
Economic  Policy,  94th  Congress,  1st  session,  Apr.  15,  1975.  1975.  iii+81 
p.  +      #Item  1017 

Y  4.1n  8/16: In  8/3 

06970  Board  for  International  Broadcasting  authorization  for  fiscal  year  1976, 

Radio  Free  Europe/Radio  Liberty,  hearing,  94th  Congress,  1st  session, 
on  H.R.4699,  June  12,  1975.  1975.  iii+50  p.     +     •Item  1017 

Y  4.1n  8/16: B  78 

06971  Effectiveness  of  Turkish  opium  control,  hearing,  pt.l,  before  Subcom- 

mittee on  Future  Foreign  Policy  Research  and  Development,  94th 
Congress,  1st  session,  July  28,  1975.  1975.  v+99  p.  *  Paper,  $1.25. 
•Item  1017 

Y  4.1n  8/16:Op  3/2/pt.l 

06972  Effectiveness  of  Turkish  opium  control,  hearings,  pt.  2,  before  Subcom- 

mittee on  Future  Foreign  Policy  Research  and  Development,  94th 
Congress,  1st  session,  Sept.  11,  1975.  1975.  iii+71  p.  *  Paper,  85c. 
•Item  1017 

Y  4.1n  8/16:Op  3/2/pt.2 

06973  Export  licensing  of  private  humanitarian  assistance  to  Vietnam,  hearing 

before  Subcommittee  on  International  Trade  and  Commerce,  94th 
Congresss,  1st  session,  Sept.  9,  1975.  1975.  iii+46  p.     +     •Item  1017 

Y  4.1n  8/16:Ex  7 

06974  Great  decisions  in  U.S.  foreign  policy,  hearing,  94th  Congress,  1st  ses- 

sion, Apr.  10,  1975.  1975.  iii+29  p.      *  Paper,  45c.     •Item  1017 

Y  4.1n  8/16:F  76/3 

06975  Prohibition  of  weather  modification  as  weapon  of  war,  hearing  before 

Subcommittee  on  International  Organizations,  94th  Congress,  1st  ses- 
sion, on  H.Res.28,  July  29,  1975.  1975.  iii+51  p.     +     •Item  1017 

Y  4.1n  8/16: W  37 

06976  Reassessment  of  U.S.  foreign  policy,   hearings  before   Subcommittee 

on  Future  Foreign  Policy  Research  and  Development,  94th  Congress, 
1st  session,  July  15-24,  1975.  1975.  v+183  p.  *  Paper,  $1.90.  •Item 
1017 

Y  4.1n  8/16:F  76/2 

06977  U.S.  citizens  imprisoned  in  Mexico,  hearings,  pt.  1,  before  Subcommit- 

tee on  International  Political  and  Military  Affairs,  94th  Congress, 
1st  session,  Apr.  29  and  30,  1975.  1975.  iv+100  p.     +     •Item  1017 

Y  4.1n  8/16:M  57/2/pt.l 
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06978  United   States  grain  and  oil  agreements   with   Soviet   Union,   hearing, 

94th  Congress,  1st  session,  Oct.  28,  1975.  1975.  hi +  71  p.  *  Paper, 
85c.     •Item  1017 

Y  4.1n  8/16:So  8/2 

06979  United   States   policy   on  review   of   United   Nations   Charter,   hearing 

before  Subcommittee  on  International  Organizations,  94th  Congress, 
1st  session,  on  H.Con.Res.206,  July  17,  1975.  1975.  iii+63  p.     + 
•Item  1017 

Y  4.1n  8/16:Un  35/2 

06980  United  States  policy  toward  Portugal,  hearings,  pt.  1  before  Subcommit- 

tee on  International  Political  and  Military  Affairs,  94th  Congress, 
1st  session.  Mar.  14  and  May  1,  1975.  1975.  vi+47  p.il.  +  •Item 
1017 

Y  4.1n  8/16:Un  35/3/pt.l 

Interstate  and  Foreign  Commerce  Committee,  House  Washington,  DC 
20515 

06981  Background  information  concerning  Railway  labor  act  and  current  rail- 

way labor-management  dispute,  Railway  Employees'  Department; 
Nov.  1975.  1975.  iii-t-72  p.  (Committee  print  14,  94th  Congress,  1st 
session.)     #     •Item  1019 

Y  4.1n  8/4:R  13/70 

[Committee  publication]  serial,  93d  Congress. 

06982  71.  Motor  vehicle  information  and  cost  savings  act  oversight,  hearing  before  Subcommittee 

on  Commerce  and  Finance,  93d  Congress,  2d  session,  on  motor  vehicle  damageability 
standards  and  test  results,  Jan.  28,  1974.  1974.  iii  +  127  p.il.      +     •Item  1019 

Y  4. In  8/4:93-71 

06983  72.   National  cancer  act  amdts.,   1974,   hearings  before   Subcommittee  on   Public   Health 

and  Environment,  93d  Congress,  2d  session,  on  H.R. 12314  and  H.R.  12596,  Feb.  5 
and  6,  1974.  1974.  iv  + 187  p.il.      +     •Item  1019 

Y  4. In  8/4:93-72 

06984  74.   Natural  gas  pipeline   safety  act  of  1968  amendments,   hearing  before  Subcommittee 

on  Communications  and  Power,  93d  Congress,  2d  session,  on  H.R. 15205,  June  13, 
1974.  1974.  iii  +  42  p.      +     ©Item  1019 

Y  4. In  8/4:93-74 

06985  76.  Controlled  substances  act  extension,  hearing  before  Subcommittee  on  Public  Health 

and  Environment,  93d  Congress,  2d  session,  on  H.R. 14213,  June  6,  1974.  1974.  iii  +  27 
p.      +     •Item  1019 

Y  4.1n  8/4:93-76 

06986  83.  Consumer  Product  Safety  Commission  oversight,  hearings  before  Subcommittee  on 

Commerce  and  Finance,  93d  Congress,  2d  session,  Mar.  25,  and  29,  1974.  1974. 
iv-t-223p.il.     +     •Item  1019 

Y  4.1n  8/4:93-83 

[Committee  publication]  serial,  94th  Congress. 

06987  36.  Drug  Abuse  Office  and  treatment  act  amendments  of  1975,  hearings  before  Subcom- 

mittee on  Health  and  Environment,  94th  Congress,  1st  session,  on  H.R. 7547  and 
H.R.48I9,  June  10  and  11,  1975.  1975.  iv  +  214  p.il.       +      •Item  1019 

Y  4. In  8/4:94-36 

06988  41.  Toxic  substances  control  act,  hearings  before  Subcommittee  on  Consumer  Protection 

and  Finance.  94th  Congress,  1st  session,  on  H.R. 7229.  H.R. 7548,  and  H.R. 7664. 
June  I6-July  11.  1975.  1975.  vii  +  482  p.il.  +       •Item  1019 

Y  4. In  8/4:94-41 

06989  42.  No-fault  motor  vehicle  insurance,  hearings  before  Subcommittee  on  Consumer  Protec- 

tion and  Finance.  94th  Congress,  1st  session,  on  H.R.285.  H.R.I272.  H.R.I900. 
H.R.7985,  and  H.R. 8441.  June  I7-July  25.  1975.  1975.  vii  +  908  p.il.     +     •Item  1019 

Y  4. In  8/4:94-42 

06990  45.  Contempt  proceedings  against  Secretary  of  Commerce.  Rogers  C.  B.  Morton,  including 

hearings  and  related  documents  before  Subcommittee  on  Oversight  and  investigations. 
94th  Congress,  1st  session,  inquiring  into  and  scope  of  Arab  boycott,  its  impact 
on  domestic  commerce,  and  availability  of  information  to  Congress  ,  Sept.  22- 
Nov.  11,  1975.  1975.  xiii  +  254  p.      +      ©Item  1019 

Y  4. In  8/4:94-45 
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06991  47.  Sports  broadcasting  act  of  1975,  hearings  before  Subcommittee  on  Communications, 

94th  Congress,  1st  session  on  H.R.9566,  Sept.  22-Oct.  31,  1975.  1975.  iii  +  158  p. 
+     •Item  1019 

Y  4.1n  8/4:94-47 

06992  48.  Motor  vehicle  information  and  cost  savings  act  amdts.,  1975,  hearings  before  Subcom- 

mittee on  Consumer  Protection  and  Finance,  94th  Congress,  1st  session,  on  H.R.8091 
and  S.1518,  July  28  and  30,  1975.  1975.  iii  +  86  p.     +     •Item  1019 

Y  4.1n  8/4:94-48 

06993  Electric  utility  automatic  fuel  adjustment  clauses,  report  by  Subcommit- 

tee on  Oversight  and  Investigations,  94th  Congress,  1st  session;  Oct. 
1975.  1975.  vi+195  p.  (Subcommittee  print.)     #     ©Item  1019 

Y  4.1n  8/4:F  95/6 

06994  Fundamental  changes  needed  to  achieve  effective  regulation  of  commu- 

nications common  carriers,  prepared  for  use  of  Subcommittee  on 
Communications;  Nov.  10,  1975.  1975.  v+18  p.  (Subcommittee  print 
15,  94th  Congress,  1st  session.)     #     •Item  1019 

Y  4.1n  8/4:C  73/22 

06995  National  Conference  on  Medical  Malpractice,  Arlington,  Va.,  Mar.  20, 

21,  1975,  Subcommittee  on  Health  and  Environment;  June  1975.  1975. 
x+163  p.  (Subcommittee  print,  94th  Congress,  1st  session.)     # 

Y  4.1n  8/4:M  46/15 

06996  Natural  gas  supplies,  declining  deliverability  at  Bastian  Bay  Field,  La., 

report  by  Subcommittee  on  Oversight  and  Investigations,  94th  Con- 
gress, 1st  session;  Nov.  1975.  1975.  iv+64  p.il.  (Subcommittee  print.) 
#     ©Item  1019 

Y  4.1n  8/4:G  21/16 

Judiciary  Committee,  House  Washington,  DC  20515 

06997  Civil  rights  acts  of  1957,  1960,   1964,   and  1968,   as  amended  through 

Aug.  6,  1975,  Voting  rights  act  of  1965,  as  amended  through  Aug. 
6,  1975;  Nov.  1975.  1975.  iii+85  p.  (Committee  print,  94th  Congress, 
1st  session.)  +      #Item  1020 

Y  4.J  89/l:C  49/8/975 

[Committee  publication]  serial,  93d  Congress. 

06998  34.   Comparison   of   White   House   and   Judiciary   Committee   transcripts   of   8   recorded 

Presidential  conversations,  hearings,  93d  Congress,  2d  session,  pursuant  to 
H.Res.803,  Resolution  authorizing  and  directing  Committee  on  Judiciary  to  investigate 
whether  sufficient  grounds  exist  for  House  of  Representatives  to  impeach  Richard 
M.  Nixon,  May-June  1974.  1974.  v  +  63  p.  4°     *  Paper,  $1.10.     •Item  1020 

Y  4.J  89/l:93-34/comp. 

06999  36.   Relating  to  Commission   on   Revision   of   Federal   Court   Appellate   System,   hearing 

before  Subcommittee  on  Courts,  Civil  Liberties,  and  Administration  of  Justice,  93d 
Congress,  2d  session,  on  S.3052,  May  24,  1974.  1974.  iii  +  36  p.     +     •Item  1020 

Y  4.J  89/1:93-36 

07000  37.  Immigration  and  Naturalization  Service  oversight,  hearings  before  Subcommittee  on 

Immigration,  Citizenship,  and  International  Law,  93d  Congress,  2d  session,  Apr. 
3  and  June  25,  1974.  1974.  iii  + 55  p.il.      +     •Item  1020 

Y  4.J  89/1:93-37 

07001  38.  Amendments  to  Federal  kidnaping  statute,  hearings  before  Subcommittee  on  Crime, 

93d  Congress,  2d  session,  on  H.R.4191  and  H.R.8722,  Feb.  27  and  Apr.  10,  1974. 
1974.  iv  +  119  p.il.     +     •Item  1020 

Y  4.J  89/1:93-38 

[Committee  publication]  serial,  94th  Congress. 

07002  11.   Firearms  legislation,   pt.4,  hearings  before  Subcommittee  on  Crime,  94th  Congress, 

1st  session,  June  16,  1975.  1975.  iv  +  1249-1672  p.il.  [Hearings  held  in  Cleveland,  Ohio.] 
*  Paper,  $3.70.     •Item  1020 

Y  4.J  89/l:94-U/pt.4 
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07003  18.    Public    safety   officers   benefits   act,    hearings   before    Subcommittee   on    Immigration, 

Citizenship,  and  International  Law,  94th  Congress,  1st  session  on  H.R. 365,  H.R. 366. 
and  H.R. 3544.  Sept.  18  and  19,  1975    1975.  iv  + 204  p.il.      +      ©Item  1020 

Y  4.J  89/1:94-18 

07004  20.  Oversight  on  Federal  incorporations,  hearing  before  Subcommittee  on  Administrative 

Law  and  Governmental  Relations,  94th  Congress,  1st  session,  June  11,  1975.  1975. 
iii  +  46  p.      +      •Item  1020 

Y  4.J  89/1:94-20 

07005  21.   Civil   rights   aspects   of   general    revenue   sharing,    hearings   before    Subcommittee   on 

Civil  and  Constitutional  Rights.  94th  Congress,  1st  session,  Oct.  8  and  9,  1975. 
1975.  iv  +  276  p.      +      ©Item  1020 

Y  4.J  89/1:94-21 

07006  Minority  memorandum  on  facts  and  law,  hearings,  93d  Congress,  2d 

session,  pursuant  to  H. Res. 803,  Resolution  authorizing  and  directing 
Committee  on  Judiciary  to  investigate  whether  sufficient  grounds  exist 
for  House  of  Representatives  to  impeach  Richard  M.  Nixon,  July 
22,  1974.  1974.  hi +  163  p.     *  Paper,  $1.50.     •Item  1020 

Y  4.J  89/l:M  66/2 

07007  Statement  of  information,  background  memorandum,  hearings,  White 

House  staff  and  President  Nixon's  campaign  organization,  93d  Con- 
gress, 2d  session,  pursuant  to  H. Res. 803,  Resolution  authorizing  and 
directing  Committee  on  Judiciary  to  investigate  whether  sufficient 
grounds  exist  for  House  of  Representatives  to  impeach  Richard  M. 
Nixon,  May-June  1974.  1974.  ii+6  p.     +     #Item  1020 

Y  4. J  89/1:  In  3/3 

07008  Summary  of  information,  hearings,  93d  Congress,  2d  session,  pursuant 

to  H. Res. 803,  Resolution  authorizing  and  directing  Committee  on  Ju- 
diciary to  investigate  whether  sufficient  grounds  exist  for  House  of 
Representatives  to  impeach  Richard  M.  Nixon;  July  19,  1974.  1974. 
hi +177  p.     *  Paper,  $1.60.     •Item  1020 

Y  4. J  89/1: In  3/4 

07009  Vietnam  era  reconciliation  act,  information  on  H.R.9596,  Subcommittee 

on  Courts,  Civil  Liberties,  and  Administration  of  Justice;  Oct.  1975. 
1975.  iii+8  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4. J  89/1  :V  67/2 

Merchant  Marine  and  Fisheries  Committee,  House  Washington,  DC 
20515 

[Committee  publication]  serial,  94th  Congress. 

07010  8.  GAO  study  of  CZ  personnel  policies,  hearings  before  Subcommittee  on  Panama  Canal, 

94th  Congress,  1st  session  on  GAO  report  no.B-114839  on  study  of  various  personnel 
policies  of  Canal  organizations  and  other  Federal  agencies  in  Canal  Zone,  June 
16  [and]  July  22,  1975.  1975.  iv  + 397  p.      +     •Item  1021 

Y  4.M  53:94-8 

Post  Office  and  Civil  Service  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  94th  Congress. 

07011  24.  Tabulation  of  population  for  purposes  of  apportionment  of  State  legislative  bodies, 

hearing  before  Subcommittee  on  Census  and  Population,  94th  Congress,  1st  session, 
on  H.R.I753,  Apr.  29,  1975.  1975.  iii  +  31  p.il.      +      ©Item  1022 

Y  4.P  84/10:94-24 

07012  26.    Restoration   of   excess   annual   leave    lost   due   to   certain   personnel   action,   hearings 

before  Subcommittee  on  Retirement  and  Employee  Benefits,  94th  Congress,  1st  ses- 
sion, on  H.R. 3251,  June  3  and  5,  1975.  1975.  iv  +  20  p.      +     •Item  1022 

Y  4.P  84/10:94-26 

07013  36.  Requiring  compilation  of  current  data  on  total  population  between  censuses,  hearing 

before  Subcommittee  on  Census  and  Population,  94th  Congress,  1st  session,  on 
H.R.4948,  Apr.  24  [and]  June  27,  1975.  1975.  v+68  p.      +      •Item  1022 

Y  4.P  84/10:94-36 
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07014  40.   Merits  of  including  air  traffic  control  specialists  under  Public  law  92-297,  hearings 

before  Subcommittee  on  Retirement  and  Employee  Benefits,  94th  Congress,  1st  ses- 
sion, July  14  and  28,  1975.  1975.  iv+63  p.     +     ©Item  1022 

Y  4.P  84/10:94-40 

07015  42.  Equal  opportunity  hearing  in  Denver,  Colo.,  hearing  before  Subcommittee  on  Postal 

Facilities,  Mail,  and  Labor  Management,  94th  Congress,  1st  session,  Apr.  25,  1975. 
1975.  iii  +  49  p.     +     •  Item  1022 

Y  4.P  84/10:94-42 

07016  45.   GAO's   recommendtation   that   12,000    small   post   offices   be   closed,   joint   hearings 

before    Subcommittee    on    Postal    Service    and    Postal    Eacilities,    Mail,    and    Labor 
Management,  94th  Congress,  1st  session,  Sept.  23-Oct.  8,  1975.  1975.  iv  +  170  p. 
+     •Item  1022 

Y  4.P  84/10:94-45 

07017  47.  Value  of  Federal  employees'  life  insurance  after  retirement,  hearings  before  Subcom- 

mittee on  Retirement  and  Employee  Benefits,  94th  Congress,  1st  session,  Sept.  22 
and  29,  1975.  1975.  iv  +  58  p.  +       #Item  1022 

Y  4.P  84/10:94-47 

07018  Federal  formula  grant-in-aid  programs  that  use  population  as  factor 

in  allocating  funds,  compiled  by  Library  of  Congress,  Congressional 
Research  Service  for  use  of  Subcommittee  on  Census  and  Population; 
Oct.  24,  1975.  1975.  v+150  p.  (Committee  print,  94th  Congress,  1st 
session.)  + 

Y  4.P  84/10:G  76 

07019  Report  on  Postal  Service  sales  of  postal  related  items,  Subcommittee 

on  Postal  Service;  Jan.  3,  1975.  1975.  hi +34  p.il.  (Committee  print 
93-26,  93d  Congress,  2d  session.)  + 

Y  4.P  84/10: Se  6/2 

07020  Review  of  United  States  Postal  Service's  contracting  and  procurement 

policies,  Subcommittee  on  Postal  Facilities,  Mail,  and  Labor  Manage- 
ment; Dec.  20,  1974.  1974.  iii+36  p.  (Committee  print  93-25,  93d  Con- 
gress, 2d  session.)     # 

Y  4.P  84/10:C  76/6 

Public  Works  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

07021  46.   Great   Lakes   water   levels,   briefing   of   conference   of   Great   Lakes   Congressmen; 

Feb.  26,  1974.  1974.  ii  +  57  p.il.  (Committee  print,  93d  Congress,  2d  session.)  [Prepared 
by  International  Great  Lakes  Levels  Board  for  International  Joint  Commission.] 
+ 

Y  4.P  96/11:93-46 

07022  48.  1883   to  present,   structure  and  function  of  Committee  on  Public  Works;  Oct.  1974. 

1974.  vii  +  25  p.il.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.P  96/11:93-48 

07023  49.  National  public  works  investment  policy,  background  papers;  Nov.  1974.  1974.  xiii  +  178 

p.il.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.P  96/11:93-49 

07024  51.    National    public    works    investment,    strategy    for    balanced    population    growth    and 

economic  development,  hearing,  93d  Congress,  2d  session,  Nov.  26,  1974.  1974.  iii  +  78 
p.il.     +     •Item  1024 

Y  4.P  96/11:93-51 

07025  53.   National   public   works   investment  policy,   task  force   reports   of   Science   Advisory 

Panel;  Dec.  1974.  1975.  v  +  105  p.il.  (Committee  print,  93d  Congress,  2d  session.) 
+ 

Y  4.P  96/11:93-53 

Public  Works  and  Transportation  Committee,  House  Washington,  DC 
20515 

[Committee  publication]  serial,  94th  Congress. 

07026  8.  Local  public  works  capital  development  and  investment  program,  hearings,  94th  Con- 

gress, 1st  session,  on  H.R.5247  and  related  bills,  Apr.  15-24,  1975.  1975.  viii  +  785 
p.il.     +     •Item  1024 

Y  4.P  96/11:94-8 
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IS  Status  and  implementation  of  title  It).  Job  opportunities  programs  of  Public  works 
and  economic  development  act  of  1965,  as  amended,  hearings  before  Subcommittee 
on  Economic  Development,  94th  Congress.  1st  session.  Mar  II.  1975  I97S  v  •  24 
p        •      •Item  1024 

Y  4.P  96/11  94-15 
18.    Development    of    new    regulations    by    Corps    of    Engineers,    implementing    sec  404    of 

Federal  water  pollution  control  act  concerning  permits  for  disposal  of  dredge  or 
fill  material,  hearings  before  Subcommittee  on  Water  Resources.  94th  Congress. 
lit  session.  July  15-22, 1975. 1975.  vii+ 292  p.a.     I     •Item  1024 

Y  4.P  96/11  94-18 
21.  Surface  transportation,  hearings,  pt.l,  before  Subcommittee  on  Surface  Transportation. 

94th  Congress.  1st  session,  on  H  R  8235.  H  R.8430.  H.R  9544.  and  related  bills.  July 
9-Sept.  30.  1975.  1975.  xt  + 1-946  p.il.  map      I      •Item  1024 

Y  4.P  96/11. 94-21/pt  I 
21.  Surface  transportation,  hearings,  pt.2.  before  Subcommittee  on  Surface  Transportation. 

94th  Congress.  1st  session,  on  H.R  8235.  H. R.8430,  H.R  9544.  and  related  bills.  July 
9-Sept.30.l975.1975.xif947-1895p.il.      +      •Item  1024 

Y  4.P  96/ll:94-2l/pl.2 

Science  and  Astronautics  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

Y.  Secondary  and  tertiary  recovery  of  oil,  report  prepared  for  Subcommittee  on  Energy, 
93d  Congress,  2d  session,  by  |  Joseph  P.  Riva  .  jr.],  Science  Policy  Research 
Division,  Congressional  Research  Service,  Library  of  Congress;  Oct.  1974.  1974. 
viif  58  p.a.  (Committee  print.)  + 

Y  4  Sci  2:93-2/Y 
32.  Advanced  nuclear  research,  hearing  before  Subcommittee  on  Aeronautics  and  Space 

Technology,  93d  Congress,  2d  session,  Feb.  7,  1974.  1974.  iiif  75  p.il.  f  •Item 
1025-A 

Y  4. Sci  2:93-2/32 

Science  and  Technology  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  94th  Congress. 

R.  Possibility  of  intelligent  life  elsewhere  in  universe,  report  prepared  (with  bibliography); 
by  [  Marcia  Smith  ]  Science  Policy  Research  Division.  Congressional  Research  Ser- 
vice, Library  of  Congress,  Nov.  1975.  1975.  xviif  76  p.il.  (Committee  print.)  *  Paper. 
$1.10.     •Item  1025-A 

Y  4.Sci  2:94-l/R 
S.   Problems  and  legislative  copportunities  in  basic  materials  industries,  report  prepared 

for  Subcommittee  on  Science,  Research,  and  Technology,  1st  session,  (prepared 
by  Franklin  P.  Huddle  ]  Science  Policy  Research  Division,  Congressional  Research 
Service.  Library  of  Congress;  Nov.  1975.  1975.  vii  +  [l]  +  150  p.  (Committee  print.) 
f      •Item  1025-A 

Y  4. Sci  294-l/S 

20.  National  Science  Foundation  briefing  to  Committee  on  Science  and  Technology, 
hearing.  94th  Congress,  1st  session,  Jan.  31,  1975.  1975.  iii  +  34  p.il.  +  ©Item  1025- 
A 

Y  4. Sci  2:94-1/20 

21.  Environmental  R.  &  D.  posture  hearings,  hearings  before  Subcommittee  on  Environ- 

ment and  Atmosphere,  94th  Congress,  1st  session,  Apr.  22-May  1.  1975.  1975.  iiif  986 
p.il.      f     •Item  1025-A 

Y  4.Sci  2:94-1/21 
23.   R.   &   D.   portions  of   Airport   and  airway  development  act  of  1975,  hearings  before 

Subcommittee  on  Aviation  and  Transportation  R.  &  D..  94th  Congress,  1st  session, 
Mayl2andl5.1975.1975.iiif245p.il.       +      ©Item  1025-A 

Y  4. Sci  2:94-1/23 

25.  Application  of  science  and  technology  to  crime  control,  special  oversight  hearings, 
hearings  before  Subcommittee  on  Domestic  and  International  Scientific  Planning 
and  Analysis.  94th  Congress.  1st  session.  July  16-18.  1975.  1975.  iiif  214  p.  +  •Item 
1025-A 

Y  4.Sci  2:94-1/25 

26.  Oversight  hearings  on  National  Science  Foundation  science  education  programs, 
hearings  before  Subcommittee  on  Science,  Research,  and  Technology.  94th  Congress. 
1st  session,  Jan.  29  (andl  30,  1975.  1975.  iiif  223  p.il.      +      •Item  1025-A 

Y  4.Sci  2:94-1/26 
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Small  Business  Committee,  House  Washington,  DC  20515 

07040  Regulations  of  various  Federal  regulatory  agencies  and  their  effect  on 

small  business,  hearings,  pt.l,  before  Subcommittee  on  Activities  of 
Regulatory  Agencies,  94th  Congress,  1st  session,  June  19-July  29, 
1975.  1975.  hi +  332  p.     +     •Item  1031 

Y  4.Sm  1:R  26/5/pt.l 

Small  Business,  Permanent  Select  Committee  on,  House  Washington, 
DC  20515 

07041  Effects   of  administration  of  Occupational   safety   and   health  act  on 

small  business,  hearings  before  Subcommittee  on  Environmental 
Problems  Affecting  Small  Business,  93d  Congress,  2d  session,  Feb. 
8  [and]  9th,  1974.  1974.  iv+267  p.  [Hearings  held  in  Kansas  City, 
Mo.  and  Omaha,  Nebr.]     +     •Item  1031 

Y  4.Sm  l:Oc  1 

07042  Impact    of   foreign   competition   on    U.S.    small   business    in   customs 

brokerage,  ocean,  and  air  freight  forwarding,  hearings  before  Subcom- 
mittee on  Government  Procurement  and  International  Trade,  93d  Con- 
gress, 2d  session,  Mar.  26  and  27,  1974.  1974.  v+189  p.  +  •Item 
1031 

Y  4.Sm  1:F  76/3/974 

Veterans'  Affairs  Committee,  House  Washington,  DC  20515 

07043  Provision  of  housing  benefits  for  post- Vietnam  era  veterans,  hearings 

before  Subcommittee  on  Housing,  94th  Congress,  1st  session,  on 
housing  provisions  of  H.R.6806,  H.R.7726,  and  H.R.8406  and  related 
bills,  July  30,  1975.  1975.  v+ 1027-1048  p.     +     •Item  1027 

Y  4.V  64/3 :H  81/22 

07044  Report  of  special  survey  of  level  of  quality  of  patient  care  at  Veterans 

Administration  hospitals  and  clinics,  study  dated  July  31,  1974,  con- 
ducted by  Veterans  Administration  at  direction  of  President  and 
released  on  Oct.  26,  1974;  Oct.  26,  1974.  1974.  vi+523  p.  (House 
committee  print  163,  93d  Congress,  2d  session.)     # 

Y  4.V  64/3 :H  79/33 

07045  State  veterans'  laws,  digests  of  State  laws  regarding  rights,  benefits, 

and  privileges  of  veterans  and  their  dependents,  revised  to  June  1, 
1975;  Oct.  1,  1975.  1975.  iii+299  p.  (House  committee  print  66,  94th 
Congress,  1st  session.)    # 

Y  4.V  64/3  :L  41/2/975 

07046  Study  of  national  cemetery  system,  California  cemetery  site  selection, 

hearings  before  Subcommittee  on  Cemeteries  and  Burial  Benefits, 
94th  Congress,  1st  session,  June  16  [and]  July  2,  1975.  1975.  vi+675- 
759  p.il.  [Hearings  held  in  Washington,  D.C.  and  Los  Angeles,  Calif.] 
+     •Item  1027 

Y  4.V  64/3  :C  33/11 

Ways  and  Means  Committee,  House  Washington,  DC  20515 

07047  Administration  of  supplemental  security  income  program,  hearings,  v.l, 

before  Subcommittee  on  Oversight,  94th  Congress,  1st  session,  Sept. 
8,  1975.  1975.  hi +36  p.     +     •Item  1028 

Y  4.W  36:In  2/17/v.l 
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07048  Administration  of  supplemental  security  income  program,  hearings,  v. 2, 

before  Subcommittee  on  Oversight,  94th  Congress,  1st  session,  Oct 
20,  1975.  1975.  iii  +  49  p.     -t      •Item  1028 

Y  4.W  36:In  2/17/v.2 

07049  Background  and  status  of  multilateral  trade  negotiations,  Supp.l,  Sub- 

committee on  Trade;  Sept.  19,  1975.  1975.  vii  +  35  p.  (Committee  print, 
94th  Congress,  1st  session;  WMCP  94-77.)  *  Paper,  55c.  (S/N  052- 
070-03072-1).      •Item  1028 

Y  4.W  36:T  67/33/supp.l 

07050  Brief  summary  of  H.R. 17488,  Energy  tax  and  individual  relief  act  of 

1974,  as  ordered  reported  on  Nov.  21,  1974.  1974.  v  +  10  p.  (Committee 
print,  93d  Congress,  2d  session.)  + 

Y  4.W  36:En  2/3 

07051  Individual  retirement  accounts,  hearings  before  Subcommittee  on  Over- 

sight, 94th  Congress,  1st  session,  Nov.  27  ,  1975.  1975.  iii  +  119  p. 
+     •Item  1028 

Y  4.W  36:R  31/11 

07052  Information    to    accompany    H.R. 10210,    Unemployment    compensation 

amendments  of  1975,  section-by-section  explanation  and  justification, 
prepared  by  subcommittee  staff,  and  section-by-section  analysis  of 
bill,  prepared  by  House  Legislative  Counsel,  Subcommittee  on  Unem- 
ployment Compensation;  Oct.  31,  1975.  1975.  iii  +  25  p.  (Committee 
print,  94th  Congress,  1st  session;  WMCP  94-87.)     +     •Item  1028 

Y  4.W  36:Un  2/19 

07053  Medicare's  kidney  disease  benefits  program,  hearings  before  Subcom- 

mittee on  Oversight,  94th  Congress,  1st  session,  on  medicare's  end- 
stage  renal  disease  program,  Medicare's  kidney  disease  benefits  pro- 
gram, June  24  and  July  30,  1975.  1975.  hi +150  p.     +     •Item  1028 

Y  4.W  36:M  46/6 

07054  Public  hearings  on  national  health  insurance,  prepared  statements  of 

witnesses,  Subcommittee  on  Health;  Nov.  7   ,  1975.  1975.  iii+110  p. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-95.)     + 
•Item  1028 

Y  4.W  36:H  34/23/975-12 

07055  Public  hearings  on  national  health  insurance,  prepared  statements  of 

witnesses.  Subcommittee  on  Health;  Nov.  19  and  20,  1975.  1975.  iv+176 
p.  (Committee  print,  94th  Congress,  1st  session;  WMCP  94-105.) 
+     •Item  1028 

Y  4.W  36: H  34/23/975-8 

07056  Public  hearings  on  national  health  insurance,  prepared  statements  of 

witnesses,  Subcommittee  on  Health;  Dec.  2  ,  and  3,  1975.  1975.  iv  +  235 
p.  (Committee  print,  94th  Congress,  1st  session;  WMCP  94-106.) 
+     •Item  1028 

Y  4.W  36:H  34/23/975-6 

07057  Selected  medicare  issues,  hearing  before  Subcommittee  on  Health,  94th 

Congress,  1st  session,  Sept.  19  and  26,  1975.  1975.  x  +  807  p.il.  + 
•Item  1028 

Y  4.W  36:M  46/9 

07058  Summary   of    Senate    amendments    to    H.R. 10710,    Trade    act    of   1974, 

prepared  for  use  of  conferees  by  staffs  of  House  Committee  on 
Ways  and  Means  and  Senate  Committee  on  Finance;  Dec.  16,  1974. 
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1974.  [1J+46  p.  (Conference  committee  print,  93d  Congress,  2d  ses- 
sion.) + 

Y  4.W  36:T  67/32 

07059  Tax  reform  bill  of  1974,  tentative  decisions  corresponding  to  sections 

of  draft  bill,  prepared  by  staff  of  Joint  Committee  on  Internal 
Revenue  Taxation;  Nov.  18,  1974.  1974.  vii+43  p.  (Committee  print.) 

Y  4. W  36:T  19/73/974 

07060  Tax  reform  bill  of  1974,  tentative  decisions  since  Sept.  11,  1974,  cor- 

responding to  sections  of  draft  bill,  prepared  by  staff  of  Joint  Com- 
mittee on  Internal  Revenue  Taxation;  Oct.  20,  1974.  1974.  [1]+14  p. 
(Committee  print.)  + 

Y  4.W  36:T  19/74/974 

07061  Third  quarterly  report  to  Congress  and  East- West  Foreign  Trade  Board 

on   developments   in   trade   between   United   States   and   nonmarket 
economies  submitted  to  Congress  by  Chairman,  U.S.  International 
Trade  Commission  on  Sept.   30,   1975;  Oct.  2,  1975.  1975.   v  +  30  p. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-83.)     + 
•Item  1028 

Y  4. W  36:T  67/34/975-3 

07062  Trade  act  of  1974,  committee  print,  see  Finance  Committee,  Senate. 

07063  Unemployment  compensation  program  costs  and  tax  revenues  under 

H.R.10210  and  current  law,  information  to  accompany  H.R.10210,  Sub- 
committee on  Unemployment  Compensation.  Revised  Nov.  19,  1975. 

1975.  ii+4  p.  (Committee  print,  94th  Congress,  1st  session;  WMCP 
94-104.)     +     •Item  1028 

Y  4.W  36:Un  2/18 

SENATE  Washington,  DC  20510 
Senate  documents 

Note. All   Senate   documents   entries   which   are   followed   by   a    +,   may   be   obtained   from   the 
Senate  Document  Room  or  from  the  issuing  office. 

Senate  documents,  93d  Congress.     •Item  996 

07064  102.  Procedure  and  guidelines  for  impeachemnt  trials  in  United  States  Senate,  prepared 

by   Floyd  M.  Riddick  with  assistance  of  Robert  Dove   ;  Aug.  8,  1974.  1974.  vi  +  85 
p.     *  Paper,  95c. 

Senate  documents,  94th  Congress.     •Item  996 

07065  4.   Pending  rescissions  before  94th  Congress,  communication  from   Acting  Comptroller 

General  of  United  States;  Feb.  11,  1975.  1975.  [l]  +  5  p.  + 

07066  9.  Revising  proposed  rescission  and  deferral  reports,  message  from  President  of  United 

States;  Feb.  11,  1975.  1975.  [l]  +  20  p.  + 

07067  17.   Review  of  deferrals  of  budget  authority,  communication  from  Comptroller  General 

of  United  States;  Feb.  11,  1975.  1975.  [l]  +  4  p.  + 

07068  20.  Review  of  proposed  deferrals  and  supplementary  reports  revising  proposed  rescissions 

and  deferrals,  communication  from  Comptroller  General  of  United  States;  Feb.  11, 
1975.  1975.  (l]  +  3  p.  + 

07069  21.   Proposed  rescission  of  budget  authority,  communication  from  Comptroller  General 

of  United  States;  Feb.  11,  1975.  1975.  [l]  +  3  p.  + 
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22.  Review  of  rescission  of  budget,  communication  from  Acting  Comptroller  General 
of  United  Stales;  Feb    II.  1975.  1975.  [I] +  8  p    + 

24.  Report  on  rescissions  and  deferrals  of  budget  authority,  communication  from  Director. 
Office   of   Management   and    Budget.    Executive   Office   of    President;    Feb    II.   1975. 

1975.  iii  +  13  p.  + 

41.  National  Academy  of  Sciences,  National  Academy  of  Fngincering.  Institute  of 
Medicine,  National  Research  Council,  annual  report,  fiscal  years  1973  and  1974  [with 
selected  bibliography)  Apr.  24,  1975  xviii  +  587  p.il.  (To  be  sent  to  depository  libraries 
as  Serial  13105-4]  * 

110.  Cumulative   report  on  rescissions  and  deferrals  Oct.   1975,  Oct.   20.  1975.  1975.   [I] +  7 

P    + 

120.  Review   of   deferrals    submitted    in    President's   4th   special   message   for   fiscal   year 

1976,  communication   from   Acting  Comptroller  General  of   United   States;   Nov.   10, 
1975.  1975.  [11  +  3  p.  + 

121.  Review  of  revised  deferrals  submitted  in  President's  5th  special  message  for  fiscal 
year  1976,  communication  from  Comptroller  General  of  United  States;  Nov.  10, 
1975.  1975.  [11  +  2  p.  + 

127.  Cumulative  report  on  rescissions  and  deferrals  Nov.  1975,  communication  from 
Director,  Office  of  Management  and  Budget,  F.xecutive  Office  of  President;  Nov. 
12,  1975.  1975.  iii  +  7  p.  + 

130.  Summary  of  proposed  rescissions  and  deferrals  of  budget  authority,  message  from 
President  of  United  States;  Nov.  18,  1975.  1975.  [l]  +  27  p.  + 

137.  Summary  of  proposed  rescissions  and  deferrals,  message  from  President  of  United 
States;  Dec.  I,  1975.  1975.  iii  +  38  p.  + 

140.  Cumulative  report  on  rescissions  and  deferrals  Dec.  1975,  communication  from 
Director.  Office  of  Management  and  Budget.  Executive  Office  of  President;  Dec. 
17,  1975.  1975.  iii  +  10  p.  + 

Senate  executive  documents 

Senate  executive  documents,  94th  Congress,  1st  session. 

07080  A.   Income  Tax  Convention  with   Polish   People's  Republic,   message  from   President  of 

United  States;  Jan.  23,  1975.  1975.  vi  +  16  p.     # 

Y  1.94/1;  A 

07081  G.  Partial  revision  of  radio  regulations,  Geneva  1959.  with  final  protocol,  message  from 

President;  July  16,  1975.  1975.  vii  +  542  p.il.  3  pi.,  map,  6  tab.  + 

Y  1.94/I:G 

07082  K.  Convention  for  Conservation  of  Antarctic  Seals,  message  from  President  of  United 

States,  Dec.  17,  1975.  1975.  viii  +  8  p.     # 

Y  1.94/1:K 

Senate  reports 

Note— For  titles  of  bills  which  these  reports  accompany,  see  Congressional  record  index. 

Senate   reports   on   public   bills,   93d  Congress.    +  Senate   Documents 
Room,  Capitol.     #Item  1008- A 

07083  1026.  F.ducation  amendments  of  1974.  Conference  report  to  accompany  H.R.69.  July  22, 

1974.  209  p. 

Senate   reports  on  public  bills,  94th  Congress.    +  Senate  Documents 
Room,  Capitol.     •Item  1008-A 

07084  6.  Attorney  General's  salary.  Report  from  Committee  on  Post  Office  and  Civil  Service 

to  accompany  S.58.  Feb.  5,  1975.  4  p. 

07085  7.    Maritime   Administration   authorization   fiscal   year   1975.    Report   from   Committee   on 

Commerce  to  accompany  S.332.  Feb.  5,  1975.  7  p. 
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07086  8.  Proposed  increase  in  amount  of  enriched  uranium  which  may  be  distributed  to  Interna- 

tional Atomic  Energy  Agency  (IAEA).  Report  by  Joint  Committee  on  Atomic  Energy 
to  accompany  S.Con.Res.13.  Feb.  13,  1975.  ii  +  4  p. 

07087  9.  Proposed  increase  in  amount  of  enriched  uranium  which  may  be  distributed  to  Eruope- 

an  Atomic  Energy  Community,  EURATOM.  Report  by  Joint  Committee  on  Atomic 
Energy  to  accompany  S.Con.Res.14;  Feb.  13,  1975.  1975.  ii  +  6  p. 

07088  13.  25th  annual  report  of  Select  Committee  on  Small  Business;  Feb.  17,  1975.  1975.  v  +  360 

p.il. 

07089  16.  Forest  pest  control.  Report  from  Committee  on  Agriculture  and  Forestry  to  accompany 

S.441.  Feb.  19,  1975.  5  p. 

07090  17.  Funds  for  study  of  U.S.  foreign  policy.  Report  from  Committee  on  Foreign  Relations 

to  accompany  S. Res. 84.  Feb.  20,  1975.  9  p. 

07091  49.   Report  of  activities  during  93d  Congress,  prepared  by  Committee  on  Aeronautical 

and  Space  Sciences;  Mar.  19,  1975.  1975.  v  +  32  p. 

07092  126.    Authorizing   additional   expenditures   by   Committee   on   Appropriations   for   routine 

purposes.  Report  from  Committee  on  Rules  and  Administration  to  accompany 
S.Res.138.  May  13,  1975.  2  p. 

07093  127.  Authorizing  printing  of  revised  edition  of  House  document  entitled  Our  American 

Government,  what  is  it?  how  does  it  function?  as  House  document.  Report  from 
Committee  on  Rules  and  Administration  to  accompany  H.Con.Res.44.  May  13,  1975. 
lp. 

07094  128.  Authorizing  printing  of  hearings  and  panels  of  House  Select  Committee  on  Commit- 

tees as  House  document.  Report  from  Committee  on  Rules  and  Administration  to 
accompany  H.Con.Res.117.  May  13,  1975.  2  p. 

07095  129.   Authorizing  printing  of  revised  edition  of  booklet  entitled   History  and  operation 

of  House  majority  whip  organization,  94th  Congress,  as  House  document.  Report 
from  Committee  on  Rules  and  Administration  to  accompany  H.Con.Res.146.  May 
13,  1975.  1  p. 

07096  135.   Distribution  of  potatoes.  Report  from  Committee  on   Agriculture  and   Forestry  to 

accompany  S.Res.122.  May  14,  1975.  3  p. 

07097  144.  To  establish  Indian  Nations  Scenic  Trail.  Report  from  Committee  on  Interior  and 

Insular  Affairs  to  accompany  S.1123.  May  19,  1975.  3  p. 

07098  145.  Amending  Land  and  water  conservation  fund  act  of  1965  so  as  to  authorize  develop- 

ment of  indoor  recreation  facilities  in  certain  areas.  Report  from  Committee  on 
Interior  and  Insular  Affairs  to  accompany  S.288.  May  19,  1975.  3  p. 

07099  149.  Highway  fund  matching  requirements.  Report  together  with  additional  views  from 

Committee  on  Public  Works  to  accompany  S.952.  May  20,  1975.  6  p. 

07100  175.   Fourth  budget  rescission  bill,  1975.   Report  together  with  views  of  Committee  on 

Budget  from  Committee  on  Appropriations  to  accompany  H.R.6573.  June  5,  1975. 
8  p. 

07101  176.  Temporary  assistance  for  U.S.  citizens  returned  from  abroad.  Report  from  Committee 

on  Finance  to  accompany  H.R.6698.  June  5,  1975.  4  p. 

07102  177.  State  taxation  of  Federal  tax  rebates.  Report  from  Committee  on  Finance  to  accom- 

pany S.Res.158.  June  5,  1975.  2  p. 

07103  183.  Authorizing  printing  of  additional  copies  of  House  hearing  of  93d  Congress  entitled 

Amnesty.  Report  from  Committee  on  Rules  and  Administration  to  accompany 
H.Con.Res.178.  June  5,  1975.  1  p. 

07104  184.   Authorizing  printing  as  House  document  of  revised  edition  of  publication  entitled 

History  of  United  States  House  of  Representatives.  Report  from  Committee  on 
Rules  and  Administration  to  accompany  H. Con. Res. 177.  June  5,  1975.  1  p. 

07105  186.  Authorizing  printing  as  Senate  document  of  compilation  entitled  Majority  and  minori- 

ty leaders  of  Senate.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.137.  June  5,  1975.  1  p. 
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190.  Providing  for  appointment  of  Joint  Committee  on  Arrangements  for  Commemoration 
of  Bicentennial  of  United  Slates  of  America.  Report  from  Committee  on  Rules 
and  Administration  to  accompany  S  Con. Res. 44.  June  II,  1975    3  p. 

292.  Intergovernmental  anti  recession  assistance  act  of  1975.  Report  together  with  supple- 
mental and  additional  views  of  Committee  on  Government  Operations  to  accompany 
S.1359;  July  22.  1975.  1975.  iii  +  34  p. 

375.  F.xecutive  Protective  Service  Report  together  with  minority  views  from  Committee 
on  Public  Works  to  accompany  H  R  12    Sept.  17,  1975.  8  p. 

376.  Military  construction  authorization  fiscal  year  1976.  Conference  report  to  accompany 
S.I247.  Sept.  17.  1975.  36  p. 

379.  National  school  lunch  act  and  Child  nutrition  act  of  1966  amendments  of  1975. 
Conference  report  to  accompany  H.R.4222.  Sept.  17,  1975.  35  p. 

434.  International  development  and  food  assistance  act  of  1975.  Report  of  Committee 
on  Agriculture  and  Forestry  on  title  2  and  sec.  311  of  H.R.9005.  Oct.  28,  1975. 
iii  +  90  p. 

454.  Amendments  to  Price-Anderson  provisions  of  Atomic  energy  act  of  1954,  as  amended, 
to  provide  for  phaseout  of  governmental  indemnity,  and  related  matters  Report 
together  with  additional  view  by  Joint  Committee  on  Atomic  Fnergy  to  accompany 
S.2568;  Nov.  13,  1975.  1975.  iii+37  p. 

455.  Education  of  handicapped  children.  Conference  report  to  accompany  S.6.  Nov. 
14.  1975.  55  p. 

459.  Fisheries  management  and  conservation  act.  Report  together  with  additional  and 
supplemental  views  from  Committee  on  Foreign  Relations  to  accompany  S.961.  Nov. 
18,  1975.  20  p. 

460.  Defense  production  act  amdts.  of  1975.  Conference  report  to  accompany  S.1537. 
Nov.  18.  1975.  46  p. 

461.  TVA  bonding  authority.  Report  from  Committee  on  Public  Works  to  accompany 
H.R.9472.  Nov.  19.  1975.  16  p. 

463.  Beef  research  and  information  act.  Report  from  Committee  on  Agriculture  and 
Forestry  to  accompany  H.R.7656.  Nov.  19,  1975.  18  p. 

466.  Act  to  repeal  enabling  legislation  for  fair  trade  laws.  Report  from  Committee  on 
Judiciary  to  accompany  H.R.6971.  Nov.  20,  1975.  7  p. 

467.  Authorization  of  appropriations  for  fiscal  year  transition.  Report  of  Committee 
on  Government  Operations  to  accompany  H.R.6692;  Nov.  20,  1975.  1975.  ii  +  2  p. 

468.  Fiscal  year  transition  act.  Report  of  Committee  on  Government  Operations  to  accom- 
pany S.2444;  Nov.  20,  1975.  1975.  ii  +  3  p. 

470.  Oil  and  gas  lease  New  Mexico  18302.  Report  from  Committee  on  Interior  and 
Insular  Affairs  to.  accompany  S.2220.  Nov.  20,  1975.  4  p. 

473.  Copyright  law  revision.  Report  together  with  additional  views  from  Committee  on 
Judiciary  to  accompany  S.22.  Nov.  20.  1975.  169  p. 

475.  George  W.  Andrews  Forestry  Sciences  Laboratory.  Report  from  Committee  on 
Agriculture  and  Forestry  to  accompany  H.R.2343.  Nov.  20,  1975.  3  p. 

476.  Cooperative  agreements  for  certain  Forest  Service  programs.  Report  from  Committee 
on  Agriculture  and  Forestry  to  accompany  H.R. 10027.  Nov.  20.  1975.  5  p. 

492.  Providing  for  establishment  of  Father  Marquette  National  Memorial  near  St.  Ignace. 
Mich.,  and  for  other  purposes.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  H.R.2724.  Nov.  20,  1975.  4  p. 

493.  Nantucket  Sound  Islands  Trust.  Report  from  Committee  on  Interior  and  Insular 
Affairs  to  accompany  S.67.  Nov.  26.  1975.  21  p. 

494.  101st  Airborne  Division  memorial.  Report  from  Committee  on  Interior  and  Insular 
Affairs  to  accompany  S.I847.  Nov.  26,  1975.  3  p. 
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07128  495.  Completion  of  mission  66  bypass  at  Vicksburg.  Report  from  Committee  on  Interior 

and  Insular  Affairs  to  accompany  S.2158.  Nov.  26,  1975.  4  p. 

07129  507.   Disapproving  act  of   District  of  Columbia  Council,   1-57,  entitled   Refunding  bond 

authorization  act.   Report  from  Committee  on  District  of  Columbia  to  accompany 
S.Con.Res.78.  Dec.  4,  1975.  4  p. 

07130  509.    National   biomedical    heart,    blood    vessel,    lung,    blood,    and    research    training   act 

of  1975.  Report  from  Committee  on  Labor  and  Public  Welfare  to  accompany  S.988. 
Dec.  5,  1975.  72  p. 

07131  510.  Professional  sports  antiblackout  law  extension.  Report  of  Committee  on  Commerce 

on  S.2554.  Dec.  5,  1975.  [l]  +  9  p.  (Corrected  print] 

07132  512.    Federal   employees'    political   activities   act  of   1975.    Report   together  with   minority 

views  from   Committee  on   Post  Office   and  Civil  Service  to  accompany   H.R. 8617. 
Dec.  5,  1975.  49  p. 

07133  513.    Reorganization   of   5th   judicial   circuit.    Report   together   with   separate    views   from 

Committee  on  Judiciary  to  accompany  S.2752.  Dec.  5,  1975.  32  p. 

07134  515.  Fisheries  management  and  conservation  act.  Report  together  with  supplemental  and 

minority   views   from   Committee   on   Armed   Services  to  accompany   S.961.   Dec.   8, 
1975.  14  p. 

07135  517.  Further  continuing  appropriations,  1976.  Report  from  Committee  on  Appropriations 

to  accompany  H.J.Res.733.  Dec.  9,  1975.  4  p. 

07136  518.  Economic  rights  of  labor  in  construction  industry.  Conference  report  to  accompany 

H.R.5900.  Dec.  9  ,  1975.  19  p. 

07137  520.  Amending  sec.  2  of  National  housing  act  and  for  other  purposes.  Report  together 

with  additional   views  of   Committee   on   Banking,   Housing,   and   Urban   Affairs  to 
accompany  H.R.9852.  Dec.  9,  1975.  iii+34  p. 

07138  522.  Waiving  sec.  303(a)  of  Congressional  budget  act  of  1974  with  respect  to  consideration 

of  S.2635.  Report  from  Committee  on   Veterans'   Affairs  to  accompany  S. Res. 322. 
Dec.  9,  1975.  20  p. 

07139  523.  Additional  law  clerks  for  judges  of  District  of  Columbia  Court  of  Appeals.  Report 

from   Committee   of   District   of   Columbia   to   accompany   H.R.4287.   Dec.   10,   1975. 
7  p. 

07140  524.  Judicial  conference   of  District  of  Columbia.   Report  from  Committee  on  District 

of  Columbia  to  accompany  H.R. 10035.  Dec.  10,  1975.  7  p. 

07141  530.  Pedestrian  and  vehicular  access  to  Lyndon  Baines  Johnson  Baines  Johnson  Memorial 

Grove.  Report  from  Committee  on  Rules  and  Administration  to  accompany  H.R.9883. 
Dec.  10,  1975.  4  p. 

07142  535.  Waiver  under  sec.  303(a)  of  Congressional  budget  act  with  respect  to  consideration 

of  S.2711.  Report  from  Committee  on  Budget  to  accompany  S. Res. 314.  Dec.  11,  1975. 
4  p. 

07143  536.  Annual  leave  restoration  following  unjustified  personnel  action.  Report  from  Commit- 

tee on  Post  Office  and  Civil  Service  to  accompany  H.R. 7976.  Dec.  11,  1975.  7  p. 

07144  537.   Allotments   and   assignments  of  payments   from   civil   service   retirement  annuities. 

Report  from  Committee  on  Post  Office  and  Civil  Service  to  accompany  H.R.6642. 
Dec.  11,  1975.  4  p. 

07145  538.    Mailing  privileges  of   former  Members   of  Congress.   Report   from   Committee  on 

Post  Office  and  Civil  Service  to  accompany  H.R.4865.  Dec.  11,  1975.  4  p. 

07146  539.  Tabulations  of  population  for  State  legislative  apportionment  or  districting.  Report 

from   Committee   on    Post  Office   and   Civil   Service   to   accompany   H.R. 1753.   Dec. 
11,  1975.  6  p. 

07147  540.  Statute  of  limitations  for  retirement  benefits.  Report  from  Committee  on  Post  Office 

and  Civil  Service  to  accompany  H.R.4573.  Dec.  11,  1975.  27  p. 
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07148  541.    Authority    for   certain   employees   of    Department    of    Defense    to   administer   oaths 

Report   from   Committee   on   Post  Office   and  Civil   Service   to  accompany    H.R.^OK. 
Dec.  II.  1975   6  p 

07149  542.    Use    of   current    population    data    in    administration    of    Federal    laws     Report    from 

Committee    on    Post    Office   and    Civil   Service   to   accompany    S.I009.    Dec.    II.    1975. 
19  p. 

07150  543.  Waiver  under  sec.  303(a)  of  Congressional  budget  act  with  respect  to  consideration 

of   S.2635.    Report   from   Committee   on   Budget   to   accompany   S. Res. 322.   Dec.   II, 
1975.  4  p. 

07151  544.  Amending  Small  reclamation  projects  act  of  1956,  as  amended.  Report  from  Commit- 

tee on  Interior  and  Insular  Affairs  to  accompany  H  R.6874.  Dec.  12,  1975.  7  p. 

07152  547.  Quarterly  payments  to  Virgin  Islands    Report  from  Committee  on  Finance  to  accom- 

pany H.R.9432.  Dec.  12,  1975.  4  p. 

07153  548.  Revenue  adjustment  act  of  1975.  Report  together  with  additional  and  minority  views 

of  Committee  on  Finance  on  H.R. 5559.  Dec.  12,  1975.  iii  +  29  p. 

07154  549.    Amending   title   18   of   Social   security   act.    Report   from   Committee   on    Finance   to 

accompany  H.R.10284.  Dec.  12,  1975.  16  p. 

07155  550.    Social    security    appeals    and    administration.    Report    from    Committee    on    Finance 

to  accompany  H.R. 10727.  Dec.  12,  1975.  20  p. 

07156  554.    Farm    credit    system    loans    to    rural    utility    cooperatives.    Report    from    Committee 

on  Agriculture  and  Forestry  to  accompany  H.R. 7862.  Dec.  15,  1975.  10  p. 

07157  555.   Sac  and   Fox   Indians  judgment  funds  distribution  act.   Report  from  Committee  on 

Interior  and  Insular  Affairs  to  accompany  S.1823.  Dec.  15,  1975.  15  p. 

07158  556.  Modification  of  Dickinson  Dam,  Dickinson  unit,  Pick-Sloan  Missouri  Basin  program. 

North  Dakota.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany 
S.2089.  Dec.  15,  1975.  5  p. 

07159  557.   Rice   production  act  of  1975.   Report  from  Committee  on  Agriculture  and  Forestry 

to  accompany  S.2260.  Dec.  15,  1975.  32  p. 

07160  558.   Flue-cured   tobacco   allotment  leasing.   Report  from  Committee   on   Agriculture   and 

Forestry  to  accompany  S.700.  Dec.  15,  1975.  7  p. 

07161  560.   Making  certain   annuity  entitlement  provisions  for  survivors  of  non-regular  retired 

personnel   retroactive   to  Nov.   1,   1953.   Report  from   Committee  on   Armed  Services 
to  accompany  S.2090.  Dec.  15,  1975.  3  p. 

07162  561.    Authorizing   appointment   of    Marine    Corps   officers    to   be    Assistant   Commandant 

of  Marine  Corps  in  grade  of  general.  Report  from  Committee  on  Armed  Services 
to  accompany  S.2117.  Dec.  15,  1975.  9  p. 

07163  563.   Local  public   works   capital  development  and   investment  act  of  1975.   Conference 

report  to  accompany  H.R. 5247.  Dec.  15,  1975.  41  p. 

07164  564.  Federal  Trade  Commission  amendments  of  1975.  Report  of  Committee  on  Commerce 

on  S.642.  Dec.  16,  1975.  [l]  +  24  p. 

07165  567.  Regulation  of  mining  activities  within  areas  of  national  park  system.  Report  together 

with  minority  views  from  Committee  on  Interior  and  Insular  Affairs  to  accompany 
S.2371.  Dec.  16,  1975.  24  p.  (Corrected  print] 

07166  568.  Veterans  and  survivors  pension  interim  adjustment  act  of  1975.  Report  of  Committee 

on  Veterans'  Affairs  to  accompany  H.R. 10355;  Dec.  16,  1975.  1975.  ii+52  p. 

07167  569.  Designating  Great  Bear  area  in  State  of  Montana  for  study  to  determine  its  suitability 

for  preservation  as  wilderness.  Report  from  Committee  on  Interior  and  Insular  Affairs 
to  accompany  S.392.  Dec.  16,  1975.  7  p.  map 

07168  570.  Tax  exempt  status  of  obligations  used  to  provide  certain  irrigation  facilities.  Report 

from  Committee  on  Finance  to  accompany  H.R. 9968.  Dec.  16,  1975.  11  p. 

07169  571.  Documentation  of  vessel  Bruja  Mar.  Report  from  Committee  on  Commerce  to  accom- 

pany S.1187.  Dec.  17,  1975.  4  p. 
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07170  572.  Pennsylvania  Avenue  Development  Corporation.  Report  from  Committee  on  Interior 

and  Insular  Affairs  to  accompany  S.I689.  Dec.  17,  1975.  3  p. 

07171  573.  Executive  Protection  Service.  Report  from  Committee  on  Public  Works  to  accom- 

pany S.2796.  Dec.  17,  1975.  7  p. 

07172  574.  Work  incentive  program  modifications.  Report  from  Committee  on  Finance  to  accom- 

pany S.2804.  Dec.  17,  1975.  8  p. 

07173  575.  Conveying  certain  Federal  lands  to  Valley  County,  Idaho.  Report  from  Committee 

on  Interior  and  Insular  Affairs  to  accompany  S.726.  Dec.  17,  1975.  4  p. 

07174  580.  Animal  welfare  amendments  of  1975.  Report  of  Committee  on  Commerce  on  S.1941; 

Dec.  18,  1975.  1975.  [l]  +  25  p. 

07175  581.   Santa   Monica   Mountains   and   Seashore   Urban   Recreation   Area.   Report   together 

with  minority  and  additional  views  from  Committee  on  Interior  and  Insular  Affairs 
to  accompany  S.1640.  Dec.  18,  1975.  33  p. 

07176  584.  Restrictions  on  assistance  to  Angola.  Report  from  Committee  on  Foreign  Relations 

to  accompany  S.J.Res.156.  Dec.  18,  1975.  6  p. 

07177  586.  Waiver  under  sec.  303(a)  of  Congressional  budget  act  with  respect  to  consideration 

of  provisions  of  S.2807.  Report  from  Committee  on  Budget  to  accompany  S. Res. 332. 
Dec.  19,  1975.  4  p. 

07178  587.   Alaska   highway   repair.   Report  from   Committee   on   Public   Works   to   accompany 

S.2071.  Dec.  19,  1975.  2  p. 

Aeronautical  and  Space  Sciences  Committee,  Senate  Washington,  DC 
20510 

07179  Technology   utilization,   hearings   before   Subcommittee   on   Aerospace 

Technology  and  National  Needs,  94th  Congress  ,  1st  session,  Sept. 
22-24,  1975.  1975.  iv  +  517  p.il.     *  Paper,  $4.40.     ©Item  1032-A 

Y  4.Ae  8:T  22/2 

Aging,  Special  Committee  on,  Senate  Washington,  DC  20510 

07180  Future  directions  in  social  security,  hearing,  pt.9,  94th  Congress,  1st 

session,  Mar.  18,  1975.  1975.  iii+807-874  p.il.  *  Paper,  85c.  #Item 
1009 

Y  4.Ag  4:So  l/2/pt.9 

07181  Improving  legal  representation  for  older  Americans,  joint  hearing  before 

Special  Committee  on  Aging  and  Subcommittee  on  Representation 
of  Citizen  Interests,  93d  Congress,  2d  session,  June  14,  1974.  1974. 
iv+137  p.il.  [Hearing  held  in  Los  Angeles,  Calif.]  *  Paper,  $1.55  (S/N 
5270-02651).     #Item  1009 

Y  4.Ag  4:L  52/4 

07182  Publications  list,  Special  Committee  on  Aging,  87th-94th  Congresses, 

Feb.  1961-Feb.  1975;  Feb.  1975.  1975.  ii+12  p.  (Committee  print,  94th 
Congress,  1st  session.)  [Prepared  by  staff  of  Special  Committee.]  + 

Y  4.Ag  4:P96/961-75 

07183  Transportation  and  elderly,  problems  and  progress,  hearings,  pt.  2,  93d 

Congress,  2d  session,  Feb.  27,  1974.  1974.  iii+157-235  p.il.  *  Paper, 
90c.     #Item  1009 

Y  4.Ag  4:T  68/pt.2 

07184  Trends   in  long-term   care,   hearing,   pt.   23,   before   Subcommittee   on 

Long-Term  Care,  94th  Congress,  1st  session.  1975.  iii+2873-3033  p.il. 
1  pi.  [Hearings  held  in  New  York,  N.Y.]  *  Paper,  $2.05.  •Item 
1009 

Y  4.Ag  4:C  18/pt.23 
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Agriculture  and  Forestry  Committee,  Senate  Washington,  DC  20510 

07185  Consumer  and  marketing  reserves,  hearings  before  Subcommittee  on 

Agricultural  Production,  Marketing,  and  Stabilization  of  Prices,  93d 
Congress,  2d  session,  on  S.2005,  amdt.  963,  and  S.2831,  Mar.  21 
and  22,  1974.  1974.  iv +  222  p.     +     •Item  1032 

Y  4.Ag  8/2:C  76/4 

07186  Farm  production  costs,  hearing  before  Subcommittee  on  Agricultural 

Production,   Marketing,  and   Stabilization  of  Prices,  94th  Congress, 
1st  session,  on  S.1857  and  S.1858,  Sept.  29,  1975.  1975.  iii  +  20  p. 
+     #Item  1032 

Y  4.Ag  8/2:F  22/56 

07187  Guaranteed  livestock  loans,  hearing  before  Subcommittee  on  Agricul- 

tural Credit  and  Rural  Electrification,  93d  Congress,  2d  session,  on 
S.3597,  S.3605,  S.3606,  [and]  S.3624,  June  17,  1974.  1974.  iv+128  p. 
+     #Item  1032 

Y  4.Ag  8/2:L  75/5 

07188  Impact  of  energy  decontrol  on  agriculture,  hearing  before  Subcommittee 

on  Agricultural  Credit  and  Rural  Electrification,  94th  Congress,  1st 
session,  Sept.  9,  1975.  1975.  hi +  58  p.     +     #Item  1032 

Y  4.Ag  8/2:En  2/2 

07189  1976  U.S.  agricultural  outlook,  papers  presented  at  National  Agricultural 

Outlook  Conference  sponsored  by  Department  of  Agriculture,  held 
in  Washington,  D.C.,  Nov.  17-20,  1975;  Dec.  18,  1975.  1975.  vi+434 
p.il.  (Committee  print,  94th  Congress,  1st  session.)  *  Paper,  $3.80. 
•Item  1032 

Y  4.Ag  8/2:Ag  8/24/976 

07190  Quarterly  agricultural  review,  hearings,  pt.  1,  94th  Congress,  1st  session, 

on  report  of  Secretary  of  Agriculture  on  current  situation  with  respect 
to  supply  and  demand  for  agricultural  commodities,  farm  prices,  and 
effect  of  farm  program  on  agricultural  economy,  July  11,  1975.  1975. 
iii+91  p.il.     +     #Item  1032 

Y  4.Ag  8/2:Ag  8/26/pt.l 

07191  Russian  grain  sale,  hearing,  94th  Congress,  1st  session,  Sept.  4,  1975. 

1975.  hi +87  p.     +     ©Item  1032 

Y  4.Ag  8/2:G  76/23 

07192  Will  family  farm  survive  in  America:   pt.2,  Impact  of  environmental 

regulations  on  small  farms,  joint  hearings,  see  Select  Committee  on 
Small  Business,  Senate.      #Item  1032 

Appropriations  Committee,  Senate  Washington,  DC  20510 

Agriculture  and  related  agencies  appropriations  for  fiscal  year  1976, 
hearings  before  subcommittee,  94th  Congress,  1st  session. 

07193  pt.3.  Department  of  Agriculture,  nondepartmental  witnesses.  Farm  Credit  Administration. 

Department   of    Health.    Education,    and    Welfare,    Food   and    Drug    Administration. 
1975.  ii  + 1791-2868 +  xvi  p.il.     +     •Item  1033 

Y  4.Ap  6/2:Ag  8/5/976/pt.3 

07194  Alaskan   air  transport,   hearing  before   subcommittee,   94th   Congress, 

1st  session,  on  H.R.9861.  1975.  hi +  121  p.  [Special  hearing.]  +  •Item 
1033 

Y  4.Ap  6/2:  Al  1/2/976 
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07195  Department  of  Agriculture  proposed  computer  acquisition,  hearing  be- 
fore subcommittee,  94th  Congress,  1st  session.  1975.  iii  +  106  p.  [Special 
hearing.]     +     •Item  1033 

Y  4.Ap  6/2:C  73/7/976 

Departments  of  State,  Justice,  and  Commerce,  judiciary,  and  related 
agencies  appropriations,  fiscal  year  1976,  hearings  before  subcommit- 
tee, 94th  Congress,  1st  session. 

071%        pt.l.  Justifications.  1975.  vi  +  655  p.il.  4°     +      •Item  1033 

Y  4.Ap  6/2:St  2/976/pt.l 

07197  Foreign  assistance  and  related  programs  appropriations  for  fiscal  year 

1976,  ACTION,  Agency  for  International  Development,  Civil  Service 
Commission,  Department  of  Defense,  Department  of  Health,  Educa- 
tion, and  Welfare,  Department  of  State,  Department  of  Treasury, 
Export-Import  Bank  of  United  States,  General  Accounting  Office, 
Inter- American  Foundation,  nondepartmental  witnesses,  hearings  be- 
fore subcommittee,  94th  Congress,  1st  session.  1975.  ii+1518+xxi  p. 
+     •Item  1033 

Y  4.Ap  6/2:F  76/7/976 

07198  International    Criminal    Police    Organization,    INTERPOL,    review    of 

United  States  participation  in  INTERPOL,  hearing,  94th  Congress, 
1st  session.  1975.  iii+117  p.il.     +     •Item  1033 

Y  4.Ap  6/2:In  8/3/976 

Public  works  for  water  and  power  development  and  energy  research 
appropriations  for  fiscal  year  1976,  hearings  before  subcommittee, 
94th  Congress,  1st  session,  on  H.R.8122. 

07199  pt.4.  Appalachian  Regional  Commission,  Federal  Power  Commission,  Nuclear  Regulatory 

Commission,  Tennessee  Valley  Authority.  1975.  ii+ 3219-3925  +  vii  p.     +     #Item  1033 

Y  4.Ap  6/2:P  96/3/976/pt.4 

Armed  Services  Committee,  Senate  Washington,  DC  20510 

07200  Activities  related  to  resettlement  of  refugees  in  Somalia,   report  of 

Dewey  F.  Bartlett  ;  Sept.  2,  1975.  1975.  iii-t-5  p.  (Committee  print, 
94th  Congress,  1st  session.)     # 

Y  4.Ar  5/3:So  5/2 

07201  Emergency  marine  fisheries  protection  act  of  1975,  hearing,  94th  Con- 

gress, 1st  session,  on  S.961,  Nov.  19,  1975.  1975.  iii+228  p.il.     + 
•Item  1034 

Y  4.Ar  5/3:M  33/3 

07202  National  Security  Council  membership  for  Secretary  of  Treasury,  hear- 

ing, 94th  Congress,  1st  session,  on  S.2350  ,  Sept.  26,  1975.  1975. 
ii+7  p.     +     ©Item  1034 

Y  4.Ar  5/3:N  21  s/5 

07203  Navy  Department,  F-14/Grumman  financing,  hearing  before  Subcommit- 

tee on  Tactical  Air  Power,  93d  Congress,  2d  session,  July  24,  1974. 
1974.  iii+52  p.     +     •Item  1034 

Y  4.Ar  5/3 :N  22/10 

07204  Nomination  of  Brown  and  Jones,  hearing,  93d  Congress,  2d  session, 

on  nomination  of  George  S.  Brown  for  appointment  as  Chairman 
of  Joint  Chiefs  of  Staff  for  term  of  2  years,  and  David  C.  Jones 
to  be  appointed  as  Chief  of  Staff,  U.S.  Air  Force  for  period  of 
4  years,  June  3,  1974.  1974.  ii+28  p.     +     •Item  1034 

Y  4.Ar  5/3:B  81 
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07205  Nomination  of  Richard  A.  Wiley,  hearing,  94th  Congress,  1st  session, 

on  nomination  of  Richard  A.  Wiley,  of  Massachusetts,  to  be  General 
Counsel  of  Department  of  Defense,  vice  Martin  R.  Hoffman, 
elevated,  Dec.  10,  1975.  1975.  ii  +  5  p.     +     #Item  1034 

Y  4.Ar  5/3:W  64/2 

07206  Reserve  call-up,  hearing  before  Subcommittee  on  Manpower  and  Per- 

sonnel, 94th  Congress,  1st  session,  on  S.2115,  July  30,  1975.  1975. 
ii  +  35  p.     +     #Item  1034 

Y  4.Ar  5/3:R  31/21 

Banking,  Housing,  and  Urban  Affairs  Committee,  Senate  Washington, 
DC  20510 

07207  Assessment  of  impact  of  NOW  accounts  in  Massachusetts  and  New 

Hampshire,  hearings  before  Subcommittee  on  Financial  Institutions, 
94th  Congress,  1st  session,  Sept.  11  [and]  12,  1975.  1975.  iv+283  p.il. 
[Hearings  held  in  Worcester,  Mass.  and  Concord,  N.H.]  +  •Item 
1035 

Y  4.B  22/3:Ac  2 

07208  Condominium  consumer  protection  act  of  1975,  hearings,  94th  Congress, 

1st  session,  on  S.2273,  Oct.  6-8,  1975.  1975.  iv+485  p.il.  *  Paper, 
$4.15.     •Item  1035 

Y  4.B  22/3:C  75/2 

07209  Federal  reserve  reform  and  audit,  hearings,  94th  Congress,  1st  session, 

on  S.2285  [and]  S.2509,  Oct.  20-Nov.  17,  1975.  1976.  iii  +  140  p.  + 
•Item  1035 

Y  4.B  22/3 :F  31/51 

07210  Nomination  of  William  D.  Eberle,  hearing,  93d  Congress,  2d  session, 

on  nomination  of  William  D.  Eberle  to  be  Executive  Director  of 
Council  on  International  Economic  Policy,  July  17,  1974.  1974.  ii+14 
p.     +     •Item  1035 

Y  4.B  22/3:Eb  3 

072U  Oversight  on  Real  estate  settlement  procedures  act  of  1974,  hearings, 
94th  Congress,  1st  session,  on  S.2327  and  S.2349,  Sept.  15-17,  1975. 
1975.  iv  +  347  p.il.     *  Paper,  $3.05.     •Item  1035 

Y  4.B  22/3:R  22 

Budget  Committee,  Senate  Washington,  DC  20510 

07212  Congressional  Budget  Office  oversight,  hearing,  94th  Congress,  1st  ses- 

sion, Oct.  6,  1975.  1975.  iii+93  p.  +      •Item  1035-A 

Y  4.B  85/2:C  76 

07213  Economic  impact  of  Federal  budget,  hearing,  94th  Congress,  1st  session, 

Feb.  14,  1975.  1975.  v+261  p.il.  [Hearing  held  in  Salt  Lake  City,  Utah.] 
+     ©Item  1035-A 

Y  4.B  85/2:Ec  7/2 

07214  Economy  and  fiscal  policy,  1974,  hearings,  93d  Congress,  2d  session, 

Dec.  11-19,  1974.  1975.  vi+389  p.il.  +      •Item  1035-A 

Y  4.B  85/2:Ec  7/974 

07215  Federal  budget  and  inflation,  hearings,  93d  Congress,  2d  session,  Aug. 

14-22,  1974.  1974.  v  +  363  p.il.  +      •Item  1035-A 

Y  4.B  85/2:In  3/2 
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07216  Federal  budget  and  its  problems,  hearing,  94th  Congress,  1st  session, 

Apr.  6,  1975.  1975.  iii+109  p.il.  [Hearing  held  in  Albuquerque,  N.Mex.j 
+     #Item  1035-A 

Y  4.B  85/2:F  31 

07217  Second  concurrent  resolution  on  budget,  fiscal  year  1976,  hearing,  v.2, 

94th  Congress,  1st  session,  Oct.  21,  1975.  1975.  iii+58  p.     +     •Item 
1035-A 

Y  4.B  85/2:C  74/976-2/v.2 

07218  Seminar,   economic  and  budget  outlook,   1976-80;  July  15,   1975.   1975. 

iii+36  p.il.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.B  85/2:Se  5/2/976-80 

Commerce  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  93d  Congress. 

07219  63.    Consumer   energy    act    of    1974,    hearings,    pt.    4,    93d    Congress,    2d    session,    on 

S.Con.Res.31  [and  other  bills],  Apr.  22  and  23,  1974.  1974.  iii  +  1355-1693  p.il.  *  Paper, 
$2.60.     •Item  1041 

Y  4.C  73/2:93-63/pt.4 

07220  88.  Replacement  rail  terminal  for  Union  Station,  hearing  before  Surface  Transportation 

Subcommittee,  93d  Congress,  2d  session,  Apr.  1,  1974.  1974.  iii+49  p.il.  +  •Item 
1041 

Y  4.C  73/2:93-88 

07221  92.   Maritime   authorizations,   hearings  before   Subcommittee  on  Merchant  Marine,  93d 

Congress,  2d  session,  on  H.R.12925  [and]  S.3319,  Apr.  11  and  May  16,  1974.  1974. 
iii  +  69p.il.     +     •Item  1041 

Y  4.C  73/2:93-92 

07222  101.  Amend  Intercoastal  shipping  act,  1933,  hearing  before  Subcommittee  on  Merchant 

Marine,  93d  Congress  ,  2d  session,  on  S.3173,  Aug.  9,  1974.  1974.  iii+44  p.  + 
•Item  1041 

Y  4.C  73/2:93-101 

07223  112.  Non-national-flag  ocean  shipping  rates,  hearings  before  Subcommittee  on  Merchant 

Marine,   93d   Congress,   2d   session,   on   S.2576,   Dec.   6,   1973,   and   Nov.   25,   1974. 

1974.  iii+86  p.     +     •Item  1041 

Y  4.C  73/2:93-112 

07224  117.  Electrical  energy  conservation  act,  hearing  before  Subcommittee  on  Environment, 

93d  Congress,  2d  session,  on  S.2532,  June  17,  1974.  1974.  iii  +  153  p.il.  +  •Item 
1041 

Y  4.C  73/2:93-117 

[Committee  publication]  serial,  94th  Congress. 

07225  4.   Natural  gas  production  and  conservation  act  of  1975,   hearings,  94th  Congress,  1st 

session,  on  committee  print  to  regulate  commerce  to  assure  increased  supplies  of 
natural  gas  at  reasonable  prices  for  consumer,  and  for  other  purposes.  Mar.  17 
and  18,  1975.  1975.  v  +  458  p.     +     ©Item  1041 

Y  4.C  73/2:94-4 

07226  13.  Motor  vehicle  information  and  cost  savings  act  oversight,  hearings  before  Subcommit- 

tee for  Consumers,  94th  Congress,  1st  session,  Mar.  7-20,  1975.  1975.  iv  +  276  p.il. 
+     •Item  1041 

Y  4.C  73/2:94-13 

07227  18.  Proposed  reductions  in  export  promotion  budget  and  changes  in  fees  for  Commerce 

Department  services,  hearings  before  Subcommittee  on  Foreign  Commerce  and  Tour- 
ism, 94th  Congress,  1st  session,  Apr.  28  and  29,  1975.  1975.  iv  +  130  p.  +  •Item 
1041 

Y  4.C  73/2:94-18 

07228  31.  Railroads,  1975,  hearing,  pt.3  before  Surface  Transportation  Subcommittee,  94th  Con- 

gress, 1st  session   ,   on  legislation  relating  to  rail  passenger  service,  July  25,  1975. 

1975.  iii+ 851-948  p.il.     +     •Item  1041 

Y  4.C  73/2:94-31/pt.3 

07229  32.  Marine  protection,  research,  and  sanctuaries  act  of  1972,  hearing  before  Subcommittee 

on  Oceans  and  Atmosphere,  94th  Congress,  1st  session,  May  20,  1975.  1975.  iii+79 
p.il.     +     •Item  1041 

Y  4.C  73/2:94-32 

07230  41.   Nominations,   June,    July,   hearings  94th   Congress,   1st   session,   on   nominations   of 

W.  Allan  Wallis,  Virginia  Bauer  Duncan,  Robert  S.  Benjamin,  Amos  B.  Hostetter, 
jr.,  Lucius  Perry  Gregg,  jr.,  Lillie  E.  Herndon,  Donald  E.  Santarelli,  Corporation 
for  Public  Broadcasting,  John  Hart  Ely,  Department  of  Transportation,  David  A. 
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Lucht,  Nation  al  Fire  Prevention  and  Control  Administration,  James  A  Baker.  III. 
Department  of  Commerce.  Asaph  H  Hall,  Federal  Railroad  Administration,  Howard 
D.  Tipton,  National  Fire  Prevention  and  Control  Administration,  John  H  Holloman, 
III,  Federal  Power  Commission,  Travis  Fdwin  Reed,  Department  of  Commerce. 
June  I7-July  30,  1975.  1975.  v  +  190  p.      +      •Item  1041 

Y  4.C  73/2:94^11 

07231  45.  Nomination,  October,  hearing.  94th  Congress,  1st  session,  on  nomination  of  Isabel 

Burgess,  to  be  Member  of  National  Transportation  Safety  Board,  Oct.  3,  1975. 
1975.  ii  +  5lp.      +      ©Item  1041 

Y  4.C  73/2:94-45 

District  of  Columbia  Committee,  Senate  Washington,  DC  20510 

07232  Campaign  Finance  Director  nomination,  hearing,  93d  Congress,  2d  ses- 

sion, on  nomination  of  Carl  H.  Mclntyre  to  be  Director  of  Campaign 
Finance  for  District  of  Columbia  pursuant  to  provisions  of  sec.  301 
(a)  of  Public  law  376,  93d  Congress,  approved  Aug.  14,  1974,  Oct. 
8,  1974.  1974.  iii+22  p.     +     #Item  1036 

Y  4.D  63/2:C  15 

07233  Regulation  of  political  campaigns,  hearing,  93d  Congress,  2d  session, 

on  S.3264,  June  13,  1974.  1974.  iv  +  197  p.     +     •Item  1036 

Y  4.D  63/2:C  15/2 

Finance  Committee,  Senate  Washington,  DC  20510 

07234  Background  materials  relating  to  United  States-Soviet  Union  commercial 

agreements;  Apr.  2,  1974.  1974.  iv  +  100  p.  (Committee  print,  93d  Con- 
gress, 2d  session.)     *  Paper,  $1.05. 

Y  4.F  49:So  8 

07235  Nomination  of  Forrest  David   Mathews,   hearing,   94th  Congress,   1st 

session,  on  nomination  of  Forrest  David  Mathews,  nominee  to  be 
Secretary  of  Health,  Education,  and  Welfare,  July  15,  1975.  1975. 
iii+29  p.     +     •Item  1038 

Y  4.F  49:M  42 

07236  Protecting  ability  of  United  States  to  trade  abroad,  hearing  before  Sub- 

committee on  International  Trade,  94th  Congress,  1st  session,  on 
S.Res.265,  Oct.  6,  1975.  1975.  iii+71  p.     +     ©Item  1038 

Y  4.F  49:T  67/34 

07237  Report  of  Panel  on  Social  Security  Financing  pursuant  to  S. Res. 350, 

93d  Congress;  Feb.  1975.  1975.  v+31  p.il.  (Committee  print,  94th  Con- 
gress, 1st  session.)     *  Paper,  50c. 

Y  4.F  49: So  1/40 

07238  Small  business  tax  reform,  joint  hearings,  pt.  2,  see  Select  Committee 

on  Small  Business,  Senate. 

07239  Summary  of  Senate  amendments  to  H.R.10710,  Trade  act  of  1974,  con- 

ference committee  print,  see  Ways  and  Means  Committee,  House. 

07240  Tables  and  statistical  material  on  U.S.  balance  of  trade  and  balance 

of  payments;  Dec.  1974.  1974.  iii  +  38  p.  (Committee  print,  93d  Con- 
gress, 2d  session.)     *  Paper,  55c. 

Y  4.F  49:T  67/29 

07241  Trade  act  of  1974,  summary  of  provisions  of  H.R.10710,  prepared  by 

staffs  of  Committee  on  Finance,  Senate,  and  Committee  on  Ways 
and  Means,  House;  Dec.  30,  1974.  1974.  iv+25  p.  (Committee  print, 
93d  Congress,  2d  session.)      *  Paper,  45c. 

Y  4.F  49:T  67/30 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  53 


Government  Publications 

Foreign  Relations  Committee,  Senate  Washington,  DC  20510 

07242  Briefings  on  Diego  Garcia  and  patrol  frigate,  hearings,  93d  Congress, 

2d  session,  with  Elmo  R.  Zumwalt,  jr.,  U.S.  Navy,  Chief  of  Naval 
Operations,  Apr.  11,  1974.  1974.  iii+47  p.il.  [Executive  hearings  made 
public  Nov.  22  ,  1974.]     +     •Item  1039 

Y  4.F  76/2:D  56/2 

07243  Early  warning  sytem  in  Sinai,  hearings,  Oct.  6  and  7,  1975,  Erratum 

sheet.  1975.  1  p.     +     #Item  1039 

Y  4.F  76/2:Si  6/errata 

07244  Greece  and  Cyprus,  1975,  report,  by  Claiborne  Pell  ;  Nov.  1975.  1975. 

vii+15  p.  (Committee  print,  94th  Congress,  1st  session.)  +  •Item 
1039 

Y  4.F  76/2:G  81/3 

07245  Interparliamentary  Union  Conference,  Tokyo,  Japan,  report  of  United 

States  delegation  to  fall  meeting  of  Interparliamentary  Union,  held, 
Tokyo,  Japan,  Oct.  2-11,  1974,  pursuant  to  law,  (22  U.S.C.  276,  as 
amended);  Dec.  1,  1974.  1974.  v+33  p.  (Committee  print,  93d  Congress, 
2d  session.)  + 

Y  4.F  76/2:In  8/31/974-2 

07246  19th  meeting  of  North  Atlantic  Assembly,   report  of  United   States 

delegation  to  19th  meeting  of  members  of  parliaments  from  North 
Atlantic  Assembly  countries  held  Ankara-Istanbul,  Oct.  21-30,  1973, 
pursuant  to  Public  law  689,  84th  Congress;  Nov.  4,  1974.  1974.  ii+111 
p.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.F  76/2:N  81  a/5/974 

07247  U.S.  participation  in  African  Development  Fund,  hearing,  93d  Congress, 

2d  session,  on  S.2354,  June  27,  1974. 1974.  iii+66  p.     +     •Item  1039 

Y  4.F  76/2:Af  8/6 

07248  U.S.  trade  and  investment  in  Soviet  Union  and  Eastern  Europe,  role 

of  multinational  corporations,  staff  report  prepared  for  use  of  Sub- 
committee on  Multinational  Corporations;  Dec.  1974.  1974.  vii+43  p. 
(Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.F  76/2:M  91/2 

Government  Operations  Committee,  Senate  Washington,  DC  20510 

07249  Congressional  budget  and  impoundment  control  act  of  1974,  Public  law 

93-344,  legislative  history,  S.1541-H.R.7130;  Dec.  1974.  1974.  xxi+2111 
p.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.G  74/6:B  85/8 

07250  Corporate  ownership  and  control,  prepared  by  Subcommittee  on  Re- 

ports,   Accounting,    and   Management;   Nov.   1975.   1975.   xv+586  p. 
(Committee    print,    94th    Congress,    1st    session.)     *  Paper,    $4.95. 
•Item  1037 

Y  4.G  74/6:C  81/3 

07251  Efficiency  and  effectiveness  of  pt.   B   section  of  medicare  program, 

hearing  before  Subcommittee  on  Federal  Spending  Practices,  Efficien- 
cy, and  Open  Government,  94th  Congress,  1st  session,  June  13,  1975. 
1975.  iii+97  p.      +     ©Item  1037 

Y  4.G  74/6:M  46/6 
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07252  Energy  advisory  committees,  hearing  before  Subcommittee  on  Reports, 

Accounting,   and   Management,   94th  Congress,  1st  session,   Aug.   1, 
1975.  1975.  v+401  p.     *  Paper,  $3.55.     ©Item  1037 

Y  4.G  74/6:  En  2/11 

07253  Federal  energy  enforcement  activities,  hearing  before  Permanent  Sub- 

committee on  Investigations,  94th  Congress,  1st  session,  Apr.  10,  1975. 
1975.  iii+61  p.     +     •Item  1037 

Y  4.G  74/6: En  2/10 

07254  Inventory  of  economic  relations  between  United  States  and  OPEC  coun- 

tries, hearing,  94th  Congress,  1st  session,  on  S.1989,  July  25,  1975. 
1975.  iii+40  p.     +     •Item  1037 

Y  4.G  74/6: Ec  7/2 

Materials  shortages,  hearings  before  Permanent  Subcommittee  on  In- 
vestigations, 93d  Congress,  2d  session,  pursuant  to  sec.4,  S.Res.269, 
93d  Congress. 

07255  pt.3.    Paper   and    aluminum,    Dec.    11   and    17,    1974.    1975.    iii  +  375-509   p.     'Paper,    $1.60. 

•Item  1037 

Y  4.G  74/6:M  41/5/pt.3 

07256  Transfer  of  technology  to  Soviet  Union  and  Eastern  Europe,  hearing 

before  Permanent  Subcommittee  on  Investigations,  93d  Congress,  2d 
session,  July  19,  1974.  1975.  iii+57  p.il.     +     •Item  1037 

Y  4.G  74/6:  So  8/7 

07257  United  States  agreements  for  cooperation  in  atomic  energy,  analysis, 

by   [  Warren  H.   Donnelly  and  Barbara  L.  Rather  ]  Congressional 
Research   Service,    Library   of   Congress;   Jan.   1976.    1976.    [208]    p. 
(Committee    print,    94th    Congress,    2d    session.)     *  Paper,    $2.50. 
•Item  1037 

Y  4.G  74/6:At  7 

Governmental  Operations  with  Respect  to  Intelligence  Activities,  Select 
Committee  to  Study,  Senate  Washington,  DC  20510 

07258  Covert  action  in  Chile,  1963-73,  staff  report.  1975.  v+62  p.  (Committee 

print,  94th  Congress,  1st  session.)      *  Paper,  80c.    •Item  1009 

Y  4.1n  8/17:C  43/963-73 

Interior  and  Insular  Affairs  Committee,  Senate  Washington,  DC  20510 

07259  Administration  of  Johnson-O'Malley  act,  hearing  before  Subcommittee 

on  Indian  Affairs,  93d  Congress,  2d  session,  Dec.  11,  1974.  1975.  iv+122 
p.il.     +     •Item  1040 

Y  4.1n  8/13: J  63 

07260  Coal  slurry  pipelines,  hearing  before  Subcommittee  on  Minerals,  Materi- 

als, and  Fuels,  93d  Congress,  2d  session  ,  June  U,  1974.  1974.  iv+242 
p.il.     +     •Item  1040 

Y  4.1n  8/13:C  63/9 

[Committee  publication]  serial,  94th  Congress. 

07261  19.  Highlights  of  energy  legislation  in  94th  Congress,  through  June  30,  1975,  background 

paper,  [compiled  by  Frances  Gulick  ]  Congressional  Research  Service,  pursuant 
to  S.Res.45,  National  fuels  and  energy  study.  1975.  vii  +  98  p.  Committee  print,  94th 
Congress,  1st  session.)  + 

Y  4. In  8/13:94-19 

07262  21.  Study  of  relationships  between  Government  and  petroleum  industry  in  selected  foreign 

countries.  Federal  Republic  of  Germany,  prepared  by  [  Edward  Lampson  ]  Congres- 
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sional   Research   Service,   pursuant   to   S.Res.45,   National   fuels  and  energy   policy 
study.  1975.  vii  +  99  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.1n  8/13:94-21 

07263  Current  developments  in  deep  seabed  mining,  hearing,  pt.l,  before  Sub- 

committee on  Minerals,  Materials,  and  Fuels,  94th  Congress,  1st  ses- 
sion, on  briefing  by  ocean  mining  industry,  Nov.  7,  1975.  1975.  iii+249 
p.il.  +      •Item  1040 

Y  4.1n  8/13  :M  66/44/pt.l 

07264  Indiana  Dunes  National  Lakeshore,  hearing  before  Subcommittee  on 

Parks  and  Recreation,  93d  Congress,  2d  session,  on  S.820,  Sept. 
30,  1974. 1975.  iv+298  p.il.     +     #Item  1040 

Y  4.1n  8/13: In  2/34 

07265  Interior  nomination,  hearing,  93d  Congress,  2d  session,  on  nomination 

of  Jack  W.  Carlson  to  be  Assistant  Secretary  of  Interior  for  Energy 
and  Minerals,  Aug.  5, 1974.  1974.  iii+27  p.     +     •Item  1040 

Y  4.1n  8/13  :N  72/974-3 

07266  Kaiser  Ridge  Wilderness  study,  hearing  before  Subcommittee  on  En- 

vironment and  Land  Resources,  94th  Congress,  1st  session,  on  S.75, 
Sept.  30, 1975.  1975.  iii+351  p.il.  8  maps     +     •Item  1040 

Y  4.1n  8/13:K  12 

07267  Land  and  water  conservation  fund,  historic  preservation,  hearing  before 

Subcommittee  on  Parks  and  Recreation,  93d  Congress,  2d  session, 
on  S.3413,  S.3806,  S.3839,  S.3865,  [and]  S.3866,  Aug.  2,  1974.  1974. 
iii-l-104  p.  +      •Item  1040 

Y  4.1n  8/13:L  22/12 

07268  National  Energy  Production  Board,  hearings,  pt.  2,  94th  Congress,  1st 

session,  on  S.740,  July  14  and  21,  1975.  1975.  iv+333-817  p.il.     + 
•Item  1040 

Y  4.1n  8/13:En  2/12/pt.2 

07269  Operation  and  maintenance  of  existing  reclamation  projects,  hearing 

before  Subcommittee  on  Water  and  Power  Resources,  93d  Congress, 
2d  session,  on  S.1119,  S.2779,  [and]  S.3529,  June  18,  1974.  1974.  iii+118 
p.il.  +      •Item  1040 

Y  4.1n  8/13:R  24/13 

07270  Oversight  on  Wilderness  act  of  1964,  hearing,  93d  Congress,  2d  session, 

Oct.  9,  1974.  1975.  iii+77  p.  1  pi.      +     •Item  1040 

Y  4.1n  8/13:W  64/10 

07271  Proposed  wilderness   areas,   hearing  before  Subcommittee  on  Public 

Lands,  93d  Congress,  2d  session,  on  S.29  [and  other  bills],  Mar. 
19,  1974.  1974.  iv+345  p.il.  19  maps     +     •Item  1040 

Y  4.1n  8/13:W  64/9/974 

07272  Proposed  wilderness  areas,  hearing  before  Subcommittee  on  Environ- 

ment and  Land  Resources,  94th  Congress,  1st  session,  on  S.74,  S.226, 
S.392,  [and]  S.1391,  May  20,  1975.  1975.  iv+162  p.il.  4  maps     + 
•Item  1040 

Y  4.1n  8/13  :W  64/11 

07273  Puerto  Rican  compact,  hearing,  94th  Congress,  1st  session,  on  compact 

of  permanent  union  between  Puerto  Rico  and  United  States,  Dec. 
3,  1975.  1975.  iii+162  p.     +     ©Item  1040 

Y  4.1n  8/13:P  96/17 
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07274  Secondary  and  tertiary  recovery  of  oil  and  natural  gas,  hearing  before 

Subcommittee  on  Energy  Research  and  Water  Resources,  94th  Con- 
gress, 1st  session,  on  petroleum  and  natural  gas  program  proposed 
by  Energy  Research  and  Development  Administration  for  fiscal  year 
1976,  Apr.  25,  1975.  1975.  iii  +  60  p.U.     +     ©Item  1040 

Y  4.1n  8/13  :Oi  5/10 

07275  Status  report  on  Law  of  Sea  Conference,  hearing,  pt.  4,  before  Subcom- 

mittee on  Minerals,  Materials,  and  Fuels,  94th  Congress,  1st  session, 
Oct.  29,  1975.  1975.  iii  +  1423-1592  p.     +     •Item  1040 

Y  4.1n  8/13:Se  l/5/pt.4 

07276  To  amend  Wild  and  scenic  rivers  act,  hearing,  pt.  3,  before  Subcommit- 

tee on  Public  Lands,  93d  Congress,  2d  session,  on  S.  30,  S.449, 
[and]  S.  2319,  May  11,  1974.  1974.  vi  +  22-491  p.U.     -t-     •Item  1040 

Y  4.1n  8/13:R  52/3/974/pt.3 

07277  To  amend  Wild  and   scenic  rivers  act,  hearing  before  Subcommittee 

on   Environment  and   Land   Resources,   94th  Congress,  1st  session, 
on  S.  10  [and]  S.  1004,  July  9,  1975.  1975.  iii  +  39  p.  2  maps     + 
•Item  1040 

Y  4.1n  8/13  :R  52/3/975 

07278  Waiver  of  60-day  notice  period  on  Trans-Alaska  pipeline  authorization 

act,  hearing,  93d  Congress,  2d  session,  Sept.  13,  1974.  1975.  iii  +  37 
p.     +     •Item  1040 

Y  4. In  8/13 :T  68/3 

07279  Will  family  farm  survive  in  America:  pt.  1,  Federal  reclamation  policy, 

Westlands  Water  District,  joint  hearings,  see,  Small  Business,  Select 
Committee  on,  Senate. 

Judiciary  Committee,  Senate  Washington,  DC  20510 

07280  Flag  code  revision,  hearing  before  Subcommittee  on  Federal  Charters, 

Holidays,  and  Celebrations,  93d  Congress,  2d  session,  on  S.  340 
and  S.  J.  Res.  91,  June  7,  1974.  1975.  iii+69  p.  *  Paper,  85c.  •Item 
1042 

Y  4.J  89/2:F  59 

07281  Improving  legal  representation  for  older  Americans,  joint  hearing,  see 

Special  Committee  on  Aging,  Senate. 

07282  Kentucky  judgeships,  hearing  before  Subcommittee  on  Improvements 

in  Judicial  Machinery,  93d  Congress,  2d  session,  on  S  3171,  Mar. 
21,  1974. 1974.  iii+42  p.     +     •Item  1042 

Y  4.J  89/2:J  89/25 

07283  Nomination  of  Earl  J.  Silbert  to  be  United  States  Attorney,  hearings, 

94th  Congress,  1st  session,  May  20,  1975.  1975.  iii+278  p.  +  •Item 
1042 

Y  4.J  89/2:Si  3 

07284  Nomination  of  Earl  J.  Silbert  to  be  United  States  Attorney,  hearings, 

pt.  2,  93d  Congress,  2d  session,  on  nomination  of  Earl  J.  Silbert 
of  District  of  Columbia  to  be  United  States  Attorney  for  District 
of  Columbia,  June  18-26,  1974.  1974.  iv+ 299-556  p.     +     •Item  1042 

Y  4.J  89/2:Si  3/pt.2 

07285  Oversight    of    Civil    Aeronautics    Board    practices    and    procedures, 

hearings,  v. 3,  before  Subcommittee  on  Administrative  Practice  and 
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Procedure,  94th  Congress,  1st  session,  Feb.  6-Mar.  21,  1975.  1975. 
xvi+1693-2284n,  2285-2478  p.il.     +     •Item  1042 

Y  4. J  89/2 :C  49/19/v.3 

Terroristic  activity,  hearings  before  Subcommittee  to  Investigate  Ad- 
ministration of  Internal  Security  Acts  and  Other  Internal  Security 
Laws,  94th  Congress,  1st  session. 

07286  pt.7.  Terrorist  bombings  and  law  enforcement  intelligence,  Oct.  23,  1975.  1975.  iii+497- 

605 +  ix  p.il.      *  Paper,  $1.90.     •Item  1042 

Y  4.J  89/2:T  27/4/pt.7/     • 

Labor  and  Public  Welfare  Committee,  Senate  Washington,  DC  20510 

07287  Adoption  and  foster  care,  1975,  hearings  before  Subcommittee  on  Chil- 

dren and  Youth,  94th  Congress,  1st  session  ,  baby  selling  [and]  adop- 
tion of  children  with  special  needs  Apr.  28- July  18,  1975.  1975.  viii+979 
p.il.  +      •Item  1043 

Y  4.L  11/2: F  81/2/975 

07288  Cosmetic  safety  amdts.,  1975,  hearing  before  Subcommittee  on  Health, 

94th  Congress,  1st  session,  on  S.  1681,  June  12,  1975.  1975.  iv+246 
p.il.     +     •Item  1043 

Y  4.L  U/2:C  82/2/975 

07289  Employee  retirement  income  security  act,  1974,  Public  law  93-406,  H.R. 

2,  text  of  public  law,  statement  on  part  of  managers,  and  summary 
of  legislation,  prepared  by  Subcommittee  on  Labor;  Nov.  1974.  1974. 
viii+370  p.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.L  11/2: R  31/9 

07290  Examination  of  pharmaceutical  industry,  1973-74,  hearings,  pt.  1,  before 

Subcommittee  on  Health,  93d  Congress,  1st  and  2d  sessions,  on  S. 
3441  and  S.  966,  Dec.  18  and  19,  1973.  1973.  iv+384  p.il.  *  Paper, 
$2.85.     •Item  1043 

Y  4.L  U/2:P  49/973-74/pt.l 

07291  Examination  of  pharmaceutical  industry,  1973-74,  hearings,  pt.  2,  before 

Subcommittee  on  Health,  93d  Congress,  1st  and  2d  sessions,  S.  3441 
and  S.  966,  Feb.  1  and  25,  1974.  1974.  iv-f- 385-717  p.il.  *  Paper,  $3.05 
•Item  1043 

Y  4.L  U/2:P  49/973-74/pt.2 

07292  Federal  employees'  compensation  act,  as  amended,  including  changes 

made  by  Public  law  93-416,  approved  Sept.  7  ,  1974,  prepared  by 
Subcommittee  on  Labor;  Oct.  1974.  1974.  iii+40  p.  (Committee  print, 
93d  Congress,  2d  session.)  + 

Y  4.L  11/2:C  73/8 

07293  Higher  education  legislation,  1975,  hearings,  pt.  1,  before  Subcommittee 

on  Education,  94th  Congress,  1st  session,  on  oversight  and  informa- 
tion concerning  student  assistance  under  Higher  education  act,  June 
10-July  17  ,  1975.  1975.  viii+1-891  p.il.     +     •Item  1043 

Y  4.L  11/2: Ed  8/33/975/pt.l 

07294  Higher  education  legislation,  1975,  hearings  pt.  2,  before  Subcommittee 

on  Education,  94th  Congress,  1st  session,  on  oversight  and  informa- 
tion concerning  student  assistance  under  Higher  education  act,  July 
21-30,  1975.  1975.  ix+ 893-1844  p.il.     +     •Item  1043 

Y  4.L  U/2:Ed  8/33/975/pt.2 
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07295  Implementing  comprehensive  manpower  legislation,  1974,  case  studies 

of  selected  manpower  programs  prepared  for  Subcommittee  on  Em- 
ployment, Poverty,  and  Migratory  Labor;  Dec.  1974.  1974.  ix+886+[3] 
p.il.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.L  11/2:M  31/18/974 

07296  Legislative  history  of  coverage  of  nonprofit  hospitals  under  National 

labor  relations  act,  1974,  Public  law  93-360,  S.  3203,  prepared  by 
Subcommittee  on  Labor;  Nov.  1974.  1974.  v+467  p.  (Committee  print, 
93d  Congress,  2d  session.)  + 

Y  4.L  11/2: H  79/4/974 

07297  Nomination,  hearing,  94th  Congress,  1st  session,  on  Robert  O.  Aders, 

of  Cincinnati,  to  be  Under  Secretary  of  Labor,  July  29,  1975.  1975. 
ii+6  p.     +     •Item  1043 

Y  4.L  11/2: N  72/5/975-3 

07298  Nomination,  hearing,   94th  Congress,   1st   session,   on  Betty  Southard 

Murphy,  of  Virginia,  to  be  member  of  National  Labor  Relations 
Board,  Jan.  29,  1975.  1975.  ii+21  p.     +     •Item  1043 

Y  4.L  U/2:N  72/5/975-4 

07299  Occupational  safety  and  health  act  review,  1974,  hearings,  App.,  before 

Subcommittee  on  Labor,  93d  Congress,  2d  session,  Nov.  1974.  1974. 
iii+134  p.il.     +     #Item  1043 

Y  4.L  U/2:Oc  1/app. 

07300  Proceedings  of  White  House  Science  Advisory  Conference,  1975,  Spe- 

cial Subcommittee  on  National  Science  Foundation;  July  1975.  1975. 
ii+34  p.  (Committee  print,  94th  Congress,  1st  session.)  +  •Item 
1043 

Y  4.L  11/2 :W  58/5/975 

07301  Questions  and  answers  of  new  Railroad  retirement  act,  1974;  Nov.  1974. 

1974.  ii+13  p.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.L  11/2:R  13/21 

Nutrition  and  Human  Needs,  Select  Committee  on,  Senate  Washington, 
DC  20510 

07302  Food  stamp  legislative  alternatives,  94th  Congress,  1st  session;  Nov. 

1975.  1975.  iv+152  p.  (Committee  print,  94th  Congress,  1st  session.) 
*  Paper,  $1.65.     •Item  1009 

Y  4.N  95:F  73/U 

National  nutrition  policy  study,  1974,  hearings,  93d  Congress,  2d  ses- 
sion. 

07303  pt.4   A.    Appendix   to   Nutrition   and   food   availability.   June   20.   1974.   1974.    v  + 1693  1953 

p.il.  (Series  74/NNP-4  A.)     •  Paper.  $2.55.     •Item  1009 

Y  4.N  95:N  95/19/974/pt.4  A 

1975  food  price  study. 

07304  pt.4.   Economic  organization  of  milling  and  bread  industry;  Dec.  1975.  1975.  v  +  145  p.il. 

(Committee  print,  94th  Congress.  1st  session.)     +     #Item  1009 

Y  4.N  95:F  73/13/975/pt.4 

07305  Nutrition    and    health,    with   evaluation   of   nutritional    surveillance   in 

United  States;  Dec.  1975.  1975.  x+257  p.il.  (Committee  print,  94th 
Congress,  1st  session.)     *  Paper,  $2.45.     ©Item  1009 

Y  4.N  95:N  95/23 
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Post  Office  and  Civil  Service  Committee,  Senate  Washington,  DC  20510 

07306  Congressional  franking  reform,  compilation  of  legislative  history,  Public 

law  93-191,  effective  Dec.  18,  1973;  Apr.  1974.  1974.  v+176  p. 
(Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.P  84/ll:F  85/2 

07307  Documentary  background  to  Federal  employees'  political  activities  act 

of  1975;  Nov.  1975.  1975.  v+242  p.  (Committee  print,  94th  Congress, 
1st  session.)  + 

Y  4.P  84/ll:F  31/2 

07308  Effects  of  Indian  preference  on  employees  of  Indian  agencies,  hearings, 

before  Subcommittee  on  Compensation  and  Employement  Benefits, 
94th  Congress,  1st  session,  on  S.509  and  S.771,  June  18  and  19,  1975. 
1975.  iv+253  p.  + 

Y  4.P  84/U:In  2 

07309  Federal  employees'  political  activities,  hearings,  94th  Congress,  1st  ses- 

sion, on  S.372  and  H.R.8617,  Nov.  5  and  6,  1975.  1975.  v+416  p.il. 
+     •Item  1044 

Y  4.P  84/U:F  31/3 

Public  Works  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  93d  Congress. 

07310  H  59.  Lease  renewals  and  alterations,  Nassif  Parking  Garage,  hearing  before  Subcommit- 

tee  on  Buildings  and  Grounds,  93d   Congress,   2d   session,   Nov.   26  and  Dec.  19, 

1974.  1974.  iv+192  p.il.     +     •Item  1045 

Y  4.P  96/10:93-H  59 

07311  23.   Legislative  history  of  Noise   control  act  of  1972,   together  with  section-by-section 

index  prepared  by  Science  Policy  Research  Division  of  Congressional  Research  Ser- 
vice of  Library  of  Congress;  July  1974.  1974.  v+680  p.il.  (Committee  print,  93d 
Congress,  2d  session.)  + 

Y  4.P  96/10:93-23 

07312  25.  Overview  inquiry  of  Office  of  Research  and  Development  of  Environmental  Protection 

Agency,  report  prepared  by  staff  of  Environmental  Pollution  Subcommittee  at  request 
of  Joseph  M.  Montoya;  Sept.  1974.  1974.  v  +  71  p.il.  (Committee  print,  93d  Congress, 
2d  session.)  + 

Y  4.P  96/10:93-25 

[Committee  publication]  serial,  94th  Congress. 

07313  H  26.  Amending  Watershed  protection  and  flood  prevention  act,  hearing  before  Subcom- 

mittee on   Water  Resources,   94th  Congress,   1st   session,   on   S.1224,   Oct.   3,   1975. 

1975.  iv  +  265  p.il.     +     •Item  1045 

Y  4.P  96/10:94-H  26 

07314  Will  family  farm  survive  in  America:  pt.2,  Impact  of  environmental 

regulations  on  small  farms,  joint  hearings,  see  Select  Committee  on 
Small  Business,  Senate. 

Rules  and  Administration  Committee,  Senate  Washington,  DC  20510 

07315  American  Folklife  Center,  hearing  before  Subcommittee  on  Library, 

93d  Congress,  2d  session,  on  S.1844,  May  8,  1974.  1974.  iii+110  p. 
+     #Item  1046 

Y  4.R  86/2:F  71 

Small  Business,  Select  Committee  on,  Senate  Washington,  DC  20510 

07316  Federal  reporting  and  recordkeeping  as  it  affects  small  businesses,  hear- 

ing, 94th  Congress,  1st  session,  Oct.  16,  1975.  1975.  iii+85  p.  [Hearings 
held  in  Baltimore,  Md.]     +     #Item  1049 

Y  4.Sm  1/2:R  24/2 
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07317  Impact   of   Federal   estate   and   gift   taxes  on   small   businessmen   and 

farmers,  joint  hearing  before  Select  Committee  on  Small  Business 
and  Joint  Economic  Committee,  94th  Congress,  1st  session,  Aug. 
26,  1975.  1975.  iv  +  135  p.  [Hearing  held  in  Minneapolis,  Minn.]  * 
Paper,  $1.55.     #Item  1049 

Y  4.Sm  1/2:T  19/10 

07318  Small  business  tax  reform,  joint  hearings,  pt.  2,  before  Select  Commit- 

tee on  Small  Business  and  Subcommittee  on  Financial  Markets  of 
Committee  on  Finance,  Senate,  94th  Congress,  1st  session,  on  study 
of  business  tax  structure  as  it  affects  small  business,  Sept.  23-Nov.l3, 
1975.  1975.  vi +705-1614  p.il.     +     •Item  1049 

Y  4.Sm  1/2:T  19/8/975/pt.2 

07319  Social,  economic,  and  physiological  problems  caused  by  industrial  noise, 

hearings  before  Subcommittee  on  Government  Regulation,  94th  Con- 
gress, 1st  session,  July  23-25,  1975.  1975.  iv  +  500  p.il.     *  Paper,  $4.25. 
•Item  1049 

Y  4.Sm  1/2:N  69 

Will  family  farm  survive  in  America?  joint  hearings  before  Select 
Committee  on  Small  Business  and  Committee  on  Interior  and  Insular 
Affairs,  Senate,  94th  Congress,  1st  session. 

07320  pt.  1.  Federal  reclamation  policy,  Westlands  Water  District,  July  17  and  22.  1975.  1975. 

iii  +  185  p.  [Pages  183-185  left  blank]     +     •Item  1049 

Y  4.Sm  1/2:F  22/2/pt.l 

Will  family  farm  survive  in  America?  joint  hearings  before  Select 
Committee  on  Small  Business,  Committee  on  Public  Works,  and  Com- 
mittee on  Agriculture  and  Forestry,  Senate,  94th  Congress,  1st  ses- 
sion. 

07321  pt.  2.  Impact  of  environmental  regulations  on  small  farms.  Oct.  21  and  22,  1975.  1975. 

iv-i-517p.il.      +     •Item  1049 

Y  4.Sm  1/2:F  22/2/pt.2 

Veterans'  Affairs  Committee,  Senate  Washington,  DC  20510 

07322  Annual   report  on  exchange  of  medical  information  fiscal  year  1975, 

submitted  by  Veterans'  Administration;  Sept.  10,  1975.  1975.  v+148 
p.  (Senate  committee  print  20,  94th  Congress,  1st  session.)  + 

Y  4.V  64/4:M  46/2/975 

07323  Annual  report  of  sharing  medical  resources  fiscal  year  1975,  submitted 

by  Veterans'  Aministration;  Sept.  10,  1975.  1975.  v+43  p.  (Senate 
committee  print  19,  94th  Congress,  1st  session.)  + 

Y  4.V  64/4:M  46/5/975 

07324  Education   tuition    assistance    study,    Nov.    1975,    report    prepared    by 

Veterans'  Administration,  pursuant  to  sec.  105  of  Public  law  93-508; 
Dec.  3,  1975.  1975.  ii+[l]+vi+225  p.il.  (Committee  print  25,  94th  Con- 
gress, 1st  session.)     *  Paper,  $2.25     •Item  1046- A 

Y  4.V  64/4:Ed  8/2 

07325  Pending  service-connected  disability  compensation  and  dependency  and 

indemnity  compensation  legislation,  hearing  before  Subcommittee  on 
Compensation  and  Pensions,  93d  Congress,  2d  session,  on  S.3067, 
S.3072,  S.2363  and  related  bills,  Mar.  13,  1974.  1974.  iv  +  353  p.il. 
+     •Item  1046-A 

Y  4.V  64/4:D  63/6 
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07326  Special  survey  report  on  level  of  quality  of  patient  care  at  Veterans' 

Administration  hospitals  and  clinics,  directed  by  President  on  Mar. 
31,  1974,  submitted  to  President  on  July  31,  1974.  by  Veterans'  Ad- 
ministration; Oct.  26,  1974.  1974.  vi+523  p.il.  (Committee  print  38, 
93d  Congress,  2d  session.)     *  Paper,  $4.45. 

Y  4.V  64/4: P  27 

COPYRIGHT  OFFICE,  Library  of  Congress  Washington,  DC  20559 

Catalog  of  copyright  entries,  3d  series,  v.27.  *  Paper,  $75.00  a  yr. 
(including  semiannual  issues  for  pts.  1-14);  $18.75  additional  for  foreign 
mailing. 

07327  pt.14.  Sound  recordings,  no.2,  July-Dec.  1973.  1975.  vii-t- [1J  +  250  p.  4°    [ISSN  0094-3592.] 

*  Paper,  $10.00  a  yr.,  add  $2.50  for  foreign  mailing,  semiannual  issue,  $5.00.    •Item 
795 

L.C.  card  6-35347  LC  3.6/5:v.27/pt.l4/no.2 

DEFENSE  CIVIL  PREPAREDNESS  AGENCY,  Defense  Dept. 
Washington,  DC  20301 

Technical  report  TR  (series). 

07328  39.  Environmental  protection,  design  for  multiprotection.  Dec.  1975.  8  p.il.  4°    [Supersedes 

edition  of  Dec.  1974.]     +     •Item  320-B-2 

D  14.9:39/2 

DEFENSE  DEPARTMENT  Washington,  DC  20301 

DCAAM  (series).  (Defense  Contract  Audit  Agency.) 

07329  7640.1.    Defense    contract    audit    manual    [1975],    Revision    78.    Sept.    1975.    [73]    p.    4° 

[Additional  cover  title  is  Revision  to  Contract  audit  manual.  Issued  with  perforations.] 

*  Paper,  $27.75  (basic  and  supplementary  material  for  indefinite  period);  add  $6.95 
for  foreign  mailing.     •Item  314-A 

D  1.46/2:7640.1/rev.78 

07330  Defense  integrated  data  system  (DIDS)  procedures  manual,  Aug.  23, 

1973,  Change  19.  Aug.  13,  1974.  [63]  p.  4°  (DoD  4100.39-M;  Defense 
Supply  Agency,  Headquarters,  Alexandria,  Va.)  [Issued  with  perfora- 
tions.]    *  Paper,  90c.    •Item  314-A 

D  7.6/4:D  26/ch.l9 

07331  Defense  integrated  data  system  (DIDS)  procedures  manual,  Aug.  23, 

1973,  Change  20.  Aug.  13,  1974.  [15]  p.  4°  (DoD  4100.39-M;  Defense 
Supply  Agency,  Headquarters,  Alexandria,  Va.)  [Issued  with  perfora- 
tions.]    #    #Item  314-A 

D  7.6/4:D  26/ch.20 

07332  Defense  integrated  data  system  (DIDS)  procedures  manual,  Aug.  23, 

1973,  Change  24.  Oct.  8,  1974.  [1006]  p.il.  4°  (DoD  4100.39-M;  Defense 
Supply  Agency,  Headquarters,  Alexandria,  Va.)  [Issued  with  perfora- 
tions.]    *  Paper,  $9.65.    #Item  314-A 

D  7.6/4:D  26/ch.24 

07333  Defense  integrated  data  system  (DIDS)  procedures  manual,  Aug.  23, 

1973,  Change  27.  Oct.  8,  1974.  [106]  p.il.  4°  (DoD  4100.39-M;  Defense 
Supply  Agency,  Headquarters,  Alexandria,  Va.)  [Issued  with  perfora- 
tions.]    *  Paper,  $1.70.    #Item  314-A 

D  7.6/4:D  26/ch.27 

Defense  Supply  Agency  handbook  DSAH  (series). 

07334  4215.1.  Industrial  plant  equipment  handbook:  FSC  6625,  Electrical  and  electronic  properties 

measuring  and  testing  instruments.  Apr.  1975.  cover  title,  iii+614  p.  4°    ([Army  Dept.] 
SB    708-6625-1;   [Navy   Dept.]   NAVSUP  Pub.   5543;   [Air   Force   Dept.]   AFM   78-2; 
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(Marine  Corps|  MC<>  P487&52C.)  [issued  with  pcrfi.r jiions  Supersede*  edJtioa  «>f 
Apr.  28.  1972  and  Change  I  ]  •  Paper.  $7.80.  (S/N  008  007  02704  2)  •Item  314- 
A 

I)  7  6/7  42U  l/< 

07335  4215.41.    Industrial   plant   equipment   handbook.    ISC    MIX.    planers   and   shapers   (includes 

shapcrs,  formerly  pari  of  FSC  3419)  Apr.  1975  cover  title,  in*  54  p  4°  (|Army 
Dept  ]  SB  708  3418  1;  (Navy  Dept]  NAVSUP  pub.  5540.  (Air  force  Dcpt  )  AIM 
78-37;  (Marine  Corps)  MC'O  P487048B  )  (Supersedes  edition  of  Feb.  I.  1972  Issued 
with  perforations  ]      '  I'apcr.  $1.20      •Item  114  A 

D  7.6/7:42H  41/3 

Defense  Supply  Agency  regulation  DSAR  (series). 

07336  4165.7.    DSA   fair   housing   assistance   program     Dec.    30.   1974.    [34]   p.   4°     (Issued    with 

perforations.  Supersedes  DSAR  4165.7,  June  16.  1969]      +      •Item  323 

D  7.6/6  416*;  7 

Federal  item  identification  guide  FUG  (series).  (Defense  Supply  Agen- 
cy, Defense  Logistics  Services  Center,  Battle  Creek,  Mich.)  [Issued 
with  perforations.] 

07337  A  005.   Glass,   figured,   corrugated,   plate,   sheet,   and   spandrel,   Sept.   30,   1966,   Repnnt. 

Aug.  1,  1975.  cover  title.  [44]  p.  4°     (Replaces  edition  of  Sept.  30.  1966  )     +    (Price 
upon  application)  DLSC-AP  SA  1631.  Federal  Center.  Battle  Creek.  MI  49016 
•Item  314-A 

D  7.6/4:G  46/rep. 

07338  A   006   A.   Electrical  posts,   splices,   and   terminals.   Feb.  14,  1975.  cover  title,   (147]   p.il. 

4°  (Supersedes  FUG  A006.]  +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal 
Center,  Battle  Creek.  MI  49016.     •Item  314  A 

D  7.6/4: El  2/975 

07339  A   008   A.   Tires   pneumatic   and   solid.   Reprint  July   26.   1974.   Change   2.    Dec.   5.   1975. 

[38]  p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center.  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4T  5l/973/rep./ch.2 

07340  A  017  A.  Fuses.  May  2,  1975.  cover  title,  [72]  p.il.  4°     [Supersedes  FUG  A  017.) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016      •Item  314-A 

D  7.6/4;F  98/3/975 

07341  A    034.    Jacks   and    plugs,    Apr.   25,   1969,    Reprint.   July    19,    1974.    cover   title,    (72)   p.il. 

4°  Replaces  edition  of  Apr.  25,  1969]  +  (Price  upon  application)  DLSC-AP  SA 
1631.  Federal  Center,  Battle  Creek,  MI  49016     ©Item  314-A 

D  7.6/4:J  13/rep 

07342  A  040.   Rivets,  rivet  caps,  and  collars,   Apr.   1,   1971,   Reprint.   Aug.   1.   1975.  cover  title, 

[124]  p.il.  4°  [Replaces  edition  of  Apr.  1,  1971.]  +  (Price  upon  application)  DLSC- 
AP  SA  1631,  Federal  Center.  Battle  Creek,  MI  49016.     ©Item  314-A 

D  7.6/4:R  52/rep 

07343  A  054.   Fastening  devices.  Dec.  12.  1969,  Change  4.  Nov.  28,  1975.  (75)  p.  4°     +   (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek.  MI  49016. 
•Item  314-A 

D  7.6/4 :F  26/2/ch.4 

07344  A   082.    Chains   and    wire    rope.   Mar.   6.    1970,   Change   5.    Nov.   7,   1975.   (23)   p.   4°     + 

(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek.  Ml  49016 
•Item  314-A 

D  7.6/4:C  34/ch.5 

07345  A   084.    Rings,   wiping   and   sealing.   Nov.    15.   1968.   Change   4.    Dec     5.   1975     [16]   p.   4" 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek.  MI 
49016.     •Item  314-A 

D  7.6/4;R  47/ch.4 

07346  A   094.    Lampholders.   Sept.   19,   1969.    Reprint.    Aug.    23.   1974.   cover   title.    [74]   p  il    4° 

[Replaces  edition  of  Sept.  19,  1969]  +  (Price  upon  application)  DLSC-AP  SA  1631. 
Federal  Center.  Battle  Creek,  MI  49016.     ©Item  314-A 

D  7.6/4:1.  19/2/rep. 

07347  A   101.    Electrical   connector  parts.   May   29.   1970.   Change   4    Dec.   19.   1975.   [201   P    4° 

+  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:EI  2/5/ch.4 

07348  A    131.    Metal    bars,    rods,    wires,    sheets,    plates,    and    shapes.   June    II.    1971.    Change    7 

Dec.  12,  1975.  [40]  p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  56/3/ch.7 

07349  A  155.  Valves  seats,  Jan.  2,  1970,  Reprint.  Sept.  6.  1974.  cover  title.  [71]  p.il.  4°     (Replaces 

edition  of  Jan.  2,  1970.]  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:V  24/5/rep. 
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07350  A  155  A.  Valve  seats.  Mar.  21,  1975.  cover  title,  [71]  p.il.  4°     [Supersedes  FUG  A  155.] 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:V  24/5/975 

07351  A   158.    Switches,   RF   transmission  line   and  waveguide,  July  12,   1974,   Change   1.   Mar. 

14  1975.  [4]  p.il.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Sw  6/3/rep./ch.2 

07352  A   176.    Boxes,   electrical   components,   Reprint  Nov.   1,   1974,  Change   3.   Nov.   21,   1975. 

[4]  p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:B  69/2/ch.3 

07353  A  209  A.  Hose,  pipe,  and  tube  fittings,  quick  disconnect  and  self-sealing.  Mar.  7,  1975. 

cover  title,  [87]  p.il.  4°  [Supersedes  FUG  A  209.]  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  79/2/975 

07354  A  233.  Flanges,  pipe.  Reprint  Jan.  23,  1970.  Apr.  1,  1975.  cover  title,  [68]  p.il.  4° 

[Replaces  edition  of  Jan.  23,  1970]  +  (Price  upon  application)  DLSC-AP  SA  1631, 
Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:F  61/rep. 

07355  A  451.   Pharmaceutical  dosage  forms  liquids-semisolids.  Mar.  14,  1975.  cover  title,  [413] 

p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:P  49/3 

07356  T  001.   Test   strips   and   color  charts.   Reprint   Aug.   15,   1975,   Change   1.   Nov.   7,   1975. 

[15]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.    •Item  314-A 

D  7.6/4:T  28/2/rep./975/ch.l 

07357  T  085.  Post,  electrical-mechanical  equipment,  Dec.  13,  1974,  Reprint.  Aug.  1,  1975.  [48] 

p.il.  4°  (INTERIM.)  [This  reprint  replaces  edition  of  Dec.  13,  1974.]  +  (Price  upon 
application)  DLSC-AP  SA  1631  ,  Federal  Center,  Battle  Creek,  MI  49016.  •Item 
314-A 

D  7.6/4:P  84/rep./975 

07358  T  090.   Pest  control  agents  and  disinfectants,   Dec.  27,  1974,  Change  2.   Dec.  5,  1975. 

[25]  p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:P  43/rep./ch.2 

07359  T  097.    Miscellaneous   waxes,   oils,   and   fats,   Apr.   25,  1975,  Change   3.   Dec.   12,  1975. 

[25]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:W  36/2/rep./ch.3 

07360  T  106.  Tableware,  Aug.  28,  1970,  Reprint.  May  2,  1975.  cover  title,  [57]  p.  4°    (INTERIM.) 

[Replaces  edition  of  Aug.  28,  1970.]  +  (Price  upon  application)  DLSC-AP  SA  1631, 
Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:T  11/rep. 

07361  T  114.  Plumbing,  heating,  and  sanitation  equipment.  Mar.  5,  1971,  Reprint.  May  30,  1975. 

[105]  p.il.  4°  (INTERIM.)  [Replaces  edition  of  Mar.  5,  1971.]  +  (Price  upon  applica- 
tion) DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:P  73/rep. 

07362  T   121.   Miscellaneous   controls,   Aug.   28,   1970,   Reprint.  June  21,   1974.  cover  tide,   [61] 

p.il.  4°  (INTERIM.)  [Replaces  edition  of  Aug.  28,  1970]  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4.M  68/rep. 

07363  T    121.    Miscellaneous    controls,    June    21,    1974,    Reprint.    Oct.    24,    1975.    [67]    p.il.    4° 

(INTERIM.)  [Replaces  edition  of  June  21,  1974.]  +  (Price  upon  application)  DLSC- 
AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  68/rep./975 

07364  T  133.  Medical  and  surgical  instruments,  equipment,  and  supplies,  June  25,  1971,  Reprint. 

May  2,  1975.  cover  title,  [456]  p.il.  4°  (INTERIM.)  [Replaces  edition  of  June  25, 
1971.]  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:M  46/5/rep. 

07365  T   148.   Grenades,   Aug.    28,   1970,   Change   4.   May   2,   1975.   [4]   p.   4°    (INTERIM.)     + 

(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:G  86/ch.4 

07366  T   156.    Aprons,   dresses,    and   skirts,    Reprint   Sept.   12,   1975,   Change   1.   Dec.   12,   1975. 

[39]  p.il.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Ap  6/rep./ch.l 

07367  T  165.  Demolition  materials,  Aug.  14,  1970,  Change  5.  Jan.  16,  1976.  [36]  p.  4°    (INTERIM.) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016.    •Item  314-A 

D  7.6/4:D  39/ch.5 
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07368  T  167.   Wrapping  and  packaging  machinery.  July  24,  1970,  Change  4.  Jan    16.  1976.  |I5| 

p.  4°  (INTERIM  )  +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center. 
Battle  Creek.  MI  49016      •Item  314-A 

D  7  6/4W  92/ch  4 

07369  T   173.    Electrical   control   equipment,    Apr.   24.   1970.   Change    3.   Jan    9.   1976.    |6]   p.   4° 

(INTERIM.)  +  (Price  upon  application)  DI.SC-AP  SA  1631,  Federal  Center.  Battle 
Creek,  MI  49016      •Item  314-A 

D7.6/4:F1  2/4/ch.3 

07370  T    201.    Intercommunication   and    public    address    systems,    Dec.    12,    1969,    Reprint    June 

28,  1974.  cover  title.  130)  p.  4°  (INTERIM. )  (Replaces  edition  of  Dec  12.  1969] 
+  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center,  Battle  Creek.  Ml 
49016.     •Item  314-A 

D  7.6/4: In  8/rcp 

07371  T  206.  Geophysical,  astronomical,  and  meteorological  instruments.  Reprint  May  10,  1974, 

Change  1.  Feb.  21,  1975.  (15)  p.  4°  (INTERIM.)  +  (Price  upon  application)  DI.SC- 
AP  SA  1631.  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4G  29/rcp./ch.l 

07372  T  207.   Sound   recording  and   reproducing  equipment,   Reprint   May   31,   1974,  Change  2. 

Nov.  28,  1975.  (33)  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016       ©Item  314  A 

D  7.6/4:So  8/rep./ch.2 

07373  T   220.   Woodworking  machinery   and  equipment,   Nov.   27,   1970.   Reprint.   Oct.  4.  1974. 

cover  title,  [76]  p.il.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:W  87/rep. 

07374  T  228.  Test  sets.  Reprint  June  6,  1974,  Change   3.  Jan.  9,  1976.  [6]  p.  4°     (INTERIM  ) 

+  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:T  28/3/rep./ch,3 

07375  T  232.   Miscellaneous  construction   materials,  Oct.  4,  1974,   Reprint.   Aug.  1,   1975.  cover 

title,  [64]  p.il.  4°  (INTERIM.)  [Replaces  edition  of  Oct.  4,  1974]  +  (Price  upon 
application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.  •Item 
314-A 

D  7.6/4:C  76/7/975/rep. 

07376  T   235.    Air   conditioning   equipment,    Feb.    26,    1971,    Reprint.    Aug.   1.   1975.   cover   title. 

[117]  p.  4°  (INTERIM.)  [Replaces  edition  of  Feb.  26.  1971]  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Ai  7/rep. 

07377  T  266.   Furniture,  miscellaneous.  May  10,   1974,   Reprint.   Dec.  19,  1975.  cover  title.  [118] 

p.  4°  (INTERIM.)  [Replaces  edition  of  May  10,  1974]  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016      •Item  314-A 

D  7.6/4:F  98/6/rep./975 

07378  T  268.  Towbars  and  towing  equipment,  Reprint  Nov.  8.  1974,  Change  1.  May  16,  1975. 

[5]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:T  65/rep/ch.l 

07379  T  274.   Ship  and  marine  equipment  and  hardware,  Apr.  18.  1975.  Reprint  Dec.  19.  1975. 

cover  title.  [232]  p.il.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:Sh  6/rcp. 

07380  T  285.  Water  heaters.  REPRINT  Apr.  11,  1975.  Change  1.  May  16.  1975.  [5]  p.  4° 

(INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center.  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:W  29/rep/ch.l 

07381  T  302.  Office  devices  and  accessories,  Sept.  6,  1974,  Reprint.  Aug.  I.  1975.  cover  title, 

[85]  p.  4°  (INTERIM.)  [Replaces  edition  of  Sept.  6.  1974]  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Of  2/2/rep./975 

07382  T  302.  Office  devices  and  accessories.  Mar.  5,  1971.  Reprint.  Sept.  6,  1974.  cover  title. 

(77]  p.  4°  (INTERIM.)  [Replaces  edition  of  Mar.  5.  1971]  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek.  MI  49016.     •Item  314-A 

D  7. 6/4:  Of  2/2/rep. 

07383  T  328.   Brooms,   mops,   sponges,  and  squeegees.  Dec.  20.  1972.   Reprint    Sept    12.  1975. 

cover  title,  [90]  p.  4°     (INTERIM.)  [Replaces  edition  of  Dec.  20,  1972]     ♦    (Price 
upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek.  MI  49016 
•Item  314-A 

D  7.6/4:B  79/rep. 

07384  T   330.    Special   indsutry    machinery,   Oct.    11,   1974.    Reprint.    May   30.   1975.    cover   title. 

[56]  p.il.  4°  (INTERIM.)  [Replaces  edition  of  Oct.  11.  1974]  +  (Price  upon  applica- 
tion) DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:In  2/3/rep. 
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07385  T  342.  Millwork,  June  11,  1971.  Apr.  11,  1975.  cover  title,  [74]  p.il.  4°    (INTERIM.)  [This 

reprint  replaces  edition  of  June  11,  1971.]  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  62/rep. 

07386  T  354.  Paints,  dopes,  varnishes,  and  related  products,  Apr.  30,  1971,  Reprint.  May  16, 

1975.  cover  title,  [93]  p.  4°  (INTERIM.)  [Replaces  edition  of  Apr.  30,  1971.]  + 
(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:P  16/rep. 

07387  T  354.   Paints,  dopes,   varnishes,  and  related  products.  May  16,  1975,   Change  2.   Dec. 

19,  1975.  [19]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631, 
Federal  Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:P  16/rep./ch.2 

07388  T  356.  Training  aids,  Reprint,  May  24,  1974,  Change  2.  May  2,  1975.  [4]  p.  4°     (INTERIM.) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:T  68/3/rep./ch.2 

07389  T  357.   Warheads,  rockets,  launchers,  and  components,  Apr.  9,  1971,  Reprint.  May  30, 

1975.  cover  title  ,  [74]  p.  4°  (INTERIM.)  [Replaces  edition  of  Apr.  9,  1971.]  + 
(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:W  23/rep. 

07390  T   370.    Indicating   levels,   Feb.   26,   1971,    Reprint.   May   16,   1975.   cover  title,   [41]   p.  4° 

(INTERIM.)  [Replaced  edition  of  Feb.  26,  1971.]  +  (Price  upon  application)  DLSC- 
AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:L  58/rep. 

07391  T   372.    Hardware:    Bands,   straps,   strapping,   and   components,   Apr.   16,   1971,   Reprint. 

Aug.  15,  1975.  cover  title,  [183]  p.il.  4°  (INTERIM.)  [Reprint  replaces  edition  of 
Apr.  16,  1971.]  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  22/4/rep. 

07392  T  379.  Mineral  construction  materials,  bulk,  May  7,  1971,  Reprint.  May  16,  1975.  cover 

title,  [69]  p.  4°  (INTERIM.)  [Replaces  edition  of  May  7,  1971.]  +  (Price  upon 
application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.  •Item 
314-A 

D  7.6/4:M  66/2/rep. 

07393  T  385.  Fittings:   Hose,  pipe  and  tube,  June  18,  1971,  Reprint.  May  2,  1975.  cover  title, 

[201]  p.il.  4°  (INTERIM.)  [Replaces  edition  of  June  18,  1971.]  +  (Price  upon  applica- 
tion) DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4.H  79/7/rep. 

07394  T  388.  Electrical  insulators  and  insulation  materials,  Nov.  20,  1970,  Change  5.  Jan.  9, 

1976.  [4]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:In  7/4/ch.5 

07395  Joint  travel  regulations,   members  of  uniformed  services:   v.l,  Army, 

Navy,  Marine  Corps,  Air  Force,  Coast  Guard  ,  National  Oceanic 
and  Atmospheric  Administration.  [1974.]  [493]  p.il.  4°  [Reprint  includ- 
ing Change  258,  July  1974.  Issued  with  perforations.]  *  Paper,  $27.05 
(basic  and  supplementary  material  for  indefinite  period);  add  $6.75 
for  foreign  mailing.     ©Item  306-B-l 

D  1.6/4:974-2 

07396  [MAP AD],  military  assistance  program  address  directory,  Supp.2,  Sept. 

1,  1974,  Change  4.  Jan.  1,  1975.  [40]  p.  4°  (DoD  4140.17-M;  Defense 
Supply  Agency.)  Issued  with  perforations.]     #    #Item  314-A 

D  7.6/4 :M  59/supp.2/rev.-8/ch.4 

Military  standardization  handbook  MIL-HDBK  (series). 

07397  5  B.  Metallic  materials  and  elements  for  aerospace  vehicle  structures.  Change  2  [with 

list  of  references].  Aug.  31,  1973.  [325]  p.il.  4°  [Issued  with  perforations.]  'Paper, 
$4.10  (S/N  0807-02657).      •Item  314-A 

D  7.6/2:5  B/ch.2 

07398  [MILSBILLS],  military  standard  billing  system,  July  12,  1973,  Change 

2.  June  4,  1974.  [4]  p.  4°  (DoD  4000.25-7-M;  Defense  Supply  Agency.) 
[Issued  with  perforations.]  + 

D  7.6/4:M  59/7/ch.2 
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07399  [MILSBILLS],  military  standard  billing  system,  July  12,  1973,  Change 
3.  July  15,  1974.  [36]  p.  4°    (DoD 
cy.)  [Issued  with  perforations.)  + 


3.  July  15,  1974.  [36]  p.  4°    (DoD  4000.25-7-M;  Defense  Supply  Agen- 
[lssued  with  perfoi 


D  7.6/4:M  59/7/ch.3 

07400  [MILSBILLS],  military  standard  billing  system,  July  12,  1973,  Change 
4,  corrected  copy.  Nov.  6,  1974.  | 
cy.)  [Issued  with  perforations.]  + 


4,  corrected  copy.  Nov.  6,  1974.  [2]  p.  4°    -M;  Defense  Supply  Agen- 
ith 


D  7.6/4:M  59/7/ch.4/corr. 

07401  [MILSBILLS],  military  standard  billing  system,  July  12,  1973,  Change 

5.  Nov.  15,  1974.  [6]  p.  4°  (DoD  4000.25-7-M;  Defense  Supply  Agen- 
cy.) [Issued  with  perforations.]  + 

D  7.6/4:M  59/7/ch.5 

07402  [MILSBILLS],  military  standard  billing  system,  Supp.l,  Nov.  30,  1973, 

Change  1.  May  23,  1974.  [20]  p.  4°  (DoD  4000.25-7-M;  Defense  Supply 
Agency.)  [Issued  with  perforations.]  + 

D  7.6/4:M  59/7/supp.l/ch.l 

07403  [MILSBILLS],  military  standard  billing  system,  Supp.l,  Nov.  30,  1973, 

Change  4.  Jan.  13,  1975.  [18]  p.  4°  (DoD  4000.25-7-M;  Defense  Supply 
Agency.)  [Issued  with  perforations.]     +     #Item  314-A 

D  7.6/4:M  59/7/supp.l/ch.4 

07404  Standardization  of  work   measurement  basic   vol.:   General   guidance, 

Sept.  6,  1973,  Change  1.  Oct.  31,  1975.  [245]  p.  4°  (DoD  5010.15.1- 
M.  [Office  of  Assistant  Secretary  of  Defense,  Installations  and  Lo- 
gistics.]) [Issued  with  perforations.]     +     •Item  314-A 

D  7.6/4:W  89/973/ch.l 

DEFENSE  MAPPING  AGENCY,  Defense  Dept.  Washington,  DC  20305 
Publication.  (Hydrographic  Center.) 

07405  71.   Sailing  directions   for   Soenda   Strait   and   western   and   northeast  coasts   of   Borneo 

and  off-lying  islands.  Revised  edition  1975.  (1975.)  [446]  p.il.  4°     (Issued  with  perfora- 
tions.]    +  (Price  upon  application).     ©Item  378  (Rev.  1957) 

D  5.317:71 

07406  91.  Sailing  directions  for  Philippine  Islands:  v. 2,  Central  islands,  including  eastern  Negros, 

southern    Samar,    and    northern    Mindanao.    Revised   edition   1975.    [1975]    [380]   p.il. 
4°     [Issued  with  perforations]  +  (Price  upon  application).     •Item  378  (Rev.  1957) 

D  5.317:91 

07407  221(107).  Loran-A  table,  rate  1H1,  North  Atlantic.  1975.  cover  title,  xv  +  2-43  p.il.  4° 

[Issued  with  perforations]     +     •Item  378  (Rev.  1957) 

D  5.317:221(107) 

07408  221(118).  Loran  table,  rate  1H3,  North  Atlantic.  Reprinted  1976.  [1976]  cover  title,  xv  +  2- 

61  p.il.  4°     [Issued  with  perforations.]     +     •Item  378  (Rev.  1957) 

D  5.317:221(118) 

07409  221(132).    Loran-A    table,    rate   1H7,   Gulf   of   Maine.   Reprinted   1976.   [1976]   cover   title. 

xv +  2-43  p.il.  4°     [Issued  with  perforations]     +     •Item  378  (Rev   1957) 

D  5.317:221(132) 

07410  221(210).  Loran-A  table,  central  Pacific,  rate  1H2.  1975.  cover  title,  xv  +  2-90  p.il.  4° 

[Issued  with  perforations]     +     •Item  378  (Rev.  1957) 

D  5.317:221(210) 

07411  221(214).   Rate  1H5   Loran   table,   West  Coast,   U.S.A.   Reprinted  1976.   [1975]  cover  title. 

xvii  +  2-77  p.il.  4°     [Issued  with  perforations]     +     ©Item  378  (Rev.  1957) 

D  5.317:221(214) 

07412  221(230).  Loran-A  table,  rate  1L6,  north  Pacific.  Reprinted  1976.  [1976]  cover  tide,  xi  +  60 

p.il.  4°     [Issued  with  perforations]     +      •Item  378  (Rev.  1957) 

D  5.317:221(230) 

07413  224(100)B-D.  Omega  table,  area  00,  north  polar  pair  B-D,  (Liberia-N.Dak.,  U.S.A.).  1976 

[published  1975].  cover  title,  xv  +  2-65  p.il.  4°     [Issued  with  perforations]      +     •Item 
378  (Rev.  1957) 

D  5.3I7:224000)B-D 
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07414  224(103-C)B.  Omega  propagation  correction  tables  for  10.2  kHz,  area  03,  eastern  U.S.S.R., 

station  B  (Trinidad).  Reprinted  1975.  [1975.]  x+49  p.il.  4°     [Issued  with  perforations.] 
+     #11601  378  (Rev.  1957) 

D  5.317 :224(103-C)B 

07415  224(104)A-H.  Omega  table,  area  04,  Alaska,  pair  A-H,  (Norway -Japan).  1976  [published 

1975].  cover  title,  xv  +  2-47  p.il.  4°     [Issued  with  perforations.)     +     •Item  378  (Rev. 
1957) 

D  5.317:224(104)A-H 

07416  224(104-C)H.  Omega  propagation  correction  tables  for  10.2  kHz,  area  04,  Alaska,  station 

H  (Japan).  Reprinted  1976.  [1976.]  ix  +  49  p.il.  4°     [Issued  with  perforations.]     + 
•Item  378  (Rev.  1957) 

D  5.317:224(104-C)H 

07417  224(105)B-C.  Omega  table,  area  05,  Canada,  pair  B-C  (Trinidad-Hawaii,  U.S.A.).  Reprinted 

1976.  [1976.]  cover  title,  xv  +  2-55  p.il.  4°     [Issued  with  perforations.]     +     •Item  378 
(Rev.  1957) 

D  5. 317: 224(105) B-C 

07418  224(105-C)C.  Omega  propagation  correction  tables  for  10.2  kHz,  area  05,  Canada,  station 

C    (Hawaii).    Reprinted   1976.    [1975.]    ix+49   p.il.   4°     [Issued   with   perforations.]     + 
•Item  378  (Rev.  1957) 

D  5.317:224(105-C)C 

07419  224(108)A-C.    Omega    table,    area    08,    Asia,    pair    A-C    (Norway-Hawaii,    U.S.A.).    1976 

[published  1975].  cover  title,  xv  +  2-67  p.il.  4°     [Issued  with  perforations.]     +     •Item 
378  (Rev.  1957) 

D  5.317:224(108)  AC 

07420  224(108)B-E.  Omega  table,  area  08,  Asia,  pair  B-E  (Liberia-Reunion).  1976.  cover  title, 

xv +  2-73  p.il.  4°     [Issued  with  perforations.)     +     ©Item  378  (Rev.  1957) 

D  5.317:224(108)B-E 

07421  224(108)B-H.  Omega  table,  area  08,  Asia,  pair  B-H,  (Liberia-Japan).  1976  [published  1975] 

cover  title,  xv +  2-87  p.il.  4°     [Issued  with  perforations.)     +     •Item  378  (Rev.  1957) 

D  5.317 :224(108)B-H 

07422  224(108-C)A.  Omega  propagation  correction  tables  for  10.2  kHz,  area  08,  Asia,  station 

A  (Norway).   Reprinted  1976.   [1976.]   ix+97  p.il.  4°     [Issued  with  perforations.]     + 
•Item  378  (Rev.  1957) 

D  5.317:224(108-C)A 

07423  224(108-C)H.  Omega  propagation  correction  tables  for  10.2  kHz,  area  08,  Asia,  station 

H  (Japan).  Reprinted  1976.  [1976.]  ix  +  97  p.il.  4°     [Issued  with  perforations.)     + 
•Item  378  (Rev.  1957) 

D  5.317:224(108-C)H 

07424  224(U0)A-C.  Omega  table,  area  10,  central  Pacific,  pair  A-C,  (Norway-Hawaii,  U.S.A.). 

1976.  cover  title,  xv  +  2-91  p.il.  4°     [Issued  with  perforations.]     +     •Item  378  (Rev. 
1957) 

D  5.317:224(110)A-C 

07425  224(112)B-D.  Omega  table,   area  12,   North   Atlantic,   pair  B-D  (Trinidad-North  Dakota, 

U.S.A.).  Reprinted  1976.  [1976.]  cover  title,  xv+2-71  p.il.  4°     [Issued  with  perforations.] 
+     •Item  378  (Rev.  1957) 

D  5.317:224(112)B-D 

07426  224(118)D-F.   Omega   table,   area  18,   South   Atlantic,   pair  D-F  (North   Dakota,   U.S.A.- 

Argentina).  Reprinted  1976.  [1976.]  cover  title,  xv+2-108  p.il.  4°     [Issued  with  perfora- 
tions.)    +     •Item  378  (Rev.  1957) 

D  5.317 :224(118)D-F 

07427  224(209)-C)C.   Omega   propagation   correction   tables   for   3.4   kHz,    area   09,    northwest 

Pacific,  station  C,  (Hawaii).  1976.  ix+97  p.il.  4°     (Issued  with  perforations.]     + 
•Item  378  (Rev.  1957) 

D  5.317:224(209-C)C 

07428  224(211-C)A.  Omega  propagation  correction  tables  for  3.4  kHz,  area  11,  North  America, 

station  A  (Norway).  Reprinted  1976.  [1976.]  ix+97  p.il.  4°    (Issued  with  perforations.] 
+     •Item  378  (Rev.  1957) 

D  5.317:224(2U-C)A 

07429  224(2U-C)F.  Omega  propagation  correction  tables  for  3.4  kHz,  area  11,  North  America, 

station  F  (Argentina).  1976.   ix+97  p.il.  4°     [Issued  with  perforations.]     +     •Item 
378  (Rev.  1957) 

D  5.317:224(211-C)F 

07430  224(212-C)B.  Omega  propagation  correction  tables  for  3.4  kHz,  area  12,  North  Atlantic, 

station  B  (Trinidad).  Reprinted  1976.  [1976.]  x+97  p.il.  4°     [Issued  with  perforations.) 
+     •Item  378  (Rev.  1957) 

D  5.317:224(212-C)B 

07431  224(212-C)F.  Omega  propagation  correction  tables  for  3.4  kHz,  area  12,  North  Atlantic, 

station  F  (Argentina).  1976.  ix+97  p.il.  4°     [Issued  with  perforations.)     +     •Item 
378  (Rev.  1957) 

D  5.317 :224(212-C)F 

07432  224(213-C)B.  Omega  propagation  correction  tables  for  3.4  kHz,  area  13,  southern  Africa, 

station  B  (Liberia).  1976.  ix+97  p.il.  4°     [Issued  with  perforations.)     +     •Item  378 
(Rev.  1957) 

D  5.317 :224(213-C)B 
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07433  224(2I3-C)F.  Omega  propagation  correction  tables  for  3.4  kHz,  area  13,  southern  Africa, 

station  F  (Argentina).  1976  (published  1975].  ix  +  97  p.il.  4"  |  Issued  with  perforations] 
+      •Item  378  (Rev.  1957) 

D  5.317:224(213-C)F 

07434  224(213-C)H.  Omega  propagation  correction  tables  for  3.4  kH/..  area  13,  southern  Africa, 

station  H.  (Japan).  1976  Ipublished  1975].  ix  +  97  p.il.  4°  (Issued  with  perforations] 
+      •Item  378  (Rev.  1957) 

D  5.3I7:224(213-C)H 

07435  224(2I8-C)B.  Omega  propagation  correction  tables  for  3  4  kHz,  area  18.  South  Atlantic 

station  B  (Liberia).  1976.  cover  title,  ix  +  97  p.il.  4°     (Issued  with  perforations.) 
+      •Item  378  (Rev.  1957) 

D  5.3I7:224<218-C)B 

DOMESTIC  AND  INTERNATIONAL  BUSINESS  ADMINISTRATION, 
Commerce  Dept.  Washington,  DC  20230 

07436  New  products,   USA,   free   service   to  promote   your  company's   new 

products  overseas.  [June  1974.]  [2]  p.il.  4°  folded  into  oblong  32° 
size.     +     •Item  231-B-l 

C  57.2:P  94/2 

Overseas  business  reports  OBR  (series).  [Issued  irregularly.]     *  Paper, 
$36.50  a  yr.,  add  $9.15  for  foreign  mailing;  single  copy,  50c. 

07437  75-09.  Market  profiles  for  Africa.  Feb.  1975.  45  p.  (Prepared  in  Africa  Division,  Office 

of  International  Marketing,  Bureau  of  International  Commerce.  Issued  with  perfora- 
tions]     •Item  231-B 

C  57.11:75-09 

07438  75-11.  Marketing  in  Taiwan  (with  list  of  publications);  prepared  by  Margaret  A.  Kelleher 

Mar.  1975.  32  p.  4°  (Far  East  Division,  Office  of  International  Marketing,  Bureau 
of  International  Commerce.)  (Based  in  part  on  information  provided  by  U.S.  Embassy 
in  Taipei.  Issued  with  perforations]      •Item  231-B 

C  57.11:75-11 

07439  75-51.  Marketing  in  Botswana;  prepared  by  Sally  K.  Miller  .  Nov.  1975.  17  p.  4°    (Office 

of    International    Marketing,    Bureau    of    International    Commerce.)    (Prepared    with 
assistance  of  American  Embassy   ,  Gaborone,  Botswana.  Issued  with  perforations] 
•Item  231-B 

C  57.11:75-51 

07440  75-53.  Trading  with  German  Democratic   Republic  (East  Germany)  [with  bibliography]; 

prepared  by  Michael  Hutchinson  .  Dec.  1975.  30  p.il.  4°  (Eastern  European  Affairs 
Division,  Bureau  of  East-West  Trade.)  (Issued  with  perforations]      •Item  231-B 

C  57.11:75-53 

07441  75-54.   Marketing   in   India;   prepared   by   Monroe   E.    Aderhold   .   Dec.   1975.   15   p.   map. 

4°  (Office  of  International  Marketing,  Bureau  of  International  Commerce.)  [Based 
in  part  on  information  provided  by  U.S.  Embassy  and  Consulate  General  in  India. 
Issued  with  perforations.]      •Item  231-B 

C  57.11:75-54 

07442  U.S.   industrial  outloook,   1976,   with  projections  to  1985   [with  list  of 

references].  Jan.  1976.  xxx+465  p.il.  4°  ([Bureau  of  Domestic  Com- 
merce.])    *  Paper,  $5.45  (S/N  003-008-00162-9).     •Item  215-L 

C  57.18:976 

DOMESTIC  COMMERCE  BUREAU,  Commerce  Dept.  Washington, 
DC  20230 

07443  Cost  of  crimes  against  business.  [Nov.  1974],  revised  Jan.  1976.  [1976.] 

vi+52  p.  4°  [Prepared  by  Consumer  Goods  and  Services  Division, 
Office  of  Business  Research  and  Analysis.]  *  Paper,  $1.60.  •Item 
215 

C  57.502:C  86/2/976 

07444  Electrical  measuring  and  test  instruments  industry,  review  and  analysis; 

[Prepared  by  Caleb  Hathaway  with  Claude  Bandy  ].  [1974.]  v+29 
p.il.  4°  (Office  of  Business  Research  and  Analysis.)  *  Paper,  70c. 
•Item  215 

C  57.502:M  46 
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07445  Steel  demand,  capital  costs,  and  imports,  impact  on  steel  industry's 

capital  needs  through  1980.  Oct.  1975.  [l]+73  p.il.  4°  [Prepared  by 
Industrial  Economic  Research  Institute,  Fordham  University.]  + 

C  57.502:St  3 

EAST-WEST  TRADE  BUREAU,  Commerce  Dept.  Washington,  DC 
20230 

07446  Introduction  to  Bureau  of  East-West  Trade.  [1975.]  cover  title,  [12]  p.il. 

narrow  8°     +     •Item  212-A-l 

C  57.402:Ea  1/2 

07447  U.S.  trade  status  with  Socialist  countries.  Dec.  9,  1975.  14  p.  4°    (Trade 

Analysis  Division.)  + 

C  57.402: So  1/975-2 

ECONOMIC  RESEARCH  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

ERS  (series). 

07448  577.  Employment  in  agricultural  and  agribusiness  occupations,  region  7  [Iowa,  Kansas, 

Missouri,  and  Nebraska].  [Dec.  1974.]  cover  title,  ii  +  102  p.  4°  [Prepared  in  coopera- 
tion with  Bureau  of  Census,  Office  of  Education,  Manpower  Administration,  and 
Bureau  of  Labor  Statistics.  Abstract  on  p.  2  of  cover.]  +      •Item  42-1 

A  93.21:577 

07449  589.  Cotton  gin  operating  costs  in  Midsouth,  1971/72  and  1972/73;  [by  Joseph  L.  Ghetti 

and  Zolon  M.  Looney  ].  [Dec.  1974.]  [l]  +  i+9  p.  4°     +     •Item  42-1 

A  93.21:589 

07450  U.S.  foreign  agricultural  trade  statistical  report,  fiscal  year  1975.  [Dec. 

1975.]  cover  title,  xxvi+338  p.  4°  ([Statistical  Program  Area,  Foreign 
Demand  and  Competition  Division.])  [Supplement  to  Monthly  foreign 
agricultural  trade  of  United  States.]     +     •Item  42-E 

A  93.17/3:975 

EDUCATION  OFFICE,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20202 

07451  Statistics  of  public  elementary  and  secondary  day  schools,  fall  1973; 

by  Betty  J.  Foster  .  [1974.]  viii+38  p.  4°  (74-155;  National  Center 
for  Educational  Statistics.)  [On  cover:  Elementary  and  secondary  edu- 
cation. Highlights  on  p.  2  of  cover.]     *  Paper,  85c.  (S/N  1780-01319). 


•Item  460-A-20 


Study  of  child  variance. 


HE  5.93:973 


07452  v.5.    Conference    proceedings;    [by]    William    C.    Rhodes    .    1975.    vii  +  274  +  [l]    p.    4° 

(Conceptual  project  in  emotional  disturbance;  Institute  for  study  of  mental  retardation 
and  related  disabilities,  University  of  Michigan,  Ann  Arbor.)  [Copyright  1975,  Univer- 
sity of  Michigan.  Project  performed  pursuant  to  GOO-0-71-03680  grant  from  Educa- 
tion Office.]  +  Paper,  $1.25,  Publications  Distribution  Service,  615  East  University, 
Ann  Arbor,  MI  48106.     •Item  461  (Rev.  1965) 

HE  5.2:C  43/6/v.5 

EMERGENCY  LOAN  GUARANTEE  BOARD  Washington,  DC  20220 

07453  Fourth  annual  report  of  Emergency  Loan  Guarantee  Board  to  Congress 

covering  Aug.  1,  1974-July  31,  1975.  [1975.]  viii+41  p.il.     *  Paper,  80c. 
•Item  1089 

Y  3.Em  3/2:1/975 
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EMPLOYMENT  AND  TRAINING  ADMINISTRATION,  Labor  Depl. 
Washington,  DC  20210 

07454  If  imports  cost  you  your  job...  apply  for  worker  adjustment  assistance. 

[1975.]  8  p.il.  narrow  8°     +     •Item  745 

L  1.2:W  89/13 

EMPLOYMENT  STANDARDS  ADMINISTRATION,  Labor  Dept. 
Washington,  DC  20210 

07455  Black  lung  benefits  act  of  1972,  first  annual  report  on  administration 

of  act  during  calendar  year  1974  and  transitional  period  in  second 
half  of  1973,  submitted  to  Congress  May  1975.  [1975.]  cover  title, 
[2]  +  ii  + 15  +  A-19  p.  4°     +     #Item  746-C-4 

L  36.13:973-74 

ENERGY  RESEARCH  AND  DEVELOPMENT  ADMINISTRATION 
Washington,  DC  20545 

07456  Energy  Research  and  Development  Administration  careers.  [1975.]  cover 

title,   24  p.il.  4°     [Some  illustrations  are  colored.]     +     #Item  474- 

ER  1.2:C  18 
ERDA  research  and  development  report. 

07457  ANS-SD-15.  Proceedings  of  special  session  on  plant  and  equipment  design  features  for 

radiation  protection.  New  Orleans,  La.,  June  8-13,  1975  [with  list  of  references]. 
Nov.  1975.  cover  title,  [3]  +  74  p.il.  4°  [American  Nuclear  Society,  Oak  Ridge,  Tenn.] 
5  Paper.  $5.45. 

ER  1.1IANS-SD-15 

07458  BERC/IC-75/2.  Selected  list  of  Bureau  of  Mines  publications  on  petroleum  and  natural 

gas,    1971-75;   by    V.    Vern    Hutchison    .    Sept.    1975.    cover   title,    [l]  +  vi  +  97    p.   4° 
(Bartlesville  Energy  Research  Center,  Bartlesville,  Okla.)  [Supplement  no.  2  to  Bu- 
reau   of   Mines    Information   circular   8240;    1st    supplement   to   Information   circular 
8534.  P.  3  of  cover  is  p.  97  of  text]     §  Paper,  $5.45. 

ER  I.U:BERC/lC-75/2 

07459  BERC/PPS-75/3.   Diesel   fuel  oils,  1975;  by  Ella  Mae   Shelton   .   Nov.  1975.  cover  title, 

[3]+ 35  p.il.  4°  (Bartlesville  Energy  Research  Center,  Bartlesville,  Okla.)  5  Paper, 
$4.00. 

ER  l.ll:BERC/PPS-75/3 

07460  BERC/RI-75/6.    Evaluation   of   electrochemical   N02   analyzer   [with   list   of   references]; 

by  R.  M.  Ray  ,  F.  E.  Armstrong  .  Oct.  1975.  cover  title,  ii -t- 24  p.il.  4°  (Bartlesville 
Energy  Research  Center,  Bartlesville,  Okla.)     §  Paper,  $4.00. 

ER  l.ll:BERC/RI-75/6 

07461  BERC/RI-75/12.  Analyzing  syncrude  from  western  Kentucky  coal  [with  list  of  references]; 

by  G.  P.  Sturm  ,  jr.,  P.  W.  Woodward  ,  J.  W.  Vogh,  S.  A.  Holmes,  and  J  E 
Dooley.  Nov.  1975.  cover  title,  [l]+ii  +  27  p.il.  4"  (Bartlesville  Energy  Research 
Center.  Bartlesville.  Okla.)     §  Paper,  $4.00. 

ER  I.HBERC/RI-75/12 

07462  BERC/TPR-75/1.    EL    Dorado    Micellar-Polymer    Demonstration    Project    [with    lists    of 

references).  Oct.  1975.  cover  title,  [443]  p.il.  4°  (Bartlesville  Energy  Research  Center. 
Bartlesville,  Okla.)  [Prepared  by  Cities  Service  Oil  Co.]     §  Paper.  $10.60 

ER  1.11BERC/TPR-75/1 

07463  CONF-750411-40.   System   for  incident  detection  and  core   surveillance   for  fast  reactor; 

by  D.  de  Lapparent  ,  J.  Gourdon  ,  A.  Gouriou,  A.  Jeannot.  M.  Jallade.  G.  Le 
Guillou,  J.  P.  Pages,  A.  Paziaud,  J.  C.  Quinton,  Y.  Tigeot.  1975.  cover  title,  26 
p.il.  4°     [Commissariat  I'Energie  Atomique  (CEA),  Paris,  France]     $  Paper.  $4.00. 

ER  1. 11  CONF-750411-40 

07464  CONF-7 50411-41.   Fuel  management  codes  for  fast  reactors  [with  list  of  references];  by 

B.  Sicard  ,  P.  Coulon  ,  J.  C.  Mougniot,  A.  Gouriou,  M.  Pontier.  J.  Skok,  M. 
Carnoy,  J.  Martin.  1975.  cover  title.  30  p.il.  4°  [Commissariat  a  I'Energie  Atomique 
(CEA).  Paris,  France.]     §  Paper,  $4.00. 

ER  I  UCONF-7504U-41 

07465  CONF-750735.  Uranium  enrichment  conference  on  modified  contract  option.  Oak  Ridge. 

Tenn..  July  22.  1975.  [1975.]  cover  title.  [l]  +  ii  +  43  p.il.  4°     §  Paper.  $4.00. 

ER  1.1I:CONF-750735 
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07466  CONF-750867.   Systems  engineering  for  power,  status  and  prospects,  Henniker,  N.H., 

Aug.  17-22,  1975  [with  bibliographies].  (1975.)  cover  title,  vi  +  481  p.il.  4°  §  Paper, 
$10.60.     •Item  1051-C 

ER  1.11:CONF-750867 

07467  CONF-750947.   Experimental   methods   for  charged-particle   irradiations,   proceedings  of 

symposium  held  at  Gatlinburg,  Tenn.,  Sept.  30,  1975  [with  lists  of  references].  [1975] 
cover  title,  ii  +  97  p.il.  4°  [Sponsored  by  American  Society  for  Testing  Materials, 
and  Division  of  Controlled  Thermonuclear  Research.]     §  Paper,  $5.45. 

ER  l.U:CONF-750947 

07468  COO-2245-21  TR.   Development  of  input   data  to  energy   code   for  analysis   of   reactor 

fuel  bundles  [with  list  of  references];  by  F.  O.  Carre  ,  N.  E.  Todreas  .  May 
1975.  cover  title,  180  p.il.  4°  [Department  of  Nuclear  Engineering,  Massachusetts 
Institute  of  Technology,  Cambridge,  Mass.]      §  Paper,  $7.60. 

ER  l.U:COO-2245-21  TR 

07469  CREARE-TN-214.  Effects  of  cold  leg  steam  and  flow  baffles  on  ECC  delivery  in  simu- 

lated multiloop  PWR  geometry  with  steam  upflow  and  superheated  walls,  quarterly 
progress  report,  Apr.  1  ,  1975-June  30,  1975  [with  list  of  references];  by  J.  A.  Block 
,  C.  J.  Crowley  .  July  1975.  cover  title,  [l]  +  vi+23  p.il.  4°  [Prepared  by  Creare, 
Inc.,  Hanover,  N.H.]     §  Paper,  $4.00. 

ER  1.11:CREARE-TN-214 

07470  ERDA  76-12.  Summary  report,  conference  on  industrial  and  buildings  conservation,  rela- 

tionships with  Federal  laboratories,  Lyndon  Johnson  Space  Center,  Houston,  Tex., 
Sept.   24-25,   1975   [with  bibliographies].   [1976.]  cover  title,   [177]  p.  4°     [Sponsored 
by  Office  of  Conservation,  Division  of  Buildings  and  Industrial  Conservation.] 
+     ©Item  1051-C 

ER  1.11:ERDA  76-12 

07471  ERDA-76-13.    International    Energy    Agency    with    emphasis    on    Subgroup    on    Energy 

Research  and  Development  and  Energy  Conservation  Working  Party  [with  list  of 
sources].  Dec.  1975.  cover  title,  [l]  +  iii  +  34  p.  4°  (Office  of  Conservation;  Division 
of  Buildings  and  Industry.)     +     •Item  1051-C 

ER  1.11:ERDA  76-13 

07472  ERDA-tr-52.  Standards  for  calculating  strength  of  reactor  components,  steam  generators, 

vessels,  and  piping  of  atomic  power  stations,  test  and  research  reactors,  and  installa- 
tions. [1975.]  cover  title,  306  p.il.  4°    (Translation  series.)     §  Paper,  $7.60. 

ER  l.ll:ERDA-tr-52 

07473  ERDA-tr-68.  Energy  balance  in  large  installations  of  'Tokamak'  type  [with  bibliography]. 

[1975.]  cover  title,  [a] +41  p.il.  4°    (Translation  series.)     §  Paper,  $4.00. 

ER  l.ll:ERDA-tr-68 

07474  ERDA-tr-69.  Investigation  of  interaction  of  high-frequency  oscillations  in  decimeter  range 

with  plasma  in  Tokamak  TM-3  unit  [with  bibliography].  [1975.]  cover  title,  [l]+6 
p.il.  4°    (Translation  series.)     §  Paper,  $4.00. 

ER  l.ll:ERDA-tr-69 

07475  ERDA-tr-70.    Plasma   physics   and   problems   of   controlled    thermonuclear  fusion   [with 

bibliographies].  [1975.]  cover  title,  [l]  +  a-b+145  p.il.  4°  (Translation  series.)  [P.  145 
is  p.  3  of  cover.]     §  Paper,  $5.45. 

ER  l.U:ERDA-tr-70 

07476  ERDA-tr-71.  Analysis  of  molecular  flow  parameters  with  help  of  kinetic  Vallander  equa- 

tions [with  bibliography].  [1975.]  cover  title,  [1]  +  16  p.il.  4°    (Translation  series.) 
§  Paper,  $4.00. 

ER  l.ll:ERDA-tr-71 

07477  ERDA-tr-72.   Gas-kinetic    analysis   of   multicomponent   vacuum   systems   by   method   of 

equivalent  surfaces  [with  bibliography].  [1975.]  cover  title,  [1]+14  p.il.  4°  (Translation 
series.)     §  Paper  ,  $4.00. 

ER  l.ll:ERDA-tr-72 

07478  ERDA-43.  Fossil  energy   research  program  summary  status  report,  comprehensive  ad- 

dendum, 3rd  quarter  FY  '75.  May  15,  1975.  cover  title,  [355]  p.il.  4°  *  Paper,  $5.40. 
•Item  1051-C 

ER  l.U:ERDA-43 

07479  ERDA-46.  Advanced  nuclear,  reactors,  introduction.  [3d  edition.]  Sept.  1975.  cover  title, 

[2]  +  24+[2]  p.il.  4°  (Division  of  Reactor  Research  and  Development.)  *  Paper,  75c. 
•Item  1051-C 

ER  l.ll:ERDA-46/2 

07480  ERDA-46.  Advanced  nuclear  reactors,  introduction.  [2nd  edition.]  Sept.  1975.  cover  title, 

[2] +  24 +  [2]  p.il.  4°    (Division  of  Reactor  Research  and  Development.)     *  Paper,  65c. 
J  l     V  ER  l.U:ERDA-46/3 

07481  ERDA-53.  World  energy  resources,  annotated  bibliography  of  selected  material  on  availa- 

bility and  development  of  world  energy  resources.  [1975.]  cover  title,  [5]  +  18  p.  4° 
(Division  of  Administrative  Services,   ERDA  Library.)     *  Paper,  70c.     •Item  1051- 

ER  l.U:ERDA-53 

07482  ERDA-65.  Amplified  specifications  for  final  design  of  U.S.  channel  for  U-25;  [by]  A. 

E.  Sheindlin      1975.  cover  title,  [l]  +  i  +  4  p.  4°    [Translated  from  Russian,  prepared 
by  Division  of  Fossil  Energy.]     §  Paper,  $4.00. 
'  ER  l.ll:ERDA-65 
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ERDA-69.  Environmental  impact  of  electrical  power  generation;  nuclear  and  fossil  |wiih 
bibliography).  1975.  cover  title,  viii  +  236  p.il.  4°  (Prepared  by  Pennsylvania  St.iio 
Department  of  Education,  under  contract  AT  (40-2)4167  ]  "Paper,  $3  05  •Item 
1051-C 

IK  I  II  IK  DA  M 

ERDA-70.  Teacher's  guide,  environmental  impact  of  electrical  power  generation,  nuclear 
and  fossil  |with  bibliographies).  1975.  cover  title,  |2)  +  v  +  20  p.  4°  [Prepared  by 
Pennsylvania  Department  of  Education,  under  contract  AT  (40-2)-4l67.)  •  Paper, 
$1.20.     •Item  1051-C 

ER  LH:ERDA-70 

ERDA-74.  Method  for  optimizing  and  evaluating  indirect  dry-type  cooling  systems  for 
large  steam-electric  generating  plants  [with  list  of  references);  by  R  D  Mitchell 
.  June  1975.  cover  title,  (399)  p.il.  4°  (Prepared  by  R.W.  Beck  and  Associates. 
Denver,  Colo.  P.  399  of  text  is  p.  3  of  cover.)     §  Paper,  $10.60. 

ER  111  I.KIM  74 

ERDA-79.  International  energy  analysis,  proceedings  of  seminar  on  international  energy 
analysis,    June    9-10,    1975,    Washington.    DC.    (1975.)    cover    title,    ix  +  228    p.il.    4° 
(Supported    by    Division    of    International    Security    Affairs,    ERDA,    and    Office    of 
Systems  Integration  and  Analysis,  National  Science  Foundation  ]     §  Paper,  $7.60. 

ER  I.11ERDA-79 

ERDA-83.  Report  of  1975  subpanel  on  new  facilities  of  High  Energy  Physics  Advisory 
Panel  to  Energy  Research  and  Development  Administration  [with  list  of  references) 
July  1975.  cover  title,  [l]  +  iv  +  25  p.  4°     # 

ER  1.1IERDA-83 

ERDA-93.  Conference  on  occupational  health  experience  with  uranium,  held  at  Arlington. 
Va„  Apr.  28-30,  1975  [with  lists  of  references).  [1975]  cover  title  vi-i-[lj  +  46l  p.il. 
4°  (Coordinated  by  American  Institute  of  Biological  Sciences,  Special  Science  Pro- 
grams]    *  Paper,  $5.20.     •Item  1051-C 

ER  l.lhERDA  93 

ERDA-98.  High  energy  physicists  and  graduate  students,  1975  census.  Nov.  1975.  cover 
title,  [l]  +  358  p.  4°  (High  Energy  Physics  Program,  Division  of  Physical  Research.) 
§  Paper.  $10.60.     •Item  1051-C 

ER  1.11:  ERDA-98 

ERDA-103.  National  survey  of  compensation,  1975,  engineers  and  scientists  in  research 
and  development.  (1975.)  cover  title,  [308]  p.il.  4°     •  Paper.  $3.70.     •Item  1051-C 

ER  I.I1ERDA-103 

ERDA-110.  Federal  inventory  of  energy  related  biomedical  and  environmental  research 
for  FY  1974  and  FY  1975,  v.l.  Oct.  1975.  cover  title,  [2]  +  vi  leaves.  91  p.il.  4° 
(Division  of  Biomedical  and  Environmental  Research.)  [Overview  document  prepared 
by  Aerospace  Corp.,  for  Assistant  Administrator  for  Environment  and  Safety] 
§  Paper,  $5.45.     •Item  1051-C 

ER  l.llERDA-110/v.l 

ERDA-110.  Federal  inventory  of  energy  related  biomedical  and  environmental  research 
for  FY  1974  and  FY  1975:  v.4,  Tennessee  Valley  Authority,  National  Aeronautics 
and  Space  Administration,  National  Institutes  of  Health,  National  Institute  for  Occu- 
pational Safety  and  Health.  Oct.  1975.  cover  title,  [1]  +  511  p.  4°  (Division  of  Biomedi- 
cal and  Environmental  Research.)     §  Paper,  $10.60.     •Item  1051-C 

ER  l.llERDA-UO/v.4 

ERDA-110.  Federal  inventory  of  energy  related  biomedical  and  environmental  research 
for  FY  1974  and  FY  1975:  v. 5,  National  Science  Foundation,  Department  of  Com- 
merce, Department  of  Interior,  Department  of  Agriculture.  Department  of  Defense. 
Oct.  1975.  cover  title,  [5J  +  474  p.  4°  (Division  of  Biomedical  and  Environmental 
Research.)     §  Paper,  $10.60.     •Item  1051-C 

ER  l.llERDA-UO/v.5 

ERDA-116.  Balanced  program  plan,  analysis  for  biomedical  and  environmental  research: 
v.l.  Overview  and  summary.  Oct.  1975.  cover  title,  xvii  +  (l]  +  194  p.il.  4°  (Division 
of  Biomedical  and  Environmental  Research.)  (Prepared  by  MITRE  Corp.,  McLean 
Va.,  under  contract  E(49-l)-3764  (Mod  1).  Edge  index  on  p.  4  of  cover]  5  Paper, 
$8.50.     •Item  1051-C 

ER  I  llERDA-116/v.l 

ERDA-1538.  Final  environmental  statement,  waste  management  operations,  Hanford 
Reservation,  Richland,  Wash.,  v.1-2  (with  lists  of  references).  Oct.  1975.  2  v.,  cover 
titles,  [1177]  p.il.  4°       {  Paper.  $13.60  (2  vol.  set).     •Item  1051-C 

1        '  F  ER  I.1IERDA-1538/V.I-2 

FE-0497-2.  Coal  conversion  processes,  pt.2.  Assessment  of  multienergy  product  processes 
utilizing  COED  char,  oil  and  gas,  R&D  report  no.66,  interim  report  no. 5,  period 
Aug.  1974-Feb.  1975  [with  list  of  references,  by]  C.  Y.  Wen  .  C.  Y.  Lin  .  George 
Negni,  David  Daugherty,  Charles  Li.  and  W.  J  McMichaei.  Nov.  1975.  cover  title. 
[4] +  148  p.il.  4°  [Prepared  by  Dept.  of  Chemical  Engineering.  West  Virginia  Lnivcrs. 
ty    Morgantown,  W.Va..  under  contract  E(49-18)-0497]     §  Paper.  $7.60. 

ER  I.11FE-0497-2 

FE-1212-5  Char  oil  energy  development,  interim  report  no. 5.  period  of  operation.  July 
1973-June  1974;  [by]   L.  J.  Scotti  .  R.  C.  Merrill  .  B.  D.  McMunn,  S.  J.  Romelczyk. 
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D.  J.  Domina,  L.  Ford,  H.  D.  Terzian,  J.  F.  Jones.  Aug.  1975.  cover  title,  x  +  377 
p.il.  4°  [Prepared  by  FMC  Corp.,  Chemical  Research  and  Development  Center, 
Princeton,  N.J.,  under  contract  E(49-18)-1212,  formerly  OCR  14-32-0001-1212]  §  Paper, 
$10.60. 

ER  l.ll:FE-1212-5 

FE-1517-16.   Evaluation   of   filtration  equipment  for  Cresap  testing,   special   report   [with 

list  of  references;  by]  L.  C.  Lewton  .  July  1975.  cover  title,  [71]  p.il.  4°     [Prepared 

by    Fluor   Engineers    and   Constructors,   Inc.,    Los   Angeles,   Calif.,   under  contract 

E(49-18)-1517.]     §  Paper,  $5.45. 

ER  1.11:FE-1517-16 
GFERC/RI-75-1.  Fusibility  of  ash  from  lignite  and  its  correlation  with  ash  composition 
[with  list  of  references];  by  E.  A.  Sondreal  and  R.  C.  Ellman  .  1975.  cover  title, 
[l]  +  iii+121  p.il.  4°     [Prepared  by  Bureau  of  Mines,  Pittsburgh,  Pa.]     §  Paper,  $5.45. 

ER  l.ll:GFERC/RI-75-l 

MERC/SP-75/3.    Development    and    utilization    of    data    acquisition,    computing,    and 

processing  systems  at  Morgantown  Energy  Research  Center;  by  L.  Z.  Shuck  ,  G. 

E.  Fasching  ,  T.  W.  Keech,  K.  G.  Johnson.  Mar.  17,  1975.  cover  title,  [3]  +  i+32 
p.il.  4°    (Morgantown  Energy  Research  Center,  Morgantown,  W.Va.)     §  Paper,  $4.00. 

ER  l.ll:MERC/SP-75/3 
ORO-4856-26.  Clustering  phenomena  in  nuclei:  2,  Proceedings  of  Second  International 
Conference  on  Clustering  Phenomena  in  Nuclei,  College  Park,  Md.,  [Apr.  21-25], 
1975  [with  lists  of  references;  edited  by  D.  A.  Goldberg  ,  J.  B.  Marion  ,  S.  J. 
Wallace].  [1975.]  cover  title,  [9]  +  642  p.il.  4°  [Organized  by  Department  of  Physics 
and  Astronomy,  University  of  Maryland.]     §  Paper,  $13.60. 

ER  l.ll:ORO-4856-26 
PERC/IC-75/1.  Methanation  in  coal  gasification  processes  [with  list  of  references];  by 
J.  P.  Strakey   ,   A.  J.  Forney   ,  W.  P.  Haynes.  Sept.   1975.  cover  title,  [1]  +  17  p.il. 
4°     (Pittsburgh  Energy  Research  Center,  Pittsburgh,  Pa.)     §  Paper,  $4.00. 

ER  l.ll:PERC/IC-75/l 
PERC/RI-75/3.  Catalyst  deactivation  in  hot-gas-recycle  methanation  reactors,  mathemati- 
cal model  [with  list  of  references];  by  R.  R.  Schehl  ,  W.  P.  Haynes  ,  A.  J.  Forney. 
Sept.  1975.  cover  title,  [l]  +  22  p.il.  4°    (Pittsburgh  Energy  Research  Center,  Pittsburgh, 
Pa.)     §  Paper,  $4.00. 

ER  l.ll:PERC/RI-75/3 
TID-3317-S   5.  Transplutonium  elements,   bibliography;   [by   Charles  E.   Stuber  ].   [Sept. 
1975.]  cover  title,  iv-t- 52+105  p.  4°     [Text  on  p.  3  of  cover.]     §  Paper,  $7.60. 

ER  1.1I:TID-3317-S  5 
TID-3317-S  6.  Transplutonium  elements,   bibliography;   [by  Charles  E.   Stuber  ].   [Nov. 
1975.]  cover  title,  v  +  74+158  p.  4°     §  Paper,  $7.60. 

ER  1.11:TID-3317-S  6 
TID-3357-S  10.  Controlled  fusions  and  plasma  research,  literature  search;  [Compiled  by 
Milton  O.  Whitson  ].  Oct.  1975.  cover  title,  iv+297+210  p.  4°     [Selected  from  Nuclear 
science  abstracts,  vols.  28-30,  July  15,  1973-Dec.  31,  1974.]     §  Paper,  $13.60. 

ER  l.ll:TID-3357-S  10 
TID-8200-R  32.  Nuclear  reactors  built,  being  built,  or  planned  in  United  States  as  of 
June  30,  1975.  [Oct.  1975.]  cover  title,  41  p.il.  4°     [Prepared  by  Division  of  Reactor 
Research  and  Development.]     §  Paper,  $4.00. 

ER  l.U:TID-8200-R  32 
TID-26855.  Data  index  system,  annual  declassification  list.  Oct.  1975.  cover  Utle,  [1]  +  10+10 
p.  4°    (Division  of  Classification.)     §  Paper,  $4.50. 

ER  l.U:TID-26855 


ENGINEERS  CORPS  (Army),  Defense  Dept. 

Note.— Orders  or  requests  for  publications  listed  below  which  are  not  sold  by  the  Superintendent 
of  Documents  should  be  sent  to  the  preparing  and  issuing  office  indicated.  Address  requests 
to  the  U.S.  Army  Corps  of  Engineers  and  add  the  city  and  state  shown.  Publications  shown 
as  initiated  and  issued  by  the  Chief  of  Engineers  should  be  sent  to:  Office  of  the  Chief  of 
Engineers,  Publications  Depot,  890  Pickett  Street,  Alexandria,  VA  22304. 

Coastal  Engineering  Research  Center:  Miscellaneous  paper. 

07509  8-75.  Effects  of  engineering  activities  on  ecology  of  Pismo  clams  [with  list  of  references]; 

by  James  Nybakken  and  Mark  Stephenson  .  Sept.  1975.  cover  title,  65  +  [2]  p.il. 
4°  [Prepared  by  Moss  Landing  Marine  Laboratories,  Moss  Landing,  Calif.]  §  (Price 
upon  application). 

D  103.42/2:8-75 

07510  9-75.  Construction  and  stabilization  of  coastal  foredunes  with  vegetation,  Padre  Island, 

Tex.  [with  list  of  references];  by  Bill  E.  Dahl  ,  Bruce  A.  Fall  ,  Alan  Lohse, 
and  S.  G.  Appan.  Sept.  1975.  cover  title,  188  + [2]  p.il.  4°  [Prepared  by  Gulf  Universi- 
ties Research  Consortium,  Houston,  Tex.]     §  (Price  upon  application). 

D  103.42/2:9-75 
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Cold  Regions  Research  and  Engineering  laboratory,  Hanover,  N.  H.: 
Research  report. 

07511  337.  Interpretation  of  young  ice  forms  in  Gulf  of  St.  Lawrence  using  side-looking  airborne 

radar  and  infrared  imagery  (with  list  of  literature  cited;  by]  Moira  Dunbar  and 
W.  F.  Weeks  .  July  1975  cover  title,  [61  +  41  p.il.  4°  (Prepared  for  Office  of  Naval 
Research,  under  ONR  MIPR  No   NOOOI475MP50006]     # 

I)  103  33/3:337 

07512  339.  Gas  inclusions  in   Antarctic   ice  sheet  and  their  significance  |with  list  of  literature 

cited;  by]  Anthony  J.  Gow  and  Tcrrence  Williamson  .  Oct.  1975.  cover  title,  v  +  18 
p.il.  4°  [Sponsored  by  National  Science  Foundation,  under  NSF  grant  AG-105] 
# 

D  103.33/3:339 

07514  342.  Work-hardening  and   strain  rate  sensitivity  of  flow  stress  in  high  punty  ice  single 

crystals  [with  list  of  literature  cited;  by]  V.  R.  Parameswaran  .  Oct.  1975.  cover 
title,  iii  +  ll  p.il.  4°     |Prepared  for  U.S.  Army  Materiel  Command.)     # 

D  103.33/3:342 

07515  343.  Simultaneous  measurement  of  laser  extinction  in  warm  fog  at  wavelengths  of  0.6328, 

1.15,  and  10.6  microns  (with  list  of  literature  cited;  by]  Richard  H  Munis  and  Allan 
J.  Delaney  .  Oct.  1975.  cover  title,  hi +  7  p.il.  4°  (Prepared  for  Advanced  Research 
Projects  Agency,  under  ARPA  order  1615]     # 

D  103  33/3:343 

Cold  Regions  Research  and  Engineering  Laboratory,  Hanover,  N.  H.: 
Special  report. 

07516  146.    USA   CRREL    snow    and   ice   testing   equipment   [with   list   of   literature   cited;   by] 

Herbert  Ueda  ,  Paul  Sellmann  and  Gunars  Abele.  Sept.  1975.  cover  title,  iii  +  14 
p.il.  4°  + 

D  103.33/2:146 

07517  223.  Temporary   enclosures  and   heating  during  construction,  case   study  of  laboratory 

building  addition.  University  of  Alaska;  [by]  F.  Lawrence  Bennett  .  Sept.  1975. 
cover  title,  iv  +  36  p.il.  4°  + 

D  103.33/2:223 

07518  234.   Effect  of  porosity  on  hydrostatic  compression  of  ice  [with  list  of  literature  cited; 

by]  Anthony  J.  Gow  and  William  Sheehy  Oct.  1975.  cover  title,  iii  +  9  p.il.  4° 
# 

D  103.33/2:234 

07519  235.  Frost  penetration  measurements  at  USAF  intrusion  sensor  site,  Rome.  NY..  1973- 

74  [with  list  of  literature  cited,  by]  Wayne  Tobiasson  and  Ronald  Atkins  .  Sept. 
1975.  cover  title,  v  +  47  p.il.  4°  [Prepared  for  U.S.  Air  Force,  Rome  Air  Development 
Center  by  Corps  of  Engineers.]  + 

D  103.33/2:235 

07520  236.   Annular  flow   ice-water  model  heat   sink   [with  list  of  literature  cited;  by]  James 

L.  Brown  and  William  F.  Quinn  .  Sept.  1975.  cover  title,  vii  +  67  p.il.  4°  [Prepared 
for  U.S.  Army  Engineer  Reactor  Group.]     # 

D  103.33/2:236 

07521  237.   Effects  of  variation   in  drawbar  hitch  location  on   vehicle   performance   (with  list 

of  literature  cited;  by]  Ben  Hanamoto  .  Sept.  1975.  cover  title,  iii  +  16  p.il.  4° 
[Prepared    for    U.S.    Army    Materiel   Command,    under   DA    Project    IG662601AH91  ] 

D  103.33/2:237 

07522  238.  Radiowave  resistivity  measurements  in  northern  Maine  for  identifying  bedrock  type 

[with  selected  bibliography;  by]  P.  V.  Sellman  .  A.  J  Delaney  ,  P.  Hoekstra.  Oct. 
1975.  cover  title,  iv  +  U  p.il.  4°  [Prepared  for  U.S.  Army  Engineer  Division,  New 
England,  under  NED  Order  no.  75-C-281     # 

D  103  33/2:238 

07523  240.  Control  of  snow  and  ice  on  missile  fields  [with  bibliography;  by]  L.  David  Minsk 

.  Oct.  1975.  cover  title,  v  +  65  p.il.  4°  [Report  to  U.S.  Army  Engineer  Division. 
Huntsville,  Ala.,  for  U.S.  Army  Safeguard  Systems  Command]     # 

D  103.33/2:240 

07524  241.    1974    ice    breakup   on    Chena    River   [with    bibliography;   by]   Terry    McFadden   and 

Mike  Stallion  .  Oct.  1975.  cover  title,  v  +  46  p.il.  4°  [Prepared  for  U.S.  Army  Engineer 
District.  Alaska.,     #  D  ,03.33/2:24. 

Cold  Regions  Research  and  Engineering  Laboratory,  Hanover,  N.  H.: 
Technical  report. 

07525  267.  Controlled  perimeter  blasting  in  cold  regions  (with  list  of  literature  cited;  by]  Malcolm 

Mellor  .  Oct.  1975.  cover  tide,  v  +  24  p.il.  4°     # 
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07526  270.  Comparison  of  performance  of  all-bituminous  concrete  and  reduced  subgrade  strength 

highway  pavement  test  sections  under  freezing  conditions  [with  list  of  literature 
cited;  by]  Robert  A.  Eaton  .  Dec.  1975.  cover  title,  v  +  34  p.il.  4°  [Prepared  for 
Research  and  Development  Office;  Office,  Chief  of  Engineers.)     # 

D  103.33:270 

Construction  Engineering  Research  Laboratory,  Champaign,  111.: 
Technical  report. 

07527  D-63.  Design  guidelines  for  recreational  roads  [with  bibliographies];  by  James  McNamara 

,  Alan  Moore  ,  John  Baerwald.  Nov.  1975.  cover  title,  91  p.il.  4°  §  (Price  upon 
application). 

D  103.53:D-63 

07528  E-75.   Installation  solid  waste  survey  guidelines  [with  list  of  references];  by  Gary  W. 

Schanche  ,  Larry  A.  Greep  ,and  Bernard  Donohue.  Oct.  1975.  cover  title,  69  p.il. 
4°  [Prepared  for  Directorate  of  Military  Construction,  Office  of  Chief  of  Engineers, 
under  project  4A162121A896,  task  01,  work  unit  044.]      §  (Price  upon  application). 

D  103.53:E-75 

07529  E-78.  User  manual  for  computer-aided  environmental  legislative  data  system;  by  R.  L. 

Welsh  .  Nov.  1975.  cover  title,  62  p.  4°  [Project  4A762720A896;  task  01,  work 
unit  002.]     §  (Price  upon  application). 

D  103.53:E-78 

07530  M-169.  Evaluation  of  alternate  wire  fabric  materials  for  articulated  concrete  mattresses 

[with  list  of  references];  by  Edward  Cox  ,  Christopher  Hahin  ,  James  Aleszka. 
Nov.  1975.  cover  title,  38  p.il.  4°      §  (Price  upon  application). 

D  103.53:M-169 

Correspondence  course  program,  subcourses. 

07531  227-4.  Memorandum,  division  engineers.  4th  edition.  June  1974  [published  1975].  32  p.il. 

4°     (U.S.  Army  Engineer  School,  Fort  Belvoir,  Va.)  [Issued  with  perforations.] 
+     •Item  334-A-4 

D  103.111/2:227-4 

07532  Harris  Fork  Creek,  Obion,  and  Forked  Deer  Rivers  and  tributaries, 

Tenn.  and  Ky.,  letter  from  chief  of  engineers,  Army,  submitting 
report;  July  24,  1975.  xix+207  p.il.  4°  [Also  issued  as  H.  doc.  221, 
94th  Cong.,  1st  sess.]     +     01tem  334- A 

D  103.22:H  24/2 

Waterways  Experiment  Station. 

Note.— Unless  otherwise  indicated,  publications  of  Waterways  Experiment  Station  may  be  or- 
dered from  Corps  of  Engineers,  U.S.  Army,  Waterways  Experiment  Station,  Vicksburg,  Miss. 
§  (Price  upon  application). 

Miscellaneous  paper. 

07533  H-75-8.   Westport  Small-Boat   Basin   revision   study,   hydraul   model  investigation,   final 

report;  by  Noble  J.  Brogdon  ,  jr.  Nov.  1975.  cover  title,  [2] +12 +[157]  p.il.  4° 
(Hydraulics  Laboratory.)  [Prepared  for  U.S.  Army  Engineer  District,  Seattle,  Seattle, 
Wash.)  + 

D  103.24/4.H-75-8 

Technical  report. 

07534  H-75-17.   Type   16   flood    insurance   study:    Tsunami   predictions   for  Monterey   and   San 

Francisco  Bays  and  Puget  Sound,  final  reportt  [with  list  of  references];  by  Andrew 
W.  Garcia  ,  James  R.  Houston  .  Nov.  1975.  cover  title,  [2] +  21 +  [248]  p.il.  4° 
(Hydraulics  Laboratory.)  [Prepared  for  Federal  Insurance  Administration,  Dept.  of 
Housing  and  Urban  Development.]  + 

D  103. 24/2:  H-75-17 

07535  H-75-18.  Design  for  wave  protection,  flood  control,  and  prevention  of  shoaling,  Cattarau- 

gus Creek  Harbor,  New  York,  hydraulic  model  investigation,  final  report  [with 
list  of  references];  by  Robert  R.  Bottin  ,  jr.,  Claude  E.  Chatham  ,  jr.  Nov.  1975. 
cover  title,  [147]  p.il.  4°  (Hydraulics  Laboratory.)  [Prepared  for  U.S.  Army  Engineer 
District,  Buffalo,  Buffalo,  N.Y.]  + 

D  103.24/2:H-75-18 

07536  S-75-15.  Piping  in  earth  dams  constructed  of  dispersive  clay;  literature  review  and  design 

of  laboratory  tests,  final  report  [with  list  of  references];  by  Edward  B.  Perry  . 
Nov.  1975.  cover  title  ,  [135]  p.il.  3  pi.  4°  (Soils  and  Pavements  Laboratory.) 
[Prepared  for  Office,  Chief  of  Engineers,  U.S.  Army,  Washington,  D.C.]  + 

D  103.24/2:S-75I5 
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ENVIRONMENTAL  DATA  SERVICE,  Commerce  Dept.  Washington, 
DC  20235 

07537  BOMEX  rawinsonde  atlas.  June  1975.  iv  +  146  p.il.  oblong  8°    (Center 

for  Experiment  Design  and  Data  Analysis.)      +     •Item  273-D-l 

C  55.202:B  63/5 

World  Data  Center  A  for  Solar-Terrestrial  Physics:  Report  UAG 
(series).  +  Paper,  $25.20  a  yr.,;  add  $12.00  for  foreign  mailing;  single 
copies  vary  in  price. 

07538  48.   Synoptic   observations  of   solar  corona  during  Carrington   rotations   1580-96  (II  Oct. 

1971-15  Jan.  1973)  Iwith  list  of  references];  bv  R.  A  Howard  .  M  J  Koomcn  , 
D.  J.  Michels.  R.  Tousey.  C  R.  Detwiler.  D  B.  Roberts.  R  R  Seal.  J  D  Whitney. 
R.  T.  and  S.  F.  Hansen,  C.  J.  Garcia,  and  E  Yasukawa.  July  1975  ii  +  199  p.il. 
4°  +  Paper,  $3.00.  (National  Climatic  Center.  Federal  Bldg  .  Asheville.  NC  28801. 
Attn:  Publication). 

C  55  220:48 

ENVIRONMENTAL  PROTECTION  AGENCY  Washington,  DC  20460 

07539  Ambient  temperature  and  vehicle  emissions  [with  list  of  references]; 
by  B.  H.  Eccleston  and  R.  W.  Hum  .  Oct.  1974.  [154]  p.il.  4° 
(EPA-460/3-74-028;  Office  of  Air  and  Waste  Management,  Office  of 
Mobile  Source  Air  Pollution  Control,  Emission  Control  Technology 
Division,  Ann  Arbor,  Mich.)  [Prepared  by  Bureau  of  Mines,  Bart- 
lesville  Energy  Research  Center,  Fuels  Combustion  Research  Group, 
Bartlesville,  Okla.,  under  interagency  agreement  OMSAPC-IAG-007, 
OMSAPC-IAG-D4-F402,  and  OMSAPC-LAG-D4-F533]  §  (Price  upon 
application). 

EP  1.2:T  24/2 

07540  Awards  register,  grants  assistance  programs:  v.2,  Awards  during  2nd 
half  of  fy  1975  listing  State  and  local  assistance  awards.  [Sept.  1975.] 
cover  title,  [l]+v+302  p.  4°  (EPA-G AD/1-75-04;  [Grants  Administra- 
tion Division,  Office  of  Administration].)  [Issued  with  perforations.] 
§  (Price  upon  application). 

EP  1.35:975-2/v.2 

07541  Comparison  of  4   methodologies   to  project  emissions   for   St.   Louis 

metropolitan  area.  Oct.  1975.  [l]+ii+46+[l]  p.il.  4°  (EPA-450/3-75- 
074;  Office  of  Air  and  Waste  Management,  Office  of  Air  Quality 
Planning  and  Standards,  Research  Triangle  Park,  N.C.)  [Prepared  by 
Booz-Allen  and  Hamilton,  Bethesda,  Md.,  under  contract  68-02-1005.] 
§  (Price  upon  application). 

EP  1.2:Sa  2  1 

Development  document  for  effluent  limitations  guidelines  and  new 
source  performance  standards. 

07542  Fish   meal,   salmon,    bottom   fish,   clam,   oyster,    sardine,    scallop,   herring,    and   abalone 

segment  of  canned  and  preserved  fish  and  seafood  processing  industry  point  source 
category.  Sept.  1975.  xxiv  +  485  p.il.  4°  ([EPA  440/1-75/-41  a.  group  I.  phase  21;  Office 
of  Water  and  Hazardous  Materials,  Effluent  Guidelines  Division.)  •  Paper.  $5.55. 
•Item  431-1-5 

EP  l.8/3:F  52/975-2 

Development  document  for  interim  final  effluent  limitations  guidelines 
and  new  source  performance  standards. 

07543  Significant  organic   products   segment  of  organic  chemicals   manufacturing  point  source 

category.  Nov.  1975.  [l]  +  vii+391  p.il.  4°  ([EPA-440/1-75-045.  group  I,  phase  2);  Ef- 
fluent Guidelines  Division,  Office  of  Water  and  Hazardous  Materials  )  [Series  title 
on  cover  is  Development  document  for  interim  final  effluent  limitations  guidelines 
and  new  source  performance  standards.]     +     •Item  431-1-5 

EPl.8/3::Or  3/2/975-2 
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07544  600/3-74-014.   Studies   of   effects   of   thermal   pollution   in    Biscayne   Bay,    Fla.   (with   list 

of  literature  cited];  by  Martin  A.  Roessler  ,  Durbin  C.  Tabb  .  Aug.  1974.  ix  +  145  +  [l] 
p.il.  4°  (Office  of  Research  and  Development.)  [Project  18080  DFU,  program  element 
1  BA  032.  Errata,  1  p.,  also  issued.]     *  Paper,  $2.25.     •Item  431-1-11 

EP  1.23:600/3-74-014 

07545  600/3-75-007.    Metabolism    of    mercury    compounds    in    microorganisms    |with    list    of 

references];  by  Rita  R.  Colwell  and  John  D.  Nelson  ,  jr.  Oct.  1975.  x  +  84  p.il. 
4°  (Office  of  Research  and  Development,  Environmental  Research  Laboratory,  Nar- 
ragansett,  R.I.)  (Prepared  by  University  of  Maryland,  College  Park,  Md.,  under 
grant  8002529.]     §  (Price  upon  application).     •Item  431-1-11 

EP  1.23:600/3-75-007 

07546  600/3-75-008.   Second  annotated  bibliography  on  biological  effects  of  metals  in  aquatic 

environments  (no.  568-1292);  by  Ronald  Eisler  and  Maryjane  Wapner  .  Oct.  1975. 
vi  +  400  p.  4°  (Office  of  Research  and  Development,  Environmental  Research  Labora- 
tory, Narragansett,  R.I.)     §  (Price  upon  application).     •Item  431-1-11 

EP  1.23:600/3-75-008 

07547  600/3-75-011.   Compilation    of   methodology    used   for   measuring   pollution   parameters   of 

landfill  leachate  [with  list  of  references];  by  Edward  S.  K.  Chian  ,  Foppe  B.  DeWalle 
.  Oct.  1975.  x  +  164  p.il.  4°  (Municipal  Environmental  Research  Laboratory,  Office 
of  Air,  Land,  and  Water  Use,  Cincinnati,  Ohio.)  [Prepared  by  Environmental  En- 
gineering, Department  of  Civil  Engineering,  University  of  Illinois,  Urbana,  III.,  under 
program  element  1  DB  064,  contract  CI  68-03-2052.  Title  on  cover  is  Compilation 
of  methodology  used  for  measuring  pollution  parameters  of  sanitary  landfill  leachate.] 
§  (Price  upon  application).     •Item  431-I-H 

EP  1.23:600/3-75-011 

07548  650/3-75-009.  Regional  air  pollution  study  program  objectives  and  plans;  by  C.  S.  Burton 

and  G.  M.  Hidy  .  Dec.  1974.  [92]  p.il.  4°  (Office  of  Research  and  Development.) 
[Rockwell  International  Air  Monitoring  Center,  Newbury  Park,  Calif.,  contract  68- 
02-1081,  task  order  9,  ROAP  26  AAI,  program  element  1  AA  003.]  §  (Price  upon 
application). 

EP  1.23:650/3-75-009 

07549  660/3-74-017.   Silt   removal   from   lake   bottom;   by   Constance   L.   Churchill    ,   Clyde   K. 

Brashier  ,  Charles  S.  Johnson.  Feb.  1975.  vi  +  37  +  [l]  p.il.  4°  (Office  of  Research 
and  Development.)  [Research  grant  16010  ELF,  program  element  1  BA  031.]  + 
(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 
•Item  4311-11 

EP  1.23:660/3-74-017 

07550  660/3-74-032.  Nutrient  inactivation  as  lake  restoration  procedure,  laboratory  investigations 

[with  list  of  references];  by  Spencer  A.  Peterson  ,  William  D.  Sanville  ,  Frank 
S.  Stay,  Charles  F.  Powers.  Oct.  1974.  ix  +  U8  +  [l]  p.il.  4°  (National  Environmental 
Research  Center,  Office  of  Research  and  Development,  Corvallis,  Oreg.)  [ROAP 
21  AIY,  task  36,  program  element  1  BA  031.]     *  Paper,  $1.95.     •Item  431-1-11 

EP  1.23:660/3-74-032 

07551  660/3-75-030.   Nitrogen   in   subsurface  environment   [with  list  of  references];  by   M.   L. 

Rowe  ,  Susan  Stinnett  .  June  1975.  iv  +  34+[l]  p.il.  4°  (National  Environmental 
Research  Center,  Office  of  Research  and  Development,  Corvallis,  Oreg.)  [Prepared 
by  School  of  Environmental  Science,  East  Central  Oklahoma  State  University,  Ada, 
Okla.,  under  grant  R  801381,  program  element  1  BA  024,  ROAP  21  AKQ/task  14.] 
+  (Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 
•Item  431-1-11 

EP  1.23:660/3-75-030 

07552  660/3-75-036.  Some  effects  of  cadmium  on  coniferous  soil/litter  microcosms  [with  list 

of  references];  by  Harold  Bond  ,  Bruce  Lighthart  ,  Raymond  Shimabuku,  Loren 
Russell.  June  1975.  vii  +  30  +  [l]  p.il.  4°  (National  Environmental  Research  Center, 
Office  of  Research  and  Development,  Corvallis,  Oreg.)  [Prepared  by  National  Ecolog- 
ical Research  Laboratory,  under  program  element  1  AA  006,  ROAP  21  ALU,  task 
3.]  +  (Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Docu- 
ments).    •Item  431-1-11 

EP  1.23:660/3-75-036 

07553  Environment  Midwest,  together.  [1975.]  cover  title,  28  p.il.  4°    ([Office 

of  Public  Affairs.])  [Text  on  p.  3  of  cover.  Guide  to  Region  5  Midwest 
programs.]     +     •Item  431-1-36 

EP  1.28/6:974 

Environmental  monitoring  series. 

07554  600/4-75-011.  Analysis  of  carbon-14  and  tritium  in  reactor  stack  gas  [with  list  of  references]; 

by  Seymour  Gold  .  Oct.  1975.  v  +  15  p.il.  4°    (Radiochemistry  and  Nuclear  Engineering 
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Branch.  Environmental  Monitoring  and  Support  Laboratory.  Office  of  Research  and 
Development.  Cincinnati.  Ohio  )     5  (Price  upon  application)      •Item  431-1-24 

BP  I  23/5  600/4  7S-0II 

07555  670/4-74-009.   Determination  of  volatile  organic   compounds  at  mu  g/1  level  in  water  by 

gas  chromatography  |with  list  of  references),  by  Thomas  A  Hcllar  and  James  J 
Lightenberg  Nov.  1974.  iv  +  28  p.il.  4°  (National  Environmental  Research  (enter. 
Office  of  Research  and  Development,  Cincinnati,  Ohio.)  [Methods  Development  and 
Quality  Assurance  Research  Laboratory,  program  element  I  BA  027  ]  •  Paper,  80c 
•Item  431-1-24 

EP  1.23/5.670/4  74-009 

Environmental  protection  technology  series. 

07556  600/2-75-022.  Effects  of  transient  operating  conditions  on  sleam-electnc  generator  emis- 

sions [with  lists  of  references);  by  J.  S.  McKnight  .  Aug.  1975.  ix  +  105  p  il  4" 
(Office  of  Research  and  Development.)  [Research  Triangle  Institute,  Research  Tnan 
gle  Park,  N.C.,  contract  68-02-1325,  task  10.  ROAP  21  BAV-002.  program  clement 
I  AB  013]     §  (Price  upon  application) 

EP  1.23/2:600/2-75-022 

07557  600/2-75-023.    Absorption    of   sulfur   dioxide    in   spray   column   and   turbulent   contracting 

absorbers  [with  bibliography];  by  C.  Y.  Wen  and  L.  S.  Fan  Aug  1975.  [8]  +  I06 
p.il.  4°  (Office  of  Research  and  Development  )  [West  Virginia  University.  Depart 
ment  of  Chemical  Engineering,  Morgantown,  W.Va.  .  grant  R-8O078I.  ROAP  21 
ACY-041,  program  element  1  AB  013]     5  (Price  upon  application). 

EP  1.23/2:600/2-75-023 

07558  600/2-75-025.   Particle   detector   by   mechanical   impact   sensing   [with   list  of   references); 

by  Michel  Benarie  and  Jean-Pierre  Quetier  .  June  1975.  ix  +  67  p.il.  4°  (Office  of 
Research  and  Development.)  [Institut  Nat'l  de  Recherche  Chimique  Appliquee. 
France,  grant  802424,  ROAP  26  AAM-36.  program  element  1  AA  010]  5  (Price 
upon  application). 

EP  1.23/2:600/2-75-025 

07559  600/2-75-038.   Lime   use    in   wastewater  treatment,   design   and   cost   data   [with   lists   of 

references];  by  Denny  S.  Parker  ,  Emilio  de  la  Fuente  ,  Louis  O.  Britt,  Max 
L.  Spealman,  Richard  J.  Stenquist,  and  Fred  J.  Zadick.  Oct.  1975.  xvi  +  299  p.il. 
4"  (Municipal  Environmental  Research  Laboratory,  Office  of  Research  and  Develop- 
ment, Cincinnati,  Ohio.)  [Prepared  by  Brown  and  Caldwell  .  Walnut  Creek,  Calif., 
under  contract  68-03-0334]     §  (Price  upon  application).     •Item  431-1-12 

EP  1.23/2:600/2-75-038 

07560  600/2-75-039.  Improved  liquid-solids  separation  by  aluminum  compound  in  activated  sludge 

treatment  [with  bibliography);  by  Charles  F.  Lenhart  ,  Joe  W.  Cagle  Sept.  1975. 
viii  +  60  p.il.  4°  (Municipal  Environmental  Research  Laboratory.  Office  of  Research 
and  Development,  Cincinnati,  Ohio.)  [Prepared  by  Greene  County  Sanitary  Engineer- 
ing Department,  Zenia,  Ohio,  under  project  17030  EBH  ]  5  (Price  upon  application). 
•Item  431-1-12 

EP  1.23/2:600/2-75-039 

07561  600/2-75-043.  Sanitary  landfill  stabilization  with  leachate  recycle  and  residual  treatment 

[with  list  of  references];  by  Frederick  G.  Pohland  .  Oct.  1975.  x  +  106  p.il.  4° 
(Municipal   Environmental   Research   Laboratory,   Office   of   Air.   Land,   and   Water 
Use,  Cincinnati,  Ohio.)  [Prepared  by  School  of  Civil  Engineering,  Georgia  Institute 
of  Technology,  Atlanta,  Ga.,  under  grant  R-801397]     §  (Price  upon  application) 

•Item43m2  EP  .23/2:600/2-75^43 

07562  600/2-75-044.   Summation   of  conditions   and   investigations   for  complete   combustion   of 

organic  pesticides  [with  list  of  sources  of  data);  by  Boyd  T.  Riley  ,  jr.  Oct.  1975. 
v  +  70  p.il.  4°  (Municipal  Environmental  Research  Laboratory.  Office  of  Air.  Land, 
and  Water  Use,  Cincinnati,  Ohio.)  Independent  Management  Consultant  on  Environ- 
mental Affairs,  Cincinnati,  Ohio]     §  (Price  upon  application).     •I'e.™  ^'^n  75^44 

07563  600/2-75-055.  Treatment  of  textile  wastewater  by  activated  sludge  and  alum  coagulation 

[with  list  of  references];  by  Thomas  L.  Rinker  Oct.  1975.  xi  +  204  p.il  4°  (Office 
of  Research  and  Development.)  [Prepared  by  Blue  Ridge-Winkler  Textiles  Division 
of  Lehigh  Valley  Industries.  Inc.,  Bangor.  Pa.,  under  grant  S  801192.  ROAP  21 
AZT-006.  program  element  1  BB  036]     5  (Price  upon  application^  ^  ^  23/2  600/2-75-055 

07564  600/2-75-063.  Catalytic  desulfurization  and  denitrogenation  [with  list  of  literature  cited); 

by  Charles  N.  Satterfield  ,  Michael  Modell  .  Jerome  F.  Mayer,  and  Joseph  F^ 
Cocchetto.  Oct.  1975.  vi+61  p.il.  4°  (Office  of  Research  and  Development.) 
[Massachusetts  Institute  of  Technology.  Department  of  Chemical  Engineenng  Cam- 
bridge, Mass..  grant  R-800897.  ROAP  21  ADD-053,  program  element  1  AB  013  ] 
5  (Price  upon  application)  £p  L23/2:600/2.754)63 

07565  600/2-75-067.    Evaluation    on   national   boiler   inventory   [with   list   of   references],   by    A. 

A.   Pubnam   ,  E.  L.   Kropp  .and  R.   E.  Barrett.  Oct.  1975.  [73]  leaves  il.  4      (Office 
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of  Research  and  Development.)  [Contract  68-02-1223,  task  31,  ROAP  21  ADE-010, 
program  element  1  AB  013.]     §  (Price  upon  application). 

EP  1.23/2:600/2-75-067 

07566  600/2-75-070.   EPA   program   status   report,   synthetic   fuels   program;   by   Bruce   Truett   , 

Robert  G.  Murray  ,and  Gary  Foley.  Oct.  1975.  iii  +  31  p.  4°  ([Office  of  Energy, 
Minerals,  and  Industry,  Office  of  Research  and  Development.])  [MITRE  Corporation, 
McLean,  Va.,  Stanford  Research  Institute,  Menlo  Park  Calif.,  and  Advanced  Fossil 
Fuels  Sector  Group,  Office  of  Energy,  Minerals  and  industry.]  §  (Price  upon  appli- 
cation).    •Item  431-I-I2 

EP  1.23/2:600/2-75-070 

07567  600/2-75-073.  S02  reduction  in  non-utility  combustion  sources,  technical  and  economic 

comparison  of  alternatives  [with  list  of  references]:  by  P.  S.  K.  Choi  ,  E.  L.  Kropp 
,  W.  E.  Ballantyne,  M.  Y.  Anastas,  A.  A.  Putnam,  D.  W.  Hissong,  and  T.  J. 
Thomas.  Oct.  1975.  [318]  p.il.  4°  (Office  of  Research  and  Development.)  [Battelle- 
Columbus  Laboratories,  Columbus,  Ohio,  contract  68-02-1323,  task  13,  ROAP  21 
ACX-083,  program  element  1  AB  013.]     §  (Price  upon  application). 

EP  1.23/2:600/2-75-073 

07568  600/2-75-075.  Effect  of  fuel  sulfur  on  NOx  emissions  from  premixed  flames  [with  list 

of  references];  by  J.  O.  L.  Wendt  and  J.  M.  Ekmann  .  Oct.  1975.  v  +  86  p.il.  4° 
(Office  of  Research  and  Development.)  [Grant  R-802204,  ROAP  21  ADG-021,  program 
element  1  AB  014.]     §  (Price  upon  application). 

EP  1.23/2:600/2-75-075 

07569  600/2-76-016  a.  Abstracts  of  1971-74  United  States  and  foreign  open  literature  on  noise, 

pt.l;  by  E.  P.  Bergmann  ,  I.  B.  Fieldhouse  .  Jan.  1976.  v+40+[l]  p.  4°  (Office 
of  Research  and  Development.)  [Prepared  by  IIT  Research  Institute,  under  project 
J  6331,  contract  68-01-2234.]      §  (Price  upon  application).     •Item  431-1-12 

EP  1.23/2:600/2-76-016  a 

07570  600/2-76-016  b.  Abstracts  of  1971-74  United  States  and  foreign  open  literature  on  noise, 

pt.2;  by  E.  P.  Bergmann  ,  I.  B.  Fieldhouse  .  Jan.  1976.  ii+478  +  [l]  p.  4°  (Office 
of  Research  and  Development.)  [Prepared  by  IIT  Research  Institute,  under  project 
J  6331,  contract  68-01-2234.]     §  (Price  upon  application).     •Item  431-1-12 

EP  1.23/2:600/2-76-016  b 

07571  600/2-76-018.  Interim  report  on  impact  of  Public  Law  92-500  on  municipal  pollution  control 

technology  [with  list  of  references];  by  Benjamin  W.  Lykins  ,  jr.,  and  John  M. 
Smith  .  Jan.  1976.  xvi+304  p.il.  4°  (Municipal  Environmental  Research  Laboratory, 
Office  of  Research  and  Development,  Cincinnati,  Ohio.)  §  (Price  upon  application). 
•Item  431-1-12 

EP  1.23/2:600/2-76-018 

07572  650/2-74-119-b.  Entrainment  separators  for  scrubbers,  final  report  [with  list  of  references]; 

by  Seymour  Calvert  ,  Shuichow  Yung  ,and  James  Leung.  Aug.  1975.  xix  +  204  p.il. 
4°  (Office  of  Research  and  Development.)  [A.P.T.,  Inc.,  San  Diego,  Calif.,  contract 
68-02-0637,  ROAP  21  ACX-086,  program  element  1  AB  013.]  §  (Price  upon  applica- 
tion). 

EP  1.23/2 :650/2-74-119-b 

07573  650/2-75-032-d.  Energy  consumption,  fuel  utilization  and  conservation  in  industry  [with 

bibliography];  by  John  T.  Reding  and  Burchard  P.  Shepherd  .  Aug.  1975.  iv+40 
p.  4°  (Office  of  Research  and  Development.)  [Dow  Chemical,  Texas  Division, 
Freeport,  Tex.,  contract  68-02-1329,  task  14,  program  element  1  AB  013,  ROAP  21 
ADE-010.]     §  (Price  upon  application). 

EP  1.23/2:650/2-75-O32-d 

07574  650/2-75-036.  Asbestos  fiber  atlas  [with  list  of  references];  by  Peter  K.  Mueller  ,  Arthur 

E.  Alcocer  ,  Ronald  L.  Stanley  and  Glenn  R.  Smith.  Apr.  1975.  vi  +  51  p.il.  4° 
(Office  of  Research  and  Development,  National  Environmental  Research  Center, 
Research  Triangle  Park,  N.C.)  [State  of  California  Department  of  Health  Air  and 
Industrial  Hygiene  Laboratory,  Laboratory  Services  Program  ,  Berkeley,  Calif., 
research  grant  801336,  program  element  1  AA  010.]  +  (Information  incorrect  in 
publication  as  to  sale  by  Superintendent  of  Documents).     •Item  431-1-12 

EP  1.23/2:650/2-75-036 

07575  650/2-75-063.   Study   of   ferroalloy   furnace   product  flexibility   [with   list  of  references]; 

by  C.  E.  Mobley  and  A.  O.  Hoffman  .  July  1975.  [85]  p.il.  4°  (Office  of  Research 
and  Development.)  [Battelle  Columbus  Laboratories,  Columbus,  Ohio,  contract  68- 
02-1323  (task  18),  ROAP  21  AUY-011,  program  element  1  AB  015.]  §  (Price  upon 
application). 

EP  1.23/2:650/2-75-063 

07576  660/2-74-044.  Test   method   for  volatile  component  stripping  of  waste  water  [with  list 

of  references];  by  Louis  J.  Thibodeaux  .  May  1974.  vii  +  130  +  [l]  p.il.  4°  (Office 
of  Research  and  Monitoring.)  [Prepared  by  University  of  Arkansas,  College  of  En- 
gineering, Fayetteville,  Ark.,  under  project  R-801876,  program  element  1  BB  037.] 
*  Paper,  $1.70.     ©Item  431-1-12 

EP  1.23/2:660/2-74-044 

07577  660/2-75-010.  Research  status  on  effects  of  land  application  of  animal  wastes  [with  list 

of  references];  by  William  L.  Powers  ,  G.  Walter  Wallingford  ,  Larry  S.  Murphy. 
May  1975.  vi  +  96  +  [l]   p.il.  4°     (National  Environmental  Research  Center,  Office  of 
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Research  and  Development,  Corvallis,  Orcg.)  [Prepared  by  Kansas  Stale  University. 
Manhattan,  Kans  .  under  project  80321,  program  element  I  BB  039.  ROAF/TASK 
21  BKQ-015.  Date  on  cover  is  June  1975]     *  Paper,  $2  10     •Item  431  1  12 

1  !■  1  23/2:660/2-75-010 

07578  660/2-75-016.    Application    of   exchange    resins    for    treatment    of    textile    dye    wastes;    by 

Allison  Maggiolo  ,  J  Henry  Sayles  .  June  1975.  vi+33  +  [l]  p.il.  4°  (National  Environ 
mental  Research  Center  ,  Office  of  Research  and  Development.  CorvaBb,  Orcg) 
[Prepared  by  Bennett  College,  Greensboro,  N.C  ,  under  project  R  802586,  program 
element  I  BB  036,  ROAP  21  A7.T,  task  006.)  4  (Information  incorrect  in  publication 
as  to  sale  by  Superintendent  of  Documents).     •Item  431-1-12 

F.P  1.23/2:660/2-75-016 

07579  660/2-75-018.    Use    of   climatic    data    in    design    of    soils   treatment    systems    |with    list    of 

references],  by  Dick  M  Whiting  July  1975.  vi  +  67  +  [l]  p.il  4°  (National  r  n\ir.>n 
mental  Research  Center,  Office  of  Research  and  Development,  Corvallis.  Orcg.) 
[Prepared  by  National  Climatic  Center.  Environmental  Data  Service,  National 
Oceanic  and  Atmospheric  Administration,  Asheville,  N.C,  under  FPA-IAG-D4-F451. 
program  element  1  BB  045,  ROAP  21-ASH,  task  018  |  +  (Information  incorrect 
in  publication  as  to  sale  by  Superintendent  of  Documents).     •Item  431-1-12 

FP  1.23/2:660/2-75-018 

07580  660/2-75-019.    Egg    breaking    and    processing    waste    control    and    treatment    [with    list    of 

references];  by  W.  J.  Jewell  .  H.  R.  Davis  .  O.  F.  Johndrew,  jr.,  R.  C.  Loehr. 
W.  Siderewicz,  R.  R.  Zall.  June  1975.  xiii  +  184  +  [l]  p.il.  4°  (National  Fnvironmental 
Research  Center,  Office  of  Research  and  Development,  Corvallis.  Oreg  )  [Prepared 
by  Cornell  University,  Ithaca,  NY.,  under  grant  802174,  program  element  1  BB 
037,  ROAP/TASK  21  BAA/023]  +  (Information  incorrect  in  publication  as  to  sale 
by  Superintendent  of  Documents).     •Item  431-1-12 

EP  I  23/2:660/2-75-019 

07581  660/2-75-021.   Optimizing    petrochemical   waste   bio-oxidation    system   through    automation 

[with  list  of  references];  by  M.  A.  Zeitoun  ,  W.  F.  Mcllhenny  .  N.  J.  Biscan. 
J.  H.  Culp,  H.  C.  Behrens.  June  1975.  x  +  200  +  [l]  p.il.  4°  (National  Environmental 
Research  Center,  Office  of  Research  and  Development.  Corvallis,  Oreg.)  [Prepared 
by  Dow  Chemical  Co.,  Freeport,  Tex.,  under  grant  S  800  766,  program  element 
1  BB  036,  ROAP/task  21  AZP-36]  +  (Information  inconrect  in  publication  as  to 
sale  by  Superintendent  of  Documents).     •Item  431112 

EP  1.23/2:660/2-75-021 

07582  670/2-74-033.  Manual  for  deicing  chemicals,  storage  and  handling  [with  list  of  annotated 

references];  by  David  L.  Richardson  ,  Charles  P.  Campbell  ,  Raymond  J.  Carroll, 
David  I.  Hellstrom,  Jane  B.  Metzger,  Philip  J.  O'Brien,  Robert  C.  Terry.  July  1974. 
x  +  88  +  [l]  p.il.  4°  (National  Environmental  Research  Center,  Office  of  Research  and 
Development,  Cincinnati.  Ohio.)  [Prepared  by  Arthur  D.  Little,  Inc.,  Cambridge, 
Mass.,  under  contract  68-03-0154,  program  element  1  BB  034]  •  Paper,  $1.70.  •Item 
431-1-12 

FP  1.23/2:670/2-74-033 

07583  670/2-74-045.  Manual  for  deicing  chemicals,  application  practices  [with  list  of  references]; 

by  David  L.  Richardson  ,  Robert  C.  Terry  .  Jane  B.  Metzger,  Raymond  J.  Carroll. 
Dec.  1974.  xii  +  152  p.il.  4°  (National  Environmental  Research  Center.  Office  of 
Research  and  Development,  Cincinnati,  Ohio.)  [Prepared  by  Arthur  D.  Little.  Inc., 
Cambridge,  Mass.,  under  contract  68-03-0154,  program  element  I  BB  034.]  'Paper, 
$2.30.     •Item  431-1-12 

EP  1.23/2:670/2-74-045 

07584  670/2-74-056.    Development   of   on-shore    treatment    system    for   sewage   from    watercraft 

waste  retention  system  [with  list  of  references];  by  James  H.  Robins  ,  Arthur  C. 
Green  .  July  1974.  x  +  114  p.il.  4°  (National  Environmental  Research  Center.  Office 
of  Research  and  Development,  Cincinnati,  Ohio.)  [Prepared  by  FMC  Corporation. 
Advanced  Products  Division,  San  Jose,  Calif.,  under  contract  68-32-0220,  program 
element  1  BB  038]     *  Paper,  $1.85.     ©Item  431-1-12 

EP  1.23/2:670/2-74-056 

07585  670/2-75-003.    Oil    spill    and   oil   pollution    reports,    July-Oct.    1974.    by    Floyd    A.    DeWitt 

,    jr.    and    Penelope    Melvin    .    Mar.    1975.    ix  +  206    p.    4°     (National    Environmental 
Research  Center,  Office  of  Research  and  Development.  Cincinnati.  Ohio  )  (Prepared 
by   Marine  Science  Institute,   University  of  California.  Santa  Barbara.  Calif.,  under 
project  R  803063,  program  element  I  BB  041]     •  Paper.  $2.85      •Item  431-1-12 
V     '  FP  I  23/2:670/2-75-003 

07586  670/2-75-057.   Guidelines    for   disposal   of    small   quantities   of   unused    pesticides:    pt.    A. 

Pesticides,  pesticide  chemistry,  and  pesticide  disposal;  pt.  B.  Methods  for  disposal 
of  unused  or  spilled  pesticides  [with  list  of  references];  by  Edward  W.  Lawless 
,  Thomas  L.  Ferguson  ,  Alfred  F.  Meiners.  June  1975.  x  +  331  p.il.  4°  (National 
Environmental  Research  Center,  Office  of  Research  and  Development.  Cincinnati. 
Ohio.)  [Prepared  by  Midwest  Research  Institute.  Kansas  City.  Mo.,  under  contract 
68-01-0098     program    element   I    BB    041.    Issued    with    perforations]     •  Paper,   $4.25. 

#Ilem431-1-'2  EP  .23/2:670/2-75-057 
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07587  EPA  audit,   what  to  do  before  and  after  auditor  arrives.   [1975.]   [7] 

p.  narrow  8°     +     #Item  431-1-1 

EP  1.2:Au  2 

07588  Focus,    library    services.    [1975.]    cover   title,    [4] +19   p.il.   4°    (Library 

Systems  Branch.)     +     •Item  431-1-5 

EP  1.8:L  61/3 

07589  Journal  holdings  report,  1975.  4th  edition.  Apr.  1975.  x+242  p.  oblong 

8°  ([EPA-LIB-75-02];  Library  Systems  Branch,  Management  and  Or- 
ganization Division,  Office  of  Administration,  Office  of  Planning  and 
Management.)  +      #Item  431-1-37 

EP  1.31:975 

07590  NEIC,    National    Enforcement    Investigations    Center,    Denver,    Colo. 

[1975.]  [10]  p.il.  oblong  12°  ([Office  of  Enforcement.])  +  #Item 
431-1-1 

EP  1.2:N  21  e/6 

07591  Noble  gases  [with  lists  of  references];  edited  by  Richard  E.  Stanley 

,  A.  Alan  Moghissi  ,  technical  editor,  Jerry  J.  Lorenz.  [1975.]  [8] +680 
p.il.  4°    [Based  on  symposium  held  in  Las  Vegas,  Nev.,  Sept.  24- 
28,  1973,  cosponsored  by  National  Environmental  Research  Center 
and  University  of  Nevada,  Las  Vegas.]     +     #Item  431-1-1 
L.C.  card  75-27055  EP  1.2:G  21/4 

07592  Noise  source  regulation  in  State  and  local  noise  ordinances.  Feb.  1975. 

[33]  p.il.  4°  (EPA  550/9-75-020;  Office  of  Noise  Abatement  and  Con- 
trol.)    +     #Item  431-1-1 

EP  1.2: N  69/22/975 

[Solid  waste  management]  SW  (series). 

07593  6  p.  Use  of  solid  waste  as  fuel  by  investor-owned  electric  utility  companies,  proceedings, 

EPA/Edison  Electric  Institute  meeting,  Mar.  5-6,  1975;  by  Robert  A.  Lowe  .  1975. 
vi+27  p.  4°  +  Solid  Waste  Information,  EPA,  Cincinnati,  Ohio,  45268.  •Item 
431-1-7 

EP  1.17:6  p 

07594  139.  Beverage  containers,  Vermont  experience;  by  Michael  Loube  .  [1975.]  cover  title, 

16  p.  narrow  8°      +     •Item  431-1-7 

EP  1.17:139 

07595  State  air  pollution  implementation  plan  progress  report,  Jan.  1-June  30, 

1975.  Sept.  1975.  x+457  p.il.  4°  (EPA-450/2-75-008;  Office  of  Air  and 
Waste  Management,  Office  of  Air  Quality  Planning  and  Standards, 
Research  Triangle  Park,  N.C.)  [Prepared  in  cooperation  with  Office 
of  Enforcement.]     §  (Price  upon  application). 

EP  1.52:975 

United  States  LPPSD  technical  information  exchange  document. 

07596  1.  Summary  report  of  advanced  automotive  power  systems  contractors  coordination  meet- 

ing, Ann  Arbor,  Mich.,  rankin  engines,  combustion  systems,  gas  turbine  engines, 
June  5-7,  1973  [with  list  of  references].  1973.  [285]  p.il.  4°  (Advanced  Automotive 
Power  Systems  Development  Division;  [Committee  on  Challenges  of  Modern 
Society].)     +     •Item  431-1-30 

EP  1.50:1 

07597  2.  Summary  report  of  automotive  power  systems  contractors  coordination  meeting,  Ann 

Arbor,  Mich.,  May  13-16,  1974  [with  list  of  references].  [1974.]  [381]  p.il.  4°  (Advanced 
Automotive  Power  Systems  Development  Division;  [Committee  on  Challenges  of 
Modern  Society].)     +     •Item  431-1-30 

EP  1.50:2 

07598  3.  Second  symposium  on  low  pollution  power  systems  development,  Neue  Messe,  Dussel- 

dorf.  Federal  Republic  of  Germany,  Nov.  4-8,  1974  [with  lists  of  references].  [1974.] 
[575]  p.il.  4°     ([Committee  on  Challenges  of  Modern  Society.])  [Sponsored  by  Minis- 
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try  of  Interior,  and  Ministry  for  Research  and  Technology.  Federal  Republic  of 
Germany]     +     •Item  431-1-30 

FP  150:3 

07599  4.    Summary   report   of   Automotive    Power   Systems   Contractors   coordination    meeting, 

Ann  Arbor,  Mich  ,  May  6-8,  1975  |1975.|  [458]  p  il.  4"  (Division  of  I  r..nsp..rt.ition 
Fnergy  Conservation;  Committee  on  Challenges  of  Modern  Society  )  (Issued  by 
Energy  Research  and  Development  Administration]      t      •Item  431-1-30 

IK  I  If.  4 

FEDERAL  AVIATION  ADMINISTRATION,  Transportation  Dcpt. 
Washington,  DC  20553 

Airman's  information  manual.  (AIP  AGA  3.)  [Issued  with  perforations] 

07600  pt.2.  Airport  directory,  autumn-winter  1975-76.  [1975.]  cover  title.  |7]  +  v  +  252  p   4° 

(Semiannual  ]  •  Paper,  $7.00  a  yr.,  add  $1.75  for  foreign  mailing  •Item  43I-C- 
5 

TD  4.l2:pt. 2/975-76 

07601  Airport  operations  specifications  [with  list  of  references).  Feb.  3,  1975. 

[20]  p.  4°    (Advisory  Circular  AC  139.12-1.)  [Issued  with  perforations.] 
+     •Item  431-C-4 

TD  4.8:Ai  7/34 

07602  Application  of  area  navigation  in  national  airspace  system.  Feb.  1973. 

iii+152  p.il.  4°    [Prepared  by  FAA/Industry  RNAV  task  force.]     # 

TD  4.2:N  22/3 

Aviation  education  (series). 

07603  Second   report  on   learning  through   aviation;   [by   Lee   Conway   ].   May   1970  (published 

1974].  iv  +  18  p.il.  4°  (Office  of  General  Aviation.)  [Published  by  Richmond  Unified 
School  District,  Richmond,  Calif.  Reprinted  by  Department  of  Transportation, 
Federal  Aviation  Administration,  Aviation  Education  Programs  Division.)  +  •Item 
431-A-21 

TD4.25L  47 

07604  Eighth    FAA    representatives    program    review    conference,    Europe, 

Africa,  and  Middle  East  region,  Brussels,  Belgium,  Oct.  13-15,  1971. 

[1972.]  cover  title,  [6] +58  leaves,  4°    [Issued  with  perforations.] 

# 

TD  4.2:P  94/2 

07605  Energy   impact  analysis,   profiles   of  scheduled   air  carrier  operations 

at  25  U.S.  airports.  Feb.  1974.  [l]  +  57+[50]  p.il.  4°    (Office  of  Aviation 
Economics;  Aviation  Forecast  Division.)     # 

TD  4.2:En  2 

07606  Federal  Aviation  Administration.  [1975.]  cover  title,  20  p.il.  square  8° 

+     #Item  431-C-8 

TD  4.2:F  31/975 

Federal  aviation  regulations. 

07607  36.  Noise  standards,  aircraft  type  and  airworthiness  certification.  June  1974.  cover  title. 

[3]  +  i  +  P-26  +  32  p.il.  4°  [Incorporates  amendments  36-1  and  36-2  Issued  with  perfora- 
tions.] •  Paper,  $3.00  (basic  and  supplementary  material  for  indefinite  period);  add 
75c.  for  foreign  mailing.     •Item  431-C-13 

S  TD  4.6:36 

07608  135.   Air   taxi   operators   and   commercial   operators   of   small   aircraft.   Nov.   1974.   cover 

title,   [2]  +  iii  +  P-81  +  43   p.  4°     [Issued   with   perforations]     'Paper,   $6.20  (basic  and 
supplementary  material  for  an  indefinite  period),  add  $1.55  for  foreign  mailing. 
•Item  431-C-13  ^ 

TD  4.6:135/2 

07609  General   aviation  impact  cost  study:   v.l,   Executive  summary;  [by  J. 

W.  Chadwick  ,  T.  W.  Hall  ,  E.  T.  Yeager,  R.  W.  Cote].  June  1973. 
cover  title,  [4]  +  31  p.il.  4°    (Office  of  Aviation  Economics.)  [Prepared 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Pag*  *3 


Government  Publications 

by     Battelle-Columbus,     Columbus,     Ohio,     under    contract    DOT- 

FA72WA-3118.]     # 

TD  4.2:C  82/v.l 

07610  General  aviation  impact  cost  study:   v.2,  Research  methodology;  [by 

J.  W.  Chadwick  ,  T.  W.  Hall  ,  E.  T.  Yeager  ,  R.  W.  Cote].  June 
1973.  cover  title,  [141]  p.il.  4°  (Office  of  Aviation  Economics.) 
[Prepared  by  Battelle-Columbus,  Columbus,  Ohio,  under  contract 
DOT-FA72WA-3118.]     # 

TD  4.2:C  82/v.2 

07611  Great  Lakes  region  aviation  system,  10  year  plan  1976-85.  July  1975. 

cover  title,  [220]  p.il.  4°  [Issued  with  perforations.]  +  •Item  431- 
A-17 

TD  4.33/4:976-85 

07612  National  aviation   system  10  year  plan,   1973-82,   5th  annual  planning 

review  conference,  May  22,  1973,  Washington,  D.C.,  vu-graph  presen- 
tation; by  Richard  Seaman  .  [1974.]  cover  title,  63  leaves  il.  oblong 
12°  (Office  of  Aviation  Policy  and  Plans.)     # 

TD  4.2:N  21/4/973-82 

07613  Nineteen  seventy-five  annual  aviation  mechanic  safety  awards  program. 

Feb.  6,  1975.  6+[l]  p.  4°  (Advisory  circular  AC  60-2M.)  [Issued  with 
perforations.  Supersedes  Advisory  circular  AC  60-2L.]  +  #Item 
431-C-4 

TD  4.8:M  64/4 

Order  (series). 

07614  6200.4  B.  Test  equipment  management  handbook.  Nov.  18,  1975.  cover  title,  [183]  p.il. 

4°     [Cancels  order  6200.4A,  dated  Oct.  22,  1970.  Issued  with  perforations.]     # 
•Item  431-C-4 

TD  4.8/2:6200.4  B 

07615  Report  on  civil  aviation  activities  of  Federal  government  of  Nigeria, 

v.l  [with  list  of  reference  documents].  Mar.  1974.  cover  title,  ii+87 
p.  4°     # 

TD  4.2:N  56/v.l 

07616  Statistical  summary,  air  carrier  enforcement  cases,  1972.  [1974.]  cover 

title,  ii+29  leaves  il.,  oblong  12°  (Office  of  the  General  Counsel.) 
# 

TD  4.2:Ai  7/17/972 

07617  United   States  civil  aircraft  register,  July  1,  1975.   [1975.]  2  v.,  cover 

title,  [2276]  p.  4°  (AC-20-6Y;  Aeronautical  Center,  [Flight  Standards 
Technical  Division].)  [Semiannual.]  *  Paper,  $24.60  per  set  (2  vols.) 
(S/N  050-007-00292-1).    •Item  431-F-5 

TD  4.18/2:975-2/v.l,2 

07618  United  States  standard  flight  inspection  manual,  Change  26.  [1975.]  [35] 

p.  4°  (OA  P  8200.1;  Army  Dept.  TM-95-225;  Navy  Dept.  NAVAIR 
16-1-520;  [Air  Force  Dept.]  AFM-55-8.)  [Issued  with  perforations.  Can- 
cels Order  8240.34.]     #    #Item  431-C-4 

TD  4.8:F  64/963/rep.2/ch.26 

*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  84  #Not  Available  for  Sale  or  Distribution 


April  1976 

FEDERAL  BUREAU  OF  INVESTIGATION,  Justice  IKpt.  Washington, 
DC  20530 

07619  FBI    laboratory,    brief    outline    of    history,    services,    and    operating 

techniques  of  world's  greatest  scientific  crime  laboratory.  [Revised 
July  1974.)  [1974.]  [4] +  34  + [1]  p.il.  4°     4      #Item  721 

J  1.14/2:  L  11/974 

FBI  uniform  crime  reports. 

07620  Bomb   summary,   comprehensive   report   of   incidents  involving  explosive  and   incendiary 

devices  in  Nation,  1973  [1974]  cover  title.  Ml*  28  p.il  4°  (Prepared  in  cooperation 
with  National  Bomb  Data  Center]      +      •Item  722-A 

J  l.I4/7-4:B  63/973 

07621  Bomb  summary,   comprehensive   report  of  incidents  involving  explosive  and   incendiary 

devices  in  Nation,  Jan-June.  1975  [1975]  cover  title.  (4] +  24  p.il.  4°  +  •Item 
722-A 

J  !.14/7-4:B  63/975 

07622  Bomb   summary,  comprehensive   report  of  incidents  involving  explosive   and   incendiary 

devices  in  Nation,  Jan-June.  1974.  (1975.)  cover  title,  [41  +  22  p.il.  4°  +  •Item 
722-A 

J  1.14/7  -4B  63 

07623  Uniform  crime  reports  for  United  States,  1974.  [1975.]  ix+293  p.il.  4° 

[Printed  annually.  Advisory:  Committee  on  Uniform  Crime  Records, 
International  Association  of  Chiefs  of  Police.  Title  on  cover  is:  Crime 
in  United  States,  1974,  uniform  crime  reports.]  *  Paper,  $3.60  (S/N 
027-001-00013-1).     •Item  722 

J  1.14/7:974 

FEDERAL  ELECTION  COMMISSION  Washington,  DC  20463 

07624  Federal-State  election  law  survey,  analysis  of  State  legislation,  Federal 

legislation,  and  judicial  decisions;  [Thomas  M.  Durbin  ,  Patricia  Ann 
Fiori  ,and  Rita  A.  Reimer,  editors].  Ninth  issue.  Nov.  1,  1975. 
[3]  + xv +3%  p.  4°  [Prepared  by  American  Law  Division  of  Congres- 
sional Research  Service,  Library  of  Congress.]     +     •Item  1089 

Y  3.E1  2/3:2  St  2/975-9 

FEDERAL  ENERGY  ADMINISTRATION  Washington,  DC  20461 

Conservation  paper. 

07625  1  A.   Energy  management  case  histories.   [1975]   v  +  15  p.il.  4°    ([FEA-241-D];  Office  of 

Industrial  Programs.)  [Prepared  in  cooperation  with  U.S.  Dept.  of  Commerce] 
•  Paper,  70c.     •Item  434-A-I0 

FE  1.22:1  A 

07626  12.    Data   base,   potential    for  energy   conservation   in  9   selected   industries:    v.4.   Copper 

[with  list  of  references].  1st  edition.  [19751  iv  +  118  p.il  4°  ([FEA-I83-D];  Energy 
conservation  and  environment;  Office  of  Industrial  Programs.)  (Prepared  by  Gordian 
Associates,  Inc.]     •  Paper,  $1.90.     ©Item  434-A-10 

FE  1.22:12 

07627  14.  Data  base,  potential  for  energy  conservation  in  9  selected  industries:  v.6.  Steel  [with 

list  of  references].  1st  edition.  [1975]  iv  +  139  p.il  4°  ([FEA-185-D];  Energy  conserva- 
tion and  environment;  Office  of  Industrial  Programs.)  (Prepared  by  Gordian  As- 
sociates, Inc.]     •  Paper,  $2.05.     •Item  434-A-I0 

FE  1  22-M 

07628  15.    Data    base,    potential    for   energy    conservation    in   9   selected    industries:    v.7.   Glass 

[with  list  of  references].  1st  edition  [1975]  iv  +  126  p.il.  4°  ([FEA-186-D];  Energy 
conservation  and  environment;  Office  of  Industrial  Programs  )  (Prepared  by  Gordian 
Associates,  Inc.]     •  Paper.  $1.95.     •Item  434-A-I0 

FE  1.22:15 

07629  16.   Data   base,  potential   for  energy  conservation  in  9  selected   industries:   v.8.   Selected 

paper  products   [with   list  of  references].   1st  edition.   [1975]   iv  +  155   p.il.  4°     ([FEA- 

187-D];  Energy  conservation  and  environment;  Office  of  Industrial  Programs  ) 
[Prepared  by  Gordian  Associates,  Inc.]     •  Paper.  $2.25.     •Item  434-A-I0 

H  FE  1.22:16 
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07630  17.  Data  base,  potential  for  energy  conservation  in  9  selected  industries:   v.9,  Styrene 

butadiene  rubber  [with  list  of  references].  1st  edition.  [1975]  iv  +  133  p.il.  4°  ([FEA- 
188-D];  Energy  conservation  and  environment;  Office  of  Industrial  Programs.) 
[Prepared  by  Gordian  Associates,  Inc.]     *  Paper,  $2.00.     •Item  434-A-IO 

FE  1.22:17 

07631  24.  Proceedings  of  conference  on  challenge  of  load  management,  convergence  of  diverse 

interests,  June  11-12,  1975.  [1975.]  [5] +  113  p.il.  4°  ([FEA/D-75/658.])  [Sponsored  by 
Office  of  Utilities  Programs,  in  association  with  American  Public  Power  Assoc, 
Edison  Electric  Institute,  National  Association  of  Regulatory  Utility  Commissioners, 
and  National  Rural  Electric  Cooperative  Assoc.  Title  on  cover  is  Load  Management.] 

+     •Item  434-A-IO 
L.C.  card  75-24821  FE  1.22:24 

07632  Directory  of  Federal  agencies  engaged  in  energy  related  activities.  Oct. 

1975.  ix+80  p.il.  4°  (Office  of  Intergovernmental,  Regional  and  Spe- 
cial Programs.)     *  Paper,  $1.55.     •Item  434-A-l 

FE  1.2:F  31 

Draft  environmental  impact  statement  DES  (series). 

07633  75-2.  Energy  independence  act  of  1975  and  related  tax  proposals.  Mar.  1975.  cover  title, 

[402]  p.il.  4°     ([Office  of  Environmental  Programs.])     +     •Item  434-A-9 

FE  1.21:75-2 

07634  Economic  impact  of  energy  shortages  on  commercial  air  transportation 

and  aviation  manufacture:  v.l,  Impact  analysis;  [by  J.  E.  Gorham 
,  D.  Gross  ,  J.  C.  Snipes].  [June  1975.]  cover  tide,  lix+206  p.  4° 
([FEA/B-75/588;  Office  of  Policy  and  Analysis;  Office  of  Economic 
Impact.])  [Prepared  by  Stanford  Research  Institute,  Washington  Of- 
fice, Arlington,  Va.,  under  contract  C-03-50033-00.]  §  Paper,  $8.50. 
•Item  434-A-l 

FE  1.2:Ai  7/v.l 

07635  Economic  impact  of  energy  shortages  on  commercial  air  transportation 

and  aviation  manufacture:  v. 2,  Aviation  industries  profiles  and  energy 
usage  characteristics;  [by  J.  E.  Gorham  ,  D.  Gross  ,  J.  C.  Snipes]. 
[June  1975.]  cover  title,  xi+271  p.il.  4°  ([FEA/B-75/589;  Office  of 
Policy  and  Analysis;  Office  of  Economic  Impact.])  [Prepared  by  Stan- 
ford Research  Institute,  Washington  Office,  Arlington,  Va.,  under 
contract  C-03-50033-00.]     §  Paper,  $8.75.     •Item  434-A-l 

FE  1.2:Ai  7/v.2 

07636  Energy    conservation,    understanding   and   activities   for   your  people. 

[1975.]  cover  title,  20  p.il.  4°  ([FEA/D-75/264;  Office  of  Conservation 
Education.])  [With  things  to  read,  list.]  *  Paper,  85c.  (S/N  041-018- 
00091-7).    •Item  434-A-l 

FE  1.2:  Y  8 

07637  Fact  sheet  [on]  solar  energy.  [1975.]  9  p.il.  narrow  8°    ([FEA-168-A.]) 

+     •Item  434-A-l 

FE  1.2:So  4 

07638  Final  report,  oil  and  gas  resources,  reserves,  and  productive  capacities, 

submitted  in  compliance  with  Public  law  93-275,  sec.  15(b),  v.l.  Oct. 
1975.  vi+69  p.il.  4°  ([FEA/G-75-618];  Office  of  Policy  and  Analysis, 
Office  of  Energy  Resource  Development.)     +     •Item  434-A-l 

FE  1.2: Oi  5/3/v.l 

07639  Final  report,  oil  and  gas  resources,  reserves,  and  productive  capacities, 

submitted  in  compliance  with  Public  law  93-275,  sec.  15(b),  v.2.  Oct. 
1975.  v+151  p.  4°  ([FEA/G-75-619];  Office  of  Policy  and  Analysis, 
Office  of  Energy  Resource  Development.)     +     •Item  434-A-l 

FE  1.2:Oi  5/3/v.2 
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07640  Initial  report  on  oil  and  gas  resources,  reserves,  and  productive  capaci- 
ties, submitted  in  compliance  with  public  law  93-275,  sec.  15(b).  June 
1975.  (260)  pil-  4°  ([FEA  360-G);  Office  of  Policy  and  Analysis. 
and  Office  of   Energy   Resource   Development.)     ■+     •Item  434-A- 

FE  1.2:Oi  5/2 

07641  1972  petroleum  supply  and  demand  in  non-Communist  world.  May  1974. 
[5]  +  37  p.il.  4°  (National  Energy  Information  Center.)  *  Paper,  95c. 
(S/N  5800-00001).     •Item  434-A-l 

FE  1.2 :P  44/972 

07642  Outline  for  saving  energy,  lighting  and  thermostats  in  commercial, 
public,  and  industrial  buildings.  [1976.]  [2]  p.  4°  (Office  of  Conserva- 
tion and  Environment.)     +     •Item  434-A-l 

FE  1.2: En  2/6 

07643  Proceedings,  energy  conservation  in  Colorado,  Golden,  Colo.,  Sept. 
17,  1975  [with  bibliography].  [1975.]  cover  title,  104  p.il.  4°  [Presented 
by  Colorado  Energy  Research  Institute,  under  contract  to  FEA  Re- 
gion 8.]      +     •Item  434-A-l 

FE  1.2:En  2/5 

Project  Independence  Blueprint,  transcript  of  public  hearing. 

44         4.   Seattle.   Wash.,   Sept.   5-7.   1974,   Appendix.   (1975]  [l]  +  ix  +  714  p.il.  4°     'Paper.   $7  55 
•Item  434-A-5 

FE  1.18H  35/no  4/app. 

07645  Remarks  by  Frank  G.  Zarb  ,  Administrator,  before  5th  European  In- 

stitutional Investor  Conference,  London,  England,  Dec.  1,  1975.  1975. 
7  p.  4°    (S-75-400.)  [Title  on  cover  is  Federal  energy  news.]  + 

FE  1.10:  Z  1/4 

07646  Remarks  by  John  C.  Sawhill  ,  Administrator,  before  Conference  Board 

meeting,  New  York,  N.Y.,  Nov.  21,  1974.  1974.  9  p.  4°  (S-74^89; 
Communications  and  Public  Affairs.)  + 

FE  1.10:Sa  9/30 

07647  Remarks  of  John  C.  Sawhill  ,  Administrator,  before  National  Oil  Job- 

bers Council,  Orlando,  Fla.,  Apr.  21,  1974.  1974.  12  p.  4°  (S-74-162: 
Public  Affairs  [Office].)  + 

FE  1.10:Sa  9/28 

07648  Remarks  of  John  C.  Sawhill  ,  Deputy  Administrator,  before  University 

of  Maryland  Department  of  Government  and  Politics,  College  Park, 
Md.,  Apr.  16,  1974.  1974.  11  p.  4°     (S-74-150;  Public  Affairs  [Office].) 

FE  1.10:Sa  9/29 

07649  Report  on  improving  productivity  of  electric  powerplants  [with  list  of 

references].  Mar.  1975.  vi+85  p.il.  4°  ([FEA-263-6];  Office  of  Energy 
Conversion;  Energy  Resource  Development.)  [Prepared  by  FEA  In- 
teragency Task  Group  on  Powerplant  reliability.]  *  Paper,  $1.55  (S/N 
041-018-00056-9).     •Item  434-A-l 

FE1.2:E12 

07650  Report  to  Congress  on  economic  impact  of  energy  actions  as  required 

by  Public  Law  93-275,  sec.  18(D).  July  1975.  [1J  +  123  p.  4°  ([FEA/B- 
75/376];  Office  of  Economic  Impact;  Office  of  Policy  and  Analysis.) 

+     •«-«<-A-3  ^.,5,2:975 
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07651  Report   to  Congress   on  foreign  ownership  control  and   influence  on 

domestic  energy  sources  and  supply,  (Public  Law  93-275,  sec.  26). 
Dec.  1974.  [3]+xii+80  p.  4°  (Office  of  International  Energy  Affairs; 
[FEA  219-M;  Office  of  Communications  and  Public  Affairs].)  * 
Paper,  $1.55    •Item  434-A-l 

FE  1.2:F  76 

07652  Siting    energy    facilities    at    Camp    Gruber,    Okla.,    v.2    [with    list    of 

references].  June  1975.  [2]+v+64  p.  4°  [Prepared  by  Pacific  Northwest 
Laboratories  of  Battelle  Memorial  Institute.]  *  Paper,  $1.30.  •Item 
434-A-l 

FE  1.2:C  15/V.2 

07653  Siting  energy  facilities  at  Camp  Gruber,  Okla.,  v.3  [with  bibliography]. 

June  1975.  [80]  p.  4°  [Prepared  by  Pacific  Northwest  Laboratories 
of  Battelle  Memorial  Institute.]     *  Paper,  $1.40.     •Item  434-A-l 

FE  1.2:C  15/V.3 

07654  Solar  energy  projects  of  Federal  government;  [by  Howard  L.  Magnas 

].  Jan  1975.  cover  title,  [5]+137  p.  4°  (FEA/C-75/247;  National  Energy 
Information  Center.)    §  Paper,  $6.25.    •Item  434-A-l 

FE  1.2:So  4/2 

07655  Total  energy  management,  practical  handbook  on  energy  conservation 

and  management,  for  use  of  owners  and  managers  of  office  buildings 
and  small  retail  stores  [with  bibliography].  Testing  edition.  [1975.] 
cover  title,  [3] +54  p.il.  4°  (Energy  Conservation  and  Environment.) 
[Developed  by  National  Electrical  Manufacturers  Association,  New 
York,  N.Y.,  and  National  Electrical  Contractors  Association, 
Washington,  D.C.]  + 

FE1.8:M31/    * 

FEDERAL  HIGHWAY  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20590 

07656  Career  with  FHWA,  typists  and  stenographers.  [Nov.  1974,  published 

1975.]  15  p.il.  narrow  8°    +     •Item  982-G-5 

TD  2.2:T  98/974 

07657  Crash  cushions,  selection,  criteria  and  design;  [by]  L.  R.  Lawrence 

,and  James  H.  Hatton  ,  jr.  Sept.  1975.  [107]  p.il.  4°  [Issued  with 
perforations.]     +     •Item  982-G-5 

TD  2.2:C  85 

Demonstration  project  (series). 

07658  12.  Soils  exploration  and  testing  supplement  [with  list  of  references].  [1975.]  cover  title, 

[l]+30  p.il.  4°    (Region  15,  R&D  Projects  Division,  Arlington,  VA.)  + 

TD  2.40:12 

07659  32.   Noise  measurement   techniques,  equipment  systems,  and  data  interpretation,  noise 

demonstration  equipment.  [1975.]  cover  title,  [55]  p.il.  4°    [Issued  with  perforations.] 
+ 

TD  2.40:32 

FHWA  program  HY  (series). 

07660  1.  Electronic  computer  program  for  hydraulic  analysis  of  circular  culverts.  [July  1970.] 

cover  title,  ii+47  p.il.  4"    (Office  of  Research  and  Development;  [Bureau  of  Public 
Roads,  BPR  program  HY-1].)  + 

TD  2.41:1 

07661  2.  Electronic  computer  program  for  hydraulic  analysis  of  pipe-arch  culverts.  [May  1969.] 

cover  title,  iv  +  48  p.il.  4°     (Office  of  Research  and  Development;  [Bureau  of  Public 
Roads,  BPR  program  HY-2].)  + 

TD  2.41.2 
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07662  12.  Highway  design,  construction,  and  maintenance   [July  197V]  |4)  p   narrow  8°     # 

TO  2  *K  12 

07663  Managing  highway  maintenance,  training  guide  and  catalog.  Nov.  1972. 
[3J  +  33  p.il.  4°  [Prepared  by  Roy  Jorgensen  Associates,  Inc.,  under 
contract  FH-U-7600.]     # 

TD  2.8: M  28/guide 

Report  FHWA-RD  (series). 

>64  75-82.  Demonstration  of  acoustical  underground  survey  system  in  Washington  mctropulital 
area,  final  report;  [by]  T.  O.  Price  .  June  1975.  cover  title,  vi  +  113  p.il.  4°  (Offices 
of  Research  and  Development.)  (Prepared  by  Holosonics,  Inc.,  Richland.  Wash.] 
§  (Price  upon  application).     •Item  982-G-ll 

TD  2  30:75-82 

<65  75-111.  Prevention  of  preferential  bridge  icing  using  heat  pipes,  interim  report  |with  list 
of  references;  by]  A.  A.  Ferrara  and  R.  Haslett  .  July  1975  cover  title,  viii  +  102 
p.il.  4°  (Offices  of  Research  and  Development.)  |Prepared  by  Cinimman  Aerospace 
Corp.,  Bethpage,  NY]     §  (Price  upon  application)      •Item  982-G-ll 

TD  2.30:75-111 

166  75-527.  Introduction  to  concrete  polymer  materials.  Supplement  no.  I;  (by  W.  C.  Cowan 
,  W.  T.  Lockman  ,  W.  G.  Smoak.  and  G.  W.  DePuy].  Nov.  1975.  cover  title, 
iv  +  75  p.il.  4°  (Offices  of  Research  and  Development.)  (Prepared  by  Bureau  of 
Reclamation,  Engineering  and  Research  Center,  Denver,  Colo]  i  (Price  upon  appli- 
cation).    •Item  982-G-ll 

TD  2.30:75-527 

Report  FHWA-RDDP  (series). 

07667  PC-520.  Production  efficiency  study  on  large-capacity,  rubber-tired  front-end  loaders, 
final  report;  (by]  D.  A.  Bernard  .  T.  R.  Ferragut  .  D.  L,  Neumann  May  1973. 
cover  title,  vii  +  53  p.il.  4°     §  (Price  upon  application). 

TD  2  30/2PC-520 

07668  5-1.    Serrated   soft-rock   cut   slopes,   final    report;   (by)   Dennis   Richards   ,   David   Ham 
June  1973.  cover  title,  [37]  p.il.  4°     §  (Price  upon  application). 

TD  2.30/2:5-1 

07669  6-1.  Erosion  control  with  wood  chip  on  newly  graded  areas,  final  report;  [by]  David 
M.  Ham  .  Jan.  1974.  cover  title,  [24]  p.il.  4°     §  (Price  upon  application). 

TD  2  30/2:6-1 

07670  8-1.  Production  of  Portland  cement  concrete  by  use  of  continuous  mixing  process,  final 
report  Sept.  1972.  cover  title,  [46]  p.il.  4°  (Research  and  Development  Demonstration 
No.  8.)     # 

TD  2.30/2:8-1 

07671  17-1.  Prestressed  concrete   pavement  construction,  final  report  (with  list  of  references). 

Feb.  1973.  cover  title,  [l]  +  iv  +  49  p.il.  4°     (Research  and  Development  Demonstration 
Project  No.  17.)  + 

TD  2.30/2:17-1 

07672  Training  manual  for  inspection  for  decent,  safe,  and  sanitary  housing 

[with  list  of  references].  Apr.  1975.  [2]+126  p.il.  4°  (Office  of  Right- 
of-Way  and  Environment,  Relocation  Assistance  Division.)  [Issued 
with  perforations.]  + 

TD  2.8:In  7/3 

FEDERAL  POWER  COMMISSION  Washington,  DC  20426 

07673  Federal  power  act,  Apr.  1,  1975.  1975.  vii  +  340  p.     *  Paper,  $3.15  (S/N 

015-000-00324-3).     •Item  437 

FP  1.5 :P  87/975 

National  electric  rate  book  rate  schedules  for  electric  service  in  com- 
munities of  2,500  population  or  more,  residential,  commercial,  and 
industrial  services.  [Issued  with  perforations]  *  Paper,  $22.50  a  year 
(separate  sections,  each  representing  a  State),  add  $5.75  for  foreign 
mailing;  single  copy,  45c. 

07674  Alabama.  Nov.  1974.  [2]  + 15  p.  4°     [Supersedes  issue  of  Oct.  1973]      •I,elJL4^oA-1 
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07675  California.   Oct.   1974.   (2) +  25   p.   4°     [Supersedes   issue  of  Sept.   1973.]       •Item  437-A- 

4 

FP  1.18:C  12/974 

07676  Kentucky.   Oct.   1974.    [2]  +  15   p.   4°     [Supersedes   issue   of   Nov.   1973.]       •Item   437-A- 

15 

FP  1.18:K  41/974 

FEDERAL  RAILROAD  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20590 

Orders. 

07677  1100.23.  FRA  organization  manual.  [1975.]  cover  title,  [187]  p.il.  4°     ([Office  of  Administra- 

tion.]) [Issued  with  perforations.]     +     •Item  701-D 

TD  3.8/2:1100.23 

07678  Pre-seminary  manual  for  F.R.A.  equal  employment  opportunity  aware- 

ness seminar  [with  lists  of  references].  [1975.]  cover  title,  [160]  p.il. 
4°    (Office  of  Civil  Rights.)     +     •Item  701-B 

TD  3.2:Eq  2 

FEDERAL  WORKING  GROUP  ON  PEST  MANAGEMENT 
Washington,  DC  20460 

07679  Guidelines  on  analytical  methodology  for  pesticide  residue  monitoring 

[with  bibliographies].  June  1975.  cover  title,  [69]  p.  4°  [Final  editing 
and  publication  done  by  Secretariat,  FWGPM,  with  assistance  of 
editorial  staff  of  Pesticides  monitoring  journal.  Issued  with  perfora- 
tions.]    +     •Item  1089 

Y  3.P  43:8  P  43 

FISH  AND  WILDLD7E  SERVICE,  Interior  Dept.  Washington,  DC 
20240 

07680  Final  environmental  statement:  Proposed  use  of  steel  shot  for  hunting 

waterfowl  in  United  States  [with  list  of  references].  [1975.]  [2]+v+276 
p.il.  4°     *  Paper,  $3.40  (S/N  024-010-0041 1-8).     •Item  611-1 

I  49.76: St  3 

07681  Land  at  river's  end,  Copper  River  delta;  [by  Thomas  Michael  Baugh 

].  [1976.]  [12]  p.il.  oblong  24°  [Prepared  in  cooperation  with  Alaska 
Department  of  Fish  and  Game,  University  of  Alaska,  Forest  Service, 
Department  of  Agriculture,  Chugach  National  Forest,  Alaska  Region, 
Pacific  Northwest  Forest  and  Range  Experiment  Station,  Forestry 
Sciences  Laboratory,  Juneau,  Institute  of  Northern  Forestry,  Fair- 
banks. Some  illustrations  are  colored.]     +     •Item  612 

I  49.2:C  79 

FLIGHT  STANDARDS  SERVICE,  Transportation  Dept.  Washington, 
DC  20553 

07682  Commercial  pilot  airplane,  written  test  guide,   FAR  part  61  (revised). 

1974.  v+37  p.il.  4°     ([AC  61-71.])     *  Paper,  85c.  (S/N  5011-00070). 
•Item  431-F-3 

TD  4.408:P  64/4/974 

FOOD  AND  DRUG  ADMINISTRATION,  Health,  Education,  and 
Welfare  Dept.  Washington,  DC  20201 

07683  Selected  technical  publications,  July-Dec.  1973,  Food  and  Drug  Adminis- 

tration [no.  18,  articles,  with  bibliographies].  [1975.]  cover  title, 
viii+605+[l]  p.il.  4°     +     •Item  475-R 

HE  20.4023:18 
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FOOD  AND  NUTRITION  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

FNS  (series). 

07684  140.    Food   for   youth,    study   guide     Oct     1975.    iv  +  99   p.    4°     'Paper.    $170      •Item    74 

A-2 

A  9K  9  140 

FOREST  SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

07685  3P  [probability  proportional  to  prediction)  sampling,  annotated  bibliog- 

raphy; by  H.  Gyde  Lund  .  June  1975.  [1J  +  25  p.  4°  (Resource  Manage- 
ment Group,  Resource  Use  and  Management  Group,  Northeastern 
Area,  State  and  Private  Forestry,  Upper  Darby,  Pa.)  + 

A13.11/2:P94 

07686  Twenty-second     northeastern    forest    tree     improvement    conference, 

proceedings,  State  University  of  New  York,  College  of  Environmental 
Science  and  Forestry,  Syracuse,  N.Y.,  Aug.  7-9,  1974  [with  lists  of 
literature  cited].  1975.  cover  title,  ii+204  p.il.  4°  ([Northeastern 
Forest  Experiment  Station,  Upper  Darby,  Pa.])  +      •Item  84 

A  13.42/2:T  71/975 

GENERAL  ACCOUNTING  OFFICE  Washington,  DC  20548 

Report  by  Comptroller  General  of  United  States.  +  Paper,  each,  $1.00 
(write:  GAO,  Box  1020,  DC  20013).  Free  to  Members  of  Congress, 
Congressional  committee  staff,  government  officials,  college  libraries, 
faculty  and  students,  non-profit  organizations  (write:  GAO,  441  G 
St.  NW,  DC  20548). 

07687  Agency  printing  and  duplicating  operations  need  management  improvements,  multiagency 

Nov.  I,  1974.  [3]  +  ii  +  23  leaves,  il.  4"  ([B-114829.])  [Report  to  Joint  Committee  on 
Printing] 

GA  I.I3P  93/11 

07688  Assessment   of    work    incentive    program    in    Washington    State.    Department    of    Health, 

Education,  and  Welfare.  Department  of  Labor.  Aug.  6.  1974.  cover  title,  [4]  +  iv  +  37 
p.  4°     (B-16403K3).)  [Report  to  Committee  on  Finance  .  United  States  Senate.) 

GA  1.13W  89/8 

07689  Audit  of  financial  statements  of  Saint  Lawrence  Seaway  Development  Corporation,  calen- 

dar year  1973,  Department  of  Transportation.  July  9,  1974.  [5]  +  u  +  15  leaves.  4° 
(B-125007.)  [Report  to  Congress] 

GA  I.I3AU  2/15/973 

07690  Audit  of  United   States   Capitol  Historical  Society  for  year  ended  Jan    31,  1974.   Nov. 

6,  1974.  cover  title,  11  leaves,  4°     (B-176631.)  [Report  to  Congress  ] 

GA  I.I3C  17/6 

07691  Better  controls  needed  for  health  maintenance  organizations  under  Medicaid  in  California. 

Social  and  Rehabilitation  Service,  Department  of  Health.  Education,  and  Welfare 
Sept.  10,  1974.  [5]  +  iv  +  39  leaves,  4°  (B-16403K3).)  [Report  to  Committee  on  Finance. 
United  States  Senate.] 

GA  I  13M  46/31 

07692  Cost   and   use   of   personnel   in    Agency    for   International    Development     Aug.    29,   1974. 

[7]  +  iv  +  52  leaves,  4°  (B-165731.)  [Report  to  Subcommittee  on  Foreign  Operations. 
Committee  on  Appropriations,  United  States  Senate  ] 

V  GA  I.I3P  43/12 

07693  Department  of  Defense   stockpiling  of  war  reserve   materials  for  use  by   United   States 

allies.  Department  of  Defense.  July  17,  1974.  |1]  + 10  +  K>  leaves.  4°     (B-159451  ) 

07694  Department  of   Defense's   current   patent   and   licensing   policies   and   practices     Aug.   8. 

.974.  [l]  +  8+9+[2,  leaves.  4-     (B-.6.059,  GA  ...3D  36/15 

07695  Domestic  crude  oil  pricing  policy  and  related  production.  Federal  Energy  Administration 

Aug.  19,  1974.  [1]  +  I9  leaves,  il.  4"     (B-178205.)  ^  .  ,  „  ^    c,n 

GA  l.l3:Ol  5/7 

07696  Economic   and   logistical    impact   resulting   from   announced   closure   of   Fort   MacArthur. 

Department  of  Defense.  Nov.  7.  1974.  cover  title.  [4]  +  ii  +  32  p.  4°     (B-172707.) 

F  GA  1I3:F  77  m 
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07697  Examination  of  financial  statements  of  Federal  Home  Loan  Mortgage  Corporation  for 

year  ended  Dec.  31,  1973.  Oct.  11,  1974.  cover  title,  [4]  +  ii  +  15  p.  4°  (B-179312.)  [Report 
to  Congress.] 

GA  1.13:F  49/11/973 

07698  Examination  of  financial  statements  of  National  Flood  Insurance  Program,  fiscal  year 

1973,  Federal  Insurance  Administration,  Department  of  Housing  and  Urban  Develop- 
ment. Oct.  11,  1974.  cover  title,  [4]  +  ii  +  31  p.  4°  (B-114860.)  (Report  to  Congress.] 

GA  1.13:F  65/973 

07699  Examination   of  grants   awarded   to   Berkeley   Unified   School   District   and   to   Bilingual 

Children's  Television,  Inc.,  Office  of  Education,  Department  of  Health,  Education, 
and  Welfare.  Sept.  4,  1974.  cover  title,  [3]  +  iv+24  p.  4°     (B-164031(l).) 

GA  1.13:G  76/11 

07700  Excess  defense  articles  provision  in  proposed  Foreign  assistance  legislation,  Department 

of  Defense.  July  15,  1974.  [l]+6  leaves,  4°     (B-163742.) 

GA  1.13:F  76/15 

07701  Extending  effective  date  of  Food  and  Drug  Administration's  diagnostic  X-ray  equipment 

standard.  Department  of  Health,  Education,  and  Welfare.  Sept.  23,  1974.  cover  title, 
[3]  +  iii+20p.  4°    (B-164031(2).) 

GA  1.13:X  1 

07702  From  welfare  to  self-sufficiency,  assessment  of  work  incentive  program  in  Wayne  Co., 

Mich.,  Department  of  Labor,  Department  of  Health,  Education,  and  Welfare.  Aug. 
20,  1974.  cover  title,  [4]  +  iv+41  p.  4°  (B-164031(3).)  [Report  to  Committee  on  Finance. 
United  States  Senate.] 

GA  1.13:W  45/5 

07703  General  Accounting  Office  assistance  to  Congress  in  improving  access  and  usefulness 

to  Congress  of  fiscal,  budgetary  and  program-related  information.  Sept.  20,  1974. 
cover  title,  2  leaves  +14  p.  4°    (B-115398.)  [Report  to  Congress.] 

GA  1.13:F  52/2 

07704  How   criminal  justice   agencies   use   criminal  history   information.   Aug.   19,   1974.   cover 

title,  [4]  +  iv  +  70  p.  4°  (B-171019.)  [Report  to  Subcommittee  on  Constitutional  Rights, 
Committee  on  Judiciary,  United  States  Senate.] 

GA  1.13 :C  86/10 

07705  How   passenger  sedans   in   Federal  government  are   used   and   managed.   Sept.  6,   1974. 

cover  title,  [5]  +  iii+48  p.  4°  (B-158712.)  [Report  to  Ad  Hoc  Subcommittee  on  Govern- 
ment Vehicle  Use,  Committee  on  Appropriations,  United  States  Senate.] 

GA  1.13:Se  2/2 

07706  Implementation   of   Federal   water   pollution  control   act   amendments   of   1972   is   slow, 

Environmental  Protection  Agency.  Dec.  20,  1974.  [7]  +  v  +  [l]+62  leaves,  4°  (B-166506.) 
[Report  to  Subcommittee  on  Environmental  Pollution,  Committee  on  Public  Works, 
United  States  Senate.] 

GA  1.13: W  29/17 

07707  Improvements   needed   in   planning  and   using  motor  vehicle   safety   research,   National 

Highway  Traffic  Safety  Administration,  Department  of  Transportation.  Sept.  16,  1974. 
cover  title,  [4]  +  iv  +  51  p.  4°  (B-164497(3).)  [Report  to  Committee  on  Commerce, 
United  States  Senate.] 

GA  1.13:Sa  1/4 

07708  Improvements  still  needed  in  negotiating  prices  of  noncompetitive  contracts  over  $100,000, 

Department  of  Defense.  Aug.  3,  1974.  cover  title,  [4]  +  iv  +  36  p.  4°  (B-168450.)  [Report 
to  Congress.] 

GA  1.13:P  93/10 

07709  Information  on  number,   location,  and  cost  associated  with  construction  and  operation 

of   military  golf  facilities  throughout  the  world,  Department  of  Defense.  Nov.  18, 

1974.  [5]  +  44  leaves,  4°    (B-160813.) 

GA  1.13:M  59/44 

07710  Information  on  unresolved  audit  exceptions  with  Federal  employees  health  benefit  car- 

riers, Civil  Service  Commission.  Nov.  7,  1974.  cover  title,  2  +  [l]  +  3-28  leaves,  4° 
(B-164562.)  [Report  to  Subcommittee  on  Retirement  and  Employee  Benefits,  and 
Committee  on  Post  Office  and  Civil  Service.]      •Item  546-D 

GA  1.13:Au  2/13 

07711  Low   rents  charged  at  personnel  quarters  of  Veterans  Administration  Hospital,  Hines, 

111.,  Veterans  Administration,  Department  of  Housing  and  Urban  Development.  Dec. 
6,  1974.  cover  title,  10  leaves,  4°  (B-133044.)  [Report  to  Subcommittee  on  Housing 
and  Urban  Development,  Space,  Science,  Veterans,  Committee  on  Appropriations, 
United  States  Senate.] 

GA  1.13:R  29/18 

07712  Low-income   groups   not   helped   by   Agency   for   International   Development's   Housing 

Investment  Guaranty  program.  Nov.  25,  1974.  cover  title,  [8]  +  iv+72  p.il.  '4°  (B- 
171526.)  [Report  to  Congress.] 

GA  1.13:H  81/62 

07713  Management  practices  used  by  Veterans  Administration's  Denver  regional  office  in  assist- 

ing veterans.  Sept.  11,  1974.  [1]  +  14  leaves,  4°    (B-118660.) 

GA  1.13:V  64/26 
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07727 
07728 
07729 
07730 


Managing  recreation  facilities  at  Bureau  of  Reclamation  reservoirs.  Department  of  Intcn 
or.  July  29,  1974.  cover  title.  [4]  +  iii+37  p.il.  4°  (B-I74I72  )  [Report  to  Conservation 
and  Natural  Resources  Subcommittee.  Committee  on  Government  Operations.  Mouse 
of  Representatives.) 

GA  I  13  R  24/12 
Military  hospitals  should  be  provided  criteria  for  Presidential  and  VIP  accommodations, 
instructed  to  discontinue  separating  officer  and  enlisted  patients.  Department  of 
Defense.  Dec.  24,  1974.  cover  title.  [4]  +  iv  +  l02  p.il.  4°  (B-I6I475  )  (Subcommittee 
on  Priorities  and  Economy  in  Government,  Joint  Economic  Committee  .  Congress 
of  United  States] 

(,A  1.13  H  79/16 
Navy's   actions   to  acquire   dependents   school  building   in   Athens,  Greece,   Department 
of  Defense.  July  3,  1974.  cover  title.  [4]  +  ii  +  22  p.il.  4°     (B-131587.)  |Reporl  to  General 
Subcommittee  on  Labor,  Committee  on  Education  and  Labor,  House  of  Representa- 
tives] 

GA  I  l3:Sch  6/6 
Need  for  improved  outreach  efforts  for  veterans  in  prison  or  on  parole    Dec    30,  1974 
[1J  +  20  leaves,  4°  ([B-U4859.]) 

GA  1.13V  64/25 
Need   for   imp[r]oving   regulation   of   natural   gas   industry   and   management   of   internal 
operations.  Federal  Power  Commission.  Sept.  13,  1974.  126  leaves,  4°     (B-180228.) 

GA  I.13G  21/6 
Need  for  uniform  method  for  paying  interest  on  Government  trust  funds.   Department 
of  Treasury.  Jan.  10,  1975.  cover  title,  [4]  +  iv  +  51  p.  4°     (B-154394.)  [Report  to  Con- 
gress.) 

GA  1.I3T  77/4 

Need  to  improve  benefit-cost  analyses  in  setting  motor  vehicle  safety  standards.  National 

Highway  Traffic  Safety  Administration,  Department  of  Transportation.  July  23.  1974. 

[5]  +  iv  +  32   leaves,   4°     (B-164497(3).)   [Report   to  Committee   on   Commerce.    United 

States  Senate.) 

GA  l.l3:Sa  1/5 
Need    to    more   consistently    reimburse    health   facilities   under   Medicare   and   Medicaid, 
Department  of  Health,  Education,  and  Welfare.  Aug.  16,  1974.  cover  title,  |4]  +  iv  +  50 
p.  4°    (B-16403K4).)  [Report  to  Congress] 

GA  1I3:M  46/29 
Numerous  improvements  still  needed  in  managing  U.S.  participation  in  international  or- 
ganizations.   Department   of   State    and    other   agencies.    July    18,    1974.    cover   title. 
(5]  +  iii+50  p.  4°     (B-168767.)  [Report  to  Congress  ] 

GA  1.13:In  8/20 
Partial  report,  in-depth  investigation  into  independent  research  and  development  and 
bid  and  proposal  programs,  Department  of  Defense.  Aug.  16,  1974.  cover  title,  2 
leaves  +22  p.  4°  (B-164912.)  [Report  to  Subcommittees  on  Research  and  Develop- 
ment, Committee  on  Armed  Services,  United  States  Senate,  and  Priorities  and  Econo- 
my in  Government,  Joint  Economic  Committee,  Congress  of  United  States] 

GA  1.13:R  31/20 
Pricing  of  publications  sold  to  public.  Government  Printing  Office.  Nov.  19,  1974.  cover 
title,  [4]  +  iii  +  22  p.il.  4°     (B-114829.)  [Report  to  Joint  Committee  on  Printing. 1 
•Item  546-D 

GA  I.13P  96/26 
Problems  in  Federal  Energy  Office's  implementation  of  emergency  petroleum  allocation 
programs  at  regional  and  State  levels.  Federal  Energy  Administration.  July  23,  1974. 
[1]  +  16  leaves,  il.  4°  (B-178205.)  [Report  to  Subcommittee  on  Reorganization. 
Research,  and  International  Organizations.  Committee  on  Government  Operations. 
United  States  Senate.] 

GA  I.13P44/9 

Problems  in  Federal  Energy  Administration's  compliance  and  enforcement  effort.  Federal 

Energy  Administration.  Dec.  6,  1974.  cover  title.  22  leaves.  4°     (B-178205.)  [Report 

to    Subcommittee    on    Reorganization    ,    Research,    and    International   Organizations. 

Committee  on  Government  Operations,  United  States  Senate] 

GA  I.13:F  31/35 
Problems  in  filling  job  orders  and  placing  job  applicants  in  Massachusetts,  Department 
of  Labor.  Oct.  30,  1974.  cover  title,  [3]  +  iv  +  49  leaves,  il.  4°     (B-179083.) 

GA  I.I3:J  57/5 
Process  for  identifying  needs  and  establishing  requirements  for  major  weapon  systems 
in  Department  of  Defense.  Oct.  23,  1974.  [365]  leaves,  il.  4°    (B-163058^ 

GA  I.13:W  37/20 

Procurement  of  ground    simulators   for  navigator  training  by   Air  Force    Aug.   19.   1974. 

m  +  .2  leaves.  4°  <B -17. 609.)  GA  „3:G  91/2 

Procurement  of  20-ton  dump  tmcks  under  contract  DSA-700-72-C-9235,  Department  of 
Army.  Aug.  12.  1974.  cover  title.  17  leaves,  il.  4°     (B-179614.) 

GA  1.13:T  76/6 
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07731  Reimbursements  from  foreign  governments  for  military  personnel  services  provided  under 

Foreign  military  sales  act,  Department  of  Defense.  Aug.  16,  1974.  [lj+2  +  13  leaves, 
4°     (B-180633.) 

GA  1.13:M  59/45 

07732  Review  of  automobile  fuel  economy  testing  and  labeling  program.  Environmental  Protec- 

tion Agency.  Aug.  15,  1974.  cover  title,  31  leaves,  4°  (B-166506.)  [Report  to  Subcom- 
mittee on  Conservation  and  Natural  Resources,  Committee  on  Government  Opera- 
tions, House  of  Representatives.] 

GA  l.l3:F95/5 

07733  Solid  waste  disposal  activities.  District  of  Columbia  government.  Sept.  26,  1974.  cover 

title,  [4]  +  ii  +  19  p.il.  4°  (B-118638.)  [Report  to  Subcommittee  on  District  of  Columbia, 
Committee  on  Appropriations,  United  States  Senate.] 

GA  I.I3:W  28/5 

07734  Status,   progress,   and   problems   in   Federal  agency  accounting  during  fiscal   year  1974. 

Nov.  12,  1974.  cover  title,  [4] +  43  p.il.  4°    (B-115398.)  [Report  to  Congress.] 

GA  1.13:Ac  2/13/974 

07735  Substantial  improvements  needed  in  work  incentive  program,  Atlanta,  Ga.,  Department 

of  Labor,  Department  of  Health,  Education,  and  Welfare.  July  10,  1974.  cover  title, 
[5]  +  iv  +  50  p.  4°  (B-16403K3).)  [Report  to  Chairman  ,  Committee  on  Finance,  United 
States  Senate.] 

GA  1.13:W  89/9 

07736  Survey  of  Federal  and  electric  utility  procurements  of  power  equipment.  Aug.  1,  1974. 

cover  title,  3  +  [2]  +  34  leaves,  4°  (B -174317.)  [Report  to  Subcommittee  on  Budgeting, 
Management,  and  Expenditures,  Committee  on  Government  Operations,  United 
States  Senate.] 

GA  1.13.P  87/6 

07737  Use  of  statutory  authority  for  providing  inmate  release  funds.  Bureau  of  Prisons,  Depart- 

ment of  Justice.  Aug.  16,  1974.  cover  title,  [2]  +  iii+24  leaves,  4°  (B-133223.)  [Report 
to  Subcommittee  on  Courts,  Civil  Liberties,  and  Administration  of  Justice,  Committee 
on  Judiciary,  House  of  Representatives.] 

GA  1.13:In  6 

07738  Use  of   United   States-owned  foreign  currencies,   Department  of  State,  Department  of 

Treasury,  Agency  for  International  Development.  Aug.  19,  1974.  cover  title,  [5]  +  iii  +  74 
p.  4°  (B-146749.)  [Report  to  Chairman,  Committee  on  Foreign  Relations,  United 
States  Senate.] 

GA  1.13:C  93/9 

07739  ACG(OFE)-74-5.   Report  of  Office  of  Federal  Elections  of  General  Accounting  Office 

in  administering  Federal  election  campaign  act  of  1971.  Feb.  6,  1975.  cover  title, 
[3]  + 35  p.  4°  ([B-130961.])  [Report  to  Congress.] 

GA  1.13:ACG(OFE)-74-5 

07740  FOD-75-16.  Examination  of  financial  statements,  Government  Services,  Inc.,  year  ended 

Dec.  31,  1974.  Apr.  11,  1975.  [4]  +  8  leaves,  4°    ([B-114820.]) 

GA  1.13:FOD-75-16 

07741  FPCD-74-109.   Support  of   hunting  and  fishing  at  Matagorda  Island,  Tex.,   Department 

of  Air  Force.  Jan.  6,  1975.  [2]  +  23  leaves,  il.  4° 

GA  1.13.  FPCD-74-109 

07742  FPCD-75-85.   Progress  and  problems  in   implementing  Intergovernmental  personnel  act 

of  1970,  Civil  Service  Commission.  Mar.  7,  1975.  [2]  +  10  leaves,  4°    ([B-157936.]) 

GA  1.13:  FPCD-75-85 

07743  FPCD-75-107.  National  Aeronautics  and  Space  Administration's  equal  employment  oppor- 

tunity program  could  be  improved,  National  Aeronautics  and  Space  Administration, 
Civil  Service  Commission.  Apr.  16,  1975.  cover  title,  2+[3]  +  v  +  99  p.  4°  ([B-178929.]) 
[Report  to  Committee  on  Labor  and  Public  Welfare,  United  States  Senate.] 

GA  1.13:  FPCD-75-107 

07744  FPCD-75-131.  Effectiveness  of  financial  disclosure  system  for  employees  of  U.S.  Geologi- 

cal Survey,  Department  of  Interior.  Mar.  3,  1975.  [2] +9  leaves,  4° 

GA  l.I3:FPCD-75-131 

07745  FPCD-75-137.  Development  of  field  grade  officer  requirements  by  military  services.  De- 

partments of  Army,  Navy,  and  Air  Force.  Mar.  25,  1975.  cover  title,  [4]  +  ii  +  52 
p.  4°  ([B-125037.])  [Report  to  Committee  on  Armed  Services,  House  of  Representa- 
tives.] 

GA  1.13:  FPCD-75-137 

07746  FPCD-75-152.    Urgent   need   for   Department   of   Defense   marginal   performer  discharge 

program.  Apr.  23,  1975.  cover  title,  [4]  +  ii  +  24  p.il.  4°     ([B-164088.]) 

GA  1.13:  FPCD-75-152 

07747  FPCD-75-156.  Part-time  employment  in  Federal  agencies,  Civil  Service  Commission,  Of- 

fice of  Management  and  Budget.  Jan.  2,  1976.  cover  title,  [5]  +  ii+43  p.  4°  ([B- 
159950.])  [Report  to  Congress.] 

GA  1.13:FPCD-75-156 

07748  FPCD-76-27.  Alleged  improper  personnel  practices  at  Drug  Enforcement  Administration, 

Department  of  Justice.  Dec.  19,  1975.  cover  title,  4  +  31  p.  4°    ([B-182868.]) 

GA  1.13:  FPCD-76-27 

*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  94  #Not  Available  for  Sale  or  Distribution 


April  1976 

GGD-75-28.  Operations  of  John  F  Kennedy  Center  for  Performing  Arts.  Smithsonian 
Institution.  Department  of  Interior.  National  Park  Service.  Apr  II,  197s  cover  title. 
|4]  +  iv  +  33  p.  4°  ([B-154459.])  |Report  to  Committee  on  Public  Work*.  United  Stjics 
Senate] 

(iA  in  (it. i>  n  a 

GGD-75-50.  Security  controls  for  methadone  distribtion  need  improving.  Department  of 
Justice,  Department  of  Health,  Education,  and  Welfare  Jan  30,  1975.  cover  title. 
[4]  +  iv  +  26p.  4°  (IB-I6403K2)  |) 

(iA  1  13  0GD-7S-M 
GGD-75-53.  Mandatory  tax  withholding  recommended  for  agricultural  employees.  Internal 
REVF.NUK  Service,   Department  of  Treasury.   Mar.  26.  1975.  cover  title.  [4J+M+22 
p.  4°     ([B-137762.])  [Report  to  Joint  Committee  on  Internal  Revenue  Taxation,  Con- 
gress of  United  States.) 

(iA  I  13  GGD  75-53 
GGD-75-56.    Resource    management    can    be    improved    by    greater    use    of    productivity 
techniques.  District  of  Columbia    Apr   16,  1975   cover  title,  [4]  +  iii  +  45  p.il.  4° 
((B-163762.))  [Report  to  Congress  and  to  Mayor  and  Council  of  District  of  Columbia. | 

GA  I.I3GGD  75  56 
GGD-75-58.    Forecast   of    Postal   Service   self-sufficiency   potential.   United   Slates   Postal 
Service.    Feb.    20,    1975.    [4)  +  25    leaves.    4°     ([B-114874.])    [Report    to   Committee    on 
Post  Office  and  Civil  Service,  House  of  Representatives.) 

GA  I  I3GGD-75-58 

GGD-75-79.  Federal  regulation  of  lobbying  act,  difficulties  in  enforcement  and  administra 

tion.  Department  of  Justice,  Secretary  of  Senate,  Clerk  of  House  of  Representatives 

Apr.   2,   1975.    [27)   leaves.   4°     ([B-129874.])   [Report   to   Committee   on   Government 

Operations,  United  States  Senate] 

GA  I.I3.GGD-75-79 
GGD-75-81.  Observations  on  sole-source  procurement  and  overruns.  U.S.  Postal  Service. 
May    9,    1975.    cover    title.    [3]  +  ii  +  13    p.    4°     ((B-171594.))    [Report    to   Committee    on 
Post  Office  and  Civil  Service,  House  of  Representatives  ] 

GA  1 13  GGD-75-81 
GGD-76-29.  Federal  assistance  for  Presidential  transitions,  recommendations  for  changes 
in    legislation.    Dec.    24,    1975.    cover    title,    [4]  +  ii  +  38    p.    4°     ([B-149372.    B-158195.]) 
[Report  to  Congress] 

GA  1  13GGD  76-29 
ID-75-4.   Increasing  world   food  supplies,  crisis  and  challenge,  Department  of  State  and 
other  agencies.  Sept.  6,  1974.  cover  title,  [3]  +  iii  +  [l]  +  72  p.il.  4°     (B-159652.)  (Report 
to  Congress] 

GA  1.13:ID-75-4 
ID-75-36.  Assistance  to  nonnibber  footwear  industry,  multiagency    Mar    25,  1975.  cover 
title,  [4]  + in +  27  p.il.  4°     ([B-179342.]) 

GA  I I3ID-75-36 
ID-75-40.   Agricultural   attache   role   overseas,   whate   he  does  and  how    he  can  be   more 
effective  for  United  States,  Department  of  Agriculture.  Department  of  State    Apr 
11.  1975.  [6i]  +  v  +  [ll  +  93  leaves,  il.  2  maps.  4°     ([B-I33I60.])  [Report  to  Congress  ] 

GA  1 13ID-75-40 
ID-75-41.  Export  of  U.S.   manufactured  aircraft,  financing  and  competitiveness,   Depart- 
ment  of   Commerce,    Export-Import    Bank   of    United    States.    Mar    12.    1975.    cover 
title.  [4]  +  ii  +  49  p.il.  4°  ([B-114823.]) 

GA  1  I3ID-75-41 
ID-75-42.  Holiday  administration  overseas,  improvement  needed  to  achieve  more  equitable 
treatment   of   employees,    multiagency.    Mar.   17,    1975.    [61]  +  iv  +  54   leaves.    4°     <[B- 
180403.])  [Report  to  Congress.) 

GA  I  13ID-75-42 
ID-75-43.   Status  of  efforts  to  offset  balance-of-payment  deficit  for  fiscal   year  1974  at- 
tributable to  maintaining  U.S.  forces  in  Europe,  Department  of  Commerce.  Depart 
ment  of  Defense.  Feb.  7.  1975.  cover  title.  16  p.  4°     ([B-156489  ])  [Report  to  Congress  ] 

GA  1.I3ID-75-43 
ID-75-50.  Funding  and  reporting  of  Agency  for  International  Development  overhead  costs 
should  be  more  realistic.  Apr.  28.  1975.  [74]  leaves.  4°     ([B-165731  ])  [Report  to  Com- 
mittee on  Foreign  Relations,  United  States  Senate  ] 

GA  I  13  ID-75-50 
ID-75-51.  Proposals  to  strengthen  Foreign  gifts  and  decorations  act  of  1966.  multiagency 
Mar.    26.    1975.    cover   title.    [4]  +  vi  +  66   p.il.   4°     ([B-159008  ])   [Report   to   Committee 
on  Foreign  Relations.  United  States  Senate] 

GA  1.13ID-75-5I 

ID-75-52.  Cost  and  benefits  of  U.S.  participation  in  reopening  Suez  Canal.   Department 

of   Defense,   Department  of  State.   Agency   for  International   Development    Apr    11. 

.975.  [2,  +  .4  leaves.  4«  ((B-.82703.,)  GA  1 .3  ID-75-52 

ID-75-66.   Acquiring  and   managing  nonexpendable  personal  property  overseas,  followup 

review,  Department  of  State.  June  9,  1975.  cover  title.  [4]  +  ii  +  32  p.  4°     ([B-165867.]) 

GA  I  13ID  75-66 
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07767  ID-75-68.   Review   of  preliminary   estimates   of  evacuation   costs,   temporary   care,   and 

resettlement  costs  of  Vietnamese  and  Cambodian  refugees,  Department  of  State, 
Department  of  Defense,  Department  of  Health,  Education,  and  Welfare,  cover  title, 
32  p.  4°  ([B-133001.])  [Report  to  Subcommittee  on  Foreign  Operations,  and  Commit- 
tee on  Appropriations,  United  States  Senate.] 

GA  1.13:ID-75-68 

07768  ID-76-7.   Concept,   cost,   and   management  of  administrative   support   services  provided 

by  Department  of  State  to  other  Federal  agencies  overseas.  Dec.  11,  1975.  cover 
title,  [4]  +  iii  +  36  p.  4°     ([B-180403.])  [Report  to  Congress.] 

GA  1.13:ID-76-7 

07769  ID-76-29.  Overseas  military  banking,  how  it  is  financed  and  managed,  Department  of 

Treasury,  Department  of  Defense.  Dec.  12,  1975.  cover  title,  [3]+ii+34  p.  4°  ([B- 
184090.])  [Report  to  Congress.] 

GA  1.13:ID-76-29 

07770  ID-76-35.  How  to  improve  management  of  U.S.  financed  programs  to  develop  free  labor 

movements  in  less  developed  countries.  Department  of  State,  Agency  for  Interna- 
tional Development.  Dec.  29,  1975.  cover  title,  [5]+iii+78  p.  4°  ([B-161794.])  [Report 
to  Congress.] 

GA  1.13:  ID-76-35 

07771  LCD-74-320.  Questionable  aspects  of  military's  study  of  land  needs  in  Hawaii,  Depart- 

ment of  Defense.  Feb.  20, 1975.  cover  title,  [3]  +  ii+42  p.  4°    ([B-164217.]) 

GA  1.13:LCD-74-320 

07772  LCD-74-334.   Improved   procedures  needed  for  justifying  lease  acquisitions  of  Federal 

buildings,  General  Services  Administration.  Feb.  13,  1975.  cover  title,  [4]  +  iii+22  p. 
4°     ([B-95136.]) 

GA  1.13:LCD-74-334 

07773  LCD-74-338.  Unrecovered  costs  for  utility  services  furnished  to  non-appropriated-fund 

and  non-government  activities,  Department  of  Defense.  Feb.  7,  1975.  cover  title, 
[3]  +  ii  +  15  p.  4°  ([B-163136.]) 

GA  1.13:  LCD-74-338 

07774  LCD-75-314.  Acquisition  of  building  in  Laguna  Niguel,  Calif.,  in  exchange  for  Govern- 

ment-owned properties,  General  Services  Administration.  Mar.  3,  1975.  [2]  +  26  leaves, 
il.  4°  ([B-16551.])  [Report  to  Committee  on  Government  Operations,  House  of 
Representatives.] 

GA  1.13:  LCD-75-314 

07775  LCD-75-323.  General  Services  Administration's  methods  for  computing  rent  for  Federally 

occupied  buildings  need  further  improvement,  General  Services  Administration.  Mar. 
10,  1975.  [2]  +  10  leaves,  4°  ([B-95136.])  [Report  to  Committee  on  Public  Works  and 
Transportation,  House  of  Representatives.] 

GA  1.13:LCD-75-323 

07776  LCD-75-421.  Ways  of  increasing  productivity  in  maintenance  of  commercial-type  vehicles. 

Department  of  Defense  .General  Services  Administration,  United  States  Postal  Ser- 
vice. [1975.]  cover  title,  [5]  +  iv  +  58  p.  0°    ([B-161340.]) 

GA  1.13:LCD-75-421 

07777  LCD-75-432.  Navy  aircraft  overhaul  depots  could  be  more  productive,  Department  of 

Defense.  Dec.  23,  1975.  cover  title,  [4]  +  iv  +  55  p.  4°  ([B-133014.])  [Report  to  Con- 
gress.] 

GA  1.13:LCD-75^32 

07778  LCD-75-433.  Department  of  Defense  procedures  for  accumulating  and  controlling  costs 

for  aid  to  South  Vietnam  in  fiscal  year  1975.  Apr.  3,  1975.  cover  title,  [4]  +  iv  +  30 
p.  4°  ([B-159451.])  [Report  to  Committee  on  Armed  Services,  House  of  Representa- 
tives.] 

GA1.13:LCD-75^33 

07779  LDC-75-437.  Substantial  improvements  needed  in  Government  Printing  Office's  services 

to  Federal  departments  and  agencies.  Dec.  29,  1975.  cover  title,  [4]  +  iii+23  p.  4° 
([B-114829.])  [Report  to  Congress.] 

GA  1.13:LCD-75-437 

07780  LCD-76-311.  Progress  and  problems  of  Government's  utility  conservation  program.  General 

Services  Administration,  Department  of  Defense.  Dec.  30,  1975.  cover  title,  [3]  +  ii  +  24 
p.  4°    ([B-178205.]) 

GA  1.13:  LCD-76-311 

07781  MWD-75-2.  Administration  of  alien  labor  certification  program  should  be  strengthened, 

Department  of  Labor,  Department  of  Justice,  Department  of  State.  May  16,  1975. 
cover  title,  [5]  +  vi+84  p.  4°  ([B-125051.])  [Report  to  Committee  on  Judiciary,  House 
of  Representatives.] 

GA  1.13:MWD-75-2 

07782  MWD-75-19  A.   Food  labels,  do  they  tell  enough?  summary  of  report  to  Congress  on 

food  labeling,  goals,  shortcomings,  and  proposed  changes,  Department  of  Health, 
Education  and  Welfare,  Department  of  Agriculture,  Department  of  Commerce.  Jan. 
29,  1975.  cover  title,  [l]  +  20  p.il.  4° 

GA  1.13:MWD-75-19  A 

07783  MWD-75-24.  Problems  in  work  incentive  program  in  Los  Angeles  and  San  Diego,  Depart- 

ment of  Labor,  Department  of  Health,  Education,  and  Welfare.  Jan.  28,  1975.  [84] 
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leaves,  4°  ((B-I6403K3).])  [Report  to  Chairman,  Committee  on  Finance,  United  States 
Senate.] 

GA  I.I3MWD-75-24 

07784  MWD-75-40.    Excluding    substandard   canned    pineapple    from    United    States,    Food    and 

Drug  Administration  ,  Department  of  Health.  Education,  and  Welfare.  Mar  3,  1975. 
cover  title.  [3]  +  iv  +  2l  p.  4?  ([B-179440.]) 

GA  I  I3MWD  75-40 

07785  MWD-75-41.  Slow  implementation  of  work  incentive  program  in  New  York  City,  Depart- 

ment of  Labor,  Department  of  Health,  Education,  and  Welfare  Mar  17,  1975 
[4]  +  iv  +  47  leaves,  4°  ((B-16403K3).])  (Report  to  Committee  on  Finance.  United  States 
Senate.] 

GA  I  13MWD-75-4I 

07786  MWD-75-42.    Summaries    of   GAO   conclusions   and    recommendations   on    appropriation 

matters  for  civil  departments  and  agencies.  Jan.  2,  1975.  cover  title,  |6)  +  191  p.  4° 
([B-106190.])  [Report  to  Committees  on  Appropriations,  House  of  Representatives. 
United  States  Senate.] 

GA  I  13MWD-75-42 

07787  MWD-75-45.  Questionable  use  of  domestic  aeromedical  evacuation  system,  Department 

of  Defense.  Apr.  21,  1975.  cover  title,  [4]-t-iv  +  22  p.  4°     ([B-161475.]) 

GA  1.13MWD-75-45 

07788  MWD-75-60.    Funding   of   employment    service   and    unemployment    insurance   activities. 

Department  of  Labor.  Apr.  16,  1975.  cover  title,  13  p.  4°     ([B-133182.]) 

GA  I.13MWD-75-60 

07789  MWD-75-63.  Equal  employment  opportunity  program  for  Federal  nonconstmction  contrac- 

tors can  be  improved,  Department  of  Labor.  Apr.  29,  1975.  [5]  +  iv  +  89  leaves,  4° 
([B-167015.]) 

GA  1.13MWD-75-63 

07790  MWD-75-65.  Banning  of  2  toys  and  certain  aerosol  spray  adhesives.  Consumer  Product 

Safety  Commission.  Apr.  7,  1975.  cover  title,  [5]  +  v  +  31  p.  4°     ([B-139310.]) 

GA  1.13MWD-75-65 

07791  MWD-75-71.     Food     and     Drug     Administration's     investigation     of     defective     cardiac 

pacemakers  recalled  by  General  Electric  Company,  Department  of  Health,  Education 
and  Welfare.  Mar.  10,  1975.  cover  title  .  [3]  +  v  +  26  p.il.  4°     ([B-16403K2).]) 

GA  1.13:MWD-75-71 

07792  MWD-75-74.  Improvements  needed  in  Medicaid  program  management  including  investiga- 

tions of  suspected  fraud  and  abuse.  Social  and  Rehabilitation  Service,  Department 
of  Health,  Education,  and  Welfare.  Apr.  14,  1975.  [4]  +  vi  +  45  leaves,  4°  ([B- 
164031(3).])  [Report  to  Subcommittee  on  Health  and  Committee  on  Finance.  United 
States  Senate] 

GA  1.13:MWD-75-74 

07793  MWD-75-75.  Data  available  to  measure  impact  of  minimum  and  overtime  wage  provisions 

of  Fair  labor  standards  act  on  working  parents  employing  domestic  service  workers 
as  babysitters,  Department  of  Labor.  June  3,  1975.  cover  title,  17  leaves,  4°  ([B- 
114873.])  [Report  to  Subcommittee  on  Intergovernmental  Relations  and  Human 
Resources,  Committee  on  Government  Operations,  House  of  Representatives.] 

GA  1.13:MWD-75-75 

07794  MWD-75-85.  How  States  plan  for  and  use  Federal  formula  grant  funds  to  provide  health 

services.  Department  of  Health,  Education,  and  Welfare.  Dec.  9,  1975.  cover  title, 
[4]+ii+67  p.  4°  ([B-16403K5).])  [Report  to  Congress.] 

GA  1.I3MWD-75-85 

07795  MWD-76-19.    Worker   protection    must    be    insured    when    employers    request    permission 

to  deviate  from  safety  and  health  standards.  Occupational  Safety  and  Health  Ad- 
ministration, Department  of  Labor.  Dec.  31,  1975.  cover  title.  (4]  +  iii  +  35  p.  4° 
([B-163375.]) 

GA  1.13  MWD-76-19 
077%        MWD-76-22.  Progress  and  problems  in  allocating  funds  under  titles  1  and  2,  Comprehen- 
sive employment  and  training  act.   Department  of  Labor.  Jan.  2,  1976.  cover  title, 
[4]  +  iii  +  52  p.il.  4°  ([B-163922.])  [Report  to  Congress.] 

GA  l.l3:MWD-76-22 

07797  MWD-76-54.  Assessment  of  reading  activities  funded  under  Federal  program  of  aid  for 

educationally  deprived  children.  Office  of  Education,  Department  of  Health.  Educa- 
tion, and  Welfare.  Dec.  12,  1975.  cover  title,  [5]  +  iv  +  48  p.  4°  ([B-I6403K1).])  Report 
to  Congress] 

GA  1.13MWD-76-54 

07798  OSP-75-11.  Problems  of  independent  refiners  and  gasoline  retailers.  Federal  Energy  Ad- 

ministration. Apr.  4,  1975.  [2J  +  16  leaves,  il.  4°     ([B-178205.]) 

GA  1.13:OSP-75-U 

07799  PSAD-75-43.    Examination    into   administration   of   Air   Force   indicator   repair  contracts 

with  Pantronics,  Inc.,  Department  of  Air  Force.  Dec.  30,  1974.  cover  title,  2  leaves 
+  [3]  +  iii  +  105  p.  4°  ([B-180176.]) 

GA  1.13:PSAD-75^3 
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07800  PSAD-75-44.  Government  support  of  shipbuilding  industrial  base,  Maritime  Administra- 

tion, Department  of  Defense.  Feb.  12,  1975.  cover  title,  [4]  +  iv  +  57  p.il.  4°  ([B- 
118779.])  (Report  to  Congress.] 

GA  1.13:  PSAD-75-44 

07801  PSAD-75-61.  Executive  branch  action  on  recommendations  of  Commission  on  Government 

Procurement.  Mar.  17,  1975.  cover  title,  [4]  +  iii  +  135  p.  4°  ([B-160725.])  [Report  to 
Committee  on  Government  Operations,  House  of  Representatives.] 

GA  1.13:PSAD-75-61 

07802  PSAD-76-35.  Operations  auditing  by  Defense  Contract  Audit  Agency,  accomplishments, 

problems,  and  actions  to  improve.  Department  of  Defense.  Dec.  18,  1975.  cover 
title,  [4]  +  ii  +  27  p.  4°  ([B-159724.])  [Report  to  Congress.] 

GA  1.13:PSAD-76-35 

07803  PSAD-76-39.  Executive  branch  actions  on  recommendations  of  Commission  on  Govern- 

ment Procurement.  Dec.  19,  1975.  cover  title,  [4]  +  ii  +  137  p.  4°     ([B-160725.]) 

GA  1.13:PSAD-76-39 

07804  PSAD-76-56.  Causes  of  excessive  profits  on  defense  and  space  contracts.  Renegotiation 

Board.  Dec.  31,  1975.  cover  title,  [4]  +  ii  +  40  p.  4°    ([B-163520.])  [Report  to  Congress] 

GA  1.13:  PSAD-76-56 

07805  PSAD-76-66.  Space  Telescope  project.  National  Aeronautics  and  Space  Administration. 

Jan.  1976.  cover  title,  [6]  +  39  p.il.  4°  [Study  by  staff  of  U.S.  General  Accounting 
Office.] 

GA  1.13:PSAD-76-66 

07806  RED-75-279.  Greater  benefits  can  be  derived  from  improved  HUD  audits  of  program 

participants,  Department  of  Housing  and  Urban  Development.  Nov.  25,  1974.  cover 
title,  [4]  +  iv  +  31  p.  4°  ([B-114860.])  [Report  to  Congress.] 

GA  1.13:RED-75-279 

07807  RED-75-309.    Isolating    high-level    radioactive    waste    from    environment,    achievements, 

problems,  and  uncertainties.  Atomic  Energy  Commission.  Dec.  18,  1974.  [4]  +  iv+43 
leaves,  il.  4°    ([B-164052.])  [Report  to  Congress.] 

GA  1.13:  RED-75-309 

07808  RED-75-315.  Contributions  of  advisory  groups  to  Federal  motor  vehicle  and  traffic  safety 

programs  ,  National  Highway  Traffic  Safety  Administration,  Department  of  Transpor- 
tation. Feb.  4,  1975.  cover  title,  [3]  +  ii+30  p.  4°  ([B-164497(3).])  [Report  to  Committee 
on  Commerce,  United  States  Senate.] 

GA  1.13:RED-75-3l5 

07809  RED-75-324.  Auto  safety  program,  identifying  defects  and  recalling  defective  vehicles, 

National  Highway  Traffic  Safety  Administration,  Department  of  Transportation.  Feb. 
11,  1975.  cover  title,  [3]  +  iii  +  19  p.  4°  ([B-164497(3).])  [Report  to  Committee  on  Com- 
merce, United  States  Senate.] 

GA  1.13:RED-75-324 

07810  RED-75-329.  Information  on  loan  guarantee  programs  under  Rail  passenger  service  act 

and  Regional  rail  reorganization  act.  Feb.  26,  1975.  cover  title,  2  leaves  +[3]  +  79 
p.  4°  ([B-175155.])  [Report  of  Subcommittee  on  Transportation,  Committee  on  Ap- 
propriations, House  of  Representatives.] 

GA  1.13:RED-75-329 

07811  RED-75-334.   Improved   procedures   needed   for  implementing   safety   recommendations, 

Federal  Aviation  Administration,  Department  of  Transportation,  National  Transporta- 
tion Safety  Board.  Mar.  6,  1975.  cover  title,  [4]  + hi +22  p.  4°    ([B-164497(l).]) 

GA  1.13:RED-75-334 

07812  RED-75-338.  Cleaning  up  Great  Lakes,  United  States  and  Canada  are  making  progress 

in  controlling  pollution  from  cities  and  towns.  Environmental  Protection  Agency. 
Mar.  21,  1975.  cover  title,  [4]  +  iv  +  36  p.il.  4°    ([B-166506.])  [Report  to  Congress.] 

GA  1.13:RED-75-338 

07813  RED-75-344.   Delays  in  establishing  uniform  quality  grading  system  for  motor  vehicle 

tires,  National  Highway  Traffic  Safety  Administration,  Department  of  Transportation. 
Mar.  28,  1975.  cover  title,  [3)  +  iii  +  28  p.  4°    ([B-135374.]) 

GA  1.13:RED-75-344 

07814  RED-75-346.   Further  action  needed  on   recommendations   for  improving  administration 

of  Federal  coal-leasing  program,  Department  of  Interior.  Apr.  28,  1975.  cover  title, 
21  p.  4°     ([B-169124.]) 

GA  1.13.RED-75-346 

07815  RED-75-347.  Information  on  secondary  mortgage  market  activities  of  Federal  National 

Mortgage  Association  and  Federal  Home  Loan  Mortgage  Corporation,  Federal  Na- 
tional Mortgage  Association,  Federal  Home  Loan  Mortgage  Corporation.  May  3, 
1975.  cover  title,  4+[l]  +  37  p.  4°  ([B-114828.])  [Report  to  Committee  on  Banking, 
Housing,  and  Urban  Affairs,  United  States  Senate.] 

GA  1.13:RED-75-347 

07816  RED-75-360.  Land  management  activities  on  3  Indian  reservations  in  South  Dakota  can 

be  improved.  Bureau  of  Indian  Affairs,  Department  of  Interior.  June  4,  1975.  cover 
title,  [3]  +  vi  +  27  p.  4°  ([B-114868.]) 

GA  1.13:RED-75-360 

07817  RED-75-368.  Information  on  selected  aspects  of  power  operations  of  Tennessee  Valley 

Authority.  Apr.  29,  1975.  [2]  +  10+[2]  +  45  leaves,  il.  4°    ([B-U4850.]) 

GA  1.13:RED-75-368 

♦For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  98  #Not  Available  for  Sale  or  Distribution 


April  1976 

07818  RED-75-372    More  effective  procedures  are  needed  for  establishing  payment  terms  and 

development  periods  for  irrigation  projects,  Bureau  of  Reclamation,  Department 
of  Interior.  May  23,  1975.  cover  title.  12  leaves,  4°     ([B-125045.]) 

GA  l.i3:RED-75-372 

07819  RED-76-16    Personnel   management   improvements   initiated   or   needed   to   help   Farmers 

Home  Administration  meet  its  expanded  missions,  Department  of  Agriculture.  Sept. 
10,  1975.  cover  title,  [4]  +  iv  +  97  p.il.  4°     ([ B-114873.]) 

GA  I.13RED-76-16 

07820  RED-76-42.  Federal  pesticide  registration  program,  is  it  protecting  the  public  and  environ- 

ment adequately  from  pesticide  hazards?  Environmental  Protection  Agency.  Food 
and  Drug  Administration  (HEW).  Dec.  4,  1975.  cover  title,  [9]  +  v  +  90  p.  4°  ([B- 
133192.])  [Report  to  Congress.] 

GA  1.13RED-76-42 

07821  RED-76-44.    Information    available   on   estimated   costs   to   rehabilitate    Nation's   railroad 

track  and  summary  of  Federal  assistance  to  industry.  Nov.  21,  1975.  cover  title, 
[4]  +  ii  +  53  p.  4°  ([B-I64497(5).])  (Report  to  Subcommittee  on  Federal  Spending  Prac- 
tices, Efficiency,  and  Open  Government,  Senate  Committee  on  Government  Opera- 
tions] 

,  GA  l.l3:RED-76-44 

07822  RED-76-47.   Southeastern    Federal   Power   Program,   financial   management   and   program 

operations.  Departments  of  Interior  and  Army,  Federal  Power  Commission.  Jan. 
2,  1976.  cover  title.  [6]  +  iii  +  78  p.  4°     ([B-125032.])  (Report  to  Congress] 

GA  1.13:RED  76-47 

07823  RED-76-54.   Improvements  needed   in   land   disposal  of  radioactive  wastes,   problem  of 

centuries,  Nuclear  Regulatory  Commission,  Energy  Research  and  Development  Ad- 
ministration. Jan.  12,  1976.  cover  title.  (4]  +  iv  +  57  p.il.  4°  ([B-164105.])  [Report  to 
Congress] 

GA  1.13:RED-76-54 

07824  RED-76-56.  Improvements  still  needed  in  coal  mine  dust-sampling  program  and  penalty 

assessments  and  collections.  Departments  of  Interior  and  Health,  Education,  and 
Welfare.  Dec.  31,  1975.  cover  title,  [5]  +  iii  +  56  p.il.  4°  ([B-170686.])  [Report  to  Con- 
gress] 

GA  l.l3:RED-76-56 

Report  by  Comptroller  General  of  United  States.  +  Paper,  each,  $1.00. 

07825  TCD-75-4.   Lengthy   delays   in   processing   of   overpayments   under   part   A   of   Medicare 

program  may  result  in  losses  of  millions  of  dollars.  Social  Security  Administration, 
Department  of  Health,  Education,  and  Welfare.  Apr.  4,  1975.  [4]  +  ii  +  20  leaves,  4° 
([B-U7604(17).]) 

GA  1.13:TCD-75-4 

GEOLOGICAL  SURVEY,  Interior  Dept.  Reston,  VA  22092 
Bulletin. 

07826  1211-F.  Geologic  reconnaissance  of  proposed  powersite  on  Maksoutof  River  near  Sitka, 

southeastern  Alaska  [with  list  of  references  cited];  by  Alexander  A.  Wanek  .  1975. 
iii+22  p.il.  1  pi.  in  pocket  [Feasibility  study  of  geologic  conditions  at  proposed 
powersite  on  Maksoutof  River  near  Sitka,  Alaska.  Geology  of  waterpower  sites 
in  Alaska.]     *  Paper,  $1.35  (S/N  024-001-02645-7).     •Item  620 

I  19.3:1211-F 

07827  1388.   Influence  of  rainfall  and  ancient  landslide  deposits  on  recent  landslides  (1950-71) 

in  urban  areas  of  Contra  Costa  County,  Calif,  [with  list  of  references  cited];  by 
Tor  H.  Nilsen  and  Barbara  L.  Turner  .  1975.  iii  +  18  p.  2  pi.  in  pocket.  [Jointly 
supported  by  Geological  Survey  and  Department  of  Housing  and  Urban  Development 
as  part  of  program  to  develop  earth-science  information  in  form  applicable  to  land-use 
planning  and  decisionmaking]  •  Paper,  $1.90  (S/N  024-001-02721-6).  •Item  620 
L.C.  card  75-619055  I  19.3:1388 

07828  1389.   Stratigraphic  and   structural  relationships  of  Brimfield  Group  in   northeast-central 

Connecticut  and  adjacent  Massachusetts  [with  list  of  references  cited];  by  John 
D.  Peper  ,  Maurice  H.  Pease  ,  jr.,  and  Victor  M.  Seiders.  1975.  iv  +  31  p.il.  3  pi. 
in  pocket.  [Prepared  in  cooperation  with  Connecticut  State  Geological  and  Natural 
History  Survey  and  Massachusetts  Department  of  Public  Works.  Revision  of  stratig- 
raphy of  rocks  of  Brimfield  schist  of  Emerson  in  and  about  type  area]  "Paper, 
70c.  (S/N  024-001-02691-1).  •Item  620 
L.C.  card  74-16051  I  19.3:1389 

07829  1395-A.  Changes  in  stratigraphic   nomenclature  by  Geological  Survey,  1973   [with  list  of 

references    ];    by    George    V.    Cohee    and    Wilna    R.    Wright    .    1975.    iii  +  68    p.il. 

[Contributions  to  stratigraphy.]     •  Paper,  95c.  (S/N  2401-02593).     •Item  620 

L.C.  card  74-31466  I  I9.3:1395-A 
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07830  1395-C.  Stratigraphic  nomenclature  of  Thirtynine  Mile  Volcanic  Field,  central  Colorado 

[with   list   of   references   cited];   by    Rudy   C.    Epis   and   Charles   E.   Chapin    .   1974. 
iii  +  23  p.il.  [Descriptions  of  volcanic  and  nonvolcanic  units  showing  their  chemistry, 
age,  and  interrelationships.  Contributions  to  stratigraphy.]     *  Paper,  50c.  (S/N  2401- 
02582).     •Item  620 
L.C.  card  74-600109  I  19.3:1395-C 

07831  1395-E.  Changes  in  nomenclature  of  upper  Precambrian  to  lower  Paleozoic  (?)  formations 

in  Natick  quadrangle,  eastern  Mass.,  and  their  tentative  correlations  with  rocks 
in  Rhode  Island  and  Connecticut  [with  list  of  references  cited];  by  Arthur  E.  Nelson 
.  1974.  iii+15  p.il.  [Prepared  in  cooperation  wi*  Commonwealth  of  Massachusetts 
Department  of  Public  Works.  Three  formations  are  named  and  defined  in  3  , 500- 
meter  section  of  upper  Precambrian  to  lower  Paleozic  (?)  sedimentary  and  volcanic 
rocks  in  eastern  Massachusetts.  Contributions  to  stratigraphy.]  *  Paper,  35c.  (S/N 
2401-02549).  •Item  620 
L.C.  card  74-600146  I  19.3:1395-E 

07832  1401.   Rapid  analysis  of  silicate,  carbonate,  and  phosphate  rocks,   revised  edition  [with 

list    of   references   cited];   by   Leonard    Shapiro    .   1975.    vi+76  p.il.    [Revises   Rapid 
analysis  of  silicate  rocks,  1952.]     *  Paper,  $1.10  (S/N  024-001-02733-0).     •Item  620 
L.C.  card  74-20782  I  19.3:1401 

07833  1405- A.  Changes  in  stratigraphic  nomenclature  by  Geological  Survey,  1974  [with  list  of 

references];    by    George    V.    Cohee    and    Wilna    B.    Wright    .    1975.    iii+36    p.il. 
[Contributions  to  stratigraphy.]     *  Paper,  70c.  (S/N  024-001-02705-4).     •Item  620 
L.C.  card  75-619237  I  19.3.1405-A 

07834  1408.  New  and  refined  methods  of  trace  analysis  useful  in  geochemical  exploration  [with 

list  of  references  cited];  Frederick  N.  Ward  ,  editor.  1975.  iv  +  105  p.il.  [Collection 
of  methods  additional  to  those  presented  earlier  in  Geological  Survey  bulletins  1152 
and  1289.]     *  Paper,  $1.40  (S/N  024-001-02745-3).     •Item  620 
L.C.  card  75-619319  I  19.3:1408 

07835  Flood   plains  of  Portage  River,   Livingston  County,   Mich,    [with  list 

of  selected  references;  by  L.  E.  Stoimenoff  ].  Okemos,  Mich.,  1975. 
cover  title,  [2]  leaves,  U.  7  pi.  f°  [Prepared  in  cooperation  with 
Livingston  County  Planning  Commission  and  Michigan  Department 
of  Natural  Resources.]     +     •Item  621 

1 19.2: F  65/12 

07836  Flood  plains  of  South  Branch  Shiawassee  River,  Livingston  County, 

Mich,  [with  list  of  selected  references;  by  L.  E.  Stoimenoff  ]. 
Okemos,  Mich.,  1975.  cover  title,  [2]  leaves,  il.  7  pi.  f°  [Open  file 
report  75-78.  Prepared  in  cooperation  with  Livingston  County 
Planning  Commission  and  Michigan  Department  of  Natural 
Resources.]     +     •Item  621 

1 19.2: F  65/13 

07837  Landslides.  1975.  7  p.il.  narrow  8°    *  Paper,  25c.     •Item  621 

1 19.2:L  23/2/975 

Professional  paper. 

07838  433-P.  Discharge  and  flow  distribution,  Columbia  River  estuary  [with  list  of  references 

cited];  by  Garson  A.  Lutz  ,  David  W.  Hubbel  ,and  Herbert  H.  Stevens,  jr.  1975. 
iv  +  31  p.il.  4°  [Prepared  in  cooperation  with  Atomic  Energy  Commission.]  *  Paper, 
$1.15  (S/N  024-001-02214-1).     •Item  624 

I  19.16:433-P 

07839  437-D.   Land   subsidence   due  to  ground-water  withdrawal,   Arvin-Maricopa  area,  Calif. 

[with  list  of  references];  by   Ben   E.   Lofgren   .   1975.   iv  +  55  p.il.  5  pi.   in  pocket, 

4°     [Prepared  in  cooperation  with  California  Department  of  Water  Resources.  Studies 

of  land  subsidence.  Stock  number  given  as  75-619054  in  publication  in  error.] 

*  Paper,  $3.55.     •Item  624 

L.C.  card  75-619054  I  19.16:437-D 

07840  502-C.  Solute  balance  at  Abert  and  Summer  Lakes,  south-central  Oregon  [with  list  of 

literature   cited];   by    A.   S.   Van   Denburgh   .   1975.   iv  +  29  p.il.   1   pi.   in   pocket,   4° 
[Description  of  quantity  and  chemical  character  of  incoming,  outgoing,  and  stored 
solutes  and  mechanisms  of  solute  accumulation  and  depletion  in  saline  environment. 
Closed  basin  investigations.]     *  Paper,  $2.35  (S/N  024-001-02689-9).      •Item  624 
L.C.  card  75-619062  I  19.16:502-C 

07841  743-D.  Dimorphism  in  two  new  genera  of  Devonian  tabulate  corals  [with  list  of  references 

cited];  by  William  A.  Oliver  ,  jr.  1975.  iii  +  ll  +  [2]  p.il.  7  pi.  4°  [Analysis  of  dimor- 
phism, growth,  and  development,  and  wall  microstructure  in  new  coral  genera  from 
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New    York   and    Kentucky    Contribution*   to  paleontology]        *  Paper,   SI  15     •Item 

624 

L.C.  card  75-619109  I  19  16  743-D 

07842  774-C    Mount  Abbot  quandranglc,  central  Sierra  Nevada,  Calif.,  analytic  data  |with  list 

of   references];   by   John   P    Lockwood   .   1975.   iii  +  18  p.il.  4°     (Shorter  contributions 

to  general  geology]     •   Paper,  85c.  (S/N  024-001-02736-4).     •Item  624 

L.C.  card  75-61913  I  I9.I6774-C 

07843  865.  Normapolles  pollen  from  Mississippi  embayment  [with  list  of  references];  by  Robert 

H.  Tschudy  .  1975.  v+42  p.  20  pi.  il.  4°     [Work  done  in  cooperation  with  Kentucky 
Geological   Survey.  Taxonomy  and   stratigraphic   ranges  of   Normapolles  genera  and 
species  found  in  Mississippi  embayment  rocks]     'Paper,  $2.20  (S/N  024-001-02680- 
5).     •Item  624 
L.C.  card  75-619037  I  19.16:865 

07844  873.  Cambrian  and  Ordovician  rocks  of  southern  Arizona  and  New  Mexico  and  western 

most  Texas  [with  list  of  references  cited];  by  Philip  T.  Hayes  ,  George  C.  Cone 
.  1975.  iv  +  98  p.il.  1  pi.  in  pocket,  4°  (Stratigraphic  and  petrologic  study  of  lower 
Paleozoic  rocks  in  Mexican  Highland  physiographic  section  as  framework  for  evaluat- 
ing their  oil  and  gas  possibilities]  'Paper.  $3.75  (S/N  024-001-02718-6).  ©Item 
624 
L.C.  card  75-619221  I  19.16:873 

07845  907-A.B.  Grade  and  tonnage  relationships  among  copper  deposits,  and  Geochemical  ex- 

ploration techniques  applicable  in  search  for  copper  deposits  (with  lists  of  references 
cited];   by    D.    A.    Singer    ,    Dennis    P.    Cox    ,    Lawrence   J.    Drew,   and    Maurice    A. 
Chaffee.  1975.   x  +  35  p.il.  4°     (Geology  and  resources  of  copper  deposits]     'Paper, 
$1.60  (S/N  024-001  -02669-4).     •Item  624 
L.C.  card  74-23594  I  19.16:907- A, B 

07846  926-A.  Geology  and   resources  of  base-metal  vanadate  deposits  (with  list  of  references 

cited];  by   Richard   P.   Fischer   .   1975.   v  +  14  p.il.  4°     (General  habits  of   base-metals 
vanadate  deposits  are  described,  world  distribution  of  these  deposits  is  shown,  and 
literature   references   are  given.   Geology  and   resources  of   vanadium   deposits]     * 
Paper,  75c.  (S/N  024-001-02722^1).     •Item  624 
L.C.  card  75-619125  I  19.16:926-A 

07847  926-B.   Vanadium   resources   in   titaniferous   magnetite  deposits  (with   list  of  references 

cited];  by  Richard  P.  Fischer  .  1975.  v  +  10  p.il.  4°     [Geology  and  resources  of  vanadi- 
um deposits]     •  Paper,  70c.  (S/N  024-001-02723-2).     ©Item  624 
L.C.  card  75-619222  I  19.16926-B 

07848  Water  resources  data  for  New  Mexico,  1974:  pt.l,  Surface  water  records 

[with  list  of  selected  references].  [1975.]  cover  title,  viii  +  238  p.il. 
4°  (Water  Resources  Division.)  [Prepared  in  cooperation  with  State 
of  New  Mexico  and  other  agencies.]  + 

I  19.53/2:N  42  m/974/pt.l 

Water-supply  paper. 

07849  1827-G.    Effects   of   organic    solutes   on   chemical   reactions   of   aluminum,    [with   list   of 

references  cited];  by   C.  J.   Lind  and   John  D.   Hem   .   1975.   v  +  83  p.il.   [Chemistry 
of  aluminum  in  natural  water]     *   Paper.  $1.35  (S/N  024-001-02715-1).     ©Item  625 
L.C.  card  75-6191%  I  19.13:1827-G 

HEALTH,  EDUCATION,  AND  WELFARE  DEPARTMENT 
Washington,  DC  20201 

Syncrisis,  dynamics  of  health,  analytic  series  on  interactions  of  health 
and  socioeconomic  development. 

07850  11.    Nicaragua    (with    selected    bibliography;    by]    B.    Holland    ,    J.    Davis    ,    L.    Gangloff. 

[1974.]  (11J  +  106  p.il.  4°     ([DHEW  publication  (OS)  74-50007;  Office  of   International 
Health,   Division   of    Planning  and   Evaluation.])   (Map  on   p.   2   of  cover]     •  Paper, 
$1.55.     •Item  444-F 
L.C.  card  72-600-118  HE  1.42:N  51 

HEALTH  RESOURCES  DEVELOPMENT  BUREAU,  Health, 
Education,  and  Welfare  Dept.  Bethesda,  MD  20852 

07851  Source  book,  nursing  personnel  [with  bibliography;  by  Helen  H.  Hudson 

and  Margret  D.  McCarthy  ].  Dec.  1974  [published  1975].  vi  +  239  p.il. 
4°    (DHEW     publication     (HRA)     75-43;     Division     of     Nursing, 

§For  Sale  by  National  Technical  Information  Service, 
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[Manpower  Analysis  and  Resources  Branch];  Health  manpower 
references.)     *  Paper,  $3.10  (S/N  -1704100088).     •Item  509-A-l 

HE  20.6102: N  93/13 

HOUSING  AND  URBAN  DEVELOPMENT  DEPARTMENT 
Washington,  DC  20410 

07852  Areas  eligible  for  flood  insurance   [as  of  Oct.   31,   1974].   [1974.]   [341] 

p.  4°  (Federal  Insurance  Administration.)  [Issued  with  perforations.] 
+     •Item  594- A-l 

HH  10.2:F  65/974 

HUD  handbook.  [Issued  with  perforations.] 

07853  CHI-3200.5.    Regional   disaster   response    operations.    Region   5.    Sept.    1975.    cover   title, 

[63]  p.il.  4°  + 

HH  1.6/6:CHI-3200.5 

HUD  international  country  profile. 

07854  Housing  and  urban  development  in  Australia.  [Oct.  1975.]  12  p.il.  4°     ([HUD  277-I-IA.]) 

*  Paper,  35c.  (S/N  023-000-00307-4). 

HH  1.32:Au  7 

HUD   international   information   sources  series:   New  towns.   (Office 
of  International  Affairs.) 

07855  Bibliography  on  Canadian  new  towns;  [compiled  by  Norman  E.P.  Pressman  ].  July  1975. 

[4]  p.  4°     [Prepared  in  conjunction  with  report  Planning  new  communities  in  Canada, 
initiated  bv  Canadian  Council  on  Urban  and  Regional  Research.]  + 

HH  1.40/4:C  16 

HUD  international  information  sources  series:  New  towns.  (Office 
on  International  Affairs.) 

07856  Bibliography  on  new  towns  in  French  language;  [prepared  by  Norman  Pressman  ].  Dec. 

1972.   4   p.   4°   ([HUD-279-1-1A.])    [From    PLAN,    Planning   Institute   of   Canada,   v.2, 
no.2,  1971.]  + 

HH  1.40/4:T  66 

HUD  international  information  sources  series:  Housing  and  planning. 
(Office  of  International  Affairs.) 

07857  Selected  annotated  bibliography  on  housing  and  planning;  [compiled  by  Susan  Harding 

].  May  1973.  11  p.  4°  ([HUD-279-2-IA.])  + 

HH  1.40/4:H  81 

INTERIOR  DEPARTMENT  Washington,  DC  20240 

Note.— Requests  to  the  Interior  Department  for  publications  should  give  the  full  title  and  the 
date  of  the  publication.  Do  not  include  Monthly  Catalog  entry  numbers  or  Superintendent  of 
Documents  classification  numbers,  which  should  be  used  only  when  ordering  from  the  Superinten- 
dent of  Documents. 

07858  Draft  environmental  statement:  Operation  of  National  Wildlife  Refuge 

System  [with  bibliography.]  [1975.]  [523]  p.il.  4°  (DES  75-57.) 
[Prepared  by  Fish  and  Wildlife  Service.]     +     •Item  603-G 

I  1.98:W  64 

07859  Draft  environmental   impact  statement:   Proposed  Kaiparowits  Project 

[Chap.l].  [1975.]  [12]  +  xiii— 362  p.il.  4°  [Prepared  by  Inter-agency  team, 
Department  of  Interior,  Bureau  of  Land  Management,  lead  agency, 
Department  of  Agriculture,  Forest  Service,  and  Federal  Energy  Ad- 
ministration. Errata  sheet,  2  p.,  issued  also.]  + 

1 1.98  :K  12/chap.l 

07860  Draft  environmental  impact  statement:  Proposed  reservoir  on  Middle 

Fork  of  Powder  River  [with  list  of  references  cited].  [1975.]  cover 

*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
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title,  |694|  p.  il.  4°     | Prepared  by  Bureau  of  1  and  Management. |     4 
#ltem  603-G 

I  1.98:  P  87/2 

07K6I  Draft  environmental  statement:  Master  plan.  Saint  Croix  National 
Scenic  Riverway,  Wisconsin-Minnesota  (with  list  of  literature  cited]. 
[1975.J  cover  title,  [283]  p.  maps,  4°  (|NPS  567.])  [Prepared  by 
Denver  Service  Center  and  Midwest  Regional  Office,  National  Park 
Service  in  cooperation  with  Departments  of  Natural  Resources  of 
States  of  Minnesota  and  Wisconsin.]  + 

I  1.98:Sa  2 

07862  Final  environmental   assessment:    Final   master  plan.   Bent's  Old   Fort 

National  Historic  Site,  Colo.  Nov.  1975.  cover  title,  [l]  +  ii  +  51  p.il. 
4°     [Prepared  by  Denver  Service  Center,  National  Park  Service.]  + 

I  1.98:B  44 

07863  Final   environmental    assessment:    Master   plan,    Fort   Bowie    National 

Historic  Site,  Ariz,  (with  list  of  selected  references].  Nov.  1975.  cove- 
title,  iii  +  [4]  +  50  p.il.  4°  [Prepared  by  National  Park  Service.]  + 
+ 

I  1.98:F  77  b 

07864  Final    environmental    impact    statement:    Proposed    Transpark    Road, 

Bighorn  Canyon  National  Recreation  Area,  Montana-Wyoming,  v.l 
[with  list  of  references  cited  and  suggested].  [1975.]  [6]  +  186  +  [l]  p.il. 
10  maps,  4°  ([FES  74-17.])  [Prepared  by  Denver  Service  Area,  National 
Park  Service,  Rocky  Mountain  Region.  Maps  are  colored.]  + 

I  1.98:B  48/v.l 

07865  Final  environmental  impact  statement:  Deepwater  ports,  v. 2  [with  list 

of  references].  Apr.  1974.  [565]  p.  4°  [Prepared  in  compliance  with 
sec.l02(2)(c)  of  National  environmental  policy  act  of  1969  by  Office 
of  Assistant  Secretary,  Program  Development  and  Budget,  Office 
of  Economic  Analysis.]     +     #Item  603-G 

I  1.98:P  83/V.2 

07866  Final  environmental  statement:  Proposed  master  plan,.  Grand  Canyon 

Complex,  Ariz.  [1975.]  [356]  p.  maps,  4°  [Prepared  by  Grand  Canyon 
National  Park,  National  Park  Service.]  + 

I  1.98:G  76  c 

07867  Final  environmental  statement:  Proposed  master  plan,  Hawaii  Volcanoes 

National  Park,  Hawaii.  [1975.]  [262]  p.il.  4°  [Prepared  by  Western 
Region,  National  Park  Service.]  + 

I  1.98:H  31 

OWRT/WRSIC  (series).  (Office  of  Water  Research  and  Technology, 
Water  Resources  Scientific  Information  Center.) 

07868  75-201.  Selected  annotated  bibliography  on  analysis  of  water  resource  systems,  v.6;  edited 

by   Daniel   P.   Loucks   .   Sept.   1975.   [l]  +  vi  +  [l]  +  481   p.   4°     [Some   pages   printed   as 
leaves]     §  (Price  upon  application). 

I  I  97  75-20I/V.6 

07869  Water   resources   research   catalog,    v.10.    1975.    [789]    p.   4°    ([WRSIC 

75-101].  Office  of  Water  Research  and  Technology,  Water  Resources 
Scientific  Information  Center.)  [Prepared  by  Smithsonian  Science  In- 
formation Exchange.]  *  Paper,  $9.55  (S/N  024-000-00816-9).  •Item 
604-B 

I  1.94:10 

§For  Sale  by  National  Technical  Information  Service, 
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INTERNAL  REVENUE  SERVICE,  Treasury  Dcpt.  Washington,  DC 
20224 

07870  Computing  your  tax  under  income  averaging  method,  1976  edition  for 

use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  8  p.  4° 
(Publication  506.)     *  Paper,  30c.  (S/N  048-004-00837-8).    •Item  964- 

B 

T  22.44/2:506/8 

07871  Tax  information  on  accounting  periods  and  methods,  1976  edition  for,! 

use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  12  p.  4° 
(Publication  538.)  *  Paper,  35c.  (S/N  048-004-00859-9).  •Item  964- 
B 

T  22.44/2:538/8  j 

07872  Tax  information  on  investment  income  and  expenses,  1976  edition  for] 

use  in  preparing  1975  returns.  [Revised  Oct.  1975.]  [1975.]  24  p.  4°j 
(Publication  550.)  *  Paper,  45c.  (S/N  048-004-00870-0).  •Item  964- 
B 

T  22.44/2:550/8 

INTERNATIONAL  COMMERCE  BUREAU,  Commerce  Dept. 
Washington,  DC  20230 

Foreign  economic  trends  and  their  implications  for  United  States  FET 
(series).    *  Paper,  $37.50  a  yr.;  add  $9.40  for  foreign  mailing. 

07873  74-107.  Bolivia.  Oct.  1974.  7  p.  4°    (American  Embassy,  La  Paz.)  [Annual.  Supersedes 

ET  73-139.]      •Item  231-1 

C  57.111:74-107 

07874  74-109.  Bermuda.  Oct.  1974.  11  p.  4°    (American  Consulate  General,  Hamilton.)  [Annual. 

Supersedes  ET  72-026.]      •Item  231-1 

C  57.111:74-109 

07875  74-108.  Uruguay.  Oct.  1974.  9  p.  4°    (American  Embassy,  Montevideo.)  [Semiannual.  Su- 

persedes ET  74-030.]      •Item  231-1 

C  57.111:74-108 

07876  74-110.  Morocco.  Oct.  1974.  7  p.  4°    (American  Embassy,  Rabat.)  [Semiannual.  Supersedes 

ET  74-019]      •Item  231-1 

C  57.111:74-110 

07877  75-001.  Venezuela.  Jan.  1975.  22  p.  4°    (American  Embassy,  Caracas.)  [Semiannual.  Super- 

sedes ET  74-018.]      •Item  231-1 

C  57.111:75-001 

07878  75-118.  Chad.  Oct.  1975.  13  p.  4°    (American  Embassy,  N'Djamena.)  [Annual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-132.]      •Item  231-1 

C  57.111:75-118 

07879  75-126.    Uruguay.   Oct.   1975.   8   p.   4°    (American   Embassy,   Montevideo.)   [Semiannual. 

Prepared  by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-108.]      •Item 
231-1 

C  57.111:75-126 

07880  75-127.    Venezuela.    Nov.    1975.    8    p.    4°     (American    Embassy,    Caracas.)    [Semiannual. 

Prepared   by   Foreign   Service,   Department  of   State.   Supersedes  75-071.]       •Item 
231-1 

C  57.111:75-127 

07881  75-128.  Guatemala.  Nov.  1975.  8  p.  4°    (American  Embassy,  Guatemala.)  [Annual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  ET  74-121.]      •Item  231-1 

C  57.111:75-128 

07882  75-129.    Australia.    Nov.    1975.    8    p.    4°    (American    Embassy,    Canberra.)    [Semiannual. 

Prepared  by  Foreign  Service,  Department  of  State.  Supersedes  FET  75-056.] 
•Item  231-1 

C  57.111:75-129 

07883  75-130.  Poland.  Nov.  1975.  5  p.  4°    (American  Embassy,  Warsaw.)  [Semiannual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  74-017.]      •Item  231-1 

C  57.111:75-130 

07884  75-131.  United  Kingdom.  Nov.  1975.  8  p.  4°    (American  Embassy,  London.)  [Semiannual. 

Prepared  by   Foreign   Service,   Department  of  State.   Supersedes  75-066.]     *  Paper, 
25c.     •Item  231-1 

C  57.111:75-131 
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07885  75-132.  Greece.  Nov.  1975.  8  p.  4°     (American  Embassy,  Athens.)  [Semiannual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-047.)     •  Paper,  25c      •Item 
231-1 

C  57.111:75-132 

07886  Near  East  and  North  Africa,  report  to  U.S.  business.  Dec.  1974.  [6] +  57 

for  the  Near  East.] 


p.il.  [Prepared  by  Commerce  Action  Group 
*  Paper,  85c.     #Item  231-A 


C  57.102:N  27/2 


JOINT  PUBLICATIONS  RESEARCH  SERVICE  1000  N.  Glebe  Rd. 
Arlington,  VA  22201 

Note— When  ordering  Joint  Publications  Research  Service  publications  from  the  National  Techni- 
cal Information  Service,  give  the  JPRS  number  in  the  order.  Do  not  include  Monthly  Catalog 
entry  numbers  or  Superintendent  of  Documents  classification  numbers,  which  should  be  used 
only  when  ordering  from  the  Superintendent  of  Documents. 

Titles  of  JPRS  serial  reports  listed  below  were  issued  during  the  month,  but  were  not  cataloged 
separately.      {(Price  upon  application). 

JPRS  (series). 

07887  66338.   Qualitative   characteristics   of   vestibular   nuclei   of   brain   of   dolphins   and   man, 

USSR  [with  bibliography];  by  V.  P.  Zvorykin.  Dec.  10,  1975.  cover  title.  [l]  +  4  p.il. 
4°  [From  Arkhiv  anatomii,  gistologii  i  embriologii,  no.  6,  June  1975,  Leningrad] 
i  Paper,  $3.25. 

Y  3.J  66:13/66338 

07888  66339.   Use  of  artificial   electromagnetic  fields  in  medicine,   USSR   [with  bibliography]; 

by  A.  M.  Demetskiy,  N.  P.  Sobolevskaya.  Dec.  10,  1975.  cover  title,  [l]  +  8  p.  4° 
[From  Zdravookhraneniye  Belorussii  ,  no.  7,  July  1975,  Minsk]     §  Paper,  $3.25. 

Y  3.J  66:13/66339 

07889  66340.  Testing  bulk  compressive   strength  of  rocks,   USSR;  by  B.   V.  Matveyev.  Dec. 

11,  1975.  cover  title,  [l]  +  a  +  55  p.il.  4°  [Publication  of  All-Union  Scientific-Research 
Institute  of  Metrology,  Leningrad,  1962.]     §  Paper,  $4.25. 

Y  3.J  66:13/66340 

07890  66353.  Biographical  treatment  of  creative  individual,  USSR  [with  bibliographies;;  by  M. 

G.  Yaroshevskiy,  editor].  Dec.  11,  1975.  cover  title,  [l]  +  a  +  151  p.  4°  [Publication 
of  Chelovek  Nauki,  Moscow  ,  1974.]     §  Paper,  $6.25. 

Y  3.J  66:13/66353 
66356.  Control  of  ballistic  missiles  and  spacecraft,  USSR;  by  A.  M.  Zhakov.  Dec.  12, 

1975.  cover  title,  [l]  +  a  +  99  p.il.  4°    [Published  Moscow,  1974]     5  Paper,  $4.75. 

Y  3.J  66:13/66356 

66390.  Booster  rocket  guidance  system,  USSR;  by  V.  Karin.  Dec.  16,  1975.  cover  title, 
[l]  +  6  p.il.  4°  [From  Avaitsiya  I  Kosmonavtika,  no.  10,  1975.]     §  Paper,  $3.25. 

Y  3.J  66:13/66390 

66391.  Innovations  in  industrial  construction,  USSR;  by  V.  I.  Krutov,  B.  S.  Istomin, 
M.  Yu.  Astryab.  Dec.  17,  1975.  cover  title,  [l]  +  a  +  26  p.il.  4°  [From  Promyshlennoye 
Stroitel'stvo,  no.  8,  1975.]     §  Paper  ,  $3.75. 

Y  3.J  66:13/66391 

66392.  Scientific  and  technological  revolution  and  formation  of  new  man,  USSR  [with 
bibliography].  Dec.  17,  1975.  cover  title,  [l]  +  65  p.  4°  [From  Voprosy  Filosofii,  no. 
7,8,1975.     §  Paper,  $4.25. 

Y  3.J  66:13/66392 
66396.   Basic  problems  of  studying  pheromonal  communication  in  insects,   USSR  [with 

bibliography];  by  A.  V.  Skirkyavichyus.  Dec.  17,  1975.  cover  title,  [3]  +  10  p.  4° 
[From  Uspehki  Sovremennoy  Biologii,  no.  2  (5),  1975.]     5  Paper,  $3.25. 

Y  3.J  66:13/663% 
66400.  Program  of  conference  on  technical  utilization  of  superconductivity,  USSR.  Dec. 

17,  1975.  cover  title,  [1]  +  14  p.  4°     [Published  Alushta.  1975]     §  Paper,  $3.25. 

Y  3.J  66:13/66400 
66405.  Question  of  endemic   nature  of  influenza  A,   USSR   [with  bibliography];  by  V. 

Z.  Soloukhin.  Dec.  17,  1975.  cover  title,  [l]  +  5  p.  4°  [From  Voprosy  Virusologii, 
no.  4,  1975.]     §  Paper,  $3.25. 

Y  3.J  66:13/66405 
66406  Monitor  and  control  instrumentation  panels  and  displays,  USSR  [with  bibliography]; 

by  A.  Chachko.  Dec.  17,  1975.  cover  title,  [l]  +  20  p.il.  4°  [From  Nauka  I  Zhizn'. 
no.  8,  1975]     §  Paper,  $3.25. 

Y  3.J  66:13/66406 
66412.  Technical  and  economic  analysis  of  trends  to  develop  large  computers,   USSR; 

by  A.  S.  Konson,  S.  P.  Ryazantseva.  Dec.  18,  1975.  cover  title,  [l]  +  8  p.il.  4° 
[From  Pribory  I  Sistemy  Upravleniya,  no.  10  ,  1975.]     §  Paper,  $3.25. 

Y  3.J  66:13/66412 
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07900  66413.    Development   of   methods   of   active   vibration   suppression,   USSR   [with   bibliog- 

raphy], by  M.  D.  Genkin.  Dec.  18,  1975.  cover  title,  [1]  +  16  p.il.  4°  [Published 
Moscow,  1975]     §  Paper,  $3.25. 

Y  3.J  66:13/66413 

07901  66417.   Man  converses  with  machine,   USSR   [with  bibliography];  by   S.   A.   Barchenko. 

Dec.  18,  1975.  cover  title,  [l]  +  20  p.il.  4°     [Published  Moscow,  1974.]     §  Paper,  $3.25. 

Y  3. J  66:13/66417 

07902  66418.    Agronometeorological  conditions   and   winter  wheat   yields,   USSR   [with   bibliog- 

raphy]; by  Ye.  S.  Ulanova.  Dec.  18,  1975.  cover  title,  [l]  +  a-b+298  p.il.  4°  [Published 
Moscow,  1975.]     §  Paper,  $8.75. 

Y  3.J  66:13/66418 

07903  66426.  Soybean  research  in  Soviet  Far  East;  USSR;  [by  G.  T.  Kaz'min,  et  al.].  Dec.  I 

19,  1975.  cover  title,  [l]  +  a-b  +  29  p.  4°  [From  Sibirskiy  Vestnik 
Sel'skokhozyaystvennoy  Nauki,  no.  3,  1975.]     §  Paper,  $3.75. 

Y  3.J  66:13/66426 

07904  66428.  Crystallochemical  features  of  some  ferrites,  USSR  [with  bibliography;  by  R.  A. 

Baronova,  editor].  Dec.  22,  1975.  cover  title,  [l]  +  26  p.il.  4°  [From  Kristal- 
lockimicheskiye  Problemy  Materialovedeniya  Poluprovodnikov,  Moscow,  1975.]  § 
Paper,  $3.75. 

Y  3.J  66:13/66428 

07905  66434.   Clinical  aspects   of  effect  of   metric   range   electromagnetic   fields,   USSR   [with 

bibliography];  by  A.  I.  Kleyner,  et  al.  Dec.  22,  1975.  cover  title,  [l]  +  6  p.  4° 
[From  Vrachebnoye  Delo,  no.  9,  1975.]      §  Paper,  $3.25. 

Y  3.J  66:13/66434 

07906  66439-1,2,3.  Course  on  political  economy,  v.  2,  pt.  1-3,  USSR;  by  N.  A.  Tsagolov.  Dec. 

23,  1975.  3  vols.,  cover  title,  [l]  +  a-e  +  666  p.  4°  [Published  Moscow,  1970.]  §  Paper, 
$16.75. 

Y  3.J  66:13/66439-1,2,3 

07907  66440.   Computer  technology   in   industry,    USSR.   Dec.   23,   1975.   cover  title,   [l]  +  a+18 

p.il.  4°    §  Paper,  $3.25. 

Y  3. J  66:13/66440 

07908  66441.  Perception  of  audio-visual  stimuli,  USSR  [with  bibliography].  Dec.  23,  1975.  cover 

title,  [l]  +  a-b  +  22  p.il.  4°  [From  Zhurnal  Vysshey  Nervnoy  Deyatel'nosti,  v.  25, 
no.  5,  1975.]     §  Paper,  $3.25. 

Y  3.J  66:13/66441 

07909  66458.  Microprofiling  seismic  system,  USSR  [with  bibliography];  by  G.  N.  Lunarskiy. 

Dec.  29,  1975.  cover  title,  [1]  +  17  p.il.  4°  [From  Trudy  Instituta  Okeanologii  Akademii 
Nauk  SSSR,  v.  87,  1970].     §  Paper,  $3.25. 

Y  3.J  66:13/66458 

07910  66469.  Plant  protection  through  chemistry,  USSR.  Dec.  30,  1975.  cover  title,  [l]+a+52 

p.  4°  [From  Zashchita  Rasteniy,  no.  4,  1973,  no.  2,  1974,  no.  6,  9,  1975,  and  Khimiya 
V.  Sel'skom  Khozyaystve,  no.  4,  1975.]     §  Paper,  $4.25. 

Y  3.J  66:13/66469 

07911  66470.  Modem  approach  to  problem  of  unconscious  mental  activity  (the  unconscious) 

USSR;  by  F.  V.  Bassin,  V.  Ye.  Rozhnov.  Dec.  31,  1975.  cover  title,  [l]+20  p. 
4°     [From  Voprosy  filosofil,  no.  10,  1975.]      §  Paper,  $3.25. 

Y  3.J  66:13/66470 

07912  66498.  Third  generation  computer  exhibit,  USSR  [with  bibliography];  by  A.  A.  Shelikhov. 

Jan.  6,  1976.  cover  title,  [l]  +  a+99  p.il.  4°  [Publication  of  Energiya  Publishing  House, 
Moscow,  1975.]     §  Paper,  $5.25. 

Y  3.J  66:13/66498 

07913  66500.   Marine   hydrophysical   research,    USSR   [articles,   with   bibliographies;   by   S.   F. 

Dotsenko,  et  al.].  Jan.  6,  1976.  cover  title,  [l]  +  a+40  p.il.  4°  [From  Morskiye 
gidrofizicheskiye  issledovaniya,  v.  61,  no.  2  and  v.  62,  no.  3,  1973.]     §  Paper,  $3.75. 

Y  3.J  66:13/66500 

07914  66501.  Gyroscopic  systems  and  instruments  of  precision  mechanics,  USSR  [articles,  with 

bibliographies;  by  Yu.  A.  Bur'yan,  et  al.].  Jan.  6,  1976.  cover  title,  [l]+a-b+57 
p.il.  4°     [From  Priborostroyeniye,  no.  7  and  8,  1975,  Leningrad.]     §  Paper,  $4.25. 

Y  3.J  66:13/66501 

07915  66512.  Effects  of  non-ionizing  electromagnetic  radiation,  USSR  [articles,  with  bibliogra- 

phies; by  S.  M.  Mints,  et  al].  Jan.  7,  1976.  cover  title,  [l]  +  a-c  +  94  p.il.  4°  [From 
Gigiyena  truda  i  professional*nyye  and  other  Moscow  and  Kiev  1975  serial  publica- 
tions.]    §  Paper,  $4.75. 

Y  3.J  66:13/66512 

07916  66513.  Gravimetric  investigations,  USSR  [articles,  with  bibliographies;  by  M.  S.  Davydov, 

et  al.].  Jan.  7,  1976.  cover  title,  [l]  +  a  +  50  p.il.  4°  [From  Razvedochnaya  geofizika 
and  other  Moscow,  1966-74,  serial  publications.]     §  Paper,  $4.25. 

Y  3.J  66:13/66513 

07917  66558.    Readings   in   industrial   psychology,    USSR    [excepts];  by   V.   G.    Loos.   Jan.   12, 

1976.  cover  title,  [l]  +  a-b  +  115  p.il.  4°  [Publication  of  Izdated'stvo  Tekhnika,  Kiev, 
1974.]     §  Paper,  $5.25. 

Y  3.J  66:13/66558 
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07918  66560.   Automation  of  railroad  shunting  yards.  USSR;  by  K    V    Kulayev.  Jan.  12.  1976. 

cover  title,  [1]  +  13  p.  4°  [From  Zhele/nodorozhnyy  transport,  no.  8,  1974]  5  Paper, 
$3.25. 

Y  3.J  66:13/66560 

07919  66562.  Nineteen  seventy-five  USSR  state  prizes  in  science  and  engineering,  USSR.  Jan. 

12,  1976.  cover  title,  [l]  +  8  p.  4°     5  Paper.  $3.25. 

Y  3.J  66:13/66562 

07920  66572.  Developing  mathematical  and  physical-technological  bases  for  automation  of  design 

and    manufacture   of   computers   and    their  components,    USSR    (with   bibliography); 
by   V.  M.  Glushkov.   V.   P.  Derkach.  Yu.   V.  Kapitonova.  Jan.  13,  1976.  cover  title, 
[l]  +  6  p.  4°     [From  Mekhanizatsiya  i  avtomatizatsiya  upravleniya,  no.  5,  1975.1 
§  Paper,  $3.25. 

Y  3.J  66:13/66572 

07921  66576.  Soviet  rice  research,  USSR;  by  V.  Konokhova.  Jan.  13,  1976.  cover  title,  [l]  +  a  +  7 

p.  4°    [From  Selektsiya  i  semenovodstvo,  no.  1  and  no.  3,  1975.)     §  Paper.  $3.25. 

Y  3.J  66:13/66576 

07922  66578.  Main  morphological  distinctions  of  brain  and  cranial  nerves  of  dolphins  and  other 

cetaceans,  report  2,  USSR  [with  bibliography];  by  G.  B.  Agarkov,  V.  B.  Slezin, 
B.  G.  Khomenko.  Jan.  13,  1976.  cover  title,  [1]  +  15  p.il.  4°  [From  Vestnik  zoologii, 
no.  4,  1975]     §  Paper.  $3.25. 

Y  3.J  66:13/66578 

07923  66579.  Comparative  anatomical  analysis  of  structure  and  innervation  of  nasolabial  region 

in  certain  mammals  and  man,  USSR  [with  bibliography];  by  B.  G.  Khomenko.  Jan. 

13,  1976.  cover  title,  [l]+6  p.il.  4°  [From  Vestnik  zoologii,  no.  5,  1975]  5  Paper, 
$3.25. 

Y  3.J  66:13/66579 

07924  66588.    Shipbuilding   technology   in   developing  offshore   equipment   to   exploit   riches   of 

world  ocean,   USSR   [articles,   with  bibliographies;   by   K.  G.   Sovorov,   et  al].  Jan. 

14,  1976.  cover  title,  [l]  +  a  +  33  p.il.  4°  [From  Sudostroyeniye,  no.  10,  1975,  Leningrad] 
§  Paper,  $3.75. 

Y  3.J  66:13/66588 

07925  66592.    Directory    of    USSR    Academy    of    Sciences,    USSR.    Jan.    14,    1976.    cover   title. 

[I]  +  a-b  +  167  p.  4°     §   Paper,  $6.25. 

Y  3.J  66:13/66592 

07926  66593.   Ocean   as  dynamic   system,   USSR;   [by   V.   L.   Lebedev,   T.   A.   Ayzatullin,   K. 

M.  Khaylov].  Jan.  15,  1976.  cover  title,  [l]  +  a-b  +  55  p.il.  4°  [Publication  of  Tipografiya 
im.  Kotlyakova,  Lemimgrad,  1974.]     §   Paper,  $4.25. 

Y  3.J  66:13/66593 

JUDGE  ADVOCATE  GENERAL  (Army),  Defense  Dept.  Washington, 
DC  20370 

07927  Army  lawyer,  history  of  Judge  Advocate  General's  Corps,   1775-1975 

[with  bibliography],  [1975.]  [iii]+278  p.il.     *  Cloth,  $6.10  (S/N  008-020- 
00563-1).     •Item  348 

D  108.2:Ar  5/775-975 

JUSTICE  DEPARTMENT  Washington,  DC  20530 

07928  Compendium  of  model  correctional  legislation  and  standards.  2d  edition. 

June  1975.  [984]  p.  (Law  Enforcement  Assistance  Administration.) 
[Prepared  by  American  Bar  Association  Commission  on  Correctional 
Facilities  and  Services,  and  Council  of  State  Governments.,  in 
cooperation  with  Advisory  Commission  on  Intergovernmental  Rela- 
tions, ABA  Criminal  Law  Section,  American  Correctional  Associa- 
tion, American  Law  Institute,  National  Advisory  Commission  on 
Criminal  Justice  Standards  and  Goals,  National  Conference  of  Com- 
missioners on  Uniform  State  Laws,  National  Council  on  Crime  and 
Delinquency,  National  Institute  of  Law  Enforcement  and  Criminal 
Justice,  National  Sheriff's  Association,  Resource  Center  on  Cor- 
rectional Law  and  Legal  Services.  Contains  copyright  material. 
+     ©Item  717 

J  1.2:St  2/6 
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Government  Publications 

LEA  A  Emergency  Energy  Committee;  Energy  report. 

07929  4.  Police  cars  and  energy  conservation  [with  bibliographies].  Mar.  1,  1974,  22p.  il.  4°  [Law 

Enforcement  Assistance  Administration,  Emergency  Energy  Committee.]    +    •Item 

717"N  J  1.45:4 

07930  5.  Suggested  energy  conservation  measures  for  courts  and  correctional  institutions.  Mar. 

1,  1974.  12  p.  4°     (Law  Enforcement  Assistance  Administration,  Emergency  Energy 
Committee.)     +     ©Item  717-N 

J  1.45:5 

07931  6.   Petroleum   allocation   and   pricing   regulations  for  law   enforcement  agencies.   Mar.   1, 

1974.   13   p.il.  4°  (Law   Enforcement  Assistance   Administration,   Emergency   Energy 
Committee.)     +     ©Item  717-N 

J  1.45:6 

Monograph  (series).  (Law  Enforcement  Assistance  Administration,  Na- 
tional Institute  of  Law  Enforcement  and  Criminal  Justice.) 

07932  Police  educational  characteristics  and  curricula  [with  bibliography];  by  Larry  T.  Hoover 

.   July  1975.   x  +  82  p.  4°     [Prepared   by   Michigan   State   University   under  grant  73- 
Nl-99-1004.]     *  Paper,  $1.50    •Item  717 

J  1.44/2:P  75 

07933  Prosecution  in  juvenile  courts,  guidelines  for  future;  by  M.  Marvin  Finkelstein  ,  Ellyn 

Weiss   ,   Stuart  Cohen,   Stanley   Z.   Fisher.   Dec.   1973   [published   1974].   xviii  +  109  p. 
4°     *  Paper,  $1.60  (S/N  2700-00246).     •Item  717  ,  ,  j 

J  1.44/2:P  94 

Prescriptive  package  (series).  (Law  Enforcement  Assistance  Adminis- 
tration, National  Institute  of  Law  Enforcement  and  Criminal  Justice.) 

07934  Management  by   objectives,  corrections  perspective   [with  bibliographies];  by   Mark   L. 

McConkie  .  July  1975.  vi+45  p.il.  4°     *  Paper,  $1.10     •Item  717-A 

J  1.8/3:M  31 

07935  Neighborhood   team   policing;   by   Peter   B.   Bloch    ,   David   Specht   .   Dec.   1973.   xii+154 

p.  4°     [Includes  lists  of  selected  readings  on  team  policing  and  evaluation.]     *  Paper, 
$1.90  (S/N  2700-00240).     •Item  717-A 

J  1.8/3:P  75/3 

LABOR  DEPARTMENT  Washington,  DC  20210 

07936  Celebrate  the  American  worker.  [1975.]  [8]  p.il.  narrow  8°    (Bicentennial 

Office.)     +     •Item  745 

L  1.2:Am  3/3 

07937  Fiduciary  standards,  Employee  retirement  income  security  act.  [1975.] 

cover  title,  11  p.  (Labor-Management  Services  Administration;  Office 
of  Employee  Benefits  Security.)     4-     •Item  745 

L  1.2:R  31/8 

07938  [Graphic  communications  standards,  revised  pages.]  Dec.  1975.  [8]  p.il. 

4°  (Office  of  Information,  Publications,  and  Reports.)  [Issued  with 
perforations.]     +     •Item  745-A 

L  1.7/2:C  73/4/rev.  pages 

07939  Labor-management  reporting  and  disclosure  act  of  1959,  as  amended. 

[1974.]  31  p.  4°  ([Labor-Management  Services  Administration;  Office 
of  Labor-Management  and  Welfare-Pension  Reports.])  [Revised  text 
showing  new  or  amended  language  provided  by  P.L.  89-216.]  *  Paper, 
25c.     •Item  745 

L  1.2:R  29/2/974 

07940  Supplemental   digest   and   index   of   published   decisions   of   Assistant 

Secretary  of  Labor  for  Labor-Management  Relations  pursuant  to  Ex- 
ecutive order  11491,  as  amended,  July  1,  1974  through  June  30,  1975. 
[1975.]  xiv+187  p.  4°  (Labor-Management  Services  Administration, 
Office  of  Federal  Labor-Management  Relations.)  [Contains  table  of 
contents,  tables  of  decisions  and  reports  on  rulings,  each  covering 
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period  July  1,   1974-June   30,   1975.]     *    Paper,   $2.65.   (S/N  029-000- 
00252-5).    •Item  762-D-3 

L  1.51/3 :974/supp. 

LABOR  STATISTICS  BUREAU,  Labor  Dept.  Washington    DC  20210 

Area  wage  survey  advance  report. 

Albany-Schenectady-Troy,  New  York,  Mar.  1974.  [1975.]  [4]  p.  4°     (Middle  Atlantic  Re- 
gional Office,  New  York,  N.Y.)  + 

L  2.107/2:A1  1 

Area  wage  survey  report. 

Albany-Schenectady-Troy,  N.Y.,  Sept.  1974.  [1975]  [4]  p.  4°    (Middle  Atlantic  Regional 
Office,  New  York,  N.Y.)  + 

L  2.107:A1  1 
Binghamton,  N.Y.,  July   1974.  [1975.]  [4]  p.  4°     (Middle  Atlantic  Regional  Office,  New 
York,  N.Y.)  + 

L  2.107:B  51 
Buffalo,  NY.,  Oct.  1974.  [1975.]  [4]  p.  4°     (Middle  Atlantic  Regional  Office,  New  York, 
N.Y.)  + 

L  2.107  :B  86 
Nassau  and  Suffolk  Counties,  N.Y.,  Apr.  1974.  [1975.]  [4]  p.  4°     (Middle  Atlantic  Regional 
Office,  New  York,  N.Y.)  + 

L  2.107:N  18 
New   York  City,   Apr.   1974.   [1975.]   [4]   p.   4°     (Middle   Atlantic   Regional   Office,   New 
York,  N.Y.)  + 

L  2.107:N  42  y 
Newark,  N.J.  Jan.  1975.  [1975.]  [4]  p.  4°     (Middle  Atlantic  Regional  Office,  New  York, 
N.Y.)  + 

L  2.107  :N  42 
Paterson-Clifton-Passaic,    N.J.,   June   1974.    [1975.]    [4]   p.   4°     (Middle   Atlantic   Regional 
Office,  New  York,  N.Y.)  + 

L  2.107:P  27 
Syracuse,  NY.,  July  1974.  [1975.]  [4]  p.  4°     (Middle  Atlantic  Regional  Office,  New  York, 
N.Y.)  + 

L  2.107:Sy  8 
Trenton,  N.J.,  Sept.  1974.  [1975.]  [4]  p.  4°     (Middle  Atlantic  Regional  Office,  New  York, 
N.Y.)  + 

L  2.107:T  72 
Westchester  and  Rockland  Counties,  N.Y.,  Apr.  1974.  [1975]  [4]  p.  4°     (Middle  Atlantic 
Regional  Office,  New  York,  N.Y.)  + 

L  2.107:W  52 

Bulletin. 

1795-22.    Area  wage   survey:    Houston,   Tex.,   metropolitan   area,   Apr.   1974.   Sept.   1974. 
43  p.  oblong  8°  [Text  on  p.  2  of  cover.]     *  Paper,  85c.     •Item  768 

L  2.3:1795-22 
1850-5.  Area  wage  survey:  Melbourne-Titusville-Cocoa,  Fla.,  metropolitan  area,  Aug.  1974. 
[Jan.  1975.]  cover  title,  27  p.  oblong  8°     *  Paper,  75c.     •Item  768  (Regionals  only) 

L  2.3:1850-5 
1850-11.  Area  wage  survey:  Gainesville,  Fla.,  metropolitan  area,  Sept.  1974.  [Mar.  1975.] 
26  p.  oblong  8°     *  Paper,  75c.     •Item  768 

L  2.3:1850-11 
1850-16.  Area  wage  survey:  Saginaw,  Mich.,  metropolitan  area,  Nov.  1974.  [May,  1975.] 
cover  title,  27  p.  oblong  8°     *  Paper,  75c.     •Item  768 

L  2.3:1850-16 
1850-19.  Area  wage  survey:  Sacramento,  Calif.,  metropolitan  area,  Dec.  1974.  June  1975. 
32  p.  oblong  8°     [Text  on  p.  2  of  cover.]     *  Paper,  80c.     •Item  768 

L  2.3:1850-19 
1850-38.  Area  wage  survey  Paterson-Clifton-Passaic,  N.J.,  metropolitan  area,  June  1975. 
[Oct.  1975.  cover  title,  31  p.  oblong  8°     *  Paper,  80c.     •Item  768 

L  2.3:1850-38 
1850-55.  Area  wage  survey:  Kansas  City,  Mo.-Kans.,  metropolitan  area,  Sept.  1975.  Dec. 
1975.  32  p.  oblong  8°     [Text  on  p.  2  of  cover]     *  Paper,  80c.     •Item  768 

L  2.3:1850-55 
1850-60.    Area   wage    survey:   Trenton,   N.J.,   metropolitan   area,    Sept.   1975.   [Jan.   1976.] 
cover  title,  31  p.  oblong  8°  size.     *  Paper,  $1.20.     •Item  768 

L  2.3:1850-60 
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Government  Publications 

07960  1850-61.    Area   wage   survey:    Fresno,   Calif.,    metropolitan    area,   June   1975.    [Jan.    1976.] 

cover  title,  27  p.  oblong  8°  size.     *  Paper,  $1.20.     ©Item  768 

L  2.3:1850-61 

07961  1850-62.   Area  wage   survey:   Baltimore,   Md.,   metropolitan  area,   Aug.   1975.   [Jan.  1976.] 

cover  title,  43  p.  oblong  8°  size.     *  Paper,  $1.30.     •Item  768 

L  2.3:1850-62 

07962  1886.    Jobseeking    methods    used    by    American    workers;    [by    Carl    Rosenfeld    ,    Kopp 

Michelotti  ,  and  William  V.  Deutermann].  1975.  vi  +  68  p.il.  4°  ([Division  of  Labor 
Force  Studies.])     •  Paper,  $1.35  (S/N  029-001-01829-1).     •Item  768 

L  2.3:1886 

07963  1888.  Characteristics  of  major  collective  bargaining  agreements,  July  1,  1974;  [by  Marilynne 

Tilson  ,  Wanda  Giles  ,  and  Constance  L.  Gironda].  1975.  cover  title,  vi  +  84  p. 
4°  ([Division  of  Industrial  Relations.])  *  Paper,  $1.50  (S/N  029-001-01827-4).  ©Item 
768 

L  2.3:1888 

07964  1889.   Union   wages   and   hours:    Building   trades,   July   1,   1974;   [by   Carl   Barsky   ].   1975. 

v  +  95  p.  4°  ([Office  of  Wages  and  Industrial  Relations,  Division  of  Occupational 
Wage  Structures.])     *  Paper,  $1.70  (S/N  029-001-01830-4).     •Item  768 

L  2.3:1889 

07965  1891.  National  survey  of  professional,  administrative,  technical,  and  clerical  pay.  Mar. 

1975;  [by   William  M.   Smith    ,   Daniel  A.   Boston  ].   1975.   v  +  63  p.  4°    ([Office  of 
Wages  and  Industrial  Relations;  Division  of  Occupational  Wage  Structures.])     * 
Paper,  $1.30  (S/N  029-001-01828-2).     •Item  768 


Collective  bargaining  summary  (series). 

07966  Basic  steel  industry.  [1975.]  10  p.  4°     # 

07967  Meat  products  industry.  [1975.]  6  p.  4°     # 


L  2.3:1891 


L  2.108:St  3 
L  2.108:M  46 


07968  Consumer  price  index,  short  description,  1971.   [1974.]  11  p.  4°    [Text 

on  p.  2  of  cover.]     +     •Item  769 

L  2.2:C  766/17/971 

Industry  wage  survey  report. 

07969  Construction  industries,   Nassau  and   Suffolk  Counties,  N.Y.,  Sept.  1973.  [1975.]  [3]  p. 

4°     (Middle  Atlantic  Regional  Office,  New  York,  N.Y.)  + 

L  2.106:C  76/2 

07970  Construction  industries,   New  York  area,   Sept.  1973.  [1975.]  [3]  p.  4°    (Middle  Atlantic 

Regional  Office,  New  York,  N.Y.)  + 

L  2.106:C  76/3 

07971  Construction   industries,    Newark,   N.J.,    Sept.   1973.   [1975.]   [3]   p.   4°    (Middle   Atlantic 

Regional  Office,  New  York,  N.Y.)  + 

L  2.106:C  76 

07972  Department  stores,  Buffalo,  N.Y.,  Sept.  1973.  [1975.]  6  p.  4°    (Middle  Atlantic  Regional 

Office,  New  York,  N.Y.)  + 

L  2.106:D  44/3 

07973  Department   stores,   Nassau   and   Suffolk   Counties,   [N.Y.],   Sept.   1973.   [1975.]   6   p.   4" 

(Middle  Atlantic  Regional  Office,  New  York,  N.Y.)  + 

L  2.106:D  44/2 

07974  Department  stores,   New   York   metropolitan  area,   Sept.   1973.   [1975.]  7  p.  4°    (Middle 

Atlantic  Regional  Office,  New  York,  N.Y.)  + 

L  2.106:D  44 

07975  Fluid  milk,  Buffalo,  N.Y.,  Oct.  1973.  [1975.]  [4]  p.  4°    (Middle  Atlantic  Regional  Office, 

New  York,  N.Y.)  + 

L  2.106:M  59/2 

07976  Fluid  milk,  New  York  metropolitan  area,  Nov.  1973.  [1975.]  [4]  p.  4°     (Middle  Atlantic 

Regional  Office,  New  York,  N.Y.)  + 

L  2.106:M  59 

07977  Household  moving  and   storage,   Syracuse,   N.Y.,  July,  1974.   [1975.]  [4]  p.   4°    (Middle 

Atlantic  Regional  Office  ,  New  York,  N.Y.)  + 

L  2.106:H  81 

07978  Household  moving  and  storage,  Utica-Rome,  N.Y.,  July  1974.  [1975.]  [4]  p.  4°    (Middle 

Atlantic  Regional  Office,  New  York,  N.Y.)  + 

L  2.106:H  81/2 

07979  Metalworking  industries,  Binghamton,  N.Y.,  July  1974.  [1975.]  [3]  p.  4°    (Middle  Atlantic 

Regional  Office,  New  York,  N.Y.)  + 

L  2.106:M  56 

07980  Metalworking  industries,   Poughkeepsie-Kingston-Newburgh,  N.Y.,  June  1974.  [1975.]  [3] 

p.  4°     (Middle  Atlantic  Regional  Office,  New  York,  N.Y.)  + 

L  2.106:M  56/2 
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07981  Jobs  for  which  college  education  is  usually  required.  [1974.]  [18]  p.il. 

narrow  8°     +     #Item  769 

L  2.2:J  57/5/974 

07982  Jobs  for  which  high  school  education  is  generally  required.  [1974.]  [15] 

p.  narrow  8°     +     #Item  769 

L  2.2:J  57/3/974 

07983  Jobs  for  which  junior  college,  technical  institute,  or  other  specialized 

training  is  usually   required.   [1974.]   [10]   p.il.   narrow  8°     +     #Item 
769 

L  2.2:J  57/4/974 

07984  Machinery  manufacturing  industry  wage  survey  and  other  industry  stu- 

dies [list].  [1975.]  [4]  p.  narrow  8°  + 

L  2.34/2:M  25 

Regional  reports.  (Middle  Atlantic  Region.) 

07985  39.    Some   dimensions   of    world   trade    impact   on    New   York   labor   market.   July   1974. 

cover  title,  iii  +  16  p.il.  oblong  8°     (Middle  Atlantic  Regional  Office,  New  York,  NY.) 


Report. 

07986  412-2.   What  every   employer  needs  to  know  about  OSHA   recordkeeping.   1975.   [51  +  23 

p.il.    4°     ([Office   of   Occupational   Safety   and    Health    Statistics.])     +     •Item   768- 
G 

L  2.71:412-2 

07987  Social  science  and  your  career.  [1974.]  [2]  p.il.  oblong  8°  folded  into 

narrow  8°  size     +     •Item  769 

L  2.2: So  1/2/974 

Special  labor  force  report. 

07988  Children  of  working  mothers.  Mar.  1973.  Sept.  1973.  [6]  +  l  p.il.  4°  + 

L  2.98:C  43 

07989  Job  tenure  of  American  workers,  Jan.  1973.  May  1974.  6  p.  4°  + 

L  2.98:T  26 

07990  Marital  and  family  characteristics  of  workers.  Mar.  1973.  Aug.  1973.  6  p.  4°  + 

L  2.98:M  33 

LAND  MANAGEMENT  BUREAU,  Interior  Dept  Washington,  DC 
20240 

07991  Making  multiple  use  decisions.  [1976.]  [24]  p.il.  oblong  24°     +     #Item 

631 

I  53.2:D  35 

Technical  note. 

07992  256.    Effects   and   observations  of   soil   compaction   in   Salem   District;   [by]   William   E. 

Power  .  Dec.  1974.  cover  title,  12  p.il.  4°     +  Denver  Service  Center,  Federal  Center 
Building  50.  Denver,  CO  80225 

I  53.20:256 

LIBRARY  OF  CONGRESS  Washington,  DC  20540 

07993  Blackwell  family,  Carrie  Chapman  Catt,  and  National  American  Women 

Suffrage  Association,  registers  of  papers  in  Manuscript  Division  of 
Library    of    Congress.    1975.    v  +  102    p.    4°    (Manuscript    Division, 
Reference  Department.)  [ISBN  0-8444-0140-4.]  + 
L.C.  card  74-19115  LC  4.2:B  56 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  111 

204-742  O  -  76  -  9 


Government  Pubeications 

07994  Cordell   Hull,   registers  of  papers   in  Manuscript  Division  of  Library 

of  Congress.  1975.  iii+21  p.  4°  (Manuscript  Division,  Reference  Depart- 
ment.) [ISBN  0-8444-0142-0.]  + 
L.C.  card  74-20767  LC  4.2:H  87 

07995  Library  of  Congress  catalog,  cumulative  list  of  works  represented  by 

Library  of  Congress  printed  cards:  Books,  subjects,  1973.  1974.  16 
v.,  various  paging,  4°  [ISSN  0041-7785.  Compiled  and  edited  by 
Catalog  Publication  Division.]  Cloth,  $630.00  (includes  3  qtr.  issues); 
Cataloging  Distribution  Service  Division,  Library  of  Congress,  Bid. 
159,  Navy  Yard  Annex,  Washington,  DC  20541  + 
L.C.  card  50-60682  LC  30.8/3 :973/v.l-16 

079%  Library  of  Congress  catalogs:  National  union  catalog,  register  of  addi- 
tional locations,  1973,  v.  1,  cards  56-33  to  NUC70-51031,  v.  2,  cards 
NUC70-51035  to  79-983266  1975.  2  v.,  xvi+2341  p.  4°  ([Processing 
Department.])  [ISSN  0090-0109.  Compiled  and  edited  by  Catalog  Publi- 
cation Division.]  + 
L.C.  card  56-60041  LC  30.8/7:973/v.l,2 

MANPOWER  ADMINISTRATION,  Labor  Dept.  Washington,  DC 
20210 

07997  What  you  should  know  about  WIN.  [1975.]  cover  title,  [18]  p.il.  oblong 

24°  [Prepared  in  cooperation  with  U.S.  Dept.  of  Health,  Education, 
and  Welfare,  Social  and  Rehabilitation  Service.]     +     •Item  745 

L  1.2:W  72/4 

MARITIME  ADMINISTRATION,  Commerce  Dept.  Washington,  DC 
20548 

07998  Publications  of  Maritime  Administration.  Dec.  1975.  cover  title,  16  p. 

4°    ([Office  of  Public  Affairs.])  +      #Item  233-C 

C  39.227:P  96/975 

07999  Vessel  inventory  report,  U.S.  flag  dry  cargo  and  tanker  fleets,  1,000 

gross  tons  and  over,  as  of  June  30,  1975;  [prepared  by  Jeanette 
E.  Ford].  Aug.  28,  1975.  cover  title,  59  p.  4°  ([Office  of  Subsidy 
Administration,  Division  of  Trade  Studies  and  Statistics.  Report 
MAR-560-19.])  [Issued  semi-annually.  Text  on  p.  2  of  cover.]      # 

C  39.217:975 

MEDICAL  SERVICES  BUREAU,  Health,  Education,  and  Welfare 
Dept.  West  Hyattsville,  MD  20782 

08000  Chance  to  grow,  careers  for  nurses  in  Bureau  of  Medical  Services. 

[1975.]  16  p.il.  4°  ([DHEW  publication  (HSA)  75-2009.])  +  •Item 
493-C-l 

HE  20.5402:G  91 

MEDICINE  AND  SURGERY  BUREAU  (Navy),  Defense  Dept. 
Washington,  DC  20350 

Naval  Submarine  Medical  Research  Laboratory,  Submarine  Base, 
Groton,  Conn.:  Report. 

08001  806.    Biochemical    profiles    of    submariners,    longitudinal    health    study    [with    list    of 

references];  by  Donald  V.  Tappan  ,  Michael  J.  Jacey  ,  Elly  Heyder,  and  William 
A.  Tansey.  May  15,  1975.  cover  title,  iii+13  +  [2]  p.il.  4°  [Research  work  unit  MR 
041.06.01-0026.02.]     # 

D  206.10:806 
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08002  809.  Visual  evoked  responses  and  EKGs  for  divers  breathing  hyperbaric  air;  assessment 

of  individual  differences  [with  list  of  references];  by  Jo  Ann  S  Kinney  .  Christine 
L.  McKay  .  S.  M.  Luria.  June  3,  1975.  cover  title,  iii  +  l4  +  [2)  p.il.  4°  [Research 
work  unit  MF51.524.004-90I5.I2.)     # 

D  206  10809 

08003  810.    Comparison   of   biochemical    responses   between    single   and    repeated   exposures   to 

air  at  6.7  ATA  [with  bibliography);  by  [Flly]  Heydcr  ,  [Michael]  J.  Jacey  .  [Donald] 
V.  Tappan.  June  4.  1975.  cover  title,  [28]  p.il.  4°  [Research  work  unit  MF51  524.014- 
9016.04]     # 

D  206.10:810 

MILITARY  HISTORY,  OFFICE  OF  CHIEF  OF  (Army),  Defense 
Dept.  Washington,  DC  20315 

U.  S.  Army  Military  Research  Collection,  Carlisle  Barracks,  Pa.:  Spe- 
cial bibliography  (series). 

08004  6.  v.  2,  Manuscript  holdings  of  military  history  research  collection;  by  Richard  J.  Sommers 

.  Sept.  1975.  ix  +  246  p.  4°     +     •Item  344-D 

D  !14.l4:6/v.  2 

MINES  BUREAU,  Interior  Dept.  Washington,  DC  20241 

08005  Abrasive   materials  in   1974.  June   9,   1975.  4  p.  4°    (Mineral  industry 

surveys.)  [Annual  advance  summary.  Prepared  in  Division  of  Non- 
metallic  Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.116:974 

08006  Abrasive  materials  in  1975.  Dec.  22,  1975.  15  p.  4°    (Mineral  industry 

surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.ll6:975/prelim. 

08007  Aluminum  and  bauxite  in  1975.  Dec.  16,  1975.  2  p.  4°    (Mineral  industry 

surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Nonferrous 
Metals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.80/2:975/prelim. 

08008  Antimony  in  1975.  Dec.  18,  1975.  2  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonferrous  Metals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.95/2:975/prelim. 

08009  Apparent  consumption  in  industrial  explosives  and  blasting  agents  in 

United  States,  1974.  June  18,  1975.  13  p.  4°  (Mineral  industry  surveys.) 
[Explosives,  annual.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.112:974 

08010  Asbestos  in  1974.   Apr.   11,   1975.   2  p.  4°    (Mineral  industry  surveys.) 

[Annual  advance  summary.  Prepared  in  Division  of  Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.123:974 

08011  Asbestos  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.123 :975/prelim. 

08012  Barite  in  1974.  July  29,  1975.  7  p.  4°    (Mineral  industry  surveys.)  [Annual 

advance  summary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.124:974 
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08013  Barite   in   1975.   Dec.    22,   1975.   1   p.   4°    (Mineral   industry   surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.124:975/prelim. 

08014  Beryllium  in  1975.  Dec.  16,  1975.   1  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonferrous  Metals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.138:975/prelim. 

08015  Boron   in   1974.    May    28,   1975.    2   p.   4°    (Mineral   industry   surveys.) 

[Annual    advance    summary.    Prepared    in    Division   of   Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.125:974 

08016  Boron   in  1975.   Dec.    22,   1975.    2   p.   4°    (Mineral   industry   surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.125:975/prelim. 

08017  Bromine  in  1974.  May  29,  1975.  3  p.  4°    (Mineral  industry  surveys.) 

[Annual   advance    summary.    Prepared    in    Division   of   Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.126:974 

08018  Bromine  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.126:975/prelim. 

08019  Bureau  of  Mines  films,  1973-74  catalog.  [1975.]  cover  title,   [l]+62  p. 

narrow  8°    [Last  3  pages  left  blank  for  notes].     #  Mines  Bureau, 
Pittsburgh,  PA  15213    •Item  637 

I  28.2:F  48 

08020  Cadmium  in  1975.  Dec.  16,  1975.  1  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonferrous  Metals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.102/2:975/prelim. 

08021  Carbon  black  in  1974.  June  6,  1975.  2  p.  4°    (Mineral  industry  surveys.) 

[Carbon  black  annual.  Prepared  in  Division  of  Fuels  Data.]     +  Mines 
Bureau,  Pittsburgh,  PA  15213 

I  28.88/2:974 

08022  Cement  in  1974.  Nov.  6,  1975.  12  p.  4°    (Mineral  industry  surveys.) 

[Annual   advance    summary.    Prepared    in    Division    of   Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.29/2:974 

08023  Cesium  and  rubidium  in  1974.  July  10,  1975.  1  p.  4°    (Mineral  industry 

surveys.)  [Annual  advance  summary.  Prepared  in  Division  of  Nonfer- 
rous Metals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.139:974 

08024  Cesium  and  rubidium  in  1975.  Dec.  16,  1975.  1  p.  4°    (Mineral  industry 

surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Nonferrous 
Metals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.139:975/prelim. 
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08025  Chromium  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Ferrous  Metals.]  + 
Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.84/2:975/prelim. 

08026  Clays   in   1974.   Dec.    12,   1975.    30   p.   4°    (Mineral   industry   surveys.) 

[Annual,  advance  summary.  Prepared  in  Division  of  Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.140:974 

08027  Clays  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  surveys.)  [Annual, 

preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.]  +  Mines 
Bureau,  Pittsburgh,  PA  15213 

I  28.140:975/prelim. 

08028  Coal-Pennsylvania  anthracite  in  1974.  Oct.  3,  1975.  cover  title,  36  p.il. 

4°  (Mineral  industry  surveys.)  [Coal-Pennsylvania  anthracite,  annual. 
Prepared  in  Division  of  Fuels  Data.]  +  Mines  Bureau,  Pittsburgh, 
PA  15213 

I  28.50/4:974 

08029  Cobalt  in  1975.   Dec.   22,   1975.   2  p.  4°    (Mineral  industry   surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Ferrous  Metals.]  + 
Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.76/3:975/prelim. 

08030  Coke  producers  in  United  States  in  1974.  Nov.  6,  1975.  cover  title, 

6  p.  4°  (Mineral  industry  surveys.)  [Coke  producers,  annual. 
Prepared  in  Division  of  Fuels  Data.]  +  Mines  Bureau,  Pittsburgh, 
PA  15213 

I  28.30/2:974 

08031  Columbium  and  tantalum  in  1975.  Dec.  22,  1975.  [2]  p.  4°    (Mineral 

industry  surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Fer- 
rous Metals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.141 :975/prelim. 

08032  Copper  in  1975.   Dec.  16,   1975.   2  p.  4°    (Mineral  industry   surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonferrous  Metals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.59/4:975/prelim. 

08033  Diatomite  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.127:975/prelim. 

08034  Feldspar  and  related  minerals  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral 

industry  surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Non- 
metallic  Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.1U:975/prelim. 

08035  Ferroalloys  in  1975.  Dec.  22,  1975.  5  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Ferrous  Metals.]  + 
Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.142:975/prelim. 

08036  Fluorspar  in  1975.  Dec.  22,  1975.  2  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.70/2:975/prelim. 
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08037  Gem  stones  in  1974.  June  9,  1975.  2  p.  4°    (Mineral  industry  surveys.) 

[Annual    advance    summary.    Prepared   in    Division   of   Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.117:974 

08038  Gem  stones  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.117:975/prelim. 

08039  Gold  and  silver  in  1975.  Dec.  18,  1975.  2  p.  4°    (Mineral  industry  sur- 

veys.)   [Annual,    preliminary.    Prepared    in   Division   of   Nonferrous 
Metals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.61/3:975/prelim. 

Information  circular. 

08040  8628.   Bureau  of  Mines  test  procedi 

Walter  E.  Lewis  and  Sathit 
(S/N  2404-01681).     •Item  637-A 

I  28.27:8628 
s  [with  list  of  references];  by  Paul  Mcllroy 
H.   Hibpshman.   [1975.1   [2]  +  iii  60  p.il.  4° 
*  Paper,  $1.00  (S/N  2404-01689).      •Item  637-A 

I  28.27:8646 

08042  8691.  Updated  cost  evaluation  of  metal  and  mineral  recovery  process  for  treating  mu- 

nicipal  incinerator   residues    [with   list   of    references];   by   John   J.    Henn    .    [1975] 
[2]  +  ii  +  44  p.il.  4°     *  Paper,  $1.05.      •Item  637-A 

I  28.27:8691 

08043  8692.    Geothermal   energy,    economic    potential   of    three    sites   in    Alaska   [with    list   of 

references];   by   Jimmie   C.   Rosenbruch   and   Robert  G.   Bottge   .    [1975.]   [2]  +  ii  +  40 
p.il.  4°     *  Paper,  $1.00  (S/N  024-004-01802-0).     •Item  637-A 

I  28.27:8692 

08044  8693.  Reserve  base  of  U.S.  coals  by  sulfur  content  (in  two  parts):  2,  Western  States 

[with  bibliography];   by  Patrick  A.   Hamilton   ,   Doss  H.   White   ,  jr.,   and  Thomas 
K.  Matson.  [1975]  [2]  +  iii  +  322  p.il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213 
•Item  637-A 

I  28.27:8693 

08045  International  petroleum  annual,  1973.  Mar.  1975.  cover  title,  [1]+31  p.il. 

4°     +     •Item  642-A 

I  28.43/3:973 

08046  Iodine  in  1975.  Dec.   22,  1975.   [2]   p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.129:975/prelim. 

08047  Iron  and  steel  in  1975.  Dec.  22,  1975.  2  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Ferrous  Metals.]     + 
Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.53/4:975/prelim. 

08048  Iron  and  steel  scrap  in  1975.  Dec.  22,  1975.  2  p.  4°    (Mineral  industry 

surveys.)    [Annual,    preliminary.    Prepared    in    Division    of    Ferrous 
Metals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.53/2-2:975/prelim. 

08049  Kyanite  and  related  minerals  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral 

industry  surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Non- 
metallic  Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.131:975/prelim. 

08050  Lead   in   1975.   Dec.    18,   1975.    [2]    p.   4°    (Mineral   industry   surveys.) 

[Annual,  preliminary.   Prepared  in  Division  of  Nonferrous  Metals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.87/2:975/prelim. 
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08051  Lithium  in  1975.  Dec.   22,  1975.  2  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.143:975/prelim. 

08052  Magnesium  and  magnesium  compounds  in  1975.  Dec.  16,  1975.  1  p.  4° 

(Mineral  industry  surveys.)  [Annual,  preliminary.  Prepared  in  Division 
of  Nonferrous  Metals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.101/2-2:975/prelim. 

08053  Manganese  in  1975.  Dec.  22,  1975.  2  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Ferrous  Metals.]  + 
Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.54/2:975/prelim. 

08054  Mercury  in  1975.  Dec.  19,  1975.  2  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonferrous  Metals.] 

t+  Mines  Bureau,  Pittsburgh,  PA  15213 
I  28.55/2:975/prelim. 

08055  Mica  in  1974.  Sept.  22,  1975.  2  p.  4°    (Mineral  industry  surveys.)  [Annual 

advance  summary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.130:974 

08056  Mica  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  surveys.)  [Annual, 

preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.]  +  Mines 
Bureau,  Pittsburgh,  PA  15213 

I  28.130:975/prelim. 

08057  Natural  gas  production  and  consumption,  1974.  Aug.  29,  1975.  14  p. 

4°  (Mineral  industry  surveys.)  [Natural  gas  ,  annual.  Prepared  in 
Division  of  Fuels  Data.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.98/6:974 

08058  Natural  graphite  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  sur- 

veys.) [Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.128:975/prelim. 

08059  Nickel   in   1975.   Dec.   22,   1975.   2   p.   4°    (Mineral   industry   surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Ferrous  Metals.]  + 

I  28.92/2:975/prelim. 

08060  Peat  producers  in  United  States  in  1974.   Oct.   23,   1975.  cover  title, 

11  p.  4°  (Mineral  industry  surveys.)  [Peat  producers,  annual.  Prepared 
in  Division  of  Coal.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.107:974 

08061  People's  Republic  of  China,  new  industrial  power  with  strong  mineral 

base;  by  Kung-ping  Wang  .  [1975.]  vi+96  p.il.  3  maps  in  pocket, 
4°  (International  Data  and  Analysis.)  *  Paper,  $3.75  (S/N  024-004- 
01801-1).    •Item  637 

I  28.2:C  44 

08062  Perlite   in   1975.    Dec.    22,   1975.    1   p.   4°    (Mineral   industry    surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.133 :975/prelim. 

§For  Sale  by  National  Technical  Information  Service, 
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•Sent  to  Depository  Libraries  Page  117 


Government  Publications 
Petroleum  products  survey. 

08063  87.   Diesel  fuel  oils,  1974;  [by   Ella  M.  Shelton  ].   Nov.  1974.  cover  title,  [l]  +  29  leaves 

il.  map  4  p.  of  pi.  4°    (Mineral  industry  series.)     +   Mines  Bureau,  Pittsburgh,  PA 
15213     •Item  642-A 

I  28.18/3:87 

08064  Petroleum  refineries  in  United  States  and  Puerto  Rico.  Sept.  17,  1975. 

17  p.il.  4°  (Mineral  industry  surveys.)  [Petroleum  refineries,  annual. 
Prepared  in  Division  of  Fuels  Data.]  +  Mines  Bureau,  Pittsburgh, 
PA  15213 

I  28.17/2:975 

08065  Platium-group  metals  in  1975.  Dec.  17,  1975.  1  p.  4°    (Mineral  industry 

surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Nonferrous 
Metals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.77/2:975/prelim. 

08066  Potash  in  1975.  Dec.   22,  1975.   [2]   p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.120/3:975/prelim. 

Preprint  from  Bulletin  667,  Mineral  facts  and  problems,  1975  edition. 

08067  Boron   [with  list  of  references;  by  K.  P.  Wang  ].  [1975.]  [2] +  12  p.  4°     +   (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:B  645/975 

08068  Iodine   [with  list  of  references;  by   K.  P.  Wang  ).  [1975.]   [2]+9  p.  4°     +   (Information 

incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

I  28.3/c:Io  2/975 

Preprint  from  1972  Minerals  yearbook. 

08069  Mineral   industry   of   Alabama;   [    H.   L.   Riley   and   W.   Everett   Smith   ].    [1975.]   [2]  +  13 

p.il.     *  Paper,  30c. 

I  28.37/a  2:A1  1  b/972 

08070  Mineral  industry  of  Alaska;   [by   William    B.   Harper  and   Donald  C.   Hartman  ].   [1975.] 

[2]  +  15  p.il.     *  Paper,  35c. 

I  28.37/a  2:A1  ls/1972 

08071  Mineral  industry  of  Arizona;  [by  Lyman  Moore  ].  [1975.]  [2]  +  25  p.il.     *  Paper,  40c. 

I  28.37/a  2:Ar  4/972 

08072  Mineral  industry  of  Iraq;  [by  John  L.  Albright  ].  [1975.]  [2]  +  9  p.     *  Paper,  30c. 

I  28.37/a  2:Ir  1/2/972 

08073  Mineral   industry  of   Kuwait  and   Saudi   Arabia;   [by  John   L.   Albright  ].   [1975.]   [2] +  12 

p.     *  Paper,  30c. 

I  28.37/a  2:K  969/2/972 

08074  Mineral   industry   of  People's   Republic   of  China;   [by   Charles   L^   Klingman   and  John 

E.  Shelton  ].  [1975.]  [2]  +  15  p.il.     *  Paper,  35c. 

I  28.37/a  2:C  441/972 

Preprint  from  1973  Minerals  yearbook. 

08075  Antimony;  [by  Charlie  Wyche  ].  [1975.]  [2]  +  9  p.     *  Paper,  30c. 

I  28.37/a:An  87/973 

08076  Gem  stones;  [by  Robert  G.  Clarke  ].  [1975.]  [2]  +  10  p.     *  Paper,  30c. 

I  28.37/a:G  284/973 

08077  Iron  oxide  pigments;  [by  Henry  E.  Stipp  ].  [1975.]  [2] +  6  p.     *  Paper,  25c. 

I  28. 37/a:Ir  6/6/973 

08078  Mineral   industry   of   Puerto  Rico,   Panama  Canal   Zone,   Virgin   Islands,   Pacific   Island 

Possessions,    and   Trust   Territory    of    Pacific    Islands;    [by   J.    M.    West   and    Sarkis 
G.  Ampian  ].  [1975.]  [2]  +  7  p.  + 

I  28.37/a  2:P  96  r/973 

08079  Mineral  industry  of  Bulgaria;  [by  Boteo  Tachkov  ].  [1975.]  [2]  +  Il  p.  + 

I  28.37/a  2:B  871/973 

08080  Mineral   industry   of   Kansas;   [by   William   G.   Carrico   and    David   A.   Grisafe    ].    [1975.] 

[2]  +  18  p.il.  + 

I  28.37/a  2:K  13/1973 
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Preprint  from  1974  Minerals  yearbook. 

08081  Gallium,  [by  E.  Chin  .]  [1975]  [2]+4  p.  + 

I  28.37/a:G  137 

08082  Rare-earth  minerals  and  metals;  [by  James  H.  Jolly  ].  [1974]  [2]  +  8  p.il.     •  Paper,  $1.00. 

I  28.37/a:R  182/974 

08083  Rhenium,  [by  Larry  J.  Alverson  ].  [1975]  [2]  +  5  p.  + 

I  28.37/a:R  343/974 

08084  Pumice  and  volcanic  cinder  in  1974.  Aug.  15,  1975.  2  p.  4°    (Mineral 

industry  surveys.)  [Annual  advance  summary.  Prepared  in  Division 
of  Nonmetallic  Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.122:974/advance 

08085  Pumice  and  volcanic  cinder  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral 

industry  surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Non- 
metallic  Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.122:975/prelim. 

08086  Rare-earth  elements  and  thorium  in  1975.  Dec.  18,  1975.  2  p.  4°    (Mineral 

industry  surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Non- 
ferrous  Metals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.144:975/prelim. 

Report  of  investigations. 

08087  8022.    Geologic    investigations    of    underground    coal    mining    problems    [with    list    of 

references];  by  Charles  M.  McCulloch  ,  Paul  W.  Jeran  ,  and  C.  D.  Sullivan.  [1975] 
[2]  +  ii+30  p.il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8022 

08088  8024.   Crude   oil   spills   research,   investigation   and   evaluation   of   analytical   techniques 

[with  bibliography];  by  Carol  A.  Wilson  ,  Edward  P.  Ferrero  ,  and  Harold  J.  Coleman. 
[1975.]  [2]  +  ii+28  p.il.  4°      +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8024 

08089  8068.   Dust  generation  and  comminution   of  coal   [with   list  of  references];  by  Donald 

I.  Kurth  ,  Laxman  S.  Sundae  ,  and  Clifford  W.  Schultz.  [1975.]  [2]  +  ii  +  28  p.il. 
4°     +  Mines  Bureau,  Pittsburgh,  PA  15213      •Item  637-A 

I  28.23:8068 

08090  8070.   Blasting  tests   in   porphyry   copper   deposit  in   preparation   for  in   situ  extraction 

[with  list  of  references];  by  Robert  C.  Steckley  ,  William  C.  Larson  ,  and  Dennis 
V.  D'Andrea.  [1975.]  [2]+ii+27  p.il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213 
•Item  637-A 

I  28.23:8070 

08091  8072.   Detection  and  delineation  of  faults  by  surface  resistivity  measurements,  Conda 

mine,  caribou  County,  Idaho  [with  list  of  references];  by  Robert  L.  Stahl  .  [1975.] 
[3] +  20  p.il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8072 

08092  8091.  Recovering  polyurethane  foam  and  other  plastics  from  auto-shredder  reject  [with 

list  of  references];  by  Espiridion  G.  Valdez  ,  K.  C.  Dean  ,  J.  H.  Bilbrey,  jr., 
and  L.  R.  Mahoney.  [1975.]  [3] +  13  p.il.  4°  [Work  done  under  cooperative  agreement 
with  Ford  Motor  Co.]     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8091 

08093  8093.   Selected  geologic  factors  affecting  mining  of  Pittsburgh  coalbed;  by  Charles  M. 

McCulloch  ,  W.  P.  Diamond  ,  B.  M.  Bench,  and  Maurice  Deul.  [1975]  [2]  +  iii  +  72 
p.il.  4°  [Includes  Bibliography  of  previous  work  in  Pittsburgh  coalbed.  One  illustra- 
tion is  colored.]     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8093 

08094  Rhenium  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Ferrous  Metals.]     + 
Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.145:975/prelim. 

08095  Sales  of  asphalt  in  1974.  Sept.   30,  1975.  6  p.  4°    (Mineral  industry 

surveys.)  [Asphalt  sales,  annual.  Prepared  in  Division  of  Fuels  Data.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.110/2:974 
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Government  Publications 

080%  Sales  of  liquefied  petroleum  gases  and  ethane  in  1974.  Sept.  26,  1975. 
12  p.  4°  (Mineral  industry  surveys.)  [Liquefied  petroleum  gas  sales, 
annual.  Prepared  in  Division  of  Fuels  Data.]  +  Mines  Bureau,  Pitt- 
sburgh, PA  15213 

I  28.98/5:974 

08097  Salt  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  surveys.)  [Annual, 

preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.]     +  Mines 
Bureau,  Pittsburgh,  PA  15213 

I  28.134:975/prelim. 

08098  Sand  and  gravel  in  1974.  Oct.  31,  1975.  14  p.  4°    (Mineral  industry  sur- 

veys.) [Annual  advance  summary.  Prepared  in  Division  of  Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.146:974/advance 

08099  Sand  and  gravel  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  sur- 

veys.)  [Annual,   preliminary.   Prepared  in  Division  of  Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.146:975/prelim. 

08ioo  Selenium  and  tellurium  in  1975.  Dec.  17,  1975.  2  p.  4°  (Mineral  industry 
surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Nonferrous 
Metals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.104/2:975/prelim. 

08ioi  Sodium  compounds  in  1975.  Dec.  23,  1975.  1  p.  4°  (Mineral  industry 
surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.135:975/prelim. 

08102  Stone  in  1975.  Dec.  22,  1975. 1  p.  4°    (Mineral  industry  surveys.)  [Annual, 

preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.]     +  Mines 
Bureau,  Pittsburgh,  PA  15213 

I  28.U8:975/prelim. 

08103  Sulfur  in  1975.  Dec.  22,  1975.  [2]  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.63/2:975/prelim. 

08104  Talc,  soapstone,  and  pyrophylite  in  1974.  Nov.  10,  1975.  9  p.  4°    (Mineral 

industry  surveys.)  [Annual  advance  summary.  Prepared  in  Division 
of  Nonmetallic  Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.136:974 

08105  Talc,  soapstone,  and  pyrophyUite  in  1975.  Dec.  22, 1975. 1  p.  4°    (Mineral 

industry  surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Non- 
metallic  Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.136:975/prelim. 

Technical  progress  report. 

08106  84.  In  situ  combustion  of  coal  for  energy  [with  list  of  references];  by  Robert  F.  Chaiken 

.  Nov.  1974.  [3]  +  12  p.il.  4°    (Advanced  Mining  Systems  Program.)     +  Mines  Bureau, 
Pittsburgh,  PA  15213     •Item  637-A 

128.26/6:84 

08107  Tin  in  1975.  Dec.  19,  1975.  2  p.  4°    (Mineral  industry  surveys.)  [Annual, 

preliminary.  Prepared  in  Division  of  Nonferrous  Metals.]     +  Mines 
Bureau,  Pittsburgh,  PA  15213 

I  28.96/2:975/prelim. 
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08108  Titanium  in  1975.  Dec.  22,  1975.  2  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonferrous  Metals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.82/3 :975/prelim. 

08109  Tungsten  in  1975.  Dec.  23,  1975.  2  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Ferrous  Metals.]  + 

I  28.73/2:975/prelim. 

08110  Vermiculite  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry  surveys.) 

[Annual,  preliminary.  Prepared  in  Division  of  Nonmeetallic  Minerals.] 
+  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.137:975/prelim. 

081H  World  crude  oil  production  annual  1974.  July  17,  1975.  4  p.  4°  (Mineral 
industry  surveys.)  [Petroleum  production,  annual.  Prepared  in  Division 
of  Petroleum  and  Natural  Gas.]  +  Mines  Bureau,  Pittsburgh,  PA 
15213 

I  28.18/5:974 

08112  Zinc  in  1975.  Dec.  17,  1975.  2  p.  4°    (Mineral  industry  surveys.)  [Annual, 

preliminary.  Prepared  in  Division  of  Nonferrous  Metals.]  +  Mines 
Bureau,  Pittsburgh,  PA  15213 

I  28.69/2:975/prelim. 

08113  Zirconium  and  hafnium  in  1975.  Dec.  22,  1975.  1  p.  4°    (Mineral  industry 

surveys.)  [Annual,  preliminary.  Prepared  in  Division  of  Nonmetallic 
Minerals.]     +  Mines  Bureau,  Pittsburgh,  PA  15213 

I  28.83/2:975/prelim./    * 

MINING  ENFORCEMENT  AND  SAFETY  ADMINISTRATION, 
Interior  Dept.  Washington,  DC  20240 

MESA  informational  report  IR  (series). 

08114  1024.  Analysis  of  injuries  involving  jackleg  rock  drills  underground,  1973-74;  by  R.  H. 

Oitto  .  [1975.][3]  + 16p.il.  4°     +     •Item  637-A 

I  69.9:1024 

08115  1025.  Evaluation  of  radioactive  aerosols  in  United  States  underground  coal  mines  [With 

list  of  references];  by  R.  L.  Rock  ,  G.  Svilar  ,  R.  T.  Beckman,  and  D.  D.  Rapp. 
[1975.]  [3]  +  10  p.il.  4°  +       •Item  637-A 

I  69.9:1025 

08116  1026.  Monitoring  radon  22  content  of  mine  waters  [with  list  of  references];  by  Fazlollah 

L.  Misaqi  .  [1975.]  [3] +18  p.il.  4°     +     •Item  637-A 

I  69.9:1026 

MOTOR  CARRIER  SAFETY  BUREAU,  Transportation  Dept. 
Washington,  DC  20501 

08117  Effect  of  commercial  vehicle   systematic  preventive  maintenance  on 

specific  causes  of  accidents  [with  bibliography;  by]  Thomas  L.  Mc- 
Dole  ,  James  O'Day  .  July  1975.  [l]+v+129  p.il.  4°  (Report  UM- 
HSRI-SA-75-13.)  [Prepared  by  Highway  Safety  Research  Institute, 
University  of  Michigan,  Ann  Arbor,  Mich.,  under  contract  DOT- 
FH-11-8272.  Issued  with  perforations.]     +     #Item  689-A-2 

TD  2.302 :P  92 

08118  Federal  motor  carrier  safety  regulations.  [1974.]  cover  title,  [1]+117  p.il. 

[Revised  to  include  amendments  as  of  Oct.  1,  1974.  Issued  with  per- 
forations.]    *  Paper,  $1.55.    #Item  689 

TD  2.306:M  85/974 
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Government  Publications 

NATIONAL  AERONAUTICS  AND  SPACE  ADMINISTRATION 
Washington,  DC  20546 

Announcement  of  opportunities  for  participation  AO  (series). 

08119  8.  Space  flight  investigations  and  mission  definition  study  for  lunar  polar  orbiter  (LPO). 

Mar.  15,  1975.  16  p.  4°     +     #Item  830-H-5 

NAS  1.53:8 

NASA  contractor  report  CR  (series). 

08120  2599.  Computation  of  transonic  perturbation  flow  fields  around  two-and  three-dimensional 

oscillating  wings  [with  list  of  references;  by]  Warren  H.  Weatherill  ,  F.  Edward 
Ehlers  ,  and  James  D.  Sebastian.  Dec.  1975.  cover  title,  vi+150  pal.  4°  [Prepared 
by  Boeing  Commercial  Airplane  Company,  Seattle,  Wash.]      §  Paper,  $6.25. 

NAS  1.26:2599 

08121  2613.    Composite    engines    for   application    to   single-stage-to-orbit    vehicle    [with   list   of 

references;  by]  Joseph  G.  Bendot  ,  Philip  N.  Brown  ,  and  Thomas  G.  Piercy. 
Dec.  1975.  cover  title,  vii+94  p.il.  4°  [Prepared  by  Marquardt  Company,  Van  Nuys, 
Calif.]     §  Paper,  $4.75. 

NAS  1.26:2613 

08122  2618.  Gravitational  forces  and  moments  on  spacecraft;  [by]  T.  R.  Kane  and  P.  W.  Likins 

.  Oct.  1975.  cover  title,  v  +  142  p.il.  4°  [Prepared  by  University  of  California,  Los 
Angeles,  Calif.]     *  Paper,  $2.70. 

NAS  1.26:2618 

08123  2621.  Survey  of  future  requirements  for  large  space  structures  [with  lists  of  references; 

by]  John  M.  Hedgepeth  .  Jan.  1976.  cover  title,  iii+51  p.il.  4°  [Prepared  by  Astro 
Research  Corp.,  Santa  Barbara,  Calif.]     §  Paper,  $4.25: 

NAS  1.26:2621 

08124  2632.  Theoretical  study  of  refraction  effects  on  noise  produced  by  turbulent  jets  [with 

list  of  references;  by]  E.  W.  Graham  and  B.  B.  Graham  .  Dec.  1975.  cover  title, 
vi+87  p.il.  4°  [Prepared  by  Graham  Associates,  Shaw  Island,  Wash.]  §  Paper, 
$4.75. 

NAS  1.26:2632 

08125  2640.  Test  plan  and  preliminary  report  of  airborne  electromagnetic  environment  survey 

over  U.S.A.  urban  areas  0.4  to  18.0  [by]  Ralph  E.  Taylor  ,and  James  S.  Hill  . 
Dec.  1975.  x+73  p.il.  4°  [Prepared  by  Government  Service  Operation,  RCA  Service 
Co.,  Springfield,  Va.]     §  Paper,  $4.75. 

NAS  1.26:2640 

NASA  facts. 

08126  NF-56.  Observing  earth  from  Skylab  [includes  bibliography].  Jan.  1975.  16  p.il.  4°    [Some 

illustrations  are  colored.]     *  Paper,  $1.00    •Item  830-H 

NAS  1.20:NF-56 

08127  NASA  source  evaluation  board  manual.  Dec.  1975  edition.  [1975.]  cover 

title,  [67]  p.  4°    (NHB  5103.6A.)  [Issued  with  perforations.  Supersedes 
edition  of  August  1973.]     +     #Item  830-F 

NAS  1.18:So  8/975 

NASA  SP  (series). 

08128  366.  Possible  relationships  between  solar  activity  and  meteorological  phenomena,  symposi- 

um  held   at  Goddard   Space   Flight  Center,  Greenbelt,   Md.,   Nov.   7-8,   1973   [with 
lists  of  references];  edited  by  William  R.  Bandeen  and  Stephen  P.  Maran  .  1975. 
ix  +  263  p.il.  4°    (Scientific  and  Technical  Information  Office.)     *   Paper,  $4.00  (S/N 
033-000-00599-7).     #Item  830-1 
L.C.  card  74-600165  NAS  1.21:366 

08129  390.    Applications    of   computer   graphics    in   engineering,    conference   held    at   Langley 

Research  Center,  Hampton,  Va.,  Oct.  1-2,  1975  [with  lists  of  references].  [1975.] 
cover  title,  viii+661  p.il.  4°  ([Scientific  and  Technical  Information  Office.])  §  Paper, 
$15.25. 

NAS  1.21:390 

08130  3086.   Near-infrared   spectra  of  Jupiter,   Saturn,   and   Uranus   [with   list  of   references]; 

by  Andrew  E.  Potter  .  1974.  [l]+246+[l]  p.il.  4°  (Scientific  and  Technical  Information 
Office.)     *  Paper,  $2.65.      •Item  830-1 

NAS  1.21:3086 

08131  5117.  Some  NASA  contributions  to  human  factors  engineering,  survey  [with  bibliographies; 

by  R.A.  Behan  and  H.W.  Wendhausen  .  [1973.]  cover  title,  vi+103  p.il.  (Technology 
utilization,  [Technology  Utilization  Office].)  [Prepared  by  Mentoris  Company,  Sacra- 
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mcnto   Calif.,  under  contract  NASA-2173  for  Computer  Sciences  Corp.,  Falls  Church, 
Va.]     •  Paper,  $1.15  (S/N  3300  00563).     •Item  830-1 

NAS  1.21:5117 
7013.  NASA  publications  manual,  1974  [with  list  of  references].  1974.  vi  +  52  p.il.  4° 

(Scientific  and  Technical  Information  Office.)     +  (Information  incorrect  in  publica- 
tion as  to  sale  by  Superintendent  of  Documents).     •Item  830-1 

NAS  1.21:7013/2 

NASA  technical  memorandum  TM  (series). 

X-58168.  Proceedings  of  NASA  earth  resources  survey  symposium,  Houston,  Tex.,  June 
1975:  v.  1-A,  Technical  session  presentations,  agriculture,  environment;  v.  1-B,  Techni- 
cal session  presentations,  geology,  information  systems  and  services;  v.  1-C,  Techni- 
cal session  presentations,  land  use,  marine  resources;  v.  1-D,  Technical  session 
presentations,  water  resources  [with  bibliographies].  [Sept.  1975]  cover  title,  4  v., 
xvi  +  2685  p.il.  4°  (JSC -09930;  Lyndon  B.  Johnson  Space  Center,  Houston,  Tex.) 
[First  comprehensive  symposium  on  practical  application  of  earth  resources  survey 
data.  Some  illustrations  are  colored.]     §  (Price  upon  application).     •Item  830-D 

NAS  1.15:X-58168/v.  1-A-D 
X-3234.  Longitudinal  aerodynamic  characteristics  of  deflected-thrust  propulsive-lift  trans- 
port model  [with  list  of  references;  by]  Danny  R.   Hoad  .  Nov.  1975.  cover  title, 
[1]  + 184  p.il.  4°     §  Paper,  $7.00. 

NAS  1.15:X-3234 

X-3260.   Design  and  evaluation  of  a  sensor  fail-operational  control  system  for  digitally 

controlled  turbofan   engine  [with  list  of  references;  by]   Frank  J.   Hrach   ,  Dale  J. 

Arpasi   ,   and   William   M.   Bruton.   Dec.   1975.   cover  title,   [l]+45   p.il.   4°     §  Paper, 

$3.75. 

NAS  1.15:X-3260 
X-3285.  Atmospheric  particulate  measurements  in  Norfolk,  Va.  [with  list  of  references; 
by]  Richard  W.  Storey  ,  jr.,  Ronald  J.  Sentell  ,  David  C.  Woods,  John  R.  Smith, 
and  Franklin  S.  Harris,  jr.  Dec.  1975.  cover  title,  [1]  +  19  p.il.  4°     §  Paper,  $3.25. 

NAS  1.15:X-3285 
X-3292.  Measurements  of  farfield  sound  generation  from  flow-excited  cavity  [with  list 
of  references;  by]  Patricia  J.  W.  Block  and  Hanno  Heller  .  Dec.  1975.  cover  title, 
[1]  +  45  p.il.  4°     §  Paper,  $3.75. 

NAS  1.15:X-3292 

X-3295.  Nineteen  seventy-five  ride  quality  symposium  held  at  Williamsburg,  Va.,  Aug. 

11-12,  1975  [with  lists  of  references].  Nov.  1975.  cover  tide,  vii+644  p.il.  4°    (DOT- 

TSC-OST-75-40.)  [Sponsored  jointly  with  Department  of  Transportation.]     §  Paper, 

$15.25. 

NAS  1.15:X-3295 
X-3304.   Performance   of   J85-13   compressor  with   clean   and   distorted   inlet   flow   [with 
list  of  references;  by]  Edward  J.  Milner  and  Leon  M.  Wenzel  .  Dec.  1975.  cover 
title,  [1]+31  p.il.  4°     §  Paper  ,  $3.75. 

NAS  l.l5:X-3304 

X-3309.    Experimental   aerodynamic   characteristics   for  slender  bodies   with   thin   wings 

at  angles  of  attack   from  0°  to  58°  and  Mach  numbers  from  0.6  to  2.0  [with  list 

of  references;  by]  Leland  H.  Jorgensen  and  Michael  H.  Howell  .  Jan.  1976.  cover 

title,  v  +  121  p.il.  4°     §  Paper,  $5.75 

NAS  1.15:X-3309 
X-3312.    Theoretical    monochromatic-wave-induced   currents   in    intermediate    water   with 
viscosity   and   nonzero   mass   transport   [with   list  of   references;  by]   Theodore   A. 
Talay  .  Dec.  1975.  cover  tide,  [l]  +  27  p.il.  4°     §  Paper,  $3.75. 

NAS  1.15:X-3312 

X-3314.  Design  and  preliminary  tests  of  blade  tip  air  mass  injection  system  for  vortex 

modification  and   possible   noise   reduction  on  full-scale   helicopter  rotor  [with  list 

of   references;   by]   Robert  J.   Pegg    ,    Robert   N.   Hosier   ,   John  C.   Balcerak,   and 

H.  Kevin  Johnson.  Dec.  1975.  cover  title,  [l]  +  38  p.il.  4°     §  Paper,  $3.75. 

NAS  1.15:X-3314 

X-3316.    Investigation   of   fracture   toughness,   fatigue-crack   growth,   sustained-load   flaw 

growth,  and  impact  properties  of  3  pressure  vessel  steels  [with  list  of  references; 

by]   C.   Michael   Hudson   ,   J.   C.   Newman    ,   jr.,   and   Peter   E.   Lewis.   Dec.   1975. 

cover  title,  [l]  +  54  p.il.  4°     §  Paper,  $4.25. 

NAS  1.15:X-3316 
X-3319.   Preliminary  analysis  of  span-distributed-load  concept  for  cargo  aircraft  design 
[with  list  of  references;  by]  Allen  H.  Whitehead  ,  jr.  Dec.  1975.  cover  title,  [l]  +  27 
p.il.  4°     §  Paper,  $3.75. 

NAS  1.15:X-3319 
X-3327.   Absolute   calibration  of  hydrogen   discharge   lamp   in  vacuum   ultraviolet   [with 
list   of  references;   by]  John   E.   Nealy   .   Dec.   1975.   cover  title,   [1]  +  31   p.il.   4°     § 
Paper,  $3.75. 

NAS  1.15:X-3327 
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08146  X-3328.   Sample  preparation  of  metal  alloys  by  electric  discharge  machining  [with  list 

of  references;  by]  Gilbert  B.  Chapman  II  and  William  A.  Gordon  .  Jan.  1976.  cover 
title,  [l]  +  20  p.il.  4°     §  Paper,  $3.25. 

NAS  1.15:X-3328 

08147  X-3329.   Ames  collaborative  study  of  cosmic  ray  neutrons  [with  list  of  references;  by] 

J.  E.  Hewitt  ,  L.  Hughes  ,  J.  B.  McCaslin,  L.  D.  Stephens,  A.  Rindi,  A.  R. 
Smith,  R.  H.  Thomas,  R.  V.  Griffith,  C.  G.  Welles,  J.  W.  Baum,  and  A.  V.  Kuehner. 
Jan.  1976.  cover  title,  [l]  +  38  p.il.  4°     §  Paper,  $3.75. 

NAS  1.15:X-3329 

08148  X-71802.  Terrestrial  photovoltaic  measurements,  workshop  proceedings,  Cleveland,  Ohio, 

March  19-21,  1975  [with  lists  of  references;  edited  by  Larry  N.  Scudder  ,  Thomas 
M.  Klucher  ].  [1975.]  cover  title  ,  xii  +  180  p.il.  4°  [Sponsored  by  Energy  Research 
and  Development  Administration.]  + 

NAS  1.15:X-71802 

NASA  technical  note  TN  (series). 

08149  D-7964.  Analytical  and  experimental  vibration  studies  of  1/8-scale  shuttle  orbiter  [with 

list  of  references];  Larry  D.  Pinson  ,  coordinator.  Dec.  1975.  cover  title,  iv  +  148 
p.il.  4°     §  Paper,  $5.75. 

NAS  1.14:D-7964 

08150  D-8039.    Effects    of    propulsion-induced    aerodynamic    forces    of    vectoring    partial-span 

rectangular  jet  at  Mach  numbers  from  0.40  to  1.20  [with  list  of  references;  by] 
Francis  J.  Capone  .  Dec.  1975.  cover  title,  [l]  +  249  p.il.  4°     §  Paper,  $7.50. 

NAS  1.14:D-8039 

08151  D-8042.  Subsonic  and  transonic  dynamic  stability  characteristics  of  space  shuttle  orbiter 

[with  list  of  references;  by]  Richmond  P.  Boyden  and  Delma  C.  Freeman  ,  jr. 
Nov.  1975.  cover  title,  [1]  +  175  p.il.  4°     §  Paper,  $6.25. 

NAS  1.14:D-8042 

08152  D-8043.   Supersonic  dynamic  stability  characteristics  of  space  shuttle  orbiter  [with  list 

of  references;  by]  Delma  C.  Freeman  ,  jr.,  Richmond  P.  Boyden  ,  and  E.  E. 
Davenport.  Jan.  1976.  cover  title,  [1]+164  p.il.  4°     §  Paper,  $6.25. 

NAS  1.14:D-8043 

08153  D-8044.   Shear-flexible  finite-element  models  of  laminated  composite  plates  and   shells 

[with  list  of  references;  by]  Ahmed  K.  Noor  and  Michael  D.  Mathers  .  Dec.  1975. 
cover  title,  iv  +  109  p.il.  4°     §  Paper,  $5.25. 

NAS  1.14:D-8044 

08154  D-8046.  Hydrogen  environment  embrittlement  of  Astroloy  and  Udimet  700  (nickel-base) 

and  V-57  (iron-base)  superalloys  [with  list  of  references;  by]  Hugh  R.  Gray  and 
Joseph  P.  Joyce  .  Dec.  1975.  cover  title,  [l]+44  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8046 

08155  D-8057.  Aerodynamic  characteristics  of  powered,  externally  blown  flap  STOL  transport 

model  with  two  engine  simulator  sizes  [with  list  of  references;  by]  William  G. 
Johnson  ,  jr.  Nov.  1975.  cover  title,  [1]  +  291  p.il.  4°     §  Paper,  $8.75. 

NAS  1.14:D-8057 

08156  D-8058.  Review  of  NASA  V-G/VGH  general  aviation  program  [with  list  of  references; 

by]  Joseph  W.  Jewel  ,  jr.,  and  Garland  J.  Morris.  Dec.  1975.  cover  title,  [I]+82 
p.il.  4°     §  Paper,  $4.75. 

NAS  1.14:D-8058 

08157  D-8061.  Low-speed  wind-tunnel  investigation  of  four-engine  upper  surface  blown  model 

having  swept  wing  and  rectangular  and  D-shaped  exhaust  nozzles  [with  list  of 
references;  by]  William  C.  Sleeman  ,  jr.,  and  William  C.  Hohlweg  .  Dec.  1975. 
cover  title,  [1]  +  116  p.il.  4°     §  Paper,  $5.25. 

NAS  1.14:D-8061 

08158  D-8066.  Experimental  parametric  studies  of  transonic  T-tail  flutter  [with  list  of  references; 

by]  Charles  L.  Ruhlin  and  Maynard  C.  Sandford  .  Dec.  1975.  cover  title,  [l]+50 
p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8066 

08159  D-8068.   Comparison  of   measured  and  predicted  test  flow   in  expansion  tube  with  air 

and  oxygen  test  gases  [with  list  of  references;  by]  Kenneth  V.  Haggard  and  William 
K.  Goad  .  Dec.  1975.  cover  title,  [l]  +  34  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8068 

08160  D-8069.  Nonreactive  mixing  study  of  a  scramjet  swept-strut  fuel  injector  [with  list  of 

references;  by]  Charles  R.  McClinton  ,  Marvin  G.  Torrence  ,  Paul  B.  Gooderum, 
and  Irene  G.  Young.  Dec.  1975.  cover  title,  [1]+41  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8069 

08161  D-8076.  Comparison  of  measured  and  predicted  sphere  shock  shapes  in  hypersonic  flows 

with  density  ratios  from  4  to  19  [with  list  of  references;  by]  Charles  G.  Miller 
,  HI.  Dec.  1975.  cover  tide,  [1]+41  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8076 

08162  D-8077.    Computer    simulation    of    aircraft-based    differential   absorption   and    scattering 

systems  for  retrieval  of  S02  vertical  profiles  [with  list  of  references;  by)  James 
M.  Hoell  ,  jr.  Dec.  1975.  cover  title,  [1J+33  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14-.D-8077 
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D-8088.  Friction  differences  between  aliphatic  and  aromatic  structures  in  lubrication 
of  titanium  [with  list  of  references;  by)  Donald  H.  Buckley  .  Dec.  1975.  cover 
title,  [1]  +  17  p.il.  4°     i  Paper,  $3.25. 

NAS  1.14. D-8088 
D-8092.   Mean  flow  field   and  surface  heating  produced  by  unequal  shock  interactions 
at  hypersonic  speeds  (with  list  of  references;  by]  Stanley  F.  Birch  and  David  H. 
Rudy  .  Dec.  1975.  cover  title,  [l]  +  73  p.il.  4°     §  Paper,  $4.25. 

NAS  1.14. D-8092 
D-8094.   Thermal   conductance   of   and   heat  generation   in   tire-pavement   interface   and 
effect  on  aircraft  braking  (with  list  of  references;  by]  C.  David  Miller  .  Jan.  1976. 
cover  title,  [l]  +  60  p.il.  4°     §  Paper,  $4.25. 

NAS  1.14:D-8094 

D-8099.   Incident  shock-wave  characteristics  in  air,  argon,  carbon  dioxide,  and  helium 

in   shock   tube   with    unheated   helium   driver  [with   list  of  references;   by]   Charles 

G.    Miller  III   and   Jim   J.   Jones    .   Dec.   1975.   cover  title,   iv  +  82   p.il.   4°     §  Paper, 

$4.75. 

NAS  1.14:D-8099 
D-8100.    Monte   Carlo  calculations   of  diatomic   molecule   gas  flows   including   rotational 
mode  excitation  [with  list  of  references;  by]  Kenneth  K.  Yoshikawa  and  Yukikazu 
Itikawa  .  Jan.  1976.  cover  title,  iv  +  45  p.il.  4°     §  Paper,  $3.75. 

NAS  I.14:D-8100 
D-8105.   Finite-difference   analysis  of  nozzle  starting  process  in  expansion  tunnel  [with 
list  of  references;  by]  K.  James  Weilmuenster  .  Dec.  1975.  cover  title,  [l]  +  47  p.il. 
4"     i  Paper,  $3.75. 

NAS  1.14:D-8105 

D-8107.   Nucleon  and  heavy-ion  total  and  absorption  cross  section  for  selected  nuclei 

[with  list  of  references;  by]  John  W.  Wilson  and  Christopher  M.  Costner  .   Dec. 

1975.  cover  title,  [l]  +  77  p.il.  4°     §  Paper,  $4.75. 

NAS  1.14:D-8107 
D-8108.   Mass  distribution   of  orbiting  man-made  space  debris  [with  list  of  references; 
by]  T.  Dale  Bess  .  Dec.  1975.  cover  title.  [l]  +  30  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8108 

D-8110.  Extensive  1-year  study  of  trace  elements  and  compounds  in  airborne  particulate 

matter  in  Cleveland,  Ohio  [with  list  of  references;  by]  Robert  B.  King  ,  J.  Stuart 

Fordyce  ,  Albert  C.  Antoine,  Harold  F.  Leibecki,  Harold  E.  Neustadter,  and  Steven 

M.  Sidik.  Jan.  1976.  cover  tide,  [l]+63  p.il.  4°      §  Paper,  $4.25. 

NAS  1.14:D-8U0 
D-8U2.    Design   and    performance   of   no-single-failure   control   system   for   mini-Brayton 
power  conversion   system   [with   list   of   references;   by]   Arthur  G.   Birchenough 
Dec.  1975.  cover  title,  [1]  +  31  p.il.  4°      §  Paper,  $3.75. 

NAS  1.14:D-8U2 
D-8U3.  Effects  of  carbon  and  hafnium  concentrations  in  wrought  powder-metallurgy  su- 
peralloys  based  on  NASA  2B-U  alloy  [with  list  of  references;  by]  Robert  V.  Miner 
,  jr.  Jan.  1976.  cover  title,  [l]  +  34  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8U3 
D-8U5.  Fixed-range  optimum  trajectories  for  short-haul  aircraft  [with  list  of  references; 
by]   Heinz  Erzberger   ,  John  D.  McLean  ,  and  John  F.  Barman.  Dec.  1975.  cover 
title,  v  +  26  p.il.  4°     §  Paper,  $4.25. 

NAS  1.14:D-8U5 
D-8117.    Adaptation   of   Theodorsen   theory    to   representation   of   airfoil   as   combination 
of  lifting  line  and  thickness  distribution  [with  list  of  references;  by]  Raymond  L. 
Barger  .  Dec.  1975.  cover  tide,  [1]  +  18  p.il.  4°     §  Paper,  $3.25. 

NAS  1.14:D-8U7 
D-8118.    Optically  coupled   digital  altitude   encoder  for  general  aviation  altimeters  [with 
list  of  references;  by]  Floyd  R.  Bryant  .  Dec.  1975.  cover  title,  [l]  +  27  p.il.  4°  Paper, 
$3.75. 

NAS  1.14:D-8U8 

D-8121.    Inlet  noise   of  0.5-meter-diameter   NASA  QF-1  fan  as   measured  in   unmodified 

compressor    aerodynamic    test    facility    and    in    anechoic    chamber    [with    list    of 

references;  by]  Thomas  F.  Gelder  and  Richard  F.   Soltis   .  Dec.  1975.  cover  title, 

iii  +  97  p.il.  4°     §  Paper,  $4.75. 

NAS  l.I4:D-8121 
D-8123.  Effect  of  nature  of  oxygen  interactions  on  friction  of  titanium,  aluminum,  and 
molybdenum   [with   list  of  references;   by]   Donald   H.   Buckley   .   Jan.   1976.   cover 
title,  [1]  +  16  p.il.  4°     §  Paper,  $3.25. 

NAS  1.14:D-8123 

D-8125.  Effects  of  1-  and  2-MeV  electrons  on  photomultiplier  tubes  [with  list  of  references; 

by]  Marvin  E.  Beatty  ,  III,  William  J.  Debnam  ,  jr.,  and  Barry  D.  Meredith.  Jan. 

1976.  cover  title,  [l]  +  28  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8125 

D-8126.    Cyclic   debonding   of   unidirectional   composite   bonded   to   aluminum    sheet   for 

constant-amplitude  loading  [with  list  of  references;  by]  George  L.  Roderick  ,  Richard 
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A.  Everett  ,  jr.,  and  John  H.  Crews  ,  jr.  Jan.  1976.  cover  title,  [1J  +  34  p.il.  4° 
5  Paper,  $3.75. 

NAS  I.I4:D-8126 

08181  D-8I29.   Simplified  analytical  solution  for  thermal  response  of  one-dimensional  steady- 

state   transpiration   cooling   system   in   radiative   and   convective   environment   [with 
list  of  references;  by]  Hirotoshi  Kubota  .  Jan.  1976.  cover  title,  v  +  31  p.il.  4° 
S  Paper,  $3.75. 

NAS  1.14:D-8129 

08182  D-8131.    Effects  of  4  inlet  and  outlet  tip-annulus-area  blockage   configurations  on   per- 

formance of  axial-flow  fan  rotor  (with  list  of  references;  by]  Walter  M.  Osborn 
and  Roy  D.  Hager  .  Jan.  1976.  cover  title,  [l]  +  25  p.il.  4°     5  Paper,  $3.75. 

NAS  1.14:D-8131 

08183  D-8133.    Low-speed   wind-tunnel   investigation   of   span   load   alteration,   forward-located 

spoilers,  and  splines  as  trailing-vortex  hazard  alleviation  devices  on  transport  aircraft 
model  [with  list  of  references;  by]  Delwin  R.  Croom  and  R.  Earl  Dunham  ,  jr. 
Dec.  1975.  cover  title,  [l]+46  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8133 

08184  D-8134.   Study  of  lower  stratospheric  thermal  structure  and  total  ozone  from  Nimbus- 

4  IRIS  [with  lists  of  references;  by]  C.  Prabhaljara  and  E.  B.  Rodgers  .  Jan.  1976. 
cover  title,  iii+35  p.il.  4°    §  Paper,  $3.75. 

NAS  1.14:D-8134 

08185  D-8136.  Subsonic  stability  and  control  derivatives  for  unpowered,  remotely  piolted  3/8- 

scale  F-15  airplane  model  obtained  from  flight  test  [with  list  of  references;  by] 
Kenneth  W.  Iliff  ,  Richard  E.  Maine  ,  and  Mary  F.  Shafer.  Jan.  1976.  cover  title, 
[1]  +  31  p.il.  4°    5  Pape  r,  $3 .75 . 

NAS  1.14:D-8136 

08186  D-8144.   Thrust   and   wing   loading  requirements  for  short   haul  aircraft  constrained   by 

engine  noise  and  field  length  [with  list  of  references;  by]  Jeffrey  V.  Bowles  , 
Mark  H.  Waters  ,  and  Thomas  L.  Galloway.  Jan.  1976.  cover  title,  iv  +  36  p.il. 
4°     §  Paper,  $3.75. 

NAS  I.14:D-8144 

08187  D-8145.  Experimental  performance  of  75-millimeter-bore  arched  outer-race  ball  bearings 

to  2.1  million  DN  [with  list  of  references;  by]  Harold  H.  Coe  .  Jan.  1976.  cover 
title,  [1]  +  16  p.il.  4°     §  Paper,  $3.25. 

NAS  1.14:D-8145 

NASA  technical  report  R  (series). 

08188  450.  Development  and  demonstration  of  flutter-suppression  system  using  active  controls 

[with  list  of  references;  by]  Maynard  C.  Sandford  ,  Irving  Abel  ,  and  David  L. 
Gray.  Dec.  1975.  cover  title  iv+65  p.il.  4°    §  Paper,  $4.25. 

NAS  1.12:450 

08189  456.  On   formulation  of   aerodynamic  characteristics  in  aircraft  dynamics  [with  list  of 

references;  by]  Murray  Tobak  and  Lewis  B.  Schiff  .  Jan.  1976.  cover  title,  viii+63 
p.il.  4°    {  Paper,  $4.25. 

NAS  1.12:456 

08190  457.  Electrets  and  their  applications  in  contamination  studies  [with  bibliographies;  by] 

P.    K.   C.   Pillai   and   Edward   L.   Shriver   .   Dec.   1975.   cover  title,   viii+88  p.il.  4° 

5  Paper,  $4.75. 

NAS  1.12:457 

NATIONAL  AGRICULTURAL  LIBRARY,  Agriculture  Dept. 
Washington,  DC  20250 

08191  Rural  development  literature,  annotated  bibliography,  1969-75.  Jan.  1976. 

cover  title,  iv+81  p.  4°  (Rural  Development  Service.)  [Prepared  by 
Southern  Rural  Development  Center,  Mississippi,  and  Mississippi 
State  University,  Mitchell  Memorial  Library.]     +     •Item  95-D 

A  17.18/2:R  88/969-75 

NATIONAL  BUREAU  OF  STANDARDS,  Commerce  Dept. 
Washington,  DC  20234 

08192  Annual   report  fy  1975;  [by  Pamela  A.  Powell,   Sharon  A.   Ashburn, 

editor.]  [Dec.  1975.]  cover  title,  32  p.il.  4°  (Special  publication  437.) 
[Supersedes  Special  publication  418.]    *  Paper,  $1.05.    #Item  238 

C  13.1:975 
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08193  59.   Adherence  of  porcelain  enamel  to  aluminum;  [by]  Margaret  A.   Baker      Nov.  1974. 

vi  +  38  p.il.  4°  (Center  for  Building  Technology.  Institute  for  Applied  Technology.) 
[Sponsored  by  Porcelain  Enamel  Institute.  Includes  bibliography  of  previous  reports 
of  this  study.]     •  Paper,  $1.30.     •Item  241-A 
L.C.  card  74-23734  C  13.29/2:59 

08194  55.    Preliminary    performance    criteria    for    bituminous    membrane    roofing    [with    list    of 

references;   by]   Robert  G.    Mathey   and   William   C.   Cullen   .    Nov.   1974.   iii  +  12  +  fl] 
p.il.    4°    (Center   for    Building   Technology,    Institute    for   Applied   Technology.)     • 
Paper,  65c.     •Item  241-A 
L.C.  card  74-600167  C  13.29/2:55 

08195  58.  State-of-art  of  structural  test  methods  for  walls,  floors,  roofs  and  complete  buildings 

[with  bibliography,  by]  C.  W.  C.  Yancey  and  L.  E.  Cattaneo  .  Nov.  1974.  [2]  +  l33  +  [l] 
p.il.    4°    (Center    for    Building    Technology,    Institute    for    Applied    Technology.) 
[Prepared  for  Office  of  Policy  Development  and  Research,  Department  of  Housing 
and  Urban  Development]     •  Paper,  $2.00.     •Item  241-A 
L.C.  card  74-23735  C  13.29/2:58 

08196  80.  Safety  during  construction  of  concrete  buildings,  status  report  [with  list  of  references; 

by]  Hai-sang  Lew   .  Jan.  1976.  v  +  48  +  [l]  p.il.  4°    (Center  for  Building  Technology, 

Institute  for  Applied  Technology.)     •  Paper,  $1.15.     •Item  241-A 

L.C.  card  75-619389  C  13.29/2:80 

Handbook. 

08197  116.   American  national  standard  N   540,  classification  of  radioactive  self-luminous  light 

sources  [with  list  of  references].  Jan.  1976.  vii  +  8  p.il.  4°    [Prepared  by  American 
National  Standards   Institute,   Subcommittee   N43-2;  approved  Feb.  21,   1975;  ANSI 
N540-1975.]     •  Paper,  $1.10.     ©Item  245 
L.C.  card  75-619239  C  13.11:116 

08198  117.   Examination   of   vapor-measuring  devices  for  liquefied   petroleum  gas,   manual  for 

weights  and  measures  officials  [with  list  of  references;  by]  Stephen  Hasko  .  Dec. 
1975.  vi  +  18  +  [l]  p.il.  4°    (Institute  for  Applied  technology.)  [Supersedes  NBS  hand- 
book 45,  Testing  of  measuring  equipment.]     •  Paper,  75c.     •Item  243 
L.C.  card  75-619199  C  13.11:117 

Journal  of  Research  of  National  Bureau  of  Standards  [with  bibliogra- 
phies], v.  78,  Jan.-Dec.  1974. 

08199  sec.   A.   Physics   and  chemistry,   papers   78  A   1-790  to  78   A  6-841.   [1974]   vi  +  713  p.il. 

4°     'Cloth,  $13.00. 

C  13.22/2:78  A 

NBS  monograph. 

08200  149.    Measurement   assurance   program,   case   study,   length    measurements:    pt.   I,   Long 

gage  blocks  [with  lists  of  references;  by]  Paul  E.  Pontius  .  Nov.  1975.  iii  +  72  p.il. 

4°     (Institute  for  Basic  Standards.)     •   Paper,  $1.35     •Item  247-A 

L.C.  card  74-31143  C  13.44:149 

Special  publication. 

08201  260-48.  Standard  reference  materials,  description  and  use  of  precision  thermometers  for 

clinical  laboratory,   SRM  933  and  SRM  934  [with  list  of  references;  by]  Billy  W. 
Mangum   and  Jacquelyn   A.   Wise    .   May   1974.   vii+13  +  [l]   p.il.   4°    (Heat  Division, 
Institute  for  Basic  Standards.)     *  Paper,  60c.     •Item  247 
L.C.  card  74-7455  C  13.10:260-48 

08202  260-49.   Standard   reference   materials,   calibrated  glass  standards  for  fission   track  use; 

[by]  B.  Stephen  Carpenter  and  G.  Michael  Reimer  .  Nov.  1974.  ix  +  16  +  fl]  p.il.  4° 
(Analytical  Chemistry  Division,  Institute  for  Materials  Research.)     *  Paper,  75c. 
•Item  247 
L.C.  card  74-20566  C  13.10:260^9 

08203  260-51.    Standard   reference   materials:   Glass   filters   as   standard   reference   material   for 

spectrophotometry,  selection,  preparation,  certification,  use  SRM  930  [with  lists  of 
references];  by  R.  Mavrodineanu  ,  J.  R.  Baldwin  .  Nov.  1975.  ix  +  108  p.il.  4° 
(Analytical   Chemistry   Division,   Institute   for  Materials   Research.)     *  Paper,   $1.90. 
•Item  247 
L.C.  card  76-619308  C  13.10:260-51 

08204  396-2.  Critical  surveys  of  data  sources,  ceramics  [with  bibliographies;  by[  Dorothea  M. 

Johnson  and  James  F.  Lynch  .  Dec.  1975.  vii  +  48  p.  4°    (Battelle  Columbus  Laborato- 
ries, Columbus,  Ohio.)  [Sponsored  by  Office  of  Standard  Reference  Data.]     •  Paper, 
$1.10  (S/N  O03-O03-01457-5).     •Item  247 
L.C.  card  75-619235  C  13.10:396-2 
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08205  397.  National  Bureau  of  Standards.  {June  1974.]  cover  title,  iii  +  [l]  +  60  p.il.  4°     [Supersedes 

NBS  special  publication  367.]     *  Paper,  $1.00.     •Item  247 

C  13.10:397 

08206  436.  MFPG,  detection,  diagnosis,  and  prognosis,  proceedings  of  22nd  meeting  of  Mechani- 

cal Failures  Prevention  Group,  Anaheim,  Calif.,  Apr.23-25,  1975.  [with  lists  of 
references];  edited  by  T.  R.  Shives  and  William  A.  Willard  .  Dec.  1975.  vi+363 
p.il.  4°  (Metallurgy  Division,  Institute  for  Materials  Research.)  [Program  organized 
by  Detection,  Diagnosis,  and  Prognosis  Committee.  Sponsored  by  Office  of  Naval 
Research,  National  Aeronautics  and  Space  Administration,  Frankford  Arsenal, 
Federal  Aviation  Administration,  and  Institute  for  Materials  Research.  Title  on  cover: 
Detection,  diagnosis,  and  prognosis,  MFPG.]  *  Paper,  $4.25.  •Item  247 
L.C.  card  75-619365  C  13.10:436 

08207  437.  See  National  Bureau  of  Standards,  Annual  report,  fy  1975. 

C  13.10:437 

08208  441.  Successful  experiences  in  teaching  metric,  conference  in  celebration  of  100th  anniver- 

sary of  Metric  Convention,  1875-1975,  held  at  National  Bureau  of  Standards,  Gaither- 
sburg,  Md.,  May  20-21,  1975  [with  list  of  references];  edited  by  Jeffrey  V.  Odom 
.  Jan.  1976.  x  +  106+[l]  p.il.  4°  (Metric  Information  Office,  Institute  for  Applied 
Technology.)  [Sponsored  with  American  Natainal  Metric  Council,  National  Education 
Association,  Metric  Association,  Office  of  Education  in  cooperation  with  National 
Council  of  Teachers  of  Mathematics.]  *  Paper,  $2.30.  •Item  247 
L.C.  card  76-600001  C  13.10:441 

Technical  note. 

08209  665.  Pyroelectric  power  meter  for  measurement  of  low  level  laser  radiation  [with  list 

of  references;  by]  C.  A.  Hamilton  ,  G.  W.  Day  .  Feb.  1975.  v  +  33  +  [l]  p.il.  4° 
([Electromagnetics  Division,  Institute  for  Basic  Standards.])  *  Paper,  $1.00.  •Item 
249-A 

C  13.46:665 

08210  832.  Report  on  planning  session  on  software  engineering  handbook;  Selden  L.  Stewart 

,  editor.  Nov.  1974.  iii+14  p.  (Systems  and  Software  Division,  Institute  for  Computer 

Sciences  and  Technology.)     *  Paper,  70c.     •Item  249-A 

L.C.  card  74-600091  C  13.46:832 

08211  859.  Literature  search,  law  enforcement  facilities,  planning,  design,  construction;  Robert 

Kapsch  and  John  Stroik  ,  editors.  Nov.  1975.  xxvii  p.  +  [147]  leaves+56  p.il.  oblong 
4°  (Center  for  Building  Technology,  Institute  for  Applied  Technology.)  [Prepared 
for  Law  Enforcement  Standards  Laboratory.  Sponsored  by  Department  of  Justice, 
Law  Enforcement  Assistance  Administration,  National  Institute  of  Law  Enforcement 
and  Criminal  Justice.  Table  of  contents  on  p.  4  of  cover.]  *  Paper,  $4.15  (S/N 
003-003-01543-1).  •Item  249-A 
L.C.  card  75-600000  C  13.46:859 

08212  891.  Issues  in  fire  vehicle  replacement,  users'  views  and  synthesis  [with  list  of  references; 

by]  P.  B.  Saunders  ,  R.  H.  F.  Jachson  ,  P.  R.  Meyers,  and  M.  H.  Pearl.  Jan. 
1976.  iii+15  +  fl]  p  4°  (Center  for  Fire  Research,  Institute  for  Applied  Research, 
Institute  for  Applied  Technology.)     *  Paper,  $1.10.     •Item  249-A 

C  13.46:891 

08213  893.  Computer  programs  for  structural  chemistry,  MATCH  1  and  MATCH  2,  FORTRAN 

programs  to  predict  and  evaluate  mutual  orientation  of  polycrystals;  [by]  Brian 
Dickens  and  LeRoy  W.  Schroeder  .  Jan.  1976.  iii+66+[2]  p.il.  4°  (Institute  for 
Materials  Research.)  [Investigation  supported  in  part  by  Agreement  Y01-DE40015 
and  Grant  DE00572,  American  Dental  Association  Health  Foundation  from  National 
Institute  of  Dental  Research  as  part  of  dental  research  program  conducted  in  coopera- 
tion with  American  Dental  Association.]     *  Paper,  $1.30.     •Item  249-A 

C  13.46:893 

NATIONAL  CENTER  FOR  EDUCATION  STATISTICS,  Health, 
Education,  and  Welfare  Dept.  Washington,  DC  20202 

HEGIS  9,  requirements  and  specifications  for  survey. 

08214  Institutional  characteristics  of  colleges  and  universities,  1974-75;  [by]  L.  Barker  and  C. 

Novalis  .  [1975.]  [l]  +  vi+183  p.  4°  ([Higher  Education  Survey  Branch,  Division  of 
Survey  Planning  and  Analysis.])  [Contract  OEC-0-74-7317.]     +     •Item  461-A-2 

HE  19.309:In  7/974-75 

08215  Preprimary  enrollment,  Oct.  1974;   by  Irene  A.   King  .   [1975.]  vi+29 

p.il.  4°  (NCES  76-147.)  [At  head  of  title  on  cover:  Elementary  and 
secondary  education.  Highlights  on  p.  2  of  cover.]  *  Paper,  85c. 
•Item  460-A-20 

HE  19.327:974 
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NATIONAL  CENTER  FOR  HEALTH  SERVICES  RESEARCH, 
Health,  Education,  and  Welfare  Dept.  Rockville,  MI)  20852 

08216  Summary   of  grants   and   contracts   [administered   by   National   Center 

for  Health  Services  Research],  active  on  June  30,  1974.  7th  edition. 
[1974.]  cover  tide,  [266]  p.  4°     +     #Item  491-B-ll 

HE  20.6510:974 

NATIONAL  CENTER  FOR  HEALTH  STATISTICS,  Health, 
Education,  and  Welfare  Dept.  Rockville,  MI)  20852 

Vital   and   health   statistics:    Series  2,   Data  evaluation   and   methods 
research. 

08217  63.   National  ambulatory   medical  care   survey,   symptom  classification;  [by   Sue   Meads 

and  Thomas  McLemore  ].  May  1974.  iv  +  35  p.  4°     (DHEW  publication  (HRA)  74-1337; 

[Division   of   Health    Resources   Utilization   Statistics).)     *  Paper,   70c.     •Item    500- 

E 

L.C.  card  73-20364  HE  20.6209:2/63 

08218  66.  Comparability  of  mortality  statistics  for  7th  &  8th  revisions  of  International  classifica- 

tion of  diseases.   United  States  [by  A.  Joan  Klebba  and  Alice  B.  Dolman  ].  Oct. 
1975.  vi+93  p.il.  4°     (DHEW  publication  (HRA)  76-1340;  [Division  of  Vital  Statistics].) 
[ISBN  0-8406-0039-9]     +     •Item  500-E 
L.C.  card  75-619043  HE  20.6209:2/66 

Vital  and  health  statistics:  Series  10,  Data  from  national  health  survey. 

08219  101.  Persons  with  impaired  hearing.  United  States,  1971  [with  list  of  references,  by  Au- 

gustine  Gentile    ].    Nov.    1975.    iv  +  43    p.il.    4°     (DHEW    publication    (HRA)   76-1528; 
[Division  of  Health  Interview  Statistics].)  [ISBN  0-8406-0048-8.  Prepared  in  coopera- 
tion with  Census  Bureau]     *  Paper,  $1.10.     •Item  500-E 
L.C.  card  75-619226  HE  20.6209:10/101 

Vital  and  health  statistics:  Series  11,  Data  from  national  health  survey. 

08220  142.  Family  background,  early  development,  and  intelligence  of  children  6-11  years.  United 

States   [with   list  of   references;   by   Jean   Roberts  and   Arnold   Engel   ].   Aug.   1974. 
v  +  42  p.il.  4°    (DHEW  publication  (HRA)  75-1624;  [Division  of  Health  Examination 
Statistics].)  [ISBN  0-8406-0008-9]     *  Paper,  85c.     •Item  500-E 
L.C.  card  74-2102  HE  20.6209:11/142 

08221  153.  Health  attitudes  and  behavior  of  youths  12-17  years,  demographic  and  socioeconomic 

factors.  United  States  [with  list  of  references;  by  Dorothee  K.  Vogt  ].  Oct.  1975. 
iv  +  67  p.il.  4°  (DHEW  publication  (HRA)  76-1635;  [Division  of  Health  Examination 
Statistics].)  [ISBN  0-8406-0042-9.  Prepared  in  cooperation  with  Census  Bureau.] 

*  Paper,  $1.30.     ©Item  500-E 

L.C.  card  75-U667  HE  20.6209:llfl53 

08222  154.  Hearing  sensitivity  and  related  medical  findings  among  youths  12-17  years.  United 

States  [with  list  of  references;  by  Jean  Roberts  ,and  Elizabeth  M.  Ahuja  ].  Nov. 
1975.  iv  +  U2  p.il.  4°  (DHEW  publication  (HRA)  76-1636;  [Division  of  Health  Examina- 
tion Statistics].)  [ISBN  0-8406-0043-7.  Prepared  in  cooperation  with  Census  Bureau.] 

*  Paper,  $1.80.     •Item  500-E 

L.C.  card  75-619079  HE  20.6209:11/154 

08223  155.  Eye  examination  findings  among  youths  aged  12-17  years.  United  States  [with  list 

of   references;  by  Jean   Roberts   ].   Nov.  1975.   iv  +  75   p.il.  4°    (DHEW   publication 
(HRA)  76-1637;  [Division  of  Health  Examination  Statistics].)  [ISBN  0-8406-0047-X. 
Prepared  in  cooperation  with  Census  Bureau]     *  Paper,  $1.45.     •Item  500-E 
L.C.  card  75-619231  HE  20.6209:11/155 

Vital  and  health  statistics:  Series  13,  Data  from  national  health  survey. 

08224  21.  National  ambulatory   medical  care  survey,  1973  summary.  United  States,  May  1973- 

Apr.  1974  [with  list  of  references;  by  James  E.  DeLozier  and  Raymond  O.  Gagnon 
].  Oct.  1975.  vi  +  65   p.  4°    (DHEW  publication  (HRA)  76-1772;  [Division  of  Health 
Resources  Utilization  Statistics].)  [ISBN  0-8406-0057-7.]     +     •Item  500-E 
L.C.  card  75-35700  HE  20.6209:13/21 

Vital  and  health  statistics:  Series  21,  Data  from  national  vital  statistics 
system. 

08225  26.    Selected   vital   and   health   statistics   in   poverty   and   nonpoverty   areas   of   19   large 

cities.   United   States,   1969-71   [with   list  of  references;   by   Stephanie  J.   Ventura   , 
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Selma  M.  Taffel  ,  and  Ernie  Spratley].  Nov.  1975.  iv+63  p.il.  4°    (DHEW  publication 
(HRA)   76-1904;    [Division   of    Vital    Statistics].)    [ISBN    0-8406-0049-6.)     +     •Item 
500- E 
L.C.  card  75-619224  HE  20.6209:21/26 

NATIONAL  CENTER  FOR  SOCIAL  STATISTICS,  Health,  Education, 
and  Welfare  Dept.  Washington,  DC  20201 

08226  Findings  of  1973  AFDC  study:  pt.2-A,  Financial  circumstances.  Sept. 

1974.  cover  tide,  iv+105  p.il.  4°  (DHEW  publication  (SRS)  75-03765; 
NCSS  report  AFDC-2  (73).)  [Issued  with  perforations.]  + 

HE  17.639/3 :973/pt.2-A 

NATIONAL  COLLECTION  OF  FINE  ARTS,  Smithsonian  Institution 
Washington,  DC  20560 

08227  Peggy  Bacon,  personalities  and  places  [with  bibliography;  by  Roberta 

K.  Tarbell  ].  1975.  x+166  p.il.  4°  ([Publication  6151.])  [Exhibition,  Dec. 
5,  1975-Feb.  8,  1976,  National  Collection  of  Fine  Arts.  One  illustration 
is  colored.]    *  Paper,  $6.25    #Item  916 
L.C.  card  75-37123  SI  6.2:B  13/2 

NATIONAL  COMMISSION  FOR  MANPOWER  POLICY  Washington, 
DC  20005 

Special  report. 

08228  2.  Manpower  program  coordination.  Oct.  1975.  [l]  +  v+240  p.il.  4°     +     •Item  1089 

Y  3.M  31:9/2 

NATIONAL  CREDIT  UNION  ADMINISTRATION  Washington,  DC 
20456 

08229  National  Credit  Union  Administration  rules  and  regulations,  Change 

24.  Nov.  28,  1975.  [12]  p.  4°  (Office  of  Administrator.)  [Issued  with 
perforations.]  *  Paper,  $9.15  (basic  and  supplementary  material  for 
indefinite  period);  add  $2.30  for  foreign  mailing    •Item  527 

NCU  1.6:R  86/ch.  24 

08230  Type-of-membership  classification  for  Federally-insured  credit  unions. 

Oct.  1975.  cover  title,  [3] +19  p.  4°  (NCUA  8030.)  [Issued  with  perfora- 
tions.]    +    #Item  526 

NCU  1.2:M  51 

NATIONAL  GUARD  BUREAU,  Defense  Dept.  Washington,  DC  20310 

Technician  personnel  pamphlet. 

08231  904.  National  Guard  technicians:   Supervisor's  handbook.   [Nov.  28,  1975.]  cover  title, 

[103]  p.  4°  (Departments  of  Army  and  Air  Force.)  [Supersedes  edition  of  May  25, 
1972.  Issued  with  perforations.]     #      •Item  358 

D  12.8/2:904/2 

NATIONAL  HEART  AND  LUNG  INSTITUTE,  Health,  Education, 
and  Welfare  Dept.  Bethesda,  MD  20014 

08232  Comparative  analysis  of  regional  blood  supply  systems.  July  18,  1975. 

[9] +56  p.il.  4°  (DHEW  publication  (NIH)  76-975.)  [Tide  on  cover 
is:  NHLI's  blood  resource  studies.]     +    •Item  507-E-l 

HE  20.3202:B  62/8 

08233  Listing  of  national,  regional,  and  local  groups  providing  services  to 

persons  who  have  interest  in  sickle  cell  anemia.  [Revised  June  1975.] 
[1975.]  cover  title,  [4] +25  p.  4°    ([DHEW  publication  (NIH)  76-714; 
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Public  Education  Staff,  Sickle  Cell  Disease  Branch.])  +  •Item 
507-E-l 

HE  20.3202:Si  1/4 

08234  Proceedings  of  workshop  on  albumin,  Feb.  12-13,  1975,  Bethesda,  Md. 

[articles,  with  lists  of  references];  edited  by  James  T.  Sgouris  , 
Anthony  Rene  .  [1975.]  viii+358  p.il.  4°  (DHEW  publication  (NIH) 
76-925.)  [Sponsored  by  Division  of  Blood  and  Blood  Products,  Bureau 
of  Biologies,  Food  and  Drug  Administration;  and  Division  of  Blood 
Diseases  and  Resources.]     *  Paper,$4.20.    •Item  507-E-l 

HE  20.3202:A1 1 

08235  Prophylactic  therapy  of  deep  vein  thrombosis  and  pulmonary  embolism, 

proceedings  of  conference,  Reston,  Va.,  Apr.  24-25,  1975  [articles, 
with  lists  of  referencesl];  Coeditors,  Joseph  Fratantoni  ,  Stanford 
Wessler  .  [1975.]  vi+254  p.il.  4°  (DHEW  publication  (NIH)  76-866.) 
[Sponsored  by  Division  of  Blood  Diseases  and  Resources  ,  and  Coun- 
cil on  Thrombosis,  American  Heart  Association.]  +  •Item  507- 
E-l 

HE  20.3202:P  94 

NATIONAL  HIGHWAY  TRAFFIC  SAFETY  ADMINISTRATION, 
Transportation  Dept.  Washington,  DC  20590 

Highway  safety  program  manual. 

08236  15.   Police   traffic   services   [with   list  of  references].   Dec.   1974   [published   1975].   cover 

title,  [69]  p.  4°     [Issued  with  perforations.]     *  Paper,  $1.60    •Item  982-D-3 

TD  8.8/3:15 

08237  18.  Accident  investigation  and  reporting  [with  lists  of  references].  Sept.  1974.  cover  title, 

[73]  p  4°  [Issued  with  perforations.]  *  Paper,  $1.35  (S/N  5003-00192).  •Item  982- 
D-3 

TD  8.8/3:18 

08238  New  look  at  pedestrian  safety.   [Nov.  1975.]  cover  title,  16  p.il.     + 

•Item  982-D-l 

TD  8.2:P  34/3 

Traffic  laws  commentary. 

08239  v.4,   no.3.  Warning  lights   for  special  purpose  vehicles;   [by  John  W.   English   ,  James 

H.  Young  ,  Howard  B.  Friedland].  Dec.  1975.  cover  title,  [4] +  84  p.  4°  [Prepared 
by  National  Committee  on  Uniform  Traffic  Laws  and  ordinances  under  contract 
DOT-HS-5-01121.]     *  Paper,  $1.90.     •Item  982-D-ll 

TD  8.5/2:4/3 

Tri-level  accident  investigation  summaries. 

08240  4/1.   Level  3A,   injury  causation,   v.  4,   no.   1.   [Apr.  1975.]  cover  title,   xiv  +  398  p.il.  4° 

(DOT  HS-801  505  ,  Office  of  Statistics  and  Analysis.)  [Prepared  by  Calspan  Corp., 
Buffalo,    N.Y.,    under   contract    DOT-HS-053-2-277.]     J  (Price    upon    application). 
•Item  982-D-15 

TD  8.19:4/1 

NATIONAL  INSTITUTE  FOR  OCCUPATIONAL  SAFETY  AND 
HEALTH,  Health,  Education,  and  Welfare  Dept.  Rockville,  MD  20852 

08241  Evaluation  and  control  of  radon  daughter  hazards  in  uranium  mines 

[with  lists  of  references;  by]  Duncan  A.  Holaday  .  Nov.  1974.  v+64 
p.il.  4°  ([DHEW  publication  (NIOSH)  75-117;  [NIOSH  technical  infor- 
mation].)   *  Paper  ,  $1.30.    •Item  499-F-2 
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08242  Standardization  of  friction  testing  of  industrial  working  surfaces  [with  list  of  references; 

by]  M.  E.  Reed  .  Nov.  1975.  vii+66  p.il.  4°  ([HEW  publication  (NIOSH)  76-123.]) 
[Prepared  by  Comstock  &  Wescott,  Inc.,  Cambridge,  Mass.,  under  contract  CDC- 
99-74-106.]     +     •Item  499-F-4 

HE  20.7Ul:St  2 

08243  Registry  of  toxic  effects  of  chemical  substances;  editors,  Herbert  E. 

Christensen  ,  Thomas  T.  Luginbyhl  .  1975  edition.  June  1975.  ex +12% 
p.  4°    [Prepared  by  Tracor  Jitco,  Inc.,  Rockville,  Md.,  under  contract 
CDC  99-74-92.  Key  to  abbreviations  on  p.  2  and  3  of  cover.] 
*  Paper,  $9.65.    #Item  494-D-l 

HE  20.7112:975 

08244  Relationship   between   whole   body   vibration   and   morbidity   patterns 

among  heavy  equipment  operators  [with  list  of  references;  by] 
Thomas  H.  Milby  ,  Robert  C.  Spear  .  July  1974.  [3] +71 +[8]  p.il. 
4°  ([HEW  publication  (NIOSH)  74-131];  Division  of  Laboratories  and 
Criteria  Development;  [NIOSH  survey].)  [Contract  HSM-099-71-29.] 
+     •Item  499-F-2 

HE  20.7102:V  65/2 

08245  Subfile  of  NIOSH  toxic  substances  list:  Suspected  carcinogens;  editors, 

Herbert  E.  Christensen  ,  Thomas  T.  Luginbyhl  .  June  1975.  lciv+342 
p.  4°  ([DHEW  publication  (NIOSH)  75-188.])  [Prepared  by  Tracor 
Jitco,  Inc.,  Rockville,  Md.,  under  contract  CDC  99-74-92.]  *  Paper, 
$4.85.     #Item  494-D-l 

HE  20.7112/2:C  17 

08246  Trace  element  analysis  of  normal  lung  tissue  and  hilar  lymph  nodes 

by  spark  source  mass  spectrometry  [with  bibliography;  by]  Robert 
Brown  ,  Howard  E.  Taylor  .  Jan.  1975.  [6] +47  p.il.  4°  ([HEW  publi- 
cation (NIOSH)  75-129];  Division  of  Laboratories  and  Criteria 
Development;  [NIOSH  technical  information].)  [Contract  HSM  99- 
73-46.]     *  Paper,  $1.15.    #Item  499-F-2 

HE  20.7102:T  67 

NATIONAL  INSTITUTE  ON  DRUG  ABUSE,  Health,  Education,  and 
Welfare  Dept.  Rockville,  MD  20852 

Special  bibliographies. 

08247  1.   Methadone   and   pregnancy.    [Sept.   1974.]   [2]  + 31   p.   4°     ([DHEW   publication   (ADM) 

75-152];  National  Clearinghouse  for  Drug  Abuse  Information.)  [Prepared  by  Student 
Association  for  Study  of  Hallucinogens  (STASHi,  Beloit,  Wis.  under  contract  HSM- 
42-73-216.]     •  Paper,  85c.     •Item  467-A-3 

HE  20.8211/2:1 

NATIONAL  INSTITUTES  OF  HEALTH,  Health,  Education,  and 
Welfare  Dept  Bethesda,  MD  20014 

08248  Associate  training  programs  in  medical  and  biological  sciences  at  Na- 

tional Institutes  of  Health,  1975  catalog.  [Revised  Dec.  1974.]  [1975.] 
cover  tide,  [4]+107  p.il.  ([DHEW  publication  (NIH)  75-213.])     + 
•Item  507 

HE  20.3002:T  68/6/975 

Resources  for  health  R&D  report. 

08249  22.   U.S.  private   foundation  support  of  health  research  and  development;   (by  William 

E.  Rhode  ].  [Nov.  1975.]  vi  +  22  p.il.  4°  (DHEW  publication  (NIH)  76-996;  [Economic 
Analysis  Branch],  Division  of  Resources  Analysis,  Office  of  Associate  Director 
for  Program  Planning  and  Evaluation.)     +     •Item  507-U 

HE  20.3014:22 
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NATIONAL  LABOR  RELATIONS  BOARD  Washington,  DC  20570 

08250  Classified  index  of  National  Labor  Relations  Board  decisions  and  re- 

lated court  decisions,  supplement.  Dec.  1973.  cover  title,  v+125  p. 
4°  [Cover  decisions  from  July  1,  1973  through  Dec.  26,  1973,  part 
of  vol.  204  through  207.]  *  Paper,  $19.50  (basic  and  supplementary 
material  for  indefinite  period);  add  $4.90  for  foreign  mailing  •Item 
826 

LR  1.8/6:973/supp.-2 

08251  40th  annual  report  of  National  Labor  Relations  Board  for  fiscal  year 

ended  June  30,  1975.  [1975.]  cover  title,  xi+253  p.il.  *  Paper,  $2.55 
(S/N  031-000-00153-6).    •Item  824 

LR  1.1:975 

08252  National  Labor  Relations  Board  casehandling  manual,  (pt.  1)  Unfair 

labor  practice  proceedings.  Apr.  1975.  cover  title,  [459]  p.  [Issued 
with  perforations.]  *  Paper,  $26.50  (basic  and  supplementary  material 
for  indefinite  period);  add  $6.75  for  foreign  mailing    •Item  827-A 

LR  1.6/2:C  26/pt.  1 

08253  National  Labor  Relations  Board  casehandling  manual:  pt.  2,  Representa- 

tion proceedings.  Oct.  1975.  cover  title,  [487]  p.  [Issued  with  perfora- 
tions. Some  pages  issued  as  leaves.]  *  Paper,  $26.50  (basic  and  sup- 
plementary material  for  indefinte  period);  add  $6.75  for  foreign  mail- 
ing.   •Item  827-A 

LR  1.6/2:C  26/pt.  2 

NATIONAL  MARINE  FISHERIES  SERVICE,  Commerce  Dept. 
Washington,  DC  20230 

Current  fisheries  statistics  (series). 

08254  6706.  Frozen  fishery  products,  annual  summary  1974.  Mar.  U,  1975.  9  p.  4°    (FF.) 

+     •Item  610- A 

C  55.309/2:6706 

08255  6711.    Rhode    Island   landings,   annual   summary    1974.    Nov.   28,    1975.   7   p.   4°    (NA-3.) 

[Prepared  in  cooperation  with  Rhode  Island  Department  of  Natural  Resources,  Divi- 
sion of  Conservation,  Providence,  R.  I.)     +     •Item  610-A 

C  55.309/2:6711 

08256  6717.  South  Carolina  landings,  annual  summary  1974.  Nov.  28,  1975.  6  p.  4°    (SA-4.) 

[Prepared  in  cooperation  with  South  Carolina  Wildlife  and  Marine  Resources  Depart- 
ment, Division  of  Marine  Resources,  Charleston,  S.C.]     +     •Item  610-A 

C  55.309/2:6717 

08257  6723.  Texas  landings,  annual  summary  1974;  [by  Orman  H.   Farley  ].  Dec.  9,  1975.  6 

p.   4°    (GC-5;   [NOAA --S/T  76-2029].)   [Prepared   in   cooperation  with  Texas   Parks 
and  Wildlife  Department.]     +     •Item  610-A 

C  55.309/2:6723 

08258  6815.  New  England  fisheries,  annual  summary  1973.  Dec.  5,  1975.  11  p.  4°    (SR-1.)  [Prepared 

in   cooperation   with   fishery   agencies   of  Maine,   New   Hampshire,   Massachusetts, 
Rhode  Island,  and  Connecticut.]      +     •Item  610-A 

C  55.309/2:6815 

08259  6818.    South   Atlantic    fisheries,    annual    summary   1973.    Dec.   9,   1975.   11   p.    4°    (SR-4.) 

[Prepared  in  cooperation  with  fishery  agencies  of  North  Carolina,  South  Carolina, 
Georgia,  and  Florida.]     +     •Item  610-A 

C  55.309/2:6818 

08260  6819.  Gulf  fisheries,  annual  summary  1973.  Dec.  5,  1975.  9  p.  4°    (SR-5.)  [Prepared  in 

cooperation  with  fishery  agencies  of  Florida,  Alabama,  Mississippi,  Louisiana,  and 
Texas.]     +     •Item  610-A 

C  55.309/2:6819 

Fishery  facts. 

08261  10.  How  to  build  marine  artificial  reefs  [with  list  of  literature  cited;  by]  R.  O.  Parker 

,  jr.,  R.  B.  Stone  ,  C.  C.  Buchanan,  and  F.  W.  Steimle,  jr.  Seattle,  Wash.,  Dec. 
1974.  iv  +  47  p.il.     *  Paper,  75c.  (S/N  0320-00091).     •Item  611-D 

C  55.322:10 
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NATIONAL  OCEAN  SURVEY,  Commerce  Dept.  Washington,  DC 
20235 

08262  United  States  coast  pilot  1,  Atlantic  Coast  Eastport  to  Cape  Cod.  12th 

edition.  Nov.  1975.  v+255+15+22  p.il.  4°  [Corrected  through  local 
notice  to  mariners,  Sept.  3,  1975;  Weekly  notice  to  mariners,  Nov. 
8,  1975.]  +  (Price  upon  application).    •Item  203 

C  55.422:1/12 

NATIONAL  OCEANIC  AND  ATMOSPHERIC  ADMINISTRATION, 
Commerce  Dept.  Rockville,  MD  20852 

08263  Introduction  to  NOAA's  National  Ocean  Survey.  [1975.]  [20]  p.il.  oblong 

48°  ([NOAA/PA  74015.])  *  Paper,  45c.  (S/N  0321-00013).  •Item 
250-E-2 

C  55.2:N  21  oc/3 

MESA  [Marine  EcoSystems  Analysis  Program]  report. 

08264  74-3.  Summary  and  analysis  of  physical  oceanography  data  collected  in  New  York  Bight 

apex  during  1969-70  [with  list  of  references;  by]  R.  L.  Charnell  ,  D.  V.  Hansen. 
Aug.  1974.  iii+44  p.il.  4°     *  Paper,  $1.05.     •Item  207-C-2 

C  55.617:74-3 

Natural  disaster  survey  report. 

08265  74-1.  Widespread  tornado  outbreak  of  Apr.  3-4,  1974,  report  to  Administrator.  Rockville, 

Md.,  Dec.  1974.  vi+42  p.il.  4°     +     •Item  250-E-8 

C  55.20:74-1 

NOAA  atlas:  2,  Precipitation-frequency  atlas  of  western  United  States. 

08266  v.l.   Montana   [with  list   of  references;   by]  J.   F.   Miller   ,   R.   H.   Frederick   and   R.  J. 

Tracey.  Silver  Spring,  Md.,  1973.  iv  +  41  p.il.  oblong  f°  (National  Weather  Service.) 
[Prepared  by  Department  of  Agriculture  ,  Soil  Conservation  Service,  Engineering 
Division.]     *  Paper,  $8.35  (S/N  0317-00155).     •Item  250-E-9 

C  55.22:2/v.l 

08267  v.2.   Wyoming  [with  list  of  references;  by]  J.   F.  Miller   ,  R.  H.   Frederick  and  R.  J. 

Tracey.  Silver  Spring,  Md.,  1973.  vi+43  p.il.  oblong  f°  (National  Weather  Service.) 
[Prepared  by  Department  of  Agriculture  ,  Soil  Conservation  Service,  Engineering 
Division]     •  Paper,  $8.45  (S/N  0317-00156).     •Item  250-E-9 

C  55.22:2/v.2 

08268  v.3.   Colorado  [with  list  of  references;  by]  J.   F.   Miller  ,   R.   H.   Frederick  and  R.  J. 

Tracey.  Silver  Spring,  Md.,  1973.  iv  +  67  p.il.  oblong  f°  (National  Weather  Service.) 
[Prepared  by  Department  of  Agriculture  ,  Soil  Conservation  Service,  Engineering 
Division.]     *  Paper,  $10.10  (S/N  0317-00157).     •Item  250-E-9 

C  55.22:2/v.3 

08269  v.4.  New  Mexico  [with  list  of  references;  by]  J.  F.  Miller  ,  R.  H.  Frederick  and  R. 

J.  Tracey.  Silver  Spring,  Md.,  1973.  iv  +  43  p.il.  oblong  f°  (National  Weather  Service.) 
(Prepared  by  Department  of  Agriculture  ,  Soil  Conservation  Service,  Engineering 
Division.]     *  Paper,  8.45  (S/N  0317-00158).     •Item  250-E-9 

C  55.22:2/v.4 

08270  v.5.  Idaho  [with  list  of  references;  by]  J.  F.  Miller  ,  R.  H.  Frederick  and  R.  J.  Tracey. 

Silver  Spring,  Md.,  1973.  iv+43  p.il.  oblong  f°  (National  Weather  Service.)  [Prepared 
by   Department  of  Agriculture   ,   Soil  Conservation  Service,   Engineering  Division.] 

*  Paper,  $8.45  (S/N  0317-00159).     •Item  250-E-9 

C  55.22:2/v.5 

08271  v.6.  Utah  [with  list  of  references;  by]  J.  F.  Miller  ,  R.  H.  Frederick  and  R.  J.  Tracey. 

Silver  Spring  ,  Md.,  1973.  iv+67  p.il.  oblong  f°  (National  Weather  Service.)  [Prepared 
by    Department   of   Agriculture,   Soil   Conservation   Service,   Engineering   Division.] 

•  Paper,  $10.10  (S/N  0317-00160).     •Item  250-E-9 

C  55.22:2/v.6 

08272  v.7.    Nevada   [with   list   of   references;   by]   J.   F.   Miller   ,    R.   H.   Frederick   and   R.  J. 

Tracey.  Silver  Spring,  Md.,  1973.  iv  +  43  p.il.  oblong  f°  (National  Weather  Service.) 
[Prepared  by  Department  of  Agriculture  ,  Soil  Conservation  Service,  Engineering 
Division]     *  Paper,  8.45  (S/N  0317-00161).     •Item  250-E-9 

C  55.22:2/v.7 

08273  v.9.   Washington   [with   list  of  references;   by]  J.   F.   Miller   ,   R.   H.   Frederick  and  R. 

J.  Tracey.  Silver  Spring,  Md.,  1973.  iv  +  43  p.il.  oblong  f°     (National  Weather  Service.) 
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[Prepared  by  Department  of  Agriculture  ,  Soil  Conservation  Service,  Engineering 
Division.]     •  Paper.  8.45  (S/N  0317-00153).     •Item  250-E-9 

C  55.22:2/v.9 

08274  v. 10.    Oregon    (with    list    of   references;    by]   J.    F.    Miller    .    R.    H.    Frederick    and    R     J 

Tracey.  Silver  Spring,  Md..  1973.  iv  +  43  p.il.  oblong  P  (National  Weather  Service.) 
[Prepared  by  Department  of  Agriculture,  Soil  Conservation  Service,  Engineering 
Division]     •  Paper.  8.45  (S/N  0317-00164).     •Item  250-E-9 

C  55.22:2/v.lO 

08275  v. II.  California  [with   list  of  references;  by]  J.   F.   Miller   ,   R.   H.   Frederick  and   R.  J. 

Tracey.  Silver  Spring,  Md..  1973.  iv-t-71  p.il.  oblong  P  (National  Weather  Service.) 
[Prepared  by  Department  of  Agriculture,  Soil  Conservation  Service,  Engineering 
Division]     •  Paper,  $10.30  (S/N  0317-00165).     •Item  250-E-9 

C  55.22:2/v.U 

NOAA    technical     report.    (Environmental    Research    Laboratories, 
Boulder,  Colo.) 

08276  ERL    297-WPL    30.    Development    of   ground-based    optical    method    for    measuring   at- 

mospheric turbulence  aloft  [with  list  of  references,  by]  G.  R.  Ochs  ,  S.  F.  Clifford 
,  R.  S.  Lawrence,  Ting-i  Wang.  Jan.  1974.  iii  +  45  p.il.  4°  ([Wave  Propagation  Labora- 
tory.]) [Final  report  to  Rome  Air  Development  Center,  Griffiss  AFB,  N.Y.  Supported 
by  funds  from  ARPA/STO  through  RADC  under  order  nos.  F  30602-73-F-0139  and 
F  30602-73-0292]     •  Paper,  90c.     •Item  208-B-7 

C  55.13:ERL  297-WPL  30 

08277  ERL   302-WPL  33.   Remote   sensing  of  pollutants  computerized   reduction  of  long-path 

absorption  data  [with  list  of  references;  by]  V.  E.  Derr  ,  M.  H.  Ackley  ,  M. 
J.  Post,  R.  F.  Calfee.  July  1974.  x  +  190  p.il.  4°  ([Wave  Propagation  Laboratory.]) 
•  Paper.  $3.15.     •Item  208-B-7 

C  55.13:ERL  302-WPL  33 

08278  ERL   304-SEL   28.   Sources  and   sinks   of   energy   in   lower  thermosphere   [with   list  of 

references;  by]  Gene  W.  Adams  .  Oct.  1974.  xiii  +  231  p.il.  4°  ([Space  Environment 
Laboratory.])     *  Paper,  $3.10.     •Item  208-B-7 

C  55.13ERL  304-SEL  28 

08279  ERL    307-APCL   32.    Sources   and   sinks   of   water   vapor   in   stratosphere    [with   list  of 

references;  by]  Helmut  K.  Weickmann  ,  Charles  C.  Van  Valin  .  Oct.  1974.  iii  +  34 
p.il.  4°  ([Atmospheric  Physics  and  Chemistry  Laboratory.])  •  Paper,  85c.  •Item 
208-B-7 

C  55.13:ERL  307-APCL  32 

08280  ERL  318-MESA  1.  Suspended  particulate  matter  in  New  York  Bight  apex.  Sept.-Nov. 

1973  [with  list  of  references;  by]  David  E.  Drake  .  Nov.  1974.  iii  +  53  p.il.  4° 
([Marine  EcoSystem  Analysis  Program  Office.])     *  Paper,  $1.15.     •Item  208-B-7 

C  55.13:ERL  318-MESA  1 

08281  ERL   331-APCL   34.   Airborne   infrared   imagery  of  Arctic   Sea   ice   thickness   [with   list 

of  references;  by]  P.  M.  Kuhn  ,  L.  P.  Stearns  ,  R.  O.  Ramseier.  May  1975.  iii-t-19 
p.il.  4°  ([Atmospheric  Physics  and  Chemistry  Laboratory.])  [Some  illustrations  are 
colored.]     •  Paper,  70c.     •Item  208-B-7 

C  55.13:ERL  331-APCL  34 

NOAA  technical  report. 

08282  NMFS   CIRC-388.   Proceedings   of  first   U.S. -Japan   meeting  on   aquaculture   at  Tokyo. 

Japan,  Oct.  18-19,  1971,  under  [Aquaculture  Panel],  U.S. -Japan  Cooperative  Program 
in  Natural  Resources  (UJNR)  [with  bibliographies];  William  N.  Shaw  ,  editor.  Feb. 
1974.  iii  +  133  p.il.  4°  (National  Marine  Fisheries  Service.)  ♦  Paper,  $1.65.  •Item 
208-B-7 

C  55.13:NMFS  CIRC-388 

NATIONAL  PARK  SERVICE,  Interior  DepL  Washington,  DC  20242 

08283  Adams   National   Historic   Site,  Quincy,   Mass.   [colored  poster].   1975. 

42  x  28  cm.     *  Paper,  $1.75 

I  29.20:Ad  1 

08284  Alibates  flint  quarries.  [1975.]  [6]  p.il.  narrow  12°     +     #Item  648 

I  29.2:A1  4 

08285  Arkansas  Post  National  Memorial,  Ark.  [July  1975.]  [2]  p.il.  f°  folded 

into  narrow  12°  size  [Illustrations  are  colored.]     +     #Item  650 

I  29.21  :Ar  4 
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08286  Bicentennial  and  national  parks.  [1976.]  [4]  p.il.  4°  folded  into  narrow 

8°  size.  [Illustrations  are  colored.]      +     •Item  648 

I  29.2: B  47/2 

08287  Big  Hole  National  Battlefield.  [1975.]  [2]  p.il.  P  folded  into  narrow 

12°  size    *  Paper,  $11.70  per  100;  single  copy,  25c.  (S/N  024-005-00611- 
7).    •Item  650 

I  29.2:B  48/975 

08288  Brices  Cross  Roads  [National  Battlefield  Site,  and]  Tupelo  [National 

Battlefield  Site].  [1974.]  [10]  p.il.  narrow  8°    *  Paper,  25c.    •Item  650 

I  29.21:B  76/2 

08289  Everglades  National  Park,  Fla.  [Revised  1974.]  [1974.]  [2]  p.il.  oblong 

large  8°  folded  into  narrow  24°  size      +     •Item  651 

I  29.6: Ev  27/3/974 

08290  Federal  Hall  National  Memorial,  New  York  City.  [1975.]  [2]  p.il.  f° 

folded  into  narrow  12°  size  [Illustrations  are  colored.]    *  Paper,  $16.25 
per  100;  single  copy,  25c.  (S/N  024-005-00602-8).    •Item  650 

I  29.21:F  31/975 

08291  Fort  Union  [National  Monument,  N.M.]  [1974.]  [2]  p.il.  f°  folded  into 

narrow  12°  size.     +     •Item  650 

I  29.21:F  77  u/974 

08292  Glacier  Bay  [National  Monument].  [1975.]  [2]  p.il.  oblong  f°  folded  into 

narrow  8°  size.     +     •Item  650 

I  29.21:G  45/976 

08293  Grand  Portage  [National  Monument].  [1975.]  [14]  p.il.  narrow  12°    + 

•Item  650 

I  29.21:G  76/2/975 

08294  Hampton  National  Historic  Site,   Md.   [1975.]  12  p.il.  narrow  8°  size 

+     •Item  650 

I  29.21:H  18/2 

08295  Historic  places,  introduction  to  National  Park  Service  preservation  pro- 

grams. [1975.]  [2]  p.  oblong  8°  folded  into  narrow  8°  size.  ([Division 
of  History.])     +     •Item  648 

I  29.2:H  62/13 

082%  John  Fitzgerald  Kennedy,  Lugar  Historico  Nacional,  Mass.  [1974.]  [8] 
p.il.  narrow  8°    +     •Item  650 

I  29.21:K  38/Spanish 

08297  Lincoln  Home  [National  Historic  Site,  111.].   [1975.]  2  p.il.  f°  folded 

into  narrow  8°  size     +    •Item  650 

I  29.21:L  63/7 

08298  National  parks  of  United  States,  map  and  guide.  [1974.]  [2]  p.il.  oblong 

f°  folded  into  narrow  8°  size.  [Illustrations  are  colored.]     *  Paper, 
35c  (S/N  2405-00546).    •Item  651-A 

I  29.8:P  23/4 

08299  Office  of  Chief  Scientist  annual  report  for  calendar  year  1974  [with 

bibliographies].  July  1975.  lxxxiii+412  p.il.  4°    +     ©Item  653-A 

I  29.1/2:974 

Publications  in  archeology. 

08300  14.  Casemates  and  cannonballs,  archeological  investigations  at  Fort  Stanwix  [National 

Monument],  Rome,  N.  Y.  [with  list  of  references];  by  Lee  Hanson  and  Dick  Ping 
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Hsu  .  1975.  xii  +  177  p.il.  4°     [One  illustration  is  colored.)     'Paper,  $3.60  (S/N  024- 

005-00604-4).     •Item  646-A 

L.C.  card  75-619143  I  29.59:14 

Scientific  monograph  series. 

08301  2.  Geology  of  Ice  Age  National  Scientific  Reserve  of  Wisconsin  [with  list  of  references; 

by]  Robert  F.  Black  .  1974.  [2]  +  xiii  +  234  p.il.     •  Paper,  $2.20  (S/N  2405-00547). 

•Item  646-G 

L.C.  card  74-8279  I  29.80:2 

08302  6.  Vegetation  and  ecological  processes  on  Shackleford  Bank,  N.C.  [with  list  of  references; 

by)  Shu-fun  Au  .  1974.  xii  +  86  p.  1  map.     +     •Item  646-G 

L.C.  card  74-12421  I  29.80:6 

08303  Tumacacori  Monumento  Nacional,  Ariz.  [1973.]  [6]  p.il.  24°  folded  into 

narrow  24°  size.     +     •Item  650 

I  29.21  :T  83/4/973/Spanish 

Urban  ecology  series. 

08304  5.   City   as  biological  community,   urban   ecosystem:    [by  Theodore   W.   Sudia  ].   [1974.] 

cover  title,   [46]  p.il.   narrow  8°     ([NPS  114.])     'Paper,  40c.  (S/N  024-005-00555-2). 
•Item  646-  F 

I  29.78:5 

NATIONAL  RESEARCH  COUNCIL,  National  Academy  of  Sciences 
Washington,  DC  20418 

08305  Nonhuman  primates,  usage  and  availability  for  biomedical  programs 

[with  list  of  literature  cited].  1975.  x+122  p.  4°  (DHEW  publication 
(NIH)  75-892;  Committee  on  Conservation  of  Nonhuman  Primates, 
Institute  of  Laboratory  Animal  Resources,  Assembly  of  Life 
Sciences.)  [Sponsored  by  National  Institutes  of  Health  through  con- 
tract PH  43-64-44,  task  order  12.]  Institute  of  Laboratory  Animal 
Resources,  National  Academy  of  Sciences,  2101  Constitution  Ave., 
N.W.  Washington,  DC  20014.      +      •Item  830 

NA  2.2:N  73 

NATIONAL  SCIENCE  FOUNDATION  Washington,  DC  20550 

08306  Guide  to  programs,  National  Science  Foundation,  fiscal  year  1975.  [1974.] 

xiii+85   p.   4 
•Item  834-P 


xiii+85   p.   4°    ([NSF  74-42.])    *    Paper,   $1.70  (S/N   3800-00195). 
B4-" 

NS  1.20:P  94/975 

National  Science  Board  NSB  (series). 

08307  74-1.   Science   and   the   challenges   ahead,   report  of  National  Science   Board   [with  lists 

of  references].  1974.  vii+ 56  p.     *  Paper,  85c.     •Item  834-Z 

NS  1.28:74-1 

08308  Projects  in  higher  education;  science,  mathematics,  engineering;  includ- 

ing materials  and  course  development,  new  degree  programs,  continu- 
ing education,  technician  education.  [1976.]  cover  title,  i+253+[2]  p. 
oblong  12°  (E  76-39.)  *  Paper,  $3.20  (S/N  038-000-00250-3).  •Item 
834-C 

NS  1.2:Ed  8/10 

08309  Protein  resources  and  technology,  status  and  research  needs,  research 

recommendations  and  summary.  Dec.  1975.  x+100  p.  4°  ([NSF  RA- 
T-75-037;  Research  Applications  Directorate,  RANN-Research  Ap- 
plied to  National  Needs,  Division  of  Advanced  Energy  and 
Resources,  Research  and  Technology.])  [Prepared  by  Department  of 
Nutrition  and  Food  Science,  Massachusetts  Institute  of  Technology, 

§  For  Sale  by  National  Technical  Information  Service, 
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Cambridge,  Mass.  under  grant  AEN  75-13072.]     *  Paper,  $1.75  (S/N 
038-000-00251-1).    •Item  834-C 

NS  1.2:P  94/2 

083io  Student  originated  studies  projects,  1974,  abstract  reports,  presented 
at  Project  Reporting  Meeting,  Dec.  26-28,  1974,  Washington,  D.C.; 
edited  by  Berton  F.  Hill  .  [1975.]  [l]+xi+460  p.  4°  ([NSF  75-38.]) 
*  Paper,  $5.20  (S/N  038-000-00247-3).    #Item  834-C 

NS  1.2:St  9/974 

NATIONAL  TECHNICAL  INFORMATION  SERVICE,  Commerce 
Dept.  Springfield,  VA  22161 

083H  NTIS  information  services,  general  catalog  4.  Jan.  1976.  cover  title, 
72  p.  narrow  8°  ([NTIS-PR  154.])  [Table  of  contents  on  p.  2  of 
cover.]     +    •Item  188- A-l 

C  51.11:In  3/976 

08312  NTIS  information  services,  many  new  items'  July  1974.  cover  title, 

38  p.il.  narrow  8°    ([NTIS-PR-154.])  [Published  semiannually.  Table 
of  contents  on  p.  2  of  cover.]     +     •Item  188-A-l 

C  51.11:In  3/974 

NATIONAL  TRANSPORTATION  SAFETY  BOARD  Washington,  DC 
20594 

Aircraft  accident  report  NTSB-AAR  (series). 

08313  75-15.  Western  Air  Lines,  Inc.,  Boeing  737-200,  N4527W,  Casper,  Wyo.,  Mar.  31,  1975, 

[adopted  Oct.  30,  1975].  [1975.]  cover  title,  ii  +  37  p.il.  4°     §  (Price  upon  application). 

TD  1.112:75-15 

Marine  casualty  report.  (U.S.  Coast  Guard  Marine  Board  of  Investiga- 
tion report  and  Commandant's  action,  action  by  National  Transporta- 
tion Safety  Board.) 

08314  Foundering  of  motor  vessel  Comet  off   Point  Judith,  R.I.  on  19  May,  1973  with  loss 

of  life.  [1975.]  cover  tide,  [3]  +  28  p.  4°     (Report  no.  USCG/NTSB-MAR-75^».) 
§  (Price  upon  application). 

TD  l.U6:J  89 

08315  SS  Texaco  North  Dakota;  explosion  and  fire  in  Gulf  of  Mexico  on  3  Oct.  1973  with 

loss   of  life.   [1975.]   cover  title,   [3]  +  29  p.  4°    (Report  no.   USCG/NTSB-MAR-75- 
5.)     S  (Price  upon  application). 

TD  1.116:G  95  m 

Railroad/highway  accident  report  NTSB-RHR  (series). 

08316  75-1.  Collision  of  Southern  Railway  work  train  with  Polk  District  school  bus  at  Aragon, 

Ga.,  Oct.  23,  1974,  [adopted  July  7,  1975].  [1975]  cover  title,  iv  +  25  p.il.  4°     § 
(Price  upon  application). 

TD  1.112/4:75-1 

NATIONAL  WEATHER  SERVICE,  Commerce  Dept.  Washington,  DC 
20235 

08317  Marine  weather  services.  [Revised  Sept.  1975.]  [1975.]  [2]  p.il.  oblong 

8°  folded  into  narrow  8°  size  ([NOAA/PA  74034.])    *  Paper,  25c. 
•Item  275 

C  55.102:M  33/975-2 

NAVAL  FACDLITIES  ENGINEERING  COMMAND,  Defense  Dept. 
Washington,  DC  20360 

08318  Definitive  designs  for  Naval  shore  facilities,  pt.  2.  [Revised  July  1975.] 

July  1975.  [260]  leaves  il.  oblong  f°    (NAVFAC  P-272.)  [Supersedes 
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NAVDOCKS  P-272,  Nov.  1963  and  all  changes.]  *  Paper,  $25.75  (S/N 
008-050-00117-8).     #Item  418-A 

D  209.14:D  46/pt.  2/975 

Design  manual  DM  (series). 

08319  29.  Drydocking  facilities.  Revised  edition.  1974  [published  1975).  [312]  p.il.  4°     (NAVFAC 

DM-29  revised  edition  in  full,  including  index.)  (Supersedes  NAVFAC  DM-29,  June 
1969,  including  Change  1  of  Aug.  1969  and  index.  Issued  with  perforations.]  *  Paper, 
$4.50  (S/N  008-050-00111-9).     •Item  418-A 

D  209.14/2:29/3 

NAVAL  OBSERVATORY,  Defense  Dept.  Washington,  DC  20350 

08320  American  ephemeris  and  nautical  almanac  for  [calendar]  year  1977.  1975. 

viii  +  572  p.il.  4°  [Prepared  jointly  by  H.  M.  Nautical  Almanac  Office, 
Royal  Greenwich  Observatory,  and  Nautical  Alamanac  Office,  U.S. 
Naval  Observatory.  Printed  seperately  in  United  States  and  United 
Kingdom.]     *  Cloth,  $10.30.  (S/N  0854-00049).      •Item  394 

D  213.8:977 

NAVAL  PERSONNEL  BUREAU,  Defense  Dept.  Washington,  DC  20370 

08321  Manual  of  Navy  enlisted  manpower  and  personnel  classifications  and 

occupational  standards:  sec.  2,  Navy  enlisted  classifications.  Jan.  1976 
[published  1975].  cover  title,  [384]  p.  4°  (NAVPERS  18068D.)  [Issued 
with  perforations.]     #    #Item  403-A 

D  208.6/3  :C  56/4 

NAVAL  RESEARCH  OFFICE,  Defense  Dept.  Arlington,  VA  22217 
NRL  report.  (Naval  Research  Laboratory.) 

08322  7785.  Preliminary  LIBEC/FAMOUS  cruise  results  [with  list  of  references;  by]  W.   L. 

Brundage  ,  jr.,  and  N.  A.  Cherkis  .  Sept.  29,  1975.  cover  title,  iii  +  31  p.il.  4° 

[NRL   problem    S01-73.601   (closed)   and   G05-18.]        5  (Price   upon   application,    AD- 

A018066/SDS). 

D  210.8:7785 

08323  7919.  Characteristics  of  tether  line  for  airborne  vehicles  at  sea  [with  list  of  references; 

by]  Stuart  G.  Gathman  .  Sept.  30,  1975.  cover  title,  iii+24  p.il.  4°  [Correction, 
I  p.  4°,  was  issued  also.  NRL  Problem  A03-21;  project  RR  033-02-42-5312.]  5  (Price 
upon  application,  AD-A017597/SDS). 

D  210.8:7919 

08324  7923.  Observations  of  ELF  signal  and  noise  variability  on  northern  latitude  paths  [with 

list  of  references;  by]  John  R.  Davis  and  William  D.  Meyers  .  Nov.  11,  1975.  cover 
title,  iii  +  17  p.il.  4°  [NRL  problem  R07-25;  NAVELECSYSCOM  program  element 
PE11401N]     $  (Price  upon  application,  AD-A018086/SDS). 

D  210.8:7923 

08325  7925.    Investigation   of   stimulation   of   ULF   waves   [with   list  of   references;   by]   John 

W.  Willis  and  John  R.  Davis  .  Nov.  13,  1975.  cover  title,  iv  +  34  p.il.  4°  [NRL 
problem  R07-23;  project  RF21-222-402.]  8  (Price  upon  application,  AD- 
A018245/SDS). 

D  210.8:7925 

08326  7933.  Design  theory  for  constant-beam  width  transducer  [with  list  of  references;  by]  W. 

James  Trott  .  Nov.  14,  1975.  cover  title,  iii  +  10  p.il.  4°  NRL  problem  S01-30;  project 
RR  131-03-41]     S  (Price  upon  application,  AD-A018052/SDS). 

D  210.8:7933 

08327  7934.  Detection  of  stationary  targets  in  sea  clutter  using  CW  dual-frequency  radar  [with 

list  of  references;  by]  William  J.  Plant  .  Nov.  11,  1975.  cover  title,  iii  +  10  p.il.  4° 
[NRL  problems  R02-37  and  R07-02;  projects  WR-021-01  and  RR021-01-41]  5  (Price 
upon  application,  AD-A018134/SDS). 

D  210.8:7934 

08328  7935.  Fast  complex  convolution  using  number  theoretic  transforms  [with  list  of  references; 

by]  Emanuel  Vegh  and  Lawrence  M.  Leibowitz  .  Nov.  17,  1975.  cover  title,  iii  +  14 
p.il.  4°     [NRL  problem  K08-03.]      8  (Price  upon  application,  AD-A018053/SDS). 

D  210.8:7935 

08329  7940.  Greenhill's  formula  and  mechanics  of  cable  hockling  [with  list  of  references;  by] 

Felix  Rosenthal  .  Nov.  7,  1975.  cover  title,  iii  +  26  p.il.  4°  [NRL  problem  F02- 
24;  project  RR  023-03-45-5807.]      8  (Price  upon  application,  AD-A018132/SDS). 

D  210.8:7940 
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OCCUPATIONAL  SAFETY  AND  HEALTH  ADMINISTRATION, 
Labor  Dept.  Washington,  DC  20210 

08330  Federal  agency  occupational  safety  and  health  programming.  Dec.  1975. 

Cover  title,  vii+263  p.il.  4°  (OSHA  2223.)  [Issued  with  perforations.] 
+     •Item  764-D 

L  35.8:F  31 

08331  Occupational  safety  and  health:   v.l,  General  industry  standards  and 

interpretations,  Oct.  1972,  Change  10.  June  26,  1975.  [218]  p.il.  4° 
(OSHA  2077,   Subscription  Service.)  [Issued  with  perforations.]     * 
Paper,  $21.00  (basic  and  supplementary  material  for  indefinite  period); 
add  $5.25  for  foreign  mailing    •Item  766-F 

L  35.6/3-l:972/ch.l0 

08332  Occupational  safety  and  health:  v.2,  Maritime  standards  and  interpreta- 

tions, Oct.  1972,  Change  2.  May  24,  1974.  [22]  p.  4°  (OSHA  2078; 
Subscription  Service.)  [Issued  with  perforations.]  *  Paper,  $6.00 
(basic  and  supplementary  material  for  indefinite  period);  add  $1.50 
for  foreign  mailing    •Item  766-F 

L  35.6/3-2:972/ch.2 

OUTDOOR  RECREATION  BUREAU,  Interior  Dept.  Washington,  DC 
20240 

08333  America's    park    and    recreation    heritage,    chronology    [with    list    of 

references;  by  Carlton  S.  Van  Doren  and  Louis  Hodges  ].  [1975.] 

cover  title,  37  p.  4°    *  Paper,  85c.    •Item  657-B-l 

L.C.  card  75-6757  I  66.2:Am  3/2 

08334  Upper  Mississippi,  wild  and  scenic  river  study,  report  of  study  progress. 

Dec.  1975.  cover  title,  [10]  p.il.  4°  (Lake  Central  Region.)  [Last  two 
pages  left  blank  for  notes.]     #    •Item  657-B-l 

I  66.2:M  69  i 

08335  Wild  and  scenic  rivers,  authorized  by  Wild  and  scenic  rivers  act,  P.l. 

90-542,  Oct.  2,  1968,  as  amended.  [June  1975.]  [2] +16  p.il.  narrow 
8°  [Prepared  in  cooperation  with  Forest  Service,  Department.]  * 
Paper,  45c.  (S/N  024-016-00073-1).    •Item  657-B-l 

I  66.2:R  52/2/975 

PATENT  AND  TRADEMARK  OFFICE,  Commerce  Dept.  Washington, 
DC  20231 

08336  Q  &  A  about  patents,  answers  to  questions  frequently  asked  about 

patents.  [Revised  Aug.  1975.]  [1975.]  14  p.il.     +     •Item  254 

C  21.2:P  27/9/975 

PENSION  BENEFIT  GUARANTY  CORPORATION  Washington,  DC 
20006 

08337  Pension  Benefit  Guaranty  Corporation  annual  report  to  President  and 

Congress,  June  30,  1975.  [1975.]  36  p.il.  4°  *  Paper,  $1.30.  •Item 
1070-N 

Y  3.P  38/2:1/975 
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RADIOLOGICAL  HEALTH  BUREAU,  Health,  Education,  and 
Welfare  Dept.  Rockville,  MD  20852 

08338  Federal/State   radiation  control   legislation,   1973:    [by]   Lois   A.   Miller 

.  Mar.  1974.  vi+32  +  [l]  p.  4°  (DHEW  publication  (FDA)  74-8023.) 
+     •Item  468-A-9 

HE  20.4115:973 

08339  Use  of  iodine-125  for  interstitial  implants  [with  list  of  references];  by 

Basil   S.  Hilaris   ,   Garrett  J.   Holt   ,   and  Jean  St.  Germain.   Nov. 
1975.  vi+35  +  [2]  p.il.  4°    (DHEW  publication  (FDA)  76-8022.)     + 
•Item  498-B-2 

HE  20.4102:Io  2 

RAILROAD  RETIREMENT  BOARD  Chicago,  IL  60611 

08340  Railroad  retirement  and  survivor  benefits  for  railroad  workers  and  their 

families.  [May  1975.]  [l]+37  p.narrow  8  °    ([1  B-2.])  + 

RR  1.2: B  43/2/975 

08341  Unemployment  and  sickness  benefits  for  railroad  workers.  [Oct.  1975.] 

[1]+21  p.  narrow  8°    ([UB-9.])  + 

.2:Un  2/2 

RECLAMATION  BUREAU,  Interior  Dept.  Washington,  DC  20240 

08342  Federal  reclamation  projects,  water  and  land  resource  accomplishments, 

1973,  accomplishments,  statistical  appendix  1.  [1974.]  viii+284  p.il.  4° 
+     •Item  663-A 

I  27.55 :973/app.l 

08343  Federal  reclamation  projects,  water  and  land  resource  accomplishments, 

1974,  project  data,  statistical  appendix  3.  [1975.]  vi+377  p.  map,  4° 
-l-     •Item  663-A 

I  27.55:974/app.3 

REC-ERC  [Reclamation  Bureau,  Engineering  and  Research  Center] 
(series). 

08344  74-26.   Evaluation  of  ion-exchange   pretreatment  for  membrane  desalting  processes;  by 

L.A.  Haugseth  ,  CD.  Beitelshees  .  Dec.1974.  [2]  +  iii+45  +  [4]  p.il.  4°  (Applied 
Sciences  Branch,  Division  of  General  Research.)  [Technical  report  standard  title 
page  on  p. 2  of  cover.]     §  (Price  upon  application). 

I  27.60:74-26 

08345  75-5.  Assessment  of  heavy  metals  pollution  in  upper  Arkansas  River  of  Colorado  [with 

list  of  literature  cited];  by  J.F.  LaBounty  ,  J.J.  Sartoris  ,  L.D.  Klein,  E.F.  Monk, 
H.A.  Salman.  Sept.1975.  [2]  +  iii  +  120+[4]  p.il.  4°    (Applied  Sciences  Branch,  Division 
of  General  Research.)  [Technical  report  standard  title  page  on  p.  2  of  cover.] 
S  (Price  upon  application). 

I  27.60:75-5 

08346  75-7.  Survey  of  field  laboratories  of  Bureau  of  Reclamation,  1974  [with  Ust  of  references]; 

by  J.H.  Aikele  .  Aug.1975.  [46]  p.il.  4°  (Earth  Sciences  Branch,  Division  of  General 
Research.)     J  (Price  upon  application). 

I  27.60:75-7 

08347  Yellowtail  Dam  and  Powerplant,  technical  record  of  design  and  con- 

struction [with  selected  bibliography].  Denver,  Colo.,  May  1975.  cover 
title,  [7]+xxx+651  p.il.  4°  [Constructed  1961-66.  Missouri  River  Basin 
project,  Mont.-Wyo.  Prepared  by  Technical  Services  and  Publications 
Branch,  Division  of  Engineering  Support,  Engineering  and  Research 
Center,  Denver,  Colo.  Issued  with  4  dividers  printed  with  names 
of  parts.]     +  Paper,  $33.00. 

I  27.2:Y  3/7 
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RENEGOTIATION  BOARD  Washington,  DC  20446 

08348  Renegotiation  Board  20th  annual  report,  1975.  [1975.]  cover  title,  iii+27 

p.     +    •Item  308 

RnB  1.1:975 

RURAL  ELECTRD7ICATION  ADMINISTRATION,  Agriculture  Dept 
Washington,  DC  20250 

08349  List  of  materials  acceptable  for  use  on  telephone  systems  of  REA 

borrowers,  May  1974,  supp.  4.  Jan.  1973.  [47]  p.  4°  (REA  bulletin 
344-2.)  [Issued  with  perforations.]  *  Paper,  $7.00  (basic  and  supple- 
mentary material  for  indefinite  periods);  add  $1.75  for  foreign  mailing. 
•Item  116-A 

A  68.6/5 :973/supp.4 

08350  List  of  materials  acceptable  for  use  on  telephone  systems  of  REA 

borrowers,  Sept.  1974,  supp.  5.  Jan.  1973.  [58]  p.  4°  (REA  bulletin 
344-2.)  [Issued  with  pref orations.]  *  Paper,  $7.00  (basic  and  supple- 
mentary material  for  indefinite  period);  add  $1.75  for  foreign  mailing. 
•Item  116-A 

A  68.6/5 :973/supp.5 

REA  bulletin. 

08351  101-4,  401-3.  Annual  meeting  guide  for  rural  electric  and  telephone  cooperatives.  Revised 

Nov.1975.  [1975.]  cover  title,  iii+31  p.il.  4°     +     •Item  116 

A  68.3:101-4,  401-3/975 

08352  Report   of  Administrator,   Rural   Electrification   Administration,   1973. 

[1974.]  [2] +42  p.     +     •Item  115 

A  68.1:973 

SAFETY  OFFICE,  Transportation  Dept.  Washington,  DC  20590 

Railroad  accident  investigation:  Summary  report. 

08353  43.  New  York  City  Transit  Authority,  New  York,  N.Y.,  Aug.28,1973.  [Feb.1975.]  6  p.il. 

4°     [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:43 

08354  50.  Atchison,  Topeka  and  Santa  Fe  Railway  Company,  Booth,  Tex.,  Apr.14,1973.  [1975.] 

4  p.  4°    [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:50 

08355  51.   Southern  Pacific  Transportation  Company,   Wadstrom,   Calif.,   Nov.6,1973.   [1975.]  5 

p.il.  4°     [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:51 

08356  73.  Southern  Pacific  Transportation  Company,  El  Monte,  Calif.,  Apr.2,1973.  [Oct.1975.] 

7  p.il.  4°  [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:73 

08357  74.  Erie  Lackawanna  Railway  Company,  Windham,  Ohio,  Nov.22,1973.  [Oct.1975.]  4  p.il. 

4°    [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/2:74 

08358  75.  Chicago  Transit  Authority,  Chicago,  111.,  Apr.22,1974.  [Nov.1975.]  6  p.  4°    [Prepared 

by  Railroad  Safety  Board.]  + 

TD  3.110/2:75 

Railroad  employee  accident  investigation  report. 

08359  216.  Louisville  and  Nashville  Railroad  Company,  Hoopeston,  111.,  Mar.10,1975.  [Oct.1975.] 

[2]  p.  4°  [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/3:216 

08360  217.  Delray  Connecting  Railroad  Company,  River  Rouge,  Mich.,  Mar.13,1975.  [Oct.1975] 

[2]  p.  4°  [Prepared  by  Railroad  Safety  Board.]  + 

TD  3.110/3:217 
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SMALL  BUSINESS  ADMINISTRATION  Washington,  DC  20416 

08361  SBA,  what  it  is,  what  it  does.  [Aug.1974.]  cover  title,  ii+30  p.il.  narrow 
8°    ([OPI-6;  Office  of  Public  Information.])     +     •Item  901-B 

SBA  1.2  :Sm  1/974 

08362  Small  Business  Administration  publications:  Free  management 
assistance  publications.  May  1974.  [4]  p.  4°  (SBA  115  A.)  +  #Item 
901-N 

SBA  1.18:974 

Small  business  bibliography. 

08363  10.    Retailing;   [by   Paul   L.   Pfeiffer   J.    [Revised   July   1975.]    [1975.]   8   p.   4°     +     •Item 
901-K 

SBA  1.3:10/6 

08364  37.   Buying  for  retail   stores;   [by   R.   Patrick   Cash   ].   [Revised   Sept.1975.]    [1975.]  8  p. 
4°     +     •Item  901-K 

SBA  1.3:37/4 

SMITHSONIAN  INSTITUTION  Washington,  DC  20560 

08365  American  prints  from  wood,  exhibition  of  woodcuts  and  wood  en- 
gravings [with  selected  bibliography];  organized  by  Jane  M.  Farmer 
.  1975.  64  p.il.  4°  [Published  for  Smithsonian  Institution  Traveling 
Exhibition  Service.  Catalog  of  exhibition  held  Oct.25,  1975-1977.  Illus- 
trated lining  papers.]    *  Paper,  $3.10    •Item  910 

L.C.  card  75-34154  SI  1.2:W  85 


Smithsonian  contributions  to  botany. 

08366  18.  Genus  Aphelandra  (Acanthaceae)  [with  list  of  references;  by]  Dieter  C.  Wasshausen 

.  1975.  vi+157  p.il.  4°     *  Paper,  $2.80.     •Item  910-E 

L.C.  card  74-3108  SI  1.29:18 

08367  24.   Flora  of   Micronesia,   2)  Casuarinaceae,   Piperaceae,   and   Myricaceae   [with  list  of 

literature   cited;   by]    F.Raymond   Fosberg  and   Marie-Helene   Sachet   .   1975.   iii+28 

p.il.  4°     +     •Item  910-E 

L.C.  card  74-11316  SI  1.29:24 

Smithsonian  contributions  to  zoology. 

08368  179.   West  African   Myodocopid   Ostracoda  (Cylindroleberididae)   [with  list  of  literature 

cited;   by]    Louis    Komicker   and   Francisca   Elena   Caraion   1974.   iii+78   p.il.   4°     * 

Paper,  $1.75.     •Item  910-D 

L.C.  card  74-7335  SI  1.27:179 

08369  208.  Studies  of  subtribe  Tachyina  (Coleoptera,  Carabidae,  Bembidiini),  pt.  3,  systematics, 

phylogeny,  and  zoogeography  of  genus  Tachyta  Kirby  [with  list  of  literature  cited; 
by  Terry  L.  Erwin  .  1975.  iii+68  p.il.  4°     +     •Item  910-D 

SI  1.27:208 

SOIL  CONSERVATION  SERVICE,  Agriculture  Dept.  Washington,  DC 

20250 

08370  Conservation  highlights,  1974,  summary  of  activities  of  Soil  Conserva- 

tion Service  for  fiscal  year  1974.  [1975.]  [4]  p.  4°  [Reprinted  from 
Soil  conservation.]  + 

A  57.9/a:C  765/974 

08371  Flood  hazard  analyses,  Salzer,  Coal  Creeks,  Lewis  County,  Wash.  [May 

1975.]  [62]  p.il.  23  pi.  4°  [Prepared  by  Soil  Conservation  Service, 
Spokane,  Wash.,  in  cooperation  with  Lewis  County  Conservation 
District,  Lewis  County  ,  Washington  Department  of  Ecology  and 
Cities  of  Centralia  and  Chehalis.]     # 

A  57.2:F  65/2 

§For  Sale  by  National  Technical  Information  Service, 
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08372  Soil  survey:   Adams  County,  Colo,  [with  list  of  literature  cited;  by 

John  J.  Sampson  ,and  Thomas  G.  Baber  ].  [Oct.  1974.]  cover  title, 
i+72  p.il.  93  p.  of  pi.  and  maps,  map  in  pocket,  4°  [Prepared  in 
cooperation  with  Colorado  Agricultural  Experiment  Station.  Text  on 
p.  2  of  cover.  Map  in  pocket  is  colored.]  +  [Information  incorrect 
in  publication  as  to  sale  by  Superintendent  of  Documents].  •Item 
102(Rev.  1957) 

A  57.38:Ad  1/4 

08373  Soil  survey:  Coal  County,  Okla.  [with  list  of  literature  cited;  by  Gordon 

E.  Moebius  ,  Lyle  C  Shingleton  ,  and  Vinson  A.  Bogard].  [July 
1974.]  cover  title,  [l]+60  p.il.  45  p.  of  pi.  and  maps,  4°  [Prepared 
in  cooperation  with  Oklahoma  Agricultural  experiment  Station.  Text 
on  p.  2  of  cover.  One  map  is  colored.]  +      •Item  102(Rev.  1957) 

A  57.38:C  63/2 

08374  Soil  survey:   Dakota  County,  Nebr.  with  list  of  literature  cited;  by 

Norma  L.  Slama  ,  Donald  E.  Kerl  ,and  Dean  W.  DaMoude].  [Jan. 
1976.]  cover  title,  [1]+91  p.il.  32  p.  of  pi.  and  maps,  4°  [Perpared 
in  cooperation  with  University  of  Nebraska,  Conservation  and  Survey 
Division.  Test  on  p.  2  of  cover.  One  map  is  colored.]  +  •Item 
102(Rev.l957) 

A  57.38:D  14 

08375  Soil  survey;  Dawson  County,  Mont,  [with  list  of  literature  cited;  by 

Tommie  J.  Holder  and  Pedro  Pescador  ,  jr.].  [Jan.  1976.]  cover  title, 
i+72  p.il.  142  p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with 
Montana  Agricultural  Experiment  Station.  Text  on  p.  2  of  cover. 
One  map  is  colored.]     +     #Item  102(Rev.  1957) 

A  57.38:D  32/3 

08376  Soil  survey:  eastern  Santa  Clara  area,  California  [with  list  of  literature 

cited;  by  Wesley  C.  Lindsey  ].  Sept.  1974.  cover  title, i+ 90  p.il.  50 
p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with  University 
of  California  Agricultural  Experiment  Station.  One  map  is  .colored.] 
+  (Information  incorrect  in  publication  as  to  sale  by  Superintendent 
of  Documents).    •Item  102(Rev.l957) 

A  57/38:Sa  5  c 

08377  Soil  survey:  Estill  and  Lee  Counties,  Ky.  [with  list  of  literature  cited; 

by  John  H.  Newton  ,  Carl  W.  Hail  ,  Thomas  R.  Leathers,  Paul 
M.  Love,  Junius  G.  Stapp,  Victor  Vaught,  and  Peter  E.  Avers]. 
Aug.  1974.  cover  title,  i+87  p.il.  71  p.  of  pi.  and  maps,  4°  [Prepared 
in  cooperation  with  Forest  Service  and  Kentucky  Agricultural  Experi- 
ment Station.  Text  on  p.  2  of  cover.  One  map  is  colored.]  + 
(Information  incorrect  in  publication  as  to  sale  by  Superintendent 
of  Documents).    •Item  102(Rev.l957) 

A  57.38:Es  8 

08378  Soil  survey:  Guthrie  County,  Iowa  [with  list  of  literature  cited;  by 

Robert  C.  Russell  ,  Raymond  I.  Dideriksen  ,  and  Charles  S.  Fisher]. 
[Apr.  1974.]  cover  title,  i+117  p.il.  97  p.  of  pi.  and  maps,  4°  [Prepared 
in  cooperation  with  Iowa  Agriculture  and  Home  Economics  Experi- 
ment Station.  Text  on  p.  2  of  cover.  One  map  is  colored..]  + 
[Information  incorrect  in  publication  as  to  sale  by  Superintendent 
of  Documents].    •Item  102(Rev.  1957) 

A  57.38:G  98 

08379  Soil  survey:  Henrico  County,  Va.  [with  list  of  literature  cited;  by  John 

W.  Clay  ].  [Oct.  1975.]  cover  tide   ,   [1]+119  p.il.  51  p.  of  pi.  and 
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maps,  4°  [Prepared  in  cooperation  with  Virginia  Polytechnic  Institute 
and  State  University.  Text  on  p.  2  of  cover.  One  map  is  colored.] 
+     •Item  102(Rev.l957). 

A  57.38:H  39/3 

08380  Soil  survey:   Lipscomb  County,  Tex.   [by  Jack  C.  Williams   ,]  [Dec. 

1975.]  cover  title,  [l]+66  p.il.  55  p.  of  pi.  and  maps,  4°  [Prepared 
in  cooperation  with  Texas  Agricultural  Experiment  Station.  Text  on 
p.  2  of  cover.  One  map  is  colored.]     +     •Item  102(Rev.l957) 

A  57.38:L  66 

08381  Soil  survey:  Madison  County,  Iowa,  Errata.  [1975.]  [2]  p.  4°     +     •Item 

102(Rev.l957) 

A  57.38:M  26/2/errata 

08382  Soil  survey:  Martin  County,  Tex.  [with  list  of  literature  cited;  by  Her- 

bert R.  Stoner  and  Marvin  L.  Dixon  ].  Dec.  1974.  cover  title,  i+54 
p.il.  52  p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with  Texas 
Agricultural  Experiment  Station.  Text  on  p.  2  on  cover.  One  map 
is  colored.]     +     ©Item  102(Rev.  1957) 

A  57.38:M  36 

08383  Soil  survey:  Mayaguez  area  of  western  Puerto  Rico,  area  de  Mayaguez, 

Puerto  Rico  [with  list  of  literature  cited;  by  Roberto  E.  Gierbolini 
].  [Dec.  1975.]  cover  title,  ii+296  p.il.  101  p.  of  pi.  and  maps,  4° 
[Prepared  in  cooperation  with  University  of  Puerto  Rico,  College 
of  Agricultural  Sciences.  Text  on  p.  2  of  cover.  One  map  is  colored. 
English  and  Spanish.]     +     •Item  102(Rev.  1957) 

A  57.38:M  45/2 

08384  Soil  survey:  Mexcalo- Apache  area,  New  Mexico,  northeastern  Otero 

County  [with  list  of  literature  cited;  by  Raymond  E.  Neher  ].  [Jan. 
1976.]  cover  title,  [l]+79  p.il.  30  p.  of  pi.  and  maps,  4°  [Prepared 
in  cooperation  with  Department  of  Interior,  Bureau  of  Indian  Affairs, 
and  New  Mexico  Agriculture  Experiment  Station.  Text  on  p.  2  of 
cover.]     +     ©Item  102(Rev.  1957) 

A  57.38:M  56/2 

08385  Soil  survey:   Minidoka  area,   Idaho,  parts  of  Minidoka,  Blaine,  and 

Lincoln  Counties  [with  list  of  literature  cited;  by  Harold  L.  Hansen 
].  Jan.  1975.  cover  title,  i+72  p.il.  49  p.  of  pi.  and  maps,  4°  [Prepared 
in  cooperation  with  University  of  Idaho  College  of  Agriculture,  Idaho 
Agricultural  Experiment  Station,  Text  on  p.  2  of  cover.]  +  •Item 
102(Rev.l957) 

A  57.38:M  66 

08386  Soil  survey:  Montgomery  County,  Miss,  [with  list  of  literature  cited; 

by  Abraham  E.  Thomas  ].  [Dec.  1975.]  cover  tide,  [l]+50  p.il.  39 
p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with  Mississippi 
Agricultural  and  Forestry  Experiment  Station.  Text  on  p.  2  of  cover. 
One  map  is  colored.]     +     ©Item  102(Rev.  1957) 

A  57.38:M  76/7 

08387  Soil  survey:  Nobles  County,  Minn,  [with  list  of  literature  cited;  by 

Dale  Lorenzen  and  Donald  W.  Calkins  ].  [Dec.  1975.]  cover  tide, 
i+78  p.il.  63  p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with 
Minnesota  Agricultural  Experiment  Station.  Text  on  p.  2  of  cover. 
One  map  is  colored.]     +     •Item  102(Rev.  1957) 

A  57.38:N  66 
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08388  Soil  survey:  Ocala  National  Forest  area,  Florida,  parts  of  Marion,  Lake, 

and  Putnam  Counties  [with  list  of  literature  cited:  by  D.Gray  Aydelott 
,  Henry  C.  Bullock  ,  Albert  L.  Furman,  Horace  O.  White,  and 
James  W.  Spieth].  [1975.]  cover  title,  i+64+  p.il.  4°  [Prepared  in 
cooperation  with  Forest  Service  and  University  of  Florida  Institute 
of  Food  and  Agricultural  Sciences,  Agricultural  Experiment  Stations 
Soil  Science  Department.  Text  on  p.  2  of  cover.  Issued  in  portfolio 
with  19  pi.  and  maps.  One  map  is  colored.]     +     •Item  102(Rev.l957) 

A  57.38:Oc  1 

08389  Soil  survey:  Oliver  County,  N.  Dak.  [with  list  of  literature  cited;  by 

Paul  K.  Weiser  ].  [Dec.  1975.]  cover  title,  i+122  p.il.  71  p.  of  pi. 
and  maps,  4°  [Prepared  in  cooperation  with  North  Dakota  Agricul- 
tural Experiment  Station.  Text  on  p.  2  of  cover.]  +  •Item 
102(Rev.l957) 

A  57.38:01  4 

08390  Soil  survey:  Richland  County,  and  Sheyenne  National  Grassland  area 

of  Ransom  County,  N.Dak.  [with  list  of  literature  cited;  by  Donald 
G.  Thompson  and  Lloyd  L.  Joos  ].  [Dec.1975.]  cover  title,  ii+141 
p.il.  136  p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with  Forest 
Service  and  North  Dakota  Agricultural  Experiment  Station.  Text  on 
p.  2  of  cover.]     +     •Item  102  (Rev.1957) 

A  57.38:R  39/3 

08391  Soil  survey:  Rock  County,  Wis.  [with  list  of  literature  cited;  by  Robert 

J.  Engel  ,  Howard  F.  Gundach  ,  Keith  O.  Schmude,  Carl  L.  Glocker, 
Edward  L.  Weber,  and  Frank  L.  Anderson].  July  1974.  cover  title, 
ii+160  p.il.  66  p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with 
University  of  Wisconsin  Department  of  Soil  Science,  Wisconsin 
Geological  and  Natural  History  Survey,  and  Wisconsin  Agricultural 
Experiment  Station.  Text  on  p.  2  of  cover.  One  map  is  colored.] 
+  (Information  incorrect  in  publication  as  to  sale  by  Superindendent 
of  Documents).    •Item  102(Rev.l957) 

A  57.38:R  59 

08392  Soil  survey:  Sussex  County,  Del.  [with  list  of  literature  cited;  by  Wil- 

liam Ireland  ,  jr.  and  Earle  D.  Matthews  ].  [May  1974.]  cover  title, 
i+74  p.il.  86  p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with 
Delaware  Agricultural  Experiment  Station.  Text  on  p.  2  of  cover. 
One  map  is  colored.  Errata,  1  p.,  issued  also.]  +  (Information  incor- 
rect in  publication  as  to  sale  by  Superintendent  of  Documents). 
•Item  102(1957) 

A  57.38:Su  8/5 

08393  Soil  survey:   Venango  County,  Pa.   [with  list  of  literature  cited;  by 

Norman  J.  Churchill  ].  [Dec.1975.]  cover  title,  i+86  p.il.  61  p.  of 
pi.  and  maps,  4°  [Prepared  in  cooperation  with  Pennsylvania  State 
University,  College  of  Agriculture,  and  Pennsylvania  Department  of 
Environmental  Resources,  State  Conservation  Commission.  Text  on 
p.  2  of  cover.  One  map  is  colored.]     +     •Item  102(Rev.l957) 

A  57.38:V  55 

08394  Soil  survey:  Worth  County,  Iowa  [with  list  of  literature  cited;  by  Russell 

L.  Buckner  and  John  D.  Highland  ].  [Jan.  1976.]  cover  title,  [1]+121 
p.il.  64  p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with  Iowa 
Agriculture  and  Home  Economics  Experiment  Station,  Cooperative 
Extension  Service,  Iowa  State  University,  and  Department  of  Soil 
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Conservation,  State  of  Iowa.  Text  on  p.  2  of  cover.]  +  #Item 
102(Rev.  1957) 

A  57.38:W  89/3 

08395  Soil   survey:    Yakima   Indian  Reservation  irrigated   area,   Washington, 

gart  of  Yakima  County  [with  list  of  literature  cited;  by  Jack  J. 
:asmussen  ].  [Jan.  1976.]  cover  title,  i+51  p.il.  44  p.  of  pi.  and  maps, 
4°  [Prepared  in  cooperation  with  Department  of  Interior,  Bureau  of 
Indian  Affairs,  and  Washington  State  Agricultural  Experiment  Station. 
Text  on  p.  2  of  cover.  One  map  is  colored.]  +  (Information  incorrect 
in  publication  as  to  sale  by  Superintendent  of  Documents).  #Item 
102(Rev.  1957) 

A  57.38:Y  1/2 

083%  Soil  survey:  Hughes  County,  S.  Dak.  [with  list  of  literature  cited;  by 
Miles  W.  Smalley  ].  [Jan.  1975.]  cover  tide,  i+104  p.il.  73  p.  of  pi. 
and  maps,  4°  [Prepared  in  cooperation  with  Department  of  Interior, 
Bureau  of  Indian  Affairs,  and  South  Dakota  Agricultural  Experiment 
Station.  Text  on  p.  2  of  cover.  One  map  is  colored.]  +  •Item 
102(Rev.  1957) 

A  57.38:H  87/2 

SPORT  FISHERIES  AND  WILDLIFE  BUREAU,  Interior  Dept. 
Washington,  DC  20240 

08397  Sport  fishery  and  wildlife  research  1972  [with  list  of  publications];  edited 

by  Van  T.  Harris  and  Paul  H.  Eschmeyer  .  1974.  iv+124  p.il.  4° 
(Division  of  Sport  Fishery  and  Wildlife  Research.)  [Activities  for 
calendar  year  1972.]     *  Paper,  $2.25  (S/N  2410-00383).    #Item  816-E 

I  49.1/6:972 

STATE  DEPARTMENT  Washington,  DC  20520 

Background  notes.  ([Office  of  Media  Service,  Bureau  of  Public  Af- 
fairs.]) [Issued  with  perforations.]  *  Paper,  $23.10  a  year,  add  $5.80 
for  foreign  mailing;  single  copy  30c. 

08398  Austria  [with  reading  list].  [Revised  Aug.1974.]  Aug.1974.  6  p.il.  4°     ([Publication  7955.]) 

•Item  862-B 

S  1.123:Au  7/974 

08399  Bermuda  [with  reading  list].  [Revised  Sept.1974.]  Sept.1974.  4  p.il.  4°     ([Publication  7907.]) 

•Item  862-B 

S  1.123:B  45/974 

08400  Haiti   [with  reading  list].   [Revised  Aug.1974.]  Aug.1974.  4  p.il,  4°    ([Publication  8287.]) 

•Item  862-B 

S  1.123:H  12/974 

08401  Hong  Kong  [with  reading  list].  [Revised  May  1974.]  May  1974.  4  p.il.  4°     ([Publication 

8126.])      •Item  862-B 

S  1.123:H  75/974 

08402  Index.  [Revised  Apr.1975.]  Apr.1975.  [2]  p.  4°    ([Publication  8739.])     •Item  862-B 

S  1.123/2:975 

08403  Indonesia   [with   reading   list].   [Revised   July   1974.]   July   1974.   7   p.il.   4°       •Item   862- 

B 

S  1.123:In  2/974 

08404  Libya  [with  reading  list].  [Revised  Sept.1974.]  Sept.1974.  5  p.il.  4°     ([Publication  7815.]) 

•Item  862-B 

S  1.123:L  61/974 

08405  Macao  [with  reading  list].  [Revised  May  1974.]  May  1974.  4  p.il.  4°     ([Publication  8352.]) 

•Item  862-B 

S  1.123:M  11/974 

08406  Malta   [with   reading  list].   [Revised   Oct.1974.]   Oct.1974.  4  p.il.  4°     ([Publication   8220.]) 

•Item  862-B 

S  1.123  :M  29/6/974 

08407  Paraguay  [with  reading  list].  [Revised  Sept.1974.]  Sept.1974.  5  p.il.  4°     ([Publication  8098.]) 

•Item  862-B 

S  1.123:P  21/974 
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08408  Spanish   Sahara  [with  reading  list].   [Revised  May  1974.]   May  1974.  4  p.il.  4°       •Item 

S  1.123:Sp  2/974 

08409  Swaziland  [with  reading  list].  [Revised  Mar.1975.]  Mar.1975.  6  p.il.  4°    ([Publication  8174.]) 

•Item862"B  S..,23:Sw  2/975 

08410  United   Kingdom  [with  reading  list].  [Revised  May  1975.]  May  1975.  8  p.il.  4°       #Item 

862-B 

S  1.123:Un  34  k/975 

Department  and  foreign  service  series. 

08411  150.  Nineteen  seventy-four  report  of  Visa  Office.  [May  1975.]  [3]  +  84  p.il.  4°     ([Publication 

8810;  Bureau  of  Security  and  Consular  Affairs.])  *  Paper,  $1.70  (S/N  044-000-01570- 
6).     •Item  863 

S  1.69:150 

Inter-American  series. 

08412  109.  Historical  study:  U.S.  policy  toward  Latin  America,  recognition  and  non-recognition 

of  governments  and  interruptions  in  diplomatic  relations,  1933-74,  tabular  summary; 
[by  Donald  D.  Landa  ].  June  1975.  [2]  +  U6  p.  4°  ([Publication  8819];  Bureau  of 
Public  Affairs,  Historical  Office.)  [Prepared  at  request  of  Bureau  of  Inter-American 
Affairs.]     +     •Item  877 

S  1.26:109 

Inventory  of  government-supported  research  projects  on  foreign  af- 
fairs, projects  completed  and  in  progress  in  fy  1975. 

08413  v.2.    East   Asia.   Nov.1975.    vi+[l]+95    p.il.   4°    ([Publication   8833];   Office   of    External 

Research,    Bureau   of   Intelligence   and   Research.)   [Prepared   by   Subcommittee   on 
Foreign  Affairs  Research  of  NSC  Under  Secretaries  Committee  (USC/  FAR).] 
§  (Price  upon  application). 

S  1.101/10:975/v.2 

08414  v.3.    Europe.    Nov.1975.    vi  +  [l]  +  141    p.il.    4°     ([Publication    8834];    Office    of    External 

Research,   Bureau   of   Intelligence   and   Research.)   [Prepared   by   Subcommittee   on 
Foreign  Affairs  Research  of  NSC  Under  Secretaries  Committee.  (USC/FAR).] 
§  (Price  upon  application). 

S  1.101/10:975/v.3 

08415  v.4.  Near  East,  South  Asia,  and  Africa.  Nov.1975.  vi+[l]  +  120  p.il.  4°    ([Publication  8835]; 

Office  of  External  Research,  Bureau  of  Intelligence  and  Research.)  [Prepared  by 
Subcommittee  on  Foreign  Affiars  Research  of  NSC  Under  Secretaries  Committee. 
(USC/FAR.]     §  (Price  upon  application). 

S  1.101/10:975/v.4 

08416  v.5.  International  relations.  Nov.1975.  xii  +  309  p.il.  4°    ([Publication  8836];  Office  of  Exter- 

nal Research,  Bureau  of  Intelligence  and  Research.)  [Prepared  by  Subcommittee 
on  Foreign  Affairs  Research  of  NSC  Under  Secretaries  Committee  (USC/FAR).] 
§  (Price  upon  application). 

S  1.101/10:975/v.5 

08417  Population  fact  sheet.   [1976.]   [2]  p.il.  oblong  8°  folded  into  narrow 

8°  size.     +     •Item  876 

S  1.2:P  81 

Treaties  and  other  international  acts  series.  *  Paper,  $27.00  a  yr. 
(approximately  150  issues),  add  $6.75  for  foreign  mailing;  single  copies 
vary  in  price.  (Issues  of  $1.00  or  more  are  not  furnished  as  part 
of  the  subscription.) 

08418  7722.  Space  laboratory  cooperative  program,  agreement  between  United  States  and  certain 

other  governments,  done  Neuilly-sur-Seine  Aug.14,1973,  with  memorandum  of  un- 
derstanding between  National  Aeronautics  and  Space  Administration  and  European 
Space  Research  Organization;  [entered  into  force  Aug.14  ,1973].  [1974.]  [2] +45  p. 
[English,  French,  and  German.]     *  Paper,  55c.     •Item  899 

S  9.10:7722 

08419  7817.  Single  convention  on  narcotic  drugs,  1961,  addition  of  difenoxin  to  schedule  1  and 

amendment  of  schedule  3,  notification  by  United  Nations  dated  Mar.22,1974;  [entered 
into  force  with  respect  to  United  States  Mar.22,  1974].  [1974.]  [2]  +  2  p.  'Paper, 
25c.     •Item  899 

S  9.10:7817 

08420  7830.   Space   research   project,   agreement   between   United   States,   Brazil,   and   Federal 

Republic  of  Germany,  effected  by  exchange  of  notes  dated  Brasilia  Oct.17-19,  1973, 
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with  memorandum  of  understanding  signed  Oct. 12,  IS,  and  16,  1973:  [entered  into 
force  Oct. 19, 1973].  [1974]  [2]  +  10  p.  [English  and  Portuguese]  'Paper,  25c.  •Item 
899 

S  9.10:7830 

08421  7836.  Food  and  Agriculture  Organization,  amendments  to  constitution,  adopted  by  17th 

session  of  FAO  Conference,  Rome,  Nov. 16,  and  26,  1973.  [1974]  [21  +  6  p.  [English, 
French,  Spanish,  and  Arabic]     •   Paper,  25c.     •Item  899 

S  9.10:7836 

08422  7837.   Telecommunications,   promotion   of   safety   on   Great   Lakes   by   means  of   radio, 

agreement  between  United  States  and  Canada,  signed  Ottawa  Feb. 26,  1973  with 
exchange  of  notes  signed  Washington  May  6,  1974;  [date  of  entry  into  force  May 
6,  1975].  [1975]  [2]  + 32  p.  [English  and  French]     *  Paper,  40c.     •Item  899 

S  9.10:7837 

08423  7840  International  trade  in  textiles,  arrangement  between  United  States  and  other  govern- 

ments, done  Geneva  Dec.20,  1973;  [entered  into  force  Apr.l,  1974).  [1974.]  [2)  +  62 
p.  [English,  French,  and  Spanish]      •  Paper,  65c.     •Item  899 

S  9.10:7840 

08424  7843.  Tracking  station,  Kwajalein  Island,  agreement  between  United  States  and  Japan, 

effected  by  exchange  of  notes  dated  Tokyo  Mar.27,  1974:  [entered  into  force  Mar. 27, 
1974].  [1975]  [2] +  5  p.  [English  and  Japanese]     *  Paper,  25c.     •Item  899 

S  9.10:7843 

08425  7858.    Defense,   relinquishment   of   certain    land   at   Camp   Wallace,    agreement   between 

United  States  and  Philippines,  effected  by  exchange  of  notes  dated  Manila  May 
20  and  30,  1974;  [entered  into  force  May  30,  1974].  [1974]  [2]  +  3  p.  map  'Paper, 
55c.     •Item  899 

S  9.10:7858 

08426  8118.  Amendment  of  single  convention  on  narcotic  drugs,  1961,  protocol  between  United 

States  and  other  governments,  done  Geneva  Mar.25,  1972;  [entered  into  force  Aug.8, 
1975].  [1975.]  [2]  +  137  p.  [English,  Franch,  Chinese,  Russian,  and  Spanish]  'Paper, 
$2.00.     •Item  899 

S  9.10:8118 

08427  8121.  Drought  recovery  program,  agreement  between  United  States  and  Ethiopia,  signed 

Addis  Ababa  Feb. 20  ,  1975,  and  amending  agreement  signed  Addis  Ababa  Apr.17, 
1974;  [entered  into  force  Apr.17,  1975].  [1975.]  [2]  +  13  p.     *  Paper,  30c.     •Item  899 

S  9.10:8121 

08428  8125.  Narcotic  drugs,  equipment  and  training  to  curb  illegal  traffic,  agreement  between 

United  States  and  Mexico,  effected  by  exchange  of  letters  signed  Mexico  June 
25,  1975;  [entered  into  force  June  25,  1975].  [1975.]  [2]  +  6  p.  [English  and  Spanish.] 
*  Paper,  25c.     •Item  899 

S  9.10:8125 

08429  8126.  Certificates  of  airworthiness  for  imported  aeronautical  products  and  components, 

agreement  between  United  States  and  Australia,  effected  by  exchange  of  notes 
signed  Washington  Dec.24,  1974  and  June  U,  1975;  [entered  into  force  June  U,  1975.] 
[1975.]  [2] +9  p.     •  Paper.  30c.     •Item  899 

S  9.10:8126 

08430  8128.  Economic  cooperation,  agreement  between  United  States  and  Saudi  Arabia,  done 

Washington  Feb.27,  1975;  [entered  into  force  Feb.17,  1975].  [1975.]  [2]+10  p.  *  Paper, 
30c.     •Item  899 

S  9.10:8128 

08431  8129.  Remote  sensing,  acquisition  of  satellite  data,  memorandum  of  understanding  between 

United  States  and  Zaire,  signed  Washington  Jan. 6,  1975  and  Kinshasa  Jan. 31,  1975; 
[entered  into  force  Jan.31,  1975].  [1975.]  [2]+6  p.     •  Paper,  25c.     •Item  899 

S  9.10:8129 

08432  8131.  Illegal  entry  of  migratory  workers,  agreement  between  United  States  and  Mexico, 

signed  Washington  July  18,  1973;  [entered  into  force  July  18,  1973].  [1975.]  [2]  +  18 
p.  [English  and  Spanish.]     •  Paper,  35c.     •Item  899 

S  9.10:8131 

08433  You  and  your  passport.  [Revised  Sept.1974.]  [1974.]  17  p.il.  narrow  8° 

([Passport  Office.])     *  Paper,  45c.  (S/N  4400-01530).    #Item  876 

S  1.2:P  26/29/974-2 

STATISTICAL  REPORTING  SERVICE,  Agriculture  Dept 
Washington,  DC  20250 

08434  Field  crops,  production,  farm  use,  sales,  value,  1973-74.  May  12,  1975. 

30  p.  4°    (CrPr  1(75);  Crop  Reporting  Board.)     +     #Item  24-1 

A  92.19:973-74 
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08435  Indiana  crop  summary,  1974,  field  crops.  Jan.  28,  1975.  [2]  p.  °    (State 

Statistical  Reporting  Service.)  [Prepared  in  cooperation  with  Indiana 
Crop  and  Livestock  Reporting  Service,  Agricultural  Experiment  Sta- 
tion, Purdue  University,  Lafayette,  Ind.]  + 

A  92.36:In  2/C  88/974 

08436  Indiana,  lamb  crop  continues  to  decline.  Feb.  10,  1975.  [2]  p.  f°    (State 

Statistical  Reporting  Service.)  [Prepared  in  cooperation  with  Indiana 
Crop  and  Livestock  Reporting  Service,  Agricultural  Experiment  Sta- 
tion, Purdue  University,  Lafayette,  Ind.]  + 

A  92.36 :In  2/L  16 

08437  Indiana,  livestock  inventory,  livestock  values  show  mixed  changes.  Feb. 

18,  1975.  [2]  p.  f°  (State  Statistical  Reporting  Service.)  [Prepared 
in  cooperation  with  Indiana  Crop  and  Livestock  Reporting  Service, 
Agricultural  Experiment  Station,  Purdue  University,  Lafayette,  Inc.] 

A92.36:In2/L76 

08438  Indiana,  sheep  and  lambs,  sheep  and  lambs  on  feed  down  6  percent, 

U.S.  off  22  percent.  Jan.  22,  1975.  2  p.  4°  (State  Statistical  Reporting 
Service.)  [Prepared  in  cooperation  with  Indiana  Crop  and  Livestock 
Reporting  Service,  Agricultural  Experiment  Station,  Purdue  Universi- 
ty, Lafayette,  Inc.]  + 

A  92.36: In  2/Sh  3 

08439  Noncitrus  fruits  and  nuts,  1975  annual  summary,  production,  use,  value. 

Jan.  13,  1976.  42  p.  4°  (FrNt  1-3(76);  Crop  Reporting  Board.)  + 
•Item  122- A-4 

A  92. 11/2-2:975 

08440  Prices  received  by   farmers,   manufacturing  grade  milk  in  Minnesota 

and  Wisconsin,  1972-74.  July  1975.  6  p.  4°  (Pr  1-4(7-75);  Crop  Reporting 
Board.)  + 

A  92.16/3:972-74 

08441  Prospective  plantings.  Mar.  17,  1975.  A-7+B-18  p.  4°    (CrPr  2-4  (3-75); 

Crop  Reporting  Board.)     +     •Item  20-B 

A  92.24/2:975-2 

08442  Sheep  and  lambs  on  feed,  7  selected  States.   Nov.  1,  1974.  2  p.  4° 

(MtAn  5-2  (11-74);  Crop  Reporting  Board.)  + 

A  92.18/9:974-3 

SUPREME  COURT  Washington,  DC  20543 

08443  United  States  reports:  v.416,  Cases  adjudged  in  Supreme  Court  at  Oct. 

term,  1973,  Apr.l-  (in  part)  May  20,  1974:  Henry  Putzel  ,  jr.  reporter 
of  decision.  1975.  lxviii+1045  p.  [Also  issued  in  3  preliminary  prints, 
each  case  issued  separately,  Pages  867-900  omitted  intentionally,  this 
does  not  indicate  omission  in  text.]  *  Cloth,  $12.40  (S/N  028-001- 
00385-1).     •Item  741 

Ju  6.8:416 

TAX  COURT  Washington,  DC  20044 

08444  Reports  of  Tax  Court:  v.63,  Oct.l,1974-Mar.31,1975;  Ella  C.  Thomas  , 

reporter.  1975.  xxv  +  857  p.     *  Cloth,  $10.75  (S/N  028-005-00131-4). 
•Item  742 

Ju  11.7:63 
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tal letter  6,  Apr.  26,  1974.  Issued  with  perforations.]     *  Paper,  $1.20.     •Item  843 

P  1.31/7:31/2 

UNITED  STATES  TRAVEL  SERVICE,  Commerce  Dept.  Washington, 
DC  20230 

08497  Visit  USA  outlets  abroad.  1976.  cover  title,  32  p.     +     •Item  271- A- 

1 

C  47.2:V  82/7/976 

VETERANS  ADMINISTRATION  Washington,  DC  20420 

08498  Index  to  Veterans  Administration  publications.  Nov.  1,  1975.  cover  title, 

vi+213  p.  4°  (VA  index  1-03-1.)  [Rescission  of  VA  index  1-03-1,  Nov. 
1, 1974.  Issued  with  perforations.]     +    •Item  986 

VA  1.20:975 

[Information  bulletin]  IB  (series). 

08499  11-49.  Cooperative  studies  in  mental  health  &  behavioral  sciences,  annotated  bibliography 

summarizing  2  decades  of  cooperative  research  in  mental  health  and  behavioral 
sciences,  1956-75;  [prepared  by  Susan  Abrams  and  Sandra  Ciufo  ].  1975.  cover  title, 
xiv+71  p.il.  4°    (Department  of  Medicine  and  Surgery.)  +      •Item  986- A 

VA  1.22:11-49 

08500  11-51.  Highlights  of  20th  annual  conference.  Veterans  Administration  studies  in  mental 

health  and  behavioral  sciences,  Chicago,  111.,  Apr.  9-11,  1975.  [1975.]  cover  title, 
xvii+132  p.il.  4°  [Prepared  by  staff  of  Central  NP  Research  Laboratory,  Veterans 
Administration  Hospital,  Perry  Point,  Md.  Co-sponsored  by  Department  of 
Psychiatry,  Division  of  Biological  Sciences,  Pritzker  School  of  Medicine,  University 
of  Chicago]     +     •Item  986-A 

VA  1.22:11-51 

VA  pamphlet. 

08501  06-76-1.  Veterans  Administration,  past  and  present.  [Jan.  1976.]  cover  title,  16  p.il.  narrow 

8°      +     •Item  988 

VA  1.19:06-76-1 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
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Government  Publications 

08502  29-9   Service-disabled  veterans  insurance,  RH,  information  and  premium  rates.  [Revised 

Nov.  1975.]  [1975.]  15  p.  narrow  12°  [Rescinds  VA  pamphlet  29-9,  revised  May  1972.] 
+     •Item  988 

W  VA  1.19:29-9/4 

WAGE  AND  HOUR  DIVISION,  Labor  Dept.  Washington,  DC  20210 

08503  Executive,  administrative,  professional  and  outside  salesmen  exemp- 

tions under  Fair  labor  standards  act.  Revised  Sept.  1975.  [1975.]  10 

p.  4°    (WH  Publication  1263.)     +     •Item  777 

F  L  36.202:Sa  3/975 

Interpretive  bulletin,  title  29  of  Code  of  Federal  Regulations. 

08504  778.  Overtime  compensation  under  Fair  labor  standards  act  of  1938,  as  amended.  [1974.] 

iv  +  52  p.  4°  (WH  Publication  1262.)  [Conforms  to  Code  of  Federal  Regulations 
as  of  Jan.  31,  1969.]     +     •Item  778 

L  36.209:778 

Regulations,  title  29,  Code  of  Federal  Regulations. 

08505  5.  Regulations;  pt.5.  Labor  standards  provisions  applicable  to  contracts  covering  Federally 

financed  and  assisted  construction.  Revised  Aug.  1975.  [1975.]  [24]  p.  4°  (WH  publica- 
tion 1244.)  [Conforms  to  Code  of  Federal  Regulations  as  of  Feb.  19,  1975.  Issued 
with  perforations.]     +     •Item  780 

L  36.206/2:5 

08506  541.  Defining  terms  'executive,'  'administrative,'  'professional,'  and  'outside  salesman.' 

Revised  1975.  [1975.]  [23]  p.  4°    (WH  Publication  1281.)     +     •Item  780 

L  36.206/2:541 

08507  Wage  garnishment  law.  Revised  Dec.  1975.  [1975.]  [l]+9  p.  4°    (WH 

Publication  1324.)     +     #Item  777 

L  36.202:W  12/3 

WATER  PROGRAMS  OPERATIONS  OFFICE,  Environmental 
Protection  Agency  Washington,  DC  20460 

08508  Oil  spills  and  spills  of  hazardous  substances.  [Mar.  3,  1974.]  [2]+28+[l] 

p.il.   4°    (Oil   and   Special   Materials   Control   Division.)     +     #Item 
473-A-l 

EP2.2:Oi5/4/    * 
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DISTRIBUTION  OF  PUBLICATIONS 

In  ordering  publications  listed  in  this  catalog,  it  should  be  noted  that  only 
those  marked  with  an  asterisk  (*)  are  obtainable  from  the  Superintendent  of 
Documents. 

Publications  marked  with  a  section  sign  (§)  are  sold  by  the  National  Tech- 
nical Information  Service,  Springfield,  VA  22151. 

Where  a  plus  sign  (  +  )  is  the  distribution  symbol,  application  should  be 
made  directly  to  the  department  or  bureau  issuing  the  document. 


*  For  sale  by  Superintendent  of  Documents 

§     For  Sale  by  National  Technical  Information  Service,  Springfield, 
VA  22151 

+     Distribution  made  by  Issuing  Office.     Not  definitely  available  if 
unaccompanied  by  a  price 

#  Not  available  for  sale  or  distribution 

•  Sent  to  Depository  Libraries 

SIZES  OF  PUBLICATIONS 

Symbols  used  to  designate  sizes  of  publications  listed  in  this  catalog 
are  as  follows: 

4° 6-12  inches  high  and  width  more  than  %  of  height 

large  4° over  12  inches  high  and  width  more  than  %  of  height 

small  4° under  6  inches  high  and  width  more  than  %  of  height 

8° 8-10  inches  in  height  (size  not  given  in  entry  except 

where  publication  is  narrow  or  oblong) 

large  8° 10-12  inches  in  height 

12° 7-8  inches  in  height 

16° 6-7  inches  in  height 

24° 5-6  inches  in  height 

32° 4-5  inches  in  height 

48° up  to  4  inches  high 

f  ° above  12  inches  in  height 

narrow width  less  than  %  of  height 

oblong width  more  than  height 
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U.S.J   GOVERNMENT,   PRINTING    OFFICE,    WASHINGTON,    D.C.    20402    :    1976 


L.C.  Card  4-18088 


FOR    SALE    BY    THE    SUPERINTENDENT    OF    DOCUMENTS,    U.S.    GOVERNMENT 

PRINTING  OFFICE,  WASHINGTON,  D.C.   20402.  PRICE   $1.85   PER  COPY 

EXCEPT    DECEMBER     (INDEX)     ISSUE,    WHICH    VARIES    IN    PRICE 

SUBSCRIPTION    PRICE    $27.00    PER   YEAR    (INCLUDING   INDEX) 

$6.7  5     ADDITIONAL   FOR    FOREIGN    MAILING 


PREVIEWS 

The  following  publications  are  in  the  process  of  being  printed.  Advance  sales 
orders  may  be  placed  for  these  publications.  Orders  will  be  scheduled  and  copies 
mailed  as  soon  as  stocks  are  received.  It  is  not  possible  to  estimate  the  lapse  of 
time  before  the  publications  will  actually  appear.  All  information  in  regard  to 
title,  series,  classification,  distribution,  and  price  given  in  these  listings  is  pre- 
liminary and  subject  to  change  when  the  publications  actually  come  from  the 
press.  Those  so  marked  will  be  sent  to  depository  libraries,  providing,  that  at 
the  time  of  going  to  press,  the  libraries  were  on  list  to  receive  the  items  under 
which  these  publications  will  be  distributed. 


Commission  Hearings.   (National  Commission  for  the  Review  of  Federal  and 

State  Laws  Relating  to  Wiretapping  and  Electronic   Surveillance.)    $20.00. 

(S/N  052-003-00121-7)      •  Y  3.W  74/2  :  2  H  35/v.l,  2 

Drugs  and  Pregnancy.   (National  Institute  on  Drug  Abuse,  Research  Issues.) 

$2.70.  ( S/N  017-024-00428-6)      •  HE  20.8214 :  5 

Index  of  the  National  Park  System.  (National  Park  Service.)  $1.65.  (S/N  024- 

005-00612-5)      •  I  29.2  :N  21/26 

National  Energy  Outlook.   (Federal  Energy  Administration.)   $7.30.   (S/N  041- 

018-00097-6)      •  FE  1.2  :  En  2/7 

The  Deaf  Child  and  His  Family.  (Rehabilitation  Services  Administration.)  $1.55. 

( S/N  017-090-00027-5)      •  HE  1.602  :  D  34 

The    Methods    and     Materials    of    Demography.     (Census    Bureau.)     $15.75. 

( S/N  003-001-02289-3 )      •  C  3.2  :  D  39/975/v.l ,  2 

The  War  at  Sea:  France  and  the  American  Revolution,  a  Bibliography.  (Naval 

History  Division. )  85*.  ( S/N  008-046-00083-2 )      •  D  207.11 :  R  32 
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Abbreviations 


add addition,  addendum, 

addenda. 

Amdt,  amdts amendment,  amend- 
ments. 

app appendix,     appendixes. 

bk.,  bks book,  books. 

chap chapter,  chapters. 

Cong Congress. 

Dept Department. 

doc document. 

facsim facsimile,  facsimiles. 

fy fiscal  year. 

G.H.A Greenwich  hour  angle. 

H House. 

H.  Con.  Res House  concurrent  reso- 
lution. 

H.  doc House  document. 

H.  ex.  doc House  executive  docu- 
ment. 

H.J.  Res House  joint  resolution. 

H.R House  of  Representa- 
tives,   House  bill. 

H.  Res House  resolution. 

H.  rp House  report. 

11 illustration,  illustra- 
tions. 

In inch,  inches. 

lat latitude. 

long longitude. 

m mile. 


n.  d no  date. 

n.  p no  place. 

no.,  nos number,  numbers. 

p page,  pages. 

p.  of  pi pages  of  plates. 

par.,  pars paragraph,  para- 
graphs. 

pi plate,  plates. 

por portrait,  portraits. 

pt.,  pts part,  parts. 

rp report. 

S Senate,  Senate  bill. 

S.  Con.  Res Senate  concurrent  reso- 
lution. 

S.  doc Senate  document. 

S.  ex.  doc Senate  executive  docu- 
ment. 

S.  ex.  rp Senate  executive  re- 
port. 

S.J.  Res Senate  joint  resolution. 

S.  Res Senate  resolution. 

S.  rp Senate  report. 

sec section,  sections. 

sess session,  sessions. 

Stat.  L Statutes  at  large. 

supp supplement. 

tab table,  tables. 

Treas Treasury. 

v volume,  volumes. 

vs.,  v versus. 


Common  abbreviations  for  the  names  of  States,  months,  etc.,  are  also  used. 
An  explanation  of  the  symbols  used  to  designate  sizes  of  publications  is  given  on  the 
Inside  of  the  front  cover. 


Explanation 

The  Individual  issuing  department,  bureau,  office,  or  agency  is  considered  the 
publisher  of  Government  publications. 

Words  and  figures  enclosed  in  brackets  [  ]  in  titles  are  given  for  information, 
but  do  not  appear  on  the  title  pages  of  the  publications  cataloged.  Place  and 
printer  are  not  given  for  publications  printed  at  the  United  States  Government 
Printing  Office,  Washington,  D.C.,  or  at  Government  departmental  and  field  print- 
ing plants.  The  dates  given  with  Senate  and  House  documents  and  reports  are 
the  dates  on  which  they  were  ordered  to  be  printed.  Usually  the  printing  promptly 
follows  the  ordering,  but  various  causes  sometimes  make  delays. 

"Under  provisions  of  the  Printing  Act  of  January  12,  1895,  all  Government  publi- 
cations, except  administrative  and  confidential  (or  restricted),  are  entered  in  the 
Monthly  Catalog. 

The  L.C.  card  number  appended  to  some  of  the  entries  is  for  those  libraries 
ordering  printed  cards  from  the  Library  of  Congress.  The  number  at  the  extreme 
right  of  an  entry  indicates  the  classification  of  the  publication  in  the  Office  of  the 
Superintendent  of  Documents. 


General  Information 

The  Superintendent  of  Documents,  Government  Printing  Office,  Washington, 
D.C.,  is  authorized  by  law  to  sell  copies  of  Government  publications.  A  25  per- 
cent discount  is  allowed  to  purchasers  of  100  or  more  copies  of  a  single  publica- 
tion mailed  to  one  address.  Bookdealers,  buying  for  the  purpose  of  resale,  may 
receive  the  same  discount  regardless  of  quantity  if  the  publications  are  mailed 
to  their  place  of  business.  No  discount  is  allowed  when  the  publications  are 
mailed  to  a  third  party  unless  in  quantites  of  100  or  more. 


The  prices  of  all  U.S.  Government  publications  sold  by  the  Assistant  Public 
Printer  (Superintendent  of  Documents)  are  established  by  the  Public  Printer 
in  accordance  with  Title  44  of  the  United  States  Code. 

Prices  are  subject  to  change  and  the  prices  charged  on  your  order  will  be 
those  in  effect  at  the  time  your  order  is  processed.  As  it  is  not  feasible  to  manu- 
ally correct  the  prices  in  the  publications  affected  by  price  changes,  the  prices 
charged  on  your  order  may  differ  from  those  printed  in  the  publications. 

Although  the  issuing  agencies  generally  know  about  price  changes,  some  agen- 
cies inadvertently  continue  to  publish  announcements,  order  forms,  and  cata- 
logs which  contain  erroneous  prices.  Frequently,  the  news  media  publish  articles 
with  erroneous  or  outdated  prices. 

PRICE   LIST 

There  is  no  general  price  list  of  public  documents,  but  numerous  lists  have 
been  prepared  on  special  subjects  and  these  will  be  furnished,  on  application, 
by  subject  or  subjects  concerning  which  information  is  desired.  It  will  also 
be  noted  that  current  publications  which  are  for  sale  are  listed  in  this  catalog. 

LIST   OF   SELECTED   PUBLICATIONS 

In  addition  to  the  subject,  bibliographies,  the  Office  of  the  Superintendent  of 
Documents  issues  a  monthly  list  of  Selected  United  States  Government  Publi- 
cations for  sale  by  the  Superintendent  of  Documents.  Each  list  contains  annota- 
tions and  prices,  and  may  be  obtained  free  upon  application  to  the  Superintendent 
of  Documents. 

CONGRESSIONAL   PUBLICATIONS 

Subscription  service  has  been  implemented  for  the  following  groups  of  Con- 
gressional publications :  House  and  Senate  Documents ;  House  and  Senate  Hear- 
ings ;  House  and  Senate  Reports  on  Public  Bills ;  House  and  Senate  Reports  on 
Private  Bills ;  Public  Bills ;  Private  Bills ;  Public  Laws ;  and  Private  Laws.  In 
most  cases,  single  copies  of  publications  in  these  groups  of  Congressional  pub- 
lications are  not  sold.  Sales  copies  of  a  few  of  the  more  important  ones  are 
printed,  and  you  will  find  the  sales  prices  listed  in  the  individual  entries.  The 
current  subscription  prices  may  be  obtained  from  the  Superintendent  of 
Documents. 


HOW  TO  ORDER  PUBLICATIONS 

Publications  entered  in  this  catalog  that  are  for  sale  by  the  Superintendent  of 
Documents  are  indicated  by  an  asterisk  (*)  preceding  the  price.  Those  for  sale 
by  the  National  Technical  Information  Service  are  indicated  by  the  sign  (§) 
preceding  the  price.  A  black  dot  ( • )  indicates  that  the  publication  has  been,  or 
will  be,  sent  to  depository  libraries.  A  plus  sign  (  +  )  indicates  that  application 
should  be  made  to  the  department,  bureau,  or  agency  issuing  the  document.  A 
number  sign  ( # )  indicates  that  the  document  is  printed  for  official  use  and  is 
not  obtainable.  When  additional  information  concerning  the  method  of  pro- 
curing a  document  seems  necessary,  it  will  be  found  under  the  name  of  the  bureau 
by  which  it  was  published. 

In  ordering  a  publication  from  the  Superintendent  of  Documents,  give  the  stock 
number  (if  available  following  the  price),  the  name  of  the  publishing  department, 
bureau,  or  agency,  the  title,  and  the  classification  number  which  is  added  to  the 
entry  at  the  extreme  right.  Order  Congressional  documents  and  reports  by  the 
title,  together  with  the  document  or  report  number  and  the  Congress,  e.g., 
H.  Doc.  1,  94th  Congress. 

Do  not  use  the  L.C.  card  number  in  ordering  a  publication  from  the  Superin- 
tendent of  Documents. 

HOW  TO  REMIT 

Remittances  for  documents  marked  with  an  asterisk  (*)  should  be  made  to  the 
Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington, 
DC  20402,  by  coupon,  postal  money  order,  express  order,  or  check.  Publications 
cannot  be  mailed  in  advance  of  receipt  of  remittance.  Foreign  remittances  should 
be  made  by  international  money  order,  payable  to  the  Superintendent  of  Docu- 
ments, or  draft  on  an  American  bank.  The  Superintendent  of  Documents  will 
also  accept  International  Response  Coupons  and  UNESCO  coupons. 

Foreign  money,  defaced  or  smooth  coins,  will  not  be  accepted.  Do  not  send 
postage  stamps. 

Persons  who  make  frequent  purchases  from  the  Superintendent  of  Documents 
may  find  a  deposit  account  convenient.  Deposits  of  $50.00  or  more  are  accepted 
against  which  orders  may  be  placed  without  making  individual  remittances  or 
first  obtaining  quotations.  Order  blanks  are  furnished  for  this  purpose.  After 
the  handling  of  the  order  has  been  completed,  it  will  be  returned  showing  the 
publications  supplied,  explanations  regarding  those  not  sent,  and  the  amount  of 
charge. 

No  charge  is  made  for  postage  on  documents  forwarded  to  points  in  United 
States  and  its  possessions.  There  is  a  special  handling  charge  on  all  orders 
mailed  to  a  foreign  country  (including  Canada).  The  charge  is  one-fourth  of  the 
current  selling  price  of  publications  and  subscription  services  ordered.  This  is 
to  cover  the  special  handling  required  to  comply  with  the  customs  and  inter- 
national mailing  regulations. 

LIBRARY    CLASSIFICATION    OF   GOVERNMENT   DOCUMENTS 

The  classification  given  at  the  right  of  entries  for  departmental  publication 
is  that  used  in  the  Library  Division  of  the  Office  of  the  Superintendent  of 
Documents.  The  shilling  mark  (/)  separates  what  ordinarily  would  be  superior 
or  inferior  numbers  or  letters.  It  is  not  practicable  to  print  these  numbers  or 
letters  as  superiors  or  inferiors  in  the  Monthly  Catalog. 


New  Classification  Numbers 

Economic  Development  Administration. 

C  46.9/3 :  date Economic  development  USA. 

Environmental  Data  Service. 

C  55.208:  CT Handbooks,  manuals,  guides. 

Civil  Service  Commission. 

CS  L39/3:CT      Position  classification  plan's  for  [various  cities 

or  districts]. 
Environmental  Protection  Agency. 

El'  1.17/2:  CT Reducing  waste  at  its  source   (series). 

•    Water  Program  Operations  Office. 

EP  2.'_'S:nos MCD      [Municipal      Construction      Division]. 

series. 
General  Services  Administration. 
CS    1.22:  date Stockpile     report    to     the     Congress     (semi- 

annual). 
Note. —  See,    for   earlier   class.    I'rKx   4.9: (date). 
Automated  Data  and  Telecommunications  Serv- 
ice. 

(iS  12.11  :  (T Now  way  of  saving  (series). 

Rehabilitation  Services  Administration. 
HE  1.608:  CT Handbooks;  manuals,  and  guides. 

Note— See,   for   earlier   class.    HE    17.10S:(CT). 
National  Center  for  Education  Statistics. 

HE  19.316/2 : date Financial  statistics  of  institutions  of  higher 

education,  current  funds,  revenues,  and  ex- 
penditures. 

Note.— See,    for    earlier    class.    HE    5.92/10: 
(date). 

Geological  Survey. 

I  19.73:  nos Outer  continental  shelf  standard,  GSS-OCS 

( series ) . 

Mines  Bureau. 
I  2N.1-J9:  date Minerals  &  materials,  monthly  survey. 

National  Park  Service. 
I  29.59/2  :  nos Archeological  completion  report  series. 

Mining  Enforcement  and  Safety  Administration. 
I   G9.7  :  date News  releases. 

Smithsonian  Institution. 
SI  1.38  :CT Posters. 

Woodrow  Wilson  International  Center  for  Schol- 
ars. 

SI  12.1  :  date Annual  report. 

SI  12.2  :  CT General  publications. 

SI  12.3  :  -.8  :  Reserved 

SI  12.9  :  nos Ocean  series. 

SI  12.11  :  nos International  Affairs  Series. 

Alcohol,  Tobacco  and  Firearms  Bureau. 

T  70.6/3:  pt.  nos Regulations  (Part  nos.  of  Title  27  of  Code  of 

Federal  Regulations). 

Note. — See,    for    earlier    class,    T    22.17/4  :(pt. 
nos.). 

Federal  Highway  Administration. 


x  Government  Publications 

TD  2.40/2:  date Quarterly  report,  demonstration  projects  pro- 

gram. 
Federal  Aviation  Administration. 

TD  4.43  :  date Denver  ARTC  Center,  annual  report. 

Coast  Guard. 

TD  5.25/2:  nos Office  of  Research  and  Development:  Reports 

CG-D-(nos.). 
Commission    on    Bankruptcy    Laws    of    United 
States. 

Y  3.B  22  :  1/date Report. 

Y  3.B  22  :  2/CT General  publications. 

National  Advisory  Council  for  Drug  Abuse  Pre- 
vention. 

Y  3.D  84  :  1/date Report. 

Y  3.D  84 :  2/CT General  publications. 

Federal  Labor  Relations  Council. 

Y  3.F  31/21 :  9/v,  no Decisions  and  interpretations  of  the  Federal 

Labor  Relations  Council. 
White  House  Conference  on  Handicapped  Indi- 
viduals. 

Y  3.W  58/18  : 1/date Report. 

Y  3.W  58/18  :  2/CT General  publications. 

Y  3.W  58/18  :  9/date National  newsletter   (quarterly). 

National  Commission  for  Review  of  Federal  and 
State  Laws  Relating  to  Wiretapping  and 
Electronic  Surveillance. 

Y  3.W  74/2  :  1/date Report. 

Y  3.W  74/2  :  2/CT General  publications. 

Note. — Established  by  PL  90-351,  June  19,  1968. 

Corrections  for  Previous  Monthly  Catalogs 

Nov.  1973.  Entry  31775.  Conservation  and  full  utilization  of  water  .     .     .  Change 

class  to  read  I  27.7/3 :  W  29/2/wall  chart.  Add  •  Item  664-C. 
May  1975.  Entry  07724.  Theory  of  optimum  currency  areas  and  exchange  rate 
flexibility  .  .  .  Change  class  to  read  T  1.47  :  74/16. 

June  1975.  Entry  08668.  Kaskaskia  River  and  tributaries,  Coles  County,  111. 
Change  class  to  read  D  103.47  :  C  67/2. 

July    1975.    Entry    10589.    Research    progress    1974.    Change    class    to    read 
A  13.66/1 :  974. 

Entry  10595.  Increased  use  of  computer  output-microfilm  by  Federal  agen- 
cies could  result  in  savings.  Change  class  to  read  GA  1.13  :  C  73/41. 
Sept.  1975.  Entry  12867.  Agricultural  economic  report,  268.  Change  class  to  read 
A  1.107 :  268/2. 

Entry  13617.  Nominations,  hearing  .  .  .  Change  class  to  read  Y  4.L  11/2 : 

N  72/5/975-5. 

Entry  14195.   What  the  Forest   Service  does.    .  .  .    Change  class   to   read 

A  13.2  :  F  76/80/975. 

Oct.  1975.  Entry  15907.  Financial  statements  as  of  Mar.  31,  1974.  Change  class 
to  read  HH  1.59  :  974/1. 

Entry  nos.  16054-16059,  Report  2-7.  Change  class  to  read  Y  3.V  85  :  9/no.  2-7. 

Entry  16189  should  be  under  National  Highway  Traffic  Safety  Adminis- 
tration. 

Nov.    1975.   Entry   16863.    Student's  introduction  to  accessing  the  1970  census. 
Change  class  to  read  C  3.2  :  St  9. 

Entry  17665.  Water  quality  strategy  paper,  statement  of  policy  .  .  .  Change 

class  to  read  EP  1.2  :  W  29/9/975. 

Entry  18184.  Strengthening  public  management  in  intergovernmental  sys- 
tem, report.  Change  class  to  read  PrEx  2.2  :  M  31/3.     „ 

Dec.  1975.  Entry  18818,  NE-288.  Profile,  computer  .  .  .  Add  •  Item  83-B. 

Jan.  1976.  Entry    00474.  New  directions  in  development  assistance :  Implementa- 
tion   in  four  Latin  American  countries.  Change  to  read  Y  4.1n  8/16 :  As  7/2. 

Entry  00504.   Special  conference  with  the  Vice-President  on  science.  Add 

•  Item  1025-A. 

Entry  00641.  Comparative  analysis  of  Food  Stamp  Act  of  1964.  Change  class 

to  read  Y  4.Ag  8/2  :  F  73/38. 
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Jan.  1976.  Entry  00649.  Dept.  of  Defense  Appropriations  for  FY  1976,  pt.  2.  Crange 

class  to  read  Y  4.Ap  6/2  :  D  36/4/976/pt.  2. 
Entry  00655.  New  York  City  financial  crisis,  hearing.  .  .  .  Change  class  to 

read  Y  4.B  22/3  :  X  42  y. 
Entry  00667.  Direct  investment  abroad  and  multinationals.  .  .  .  Change  dis- 
tribution from  -f  to  *  Paper,  $1.65. 
Entry  00669.  Multinational  corporations  in  Brazil  and  Mexico  .  .  .  Change 

distribution  from  -f  to  *  Paper,  $2.15. 
Entry  00682.  Land  and  water  conservation  funds  :  Historic  preservation  .  .  . 

Change  class  to  read  Y  4. In  8/13  :  L  22/12/975  pt.  3. 
Entry  nos.  00815-00818.  Overseas  business    reports   (series).  Change  price 

to  read  *  Paper,  50c. 
Entry    01058.    Weight/volume    ratios    for    Appalachian    hardwoods.    Add 

•  Item  83-B. 
Entry  01072.  Influence  of  residual  stand  density  on  regeneration  of  northern 

hardwoods.  Add  •  Item  83-B. 
Entry  01079.  The  sunrise  mine  proposal  and  the  role  of  the  U.S.  Forest 

Service.  Add  •  Item  84. 
Feb.    1976.    Entry    01717.    Statistical    summary.  .  .  .    Change    class    to    read 

A  101.6/3 :  975. 
Mar.  1976.  Page  90.  Health  Resources  Development  Bureau,  Health,  Education, 

and  Welfare  Dept.  Rockville,  MD.  Change  zip  code  to  read  20852. 
Entry  05244.  Committee  publication  no.  6.  1976  ERDA  authorization  .  .  . 

Change  class  to  read  Y  4.Sci  2  :  94-1/6.  , 
Entry  05487.  Third  U.N.  Law  of  Sea  Conference,  report  .  .  .  Change  class  to 

read  Y  4.F  76/2  :  Se  1/3. 
Entry  05523.  Our  nation's  schools,  report  card.  "A"  in  school  violence  and 

vandalism.   Change  class  to  read   Y  4.J   89/2 :  Sch   6/2.   Add   •  Item   1042. 

Entry  05565.  Look  at  it  this  way  .  .  .  Change  class  to  read  Y  3.C  76/3  :  2  C  98. 

Entry  nos.  05589,  05591-92.  Change  price  to  read  *  Paper,  50c. 

Entry  05897.  How  to  do  business  with  GPO.  Add  •  Item  548. 

Entry  05910.  Financial  statements,  year  ended  June  30,  1974.  Change  class 

to  read  HH  1.59 :  974/2. 
Entry  05972.   Selective  notification  of  information,   SNI.   Change  class  to 

read  J  1.2  :  Se  4. 
Entry  06087.  Petroleum  products  survey  (series).  No.  88.  Motor  gasolines, 

summer  1974.  Add  •  Item  642-A. 
Entry  06133.  Mass  spectrometric  analysis  of  product  water  from  coal  gasifi- 
cation. Add  •  Item  637-A. 
Entry  06134.   Technical  progress  report,  no.   90.  Parachute  stopping  pre- 
liminary experiments.  Add  •  Item  637-A. 
Entry  06314.  Vital  statistics  of  United  States,  1972.  v.  2.  sec.  5.  Life  tables. 

Add  •Item  510. 

Entry  06364.  Data  report  NMFS-DR  (series)  91.  Add  •  Item  616-G. 

Entry  06401.  Report  to  the  President  and  Congress,  .  .  .  Add  •  Item  834-N-l. 

Entry  06402.  Report  to  the  President  and  Congress,  .  .  .  Change  class  to  read 

NS  1.30/2  :  973.  Change  •  Item  to  834-N-l. 
Entry  06445.  Delete  Background  notes.  Replace  by  OSHA  safety  and  health 

standards  digest. 
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AGRICULTURAL  MARKETING  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

08509  Regulations  governing  grading  of  shell  eggs  and  United  States  standards, 
grades  and  weight  classes  for  shell  eggs  (7  CFR  pt.56),  effective 
July  1,  1974.  [1974.]  18  p.  il.  4°  (Poultry  Division.)  [Issued  with 
perforations.]  + 

A  88. 6: Eg  3/2 

085io  United  States  standards  for  grades  of  processed  fruits  and  vegetables 
and  certain  other  products  [as  of  Nov.  1  ,  1974].  [1974.]  [2]  + 
5  p.  4°  (Processed  Products  Standardization  and  Inspection  Branch, 
Fruit  and  Vegetable  Division.)  + 

A  88.6/2: F  943/974 

AGRICULTURAL  RESEARCH  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

ARS  (series). 

08511  NC-01.   Proceedings  of  seventh  national  conference  on  wheat  utilization  research,  held 

at  Manhattan.  Kans.,  Nov.  3-5,  1971  [with  list  of  literature  cited].  July  1972.  cover 
title,  ii     +154     +  [9]  p.  il.  4°  (Wheat  utilization.)  + 

A  77.15:NC-1 

08512  NC-07.    Soybean  harvesting  [with  list  of  literature  cited];   by  W.  R.  Nave   and  others]. 

July  1973.  [3]     +11  p.  il.  4°     (North  Central  Region.)  + 

A  77.15:NC-7 

08513  NC-10.  Measuring  respiratory  rates  and  volumes  of  experimental  swine,  [by  j.  R.  Songer 

and  others].  Jan.  1974.  [2]     +  5  p.  il.  4°     (North  Central  Region.)  + 

A  77.15:NC-10 

08514  NE-14.    Warehousing   frozen   pork   bellies    and   hams;   [by    B.    Hunt   Ashby    and   George 

M.  James].  June  1973.  [1]  +  ii  +20  p.  il.  4°  (Agricultural  Marketing  Research 
Institute.)  + 

A  77.I5:NF.-14 

08515  NE-18.  System  for  collection,  preparation,  translation  and  computer  reduction  of  digital 

hydrologic  data;  [by  Jan  C.  Carr  ].  Aug.  1973.  cover  title,  ii     +  58  p.  il.  4° 
(Northeast  Watershed  Research  Center.)     # 

A  77.15:NE-18 

08516  NE-30.    Transient   response   of   layered,    sloping   soil   to   natural   rainfall   in    presence   of 

shallow  water  table,  experimental  results  [with  list  of  literature  cited;  by  AS. 
Rogowski  ,  E.T.  Engman  and  E.I.  Jocoby,  jr.]  Feb.  1974.  cover  title,  ii  +  61 
p.  il.  4°     (Northeast  Watershed  Research  Center.)     # 

C  56.218:P-60/92 

08517  NE-46.   Computer  input   microfilm  (CIM)   feasibility  study;   [  by  J.B.   Burford  and  J.M. 

Clark].  July  1974.  [2]      +  6  p.  il.  4°     (Plant  Physiology  Institute.)  + 

A  77. 15: NE-46 

08518  S-05.  Effects  of  spindle-picker  conveying  and  gin  processing  on  cotton  quality  and  seed 

damage;  [by  Gary  L.  Barker  ,  Charles  S.  Shaw,  and  Kirk  E.  Luckett].  Feb.  1973. 
[2]      +  5  p.  il.  4°     (Southern  region.)  + 

A77.15:S-5 

08519  S-07.   Revolving   sintered-sleeve   nozzle  for  generating   pesticide   spray  particles;   [by   E. 

A.  Harrell  ,  J.  R.  Young,  and  W.  W.  Hare],  April  1973.  [4]  +  i  +  14  p.  il. 
4°  (Southern  Region.)  [Prepared  in  cooperation  with  Coastal  Plain  Experiment  Sta- 
tion, University  of  Georgia.]  + 

A77.15:s-7 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  1 


207-875  O  -  76  -  2 


Government  Publications 


08521 
08522 

08523 

08524 
08525 


08528 
08529 
08530 

08531 


08533 

08534 
08535 


S-ll.  Model  study  of  supercritical  flow  channel  transition  for  Nichols  Creek,  Kenedy, 
Tex,  [by  D.  K.  McCool  and  W.  O.  Ree].  July  1973.  iv  +  28  p.  il.  4°  (Southern 
Region.)  [Prepared  in  cooperation  with  Oklahoma  Agricultural  Experiment  Station, 
Oklahoma  State  University.]  + 

A  77.15:S-1I 
S-13.  Gravity-flow  sampler  for  watershed   runoff;  [by  W.   V.  LaSeur  and  others].  June 
1973.  [3]     +  7  p.  il.  (Southern  Region.)  + 

A  77.15:S-13 
S-18.  Automatic  produce-bagging  machine  that  uses  factory -roll  polyethylene  net  tubing 
[with  list  of  literature  cited;  by   Earl   K.   Bowman  and  John  C.  Teele].  July   1973. 
[2]     +  ii     +  16  p.  il.  4°     (Southern  region.)  + 

A  77.15:S-18 
S-25.  Effectiveness  of  3  types  of  ventilation  openings  in  full-telescope  corrugated  citrus 
cartons,   [by    Roy    E.    McDonald   and    Thomas   H.   Camp].   Aug.    1973.    [2]     +    6  p. 
il.  4°     (Southern  Region.)  + 

A77.15:S-25 
S-29.  Shrinkage  of  peanuts  in  storage  in  Southeast;  [by  Whit  O.  Slay,  Reed  S.  Hutchison, 
and  Roy  E.  Heatwole].  Jan.  1974.  iv      +  39  p.  il.  4°     (Southern  Region.)  + 

A  77.15:S-29 

W-04.   Total   salt,   specific   ion,   and   fertilizer   element   concentrations   and    balances   in 

irrigation  and  drainage  waters  of  Twin  Falls  tract  in   southern   Idaho   [with  list  of 

literature  cited;  by  D.  L.  Carter,  C.  W.  Ronnins,  and  J.  A.  Bondurant].  June  1973. 

[2]     +  37  p.  4°     (Western  Region.)  + 

A  77.15:W-4 
W-16.   History  of  scale   cotton  varieties  bred  for  San  Joaquin  Valley,  California  [with 
list   of  literature   cited;   by   John   H.   Turner  ].   Feb.    1974.   cover  title,    23   p.   il.   4° 
(Western  Region.)  [Preface  and  contents  on  p.  2  of  cover.]  + 

A  77.15;W-16 
NC-12.  Scheduling  irrigations  using  programmable  calculator;  [with  list  of  literature  cited]. 
Feb.    1974.   cover   title,    [3]     +    55   p.    il.   4°     (North   Central   Region.)   [Prepared   in 
cooperation  with  Colorado  and  Nebraska  Agricultural  Experiment  Stations.]     # 

A  77.15:NC-12 
NC-16.   Columbia   spillway   sampler;   [by    D.   L.   Rausch  and  J.   D.   Haden].   April   1974. 
8  p.  il.  4°     (North  Central  Region.)  + 

A  77.15:NC-16 
NC-17.  Micro-organism  culture  collections,  acronyms  and  abbreviations;  [by  P.  T.  Prid- 
ham  ].  June  1974.  [2]     +  41  p.  (North  Central  Region.)  + 

A  77.15:NC-17 
NC-18.    Resistance  in  sweetclover  to  sweetclover  root  borer;  [by  G.   R.  Manglitz   ,  H. 
J.   Gorz  and   F.   A.    Haskins].   July    1974.   [2]     +    3   p.   4°     (North   Central   Region.) 
[Prepared  in  cooperation  with  Nebraska  Agricultural  Experiment  Station]  + 

A  77.15:NC-18 

NC-19.    Standard   tests   to   characterize   pest  resistance   in   alfalfa   varieties   [with  list  of 

literature  cited;  by  D.K.  Barnes  and  others).  Sept.  1974.  [4]     +  23  p.  il.  4°     (North 

Central   Region.)   [Published   in  cooperation  with   Arizona,   California,    Kansas,   and 

Minnesota  Agricultural  Experiment  Stations.]  + 

A  77.15:NE-19 
NE-09.  Participants  in  national  poultry  improvement  plan,  national  plan  hatcheries,  na- 
tional plan  dealers,  and  independent  flocks,  egg-type  and  meat-type  chickens,  tur- 
keys, waterfowl,  exhibition  poultry,  and  game  birds.  Jan.  1973.  cover  title,  89  p. 
4°  (Animal  Improvement  Program  Laboratories.)  [Compiled  by  Poultry  Improvement 
staff.  Supersedes  ARS  44-6  series.]     # 

A  77.15:NE-9 
NE-22.    Comparison   of   methods   for   testing   thermal   performance   of   vehicles   used   to 
transport   perishable   foods;   [by   Robert   F.   Guilfoy    ,    jr.   ]   May    1973.    44   p.   il.   4° 
(Agricultural  Marketing  Research  Institue.)      # 

A  77.15:NE-22 
NE-33.    Security   for   food   distribution   centers;   [by   Charles   L.   Goulston   ).   Jan.    1974. 
[2]     +  16  p.  il.  4°     # 

A  77.15:NE-33 

NE-34.    Physical   evaluation  of  three   principal   methods   of   exporting   dry   edible   beans 

by   van  containers,   [by  Joseph   P.  Anthony   ,  jr.,  Russell  H.   Inds,  jr.,   and  Robert 

C     Mongelli.)   Feb.    1974.   iv     +    10  p.   il.  4°     (Agricultural   Marketing   Research   In- 

SlkUtC)     #  A77..5:NE-34 

NE-38.  Rapid  procedure  for  detection  of  aflatoxins  in  field-collected  cottonseeds  by 
thin-layer  chromatography  [with  list  of  literature  cited;  by  George  V.  Merola  and 
others].  Sept.  1974.  [2]     +  10  p.  il.  4°     (Nutrition  Institute.)  + 

A  77.15:NE-38 
S-04.   Some  characteristic   properties  of  cotton-gin  emissions;  [by   Eugene  P.  Columbus 
and  E.  Dale  Threadgill].  Apr.  1973.  [1]      +  5  p.  4°     (Southern  Region.)     # 

A  77.15:S-4 
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S-16.  Toxicity  of  phosphinc  at  varous  concentrations  and  temperatures  to  cigarette  beetle 
[with  list  of  literature  cited,  by  Dana  P.  Childs  and  others).  July  1973.  [2]  + 
8  p.  il.  4°     (Southern  Region.) 

A  77  I5:S-I6 
$-21.  Fiberboard  cartons  for  exporting  grapefruit,  [by  Philip  W    Hale,  Russell  H.  Hinds 
jr.  and  Thomas  Moffilt].  Sept.  1973.  iv      t  7p.  il.  4°     (Southern  Region.)   t 

A  77I5:S-2I 
S-22.    Responses   of   cigarette   beetle   larvae   to   temperature    and   humidity    [with   list   of 
literature  cited,  by  L.  W.  Fletcher  and  others].  Sept.  1973.  iv      +  10  p.  il.  4° 
(Southern  Region.)  [Prepared  in  cooperation  with  Department  of  Entomology.  Ohio 
Agricultural  Research  and  Development  Center,  Wooster,  Ohio.]  + 

A  77.15:S-22 
S-32.  Chemical  insecticides,  field  evaluation  for  control  of  cabbage  caterpillars;  [by  C.S. 
Creighlon  ,  T.L.  McFadden.  and  Robert  B.  Cuthbcrt  II].  Mar.   1974.  6  p    (Southern 
Region.)  [Prepared  in  cooperation  with  South  Carolina  Agricultural  Fxperimcnt  Sta- 
tion] t 

A  77.15:S-32 
S-34.  Cotton  stripper  with  air-belt  conveyors  for  harvesting  variable  row-width  research 
plots,   [by   James    A.    Friesen    .    I.    W.    Kirk   and    A.    D.    Brashears].   Jan.    1974.    [2] 
+  5  p.  il.  (Southern  Region.)  + 

A77.l5:S-34 

S-36.  Development  and  evaluation  of  small-scale  cotton  ginning  system;  [by  W.Stanley 

Anthony  and  Oliver  L.  McCaskill].  Mar.  1974.  [2]      +  9.  p.  il.  4°     (Southern  Region.) 

A  77.15:S-36 

S-39.  Effects  of  lint-cleaner  feed  rates,  saw-cylinder,  and  feed-rool  speeds  on  lint  quality 
and  bale  value  of  southeastern  area  cotton  [with  list  of  literature  cited;  by  Richard 
A.  Wesley  ].  May  1974.  [2]       +  22  p.  4°     (Southern  Region.)  + 

A  77.15:S-39 
W-05.  Citrus  fruit  appearance,  weight  loss,  and  internal  condition  inferences  for  mechani- 
cal  harvesting;   [by   W.   F.   Millier  and   G.   K.   Brown).    April    1973.   [3]      +    14  p.   il. 
4°     (Western  Region.)  + 

A  77.15:W-5 
W-09.  Pathogens  from  economically  important  nitidulid  beetles;  [by  James  E.  Lindergren 
and  George  T.  Okumura).  Aug.  1973.  7  p.  4°     (Western  Region.)  + 

A  77.1  VW-9 
W-10.   Equipment  for  releasing  lure-toxicant  treated  twine   from  aircraft  for  control  of 
selected  insects,   [by    L.   G.   Schoenleber.   H.   M.   Atkinson  and   R.   E.    Short].   Aug. 
1973.  [2]     +  5  p.  il.  4°     (Western  Region.)  + 

A  77.15:W-10 
W-ll.  Unitized  brush  grader-sizer  for  apples,  [by  Stanley  W.  Burt  and  Glenn  O.  Patchen). 
Sept.  1973.  [4]     +12  p.  il.  4°     (Western  Region.)  + 

A  77.15:W-11 
W-12.  Development,  fecundity,  and  longevity  of  cotton  leaf  perforator  in  relation  to  tem- 
perature  [with   list   of   literature   cited;   by    R.    E.    Eye    and   C.   J.    May).   Jan.    1974. 
[2]      +  5  p.  il.  4°     (Western  Region.)  [Prepared  in  cooperation  with  Arizona  Agricul- 
tural Experiment  Station.)  + 

A  77.I5:W-12 
W-15.  Earth  linings  for  seepage  control,  evaluation  of  effectiveness  and  durability;  [by 
A.    R.    Dedrick    and    C.   W.    Lauritzen).    Apr.    1974.   cover   title,    ii     +    24   p.    il.   4° 
(Western  Region.)     # 

A  77.15:W-!5 

W-20.   Surface  area  of  deltapine  smoothleaf,  hopicala  and   pima  S-2  cotton   plants;  [by 

D.  E.  Surber  and  others].  July  1974.  cover  title,  7  p.  4°     (Western  Region.)  [Prepared 

in  cooperation  with  Arizona  Agricultural  Experiment  Station.  Table  of  contents  on 

p.  2  of  cover]  + 

A  77.15:W-20 

W-21.  Sources  of  resistance  in  alfalfa  to   Lygus  hesperus   knight  [with  list  of  literature 

cited;   by   M.W.    Nielson    ,    Harold    Don   and  Jerry   Zaugg).   Aug.    1974.    cover   title. 

5  p.  4°     (Western  Region.)  [Text  on  p.  2  of  cover.  Page  5  is  p.  3  of  cover.  Prepared 

in  cooperation  with  Arizona  Agricultural  Experiment  Station.)  + 

A  77.LVW-21 

Index-catalogue  of  medical  and  veterinary  zoology:  Special  publication. 

3.  Ticks  and  tickborne  diseases.  2.  Hosts;  by  Mildred  A.  Doss  [and  others].  July  1974. 
3  pts.  xvi  +  1268  p.  (Animal  Parasitology  Institute.)  [Prepared  in  cooperation  with 
Department  of  Zoology,  University  of  Maryland.  Includes  sources  consulted  in  clas- 
sification of  hosts.]     *  Paper,  $12.05  per  set  (3  pts.)  (S/N  0111-00146).     •Item  31 

A  77.219/4:3/2/pt.l-3 

3.  Ticks  and  tickborne  diseases,  1.  Genera  and  species  of  ticks,  pt,  1-3,  Genera  A- 
X.  by  Mildred  A.  Doss  [and  others).  Jan.  1974.  3  v.,  ii  +  429  p..  [1]  +  593 
p.,  and  [1]     +  329  p.  4°     [Publication  prepared  as  cooperative  effort  by  Department 

§For  Sale  by  National  Technical  Information  Service, 
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of  /oology.  University  of  Maryland,  and  Animal  Parasitology  Institute.]  +  •Item 
31 

A  77.219/4:3/l/pt.l-3 

08555  Influence  of  agricultural  practices   on  nutrient  composition  of  foods, 

proceedings,  Northeastern  Agricultural  Experiment  Station  Collabora- 
tors' Conference,  October  26-27,  1972  [Philadelphia,  Pa.]  [with  lists 
of  literature  cited].  [May  1973.]  cover  title,  ii  +  70  p.  il.  4°  (Eastern 
Regional  Research  Laboratory.  ERRL  publication  3786.)  + 

A  77.2:Ag  8/7 

AGRICULTURAL  STABILIZATION  AND  CONSERVATION 
SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

ASCS  background  information  BI  (series). 

08556  03.  Acquisition  and  disposal  of  farm  commodities  by  CCC.  July  1974.  13  p.  4°  + 

A  82.82:3/5 

08557  11.   Commodity   programs   and   related   legislation   through    the   years.   Aug.    1974.   21    p. 

4°  + 

A  82.82:  11/3/974 

AGRICULTURE  DEPARTMENT  Washington,  DC  20250 

Note— Requests  to  the  Department  of  Agriculture  for  publications  should  include   the  USDA 
number  if  given  in  the  entry. 

Agriculture  handbook. 

08558  072.  Wood  handbook,  wood  as  engineering  material;  [with  bibliographies].  Revised  Aug. 

1974.  [1974.]  [432]  p.  il.  4°     [Forest  Products  Laboratory,  Forest  Service.]     *  Cloth, 

$7.85  (S/N  0100-03200).     •Item  3 

L.C.  card  73-600335  A  1.76:72/974 

08559  378.  Guidelines  for  chemical  control  of  plant  diseases  and  nematodes.  [Jan.   1974.]  cover 

title,  [221]  p.  4°  (Agricultural  Research  Service.)  [Issued  with  perforations.]  * 
Paper,  $13.00  (basic  manual  and  supplements  for  indefinite  period);  add  $3.25  for 
foreign  mailing     •Item  3 

A  1.76:378 

08560  449.  Trees  of  Puerto  Rico  and  Virgin  Islands,  2d  volume   [with  list  of  literature  cited]; 

by   Elbert  L.  Little   ,  jr.,  Roy  O.  Woodbury  and  Frank  H.  Wadsworth.   Sept.   1974. 

xiv+1024   p.    il.   4°     (Forest   Service.)     *    Paper,    $13.45   (S/N   0100-02884).     •Item 

3 

L.C.  card  73-600-134  A  1.76:449 

08561  452.    Guidelines   for   use    of   insecticides    to   control    insects    affecting   crops,    livestock, 

households,   stored  products,  forests,   and  forest  products.  [Feb.   1974.]   cover  title, 
[295]   p.   oblong   8°     (Agricultural   Research   Service   and   Forest   Service.)   [Text  on 
p.  2  of  cover.  Issued  with  perforations.  Supersedes  Agriculture  handbook  331.] 
*  Paper,   $12.50   (includes   basic    manual   and   supplementary    material   for   indefinite 
period);  add  $3.50  for  foreign  mailing.     •Item  3 

A  1.76:452 

08562  453.   Principal   laws   relating   to   Forest   Service   activities.   Jan.    1974.   ix  +  265    p.   (Forest 

Service.)     *   Paper,  $2.35  (S/N  0100-02947).     •Item  3 

A  1.76:453 

08563  465.   Dictionary  of  terms   used  in  hides,   skins  and  leather   trade;  [compiled   by   Dugger 

Harris  ].  [Apr.  1974.]  cover  title,  i  +  66  p.  4°  (Foreign  Agricultural  Service.) 
♦Paper,  $1.05.     •Item  3 

A  1.76:465 

Home  and  garden  bulletin. 

08564  056.   How   to  make   jellies,  jams  and  preserves  at  home;    [Revised   Sept.    1974.]   [1974.] 

[2]  +  34  p.  il.  [Prepared  by  Consumer  and  Food  Economics  Institute,  Agricultural 
Research  Service.]     *  Paper,40c.  (S/N  0100-03167).     •Item  11 

A  1.77:56/5 

08565  158.  Beekeeping  for  beginners.  [Revised  April  1974.]  [1974.]  12  p.  il.  [Prepared  by  National 

Program  Staff,  Agricultural  Research  Service.  Includes  list  of  USDA  bee  laborato- 
ries.]    *  Paper,  25c.  (S/N  0100-03216).     •Item  1 1 

A  1.77:158/3 

08566  163.  Minigardens  for  vegetables.  [Slightly  revised  May  1974.]  [1974.]  12  p.  il.  [Information 

furnished  by  Plant  Genetics  and  Germplasm  Institute,  Northeastern  Region,  Agricul- 
tural Research  Service.]     *  Paper,  25c.  (S/N  0100-03219).     •Item  11 

A  1.77:163/3 

*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  4  #  Not  Available  for  Sale  or  Distribution 


May  1976 
Miscellaneous  publication. 

08567  1290.   Our  land  and   water  resources,   current  and   prospective   supplies   and    uses     Mav 

1974.  viii  f  54  p.  il.  4°  (Economic  Research  Service.)  •  Paper.SI.OO  (S/N  0100- 
03250).     •Item  13-A 

A  1.38:1290 

08568  Niobrara    River   basin,    Nebraska,    water   and   related   land   resources. 

[1973.]  cover  title,  [166]  p.  il.  4°  [Prepared  by  Economic  Research 
Service,  Forest  Service  and  Soil  Conservation  Service.  Some  illustra- 
tions are  colored.]     # 

A  1.2:N62 

PA  [Program  aid]  (series). 

08569  0362.    Emergency   tillage   for  wind   erosion   control.   [Revised    Mar.    1974]   [1974]   [6]   p. 

il.  narrow  8°  (Soil  Conservation  Service.)  •  Paper,  25c  (S/N  0100-03204).  •Item 
1 4- A 

A  1.68:362 

08570  1085.  Still  learning  through  extension    May  1974.  12  p.  il.  oblong  \T     (Extension  Service.) 

+     •Item  14-  A 

A  I  68:1085 

08571  1097.  This  is   ERS.   [Sept.    1974]  cover  title,    18  p.   il.   narrow   8°     (Economic   Research 

Service.)  [Formerly  published  as  ERS  423,  Aug.  1969]  + 

A  1.68:1097 

08572  1115.  Sewing  menswear,   pants.   [Apr.    1975]  32  p.  il.4°     (Extension  Service.)  [Prepared 

by  Educational  Bureau  of  Coats  and  Clark,  Inc.  Cooperative  extension  work  with 
State  land-grant  universities]     *  Paper  ,70c.  (S/N  001-000-03412-0).     •Item  14-A 

A  1.68:1115 
Note.— See  also  entry  09625. 

Picture  story. 

08573  278.  Neighborly  aide.  May  1974.  [4]  p.il.  4°     (Extension  Service.)  + 

A  1.100:278 

08574  279.  Little  bug  wins  big  victory.  July   1974.  4  p.  il.  4°     (Agricultural  Research  Service.) 

+ 

A  1.100:279 

08575  280.  Goal,  higher-yielding  soybeans.  July   1974.  [6]  p.  il.  4°     (Office  of  Communication.) 

+ 

A  1.100:280 

08576  281.  Sealing  stock  pond  bottoms.  Aug.  1974.  [4]  p.  il.  4°     (Agricultural  Research  Service.) 

A  1.100:281 

08577  282.  Learning  while  bread  bakes.  Aug.  1974.  [4]  p.  il.  4°     (Extension  Service.)  + 

A  1.100:282 

Production  research  report. 

08578  155.   Vacuum  drying  of  cotton,  feasibility    study;  [by  Gino  J.   Mangialardi    ,  jr.  and   A. 

Clyde  Griffin,  jr.).  [June  1974.]  [2]  +  12  p.  il.  (Agricultural  Research  Service.) 
*  Paper,  25c.  (S/N  0100-02977).      •Item  13-C 

A  1.84:155 

Statistical  bulletin. 

08579  526.   Dairy  market  statistics,    1973,  annual  summary,  [collected  and  compiled  by  Dairy 

and  Poultry  Market  News  BranchO.  Mar.  1974.  28  p.  4°  (Agricultural  Marketing 
Service.)  + 

A  1.34:526 

08580  532.  Farm  characteristics,  production  and  land  resources,  by  production  areas  of  north 

central  region  [with  list  of  references;  by  J. A.  Sharpies  ,  D.L.  Williams  and  N.R. 
Martin,  jr.].  [July  1974]  cover  title,  ii  +  68  p.  il.  4°  (Economic  Research  Service.) 
+     •Item  15 

A  1.34:532 

Technical  bulletin. 

08581  1480.    Managing   semidesert   grass-shrub    ranges:    Vegetation    responses    to   precipitation. 

grazing,  soil  texture,  and  mesquite  control  [with  list  of  literature  cited;  by]  S.  Clark 
Martin  and  Dwight  R.  Cable.  Apr.  1974.  vi  +  45  p.  il.  4°  *  Paper,  65c  (S/N 
0100-02918).     •Item  16 

A  1.36:1480 
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08582  Water  and  related  land  resources:   Central  Lahontan  Basin,   Calvada 

Subbasin,  Nevada,  California,  Appendix  1,  Soil  [with  list  of  literature 
cited].  July  1973.  cover  title,  [1]     +  98  p.  il.  map  in  pocket  4° 
[Prepared  by  Forest  Service,  Soil  Conservation  Service,  in  coopera- 
tion with  Nevada  Department  of  Conservation  and  Natural  Resources, 
and  Resources  Agency  of  California.]     # 

A  1.105:L  13/2/973/app.l 

08583  We  will  eat  more  meat,   not  less,  by  Secretary  of  Agriculture  Earl 

L.  Butz  [1974.]  10  p.  4°  (4253;  USDA  2161-74.)  [Address  by  Secreta- 
ry of  Agriculture  Earl  L.  Butz  before  American  Society  of  Animal 
Science,  College  Park,  MD,  July  31,  1974.]  + 

A  1. 40:  B  98/86 

AIR  AND  WATER  PROGRAMS  OFFICE,  Environmental  Protection 
Agency  Washington,  DC  20460 

Publication  APTD  (series). 

08584  1545.    Steam    car   control    analysis    [with    list   of   references];    by    E.    A.    Mayer    ,   G.W. 

Hurlong,  jr.  July  1972.  |162]  p.  il.  4°  (Office  of  Air  and  Waste  Managemnet  Office, 
Office  of  Mobile  Source  Air  Pollution  Control  Programs,  Alternative  Automotive 
Power  Systems  Development  Division,  Ann  Arbor,  Mich.)  [Prime  contract  68-04- 
0004.]     §Paper,$11.25 

EP  4.9/2:1545 

AIR  FORCE  ACADEMY,  Defense  Dept.  U.S.  Air  Force  Academy,  CO 


Special  bibliography  series. 

08585  46.    Military    and   society;    [compiled   by    Donald   J.    Barrett   ].    [Sept.    1972.]    [5]     +    82 

+  [1]  p.  (Library.)       # 

D  305.12:46 

08586  47.   United   States  and   United  Nations;   [compiled  by  Ottie   K.  Sutton  ].  Jan.   1973.   [5] 

+  38  p.  (Library.)      # 

D  305.12:47 

AIR  FORCE  DEPARTMENT,  Defense  Dept.  Washington,  DC  20330 

AFOSR  TR  (series).  (Air  Force  Office  of  Scientific  Research,  Air 
Force  Systems  Command.) 

08587  70-2368.  Conference  on  research  to  expand  usefulness  of  military  working  dog,  papers 

presented  at  Conference,  Wilford  Hall,  USAF  Medical  Center,  Lackland  AFB,  Tex., 
Mar.  18-20,  [with  list  of  references].  Nov.  1970.  [1]  +  iv  +  122  +  [1]  p.  il. 
4°     [Project  9777,  61102F,  681312.]     # 

D  301.45/19:70-2368 

Soviet  military  thought  (series). 

08588  4.    Basic    principles   of   operational   art   and   tactics   (Soviet    view);    [by]    V.    Ye.    Savkin 

.  [1974.]  ix     +  284  p.  [Published  Moscow,  1972.]     *  Paper,  $2.30  (S/N  0870-00342.). 


AIR  TRAFFIC  SERVICE,  Transportation  Dept.  Washington,  DC 
20553 

08589  Flight  services  handbook,  Change  6,  [1974.]  [129]  p.  il.  4°  (7110.10 
B.)  [Effective  July  1,  1974.  Cancellation  date  Oct.  1,  1974.  Issue 
with  perforations.]  *  Paper,  $24.00  (basic  and  supplementary  material 
for  indefinite  period);  add  $6.00  for  foreign  mailing.  •Item  431- 
D-l 

TD  4.308:F  64/973/ch.6 
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ANIMAL  AND  PLANT  HEALTH  INSPECTION  SERVICE, 
Agriculture  Dept.  Washington,  DC  20250 

APHIS  (series). 

08590  91-10.  Origin  and  spread  of  Venezuelan  equine  encephalomyelitis  |with  list  of  references]. 

May    1973     cover   title,    i      +    51    p.    il.   4°     (Prepared    by    Veterinary    Services.]      + 
•Item  30-A-l 

A  101.10/2:91-10 

08591  91-13.   Cooperative   State-Federal   sheep   and   cattle   scabies    eradication,   progress   report 

and    epidemiology,    fiscal    year    1972.    Sept.    1973.    ii      +    25    p.    il.   4°     (Prepared    b> 
Veterinary  Services.)     # 

A  10I.I0/291-13 

08592  Veterinary  services  biologies:  Notice  18,  Biological  products  produced 

in  licensed  establishments  during  calendar  year  ended  Dec.  31,  1973. 
Feb.  15,  1974.  8  p.  4°     # 

A  101.14:18 

ARMS  CONrROL  AND  DISARMAMENT  AGENCY  Washington,  DC 
20451 


08593  Nuclear  disarmament  without  secrecy,  remarks  to  be  delivered  by  Fred 

C.  Ikle,  Director,  Arms  Control  and  Disarmament  Agency,  before 
Council  on  Foreign  Relations,  Chicago,  Sept.  5,  1974.  [1974.]  10  p. 
4°  + 

AC  1.12:Ik6 

ARMY  DEPARTMENT,  Defense  Dept.  Washington,  DC  20310 

AMC  pamphlet.  (Army  Materiel  Command.) 

08594  310-1.  Military  publications,  index  of  publications  and  blank  forms,  Jan.  2,  1974,  Change 

1  current  as  of  Mar.  6,  1974.  Apr. 1,1974.  10  p.  4°     [Issued  with  perforations.] 
#     •Item  322-A 

D  101.22/3:310-l/14/ch.l. 

08595  750-4.    Maintenance   of   supplies   and   equipment:    AMC   ammunition   peculiar  equipment 

index.    Apr.    1974.    cover   title,    [423]    p.    il.   4°     [Supersedes    AMCP   750-4,    May    1, 
1972.  Issued  with  perforations.]     #     •Item  322-A 

D  101.22/3:750-4 

Army  Electronics  Command,  Fort  Monmouth,  N.J.:  Research  and 
development  technical  report  ECOM  (series).  (Reports  control  symbol 
OSD-1366.) 

085%  5503.  Vertical  efficiency  of  active  and  passive  balloon  tracking  systems  from  standpoint 
of  integrated  error  [with  list  of  literature  cited],  by  Walter  B.  Miller  [and]  Donald 
R.  Veazey.  Aug.  1973.  cover  title,  [2]  +  21  p.  il.  4°  [DA  task  1T061 102B53A- 
18.]     # 

D  111.9/4:5503 

08597  5507.  Investigation  of  solar  eclipse  effect  on  subpolar  stratosphere  [with  list  of  literature 

cited];  by  J.  S.   Randhawa  .  Sept.   1973.  cover  title,  [2]     +    17  p.  il.  4°     [DA  task 
1T061102B53A-18.]     # 

D  111.9/4:5507 

08598  5501.  Potential  use  of  polarized  reflected   light  in  remote  sensing  of  soil  moisture  [with 

list    of   literature    cited];   by    Barry    Doll    .   July    1973.    cover  title,    [2]      +    15   p.   il. 
4°     (DA  task  1T061 102B53A-17.)      # 

D  111.9/4:5501 

08599  Employee-management  agreement,  American  Federation  of  Government 

Employees,  Lodge  1504,  Tacoma,  Wash.,  and  Headquarters,  9th  In- 
fantry Division  and  Fort  Lewis,  Fort  Lewis,  Wash.  Dec.  22,   1972. 

[3]     +  56     +  [1]  p.  24°      # 

D  101.2:Em7/4 
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Government  Publications 
Field  manual  FM  (series). 

08600  10-16.  General  repair  of  tents,  canvas,  and  webbing  [with  list  of  references].  Apr.   1974. 

cover  title  82  p.  il.  4°  [Supersedes  TM  10-269,  May  25,  1964,  including  all  changes 
and  section  3,  TM  10-455,  Mar.  13,  1942.]      #     •Item  324 

D  101.20:10-16/2 

08601  10-20.  Organizational  maintenance-military  petroleum  pipelines,  tanks  and  related  equip- 

ment [with  list  of  references].  May  1974.  cover  title,  iii  +65  +  [1]  p.  il.  4° 
[Issued  with  perforations.  Supersedes  TM  10-1109,  Feb.8,1968.]     #     •Item  324 

D  101.20:10-20/2 

08602  22-100.    Military  leadership  [with  bibliography/reading  list].   June   1973.  cover  title,  [155] 

p.  il.  4°  [Supersedes  FM  22-100,  Nov.  1,  1965.  Issued  with  perforations.]  *  Paper, 
$1.95.     •Item  324 

D  101.20:22-100/5 

08603  History,  annual  supplement,   1969,  Headquarters,  United  States  Army 

Infantry  Center,  Fort  Benning,  Ga.;  [prepared  by  Director  of  Opera- 
tions and  Training].  [1974.]  iii     +  72  p.  il.  4°     # 

D  101. 2:  In  3/2/969 

08604  History,  annual  supplement,   1971,  Headquarters,  United  States  Army 

Infantry  Center,  Fort  Benning,  Ga.;  [prepared  by  Director  of  Plans 
and  Training].  [1974.]  iii     +  84  p.  il.  4°     # 

D  101.2:In  3/2/971 

Technical  manual  TM  (series). 

08605  10-500.  Airdrop  of  supplies  and  equipment,  general  information  for  rigging  airdrop  plat- 

forms. Jan.  1972.  cover  title,  [991  P-  il-  4°  (Air  Force  TO  13C7-1-5.)  [Reprint  which 
includes  current  pages  from  Changes  1  and  2.  Issued  with  perforations.  Supersedes 
TM  10-500/TO  13C7-1-5,  22  Nov.  1968,  including  all  changes,  and  chapter  2,  TM 
10.-500-16;  May  3,  1968]     #     •Item  329 

D  101.11:10-500/3 

08606  S-312.   Military   fixed   bridges   [with  list   of   references].   Dec.    1968.   cover  title,   [445]   p. 

il.  4°  [Reprint  which  includes  current  pages  from  Changes  1  and  2.  Contains  copyright 
material.  Issued  with  perforations.  Supersedes  I'M  5-312,  June  7,  1962,  TM  5-285, 
June  27,  1944,  and  TM  5-286,  Apr.  30,  1945.]       #     ©Item  329 

D  101.11:5-312/3 

08607  5-331 D.    Utilization   of   engineer   construction   equipment:    v.D-1,    Asphalt   and   concrete 

equipment  [with  list  of  references];  Apr.  1969.  122  p.  il.  4"  [Issued  with  perfora- 
tions]    #     •Item  329 

D  101.11:5-331D 

08608  V856-7.   Design  of  structures  to  resist  effects  of  atomic  weapons,  shear  wall  structures 

[with  bibliography.]  Jan.  1958  [published  1974].  cover  title,  vii     +  184  p.  il.  4° 
[Reprint  which  includes  current  pages  from  Change  I]     •Item  329 

D  101.11:5-856-7 

0KMI9        8-226-1.  Dental  removable  prosthetic  specialist;  [with  list  of  references].  Oct.  1973.  cover 

title,    (420]   p.    il.    4°     [Issued    with   perforations.    Supersedes    together    with   TM    8- 

226-2,  Jan.  25,   1971,   manual  TM  8-221,  Sept.   15,   1967.]     *  Paper,  $4.20  (S/N  0820- 

00458).     •Item  329 

D  101.11:8-226-1 

ARMY  MEDICAL  DEPARTMENT,  Defense  Dept.  Washington,  DC 
20310 

Army    Medical    Research    and    Nutrition    Laboratory,    Fitzsimmons 
General  Hospital,  Denver,  Colo.:  Laboratory  report. 

08610  345.   Three   decades   of  endeavor,   bibliography,    1944-74;   by   Alda  J.    Kuemmerlin   [and 

others].  Apr.  1974.  cover  title,  [2]  +  iv  2  165  p.4°  [Project  3A762760A822,  Military 
internal  medicine.]     § 

D  104.17:345 

ATOMIC  ENERGY  COMMISSION  Washington,  DC  20545 

AEC  research  and  development  report. 

08611  WASH-1 181-74.  Materials  sciences  programs,  fiscal  year  1974.  July  1974.  [9]      +  74 

+  [1]     +  A  21  p.  4°     (Division  of  Physical  Research.)     §  Paper,  $8.50 


Y  3.At  7:22/WASH-l  181-74 


*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
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CANAL  ZONE  GOVERNMENT  Washington,  DC  20004 

08612  Annual  report  of  insurance  business  transacted  in  Canal  Zone  during 

calendar  year  1971,  including  laws  concerning  licensing  of  insurance 
companies.  [1972.]  [1]     +  23  p.  + 

CZ  1.9:971 

CENSUS  BUREAU,  Commerce  Dept.  Suit  land,  MD  20233 

Census  of  retail  trade,  1972:  Area  statistics  RC  72-A-(series).  ([Business 
Division.]) 

08613  20.  Maine.  [June  1974]  [51]  p.  il.  4°     *  Paper,  $1.05.     •Item  132-A-22 

C  56.251/2:972/20 

08614  40.  Rhode  Island.  July  1974.  [53]  pil.  4°     •  Paper.  $  1 .25.     •Item  132-A-42 


15  13.  Idaho.  June  1974.  [48]  p.  il.  4°     *  Paper,  $1.10.     •Item  132-A-15 

16  29.  Nevada.  June  1974.  [44]  p.  il.  4°     *  Paper,  $1.65.     •Item  I32-A-31 

17  07.  Connecticut.  July  1971.  [91]  p.  il.  4°     •  Paper,  $1.75.     •Item  132-A- 

18  02.  Alaska.  July  1974.  [39]  p.  il.  4°     *  Paper,  95c.     •Item  132-A-2 

12.  Hawaii.  July  1974.  [41]  p.  il.  4°     *  Paper,  $1.05.     •Item  132-A-14 

3.  Arizona.  June  1974.  [55]  p.  il.  4°     •  Paper,  $1.25.     •Item  132-A-4 

45.  Utah.  June  1974.  [51]  p.  il.  4°     *  Paper,  $1.15.     •Item  132-A-47 

51.  Wyoming.  Apr.  1974.  [36]  p.  4°     *  Paper,  95c.     •Item  132-A-54 


C  56.251/2:972/40 
C  56.251/2:972/13 
C  56.251/2:972/29 
C  56.251/2:972/7 
C  56.251/2:972/2 
C  56.251/2:972/12 
C  56.251/2:972/3 
C  56.251/2:972/45 
C  56.251/2:972/51 


Census  of  selected   service  industries,    1972:    Area  statistics  SC  72- 
A-(series).  ([Business  Division.]) 

07.  Connecticut.  July  1974.  [87]  p.  il.  4°     *  Paper,  $1.70.     •Item  132-A-8 

C  56.253/3:972/7 
12.  Hawaii.  July  1974.  [43]  p.  il.  4°     •  Paper,  $1.05.     •Item  132-A-14 

C  56.253/3:972/12 
22.  Massachusetts.  July  1974.  [117]  p.  il.  4°     *  Paper,  $2.10.     ©Item  132-A-24 

C  56.253/3:972/22 
30.  New  Hampshire.  July  1974.  [53]  p.  il.  4°     *  Paper,$I25.     •Item  132-A-32 

C  56.253/3:972/30 
48.  Washington.  Aug.  1974.  [82]  p.  il.  4°     *  Paper,  $1.60.     •Item  132-A-51 

C  56.253/3:972/48 

Census  of  transportation   1972:  Truck  inventory  and  use  survey  TC 
72-T-(series).  ([Transportation  Division.]) 

52.  U.S.  summary.  Oct.  1973.  [651  P-  il-  4°     *  Paper,  SI. 00.     •Item  160-D 

C  56.246/2  :TC-72-T  52 

Census   of  wholesale  trade   1972:    Area  statistics.   WC  72-A-(series). 
([Business  Division.]) 

51.  Wyoming.  Mar.  1974.  [36]  p.  il.  4°     *  Paper,  $1.00.     •Item  132-A-54 

C  56.252/3:972/51 
03.  Arizona.  June  1974.  [40]  p.  il.  4°     *  Paper,  95c     •Item  I32-A-4 

C  56.252/3:972/3 
05.  California.  Aug.  1974.  [70]  p.  il.  4°     *  Paper.  $1.30.     •Item  132-A-6 

C  56.252/3:972/5 
12.  Hawaii.  Aug.  1974.  [38]  p.  il.  4°     *  Paper.  $1.00.     •Item  I32-A-I4 

C  56.252/3:972/12 
27.  Montana.  May  1974.  [43]  p.  il.  4°     *  Paper.  $1.00.     •Item  132-A-29 

C  56.252/3:972/27 
30.  New  Hampshire.  July  1974.  [391  p.  il.  4°     *  Paper.  SI. 00.     •Item  132-A-32 

C  56.252/3:972/30 
32.  New  Mexico.  June  1974.  [40]  p.  il.  4°     *  Paper,  95c     •Item  132-A-34 

C  56.252/3:972/32 
38.  Oregon.  July  1974.  [45]  p.  il.  4°     ♦  Paper.  $1.10.     •Item  1  32-A-40 

C  56.252/3:972/38 
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08637  45.  Utah.  June  1974.  [40]  p.  il.  4°     *  Paper,  95c.     •Item  132-A-47 

C  56.252/3:972/45 

08638  46.  Vermont.  June  1974.  [36]  p.  il.  4°     *  Paper,  95c     •Item  1  32-A-48 

C  56.252/3:972/46 

08639  40.  Rhode  Island.  July  1974.  [39]  p.  il.  4°     *  Paper,  $1.00.     •Item  132-A-42 

C  56.252/3:972/40 

Census  use  study.  ([Data  User  Services  Office.]) 

08640  Social  and  health  indicators  system:  pt.l,  Atlanta,  Ga;  [by  John  C.  Deshaies  and  Harold 

C.  Wallach].  April  1974.  iv  +  61  p.  4°  [Prepared  in  cooperation  with  Executive 
Office  of  President,  Office  of  Economic  Opportunity,  Office  of  Health  Affairs, 
Office  of  Planning,  Research  and  Evaluation.]     +     •Item  131-D 

C  56.220: So  1 /pt.l /At 

Current  industrial  reports.  (Industry  Division.) 

08641  MA-35U(73)-1.   Vending   machines  (coin  operated)   1973.  June   1974.  4  p.  4°     +   Paper, 

250.     ©Item  142- A 

C  56.216:MA-35U(73)-1 

08642  MA-36L(73)-1.  Electric  lighting  fixtures  1973.  July  1974.  6  p.  4°     +   Paper,  250.     •Item 

142- A 

C  56.216:MA-36L(73)-1 

08643  MQ-22T.4(73)-5.   Tire   cord   and   tire   cord    fabrics,   summary   for   1973.   July    1974.   3   p. 

4°  +  Paper,  250.     •Item  142-A 

C  56.216:MQ-22T.4(73)-5 

08644  M28A(73)-13.    Inorganic    chemicals,    summary   for    1973.    May    1974.   2   p.   4°     +    Paper, 

150.     •Item  142-A 

C  56.216:M28A(73)-13 

08645  M28B(73)-13.   Inorganic   fertilizer   materials   and   related   acids,   summary   for   1973.   July 

1974.  3  p.  4°     +  Paper,  150.     •Item  V42-A 

C  56.216:M28B(73)-13 

08646  M28F(74)-3.  Paint,  varnish,  and  lacquer,   Mar.   1974.  May    1974.  3  p.  4°     +    Paper,   150. 

•Item  142-A 

C  56.216:M28F(74)-3 

08647  M33E(73)-13.  Nonferrous  castings,  1973.  May  1974.  9  p.  4°     +  Paper,  150.     •Item  142-A 

C  56.216:M33E(73)-13 

08648  M34H(73)-13.  Closures  for  containers,  summary  for  1973.  June  1974.  8  p.  4°     +  Paper, 

150.      •Item  142-A 

C56.216:M34H(73)-13 

08649  M35S(73)-13.  Tractors,  except  garden  tractors,   1973.  June   1974.  6  p.  4°     +   Paper,  150. 

•Item  142-A 

C  56.216:M35S(73)-13 

08650  M37G(73)-13.   Complete   aircraft  and  aircraft  engines,   summary  for   1973.   May   1974.  6 

p.  4°  +  Paper,  150.     •Item  142-A 

C  56.216:M37G(73)-13 

08651  M37L(73)-13.  Truck  trailers,  summary  for  1973.  June  1974.  9  p.  4°     +  Paper  150. 

•Item  142-A 

C56.216:M37L(73)-I3 

Current  population  reports:  Series  P-60,  Consumer  income.     *  Paper, 

$56.00  (Series  P-20,  P-23,  P-25,   P-26,  P-27,   P-28  summaries,  P-60, 

and  P-65  for  a  yr.),  add  $14.00  for  foreign  mailing;  single  copy  prices 
vary. 

08652  92.  Annual  mean  income,  lifetime  income,  and  educational  attainment  of  men  in  United 

States,  for  selected  years,  1956-72;  [prepared  by  Mary  F.  Henson  and  Mitsuo  Ono]. 
Mar.  1974.  cover  title,  iii  +  105  p.  il.  4°  [Issued  with  perforations.]  *  Paper,  $2.10. 
•Item  142-C 

C  56.218:P  60/92 

Note.— See  also  entry  08662. 

Current  population  reports:  Series  P-25,  Population  estimates  and  pro- 
jection. *  Paper,  $56.00  (Series  P-20,  P-23,  P-25,  P-26  P-27,  P-28 
summaries,  P-60,  and  P-65  for  a  yr.),  add  $14.00  for  foreign  mailing; 
single  copy  prices  vary. 

08653  587.  Population,  1973,  and  1972  per  capita  income  estimates  for  counties  and  incorporated 

places  in  Tennessee.  June  1975.  xi  +  9  p.  4°  [Issued  with  perforations.]  *  Paper, 
55c.     •Item  142-C 

D  56.21 8:P-25/587 
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Current  population  reports:  Series  P-26,  Federal-State  cooperative  pro- 
gram for  population  estimates.  *  Paper,  $56.00  (Series  P-20,  P-23, 
P-25,  P-26,  P-27,  P-28  summaries,  P-60,  and  P-65  for  a  yr.),  add 
$14.00  for  foreign  mailing;  single  copy  prices  vary. 

08654  67.   Estimates  of  population  of   Nevada  counties   and   metropolitan   areas,   July    1,    1972 

and  1973.  May  1974.  4  p.  il.  4°     *  Paper,  25c.     •Item  142-C 

C  56.218:  P-26/67 

08655  62.   Estimates  of  population  of  Colorado  counties  and  metropolitan  areas,   July   1,   1972 

and  1973.  Apr.  1974.  6  p.  il.  4     •  Paper,  25c.     •Item  142-C 

C  56.218:P-26/62 

08656  68.    Estimates   of   population   of    North   Carolina   counties   and   metropolitan    areas,   July 

I,  1972  and  1973.  June  1974   7  p.  il.  4°     *  Paper,  25c.     •Item  142-C 

C  56.218:P-26/68 

08657  69.   Estimates  of  population  of  Michigan   counties  and  metropolitan  areas,  July   1,   1972 

and  1973.  June  1974.  6  p.  map  4°     ♦  Paper,  25  c.     •Item  142-C 

C  56.218:  P- 26/69 

08658  82.    Estimates   of   population   of   New   Jersey   counties   and    metropolitan   areas,   July    1, 

1972   and    1973.    by    Harold    E.   Marr    ,    III.    Sept.    1974.   5   p.    il.   4°     *  Paper,   25   c. 
•Item  142-C 

C  56.218:P-26/82 

08659  84.  Estimates  of  population  of  Kentucky  counties  and  metropolitan  areas,  July   1,   1972 

and  1973.  Sept.  1974.  8  p.  il.  4°     •  Paper,  25c.     •Item  142-C 

C  56.218:P-26/84 

08660  66.    Estimates   of   population   of   Washington   counties   and    metropolitan   areas,   July    1, 

1972  and  1973.  May  1974.  5  p.  il.  4°     *  Paper,  25c.     •Item  142-C 

C  56.218:P-26/66 

08661  70.   Estimates  of  population  of  Arkansas  counties  and  metropolitan  areas,  July   1 ,   1972 

and  1973.  June  1974  6  p.  map  4°     *  Paper,  25  c.     •Item  142-C 

C  56.218:P-26/70 

08662  96.  Household  money   income  in    1973  and  selected  social  and  economic  characteristics 

of  households;  [prepared  by   Robert   W.  Cleveland  and  Gordon  Green.]   Aug.    1974. 
cover  title,  [1]      f  28  p.  4°     *  Paper,  750.      •Item  142 

C  56.21 8:P-60/96 

08663  579.   Population   1973,  and   1972  per  capita   income  estimates  for  counties,   incorporated 

places,    and    selected    minor   civil   divisions    in    North    Dakota.    Apr. 1975.    xi     +    26 
p.  4°     'Paper,  90c.     •Item  142-C 

C  56.218:P-25/579 

08664  [This  entry  number  not  used.] 

Technical  paper. 

08665  32.   Standards  for  discussion  and   presentation  of  errors  in   data.   Mar.    1974.   [44]  p.   il. 

4°     ([Statistical  Research  Division.])     *  Paper,  $1.10.     •Item  151-A 

L.C.  card  74-600037  C  56.215/2:32 

08666  33.  Characteristics  of  persons  in  engineering  and  scientific  occupations,  1972.  Apr.  1974. 

vi      +157  p.  4°     ([Population  Division]).     *  Paper,  $2.65.     •Item  151-A 

L.C.  card  74-600062  C  56.215/2:33 

Urban  atlas,  tract  data  for  standard  metropolitan  statistical  areas  [GE 
80]  series.  ([Geography  Division.]) 

08667  7160.  Salt  Lake  City,  Utah.  [1974. |  [12]p.      +    13  maps,  oblong  [Prepared  in  cooperation 

with  Manpower  Administration,  Labor  Department  and  Lawrence  Berkeley  Laborato- 
ry,  University  of  California    Text  on  p. 2  of  cover.   12  maps  are  colored.]     *  Paper, 
$2.55.  (S/N  (0324-00705). 
L.C.  card  74-600166  C  56.242/4:7160 

CIVIL  SERVICE  COMMISSION  Washington,  DC  20415 

Federal  personnel  manual  FPM  supplement. 

08668  512-1.  Job  grading   standard   for   railroad    maintainance   vehicle  operator  WG-6150.  Jan. 

1974.  cover  title,  9  p.  (Bureau  of  Policies  and  Standards.)  [Issued  with  perforations. 
Transmitted  on  TS  28.]     *   Paper,35c.  (S/N  0600-00769). 

CS  1.41/4:51 2-1  /trans. 28/WG-61 50 

08669  512-1.  Job  grading  standard  for  air  conditioning  equipment  operator  WG-5415.  Jan.  1974. 

cover  title,  8  p.  (Bureau  of  Policies  and  Standards.)  [Issued  with  perforations.  Trans- 
mitted on  TS  28]     *  Paper,  35c  (S/N  0600-00768). 

CS  1.41/4:512-l/trans.28/WG-5415 
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08670  532-2.   Federal   wage   system,   nonappropriated    fund   employees.   May    1974.    [165]   p.   il. 

4°     *  Paper,   $37.65    (basic    and    supplementary    material   for   indefinite    period);   add 
$9.45  for  foreign  mailing.     •Item  294 

CS  1.41/4:532-2 

08671  Outstanding  handicapped  Federal  employees  for  1973,  award  program. 

Apr.  4,1974.  iv     +  27  p.  il.  oblong  24°  + 

CS  1.48:15/4 

Personnel  management  series. 

08672  21.   Retired  military   personnel  in  Federal  jobs.  July   1974.    10  p.  il.  narrow   8°     (Bureau 

of  Policies  and  Standards  )     *  Paper,  25c  (S/N  0600-00780).     •Item  300- A 

CS  1.54:21/2 

COAST  GUARD,  Transportation  Dept.  Washington,  DC  20590 

08673  Bulletin  of  information,   United   States  Coast  Guard  Academy,   New 

London,  Conn.  [1975-76].  [1975.]  11  p.  il.  (CG-147.)  [Text  and  illustra- 
tion on  p.  2  of  cover.  P.  112  left  blank  for  notes.  +  •Item 
930-B 

TD  5.16/2:975-76 

08674  Oil  in  Arctic,  final  report  [with  list  of  references;  by]  David  P.  Hoult 

,  Stephen  Wolfe,  Stephen  O'Dea,  Jean  P.  Patureau.  Mar.  1975.  cover 
title,  v  +  218  p.  il  4°  (Report  CG-D-96-75.  task  4108.2.3;  Office 
of  Research  and  Development.)  §  (Price  upon  application).  •Item 
934 

TD  5.2:Oi  5/3 

COMMERCE  DEPARTMENT  Washington,  DC  20230 

Note.— Requests  to  the  Commerce  Department  for  publication  should  give  the  full  title  and 
the  date  of  the  publication.  Do  not  include  Monthly  Catalog  entry  numbers  or  Superintendent 
of  Documents  classification  numbers  which  should  be  used  only  when  ordering  from  the  Superin- 
tendent of  Documents. 

OT  report.  (Office  of  Telecommunications.) 

08675  74-42.    Shadow    price    of    electromagnetic    spectrum,    theoretical    analysis    [with    list   of 

references;  by]  James  H.   Alleman   .   July   1974.  v     +    20     +    [1]  p.  il.   4°     *  Paper, 
75c.     •Item  126-D-3 

C  1.60/3:74-42 

08676  Remarks  by  Betsy  Ancker- Johnson ,  Assistant  Secretary  of  Commerce 

for  Science  and  Technology  for  delivery  before  National  Fire  Service 
Staff  and  Command  Course,  University  of  Maryland,  College  Park, 
MD.,  July  24,  1974.  [1974.]  9  p.  4°  + 

C1.18:An2/12 

COMMODITY  EXCHANGE  AUTHORITY  Agriculture  Dept. 
Washington,  DC  20250 

08677  Available  publications  of  USDA'S  Commodity  Exchange  Authority  on 

futures  trading  in  agricultural  commodities  regulated  under  Commodi- 
ty exchange  act.  [Sept.  1973.]  7  p.  4°  + 

A  85.13:973 
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CONGRESS 

House  document 

Nole. — All  House  documents  entries  which  are  followed  by  a  +  ,  may  be  obtained  from  the 
House  Documents  Room  or  from  the  issuing  office. 

House  document,  94th  Congress. 

08678  03.    Fifty-fourth   annual    report.    1974,    Federal    Power   Commission.    [1975]    viii     +    148 

p.  il.  4°     [Also  issued  in  departmental  edition  FP1. 1:974,  $2.15,  and  sent  to  deposito- 
ries in  that  form.  See  Federal  Power  Commission.) 

94- 1  :H. doc. 

Laws 

Note— The  Federal  laws  are  first  published  separately  and  in  this  form  are  known  as  'slip 
laws'.  Later,  these  laws  are  compiled,  edited,  indexed,  and  published  in  the  volumes  of  the 
Statutes  at  large. 

Public  laws,  93d  Congress. 

08679  317.  Joint  resolution  authorizing  Secretary  of  Army  to  receive  for  instruction  at  United 

States  Military  Academy  one  Citizen  of  Kingdom  of  Laos.  Approved  June  22,  1974. 
I  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.  law 

Private   laws,  93d  Congress.    +House  or  Senate  Document  Rooms, 
Capitol. 

08680  81.    H.R.7128,  act  for  relief  of   Rita   Petermann    Brown.   Approved  July    12,    1974.    1    p. 

+ 

93-2:Priv  law 

08681  77.  H.R.1376.  act  for  relief  of  J.  B.  Riddle.  Approved  July  8,  1974.  1  p.  + 

93-2:Priv  law 

08682  78.  H.R.  8823,  act  for  relief  of  James  A.  Wentz.  Approved  July  8,  1974.  1  p.  + 

93-2:Priv  law 

08683  80.  H.R. 3534,  act  for  relief  of  Lester  H.  Kroll.  Approved  July  12,  1974.  1  p.  + 

93-2:Priv  law 

08684  84.   S.724,   act   for   relief   of   Marcos   Rojos   Rodriguez.   Approved   July   25,    1974.    1    p. 

93-2:Priv.  law 

08685  85.  H.R.  8543,  act  for  relief  of  Viorica  Ann  Ghitescu,  Alexander  Ghitescu,  and  Serban 

George  Ghitescu.  Approved  July  26,  1974.  1  p.  + 

93-2:Priv.law 

08686  93.  S.2337,  act  for  relief  of  Dulce  Pilar  Castin  (Castin-Casas).  Approved  Oct.   11,  1974. 

1  p.  + 

93-2:Priv.Law 

08687  95.   S.J. Res.    192,   joint   resolution   to  grant   status  of  permanent  residence    to   Ivy   May 

Glockner  formerly    Ivy   May   Richmond   nee   Pond.   Approved   Oct.    11,    1974.    1    p. 

93-2:Priv.law 

08688  97.    H.R.   6477,  act   for   relief  of   Lucille   de   Saint   Andre.    Approved   Oct.    17,    1974.    1 

P    + 

93-2:Priv.Law 

08689  98.   H.R.  3532,  act  for  relief  of  Donald   L.  Tyndall,   Bruce  Edward  Tyndall,   Kimberly 

Fay  Tyndall  and  Lisa  Michele  Tyndall.  Approved  Oct.  18,  1974.  1  p.  + 

93-2:Priv.law 

Public  laws,  94th  Congress. 

Note.— Public  laws  in  slip  form  in  the  first  prints  may  be  obtained  from  the  Superintendent 
of  Documents,  Washington,  DC  20402,  at  a  subscription  price  of  $90.00  per  session,  add  $22.50 
for  foreign  mailing;  single  copies  vary  in  price. 

08690  09.  S.J.Res.48,  joint  resolution  to  amend  Defense  production  act  of  1950,  as  amended, 

and  for  other  purposes.  Approved  Mar. 21. 1975.  I  p.     *  Paper, 25c.     •Item  575 

94-1  :Pub. law 

08691  18.  S.994,  act  to  authorize  supplemental  appropriations  to  Nuclear  Regulatory  Commis- 

sion, fiscal  year  1975.  Approved  Apr.25,1975.  I  p.     *  Paper,25c.     •Item  575 

94-l:Pub.law 

08692  19.   H.R.2808,  act  to  amend  joint  resolution  of  July    18,1939  (53  Stat.1062),  to  provide 

for   acceptance   of  additional   lands    for   Home   of   Franklin   D.    Roosevelt   National 
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Government  Publications 

Historic  Site,  and  for  other  purposes.  Approved  Apr. 30. 1975  1  p.     *  Paper, 25c. 
•Item  575 

94-l:Pub.law 

Public  laws,  93d  Congress. 

08693  234.  H.R.8449,  act  to  expand  national  flood  insurance  program  by  substantially  increasing 

limits  of  coverage  and  total  amount  of  insurance  authorized  to  be  outstanding  and 
by  requiring  known  flood-prone  communities  to  participate  in  program,  and  for 
other  purposes.  [Approved  Dec.  31,  1973]  9  p.     *  Paper,  25c.     •Item  575 

93-l:Pub.law 

08694  270.    Act   to   provide    financial    assistance    for   research   activities   for   study    of   sudden 

infant   death   syndrome    and   for   other   purposes.    [Approved   Apr.    22,    1974.]    3   p. 

*  Paper,  25c.     •Item  575 

93-2:Pub.law 

08695  271.    H.R.  13542,    act   to    abolish   position    of   Commissioner    of   Fish   and    Wildlife,    and 

for  other  purposes.  Approved  Apr.  22,  1974.  1  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 
086%        306.  H.R.I  1223,  act  to  authorize  amendment  of  contracts  relating  to  exchange  of  certain 

vessels  for  conversion  and  operation    in   unsubsidized    service   between   west  coast 

of    United   States   and   territory   of  Guam.    Approved   June   8,    1974.    1    p.     *  Paper, 

25c.     •Item  575 

93-2:Pub.law 

08697  309.   H.R. 1817,   act  to   provide   for  striking  of   national   medals   to  honor  late  J.   Edgar 

Hoover.  Approved  June  8,  1974.  1  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 

08698  310.   H.R.8215,  act  to  provide  for  suspension  of  duty  on   certain  copying   shoe  lathes 

until  close  of  June  30,  1976,  and  for  other  purposes.  [Approved  June  8,  1974.] 
2  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 

08699  311.  S.1752,  act  prescribing  objectives  and  functions  of  National  Commission  on  Produc- 

tivity and  Work  Quality.  [Approved  June  8,  1974.]  2  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 

08700  312.  H.R. 12466,  act  to  amend  Department  of  State  appropriations  authorization  act  of 

1973  to  authorize  additional  appropriations  for  fiscal  year  1974,  and  for  other  pur- 
poses. [Approved  June  8,  1974.]  2  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 

08701  313.  Act  to  delay  for  6  months  taking  effect  of  certain  measures  to  provide  additional 

funds  for  certain  wildlife  restoration  projeects.  Approved  June  8,  1974.  1  p.  * 
Paper,  25c.     •Item  575 

93-2:Pub.law 

08702  314.   Act  relating  to   sale   and   distribution   of   congressional   record.   Approved   June   8, 

1974.  1  p.     *  Paper,  25c.     •Item  575 

93-l:Pub.law 

08703  315.  H.R. 13839,  act  to  authorize  appropriations  for  carrying  out  provisions  for  Interna- 

tional  economic   policy   act   of   1972,    as   amended,    Approved  June   22,    1974.    1    p. 

*  Paper,  25c.     ©Item  575 

93-2:Pub.law 

08704  316.  H.R. 13998,  act  to  authorize  appropriations  to  National  Aeronautics  and  Space  Ad- 

ministration for  research  and  development,  construction  of  facilities,  and  research 
program  management,  and  for  other  purposes.  [Approved  June  22,  1974.]  5  p. 

*  Paper,  25c.     •Item  575 

93-2:Pub.law 

Note.— See  also  entry  08679. 

08705  318.    S.1585,   act   to   prevent   unauthorized    manufacture   and   use   of   character  Woodsy 

Owl,  and  for  other  purposes.  [Approved  June  22,  1974.]  2  p.  *  Paper,  25c.  •Item 
575 

93-2:Pub.law 

08706  321.   H.J. Res. 1061,   joint   resolution   making  further  urgent    supplemental  appropriations, 

fiscal  year  1974,  for  Veterans  Administration,  and  for  other  purposes.  Approved 
June  30,  1974.  1  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 

08707  324.   H.J. Res. 1062,   joint   resolution   making  continuing  appropriations,   fiscal   year   1975, 

and  for  other  purposes.  [Approved  June  30.  1974.]  5  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 

08708  325.  H.R.   14832,  act  to  provide  for  temporary  increase  in   public  debt  limit.  Approved 

June  30,  1974.  1  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 

08709  326.   H.R. 14354,   act  to  amend   National   school  lunch  act,    to  authorize   use  of  certain 

funds  to  purchase  agricultural  commodities  for  distribution  to  schools,  and  for  other 
purposes.  [Approved  June  30,  1974.]  2  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 
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328.  Act  to  amend  title  39.  United  States  Code,  with  respect  to  certain  rates  of  postage 
and  for  other  purposes.  Approved  June  30,  1974.  1  p.     •  Paper.  25c      •Item  575 

93  2:Pub.lavt 

330.  HR.  8586,  act  to  authorize  foreign  sale  of  passenger  vessel  steamship  Independence 
Approved  June  30.  1974.  1  p.     •  Paper.  25c.     •Item  575 

93-2:Pub.law 

331.  S.J.  Res. 218.  joint  resolution  to  extend  by  30  days  expiration  date  of  Export- 
Import  Bank  act  of  1945.  Approved  July  4,  1974.  1  p.     *  Paper.  25c.     •Item  575 

93-2:Puhlaw 

332.  HR.  12799,  act  to  amend  Arms  control  and  disarmament  act,  as  amended,  in 
order  to  extend  to  authorization  for  appropriations,  and  for  other  purposes.  Approved 
July  8,  1974.  1  p.      f  Paper.  25c.      •Item  575 

93-2:Pub.lav. 

339.  HR. 14291,  act  to  amend  Northwest  Atlantic  fisheries  act  of  1950  to  permit  United 
States  participation  in  international  enforcement  of  fish  conservation  in  additional 
geographic  areas,  pursuant  to  International  Convention  for  Northwest  Atlantic  Fishe- 
ries, 1949,  and  for  other  purposes.  Approved  July  10,  1974.  1  p.  ♦  Paper.  25c 
•Item  575 

93-2:Pub.  law 

340.  H.R.8660,  act  to  amend  title  5  of  United  Slates  Code  (relating  to  Government 
organization  and  employees)  to  assist  Federal  employees  in  meeting  their  tax  obliga- 
tions under  city  ordinances.  [Approved  July  10,  1974]  2  p.  *  Paper,  25c.  •Item 
575 

93-2:Pub.law 

341.  H.R.8977,  act  to  establish  in  Florida  the  Fgmont  Key  National  Wildlife  Refuge. 
Approved  July  10,  1974.  1  p.     •  Paper,  25c.     •Item  575 

93-2:Pub.law 
343.   HR. 15296,  act  to  authorize  Commissioner  of   Kducation  to  carry  out   program   to 
assist  persons  from  disadvantaged  backgrounds  to  undertake  training  for  legal  profes- 
sion. Approved  July  10.  1974    1  p.     *    Paper,  25c.     •Item  575 

93-2:Pub.law 

345.  S.2137,  act  to  amend  act  of  Oct.  15.  1966  (80  Stat.  953,  20  U.S.C.  65a),  relating 
to  National  Museum  of  Smithsonian  Institution  for  carrying  out  purposes  of  said 
act.  Approved  July  12,  1974.  1  p.     »   Paper,  25c.     •Item  575 

93-2:Pub.law 

346.  S.J.  Res. 202,  joint  resolution  designating  premises  occupied  by  Chief  of  Naval 
Operation  as  official  residence  of  Vice  President,  effective  upon  termination  of 
service  of  incumbent  of  Chief  of  Naval  Operations.  Approved  July  12,  1974.  1 
p.     *  Paper,  25c.     •Item  575 

93-1  :Pub. law 

349.  H.R.29,  act  to  provide  for  payments  by  Postal  Service  to  Civil  Service  Retirement 
Fund  for  increases  in  unfunded  Lability  of  Fund  due  to  increases  in  benefits  for 
Postal  Service  employees,  and  for  other  purposes.  Approved  July  12,  1974.  1  p. 
*  Paper,  25c.     •Item  575 

93-2:Pub.law 

350.  H.R.9281,  act  to  amend  title  5,  United  States  Code,  with  respect  to  retirement 
of  certain  law  enforcement  and  firefighter  personnel,  and  for  other  purposes. 
[Approved  July  12,  1974]  3  p.     •  Paper,  25c.     •Item  575 

93-2:Pub.law 

351.  H.R.I  1105,  act  to  amend  title  VII  of  Older  Americans  act  relating  to  nutrition 
program  for  elderly  to  provide  authorization  of  appropriations,  and  for  other  pur- 
poses. [Approved  July  12,  1974]  2  p.  *  Paper,  25c.  (S/N  575-000-00000-2).  •Item 
575 

93-2:Pub.law 

352.  S.2893,  act  to  amend  Public  Health  Service  act  to  improve  national  cancer  program 
and  to  authorize  appropriations  for  such  program  for  next  3  fiscal  years.  [Approved 
July  23,  1974.]  4  p.     *  Paper.  25c.      ©Item  575 

93-2:Pub.law 

353.  H.R.I  1385,  act  to  amend  Public  Health  Service  act  to  revise  programs  of  health 
services  research  and  to  extend  program  of  assistance  for  medical  libraries. 
[Approved  July  23.  1974.]  12  p.     *  Paper,  25c.      •Item  575 

93-2:Pub.law 

354.  S.2830  act  to  amend  Public  Health  Service  act  to  provide  for  greater  and  more 
effective  efforts  in  research  and  public  education  with  regard  to  diabetes  mellitus. 
[Approved  July  23,  1974.)  5  p.     •  Paper,  25c.     •Item  575 

93-2:Pub.law 
356.  S.3311,  act  to  provide  for  use  of  simplified  procedures  in  procurement  of  property 
and  services  by  Government  where  amount  involved  does  not  exceed  510,000.  Ap- 
proved July  25,  1974.  1  p.     *  Paper,  25c.      ©Item  575 

93-2:Pub.law 

358.  H.R.I  1143,  act  to  provide  authorization  for  fiscal  year  1975  and  succeeding  fiscal 

years  for  Committee  for  Purchase  of  Products  and  Services  of  the  Blind  and  Other 


§For  Sale  by  National  Technical  Information  Service, 

Springfield,  V A  22151 
•Sent  to  Depository  Libraries 


Page  15 


Government  Publications 

Severely  Handicapped,  and  for  other  purposes.  [Approved  July  25,  1974.]  2  p. 

♦  Paper,  25c.     •Item  575 

93-2:Pub.law 

359.  S.1803,  act  to  authorize  waiver  of  claims  of  United  States  arising  out  of  erroneous 
payments  of  pay  and  allowances  to  certain  officers  and  employees  of  legislative 
branch.  [Approved  July  25,  1974.]  3  p.       *  Paper,  25c.     •Item  575 

•  93-2:Pub.law 

360.  S.3203,  act  to  amend  National  labor  relations  act  to  extend  its  coverage  and  protec- 
tion to  employees  of  nonprofit  hospitals,  and  for  other  purposes.  [Approved  July 
26,  1974.]  3  p.     *  Paper,  25c.      •Item  575 

93-2:Pub.law 
362.    H.R.I  1295,    act   to   amend   Anadromous   fish  conservation   act   in   order   to   extend 
authorization  for  appropriations  to  carry  out  such  act,  and  for  other  purposes.  Ap- 
proved July  30,  1974.  1  p.     *  Paper,  25c.      •Item  575 

93-2:Pub.law 
364.   H.R.377,  act  to   authorize   Secretary    of   Interior  to   sell  certain   rights    in   State  of 
Florida.  Approved  Aug. 2,  1974.  1  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 

366.    S.39,   act   to   amend    Federal   aviation    act   of    1958   to    implement   Convention    for 

Suppression   of    Unlawful   Seizue   of    Aircraft,   to   provide   more   effective   program 

to    prevent   aircraft   piracy,   and   for   other   purposes.    [Approved   Aug.    5,    1974.]    10 

p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 
371.  H.R. 14012,  act  making  appropriations  for  legislative  branch  for  fiscal  year  ending 
June  30,   1975,  and  for  other  purposes    lApproved  Aug.   13,   1974.]  21    p.     *  Paper, 
30c.     •Item  575 

93-2:Pub.  law 
376.   H.R. 15074,   act   to   regulate   certain   political   campaign    finance   practices   in   District 
of   Columbia,   and  for  other  purposes.    [Approved   Aug     14,    1974]   2b   p.     *  Paper, 
30c.     •Item  575 

93-2:Pub.law 
411.  H.R.6485,  act  to  amend  tobacco  marketing  quota  provisions  of  Agricultural  adjust- 
ment act  of  1938.  Approved  Sept.3,1974.  1  p.     *  Paper, 25c.     •Item  575 

93-2:Pub.law 
467.   S.2362,  act  granting  consent  of  Congress  to  Cumbres   and  Toltec   Scenic   Railroad 
compact.  [Approved  Oct.  24,  1974.]  2  p.     *  Paper, 25c.     •Item  575 

93-2:Pub.  law 

541.   S.R. Res. 2638   joint    resolution   amending    National   housing  act  to   clarify   authority 

of   Federal   Savings   and   Loan  Insurance    Corporation    with  respect  to  insurance  of 

public  deposits,  and  for  other  purposes    |  Approved  Dec. 26, 1974.]  2  p.     *  Paper, 25c. 

•Item  575 

93-2:Pub.law 
569.  H.R. 15912,  act  to  amend  chap.37  of  title  38,  United  Slates  Code,  to  improve  basic 
provisions  of  veterans  home  loan  programs  and  to  eliminate  those  provisions  pertain- 
ing   to    dormant    farm    and    business    loans    ,    and    for    other   purposes.    [Approved 
Dec.31,1974.]  5  p.     *  Paper, 25c.     •Item  575 

93-2:Pub.law 
588.  S.2888,  act  to  convey  certain  land  of   United  States   to  Inter-Tribal  Council,  Inc., 
Miami,  Okla.  Approved  J.in  2,1975.  1  p.     "  Paper,25c\     •Item  575 

93-2:Pub.law 
323.  H.J.  Res.   1056,  joint  resolution  to  extend  by  30  days  expiration  date   of  Defense 
production  act  of  1950.  Approved  June  30,  1974.  1  p.     *  Paper,  25c.     •Item  575 

93-2:Pub.law 

Public  laws,  94th  Congress. 

08.  H.J.Res.258,  joint  resolution  to  designate  Mar.21,1975,  as  Earth  Day.  Approved 
Mar.20,1975.  1  p.     *   Paper,25c.     •Item  575 

94-l:Pub.law 
10.  S.332,  act  to  authorize  appropriations,  fiscal  year  1975,  for  certain  maritime  programs 
of  Department  of  Commcicc.  Approved  Mar. 23, 1975.  I  p.     *  Paper,25c.     •Item  575 

94-l:Pub.law 

16.  H.J. Res. 335,  joint  resolution  to  extend  effective  date  of  certain  provisions  of  Com- 
modity Futures  Trading  Commission  act  of  1974.  [Approved  Apr. 16, 1975.]  2  p. 

*  Paper,25c.     •Item  575 

94-l:Pub.law 

17.  H.J. Res. 375,  joint  resolution  making  additional  appropriation,  fiscal  year  1975,  for 
Veterans  Administration,  and  for  other  purposes.  Approved  Apr. 24, 1975.  1  p.  * 
Paper,25c.     •Item  575 

94-l:Pub.law 
07.  H.J.Res.2L,  joint  resolution  making  further  continuing  appropriations,  fiscal  year 
1975,  and  for  other  purposes.  Approved  Mar.14,1975.  1  p.  *  Paper, 25c.  •Item 
575 

94-l:Pub.law 
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Note— Sec  ;.lso  entries  08690-08692. 

ATOMIC  ENERGY  JOINT  COMMITTEE  Washington,  DC  20515 

08746  Nuclear  reactor  safety,  hearings,   93d  Congress,  2d  session,   Jan.   22- 

28,1974,  pt.2,  v.2,  Phase  2b  and  3  appendixes.  1975.  iv     +  555-1238 
p.il.      *  Paper,  $5.55.     •Item  999 

Y4.At7/2:N88/14/pt.2/v.2 

08747  Nuclear   reactor   safety,   hearings,    93d   Congress,   2d   session,   Jan.22- 

28,1974,  pt.2,   v.l,   Phase  2b  and  phase  3    1974.   viii     +    1-533  p.il. 

*  Paper,  $4.60.     •Item  999 

Y4.At7/2:N  88/14/pt.2/v.l 

08748  Solar  energy  research  and  development,   hearings,   93d  Congress,  2d 

session  on  S.  2819  and  S.  3234,  May  7  and  8,   1974.   1975.     +  846 
p.il.     *  Paper,  $6.70.     •Item  999 

Y  4.At  7/2:So  4 

ECONOMIC  JOINT  COMMITTEE  Washington,  DC  20510 

08749  Inflationary  impact  of  pricing  by  concentrated  industries,  hearings,  93d 

Congress,   2d   session,   Sept.4,   Oct.7,    1974.    1974.   vi     +    255   p.   il. 

*  Paper,$2.35.     •Item  1000 

Y  4.Ec  7:In  3/7 

08750  1974  economic   report  of  President,   hearings,    pt.3,   93   Congress,   2d 

session,  Feb.25-Mar.4,1974.   1974.  iv   +  677-872  p.  il.     *Paper,$1.70 
•Item  1000 

Y  4.Ec  7:P  92/3/974/pt.3 

HOUSE  OF  REPRESENTATIVES 

House  documents 

Note— All   House  documents  entries  which  are   followed  by  a   + ,  may  be  obtained  from  the 
House  Documents  Room  or  from  the  issuing  office. 

House  documents,  93d  Congress. 

08751  338.   Proceedings   of   stated   convention   of   75th   National    Encampment   United   Spanish 

War  Veterans.  New  Orleans,  La.,  Sept.  8-13,  1973;  Aug.  15,  1974.  1974.  vi  + 
86  p.  il.     +  (To  be  sent  to  depository  libraries  in  serial  set  binding). 

93-2:H.doc. 

08752  190.   Report  on  examination  of  financial   statements  of  Export-Import   Bank  of  United 

States  for  fiscal  year  1973,  communication  from  Comptroller  General  of  United 
States  transmitting  report,  Nov.  13,  1973.  1973.  iv     +  7  p.  4°     +     •Item  996 

93-liH.doc. 

08753  197.   History   and  accomplishments  of  Permanent   Select  Committee  on   Small   Business 

(together  with  complete  list  of  its  hearings,   reports,    and   statistical  data)  77th-92d 
Congresses,  1941-72,  prepared  by  Justinus  Gould  .  [1974.]  xxvii     +  231  p.  il. 
+  (To  be  sent  to  depository  libraries  in  serial  set  binding). 

93-2:H.doc. 

08754  252.  Sixth  annual  report  on  medicare  for  fiscal  year  1972,  communication  from  Secretary 

of  Health,  Education,  and  Welfare  transmitting  report,  pursuant  to  42  U.S.C. 
139511(b);  Apr.  3,  1974.  1974.  xiii  +  103  p.  il.  4°     +     •Item  9% 

93-2:H.doc. 

08755  288.  Manpower  report  of  the  President,  including  reports  of  U.S.  Department  of  Labor 

and  U.S.  Department  of  Health.  Education,  and  Welfare,  transmitted  to  Congress, 
Apr.  1974.  [1974]  xi  +  387  p.  il.  4°  *  (Available  also  in  departmental  edition, 
$3.85  L  1.42/2:974,  and  sent  to  depositories  in  that  form.  See  Labor  Dept..  October 
1975,  M.C.) 

08756  290.   Audit  of   rural   telephone   bank.   Department   of  Agriculture,   for  fiscal   year   1973, 

communication  from  Comptroller  General  of  United  States  transmitting  report;  Apr. 
22,  1974.  1974.  vi     +  24  p.  4°     +     •Item  996 

93-2;H.doc. 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  V A  22151 
•Sent  to  Depository  Libraries  Page  17 

207-875  O  -  76  -  3 


GOVKRNMENT  PUBLICATIONS 

08757  340.    Report  of  Clerk   of   House   from   Jan.    1-June   30,    1974;   Aug.   22,    1974.    1974.    vi 

+  483  p.     +  (To  be  sent  to  depository  libraries  in  serial  set  binding). 

93-2:H.doc. 

08758  364.  Report  on  comparability  adjustment  for  Federal  pay  system,  message  from  President 

of  United  States  transmitting  report;  Oct.  7,  1974.  1974.  [1]  +  73  p.  +  •Item 
996 

93-2:H.  doc. 
Note.— See  also  entry  08678. 

House  reports 

Note. — For  titles  of  bills  which  these  reports  accompany,  see  Congressional  record  index. 

House   reports   on   public   bills,    93d   Congress.    +  House   Documents 
Room,  Capitol. 

08759  1488.   Waiving  certain   points  of  order  against  conference   report  on   bill   S.386.   Report 

from  Committee  on  Rules  to  accompany  H. Res. 1470.  Nov. 20,  1974.  1  p.  +  •Item 
1008-A 

93-2:H.rp. 

House   reports  on  private  bills,   93d  Congress.    +  House  Documents 
Room,  Capitol. 

08760  0835.  Mrs.  Rita  Petermann  Brown.  Report  from  Committee  on  Judiciary  to  accompany 

H.R.7128.  Feb.28  ,1974.  5  p.     +     •Item  1008-B 

93-2:H.rp. 

08761  0841.   Viola  Burroughs.   Report  from   Committee  on  Judiciary   to  accompany   H.R.7397. 

Feb.28, 1974.  4  p.      +     •Item  1008-B 

93-2:H.rp. 

08762  1007.  Marcos  Rojos  Rodriguez.  Report  from  Committee  on  Judiciary  to  accompany  S.724. 

Apr.25,1974.  6  p.     +     •Item  1008-B 

93-2:H.rp. 

House   reports   on   public   bills,   93d   Congress.    +  House   Documents 
Room,  Capitol. 

08763  0675.   Amending  Wild   and   scenic   rivers   act.   Report  from   Committee  on   Interior  and 

Insular  Affairs  to  accompany  H.R.9492.  Mar.  20,  1974.  22  p.     +     •Item  1008-A 

93-2:H.rp. 

08764  0743.  Relief  for  payees  and  special  indorsees  of  fraudulently  negotiated  checks  drawn 

on  designated  depositories  of  United  States  by  extending  availability  of  check  forgery 
insurance  fund.  Report  from  Committee  on  Judiciary  to  accompany  H.R.6274.  Mar. 
22,  1974.  6  p.     +     •Item  1008-A 

93-2:H.rp. 

08765  0751.  Providing  full  deposit  insurance  for  public  units  and  to  increase  deposit  insurance 

from  $20,000  to  $50,000.  Report  with  additional  views  from  Committee  on  Banking 
and  Currency  to  accompany  H.R.I  1221.  Jan.21,  1974.  14  p.     +     •Item  1008-A 

93-2:H.rp 

08766  0752.  Anadromous  fish  conservation  act.   Report  from  Committee  on  Merchant  Marine 

and  Fisheries  to  accompany  H.R.I  1295.  Jan.21, 1974.  19  p.     +     •Item  1008-A 

93-2:H.rp 

08767  0753.  Conservation  programs  on  military  and  other  Federal  lands.  Report  from  Committee 

on  Merchant  Marine  and  Fisheries  to  accompany  H.R.I  1537.  Jan.  21,  1974.  38  p 
+     •Item  1008-A 

93-2:H.rp 

08768  0755.  Contiguous  fisheries  zone.  Report  from  Committee  on  Merchant  Marine  and  Fishe 

ries  to  accompany  H.R.I  1809.  Jan.  21,  1974.  10  p.     +     •Item  1008-A 

93-2:H.rp 

08769  0761.   Inspection  of  motor  vessel  Manatra   II.   REPORT  from  Committee  on  Merchant 

Marine  and  Fisheries  to  accompany  H.R.6120.  Jan.  22,   1974.  5  p.     +  •Item  1 

A 

L.C.  card  1973/8825  93-2.H.rp 

08770  0770.   Providing  for  consideration   of  H.R.I  1221.   Report  from  Committee  on   Rules  to 

accompany  H.Res.794.  Jan.29,  1974.  1  p.     +     •Item  1008-A 

93-2:H.rp 

08771  0799.    Amending   sec.   301    of  Title   37,    United   States   Code   relating   to   incentive   pay, 

to  attract  and  retain  volunteers  for  aviation  crew  member  duties,  and  for  other 
purposes.  Report  together  with  minority  views  from  Committee  on  Armed  Services 
to  Accompany  H.R.  12670.  Feb.  13,  1974.  57  p.  + 

93-2:H.rp. 
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08772  0806.   Providing  for  consideration   of  conference   report   on   hill     Report   from    Committee 

on  Rules  to  accompany  H.Res.90l.  Feb    21.1974    lp.     ♦     •Item  1008-A 

93  2  H  rep 

08773  0808    Amendments  to  Wagner  <  >'I).i\   act    Report  from  Committee  on  Government  Opera 

lions  to  accompany  H  R  1114V  Feb.26.   1974.  12  p.      •      •Item  1008-A 

93  2  H  rr>. 

08774  0814.    Providing    for    consideration   of    H.R     8053.    Report    from   Committee    on    Rules    to 

accompan)  H.  Res  929  Feb.26,1974.  lp.     +     •Item  1008-A 

93-2  H  rp 

08775  0844    Providing   further   funds   for  expenses  of  investigations   and   study   authorized   h> 

H  Res  187  Report  from  Committee  on  House  Administration  to  accompany 
H.Rcs.778.  Feb  28.  1974.  7  p.      ♦     •Item  1008-A 

93-2:  H.rp. 

08776  0845.    Providing   funds    for   further   expenses   of   investigation   and   study    authorized    by 

H.Rcs.  134.  Report  from  Committee  on  House  Administration  to  accompany  H  Res. 
789.  Feb.  28.  1974.  5  p.      +     ©Item  1008-A 

93-2:H.rp. 

08777  0849.    Providing   additional   funds    for   expenses    of    studies,    investigations,    and    inquiries 

authorized  by  House  Resolution  18.  Report  from  Committee  on  House  Administration 
to  accompany  H.Res.800.  Feb.28.1974.  7  p.      +     •Item  1008-A 

93-l:H.rp. 

08778  0856.    Amending   title    35,    United    States    Code,    'Patents.'    Report   from    Committee   on 

Judiciary  lo  accompany  H.R.9199.  Feb. 28, 1974.  5  p.     +      •Item  1008-A 

93-2:H.rp. 

08779  0859.  Providing  for  printing  of  additional  copies  of  House  report  entitled  Concentration 

by  competing  raw  fuel  industries  in  energy  market  and  its  impact  on  small  business. 
House  report  numbered  92-719.  Report  from  Committee  on  House  Administration 
to  accompany  H.Res:727.  Mar.  4,  1974.  I  p.      +     •Item  1008-A 

93-2H.rp. 

08780  0864.  Authorizing  printing  of  report  of  proceedings  of  46th  biennial  meeting  of  Convention 

of  American  Instructors  of  the  Deaf  as  Senate  document.  Report  from  Committee 
on  House  Administration  to  accompany  S. Con. Res. 55.  Mar.  4,  1974.  I  p.  +  •Item 
1008-A 

93-2:H.rp. 

08781  0866.  Authorizing  printing  of  additional  copies  of  report  of  Commission  on  Bankruptcy 

Laws  of  United  Slates  for  use  of  Senate  Committee  on  Judiciary.  Report  from 
Committee  on  House  Administration  to  accompany  S. Con. Res. 58.  Mar.  4,  1974.  1 
p.     +     •Item  1008-A 

93-2:H.rp. 

08782  0869.   Authorizing  printing  of  congressional  eulogies  and  other  tributes  to   late  J.Edgar 

Hoover  as  Senate  document.  Report  from  Committee  on  House  Administration  to 
accompany  S.Con.Res.64.  Mar.  4,  1974.  1  p.      +     •Item  1008-A 

93-2:H.rp. 

08783  0871.  Extension  of  time  for  determination  of  disability  for  supplemental  security  income 

purposes  in  certain  cases  added  to  State  programs  between  June-Dec. 1973.  Report 
from  Committee  on  Ways  and  Means  to  accompany  H.R. 13025.  Mar.4,1974.  3  p. 
+     •Item  1008-A 

93-2:H.rp. 

08784  0877.   Providing   for  consideration   of   H.R. 12341.    Report   from   Committee   on   Rules   to 

accompany  H.Res.954.  Mar.  5,  1974.  1  p.     +     ©Item  1008-A 

93-2:H.rp. 

08785  0878.    Providing   for  consideration   of   H.R. 12465.   Report  from   Committee    on   Rules   to 

accompany  H.Res.955.  Mar.  5,  1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

08786  0879.    Providing  for  consideration   of   H.R.  12466.   Report   from   Committee   on   Rules   to 

accompany  H.Res.956.  Mar.  5,  1974.  1  p.     +     ©Item  1008-A 

93-2:H.rp. 

08787  0883.  Revising  special  pay  structure  relating  to  medical  officers  and  other  health  profes- 

sional of  uniformed  services.  Report  together  with  minority  views  from  Committee 
on  Armed  Services  to  accompany  S.2770.  Mar.7.1974.  27  p.      +     •Item  1008-A 

93-2:H.rp. 

08788  0885.  Antihijacking  act  of  1974.  Report  from  Committee  on  Interstate  and  Foreign  Com- 

merce to  accompany  H.R. 3858.  Mar.  7,  1974.  53  p.     +      ©Item  1008-A 

93-2:H.rp. 

08789  0889.    Providing  additional  compensation    for  services   performed   by   certain   employees 

in  House  Publications  Distribution  Service.  Report  from  Committee  on  House  Ad- 
ministration to  accompany  H. Res. 923.  Mar.  11,  1973.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

08790  0892.  Withholding  of  certain  city  taxes  from  Federal  employees'  pay.  Report  from  Com- 

mittee on  Post  Office  and  Civil  Service  to  accompany  H.R.8660.  Mar.  12.  1974. 
14  p.     +     •Item  1008-A 

93-2:H.rp. 
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08791  0902.  Placing  certain  submerged  lands  within  jurisdiction  of  governments  of  Guam,  Virgin 

Islands  and  American  Samoa,  and  for  other  purposes.  Report  from  Committee  on 
Interior  and  Insular  Affairs  to  accompany  H.R.I  1559.  Mar.  12,  1974.  12  p.      + 
•Item  1008-A 

93-2:H.rp. 

08792  0906.  Research  on  aging  act  of  1974.  Report  from  Committee  on  Interstate  and  Foreign 

Commerce  to  accompany  H.R.6175.  Mar.  13,  1974.  10  p.     +     •Item  1008-A 

93-2:H.rp. 

08793  0907.  Providing  for  financing  and  economic  development  of  Indians  and  Indian  organiza- 

tions, and  for  other  purposes.  Report  from  Committee  on  Interior  and  Insular  Affairs 
to  accompany  H.R.6371.  Mar.  13,  1974.  28  p.     +     •Item  1008-A 

93-2:H.rp. 

08794  0914.  Nutrition  program  for  the  elderly.  Report  from  Committee  on  Education  and  Labor 

to  accompany  H.R.  11105.  Mar.  18,  1974.  8  p.     +     •Item  1008-A 

93-2:H.rp. 

08795  0917.   Providing  for  consideration   of   H.R. 11929.   Report   from   Committee   on   Rules   to 

accompany  H.Res.  991.  Mar.  19,  1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 
087%        0918.   Providing  for  consideration   of   H.R. 12412.   Report   from   Committee   on   Rules   to 

accompany  H.Res.992.  Mar.  19,  1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

08797  0919.   Providing  for  consideration  of  H.R.   12435.   Report  from  Committee   on  Rules  to 

accompany  H.Res.993.  Mar.  19,  1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

08798  0921.  Repealing  smallpox  vaccination  requirement  for  public  school  students  in  District 

of    Columbia.    Report    from    Committee    on    District    of    Columbia    to    accompany 
H.R.8747.  Mar.  19,  1974.  5  p.     +     •Item  1008-A 

93-2:H.rp. 

08799  0922.    Referendum   on   issue   of  advisory    neighborhood   councils.   Report  together  with 

minority  views  from  Committee  on  District  of  Columbia  to  accompany  H.R. 12109. 
Mar.  19, 1974.  8  p.     +     •Item  1008-A 

93-2:H.rp. 

08800  0923.  Eisenhower  Memorial  Civic  Center  sinking  and  support  funds  act  of  1974.  Report 

together  with  additional  views  from  Committee  on  District  of  Columbia  to  accompany 
H.R. 12473.  Mar.  19,  1974.  18  p.  +      •Item  1008-A 

93-2:H.rp. 

08801  0924.  District  of  Columbia  Law  Revision  Commission.  Report  together  with  additional 

views  from  Committee  on  District  of  Columbia  to  accompany  H.R.I 2832.  Mar.  19, 
1974.  13  p.     +     •Item  1008-A 

93-2:H.rp. 

08802  1016.    Providing  for  consideration   of   H.R.6175.    Report   from   Committee   on   Rules   to 

accompany  H.Res.1079.  Apr.30,1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

08803  1022.    National   school   lunch   act   amendments.    Report   from   Committee   on    Education 

and  Labor  to  accompany  H.R.  14354.  May  1,  1974.  8  p.     +     •Item  1008-A 

93-2:H.rp. 

08804  1024.  Farm  labor  contractor  registration  act  amendments  of  1974.  Report  from  Committee 

on  Education  and  Labor  to  accompany  H.R. 13342.  May  2,   1974.   14  p.      +     •Item 
1008-A 

93-2:H.rp. 

08805  1026.   Overseas   Private   Investment  Corporation   amendments  of   1974.   Report  together 

with  dissenting  and  supplemental  views  from  Committee  on  Foreign  Affairs  to  accom- 
pany H.R.  13973.  May  2,  1974.  30  p.  +       •Item  1008-A 

93-2:H.rp. 

08806  1032.  Egg  research  and  consumer  information  act.  Report  from  Committee  on  Agriculture 

together  with  additional  views  to  accompany  H.R.  12000.  May  10,  1974.  17  p. 
+     •Item  1008-A 

93-2:H.rp- 

08807  1033.  Rural  electrification  guaranteed  loan  program  amendments.  Report  from  committee 

on  Agriculture  to  accompany  H.R. 12526.  May  10,  1974.  6  p.     +     •Item  1008-A 
L.C.  card  1973/27175  93-2:H.rp. 

08808  1040.   Providing  for  consideration  of  H.R. 12000.   Report  from  Committee   on  Rules  to 

accompany  H.Res.1100.  May  14,  1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

08809  1041.  Providing  for  consideration  of  S.3231.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.l  101.  May  14,  1974.  1  p.      +     •Item  1008-A 

93-2:H.rp. 

08810  1045.   Providing  for  consideration  of  H.R.   13973.   Report  from  Committee   on  Rules  to 

accompany  H.Res.  1111.  May  15,  1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

08811  1052.   Expenditures  of  Federal  funds   in   support  of  Presidental  properties.    15th  report 

together   with    additional   and    supplemental    views    by    Committee    on    Government 
Operations;  May  20,  1974.  1974.  vi     +  78  p.       +     •Item  1008-A 

93-2:H.rp. 
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08X12          1054     Providing    for    consideration    of    Hi  14449     Report    from    Committee    on    Raid    to 
■CCOmpmn)  H  Res  1140.  May  21,  1974.  1  p.      +     •Item  1008-A 

93-2:H.ip. 

08813  1064.    Department  of   Defense   supplemental  authorization   for  appropriations,   fisc.il    \e.ir 

1974.  Conference  report  to  accompany  U.R.I  2565.  May  24.1974  lip  •  •  Item 
1008-A 

93-2H  rp. 

08814  1065    Renegotiation  amendments  of  1974.   Report  from  Committee  on  Ways  and  Means 

to  accompany  H.R  14833    May  29,  1974.  7  p.      +     •Item  1008-A 

93-2  H    Rp 

08815  1083.  Federal  railroad  and  hazardous  materials  transportation  amendments  of  1974.  Report 

from  Committee  on  Interstate  and  Foreign  Commerce  to  accompany  H.R. 15223. 
June  6.  1974.  34  p.  il.      +     •Item  1008-A 

93-2:H.rp. 

08816  1096.    Providing   for   consideration   of   H.R. 12165.    Report   from   Committee   on   Rules   to 

accompany  H.  Res.  1166.  June  10.  1974.  1  p.      +     •Item  1008-A 

93-2.H.rp. 

08817  1097.    Providing   for  consideration   of    H.R. 13839.    Report   from   Committee   on    Rules   to 

accompany  H.Res. 1 167.  June  10,1974.  1  p.     +     ©Item  1008-A 

93-2:H.rp. 

08818  1098.  Providing  for  consideration  of  House  joint  resolution  876.  Report  from  Committee 

on  Rules  to  accompany  H.Res.  1168.  June  10,  1974.  1  p.      +     •Item  1008-A 

93-2:H.rp. 

08819  1099.  Providing  for  consideration  of  Senate  joint  resolution  202.  Report  from  Committee 

on  Rules  to  accompany  H.Res.  1169.  June  10,  1974.  I  p.      +     •Item  1008-A 

93-2:H.rp. 

08820  1102.  Providing  for  consideration  of  S.411.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.1170.  June  12,1974.  1  p.      +     •Item  1008-A 

93-2:H.rp. 

08821  1103.  Waiving  certain  points  of  order  against  conference  report  on  bill  H.R. 71309.  Report 

from  Committee  on  Rules  to  accompany  H.Res. 1171.  June  12,  1974.  1  p.      + 
•Item  1008-A 

93-2:H.rp. 

08822  1104.   National  school  lunch  act  amendments  of   1974.  Conference  committee  report  to 

accompany  H.R.  14354.  June  13,  1974.  8  p.      +     •Item  1008-A 

93-2:H.rp. 

08823  1105.   Rural  development  reporting  requirement.  Report  from  Committee  on  Agriculture 

to  accompany  H.R. 14723.  June  13.  1974.  4  p.      +     •Item  1008-A 

93-2:H.rp. 

08824  1106.   Professional   education  fellowship   program.    Report   together   with   minority   views 

from  Committee  on  Education  and  Labor  to  accompany  H.R. 15296.  June  13,  1974. 
4  p.      +     ©Item  1008-A 

93-2:H.rp. 

08825  1107.   Consumer  product   warranties   and    Federal   trade   Commission   improvements   act. 

Report  together  with  separate  and  individual  views  from  Committee  on  Interstate 
and  Foreign  Commerce  to  accompany  H.R.7917;  June  13,  1974.  1974.  90  p.  + 
•  Item  1008-A 

93-2:H.rp. 

08826  1108.  Departments  of  State,  Justice,  and  Commerce,  the  Judiciary,  and  related  agencies 

appropriation  bill,  fiscal  year  1975.  Report  from  Committee  on  Appropriations  to 
accompany  H.R.  15404.  June  13,  1974.  44  p.      +     •Item  1008-A 

93-2:H.rp. 

08827  1109.   Waiving  points  of  order  against  certain  provisions  contained   in  bill    H.R.    15404. 

Report  from  Committee  on  Rules  to  accompany  H.  Res.  1176.  June  13,  1974.  1 
p.      +     •Item  1008-A 

93-2:H.rp. 

08828  1113.    Consumer   home    mortgage   assistance   act   of    1974.    Report   from   Committee   on 

Banking  and  Currency  to  accompany  H.R. 14903.  June  17,  1974.  32  p.  +  •Item 
1008-A 

93-2:H.rp. 

08829  1116.    Providing   for   consideration   of   H.R. 15361.    Report   from   Committee   on   Rules   to 

accompany  H  Res.  1 182.  June  18,  1974.  1  p.      +     •Item  1008-A 

93-2:H.rp- 

08830  1119.    Continuing   appropriations,    1975.    Report   from    Committee   on    Appropriations    to 

accompany  H.J.  Res.  1062.  June  18,1974.  3p.      +     •Item  1008-A 

93-2:H.rp. 

08831  1121.  Amending  and  extending  Defense  production  act  of  1950.  Report  from  Committee 

on  Banking  and  Currency  to  accompany  H.R.I  3044.  June  19,  1974.  12  p.      + 
•Item  1008-A 

93-2:H.rp. 

08832  1 128.  Settlement  by  arbitration  board  of  disputes  of  postal  supervisors  with  Postal  Service. 

Report  together  with  minority  views  from  Committee  on  Post  Office  and  Civil 
Service  to  accompany  H.R.  7202.  June  20.  1974.  19  p.     +     •Item  1008-A 

93-2:H.rp. 
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08833  1131.  Tobacco  marketing  quota  provisions.   Report  from  Committee  on  Agriculture  to 

accompany  H.R.6485.  June  20,  1974.  5  p.     +     •Item  1008-A 

93-2:H.rp. 

08834  1133.   Providing  for  consideration  of  H.R. 15223.   Report  from  Committee   on  Rules  to 

accompany  H.Res.1187.  June  20,  1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

08835  1134.   Waiving   points   of   order  against   certain   provisions    of   H.R. 15544.   Report   from 

Committee  on  Rules  to  accompany  H.Res.1188.  June  21,  1974.  1  p.  +  •Item 
1008-A 

93-2:H.rp. 

08836  1135.  Juvenile  delinquency  prevention  act  of  1974.  Report  together  with  supplemental 

and  minority  views  from  Committee  on  Education  and  Labor  to  accompany 
H.R. 15276.  June  21,  1974.  23  p.     +     •Item  1008-A 

93-2:H.rp. 

08837  1195.   Old  problems,   new   relationships,    report  of   study    mission   to   Middle   East  and 

South  Asia.  [Report  from  Committee  on  Foreign  Affairs];  pursuant  to  H.Res.  267. 
July  15,  1974.  1974.  ix     +  40  p.     +     •Item  1008-A 

93-2:H.rp. 

08838  1305.  Impeachment  of  Richard  M.  Nixon,  President  of  United  States.  Report  of  Commit- 

tee on  Judiciary;  Aug.  20,  1974.  1974.  ii  +  528  p.  +  (To  be  sent  to  depository 
libraries  in  serial  set  binding) 

93-2:H.rp. 

08839  1633.  Export-import  bank  act  amendments.  Conference  report  to  accompany  H.R.  15977. 

Dec. 18,1974.  12  p.     +     •Item  1008-A 

93-2:H.rp. 

08840  1667.  Report  on  activities  of  Committee  on  Judiciary  of  House  of  Representatives  during 

93d  Congress  pursuant  to  clause  28  ot  Rules  XI  of  Rules  of  House  of  Representa- 
tives; Jan.  2,  1975.  1975.  v     +  [1]     +  60  p.     +     •Item  1008-A 

93-2:H.rp. 

08841  956.   Providing  for  consideration   of   H.R.I  1989.   Report   from   Committee   on   Rules   to 

accompany  H.Res.1016.  Mar.27,1974.  1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

08842  957.  Providing  for  consideration  of  S.2700.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.1017.  Mar.27,1974.  1  p.     +     •Item  1008-A 

93-2:H.rp. 

08843  963.   Small  business  problems   involved  in   marketing  of  grain  and  other  commodities, 

Report  together  with  additional  views  of  Subcommittee  on  Special  Small  Business 
Problems  of  Permanent  Select  Committee  on  Small  Business;  Apr.  1,  1974.  1974. 
vii     +[1]     +  91  p.  il.,  12  pi.     *  Paper,  $2.45     •Item  1008-A 

93-2:H.rp. 

08844  964.   Providing  for  consideration   of   H.R. 13163.    Report   from   Committee   on   Rules   to 

accompany  H.Res.  1025.  Apr.  2,  1974.  1  p.     +     ©Item  1008-A 

93-2:H.rp. 

08845  965.    Educational    funding    and    guaranteed    loans.    Conference    report    to    accompany 

H.R.  12253.  Apr.2,1974.  7  p.     +     •Item  1008-A 

93-2:H.rp. 

08846  984.  Special  pay  for  medical  officers  of  uniformed  services.  Conference  report  to  accom- 

pany S.  2770.  Apr.  10,  1974.  8  p.     +     •Item  1008-A 

93-2:H.rp. 

Appropriations  Committee,  House  Washington,  DC  20515 

08847  Department  of  Defense  appropriations,  hearings  before  subcommittee, 

94th  Congress,  1st  session,  oversight  of  fiscal  year  1975  military 
assistance  to  Vietnam,  Central  Intelligence  Agency  domestic  activities 
reprogramings.  1975.  iii     +  776     +  vi  p.  il.     +     •Item  1011 

Y4.Ap  6/ 1:D  36/5/975-2 

Department  of  Housing  and  Urban  Development-independent  agenccies 
appropriations  for  1976,  hearings  before  subcommittee,  94th  Con- 
gress, 1st  session. 

08848  pt.3.  Veterans'  Administration.  1975.  iii     +  956     +  vii  p.  il.     +     ©Item  1011 

Y4.Ap6/l:H  81/2/976/pt.3 

Department  of  Interior  and  related  agencies  appropriations  for  1976, 
hearings  before  subcommittee,  94th  Congress,  1st  session. 

08849  pt.l.  Overview  hearings,  1975.  iii     +  491  p.  il.     +     •Item  1011 

Y  4.Ap  6/1  :In  8/6/976/pt.l 
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08850        pt.2.  Bureau  of  Outdoor  Recreation;  Fish  and  Wildlife  Service    Forest  Service;  National 
Park  Service.  .975.  i,i     +  1303  p.     +  x,  p.  ,1.     +     ^  '^  Ap  6,1  :In  8/6,976/pt.2 

Department  of  Transportation  and  related  agencies  appropriations  for 
1974  hearings  before  subcommittee,  93d  Congress,  1st  session. 

Commission.  National  Transportation   Safety  Board    Washington  Metropohtan  Area 
Transit  Authority.  1973.  ii     +1161      +  xu  p.     +     •Item  1 0U  ^  ^  68/4/974/pt.  1 

Departments  of  Labor  and  Health,  Education,  and  Well ^e  appropria- 
tions for  1976,  hearings  before  subcommittee,  94th  Congress,  1st 
session. 

08852  pt  1     Department  of  Health,   Education,  and  Welfare    Testimony  of  Secretary,  Specal 

reports.  1975.  iii      +538     +  v  p.     +     •Item  1011  Y  4.Ap  6/l:L  11/976/pt.l 

Departments  of  State,  Justice,  and  Commerce,  the  Judiciary ri and  re- 
lated agencies  appropriations  for  1976,  hearings  before  subcommittee, 
94th  Congress,  1st  session. 

08853  pt.2.  DepartmentofJust.ee.  1975.  iii     +974     +  vii  p.  il.     +     •^^  6/,.St  2/976/p,2 

Education  Division  and  related  agencies  appropriations  for  1976, 
hearings  before  subcommittee,  94th  Congress,  1st  session. 

08854  pt...  Education  Division  overview,  Office  of  Education    Office  of  Assistant  Secretary 

for  Education.  .975.  iii     +1.59     +  v,  p.     +     •K™  10U  Y  4Ap  6/1:Ed  8,5,976,pt.l 

08855  pt.2.  National  Institute  of  Education,  special  institutions,  testimony  of  members  of  Con- 

gress  and  interested   individuals   and   organizations.    1975.   ui     +    573     +    iv   p. 
#Item  1011  Y  4  Ap  6/1:£d  8/5/976/pt.2 

Public  works  for  water  and  power  development  and  Atomic  Energy 
CoiSnSn  appropriation  bill,  1975,  hearings  before  subcommittee, 
93d  Congress,  2d  session. 

08856        pt.4.  Atomic  Energy  Commission.  1974.  ii     +1070     +  viii  p.  i^  +^  •Uem  10"^^ 

Armed  Services  Committee,  House  Washington,  DC  20515 

Tide  page,  contents,  and  index  are  issued  for  each  volume. 

Paper,  93d  Congress. 

Full  committee  cons 

2d  session,  June  20,  1974.  1974.  i.     +  50  p.  B.     +     •Item  1012  ^  ^  ^  ^^^ 


.      .        ~f  h  r    8SQ1    HR    11144    H.R.  15406,  93d  Congress, 
08857        60.  Full  committee  considerate .of  H.R.  8591    H.R.   11144     ^ 


Paper,  94th  Congress. 

08858        2   Full  committee  consideration  of  H.Re,  72  and  H.Res.  .29,  94th  Congress,  1st  session; 
Feb.  27,  1975.  1975.  ii     +  5  p.     +     •Item  1012  Y  4.Ar  5/2  a:975-76/2 

BANKING  AND  CURRENCY  COMMITTEE,  House  Washington,  DC 
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H.R.  29,  H.R.  34,  and  H.R.  2640,  Feb.  6-20,  1975.  1975.  vi  +  346 
p.  il.     +     #Item  1013 

Y4.B  22/1  :Em  3/3 

08860  To  provide  for  increased  participation  by  United  States  in  International 

Development  Association,  hearing  before  Subcommittee  on  Interna- 
tional Finance,  93d  Congress,  2d  session  on  H.R.  15231,  June  11, 
1974.  1974.  iii      +  13  p.     +    •Item  1013 

Y4.B  22/1  :In  8/17/974 

COMMITTEES,  SELECT  COMMITTEE  ON,  House  Washington,  DC 
20515 

08861  Committee  organization  in  House,  index  to  hearings  and  panel  discus- 

sions,v.l-3;Feb.l,1974.  1974.  [1]  +  91  p.  (Committee  print,93d  Con- 
gress,2d  session.)     # 

Y  4.C  73/6:In  2 

Working  papers  on  House  committee  organization  and  operation,  93d 
Congress;  June  1973. 

08862  Annual  expenditure  increment,  [by]  Aaron  Wildavsky  .  1973.  ii     +  23  p.     # 

Y  4.C  73/6:Or  3/30 

08863  Committee   information,    some   comments    on   selected   sources,    by   Walter   A.    Hahn    . 

1973.  ii     +  9  p.     # 

Y  4.C  73/6:Or  3/25 

08864  Congress  versus  budget,  [by]  Allen  Schick  .  1973.  ii     +  11  p.     # 

Y  4.C  73/6:Or  3/8 

08865  Congressional  committees  and  executive   organization,   [by]   Harold  Seidman   .    1973.   ii 

+  7  p.     # 

Y  4.C  73/6:Or  3/16 

08866  Congressional  control  of  budget  execution,  [byj  Louis  Fisher  .  1973.  ii     +  10  p. 

# 

Y  4.C  73/6:Or  3/24 

08867  Congressional  oversight,    methods   and   reform   proposals,    [by]   Walter  Oleszek   .    1973. 

ii     +  14  p.     # 

Y  4.C  73/6:Or  3/35 

08868  General  Accounting  Office  support  of  committee  oversight,  [by]  Elmer  B.  Staats  .  1973. 

ii     +  9  p.     # 

Y  4.C  73/6:Or  3/21 

08869  House    leadership,   party   caucuses   and   committee   structure;   by   Robert   L.   Peabody 

1973.  ii     +  9  p.il.     # 

Y  4.C  73/6:Or  3/2 

08870  Improving  congressional  budget  process,  [by]  Alice  M.  Rivlin  .  1973.  ii     +  5  p.     # 

Y  4.C  73/6:Or  3/29 

08871  Improving  some  skills  of  committee  staff,  [by]  Walter  Kravitz  .  1973.  ii     +  4  p. 

# 

Y  4.C  73/6:Or  3/28 

08872  Information  systems  for  Congress-revisited,  [by]  Kenneth  Janda  .  1973.  ii     +  6  p. 

# 

Y  4.C  73/6:Or  3/5 

08873  Legislative  oversight  on  bureaucracy,  [by]  Morris  S.  Ogul  .  1973.  ii     +  9  p.     # 

Y  4.C  73/6:Or  3/27 

08874  Legislator  as  information  user,  [by]  Robert  L.  Chartrand  .  1973.  ii     +  13  p.     # 

Y  4.C  73/6:Or  3/3 

08875  Little  legislatures  revisited,  [by]  George  Goodwin  ,  jr.  1973.  ii     +  7  p.     # 

Y  4.C  73/6:Or  3/17 

08876  Proposals  for  meeting  congressional  staff  needs,  by  John  S.  Saloma  ,  III.  1973.  ii 

+  6  p.     # 

Y  4.C  73/6:Or  3/33 

08877  Reforming  committees   while   retaining   unique   role   of  the    House,   [by]  John   F.   Bibby 

.1973.  ii     +9  p.     # 

Y  4.C  73/6:Or  3/31 

08878  Shape  of  the  future,  [by]  Victor  C.  Ferkiss  .  1973.  ii     +  4  p.     # 

Y  4.C  73/6:Or  3/18 

08879  Staffing  House  committees,  [by]  Samuel  C.  Patterson  .  1973.  ii     +  8  p.  il.     # 

Y  4.C  73/6:Or  3/12 

08880  State    legislative    committees,    review    and    some    proposals    for    Congress,    [by]    Alan 

Rosenthal  .  1973.  ii     +  17  p.     # 

Y  4.C  73/6:Or.3/6 
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08881  Statement  of  James  A.  Robinson,  Macalester  College,  on  committee  staffing,  by  James 

A.  Robinson  .  1973.  ii       +  5  p.  + 

Y  4.C  73/6:Or  3/10 

08882  Statement  of  Kenneth  W.  Hunter,  General  Accounting  Office.  1973.  ii     +11  p.     # 

Y  4.C  73/6:Or  3/9 

08883  Statement   of   Maurice    A.    Donahue,    Director   of    Institute    of   Governmental    Services, 

University  of  Massachusetts.  1973.  ii      +  5  p.     # 

Y  4.C  73/6:Or  3/26 

08884  Statement  of  Robert  C.   Seamans,   National  Academy   of  Engineering.    1973.   ii     +    8  p. 

# 

Y  4.C  73/6:Or  3/23 

08885  Structure   and    function    of   congressional    committees,    [by]    Gerald    F.    Tape    .    1973.    ii 

+  5  p.     # 

Y4.C  73/6:Or  3/15 

08886  Tax  expenditures  in  relation  to  congressional  control  over  budgetary  outlay  and  receipt 

totals;  [by]  Stanley  S.  Surrey  .  1973.  ii     +  17  p.     # 

Y4.C  73/6:Or  3/13 

08887  Ten  suggestions  for  congressional  reform,  [by]  Murray  L.  Weidenbaum  .  1973.  ii 

+  11  p.     # 

Y  4.C  73/6:Or  3/4 

08888  The   House  and   its  committees,   some  organizational   perspectives,   [by]  Joseph  Cooper 

and  David  W.  Brady.  1973.  ii     +  1 1  p.     # 

Y  4.C  73/6:Or  3/34 

08889  Toward   House  of  worse  repute  or  how   to  be  rubber  stamp  with  honor,   [by]   Bertram 

M.  Gross  .  1973.  ii     +  17  p.     # 

Y  4.C  73/6:Or  3/19 

08890  Trends   in  organization   of  State   legislative   committees,   by    Malcolm   E.  Jewell   .    1973. 

ii      +  6  p.     # 

Y  4.C  73/6:Or  3/22 

08891  Three    major   aspects   of   House   committee   staffing,    [by]    Kenneth   Kofmehl    .    1973.   ii 

+  10  p.     # 

Y  4.C  73/6:Or  3/14/     * 

DISTRICT  OF  COLUMBIA  COMMITTEE,  House  Washington,  DC 
20515 

[Committee  publication]  serial,  93d  Congress. 

08892  15.   Child   adoption   subsidy,   hearing   before   Subcommittee    on   Labor,   Social   Services, 

and   International  Community,  93d  Congress,  2st  session,  H.R.7259,  July  27,   1973. 
1974.  iv     +  124  p.      +      •Item  1014 

Y4.D  63/1:93-15 

EDUCATION  AND  LABOR  COMMITTEE,  House  Washington,  DC 
20515 

Federal  higher  education  programs  institutional  eligibility,  hearings  be- 
fore Subcommittee  on  Education,  93d  Congress,  2d  session. 

08893  pt.l.  Accreditation,  July  18-25,  1974.  1974.  v     +  415  p.il.     +      •Item  1015 

Y  4.Ed  8/1:  Ed  8/49/pt.l 

08894  To  create  American   Film   Institute  as  independent  agency,   hearings 

before  Select  Subcommittee  on  Education,  93d  Congress,  2d  session 
on  H.R.  17021,  Oct.  7  and  8,  1974.  1974.  vi  +  189  p.  +  •Item 
1015 

Y4.  Ed  8/1:  Am  3/3 

FOREIGN  AFFAIRS  COMMITTEE,  House  Washington,  DC  20515 

08895  Review  of  State  Department  trip  through  southern  and  central  Africa, 

hearing  before  Subcommittee  on  Africa,  93d  Congress,  2d  session, 
Dec.  12,  1974.  1974.  iv     +  185  p.     *  Paper,  $1.90.     •Item  1017 

Y4.F76/l:Af  8/19 
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GOVERNMENT  OPERATIONS  COMMITTEE,  House  Washington, 
DC  20515 

08896  Immigration  and  Naturalization  Service  regional  office  operations  (pt. 

5),  hearings  before  subcommittee,  93d  Congress,  2d  session,  Aug. 
13-Oct  9,  1974.  1974.  iii     +  449-616  p.     +     #Item  1016 

Y  4.G  74/7: Im  6/3/pt.5 

INTERIOR  AND  INSULAR  AFFADIS  COMMITTEE,  House 
Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

08897  05.   Designation   of  wilderness  areas,   hearings,   pt.4,   before   Subcommittee   on   National 

Parks  and  Recreation  ,  93d  Congress,  2d  session,  on  H.R. 13562  and  H.R. 13563, 
Mar.  22-26,  1974.  1975.  iv     +  209  p.Il.      +     ©Item  1023 

Y  4.1n  8/14:93-5/pt.4 

08898  43.    Proposed   Cuyahoga    National   Historical   Park   and   Recreation    Area,   hearings,   pt. 

2  before  Subcommittee  on  National  Parks  and  Recreation,  93d  Congress,  2d  session 
on  H.R.7167  and  related  bills,  June  8,1974.  1975.  vi  +  222  p.il.  [Hearing  held 
in  Akron,  Ohio.]     +     •Item  1023 

Y4.In8/14:93-43/pt.2 

08899  45.  Colorado  River  basin  salinity  control  act,  hearings  before  Subcommittee  on  Water 

and  Power  Resources,  93d  Congress,  2d  session,  on  H.R. 12165  and  related  bills, 
Mar.  4-8,  1974.  1974.  vi     +  321  p.  il.     +     •Item  1023 

Y  4.1n  8/14:93-45 

08900  57.   To   expand    Indiana    Dunes   National    Lakeshore,   hearing   before   Subcommittee   on 

National  Parks  and  Recreation,  93d  Congress,  2d  session,  on  H.R. 3571  and  related 
bills,  June  17,  1974.  1975.  vii     +  292  p.  il.      +     •Item  1023 

Y  4.1n  8/14:93-57 

INTERSTATE  AND  FOREIGN  COMMERCE  COMMITTEE,  House 
Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

08901  80.  Review  of  procedures  and  policies  of  FAA  and  NTSB  with  respect  to  DC-10  cargo 

doors,  hearings  before  Special  Subcommittee  on  Investigations,  93d  Congress,  2d 
session,  Mar.  27  and  Apr.  9,  1974.  1974.  iv     +  303  p.  il.     +     •Item  1019 

Y  4.1n  8/4:93-80 

[Committee  publication]  serial,  94th  Congress. 

08902  06.   Public   broadcasting   overview,   hearing   before   Subcommittee   on   Communications, 

94th  Congress,  1st  session,  Mar.  19,  1975.  1975.  iii     +  41  p.     +     •Item  1019 

Y  4.1n  8/4:94-6 

JUDICIARY  COMMITTEE,  House  Washington,  DC  20515 

08903  Analysis  of  philosophy  and  public  record  of  Nelson  A.  Rockefeller, 

nominee  for  Vice  President  of  United  States  ,  93d  Congress,  2d 
session;  Oct.  1974.  1974.  viii  +  193  p.  (House  committee  print, 
93d  Congress,  2d  session.)      # 

Y4.J  89/1  :R  59 

[Committee  publication]  serial,  93d  Congress. 

08904  48.  Narcotic  addiction  treatment  and  rehabilitation  programs,  hearings  before  Subcommit- 

tee on  Civil  Rights  and  Constitutional  Rights,  93d  Congress,  1st  session  on  H.R. 
187,  Mar.  8-Sept.  18,  1973.  1974.  iii  +  315  p.il.     +     •Item  1020 

Y  4. J  89/1:93-48 

08905  49,pt.2.  Community  anticrime  assistance  act  of  1973,  hearings  before  Subcommittee  on 

Crime,  93d  Congress,  2d  Session  on  H.R.  9175,  H.R.  9809,  and  H.R.  10602,  Feb. 
21,  1974.  1975.  341  p.     +     •Item  1020 

Y  4.J  89/l:93-49/pt.  2 

08906  54.  Organized  crime  control  act  of   1970,   hearing  before  Subcommittee  on   Crime,  93d 

Congress,  2d  session,  on  S.1083,  Nov.26,1974.  1974.  iv  +  414  p.  il.  +  •Item 
1020 

Y  4. J  89/1:93-54 
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08907  59.  Copyright  miscellany,  hearing  before   Subcommittee  on  Courts,  Civil  Liberties  and 

Administration  of  Justice,  93d  Congress  2d  session  on  S.3976,  Nov.  26,  1974.  1975. 
iii      +  19  p.     +      •Item  1020 

Y  4.J  89/1:93-59 

MERCHANT  MARINE  AND  FISHERIES  COMMITTEE,  House 
Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

08908  45.  Alaska  native  claims,  hearings  before  Subcommittee  on  Fisheries  and  Wildlife  Conser- 

vation and  the  Environment,93d  Congress, 2d  session,  on  oversight  of  administration 
of  Alaska  claims  settlement  act,  June  4-6,1974.  1975.  iv  +  219  p. II.  +  •Item 
1021 

Y  4.M  53:93-45 

POST  OFFICE  AND  CIVIL  SERVICE  COMMITTEE,  House 
Washington,  DC  20515 

08909  Current  salary  schedules  of  Federal  officers  and  employees  together 

with  history  of  salary  and  retirement  annuity  adjustments;  Dec.  31, 
1974.  1974.  iii  +  26  p.  (Committee  print,  24,  93d  Congress,  2d  ses- 
sion.)    *  Paper,  45c. 

Y4.P  84/1 0:Sa  3/16/974-2 

[Committee  publication]  serial,  94th  Congress. 

08910  02.  Mandatory  retirement  at  age  70  with  5  years  of  service,  hearing  before  Subcommittee 

on  Retirement  and  Employee  Benefits,  94th  Congress,  1st  session  on  H.R.504,  Mar. 
10,  1975.  1975.  v     +  10  p.     +     •Item  1022 

Y  4.P  84/10:94-2 

PUBLIC  WORKS  COMMITTEE,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

08911  34.    Effects   of   pollution    abatement   on    international   trade,    2d   report   of   Secretary   of 

Commerce  to  President  and  Congress  in  compliance  with  sec.  6  of  Federal  Water 
pollution  control  act  amendments  of  1972  (Public  law  92-500)  1974.  iii     +  [1] 
+  59  p.  il.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y4.P96/ 11:93-34 

SCffiNCE  AND  ASTRONAUTICS  COMMITTEE,  House  Washington, 
DC  20515 

[Committee  publication]  serial,  93d  Congress. 

08912  U.  Report  on  international  conference  of  States  on  distribution  of  programme-carrying 

signals  transmitted  by  satellite  ,  in  Brussels,  Belgium  May  6-21,  1974,  93d  Congress, 
2d  session;  July  1974.  1974.  v     +  45  p.  (Committee  print)  + 

Y  4.Sci  2:93-2/U 

SMALL  BUSINESS,  PERMANENT  SELECT  COMMITTEE  ON, 
House  Washington,  DC  20515 

08913  Small  business  enterprises  in  outdoor  recreation  and  tourism,  Subcom- 

mittee on  Environmental  Problems  Affecting  Small  Business,  93d 
Congress,  2d  session;  Dec.  1974.  1974.  x  +  233  p.  (Committee  print.) 
+ 

Y4.Sm  l:Ou8/2 

VETERANS'  AFFAIRS  COMMITTEE,  House  Washington,  DC  20515 

08914  Operations  of  Veterans'  Administration  hospital  and  medical  program; 

Jan.  15,  1975.  1975.  xvi  +  689  p.  (Committee  print  1,  94th  Congress, 
1st  session.)  + 
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Ways  and  Means  Committee,  House  Washington,  DC  20515 

08915  Energy   crisis  and  proposed  solutions,  prepared  statements  presented 

in  panel  discussions  on  subject  of  automobile  efficiency  and  conserva- 
tion; March  12,  1975.  1975.  iii  +  171  p.  il.  (Committee  print,  94th 
Congress,  1st  session.)  + 

Y4.W36:En2/ll 

08916  Information  relating  to  Federal-State  unemployment  compensation  laws, 

including  material  relating  to  Administration's  proposed  amendments 
to  unemployment  compensation  laws  submitted  by  U.S.  Department 
of  Labor:  Apr.  22,  1974.  1974.  iii     +  84  p.  il.  4°  + 

Y  4.W  36:Un  2/12 

08917  Staff    review    of    recommendations    made    on    renegotiation    process, 

preliminary  report,  prepared  for  use  of  Committee  on  Ways  and 
Means,  House  and  Committee  on  Finance,  Senate,  by  Staff  of  Joint 
Committee  on  Internal  Revenue  Taxation;  May  14,  1974.   1974.  [1] 

+  42  p.  + 

Y  4.W  36: R  29/5 

08918  Summary  of  major  provisions  of  Public  law  94-12,  Tax  reduction  act 

of  1975;  April  1,  1975.  1975.  v  +  17  p.  (Committee  print,  94th 
Congress,  1st  session.)    *  Paper,  40c. 

Y  4.W  36:T  19/80 

INTERNAL  REVENUE  TAXATION  JOINT  COMMITTEE 
Washington,  DC  20515 

08919  Summary  of  testimony  on  revenue  aspects  of  anti-skyjacking  proposal, 

H.R.   19444  at  public  hearing  on  Oct.  6,   1970,  held  by  Committee 

on  Finance,  prepared  by  staff;  Dec.  1,  1970.  1970.  [1]     +  3  p. 

# 

Y4.In  8/11: An  8/970-2 

PRINTING  JOINT  COMMITTEE  Washington  DC  20510 

08920  Government   depository   libraries,    present   law    governing   designated 

depository  libraries.  [Revised  Apr.  1975.]  1975.  ii  +  43  p.  (Joint 
committee  print,  94th  Congress,  1st  session.)  [Includes  designated 
depository  list  as  of  Apr.  1975.]     +     #Item  1004 

Y4.P  93/1  :D  44/975 

SENATE  Washington,  DC  20510 

Senate  documents 

Note.— All  Senate  documents  which  are  followed  by  a   +,  may   be  obtained  from  the  Senate 
Document  Room  or  from  the  issuing  office. 

Senate  documents,  93d  Congress. 

08921  69.   Decrease  in  fiscal   year   1974  appropriation  for  Department  of  Health,    Education, 

and    Welfare,    communication    from    the    President    of    United    States    transmitting 
decrease;  Apr.3,1974.  1974.  [1]     +  1  p.  +      •Item  996 

93-2:S.doc. 

08922  81.   Annual  report  of  National   Forest  Reservation  Commission,   letter  from   Secretary 

of   Army,   transmitting  report;   May   7,   1974.      1974.   iv      +   31    p.   [Corrected  print.] 
+     •Item  996 

93-2:S.doc. 

08923  83.  Supplemental  appropriations  for  Department  of  Treasury  fiscal  year  1975,  communica- 

tion from  President  of  United  States;  May  30,  1974.   1974.  [1]     +   4  p.      +     •Item 
996 

93-2:S.doc. 
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86.  Amendment  to  1975  budget  for  Department  of  Treasury,  communication  from  Pre- 
sident of  United  States,  transmitting  amendment.  June  19,  1974.  2  p.  +  •Item 
996 

93-2:S.doc. 

88.  Amendment  to  1975  budget  for  Department  of  State,  communication  from  President 
of  United  States  transmitting  amendment:  June  24,  1974.  1974.  [1]  +  2  p.  + 
•  Item  996 

93-2S.doc. 

89.  Amendment  to  1975  budget  for  Department  of  Justice,  communication  from  President 

of  United  States  transmitting  amendment,  June  24,  1974.  1974.  [1]  +  1  p.  + 
•Item  996 

93-2:S.doc. 

90.  Amendment  to  1975  budget  for  Federal  Trade  Commission,  communication  from 
President  of  Jnited  States  transmitting  amendment;  July  24,  1974.  1974.  [1]  + 
1  p.      +     •Item  996 

93-2iS.doc. 
94.  Amendment  to  budget  for  Department  of  Transportation,  communication  from  Pre- 
sident of  United  States  transmitting  proposed  amendment;  July  10,1974.  1974.  [1] 
+  1  p.     +     •Item  996 

93-2:S.doc. 

Senate  executive  documents 

Senate  executive  documents,  93d  Congress,  2d  session. 

D.  Amended  text  to  art. 7  of  Convention  of  Facilitation  of  International  Maritime  Traffic, 

1965,  message  from  the  President  transmitting  copy  adopted  by  Intergovernmental 
Maritime  Consultative  Organization  (IMCO)  at  London  Nov.  19,  1973;  July  29,  1974. 
1974.  vi     +  2  p.     # 

Y  1.93/2:D 

E.  Telegraph  and  telephone  regulations,  1973,  message  from  President  of  United  States: 

Aug.  2,  1974.  1974.  vii     +  29  p.     # 

Y  1.93/2:E 

F.  Extradition  treaty  with  Australia,  message  from  President  of  United  States  transmitting 

treaty:  Aug.  22  ,  1974.  1974.  vu    +  8  p.     # 

Y  1.93/2.F 

G.  Extradition  treaty   with  Canada,   message   from  the   President  transmitting  treaty  on 

extradition  between  United  States  and  Canada,  signed  Washington,  Dec.  3,  1971, 
as  amended  by  exchange  of  notes;  June  28  and  July  9,  1974;  Sept.  12,  1974.  1974. 
vii      +  7  p.     # 

Y  1.93/2:G 
H.  Consular  convention  with  Bulgaria,  message  from  the  President  transmitting  consular 

convention  between  United  States  and  People's  Republic  of  Bulgaria,  with  agreed 
memorandum  and  related  exchange  of  letters,  signed  at  Sofia;  Apr.  15,  1674:  Sept. 
12,  1974,  1974.  vi     +  22  p.     # 

Y  1.93/2:H 
I.   Protocol   to   treaty    with   Union   of   Soviet   Socialist   Republics   on   limitation   of  anti- 
ballistic  missile  systems;  Sept.  19,  1974.  1974.  vi     +  2p.     # 

Y  1.93/2:1 
J.  International  telecommunication  convention,   1973,  message  from  President  of  United 

States  transmitting  convention;  Oct.  17,  1974.  1974.  vii      +  83  p.     # 

Y  1.93/2:  J 
K.  Amendments  to  convention  for  safety  of  life  at  sea,   1960,  message  from  President 

of  United  States  transmitting  amendments;  Oct.  17,  1974.  1974.  vii  +  27  p.  il. 
# 

Y  1.93/2:K 

Senate  reports 

.—For  titles  of  bills  which  these  reports  accompany,  see  Congressional  record  index. 

Senate   reports   on  public  bills,    93d  Congress.    +  Senate   Documents 
Room,  Capitol. 

700.  U.S.  participation  in  International  Ocean  Exposition.  Report  from  Committee  on 
Foreign  Relations  to  accompany  S.2662.  Feb.  28,  1974.  11  p.  +  •Item  1008- 
A 

93-2:S.rp. 
499.  Compensation  of  Office  of  Attorney  General  of  United  States.  Report  from  Commit- 
tee  on   Post  Office   and  Civil   Service   to  accompany    S.2673.   Nov.    13,    1973.   7  p. 
+     •Item  1008- A 

93-l:S.rp. 
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08939  504.   Emergency  daylight  saving  time   energy   conservation   act  of   1973.   Report  from 

Committee  on  Commerce  to  accompany  S.2702.  Nov.  14,  1973.  13  p.  +  •Item 
1008-  A 

93-l:S.rp. 

08940  667.  Authorizing  additional  expenditures  by  Committee  on  Finance  for  routine  purposes. 

Report  from  Committee  on  Rules  and  Administration  to  accompany  S. Res. 239.  Jan. 
29,  1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

08941  668.  Authorizing  as  supplemental  expenditures  by  Select  Committee  on  Nutrition  and 

Human  Needs  for  Inquiries  and  Investigations.  Report  from  Committee  on  Rules 
and  Administration  to  accompany  S.Res.  247.  Jan.  29,  1974.  2  p.  +  •Item  1008- 
A 

93-2:S.rp. 

08942  669.  Authorizing  printing  of  additional  copies  of  pt.l  of  Committee  print  entitled  Con- 

fidence and  concern,  Citizens  view  American  Government,  survey  of  public  attitudes. 
Report  from  Committee  on  Rules  and  Administration  to  accompany  S.Con.Res.61. 
Jan.  29,  1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

08943  674.  Availability  of  appropriations,  1974,  guaranteed  student  loans.  Report  from  Commit- 

tee on  Labor  and  Public  Welfare  to  accompany  H.R. 12253.  Feb.  1,  1974.  13  p. 
+     •Item  1008-A 

93-2:S.rp. 

08944  684.  Conveying  certain  lands  in  Idaho  to  City  of  Coeur  D'Alene.  Report  from  Committee 

on  Interior  and  Insular  Affairs  to  accompany  S.2343.  Feb.  7,  1974.  4  p.  +  •Item 
1008-A 

93-2:S.rp. 

08945  689.  Federal  election  campaign  act,  amendments  of  1974.  Report  together  with  additional 

views  of  Committee  on  Rules  and  Administration  to  accompany  S.  3044:  Feb.  21, 
1974.  1974.  iii     +  90  p.     +     •Item  1008-A 

93-2:S.rp. 

08946  692.  Office  of  Federal  procurement  policy  act  of  1973.  Report  of  Committee  on  Govern- 

ment Operations  to  accompany  S.  2510;  Feb.  26,  1974.  1974.  iii     +  52  p.     + 
•Item  1008-A 

93-2:S.rp. 

08947  698.  Authorizing  additional  expenditures  by  Committee  on  Government  Operations  for 

routine  purposes.  Report  from  Committee  on  Rules  and  Administration  to  accompany 
S.Res.268.  Feb.  28,  1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

08948  699.   Authorizing  printing  of  additional  copies  of  committee  print  entitled   'Protecting 

older  Americans  against  overpayment  of  income  taxes'.  Feb.  28,  1974.  2  p.  + 
•Item  1008-A 

93-2:S.rp. 

08949  702.   Authorizing  additional  expenditures   by   Committee   on   Agriculture   and   Forestry 

for  inquiries  and  investigations.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  S.Res.236.  Feb.  28,  1974.  3  p.     +     ©Item  1008-A 

93-2:S.rp. 

08950  703.  Authorizing  additional  expenditures  by  Committee  on  Banking,  Housing  and  Urban 

Affairs  for  inquires  and  investigations.  Report  from  Committee  on  Rules  and  Ad- 
ministration, to  accompany  S.Res.240.  Feb.  28,  1974.  5  p.     +     •Item  1008-A 

93-2:S.rp. 

08951  706.  Authorizing  additional  expenditures  by  Committee  on  Armed  Services  for  inquiries 

and  investigations.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.270.  Feb.  28,  1974.  7  p.     +     •Item  1008-A 

93-2:S.rp. 

08952  708.  Authorizing  additional  expenditures  by  Committee  on  Post  Office  and  Civil  Service 

for  inquiries  and  investigations.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  S.  Res.  264.  Feb.  28,  1974.  4  p.     +     •Item  1008-A 

93-2:S.rp. 

08953  711.  Authorizing  additional  expenditures  by  Committee  on  Commerce  for  inquiries  and 

investigations.  Report  from  Committee  on  Rules  and  Administration  to  accompany 
S.Res.262.  Feb.  28,  1974.  91  p.     +     •Item  1008-A 

93-2:S.rp. 

08954  717.  Authorizing  additional  expenditures  by  Committee  on  Veterans'  Affairs  for  inquiries 

and  investigations.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.250.  Feb.  28,  1974.  5  p.     +     •Item  1008-A 

93-2:S.rp. 

08955  719.  Authorizing  additional  expenditures  by  Committee  on  Public  Works  for  inquiries 

and  investigations.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.261.  Feb.  28,  1974.  10  p.     +     •Item  1008-A 

93-2:S.rp. 

08956  723.   Veterans'   insurance  act  of   1974.   Report  of  Committee  on  Veteran's  Affairs  to 

accompany  S.1835;  Mar.  1,  1974.  1974.  ii     +  83  p.     +     ©Item  1008-A 

93-2:S.rp. 
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08957  740.   Granting   a   consent   and   approval    of   Congress   to    Cumbres   and   Toltec    Scenic 

Railroad  compact.  Report  from  Committee  on  Judiciary  to  accompany  S.  2362.  Mar. 

21,  1974.  6  p.     +     •Item  1008-A 

93-2:S.rp. 

08958  742.   Commission   on   Revision   of   Federal  appellate   system.   Report   from    Committee 

on  Judiciary  to  accompany  S.3052.  Mar.  22,  1974.  10  p.     +     •Item  1008-A 

93-2:S.rp. 

08959  745.   Amending   certain    provisions   of  land   and   water  conservation   fund    act   of    1965 

relating  to  collection  of  special  recreation  use  fees.  Report  from  Committee  on 
Interior  and  Insular  Affairs  to  accompany  S.2844.  Mar.  22,  1974.  18  p.  +  •Item 
1008-A 

93-2:S.rp. 

08960  749.  Authorizing  printing  of  additional  copies  of  veterans'  benefits  calculator.  Report 

from  Committee  on  Rules  and  Administration  to  accompany  H.  Con.  Res.  78.  Mar. 

22,  1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

08961  752.  Special  authorization  for  transfer  of  State  Department  property  in  Venice.  Report 

from  Committee  on  Foreign  Relations  to  accompany  H.R. 12341.  Mar.  27,  1974. 
3  p.     +     •Item  1008-A 

93-2:S.rp. 

08962  765.  Extending  postal  rate  adjustments,  pt.2.  Minority  views  from  Committee  on  Post 

Office  and  Civil  Service  to  accompany  S.411.  Apr.  30,  1974.  14  p.  +  •Item 
1008-A 

93-2:S.rp. 

08963  772.  Poultry  indemnity  payments.  Report  from  Committee  on  Agriculture  and  Forestry 

to  accompany  S.3231.  Apr.  8,  1974.  14  p.     +     •Item  1008-A 

93-2:S.rp. 

08964  787.  National  Olympic  Commission  act  of  1974.  Report  from  Committee  on  Commerce 

to  accompany  S.1018.  Apr.  23,  1974.  9  p.     +     •Item  1008-A 

93-2:S.rp- 

08965  793.  Peace  Corps  authorization  act  for  fiscal  year  1975.  Report,  together  with  additional 

views,  from  Committee  on  Foreign  Relations  to  accompany  H.R.I 2920.  Apr.  29, 
1974.  24  p.  [Corrected  print.]     +     •Item  1008-A 

93-2:S.rp. 

08966  798.    Veterans   disability    compensation   and   survivor   benefits   act   of    1974.   Report  of 

Committee  on  Veterans  Affairs  to  accompany  S.3072.  May  1,  1974.  ii  +  53  p. 
+     •Item  1008-A 

93-2:S.rp. 

08967  803.    Eastern   wilderness   areas   act   of    1974.    Report   from    Committee   on    Agriculture 

and  Forestry  to  accompany  S.3433.  May  2,  1974.  47  p.     +     •Item  1008-A 

93-2:S.rp. 

08968  812.  Repealing  cooly  trade  laws.  Report  from  Committee  on  Judiciary  to  accompany 

S.2220.  May  2,  1974.  5  p.     +     •Item  1008-A 

93-2:S.rp- 

08969  815.  Upgrade  top  level  positions  in  Department  of  Agriculture.  Report  from  Committee 

on  Agriculture  and  Forestry  to  accompany  S.3031.  May  6,  1974.  9  p.  +  •Item 
1008-A 

93-2:S.rp. 

08970  818.  NASA  authorization  for  fiscal  year   1975.  Report  of  Committee  on  Aeronautical 

and  Space  Sciences  on  H.  R.  13998.  May  6,  1974.  iii  +  135  p.  +  •Item  1008- 
A 

93-2:S.rp. 

08971  821.  Authorizing  additional  expenditures  by  Committee  on  Judiciary  for  routine  purposes. 

Report  from  Committee  on  Rules  and  Administration  to  accompany  S.Res.311.  May 
6,  1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

08972  822.  Authorizing  additional  expenditures  by  Committee  on  Interior  and  Insular  Affairs 

for  routine  purposes.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.312.  May  6,  1974.  2  p.       +     ©Item  1008-A 

93-2:S.rp. 

08973  823.  Authorizing  printing  of  1973  annual  report  of  National  Forest  Reservation  Commis- 

sion as  Senate  document.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  S.Res.313.  May  6,  1974.  2  p.      +     ©Item  1008-A 

93-2:S.rp. 

08974  825.   Authorizing  additional  expenditures   by  Committee   on  Rules  and  Administration 

for  routine  purposes.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.317.  May  6,  1974.  1  p.       +     •Item  1008-A 

93-2:S.rp. 

08975  827.    Authorizing   expenditures   from    contingent    fund    to    improve    payroll,    personnel, 

and  voucher  system  of  Senate.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  S.Res.316.  May  6,  1974.  5  p.       +     •Item  1008-A 

93-2:S.rp. 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  31 


Government  Publications 

08976  835.  Foreign  diaster  assistance  act  of  1974.  Report  from  Committee  on  Foreign  Relations 

to  accompany  H.R. 12412.  May  9,  1974.  6  p.     +     •Item  1008-A 

93-2:S.rp. 

08977  836.  Arms  control  and  disarmament  act  amendments.  Report  from  Committee  on  Foreign 

Relations  to  accompany  H.R.12799.  May  9,  1974.  5  p.     +     •Item  1008-A 

93-2:S.rp. 

08978  838.  Department  of  State/USIA  authorization  act,  fiscal  year  1975.  Report  of  Foreign 

Relations  Committee  together  with  supplemental  views  on  S.3473.  May  9,  1974. 
iii     +  31  p.     +     •Item  1008-A 

93-2:S.rp. 

08979  841.    Amending   sec. 301    of  Title   37,    United   States   Code,   relating   to   incentive   pay, 

to  attract  and  retain  volunteers  for  aviation  crew  member  duties,  and  for  other 
purposes.  Report  from  Committee  on  Armed  Services  to  accompany  H.R.  12670. 
[1974.]  44  p.     +     •Item  1008-A 

93-2:S.rp. 

08980  842.   Relating  to   International  Court  of   Justice.   Report   from   Committee   on   Foreign 

Relations  to  accompany  S.Res.74,75,76,77,and  78.  May  9,  1974.  16  p.  +  •Item 
1008-A 

93-2:S.rp. 

08981  848.   National  Science  Foundation  authorization  act  of   1975.   Report  from  Committee 

on  Labor  and  Public  Welfare  to  accompany  S.3344.  May  15,  1974.  115  p.     + 
•Item  1008-A 

93-2:S.rp. 

08982  866.    Providing   for  greater  disclosure   of   nature   and   costs   of   real   estate    settlement 

services.  Report  together  with  additional  views  from  Committee  on  Banking,  Housing 
and  Urban  Affairs  to  accompany  S.3164.  May  22,  1974.  24  p.  +  •Item  1008- 
A 

93-2:S.rp. 

08983  867.  Flood  damage.  Report  together  with  minority  and  agency  views  from  Committee 

on  Public  Works  to  accompany  S.2201.  May  22,  1974.  11  p.  [Corrected  print.] 
+     •Item  1008-A 

93-l:S.rp. 

08984  868.  Authorizing  additional  appropriations  to  National  Museum  of  Smithsonian  Institu- 

tion. Report  from  Committee  on  Rules  and  Administration  to  accompany  S.2137. 
May  22,  1974.  6  p.      +     •Item  1008-A 

93-2:S.rp. 

08985  881.  C-4's  in  Guam  trace.  Report  of  Senate  Committee  on  Commerce  on  H.R.I  1223; 

May  28,  1974.  1974.  [1]     +  6  p.     +     •Item  1008-A 

93-2:S.rp. 

08986  882.  Supplemental  maritime  appropriation,  1974.  Report  of  Senate  Committee  on  Com- 

merce on  H.R.12925;  May  28,  1974.  1974.  [1]     +  3  p.     +     •Item  1008-A 

93-2:S.rp. 

08987  885, pt. 2.  Japan-United  States  friendship  act,  Supplemental  report  from  Committee  on 

Foreign  Relations  to  accompany  S.649.  June  7,  1974.  4  p.     +     •Item  1008-A 

93-2:S.rp. 

08988  897.  Authorizing  printing  of  additional  copies  of  committee  print  entitled  Energy-related 

research  and  development.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  S.Res.333.  June  4,  1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

08989  899.  Authorizing  printing  of  summaries   of  veterans  legislation  reported  in   House  and 

Senate  during  93d  Congress.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  H.Con.Res.415.  June  4,  1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

08990  902.  Depository  institutions  amendments  of  1974.  Report  together  with  addional  views 

of  Committee  on  Banking,  Housing  and  Urban  Affairs  to  accompany  H.R.I  1221: 
June  4,  1974.  1974.  iii     +  35  p.     +     •Item  1008-A 

93-2:S.rp. 

08991  903.   Special  energy  research  and  development  appropriations  bill,    1975.   Report  from 

Committee  on  Appropriations  to  accompany  H.R. 14434.  June  5,  1974.  37  p.  + 
•Item  1008-A 

93-2:S.rp. 

08992  904.    National   Commission   on   Supplies    and   Shortages   act  of    1974.    Report   together 

with  additional  and  supplemental  views  of  Committee  on  Commerce  on  S.  3523: 
June  5,  1974.  1974.  [1]     +  15  p.     +     •Item  1008-A 

93-2:S.rp. 

08993  905.    State   and   regional   environmental    centers.    Report    from   Committee    on   Interior 

and  Insular  Affairs  to  accompany  S.1865.  June  7,  1974.  23  p.  +  •Item  1008- 
A 

93-2:S.rp. 

08994  910.   Foreign   investment  study  act  of   1974.   Report  of  Committee  on  Commerce  on 

S. 2840:  June  11,  1974.  1974.  [1]      +  13  p.     +     •Item  1008-A 

93-2:S.rp. 
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922.  Extension  of  Defense  production  act.  Report  from  Committee  on  Banking,  Housing 
and  Urban  Affairs  to  accompany  S.3270.  June  12,  1974.  2  p.  +  •Item  1008- 
A 

93-2:S.rp. 

923.  Consumer  protection  act  of  1974.  Report  from  Committee  on  Commerce  to  accom- 
pany H.R. 13163.  June  12,  1974.  1  p.     +     •Item  1008-A 

93-2:S.rp. 

925.  Amending  Comprehensive  drug  abuse  prevention  and  control  act  of  1970  to  provide 

appropriations  to  Drug  Enforcement  Administration  on  continuing  basis.  Report  from 

Committee   on   Judiciary   to   accompany    S.   3355.   June    12,    1974.   5   p.     +     •Item 

1008-A 

93-2:S.rp. 

928.  Authorizing  printing  of  pamphlet  entitled,  Our  flag,  as  House  document.  Report 
from  Committee  on  Rules  and  Administration  to  accompany  H. Con. Res. 454.  June 
13,  1974.  1  p.     +     ©Item  1008-A 

93-2:S.rp. 

929.  Authorizing  printing  of  revised  edition  of  House  document  entitled  Our  American 
Government,  what  is  it?  how  does  it  work?  as  House  document.  Report  from  Com- 
mittee on  Rules  and  Administration  to  accompany  H.Con.Res.455.  June  13,  1974. 
1  p.     +     •Item  1008-A 

93-2:S.rp. 
933.  Foreign  sale  of  SS  Independence.  Report  together  with  minority  views  of  Committee 
on  Commerce  on  H.R.  8586;  June  13,  1974.  1974.  [1]  +  3  p.  +  •Item  1008- 
A 

93-2:S.rp. 

942.  Amending  act  of  incorporation  of  American  University.  Report  from  Committee 
on  District  of  Columbia  to  accompany  S.3389.  June  19,  1974.  4  p.     +     ©Item  1008-A 

93-2:S.rp- 

943.  Repealing  smallpox  vaccination  requirement  for  public  school  students  in  District 
of  Columbia.  Report  from  Committee  on  District  of  Columbia  to  accompany 
H.R.8747.  June  19,  1974.  5  p.     +     •Item  1008-A 

93-2:S.rp. 

945.  Legislative  branch  appropriations  bill,  1975.  Report  from  Committee  on  Appropria- 
tions to  accompany  H.R. 14012.  June  19,  1974.  47  p.     +     •Item  1008-A 

93-2:S.rp. 

946.  Withholding  of  certain  city  wage  taxes.  Report  from   Committee  on   Post  Office 
and  Civil  Service  Committee  to  accompany  H.R. 8660.  June  19,  1974.  8  p.     + 
•Item  1008-A 

93-2:S.rp. 
948.    Law-enforcement   officers'    and   firefighters'    retirement.    Report   from    Committee 
on    Post   Office   and    Civil   Service   to    accompany   H.R.9281.   June    19,    1974.    15   p. 
+     •Item  1008-A 

93-2:S.rp. 
951.   Continuing   appropriations,    1975.    Report   from   Committee   on   Appropriations   to 
accompany   H.J. Res. 1062.  June   21,    1974.   5  p.   [Corrected  print.]     +     •Item   1008- 
A 

93-2:S.rp. 
954.  Drug  abuse  education  act  amendments  of  1974.  Report  from  Committee  on  Labor 
and  Public  Welfare  to  accompany  H.R.9456.  June  20,    1974.   1   p.     +     ©Item   1008- 
A 

93-2:S.rp. 
977.   Extension  of  time  period  to  utilize  GI  bill  benefits.   Report  from  Committee  on 
Veterans'  Affairs  to  accompany  S.3705;  June  26,  1974.  1974.  ii     +  30  p.     + 
•Item  1008-A 

93-2:S.rp. 
983.  Copyright  law  revision.  Report  together  with  additional  and  minority  views  from 
Committee  on  Judiciary  to  accompany  S.1361.  July  3,  1974.  228  p.  [Corrected  print] 
+     •Item  1008-A 

93-2:S.rp. 
1079.  Emergency  marine  fisheries  protection  act  of  1974.  Report  together  with  minority 
views  of  Committee  on  Commerce  on  S.1988;  Aug.8,1974.  1974.  iii     +  54  p. 
+     •Item  1008-A 

93-2:S.rp. 
1084.  Extended  phasing  of  postal  rate  adjustments.  Report  together  with  minority  views 
-    from    Committee   on   Post  Office   and   Civil   Service   to   accompany   S.411.   June  6, 
1974.  30  p.     +     •Item  1008-A 

93-2:S.rp. 
1106.  Tobacco  marketing  quota  provisions.  Report  from  Committee  on  Agriculture  and 
Forestry  to  accompany  H.R.6485.  Aug.19,1974.  5  p.     +      •Item  1008-A 

93-2:S.rp. 
1156.    Good    Neighbor     Day.     Report    from    Committee    on    Judiciary    to    accompany 
S.J.Res.235.  Sept.18,1974.  1  p.     +     •Item  1008-A 

93-2:S.rp. 
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09014  1159.  Authorizing  additional  expenditures  by  Committee  on  Armed  Services  for  routine 

purposes.  Report  from  Committee  on  Rules  and  Administration  to  accompany 
S.Res.382.  Sept.19,1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

09015  1160.    Relating  to   printing  of  legislative   proceedings   with    respect   to  death   of  former 

Senator  Ernest  Gruening.  Report  from  Committee  on  Rules  and  Administration  to 
accompany  S.Res.388.  Sept.19,1974.  2  p.       +     •Item  1008-A 

:S.rp. 

09016  1161.    Relating   to   printing  of  legislative    proceedings   with    respect   to   death   of   former 

Senator  Karl  E.  Mundt.  Report  from  Committee  on  Rules  and  Administration  to 
accompany  S. Res. 396.  Sept.19,1974  2  p.  +      •Item  1008-A 

93-2:S.rp. 

09017  1164.   Consumer  controversies  resolution   act.   Report  of  Committee   on  Commerce  on 

S.2928.  1974.  iii  +  26  p.     +     ©Item  1008-A 

93-2:S.rp. 

09018  1165.  Establishing  Hells  Canyon  National   Recreation  Area  in  States  of  Idaho,  Oregon 

and  Washington.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accom- 
pany S.2233.  Sept.23, 1974.  23  p.     +     •Item  1008-A 

93-2:S.rp. 

09019  1172.   Continue   Federal   Savings   and   Loan   Advisory   Council.   Report   from   Committee 

on  Banking,  Housing  and  Urban  Affairs  to  accompany  S.4004.  Sept. 25, 1974.  3  p. 
+     •Item  1008-A 

93-2:S.rp. 

09020  1179.  Urging  full  public  access  to  certain  papers,  documents,  memorandums,  tapes  and 

transcripts.  Report  from  Committee  on  Government  Operations  to  accompany  S. 
Res.399.  Sept.26,1974.  2  p.     +     •Item  1008-A 

93-2:S.rp. 

09021  1187.  Transferring  Madison  County  to  northern  district  of  Florida.  Report  from  Committee 

on  Judiciary  to  accompany  S.3021.  Sept.26,1974.  4  p.     +     •Item  1008-A 

93-2:S.rp. 

09022  1420.  Nursing  home  care  in  United  States,  failure  in  public  policy.  Introductory  report 

prepared  by  Subcommittee  on  Long-Term  Care  of  Special  Committee  on  Aging; 
Dec.  1974.  1974.  x     +  162  p.     *  Paper,  $1.75.     ©Item  1008-A 

93-2:S.rp. 

09023  1133.  Health  professions  educational  assistance  act  of  1974.  Edward  M.   Kennedy  sub- 

mitted following  report  together  with  additional,  supplemental  and  minority  views 
from  Committee  on  Labor  and  Public  Welfare  to  accompany  S.3585,  Sept.  3,1974. 
1974.  [1]     +  538  p.il.      +  (To  be  sent  to  depository  libraries  in  serial  set  binding). 

93-2:S.rp. 

Aeronautical  and  Space  Sciences  Committee,  Senate  Washington,  DC 
20510 

09024  NASA  authorization  for  fiscal  year  1976  and  transition  period,  hearings, 

94th  Congress,  1st  session,  on  S.573,  Feb.  6-Mar.  13,  1975,  pt.l. 
1975.  vii     +  654  p.  il.     *  Paper,  $5.35.     •Item  1032-A 

Y  4.Ae  8:N  21  a/976/pt.l 

Aging,  Special  Committee  on,  Senate  Washington,  DC  20510 

09025  Barriers  to  health  care  for  older  Americans,  hearings  before  Subcommit- 

tee on  Health  of  Elderly,  93d  Congress,  2d  session,  pt.12,  May  25, 
1974.  1975.  iv  +  1165-1248  p.  [Hearings  held  in  Santa  Fe.,  N.  Mex.] 
*  Paper,  95c.      •Item  1009 

Y  4.Ag  14:H  34/4-pt.l2 

09026  Barriers  to  health  care  for  older  Americans,  hearings  before  Subcommit- 

tee on  Health  of  Elderly,  93d  Congress,  2d  session,  pt.15,  July  9, 
1974.  1975.  iii     +  1389-1525  p.     *  Paper,  $1.55     •Item  1009 

Y4.Ag4:H34/14/pt.l5 

09027  Barriers  to  health  care  for  older  Americans,  hearings,  before  Subcom- 

mittee on  Health  of  Elderly,  93d  Congress  2d  session,  pt.ll,  May 
25,  1974.  1974.  iv  +  1053-1163  p.  [Hearings  held  in  Albuquerque, 
N.Mex.]     *  Paper,  $1.30    •Item  1009 

Y4.Ag4:H34/14/pt.ll 
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09028  Future  directions  in  social  security,  hearings  before  Special  Committee 

on  Aging,  93d  Congress,  2d  session,  pt.6,  May  16,  1974.  1974.  iii 
+  471-531  p.  [Hearings  held  in  Twin  Falls,  Idaho.]  *  Paper,  80c. 
(S/N  5270-02593).     •Item  1009 

Y  4.Ag  4:So  l/2/pt.6 

Agriculture  and  Forestry  Committee,  Senate  Washington,  DC  20510 

09029  Agriculture  and  anti-depression  act  of  1975,  hearings,  94th  Congress, 

1st  session,  Feb.  3-21,  1975,  pt.2,  Feb.  17-21,  1975.  1975.  vii  + 
569-1319  p.  il.     +     •Item  1032 

Y  4.Ag  8/2:Ag  8/25/pt.2 

09030  Implementation  of  the  Rural  development  act,  hearings  before  Subcom- 

mittee on  Rural  Development,  94th  Congress,  1st  session,  pt.  4,  Jan. 
22  and  Mar.  6,  1975.  1975.  iv     +  440  p.  il.     +     •Item  1032 

Y  4.Ag  8/2 :R  88/23/pt.4 

09031  Rice    act    of    1974,    hearing    before    Subcommittee    on    Agricultural 

Oproduction,  Marketing,  and  Stabilization  of  Prices,  93d  Congress, 
2d  session  on  S.  4121,  Dec.  3,  1974.  1974.  iv  +  134  p.  +  •Item 
1032 

Y  4.Ag  8/2  :R  36/3/974 

Appropriations  Committee,  Senate  Washington,  DC  20510 

09032  Budget  rescissions  and  deferrals,  1975,  hearings  before  subcommittees, 

94th  Congress,  1st  session,  on  H.R.  3260,  pt.  1.  1975.  ii  +  418 
+  xi  p.     +    •Item  1033 

Y  4.Ap  6/2:B  85/3/975/pt.l 

Armed  Services  Committee,  Senate  Washington,  DC  20510 

09033  Cost  increase  of  M60A1  tank,  hearing  before  Subcommittee  on  General 

Legislation,  94th  Congress,  1st  session,  Jan.15,1975.  1975.  ii  4-  30 
p.il.     +     •Item  1034 

Y  4.Ar  5/3:C  82/3 

09034  Fiscal   year   1976  and   July-Sept.    1976  transition  period  authorization 

for  military  procurement,  research  and  development,  and  active  duty, 
selected  reserve  and  civilian  personnel  strengths,  hearing,  94th  con- 
gress, 1st  session  on  S.920,  pt.2  authorizations  Feb.7-20,  1975.  1975. 
ii     +  367-888  p.  il.     +    •Item  1034 

Y  4.Ar  5/3:P  96/6/976/pt.2 

09035  Fiscal  year   1976  and  July-Sept.    1976,  transition  period  authorization 

for  military  procurement,  research  and  developments  and  active  duty, 
selected  reserve  and  civilian  personnel  strengths,  hearing,  94th  Con- 
gress, 1st  session  on  S.  920,  pt.3,  Manpower,  Feb.  24-Mar.  4,  1975. 
1975.  ii     +  889-1707  p.  il.    +     •Item  1034 

Y  4. At  5/3 :P  96/6/976/pt.3 

09036  Nomination  of  Albert  B.  Fletcher,  jr.,  hearing,  94th  Congress,  1st  ses- 

sion on  nomination  of  Albert  B.  Fletcher  ,  jr.,  of  Kansas,  to  be 
judge  of  U.S.  Court  of  Military  Appeals,  Vice  Robert  M.  Duncan, 
resigned,  Apr.  10,  1975.  1975.  ii     +  5  p.     +     •Item  1034 

Y  4.Ar  5/3:F  62 
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Banking,  Housing  and  Urban  Affairs  Committee,  Senate  Washington, 
DC  20510 

09037  Council  on  wage  and  price  stability  act  amendments  of  1975,  hearings, 

94th  Congress,  1st  session  on  S.  409,  Feb.5-Mar.7,1975.  1975.  iv 
+  357  p.  il.     +     •Item  1035 

Y  4.B  22/3:C  83/4 

Commerce  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  93d  Congress. 

09038  097.  Public  broadcasting  financing  act  of  1974,  hearing  before  Subcommittee  on  Communi- 

cations, 93d  Congress,  2d  session  on  S.3825,  Aug.  6,  1974.  1974.  iv  +  148  p. 
+     •Item  1041 

Y  4.C  73/2:93-97 

09039  107.  Domestic  supply  information  act,  .joint  hearings  before  Committee  on  Commerce 

and  Committee  on  Government  Operations,  93d  Congress,  2d  session  on  S.2966, 
amendments  1069  and  1195  [and]  S.3209,  Apr.  29-June  17,  1974.  1974.  iv  +  393 
p.  il.     +     •Item  1041 

Y  4.C  73/2:93-107 

Finance  Committee,  Senate  Washington,  DC  20510 

09040  Analysis  of  House  version  of  Tax  reduction  act  of  1975  (H.R.2166) 

and  possible  alternatives,  prepared  by  Joint  Committee  on  Internal 
Revenue  Taxation,  Mar.13,  1975.  1975.  iii  +  54  p.  il.  (Committee 
print.)  + 

Y  4.F  49:T  19/41 

09041  Emigration  amendment  to  Trade  reform  act  of  1974,  hearing,  93d  Con- 

gress, 2d  session,  Dec.  3,  1974.  1974.  iii  +  114  p.  *  Paper,  $1.35. 
•Item  1038 

Y  4.F  49:T  67/28 

09042  Summary  of  President's  legislative  tax  proposals  included  in  his  State 

of  the  Union  message  on  Jan.  15,  1975,  prepared  by  staff  of  Joint 
Committee  on  Internal  Revenue  Taxation,  Jan.21,  1975.  1975.  cover 
title,  14  p.  (Committee  print)  + 

Y  4.F  49:T  19/40 

Foreign  Relations  Committee,  Senate  Washington,  DC  20510 

09043  Documentary    history    of    Petroleum    Reserves    Corporation,    1943-44, 

prepared  for  use  of  Subcommittee  on  Multinational  Corporations; 
May  8,  1974.  1974.  v  +  119  p.  il.  1  pi.  (Committee  print,  93d  Con- 
gress, 2d  session.)  + 

Y  4.F  76/2:P  44/4 

09044  Subcommittees;  Apr.1975.  1975.  ii     +  2  p.  (Committee  print,  94th  Con- 

gress, 1st  session.)     +     •Item  1039 

Y  4.F  76/2  :Su  1/975 

09045  U.S.  oil  companies  and  Arab  oil  embargo,  international  allocation  of 

constricted  supplies,  prepared  for  use  of  Subcommittee  on  Multina- 
tional Corporations  by  Federal  Energy  Administration's  Office  of 
International  Energy  Affairs;  Jan.  27,  1975.  1975.  v  +  30  p. 
(Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.F  76/2:Oi  5 

*For  Sale  by  Superintendent  of  Documents 
-(-Distribution  Made  by  Issuing  Office 
Page  36  #Not  Available  for  Sale  or  Distribution 


May  1976 

Government  Operations  Committee,  Senate  Washington,  DC  20510 

09046  National  productivity,  hearings.  93d  Congress,   2d  session  on  S.4130, 

S.4212,  Dec.  16  and  17,  1974.  1975.  vii  +  313  p.il.  +  •Item 
1037 

Y  4.G  74/6: P  94/5 

09047  Staff  study  of  procurement  of  petroleum  products  by  military,  Per- 

manent Subcommittee  on  Investigations;  Apr.   1975.   1975.  vi     +  44 
p.  (Committee  print,  94th  Congress,  1st  session.)     *  Paper,  70c. 
•Item  1037 

Y  4.G  74/6:P  44/6 

Interior  and  Insular  Affairs  Committee,  Senate  Washington,  DC  20510 

09048  Closure  of  underground  copper  mines,  hearing  before  Subcommittee 

on  Minerals,  Materials  and  Fuels,  93d  Congress,  2d  session,  Nov. 
25,  1974.  1975.  iii     +  123  p.  il.     +     •Item  1040 

Y4.In  8/13:C79 

09049  Senate's  national  fuels  and  energy  policy  study,  publications  list;  Mar. 

1975.  1975.  iii     +  9  p.  (Committee  print,  94th  Congress,  1st  session.) 

+ 

Y  4.1n  8/13:F  95/12/975 

[Committee  publication]  serial,  93d  Congress. 

09050  40,pt.l.  U.S.  energy  resources,  review  as  of  1972,  background  paper  prepared  pursuant 

to   S.Res.   45,   national   fuels  and   energy   policy   study.    1974.   xii     +    [1]     +    267  p. 
(Committee  print,  93d  Congress,  2d  session.)  + 

Y4.In8/13:93-40/pt.  1 

Judiciary  Committee,  Senate  Washington,  DC  20510 

Industrial  reorganization  act,  hearings  before  Subcommittee  on  An- 
titrust and  Monopoly,  93d  Congress,  2d  session,  on  S.1167. 

09051  pt.8.  Energy  industry,  Aug.  6-9,  1974.  1974.  v     +  5911-6392  p.  il.     *  Paper,  $4.15. 

•Item  1042 

Y  4. J  89/2:  In  2/15/pt.8 

09052  List  of  publications  of  Subcommittee  on  Constitutional  Rights,  1955- 

74;  Jan.  1975.  1975.  ii  +  16  p.  (Committee  print,93d  Congress,2d 
session.)  + 

Y  4.J  89/2:C  76/12/955-74 

09053  Political  intelligence  in  Internal  Revenue  Service,  Special  Service  Staff, 

documentary  analysis  prepared  by  Subcommittee  on  Constitutional 
Rights,  93d  Congress,  2d  session;  Dec.  1974.  1974.  xiii  +  [1]  + 
344  p.  (Committee  print.)     *  Paper,  $3.55. 

Y  4.J  89/2:In  8/16 

09054  Reducing    costs    of    legal    services,    possible    approaches    by    Federal 

Government,  report  prepared  for  and  presented  to  Subcommittee  on 
Representation  of  Citizen  Interests:  Oct.  8,  1974.  1974,  iii  +  16 
p.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.J  89/2:L  52/5 

Labor  and  Public  Welfare  Committee,  Senate  Washington,  DC  20510 

09055  Brand  names  and  generic  drugs,    1974,  hearing  before  Subcommittee 

on  Health,   93d  Congress,   2d   session,   on  examination  of   Office 
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of  Technology  Assessment  report  of  Drug  Bioequivalence  Study 
Panel,  July  22,  1974.  1974.  iv     +  243  p.  il.     +     •Item  1043 

Y4.L  11/2:D  84/15/974 

09056  Restructuring  of  railroad  retirement  system,  1974,  hearings  before  Sub- 

committee on  Railroad  Retirement,  93d  Congress,  2d  session  on  S. 
3612,  pt.2,  Appendix,  Sept.  5  and  10,  1974.  1974.  iv  +  471-1334 
p.     +     •Item  1043 

Y4.L  11/2:R  13/20/pt.2 

09057  Restructuring  of  railroad  retirement  system,  1974,  hearings  before  Sub- 

committee on  Railroad  Retirement,  93d  Congress,  2d  session  on 
S.3612,  pt.l,  Sept.  5  and  10,  1974.  1974.  iv  +  1-469  p.  +  •Item 
1043 

Y4.L  11/2:R  13/20/pt.  1 

09058  Shortages  of  prescription  drugs,  1974,  joint  hearing  before  Subcommit- 

tee on  Health  of  Committee  on  Labor  and  Public  Welfare  and  Sub- 
committee on  Administrative  Practice  and  Procedure  of  Committee 
on  Judiciary,  93d  Congress,  2d  session  on  examination  of  shortages, 
current  and  impending  of  prescription  drugs  in  United  States,  Dec.5, 
1974.  1975.  iv     +  81  p.     +     •Item  1043 

Y4.L  11/2:D  84/16/974 

09059  National  health  planning  and  resources  development  act  of  1974,  Public 

law  93-641  (S.2994)  test  of  public  law,  statement  on  part  of  managers, 
and  summary  of  legislation,  prepared  for  Subcommittee  on  Health; 
Feb.  1975.  1975.  viii  +  91  p.  (Committee  print,  94th  Congress,  1st 
session.)  + 

Y4.L11/2:H  34/41/974 

Nutrition  and  Human  Needs,  Select  Committee  on,  Senate  Washington, 
DC  20510 

Federal  food  programs,  1975,  hearings, 94th  Congress,  1st  session. 

09060  pt.8.  Administrative  failure  of  food  stamp  program,  Feb.  6,1975.  1975.  (Series  75/FFP8.) 

[Hearings  held  in  Detroit,  Mich.]     *  Paper,  $2.60.     •Item  1009 

Y  4.N  95:F  73/2/975/pt.8 

Post  Office  and  Civil  Service  Committee,  Senate  Washington,  DC 
20510 

09061  Nomination  of  William  A.  Irvine  to  Board  of  Governors,  U.S.  Postal 

Service,  hearing,  94th  Congress,  1st  session,  Feb.  24,1975.  1975.  iii 
+  16  p.     +     •Item  1044 

Y4.P84/ll:Ir8 

Public  Works  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  93d  Congress. 

09062  H  54.  Snake  River  highway  bridge,  hearing  before  Subcommittee  on  Water  Resources, 

93d  Congress,  2d  session,  on  S.3563,  Sept.  25,  1974.  1974.  iii     +  55  p.  il.  + 

Y  4.P  96/10:93-H  54 

[Committee  publication]  serial,  94th  Congress. 

09063  H  1.  Status  of  water  pollution  construction  grant  program,  hearing  before  Subcommittee 

on  Environmental  Pollution,  94th  Congress,  1st  session,  Feb.  4,  1975.  1975.  iii 
+  62  p.     +     •Item  1045 

Y  4.P  96/10:94-H  1 

09064  5.    Report   to   Senate   Committee   on    Budget   pursuant   to    sec.    301(c)   of   Congressional 

budget  and  impoundment  control  act  of  1974,  March   15  report;  March   1975.   1975. 
iv      +  13  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y4.P  96/10:94-5 
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[Committee  publicaton]  serial,  93d  Congress. 

09065  24,  v.  4.  Air  quality  and  automobile  emission  control,  report  by  coordinating  committee 

on  air  quality  studies.  National  Academy  of  Sciences,  National  Academy  of  Engineer- 
ing: v. 4,  Costs  and  benefits  of  automobile  emission  control;  Sept.  1974.  1974.  viii 
+  470  p.  il.  (Committee  print,  93d  Congress,  2d  session.)     *  Paper,  $4.05 

Y  4.P  96/10:93-24/v.4 

Small  Business,  Select  Committee  on,  Senate  Washington,  DC  20510 

09066  Economic  and  loan   problems   confronting  fisheries   industry,   hearing 

before  Select  Committee  on  Small  Business,  94th  Congress,  1st  ses- 
sion, Feb.13,1975.  1975.  iv  +  318  p.  U.  [Hearing  held  in  Tampa, 
Fla.]     +     #Item  1049 

Y  4.Sm  1/2:F  53 

Veteran's  Affairs  Committee,  Senate  Washington,  DC  20510 

09067  Veterans   housing   act   of   1974   and   miscellaneous   bills,   hearing,   93d 

Congress,  2d  session,  on  S.3883,  S.2006,  S.3890,  Sept.  26,  1974.  1975. 
v     +  1008  p.  il.     +     #Item  1046- A 

Y  4.V  64/4:H  81 

09068  Vietnam  era  veterans'  readjustment  assistance  act  of  1974,   hearings, 

pt.2.  before  Subcommittee  on  Readjustment  ,  Education,  and  Employ- 
ment, 93d  Congress,  2d  session,  on  S.  2784  and  related  bills,  Apr.  10 
an  d  11,  1974,  pt.2.  1975.  vi  +  833-1920  p.  Oil.  +  #Item  1046- 
A 

Y  4.V  64/4:  V  67/7/pt.2 

CONSUMER  PRODUCT  SAFETY  COMMISSION  Washington,  DC 
20207 

Fact  sheet. 

09069  02.  Power  hedge  trimmers  [with  bibliography].  [Revised  Mar.  1975]  [1975]  2  p.  4°  + 

Y  3.C  76/3:11/2 

09070  03.  Bathtub  and  shower  injuries  [with  bibliography).  [Sept.  1974.]  3  p.  4°  + 

Y  3. C  76/3:11/3 

09071  04.  Tent  flammability  [with  bibliography].  [Sept.  1974.]  2  p.  4°  + 

Y  3.C  76/3:11/4 

09072  05.  Non-glass  doors  [with  bibliography].  [Sept.  1974.)  3  p.  4°  + 

Y3.C  76/3:11/5 

09073  06.    Stairs,   ramps,    handrails,   and   landings,    [with   bibliography].    [Sept.    1974.)    3   p.   4° 

Y  3.C  76/3:11/6 

09074  07.  Power  saws  (excluding  chain  saws)  [with  bibliography].  [Sept.  1974.)  3  p.  4°  + 

Y3.C  76/3:11/7 

09075  08.  Swimming  pools  [with  bibliography].  [Sept.  1974]  3  p.  4°  + 

Y  3.C  76/3:11/8 

Y  3.C  76/3:11/9 

Y  3.C  76/3:11/11 

Y  3.C  76/3:11/13 
Y3.C  76/3:11/14 


09076  09.  Kitchen  ranges  [with  bibliography].  [Sept.  1974.]  3  p.  4°  + 

09077  11.  TV  fire  and  shock  hazards.  [Sept.  1974.]  3  p.  4°  + 

09078  13.  Carbon  monoxide  [with  bibliography].  [Sept.  1974.]  3  p.  4°  + 

09079  14.  Lead  poisoning  [with  bibliography].  [Sept.  1974.]  3  p.  4°  + 

09080  15.  Tricycles  [with  bibliography].  (Sept.  1974.]  2  p.  4°  + 

Y3.C  76/3:11/15 

09081  16.  Extension  cords  and  wall  outlets  [with  bibliography].  [Sept.  1974.]  3  p.  4°  + 

Y  3.C  76/3:1 1/16 

09082  19.  Glass  doors  and  windows  qadwith  bibliography].  [Sept.  1974.]  3  p.  4°  + 

Y  3.C  76/3:11/19 

09083  20.  Infant  falls  [with  bibliography].  [Sept.  1974.]  3  p.  4°  + 

Y  3. C  76/3:11/20 

09084  21.  Poisonous  household  products  [with  bibliography],  [Mar.  1975]  3  p.  4°  + 

Y  3.C  76/3:11/21 
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Y  3.C  76/3:11/24 

Y  3.C  76/3:11/25 

Y  3.C  76/3:11/26 

Y  3.C  76/3:11/27 


09090 
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09096 
09097 
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Government  ru«uiAiwi« 

23   Flammable  liquids  [with  bibliography].  [Sept.1974.]  3  p.  4°  +  y  ^  ?6/3.  n/23 

24.  Laundering  procedures  lor  flame  retards  fabrics  [with  *^^«' 

25.  FeLl  and  State  standards  for  fabric  flammabihty.  [Sept.1974,]  6  p.  4 

26.  Floors  [with  bibliography].  [Dec.1974.]  3  p.  4°  + 

27.  Snowmobiles  [with  bibliography].  [Sept.1974.]  4  p.  4°  + 

29.  Skiing  and  skiing  equipment  [with  bibliography].  [July  1974.]  3  p.  4°  +  ^  ^  ^.^ 

30.  Standards  development  under  Consumer  product  safety  act.  Aug.  1974.^  J^,^ 

31  Repurchase  of  banned  hazardous  substances.  June  1974.  u  p.  4°  +  ^  ^  ^.^ 

32  Substantial  hazards,   sec.   15  of  Consumer  product  safety  act.   [Aug,974.]  2  p.  4° 
+  Y3.C  76/3:11/32 

33  Aerosols  [with  bibliography].  lAug.1974.]  3  p.  4°  +  y  %Q  76/3;1 1/33 

34  Space    heaters    and    wood    and    coal    burmng    heating    stoves    [with    biography]. 
'    [Sept.1974.]  4  p.  4°  +  Y  3.C  76/3:1 1/34 

36.  Wringer  washing  machines  [with  bibliography].  [1975.]  3  p.  4°  +  y   .  q  76/3;1  ,/36 

37.  Glass  bottles  [with  bibliography].  [Aug.1974.]  2  p.  4°  +  y  ^  Q  76/3;1 1/37 

39.  Mobile  homes  [with  bibliography].  [Aug.1974.]  3  p.  4°  +  y  ^  Q  76/3.n/39 

40.  Christmas  decorations  [with  bibliography].  [Oct.1974.]  4  p.  4°  +  y  ^  76/3:,1/40 

41.  Plastics  [with  bibliography].  [Aug.1974.]  3  p.  4°  +  y  3Q  76/3:1  ,/41 

42.  Football  and  football  equipment  [with  bibliography].  [Oct.  1974.]  2  p.  4^  wyum 
44.  Fireplaces  [with  bibliography].  [Aug.1974.]  2  p.  4°  +  y  3Q  76/3.n/44 

46.  Poison  prevention  packaging  [with  bibliography].  [Nov.1974.]  3  p.  4°  +  y  ^  ?6/3;U/46 

47.  Toys  [with  bibliography].  [Nov.1974.]  3  p.  4°  +  y  3  c  76/3:i  1/47 
48  Elderly  and  stairway  accidents.  [Jan.1975.]  2  p.  4°  +  y  3  c  76/3:11/48 

50.  Elecu*  «■*».  *».  chopped-  -  ■—»  *"  ^***  ^ 
2p 


51.  Chain  saws  [with  bibliography],  [Oct.1974.]  4  p.  4°  + 

53.  Upholstered  furniture  [with  bibliography].  [Oct.1974.]  3  p.  4°  + 

54.  Electric  baseboard  heaters.  [Oct.  1974.]  2  p.  4°  + 

57.  Smoke  detectors  [Sept.  1974.]  3  p.  4°  + 

58.  Vinyl  chloride.  [Feb.1975.]  2  p.  4°  + 

5,  Etec,Hc  -— - «—  ~~ -  -  -hai" saw;' ;;"";;: 


Y3.C  76/3:11/50 

Y  3.C  76/3:11/51 

Y  3.C  76/3:11/53 

Y  3. C  76/3:11/54 

Y  3.C  76/3:11/57 

Y  3.C  76/3:11/58 


raphy].  [Apr.1975.]  5  p. 
60.  Trouble  light  shock  hazards.  [Aug.1974.]  2  p.  4°  + 

63.  Refrigerators.  Nov.1974.  1  p.4°  + 

64.  Pressure  cookers  [with  bibliography].  [Dec.1974.]  2  p.4°  + 

65.  Gas  water  heaters  [with  bibliography].  [Apr.  1975.]  3  p.  4"  + 

66.  Baby  walkers  [with  bibliography].  [May  1975.]  2  p.  4°  + 

67.  Oven  cleaners  [with  bibliography].  [May  1975.]  2  p.  4°  + 


Y  3.C  76/3:11/60 

Y  3. C  76/3:11/63 

Y  3. C  76/3:11/64 

Y  3. C  76/3:11/65 

Y  3. C  76/3:11/66 

Y  3.C  76/3:11/67 
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09119  68.  Misuse  of  consumer  products  [Dec. 1974]  2  p.  4°  + 

Y  3.C  76/3:11/68 

09120  69.   Counter-top   cooking   appliances   (portable)    [with    bibliography).    (Jan. 1975]    5    p.   4° 

+ 

Y  3.C  76/3:11/69 

09121  71.  Bunk  beds  (with  bibliography].  [Dec.1974.]  3  p.  4°  + 

Y  3.C  76/3:11/71 

09122  73.  Clothes  dryers  [with  bibliography].  [Jan. 1975.]  3  p.  4°  + 

Y  3.C76/3:!  1/73 

09123  75.  Hammers  [with  bibliography].  [Apr.1975.]  2  p.  4°  + 

Y  3.C  76/3:11/75 

09124  76.  Electric  irons  [with  bibliography].  [Mar. 1975.]  3  p.  4°  + 

y  3.C  76/3:11/76 

CUSTOMS  COURT  1  Federal  Plaza  New  York,  NY  10007 

09125  United  States  Customs  Court  reports:v.72,  Cases  adjudged  in  United 

States  Customs  court,  Jan.-June,  1974.  [1975.]  vii  +  536  p.  [Includes 
classification  decisions  4497-4549,  A.R.D  320,  customs  rules  decisions 
74.I.74-7,  abstracted  protest  decisions  P-74/1-P  74-493,  abstracted 
reappraisement  decisions  R74/1-R  74/265.]  *  Cloth.  $8.15  (S/N  2803- 
00035).     •Item  736 

Ju  9.5:72 

DEFENSE  CIVIL  PREPAREDNESS  AGENCY,  Defense  Dept. 
Washington,  DC  20301 

CPG  (series). 

09126  2-1A9.  DCPA  attack  environment  manual;  Chap.9,  Application  to  emergency  operations 

planning.  June  1973.  [71]  p.  il.4°     [Issued  with  perforations.]     +     •Item  857-D-8 

D  14.8/6:2-1  A9 

HS  (series). 

09127  I.  Civil  defense  director/coordinator,  orientation  to  position,  program  of  instruction  for 

local  civil   defense   coordinators;   by    Nina   L.    Ruskjer    .   May    1974.   vii     +    370  p. 
4°     (Staff  College,  Battle  Creek,  Mich.)      +     ©Item  320-B-9 

D  14.11:1 

09128  3.   Introduction  to  radiological  monitoring,   programed  home  study  course,   4  self-study 

units.  Jan.   1974.  xiii     +   247     +   [7]  p.  il.  4°    (Staff  College,  Battle  Creek,  Mich.) 
[Supersedes  edition  of  June  1972.]     +     •Item  320-B-9 

D  14.11:3/2 

DEFENSE  COMMUNICATIONS  AGENCY,  Defense  Dept.  Arlington, 
VA  22204 

09129  National    Military    Command    System   information    processing    system 

(NIPS  360  FFS):  Installation  of  NTPS  360  FFS,  July  1,1971,  Change 
2.  Feb. 1,1973.  [78]  p.  4°  (National  Command  System  Support  Center, 
[technical  report]  TR  54  A-70.)  [Issued  with  perforations.]  * 
Paper,95c.  (S/N  0805-00041).     •Item  315-D-l 

D  5.109:In  7/ch.2 

DEFENSE  DEPARTMENT  Washington,  DC  20301 

09130  Annual  management  report  of  Defense  Supply  Agency,  fiscal  year  1974. 

[1975.]  cover  title,  v     +  82  p.  (Defense  Supply  Agency.)  + 

D  7.1/13:974 

09131  Billings  microscope  collection  of  Medical  Museum,  Armed  Forces  In- 

stitute of  Pathology  [with  list  of  references];  edited  by  Helen  R. 
Purtle  ,  John  A.  Ey,  jr.  2d  ed.  1974.  xx  +  [1]  +244  p.  il.  4 
pi.  4°  (Armed  Forces  Institute  of  Pathology.)  [Plates  are  colored.] 
+     •Item  306-B 

D  1.16/2:M58 
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Cataloging  handbook  H  (series).  (Defense  Supply  Agency,  Defense 
Logistics  Services  Center,  Battle  Creek,  Mich.) 

09132  8-2.    [Nongovernment   organization   codes    for   military    standard   contract   administration 

procedures,  MILSCAP  ,  United  States  and  Canada]:  code  to  name,  Errata.  Oct. 
1974.  [1]  +  255-286  p.  4°  ([Army  Dept.  supply  bulletin]SB  708-82;  [General  Services 
Administration]  GSA-FSS  H8-2.)  [Issued  with  perforations.]     #     •Item  314-A 

D  7.6/2:8-2/5/err. 

Cataloging  manual  M  (series).  (Defense  Supply  Agency,  Defense  Lo- 
gistics Services  Center,  Battle  Creek,  Mich.)  [Issued  with  perfora- 
tions.] 

09133  1-9.  Federal  manual  for  supply  cataloging:  chap. 9  [Input  and  output  codes],  Apr.  1972, 

Change  2.  Nov.  1  ,  1973.  [60]  p.  4°  ([Army  Dept.]  AR  708-19.)  *  Paper,  85c. 
•Item  314-A 

D  7.6/3 :l-9/4/ch.2 

09134  COMSEC  supplement  to  industrial  security  manual  for  safeguarding 

classified  information.  Apr.1975.  cover  title,  iii  +  24  p.  4°  (DoD 
5220.22-S.)  [Issued  with  perforations.  Supersedes  edition  of  Jan.  1, 
1973.]      *  Paper,  75c.    •Item  319 

D  3.6/3  :Se  2/974/supp. 

Commanders  digest,  index. 

09135  11.  Feb.  8-Dec.27,1973,v. 13, 13-26,v. 14,1-26,  Mar.1974.  [8]  p.  4°    ([American  Forces  Press 

Service.])     *  Paper,  30c.     •Item  312  B 

D  2.15/2-2:11 

09136  13.  July  4-Dec.26,1974,  v. 16,1-26.  Apr.1975.  [8]  p.  4°    ([American  Forces  Press  Service.]) 

*  Paper,  40c.     •Item  312-B 

D  2.15/2-2:13 

Defense  Supply  Agency  manual  DSAM  (series). 

09137  4005.1    Industrial  preparedness  planning   manual.   May   1975.  cover  title,   xiv     +   58     + 

3  +  2  p.  4°  [Issued  with  perforations.  Supersedes  DSAM  4005.1,  May  27,  1970.] 
+     •Item  314-A 

D  7.6/8:4005.1/2 

Defense  Supply  Agency  regulation  DSAR  (series). 

09138  4140.56.   Recording  of  user  interest.  Apr.   29,   1975.  8     +    [3]  p.  4°    ([Army   Dept.]  AR 

708-3;  [Navy  Dept.]  NAVSUPINST  4410.45D;  [Air  Force  Dept.]  AFR  67-36;  [Marine 
Corp.]  MCO  4410.1 5D.)  [Issued  with  perforations.  Supersedes  DSAR  4140.56/AR 
708-3/NAVSUPINST  4410.45C/AFR67-36/MCO  4410.15C,  Dec.  13,  1973,  and  Interim 
issuance  DSAH-0-6-74,  May  15,  1974.]     +     ©Item  323 

D  7.6/6:4140.56 

09139  DoD  activity  address  directory,  pt.l,  Apr.l,   1974,  Change  3.  Jan.   1, 

1975.  iii  +  333  p.  4°  DoD  4000.25-D,  pt.  1;  DAASO;  Defense  Supply 
Agency,  Headquarters,  Alexandria,  Va.)  [Issued  with  perforations.] 
*  Paper,  $4.05    ©Item  314-A 

D  7.6/4: Ac  8/2/pt.  l/ch.3 

Federal  item  identification  guide  FUG  (series).  (Defense  Supply  Agen- 
cy, Defense  Logistics  Services  Center,  Battle  Creek,  Mich.)  [Issued 
with  perforations.] 

09140  T377.  Hardware,  seats,  shims,  and  spacers,  May  14,  1971,  Change  2.  Dec.14,1973.  [68] 

p.  il.  4°  (INTERIM.)  [Information  incorrect  in  publication  as  to  sale  from  Superinten- 
dent of  Documents.]  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016    •Item  314-A 

D  7.6/4 :H22/5/ch.2 

09141  A450.   Pharmaceutical  dosage  forms,  capsules/tablets.   Mar.  21,   1975.  cover  title,   [379] 

p.  4°  +  (Price  upon  application)DLSC-AP-SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016     •Item  314-A 

D  7.6/4:P  49/2 

09142  A002.  Resistors,  variable,  Sept.  21,   1973,  Change   1.  Dec.    14,   1973.  [20]  p.  4°     *  (Price 

upon  application.)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016 
•Item  314-A 

D7.6/4:R  31/2/973/ch.  1 

*For  Sale  by  Superintendent  of  Documents 
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A045.  Bearing  and  bushing,  plain,  Sept.  19,  1969,  Change  3.  Nov.9,1973.  (120]  p.  il. 
4°  [Information  incorrect  in  publication  as  to  sale  from  Superintendent  of  Docu- 
ments] +  (Price  upon  application.)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek.  MI  49016     •Item  314-A 

D  7.6/4:B  38/ch.3 
A047.  Filters,  electrical.  Mar.  22.  1974.  cover  title.  [76]  p.  4°     [Supersedes  FIGG  A047] 
+   (Price  upon  application.)  DLSC-AP  SA   1631,  Federal  Center,  Battle  Creek,  MI 
49016     •Item  314-A 

D  7.6/4:F  48/2/974 
A091.     Sensitized    materials,    photographic    and    copying,     Feb. 20,     1970,     Change    5. 
Dec.28,1973.  [34]  p.  4°       +   (Price  upon  application.)   DLSC-AP  SA   1631,   Federal 
Center,  Battle  Creek,  MI  49016    •Item  314-A 

D  7.6/4:Se  5/ch.5 
A094.  Lampholders,  Sept.  19,  1969,  Change  3.  Dec.7,1973.  [28]  p.  4°     [Information  incor- 
rect in  publication  as  to  sale  from  Superintendent  of  Documents.]     +   (Price  upon 
application.)    DLSC-AP   SA    1631,    Federal   Center,    Battle    Creek,    MI    49016   (S/N 
163-100-00000-2).     •Item  314-A 

D  7.6/4 :L  19/2/ch.  3 
A108.  Chemicals,  May  21,  1971,  Change  3.  Dec.28,1973.  [30]  p.  4°     [Information  incorrect 
in  publication  as  to  sale  from  Superintendent  of  Documents.]     +  (Price  upon  applica- 
tion) DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016    •Item  314-A 

D  7.6/4  :C42/4/ch.3 
A173.   Lumber,   plywood,   and   related   products.   Apr.   5,    1974.   [62]   p.   il.   4°     [Notice, 
1  p.,  issued  also.]       +  (Price  upon  application.)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016    •Item  314-A 

D  7.6/4  :L  97/2 
T099.  Agricultural  supplies.  Apr.25,   1974.  [33]  p.  4°     (INTERIM.)  [Reprint  incorporates 
change  1,  Apr. 4  ,  1972  and  current  changes  as  indicated]     +  (Price  upon  application.) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek  MI  49016     •Item  314-A 

D  7.6/4:Ag  8/rep. 
T203.    Mining   and    drilling   equipment   and    pipeline    components,    Dec. 18,    1970,    Ch.l. 
Dec. 14,1973.  [110]  p.  il.  4°    (INTERIM  FUG.)     +  (Price  upon  application.)  DLSC- 
AP  SA  1631,  Federal  Center,  BatUe  Creek  MI  49016    •Item  314-A 

D  7.6/4:M  66/ch.l 
T293.  Lubrication  and  fuel  dispensing  equipment,  Feb.12,    1971,  Change   1.   Feb.8,1974. 
[104]  p.  il.  4°  (INTERIM.)     +  (Price  upon  application.)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016    •Item  314-A 

D  7.6/4:L  96/3/ch.l 
T305.  Vehicular  cab,  body,  frame,  and  miscellaneous  structural  component,  Apr. 16,  1971, 
Change   1.  Nov.  7,   1973.  [126]  p  il.  4°     +  (Price  upon  application.)  DLSC-AP  SA 
1631 ,  Federal  Center,  Battle  Creek  MI  49016    •Item  314-A 

D  7.6/4  :V  53/2/ch.l 
T313.  Plumbing  fixtures  and  accessories,   Apr.16,   1971,  Change   1.  Feb.1,1974.  [137]  p. 
4°     +   (Price  upon  application.)  DLSC-AP  SA   1631,  Federal  Center,  Battle  Creek, 
MI  49016    •Item  231-1 

D  7.6/4 :P  73/2/ch.l 

T376.  Hardware  clamps,  Apr.2,  1971,  Change  1.  Dec.7,1973.  [61]  p.  il.  4°     (INTERIM.) 

[Information  incorrect  in  publication  as  to  sale  from  Superintendent  of  Documents] 

+   (Price  upon  application.)  DLSC-AP  SA   1631,   Federal  Center,  Battle  Creek  MI 

49016    •Item  314-A 

D  7.6/4 :H  22/2/ch.l 
T383.  Hose,  pipe,  tubing,  Apr.9,  1971,  Change  2.  Nov.16,1973.  [70]  p.  il.  4°     (INTERIM.) 
+  (Price  upon  application.)  DLSC-AP  SA   1631,  Federal  Center,  Battle  Creek,  MI 
49016     •Item  314-A 

D  7.6/4  :H  79/5/ch.2 
A016.   Insulation   thermal.   May   19,    1967,   Change  5.   Dec.28,1973.   [25]  p.  4°     +   (Price 
upon  application.)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016 
•Item  314-A 

D  7.6/4:In  7/ch.5 
A231.   Shaft  collars  and   hub  clamps,   Sep.5,   1969,  Change  4.  Dec.  21,1973.  [16]  p.  4° 
+   (Price  upon  application.)  DLSC-AP  SA   1631,  Federal  Center,  Battle  Creek  MI 
49016     •Item  314-A 

D7.6/4:Sh  l/ch.4 
A   268.    Gasket  and   packing   materials,    Mar.l,    1968,   Change   3.   Mar.   29,1974.   [64]   p. 
il.  4°     +  (Price  upon  application.)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016     •Item  314-A 

D  7.6/4:G  21/2/ch.3 
T268.    Towbars    and    towing   equipment,    Feb.19,    1971,   Change    1.    Dec. 14, 1973.    [6,]   p. 
il.  4°    (INTERIM.)       +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek  MI  49016    •Item  314-A 

D  7.6/4:T  65/ch.l 
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09160  T227.  Water  purification  equipment.  Apr.12,1974  [41]  p.  4°     (INTERIM.)  [Reprint  includes 

changes   as    indicated.]     +    (Price    upon    application)    DLSC-AP    SA    1631,    Federal 
Center,  Battle  Creek  MI  49016     •Item  314-A 

D  7.6/4 :W  29/2/rep 

09161  A044.  Bearing,  Antifriction,  Dec.12,  1969,  Change  3.  Jan.25, 1974.  [108]  p.  il.  4°     +  (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016 
•Item  314-A 

D  7.6/4  :B  38/2/ch.3 

09162  How  to  develop  and  apply  work  plans,  Federal  supervisor's  guide  [with 

list  of  recommended  readings;  by]  Charles  F.  Wilson  1974  [published 
1975].  viii  +  242  p.  il.  [Includes  edge  index.]  *  Paper,  $2.40  (S/N 
0800-00213).     •Item  Special  offer 

D  1.25:W  89 

09163  MILSTRIP,  military  standard  requisitioning  and  issue  procedures,  Oct. 

1,  1971,  Change  4.  June  1,  1975.  [220]  p.  il.  4  (DoD  4140.17-M; 
Defense  Supply  Agency.)  [Issued  with  perforations.  Supersedes  in- 
terim changes  6-74  through  10-74  and  1-75  through  3-75.]  +  •Item 
314-A 

D7.6/4:M  59/971  /ch.4 

09164  Military   assistance   program  address   directory    [MAP AD],   Change    1. 

Apr.  1,  1975.  [229]  p.  4°  (DoD  510.5.38-d;  Defense  Supply  Agency.) 
[Issued  with  perforations.]     *  Paper,  $2.90.     •Item  314-A 

D  7.6/4: M  59/6/ch.l 

09165  Military    standard    transportation    and    movement    procedures,    MIL- 

STAMP:  v.l.  Policies  and  procedures.  Jan.  1,  1975.  cover  title,  [488] 
p.  il.  4°  (DoD  regulation  4500.32-r,v.l,  Office  of  Assistant  Secretary 
of  Defense  (Installations  and  Logistics).)  [Supersedes  Aug.  1,  1966 
edition.  Issued  with  perforations.]     +     •Item  309 

D  1.6:M  59/975/v.l 

Plastics  Technical  Evaluation  Center,  Picatinny  Arsenal,  Dover,  N.J.: 
PLASTEC  note. 

09166  26.  Weldbonding  in  United  States,  annotated  bibliography  and  history;  by  Roswell  Winans 

,  Allen  M.  Shibley  and  J.  Richard  Hall.  Dec. 1974.  vii     +  33     +  [2]  p.  4°    [Issued 
with  perforations.]     §  Paper,  $6.00. 

D  4.11/2:26 

Plastics  Technical  Evaluation  Center,  Picatinny  Arsenal,  Dover,  n.J.: 
PLASTEC  report. 

09167  5D.  Directory  in  plastics-knowledgeable  government  personnel,  revised;  by   Richard  J. 

Valles  and  John  Nardone.   Feb. 1975    [2]     +    iv     +    105  p.  4°     [Supersedes  edition 
of  Apr.1969.  AD  692997.  Issued  with  perforations.]     #  Paper,  $20.00  (AD  692  397). 

D4.11:5D 

09168  Standardization  of  work  measurement,  Defense  work  measurement  stan- 

dard time  data  program:  v.7,  Bench  work  occupations.  Mar.  1975. 
cover  title,  [201]  p.  4°  (DoD  5010.15.1-m,  v.7.  [Office  of  Assistant 
Secretary  of  Defense,  Installations  and  Logistics].)  [Issued  with  per- 
forations.]    +     •Item  314-A 

D  7.6/4: W  89/975/v.7 

09169  Standardization  of  work  measurement,  defense  work  measurement  stan- 

dard time  data  program:  v.6,  Machine  trades  occupations.  Nov.  1974. 
cover  title,  [192]  p.  4°  (DoD  5010.15.1-M,  v.6;  Office  of  Assistant 
Secretary  of  Defense,  Installations  and  Logistics.)  [Issued  with  per- 
foration.]   #    •Item  314-A 

D  7.6/4: W  89/974/v.6 

*For  Sale  by  Superintendent  of  Documents 
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DEFENSE  MAPPING  AGENCY,  Defense  Dept.  Washington,  DC  20305 

Publication.  (Hydrographic  Center.) 

09170  16.  Change  no. 2.   Sept. 7,    1974,  loose  leaf  change  pages  for  correcting  sailing  directions 

for  West  Coast  of  Greenland  [Kap  Farvel  to  Kap  Morris  Jesup).  11975.)  [216]  p.il  4 
[Includes  list  of  effective  pages  and  notice  to  mariners.  Issued  with  perforations  | 
♦  Paper.Sl  .75.     •  Item  378<Rev. 1957) 

D  203.22 :16/968/ch.2 

09171  16.   Sailing  directions  for  West  Coast  of  Greenland.   Kap  Farvel  to  Kap  Morris  Jessup. 

3d  edition  1968.  [1975.)  [471 1  p.  il.  4°  [Issued  with  perforations.  Reprint  including 
Change  2  Sept.  7.  1974]      +  Paper,  $4.00     •Item  378  (Rev. 1957) 

D  5.317. 16/rep. 

09172  47.  Change  no. 8.  Mar.   15,1975,  loose  leaf  change  pages  for  correcting  sailing  directions 

for  northern  USSR.,  vol.1,  [Mys  Nemetskiy  to  Mys  Kanin  Nos].  [1975.]  [198] 
p.  il.  4]  [Formerly  I37A,  Includes  list  of  effective  pages.  Issued  with  perforations] 
+  Paper.Sl. 75.     •Item  378(Rev. 1957) 

D  203.22 :47/953/ch.8 

DOMESTIC  AND  INTERNATIONAL  BUSINESS  ADMINISTRATION, 
Commerce  Dept.  Washington,  DC  20230 

09173  Department  store  retailing  in  era  of  change  [with  bibliography;  by  Mar- 

vin J.  Margulies  ].  June  1975.  v     +  31  p.  narrow  8°     *  Paper,  70c. 
•Item  231-B-l 

C  57.2:R  31 

Overseas  business  reports  OBR  (series).  [Issued  irregularly.]     *  Paper, 
$36.50  a  yr.,  add  $9.15  for  foreign  mailing;  single  copy  50c. 

09174  74-07.  Marketing  in  Yugoslavia;  prepared  by  Leo  Kuus  .  May   1974.  22  p.  4°     (Southern 

European  Division,  Office  of  International  Marketing,  Bureau  of  International  Com- 
merce.) [Issued  with  perforations]      •Item  23  IB 

C  57.11:74-07 

09175  74-09.    Marketing    in    Denmark;    prepared    by    Harold    A.    McNitt    .    May    1974.    29   p.   4° 

[Issued  with  perforations]      •Item  231-B 

C  57.11:74-09 

09176  74-16.    World    trade    outlook    for   Africa.    June    1974.    12    p.    il.   4°     [Prepared    by    Office 

of  International  Marketing,  reprinted  from  Commerce  today,  Jan.  21,  1974.] 
•Item  231-B 

C  57.11:74-16 

09177  74-17.  World  trade  outlook  for  Near  East  and  South  Asia.  June  1974.  10  p.  il.  4° 

[Prepared  by  Office  of  International  Marketing,  reprinted  from  Commerce  today, 
Jan.  21,  1971]        •Item  231-B 

C  57.11:74-17 

09178  74-18.   World   trade   outlook   for   Far   East  June    1974.    12   p.   il.  4°     [Prepared   by   Office 

of  International  Marketing,  reprinted  from  Commerce  today,  Jan.  21,  1974.] 
•Item  231-B 

C  57.11:74-18 

09179  74-19.   World   trade   outlook   for  western    Europe   and   Canada.   June    1974.    19  p.   il.   4° 

[Prepared  by  Office  of  International  Marketing,  reprinted  from  Commerce  today 
Jan.  21,  1974]        •Item  231-B 

C  57.11:74-19 

09180  74-22.    United   States   trade   with   major  world   areas,    1968-1973.   June    1974.   68   p.   il.   4° 

[Issued  with  perforations]        •Item  231-B 

C  57.11:  74-22 

09181  74-26.   Marketing   in   South   Africa   [with    bibliography];   prepared   by   Sally    K.   Miller 

July  1974.  28  p.  4°     [Issued  with  perforations.]      •Item  231-B 

C  57.11:74-26 

09182  74-28.  Marketing  in  Sweden;  prepared  by  Harold  A.  McNitt  .  July  1974.  29  p.  4° 

(Northern  Europe  Division,  Office  of  International  Marketing,  Bureau  of  Interna- 
tional Commerce.)  [Issued  with  perforations]      •Item  231-B 

C  57.11:74-28 

09183  74-33.  Marketing  in  Belgium/Luxembourg.  July  1974.  36  p.  il.  4°     [Prepared  by  Northern 

Europe  Division  ,  Office  of  International  Marketing,  Bureau  of  International  Com- 
merce; based  in  ppart  on  information  provided  by  U.S.  Embassies  in  Belgium  and 
Luxembourg.  Issued  with  perforations]      •Item  231-B 

C  57.11:74-33 

09184  74-34-S.    International    economic    indicators,    quarterly    report,    highlights.    July    1974.    51 

p.  il.  4°  [Prepared  by  International  Trade  Analysis  Staff,  International  Economic 
Policy  and  Research,  Issued  with  perforations]      •Item  231-B 

C  57.11 :74-34-S 
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09185  74-35.    United   States   trade   with   major   trading   partners,    1967-73.    Aug.    1974.   40  p.il. 

4°     [Issued  with  perforations.]      •Item  231-B 

C  57.11:74-35 

09186  74-39.  Market  profiles  for  Far  East.  Aug.  1974.  15  p.  4°     [Prepared  in  Far  East  Division, 

Office  of  International  Marketing,  Bureau  of  International  Commerce.  Issued  with 
perrf orations.  Supersedes  73-62.]      •Item  231-B 

C  57.11:74-39 

09187  74-11.  Marketing  in  Greece;  prepared  by  John  L.  Priamou.  June  1974.  28  p.  4°     [Issued 

with  perforations.]        •Item  231-B 

C  57.11:74-11 

09188  74-12-S.   International  economic  indicators,  quarterly  report;  [prepared  by   International 

Trade  Analysis  Staff,  International  Economic  Policy  and  Research].  May  1974.  48 
p.  il.  4°     [Issued  with  perforations.]        •Item  231-B 

C  57.1U74-12-S 

09189  74-13.   World   trade  outlook   for  Eastern    Europe,   Union   of  Soviet   Socialist   Republics 

and  People's  Republic  of  China.  May  1974.  [10]  p.  4°  [Prepared  by  Bureau  of 
East-West  Trade,  reprinted  from  Commerce  today,  Jan.  21,  1974.  Issued  with  perfora- 
tions.]       ©Item  231-B 

C  57.11:74-13 

EAST-WEST  TRADE  BUREAU,  Commerce  Dept.  Washington,  DC 
20230 

09190  Export  administration  regulations,  June  1,  1975.  [1975.]  [583]  p.  4° 

(Office  of  Export  Administration.)  [Based  on  official  Rules  and  Regu- 
lations of  Department  of  Commerce,  published  in  Federal  Register 
according  to  law.  Issued  with  perforations.]  *  Paper,  $35.00  yr. 
(including  supplementary  Export  control  bulletin);  add  $8.75  for 
foreign  mailing,  $14.60  air  mail.     •Item  211 

C  57.409:975 

ECONOMIC  ANALYSIS  BUREAU,  Commerce  Dept.  Washington,  DC 

20233 

Survey  of  current  business  supplement. 

09191  U.S.  Direct  investment  abroad,  1966  final  data;  prepred  by  Patricia  C.  Walker  .]  [1975.] 

vi     +  289  p.  4°      *  Paper,  $5.15.     •Item  288 

C  56.109/4:In  8/966 

ECONOMIC  OPPORTUNITY  OFFICE,  Executive  Office  of  the 
President  Washington,  DC  20506 

Federal  outlays,  report  of  Federal  Government's  impact  by  State, 
county  and  large  city,  fiscal  year  1973.  [Includes  marginal  index  tabs 
on  blank  cardboard  showing  titles.] 

09192  Georgia.  [1974.]  [188]  p.  4°    (FIXS-73-11.)     # 


09193  Idaho.  [1974.]  [87]  p.  4°     (FIXS-73-13.)     # 

09194  Illinois.  [1974.]  [188]  p.  4°     (FIXS-73-14.)     # 

09195  Indiana.  [1974.]  [147]  p.  4°     (FIXS-73-15.)     # 

09196  Iowa.  [1974.]  [145]  p.  4°     (FIXS-73-16.)     # 

09197  Kansas.  [1974.]  [138]  p.  4°     (FIXS-73-17.)     # 

09198  Nevada.  [1974.]  [60]  p.  4°     (FIXS-73-29.)     # 

09199  Oklahoma.  [1974.]  [128]  p.  4°     (FIXS-73-37.)     # 

09200  Texas.  [1974.]  [304]  p.  4°     (FIXS-73-44.)     # 
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ECONOMIC  RESEARCH  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

ERS-(series). 

09201  580.  Employment  in  agricultural  and  agribusiness  occupations,  region  10  [Alaska,  Idaho, 

Oregon,  Washington].  [Dec.  1974]  cover  title,  ii  +  93  p.  4°  [Prepared  in  coopera- 
tion with  Bureau  of  the  Census,  Office  of  Education,  Manpower  Administration 
and  Bureau  of  Labor  Statistics.  Abstract  on  p.  2  of  cover.]      +     •Item  42-1 

A  93.21:580 

ERS-foreign  (series). 

09202  264.  Indices  of  agricultural  production  of  Western  Hemisphere,  excluding  United  States 

and  Cuba,  1964-73.  Revised  May  1974.  [1974.]  ii     +  33  p.  4°     +     ©Item  76-G 

A  93.21/2:264/4 

Foreign  agricultural  economic  report. 

09203  104.    New   Directions    in    Swedish   agricultural   policy    [with   list   of   literature   cited;   by 

Marshall  H.  Cohen  ].  (Apr.  1975.]  iv     +  10  p.  il.  4°     +     •Item  42-B 

A  93.27:104 

EDUCATION  OFFICE,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20202 

09204  American  students  and  teachers  abroad,  sources  of  information  about 

overseas  study,  teaching,  work  and  travel  [by]  Pat  K.  Mclntyre. 
[Revised  Dec.  1974.]  [1975.]  vi  +  66  p.  (DHEW  publication  (OE) 
75-19003.)    "*  Paper,   90c.    •Item  461  (Rev.  1965) 

HE  5.2:St  9/6 

09205  Arts,  leaven  in  our  lives,    [address  by]     Terrell  M.  Bell,  Commissioner 

of  Education,  prepared  for  conference  of  Utah  Alliance  for  Arts 
Education,  Park  City,  Utah,  Apr.25,1975.  [1975.]  10  leaves,  4°  + 

HE  19.1 10:B  41/4 

09206  Building  stronger  America  through  more  viable  home-school  partnership 

[address  by]  T.H.  Bell,  U.S.  Commissioner  of  Education.  [1975.]  13 
leaves,  4°  [Prepared  for  annual  convention  of  American  Association 
of  School  Administrators,  Dallas,  Tex.,  Feb.  23,  1975.]  + 

HE  19.110:B41 

09207  Catalog  of  Federal  education  assistance  programs,  indexed  guide  to 

Federal  Government  programs  offering  educational  benefits  to  Amer- 
ican people.  1974.  vii  +  61 3p.  4°  (DHEW  publication  (OE)  74- 
01600.)  [Submitted  to  Congress  in  accordance  with  sec.413  of  Public 
law  91-230.]  *  Paper,  $5.55  (S/N  1708-01286).  •Item  461-A(Rev. 
1965) 

HE  5.6/2:Ed  8/6 

Education  around  the  world  (series). 

09208  Educational   system   of  Tunisia   [with   selected   reading  list].   [1974.]   p.   il.   4°    ([DHEW 

publication  (OE)  74-19109.])     *  Paper,  40c.  (S/N  1780-01  369).     •Item  460-A-14 

HE  19.109:T83 

Education  briefing  paper. 

09209  Title  9.  Sept.  1974.  8  p.  4°     [Appeared  originally  in  American  Education  magazine  Aug.- 

Sept.  1974.]  + 

HE  5.44/2:T  53 

09210  Federal   role  in  higher  education,   by  Terrell   H.   Bell,   Commissioner 

of  Education.  [1974.]  10  leaves,  4°  [Speech  at  Conference  for  Jour- 
nalists on  Crisis  in  Higher  Education,  Washington,  D.C.,  Sept.  17, 
1974.]  + 

HE  5.8:B  41/7 
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Government  Publications 

09211  Getting  down  to  basics  in  reading,  [address]  by  Terrell  H.  Bell,  Commis- 

sioner  of   Education,    by   Terrel    H.    Bell    .    [1974.]    8   leaves,   4° 
[Prepared   for   Right   to   Read   International   Literacy   Day   Seminar, 
Washington,  D.C.,  Sept.  5,  1974.]  + 

HE  5.8:B  41/6 

09212  It's  time  to  protect  education  consumers  too  [address  by]  Terrel  H. 

Bell,  commissioner  of  Education,  prepared  for  annual  spring  meeting 
of  Statewide  Higher  Education  Executive  Officers  Washington,  DC, 
Apr.  24,  1975  [1975.]  10  leaves,4°  + 

HE  19.1 10:B  41/3 

09213  Minimum  targets  to  be  achieved  during  decade,  United  States  report 

on  education,  progress  achieved  in  education  and  training  of  women 
[with  list  of  suggested  reading].  Jan.29,1975.  [1]  +  20  +  [1]  p. 
4°  [Prepared  for  U.N.  Second  Development  Decade  Review  by  Divi- 
sion of  International  Education,  Bureau  of  Postsecondary  Education.] 
+ 

HE  5.75/a:T  17 

National  assessment  of  educational  progress,  project  of  Education 
Commission  of  States:  Report. 

09214  03-SS-02.    Social    studies,    contemporary    social    issues;    (by    Robert   Crane    J,   July, 1974. 

vii     +  47  p.  B.  4°     *  Paper,  650     •Item  461  (Rev.  1965). 

HE  5.2:As  7/rp.03-SS-02 

09215  National  longitudinal  study  of  high  school  class  of  1972,  capsule  descrip- 

tion of  high  school  seniors  base-year  survey;  by  William  B.  Fetters 
[1974.]   vii     +    35   p.   il.  4°    (DHEW  publication  (OE)   74-11116.) 
*  Paper,  85c.     •Item  461  (Rev.  1965) 

HE  5.2:H  53/6 

09216  New  commitment  to  instructional  technology,  [address  by]  Terrell  H. 

Bell,  Commissioner  of  Education,  prepared  for  Educational  Fair, 
Grand  Rapids,  Mich.,  Apr.  21,  1975.  [1975.]  11  leaves,  4°  + 

HE  19.1 10:B  41/2 

09217  On  being  young  in  open  society,   [address]  by  John  Ottina,  Commis- 

sioner of  Education,  at  Lincoln  University  commencement  ceremo- 
nies, San  Francisco,  Calif.,  June  16,  1974.  6  leaves,  4°  + 

HE  5.8:Ot  8/8 

09218  Our  schools  and  lifelong  learning  [address  by]  Terrell  H.  Bell,  Commis- 

sioner of  Education,  prepared  for  4th  annual  QUEST  consortium 
of  American  Federation  of  Teachers,  Chicago,  111.,  Apr.  26,  1975. 
[1975.]  10  leaves,  4°  + 

HE  19.1 10:B  41/5 

09219  School  leadership  and  the  community,   [address  by]  Terrell  H.   Bell, 

Commissioner  of  Education,  prepared  for  annual  convention  of  Na- 
tional Association  of  Elementary  School  Principals,  Minneapolis, 
Minn.,  Apr.  13,  1975.  [1975.]  10  leaves,  4°  + 

HE  19.1 10:B  41/6 

09220  Special  education  careers,  programs  for  professional  training  in  special 

education.  Jan.  1972.  iii  +  36  p.  4°  ([Bureau  of  Education  for  Han- 
dicapped, SEIC  Special  Education  Information  Center.])     # 

HE  5.2: Sp  3/2/972 
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EMPLOYMENT  SERVICE,  Labor  Dept.  Washington,  DC  20210 

09221  Identification   standards  manual,  Job  Service.   [1975.]  cover  title,   [12] 

p.  il.  4°  (Office  of  Placement,  Support,  and  Development;  Division 
of  Employer  Service.)  [Illustrations  are  colored.]     +     •Item  745-A 

L  34.8: Id  2 

EMPLOYMENT  STANDARDS  ADMINISTRATION,  Labor  Dept. 
Washington,  DC  20210 

Bulletin. 

09222  177  (rev.).   Labor  offices  in  United  Slates  and  Canada,  (prepared  by  Thelma  B.  Smith 

].    1974,   [Published    1975).   vi     +    98  p.  (Division  of  State   Employment   Standards.) 
+     •Item  763 

L  36.3:177/2 

ENGINEERS  CORPS  (Army),  Defense  Dept.  Washington,  DC  20301 

Note.— Orders  or  requests  for  publications  listed  below  which  are  not  sold  by  the  Superintendent 
of  Documents  should  be  sent  to  the  preparing  and  issuing  office  indicated.  Address  requests 
to  the  U.S.  Army  Corps  of  Engineers  and  add  the  city  and  state  shown.  Publications  shown 
as  initiated  and  issued  by  the  Chief  of  Engineers  should  be  sent  to:  Office  of  the  Chief  of 
Engineers,  Publications  Depot,  890  Pickett  Street,  Alexandria,  VA  22304. 

09223  Analyzing  environmental  impacts  of  water  projects,  report  submitted 

to  U.S.  Army  Engineer  Institute  for  Water  Resources  [with  bibliogra- 
phies]; edited  by  Leonard  Ortolano  .  Mar.  1973.  [383]  p.  il.  4° 
[Contract  DACW  31-71-C-0127.]     §  (Price  upon  application,  AD-766 
286). 

D  103.2:W  29/7 

09224  Aquatic  macrophytes  of  Columbia  and  Snake  River  drainages  (United 

States)  [with  list  of  literature  cited];  by  C.  Michael  Falter  ,  James 
Leonard,  Richard  Naskali,  Fred  Rabe,  Helen  Bobisud.  Aug.  1974 
[published  1975].  [1]  +  xiv  +  275  p.  il.  4°  [Contract  DACW68- 
72-C-0269.  Some  illustrations  are  colored.]     #     •Item  337 

D  103.2:C  72/3 

Army  correspondence  course,  engineer  subcourse  (series). 

09225  120-9.   Programmed   text,   basic   mathematics.   Edition  9.   Apr.   1974.  cover  title,   [276]  p. 

il.  4°     (l.S.   Army   Engineer  School.)   [Issued  with  perforations]     #     •Item  334-A- 
4 

D  103.111/2:120-9 

09226  Big  Sandy   River  floods,   Lawrence  County,   Ky.   [Oct.    1973.]   [2]   p. 

il.  large  4°  folded  into  narrow  8°  size.  [Prepared  from  data  in  report 
Flood  plain  information,  Big  Sandy  River,  Lawrence  County,  Ky.] 
# 

D  103.47/2:L  43/2 

09227  Buck  Creek  and  Grassy  Creek,  floods  in  Marion  County,   Ind.  June 

1973.  [2]  p.  il.  large  4°  folded  into  narrow  8°  size.  [Prepared  from 
data  in  report,  Flood  plain  information,  Buck  Creek  and  Grassy 
Creek,  Marion  County,  Ind.]     # 

D  103.47/2:M  33/7 

Cold  Regions  Research  and  Engineering  Laboratory,  Hanover,  N.H.: 
Research  report, 

09228  334.   Isua,   Greenland,   glacier  freezing   study   [with   list  of   literature   cited;    by]   George 

D.  Ashton  .  Apr.1975.  cover  title,  vii      +  19  p.  il.  4°     # 

D  103.33/3:334 

§For  Sale  by  National  Technical  Information  Service, 
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Government  Publications 

Cold  Regions  Research  and  Engineering  Laboratory,  Hanover,  N.H.: 
Special  report. 

09229  222.   Arching  of  fragmented  ice  covers;  [by]  Darryl  J.  Calkins  and  George   D.   Ashton. 

Apr. 1975.  cover  title,  iv     +  16  p.  il.  4°     # 

D  103.33/2:222 

09230  224.    Prevention    and   control    of   culvert    icing,    summary    report   on    studies,    FY    1966- 

70  [with  list  of  literature  cited;  by]  Kevin  L.  Carey  ,  Robert  W.  Huck  and  David 
A.  Gaskin.  Apr.  1975.  cover  title,  vi  +  79  p.  il  4°  [DA  project  4DM78012AAMI , 
task  01,  work  unit  015.  Prepared  in  cooperation  with  State  of  Alaska  Department 
of  Highways  and  U.S.  Department  of  Transportation,  Federal  Highway  Administra- 
tion.]    # 

D  -.03.33/2:224 

09231  218.   Hydrologic  effects  of  frozen  ground,  literature  review   and  synthesis   [with  list  of 

literature  cited;  by]  S.  Lawrence  Dingman  .  Mar.  1975.  cover  title,  iv  +  55  p. 
il.  4°  [Contract  DACA89-71-1441 ,  DA  project  4A162121 A864,  task  02,  work  unit 
0029]     # 

D  103.33/2:218 

Cold  Regions  Research  and  Engineering  Laboratory,  Hanover,  N.H.: 
Technical  report. 

09232  258.  On  theory  of  ground  anchors  [with  bibliographies;  by]  Austin  Kovacs  ,  Scott  Blouin, 

Bruce   McKelvy,   and   Herman   Colligan.   Jan.    1975.   cover   title,    x     +    69   p.    il.   4° 

[Prepared  under  DA  project  1T062112A130  for  U.S.  Army  Materiel  Command,] 

# 

D  103.33:258 

09233  259.  Roadway  design  in  seasonal  frost  areas  [with  list  of  references;  by]  T.  C.  Johnson 

,  R.  L.  Berg,  K.  L.  Carey  and  C.  W.  Kaplar.  Mar.  1975.  cover  title,  [6]  +  104 
p.  il.  4°  [Text  on  p.  2  of  cover.  Prepared  as  joint  project  with  National  Academy 
of  Sciences,  Transportation  Research  Board  and  published  by  NAS-TRB  as  Synthesis 
of  Highway  practice  no.  26.  Sponsored  jountly  by  American  Associaton  of  State 
Highwayand  Transportaton  officials  in  cooperation  with  Federal  Highway  Administra- 
tion.]    # 

D  103.33:259 

Construction  Engineering  Research  Laboratory,  Champaign,  111.:  Con- 
ference proceedings. 

09234  M-128.  Rapid  testing  of  fresh  concrete  (May  5-7,  1975)  [with  lists  of  references;  prepared 

by  Paul  A.  Howdyshell].  [May  1975.]  cover  title,  156  p.  il.  4°  [Errata,  1  p.,  4°, 
was  also  issued.]     §  (Price  upon  application). 

D  103.53/4-.M-128 

Construction    Engineering    Research    Laboratory,    Champaign,    111.: 
Technical  report. 

09235  D-29.  Survey  of  soldiers'  attitudes  toward  troop  housing:   v.  2  [with  list  of  references]; 

by  Roger  L.  Brauer  .  Apr.1975.  cover  title,  279  p.  il.  4°     §  (Price  upon  application). 

D  103.53:D-29/v.2 

09236  M-60.    Leaky   shower   rooms,   problems,    repair   methods,    materials   and   equipment;   by 

Stanley  M.  Kanarowski  .  Apr.  1975.  cover  title,  34  p.  4°     §  (Price  upon  application). 

D  103.53:M-60 

09237  P-36.    Estimating  life   expectancy   of  facilities   [with   lists  of  references];   by   Jeffrey   G. 

Kirby  and  John  M.  Grgas.  Apr.  1975.  cover  title,  53  p.  4°     §  (Price  upon  application). 

D  103.53:P-36 

Flood  plain  information  (series). 

09238  Arkansas   River  and   tributaries,   Little   Rock,    Ark.,   pt.3.    June    1973.   cover   title  iv     + 

26  p.  il.  12  pi.  4°  [Prepared  for  City  of  Little  Rock  by  Corps  of  Engineers,  U.S. 
Army,  Little  Rock,  Ark.  District.]     # 

D  103.47:L  72  r/pt.3 

09239  Brookings,    Brookings   County,   S.Dak.,   v. 2,   Six   Mile   Creek.   Dec. 1974.   cover  title,   iii 

+  i  +31  p.il.  6  pi.  4°  [Prepared  for  South  Dakota  Water  Resources  Commission 
and  city  of  Brookings  by  Dept.  Of  Army,  Omaha  District   ,  Corps  of   Engineers] 

D  103.47:B  79/3/v.2 

09240  Cache  La  Poudre  River,  Colo.:v.l,  Fort  Collins,  Larimer  County.  Oct.  1973.  cover  title, 

iii  +  [1]  +  32  p.  il.  15  p.  4°  [Prepared  for  Larimer-Weld  Regional  Planning 
Commission  by  Department  of  Army,  Omaha  District,  Corps  of  Engineers.]     # 

D  103.47:F77c/v.l 
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09241  Coastal    flooding,    incorporated   village   of    North    Haven,   Suffolk  County.    Long   Kland. 

N.Y.  June  1974.  cover  title.  [3]  +  ii  +29  leaves  il.  2  pl.4°  |Army  Corps  of 
Engineers.  New  York  District. 1     # 

D  I03.47:N  XI  h 

09242  Hast    Branch   Rocky    River,   City   of   North   Royallon   &    Hinckley    Township,   Cuyahoga 

and  Medina  Counties,  Ohio  June  1974.  cover  title,  [2]  +  ii  +33  p.  il.  12  pi. 
4°  [Prepared  for  Ohio  Department  of  Natural  Resources,  Division  of  Planning. 
Flood  Plain  Management  section.  Regional  Planning  Commission,  Cuyahoga  County, 
Tri-County  Regional  Planning  Commission,  by  Corps  of  Engineers,  U.S. Army,  Buf- 
falo District]     # 

D  l03.47:C99/5 

09243  Fountain  and  Jimmy  Camp  Creeks,  Colorado  Springs,  Fountain,  F.I  Paso  County,  Colo. 

Mar.  1973.  cover  title,  iv  +  47  p.  il.  61  pi.  4°  [Prepared  for  Pikes  Peak  area 
Council  of  Governments  by  Dept.  of  Army,  Albuquerque  District,  Corps  of  En- 
gineers, Albuquerque,  N.M.]     # 

D  I03.47:C  71/2 

09244  James  River,  Howardsville  to  Scottsville,  Albemarle  County,  Va.  Nov.  1973.  cover  title. 

[2]  +  i  +  26  p.  il.  13  pi.  4°  [Prepared  for  Norfolk  District,  Army  Corps  of 
Engineers  by  Wiley  &  Wilson,  Inc.  Engineers.  Architects  ,  Planners,  Lynchburg, 
Va.]     # 

D  I03.47:A1  1/9 

09245  Plum  Creek,  Brunswick  Hills  and  Medina  Townships,  Medina  County,  Ohio.  June  1973. 

cover  title,  [2]  +  ii  +  26  p.  il.  7  pi.  4°  [Prepared  for  Ohio  Department  of  Natural 
Resources,  Division  of  Planning,  Flood  Plain  Management  Section,  by  Corps  of 
Engineers,  Army,  Buffalo  District]     # 

D  103.47:M  46/4 

09246  Pottawatomie  Creek,  Garnett  to  Osawatomie,  Kans.,  v. 3  Jan. 1975.  cover  title,  a-c 

+  i  +  26  p.  il.  1 2  pi.  4°  [Prepared  for  Kansas  Water  Resources  Board,  by  Corps 
of  Engineers,  U.S.  Army,  Kansas  City  District.]      # 

D  103.47:G  18/v.3. 

09247  Bayou    Bartholomew   and   tributaries.   City    of   Pine    Bluff,    Ark.    pt.l.    Nov.    1973.   cover 

title,  [4]  +  i  +  28  p.  il.  22  pi.  4°  [Prepared  for  City  of  Pine  Bluff  by  Dept. 
of  Army,  Vicksburg  District,  Corps  of  Engineers  ,  Vicksburg,  Miss.]     # 

D  103.47:P65/2/pt.l 

09248  Arkansas   River,   Caney    Bayou   and   tributaries.   City   of   Pine    Bluff,    Ark.    pt.   2.    Nov. 

1973.  cover  title,  [4]  +  i  +  30  p.  il.  18  pi.  4°  [Prepared  for  City  of  Pine 
Bluff  by  Dept.  of  Army,  Vicksburg  District,  Corps  of  Engineers,  Vicksburg,  Miss] 
# 

D  103.47:P  65/2/pt.2 

09249  Rowlett   Creek:    pt.2,   Collin   County,   Tex.   Mar.    1974.   cover  title,   iv     +    38   p.   il.   27 

pi.  4°  [Prepared  for  City  of  Piano,  Tex.  by  Corps  of  Engineers,  U.S.  Army,  Fort 
Worth.  Tex.  district.]     # 

D  103.47:C  68/pt.2 

09250  Saint  Charles  County,  Mo.:  pt.2,  Peruque  Creek.  July  1973.  cover  title,  [5]     +  ii 

+  27  p.  il.  16  pi.  4°  [Prepared  for  County  of  St.  Charles  by  Dept.  of  Army, 
St.  Louis  District,  Corps  of  Engineers,  St.  Louis,  Mo.]      # 

D  103.47:Sa  2  c/2/pt.2 

09251  Salmon  Brook,  East  Branch  &  West  Branch,  Granby  and   E.  Granby,  Conn.  Jan.   1974. 

cover  title,  [6]  +  i  +  [1]  +  26  p.  il.  19  pi.  4°  [Prepared  by  Department  of 
Army,  New  England  Division,  Corps  of  Engineers,  Waltham,  Mass.]     # 

D  103.47:G  76/6 

09252  Shreveport,   La.:    no. 3,    Logan   and  Choctaw   Bayous.   Aug.    1974.   cover  title.   [4]     +    ii 

+  33  p.  il.  1 9  pi.  4°  [Prepared  for  City  of  Shreveport  by  Corps  of  Engineers,  New 
Orleans,  La]     # 

D  103.47:Sh8/3 

09253  Sioux   City,   Iowa:    v.l.    Perry  Creek.   Oct.    1973.   cover  title,   [4]     +    i     +    35  p.   il.    11 

pi.  4°  [Prepared  for  Iowa  Natural  Resources  Council  and  City  of  Sioux  City  by 
Department  of  Army.  Omaha  District,  Corps  of  Engineers.]     # 

D  103.47:Si  7 

09254  White    River,    Second    Branch.   Third    Branch    &    Ayers    Brook,    Randolph    and    Bethel. 

Vt.  [collected  and  compiled  by  Dairy  and  Poultry  Market  News  Branch].  Dec.  1973. 
cover  title,  [4]  +  i  +  30  p.  il.  22  pi.  4°  [Prepared  by  Army  Department,  New 
England  Division,  Engineers  Corps,  Waltham,  Mass.]     # 

D  103.47:R  15 

09255  Flood  plain  information,  Little  River,  Allen  County.  Ind.,  how  to  avoid 

damage.  [1975.]  [2]  p.  il.  oblong  4°  folded  into  narrow  8°  size. 
[Prepared  from  data  in  report,  Flood  plain  information,  Little  River, 
Allen  County,  Ind.]     # 

D  103.47/2:A1  5/3 
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09256  Floods    in    Dexter,    Mo.,    Dudley    Main    Ditch    and    Dexter    Creek 

watersheds,  how  to  avoid  damage,  [1975.]  [2]  p.  il.  large  4°  folded 
into  narrow  8°  size  [Prepared  from  data  in  report,  Flood  plain  infor- 
mation, Dexter  Creek  and  Dudley  Main  Ditch,  vicinity  of  Dexter, 
Mo.]     # 

D  103.47/2:D  52 

09257  Floods  in  Eden,  N.C.,  Dan  River,  Smith  River,  Matrimony  Creek  June 

1974.  [2]  p.  il.  f°  folded  into  narrow  8°  size  [Prepared  from  data 
in  report,  Flood  plain  information,  Dan  River,  Smith  River,  and 
Matrimony  Creek,  Eden,  N.C.]     # 

D  103.47/2:Ed  2 

09258  Floods  in  Heppner,   Oreg.,  Hinton,   Shobe  &  Willow  Creeks.   [1975.] 

[2]  p.  il.  f°  folded  into  narrow  8°  size.  [Prepared  from  data  in  report 
Flood  plain  information,  Heppner,  Oreg.,  Hinton,  Shobe  3  Willow 
Creeks.]      # 

D  103.47/2:H  41 

09259  Roods  in  Hot  Springs,  Ark.  June  1974.  [2]  p.  il.  f°  folded  into  narrow 

8°  size.  [Prepared  from  data  in  report  Flood  plain  information  reports 
Quachita  River,  Gulpha,  Hot  Springs,  Stokes,  and  Molly  Creeks, 
Hot  Springs,  Ark.]     # 

D  103.47/2:H  79 

09260  Floods  in  Incorporated  Village  of  North  Haven,  Suffolk  County,  Long 

Island,  N.Y.,  how  to  avoid  damage.  1974.  [2]  p.  il.  large  4°  folded 
into  narrow  8°  size  [Prepared  from  data  in  report,  Flood  plain  infor- 
mation, coastal  flooding,  Incorporated  Village  of  North  Haven,  Suf- 
folk County,  Long  Island,  N.Y.]     # 

D  103.47/2:N  81  h 

09261  Roods  in  Ketchum-Sun  Valley,  Idaho,  Trail  Creek.  [1975.]   [2]  p.  il. 

large  4°  folded  into  narrow  8°  size  [Prepared  from  data  into  report, 
Rood  plain  information,  Ketchum-Sun  Valley,  Idaho,  Trail  Creek.] 
# 

D  103.47/2:K  49/6 

09262  Roods    in   Mayfield,    Ky.,    how    to   avoid   damage,    Mayfield   Creek, 

watershed.  [1975.]  [2]  p.  il.  large  4°  folded  into  narrow  8°  size 
[Prepared  from  data  in  report  Rood  plain  information,  Mayfield 
Creek  and  tributaries,  vicinity  of  Mayfield,  Ky.]     # 

D  103.47/2:M  45 

09263  Roods  in  Milan,  Tenn.,  Rutherford  Fork  Obion  River  watershed,  how 

to  avoid  damage.  [1975.]  [2]  p.  il.  large  4°  folded  into  narrow  8° 
size  [Prepared  from  data  in  report,  Rood  plain  information,  Ruther- 
ford  Fork  Obion   River,   and  tributaries,   vicinity  of  Milan,  Tenn.] 

# 

D  103.47/2:M  58/3 

09264  Roods   in  Millington,   Tenn.,   Big   Creek   Drainage   Canal,   watershed, 

how  to  avoid  damage.  [1975.]  [2]  p.  il.  large  4°  folded  into  narrow 
8°  size  [Prepared  from  data  in  report,  Rood  plain  information,  Big 
Creek  and  tributaries,  vicinity  of  Millington,  Tenn.]     # 

D  103.47/2:M  62 

09265  Roods  in  Pine  Bluff,  Ark.  [1974.]   [4]  p.  il.  oblong  8°    [Prepared  for 

City   of  Pine   Bluff   from   Rood    plain   information   reports,    Bayou 
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Bartholomew  and  Tributaries  and  Arkansas  River,  Caney  Bayou  and 
tributaries.  Pine  Bluff,  Ark.]     # 

D  103.47/2-.P  65/2 

09266  Floods  in  Rolla,  Mo.,  on  Little  Dry  Fork,  Love  Branch,  and  Burgher 

Branch.  Aug.  1974.  [2]  p.  il.  f°  folded  into  narrow  8°  size  [Prepared 
from  data  in  report,  Flood  plain  information,  Little  Dry  Fork,  Love 
Branch  ,  Burgher  Branch,  Rolla,  Mo.]     # 

D  103.47/2: R  64 

09267  Floods  in  South  Boston,  Va.,  Dan  River,  Poplar  Creek,  Lawsons  Creek, 

June  1974.  [2]  p.  il.  f°  folded  into  narrow  8°  size.  [Prepared  from 
data  in  report,  Flood  plain  information,  Dan  River,  Poplar  Creek, 
Lawsons  Creek,  South  Boston,  Va.]     # 

D  103.47/2:So  8/3 

09268  Floods  in  vicinity  of  Cambridge  &  Byesville,  Guernsey  County,  Ohio. 

[Dec.  1973.]  [2]  p.  il.  large  4°  folded  into  narrow  8°  size.  [Prepared 
from  data  in  report,  Flood  plain  information,  Wills  Green,  Leather- 
wood  Creek,  and  Crooked  Creek,  Cambridge  &  Byesville,  Guernsey 
County,  Ohio.]     # 

D  103.47/2:G  93 

09269  Floods  in  vicinity  of  Muncie,  Delaware  County,  Ind.,  how  to  avoid 

damage.  Sept.  1973.  [2]  p.  il.  large  4°  folded  into  narrow  8°  size. 
[Prepared  from  data  in  report,  Flood  plain  information,  White  River- 
Killbuck  Creek  Buck  Creek-Jakes  Creek  Delaware  County,  City  of 
Muncie,  Ind.]     # 

D  103.47/2:D  37 

09270  Floods  on  Calapooia  River  near  Brownsville,   Oreg.   [1975.]   [2]  p.   il. 

f°  folded  into  narrow  8°  size  [Prepared  from  data  in  report,  Flood 
plain  information,  Calapooia  River,  Brownsville,  Oreg.]     # 

D  1 03.47/2: B  82/2 

09271  Floods  on  Clay  Cut  Bayou,  Jones  Creek,  area  of  Baton  Rouge,  La. 

[1975.]  [2]  p.  il.  f°  folded  into  narrow  8°  size.  [Prepared  from  data 
in  report  Flood  plain  information  (FPI)  report,  Clay  Cut  Bayou,  Jones 
Creek,  and  tributaries,  Baton  Rouge,  La.,  no.3.]     # 

D  103.47/2:B  32/2 

09272  Floods  on  Colorado  River  and  Country  Club  Creek,  Austin,  Tex.,  how 

to  avoid  damage.  Feb.  1975.  [2]  p.  il.  large  4°  folded  into  narrow 
8°  size.  [Prepared  from  data  in  report  Flood  plain  information, 
Colorado  River  and  Country  Club  Creek,  Austin,  Tex.]     # 

D  103.47 /2:Au  7/6 

09273  Floods   on  Contoocook   River  and   Beards   Brook,   Henniker   &   Hill- 

sborough, N.H.  [1975.]  [2]  p.  il.  f°  folded  into  narrow  8°  size. 
[Prepared  from  data  in  report  Flood  plain  information  (FPI),  Con- 
toocook River  and  Beards  Brook,  Henniker  &  Hillsborough,  N.H.] 
# 

D  103.47/2:H  38/2 

09274  Floods  on  Cumberland  River  and  Straight  Creek,  Pineville,  Ky.  [1974.] 

[4]  p.  il.  oblong  8°  [Prepared  for  City  of  Pineville  from  data  in 
report,  flood  plain  information,  Cumberland  River  and  Straight  Creek, 
Pineville,  Ky.]  + 

D  103 .47/2  :P  65 
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09275  Floods  on  Cuyahoga   River,  Franklin  TWP,   City  of  Streetsboro  and 

Shalersville  TWP,  Ohio.  June  1974.  [2]  p.  il.  f°  folded  into  narrow 
8°  size  [Prepared  from  data  in  report,  Flood  plain  information, 
Cuyahoga  River,  Franklin  Township,  City  of  Streetsboro,  and  Shaler- 
sville Township,  Portage  County,  Ohio.]     # 

D  103.47/2:C  99/5 

09276  Floods  on  East  Branch,   Perkiomen  Creek  and   Indian  Creek,   Bucks 

and  Montgomery  Counties,  Pa.  [1975.]  [2]  p.  il.  f°  folded  into  narrow 
8°  size  [Prepared  from  data  in  report,  Rood  plain  information,  East 
Branch,  Perkiomen  Creek,  and  Indian  Creek,  Bucks  and  Montgomery 
Counties,  Pa.]     # 

D  103.47/2:B  85/3 

09277  Floods  on  Fountain  and  Jimmy  Camp  Creeks,  Colorado  Springs,  Foun- 

tain, El  Paso  County,  Colo.  [1974.]  [2]  p.  il.  f°  folded  into  narrow 
8°  size.  [Prepared  for  Pikes  Peak  Area  Council  of  Governments  from 
data  in  report  Flood  plain  information,  Fountain  and  Jimmy  Camp 
Creeks,  Colorado  Springs,  Fountain,  El  Paso  County,  Colo.]      # 

D  103.47/2:C  71/2 

09278  Floods   on  Lake   Beresford  and   St.   Johns   River,   Volusia  and  Lake 

Counties,  Fla.  Sept.  1974.  [2]  p.  il.  f°  folded  into  narrow  8°  size. 
[Prepared  from  data  in  report,  Flood  plain  information,  Lake 
Beresford  and  St.  Johns  River,  Volusia  and  Lake  Counties,  Fla.] 
# 

D  103.47/2:V  88/2 

09279  Floods  on  Logan  and  Choctaw  Bayous,  area  of  Shreveport,  La.  [1975.] 

[2]  p.  il.  f°  folded  into  narrow  8°  size.  [Prepared  from  data  in  report 
Rood  plain  information,  Shreveport,  Louisiana  no.3  Logan  &  Choc- 
taw Bayous.]     # 

D  103.47/2:Sh  8/2 

09280  Floods  on  Muddy  River,  vicinity  of  Overton,  Clark  County,  Nev.  [1975.] 

[2]  p.  il.  oblong  4°  folded  into  oblong  48°  size.  [Prepared  for  Depart- 
ment of  public  Works,  Clark  County,  Nev.,  from  data  in  report 
Rood  plain  information,  Muddy  River,  vicinity  of  Overton,  Clark 
County,  Nev.]  +  Department  of  Public  Works  of  Clark  County, 
400  Las  Vegas  Blvd.  South,  Las  Vegas,  NY  89101 

D  103.47/2:C  54 

09281  Roods  on  Ohio  River,  Adams  County,   Ohio.   [Dec.   1973.]   [2]  p.  il. 

large  4°  folded  into  narrow  8°  size.  [Prepared  from  data  in  report, 
Rood  plain  information,  Ohio  River,  Adams  County,  Ohio.]     # 

D  103.47/2:Ad  1 

09282  Roods  on  Ohio  River,  Boyd  County,  Ky.  [Sept.  1974.]  [2]  p.  il.  large 

4°  folded  into  narrow  8°  size.  [Prepared  from  data  in  report,  Rood 
plain  information,  Ohio  River,  Boyd  County,  Ky.]     # 

D  103.47/2:B  69/2 

09283  Roods  on  South  Santiam  River  near  Sweet  Home,  Oreg.  [Dec.  1964.] 

[2]  p.  il.  f°  folded  into  narrow  8°  size  [Prepared  from  data  in  report, 
Rood  plain  information,  South  Santiam  River,  Sweet  Home,  Oreg.] 

# 

D  103.47/2:Sw  3 
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09284  Floods  on  Stoney  Branch  and  three  tributaries  to  Stoney  Branch  [Rock 

Hill,  S.C.].  (1975.)  [2]  p.  U.  f°  folded  into  narrow  8°  size  [Prepared 
from  data  in  report  Flood  plain  information,  Rock  Hill,  S.C.]     # 

D  103.47/2:St7 

09285  Floods  on  Swift  Creek,  Chesterfield  County,  Va.  [1975.]  [2]  p.  il.  f° 

folded  into  narrow  8°  size.  [Prepared  from  data  in  report.  Flood 
plain  information,  Swift  Creek,  Chesterfield  County,  Va.]     # 

D  103.47/2:C  42/5 

09286  Floods  on  Wekiva  River,  Seminole,  Orange,  and  Lake  Counties,  Fla. 

Sept.  1974.  [2]  p.  il.  f°  folded  into  narrow  8°  size.  [Prepared  from 
data  in  report.  Flood  plain  information,  Wekiva  River,  Seminole, 
Orange,  and  Lake  Counties,  Fla.  One  illustration  is  colored.]     # 

D  103.47/2:Se  5 

09287  Floods  on  Withlacoochee  River,  Sumter  County,  Fla.  Sept.   1974.  [2] 

p.  il.  f°  folded  into  narrow  8°  size.  [Prepared  from  data  in  report, 
Flood  plain  information,  Withlacoochee  River,  Sumter  County,  Fla.] 
# 

D  103 .47/2: Su  6 

09288  Floods,  Caney  Creek,  Montgomery  County,  Tex.  [1975.]  [2]  p.  il.  oblong 

4°  folded  into  narrow  8°  size  [Prepared  from  data  in  report,  Flood 
plain  information,  Caney  Creek,  Montgomery  County,  Tex.]     # 

D  103.47/2:M  76/3 

09289  Floods,  Mankato,  North  Mankato,  LeHillier,  [Minn.],  Minnesota  River, 

and  tributaries.  [1975.]  [2]  p.  il.  f°  folded  into  narrow  8°  size  [Prepared 
from  data  in  report,  Special  flood  hazard  information,  Mankato, 
North  Mankato,  LeHillier,  Minnesota  River  and  tributaries.]     # 

D  103.47/2-.M  31/6 

09290  Floods,  Panther  and  Bear  Branches,  Montgomery  County,  Tex.  Mar. 

1974.  [2]  p.  il.  oblong  4°  folded  into  narrow  8°  size  [Prepared  from 
data  in  report,  Flood  plain  information,  Panther  and  Bear  Branches, 
Montgomery,  Tex.]     # 

D  103.47/2:M  76/4 

09291  Floods,   Southeast   Stream  Group,    Stockton,   Calif.   June   1974.   [2]  p. 

il.  f°  folded  into  narrow  8°  size.  [Prepared  from  data  in  report  Flood 
plain  information,  Southeast  Stream  Group,  Stockton,  Calif.]     # 

D  103.47/2:St  6/2 

09292  Floods,  Truckee  River  and  Martis  Creek,  Truckee,  Calif.  June   1974. 

[2]  p.  il.  f°  folded  into  narrow  8°  size.  [Prepared  from  data  in  report, 
Flood  plain  information,  Truckee  River  and  Martis  Creek  Truckee, 
Calif.]     # 

D  103.47/2:T  76 

Flood  plain  information  (series). 

09293  Marais    des   Cygnes   River,   Ottowa   to   Osawatomie,    Kans.,   v. 2  Jan.    1975.    cover  title, 

a-c      +    [i]     +    29   &.   il.   9   pi.   4°     [Prepared   for   Kansas   Water   Resources    Board 
by  Corps  of  Engineers,  U.S.  Army,  Kansas  City  District.)     # 

D  103.47:Ot8/v.2 

09294  Missouri   River  main   stem  reservoirs:   Annual   operating  plan,    1967-8 

and  summary  of  actual  1966-7  operations.  Omaha,  Neb.,  Aug.  1967. 
cover  title,  [3]  +  ii  +  39  p.ll  pi.  4°  (Missouri  River,  Reservoir 
Control  Center.)  [Prepared  for  interagency  coordination.  Map  on  p. 
2  of  cover.]     # 

D  103.41/2:966-8 
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09295  Northeastern  United  States  water  supply  study,  legal,  institutional  and 
cost  sharing  requirements  for  implementing  water  supply  projects 
in  northern  New  Jersey,  New  York  City,  western  Connecticut 
metropolitan  area.  June  1973.  [6]  +  iii  +  03]  +  99  p.  4°  (North 
Atlantic  Division.)  [Prepared  by  Booz-Allen  Public  Administration 
Services,  Inc.  Under  contract  DACW  52-73-C-0008.  Errata,  1  p.  issued 
also.]     # 

D  103.2:W  29/6 

Port  series. 

092%  48.  Ports  on  Lake  Michigan:  pt.  2,  Green  Bay,  Wis.,  Manitowoc,  Wis.,  Muskegon, 
Mich.,  Escanaba,  Mich.,  Indiana  Harbor,  Ind.,  Burns  Waterway  Harbor,  Ind.  Revised 
1973.  1974.  v  +  149  p.  il.  4°  [Pt.  1  of  Port  series  is  prepared  by  Office  of  Ports 
and  Intermodal  Systems,  Maritime  Administration,  Commerce  Dept.  Pt.  2  by  Board 
of  Engineers  for  Rivers  and  Harbors.  Supersedes  edition  of  1961]  *  Paper,  $4.45 
(S/N  0822-00082).     •Item  340 

D  103.8:48/2/pt.2 

09297  Proceedings  of  seminar  on  analytical  methods   in  planning,   Mar.  26- 

28,  1974  [with  lists  of  references].  [1974.]  [6]     +  191  p.  il.  4° 
(Hydrologic  Engineering  Center.)     # 

D  103.55/2:An  1 

09298  Salt  Creek  Lake  project,  Ohio,  preliminary  environmental  report  [with 

bibliographies].  May  12,  1973,  revised  Nov.  15,  1973.  [1973.]  cover 
title,  [1]  +  xvii  +  475  p.  il.  4°  [Prepared  in  collaboration  with 
Army  Engineer  District,  Huntington,  W.  Va.  By  Jack  McCormick 
&  Associates,  Inc.  Errata,  2p.,  issued  also.]     # 

D  103.2:Sa  3/2 

Special  flood  hazard  report  (series). 

09299  Greater   Anchorage  area,   Chester  Creek.   Jan. 1975.  cover   title,   [3]     +    iii     +    19  p.  il. 

22   pi.  4°     [Prepared   for  Greater  Anchorage  area  borough  by  Corps  of  Engineers, 
U.S.  Army,  Alaska  District.]     # 

D  103.47: An  2/4 

09300  Tropical  Storm  Agnes  Operation  Noah  2,  after  action  report,  July  17 

-  Nov.  30,  1972.  [Dec.  1972.]  cover  title,  [1]  +  viii  +  63  p.  il. 
4°  [Prepared  Army  Corps  of  Engineers,  Susquehanna  District,  North 
Atlantic  Division,  Harrisburg,  Pa.  Issued  with  perforations.]     # 

D  103.2:N66 

09301  Tropical  storm  Agnes,  June  1972,  basins  of  Susquehanna  and  Potomac 

Rivers  and  Maryland  portions  of  Chesapeake  Bay  and  Atlantic  Coast, 
post  flood  report:  v.2,  Damage  and  recovery.  Nov.  1974  [published 
1975].  [870]  p.  il.,  1  map  in  pocket,  4°  [Prepared  by  Gannett,  Flem- 
ing, Corddry,  and  Carpenter,  Engineers,  Harrisburg,  Pa.]  +  •Item 
337 

D  103.2:Ag  6/5/v.2 

Waterways  Experiment  Station. 

Note.— Unless  otherwise  indicated,  publications  of  Waterways  Experiment  Station  may  be  or- 
dered from  Corps  of  Engineers,  U.S.  Army,  Waterways  Experiment  Station,  Vicksburg,  Miss. 
+  (Price  upon  application). 

Miscellaneous  paper. 

09302  E-74-6.  Review  of  explosives  used  in  Explosive  Excavation  Research  Laboratory  projects 

since  1969  [with  bibliographies;  by]  Howard  H.  Reed  .  June  1974.  [1]     +  vi 

+  54  p.  4°     (Explosive  Excavation  Research  Laboratory,  Livermore,  Calif.)     §  Paper, 

$7.60. 

D  103.24/4:E-74-6 

09303  E-75-4.   Results  of  airblast  overpressure   measurement  program  at  Project   R.   D.   Bailey 

[with   list  of  references;   by]   Michael   J.    Hoeft   .   June    1974.   [2]      +    viii     +    47   p. 
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il.    4°     (Explosive    Excavation    Research    Laboratory,    Livermore,    Calif.)     §  Paper, 
$4.00. 

D  103.24/4:  E-75-4 

Research  report. 

H-75-1.  Numerical  model  for  predicting  effects  of  landslide-generated  water  waves,  final 
report  [with  list  of  references];  by  Donald  C.  Rancy  ,  H.  Lee  Butler.  Feb.  1975. 
cover  title,  [47)  p.  il.  4°  [Conducted  by  Hydraulics  Laboratory,  Vicksburg,  Miss., 
for  Office,  Chief  of  Engineers. 1 

D  103.24/5:H-75-l 

Technical  report. 

C-74-2.   Correlation   between   tensile  and   compressive   strengths  for  lean   mass  concrete 

[with  list  of  literature  cited),  by  William  O.  Tynes  .  Army-MRC-Vicksburgh,  Miss., 

June    1974.    xi     +23      +    [3]   p.    il.   7    p.   of   tab.   4°     [Sponsored   by   Office.    Chief 

of  Engineers,  Army,  conducted  by  Concrete  Laboratory.)     # 

D  103.24/2:C-74-2 
C-74-5.    Investigation   of   shotcrete   [with   list   of  literature    cited);   by   William    O.   Tynes 

.  William  F.  McCleese.  July  1974.  xi     +38     +  [5]  p.  8  p.  of  tabs,  il.  4°    (Concrete 

Laboratory,  Vicksburg,  Miss.)  [Sponsored  by  Office,  Chief  of  Engineers,  Army.) 

D  103.24/2:C-74-5 
E-75-1.   Project  Lost  Creek,  field  test  of   mounding  and  controlled  blasting  [with  lists 

of   references;   by   Colin   C.    McAneny   .   Jan.  1975.   cover  title,   12]     +    viii     +    122 

p.  il.  4°     (Explosive   Excavation  Research  Laboratory,   Livermore,  Calif.)     §  Paper, 

$5.45. 

D  103 .24/2:  E-75-1 
H-74-4.   Remedial  plans  for  prevention  of  harbor  shoaling,   Port  Orford,  Ore.,  hydraulic 

model    investigation    [with    list    of    literature    cited],    by    Michael    L.    Giles    ,    C.    E. 

Chatham,   jr.   June    1974.   x       +    32     +    [41]   p.   il.   4°     [Sponsored   by    U.S.   Army 

Engineer  District,   Portland.  Conducted   by   Army   Engineer  Waterways    Experiment 

Station,  Hydraulics  Laboratory,  Vicksburg,  Miss.] 

D  103.24/2:H-74-4 
H-74-5.  Use  of  tow  sequencing  procedures  to  increase  capacity  of  existing  lock  facilities 

[with   bibliographies];   by    Larry    L.    Daggett    ,    R.   W.    McCarley,   J.    A.   Stinehour. 

June    1974.    cover    title,    [141]    p.    il.    4°     [Sponsored    by    Army    Engineer    District, 

Louisville.  Conducted  by  Army  Engineer  Waterways  Experiment  Station,  Hydraulics 

Laboratory,  Vicksburg,  Miss.] 

D  103.24/2:H-74-5 
H-74-7.  Van  Buren  Reach,  Arkansas  River  navigation  project,  hydraulic  model  investiga- 
tion; by   L.  J.   Shows  [and]  J.  J.   Franco.  July    1974.    x     +   42     +    [b]   p.  il.  30  p. 

of   pi.  4  p.  of  maps, 4°     [Sponsored  by   U.S.   Army  Engineer  District,    Little   Rock. 

Conducted    by    U.S.    Army    Engineer    Waterways    Experiment    Station,    Hydraulics 

Laboratory,  Vicksburg,  Miss.]     # 

D  103.24/2:H-74-7 
H-74-8.    Unsteady   flow   computations   on    Ohio-Cumberland-Tennessee-Mississippi    River 

system,    final    report,    [with    bibliography);    by    Billy    H.    Johnson    .    Army,    MRC 

Vicksburg,    Miss.,    Army,    MRC   Vicksburg,    Miss.,   Sept.    1974.   cover   title,    [49]   p. 

il.  4°     [Prepared  for  U.S.  Army  Engineer  Division,  Ohio  River,  Cincinnati,  Ohio.] 

D  103.24/2:H-74-8 
H-75-2.  Turbulent  flow  in  rectangular  outlet  conduit.  Rend  Lake  Dam,  Big  Muddy  River, 

Illinois,  final  report,  [with  list  of  references];  by  Clifford  A.  Pugh  .  Jan. 1975.  cover 

title,  [2]     +23     +  [1 1]  p.  il.  4°     [Engineering  study  805.] 

D  103.24/2:H-75-2 
H-75-4.    Los   Angeles   and    Long   Beach    harbors   model   study:    Report   2,    Observations 

of   ship   mooring   and    movement;   by    Leroy   G.   Crosby   [and]    Donald    L.   Durham. 

Jan.  1975.  cover  title,  [2]     +20     +  [11 1]  p.  il.  4°     [Prepared  for  U.  S.  Army  Engineer 

District,  Los  Angeles,  Calif] 

D  103.24/2:H-75-4 
N-74-4.   Application   of  field  available   materials  to  fortifications   [with  list   of  literature 

cited];  by  G.  Lee  Carre  .  Army-MRC  Vicksburg,  Miss.,  May  1974.  [95]  p.  il.  4° 

D  103.24/2:N-74-4 
3-1652.    Measuring   soil   properties   in   vehicle   mobility   research:    report  6,   Resistance   of 

coarse-grained  soils  to  high-speed  penetration  [with  list  of  literature  cited];  by  Gerald 

W.   Tumage   .  July    1974.   xiii     +51      +   [24]  p.  il.   18   p.  of  pi.  4°     [Sponsored  by 

Assistant  Secretary  of  Army  (R&d),   Department  of  Army.  Project  4A061 101 A91D. 

Conducted    by    U.S.    Army    Engineer    Waterways    Experiment    Station,    Hydraulics 

Laboratory,  Vicksburg,  Miss]     # 

D  103.24/2:3-652/rp.  6 
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09316  White  River  floods  in  Newport,  Ark.  [1975.]  [2]  p.  il.  f°  folded  into 

narrow  8°  size.  [Prepared  from  data  in  report  Flood  plain  information, 
White  River  and  Village  Creek,  Newport,  Ark.]     # 

D  103.47/2:N  47 

ENVIRONMENTAL  DATA  SERVICE,  Commerce  Dept.  Washington, 
DC  20235 

09317  Automated    earthquake    data    file.    Apr.    1975.    4   p.    il.    4°     (National 

Geophysical  and  Solar-Terrestrial  Data  Center,  Boulder,  Colo.)  + 

C  55.202:Ea  7 

09318  Explanation  of  daily   weather  map.  Jan.    1975.   32  x  21    in.     *  Paper, 

43  c.  (S/N  003-019-00032).     •Item  273-D-4 

C  55.21 3:explan. 

Key  to  geophysical  records  documentation. 

09319  4.  Marine  geophysical  data  catalog,  1975.  Feb.1975.  ii     +92     +  279  p.  il.  map  in  pocket, 

4°     (National   Geophysical   and   Solar-Terrestrial    Data    Center,    Boulder,    Colo.)     * 
Paper,$5.25  (S/N  003-017-00292).     •Item  275-C 

C  55.219/2:4 

09320  New  data  available  on  solar  and  interplanetary  phenomena.   1974.  [2] 

p.  4°  (National  Geophysical  and  Solar-Terrestrial  Data  Center, 
Boulder,  Colo.)  + 

C  55.202:So  4 

09321  Strong  motion  earthquake  data.  1975.  2  p.  il.  4°    (National  Geophysical 

and  Solar-Terrestrial  Data  Center,  Boulder,  Colo.)  + 

C  55.202:Ea  7/2 

World  Data  Center  A  for  Solar-Terrestrial  Physics:  Report  UAG 
(series).  +Paper,  $25.20  a  yr:  add  $12.00  for  foreign  mailing;  single 
copies  vary  in  price  (National  Climatic  Center,  Federal  Bldg., 
Asheville,  N.C.  28801,  Att.  Publications). 

09322  39.  Auroral  electro  jet  magnetic  activity  indices  AE  (11)  for  1971  [with  list  of  references]; 

by   Joe   Haskell  Allen   ,   Carl  C.   Abston  and   Leslie   D.   Morris.   Feb.    1975.   ii     + 
144  p.  il.  4°     +  Paper,  $2.05. 

C  55.220:39 

09323  World  Data  Center  A,  Oceanography:  Semiannaual  report  of  oceano- 

graphic  data  exchange  through  30  June  1974  [with  list  of  references]; 
prepared  by  Ronald  E.  Moffatt  and  E.  Godfrey  Trammell  ,  jr. 
Feb.1975.  iv     +  38  p.  il.  4°    ([WDCA-OC-75-1.])  + 

C  55.220/3:974 

ENVIRONMENTAL  PROTECTION  AGENCY  Washington,  DC  20460 

09324  Activities  of  Federal  agencies  concerning  selected  high  volume  chemi- 

cals. Feb.  1975.  [1]  +  iii  +  31  p.  4°  (Office  of  Toxic  Substances; 
EPA-560-4-75-001.)     +     •Item  431-1-1 

EP  1.2: Ac  8 

09325  Air    pollution    on    wheels,    transportation    controls    in    southwestern 

Pennsylvania.  Feb.  1975.  cover  title,  [16]  p.  il.  12°  [Prepared  by  Al- 
legheny County  Environmental  Coalition,  Pittsburgh,  Pa.  Printed 
under  contract  68-01-2405.]     +     •Item  431-1-1 

EP  1.2:Ai7/24 

09326  Approach  to  environmental  organization  change  and  manpower  planning 

in  State  of  Ohio;  by  David  Ackerman  [and  others].  Sept.  1972.  x 
+    103   p.   il.  4°     [Prepared  by   Stanford  Research  Institute,   Menlo 
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Park,  Calif,  under  contract  68-01-0174;  SRI  project  MSD-1738.] 
§  (Price  upon  application,  PB  214  074/7). 

EP  1.2:Oh3 

09327  Background   information  for  standards   of  performance,   electric   sub- 

merged arc  furnaces  for  production  of  ferroalloys  [with  lists  of 
references].  Oct.  1974.  2  v.,  xx  +  147  p.  il.  and  iii  +  55  p.  il. 
4°  (EPA  450/2-74-01 8a,b;  (Office  of  Air  and  Waste  Management, 
Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle  Park, 
N.C.)  [Prepared  by  Emission  Standards  and  Engineering  Division. 
Includes  v.  1,  Proposed  standards,  and  v.  2,  Test  data  summary.] 
§  (Price  upon  application). 

EP  1.2:Ep2/v.  1,2 

09328  Biological  effects  of  wastes  discharge  to  North  Platte  River  in  Torring- 

ton,  Wyo.  to  Bridgeport,  Nebraska  Reach  ,  Nov.  1960-Nov.  1961; 
[by]  Joe  K.  Neel  .  [1962.]  22  leaves,  3  pi,  10  tab.  4°  (Water  Supply 
and  Pollution  Control  Program,  Public  Health  Service,  Region  6,  Kan- 
sas City,  Mo.)  + 

HE  20.2:N  81p/5/960-61 

09329  Biostimulation  characteristics  of  wastes  and  receiving  waters  of  Snake 

River  basin  [with  list  of  references].  Sept.  1974.  [72]  p.  II.  4°  (Office 
of  Enforcement;  National  Field  Investigations  Center,  Denver,  Colo. 
And  Region  10,  Seattle,  Wash.)  + 

EP1.2:B52/4 

09330  Black- water  impoundment  investigations  [with  list  of  references];  by 

Richard  W.  Warner  ,  R.  Kent  Ballentine  ,  and  Lowell  E.  Keup. 
1969.  [1]  +95  leaves  il.  3  maps  4°  (Federal  Water  Pollution  Control 
Administration,  Interior  Dept.,  Technical  Advisory  and  Investigations 
Branch,  Division  of  Technical  Support.)  §  (Price  upon  application, 
PB  217135). 

I  67.2:B  56/2 

BRH/DER  [Division  of  Environmental  Radiation]  (series). 

09331  70-1.  Radiological  surveillance  studies  at  boiling  water  nuclear  power  reactor  [with  lists 

of  references;  by]  Bernd  Kahn  [and  others].  Mar.  1970.  xiii  +116  +  [1]  p.  il. 
4°  (Bureau  of  Radiological  Health,  Environmental  Health  Service,  Public  Health 
Service,  Department  of  Health,  Education,  and  Welfare.)     §  (Price  upon  application). 

FS  2.314/3:70-1 

09332  Chemical  analysis  of  interstate  carrier  water  supply  systems.  Apr.  1975. 

[10]     +  90  p.  oblong  8°  ([EPA-430/9-75-005.])     +     •Item  431-1-1 

EP  1.2  :W  29/21 

09333  Chemical  and  physical  characterization  of  automotive  exhaust  particu- 

late matter  in  atmosphere,  by  C.  W.  Melton  [and  others].  June  14, 
1973.  [7]  +  82  leaves,  il.  4°  [Final  summary  report  to  Coordinating 
Research  Council  (CRC-APRAC  project  CAPE- 19-70)  and  EPA 
(Contract  68-02-0205)  by  Battelle,  Columbus  Laboratories,  Columbus, 
Ohio.]  + 

EP1.2:Au8/3 

09334  Columbia  River  thermal  effects  study:  v.  1,  Biological  effects  studies 

[with  bibliographies].  Jan.  1971.  [9]  +  102  p.  il.  4°  [Prepared  in 
cooperation  with  Atomic  Energy  Commission  and  National  Marine 
Fisheries  Service,  Department  of  Commerce.]  + 

EP1.2:C72/v.l 
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09335  Columbia  River  thermal  effects  study:   v.  2,  Temperature  prediction 

studies  [with  bibliography].  Jan.  1971.  [11]     +  64  p.  il.  map,  4°  + 

EP1.2:C72/v.  2 

09336  Comparison  of  manual  (grab)  and  vacuum  type  automatic   sampling 

techniques  on  individual  and  composite  sample  basis.  Sept.  1974. 
[45]  p.  il.  4°  (Office  of  Enforcement;  National  Field  Investigations 
Center,  Denver,  Colo.)  + 

EP1.2:C73/3 

09337  Compliance  monitoring  procedures.  July  1974.  [49]  leaves  4°    (Office 

of  Enforcement;  National  Field  Investigations  Center,  Denver,  Colo.; 
[EPA-330/ 1-74-002].)  + 

EP  1.2:P94/5 

09338  Computer  assisted  area  source  emissions  gridding  procedure  (CAASE), 

user's  manual;  [by]  Richard  Haws  .  Jan.  1974.  [194]  p.  il.  4°  (EPA- 
450/3-74-035;  Office  of  Air  and  Waste  Management,  Office  of  Air 
Quality  Planning  and  Standards.)  [Prepared  by  Research  Triangle  In- 
stitute; contract  68-02-1014.]     §  (Price  upon  application). 

EP1.8:C73/2 

09339  Description    of    Environmental    Protection    Agency's    in-house    library 

systems;  [prepared  by  Sarah  M.  Thomas  and  Lester  P.  Needle]  Feb. 
1974.  [3]  +  107  p.  il.  oblong  8°  (Library  Systems  Branch,  Manage- 
ment and  Organization  Division,  Management  Information  and  Data 
Systems  Division,  Office  of  Planning  and  Management.)  +  •Item 
431-1-1 

EP  1.2:L61/2 

09340  Development   document   for   proposed    best    technology    available   for 

minimizing  adverse  environmental  impact  of  cooling  water  intake 
structures  [with  list  of  references].  Dec.  1973.  xi  +175  p.  il.  4° 
(EPA  440/1-74/015;  Effluent  Guidelines  Division,  Office  of  Air  and 
Water  Programs.)  + 

EP  1.2:C77 

Development  document  for  proposed  effluent  limitations  guidelines 
and  new  source  performance  standards. 

09341  Beet  sugar,  segment  of  sugar  processing  point  source  category  [with  list  of  references]. 

Aug.    1973.    viii    +     160   p.    il.    4°    (Office    of    Air   and    Water    Programs,    Effluent 
Guidelines  Division;  [EPA-440/1-73-002].) 

EP  1.8/3:B  39/973-2 

09342  Dairy   products   processing   point   source   category   [with   list  of  references].   Jan.    1974. 

xi     +  161    p.  il.  4°  (Effluent  Guidelines  Division.  Office  of  Air  and  Water  Programs; 
[EPA  440/1-73/021.])  + 

EP  1.8/3  :D  14/974 

09343  Feedlots  point  source  category   [with  list  of  references].  Aug.   1973.   [1]     +    ix     +   302 

p.   il.  4°    (Effluent  Guidelines  Division  Office  of  Air  and  Water  Programs;  [EPA 
440/1-73/004].)  + 

EP  1.8/3  :F  32/973 

09344  Flat  glass,  segment  of  glass  manufacturing  point  source  category  [with  list  of  references]. 

Oct.    1973.    ix        +116   p.    il.    4°     (Office   of   Air   and    Water   Programs,    Effluent 
Guidelines  Division;  [EPA  440/1-73/001 -a].)  + 

EP  1.8/3:G  46/973 

09345  Major  organic  products  segment  of  organic  chemicals  manufacturing  point  source  category 

[with   bibliography].    Dec.    1973.    xiv     +    369     +    [2]    p.    il.   4°    (Office    of   Air   and 
Water  Programs,  Effluent  Guidelines  Division;  [EPA  440/1-73/009].)  + 

EP  1.8/3:Or  3/973 

09346  Petroleum  refining  point  source  category    [with  bibliography).   Dec.   1973.   xv      +   202  p. 

il.    4°    (Office    of   Air   and    Water    Programs,    Effluent   Guidelines    Division.    [EPA 
440/1-73/014])  + 

EP  1. 8/3 :P  44/973 

09347  Primary    aluminum    smelting,    subcategory    of   aluminum    segment   of   nonferrous    metals 

manufacturing   point    source   category    [with   list   of   references].    Oct.    1973.    [9]      + 
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146  p.il.  4°  (Effluent  Guidelines  Division,  Office  of  Air  and  Water  Programs;  [EPA 
440/;-73/019-a.])  + 

EP  1.8/3:A1  8/973 

09348  Secondary  aluminum   smelting  subcategory   of  aluminum   segment  of  nonferrous   metals 

manufacturing  category  [with  list  of  references].  Oct.  1973.  [1]  +  vi  +  125  p. 
il.  4°  (Effluent  Guidelines  Division,  Office  of  Air  and  Water  Programs;  [EPA 
440/1-73/019-b].)  + 

EP  1.8/3:A1  8/2/973 

09349  Smelting  and  slag  processing  segment  of  ferroalloy  manufacturing  point  source  category 

[with  list  of  references].  Sept.  1973.  xii  +  177  p.  il.  4°  (Office  of  Air  and  Water 
Programs,  Effluent  Guidelines  Division;  [EPA  440/1-73/008].)  + 

EP  1.8/3:Sm  3/973 

09350  Soap  and  detergent  manufacturing  point  source  category  [with  list  of  references].  Dec. 

1973.  xi  +  190  p.il.  4°  (Office  of  Air  and  Water  Programs,  Effluent  Guidelines 
Division;  [EPA  440/1-74/18].)  + 

EP  1.8/3:So  1/973 

09351  Synthetic  resins  segment  of  plastics  and  synthetic  materials  manufacturing  point  source 

category  [with  list  of  references].  Sept.  1973.  xii  +  221  p.  il.  4°  (Office  of  Air 
and  Water  Programs,  Effluent  Guidelines  Division;  [EPA  440/1-73/010.])  + 

EP  1.8/3:R  31/973 

09352  Textile   mills  point  source  category  [with   bibliographies].  Jan.   1974.   [1]      +    xiii     +   205 

p.  il.  4°  (Effluent  Guidelines  Division,  Office  of  Air  and  Water  Programs;  [EPA 
440/1-74/022.]  + 

EP  1. 8/3  :T  29/974 

09353  Development  of  sample  air  quality  maintenance  plan  for  San  Diego 

[with  lists  of  references].  Sept.  1974.  [258]  p.  11.4°  (Office  of  Air 
and  Waste  Management,  Office  of  Air  Quality  Planning  Standards, 
Research  Triangle  Park,  N.C.;  EPA-450/3-74-051.)  [Prepared  by  Trw, 
Inc.,  One  Space  Park  Drive,  Redondo  Beach,  Calif.  Under  contract 
68-02-1385,  project  104-g.]     §  (Price  upon  application). 

EP  1.2:Ai7/16 

09354  Diesel   fuel   injection   system   simulation  and  experimental  correlation 

[with  lists  of  references];  prepared  by  Jay  A.  Bolt  ,  M.  F.  El-Erian, 
and  E.  B.  Wylie.  Jan.  1974.  iii  +  55  p.  il.  4°  (Office  of  Air  and 
Water  Programs  ,  Office  of  Mobile  Source  Air  Pollution  Control, 
Emission  Control  Technology  Division;  EPA-460/3-74-001.)  [Grant  no. 
R800  424.  Includes  reprints  of  3  papers,  published  by  Society  of 
Automotive  Engineers,  Inc.,  no.  710569,  730661,  and  730662.]  § 
(Price  upon  application). 

EP  1.2:D  56 

09355  Documentation  for  HAR03,  computer  program  for  modeling  of  water 

quality  parameters  in  steady  state  multi-dimensional  natural  aquatic 
systems  [with  list  of  references];  prepared  by  Steven  Chapra  .  April 
1974.  cover  title,  [121]  p.  il.  4°    (Region  2,  New  York,  N.Y.)  + 

EP  1.2:H23 

09356  Earth  is  home  for  nearly  4  billion  people,  book  to  color.  [1975.]  [12] 

p.  il.  12°      +  .  •Item  431-1-1 

EP1.2:Ea7/2 

Ecological  research  series. 

09357  650/3-73-002.  Determination  of  formation  mechanisms  and  composition  of  photochemical 

aerosols  [with  list  of  references];  by  W.C.  Kocmond  [and  others].  Dec.  1973.  ii 
+  vi  +  102  p.  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-02-0557, 
program  element  1 A1008,  ROAP  21AKB02.]      §  (Price  upon  application). 

EP  1.23:650/3-73-002 

09358  660/3-73-005.  Oxidation  of  organic  matter  in  sediments  [with  bibliographies];  by  Mario 

M.    Pamatmat    [and    others].    Sept.    1973.    viii     +104      +    [1]    p.    il.    4°     (Office    of 
Research  and  Development.)  [Project  16070  EKZ,  program  element  1B1025.]     * 
Paper,  $1.30.     •Item  431-1-1 1 

EP  1.23:660/3-73-005 

09359  660/3-74-006.   Culturing  and   ecology   of  diaptomus   clavipes   and   Cyclops   vernalis   [with 

list  of  references];  by  Andrew  Robertson  [and  others].  Apr.  1974.  xiii     +  226 
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+  [1]  p.  il.  4°  (Office  of  Research  and  Development.)  [Grant  18050  ELT,  program 
element  1BA021.]     *  Paper,  $2.55. 

EP  1.23:660/3-74-006 

09360  660/3-74-024.  Conceptual  model  for  movement  of  pesticides  through  environment  [with 

list  of  references];  by  James  W.  Gillett  ,  James  Hill,  Alfred  W.  Jarvinen,  W.  Peter 
Schoor.  Dec.  1974.  vii  +79  +  [1]  p.  il.  overlay,  4°  [Project  element  1EA487, 
ROAP  21BCL,  task  03.  Overlay  is  separate  and  printed  on  cellophane  to  further 
illustrate  figure  on  p.  58.]     *  Paper  $1.75  (S/N  5501-00973).     •Item  431-1-11 

EP  1.23:660/3-74-024 

09361  660/3-74-033.  Salt  water  detection  in  Cimarron  Terrace,  Okla.  [with  list  of  references]. 

Apr. 1975.  viii  +  166  +  [1]  p.  il.  4°  (National  Environmental  Research  Center, 
Office  of  Research  and  Development,  Corvallis,  Oreg.)  [Prepared  by  Oklahoma  Water 
Resources  Board  under  grant  S-800994,  program  element  1BA024,  ROAP  task  21 
AKQ/12.]     §  (Price  upon  application).     •Item  431-1-1 1 

EP  1.23:660/3-74-033 

09362  660/3-75-003.  Eutrophication  of  surface  waters,  Lake  Tahoe's  Indiana  Creek  Reservoir 

[with  list  of  references;  by  ,P.H.  McGauhey,  D.B.Porcella  and  G.L.Dugan.  Feb. 
1975.  ix  +  188  +  [1]  p.  il.  4°  (National  Environmental  Research  Center,  Office 
of  Oesearch  and  Development.)  [Prepared  by  Lake  Tahoe  Area  Council  under  Grant 
801003,  program  element  IBA031,  ROAP/Task  21AIZ15.]  §  (Price  upon  application. 
•Item  431-1-11 

EP1 .23: 660/3-75-003 

09363  660/3-75-009.  Methods  for  acute  toxicity  tests  with  fish,  macroinvertebrates  and  amphibi- 

ans [with  list  of  references].  Apr.1975.  v  +61  +  [1|  p.  4°  (National  Environmen- 
tal Research  Center,  Office  of  Research  and  Development,  Corvallis,  Oreg.) 
[Prepared  by  Committee  on  Methods  for  Toxicity  Tests  with  Aquatic  Organisms. 
Program  element  IB A021.]     §  (Price  upon  application).      •Item  431-1-1 1 

EP  1.23:660/3-75-009 

09364  660/3-75-010.   Studies  to   determine  methods  for  culturing   three  freshwater   zooplankton 

species  [with  list  of  literature  cited);  by  Dan  B.  Martin  ,  Jerry  F.  Novotny.  May 
1975.  vi  +33  +  [1]  p.  il.  4°  (National  Environmental  Research  Center,  Office 
of  Oesearch  and  Development.)  [Prepared  under  Grant/Contract  EPA-IAG-0152  (d), 
program  element  1BA021,  ROAP/Task  16AAI/10  by  Fish  and  Wildlife  Service,  Yank- 
ton, S.D.]     §  (Price  upon  application).     •Item  431-1-1 1 

EP  1.23:660/3-75-010 

09365  Effects  of  changing  proportions  of  automotive  distillate  and  gasoline 

produced  by  petroleum  refining  [with  list  of  references];  prepared 
by  F.  H.  Kant  ,  A.R.  Cunningham  and  M.H.  Farmer.  July  1974. 
[56]  p.  4°  (Office  of  Air  and  Waste  Management,  Office  of  Mobile 
Source  Air  Pollution  Control,  Alternative  Automotive  Power  Systems 
Division.  [EPA-460/3-74-018.].)  [Contract  68-01-2112.  Some  pages  are 
printed  as  leaves.]     §  (Price  upon  application). 

EP  1.2:P44/2 

09366  Effects  of  strip-mine  discharges  on  marine  environment  Cape  Rosier, 

Maine.  Aug.  1970.  [1]  +  v  +  84  p.  il.  4°  (Northeast  Region,  New 
England  Basins  Office,  Needham  Heights,  Mass.;  Federal  Water 
Quality  Administration.)  [1  errata  sheet  enclosed.]  + 

I  67.2.R  73 

09367  Effluent   limitation   guidelines   development   document   for  beet   sugar 

processing  industry  [with  list  of  references];  by  William  D. 
Ruckelshaus  [and  others].  Apr.  6,  1973.  ix  +139  p.  il.  4°  ([Report 
EGD-1];  Office  of  Air  and  Water  Programs  )     # 

EP  1.8/3:B  39/973 

09368  Emissions  control  technology  assessment  of  heavy  duty  vehicle  engines 

[with  lists  of  references];  by  Charles  M.  Urban  ,  Karl  J.  Springer, 
and  Daniel  A.  Montalvo.  Dec.  1973.  [642]  p.  il.  4°  (EPA -460/3-74- 
007.  Office  of  Air  and  Waste  Management,  Office  of  Mobile  Source 
Air  Pollution  Control,  Emission  Control  Technology  Division,  Ann 
Arbor,  Mich.)  [Contract  68-01-0472.]  + 

EP  1.2: Em  4/5 
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09369  600/1-75-001.  Federal  noise  effects  research,  FY  73-75.  Mar.  1975.  [157]  p.  il.  4°    (Office 

of  Research  and  Development.)  [Prepared  by  Interagency  Noise  Effects  Research 
Panel;  ROAP  21 AXV,  program  element  1GB090.]  §  (Price  upon  application).  •Item 
431-1-23 

EP  1.23/4:600/1-75-001 

09370  600/1-75-002.  Formation  of  halogenated  organics  by  chlorination  of  water  supplies,  review 

[with  list  of  references],  by  J.  Carrell  Morris  [and]  Gordon  McKay.  Mar.  1975. 
iii  +54  +  [1]  p.  4°  (Office  of  Research  and  Development.)  [Contract  P5-01- 
1805-J,  program  element  1CA046.].    §   (Price  upon  application).     •Item  431-1-23 

EP  1.23/4:600/1-75-002 

09371  650/1-74-004.  Health  consequences  for  sulfur  oxides,  report  from  CHESS,  1970-71,  Errata. 

[1975.]  [4]  leaves  4°     # 

EP  1. 23/4:650/ 1 -74-004/errata 

09372  650/1-74-009.  Pesticides  epidemiological  field  studies  [with  list  of  references],  by  John 

E.  Davies  .  June  1974.  vi  +  43  leaves  il.  4°  (Office  of  Research  and  Development.) 
[Grant  no.  802112,  contract  no.  68-02-01145,  ROAP  no.  21AYL,  program  element 
no.  1E1078.]     §  (Price  upon  application). 

EP  1.23/4:650/1-74-009 

Environmental  monitoring  series. 

09373  650/4-75-004.  Studies  of  pollutant  concentration  frequency  distributions  [with  list  of  litera- 

ture cited];  by  Richard  I.  Pollack  .  Jan.1975.  ix  +  83  p.  il.  4°  ([Meteorology 
Laboratory]  ,  National  Environmental  Research  Center,  Office  of  Research  and 
Development,  Research  Triangle  Park,  N.C.)  [Program  element  1AA009.]  + 
(Information  incorrect  as  to  sale  by  Superintendent  of  Documents).  •Item  431- 
1-24 

EP  1.23/5:650/4-75-004 

09374  650/4-75-010.  Statistical  questions  relating  to  validation  of  air  quality  simulation  models 

[with  list  of  references];  by  Glenn  W.  Brier  .  Mar.  1975.  ii  +  22  p.  il.4°  (Office 
of  Research  and  Development,  National  Environmental  Research  Center,  Research 
Triangle  Park,  N.C.)  [Program  element  1AA009,  ROAP  21  ADO.]  §  (Price  upon 
application). 

EP  1.23/5:650/4-75-010 

09375  650/4-75-012.  Relationship  between  circumsolar  sky  brightness  and  atmospheric  aerosols 

[with  list  of  references];  by  Glenn  F.  Shaw  and  Charles  S.  Deehr.  June  1974.  xiv 
+  101  p.  il.  4°  (Office  of  Research  and  Development.)  [Grant  801113,  ROAP  26AAS, 
program  element  1AA009.]     §  (Price  upon  application). 

EP  1.23/5:650/4-75-012 

09376  650/4-75-019.    Evaluation    of  effects   of   NO,   C02   and    smapling   flow   rate    on   arsenite 

procedure  for  measurement  of  N02  in  ambient  air  [with  list  of  references];  by 
Michael  E.  Beard  ,  Jack  C.  Suggs  and  John  H.  Margeson.  Apr.  1975.  viii  +  23 
p.  il.  4°  (Office  of  Research  and  Development,  Research  Triangle  Park,  N.C.) 
[Program  element  1HA327,  ROAP  23AAF.]     §  (Price  upon  application). 

EP  1.23/5:650/4-75-019 

09377  670/4-75-003.  Application  and  procurement  of  automatic  wastewater  samplers  [with  list 

of  references];  by  Richard  .  Lauch  .  Apr.  1975.  vi  +  24  p.  4°  (National  Environ- 
mental Research  Center,  Office  of  Research  and  Development,  Cincinnati,  Ohio.) 
[Program  element  1HA327.]  + 

EP  1.23/5:670/4-75-003 

09378  Environmental  Protection  Agency  library  system  book  catalog,  holdings 

as  of  July  1973,  v.  2.  Dec.  1974.  v  +  686  p.  4°  (Library  Systems 
Branch,  Management  and  Organization  Division,  Office  of  Adminis- 
tration, Assistant  Administrator  for  Planning  and  Management,  [EPA- 
LIB-74-06].)     +     #Item  431-1-1 

EP  1.2:L  61/4/V.2 

Environmental  protection  technology  series. 

09379  600/2-75-001.  Projects  in  industrial  pollution  control  division,  Dec.  1974.  Mar.  1975.  [443] 

p.  il.  4°  (Office  of  Research  and  Development,  Office  of  Environmental  Engineer- 
ing.) [PEMP  1BB036  task  003,  1BB037,  task  003]     +     •Item  431-1-12 

EP  1.23/2:600/2-75-001 

09380  600/2-75-003.   Federal  aircraft  noise  research,development   and  demonstration  programs, 

FY  73-75  [with  list  of  references].  Mar.  1975.  vii  +  221  p.  il.  4°  (Office  of  Research 
and  Development.)  [Prepared  by  Interagency  Aircraft  Noise  Research  Panel  under 
Task  21  AXV,  program  element  1GB090]  §  (Price  upon  application).  •Item  431- 
1-12 

EP  1.23/2:600/2-75-003 
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09381  600/2-75-004.   Contributions   of   urban   readway    usage   to   water   pollution    [with   lists   of 

references],  by  Donald  G.  Shaheen  .  Apr.  1975.  [359]  p.  il.  4°  (Office  of  Research 
and  Development.)  [Contract  68-01-0197,  program  element  1BB034,  ROAP-21-ASY, 
task  -005.]     §  (Price  upon  application).     •Item  431-1-12 

HP  1.23/2:600/2-75-004 

09382  600/2-75-005.  Municipal  water  pollution  control  abstracts  for  1974;  by  Joanne  S.  Murphy 

.  Apr.  1975.  iv  +  1014  +  [1]  p.  4°  (Office  of  Research  and  Development.) 
[Prepared  under  Grant  R803046-01,  program  element  1BB033,  Roap/Task  PEMP  08, 
by  Franklin  Institute  Research  Laboratories.]  §  (Price  upon  application).  •Item 
431-1-12 

EP  1.23/2:600/2-75-005 

09383  650/2-74 -009-f.    Evaluation    of    pollution    control    in    fossil    fuel    conversion    processes, 

liquefaction:  sec.  2,  SRC  process  [with  list  of  SRC  report  references];  by  C.  E. 
Jahnig  .  Mar.  1975.  vi  +  81  p.  il.  4°  (Office  of  Research  and  Development.) 
[Contract  68-02-0629,  ROAP  21ADD-023,  program  element  1AB013.]  §  (Price  upon 
application). 

EP  1.23/2:650/2-74-009-f 

09384  650/2-74-038.  Combustion  control  of  pollutants  from  multi-burner  coal-fired  systems;  by 

C.  McCann  [and  others].  May  1974.  vii     +  35  p.  il.  4°     §  (Price  upon  application). 

EP  1.23/2:650/2-74-038 

09385  650/2-74-048.    Development   of  approach    to   identification    of   emerging   technology   and 

demonstration  opportunities  [with  list  of  references];  by  H.  Nack  [and  others].  May 
1974  [278]  p.  il.  4°  (Office  of  Research  and  Development.)  [Grant  R-802291,  ROAP 
21AFH-016,  program  element  1AB015.]     §  (Price  upon  application). 

EP  1.23/2:650/2-74-048 

09386  650/2-74-052.  Study  of  potential  problems  and  optimum  opportunities  in  retrofitting  indus- 

trial processes  to  low  and  intermediate  energy  gas  from  coal  [with  lists  of  references]; 
by  D.  Ball  [and  others].  May  1974.  [169]  p.  il.  4°  (Office  of  Research  and  Develop- 
ment.) [Contract  68-02-1323  ,  task  1,  program  element  1AB013.]  §  (Price  upon  appli- 
cation) 

EP  1.23/2:650/2-74-052 

09387  650/2-74-066.  Field  testing,  application  of  combustion  modifications  to  control  NOx  emis- 

sions from  utility  boilers  [with  list  of  references];  by  A.  R.  Crawford  ,  E.  H. 
Manny  and  W.  Bartok.  June  1974.  [209]  p.  il.  4°  (Office  of  Research  and  Develop- 
ment.) [Contract  68-02-0227,  ROAP  21ADG-AL,  program  element  1AB014.]  §  (Price 
upon  application) 

EP  1.23/2:650/2-74-066 

09388  650/2-74-089.    Investigation    of    extractive    sampling    interface    parameters    [with    list    of 

references];  by  K.J.  McNulty  ,J.F.  McCoy,  J.H.  Becker,  J.R.  Ehrenfeld  and  R.L. 
Goldsmith.  Get.  1974.  xi  +  194  p.  il.  4°  (Office  of  Research  and  Development.) 
[Contract  68-02-0742,  ROAP  26AAP,  task  27,  program  element  1 AA010.]  + 

EP  1.23/2:650/2-74-089 

09389  650/2-74-099.  Environmental  considerations  for  oil  shale  development  [with  list  of  source 

references];  by  Nick  Conkle  ,  Vernon  Ellzey  and  Keshava  Murphy.  Oct.  1974. 
xviii  +  115  p.  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-02-1323 
task  7,  ROAP  21 ADD-023,  program  element  1AB013.]     §  (Price  upon  application). 

EP  1.23/2:650/2-74-099 

09390  650/2-74-100.  Process  modifications  for  control  of  particulate  emissions  from   stationary 

combustion,  incineration,  and  metals  [with  list  of  references];  by  R.  Nekervis  [and 
others].  Oct.  1974.  x  +  88  p.  il.  4°  (Office  of  Research  and  Development.) 
[Contract  68-02-1323,  task  9,  program  element  1AB012,  ROAP  21ADK-017.]  §  (Price 
upon  application). 

EP  1.23/2:650/2-74-100 

09391  650/2-74-125.  Pollutant  analysis  cost  survey  [with  lists  of  references];  by  Bernard  Greifer 

and  John  K.  Taylor.  Dec.  1974.  xi  +  197  p.  il.  4°  (Office  of  Research  and  Develop- 
ment.) [Interagency  agreement  215,  ROAP  21ADD-BJ,  program  element  1AB013. 
Some  pages  printed  as  leaves.]      §  (Price  upon  application). 

EP  1.23/2:650/2-74-125 

09392  650/2-75-012.  Analysis  of  test  data  for  NOx  control  in  gas-  and  oil-fired  utility  boilers 

[with  lists  of  references];  by  Owen  W.  Dykema  .  Jan.  1975.  [275]  p.  il.  4°  (Office 
of  Research  and  Development.)  [Grant  R-802366,  ROAP  21ADG-089,  program  ele- 
ment 1AB0I4]     §  (Price  upon  application). 

EP  1.23/2:650/2-75-012 

09393  650/2-75-028.  Improvement  of  instrumentation  and  methodology  for  collection  and  analysis 

of  mercury;  by  D.  J.  Sibbett  ,  R.  H.  Moyer  and  T.  R.  Quinn.  Jan.  1975.  [2]  p. 
+  [83]  eawes,  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-02-1282, 
ROAP  26-AEK-28,  program  element  1AA010.]     §  (Price  upon  application). 

EP  1.23/2:650/2-75-028 

09394  650/2-75-031.  Scale  control  in  limestone  wet  scrubbing  systems  [with  lists  of  references], 

by  C.Y.  Wen  ,  W.J.  McMichael,  R.D.  Nelson,  Jr.,  J.B.  Berkowitz,  D.  Shooter, 
J.M.  Ketteringham,  L.N.  Davidson,  K.M.  Wiig.  Apr.  1975.  iii  p.  +  iv-vi  +  91 
leaves  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-02-1013,  program 
element  1 AB013,  ROAP  21 ACY-038]     §  (Price  upon  application). 

EP  1.23/2:650/2-75-031 
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650/2-75-032-a.   Energy  consumption,   chemical  industry    |with  bibliography];   by   John    I 
Reding  and  Burchard  P.  Shepherd.  Apr.  1975.  vii     +  64  p.  ii.  4°     (Office  of  Research 
and   Development.)  (Contract   68-02-1329.   task   5.   program  element   1AB0I3,    ROAP 
21ADE-010.  Some  pages  are  printed  as  leaves  ]     §  (Price  upon  application). 

IP  I  23/2:650/2-75-032-a 

650/2-75-032-b.  Energy  consumption,  primary  metals  and  petroleum  industries  |with 
bibliography];  by  John  T.  Reding  and  Burchard  P  shepherd  Apr.  1975.  vii  +  64 
p.  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-02-1329,  task  5,  program 
element  IAB013,  ROAP  2IADE-010.  Some  pages  are  printed  as  leaves.]  §  (Price 
upon  application). 

EP  1.23/2:650/2-75-032-0 

650/2-75-032-c.  Energy  consumption,  paper,  stone/clay/glass/concrete  and  food  industries 
[with  bibliography ];  by  John  T.  Reding  and  Burchard  P.  Shepherd.  Apr.  1975.  vi 
+  54  p.  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-02-1329,  task 
5,  program  element  1AB013,  ROAP  21ADF-010.  Some  pages  are  printed  as  leaves] 
§  (Price  upon  application). 

EP  l.23/2:650/2-75-032-c 

650/2-75-038.  Potentially  hazardous  emissions  from  extraction  and  processing  of  coal 
and  oil  [with  bibliography];  by  G.  Cavanaugh  ,  C.E.  Burklin,  J.C.  Dickerson,  HE. 
Lebowitz,  S.S.  Tarn,  G.R.  Smithson.  jr.,  H.  Nack,  J.H.  Oxley.  Apr.1975.  vii  + 
153  +  [1]  p.  il.  4°  (Office  of  Research  and  Development.)  [Contract  68-02-1323, 
task  30,  ROAP  2IAEH-025,  program  element  1 AB015.]     §  (Price  upon  application). 

EP  1.23/2:650/2-75-038 

660/2-73-027.  Tissue  enzyme  assay  for  chlorinated  hydrocarbon  insecticides  [with  list 
of  references];  by  Laurence  K.  Cutkomp  .  May  1974.  vi  +39  +  [1]  p.  il.  4° 
(Office  of  Research  and  Development.)  [Project  16030  ELZ,  program  element 
1BA027]     'Paper.  85c.     •Item  431-1-12 

EP  1.23/2:660/2-73-027 

660/2-74-004  Specific  ion  mass  spectrometry:  detection  for  gas  chromatographic  pesticide 
analysis  [with  list  of  references],  by  Maynard  B.  Neher  and  James  F.  Hovland 
Jan.  1974.  [121]p.  il.  4°  (Office  of  Research  and  Development.)  [Grant  no  R-800909, 
project  16ADN  28,  program  element  1B1027]     *  Paper,  $1.55.     •Item  431-1-12 

EP  1.23/2:660/2-74-004 

660/2-74-009.  Demonstration  of  three  recirculating  swine  waste  management  systems  [with 
list  of  references];  by  J.  Ronald  Miner  [and  others].  Dec.  1973.  x  +  147  +  [1] 
p.  il.  4°  (Office  of  Research  and  Development.)  [Grant  13040  ERR;  program  element 
1BB039.]     'Paper,  $1.90.     •Item  431-1-12 

EP  1.23/2:660/2-74-009 

660/2-74-025.  Protein  production  from  acid  whey  via  fermentation  [with  lists  of 
references];  by  Sheldon  Bernstein  [and]  Thomas  C.  Everson.  May  1974.  vii  + 
80  +  [1]  p.  il.  4°  (Office  of  Research  and  Development.)  [Grant  S-800747,  program 
element  1BB037]     *  Paper,  $1.25.     •Item  431-1-12 

EP  1.23/2:660/2-74-025 

670/2-74-049.  Microstraining  and  disinfection  of  combined  sev..~r  overflows,  phase  3  [with 
list  of  references];  by  Michael  B.  Maher  .  Aug.  1974.  ix  +  82  p.il.  4°  (National 
Environmental  Research  Center,  Office  of  Research  and  Development,  Cincinnati, 
Ohio.)  [Project  S-800966,  program  element  1BB034]  *  Paper,  $1.95  (S/N  055- 
001-00904-6).     •Item  431-1-12 

EP  1.23/2:670/2-74-049 

660/2-74-090.  Conversion  of  cattle  feedlot  wastes  to  ammonia  synthesis  gas  [with  list 
of  references];  by  James  E.  Halligan  ,  Karl  L.  Herzog,  Harry  W.  Parker.  Robert 
M.  Sweazy.  Dec.  1974  [published  1975].  vi  +46  +  [1]  p.  il.  4°  (National  Environ- 
mental Research  Center,  Office  of  Research  and  Development,  Corvallis,  Oreg.) 
[Grant  R801065,  program  element  IBB039,  ROAP  21-BES,  task  031.]  *  Paper,  $1.10 
(S/N  5501-00992).     •Item  431-1-12 

EP  1.23/2:660/2-74-090 

660/2-74-094.  Pollution  control  technology  for  pesticide  formulators  and  packagers  [with 
lists  of  references];  by  Thomas  L.  Ferguson  .  Jan.  1975.  vii  +  150  +  [1]  p. 
il.  4°  (National  Environmental  Research  Center,  Office  of  Research  and  Develop- 
ment, Corvallis,  Oreg.)  [EPA  grant  R801577,  program  element  1BB036,  ROAP 
21 AZR.  task  006.]      +     •Item  431-1-12 

EP  1.23/2:660/2-74-094 

660/2-75-005.  Management  practices  affecting  quality  and  quantity  of  irrigation  return 
flow  [with  list  of  references];  by  Larry  G.  King  and  R.  John  Hanks.  Apr.  1975. 
ix  +  155  +  [1]  p.  il.  4°  (National  Environmental  Research  Center,  Office  of 
Research  and  Development.  Corvallis,  Oreg.)  [Grant  S801040.  program  element 
1BB039.  ROAP  21  AYS  task  005.     §  (Price  upon  application)     •Item  431-1-12 

EP  1.23/2:660/2-75-005 

660/2-75-007.  Water  quality  effect  of  diking  shallow  arid-region  lake  [with  list  of 
references];  by  Dean  K.  Fuhriman  ,  LaVere  B.  Merritt,  Jerald  S.  Bradshaw  and 
James  R.  Barton.  Apr.  1975.  vi  +  234  +  [1]  p.  il.  4°  (National  Environmental 
Research   Center,   Office   of   Research    and    Development,   Corvallis.    Oreg.)    [Grant 
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R-801400,  program  clement  IBB045,  ROAP  21-ACC,  task  10.]  §  (Price  upon  appli- 
cation).    •Item  431-1-12 

EP  1.23/2:660/2-75-007 

09408  670/2-75-002.  Suspended  solids  monitor  [with  list  of  references];  by  John  W.  Liskowitz 

,  Gerald  J.  Franey,  Joseph  Tarczynski.  Apr.  1975.  viii  +  40  p.  il.  4°  (National 
Environmental  Research  Center,  Office  of  Research  and  Development.)  [Prepared 
under  Contract  14-12-494,  project  11024DZB,  program  clement  1BB034  by  American 
Standard  Inc.]     +     •Item  431-1-12 

EP  1.23/2:670/2-75-002 

09409  670/2-75-011.  Physical  and  settling  characteristics  of  particulates  storm  and  sanitary  waste- 

waters [with  list  of  references];  by  Robert  J.  Dalrymple  ,  Stephen  L.  Hodd,  David 
C.  Morin.  Apr.  1975.  vii  +  33  p.  il.  4°  (National  Environmental  Research  Center. 
Office  of  Research  and  Development.)  [Contract  68-03-0272.]  §  (Price  upon  applica- 
tion).    •Item  431-1-12 

EP  1.23/2:670/2-75-011 

09410  670/2-75-019.  Biological  treatment  of  combined  sewer  overflow  at  Kenosha,  Wis.  [with 

list  of  references];  by  Robert  W.  Agnew,  Charles  A.  Hansen,  Michael  J.  Clark, 
O.  Fred  Nelson,  William  H.  Richardson.  Apr.1975.  xi  +247  p.  il.  4°  (National 
Environmental  Research  Center,  Office  of  Research  and  Development,  Cincinnati, 
Ohio.)  [Project  11023  EKC,  program  element  1BB034]  +       •Item  431-1-12 

EP  1.23/2:670/2-75-019 

09411  670/2-75-020.  Sewerage  system  monitoring  and  remote  control  [with  list  of  literaure  cited]; 

by  Thomas  R.  Watt  ,  Robert  G.  Skrentner  ,  Antenore  C.  Davanzo.  May  1975. 
x  +  184  p.  il.  4°  (National  Environmental  Research  Center,  Office  of  Research 
and  Development.)  [Project  11020  FAX,  program  element  1BB034.]  +  •Item 
431-1-12 

EP  1.23/2:670/2-75-020 

09412  670/2-75-022.    Urban    stormwater   management   modeling   and   decision-making   [with   list 

of  references];  by  James  P.  Heaney  ,  Wayne  C.  Huber,  Hasan  Sheikh,  Miguel 
A.  Medina,  J.  Robert  Doyle,  W.  Alan  Peltz  and  John  E.  Darling.  May  1975.  xi 
+  186  p.  il.  4°  (National  Environmental  Research  Center,  Office  of  Research  and 
Development.)  [Project  802219  (11023  GSC),  program  element  1BB034.]  +  •Item 
431-1-12 

EP  1.23/2:670/2-75-022 

09413  670/2-75-038.  Demonstrated  technology  and  research  needs  for  reuse  of  municipal  waste- 

water [with  bibliographies];  by  Curtis  J.  Schmidt  ,  Ernest  V.  Clements,  III.  May 
1975.  xvi  +  339  p.  il.  4°  (National  Environmental  Research  Center,  Office  of 
Research  and  Development,  Cincinnati,  Ohio.)  [Contract  68-03-0148,  program  element 
1BB043.[     +     •Item  431-1-12 

EP  1.23/2:670/2-75-038 

09414  73-247a.    Water-pollution   control   in   primary   nonferrous-metals   industry:    v.    1,   Copper, 

zinc,  and  lead  industries  [with  list  of  references];  by  J.  B.  Hallowell  [and  others]. 
Sept.  1973.  ix  +  168  +  [1]  p.  il.  4°  (Office  of  Research  and  Monitoring.)  [Contract 
no.  14-12-870,  project  12010  FPK.)     *  Paper,  $1.90.     •Item  431-1-12 

EP  1.23/2:73-247a 

09415  73-247b.  Water  pollution  in  primary  nonferrous-metals  industry:v.2,  Aluminum,  mercury, 

gold,  silver,  molybdenum,  and  tungsten  [with  list  of  references];  by  J.  B.  Hallowell 
[and  others].  Sept.  1973.  viii  +113  +  [1]  p.  il.  4°  (Office  of  Research  and  Moni- 
toring.) [Contract  14-12-870,  project  12010FPK.]      *  Paper,  $1.45.     •Item  431-1-12 

EP  1.23/2:73-247  b 

09416  Environmental  radiation  dose  commitment,  application  to  nuclear  power 

industry  [with  list  of  references].  Feb.  1974.  [100]  p.  il.  4°  (Radiation 
Programs  Office.)     +     •Item  431-1-18 

EP  6.2:D  74 

09417  EPA  response  to  remand  ordered  by  U.S.  Court  of  Appeals  for  District 

of  Columbia  in  Portland  Cement  Association  in  Portland  Cement 
Association  v.  Ruckelshaus  (486  F.  2d  375,  June  29,  1973)  [with 
lists  of  references].  Nov.  1974.  vii  +152  p.  4°  (Office  of  Air  and 
Waste  Management,  Office  of  Air  Quality  Planning  and  Standards, 
Research  Triangle  Park,  N.C.;  EPA-450/2-74-023.)  [Prepared  by  Emis- 
sions Standards  and  .Engineering  Division.]  §  (Price  upon  applica- 
tion). 

EP  1.2:R28 

09418  Evaluation  of  ITT  Rayonier,  Inc.  Outfall,  Port  Angeles  Harbor,  Wash.; 

[with  list  of  references].  Dec.   1974.  v     +   100  p.  il.  4°    (Office  of 
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Enforcement;      National      Meld      Investigations      Center,      Denver, 
Colo. ;[ EPA  330/3-74-001].)  + 

HP  l.2:Ou  8 

o«Mi9  Evaluation  of  portable  water  laboratory  kit;  (by)  Gerald  D.  Mckee 
and  Edward  L.  Bour.  June  1968  [1]  +17  leaves.  4°  (Laboratory 
investigations  series  [7).  Biological  and  Chemical  Section,  Technical 
Advisory  and  Investigations  Branch.  Division  of  Technical  Services; 
Federal  Water  Pollution  Control  Administration)  [Foreword  on  p.  2 
of  cover.]  + 

I  67.2:P  83 

1)9420  Evaluation  of  vinyl  chloride  emissions  in  Long  Beach  area,  Calif.  May 
1974.  [47]  leaves  il.  4°  (National  Field  Investigations  Center,  Denver, 
Colo,  and  Region  9,  San  Francisco,  Calif.)  I 

EP  1.2:Em4/18 

1)9421  Evaluation  report:  Water  pollution  control  program  plan  for  North 
Dakota,  Health  Department,  Environmental  Health  and  Engineering 
services,  fy  1971.  Sept.  1970.  [1]  +  i  +33  leaves,  4°  (Missouri 
Basin  Region,  Planning  and  Program  Grants,  Kansas  City,  Mo.  ; 
Federal  Water  Quality  Administration,  Interior  Dept.)  + 

I  67.2:N  81  d/971 

D9422  Fate  of  DDT  and  nitrate  in  ground  water  [with  bibliography;  by  Marion 
R.  Scalf  and  others].  Apr.  1968.  cover  title,  [1]  +  ix  +46  leaves, 
il.  25  pi.  3  maps  2  tab.  4°  (Federal  Water  Pollution  Control  Adminis- 
tration, Robert  S.  Kerr  Water  Research  Center,  Interior  Dept.,  Ada, 
Okla)  [Prepared  in  cooperation  with  Soil  and  Water  Conservation 
Division,  Agricultural  Research  Service,  Southwestern  Great  Plains 
Research  Center,  Agriculture  Dept.,  Bushland,  Tex.]  §  (Price  upon 
application,  PB  215  098). 

I  67.2:D  54 

)9423  Feasibility  study  of  alternative  fuels  for  automotive  transportation  [with 
lists  of  references];  by  F.  H.  Kant  [and  others].  June  1974.  3  v., 
[5]  +  23  p.,  [7]  +  230  p.  il.  and  [5]  +  137  p.  4°  (EPA-460/3- 
74-009-A-C;  Office  of  Air  and  Waste  Management,  Office  of  Mobile 
Source  Air  Pollution  Control,  Alternative  Automotive  Power  Systems 
Division.)  [Includes  Executive  summary,  technical  section,  and  appen- 
dices. Contract  68-01-2112.]     §  (Price  upon  application). 

EP  1.2:F95/v.l-3 

m24  Federal  guidelines,  operation  and  maintenance  of  wastewater  treatment 
facilities  [with  list  of  references].  Aug.  1974.  v  +  26  p.  4°  (Office 
of  Water  and  Hazardous  Materials.)  + 

EP  1.8:Op2 

)9425  Fine  particulate  emission  inventory  and  control  survey  [with  list  of 
references];  by  T.  E.  Weast  [and  others].  Jan.  1974.  xxiii  +  246 
p.  il.  4°  (EPA -450/3-74-040;  Office  of  Air  and  Waste  Management, 
Office  of  Air  Quality  Planning  and  Standards.)  [Contract  68-02-1324.] 
§  (Price  upon  application). 

EP1.2:Em4/4 

m26  First  things  first,  strategy  against  water  pollution.  Sept.  1974.  cover 
tide,  16  p.  il.  12°  ([Office  of  Public  Affairs  (A-107);  EPA-335.]) 
+ 

EP  1.2:P76/3 
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09427  Flood  and  pollution  control,  deep  tunnel  plan  for  Chicago  land  area, 

prefeasibility  report;  by  Harza  Engineering  Co.  And  Bauer  Engineer- 
ing, Inc.  May  1966.  cover  title,  [371]  p.  il.  4°  (Federal  Water  Pollu- 
tion Control  Administration,  Interior  Dept.)  [Prepared  by  Harza  En- 
gineering Co.  and  Bauer  Engineering  Inc.  for  Metropolitan  Sanitary 
District  of  Greater  Chicago  under  research  and  demonstration  grant. 
Issued  with  marginal  index  tabs  on  cardboard  showing  titles.  Some 
pages  printed  as  leaves.  Includes  insert  proposal  summary,  7  p.] 
§  (Price  upon  application,  PB  217  949). 

I  67.2:C  43 

09428  Houseboat    waste    characteristics    and    treatment    [with    bibliography] ; 

prepared  by  B.  D.  Clark  .  Sept.  1967.  [1]  +  v  +  33  plil.4°  (Report 
PR-6;Federal  Water  Pollution  Control  Administration,  Northwest  Re- 
gion, Pacific  Northwest  Water  Laboratory,  Interior  Dept.,  Corvallis, 
Oreg.)  [Page  33  is  printed  on  p.  3  of  cover.]  §  (Price  upon  applica- 
tion, PB  208438  and  PB  15020-04/68). 

I  67.2:H  80/2 

09429  Hydrologic  model  for  Lost  River   system;   by   Water  Resources   En- 

gineers, Inc.,  Walnut  Creek,  Calif.  June  1967.  [2]  +  i  +  48  leaves 
il.  6  pi.  4°  (Federal  Water  Pollution  Control  Administration,  Interior 
Dept.)  [Report  of  investigation  conducted  for  Klamath  Basin  study, 
region  9.]  + 

I  67.2:L  89 

09430  Immediate    water    pollution    control    needs    for    interstate    waters    in 

Colorado  River  basin,   Wyoming,   Colorado,    Utah   ,   New   Mexico, 
Nevada,    Arizona,    and   California   Apr.    1967.    [55]    leaves,    il.   4° 
(Southwest  Region;  Federal  Water  Pollution  Control  Administration, 
Interior  Dept.)  + 

I  67.2:C  71/5 

09431  Impact  of  Fargo,  North  Dakota's  waste  discharges  on  interstate  waters 

of  Red  River  of  North,  Sept.  1969- Apr.  1970.  July  1970.  iv  +  27 
p.  il.  4°  (Department  of  Interior,  Federal  Water  Quality  Administra- 
tion, Missouri  Basin  Region,  Kansas  City,  Mo.)  + 

I  67.2:F  22/2 

Implementation  plan  review  as  required  by  Energy  supply  and  environ- 
mental coordination  act. 

09432  450/3-74-076.    Kansas    [with   bibliography].    Dec.    1974.    iii      +    76   p.   4°     (Office   of   Air 

and  Waste  Management,  Office  of  Air  Quality  Planning  and  Standards,  Research 
Triangle  Park,  N.C.)  [Prepared  by  Region  7  and  Environmental  Services  of  TRW, 
Inc.  Under  contract  68-02-1358.]     §  (Price  upon  application). 

EP  1.58:450/3-74-076 

09433  450/3-75-010.  Arkansas   [with  bibliography].  Apr.1975.   [72]   p.  il.  4°     (Office   of  Air  and 

Waste  Management,  Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle 
Park,  N.C.)  [Prepared  in  cooperation  with  Environmental  Services  of  TRW,  Inc. 
(contract  68-02-1385.).]     §  (Price  upon  application). 

EP  1.58:450/3-75-010 

09434  450/3-75-015.    Vermont.    Apr.1975.    [3]      +     14   p.     +    [23]   leaves,    il.   4°     (Office   of   Air 

and  Waste  Management,  Office  of  Air  Quality  Planning  and  Standards,  Research 
Triangle  Park,  N.C.)  [Prepared  in  cooperation  with  Environmental  Services  of  TRW, 
Inc.  (contract  68-02-1385).]     §  (Price  upon  application). 

EP  1.58:450/3-75-015 

09435  450/3-75-031.  South  Carolina.  Mar.1975.   [1]     +19     +   [1]   p.  il.  4°     (Office  of  Air  and 

Waste  Management,  Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle 
Park,  N.C.)  [Prepared  in  cooperation  with  Energy  and  Environmental  Systems  Divi- 
sion, Argonne  National  Laboratory,  Argonne,  111.  (EPA-IAG-D5-0463).]  §  (Price 
upon  application). 

EP  1.58:450/3-75-031 
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136  450/3-75-041.  Tennessee.  Apr.1975.  |l)  iii  +  18  +  [I]  p.  il.  4°  ((Office  of  Air  and 
Waste  Management,  Office  of  Air  Quality  Planning  and  Standards.  Research  Triangle 
Park,  N.C.|)  [Prepared  in  cooperation  with  Energy  and  Environmental  Systems  Divi- 
sion, Argonne  National  Laboratory.  Argonne,  111.  ( HP  A  IAG-D5-0463).]  §  (Price 
upon  application). 

EP  1.58:450/3-75-041 

137  450/3-75-043.  Alabama.  Apr.1975.  [3]  +  19  +  [1]  p.  il.  4°  ([Office  of  Air  and  Waste 
Management  ,  Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle 
Park,  N.C.])  [Prepared  in  cooperation  with  Energy  and  Environmental  Systems  Divi- 
sion, Argonne  National  Laboratory,  Argonne,  111.  (EPA-IAG-D5-0463).]  §  (Price 
upon  application). 

EP  1.58:450/3-75-043 

38  450/3-75-044.  New  York.  Apr.1975.  [3]  +  20  p.  +  [33]  leaves,  il.  4°  (Office  of  Air 
and  Waste  Management,  Office  of  Air  Quality  Planning  and  Standards,  Research 
Triangle  Park,  N.C.)  [Prepared  in  cooperation  with  Environmental  Services  of  TRW, 
Inc.  (contract  68-02-1385).)     §  (Price  upon  application). 

EP  1.58:450/3-75-044 

39  450/3-75-045.  California.  Apr.1975.  cover  title,  3  +  [4]  leaves,  il.  4°  ([Office  of  Air 
and  Waste  Management,  Office  of  Air  Quality  Planning  and  Standards,  Research 
Triangle  Park,  N.C.])     §  (Price  upon  application). 

EP  1.58:450/3-75-045 

40  450/3-75-051.  Connecticut  [with  list  of  references].  Apr.1975.  [3]  +  26  p.  +  [33]  leaves, 
il.  4°  (Office  of  Air  and  Waste  Management,  Office  of  Air  Quality  Planning  and 
Standards,  Research  Triangle  Park,  N.C.)  [Prepared  in  cooperation  with  Environmen- 
tal Services  of  TRW,  Inc.  (contract  68-02-1385).]     §  (Price  upon  application). 

EP  1.58:450/3-75-051 

In-use  heavy  duty  gasoline  truck  emissions.  (Office  of  Air  and  Waste 
Management,  Office  of  Mobile  Source  Air  Pollution  Control,  Certifi- 
cation and  Surveillance  Division.) 

41  pt.l.   Mass  emissions  from  trucks  operated  over  road  course  [with  list  of   references]; 
by  Southwest  Research  Institute,  San  Antonio,  Tex.  Feb.  1973.  [208]  p.  il.  4° 
(EPA-460/3-73-002-A.)  [Contract  EHS  70-1 13.]     §  Paper,  $13.75 

EP  1.2:T76/2/pt.  I 

09442  Inspection  and  maintenance  of  light-duty,  gasoline-powered  motor  vehi- 
cles, guide  for  implementation  [with  list  of  references].  Aug.  1974. 
[97]  p.  il.  4°  (EPA-450/2-74-005;  Office  of  Air  and  Waste  Manage- 
ment, Office  of  Air  Quality  Planning  and  Standards.)  [Prepared  by 
Transportation  and  Land  Use  Planning  Branch,  Strategies  and  Air 
Standards  Division.]  + 

EP  1.8:M85 

09443  Inspector's  guidebook;  [prepared  by  American  Consolidated  Industries, 
Inc.,  Detroit,  Mich.].  [1974.]  [211]  p.  il.  oblong  8°  [Guide  to  emission 
control  systems  used  on  U.S.  cars,  light  duty  trucks  and  some  foreign 
cars.  Issued  in  plastic  looseleaf  folder  with  perforations  and  marginal 
index  tabs  on  cardboard  showing  titles.]  *  Paper,  $5.60  (S/N  5500- 
00115).     •Item  431-1-5 

EP  1.8:In7 

09444  Inventory  of  interstate  carrier  water  supply  systems.  Apr.   1975.   [10] 

+  76  p.  oblong  8°    ([EPA-430/9-75-006.]  Water  Supply  Division.) 
+     •Item  431-M 

EP  1.2  :W  29/22 

Investigation  of  fugitive  dust.  (Office  of  Air  and  Waste  Management, 
Office  of  Air  Quality  Planning  and  Standards.) 

09445  v.2  Control   strategy   and   regulatory   approach;   by   George   Jutze  and   Kenneth   Axetell. 

June   1974.  [40]  p.  il.  4°     (EPA-450/3-74-036-B;)  [Contract  6802-0044.  task  order  9. 
program  element  412953BDDL]     §  (Price  upon  application). 

EP  1.2:D92/v.  2 

09446  Lake  Erie,  Ohio,  Pennsylvania,  New  York  intake  water  quality  summa- 

ry, 1971;  [by  Art  Gedeon  and  John  Wilson].  Apr.  1972.  cover  title, 
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i  +  501  p.  il.  4°  (Region  2,  3,  5.)  [Ohio  Department  of  Health, 
New  York  State  Department  of  Environmental  Conservation, 
Pennsylvania  Department  of  Environmental  Resources.]  + 

EP  1.2:Er4/971 

09447  Land  use  and  environmental  protection,  overview  for  addressing  en- 

vironmental problems  resulting  from  land  use  practices  in  United 
States;  by  National  Youth  Advisory  Board.  [1974.]  v  +  37  p.  il. 
+     •Item  431-1-1 

EP  1.2:L22/4 

Legal  compilation,  statutes  and  legislative  history,  executive  orders, 
regulations,  guidelines  and  reports. 

09448  Pesticides    v.l,  supp.2.  Jan.   1974.  xi     +   63  p.     *  Paper,  80c.  (S/N  5500-00126).     •Item 

431-1-25 

EP  1.5/3:P43/v.l/supp.2 

09449  Materials  for  oxygenated  wastewater  treatment  plant  construction,  2- 

year  progress  report;  by  H.  K.  Uyeda  ,  B.  V.  Jones,  A.  A.  Bacher. 
May  1974.  cover  title,  iv  +  41  +  A-14  leaves,  il.  4°  (Office  of 
Research  and  Development.  [Prepared  by  Applied  Sciences  Branch, 
Division  of  General  Research,  Engineering  and  Research  Center,  Bu- 
reau of  Reclamation,  Denver,  Colo.,  under  EPA  contract  EAP-IAG- 
0187  (D).]  + 

EP  1.2:W  28/18 

09450  National  emissions  report,  1972,  national  emissions  data  system  (NEDS) 

of  aerometric  and  emissions  reporting  system  (AERDS).  June  1974.  x 
+  422  +  [1]  p.  4°  (EPA-450/2-74-012.  Office  of  Air  and  Waste  Manage- 
ment, Office  of  Air  Quality  Planning  and  Standards.)  [AEROS  is  man- 
aged by  National  Air  Data  Branch,  Monitoring  and  Data  Analysis  Divi- 
sion.] §  (Price  upon  application). 

EP  1.2:  Em  4/3/972 

09451  National  water  quality  network  operating  manual,  guide  for  laboratories 

participating  in  sampling  and  analytical  activities  of  the  national  water 
quality  network.  Revised  Oct.  1960.  [I960.]  [4]  +1-23  +  [3]  + 
24-61a  leaves,  4°  (Department  of  Health,  Education,  and  Welfare, 
Public  Health  Service,  Bureau  of  State  Services,  Division  of  Water 
Supply  and  Pollution  Control,  Basic  Data  Branch;  Robert  A.  Taft 
Sanitary  Engineering  Center,  Cincinnati,  Ohio.)  §  (Price  upon  appli- 
cation, PB  217  663.) 

HE  20.8:W  29 

09452  Noise,  new  Federal/EPA  regulation  governing  interstate  motor  carriers, 

some  answers  to  your  questions.  Apr.  1975.  [8]  p.  folded  narrow 
8°     +     •Item  431-1-1 

EP  1.2:N  69/30 

09453  Northern  Great  Plains  Resources  Programs,  cooperative  resources  study 

by  Montana,  Nebraska,  North  Dakota,  South  Dakota,  Wyoming,  En- 
vironmental Protection  Agency,  Department  of  Agriculture,  Depart- 
ment of  Interior  [draft  report].  Sept.  1974.  [235]  p.  D.  4°  [Coordinated 
by  Northern  Great  Plains  Resources  Program  Staff,  Denver,  Colo, 
and  Washington,  D.C.  Errata,  1  p.  issued  also.]  + 

EP  1.2:R31/7 

09454  Population  distribution  of  United  States  as  function  of  outdoor  noise 

level,  v.2;  by  W.  J.  Galloway  ,  K.  McK.  Eldred,  M.  A.  Simpson. 
June    1974.    [318]    p.    il.   4°    (EPA-550/9-74-009-A;    Office    of   Noise 
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Abatement    and    Control.)    (Prepared   under  contract   68-01-1886  I 
•Item  431-1-1 

EP  1.2:N  69/31/v.2 

09455  [This  entry  number  not  used.) 

(Wih  Proceedings,  workshop  on  agricultural  non-point  source  water  pollution 
control,  Washington,  D.C.,  Sept.  16-17,  1974.  [with  lists  of 
references).  [1974.]  vi  +  193  p.  il.  4°  [Sponsored  by  Environmental 
Protection  Agency  and  Extension  Committee  on  Policy  and  Organiza- 
tion. Pages  23-35  have  been  inserted.]  + 

EP  1.2:W  29/19 

09457  Progress  evaluation  meeting  for  conference  in   matter  of  pollution  of 

interstate  waters  of  Grand  Calumet  River,  Little  Calumet  River,  Calu- 
met River,  Wolf  Lake,  Lake  Michigan  and  their  tributaries  (Indiana- 
Illinois)  summary,  Mar.15,1967  [1967.]  4  leaves,  4°  (Federal  Water 
Pollution  Control  Administration  Interior  Dept.)  #4°  (Federal 
Water  Pollution  Control  Administration  Interior  Dept.)     # 

I  67.2:G  76  c/sum. 

Publication  APTD  (series) 

09458  1554.  Heat  transfer  and  flow  friction  performance  of  heated  perforated  flat  plates  (with 

list  of  references);  prepared  by  Wen-jei  Yang  .  June  1973.  x  +  131  p.il  4°  (Office 
of  Air  and  Water  Programs.  Office  of  Mobile  Source  Air  Pollution  Control.  Advanced 
Automotive  Power  Systems  Development  Division.)  [Contract  no.  68-04-0019]  § 
(Price  upon  application.) 

EP  4.9/2:1554 

Publication  AP  (series). 

09459  42.    Compilation    of    air    pollutant    emission    factors.    2d    edition    Supp.    3    [with    list    of 

references)  July  1974.  (60)  p.  il.  4°  (Office  of  Air  and  Waste  Management*  iff  ice 
of  Air  Quality  Planning  and  Standards  Research  Reianglc  Parks. N.C.)  [Issued  with 
perforations.)     §  (Price  upon  application). 

EP  4.9:42/2supp.  3 

09460  Recommendations    for    minimum    personnel,    laboratory    control    and 

records  for  municipal  waste  treatment  works.  Reprinted  Jan.  1966. 
[2]  +  10  p.  4°  (Federal  Water  Pollution  Control  Administration, 
Health,  Education,  and  Welfare  Dept.)  [Recommendations  adopted 
by  Conference  of  State  Sanitary  Engineers  at  their  38th  annual  meet- 
ing, June  1963.]  + 

FS  16.2:W  28 

09461  Refuse  act  permit  program,  operating  manual.  Aug.  1,  1971.  cover  title. 

[139]  p.  [Includes  Refuse  act  permit  program,  [12]  p.  Prepared  in 
cooperation  with  Army  Corps  of  Engineers.]  +  Environmental  Pro- 
tection Agency 

EP  1.8:R25 

09462  Remote  sensing  report,  Baltimore  Harbor,  Wicomico  River  Basin  [Md.]. 

Mar.  1974.  x  +157  +  [17]  p.  D.  4°  (Office  of  Enforcement;  Na- 
tional Field  Investigations  Center,  Denver,  Colo.)  [Folded  illustrations 
printed  as  leaves.]  + 

EP  1.2:Se5/2 

09463  Remote  sensing  report,  Pacific  Northwest  area,  Washington,  Oregon, 

Idaho,  Apr.  And  July  1973.  Sept.  1974.  [151]  p.  II.  4°  (Office  of 
Enforcement;  National  Field  Investigations  Center,  Denver,  Colo,  and 
Region  10,  Seattle,  Wash.)  [Folded  maps  printed  as  leaves.]  + 

EP  1.2:Se5/3 
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09464  Remote  sensing  study  of  electric  generating  station  thermal  discharges 

to  Barnegat  Bay  and  Great  Egg  Harbor,  N.J.  [with  list  of  references]. 
Sept.  1973.  [56]  leaves  il.  4°  (Office  of  Enforcement;  National  Field 
Investigations  Center,  Denver,  Colo,  and  Region  2,  New  York,  N.Y.) 
[Some  illustrations  are  colored.]  + 

EP  1.2:Se5/4 

09465  Report  on  effects  of  waste  discharges  on  water  quality  of  Snake  River 

and  Rock  Creek  Twin  Falls  area,  Idaho.  Feb.  19739  [60]  leaves  il. 
4°  (Water  Quality  Office,  [Office  of  Enforcement];  National  Field 
Investigations  Center- Denver,  Denver,  Colo,  and  Region  10,  Seattle 
Wash.)  + 

EP  1.2:T92/2 

09466  Report  on  water  quality  of  Charleston  Harbor  and  effects  thereon  of 

proposed  Cooper  River  rediversion  [with  bibliography].  June  1966. 
[135]  p.  il.  4°  (Federal  Water  Pollution  Control  Administration,  In- 
terior Dept.,  Southeast  Water  Laboratory,  Charleston  Harbor-Cooper 
River  Project,  Charleston,  S.C.)  §  (Price  upon  application,  PB 
215692). 

I  67.2:C  38 

09467  Report  on  water  sampler  for  obtaining  river  water  samples  under  severe 

winter  conditions;  prepared  by  Bob  A.  Hegg  .  May  1969.  [1]  + 
7  leaves,  2  pi.  4°  (Federal  Water  Pollution  Control  Administration, 
Missouri  Basin  Region.)  + 

I  67.2:Sa  4 

09468  Report  to  Congress  on  control  of  sulfur  oxides  [with  lists  of  references]. 

Feb.  1975.  iv  +  63  p.  4°  (Office  of  Air  and  Waste  Management, 
Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle  Park, 
N.C.;  EPA-450/ 1-75-001.)  [Required  by  Sec.ll9(k)  of  PL  93-319,  Ener- 
gy supply  and  environmental  coordination  act  of  1974.]  §  (Price  upon 
application). 

EP  1.2:Su  5/4 

09469  Return    sludge   flow   control   [operational   control   of   activated   sludge 

process];  by  Alfred  W.  West  .  Sept.  1973.  cover  title,  14  p.  il.  4° 
(Office  of  Enforcement  and  General  Counsel;  National  Field  In- 
vestigations Center,  Cincinnati,  Ohio.)  [Prepared  for  International 
Workshop  on  Instrumentation  Control  and  Automotation  for  Waste- 
water Treatment  Systems.  Issued  with  perforations.]  + 

EP1.2:S17 

09470  Revenue  producing  systems  in  selected  air  pollution  control  agencies, 

final  report  (short  title,  fee  study);  [by]  Charles  W.  Gruber  .  Sept. 
30,  1974.  [1]     +  iv     +74  leaves  4°    ([Control  Programs  Development 
Division,  Office  of  Air  Quality   Planning  and   Standards,   Research 
Triangle  Park,  N.C.;  EPA-450/3-75-018].)  [Contract  68-02-1454.]     § 
(Price  upon  application). 

EP1.2:R32 

Socioeconomic  environmental  series. 

09471  72-002.  Information  retrieval  capabilities.  National  Environmental  Research  Center,  Cin- 

cinnati, library;  [by]  M.  Friedman  .  Aug.  1972.  [85]  p.  il.  4°  (National  Environmental 
Research  Center,  Office  of  Research  and  Monitoring,  Cincinnati,  Ohio.)  [Project 
element  1D2065.]     #  (Price  upon  application.  PB213820). 

EP  1.23/3:72-002 

♦For  Sale  by  Superintendent  of  Documents 
-•-Distribution  Made  by  Issuing  Office 
Paee  72  # Not  Available  for  Sale  or  Distribution 


May  1976 
Socioecooomk  environmental  studies  series. 

09472  600/5-74-019     Influences    on    wastewater    management    nn    land    use.     I  ahoe    hasin.    IVM) 

1972  |with  list  of  references];  by  James  I  Pepper  and  Robert  I  Jotgcnscn.  Oct 
1974  xiv  •  167  ♦  |l|  p  il.  4°  (Office  of  Research  and  Development.)  [CoOtrKl 
68-01-1842.  program  element  IHA095.  2IAZC/03-1      •  Papcr.S2  M)       •Item  AM   I  19 

EP  1.23/3:600/5-74-019 

09473  600/5-75-005.  Performance  controls  for  sensitive  lands,  practical  guide  for  local  administia 

tors,    hv    Charles    Thlirow    .    William    Toner,    Duncan    Erie)      Mar  1975     xv  V 

+  |1|  p.  il.  4"  (Office  of  Research  and  Development.)  |Cirant  R802443,  program 
clement  IHA098.  ROAP  2IAKI.  task  25.)  5  (Price  upon  application)  •Item  431- 
1-19 

IP  1  23/3:600/5-75-005 

09474  600/5-75-007.   Financial  incentives  and  pollution  control,  case  study   |with  bibliography]; 

by  Terry  A.  Ferrar  .  Alan  B.  Brownstein,  John  D.  Simpson,  Sally  Strciter.  Apr. 
1975.  iv  +  51  +  12]  p.  4°  (Office  of  Research  and  Development.)  IContracl 
68-01-2250.  program  element  1HA093.  ROAP/task  09AFD/7.)  §  (Price  upon  applica- 
tion).    •Item  431-1-19 

FP  1.23/3:600/5-75-007 

Solid  waste  management  SW  (series). 

09475  4   rg.l.    Sanitary    landfill,    bibliography;    compiled    by    r.    Lee    Stciner   and    Renee    Kant/ 

1974.  [3]  +  34  p.  4°  ((Public  Health  Service  publication  1819.])  +  •Item  431 
1-7 

EP  1 .17:4  rg.l 
Note.— See  also  entry  nos.  09493-9495. 

09476  Solid  wastes  handling  in  hospitals:  v. 2,  Supportive  departments;  chap. 

2,  Solid  wastes  handling  [with  bibliographies];  by  Ralph  J.  Black 
.  1968.  cover  title,  [1]  +  20-27  p.  il.  4°  (Environmental  Control 
Administration,  Consumer  Protection  and  Environmental  Health  Ser- 
vice.) [Reprinted  from  Environmental  aspects  of  Public  Health  Ser- 
vice Publication  930-C-16,  Hospital  and  medical  facilities  series, 
Hill-Burton  program.]  + 

HE  20. 11 02:  So  4/3 

09477  Souris-Red-Rainy  River  basins  type   1   framework  plan  for  water  and 

related  land  resources:  app.  M,  pt.  1,  Legal  and  institutional  environ- 
ments [with  bibliographies].  July  1969.  [7]  +  355  p.  il.  4°  (Souris- 
Red  Rainy  River  Basins  Commission.)  + 

Y  3.So  8:2  L  52 

09478  Specifications   for  development  of   instruction   manuals  for   automatic 

air  monitoring  instruments;  by  Richard  L.  Dueker  .  Dec.  1973.  x 
+  107  +7  +  6  p.  il.  4°  (EPA-450/3-74-038;  Office  of  Air  and 
Waste  Management,  Office  of  Air  Quality  Planning  and  Standards.) 
[Contract  68-02-1078.]     §  (Price  upon  application). 

EP  1.2:Ai  7/13 

09479  Spokane  basin  inventory  and  assessment  of  solid  waste  disposal  sites 

in  Spokane  County,  Wash,  and  northern  Idaho.  [Oct.  1972.]  [2] 

+   16  leaves,  4°    (EPA  region  X;  Solid  Waste  Management  Branch; 

working  paper  no.  85.)  + 

EP  1.2:So4/3 

09480  State   air   pollution   implementation    plan   progress   report.   July    1-Dec. 

21,  1974.  Apr.  1975.  vii  +  95  p.  4°  (Office  of  Air  and  Waste  Manage- 
ment, Office  of  Air  Quality  Planning  and  Standards,  Research  Trian- 
gle Park,  N.C.;  EPA-450/2-75-003.)  [Prepared  by  Office  of  Enforce- 
ment.]     §  (Price  upon  application). 

EP  1.52:974-2 

09481  Study   of  diesel   as   light-duty   power  plant   [with   list  of  references]; 

by  M.   L.  Monaghan   ,  C.C.J.   French  and  R.G.   Freese.  July   1974. 
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[275]  p.  il.  57  pl.6  tab.  4°  (EPA-460/3-74-01 1 ;  Office  of  Air  and 
Waste  Management,  Office  of  Mobile  Source  Air  Pollution  Control, 
Emission  Control  Technology  Division,  Ann  Arbor,  Mich.)  [Report 
furnished  by  Ricardo  and  Company  Engineers  (1927)  Ltd.,  Bridge 
Works,  Shoreham-by-Sea,  Sussex  BN4  5FG,  England  in  fulfillment 
of  contract  68-03-0375.]  + 

EP  1.2:D56/2 

09482  Summary  economic  base  study,  Chesapeake  Bay  drainage  basins.  Feb. 

1967.  [1]  +  iii  +  [1]  +  156  p.  il.  4°  (Federal  Water  Pollution 
Control  Administration.)  [Prepared  for  Federal  Water  Pollution  Con- 
trol Administration,  Middle  Atlantic  Region  and  Department  of  Army, 
Baltimore  District  in  accordance  with  contract  PH86-63-92  by  Na- 
tional Planning  Association.  Errata  1  p.  issued  also.]  + 

I  67.2:C  42/3 

09483  Survey  reports  on  atmospheric  emissions  from  petrochemical  industry, 

v.  4;  by  J.  W.  Pervier  [and  others].   Apr.  1974.  [441]  p.  il.  4° 
(EPA-450/3-73-005-d;  Office  of  Air  and  Water  Programs,  Office  of 
Air  Quality  Planning  and  Standards.)  [Contract  68-02-0255.]     §  (Price 
upon  application). 

EP  1.2:P44/v.4 

Technical  bulletin.  (Water  Program  Operations  Office.) 

09484  430/9-75-001.  Evaluation  of  land  application  systems,  evaluation  checklist  and  supporting 

commentary  [with  list  of  references].  [Mar.  1975.]  xii     +  [8]     +  182  p.  il.  4° 
[Submitted  in   partial   fulfillment  of  contract  68-01-0966  by   Metcalf  &   Eddy,   Inc., 
Western  Regional  Office.]  +       •Item  473-A-7 

EP  2.3/2:430/9-75-001 

09485  Third     U.S.-Japan     conference     on     sewage     treatment     technology 

proceedings,  Feb.  12- 16, 1974,  Tokyo,  Japan  [with  lists  of  references]. 
May  1975.  vi  +  546  p.  il.  4°  (Office  of  International  Activities, 
Office  of  Research  and  Development,  Office  of  Water  and  Hazardous 
Materials,  Cincinnati,  Ohio;  EPA-670/9-75-005.)     +     •Item  431-1-1 

EP  1.2:Se8/2 

09486  Water  pollution  control  program  plan  for  State  of  South  Dakota,  Depart- 

ment of  Health,  Division  of  Sanitary  Engineering,  evaluation  report. 
June  1969.  [4]  +  18  leaves,  4°  (Missouri  Basin  Region,  Planning 
and  Program  Grants,  Kansas  City,  Mo.;  Federal  Water  Pollution  Con- 
trol Administration.)  + 

I  67.2:So  8/10 

Water  pollution  surveillance  system  applications  and  development  re- 
port. (Division  of  Pollution  Surveillance.) 

09487  21.   Comparison  of  use   of  plastic   membrane   vs.   glass-fiber  filter  in   handling  aqueous 

samples,  speed,  cost  ,  and  data;  [by]  Donna  Lee  Barnett  [and]  John  F.  Kopp. 
Oct.  1966.  cover  title,  13  leaves,  4°  (Water  Qualities  Activities;  Federal  Water 
Pollution  Control  Administration.)  + 

I67.2:W  29/13/no.21 

09488  Water    quality    control    study:    Bumping    Lake    Enlargement    Project, 

Yakima  River  basin,  Washington  [with  bibliography].  Jan.  1966.  [102] 
leaves,  il.  4°  (Federal  Water  Pollution  Control  Administration, 
Pacific  Northwest,  Portland,  Oreg.,  Health,  Education  and  Welfare 
Dept.]     §  (Price  upon  application,  PB  215  654). 

FS  16.2:B  88 

09489  Water  quality  criteria  for  selected  parameters  in  receiving  waters  Suisun 

Bay,  Calif,  in  vicinity  of  waste  discharge  of  Phillips  Petroleum  Co., 
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Avon  Refinery  Contra  Costa  County,  Calif.  Oct.  1966.  [2]     +  ii 

+    42    leaves    ,    il.    4°    (Southwest    Region,    San    Francisco,    Calif.; 

Federal  Water  Pollution  Control  Administration.)  + 

I  67.2 :W  29/11 

09490  Water   quality    strategy   paper,    statement   of   policy   for   implementing 

requirements  of  1972  Federal  water  pollution  control  act  amendments 
and  certain  requirements  of  1972  Marine  protection,  research  and 
sanctuaries  act.  Second  edition.  Mar.  15,  1974.  cover  title,  [2]  + 
vi  +  [1]  +  82  p.  il.  4°  [Table  of  contents  on  p.  2  of  cover.] 
+ 

EP  1.2:W  29/9/974 

09491  Water  resources  data  for  Kansas,   1973:  pt.  2,  Water  quality  records 

[with  list  of  selected  references].  [1974.]  v  +  168  p.  il.  4°  [Prepared 
in  cooperation  with  State  of  Kansas  and  with  other  agencies.]  + 
District  Chief,  Water  Resources  Division,  U.S.  Geological  Survey, 
1950  Avenue  A,  Campus  West,  Lawrence,  Ks. 

I  1 9.53/2:  K  13/973/pt.2 

09492  Weighted  sensitivity  analysis  of  emissions  data:  v.  2,  app.  B,  Numerical 

analysis;  app.  C.  Example  of  applied  analysis;  by  F.H.  Ditto  ,  L.T. 
Gutierrez,  T.H.  Lewis,  and  L.J.  Rushbrook.  July  1973.  iii  +  B- 
119  -l-  C-33  p.  4°  (Office  of  Air  and  Water  Programs,  Office  of 
Air  Quality  Planning  and  Standards,  Research  Triangle  Park,  N.C.; 
[EPA-450/3-74-022-B].)  [Contract  68-01-0398.]  §  (Price  upon  applica- 
tion). 

EP  1.2:Em4/17/v.2 

[Solid  waste  management]  SW  (series). 

09493  147.  Solid  waste  estimation  procedure,  material  flows  approach,  current  report  on  solid 

waste  management  [with  lists  of  references;  by  Fred  L.  Smith  .Jr.).  May  1975. 
cover  title,  56  p.  4°  [Edited  by  Resource  Recovery  Division.  Office  of  Solid  Waste 
Management  Programs.]     +      •Item  431-1-7 

EP  1.17:147 

09494  148.  Comparative  estimates  of  post-consumer  solid  waste,  current  report  on  solid  waste 

management  [with  list  of  references;  by  Frank  A.  Smith  ].  May  1975.  cover  title. 
18  p.  4°  [Edited  by  Resource  Recovery  Division,  Office  of  Solid  Waste  Management 
Programs]      +     •Item  431-1-7 

EP  1.17:148 

09495  150.    Rats,   fires   and    inner-city    solid   waste   storage    practices,    current    report  on   solid 

waste  management  [with  list  of  references;  by  Robert  M.  Wolcott  and  Burnell  W. 
Vincent].  May  1975.  cover  title,  14  p.  4°  [Edited  by  Systems  Management  Division. 
Office  of  Solid  Waste  Management  Programs]      +      •Item  431-1-7 

EP  1.17:150 
Note.— See  also  entry  09475. 

ENVIRONMENTAL  RESEARCH  LABORATORIES,  Commerce  Dept. 
Boulder,  CO  80302 

094%  Air  Resources  Atmospheric  Turbulence  and  Diffusion  Laboratory,  Oak 
Ridge,  Tenn.,  1973  annual  report  [with  lists  of  references].  Dec. 1974. 
cover  title,  iv  +  310  p.  il.  4°  (ATDL-106.)  [Prepared  by  Technical 
Information  Center,  Atomic  Energy  Commission,  Oak  Ridge,  Tenn.] 
*Paper,$18.50. 

C  55.601:973 

09497  San  Fernando,  Calif.,  earthquake  of  Feb.  9,  1971:  v.2,  [Utilities,  trans- 
portation and  sociological  aspects,  with  list  of  references;  Neil  A. 
Benfer  ,  Jerry  L.  Coffman,  Lola  T.  Dees,  editors.]  1973.  viii  + 
325  p.  il.  4°    [Prepared  under  cooperative  agreement  with  Earthquake 
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Engineering  Research  Institute.]     *  Cloth,  $1 1 .70  (S/N  03 1 7-0088). 
•Item  207-C-l 

C  55.602:Sa  5/v.2 

EQUAL  EMPLOYMENT  OPPORTUNITY  COMMISSION  Washington, 
DC  20506 

Equal  employment  opportunity  report,  1971:  Job  patterns  for  minorities 
and  women  in  private  industry. 

09498  V.l-10.    United   States   [and  9   regional   areas].   [1974.]    10   v.,   [2037]   p.   il.   4°     *  Paper, 

$23.05  per  set  (10  vols.)  (S/N  (SN  5215-00).     •Item  1059-A-l 

Y  3.Eq2:12/971/v.l-10 

FEDERAL  AVIATION  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20553 

09499  Aircraft  type  certificate  data  sheets  and  specifications.  Jan.  1,1 974.  [3438] 

p.il.4°  [Consolidated  reprint  containing  all  current  aircraft  specifica- 
tion and  type  certificate  data  sheets  issued  by  FAA  through  Dec.  1973. 
Includes  alphabetical  index  and  aircraft  listing.  Issued  with  perfora- 
tions.] *  Paper  $84.55  (including  monthly  supplements);  $21.15  for 
foreign  mailing.     •Item  431-C-2 

TD  4.15:974 

Airman's  information  manual.  (AIP  AGA  3.)  [Issued  with  perforations.] 

09500  pt.2.   Airport  directory,   spring-summer   1975.   [1975.]  cover   title,   [262]   p.   il.  4°     [Semi- 

annual. Issued  with  perforations.]  *  Paper,  $7.00  a  yr.;  add  $1.75  for  foreign  mailing. 
•Item431-C-5 

TD  4.12:pt.2/975 

Federal  aviation  regulations.  [Issued  with  perforations.] 

09501  pt.l.    Definitions   and    abbreviations.    June    1974.   cover   title,    [5]     +    P-41      +    10   p.   4° 

[Consolidated  reprint  incorporates  amendments  1-22.]  *  Paper,  $3.00  (basic  and  sup- 
plementary material  for  indefinite  period);  add  900.  for  foreign  mailing. 

TD  4.6:1/2 

09502  pt.121.    Certification   and   operations,   domestic,   flag,   and   supplement:;   air   carriers  and 

commerical  operators  of  large  aircraft.  Apr.  1974.  cover  title,  [3]  +  x  +  P-202 
+  156  p.  4°  [Consolidated  reprint  incorporates  amendments  1  -  108.]  *  Paper,  $9.20 
(basic  and  supplementary  material  for  indefinite  period);  add  $2.30  for  foreign  mailing. 
•Item  431-C-13 

TD  4.6:121/2 

09503  pt.33.   Airworthiness   standards,   aircraft   engines.    Aug. 1974.    [6]     +    ii     +10     +11    p. 

4°  [Incorporates  amdt.  33-1  through  33-5.]  *  Paper,  $2.00  (basic  and  supplementary 
material  for  indefinite  period);  add  75c  for  foreign  mailing.     •Item  431-C-13 

TD  4.6:33/2 

09504  pt.39.  Airworthiness  directives.  May   1974.   [11]  p.  4°     [Incorporates  amendment  39-106.] 

*  Paper,  300.  (S/N  5007-00229).     •Item  431-C-13 

TD  4.6:39/2 
505        pt.77.   Objects   affecting   navigable   airspace.   Jan. 1975.   cover  title,   [3]     +    ii     +17     + 
23  p.  il.  4°  [Incorporates  77-1  through  77-10]     *  Paper,  $1.10     •Item  431-C-13 

TD  4.6:77/2 
K506        pt.91.   General   operating   and   flight   rules,   Change   2,   effective   Aug.    23,    1974.    [1974.] 
[6]  p.  4°  [Incorporates  Amendment  91-125.)  + 

TD  4.6:91/2/ch.2 

09507  pt.91.  General  operating  and  flight  rules,   Change   1,  effective  July   1,   1974,   [and]  July 

10,    1974.  [1974.]  [15]  p.  4°     [Incorporates  Amendments  91-122,  91-123,  and  91-124.] 

TD  4.6:91 /2/ch.l 

09508  pt.93.    Special   air   traffic    rules   and   airport   traffic   patterns.    Mar.    1974.   cover  title,   vi 

+  P-37  +  11  p.  il.  4°  [Incorporates  amendments  1-28.]  *  Paper,  $2.45  (basic  and 
supplementary  material  for  indefinite  period);  add  600.  For  foreign  mailing.  •Item 
431-C-13 

TD  4.6:93 
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09509  Flight  standards  information  manual,  2nd  quarter  FY  1975.  Feb.  1975. 
cover  tide,  53  p.  il.  Oblong  8°  (RIS:  FS  1X00-1.)  [Published  semian- 
nually.] + 

TD  4.8/3:975-2 

095io  Maintenance  records,  general  aviation  aircraft.  [Feb.  19,  1975.)  [13] 
p.  4°  (Advisory  circular  AC  43-9.)  [Issued  with  perforations.)  + 
•Item  431-C-8 

TD4.2:M  28/5 

095H  National  aviation  system  plan,  10  year  plan  1976-1985.  [1975  edition]. 
Mar.  1975.  [118]  p.  il.  4°  (1000.27  ,  appendix  2.)  [This  document  is 
for  planning  purposes  only  and  does  not  represent  a  commitment 
by  Executive  Branch.  Includes  edge  indes.]  *  Paper,  $2.85.  •Item 
431-A-17 

TD  4.33:976-85 

Order  (series). 

09512  1800. 31A    Manpower   management   review    program.    Apr.    2.    1975     cover   title.    M41   p    4C 

(Issued  with  perforations  ]      •      •Item  43I-C-8 

TD  4.8/2:1800  31 A 

09513  Summary  of  airworthiness  directives  for  large  aircraft.  Jan. 1,1974.  [863] 

p.  il.  4°  (Federal  aviation  regulations,  pt.39,v.2.)  [Incorporates  all 
current  airworthiness  directives  through  Dec.31,1973.  Issued  with  per- 
forations. Some  pages  printed  as  leaves.]  +  Paper, $7. 50  (FAA 
Aeronautical  Center,  P.O.Box  25461,  Oklahoma  City,  OK  73125. 
Attn:AAC-23)  (S/N  5007-00219).     •Item  431-A-15 

TD  4.10/3:974 

09514  Summary  of  supplemental  type  certificates.  Jan.  1974.  cover  title,  [725] 

p.  4°  [Issued  with  perforations.]  *  Paper,  $41.75  (basic  and  supple- 
mentary material  for  indefinite  period);  add  SI 0.45  for  foreign  mailing. 
•Item  431-A-5 

TD  4.36:974 

FEDERAL  COMMUNICATIONS  COMMISSION  Washington,  DC 
20554 

09515  FCC   figure   M3,    estimated   effective   ground   conductivity   in    United 

States  [eastern  half;  colored  map].  1974.  54  x  43  in.  [Overprinted 
on  Geological  Survey  map  of  United  States,  1972  edition.  Albers 
equal  area  projection  based  on  standard  parallels  29  1/2°  and  45 
1/2°,  scale  1:2,500,000,  5.1  in.  ..  200  mi.]     *  Paper,  $2.75. 

CC  1.8:C75e/972 

09516  FCC   figure   M3,    estimated   effective   ground   conductivity   in    United 

States  [western  half;  colored  map].  1974.  54  x  43  in.  [Overprinted 
on  Geological  Survey  map  of  United  States,  1972  edition.  Albers 
equal-area  projection  based  on  standard  parallels  29  1/2°  and  45  1/2°, 
scale  1:2.500,00,  5.1  in.  ..  200  mi.]     *  Paper,  S2.75. 

CC  1.8:C75  w/972 

09517  Non-government  frequency  list,  land  transportation  services:  Motor  car- 

rier, auto  emergency,  railroad,  taxicab.  Oct.  1972.  cover  tide,  1174 
p.  P  (Frequency  Allocation  &  Treaty  Division.)  [Two  pages 
reproduced  on  each  page.]  + 

CC1.2:F89 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  77 


Government  Publications 

FEDERAL  COUNCIL  FOR  SCIENCE  AND  TECHNOLOGY 
Washington,  DC  20506 

09518  Ocean  data  resources  [with  bibliography  of  directories  of  marine  science 

activities].  June  1974.  [3]  +  146  p.  4°  (Interagency  Committee  on 
Marine  Science  and  Engineering.)  [Prepared  by  Environmental  Data 
Service,  National  Oceanic  and  Atmospheric  Administration,  Com- 
merce Dept.  In  response  to  National  ocean  policy  study,  U.S.  Senate.] 
+ 

Y3.F  31/16:2  Oc  2 

FEDERAL  DEPOSIT  INSURANCE  CORPORATION  Washington,  DC 
20429 

09519  Assets     and     liabilities,     commercial     and     mutual     savings     banks, 

Dec.31,1973,  1973  report  of  income.  [1974.]  cover  title,  [1]  +  134 
p.  il.  4°  [Joint  report  of  Federal  Deposit  Insurance  Corporation, 
Board  of  Governors  of  Federal  Reserve  System,  Office  of  Comp- 
troller of  Currency.]  + 

Y3.F  31/8:9-2/973 

09520  Trust  assets  of  insured  commercial  banks,  1971.  [1974.]  cover  title  85 

p.  il.  4°  [Joint  report  of  Board  of  Governors  of  Federal  Reserve 
System,  Federal  Deposit  Insurance  Corporation,  Office  of  Comp- 
troller of  Currency.]      # 

Y3.F  31/8:23/971 

09521  Trust  assets  of  insured  commercial  banks,    1972.   [1974.]   cover  title, 

87  p.  il.  4°  [Joint  report  of  Board  of  Governors  of  Federal  Reserve 
System,  Federal  Deposit  Insurance  Corporation,  Office  of  Comp- 
troller of  Currency.]      # 

Y3.F  31/8:23/972 

FEDERAL  ENERGY  ADMINISTRATION  Washington,  DC  20461 

09522  Energy    efficiency    and    environment,    remarks    by    Roger    W.    Sant, 

Assistant  Administrator  for  Energy  Conservation  and  Environment, 
Federal  Energy  Administration,  prepared  for  delivery  at  Earth  En- 
vironment and  Resources  Conference,  University  of  Pennsylvania, 
Pa.,  Sept.  10,  1974.  [1974.]  8  p.  4°    (S-74-394.)  + 

FE  1.10:Sa5 

09523  Monthly  energy  indicators,  Aug.1974.  [1974.]  cover  title,  [1]     +  28  p. 

il.  4°     (National  Energy  Information  Center.)  [Assembled  by  Office 
of  Energy  Data  Policy.  Errata  sheet  also  issued.  Discontinued  with 
this  issue.  Information  incorporated  in  Monthly  energy  review.] 
+     •Item  343-A-2 

FE  1.14:974/8 

09524  Remarks  by  John  C.  Sawhill,  Administrator,  Federal  Energy  Administra- 

tion before  2d  public  hearing  on  Project  Independence  Blueprint, 
New  York,  N.Y.,  Aug.  19,  1974.  [1974.]  6  +5  +  [2]  p.  il.  4° 
[Backgrounder-International  aspects  of  project  independence  5  p.  and 
Petroleum  situation  report  for  week  of  Aug.   9,   1974  issued  also.] 

FE  1.10:Sa9/2 

09525  Remarks  of  Frank  G.  Zarb,  Administrator,  Federal  Energy  Administra- 

tion before  National  Press  Club,  Washington,  D.C.,  Feb.  14,  1975. 
[1975.]  10  p.  4°    (S-75-47.)  + 

FE  1.10:Z  1/2 
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(W52h  Remarks  of  Honorable  Frank  (i.  /arb,  Administrator.  Federal  Energ) 

Administration  before  American  Mining  Congress,  Pittsburgh,  Pa.. 
May  5,  1975.  Mav  5,  1975.  8  p.  4°     (S-75-138.)    * 

11     I  10:/  1/3 

09527  Remarks  of  John  ('.  Sawhill.  Administrator.  Federal  Energ)  Administra- 
tion before  1974  sales  conference  .International  Foodservice  Manufac- 
turers Association.  Chicago,  111.,  May  17,  1974.  1974.  14  p.  4 
(S-74-216;  Public  Affairs.)  + 

FE  1.10:Sa9/7 

0952X  Remarks  of  John  C.  Sawhill,  Administrator,  Federal  Energy  Administra- 
tion, before  Greater  Pittsburgh  Chamber  of  Commerce,  Pittsburgh, 
Pa.,  July  11,  1974.  [1974.]  1 1  p.  4°     (S-74-291.)  + 

FE  1.10:Sa9/14 

09529  Remarks  of  John  C.  Sawhill,  Administrator,  Federal  Energy  Administra- 

tion, before  Public  Relations  Society  of  America,  The  White  House, 
May  16,  1974.  [1974.]  5  +  [8]  p.  il.  4°  (S-74-212;  Public  Affairs.) 
+ 

FE  1.10:Sa9/6 

09530  Role  of  nuclear  energy  in  Project  Independence,  remarks  by  John  C. 

Sawhill,  Administrator,  Federal  Energy  Administration,  before  5th 
Project  Independence  Blueprint  Public  Hearing,  Chicago,  111.,  Sept. 
9,  1974.  [1974.]  7  p.  4°  + 

FE  1.10:Sa  9/11 

09531  State  roles  in  expanding  energy  resources,  remarks  by  John  C.  Sawhill, 
Administrator,  Federal  Energy  Administration,  before  Interstate  Oil 
Compact  Commission,  Vail,  Colo.,  July  3,  1974.  [1974.]  13  p.  4° 
(S-74-278.)  + 

FE  1.10:Sa9/13 

09532  Statement  of  John  C.  Sawhill,  Administrator,  Federal  Energy  Adminis- 
tration, before  Agricultural  Credit  and  Rural  Electrification  Subcom- 
mittee of  Senate  Agriculture  and  Forestry  Committee,  July  25,  1974. 
[1974.]  10  p.  4°  + 

FE  1.10:Sa9/5 

09533  Statement  of  John  Sawhill,  Administrator,  Federal  Energy  Administra- 
tion, before  House  Science  and  Astronautics  Committee,  July  30, 
1974.  John  Sawhill  .  [1974.]  14  p.  4°  + 

FE  1.10:Sa9/8 

09534  Statement  of  Robert  E.  Montgomery,  jr.  Acting  General  Counsel, 
Federal  Energy  Administration  before  Committee  on  Interior  and  In- 
sular Affairs,  Senate,  July  31,  1974.  [1974.]  [1]  +  8  p.  4°  (T-74- 
323.)  + 

FE  1.10:M76/2 

09535  Telephone  directory.  Jan.  1975.  cover  title,  [96]  p.  [Text  on  p.  2  of 
cover.]     *  Paper,  $1.20.      •Item  434-A-6 

FE  1.13:975 

09536  Telephone  directory,  spring  1975.  [1975.]  cover  title,  [84]  p.  il.  4° 
*  Paper  $1.10.     •Item  434- A-6 

FE  1.13:975/2 
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FEDERAL  HOUSING  ADMINISTRATION,  Housing  and  Urban 
Development  Dept.  Washington,  DC  20410 

09537  FHA    regulations:    [Home    mortgage    insurance,    amendments    to    sec. 

203.20,203.74,213.511,234.29].  Aug.1974.  [10]  p.  ([FHA  3000.]) 
[Includes  transmittal  95.  Issued  with  perforations.]  + 

HH  2.6: M  84/7/970/trans.95 

09538  FHA    regulations:    [Home    mortgage    insurance,    amendments    to    sec. 

203.20,203.74,213.511,234.29].  Aug.1974.  [10]  p.  ([FHA  3000.]) 
[Includes  transmittla  96.  Issued  with  perforations.]  + 

HH  2.6:M  84/7/970/trans.  96 

09539  FHA     regulations:      [Home     mortgage     insurance,     amendments     to 

sec.203, 205 ,2 13,221, 232,234,235,236,241, 242  and  244].  June  1974. 
cover  tide,  [37]  p.  ([FHA  3000.])  [Includes  transmittal  94.  Issued 
with  perforations.]  + 

HH  2.6:M  84/7/970/trans. 94 

09540  FHA     regulations:     [Project     mortgage     insurance,     amendments     to 

sec.205.50,207.7,207.256(b),207.260(c),216.10 

,220.576,221.518,232.29,235.540,236.15,241.75,241.265,242.33,244.45]. 
Aug.1974  [30]  p.  ([FHA  4000.])  [Includes  transmittal  98.  Issued  with 
perforations.]  + 

HH  2.6:M  84/6/964/trans.98 

09541  FHA   regulations:    [Project   mortgage   insurance,    amendments   to   sec. 

205.50,207.7,213.10,220.576,221.518,232.29 

,235.540,236.15,241.75,242.33,244.45].  Aug.  1974.  cover  title,  [24]  p. 
([FHA  4000.])  [Includes  Project  transmittsal  99.  Issued  with  perfora- 
tions.] + 

HH  2.6:M  84/6/964/trans.  99 

09542  FHA     regulations:     [Project     mortgage     insurance,     amendments     to 

sec.205, 205.50,205. 138,207.7,207.259  210-10 

,220.576,220.830,221 ,521 ,232.29,235.5 

40,0235.15,241.75,242.33,242.88,544.1,244.45,244.168]  [1974.]  cover 
title,  [40]  p.  ([FHA4000.])  [Includes  project  transmittal  95.  Issued 
with  perforations.]  + 

HH  2.6:M  84/6/964/trans. 95 

09543  FHA  regulations:  [Property  improvement  loan  insurance  under  title  1, 

Code  of  Federal  regulations  amendments  to  sec.  201.595  and  201.680]. 
Nov  1974.  [6]  p.  ([FHA  2000.])  [Includes  transmittal  26.  Issued  with 
perforations.]      +     #Item  594 

HH  2.6:L  78/2/972/trans.  26 

FEDERAL  INSURANCE  ADMINISTRATION,  Housing  and  Urban 
Development  Dept.  Washington,  DC  20410 

09544  Federal  crime  insurance  program,  commercial  and  residential  policies. 

Dec.    1974.   1   p.  4°    (HUD-309-I(7).)   [Supersedes  previous   edition.] 

HH  10.2:C  86/974 
FEDERAL  MARITIME  COMMISSION  Washington,  DC  20573 
SP  (series). 

09545  74-11.    Remarks   by   Ashton   C.   Barrett,   Commissioner,    Federal   Maritime   Commission, 

before  Women's  Traffic  and  Transportation  Club  of  New  Orleans,  New  Orleans, 
La.,  June  28,  1974.  [1974.]  4  p.  + 

FMC  1.9:74-11 
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(NMh  74-12  Address  delivered  hy  James  V  Day,  Vice  Chairman,  Federal  Maritime  Commission 
before  Merchant  Marine  Committee  of  American  Legion.  Miami.  Fla.,  Aug. IX. 1974 
(1974.)  6     +  ID  p.  4°  + 

FMC  I  9:74-12 

09547  74-13.    Remarks    by    Commissioner    Ashton    C.    Barrett,    rcderal    Maritime    Commission. 

before  Rotary  Club  of  Gulfporl.  Gulfport,  Miss  ,  August  22,  1974.  Ashton  C  Harrelt 
.  [1974  )  5  p.  4°  + 

FMC  i  9:74-13 

09548  74-14.    Remarks    of    Commissioner    George    H     Hearn    of    federal    Maritime    Commission 

to  National  Defense  Transportation  Association.  29th  annual  Transportation  and  Lo- 
gistics Fonum  and  Exposition,  Las  Vegas,  Nev..  Wed.,  Sept.  25.  1974.  (1974  |  10 
p.  4°  ♦ 

FMC  1.9:74-14 

09549  74-15.    Remarks   of   Commissioner   George    H     Hearn    of    Federal    Maritime    Commission 

to  48th  annual  Propeller  Club  Convention  and  American  Merchant  Marine  Con 
ference.  New  York  City.  Oct.  18.  1974.  [1974.]  7  p.  4°  + 

FMC  1.9:74-15 

09550  75-3.   Remarks  of  Commissioner  George   H.   Hearn  at   26th   annual   Institute   on   Foreign 

Transportation  and  Port  Operations,  sponsored  by  Tulanc  University,  New  Orleans. 
La..  May  7.  1975.  1975.  12  p.  4°  + 

1  MC  1.9:75-3 

FEDERAL  POWER  COMMISSION  Washington,  DC  20426 

09551  Appraisal  report,  water  resources  appraisal  for  hydroelectric  licensing, 

Clackamas  River  basin,  Oreg.  1973.  x  +  67  p.  il.  4°  (Bureau  of 
Power.)     # 

FP  1.34:C  51 

09552  Appraisal  report,  water  resources  appraisal  for  hydroelectric  licensing. 

Clarion  River  basin,  Pa.  1974.  x  +61  p.  il.  4°  (Bureau  of  Power.) 
[Some  pages  printed  as  leaves.)     # 

FP  1.31:C54 

09553  Appraisal  report,  water  resources  appraisal  for  hydroelectric  licensing, 

upper  San  Joaquin  River  basin,  Calif.  1972.  xv     +  104  p.  il.  4° 
(Bureau  of  Power.)     # 

FP  1.31:Sa  5  j 

09554  Cost  of  pipeline  and  compressor  station  construction  under  non-budget 

pipeline  certificate  authorizations  as  reported  by  pipeline  companies 
in  fiscal  year  1974,  (July  1,  1973-June  30,  1974).  Sept.  1974.  [1] 
+  iii     +  39  p.  il.  4°     (Bureau  of  Natural  Gas.)  + 

FP  1.30:974 

09555  Evaluation  report,  water  resources  appraisal  for  hydroelectric  licensing, 

Carpenter  and  Remmel  Developments,  project  271,  owned  by  Arkan- 
sas Power  and  Light  Company,  Quachita  River,  Ark.  1972.  ix  + 
54  p.  il.  4°    (Bureau  of  Power.)     # 

FP  1.31  :Ou  1 

09556  Evaluation  report,  water  resources  appraisal  for  hydroelectric  licensing, 

Flint  River  Development,  project  1218,  owned  by  Georgia  Power 
Companv:  Flint  River;  Ga.  1972.  x  +  35  p.  il.  4°  (Bureau  of  Power.) 
# 

FP  1.3LF64 

09557  Evaluation  report,  water  resources  appraisal  for  hydroelectric  licensing, 

Mottville  Development,  project  401,  owned  by  Michigan  Power  Com- 
pany, St.  Joseph  River,  Mich,  and  Ind.  1974.  ix  +  40  p.  il.  4° 
(Bureau  of  Power.)      # 

FP  1.3LM85 
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Government  Publications 

09558  Fifty-fourth  annual  report,    1974.    [1975.]   viii     +    148  p.   il.   4°    [Also 

issued  as  H.  doc.  3,  94th  Cong.,  1st  sess.]  *  Paper,  $2.15  (S/N 
1500-00300.).     •Item  435 

FP  1.1:974 

FPCR  (series). 

09559  83.   All   electric   homes   in   United   States,    annual   bills,   Jan.    1,    1973,   cities   of   50,000 

and  more;  [prepared  by  Bureau  of  Power].  [1974.]  iii      +   26  p.  il.  4°     *  Paper,65c. 
•Item  438-A 

FP  1.10:83 

09560  Managing  power   supply   and   environment,   report  of  Federal   Power 

Commission's  National  Power  Survey  Task  Force  on  Environment. 
[1975.]  cover  title,  [5]     +  41  p.  il.  4°    # 

FP  1.2:M  31 

09561  National  power  survey,  environmental  research,  report  and  recommen- 

dations of  Task  Force  on  Environmental  Research  to  Technical  Ad- 
visory Committee  on  Research  and  Development.  Jan.  1974.  [229] 
p.  il.  4°    *  Paper,  $2.45.    •Item  436 

FP  1.2:En  8 

09562  National  power  survey:  Financial  outlook  for  electric  power  industry. 

Dec.  1974.  ix  +  237  p.  il.  4°  [Report  and  recommendations  of 
Technical  Advisory  Committee  on  Finance.]  *  Paper,  $3.10.  •Item 
436 

FP  1.2  :P  87/974 

FEDERAL  REGISTER  OFFICE,  General  Services  Administration 
Washington,  DC  20408 

Code  of  Federal  regulations.  *  Paper,  $350.00  a  yr.,  add  $75.00  for 
foreign  mailing;  single  copies  vary  in  price. 

09563  07.  Agriculture,  pts.  900-944  revised  as  of  Jan.l,   1975.   [1975.]  vi     +   491    p.  [Contains 

codification     of    documents     of    general     applicability     and     future     effect     as    of 
Jan.  1,1 975, with  ancillaries.]     *  Paper,$4.50.      •Item  572 

GS  4.108:7/pt.  900-944/975 

09564  09.    Animals   and   animal    products,    revised   as   of   Jan.    1,    1975.    [1975.]    vi     +    781    p. 

il.    [Contains   codification   of   documents   of  general   applicability   and   future   effect 

as  of  Jan.  1,  1975,  with  ancillaries.]      *  Paper,  $6.25.     •Item  572 

L.C.  card  Animals  GS  4.108:9/975 

09565  12.  Banks  and  banking,  pts. 1-299,  revised  as  of  Jan.l,  1975.  1975.  vi     +  794  p.  [Contains 

codification  of  documents  of  general   applicability   and   future  effect  as  of  Jan.   1, 
1975,  with  ancillaries.]     *  Paper,  $6.35.     •Item  572 

GS  4.108:12/pt.l-299/975 

09566  26^  Internal  revenue,  pt.l  (sec.  1.401-1.500),  revised  as  of  Apr.  1,  1975.  [1975.]  vi 

+    381    p.   [Contains   codification   of  documents   of  general   applicability   and  future 
effect  as  of  Apr.  1,  1975,  with  ancillaries.)    *  Paper,$3.45.     •Item  572 

GS  4.108:26/pt.l  (Sec  1.401-1.500)/975 

09567  26.   Internal   revenue,   pt.l    (seel. 501-1. 640)  revised   as  of   Apr.    1,    1975.   [1975.]   vi     + 

464  p.  [Contains  codification  of  documents  of  general  applicability  and  future  effect 
as  of  Apr.  1,  1975,  with  ancillaries.]       *  Paper,  $4.00.     •Item  572 

GS  4.108:26/pt.l  (sec.l.501-1.640)/975 

09568  26.   Internal   revenue,   pt.   600-end,   revised   as   of   Apr.    1,    1975.    [1975.]   vi     +    141    p. 

[Contains   codification   of  documents    of  general   applicability   and   future   effect  as 
of  Apr.  1,  1975,  with  ancillaries.]      *  Paper,  $1.70.     •Item  572 

GS  4.108:26/pt.600-end/975 

09569  26.   Internal   revenue,   pt.l    (sec. 1.170-1. 300),   revised   as   of   Apr.    1,    1975.   [1975.]   vi     + 

412  p.  412  p.  [Contains  codification  of  documents  of  general  applicability  and  future 
effect  as  of  Apr.l, 1975,  with  ancillaries.]     *  Paper,  $3.65.     •Item  572 

GS  4. 108:26/pt.l(sec. 1.1 70-1. 300/975 

09570  49.    Transportation,    pts.    1200-1299,    revised   as   of    Nov.l,    1974.    [1975.]    vi     +    970   p. 

[Contains  condification  of  documents   of  general  applicability  and  future  effect  as 
of  Nov. 1,1974,  with  ancillaries.]      *  Paper,$7.55.     •Item  572 

GS  4.108:49/pt.l  200-1299/974 
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FEDERAL  RESERVE  SYSTEM  BOARD  OF  GOVERNORS 
Washington,  DC  20408 

09571  Econometrics   of   price   determination,    conference,    Oct.    30-31,    1970, 

Washington,  DC.  (with  list  of  references].  [June   1972.]  [9]     +   397 
p.   il.   4°    [Sponsored  in  cooperation  with  Social  Science   Research 
Council.]       +   Cloth,  $5.00  (Publications  Services,  Division  of  Ad- 
ministrative Services) 
L.C.  card  70-169273  FR  1.2:P  93-2 

09572  Federal  Reserve  Staff  study:  Ways  to  moderate  fluctations  in  housing 

construction  [with  bibliographies ;   [Dec.    1972.]   [7]     +   487  p.   il.  4° 
[Prepared  by  Board  staff  and  consultants  for  Staff  study  on  housing.] 
+  Paper,$4.00(Publications  Services,  Division  of  Administrative  Ser- 
vices, Federal  Reserve  System  Board  of  Governors,  DC  20551) 
L.C.  card  72-600239  FR  1.2:H  81 

09573  Federal  reserve  act  (approved  Dec.  23,  1913)  as  amended  through  1971, 

with  appendix  containing  provisions  of  certain  other  acts  of  Congress 
that  affect  Federal  reserve  system;  compiled  in  Legal  Division.  [1972.] 
xiii  +  237  p.  4°     # 

FR  1.13:971 

09574  Industrial  production.    1971    edition.   [Nov.    1972.]   [9]     +134     +   249 

p.     il.     4°    [Accompanied     by     Summary    of     major    measurement 

highlights,  Dec.    1972,  4  p.]     +   Paper,  $4.00,  Publication   Services, 

Board  of  Governors  of  Federal   Reserve  System,  Washington,  DC 

20551 

L.C.  card  72-600292  FR  1.2:P  94/5/971 

FEDERAL  TRADE  COMMISSION  Washington,  DC  20580 

09575  Compliance  with  Fair  credit  reporting  act,  effective  Apr.25,   1971.  2d 

edition.  May  7,  1973.  cover  title,  [65]  p.  4°  (Division  of  Consumer 
Credit  and  Special  Programs,  Bureau  of  Consumer  Protection.)     # 

FT  1.2:C86 

09576  Federal  Trade  Commission,  established  by  Act  of  Congress,  protector 

of  consumers  and  fair  competition.  July  16,  1971.  [1]  +11  p.  il. 
# 

FT  1.2:F31/7 

09577  Guard  against  phony  ads.  [1975.]  [2]     +  24  p.     # 

FT  1.8/2. Ad  9/2 

09578  Guide  concerning  use  of  word  free  and  similar  representations,  promul- 

gated Nov.16,  1971.  [1971]  [2]     +  4  p.  ([FTC  L-5072.])     # 

FT  1.8/2: F  87 

09579  Guides  for  decorative  wall  paneling  industry,  promulgated  Dec.  15,  1971. 

[1971.]  [2]     +  14  p.  ([FTC  L-5073.])      # 

FT  1.8/2:P  19 

09580  Guides   for  dog   and   cat   food   industry,   promulgated   Feb.    28,    1969. 

[1969.]  [2]     +  12  p.  ([FTC  L-5062.])     # 

FT  1.8/2:D67 

09581  Guides   for  household   furniture   industry,   promulgated   Dec. 21,    1973. 

[1973.]  [2]     +17  p.  ([FTC  L-5078  ])     # 

FT  1.8/2:F98 

§For  Sale  bv  National  Technical  Information  Service, 

Springfield,  VA  22151 
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09582  Guides  for  labeling,  advertising  and  sale  of  wigs  and  other  hairpieces, 

promulgated  Aug.  1 1 ,1970.  [1970.]  [2]     +  6  p.  ([FTC  L-5067])     # 

FT  1.8/2:W63 

09583  Guides  for  watch  industry,  adopted  May  14,1968,  as  amended  Aug.18, 

1970.  [1970.]  [2]     +15  p.  ([FTC  L-5057  ])     # 

FT  1.8/2:W29 

09584  List  of  common  deceptions.  [July  1971.]  11  p.  il.  4°     # 

FT  1.2:D35 

09585  Report    of   tar   and   nicotine   content   of   smoke   of    130    varieties    of 

cigarettes.  Aug.  1973.  [12]  leaves,  4°    # 

FT  1.2:C48/3 

09586  Report  on  surveys  of  creditor  compliance  with  Truth  in  lending  act. 

Apr.  1971.  cover  title,  [99]  p.  il.  4°      # 

FT  1.2:T77 

09587  Rules  and  regulations  under  Fur  products  labeling  act,  as  of  Oct.1,1971, 

text  of  Fur  products  name  guide  and  act  appended.  [1971.]  [2] 
+  ii     +  48  p.  ([FTC  L-3481  rev.])     # 

FT  1.8:F  96/971 

09588  Truth  in  lending  and  advertising  of  real  estate  credit.  [1975.]  [2] 

+  5  p.  (Division  of  Special  Projects  staff  guide.)     # 

FT  1.8/2:T77 

09589  Your  Federal  Trade  Commission,  what  it  is  and  what  it  does.  [Revised 

1971.]  [1971.]  24  p.     # 

FT  1  2:F  31/6 

FEDERAL  WATER  POLLUTION  CONTROL  ADMINISTRATION 

09590  Effects  of  pulp  mill  wastes  on  receiving  waters  at  Ward  Cove,  Alaska 

[with  bibliography].  Oct.  1970.  [8]  +  49  +  [17]  p.  il.  4°  (Alaska 
Operations  Office,  Northwest  Region.)  §  (Price  upon  application,  PB 
217  950). 

I  67.2:P96/3 

Working  paper. 

09591  59.   System  for  storage  and  retrieval  of  water  use  inventory  data;  by  Daniel  L.  Petke 

.   Dec.    1966.   ii   leaves     +    11    p.   il.   4°     (Northwest  Region,  Columbia   River  Basin 
Comprehensive  Project.)     §  (Price  upon  application,  PB  215  212). 

I  67.23:59 

FEDERAL  WORKING  GROUP  ON  PEST  MANAGEMENT 

09592  Catalog  of  Federal  pesticide  monitoring  activities  in  effect  July  1973. 

Mar.  1975.  cover  title,  [1]  +  v  +  450  p.  4°  ([Monitoring  Panel; 
FWGPM-75-1].)     §  (Price  upon  application).     •Item  1089 

Y  3.P  43:2  M  74/2/973 

FISH  AND  WILDLD7E  SERVICE,  Interior  Dept.  Washington,  DC 
20240 

09593  Mammals  of  Havasu  National  Wildlife  Refuge.  Aug.  1974.  2  p.  il.  oblong 

8°  folded  into  narrow  8°    (RF-23510-3.)      # 

I  49.44/2:M  31 
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FLIGHT  STANDARDS  SERVICE,  Transportation  Dept.  Washington, 
DC  20553 

09594  Flight  test  guide:  Private  and  commercial  pilot,  lighter-than-air  airship 

(pt.61  revised).  1974.  [1]  +  vii  +  40  p.  Narrow  16°  (AC  61-639) 
*  Paper,  50c.     •Item  431-F-3 

TD  4.408 :P  64/9 

FOOD  AND  DRUG  ADMINISTRATION,  Health,  Education,  and 
Welfare  Dept.  Washington,  DC  20201 

09595  Establishments  and  products  licensed  under  sec. 351   of  Public  Health 

Service  act.  Revised  May  15,  1975.  [1975.]  [3]  +  182  p.  oblong 
8°  (DHEW  publication  (FDA)  73-3012;  Bureau  of  Biologies.)  +  Bu- 
reau of  Biologies  FDA,  8800  Rockville  Pike,  Bethesda,  MD  20014 
•Item  475 

HE  20.4002:Es  8 

095%  FDA  commission,  delegation  of  authority  to  State  and  local  authorities. 
[1974.]  8  p.  (DHEW  publication  (FDA)  75-1010.)     +     •Item  475 

HE  20.4002 :F  73/11 

09597  We  want  you  to  know  what  we  know  about  laws  enforced  by  FDA. 

[1975.]  [8]  p.  il.  narrow  8°  ([DHEW  publication  (FDA)  73-1031.]) 
+    •Item  475 

HE  20.4002: L  44 

FOOD  AND  NUTRITION  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

FNS  (series). 

09598  74.    Food   stamp   facts.    Household   income   deductions.    Revised   Sept.    1974.    [1974.]   (2] 

p.  4°     +     •Item  74-A-2 

A  98.9:74/2 

FOREST  SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

09599  Appalachian  Trail,  Jefferson  National  Forests,  Mount  Rogers  National 

Recreation  Area,  Virginia.  [1974.]  [2]  p.  oblong  8°,  folded  into  narrow 
8°  size,  (Southern  Region.)  [Illustrations  are  colored.]     # 

A  13.13:J35/3 

09600  Appalachian    Trail,     Pisgah    &    Cherokee    National    Forests,    North 

Carolina,  Tennessee  [1974.]  [2]  p.  oblong  8°,  folded  into  narrow  8° 
size.  (Southern  Region.)  [Illustrations  are  colored.]  + 

A  13.13-.P  67/2 

09601  Dutch  elm  disease,   proceedings  of  IUFRO  conference,   Minneapolis- 

st.  Paul,  Sept.  1973  [with  bibliographies;  compiled  by  D.  A.  Burdekin 
and  H.M.  Heybroekj.  1975.  cover  title,  [1]  +  94  p.  il.  (Northeastern 
Forest  Experiment  Station,  Upper  Darby,  Pa.)  [Prepared  in  coopera- 
tion with  International  Union  of  Forest  Research  Organizations,  Divi- 
sion 2,  Forest  Plants  and  Protection.  Text  on  p. 2  of  cover.]  + 
•Item  84 

A  13.67/2.D95 

Forest  pest  leaflet. 

09602  146.  Cytospora  canker  of  true  firs  [with   list  of  references;  by]  Robert  F.   Scharpf  and 

H.H  Bynum  .  June  1975.  5  p.  il.     +     •Item  82-A 

A  13.52:146 
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General  technical  report  INT-(sereis).  (Intermountain  Forest  and  Range 
Experiment  Station,  Ogden,  Utah.) 

09603  INT.  12.  Ponderosa  pine  bibliography  2,  1966-70;  compiled  by  Elvera  A.  Axelton  .  Feb. 

1974.  iv     +  63  p.  4°  + 

A  13.88.INT-12 

General  technical  report  INT-(series).  (Intermountain  Forest  and  Range 
Experiment  Station,  Ogden,  Utah.) 

09604  INT.13.    Inventory   of   slash   fuels   using    3P   subsampling    [with   list   of  literature   cited; 

by]  William  R.  Beaufait  ,  Michael  A.  Marsden  and  Rodney  A.  Norum.  Feb.  1974. 
[2]     +  17  p.  il.  4°  + 

A  13.88:INT-13 

General  technical  report  NE-(series).  (Northeastern  Forest  Experiment 
Station  Upper  Darby,  Pa.) 

09605  NE-09.  Shrubs  and  vines  for  northeastern  wildlife  [with  list  of  literature  cited];  compiled 

and  revised  by  John  D.  Gill  and  William  M.  Healy.  [1974.]  [2]  +  180  p.  4°  [produced 
in  cooperation  with  Northeastern  Deer  Study  Group  and  Association  of  Northeast 
Game,  Fish,  and  Conservation  Commissioners.  Abstract  cards  inserted.]  + 

A  13.88:NE-9 

09606  NE-12.    Some   options   for   managing   forest   land   in   central   Appalachians    [with   list  of 

literature  cited];  by  George  R.  Trimble  ,  jr.  [  and  others]  1974  cover  title,  [2] 
+  42  p.  4°    [Foreword  on  p.  2  of  cover.  Abstract  cards  inserted.]  + 

A  13.88:NE-12 

General  technical  report  PNW  (series).  (Pacific  Northwest  Forest  and 
Range  Experiment  Station,  Portland,  Oreg.) 

09607  PNW-09.  Educational  principles  and  techniques  for  interpreters  [with  bibliography:   by] 

F.  David  Boulanger  and  John  P.  Smith.  1973.  cover  title,  [3]     +  24  p.  il.  4° 
[Abstract  on  p.  2  of  cover.]  + 

A  13.88:PNW-9 

09608  PNW-11.   Planning  and   processing   multistage   samples  with  computer  program,   MUST 

[with  list  of  literature  cited;  by  ]  John  W.  Hazard  ,  Larry  E.  Stewart.  1974.  cover 
title,  15  p.  il.  4°     [Abstract  on  p. 2  of  cover.]  + 

A  13.88:PNW-11 

09609  PNW-12.  Forest  ecosystem  of  southeast  Alaska:   1,  Setting  [with  list  of  literature  cited; 

by]  Arland  S.  Harris  [and  othera].  1974.  cover  title,  [3]  +  40  p.  il.  4°  [Abstract 
on  p. 2  of  cover.]  + 

A  13.88:PNW-12 

09610  PNW-13.  Forest  ecosystem  of  southeast  Alaska:  2,  Forest  insects  [with  list  of  literature 

cited;  by]  John  S.  Hard  .  1974.  cover  title,  [4]  +  32  p.  il.  4°  [Abstract  on  p.2 
of  cover.]  + 

A  13.88:PNW-13 

09611  PNW-15.   Forest  ecosystem  of  southeast   Alaska:   3,   Fish   habitats  [with  bibliographies; 

by]  William  R.  Meehan  .  1974.  cover  title,  [3]  +  41  p.  il.  4°  [Abstract  on  p.2 
of  cover.]  + 

A  13.88:PNW-15 

09612  PNW- 16.  Forest  ecosystem  of  southeast  Alaska:  4,  Wildlife  habitats  [with  list  of  literature 

cited;  by]  William  R.  Meehan  .  1974.  cover  title,  [3]  +32  p.  il.  4°  [Abstract 
on  p.2  of  cover.]  + 

A  13.88:PNW-16 

09613  PNW-18.  Energy  and  raw  material  potentials  of  wood  residue  in  Pacific  Coast  States, 

summary  of  preliminary  feasibility  investigation  [with  list  of  literature  cited;  by] 
John  B.  Grantham  [and  others].  1974.  cover  title,  [1]  +37  p.  il.  4°  [Abstract 
and  text  on  p.2  of  cover.]  + 

A  13.88:PNW-18 

09614  PNW-22.  Effects  of  log  dumping  and  rafting  on  marine  environment  of  southeast  Alaska, 

final  report  for  period  July  1,  1972-Aug.  30,  1973  [with  list  of  references];  by 
Bruce  C.  Pease  .  1974.  cover  title,  [5]  +  58  p.  il.  4°  [Abstract  on  p.2  of  cover. 
Work  sponsored  by  Grant  FS-PNW-Gr  8  and  prepared  by  Fisheries  Research  In- 
stitute, College  of  Fisheries,  University  of  Washington,  Seattle.]  + 

A  13.88:PNW-22 

09615  PNW-23.  Forest  ecosystem  of  southeast  Alaska:  6,  Forest  diseases  [with  bibliographies, 

by]  Thomas  H.  Laurent  .  [1974.]  cover  title,  [2]  +  30  p.  il.  4°  [Table  of  contents 
on  p.2  of  cover.]  + 

A  13.88:PNW-23 

09616  PNW-14.  Herbicidal  drift  control,  aerial  spray  equipment,  formulations  and  supervision 

[with  list  of  literature  cited;  by]  H.  Gratkowski  .  1974.  cover  title,  12  p.  il.  4° 
[Abstract  on  p.2  of  cover.]  + 

A  13.88:PNW-14 
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09617  PNW-17.    Forest  ecosystem   of   sonihcisl    Alaska     J,   Soil   mass   movement    [vuth   lisi   of 

literature  cited:   by |    Douglas   N     Sw.mston   .    1974.   cover  title,    (I)      •     22   r    ''    4 
[Abstract  and  table  of  contents  on  p  2  of  cover  ]    • 

A  13.88  l'\W    r 

09618  PNW-21     Slope  stability   problems  associated  with  timber  harvesting  in  mountainous  re- 

gions of  western  United  States  (with  list  of  literature  cited:  by  Douglas  N    Swanston 
.  1974.  cover  title,  1 1 1      +   14  p.  il   4°     |Tcxt  on  p.  2  of  cover]   I 

A  13  8X  |'\W  21 

09619  PNW-30.  Guidelines  for  precommcrical  thinning  of  Douglas-fir:  [by]  Donald  L    Reukcma 

(1975.)   cover   title.   [1]      •      !<>  p    il    4       | Abstract   on   p.   2  of  cover.)      ♦      •Item 
83-B 

A  13  88: PNW-30 

General  technical  report  PSW-(series).  (Pacific  Southwest  Forest  and 
Range  Experiment  Station,  Berkeley,  Calif.) 

09620  PSW-05.   Systems   analysis   in   lanf-usc   planning,   conceptual   development   [with   list   of 

literature  cited:  by)  Ronald  A.  Oliveira  1973  cover  title.  |21      +  8  p.  4°  + 

A  13.88  I'SW   J 

09621  PSW-06.  Vertebrate  fauna  of  San  Joaquin   Fxpcnmcnt  Range.  California,  checklist  |with 

list  of  literature  cited;   by[    Thomas   F.   Newman,   jr..    Don   A.   Duncan.    1973  cover 
title,  [2]     +  17  p.  4°  + 

A  I3.88PSW-6 

09622  PSW-3.  Decline  of  ohia  lihua  forest  in  Hawaii  [  with  list  of  literature  cited:  by]  Robert 

E.  Burgan  ,  Robert  E.  Nelson.  1972  4p.il.  4°  + 

A  13  88PSW-3 

General  technical  report  SC-(series).  (Southern  Forest  Experiment  and 
Range  Station,  New  Orleans,  La.) 

09623  SO-03.  Selected  bibliography  on  southern  range  management.   1968-72;  1973.  cover  title. 

[2]      +  50  p.  4°  + 

A  13.88:SO-3 

09624  Management  proposals  for  Uncompahgre  &  Wilson  Mountains  primitive 

areas  and  contiguous  land  of  Uncompahgre  and  San  Juan  National 
Forests,  Color.  ,  public  hearing  notice.  [Nov.  1973.]  cover  title,  [39] 
p.  2  maps  4°    # 

A  13.2:Un  1/3 

09625  [This  entry  number  not  used.] 

09626  Proceedings   of   workshop   on   computer   and   information   systems   in 

resources  management  decisions,  Sept.  30,  1971;  [with  lists  of  litera- 
ture cited]  compiled  and  edited  by  Robert  N.  Stone  and  Kenneth 
D.  Ware.  July  1972.  v  +  130  p.  il.  4°  (Cooperative  State  Research 
Service.)  [Preface  on  p.  2  of  cover.]  + 

A  13.2:  C  73/14 

Research  note  INT-(series).  (Intermountain  Forest  and  Range  Experi- 
ment Station,  Odgen,  Utah.) 

09627  INT-179.   Breeding  blister  rust  resistant   western   white   pine:   6  First  results  from   field 

testing  of  resistant  planting  stock   [with  list  of  literature  cited;  by[   R.  T.   Bingham 
,  R.  J.  Hoff  and  G.  I.  McDonald.  Dec.  1973.  12  p.  4°  + 

A  13. 79:  INT- 1 79 

09628  INT.    180.    Flight   and   attack   behavior   of    mountain   pine    beetles   in   lodgepolc   pine   of 

northern   Utah   and   southern   Idaho   [with  list  references;  by[   Lynn   A.    Rasmusscn 
.  Jan.  1974.  7  p.  il.  4°  + 

A  I3.79:INT-180 

09629  INT.    181.    Reducing   fire    potential    in    lodgepolc    pine    by    increasing   timber    utilization; 

(by)  James  K.  Brown  .  Apr.  1974.  6  p.  il.  4°  + 

A  I3.79:INT-I81 

Research  note  NC-(series).  (North  Central  Forest  Experiment  Station. 
St.  Paul,  Minn.) 

09630  NC-160.   Farm  building  contractors  and  manufacturers,  their  role  in  midwest  farm  con- 

struction: [by  Lyle  Solverson  and  David  C.  Baumgartner]   [1974]  4  p.  il.  4°  + 

A  13.79:NC-160 
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09631  NC-161.  Compression  debarking  of  stored  wood  chips  [with  list  of  literature  cited;  by 

James  R.  Mattson  .]  [1974.]  4  p.  il.  4°  + 

A  13.79:NC-161 

09632  NC-163.  Larch  litter  removal  has  no  significant  effect  on  runoff  [with  list  of  literature 

cited;  by  Richard  S.  Sartz  and  David  N.  Tolsted].  [1974.]  2  p.  4°  + 

A  13.79:NC-163 

09633  NC-164.  Chip  debarking  of  several  western  species;  [by  William  A.  Hillstrom  .]  [1974.] 

4  p.  U.  4°  f 

A  13.79:NC-164 

09634  NC-165.  Growing  media  affect  size  of  container-grown  red  pine  [with  list  of  literature 

cited;  [by  Howard  M.  Phipps  ].  1974.  4  p.  il.  4°  + 

A  13.79:NC-165 

09635  NC-166.   Aspen   volume   tables  for  furniture-type,   flat,  4/4-inch  dimension;    [by  Eugene 

F.  Landt  ].  1974.  2  p.  4°  + 

A  13.79:NC-166 

09636  NC-168.   Black  walnut  volume  tables  for  furniture-type,   flat,  4/4-inch  dimension  from 

small  low-quality  trees;  [by  Eugene  F.  Landt  ].  1974.  2  p.  4°  + 

A  13.79:NC-168 

09637  NC-169.  Soft  maple  volume  tables  for  furniture-type,  flat  4/4-inch  dimension  from  small 

low-quality  trees;  [by  Eugene  F.  Landt  ].  1974.  2  p.  4°  + 

A  13.79:NC-169 

09638  NC-170.  Prescribed  burning  in  the  central  Lake  States-1972  [with  list  of  literature  cited; 

by]  Linda  R.  Donoghue  .  1974.  2  p.  4°  + 

A  13.79:NC-170 

09639  NC-172.   Key  to  identifying  young  North   American   spruce  seedlings;   [by]    Richard   M. 

Jeffers  .  1974.  2  p.  4°  + 

A  13.79:NC-172 

09640  NC-175.  Pulpwood  production  in  the  Lake  States  by  county,  1973;  [by]  James  E.  Blyth 

and  Jerold  T.  Hahn.  1974.  4p.  4°  + 

A  13.79:NC-175 

09641  NC-173.   Lakes  States  roundwood  pulpwood  markets,  a  short-term  outlook;   [by]  David 

C.  Lothner  .  1974.  4  p.  il.  4°  + 

A  13.79:NC-173 

09642  NC-171.  Reported  prescribed  burning  in  aspen  [with  list  of  literature  cited;  by]  Donald 

A.  Perala  .  1974.  4  p.  il.  4°  + 

A  13.79:NC-171 

Research  note  NE-(series).  (Northeastern  Forest  Experiment  Station, 
Upper  Darby,  Pa.) 

09643  NE-185.    Local  sources  of  black  walnut   recommended  for   planting  in   Maryland   [with 

list  of  references;  by   Silas   Little   ,   Calvin   F.   Bey,   Daniel   McConaughy].   1974.   3 
p.  4°  + 

A  13.79:NE-185 

09644  NE-186.    Some  effects   of  forest   preservation   [with  list  of  references;  by    William   B. 

Leak  ].  1974.  4  p.  il.  4°  + 

A  13.79:NE-186 

09645  NE-187.  Handy  guide  to  rate  of  increase  interpretations:  [by  David  P.  Worley  ].  [1974] 

3  p.  4°  [Abstract  compound  interest  tables  inserted.]  + 

A  13.79:NE-187 

09646  NE-188.   Guide  to  collecting  and  preserving  plants  [with  list  of  references;   by  George 

M.  Reiser  ].  1974.  6  p.  il.  4°  + 

A  I3.79:NE-188 

09647  NE-189.    Rooting  a  common  and   cat  greenbrier   [with  list   of  references:   by  Franz   L. 

Pogge,  ,  John  D.  Gill  and  Bradford  C.  Bearce].  1974.  6  p.  4°  + 

A  13.79:NE-189 

09648  NE-191.  Relationships  between  overstory  composition  and  gypsy  moth  egg-mass  density 

[with  list  of  literature  cited;  by  Robert  W.  Campbell  ].  1974.  6  p.  4°  + 

A  13.79:NE-191 

09649  NE-194.    Radiographing   puparia   of   tachinid   parasites   of   gypsy   moth,   and    application 

in  parasite-release   programs   [with  list  of  literature  cited;  by  T.   M.  Odell   ,   P.   A. 
Godwin,  W.  B.  White].  [Apr.  23,  1974.]  4  p.il.4°  + 

A  13.79:NE-194 

Research  note   PNW-(series).   (Pacific   Northwest  Forest  and   Range 
Experiment  Station,  Portland,  Oreg.) 

09650  PNW-213.  Seeding  habits  of  upper-slope  tree  species;  1,  12-year  record  of  cone  produc- 

tion; by  Jerry   F.   Franklin   ,   Richard   Carkin  and  Jack   Booth.  Jan.   1974.   12  p.  26. 
4°  + 

A  13.79:PNW-213 
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PNW-214.  Seeding  habits  of  upper-slope  tree  species:  2.  Dispersal  of  mountain  hemlock 
seedcrop  on  clcarcut  (with  list  of  literature  cited),  Jerry  F.  Franklin  and  Clark 
B.  Smith.  Jan.  1974.  9  p.  il.  4"  + 

A  13.79:PNW-2I4 
PNW-215.  Seeding  habits  of  upper-slope  tree  species:  3,  Dispersal  of  white  and  Shasta 
red   fir  seeds  on   clcarcut   [with   list  of  literature   cited];   by   Jerry   F.    Franklin   and 
Clark  E.  Smith.  Jan.  1974.  9  p.  il.  4°  + 

A  l.V 79: PNW-215 
PNW-216.  Dominant  Douglas-fir  respond  to  fertilizing  and  thinning  in  southwest  Oregon; 
by  Richard  E.  Miller  and  Richard  L.  Williamson.  Jan.  1974.  8  p.  4°  + 

A  13.79:PNW-216 
PNW-219.    Kndrin    in   forest   streams   after   aerial   seedling   with   endrin   coated    Douglas- 
fir   seed  (with  list  of  literature  cited];  by   Duane  G.   Moore   ,  James   D.   Hall   |and| 
Wayne  L.   Hug.   Feb.    1974.  cover  title.    14  il    4°     [Also  issued  as  Technical  paper 
3709  of  Oregon  Agricultural  Experiment  Station.)  + 

A  13.79:PNW-219 
PNW-221.  Understanding  interlock  yarders;  by  Ward  W.  Carson  and  Jens  F.  Jorgcnsen. 
Mar  1974.  13  +  [3]  p.  il.  4°  + 

A  13.79  :PNW-22I 
PNW-223.  Introduction  to  Codinvolve,  system  for  analyzing,  storing,  and  retrieving  public 
input  to  resource  decisions  [with  list  of  literature  cited];  by  Roger  N.  Clark  ,  George 
H.  Stankey,  John  C.  Hcndcc.  Apr.  1974.  16  p.  il.  4°  + 

A  l3.79:PNW-223 

PNW-224.   Evaluation   of   Bell   205 A- 1    turbojet   helicopter   and   spray   system    for  forest 

application   of   insecticide    [with    list    of   references   cited];    by    Richard    D.    Orchard 

[and  others].  Apr.   1974.  23  p.  il  4°     [  Prepared  in  cooperation  with  Region  6,  Insect 

and  Disease  Control  Branch.]  + 

A  13. 79:  PNW-224 
PNW-230.  Low-cost  counter  assembly  for  current-meter  measurements;  [by]  W.  B.  Fowler 
.  June  1974.  4  p.  il.  4°  + 

A13.79:PNW-230 

Research  note  PSW-(series).  (Pacific  Southwest  Forest  and  Range  Ex- 
periment Station,  Berkeley,  Calif.) 

PSW-226.  Spacing  trial  in  tropical  ash,  interim  report;  [by]  Robert  E.  Burgan  .  1971. 
3  p.  il.  4°  + 

A  13.79:PSW-226 
PSW-227.  Growth  response  of  thinned  tropical  ash  stand  in  Hawaii,  after  5  years;  [by] 
Craig  D.  Whitesell  ,  Herbert  L.  Wick,  Nobuo  Honda.  1971.  3  p.  il.  4°  + 

A  I3.79:PSW-;;^ 
PSW-228.    Douglas-fir   survival   and   growth   in   response   to    spring   planting   and   depth; 
[by]  Rudolph  O.  Strothmann  .  1971.  5  p.  il.  4°  + 

A  13.79:PSW-228 
PSW-229.  Growth  of  released  redwood  crop  seedlings  on  redwood  experimental  forest; 
[by]  Kenneth  N.  Boe  .  1971.  5  p.  il.  4°  + 

A  13.79:PSW-229 
PSW-230.   Youthful   fire-setters,  exploratory   study   in   personality  and  background;   [by] 
Ellen  Y.  Siegelman  .  William  S.  Folkman.  1971.  6  p.  4     §  au  + 

A  13.79:PSW-230 
PSW-231.  Forest  control  and  regulation,  comparison  of  traditional  methods  and  alterna 
tives;    [by]    Leroy    C.    Hennes    ,    Michael   J.    Irving,    Daniel    I.    Navon.    1971.    10   p. 
il.  4°  + 

A  13.79:PSW-231 
PSW-232.  Early  growth  tolerances  of  grasses,  shrubs  and  trees  to  boron  in  tunnel  spoil; 
[by]  Parker  F.  Pratt  ,  Eamor  C.  Nord,  Francis  L.  Bair.  1971.  5  p.  4°  + 

A  13.79:PSW-232 
PSW-234.   Direct   seeding   trials   of   3   major  timber   species   in   Hawaii,   [by]   Gerald   A. 
Walters  ,  Craig  D.  Whitesell.  1971.  2  p.  4°  + 

A  13.79:PSW  -2^4 
PSW-236.   Adaptability   of    14   tree   species    to   2   hydrol   humic   latosol   soils    in   Hawaii; 
[by]  Craig  D.  Whitesell  ,  Myron  O.  Isherwood.  jr.  1971.  5  p.  4°  + 

A  13.79:PSW-236 
PSW-237.    Frond   development   and   stem    growth   of   treefem    in    Hawaii;    [by]    Heibert 
L.  Wick  ,  George  T.  Hashimoto.  1971.  4  p.  il.  4°  + 

A  13.79:PSW-237 
PSW-238.  Early  brush  control  promotes  growth  of  ponderosa  pine  planted  on  bulldozed 
site;  [by]  Jay   R.   Bentley   ,  Stanley   B.  Carpenter,   David  A.   Blakeman.    1971.  6  p. 
il.  4°  + 

A  13.79:PSW-238 
PSW-239.    Forest   products   harvested   in    Hawaii.    1969   [with   list   of   notes;    by]   Robert 
E.  Burgan  .  Wesley  H.  C.  Wong.  jr.  1971.  4  p.  4°  + 

A  13.79:PSW-239 
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09671  PSW-240.  Species  trials  at  Waiakca  Arboretum,  tree  measurements  in  1970;  [by]  Robert 

E.  Burgan  ,  Wesley  H.  C.  Wong,  jr.  1971.  6  p.  il.  4 

A  13.79:PSW-240 

09672  PSW-241.  Burning  trials   in  shrubby   vegetation  desiccated   with  herbicides;   [by]  Jay   R. 

Bentley  ,  C.  Eugene  Conrad,  Harry  E.  Schimke.  1971.  9  p.  il.  4°  + 

A  13.79:PSW-241 

09673  PSW-242.  Simple  technique  to  increase  profits  in  wood  products  marketing;  [by]  George 

B.  Harpole  .  1971.  4  p.  il.  4°  + 

A  13.79:PSW-242 

09674  PSW-243.  Toxicity  of  insecticide  aerosols  to  needle  miner  adults  of  genus  Coleotechnites 

[by]  Robert  L.  Lyon  ,  Marion  Page.  1971.  3  p.  il.  4°  + 

A  13.79.PSW-243 

09675  PSW-244.   Variations  in  diameter  measurements  of  robusta   eucalyptus  due   to  swelling 

and  shrinking  of  bark;  [by]  Robert  E.  Burgan  .  1971.  3  p.  il.  4°  [Research  conducted 
in  cooperation  with  Division  of  Forestry,  Hawaii  Department  of  Land  and  Natural 
Resources.]  + 

A  13.79:PSW-244 

09676  PSW-245.   Germination    and   survival   of    Douglas-fir   in    northern    California,   effects   of 

time  of  seeding,  soil  type,  and  aspect,  [with  list  of  notes;  by]  Rudolph  O.  Strothmann 
.  1971.  6  p.  il.  4°  + 

A  13. 79:  PSW-245 

09677  PSW-246.  Computing  visible  areas  from  proposed  recreation  developments,  case  study; 

[by]  Gary  H.  Eisner  .  1971.  10  p.  il.  4°  + 

A  13.79:PSW-246 

09678  PSW-252.  Recovery  of  young  ponderosa  pines  damaged  by  herbicide  spraying;  [by]  Jay 

R.  Bentley  ,  David  A.  Blakeman,  Stanley,  B.  Carpenter.  1971.  7  p.  il.  4°  + 

A  13.79:PSW-252 

09679  PSW-257.  Contact  toxicity  of  14  insecticides  tested  on  pine  butterfly  larvae;  [by]  Robert 

L.  Lyon  ,  Sylvia  J.  Brown.  1971.  4  p.  il.  4°  + 

A  13.79:PSW-257 

09680  PSW-258.  Campground  users,  computerized  method  for  summarizing  where  they  come 

from  and  how  long  they  stay,  [with  list  of  notes;  by]  Gary  H.  Eisner  .  1971. 
5  p.  il.  4°  + 

A  13.79:PSW-258 

09681  PSW-259.  Gibberellic  acid  breaks  dormancy  and  hastens   germination  of  creeping  sage 

[with  list  of  notes;  by]  Eamor  C.  Nord  ,  Louis  E.  Gunter,  Stuart  A.  Graham, 
jr.  1971.  5  p.  il.  4°  + 

A  13.79:PSW-259 

09682  PSW-260.  Durability  test  of  wood  posts   in  Hawaii,  third   progress  report   [with  list  of 

notes;  by]  Roger  G.  Skolmen  .  1971.  4  p.  il.  4°  [Research  conducted  in  cooperation 
with  Division  of  Forestry,  Hawaii  Department  of  Land  and  Natural  Resources.] 
+ 

A  13.79:PSW-260 

09683  PSW-261.  Broadcast  applications  of  herbicides  to  control  scrub  oak  regrowth  [with  list 

of  notes;  by]  T.  R.  Plumb  .  1971.  4  p.  il.  4°  + 

A  13.79:PSW-261 

09684  PSW-262.   Site  index  curves  for  unmanaged   stands  of  California  black  oak   [with  list 

of  notes;  by]  Robert  F.  Powers  .  1972.  5  p.  il.  4°  + 

A  13. 79:  PSW-262 

09685  PSW-263.   Survival  of  tropical  ash  planted  in  tordon-treated   soils  in  Hawaii  [with  list 

of  notes;  by]  Gerald  A.  Walters  .  1972.  4  p.  il.  4°  [Research  conducted  in  cooperation 
with   Division  of  Forestry   ,   Hawaii  Department  of  Land  and  Natural   Resources.] 

A  13.79:PSW-263 

09686  PSW-264.  Analyzing  genetic  diversity  in  conifers,  isozyme  resolution  by  starch  gel  elec- 

trophoresis, [with  list  of  notes;  [by]  M.  Thompson  Cookie  .  1972.  5  p.  il.  4°  + 

A  13.79:PSW-264 

09687  PSW-265.  Estimating  site  index  of  ponderosa  pine  in  northern  California,  standard  curves, 

soil  series,  stem  analysis  [with  list  of  notes;  by]  Robert  F.  Powers  .  1972.  8  p. 
il.  4°  + 

A  13.79:PSW-265 

09688  PSW-266.  Computer  technique  for  simulating  combustion   of  cellulose  and   other  fuels; 

[with  list  of  notes;  by]  Andrew  M.  Stein  ,  Brian  W.  Bauske.  1972.  3  p.  4°  + 

A  13.79:PSW-266 

09689  PSW-267.  Paintability  of  four  woods  in  Hawaii;  [with  list  of  notes;  by]  Roger  G.  Skolmen 

.  1972.  4  p.  il.  4°  [Research  conducted  in  cooperation  with  Division  of  Forestry, 
Hawaii  Department  of  Land  and  Natural  Resources.]  + 

A  13.79:PSW-267 

09690  PSW-268.   Major  floods,   poor  land  use  delay  return  of  sedimentation  to  normal  rates; 

[with  list  of  notes;  by]  Henry  W.  Anderson  .  1972.  4  p.  il.  4°  + 

A  13.79:PSW-268 
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09691  PSW-269.   Spread  of  dwarf  mistletoe   from   discrete   seed   sources   into  young  stands  of 

pondcrosa   and   Jeffrey    pines;   [with    list   of   notes;   by)    J.    R.    Parmcter    .    jr.,    Robert 
K  Scharpf.  1972.  5  p.  il.  4°  + 

A  13  79:PSW-269 

09692  PSW-270.  Livestock  grazing  not  detrimental  to  meadow  wildflowcrs  [with  bibliograph\  . 

by]  Raymond  D.  Ratliff  .  1972.  4  p.  il.  4°  + 

A  l3.79;PSW-270 

09693  PSW-272.  Coppicing  to  convert  small  cull  trees  to  growing  slock;   [with   list  of   notes. 

by]  Gerald  A.  Walters  .  1972.  4  p.  il.  4°  + 

A  13.79:PSW-272 

09694  PSW-274.   Black   twig  borer,  tree   killer  in    Hawaii;   [by]   Robert   E.   Nelson    .  Clifton  J. 

Davis.  1972.  3  p.  4°  + 

A  13.79:PSW-274 

09695  PSW-276.  Height  intercept  for  estimating  site  index  in  young  ponderosa  pine  plantations 

and  natural  stands;  [by]  William  W.  Oliver  .  1972.  4  p.  il.  4°  + 

A  13.79:PSW-276 
0%%        PSW-277.   Projection-viewer  for  microscalc  aerial  photography;   [by]   Robert   C.   Aldrich 
,  James  von  Mosch,  Wallace  Greentree.  1972.  4  p.  4°  + 

A  13.79:PSW-277 

09697  PSW-278.  Two-stage  stratified  sampling  to  estimate  herbage  yield;  [by]  C.  Eugene  Conrad 

.  William  G.  O'Regan.  1973.  5  p.  4°  + 

A  13.79:PSW-278 

09698  PSW-279.   Lumber  and   plywood   used   in   California  apartment  construction,    1969;   [by] 

George  B.  Harpole  .  1973.  4  p.  4°  + 

A  l3.79:PSW-279 

09699  PSW-280.   Fire  environmental   test  chamber,   its  design   and;  development   [by]  Clifford 

J.  Auvil  .  1973.  8  p.  il.  4°  + 

A  13.79:PSW-280 

09700  PSW-281.  Shorthair  meadows  in  High  Sierra  Nevada,  hypothesis  of  their  development; 

[by]  Raymond  D.  Ratliff  .  1971.  4  p.  il.  4°  + 

A  I3.79:PSW-281 

09701  PSW-285.    Pressure   treatment   of   robusta    and   ohia   posts,    final   report;    [by]    Roger  G. 

Skolmen  .  1973.  2  p.  il.  4°  + 

A  13.79:PSW-285 

09702  PSW-286.  Regression  sampling,  some  results  for  resource  managers  and  researchers  [with 

note;  by]  William  G.  O'Regan  [and]  Robert  W.  Boyd.  1974.  7  p.  4°  + 

A  l3.79:PSW-286 

09703  PSW-287.    Producing   high-quality   negatives   from   ERTS   black-and-white   transparencies 

[with  list  of  notes,  by]  Richard  J.  Myhre  .  1973.  6  p.  il.  4°  + 

A  13.79:PSW-287 

09704  PSW-288.  Lumber  potential  of  12-year-old  saligna  eucalyptus  trees  in  Hawaii  [with  list 

of  notes;  by]  Roger  G.  Skolmen  .  1974.  7  p.  4°  + 

A  13.79;PSW-288 

09705  PSW-289.    Fires   caused    by   equipment   used   during   critical   fire   weather  in    California, 

1962-71;  [by]  Gene  C.  Bemardi  .  1974.  6  p.  4°  + 

A  13.79:PSW-289 

09706  PSW-290.  Thinning  promotes  growth  of   sprouts  on   old-growth   redwood   stumps;   [by] 

Kenneth  N.  Boe  .  1974.  5  p.  il.  4°  + 

A  13.79.PSW-290 

09707  PSW-291.  Oak  leaf  roller,  contact  toxicity  of  4  insecticides  applied  to  larvae  [with  list 

of  notes;  by]  Lula  E.  Greene  [and]  Marion  Page.  1974.  2  p.  4°  + 

A  13.79:PSW-291 

09708  PSW-292.   Natural   durability   of   some   woods   used   in   Hawaii,   results   of  9    1/2   years' 

exposure;  [by]  Roger  G.  Skolmen  .  1974.  6  p.  il.  4°  + 

A  13. 78;  PSW-292 

09709  PSW-293.    Short-hair    sedge,    its   condition    in    high    Sierra    Nevada   of   California;    [by] 

Raymond  D.  Ratliff  .  1974.  5  p.  il.  4°  + 

A  13.78:PSW-293 

Research  note  RM-(series).  (Rocky  Mountain  Forest  and  Range  Experi- 
ment Station,  Fort  Collins,  Colo.) 

09710  RM-253.  Variation  of  air  temperature  and  canopy  closure  in  lodge-pole  pine  stand  [with 

list  of  literature  cited;  by]  James  D.  Bergen     Jan.  1974.  3  p.  il.  4°  + 

A  13.78;RM-253 

09711  RM-254.  Growth  characteristics  of  bearberry  in  Black  Hills  [with  list  of  literature  cited; 

by]  Kieth  E.  Severson  and  E.  Chester  Garrett.  Feb.  1974.  3  p.  il.  4°  + 

A  l3.79:RM-254 

09712  RM-255.  Deer  use  changes  after  root  plowing  in  Arizona  chaparral  [with  list  of  literature 

cited;  by]  Philip  J.  Urness  .  Feb.  1974.  8  p.  il.  4°  + 

A  I3.79-.RM-255 

09713  RM-256.  Sleeved  pit  gage  for  summer  precipitation;  by  Kendall  L.  Johnson      Mar.  1974. 

3  p.  il.  4"  + 

A  13.79;RM-256 
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09714  RM-257.  Mulching  planted  ponderosa  pine  seedlings  in  Arizona  gives  mixed  results  [with 

list   literature   cited;    by   W.   J.    Rietveld   and   L.   J.   Heidmann.    Mar.    1974.    3   p.   4° 

A  13.79:RM-257 

09715  RM-258.    Independence    of   point-to-point    variations    in    windspeed    and    temperature    in 

lodgepole  pine  stand;  [by]  James  D.  Bergen  .  Mar.  1974.  2  p.  4°  + 

A  13.79:RM-258 

09716  RM-260.  Automatic  data  acquisition  and  reduction  system;  [by]  Richard  A.  Sommerfeld 

.  April  1974.  4  p.  il.  4°  + 

A  13.79:  RM-260 

09717  RM-262.  Timing  cacodylic  acid  treatments  for  control  of  mountain  pine  beetles  in  infested 

ponderosa  pines  [with  list  of  literature  cited;  by]  Robert  E.  Stevens  [and  others]. 
April  1974.  4  p.  4°  + 

A  13.79:RM-262 

09718  RM-252.   Variation  of  windspeed  with  canopy  cover  within  lodgepole  pine   stand  [with 

list  of  literature  cited;  by]  James  D.  Bergen  .  Jan.  1974.  4  p.  il.  4°  + 

A  13.79:RM-252 

09719  RM-261.  Conversion  of  tree-volume  equations  to  the  metric  system  [with  list  of  literature 

cited;  by]  Clifford  A.  Myers  and  Carleton  B.  Edminster.  April  1974.  2  p.  4°  + 

A  13.79:RM-261 

Research  note  SO-(series).  (Southern  Forest  Experiment  Station,  New 
Orleans,  La.) 

09720  SO-169.   Slash  pine  site   index  in  West  Gulf  [with  list  of  literature  cited;   by]   Robert 

L.  Bailey  ,  William  F.  Mann,  jr.  and  Thomas  E.  Campbell.  1973.  4  p.  il.  4°  + 

A  13.79:SO-169 

09721  SO- 170.   Development  of  slash  pine   regeneration   beneath   overstories;   [by]   William  F. 

Mann  ,  jr.,  and  Hans  G.  Enghardt.  1973.  5  p.  il.  4°  + 

A  13.79:SO-170 

09722  SO-171.    Seedling   age   influences   survival    of  containerized   loblolly   pines   [with   list  of 

literature  cited;  by]  B.  P.  Dickerson  .  1974.  4  p.  4°  + 

A  13.79-.SO-1 71 

09723  SO- 175.  Growth  of  longleaf  pine  plantations  after  initial  thinning  [with  list  of  literature 

cited;  by]  Richard  E.  Lohrey  .  1974.  5  p.  il.  4°  + 

A  13.79:SO-175 

09724  SO-176.   Performance  of  pine  and  yellow-poplar  planted  on  low-quality   sites  in  central 

Tennessee  [with  list  of  literature  cited;  by  I  Nelson  S.  Loftus  .  1974.  5  p.  4°  + 

A  13.79:SO-176 

09725  SO-179.    Red  imported  fire  ant,   predator  of  direct-seeded   longleaf  pine;   [by]  Thomas 

E.  Campbell  .  1974.  3  p.  4°  + 

A  13.79:SO-179 

09726  Snoqualmie  Pass,  growing  populace  within  forest  environment,  intensive 

land  classification  study,  Snoqualmie  &  Wenatchee  National  Forests. 
Aug.  1973.  cover  title,  [19]  p.  il.  2  maps  in  pocket,  4°  [Maps  in 
pocket  are  colored.]     # 

A  13.2:Sn  5 

09727  Steamboatin'  on  the  Snake,  Wallowa-Whitman  National  Forest,  Baker, 

Oreg.  [1974.]  [16]  p.  il.  4°  ([Pacific  Northwest  Region.])  [Portions 
of  this  brochure  taken  from  Stern-wheelers  up  Columbia,  by  Randall 
V.  Mills,  Pacific  Books,  Palo  Alto,  Calif.]     # 

A  13.2:Sn  1 

09728  Wildfire  statistics,   1973.  Aug.   1974.  viii     +  72  p.  il.  4°    [Fifty  years 

of  State  and  Federal  cooperation  through  Clarke-McNary  Act  (CM- 
2).  Prepared  by  Division  of  Cooperative  Forest  Fire  Control  State 
and  Private  Forestry  Cooperation.]  + 

A  13.32/2:973 

GENERAL  ACCOUNTING  OFFICE  Washington,  DC  20548 

09729  Federal-State  election  law  survey,  analysis  of  State  legislation,  Federal 

legislation  and  judicial  decisions.  Second  issue.  Mar.1,1975.  [3]  + 
vi     -1-  84  p.  4°    (Office  of  Federal  Elections.)  [Prepared  by  American 
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Law  Division  of  Congressional  Research  Service,  Library  of  Con- 
gress.]    +     •Item  545 

GA  1.2:  El  2/4/975 

Report  to  Congress;  by  Comptroller  General  of  United  States.  +  Paper, 
each,  $1.00  (write:  GAO,  Box  1020,  DC  20013).  Free  to  Members 
of  Congress,  Congressional  committee  staff,  government  officials, 
college  libraries,  faculty  and  students,  non-profit  organizations  (write: 
GAO,  441  G  St.  NW,  DC  20548). 

Identifying  and  eliminating  sources  of  dangerous  drugs,  efforts  being  made  but  not 
enough.  Drug  Enforcement  Administration,  Department  of  Justice.  June  7,  1974. 
cover  title,  [4)     +48     +  [4)  p.  il.  4°     (B-175425.)  [Some  illustrations  are  colorec1.] 

GA  1I3:D  84/10 
MWD-75-51.  Project  Head  Start,  achievements  and  problems.  Office  of  Human  Develop- 
ment, Department  of  Health,  Education,  and  Welffare.  May  20,   1975.  cover  title, 
(4)     +  iv     +36  p.  4° 

GA  1.13:MWD-75-51 
Actions    recommended   to   alleviate   serious   financial    problems   facing    United   Nations, 
Department  of  State  Aug.  2,  1974.  [4]     +  iii     +  37  p.  4°     (B-168767.) 

GA  1.13:Un  3/10 
Cost  of  aerospace  ground  equipment  could  be  reduced,  Department  of  Air  Force.  Sept. 
11,  1974.  cover  tide,  [4]     +  ii     +24  p.  il.  4°     (B-177751.) 

GA  1.13:C  82/17 
Employment  opportunities  in  Federal  Government  for  physically  handicapped.  Civil  Ser- 
vice Commission.  Sept.  16,  1974.  cover  title,  [4]     +  iii     +  31  p.  4°    (B-16403K3).) 

GA  1.13:F  31/33 
Examination  of  financial  statements  of  Federal  Home  Loan  Mortgage  Corporation  for 
year  ended   Dec.   31,    1973.  Oct.    11,    1974.  cover  title,   [3]     +   ii     +    15  p.  4°    (B- 
179312.) 

GA  1.13.F  31/34/973 
Examination  of  financial   statements  of  National  flood   insurance  program,   fiscal  year 
1973,  Federal  Insurance  Administration,  Department  of  Housing  and  Urban  Develop- 
ment. Oct.  11,  1974.  cover  title,  [4]     +  ii     +  31  p,  4°  (B-l  14860.) 

GA  1.13:F  31/26/973 
Examination   of  financial   statements   of  student  loan   insurance   fund   fiscal    year   1973, 
Office  of  Education,  Department  of  Health,  Education,  and  Welfare.  Sept.  17,  1974. 
cover  title,  [4]     +  iv     +33  p.  4°    (B-164031  (1).) 

GA  1.13:St  9/973 
Federal   claims   collection   act  of   1966,   progress   and   problems.   Aug.   22,    1974.   cover 
title,  [3]     +  ii     +  p.  4°    (B-l  17604(3).)  + 

GA  1.13:C  52/2 
FPCD-75-125.  Uniform  treatment  of  prisoners  under  Military  correctional  facilities  act 
currently   not  being  achieved,   Department  of  Defense.   May   30,    1975.   cover  title, 
[4]      +  iv     +54  p.  il.  4° 

GA  1.13:FPCD-75-125 
GGD-75-70.    Federal   guidance   needed   if   halfway   houses   are  to  be   viable   alternative 
to  prison,  Law  Enforcement  Assistance  Administration,  Department  of  Justice.  May 
28,  1975.  cover  title,  [4]     +  iv  +  85  p.  il.  4°  + 

GA  1.13:GGD-75-70 
GGD-75-87.  One  hundred   million  dollars   could  be  saved  annually  in  postal  operations 
in  rural  America  without  affecting  quality  of  service.   United  States  Postal  Service. 
Jpne  4,  1975.  [3]     +  iii      +  20  p.  il.  4° 

GA  1.13:GGD-75-87 
Improved  Government  assistance  can  increase  United  States  share  of  foreign  engineering 
and   construction   projects,    multiagency.    Sept.   9,    1974.   cover  title,    [4]     +    iv     + 
54  p.  il.  4°    (B-172255.) 

GA  1.13:F  76/14 
Improvement  needed  in   documenting  computer  systems.   Oct.   8,    1974.   cover  title.   [4] 
+  *iii     +  46  p.  il.  4°  (B-l  15369.) 

GA  1.13:C  73/40 
Improvements  needed  in  U.S.  contractor  training  of  Republic  of  Vietnam  Armed  Forces, 
Department  of  Defense.  June  11,  1974.  cover  title,  [4]     +  25  p.  4°    (B-l 59451.) 

GA  1.1 3:C  76/42 
Improvements  needed  in  making  benefit-cost  analyses  for  Federal  Water  Resources  pro- 
jects.   Department   of   Agriculture,    Department   of   Army.    Department    of   Interior, 
Tennessee  Valley   Authority.   Sept.   20,    1974.   cover  title,   [1]     +    iv     +    [6]     +68 
p.  4°    (B-167941.)  + 

GA  1.13:W  29/15 
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09746  Improving  administration   of  uniform    plan   of  health   insurance   for   Federal   employees 

who  retired  before  July  1  ,  1960,  Civil  Service  Commission.  June  12,  1974.  cover 
title,  [4]     +  iv     +46  p.  4°     (B- 164562.) 

GA  1.13:H  34/16 

09747  Information    on    management    and    use    of    radio    frequency    spectrum,    little -understood 

resource.  Federal  Communications  Commission,  Office  of  Telecommunications  Pol- 
icy. Sept.  13,  1974.  cover  title,  [4]     +  iii     +47  p.  il.  4°     (B-l  59895.) 

GA  1.13:R  11/17 

09748  LCD-75-108.  Improved  planning  must  before  department-wide  automatic  data  processing 

system  is  acquired  for  Department  of  Agriculture.  June  3,  1975.  cover  title,  [4] 
+  vi     +39  p.  4° 

GA  1.13:LCD-75-108 

09749  Legal  limitations  on  flexible  and  compressed  work   schedules  for  Federal   employees, 

Civil  Service  Commission.  Oct.  21,  1974.  cover  title,  [4]  +  ii  +  19  p.  4°  (B- 
179810.)  + 

GA  1.13:W  89/7 

09750  Legislative   ceiling  on  expenditures   in   Laos   reduced   costs   but  ceiling   was   exceeded. 

June  6,  1974.  [4]     +  iv       +42  p.  4°     (B-133003.) 

GA  1.13-.L28/2 

09751  Low  U.S.  share  of  World  Bank-financed  procurement,  multiagency.  Oct.  17,  1974.  cover 

title,  [4]     +  iv     +65  p.  4°     (B-161470.)  + 

GA  1.1 3:W  89/6 

09752  Missent  mail,  contributing  factor  to  mail  delay  and  increased  costs,  United  States  Postal 

Service.  Oct.  22,  1974.  cover  title,  [2]     +  ii     +  17  p.  il.  4°    (B-l  14874.)  + 

GA  1.13:M  28/12 

09753  MWD-75-61.  Adult  basic  education  program,  progress  in  reducing  illiteracy  and  improve- 

ments needed,  Office  of  Education,  Department  of  Health,  Education  and  Welfare. 
June  4,  1975.  cover  title,  [4]  +  ii     +  36  p.  4° 

GA  1.13:MWD-75-61 

09754  Number  of  items  in  Federal  supply  catalog  can  be  reduced,  General  Services  Administra- 

tion, Department  of  Defense.  Oct.  21,  1974.  cover  title,  [5]  +  iv  +69  p.  4° 
(B-l  46778.)  + 

GA  1.13:Su7/29 

09755  Numerically    controlled    industrial    equipment,    progress    and    problems,    Department    of 

Defense.  Sept.  24,  1974.  cover  title,  [6]     +  iii     +  60  p.  il.  4°    (B-140389.) 

GA  1.13:Eq  5/6 

09756  Numerous  improvements  still  needed  in  managing  U.S.  participation  in  international  or- 

ganizations, Department  of  State  and  other  agencies.  July  18,  1974.  cover  title, 
[5]     +  iii     +  50  p.  4°    (B-168767.) 

GA  1.13:Or3/2 

09757  Pacific   Northwest  hydro-thermal  power  program,  regional  approach  to  meeting  electric 

power  requirements,  Department  of  Interior,  Department  of  Army.  June  5,  1974. 
cover  title,  [4]     +  iv     +38  p.  il.  4°     (B-l  14858.) 

GA  1.13-.N81 

09758  Problems  in  providing  education  overseas  for  dependents  of  U.S.  personnel,  Department 

of  Defense.  Sept.  25,  1974.  cover  title,  [5]  +  iv  +71  p.  4°  (B-131587.)  +  Paper, 
$1.00. 

GA  1.13:Ed  8/11 

09759  Progress  in  determining  approaches  which  work  in  criminal  justice  system,  Law  Enforce- 

ment Assistance  Administration,  Department  of  Justice.  Oct.  21,  1974.  cover  title, 
[4]      +  v     +  42  p.  il.  4°     (B-171019.) 

GA  1.13:C86/8 

09760  PSAD-75-83.   Status  of  selected  major  weapon  systems.   Department  of  Defense.   May 

30,  1975.  cover  title,  [3]     +  26  p.  4° 

GA  1.13:PSAD-75-83 

09761  RED-75-356.    Efforts    to   develop   2   nuclear  concepts   that   could   greatly   improve   this 

country's  future  energy  situation,  Energy  Research  and  Development  Administration. 
May  22,  1975.  cover  title,  [4]     +  vi     +38  p.  4° 

GA  1.13:RED-75-356 

09762  RED-75-358.   Cost  and   schedule  estimates    for  Nation's   first  liquid   metal   fast  breeder 

reactor  demonstration  power  plant,  Energy  Research  and  Development  Administra- 
tion. May  22,  1975.  cover  title,  [4]     +  v     +  48  p.  il.  4° 

GA  l.f3:RED-75-358 

09763  Salmonella  in  raw  meat  and  poultry,  assessment  of  problem.  Food  and  Drug  Administra- 

tion, Department  of  Health,  Education,  and  Welfare,  Animal  and  Plant  Health  In- 
spection Service,  Department  of  Agriculture.  July  22  ,  1974.  cover  title,  (4]  + 
v      +  52  p.  4°     (B-l 6403 1(2).) 

GA  1.13:Sa  3/3 

09764  Substantial  understatement  of  obligations  for  separation  allowances  for  foreign  national 

employees,  Department  of  Defense.  Oct.  21,  1974.  cover  title,  [4]  +  iii  +14 
p.  4°     (B-179343.) 

GA  1.13:Se6/2 
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United  States  economic  assistance  to  Turkey.  Sept.  16,  1974  cover  title,  |4]      +  iii 
+  65  p.  il.  4°(B-125085.) 

GA  1.1 3:T  84/5 
Benefits    and    drawbacks    of    U.S.    participation    in    military    cooperative    research    and 
development  programs  with  allied  countries.  Department  of  Defense.  June  4,   1974. 
cover  title,  [4]      +  42  p.  il.  4°     (B-167034.) 

GA  1.13:M  59/41 
Better   planning  and   management   needed   by   Veterans   Administration   to   improve   use 
of  specialized  medical  services.  June  19,  1974.  cover  title,  [5]     +  38  p.  il.  4° 
(B-l  33044.)  + 

GA  1I3:V  64/24 
FOD-75-17.  Examination  of  financial  statements  of  Government  National  Mortagagc  As- 
sociation  for   fiscal    year    1974,    Department   of   Housing   and    Urban    Development. 
May  23,  1975.  cover  title,  [4)     +  ii  +  18  p.  il.  4° 

GA  U3:FOD-75-l7 
FPCD-75-88.    Military    commissary    store,    its   justification    and   role   in   today's   military 
environment    ,   Department   of   Defense.    May   21,    1975.   cover   title,    [4]     +    iii     4 
19  p.  4° 

GA  1.1 3:  FPCD-75-88 
Fundamental   changes   needed   to  achieve   uniform  Government   wide  overseas   benefits 
and  allowances  system  for  U.S.  employees,  multiagency.  Sept.  9,   1974.  cover  title, 
[5]     +  iv     +95  p.  il.  4°    (B-180403). 

GA  1.13:Ov  2/6 

GGD-75-68.  U.S.  Fishing  industry  can  be  strengthened  by  developing  underutilized  fish 

resources.   National   Marine   Fisheries   Service,   National  Oceanic   and    Atmospheric 

Administration,    Department   of   Commerce.    May    30,    1975.   cover   title,    [4]     +    iv 

+  46  p.  il.  4° 

GA  1I3:GGD-75-68 
Increasing  world   food   supplies,   crisis   and   challenge.   Department  of  State   and   other 
agencies.  Sept.  6,  1974.  cover  title,  [4]      +  iii     +72     +  [1]  p.  il.  4°     (B-159652.) 

GA  1.I3:F  73/13 
Management  of  aircraft  modification  programs  in  Army,  Navy,  and  Air  Force,  Depart- 
ment of  Defense.  Oct.  1,  1974.  cover  title,  [6]     +  iv     +  64  p.  4°    (B-157373.) 

GA  1.13:Ai  7/105 
Need   for   more   effective    management   of   community    mental   health   centers   program. 
National  Institute  of  Mental  Health,  Department  of  Health,  Education,  and  Welfare. 
Aug.  27,  1974.  cover  title,  [5]     +v     +  89  p.  4°  (B-l 6403 1(5).)  + 

GA  1.13:M  52/2 
Need  for  national  weather  modification  research  program,   multiagency.  Aug.  23,   1974. 
cover  tide,  [4]     +  iii       +  64  p.  4°     (B-l 33202.)  + 

GA  1.13:W  37/19 
Need  to  consolidate  responsibility  for  automatic  digital  network  (AUTODIN)  terminals, 
Department  of  Defense.  July  17,  1974.  cover  title,  [4]     +  iv     +  53  p.  4°     (B-169857.) 

GA  1.13:Au  8/40 
Project   REFLEX   (resource   flexibility),   demonstration  of   management  through   use  of 
fiscal  controls   without  personnel   ceilings.   Department  of  Defense.   June  21,    1974 
[4]     +79  p.  4°    (B-l 65959.) 

GA  1.13:M  31/19 
Reduction  of  communications  costs  through  centralized  management  of  multiplex  systems. 
Office  of  Telecommunications  Policy,  Department  of  Defense,  General  Services  Ad- 
ministration. Jan.  18,  1973.  cover  title,  ]4]     +  55  p.  il.  4° 

GA  1.1 3:C  73/39 
Review  of  selected  communicable  disease  control  efforts.  Center  for  Disease  Control, 
Department  of  Health,  Education,  and  Welfare.  June  10,  1974.  cover  title,  [4] 
+  50  p.  il.  4°     (B-16403K2).) 

GA  1.13:D  63/25 
Improvements   needed   in   examining  and   selecting  applicants  for  Federal   employment. 
Civil  Service  Commission.  July   22,    1974.  cover  title,   [6]     +   iii     +   27  p.  4°    (B- 
179810.) 

GA  1.13:Ap  5 
Plans   and   proposals   for   avoiding   unnecessary   duplication    in   developing   new   military 
equipment.  Department  of  Defense.  June  10,  1974.  3  p.  4°     (B-133313.)  [Digest.] 

GA  I.13:M  59/43/digest 
General   Accounting  Office  assistance  to  Congress  in  improving  access  and   usefulness 
to  Congress  of  fiscal,  budgetary,  and   program-related   information.   Sept.  20,   1974. 
cover  tide,  [3]      +  14  p.  4°     (B-l  15398.) 

GA  1.13:B  85/4 
Why   performance   of  automatic   voice   network  (Autovon)   service   needs   improvement. 
Department   of   Defense.    Sept.    11,    1974.   cover   title,    [5]     +    iv     +45    p.   4°     (B- 
169857.) 

GA  1.13:Au  8/41 
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09784  Report  to  Subcommittee  on  Research  and  Development,  Senate  Com- 

mittee on  Armed  Services  and  Priorities  and  Economy  in  Govern- 
ment, Joint  Economic  Committee:  Contractors'  independent  research 
and  development  program,  issues  and  alternatives,  Department  of 
Defense.  June  5,  1975.  cover  title,  [5]  +  iv  +  99  p.  4°  (PSAD- 
75-82.)      +  Paper,  $1.00. 

GA  1.13:PSAD-75-82 

GENERAL  SERVICES  ADMINISTRATION  Washington,  DC  20405 

09785  Minorities  in  America,  annotated  bibliography  of  materials  in  GSA  libra- 

ry. Jan.  1971.  cover  title,  [3]  +  32  p.  4°  [Prepared  by  GSA  Library, 
Office  of  Administration.]  + 

GS  1.17:M66 

GEOLOGICAL  SURVEY,  Interior  Dept.  12201  Sunrise  Valley  Drive 
Reston,  VA  22092 

09786  Chemical  and  biological  conditions  in  Bald  Eagle  Creek  and  prognosis 

of  trophic  characteristics  of  Foster  Joseph  Sayers  Reservoir,  Centre 
County,  Pa.]  [with  list  of  selected  references];  by  Herbert  N.  Flippo 
,  jr.  Dec.  1970.  [4]  +  48  leaves  il.  4°  (Water  Resources  Division, 
Harrisburg,  Pa.)  [Open-file  report.  Prepared  in  cooperation  with  U. 
S.  Army  Corps  of  Engineers,  Baltimore  District.]      # 

I  19.2:B  19/2 

Circular. 

09787  717-A.    Seismic   engineering   program    report,   Jam.-Mar.    1975.    1975.    v     +    17   p.   il.   4° 

[Prepared  on  behalf  of  National  Science  Foundation.]     +      •Item  620-A 

I  19.4/2:717-A 

09788  718.  Alaskan  mineral  resource  assessment  program,  background  information  to  accompany 

folio  of  geologic  and  mineral  resource  maps  of  Nabesna  quadrangle,  Alaska  [with 
bibliography];  by  Donald  H.  Richter  ,  Nairn  R.D.  Albert,  David  F.  Barnes,  Andrew 
Griscom,  Sherman  P.  Marsh,  and  Donald  A.  Singer.  [1975.]  iii  +  11  p.  il.      + 
•Item  620-A 

I  19.4/2:718 

09789  Concentration  of  minor  elements  in  California  streams,   1960-69  [with 

list  of  selected  references];  by  William  D.  Silvey  .  Menlo  Park,  Calif., 
1971.  ii  +  37  p.  il.  4°  (Water  Resources  Division.)  [Open-file  report. 
Prepared  in  cooperation  with  California  Department  of  Water 
Resources.]     # 

I  19.2:C  12/24 

09790  Continuing  program  for  estimating  ground-water  pumpage  in  California, 

methods  [with  list  of  selected  references];  by  William  Ogilbee  and 
Hugh  T.  Mitten.  Menlo  Park,  Calif.,  May  19,  1970.  ii  +  22  p.  il. 
4°  (Water  Resources  Division.)  [Open-file  report.  Prepared  in  coopera- 
tion with  California  Department  of  Water  Resources.]     # 

I  19.2:C  12/26 

09791  Determination  of  channel  capacity  of  Feather  River  between  Oroville 

and  Honcot  Creek,  Butte  County,  Calif,  [with  list  of  selected 
references];  by  J.  C.  Blodgett  .  Menlo  Park,  Calif.,  May  9,  1972. 
vi  +  55  p.  il.  4°  (Water  Resources  Division.)  [Open-file  report. 
Prepared  in  cooperation  with  Reclamation  Board,  State  of  California.] 
# 

I  19.2:F31/3 

09792  Determination  of  channel  capacity  of  Mokelumne  River,  downstream 

from  Camanche  Dam,  San  Joaquin  and  Sacramento  Counties,  Calif., 
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by  R.  G.  Simpson  .  Menlo  Park  Calif.,  Aug.  9,  1972.  iv  +  64  p. 
il.  4°  (Water  Resources  Division.)  [Open-file  report.  Prepared  in 
cooperation  with  Reclamation  Board,  State  of  California.)     # 

I  19.2:M  72/6 

09793  Flood   of  August   2,1972   in   Little    Maquoketa    River  basin,    Dubuque 

County,  Iowa  [with  list  of  selected  references];  by  Albert  J.  Heinitz 
.  Iowa  City,  Iowa,  Sept.  1973.  iv  +  28  p.  il.  4°  [Open  file  report. 
Prepared  in  cooperation  with  Iowa  State  Highway  Commission  |   • 

I  19.2:L  72/2 

09794  Generalized  subsurface  geology  of  water-bearing  deposits,  northern  San 

Joaquin  Valley,  Calif,  [with  list  of  selected  references;  by  William 
R.   Hotchkiss   .   Menlo  Park,  Calif.   May   12,    1972.   iv     +    18  p.   il. 
4°    (Water  Resources  Division.)  [Open-file  report  6438-03.  Prepared 
in  cooperation  with  California  Department  of  Water  Resources.] 
# 

I  19.2:Sa  5  j/4 

09795  Geohydrology  and  artificial-recharge  potential  of  Irvine  area,  Orange 

County,  Calif,  [with  list  of  selected  references];  by  John  A.  Singer. 
Menlo  Park,  Calif.,  Jan.  8,  1973.  iv  +  41  p.  il.  4°  (Water  Resources 
Division.)  [Open-file  report.  Prepared  in  cooperation  with  Orange 
County  Water  District  and  Irvine  Ranch  Water  District.]     # 

I  19.2:Ir  8 

097%  Geology  and  ground  water  of  Pajaro  Valley  area,  Santa  Cruz  and  Mon- 
terey Counties,  Calif,  [with  list  of  selected  references]  by  K.  S. 
Muir  .  Menlo  Park,  Calif.,  June  27,  1972.  iv  +  33  p.  il.  3  pi.  in 
envelope,  4°  (Water  Resources  Division.)  [Open-file  report.  Prepared 
in  cooperation  with  Santa  Cruz  County  Flood  Control  and  Water 
Conservation  District.]     # 

I  19.2:P  16 

09797  Geology,  hydrology  and  water  quality  of  Tracy-Dos  Palos  area,  San 

Joaquin  Valley,  Calif.  ;by  John  A.  Singer  .  Menlo  Park,  Calif.  Aug. 
6,  1971.  viii  +  107  p.  il.  3  pi.  in  pocket,  4°  (Water  Resources 
Division.)  [Open-file  report  6433-02.  Prepared  in  cooperation  with 
California  Department  of  Water  Resources.]     # 

I  19.2:Sa  5  j/2 

09798  Ground-water  levels   and   well   records   for  current  observation   wells 

in  Idaho,  1922-73,  pt.  A-C  [with  list  of  selected  references];  by  Harold 
G.  Sisco  .  Boise,  Idaho,  sept.  1974.  3v,  [1246]  p.  il.  7  maps  in 
pockets,  4°  [Basic-data  release.  Prepared  in  cooperation  with  Idaho 
Department  of  Water  Resources.]     # 

I  19.2:Id  1/5/pt.A-C 

09799  Groundwater  levels  in  Nebraska,  1973;  [with  list  of  selected  references] 

by  M.  J.  Ellis  .  May  1974.  [4]  +  106  p.  il.  4°  (Nebraska  water 
supply  paper  no.  36.)  [Prepared  in  cooperation  with  University  of 
Nebraska,  Conservation  and  Survey  Division.]  +  (Price  upon  appli- 
cation) Conservation  and  Survey  Division,  University  of  Nebraska, 
Lincoln,  NE  68508 

I  19.2: N  27/973 

Professional  paper. 

09800  352-J.    Chemical    weathering,    soil    development,    and   geochemical    fractionation    in    part 

of  White  Mountains  .  Mono  and  Inyo  Counties.  Calif,  (with  list  of  references  cited]; 
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by   Denis  E.   Marchand  .   1974.   v    +    379-424  p.  il.  4°     [Erosion  and  sedimentation 
in  semiarid  environment.]     *  Paper,  $1 .35  (S/N  2401  -02484).      •Item  624 

I  19.16:352-J 

09801  383.  Hydrology  of  volcanic-rock  terranes   [title  page  and  table  of  contents].  [1974.]  [3] 

p.   4°    [This   volume   was   published   as   separate   chapters   AC.   Contents  as  listed 
are  for  v.  627.]     +     •Item  324 

I  19.16:383/t.p.and  cont. 

09802  627.  Hydrology  and  some  effects  of  urbanization  on  Long  Island,  N.Y.  [title  page  and 

table  of  contents].  [1974.]  [3]  p.  4°     [This  volume  was  published  as  separate  chapters 
A-F.  Contents  as  listed  are  for  v. 383.]       +     •Item  624 

I  19.16:627/t.p.and  cont. 

09803  655-H.  Quantitative  and  historical  evidence  of  vegetation  changes  along  upper  Gila  River, 

Ariz,   [with  list  of  references  cited];   by   Raymond   M.   Turner  .   1974.    vi     +    20  p. 
il.  1  pi.  in  pocket,  4°     [Gila  River  phreatophyte  project.  Four  vegetation  maps  ofupper 
Gila  River  valley  show  changes  in  channel  width  and  vegetation  for  past  50  years. 
Plate  is  colored.]     *  Paper,  $2.00  (S/N  2401-02491).     •Item  624 
L.C.  card  73-600263  I  19.16:655-h 

09804  723.   Geology   and  ore   deposits  of   Rico   district,   Colo,   [with   list  of   references   cited]; 

by   Edwin  T.  McKnights   .   1974.  iv     +    100  p.  il.  3  pi.  in  pocket.  4°     [Discussion 
of  geology  and  potential  of  famous  old  silver  camp,   which  under  modern  mineral 
technology,  became  lead,  zinc,  and  pyrite  camp.]     *  Paper,  $3.35  (S/N  2401-02467). 
•Item  624 
L.C.  card  73-600087  I  19.16:723 

09805  811.   Geology   of   salars    in   northern   Chile   [with   list   of   references   cited];    by   George 

E.  Stoertz  and  George  E.  Ericksen.  1974.  iv  +  65  p.  il.  4°  [Prepared  in  cooperation 
with  Instituto  de  Investigaciones  Geologicas  de  Chile.  Description  of  distribution, 
geology,  and  environmental  setting  of  salt-encrusted  playas  and  their  closed  drainage 
basins  in  Atacama,  Antofagasts  and  Tarapaca  Provinces.]  *  Paper,  $1.65  (S/N  2401- 
02455).  •Item  624 
L.C.  card  73-600291  I  19.16:811 

09806  815.    Engineering   geologic,   geophysical,    hydrologic,   and    rock-mechanics   investigations 

of    Straight   Creek    tunnel   site   and   pilot   hore,    Colorado   [with   bibliographies];    by 
Charles  S.  Robinson  [and  others].   1974.  viii     +134     +   [9]  p.  il.  4  pi.  in  pocket, 
4°     [1  plate  is  colored.]     *  Paper,  $5.55  (S/N  2401-02477).     •Item  624 
L.C.  card  73-600330  I  19.16:815 

09807  832.  Geology  of  Skagway   B-3  and   B-4  quadrangles,   southeastern  Alaska    [with  list  of 

references  cited];  by  E.  M.  MacKevett  ,  jr.,  E.  C.  Robertson  and  G.  R.  Winkler. 
1974.   iii     +    33   p.   il.    1    pi.   in   pocket  4°   [Plate   is   colored.]     *  Paper,    $2.05   (S/N 
2401  -02472).     •Item  624 
L.C.  card  74-600017  I  19.16:832 

09808  839.  Palynological  studies  of  coals  of  Princess  reserve  district  in  northeastern  Kentucky 

[with   list   of   references   cited];   by   Robert   M.    Kosanke   .    1973.   iii     +    22     +    [2] 
p.  il.  1  pi.  4°     [Work  done  in  cooperation  with  Kentucky  Geological  Survey.  Discus- 
sion of  spore  and  pollen  assemblages,  range  zones,  and  coal  correlations.]     *  Paper, 
$1 .00  (S/N  2401  -02460).     •Item  624 
L.C.  card  73-600287  I  19.16:839 

09809  877.   Black  Hills-Rapid   City  flood  of  June  9-10,    1972,  description  of  storm   and  flood 

[with  list  of  selected  references];  by   Francis  K.   Schwarz   ,  Lawrence   A.  Hughes, 
E.    Marshall   Hanson,   M.S.    Petersen,    and   Donovan   B.    Kelly.    1975.    vi     +    47  p. 
il.  4°     [Prepared  with  National  Oceanic  and  Atmospheric  Administration.]       *  Paper, 
$1.55.     •Item  624 
L.C.  card  74-32079  I  19.16:877 

09810  Selected  physical  and  chemical  characteristics  of  20  California  lakes 

[with  list  of  references  cited];  by  Rick  T.  Iwatsubo  ,  Linda  J.  Britton 
and  Robert  C.  Averett.  Menlo  Park,  Calif.,  May  16,  1972.  iv  + 
59  p.  il.  4°  (Water  Resources  Division.)  [Open-file  report.  Prepared 
in  cooperation  with  California  Department  of  Water  Resources.]  + 

I  19.2:C  12/25 

09811  Summary  of  ground-water  hydrological  data  in  Michigan  in  1972  [with 

list  of  selected  references].;  by  G.  C.  Huffman  .  1974.  vii  +  90 
p.  il.  4°  [Prepared  in  cooperation  with  State  of  Michigan,  Department 
of  Natural  Resources,  Geological  Survey  Division.]  + 

I  19.2:M  58/11/972 

09812  Water  resources  data  for  Alaska, 1973:  pt.l,  Surface  water  records  pt.2, 

Water  quality  records  [with  list  of  selected  references].  [1974.]  [1] 
+  x     +  299  p.  il.  4°    [Prepared  in  cooperation  with  State  of  Alaska 
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and  with  other  agencies.]  +  District  Chief,  Water  Resources  Divi- 
sion, 218  K  St.,  Anchorage,  AK  99501 

I  19.53/2:A1  l/973/pt.l,2 

own  Water  resources  data  for  Florida,  1973:  p.  1,  Surface  water  records, 
v.l,  Streams,  northern  and  central  Florida  [with  list  of  selected 
references).  [1974.]  [1]  +  xii  +  326  p.  il  4°  [Prepared  in  coopera- 
tion with  State  of  Florida  and  with  other  agencies.]  +  District  Chief. 
Water  Resources  Division,  U.S.  Geological  Survey  ,  325  Hohn  Knox., 
Tallahassee,  FL.  32303 

I  19.53/2:F66/973/pt.l/v.l 

09814  Water  resources  data  for  Geogia,  1974  [with  list  of  references.]  [1975] 

viii  +  327  p.  il.  4°  [Prepared  in  cooperation  with  State  of  Georgia 
and  with  other  agencies.]  +  District  Chief,  Water  Resources  Divi- 
sion, 6481  Peachtree  Industrial  Boulevard,  Suite  B,  Doraville,  GA 
30340 

I  1 9.53/2  :G  29/974 

09815  Water  resources  data  for  Indiana,  1973  [with  list  of  selected  references]. 

[1974.]  x  +  335  p.  il.  4°  [Prepared  in  cooperation  with  State  of 
Indiana  and  with  other  agencies.]  +  District  Chief,  Water  Resources 
Division,  1819  North  Meridian  St.  Indianapolis,  IN  46202 

I  19.53/2:In  2/973 

09816  Water  resources  data  for  Louisiana,  1974:  pt.l,  Surface  water  records, 

pt.2,  Water  quality  records  [with  list  of  selected  references].  [1974.] 
ix  +  473  p.  il.  4°  [Prepared  in  cooperation  with  Louisiana  Depart- 
ment of  Public  Works  and  with  other  State  and  Federal  agencies.] 
+  District  Chief,  Water  Resources  Division,  6554  Florida  Boulevard,, 
P.O.  Box  66492,  Baton  Rouge,  LA  70806 

I  19.53/2:L93/974/pt.l,2 

09817  Water    resources    data    for    Massachusetts,    New    Hampshire,    Rhode 

Island,  Vermont  1973:  pt.  1,  Surface  water  records,  pt.2.  Water  quali- 
ty records  [with  list  of  selected  references].  [1975.]  xi  +  433  p. 
il.  1  pi.  4°  [Prepared  in  cooperation  with  States  of  Massachusetts, 
New  Hampshire,  Rhode  Island,  and  Vermont,  and  with  other  agen- 
cies.] +  District  Chief,  Water  Resources  Division,  150  Causeway 
St.  Boston,  MA  021 14 

I  19.53/2:M  38/973/pt.l,  2 

09818  Water  resources  data  for  Michigan,  1973:  pt.l,  Surface  water  records 

[with    list   of   selected   references].    [1974.]    viii     +    249   p.    il.   4° 
[Prepared  in  cooperation  with  State  of  Michigan  and  with  other  agen- 
cies.] +  District  Chief,  Water  Resources  Division,  2400  Science  Park- 
way, Okemos,  MI  48864 

I  19.53/2:M  58/973/pt.l 

09819  Water  resources  data  for  Minnesota  1973:  pt.l,  Surgace  water  records, 

pt.2,  Water  quality  records  [with  list  of  selected  references];  [1975.] 
x  +  363  p.  il.  4°  [Prepared  in  cooperation  with  Minnesota  Depart- 
ment of  Natural  Resources,  Division  of  Waters,  Soils  and  Minerals; 
Minnesota  Department  of  Highways;  and  with  other  State,  municipal, 
and  Federal  agencies.]  +  District  Chief,  Water  Resources  Division 
1033  Post  Office  Building  ,  St.  Paul,  MN  55101 

I  19.53/2:M66/973/pt.l,2 

09820  Water  resources  data  for  Montana,   1973:  pt.l.  Surface  water  records 

[with  list  of  selected  references].  [1974.]  viii     +   278  p.  il.  2  maps 
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4°  [Prepared  in  cooperation  with  State  of  Montana,  and  with  other 
agencies.]  +  District  Chief,  Water  Resources  Division,  421  Federal 
Building  P.O.  Box  1696,  Helena,  MT  59601 

I  19.53/2:M  76/973/pt.l 

09821  Water  resources  data  for  Montana,   1973:  pt.2,  Water  quality  records 

[1975.]  v  +  242  p.  il.  4°  pi.  4°  [Prepared  in  cooperation  with  State 
of  7ontana  and  with  other  agencies.]  +  District  Chief,  Water 
Resources  Division,  421  Federal  Building,  P.O.  Box  1696,  Helena, 
MT  59601. 

I  19.53/2-.M  76/973/pt.2 

09822  Water  resources  data  for  Nebraska,  1972:  pt.2,  Water  quality  records 

[with  list  of  selected  references].  [1974.]  vi  +  166  p.  il.  4°  [Prepared 
in  cooperation  with  Conservation  and  Survey  Division  of  University 
of  Nebraska,  Nebraska  Department  of  Water  Resources,  and  with 
other  State  and  Federal  agencies.]  +  District  Chief,  Water 
Resources  Division,  Room  127,  Nebraska  Hall,  901  North  17th  Street, 
Lincoln,  NE  68508 

I  19.53/2:N  27/972/pt.2 

09823  Water  resources  data  for  Nevada,  1973:  pt.l,  Surface  Water  records, 

pt.  2,  Water  quality  records  [with  list  of  selected  references].  [1974.] 
[1]  +  x  +  258  p.  il.  4°  [Prepared  in  cooperation  with  State  of 
Nevada  and  with  other  agencies.]  +  District  Chief,  Water  Resources 
Division,  Geological  Survey,  Room  229,  Federal  Building,  705  N. 
Plaza  St.,  Carson  City,  NV.  89701. 

I  19.53/2:N41/973/pt.  1,2 

09824  Water  resources  data  for  New  Mexico,  1971:  pt.2,  Water  quality  records 

[wiht  list  of  selected  references].  [1974.]  vi  +  285  p.  il.  4°  [Prepared 
in  cooperation  with  State  of  New  Mexico  and  with  other  agencies.] 
+  District  Chief,  Water  Resources  Division,  P.O.  Box  4369,  Al- 
buquerque, NM  87106 

I  19.53/2:N  42  m/971/pt.2 

09825  Water  resources  data  for  New  York,  1973:  pt.l,  Surface  water  records 

[with  list  of  selected  references].  [1974.]  x  +  316  p.  il.  4°  [Prepared 
in  cooperation  with  State  of  New  York  and  with  other  agencies.] 
+  District  Chief,  Water  Resources  Division,  U.S.  Post  Office  and 
Court  House,  P.O.  Box  1350,  Albany,  NY  12201 

I  19.53/2:N  42  y/973/pt.l 

09826  Water  resources  data  for  Ohio,   1973:pt.2  Water  quality  records  [with 

list  of  selected  references].  [1974.]  vi  +  476  p.  il.  map,  4°  [Prepared 
in  cooperation  with  State  of  Ohio  and  with  other  agencies.]  +  Dis- 
trict Chief,  Water  Resources  Division,  975  West  Third  Avenue, 
Columbus,  OH  43212. 

I  19.53/2:Oh  3/973/pt.2 

09827  Water  resources  data  for  Puerto  Rico,  1972:  pt.l,  Surface  water  records; 

[with  list  of  selected  references].  [1972.]  vi  +  70  p.  il.  4°  [Prepared 
in  cooperation  with  Commonwealth  of  Puerto  Rico  and  with  other 
agencies.]  +  District  Chief,  Water  Resources  Division,  Building 
652,  Fort  Buchanan,  PR  00934 

I  19.53/2:P96/972/pt.l 

09828  Water   resources   data   for   South    Dakota,    1973:    pt.2,    Water  quality 

records  [with  list  of  selected  references].  [1974.]  vi  +  150  p.  il. 
4°    [Prepared  in  cooperation  with  State  of  South  Dakota  and  with 
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other  agencies.]  +  District  Chief,  Water  Resources  Division,  Geologi- 
cal Survey,  Federal  Building,  P.O.  1412,  Huron,  SD  57350. 

I  19.53/2:So  8  d/973/pt.  2 

09829  Water  resources  data  for  Tennessee,  1973:  pt.l,  Surface  water  records, 

pt.2,  Water  quality  records  [with  list  of  selected  references].  [1974.] 
ix  +  222  p.,  il.  2  maps,  4°  [Prepared  in  cooperation  with  Tennessee 
Department  of  Conservation,  Division  of  Water  Resources;  Tennessee 
Valley  Authority;  and  with  other  State,  municipal,  and  Federal  agen- 
cies.] +  District  Chief,  Water  Resources  Division,  Geological  Sur- 
vey, 144  Federal  Office  Building,  Nashville,  TN  38203. 

I  19.53/2:T  25/973/pt.  1,2 

09830  Water  resources  data  for  Washington,  1973:  pt.l,  Surface  water  records 

[with    list   of   selected   references].    [1974.]    xiii     +    430   p.    il.    4° 
[Prepared  in  cooperation  with  State  of  Washington  and  with  other 
agencies.]    +   District  Chief,   Water  Resources  Division,   Geological 
Survey,  1305  Tacoma  Ave.  South,  Tacoma,  WA  98402 

I  19.53/2:W  27/973/pt.  1 

09831  Water  resources  data  for  Wisconsin,  1972:  pt.l,  Surface  water  records, 

pt.2,  Water  quality  records  [with  list  of  selected  references].  [1974.] 
viii  +  262  p.il.  4°  [Prepared  in  cooperation  with  State  of  Wisconsin 
and  with  other  agencies.]  +  District  Chief,  Water  Resources  Divi- 
sion, Geological  Survey,  1815  University  Ave.,  Madison  ,  Wl  53706 

I  1 9.53/2: W  75/972/pt.  1,2 

09832  Water  resources  data  for  Wisconsin,  1973:  pt.l,  Surface  water  records, 

pt.2,  Water  quality  records  [with  list  of  selected  references].  [1974.] 
viii  +  262  p.  il.  4°  [Prepared  in  cooperation  with  State  of  Wisconsin 
and  with  other  agencies.  Errata  sheet,  2  p.,  issued  also.]  +  District 
Chief,  Water  Resources  Division,  1815  University  Ave.,  Madison, 
Wl  53706 

I  1 9.53/2: W  75/973/pt.  1,2 

09833  Water  resources  for  Alaska,   1972:   pt.l,  Surface  water  records,  pt.2, 

Water  quality  records  [with  list  of  selected  references].  [1973.]  [1] 
+  viii  +  387  p.  1  pi.  4°  [Prepared  in  cooperation  with  State  of 
Alaska  and  with  other  agencies.]  +  District  Chief,  Water  Resources 
Division,  Geological  Survey,  218  'E'  St.,  Anchorage,  AL  99501 

I  1 9.53/2: Al  l/972/pt.l,2 

Water  resources  investigations. 

09834  11-74.   Effect  of  heated   water  on   temperature  and  evaporation  of  Hyco    Lake,   N.C., 

1966-72  [with  list  of  references];  by  W.  L.  Yonts  and  G.  L.  Giese  .  May  1974. 
v  +  38  p.  il.  4°  [Prepared  in  cooperation  with  North  Carolina  Department  of 
National  and  Economic  Resources  and  Carolina  Power  and  Light  Co.  Abstract  on 
p-2  of  cover.]     # 

I  19.42/4:11-74 

09835  13-74.   Flood   profiles   and   inundated   areas  along  White   River,   Chelan   County,   Wash.; 

by  John  Savini  ,  C.  F.  Schneider,  and  D.  E.  LaFrance.  1974.  iv  +11  leaves 
il.  4°  [Prepared  by  Water  Resources  Division,  Washington  District,  in  cooperation 
with  State  of  Washington  Department  of  Ecology]     # 

I  19.42/4:13-74 

09836  30-74.   Predictive  modeling  of  effects  of   planned   Kindred    lake  on  ground-water  levels 

and  discharge,  southeastern  North  Dakota  [with  list  of  selected  references];  by 
Joe  S.  Downey  and  Q.F.Paulson.  Oct.  1974.  v  +  22p.  il.  7  pi.  in  pocket  4°  [Prepared 
in  cooperation  with  Army  Corps  of  Engineers,  North  Dakota  State  Water  Commis- 
sion, and  Forest  Service]   +Dakota  State  Water  Commission,  and  Forest  Service] 

I  19.42/4:30-74 

09837  38-74.  Characteristics  of  streamflow  and  ground-water  conditions  in  Boise  River  Valley, 

Idaho   [with   list   of   selected   references];   by   C.   A.   Thoman   and   N.P.    Dion.    Dec. 
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1974.  v  +  56  p.  it.  3  pi.  .In  pocket,  4°  [Prepared  in  cooperation  with  Idaho  Depart- 
ment of  Water  Resources  and  Corps  of  Engineers,  U.S.  Army,  Walla  Walla  District] 
+  (Price  upon  application). 

I  19.42/4:38-74 

09838  49-74.    Hydraulic    characteristics   and    water-supply    potential   of   aquifers    in    vicinity   of 

wastewater  treatment  plant,  South  Bend,  Ind.  [with  list  of  selected  references]; 
by  James  R.  Marie  .  Ecb.1975.  iv  +  26  p.  il.  4°  [Prepared  in  cooperation  with 
Indiana  Department  of  Natural  Resources  Division  of  Water,  and  city  of  South 
Bend,  Ind.  Bibliographic  data  sheet  on  p.  2  of  cover.]     +      •Item  624-B 

I  19.42/4:49-74 

09839  Water  resources  of  Colville  Indian  Reservation,  Washington  [with  list 

of  references  cited];  by  R.  E.  Harkness  ,  D.  A.  Myers,  and  G. 
C.  Bortleson.  Tacoma,  Wash.,  1974.  v  +  149  p.  il.  4°  ([Water 
Resources  Division.])  [Open  file  report.  Prepared  in  cooperation  with 
Confederated  Tribes  of  Colville  Reservation.]     # 

I  19.2:C  72/7 

Water  supply  paper. 

09840  1969.  Water-supply  development  and  management  alternatives  for  Clinton,   Eaton,  and 

Ingham  Counties,  Mich,  [with  list  of  selected  references];  by  K.  E.  Vanlier  ,  W. 
W.    Wood   and   J.    O.    Brunett.    1973.    vii+111    p.    il.    3    pi.    in   pocket   [Prepared    in 
cooperation  with  Tri-County   Regional  Planning  Commission  and  Michigan  Depart- 
ment of  Natural  Resources.]     *  Paper,  $3.20  (S/N  2401-02422).     •Item  625 
L.C.  card  72-600363  I  19.13:1969 

09841  2033.  Availability  of  ground  water  in  lower  Pawcatuck  River  basin,  Rhode  Island  [with 

list  of  references];  by  Joseph  B.  Gonthier  ,  H.  E.  Johnston,  and  G.  T.  Malmberg. 
1974.  iv     +   40  p.  il.  5  pi.  in  pocket  [Prepared  in  cooperation  with  Rhode  Island 
Water  Resources  Board.]     *  Paper,  $3.80  (S/N  2401-02468).     •Item  625 
L.C.  card  73-600348  I  19.13:2033 

09842  2036.  Digital-simulation  and  projection  of  water-level  declines  in  basalt  aquifers  of  Odes- 

sa-Lind  area,  east-central  Washington  [with  list  of  references  cited];  by  J.  E.  Luzier 
and  J.A.  Skrivan.  1975.  iv  +  48  p.  il.  [Prepared  in  cooperation  with  State  of  Washing- 
ton Department  of  Ecology.]     *  Paper,75c  (S/N  024-001-02662-7).     •Item  625 
L.C.  card  75-600038  I  19.13:2036 

HEALTH,  EDUCATION,  AND  WELFARE  DEPARTMENT 
Washington,  DC  20201 

09843  Conference  in  matter  of  pollution  of  interstate  waters  of  Menominee 

River  and  its  tributaries,  Menominee,  Mich.,  Nov.  7-8  1963,  v.2[and 
v.3].  1963.  [1]     +  341-89     +  [1]  p.  il.  4°    # 

HE  1.2:M  52/18/v.2,3 

09844  Directory  of  public  elementary  and  secondary  schools  in  selected  dis- 

tricts, enrollment  and  staff  by  racial  ethnic  group,  fall  1972.  [1974.] 
xiv  +  1598  p.  4°  (OCR  74-5;  Office  for  Civil  Rights.)  *  Paper, 
$19.20.      •Item  441  -B-l 

HE  1.38:972 

09845  How  to  do  business   with  DHEW.   Apr.    1975.    [6]     +   41   p.   narrow 

12°    ([DHEW  publication  (OS)  75-17.])  + 

HE  1.6/3:B  96/75 

09846  Study  of  selected  socio-economic   characteristics  of  ethnic  minorities 

based  on  1970  census:  v.4,  HEW  regional  data.  July  1974.  [2] 
+  41  p.  40°    (HEW  publication  (OS)  75-123:  [Office  of  Special  Con- 
cerns, Office  of  Assistant  Secretary  for  Planning  and  Evaluation].) 
*  Paper,  $1.05,     •Item  445 

HE  1.2:M66/2/v.4 
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HEALTH  RESOURCES  DEVELOPMENT  BUREAU  Bethesda,  MD 
20014 

09847  Legal    provisions    on    expanded    functions    for    dental    hygienists    and 
assistants,  summarized  by  State,  1973;  prepared  h\  Donald  W.  John- 
son,  Frank   M.   Hoi/.    Revised   July    1974.   2d   edition.   (1975.)   v     + 
97  p.  (DHFW  publication  (HRA)  75-21.  Division  of  Dentistry.) 
*  Paper,  $1.70     •Item  509- A- 1 

HF  20.6 1 02  :D  43/973 

(NS4K  Report  to  Congress,  nurse  training,  1974,  report  of  Secretary.  Health. 
Education  and  Welfare  on  administration  of  Title  viii  of  Public  health 
service  act  as  required  by  Sec.  12,  Public  law  92-158.  June  30,  1974. 
v  +  53  p.  (DHFW  publication  (HRA)  75-41;  Health  Manpower 
References;  Division  of  Nursing.)     +     •Item  509- A- 1 

HE  20.6102:N  93/6/974 

HOUSING  AND  URBAN  DEVELOPMENT  DEPARTMENT 
Washington,  DC  20410 

0W49  Annual  report,  1973,  of  Housing  and  Urban  Development  Department. 
[1975.]  cover  title,  35  p.  il.  4°  ([HUD-329-2-U.])  [Also  issued  as 
H.doc.20,  94th  Cong.,  1st  sess.]  *  Paper,  95c.  (S/N  023-000-00283- 
3).     •Item  581 

HH  1.1:973 

09850  Dealers  and  individuals  subject  to  provisions  of  sec.  201.8  (b),  201.8(d), 

201.615,  and  201.620  of  property  improvement  and  mobile  home  regu- 
lations, 1974.  [Revised  Dec.31,1974.]  [1975.)  [3]  +  47  p.  4°  [Issued 
with  perforations.]     #    •Item  589 

HH  2.2  :D  34/974 

Executive  summary  of  HUD  research  project  report. 

09851  Evaluation  of  power  facilities,  reviewer's  handbook.  [1975]  |3]     +   7  p.  4°     (Office  of 

Policy  Development  and  Research.)  + 

HH  1. 53: P  87 

09852  Fiscal  impact  of  land  development,  critique  of  methods  and  review  of  issues;  by  Tom 

Muller    .    [1975.]    [3]    +    14   p.   4°     (Office   of    Policy    Development    and    Research.) 

HH  l.53:F52 

09853  Measuring  impacts  of  land  development,   initial  approach;   by   Philip  S.  Schaenman  and 

Thomas    Muller.    [1975.]    [3]     +12   p.    il.    4°     (Office    of   Policy    Development   and 
Research.)  + 

HH  1.53:11  46 

09854  Metropolis  speaks,  and  Listening  to  metropolis.  [1975]  [1]      +  9  p.  4°     (Office  of  Policy 

Development  and  Research.)  + 

HH  1.53  ftl  K 

09855  State-required    impact    evaluation    of    land    developments;    by    Kalh>    C'hnstensen    [and 

others].  [1975]  [121  P   *°     (Office  of  Policy  Development  and  Research.)  + 

HH  I  53  St  1 

09856  Good  turnaround;  [by  Jean  Russell  ].  [1974.]  [3]  p.  il.  4°    ([HUD-312- 

25-1-ASI.])  [Reprinted  from  HUD  challenge,  Feb.1974.]  + 

HH  1 .36/a:T  84 

HUD  handbook.  [Issued  with  perforations.] 

09857  7214.1/REV.   Urban   renewal  handbook   transmittal.   Aug.    1974.   [66]   p.   4°     (Community 

Planning  and  Development.)  [Includes  transmittal  notice  lib.]     +     •Item  582-F 

HH  1.6/6:72l4.1/rev./trans.ll6 

09858  HM   7217.2.    Urban    renewal   handbook.    Fmployce   benefit    plans.   July    1974.   [66]   p.   4° 

(Program    participants    and    HUD    staff;    Community    Planning    and    Development  ) 
[Includes  transmittal  notice  115.  July  22.  1974]      +     eitem  582-F 

HH  l.6/6:HM  7217.2/trans.  15 
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09859  HM  7510.1.  Low-rent  housing  accounting  handbook.   [Mar.3,1975.]  [59]  p.  4°     (Housing 

Management.)  [Includes  transmittal  notice  18.]  + 

HH  1.6/6:HM  7510.1/trans.l8 

09860  0250.4.    Personnel   operations   manual.   Jan. 1974.    [52]   p.   4°     (Administration.)   [Prepared 

by  HUD  staff.  Includes  transmittal  notice,  Jan.  22,  1975.]  + 

HH  1.6/6:250.4 

09861  4070.1/REV.  Construction  complaints  handbook,  chap. 3.  [1975.]  [31]  p.  il.  4°     [Includes 

transmittal  notice],  [Mar.1975.]  + 

HH  1.6/6:4070.1 /rev. 

09862  1116.1.    Organization,    Assistant    Secretary    for    Legislative    Affairs.    Dec.     1974    [8]    p. 

[Perpared  by  HUD  staff.  Includes  transmittal  notice,  Dec.  31,  1974. [  + 

HH  1.6/6:1116.1 

09863  HUD  international  information  series  32.  [edited  by  Concetta  G.  Capoen 

]  Feb.  1975.  6  p.  il.  4°  ([HUD  322-18-1A];  Office  of  International 
Affairs.)  + 

HH  1.40:32 

09864  Local  authorities  participating  in  low-rent  housing  programs  as  of  June 

30,  1973.  [1974.]  cover  title,  v  +  276  p.  4°  (Housing  Production 
and  Mortgage  Credit-FHA,  Division  of  Research  and  Statistics, 
Statistical  Operations  Branch;  Report  S-102.)     +     #Item  582 

HH  1. 2: L  78/3/973 

09865  North  American  Indian;  bibliography  of  community  development.  1975. 

iii  +  65  p.  4°  ([HUD  337-3- A.])  [Compiled  by  Library.]  *  Paper, 
$1 .30  (S/N  023-000-00294-9).     •Item  581  -D 

HH  1.23:In2 

09866  PDR,  [policy  development  and  research]  fiscal  year  1976  research  and 

technology  program.  [1975.]  cover  title,  83  p.  il.  4°  (Office  of  Policy 
Development  and  Research.)  + 

HH  1.2:R31/4 

09867  Programs  and  functions  of  Assistant  Secretary  for  Fair  Housing  and 

Equal  Opportunity  [with  bibliography].  [Apr.  1974.]  cover  title,  [3] 
+  39  p.  il.  4°    ([HUD-EO-61].)     +     •Item  582 

HH  1.2:F  15/3 

09868  Promoting  use  and  insuring  access  to  HUD  publications,   speech  by 

Elsa  S.  Freeman,  Director,  Library  Division,  Department  of  Housing 
and  Urban  Development,  at  Federal  Documents  Workshop,  St.  Peter- 
sburg, Ha.,  Jan.  15,  1975  [with  reference  list].  [1975.]  16  +  [8] 
p.  4°  + 

HH  1.7:F37/2 

09869  Remarks  delivered  by  David  O.  Meeker,  jr.,  Assistant  Secretary  for 

Community  Planning  and  Development  at  ABAG/NAHRO  Con- 
ference, Berkeley,  Calif.,  Nov.10,1973.  [1973.]  [1]     +  25  p.  4°  + 

HH  1.7:M47 

09870  Residential  security.  May  1975.  [2]     +  29  p.  il.  4°    ([HUD-394-HM.]) 

[Reprints  from  HUD  Challenge,  1974  and  1975.]  + 

HH  1.36/a:R311 

09871  Telephone  directory,  Department  of  Housing  and  Urban  Development. 

Mar.  14,  1975.  cover  title,  84  +  [4]  p.  4°  [Text  on  p.  2  of  cover. 
Colored  map  on  p.4  of  cover.  Last  3  pages  left  blank  for  frequently 
called  numbers.]  + 

HH  1.2:T23/2 

09872  Title   1,   Housing  act  of   1949  as   amended,   report  of  urban   renewal 

operations.  Oct.31,1973.   [1]     +11   p.  4°  (Community  Planning  and 
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Development,  Office  of  Management:  [Data  Systems  and  Statistics 
Division].)  + 

HH  1.2:H  81/49 

09873  Workable  program  for  community  improvement,  status  report,  quarter 

ending  June  30,  1974.  [1974.]  [3]  leaves     +  30  p.  4°  + 

HH  1.47:974 

INDIAN  AFFAIRS  BUREAU,  Interior  Dept.  Washington,  DC  20242 

09874  Crow  ceded  area  coal  lease,  Westmoreland  resources  mining  proposal, 

draft  environmental  statement  [with  bibliographies].  Oct.  1,  1973.  vi 
+  246  p.  il.  4°  ([DES  73-59].)  [Prepared  by  Planning  Support  Group, 
Billings  ,  Mont.  Issued  with  11  dividers  with  chapter  titles.]     # 

I  20.2:C  87 

INDIAN  CLAIMS  COMMISSION  Washington,  DC  20006 

09875  Annual  report  1974.  [1974.]  cover  title,  [25]  leaves  4°  + 

Y  3. In  2/6:974 

INFORMATION  FOR  ARMED  FORCES,  OFFICE  OF,  Defense  Dept. 
Washington,  DC  20301 

Poster  DoD  P  (series). 

09876  Armed    Forces    insignia    [colored    poster].    [1975]    39    x    26    in.    (DoD    P-2C/DA    poster 

360-89/NAVFDTRA    46200A/AFVA    35-2/NAVMC   2508)     'Paper.    55c.    (S/N   0801- 
00097). 

D  2.9:2  C 

INTERIOR  DEPARTMENT  Washington,  DC  20240 

Note— Requests  to  the  Interior  Department  for  publications  should  give  the  full  title  and  the 
date  of  the  publication.  Do  not  include  Monthly  Catalog  entry  numbers  or  Superintendent  of 
Documents  classification  numbers,  which  should  be  used  only  when  ordering  from  the  Superinten- 
dent of  Documents. 

Final  environmental  statement. 

09877  Arctic    National    Wildlife    Refuge.    Alaska,    proposed    [with    bibliographies].    Oct.1974.    x 

+  668  p.  il.  4°  [Prepared  by  Alaska  Planning  Group]      +      •Item  603-G 

I  1 .98: Ar  2/2 

09878  Chugach   National   Forest  additions,   Alaska,   proposed.   Oct.    1974.   xv      +416  p.   il.  4° 

[Prepared  by  Alaska  Planning  Group]      t     •Item  603-G 

I  l.98:C  47 

09879  Koyukuk  National   Wildlife   Refuge,   Alaska,   proposed   [with   list  of  references].   (1974  .] 

[11      +  viii     +  578  p.  il.  4°     [Prepared  by  Alaska  Planning  Group  1      *      •Item  603-G 

I  l.98:K  K4 

09880  Togiak  National  Wildlife  Refuge.  Alaska,  proposed.  [1974]  xi      ♦  546  p.  il.  4°     [Prepared 

by  Alaska  Planning  Group]      +     •Item  603-G 

II.98T57 

09881  Report  on  water  for  energy  in  Upper  Colorado  River  Basin.  July  1974. 

cover  title,  [4]  p.  il.  +  ii  +71  leaves  il.  4°  (Water  for  Energy 
Management  Team.)  [One  illustration  is  colored.]     # 

I  1.2:C71/2 

09882  YCC  program  handbook,  [1975.]  cover  title,  [208]  p.  (Youth  Conserva- 

tion Corps.)  [Issued  with  perforations.]      +     •Item  603-B 

I  1. 77.2:  Y  8 
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INTERNAL  REVENUE  SERVICE,  Treasury  Dept.  Washington,  DC 
20224 

09883  Internal   revenue  cumulative  bulletin,    1974-2,  July-Dec.   [1975.]   cover 

title,  x  +  531  p.  4°  [Semiannual.  Includes  revenue  rulings  74-305 
to  74-626,  also  revenue  procedures  74-19  to  74-53.]  *  Cloth,$9.95 
•Item  960 

T  22.25:974-2 

INTERNATIONAL  COMMERCE  BUREAU,  Commerce  Dept. 
Washington,  DC  20230 

09884  Directory  of  U.S.  export  management  companies.  Apr.  1975.  48  p.  4° 

*  Paper,  75c.     #Item  231 -A 

C57.102:Ex7/3 

Foreign  economic  trends  and  their  implications  for  United  States  ET 
(series).     *  Paper,  $37.50  a  yr.;  add  $9.40  for  foreign  mailing. 

09885  73-136.    Austria.   Nov.   21,    1973.    10   p.   4°     (American   Embassy,    Vienna.)   [Semiannual. 

Supersedes  ET  73-036.]     •Item  231-1 

C  57.111:73-136 

09886  74-009.  Costa  Rica.  [1974.]  9  p.  4°    (American  Embassy,  San  Jose.)  [Annual.  Supersedes 

ET  73-012.]      •Item  231-1 

C  57.111:74-009 

09887  74-018.  Venezuela.  Apr.   1974.  27  p.  4°    (American  Embassy,  Caracas.)  [Annual.  Super- 

sede s  ET  73-01 8.  ]      •Item  23 1  -I 

C  57.111:74-018 

09888  74-020.  U.S.S.R.  Apr.  1974.  11  p.  4°    (American  Embassy,  Moscow.)  [Annual.]     •Item 

231-1 

C  57.111:74-020 

09889  74-025.  Spain.  Apr.  1974.  13  p.  4°    (American  Embassy,  Madrid.)  [Semiannual.  Supersedes 

ET  73-070.]      •Item  231-1 

C  57.111:74-025 

09890  74-026.   Upper  Volta.  Apr.  1974.  11  p.  4°     (American  Embassy,  Ouagadougou.)  [Annual. 

Supersedes  ET  72-086.]     •Item  231-1 

C  57.111:74-026 

09891  74-030.    Uruguay.   Apr.    1974.  9  p.  4°    (American   Embassy,   Montevideo.)   [Semiannual. 

Supersedes  ET  73-100.]     •Item  231-1 

C  57.111:74-030 

09892  74-031.    Pakistan.   Apr.    1974.    13   p.   4°    (American   Embassy,    Islamabad.)   [Semiannual. 

Supersedes  ET  73- 1 2 1 .]     •Item  23 1  -I 

C  57.111:74-031 

09893  74-033.   Fiji.  Apr.   1974.   14  p.  4°    (American  Embassy,  Suva.)  [Annual.  Supersedes  ET 

72-056.]     •Item  231-1 

C  57.111:74-033 

09894  74-037.  Brazil.  May  0974.  8  p.  4°  (american  Embassy,  Brasilia.)  [semiannual,  superseded 

ET  73-114.     •Item  231-1 

C  57.111:74-037 

09895  74-038.  Kuwait.  May  1974.  20  p.  4°    (American  Embassy, Kuwait.)  [Annual.  Supersedes 

ET  73-020.]      •Item  231-1 

C  57.111:74-038 

09896  74-039.    Sweden.    May    1974.    14   p.    4°     (American    Embassy,    Stockholm.)    [Semiannual. 

Supersedes  ET  73-090.]     •Item  231-1 

C  57.111:74-039 

09897  74-040.   Bangladesh.  Mav   1974.  8  p.  4°    (American  Embassy,  Dacca.)  [Annual.]     •Item 

231-1 

C  57.111:74-040 

09898  74-041.  Greece.  May  1974.   14  p.  4°     (American  Embassy,  Athens.)  [Semiannual.  Super- 

sedes ET  73-122.]      •Item  231-1 

C  57.111:74-041 

09899  74-042.  Belgium.  May,  1974.  10  p.  4°     (American  Embassy,  Brussels.)  [Semiannual.  Super- 

sedes ET  73-113.]     •Item  231-1 

C  57.111:74-042 

09900  74-043.    Democratic   Republic  of  Germany.   May    1974.   6  p.  4°     (U.S.   Mission,   Berlin.) 

[Annual]     •Item  231-1 

C  57.111:74-043 

09901  74-044.  Canada.  May  1974.  14  p.  4°     (American  Embassy,  Ottawa.)  [Semiannual.  Super- 

sedes ET  73-1 12.]      •Item  231-1 

C  57.111:74-044 
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74-047.    Laos.   May   1974.    II   p.  4°     (American   Embassy,   Vientiane  >  [Annual     Supersedes 
El  71-052.|      •Item  231-1 

('  <7  111:74-047 
74-048.  United  Kingdom    May  0974.  13  p    4°     (Semiannual    Supersedes  I   1   73-086.] 
•  Item  231-1 

C  57.111  74  048 
74-049.   India    May   1974.   10  p.  4°     (American  Embassy,   New    Delhi.)  (Semiannual    Super 
sedes  ET  73-133.]    •Item  231-1 

C  ^-.11 1:74-049 
74-051.    Mexico.    May    1974.   7   p.   4°     (American    Embassy,    Mexico   City.)   (Semiannual. 
Supersedes  ET  73-127.)     •Item  231 -I 

C  57.111:74-051 
74-052.  Turkey.  June   1974.   II   p.  4°     (American  Embassy.   Ankara.)  (Semiannual    Super- 
sedes ET  73-143  1      •Item  231-1 

C  57.111:74-052 
74-053.   Singapore.  June   1974.  8  p.  4°     (American   Embassy.   Singapore)  (Semiannual    Su 
pcrsedes  ET  73-124.)     •Item  231  -I 

C  57.111:74-053 
74-055.  Iran.  June  1974.  9  p.  4°     (American  Embassy.  Tehran.)  (Semiannual    Supersedes 
ET  73-144]      •Item  231-1 

C  57.111:74-055 
74-056.  Colombia.  June  1974.  12  p.  4°     (American  Embassy,  Bogota.)  (Semiannual.  Super- 
sedes ET  73-131]     •  Item  231-1 

C  57.111:74-056 
74-057.  Switzerland.  June  1974.  8  p.  4°     (American  Embassy.  Bern.)  (Semiannual    Super 
sedes  ET  73-128.)     •Item  231-1 

C  57.111:74-057 
74-058.   Austria.  June   1974.  9  p.  4°     (American   Embassy,    Vienna.)  (Semiannual.  Super- 
sedes ET  73-136.)      •Item  231-1 

C  57.111:74-058 
74-059.   Malaysia.  June  1974.  9  p.  4°     (American  Embassy,  Kuala  Lumpur.)  [Semiannual. 
Supersedes  ET  74-001]     ©Item  231-1 

C  57.1 1 1:74-059 
74-060.   Martinique,  Guadeloupe.  French  Guiana.  June  1974.  17  p.  4°     (American  Consu- 
late. Martinque.)  [Annual.  Supersedes  ET  73-060.)     •Item  231-1 

C  57.111:74-060 
74-061.  Netherlands.  June  1974.  10  p.  4°     (American  Embassy.  The  Hague.)  (Semiannual. 
Supersedes  ET  73-120]     •Item  231-1 

C  57.111:74-061 
74-062.  Ireland.  June  1974.  8  p.  4°     (American  Embassy,  Dublin.)  (Semiannual.  Supersedes 
ET  73-140]      •Item  23I-I 

C  57.111:74-062 
74-064.    Bulgaria.   July    1974.   9   p.   4°     (American    Embassy,    Sofia.)   [Annual]       •Item 
231-1 

C  57.111:74-064 
74-065.  Zambia.  July   1974.   10  p.  4°     (American  Embassy,  Lusaka.)  [Annual.  Supersedes 
ET  73-103]      •Item  231-1 

C  57.111:74-065 
74-066.    Yugoslavia.    July    1974.    9   p.    4°     (American    Embassy.    Belgrade.)    [Semiannual. 
Supersedes  ET  73-110]     ©Item  231-1 

C  57.111:74-066 
74-067.   Paraguay.  July   1974.   10  p.  4°     (American  Embassy.  Asuncion.)  [Annual.  Super- 
sedes ET  73-052.]      •Item  231-1 

C  57.111:74-067 
74-071.    Central   African    Republic.    July    1974.    13   p.   4°     (American    Embassy.    Bangui.) 
[Annual.  Supersedes  ET  73-081]     •Item  231-1 

C  57.1 11  74-071 
74-073.  Chile.  July  1974.  7  p.  4°     (American  Embassy,  Santiago.)  [Semiannual.  Supersedes 
ET  74-006]      •Item  231-1 

C  57.111:74-073 
75-031-A.  Morocco.  Apr.  1975.  7  p.  40  (American  Embassy.  Rabat.)  [Semiannual.  Super- 
sedes   ET   75-031.    Prepared   by    Foreign    Service.    Department   of   State]         •Item 
231-1 

C  57.1 11:75-031  -A 
75-040.  Liberia.  May  1975.  6  p.  4°     (American  Embassy.  Monrovia.)  (Semiannual.  Super- 
sedes ET  74-024.  Prepared  by  Foreign  Service.  Department  of  State]     •Item   231- 
I 

C  57.111:75-040 
75-041.  Pakistan.  May  1975.  7  p.4°     (American  Embassy.  Islamabad.)  [Semiannual.  Super- 
sedes ET  74-114.   Prepared  by  Foreign  Service.  Department  of  State]     •Item  231- 
I 

C  57.111:75-041 
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09925  75-042.  Burundi.  May  1975.  7  p.  il.  4°    (American  Embassy,  Bujumbura.)  [Annual.  Super- 

sedes, ET  74-091.  Prepared  by  Foreign  Service,  Department  of  State]     •  Item  231-1 

C  57.111:75-042 

09926  75-043.    Central    African    Republic.    May    1975.    8   p.    4°     (American    Embassy,    Bangui.) 

[Annual.  Supersedes  ET  74-071.  Prepared  by  Foreign  Service  Department  of  State.] 
•Item  231-1 

C  57.111:75-043 

09927  75-044.    Korea.   May    1975.  8  p.  4°     (American   Embassy,   Seoul.)   [Prepared   by   Foreign 

Service,  State  Department.  Semiannual.  Supersedes  ET  74-129.]      •Item  231-1 

C  57.1 1 1 .75-044 

09928  75-045.  Canada.  May  1975.  8  p.  4°     (American  Embassy,  Ottawa.)  [Prepared  by  Foreign 

Service,  State  Department.  Semiannual.  Supersedes  ET  74-117.]     •Item  231-1 

C  57.111:75-045 

09929  75-046.  Belgium.  May  1975.  8  p.  4°     (American  Embassy,  Brussels.)  [Prepared  by  Foreign 

Service,  State  Department.  Semiannual.  Supersedes  ET  74-136.]     •Item  231-1 

C  57.111:75-046 

09930  75-047.  Greece.  May  1975.  8  p.  4°     (American  Embassy,  Athens.)  [Prepared  by  Foreign 

Service,  State  Department.  Semiannual.  Supersedes  ET  74-116.]     •Item  231-1 

C  57.111:75-047 

Global  market  survey. 

09931  Metalworking  and  finishing  equipment.  Jan.  1975.  iii     +  216  p.  il.  4°     (Office  of  Interna- 

tional Marketing.)      *  Paper,$2.85.     •Item  231-G-l 

C  57.109:M  56 

09932  Saudi  Arabia  market,  guide  for  U.S..  businessmen  [with  list  of  other 

useful  publications] ;  prepared  by  John  L.  Nesvig  .  Apr.  1973.  [1] 

+  19  p.  4°    (Near  East-South  Asia  Division,  Office  of  International 

Marketing.)  + 

C  57.2:Sa  8 

JOINT  PUBLICATIONS  RESEARCH  SERVICE  1000  N.  Glebe  Rd. 
Arlington,  VA  22201 

Note.— When  ordering  Joint  Publications  Research  Service  publications  from  the  National  Techni- 
cal Information  Service,  give  the  JPRS  number  in  the  order.  Do  not  include  Monthly  Catalog 
entry  numbers  or  Superintendent  of  Documents  classification  numbers,  which  should  be  used 
only  when  ordering  from  the  Superintendent  of  Documents. 

Titles  of  JPRS  serial  reports  listed  below  were  issued  during  the  month,  but  were  not  cataloged 
separately. 

JPRS  (series). 

09933  62616.  Scientific  meeting  on  all-union  radio  day,  annotations  and  topics  of  reports,  USSR; 

[by    L.    B.    Bulgakova,   et   al].   July    31,    1974.   cover   title,    [1]     +    a     +115    p.   4° 
§  Paper,  $3.00. 

Y  3.J  66:13/62616 

LABOR  DEPARTMENT  Washington,  DC  20210 

09934  [Federal  safety,  accomplishments  and  challenges,]  speech  by  Peter  J. 

Brennan,  Secretary  of  Labor,  at  Federal  Safety  Conference,  Chicago, 
111.,  Sept.  30,  1974.  1974.  [1]  +  12  p.  4°  ([Office  of  Information; 
USDL  74-540.])  + 

L  1.1 3:B  75/23 

LABOR  STATISTICS  BUREAU,  Labor  Dept.  Washington,  DC  20210 

Bulletin. 

09935  1584-136.  Employment  outlook  for  paper  and  allied  products.  [1974]  [7]  p.  il.  4°     [Reprint 

from    Occupational   outlook   handbook,    1974-75   edition.]     *  Paper,   25c.    (S/N   2901- 
01220). 

L  2.3:1785-136 

09936  1784-140.  Employment  outlook  for  merchant  marine,  merchant  marine  officers,  merchant 

seamen.  [1974]  [11]   p.  il.  4°     [Reprint  from  Occupational  outlook  handbook,   1974- 
75  edition.]     *  Paper,  30c.  (S/N  2901-01224). 

L  2.3:1785-140 
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1785-001.  Employment  outlook  for  tomorrow's  jobs.  [1974]  |9)  p.  il.  4°  (Reprint  from 
Occupational  outlook  handbook.  1974-75  edition]      *  Paper.  25c    (S/N  2901  01085) 

I    1  I  1783  I 

1785-002.  Employment  outlook  for  maehining  occupations,  all  round  machinists  instrument 
makers  (Mechanical)  machine  tool  operators,  set-up  men  (Machine  tool)  I  oul  ,iml 
die  makers  [1974.)  (Ill  p.il  4°  (Reprint  from  Oecuptional  outlook  handbook  Iir4 
75  edition]     •  Paper. 25c   (S/N  2901-01086) 

L  2.3:1785-2 

1785-003.    Employment    outlook    for    factory    production    occupations,    assemblers,    dec 

troplaters,    inspectors,   power   truck   operators,    production   painters     [1974]   [9]   p     il 

4°     [Reprint   from   Occupational  outlook   handbook.    1974-75  edition  )     *  Paper,   25c. 

(S/N  2901-01087). 

L  2.3:1785-3 
1785-005.  Employment  outlook  for  boilermaking  occupations.  |1974]  [3]  p.  il.  4°     [Reprint 
from  Occupational  outlook  handbook,  1974-75  edition]     *  Paper,  2V 

L  2.3:1785  5 
1785-006.  Employment  outlook  for  foremen    [1974]  [3]  p.   il    4°     [Rcpnnt  from  Occupa- 
tional handbook,  1974-75  edition]     •  Paper,  25c.  (S/N  2901-01090). 

L  2.3:: 1 785-6 
1785-008.   Employment  outlook   for  furniture  upholsterers.   [1974]  [3]  p.   il.   4°     [Reprint 
from    Occupational    outlook    handbook,    1974-75    edition]     *  Paper.  25c.    (S/N    2901 
01092). 

L  2.3:1785-8 
1785-009.    Employment   outlook    for   motion   picture    projectionists.    [19749]    [3]   p.    il.   4° 
[Reprint  from  Occupational  outlook  handbook,   1974-75   edition]     *  Paper, 25c.  (S/N 
2901-01093). 

L  2.3:1785-9 
1785-010.   Employment  outlook   for  stationary   engineers,   stationary   firemen.   [1974]   [5] 
p.  il.  4°  [Reprint  from  Occupational  outlook  handbook.  1974-75  edition]      *  Paper.  25c. 
(S/N  901-01094). 

L  2.3:1785-10 
1785-011.    Employment   outlook   for   waste    water   treatment   plant   operators.    [1974]   [5] 
p.  il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition]     *  Paper, 25c. 
(S/N  (SN  2901-01095). 

L  2.3:1785-11 
1785-012.  Employment  outlook  for  welders  and  flame  cutters.  [1974]  [4]p.  il.  4°     [Reprint 
from  Occupational  outlook  handbook,  1974-75  edition]      *  Paper.25c.  (S/N  (SN  2901- 
01096). 

L  2.3:1785-12 
1785-014.  Emplo'yment  outlook  for  cashiers  [1974.]  [3]  p.  il.  4°     [Reprint  from  Occupa- 
tional outlook  handbook,  1974-75  edition]     *  Paper.25c.  (S/N  (SN  2901-01098). 

L  2.3:1785-14 
1785-016.  Employment  outlook  for  receptionists.  [1974]  [3]  p.  il.  4°     [Reprint  from  Occu- 
pational outlook  handbook,  1974-75  edition]     *  Paper, 25c.  (S/N  2901-01100). 

L  2.3:1785-16 
1785-017.   Employment  outlook   for  shipping  and   receiving   clerks,   stock  clerks.   [1974] 
[4]    p.    il.   4C     [Reprint   from    Occupational    outlook    handbook.    1974-75    edition.]     * 
Paper,25c.  (S/N  2901-C1101). 

L  2.3:1785-17 
1785-018.  Employment  outlook  for  statistical  clerks.   [1974]  [3]  p.  il.  4°     [Reprint  from 
Occupational  outlook  handbook,  1974-75  edition.]     *  Paper.25c.  (S/N  2901-01 102) 

L  2.3:1785-18 
1785-019.    Employment   outlook   for   stenograpers,    secretaries,    typists.    [1974]   [5]   p.    il 
4°   [Reprint   from   Occupational   outlook   handbook,    1974-75   edition]     •  Paper,   25c. 
(S/N  2901-01103). 

L  2.3:1785-19 

1785-020.  Employment  outlook  for  computer  and  related  occupations,  electronic  computer 

operating  personnel,   programmers,   systems  analysts.    [1974]   [8]   p.   il.   4°     [Reprint 

from    Occupational   outlook   handbook,    1974-75   edition]     'Paper.    25c.    (S/N    2901- 

01104). 

L  2.3:1785-20 
1785-021.  Employment  outlook  for  accountants.  [1974]  [4]  p.  il.  4°     [Reprint  from  Occupa- 
tional outlook  handbook.  1974-75  edition]     *  Paper.  25c.  (S/N  2901-01105). 

L  23:1785-21 
1785-022.    Employment    outlook    for   advertising   workers,    marketing    research    workers, 
publicrelations    workers.    [1974.]    [7]   p.    il.    4°     [Reprint    from   Occupational   outlook 
handbook.  1974-75  edition]     •   Paper.  25c.  (S/N  2901-01  106). 

L  23:1785-22 
1785-023.  Employment  outlook  for  personnel  workers,  college  student  personnel  workers. 
[1974]  [6]  p.  il.  4°     [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.) 
•  Paper,  25c.  (S/N  2901-01107). 

L  2.3:1785-23 
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09956  1785-024.  Employment  outlook  for  industrial  traffic  managers,  purchasing  agents.  [1974.] 

[5]  p.  il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]  * 
Paper,  25c.  (S/N  2901-01108). 

L  2.3:1785-24 

09957  1785-025.   Employment   outlook   for  credit   officials.   [1974]    [3]   p.   il.   4°     [Reprint   from 

Ocupational  outlook  handbook,  1974-75  edition.]     *  Paper,25  (S/N  2901-01 109). 

L  2.3:1785-25 

09958  1785-026.   Employment  outlook  for  city   managers.   [1974.]    [3]   p.   il.   4°     [Reprint  from 

Occupational  outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01110). 

L  2.3:1785-26 

09959  1785-027.  Employment  outlook  for  lawyers.  [1974.]  [4]  p.  il.  4°     [Reprint  for  Occupational 

outlook  handbook,  1974-75  edition.x:     *  Paper,25c.  (S/N  2901-01111). 

L  2.3:1785-27 

09960  1785-028.    Employment   outlook   for   building   custodians.    [1974.]    [3]   p.    il.    4°     [Reprint 

from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c.  (S/N  2901- 
01112). 

L  2.3:1785-28 

09961  1785-029.   Employment   outlook   for  exterminators.    [1974.]    [4]   p.   il.   4°     [Reprint  from 

Occupational  outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01113). 

L  2.3:1785-29 

09962  1785-030.  Employment  outlook  for  bartenders,  cooks  and  chefs,  waiters  and  waitresses. 

[1974.]  [7]  p.  il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.] 
*  Paper,25c.  (S/N  2901-01 1 14). 

L  2.3:1785-30 

09963  1785-031.  Employment  outlook  for  meat  cutters.  [1974.]  [3]  p.  il.  4°     [Reprint  from  Occu- 

pational outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01 115). 

L  2.3:1785-31 

09964  1785-032.  Employment  outlook  for  barbers,  cosmetologists.  [1974.]  [5]  p.  il.  4°     [Reprint 

from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c.  (S/N  2901- 
01116). 

L  2.3:1785-32 

09965  1785-033.   Employment  outlook  for  funeral  directors  and   embalmers.   [1974.]   [3]   p.  il. 

4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c. 
(S/N  2901-01117). 

L  2.3:1785-33 

09966  1785-034.  Employment  outlook  for  private  household  workers.  [1974.]  [4]  p.  il.  4° 

[Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c.  (S/N 
2901-01118). 

L  2.3:1785-34 

09967  1785-035.    Employment   outlook   for  FBI    special   agents.   [1974.]   [3]   p.   il.    4°     [Reprint 

from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c.  (S/N  2901- 
01119). 

L  2.3:1785-35 

09968  1785-036.  Employment  outlook  for  firefighters.  [1974.]  [4]  p.  il.  4°     [Reprint  from  Occupa- 

tional outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01120). 

L  2.3:1785-36 

09969  1785-037.  Employment  outlook  for  guards  and  watchmen.  [1974.]  [3]  p.  il.  4°     [Reprint 

from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c.  (S/N  2901- 
01121). 

L  2.3:1785-37 

09970  1785-038.  Employment  outlook  for  police   officers,  State   police  officers.   [1974.]   [6]  p. 

il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c. 
(S/N  2901-01122). 

L  2.3:1785-38 

09971  1785-039.  Employment  outlook  for  health  and  regulatory  inspectors,  construction  inspec- 

tors. [1974.]  [10]  p.  il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974-75 
edition.]     *  Paper,  30c.  (S/N  2901  -01 1 23). 

L  2.3:1785-39 

09972  1785-040.   Employment  outlook  for  teaching  occupations,    kindergarten  and   elementary 

school  teachers,  secondary  school  teachers,  college  and  university  teachers.  [1974.] 
[9]  p.  il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]  * 
Paper,  25c.  (S/N  2901-01124). 

V  L  2.3:1785-40 

09973  1785-041.    Employment    outlook    for    library    occupations,    librarians,    library    technical 

assistants.  [1974.]  [7]  p.  il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974- 
75  edition.]     *  Paper,  25c.  (S/N  2901-01 125).  2  31785  41 

09974  1785-042.  Employment  outlook  for  automobile  salesworkers.  [1974.]  [3]  p.  il.  4°     [Reprint 

from  Occupational  outlook  handbook,  1974-75  edition.]     *  Paper,  25c. 

L  2.3:1785-42 

09975  1785-043.  Employment  outlook  for  manufacturer's  salesworkers.  [1974.]  [4]  p.  il.  4° 

[Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N 

290,-°,,27)-  L2.3:,785-43 
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09976  I78MI44    Kc.il  estate  salesworkers  and  brokers   (1974]  (4)  p.  il.  4°     [Reprint  from  Occupa- 

tional outlook  handbook,  1974-75  edition!     *  Paper.  25c.  (S/N  2901-01128) 

I    2J  1785-44 

09977  1785-045.  Employment  outlook  for  retail  trade,  salesworkers.  [1974. |  [4]  p.  il.  4°     |Kcpnnt 

from    Occupational   outlook    handbook.    1974-75   edition]     'Paper,    25i     (S/N    2901 
01129). 

I    2.3:1785  Jc 

09978  1785-046    Employment  outlook  for  securities  salesworkers.   [1974.]  [4)  p    il.  4°     (Reprint 

from    Occupational    outlook    handbook.    1974-75   edition. 1     'Paper.    25c.    (S/N    2901- 
01130). 

I    2  V 1785-46 

09979  1785-047.    Employment   outlook   for   wholesale   trade,   salesworkers.    [1974]    [3]   p     il    4 

[Reprint  from  Occupational  outlook  handbook.   1974-75  edition.]     *  Paper.  25c    (S/N 
2901-01131). 

L  2.3  1785-47 

09980  1785-048.  Employment  outlook  for  models.  [1974]  [4]  p.  il.  4°     [Reprint  from  Occupational 

outlook  handbook.  1974-75  edition]     •  Paper.  25c.  (S/N  2901-01 132) 

L  2.3:1785-48 

09981  1785-049.    Employment   outlook    for   asbestos   and    insulating   workers.    [1974]    (3]    p     il 

4°     [Reprint  from   Occupational  outlook  handbook,    1974-75  edition]     •  Paper.   25c 
(S/N  2901-01133). 

L  2.3:1785-49 

09982  1785-050.  Employment  outlook  for  bricklayers,  stonemasons,  marble  setters,  and  terrazzo 

workers.  [1974]   [7]  p.  il.  4°     [Reprint  from  Occupational  outlook   handbook.    1974- 
75  edition.]     *  Paper,  25c.  (S/N  2901-01 134). 

L  2.3:1785-50 

09983  1785-051.  Employment  outlook  for  carpenters,  painters  and  paperhangers,  glaziers.  [1974] 

[7]    p.    il.   4°     [Reprint   from    Occupational    outlook    handbook.    1974-75    edition.]     * 
Paper.  25c.  (S/N  2901-01135). 

L  2.3:1785-51 

09984  1785-052.   Employment  outlook  for  cement  masons,  lathers,  plasterers  [1974]  [7]   p.   il. 

4°     [Reprint   from  Occupational  outlook  handbook,    1974-75  edition]     *  Paper,  25c. 
(S/N  2901-01136). 

L  2.3:1785-52 

09985  1785-053.   Employment  outlook  for  construction   laborers.    [1974]   [3]   p.   il.   4°     [Reprint 

from    Occupational   outlook   handbook,    1974-75   edition.    ]     *  Paper, 25c.    (S/N   2901- 
01137). 

L  2.3:1785-53 

09986  1785-054.  Employment  outlook  for  electricians  (construction).  [1974.]  [3]  p.  il.  4°     [Reprint 

from    Occupational    outlook    handbook,    1974-75    edition.]     *  Paper.25c.    (S/N    2901- 
01138). 

L  2.3:1785-54 

09987  1785-055.  Employment  outlook  for  elevator  constructors,  structural-ornamental-and  rein- 

forcing iron  workers,  riggers,   machine  movers.   [1974.]  [6]  p.   il.  4°     [Reprint  from 
Occupational  outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01139). 

L  2.3:1785-55 

09988  1785-056.  Employment  outlook  for  floor  covering  installers.  [1974]  [4]  p.il.  4°     [Reprint 

from    Occupational    outlook    handbook,    1974-75    edition]     *  Paper. 25c.    (S/N    2901- 
01140). 

L  2.3:1785-56 

09989  1785-057.    Employment   outlook    for   operating   engineers.    [1974.]    [3]   p.    il.    4°     [Reprint 

from    Occupational   outlook   handbook,    1974-75   edition.]     'Paper.    25c.    (S/N    2901- 
01141). 

L  2.3:1785-57 

09990  1785-058.  Employment  outlook  for  plumbers  and  pipefitters.  [1974]  [4]  p.  il.  4°     [Reprint 

from    Occupational   outlook   handbook,    1974-75   edition]     'Paper.    25c.    (S/N    2901- 
01142). 

L  2.3:1785-58 

09991  1785-059.  Roofers,  sheet-metal  workers.  [1974]  [5]  p.  il.  4°     [Reprint  from  Occupational 

outlook  handbook,  1974-75  edition]     *  Paper,25c.  (S/N  2901-01143). 

L  2.3:1785-59 

09992  [This  entry  number  not  used]. 

09993  1785-061.  Employment  outlook  for  parking  attendents.  [1974]  [3]  p.  il.  4°     [Reprint  from 

Occupational    outlook    handbook,    1974-75    edition.    ]     *  Paper. 25c.    (S/N    (SN    2901- 
01145). 

L  2.3:1785-61 

09994  1785-064.    Employment    outlook    for   environmental    scientists,   geologists,    geophysicists. 

meteorologists,    oceanographers.    [1974]   [12]   p.    il.   4°     [Reprint   from   Occupational 
outlook  handbook.  1974-75]     *  Paper.  300.  (S/N  2901-01 148). 

L  2.3:1785-64 
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09995  1785-066.  Employment  outlook  for  mathematics  occupations,  mathematicians,  statisticians. 

[1974.]  [7]  p.  il.  J°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.] 
*Paper,25c.  (S/N  2901-01150). 

L  2.3:1785-66 

09996  1785-068.   Employment  outlook   for  technician   occupations,   draftsmen,   engineering  and 

science  technicians,  food  processing  technicians,  surveyors.  [1974.]  [14]  p.  il.  4° 
[Reprint  from  Occupational  outlook  handbook,  1974-75]  *  Paper,  300.  (S/N  2901- 
01152). 

L  2.3:1785-68 

09997  1785-069.    Employment   outlook    for   automobile    service    occupations,    automobile    body 

repairmen,  mechanics,  Truck  and  bus  mechanics,  parts  countermen,  painters,  trim- 
mers and  installation  men,  service  advisors,  gasoline  service  station  attendents. 
[1974.]  [17]  p.  il.  4°     [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.] 

*  Paper,  35c.  (S/N  2901-01153). 

L  2.3:1785-69 

09998  1785-070.  Employment  outlook  for  air-conditioning,  refrigeration  and  heating  mechanics. 

[1974.]  [4]  p.  il.  4°     [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.] 

*  Paper,  25c.  (S/N  2901-01154). 

L  2.3:1785-70 

09999  1785-071.    Equipment   outlook   for   appliance   servicemen.    [1974.]    [3]   p.    il.    4°     [Reprint 

from  Occupational  outlook  handbook,  1974-75.]     *  Paper,  25c.  (S/N  2901-01155). 

L  2.3:1785-71 

10000  1785-073.    Employment   outlook   for   bowling   pin   machine    mechanics.    [1974.]    [3]    p.    il. 

4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  250 
(S/N  2901-01157). 

L  2.3:1785-73 

10001  1785-076.   Employment  outlook  for  dispensing  opticians   and  optical  mechanics.   [1974.] 

[4]  p.  il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper, 
25c.  (S/N  2901-01160). 

L  2.3:1785-76 

10002  1785-077.  Employment  outlook  for  electric  sign  servicemen.  [1974.]  [3]  p.  il.  °     [Reprint 

from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c.  (S/N  2901- 
01161). 

L  2.3:1785-77 

10003  1785-078.  Employment  outlook  for  farm  equipment  mechanics.  [1974.]  [3]  p.  il.  4° 

[Reprint  from  Occupational  outlook  handbook  1974-75  edition.]  *  Paper,  25c.  (S/N 
2901-01162). 

L  2.3:1785-78 

10004  1785-080.   Employment  outlook  for  instrument  repairmen.    [1974.]   [4]  p.  il.   4°     [Reprint 

from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c.  {S/N  2901- 
01164). 

L  2.3:1785-80 

10005  1785-081.  Employment  outlook  for  jewelers,  watch  repairmen.  [1974.]  [4]  p.  il.  4° 

[Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c.  (S/N 
2901-01165). 

L  2.3:1785-81 

10006  1785-082.  Employment  outlook  for  locksmiths.  [1974.]  [3]  p.  il.  4°     [Reprint  from  Occupa- 

tional outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01 166). 

L  2.3:1785-82 

10007  1785-084.  Employment  outlook  for  shoe   repairmen.  [1974.]  [3]  p.  il.  4°     [Reprint  from 

Occupational  outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01 168). 

L  2.3:1785-84 

10008  1785-085.    Employment   otlook   for  television   and   radio   service   technicians.    [1974.]   [4] 

p.  il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper, 
25c.  (S/N  2901-01169). 

L  2.3:1785-85 

10009  1785-086.  Employment  outlook  for  vending  machine  mechanics.  [1974.]  [5]  p.  il.  4° 

[Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c.  (S/N 
2901-01170). 

L  2.3:1785-86 

10010  1785-087.  Employment  outlook  for  chiropractors.  [1974.]  [3]  p.  il.  4°     [Reprint  from  Occu- 

pational outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01171). 

L  2.3:1785-87 

10011  1785-088.  Employment  outlook  for  optometrists,  optometric  assistants.   [1974.]  [5]  p.  il. 

4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.]  *  Paper,  25c. 
(S/N  2901-01172). 

L  2.3:1785-88 

10012  1785-089.  Employment  outlook  for  dental  occupation,  dentists,  dental  hygienists,  dental 

laboratory  technicians.  [1974.]  [9]  p.  il.  4°  [Reprint  from  Occupational  outlook  hand- 
book, 1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01173). 

L  2.3:1785-89 
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1785-090.  Kmploymcnt  outlook  for  physicians,  osteopathic  physicians  11974.)  [6]  p  il 
4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.)  *  Paper.  25c. 
(S/N  2901-01174). 

I    2  V|  785-90 
1785-091.  Employment  outlook  for  podiatrists.  [1974.)  [3]  p.  il.  4"     [Keprinl  from  Occupa- 
tional outlook  handbook.  1974-75  edition.)     •  Paper,  25c  (S/N  2901-01175). 

L  2.3:1785-91 
1785-092.  Employment  outlook  for  veterinarians.  |1974.|  [3]  p.  il.  4r      (Reprint  from  Occu- 
pational outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01176). 

1.  2.3:1785-92 
1785-093.  Employment  outlook  for  medical  technicians,  technologists,  and  assistant  occu- 
pations. [1974]  [13]   p.  il.  4°     [Reprint  from  Occupational  outlook  handbook,    1974- 
75  edition]     *  Paper.  30c.  (S/N  2901-01  177). 

L  2.3:1785-93 

1785-095.   Employment   outlook   for  therapy   and   rehabilitation   occupations,    occupational 

therapists  and  assistants,  physical  therapists  and  assistants,  speech  pathologists  and 

audiologists.    [1974]    [10]    p.    il.    4°     (Reprint    from    Occupational    outlook    handbook. 

1974-75  edition]     •  Paper.  25c.  (S/N  2901-01 179). 

L  2.3:1785-95 
1785-096.  Employment  outlook  for  dietitians.  |1974.|  |4]  p.  il.  4°     [Reprint  from  Occupa- 
tional outlook  handbook.  1974-75  edition.]     •  Paper,  25c    (S/N  2901-01180). 

L  2.3:1785-96 
1785-097.  Employment  outlook  for  hospital  administrators.   [1974]  [4]  p.  il.  4"     [Reprint 
from    Occupational   outlook   handbook.    1974-75   edition. 1     'Paper.    25c.    (S/N    2901- 
01181). 

L  2.3:1785-97 
1785-098.  Employment  outlook  for  medical  record  administrators,  medical  record  techni- 
cians and  clerks.  [1974.]  [5]  p.  il.  4°     (Reprint  from  Occupational  handbook.   1974- 
75  edition.l     •  Paper.  25c.  (S/N  2901-01 182). 

L  2.3:1785-98 
1785-099.  Employment  outlook  for  pharmacists.  [1974.]  [4]  p.  il.  4°     [Reprint  from  Occupa- 
tional outlook  handbook,  1974-75  edition]     *  Paper,  25c.  (S/N  2901-01 183). 

L  2.3:1785-99 
1785-100.  Employment  outlook  for  sanitarians.  [1974]  [3]  p.  il.  4°     [Reprint  from  Occupa- 
tional outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01184). 

L  2.3:1785-100 
1785-107.    Employment   outlook    for   social    workers,   social    service   aides.   [1974]   [6]   p. 
il.  4°  [Reprint  from  Occupational  outlook  handbook.   1974-75  edition.]     *  Paper.  250. 
(S/N  2901-01191). 

I.  2.3:1785-107 
1785-108.  Employment  outlook  for  performing  arts,  actors  and  actresses,  dancers,  musi- 
cians, singers  [1974]   [11]  p.  il.  4°     (Reprint  from  Occupational  outlook   handbook. 
1974-75  edition.]     *  Paper,  300.  (S/N  2901-01 192). 

I.  2.3:1785-108 
1785-109.  Employment  outlook  for  architects.  [1974]  [4]  p.  il.  4°     [Reprint  from  Occupa- 
tional outlook  handbook,  1974-75  edition]     *  Paper.  250.  (S/N  2901-01193). 

1    2.3:1785-109 
1785-110.  Employment  outlook  for  commercial  artists  [1974]  [4]  p.  il.  4°     [Reprint  from 
Occupational  outlook  handbook.  1974-75  edition.]     •  Paper.  250.  (S/N  2901-01 194). 

I    2  3  1785-110 
1785-126.   Employment  outlook   for  atomic   energy    field.   [1974]   [10]   p.   il.   4°     [Reprint 
from    Occupational   outlook   handbook.    1974-75   edition]     'Paper.    25c.    (S/N    2901- 
01210). 

I.  2.3:1785-126 
1785-139.  Employment  outlook  for  electric  power  industry,  powerplant  occupations,  trans- 
mission and  distribution  occupations,   customer  service   occupations.  [1974.]  [10]  p. 
il    4°     [Reprint  form  Occupational  outlook  handbook.  1974-75  edition]     *  Paper.  25c 
(S/N  2901-01223). 

I    2J  1785-139 
1785-141.  Employment  outlook  for  radio  and  TV  broadcasting,  radio  and  TV  announcers, 
broadcast  technicians  [1974.]  [10]  p.  il.  4°     [Reprint  from  Occupational  outlook  hand- 
book. 1974-75  edition]     '   Paper.  25c.  (S/N  2901-01225). 

I  L3:1785-M1 
1785-142.  Employment  outlook  for  railroads,  brakemen.  bridge  and  building  workers, 
clerks,  conductors,  locomotive  engineers,  locomotive  firemen,  shop  trades,  signal 
department,  workers,  station  agents,  telegraphers,  telcphonemen.  towcrmen.  track 
workers.  [1974]  [14]  p.  il.  4°  [Reprint  from  Occupational  outlook  handbook.  1974- 
75.]     *  Paper.  30c.  (S/N  2901-01226). 

I    2.3: 1785-142 
1785-143.  Employment  outlook  for  telephone  industry,  telephone  craft  occupations,  cen- 
tral office  craft  occupations,  central  office  equipment  installers,  linemen  and  cable 
splicers,   telephone   servicemen,   telephone  operators.   [1974]  [12]  p.   il.   4°     [Reprint 
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from    Occupational   outlook   handbook,    1974-75   edition.]     *  Paper,    30c.    (S/N    2901- 
01227). 

L  2.3:1785-143 
1785-144.  Employment  outlook  for  trucking.  [1974.]  [5]  p.  il.  4°     [Reprint  from  Occupa- 
tional outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01228). 

L  2.3:1785-144 
1785-145.  Employment  outlook  for  restaurants.  [1974.]  [4]  p.  il.  4°     [Reprint  from  Occupa- 
tional outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01229). 

L  2.3:1785-145 
1785-146.  Employment  outlook  for  retail  food  stores.  [1974.]  [4]  p.il.  4°     [Reprint  from 
Occupational  outlook  handbook,  1974-75  edition.]     *  Paper,  25c.  (S/N  2901-01230). 

L  2.3:1785-146 
1785-147.    Employment   outlook   for   banking,   bank   clerks,    bank   tellers,   bank   officers. 
[1974.]  [8]  p.  il.  4°     [Reprint  from  Occupational  outlook  handbook,  1974-75  edition.] 
♦Price,  25c.  (S/N  2901-01231). 

L  2.3:1785-147 
1785-148.  Employment  outlook  for  insurance  industry,  claims  adjusters  claim  examiners, 
underwriters  ,  actuaries,  insurance  agents,  and  brokers.  [1974.]  [15]  p.  il.  4°     [Reprint 
from  Occupational  outlook  handbook,  1974-75  edition.]     *  35c.  (S/N  2901-01232). 

L  2.3:1785-148 

1785-149.  Employment  outlook  for  hotels,  bellmen  and  bell  captains,  front  office  clerks, 

housekeepers  and  assistans,  managers  and  assistants.   [1974.]   [8]  p.  il.  4°     [Reprint 

from   Occupational   outlook   handbook,    1974-75   edition.]     *  Paper,   250.    (S/N   2901- 

01233). 

L  2.3:1785-149 
1785-150.  Employment  outlook  for  laundry  and  drycleaning  plants.   [1974.]    [4]  p.  il.  4° 
[Reprint  from  Occupational  outlook  handbook,   1974-75  edition.]     *  Paper,  250.  (S/N 
2901-01234). 

L  2.3:1785-150 
1785-151.  Employment  outlook  for  government,  Federal  civilian  employment,  State  and 
local  government,   Armed  Forces  [1974.]  [11]  p.  il.  4°     [Reprint  from  Occupational 
outlook  handbook,  1974-75  edition.]     *  Paper,  300  (S/N  2901-01235). 

L  2.3:1785-151 
1785-75.   Employment  outlook  for  diesel  mechanics.  [1974.]  [4]  p.  il.  4°     [Reprint  from 
Occupational  outlook  handbook,  1974-75]     *  Paper,25c.  (S/N  2901-01159). 

L  2.3:1785-75 

1785-062.   Employment   outlook   for  conservation   occupations,   foresters,   forestry   aides 

and  technicians,  range  managers,  soil  conservationist.   [1974.]  [8]  p.  il.  4°     [Reprint 

from    Occupational   outlook   handbook,    1974-75   edition.]     *  Paper,   25c.    (S/N   2901- 

1146). 

L  2.3:1785-62 
1786.   Occupational  outlook  for  college   graduates,    1974-75   edition.    1974.   vi     +    290  p. 
il.  4°     *  Paper,  $2.95  (S/N  2901-01084).     •Item  768 

L  2.3:1786 
1795-008.  Area  wage  survey:  Jacksonville,  Fla.,  metropolitan  area,  Dec.  1973.  [Apr. 1974.] 
cover  title,  30  p.  oblong  8°     *  Paper,65c.     •Item  768 

1  2.3:1795-8 
1795-014.  Area  wage  survey:  Davenport-Rock  Island-Moline,  Iowa-Ill.,  metropolitan  area, 
Feb.,  1974.  [May,  1974.]  cover  title,  31  p.  oblong  12°     *  Paper,  650.     ©Item  768 

L  2.3:1795-14 
1795-015.   Area   wage   survey:    New   Orleans,    La.,   metropolitan   area,   Jan.    1974.    [June 
1974.]  cover  title,  36  p.  oblong  12°     *  Paper,  700.     •Item  768 

L  2.3:1795-15 
1799.  Wage  chronology:   Bituminous  coal  mine  operators  and  United  Mine  Workers  of 
America,  Oct.  1933-Nov.  1974.  1974.  v     +  34  p.  il.  4°     [Supersedes  Wage  chronology: 
Bituminous  coal  mines,  1933-68  and  1968-70  supplement.]     *  Paper,  70c.     •Item  768 

L  2.3:1799 

1807.  Union  wages  and  hours,  building  trades,  July  1,  1972;  [by  Mary  K.  Rieg  ].  [1974.] 
v      +  73  p.  4°      *  Paper,  $1.10     •Item  768 

L  2.3:1807 

1808.  Wage  chronology:  Commonwealth  Edison  Co.  of  Chicago  and  International  Brother- 
hood of  Electrical  Workers,  Oct.  1945-Mar.  1974.  1974.  v  +  41  p.  4°  [Replaces 
Wage  chronology,  Commonwealth  Edison  Co.  of  Chicago,  1945-63,  BLS  Report 
205  and  1964-69  supplement.]     *  Paper,  850.     •Item  768 

L  2.3:1808 
1810.  Wage  calendar,  1974.  1974.  v     +  73  p.  4°     *  Paper,  $1.15  (S/N  2901-01313). 
•Item  768 

L  2.3:1810 
1820.   Industry   wage   survey:   Metal   mining,   Sept.    1972.    1974.  cover  title,    vi     +    30  p. 
4°     *  Paper,  70c.     •Item  768 

L  2.3:1820 
1828.    Industry   wage   survey:    Communications,    1972;   [prepared   by   Peter   M.   Doyle   ]. 
1974.  iv     +14     +  [2]  p.  4°     *  Paper,  55c.     ©Item  768 
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10052  1785-079    Hmploymcnt  outlook  (or  maintenance  electricians,  industrial  machining  repair 

men,  millwrights.  [1974.]  [7]  p.  il.  4°  [Reprint  from  Occupational  outlook  handbook. 
1974-75  edition. 1     *    Paper.  25c.  (S/N  2901-01 163) 

I    2  1:1785-79 

LAND  MANAGEMENT  BUREAU,  Interior  Dept.  Washington,  DC 
20240 

10053  Final  environmental  statement,  proposed  1974  Outer  Continental  Shelf, 

oil  and  gas  general  lease  sale,  offshore  Louisiana,  OCS  sale  36, 
FES  74-41  [with  bibliographies].  [1974.]  3  v.,  cover  titles,  xii  + 
344  p.  il.,  [4]  +  369  p.  il.  and  [2]  +  435  p.  il.,  1  pi.  in  pocket, 
4°     *  Paper,  $14.00  per  set  (3  vols.)     •Item  631 

I53.2:En8/974-3/v.l-3 

LD3RARY  OF  CONGRESS  Washington,  DC  20540 

10054  Archive  of  Hispanic  literature  on  tape,  descriptive  guide  [with  selective 

bibliographies];  compiled  by  Francisco  AguUera  [and]  edited  by  Geor- 
gette  Magassy   Dorn.    1974.   xii     +   516  p.  il.   4°    (Latin  American, 
Portuguese,   and   Spanish   Division.)   [ISBN  0-8444-0115-3.]     *  Cloth, 
$7.05  (S/N  3013-0006).     #Item  806-F 
L.C.  card  73-19812  LC  24.2:H  62/2 

MEDICINE  AND  SURGERY  BUREAU  (Navy),  Defense  Dept. 
Washington,  DC  20350 

Naval  Submarine  Medical  Research  Laboratory,  Submarine  Base, 
Groton,  Conn.:  Report. 

10055  768.   Contribution   of   poorer  ear  to   binaural   intelligibility    [with   list   of  references]:   by 

J.  Donald  Harris  and  Cecil  K.  Myers.  Feb.  1,  1974.  iii  +  10  +  [2]  p.  il.  4° 
(Research  work  unit  M4305.08-3003DAC9.09.)     # 

D  206.10:768 

10056  769.  Visibility  of  colored  targets  in  free-swimming  scuba  search  [with  list  of  references]: 

by  S.  M.  Luria  and  Jo  Ann  S.  Kinney.  Feb.  1.  1974.  iii      +3     +  [2]  p.  4° 
[Research  work  unit  M4306.03-2050DXC5.16.)      # 

D  206.10:769 

10057  770.  Effects  of  repetition  and  dark  adaptation  on  visual  evoked  responses  in  rat  [with 

list  of  references];  by  Raymond  T.  Bartus  and  Steven  H.  Ferris.  Feb.  I,  1974. 
iii     +9     +  [2]  p.  il.  4°     [Research  work  unit  MR041.01  01-0130BXKK.O4]     # 

D  206.10:770 

10058  772.    Animal   saturation   diving   at   simulated   depths   of   50   and   60   feet,   description   of 

operation  and  environment  [with  list  of  references],  by  Robert  D.  Murray  [and 
others]  Feb.  5,  1974.  iii  +  18  +  [2]  p.  il.  4°  (Research  work  unit  M4306.02- 
3114BFK9.01.)     # 

D  206.10:772 

U.  S.  Naval  Submarine  Medical  Center,  Submarine  Base,  Groton, 
Conn.:  Report. 

10059  773.   Hemostatic   alterations   following   severe   dysbaric   stress   [with   list   of   references]: 

by  Michael  J.  Jacey  ,  Richard  O.  Madden  and  Donald  V.  Tappan.  Feb.  12,  1974. 
cover  title,   iii     +8     +    2  p.   il.   4°     [Research  work    unit   M4306.02-5003BA9K.03] 

D  206.10:773 

10060  685.  Comparison  of  color  vision  tests  used  by  military  services  [with  list  of  references]; 

by  Helen  M.  Paulson  .  Oct.  27,  1971.  cover  title,  [38]  p.  il.  4"  [Research  work 
unit  M4305.08-300IDAC9.08.]     #  Distribution  limited  to  U.  S.  Gov't  agencies  only. 

D  206.10:685 

10061  781.   Metabolic   and   hematologic   factors   in  cronic   air  saturation  at  2.5   ATA   [with  list 

of  references];  by  Michael  Y.  Jacey  and  Donald  V.  Tappan.  Mar.  20,  1974.  cover 
title,  iii     +8     +2  p.il.  4°     [Research  work  unit  M 306.0 2-5003 BA9K .04.]  + 

D  206.10:781 

10062  782.   Waxed  dental   floss    inclusion   in   regimen   of  oral   hygiene   of  antarctic    personnel. 

effects  [with  list  of  references];  by  Earl  Fisher  [and  others].  Mar.  27.  1974.  cover 
title    iii     +15     +  2  p.  il.  4°  [Research  work  unit  MR04I  20.02-6025B31J.04]  + 

D  206.10:782 
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10063  784.   Thyroid   status   of   rats  during   simulated   shallow-water   saturation   dives   [with   list 

of  references];  by  David  H.  Wood  and  William  A.  Tucker.  May  29,  1974.  cover 
title,  iii     +8     +  2  p.  il.  4°     [Research  work  unit  MR01 1 .01-5042.01.]  + 

D  206.10:784 

10064  785.   Hearing  threshold   shifts  to  high  frequency   tonal  pulses,   [with  list  of   references] 

by  J.  Donald  Harris  .  May  31,  1974.  iii     +6     +2  p.il.  4°  + 

D  206.10:785 

MINES  BUREAU,  Interior  Dept.  Washington,  DC  20240 

Petroleum  products  survey  (series).  (Mineral  industry  surveys.) 

10065  85.   Motor  gasolines,   winter   1973-7;   [by    Ella  Mae   Shelton   ].   June    1974.   [1]      +    59  p. 

5  pi.  map.  4°  +  Mines  Bureau,  Pittsburgh,  PA  15213.     •Item  642-A 

128.18/3:85 

Report  of  investigations. 

10066  7850.   Preliminary   investigation   of  desilication  of  minerals    with   sulfur  and   carbon;  by 

Howard  O.  Poppleton  and  T.  T.  Campbell.  [1974.]  [3]  +  8  p.  il.  4°  +  Mines 
Bureau,  Pittsburgh,  PA  15213.     •Item  637-A 

I  28.23:7850 

10067  7872.  Coal  mine  combustion  products,  identification  and  analysis;  by  Arthur  M.  Hartstein 

and  David  R.  Forshey.  [1974.]  [3]  +  12  p.  il.  4°  [Report  based  upon  work  done 
by  Ultrasystems,  Inc.,  under  contract  HO122009.]  +  Mines  Bureau,  Pittsburgh, 
PA.  15213     •Item  637-A 

I  28.23:7872 

10068  7877.   Development  and   application  of  waste-plus-waste  process  for  recovering  metals 

from  electroplating  and  other  wastes  [with  list  of  references];  by  Andrew  A.  Cochran 
and  Lawrence  C.  George.'  [1974.]  [3]  +  18  p.  il.  4°  +  Mines  Bureau,  Pittsburgh, 
PA  15213.     •Item  637-A 

I  28.23:7877 

10069  7878.    Rapid   identification   of   copper-base    alloys   by   energy   dispersion    X-ray   analysis 

[with  list  of  references];  by  Harold  E.  Marr  ,111.  [1974.]  [3]  +  15  p.  il.  4°  + 
Mines  Bureau,  Pittsburgh,  PA  15213.      •Item  637-A 

I  28.23:7878 

10070  7879.    Rapid    particle    size    analysis    by    hydrosizing    and    nuclear    sensing    [with    list   of 

references];  by  C.  B.  Daellenbach  ,  W.  M.  Mahan  and  F.  E.  Armstrong.  [1974.] 
cover  title,  [3]  +  16  p.  4°  [Errata,  2  p.,  issued  also.]  +  Mines  Bureau,  Pittsburgh, 
PA  15213.     •Item  637-A 

I  28.23:7879 

10071  7881.  Tunneling  machine  research,  interaction  between  disk-cutter  grooves  in  rocks  [with 

list  of  references];  by  Parviz  F.  Rad  and  Richard  C.  Olson.  [1974.]  [3]  +  21  p. 
il.      +  Mines  Bureau,  Pittsburgh,  PA  15213.     •Item  637-A 

I  28.23:7881 

10072  7882.  Tunneling  machine  research,  size  distribution  of  rock  fragments  produced  by  rolling 

disk  cutters  [with  list  of  references];  by  Parviz  F.  Rad  and  Richard  C.  Olson. 
[1974.]  [2]  +  ii  +40  p.  il.  4°  +  Mines  Bureau,  Pittsburgh,  PA  15213.  •Item 
637-A 

I  28.23:7882 

10073  7883.   Correlation   of   laboratory   cutting   data   with   tunnel   boring   machine    performance 

[with  list  of  references];  by  Parviz  F.  Rad  .  [1974.]  [3]  +  19  p.  il.  4°  +  Mines 
Bureau,  Pittsburgh,  PA  15213.     •Item  637-A 

I  28.23:7883 

10074  7898.  Corrosion  of  commercial  alloys  in  3  environments  simulating  phosphate  rock  acidu- 

lation  [with  list  of  references];  by  Laurance  L.  Oden  and  Boyd  D.  Nash.  [1974.] 
[3]      +  10  p.  il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213.     •Item  637-A 

I  28.23:7898 

10075  7900.  Laboratory  experiments  in  electrokinetic  densification  of  mill  tailings:  2,  Application 

to  various  types  and  classifications  of  tailings;  by  Richard  H.  Sprute  and  D.  J. 
Kelsh.  [1974.]  [2]  +  iv  +  43  p.  il.  4°  +  Mines  Bureau,  Pittsburgh,  PA  15213. 
•Item  637-A  „o 

I  28.23:7900 

10076  7904.   Detecting  and   sorting  disseminated    native  copper  ores   [with  list  of   references]; 

by  Vernon  R.  Miller  ,  Robert  W.  Nash  and  Alfred  E.  Schwaneke.  [1974.]  [3] 
+  14  p.  il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213.     •Item  637-A 

I  28.23:7904 

10077  7906.   Reduction   of  tetravalent  cerium   and  its  application   to   stripping  from   tri-n-butyl 

phosphate  [with  list  of  references];  by  Lawrence  E.  Schultze  ,  D.  J.  Bauer  and 
R.  E.  Lindstrom.  [1974]  [3]     +  8  p.  il.  4°     +   Mines  Bureau,  Pittsburgh,  PA  15213. 

•Item637"A  ,28.23:7906 
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7907.   Mine   roof  reinforcement   by    specifically    designed  cpoxy   resin   systems   (with   list 
of  references!,  by  R.  V.  Subramanian  (and  others].  [ |S»74 .)  |3|      I    14  p.  il.  4° 
[Report   based   on   work   done   by    Washington    State    University    under   contract    H- 
0101783]      I   Mines  Bureau.  Pittsburgh.  PA  15213.     •Item  637-A 

1  28 .23:7907 
7912     Deformation   monitoring  of  underground  openings   h\    photographic   techniques;   b\ 
James   R.    McVcy    (and   Others].    (1974]   [3]      +    26  p.   il.   4°      *    Mines    Bureau.    Pitt 
sburgh.  PA  15213      •Item  637-A 

1  28.23:7912 
7913.     Recovery    of    lead    from    galena    by    leach    electrolysis    procedure    (with    list    of 
references),   by    James    F.    Murphy    .    F.P  Haver   and    M  M.Wong.    (1974.)    [3|      I    8 
p.  il.  4°     +  Mines  Bureau,  Pittsburgh.  PA  15213.      •hem  637-A 

I  28.23:7913 
7917.   Tracer  gas   as   aid    in    mine    ventilation   analysis   [with   list   of   references);    by    E. 
D.   Thimons  and   F.   N.   Kissell.   [1974  )  |3)      f    17  p.  il.  4°     +    Mines   Bureau.   Pitt 
sburgh.  PA  15213      •Item  637-A 

I  28.23:7917 

7919.  Electrochemical  kinetics  of  reaction  of  titanium  metal  with  titanium  subchlondes 
in  molten  sodium  chloride  |with  list  of  references);  by  D.  J.  MacDonald  [and  others). 
[1974.]  [31  +  16  p.  il.  4°  +  Mines  Bureau.  Pittsburgh.  PA  15213.  •Item  637- 
A 

I  28.23:7919 

7920.  Evaluating  plastic  scintillators  for  detecting  prompt  gamma  rays  in  continuous 
analysis  of  bulk  materials;  by  AW.  Hall  and  G.R.Friggcns.  [1974]  [3]  +11  p. 
il.  4°     +  Mines  Bureau.  Pittsburgh.  PA  15213     •Item  637-A 

I  28.23:7920 

7924.  Thermal  degradation  of  Green  River  kerogen  at  150°-350°  C,  composition  of 
products  [with  list  of  references);  by  James  J.  Cummins  ,  F.G.Doolittle  and 
W.E.Robinson.  (1974.)  [3]  +  18  p.  il.  4°  [Report  is  based  on  work  performed 
in  cooperation  with  University  of  Wyoming]  +  Mines  Bureau.  Pittsburgh.  PA 
15213.      ©Item  637-A 

I  28.23:7924 

7925.  Waste  lubricating  oil  research,  some  innovative  approaches  to  reclaiming  used 
crankcase  oil  [with  list  of  references);  by  M.  L.  Whisman  .  J.  W.  Goetzingcr. 
and  F.  O.  Cotton.  [1974]  [3]  +  20  p.  il.  4°  +  Mines  Bureau.  Pittsburgh,  PA 
15213.     •Item  637-A 

I  28.23:7925 
7931.  Hydrogen  peroxide  precipitation  of  uranium  [with  list  of  references];  by  M    Shabbir 
and    K.    E.    Tame.    [1974.)    [3]  + 13    p.    4°     +    Mines    Bureau.    Pittsburgh.    Pa    15213. 
•Item  637-A 

I  28.23:7931 
7934.  Pioneering  experiments  on  coreduction  of  titanium,  aluminum,  and  vanadium 
chlorides  to  produce  titanium  alloy  sponge  [with  list  of  references);  by  Jack  L. 
Henry  .  Wallace  E.  Anable  and  John  L.  Schaller.  [1974]  [2]  +  ii  -  21  p.  il. 
4°  +  Mines  Bureau,  Pittsburgh.  PA  15213.  •Item  637-A 
7941.  Tube-wall  methanation  reactors  with  combined  diffusion  and  kinetic  resistance 
[with  list  of  references);  by  T.  D.  Ralston  .  [1974]  [3]  +  15  p.  il.  4°  t  Mines 
Bureau.  Pittsburgh,  PA  15213.     •Item  637-A 

I  28.23:7941 

7944.  Multiple-orifice  feeder  for  fine  particles;  by  Harry  G.  Lucas  and  N.  S.  Smith, 
jr.  [1974.]  [3]  +  5  p.  il.  4°  +  Mines  Bureau.  Pittsburgh.  PA  15213.  •Item 
637-A 

I  28.23:7944 

7945.  Compound-type  separation  and  characterization  studies  for  370°  to  530°  C  distillate 
of  Recluse,  Wyo.,  crude  oil  [with  list  of  references);  by  Donald  E.  Hirsch  [and 
others).  [1974]  [2]  +  ii  +  25  p.  il.  4°  +  Mines  Bureau.  Pittsburgh.  PA  15213. 
•Item  637-A 

I  28.23:^945 

7947.  Removal  of  hydrogen  sulfide  from  hot  producer  gas  by  solid  absorbents  (with 
list  of  references);  by  William  T.  Abel  ,  F.G.  Shultz  and  P.F.  Langdon.  (1974.) 
[2]  +  ii  +  23  p.  il.  4°  [Errata.  1  p..  issued  also.]  +  Mines  Bureau.  Pittsburgh. 
PA  15213.     •Item  637-A 

I  28.23:7947 

7960.    Evaluation   of   novel  electrophorctic    separation    method   to   remove   pyritic    sulfur 
from  coal;  by  Kenneth  J.  Miller  and  A.F.  Baker.  [1974.)  [3]     +  14  p.  il   4 
[Office  of  Air  Programs  of  Environmental  Protection  Agency  funded  work  covered 
by  this  report]      +  Mines  Bureau,  Pittsburgh.  PA  15213.     •Item  637-A 

I  28.23:7960 

7968.  Degasification  of  Mary  Lee  coalbed  near  Oak  Grove.  Jefferson  County.  Ala., 
by  vertical  borehole  in  advance  of  mining  [with  list  of  references];  by  Curtis  H. 
Elder  and  Maurice  Deul.  [1974.)  [3]  +  21  p.  il.  4°  +  Mines  Bureau.  Pittsburgh. 
PA  15213.     •Item  637-A 

I  28.23:7968 
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10094  7927.   Removal  of  lead   and   zinc   and   production  of  prereduced   pellets   from   iron  and 

steelmaking  wastes  [with  list  of  references];  by  Waldemar  M.  Dressel  ,  P.G.  Barnard 
and  M.M.  Fine.  1974.  [3]  +  15  p.il.  4°  +  Mines  Bureau,  Pittsburgh,  PA  15213. 
•Item  637-A 

I  28.23:7927 

NATIONAL  AERONAUTICS  AND  SPACE  ADMINISTRATION 
Washington,  DC  20546 
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10096  X-3063.  Evaluation  of  analytical  procedures  for  prediction  of  turbulent  boundary  layers 

on  a  porous  wall  [with  list  of  references];  by  Charles  E.  Towne  .  June  1974.  cover 
title,  30  p.  4°     §  Paper,  $3.25. 
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10097  X-2713.    Longitudinal  aerodynamic   performance   of  series   of  power-law   and   minimum- 

wave-drag  bodies  at  Mach  6  and  several  Reynolds  numbers  [with  list  of  references]; 
by  George  C.  Ashby  ,  jr.  Aug.  1974.  cover  title, [1]     +  27  p.  il.  4°     §  Paper,  3.25. 

NAS  1.15:X-2713 

10098  X-2916.  Transient  response  of  shells  of  revolution  by  direct  integration  and  modal  super- 

position methods  [with  list  of  references];  by  Wendell  B.  Stephens  and  Howard 
M.  Adelman.  May  1974.  cover  title,  [1]  +  51  p.  il.  4°  [Work  unit  502-32-01-02.] 
§  Paper,  $3.75. 
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10099  X-2947.   Exhaust-nozzle  characteristics  for  twin-jet  variable-wing-sweep  fighter  airplane 

model  at  Mach  numbers  to  2.2  [with  list  of  references];  by  David  E.  Reubush 
and  Charles  E.  Mercer.  June  1974.  cover  title,  [1]     +  135  p.  il.  4°     §  Paper,  $4.75. 

NAS  1.15:X-2947 

10100  X-2987.  Effluent  sampling  of  Scout  D  and  Delta  launch  vehicle  exhausts   [with  list  of 

references];  by  William  C.  Hulten  [and  others].  July  1974.  cover  title,  [1]  +  69 
p.  il.  4°     §  Paper,  $3.75. 
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programs  for  CDC  6600  [with  list  of  references];  by  Jon  R.  Osias  .  June  1974. 
cover  title,  [1]     +  73  p.  il.  4°     §  Paper,  $3.75. 
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4°     §  Paper,  $3.75. 
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NAS  1.15:X-3049 

*For  Sale  by  Superintendent  of  Documents 
+ Distribution  Made  by  Issuing  Office 
Page  118  #Not  Available  for  Sale  or  Distribution 


May  1976 

X-3052.  Performance  of  1.15-pressure-ratio  axial-flow  fan  Mage  with  blade  tip  s»>lidit> 
of  0.5  [with  list  of  references);  by  Walter  M.  Osborn  and  Ronald  J.  Steinkc.  Aug. 
1974.  cover  title,  [I]      +  94  p.  il.  4°     §  Paper,  $4.00. 
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§  Paper.  $3.00. 
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4°     §  Paper.  $3.00. 

NAS  1.15:X-3067 
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by    Emald   B.   Graves   and    Roger   H.    Fournier.   July    1974.   cover   title,    [1]     +    233 

p.  il.  4°    §  Paper.  $6.00. 
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4°     §  Paper,  $3.00. 
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William  P.  Henderson  .  Sept.  1974.  cover  title.  (1)      +  33  p.  il.  4°     §  Paper,  $3.25. 
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X-3094.  Some  aspects  of  FLOX-[Fluorine  liquid  oxygen]  methane  rocket  engine  throttling 
[with  list  of  references),  by   Daniel   E.   Sokolowski    ,    Ned   P.   Hannum   and   Edwin 
J.  Seigwarth.  Sept.  1974.  cover  title,  [1  ]     +  26  p.  il.  4°     §  Paper,  $3.25. 
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for  turbofan  engines  [with  list  of  references);  by  Joseph  R.  Balombin  and  Edward 
G.  Stakolich.  Sept.  1974.  cover  title,  [1  ]     +  69  p.  il.  4°     §  Paper,  $3.75. 

NAS  l.15:X-3103 
X-3114.  Theoretical  surface  velocity  distributions  on  acoustic  splitter  geometries  for  en- 
gine  inlet  [with  list   of  references);   by  James  A.  Albers  and  Douglas   C.   Breunlin. 
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(Skylab   Program   Office.   George   C.    Marshall    Space    Flight  Center.   Ala.)     §  (Price 
upon  application). 
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X-64821.  MSFC  Skylab  Apollo  telescope   mount  experiment  systems  mission  evaluation 

[with   list   of   references;   by   A.    F.    White    .   jr.).   June    1974.   cover   title.    [2]      -    x 
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§  (Price  upon  application). 

NAS  1.15:X-64847 

10126  X-64850.    System   safety    checklist   Skylab    program    report.    May    30,    1974.    cover  title, 
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10127  D-7524.  Flight  investigation  of  manual  and  automatic  VTOL  decelerating  instrument  ap- 

proaches and  landings  [with  list  of  references];  by  James  R.  Kelly  [and  others]. 
July  1974.  cover  title,  [1]     +42  p.  il.  4°     §  Paper,  $3.25. 
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10128  D-7545   Vectorization  of  STAR  computer  of  several  numerical  methods  for  fluid  flow 

problem  [with  list  of  references];  by  Jules  J.  Lambiotte  ,  jr.,  and  Lona  M.  Howser. 
July  1974.  cover  title,  iii     +  55  p.  il.  4°     §  Paper,  $3.75. 
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10129  D-7430.  Heat-transfer  and  pressure  distributions  for  laminar  separated  flows  downstream 

of  rearward-facing  steps  with  and  without  mass  suction  [with  list  of  references]; 
by  Ronald  D.  Brown  and  Antoni  K.  Jakubowski.  Aug.  1974.  cover  title  [1]  + 
67  p.  il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-7430 

10130  D-7450.    Microwave    spectra    of    some*  sulfur    and    nitrogen    compounds    [with    list    of 

references];  by  William  F.  White  .  May  1974.  cover  title,  [1]     +  105  p.  il.  4° 
§  Paper,  $4.50. 

NAS  1.14:D-7450 

10131  D-7465.   Hot-wire  anemometry  in  hypersonic  helium  flow   [with  list  of  references];  by 

Richard  D.  Wagner  and  Leonard  M.  Weinstein.  June  1974.  cover  title,  [1]  +  45 
p.  il.  4°     §  Paper,$3.25. 

NAS  1.14:D-7465 

10132  D-7499.    Relaxation    of   unsteady    turbulent   boundary    layer   on   flat   plate   in   expansion 

tube  [with  list  of  references];  by  Roop  N.  Gupta  and  Robert  L.  Trimpi.  June  1974. 
cover  title,  [1]     +56  p.  il.  4°     §   Paper,  $3.75. 

NAS  1.14:D-7499 

10133  D-7504.   Computer  programs  for  pressurization  (ramp)  and   pressurized  expulsion  from 

cryogenic  liquid  propellant  tank  [with  list  of  references];  by  Philip  A.  Masters. 
July  1974.  cover  title,  [1]     +85  p.  il.  4°     §  Paper,  $4.00. 

NAS  1.14:D-7504 

10134  D-7505.  Effect  of  canard  location  and  size  on  canard-wing  interference  and  aerodynamic- 

center    shift    related    to    maneuvering    aircraft    at    transonic    speeds    [with    list    of 
references];  by  Blair  B.  Gloss  .  June  1974.  cover  title,  [1]     +  133  p.  il  4°     § 
Paper,  $4.75. 

NAS  1.14:D-7505 

10135  D-7507.  Engineering  prediction  of  turbulent  skin  friction  and  heat  transfer  in  high-speed 

flow  [with  list  of  references];  by  Aubrey  M.  Cary  ,  jr.,  and  Mitchel  H.  Bertram. 
July  1974.  cover  title,  [1]     +  86  p.  il.  4°     §  Paper,  $4.00. 
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10136  D-7550.    Deployment  and   performance   characteristics   of   1.5-meter   supersonic   attached 

inflatable  decelerators  [with  list  of  references];  by  Herman  L.  Bohon  ,  James  Wayne 
Sawyer  and  Robert  Miserentino.  July  1974.  cover  title,  [1]  +  40  p.  il.  4°  §  Paper, 
$3.25. 
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10137  D-7552.    Analytical   expressions   for  position  error  in   triangulation   solution   of  point   in 

space  for  several  station  configurations  [with  list  of  references];  by  Sheila  Ann 
T.  Long  .  June  1974.  cover  title,  [1]     +46  p.  il.  4°     §  Paper,  $3.25. 
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NAS  1.14:D-7582 
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Paper,  $3.25. 
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D-7606.  Sonic-boom  ground  pressure  measurements  from  launch  and  reentry  of  Apollo 
16  |with  list  of  references!,  by  Herbert  R  Henderson  and  David  A.  Hilton  Aug 
1974    cover  title.  (I|       •   43  p   il.  4°       |  Paper.  $3.25. 
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D-7650.  Aerodynamic  and  flow -visualization  studies  of  variations  in  geometry  of  irregular 
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1974.  cover  title,  [1]      +  23  p.  il.  4°     §  Paper,  $3.00. 

NAS  1.14  D-7675 
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by  Wayne  Johnson  .  Mav  1974.  cover  title,  xii     +  241  p.  il.  4°     §  Paper.  $6.50. 

NAS  1.14. D-7677 
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references];  by  Jack   A.  Salzman  and  Thorn   A.   Coney.  June   1974.   cover  title.   [1] 
+  24  p.  il.  4°     §  Paper,  $3.00. 
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il.  4°     §  Paper.  $3.25. 
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[with  list  of  references]:  by  Marvin  Warshay  and  Christorpher  L.  Caenepeel.  June 
1974.  cover  title.  [1]      +-  18  p.  il.  4°     §  Paper.  $3.00. 
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10160  D-7688.   Effect  of  chlorine  purification  on  oxidation  resistance  of  some  mechanical  car- 

bons |with  list  of  references];  by  Donald  W.  Wisander  and  Gordon  P.  Allen.  June 
1974.  cover  title,  [1]      +  1 1  p.  il  4°     §  Paper,  $3.00. 

NAS  1.14:D-7688 

10161  D-7698.    Graphitc-polyimide   composite   for   application   to   aircraft   engines   (with   list   of 

references];  by  Morgan  P.  Hanson  and  Christos  C.  Chamis.  June  1974.  cover  title, 
II]      +  26  p.  il.  4°     §  Paper,  $3.00. 

NAS  1.14:D-7698 

10162  D-7699.   Evaluation  of  alloys  and  coatings  for  use  in  automobile  thermal  reactors  [with 

list  of  references];  by  Charles  P.  Blankenship  and  Rovert  E.  Oldrieve.  July  1974. 
cover  title,  iv     +  47  p.  il.  4°     §  Paper,  $3.25. 

NAS  1.14:D-7699 

10163  D-7702.  Some  effects  of  tip  fins  on  wing  flutter  characteristics  [with  list  of  references]; 

by  Robert  C.  Goetz  and  Robert  V.  Doggett,  jr.  Oct.  1974.  cover  title,  [1]  +31 
p.  il.  4°     §  Paper,  $3.25. 

NAS  1.14:D-7702 

10164  D-7705.    Effects   of  composition   and   testing  conditions   on   oxidation   behavior  of  four 

cast  commercial  nickel-base  superalloys  [with  list  of  references],  by  Carl  E.  Lowell 
and  Hubert  B.  Probst.  Aug.  1974.  cover  title,  [1]     +  27  p.  il  4°     §  Paper,$3.25. 

NAS  1.14:D-7705 

10165  D-7706.  Design  and  evaluation  of  experimental  ceramic  automobile  thermal  reactors  [with 

list  of  references];  by  Phillip  L.  Stone  and  Charles  P.  Blankenship.  July  1974.  cover 
title,  iii     +  25  p.  il.  4°     §  Paper,  $3.25. 

NAS  1.14:D-7706 

10166  D-7707.  Similarity  constraints  in  testing  of  cooled  engine  parts  [with  list  of  references], 

by  Raymond  S.  Colladay  and  Francis  S.  Stepka.  June  1974.  cover  title,  [1]  + 
22  p.  il.  4°     §  Paper,  $3.00. 

NAS  1.14:D-7707 

10167  D-7708.    Performance   of   a   Brayton   power   system   with   space   type   radiator   [with   list 

of  references];  by  Ralph  C.  Nussle  ,  George  M.  Prok  and  David  B.  Fenn.  July 
1974.  cover  title,  [1]     +  24  p.  il.  4°     §   Paper,  $3.00. 

NAS  1.14.D-7708 

10168  D-7709.    High-efficiency,    200-watt,     12-gigahertz    traveling    wave    tube    [with    list    of 

references];  by  Henry  G.  Kosmahl  ,  B.  D.  McNary  and  Otto  Sauseng.  June  1974. 
cover  title  [1]     +  17  p.  il.  4°     §  Paper,  $3.00. 

NAS  1.14:D-7709 

10169  D-7717.  Design  and  evaluation  of  filter  spectrometer  concept  for  facsimile  cameras  [with 

list  of  references];  by  W.  Lane  Kelly  IV,  Daniel  J.  Jobson,  and  Carroll  W.  Rowland. 
Aug.  1974.  cover  title,  [1]     +  18  p.  il.  4°     §  Paper,  $3.00. 

NAS  1.14:D-7717 

10170  D-7719.    Analysis   of   sound   propagation    in   ducts    using   wave   envelope   concept   [with 

list  of  references];  by  Kenneth  J.  Baumeister  .  July  1974.  cover  title,  [1]  +  37 
p.  il.  4°     §  Paper,  $3.25. 
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Sept,  21,  1971  [with  list  of  references];  by  David  Adamson  and  Clifford  L.  Fricke. 
Sept.  1974.  cover  title  [1]     +  43  p.  il.  4°     §  Paper,$3.25. 
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10172  D-7725   Standardized  functional  support  section  for  small  astronomy  satellite  (SAS);  by 

Marjorie  R.  Townsend  .  June  1974.  cover  title,  v     +  35  p.  il.  4°     §  Paper,  $3.25. 
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10173  D-7731.  Preliminary  performance  estimates  of  oblique,  all-wing,  remotely  piloted  vehicle 

for  air-to-air  combat  [with  list  of  references];  by  Walter  P.  Nelms  ,  jr.,  and  Rodney 
O.  Bailey.  July  1974.  cover  title,  vi     +  97  p.  il.  4°     §  Paper,  $4.50. 
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10174  D-7732.     Numerical    calculation    of    laminar    boundary-layer    separation    [with    list    of 

references];  by  John  M.  Klineberg  and  Joseph  L.  Steger.  July  1974.  cover  title, 
v     +  %  p.  il.  4°     §  Paper,  $4.50. 
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William  D.  Grantham  and  Perry  L.  Deal.  Sept. 1974.  cover  title,  [1]  +  35  p.  il. 
4°     §  Paper,  $3.25. 
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10176  D-7738.   Tornado  like  gravity-driven   vortex   model   [with  list  of  references];  by  Robert 

G.  Deissler  and  Donald  R.  Boldman.  Aug.1974.  cover  title,  [1]     +20  p.  il.  4° 
§  Paper,  $3.00. 
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10178  D-7756.   Some  metal-graphite  and  mclal-ce  ramie  composites   for  use  as  high-cnergv   brake 
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list  of  references);  by  Hlakc  W.  Corson,  jr.  ,  Jack  F.  Runckcl  and  William  B 
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by  Ye.  A.  Makarova  and  A.  V.  Kharitonov.  June  1974.  cover  title,  x  +  245  p. 
il.  4°     [Nauka  Publishing  House,  Moscow,  1972]     §  Paper.  $6.50. 
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10184  F-759.  Ionospheric  measurements  (with  list  of  references);  by  A.  I.  Calkin  (and  others]. 

July  1974.  cover  title,  v  +  254  p.il.  4°  [Nauka  Press,  Moscow,  1971.]  §  Paper, 
$6.50. 

NAS  l.!3/2:F-759 
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A.  Chembrovskiy  ,  Yu.I.  Topcheyev,  G.  V.  Samoylovich.  May  1974.  cover  title, 
viii     +  381  p.il.  4°  [Mashinostroyeniyc  Press.  Moscow,  1972.)     §  Paper.  $8.25. 

NAS  l.l3/2:F-782 

10186  F-793.  Aircraft  and  natural  climate  conditions  [  with  list  of  references]  by   K.  M.  Ship- 

pileva  and  A.  B.  Kruglov.  July  1974.  cover  title,  vi  +  147  p.il.  [From  Military 
Press  of  USSR  Ministry  of  Defense.  Moscow.  1972.)     §  Paper,  $5.00. 

NAS  l.!3/2:F-793/     • 

NATIONAL  BUREAU  OF  STANDARDS,  Commerce  Dept. 
Gaithersburg,  MD  20760 

Monograph. 

10187  140.   Time   and   frequency,   theory   and   fundamentals   [with    lists   of   references);   Byron 
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10192  39.   Conference   on   use   of  BCG   in   therapy   of  cancer   [held   at   National    Institutes  of 

Health,  Oct.5-6,1972  with  lists  of  references;  edited  by  Tibor  Borsos  and  Herbert 
J.  Rapp].  Dec.  1973  [published  1974].  ix  +  [1]  +  276  p.  il.  4°  (DHEW  publication 
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years,  [with  list  of  references;  by  Dale  B.  Harris  and  Glenn  D.  Pinder].  May  1974. 

iv      +  47  p.  4°     (DHEW  publication  (HRA)  74-1620;  [Division  of  Health  Examination 
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500-E 

L.C.  card  73-20471  HE  20.6209:11/138 

Vital  and  health  statistics:  Series  12,  Data  from  National  health  survey. 
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cooperation  with  Bureau  of  Census.]     *  Paper,  850.     •Item  500-E 
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[with  list  of  references);  by  Stephen  S.  Teel  and  Norman  W.  Lut- 
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10201  Automotive  tape  recorder:   v.l.  Design  and  preliminary  development; 
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179.)     # 

TD  8.2:D  83/6 

10205  Dynamics  of  motorcycle  impact  1971-73:  v.l,  Summary  report,  results 
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tidisciplinary  accident  investigation;  [by  Russell  S.  Fisher  ].  Jan.  1972. 
cover  tide,  iii  +415  p.  il.  4°  (DOT  HS  800  692.)  [Prepared  by 
Maryland  Medical-Legal  Foundation,  Inc.,  Baltimore,  Md.,  under  con- 
tract no.  FH-1 1-7399.]     # 

TD  8.2:M  36 

10211  New  hope-  new  possibilities,  report  to  religious  communities  on  alcohol 

safety  action  projects  (ASAP);  [by  John  Soleau  and  David  A.  Works]. 
[Aug.  1972.]  cover  title,  vii     +  27  p.  il.  4°     # 

TD  8.2:A1  1/5 

10212  Rear  end  structural  crashworthiness  of  unitized  construction  vehicles, 

design  development  and  design  verification;  [by  R.  L.  Anderson  and 
E.  Enserink].  Jan.  1973.  cover  title,  xvii  +  180  p.  il.  4°  (DOT 
HS-800  816.)  [Prepared  by  Dynamic  Science,  Phoenix,  Ariz.,  under 
Contract  DOT-HS-0462-264.]  + 

TD  8.2:C  85/2 

10213  Rear  end  structural  crashworthiness  of  unitized  construction  vehicles, 

summary  report;  [by  R.  L.  Anderson  and  E.  Enserink].  Jan.  1973. 
cover  title,  ix  +  83  p.  il.  4°  (DOT  HS-800  830.)  [Contract  DOT- 
HS-046-2-264.]  + 

TD  8.2:C  85/3 

10214  Systems  analysis  of  traffic  law  system,   summary  volume;   [by  Kent 

B.  Joscelyn  and  Ralph  K.  Jones].  Dec.  1971.  cover  title,  x  +  66 
p.  il.  4°  (DOT/HS-800  640.)  [Prepared  by  Indiana  University  Institute 
for  Research  in  Public  Safety,  Bloomington,  Ind.,  under  Contract 
FH-1 1-7270.]     # 

TD  8.2:T  67 

NATIONAL  INSTITUTE  OF  ALLERGY  AND  INFECTIOUS 
DISEASES,  Health,  Education,  and  Welfare  Dept.  Bethesda,  MD  20014 

Infectious  diseases  research  (series). 

10215  Mononucleosis.    [1974.]    [2]     +    5   p.   4°     ([DHEW   Publication   No.   (NIH)   74-142.])     + 

•Item  505-A-l 

HE  20.3252:M  75 

10216  Parasitic   roundworm  disease.   [1974.]   [2]      +    13  p.  4°     ([DHEW   Publication   (NIH)  74- 

245.])     +     •Item  505-A-l 

HE  20.3252:P  21 

NATIONAL  MARINE  FISHERIES  SERVICE,  Commerce  Dept. 
Washington,  DC  20230 

Current  fisheries  statistics  (series). 

10217  6109.  Maine  landings,  annual  summary  1972.  May  2,  1974.  13  p.  4°     [Prepared  in  coopera- 

tion with  Maine  Department  of  Marine  Resources,  Augusta,  Maine.]  +  •Item 
610-A 

C  55.309/2:6109 

10218  6116.    Virginia   landings,    annual    summary    1972.   July    24,    1974.   9   p.   4°     [Prepared   in 

cooperation  with  the  Virginia  Marine  Resources  Commission,  Newport  News,  and 
Potomac  River  Fisheries  Commission,  Colonial  Beach  ,  Va.]     +     •Item  610-A 

C  55.309/2:6116 

10219  6121.    Alabama    landings,    annual    summary    1972.    Apr.26,1974.    8    p.    4°     [Prepared    in 

cooperation  with  Alabama  Department  of  Conservation,  Montgomery,  Ala.]     + 
•Item  610-A 

C  55.309/2:6121 

10220  6416.    North   Carolina    landings,    annual    summary    1973.    [1974.]    9    p.    4°     [Prepared   in 

cooperation  with  North  Carolina  Department  of  Conservation  and  Development, 
Division  of  Commercial  and  Sports  Fisheries,  Moorehead  City.N.C]  +  •Item 
610-A 

C  55.309/2:6416 

*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  126  #Not  Available  for  Sale  or  Distribution 


May  1976 

10221  642s    Gulf  Coast  shrimp  data,  annual  summary.  1973.  Aug.  8,  1974.  31  p    il    4'      [Prepared 

in  cooperation  with  fishery  agencies  of  Al.ihjma.  Florida,  I  ouisi.m.i  Mississippi. 
and  Texas  |      I      •Item  610-A 

C  55  30912:6423 

NATIONAL  OCEANIC  AND  ATMOSPHERIC  ADMINISTRATION, 
Commerce  Dept.  Washington,  DC  20235 

NOAA  technical  memorandum.  (Environmental  Research  Laboratories. 
Boulder,  Colo.) 

10222  BRL    ARL-37.    Numerical    prediction    of    mesoscalc    transport    of   atmospheric    effluents. 

philosophy  and  morphology  of  experimental  models  for  predicting  wind  and  potential 
radiological  fields  over  Nevada  test  site  [with  list  of  references;  by]  Dairy]  Randerson 
,  John  S.  Cornctt.  May  1973  V  •  56  p  il  4"  (Air  Resources  Laboratories  | 
[Supported  by  U.S.  Atomic  Fncrgy  Commission.  Division  of  Biomedical  and  Environ- 
mental Research,  under  Nevada  Operations  Office.  Contract  SF  540351.  ARI.V- 
351-28]     §  (Price  upon  application). 

C  55 .13/2  FRI    ARL-37 

NOAA  technical  memorandum.  (National  Weather  Service,  Silver 
Spring,  Md.) 

10223  NWS  FR  53    Summary  of  l%9  and  1970  public  severe  thunderstorm  and  tornado  watches 

within  National  Weather  Service.  Fastcrn  Region,  [by]  Marvin  F.  Miller  |and|  Lewis 
H.  Ramey.  Oct.  1973.  |3]  f  26  p  il  4°  (Scientific  Services  Division:  Fastcrn 
Region.  Garden  City.  NY.)     §  Paper.  $3.00. 

C  55. 13/2: NWS  FR-53 

NATIONAL  SCIENCE  FOUNDATION  Washington,  DC  20550 

10224  Announcing    1975-76   program   for   United   States-France   exchange   of 

scientists  between  National  Science  Foundation  and  National  Center 
for  Scientific  Research  of  France.  [1974.]  11]  p.  narrow  8°  + 

NS  1.2:Sci  2/25/975-76 

10225  Energy,   environment,   productivity,   proceedings   of   First   Symposium 

on  RANN:  Research  applied  to  national  needs,  Washington,  D.  C, 

Nov.  18-20,  1973  [with  list  of  references];  Jay  Holmes,  editor.  [1974.] 

xi     +  251  p.  il.  4°  (NSF  74-19;  Office  of  Intergovernmental  Science 

and  Research  Utilization.)     *  Paper,  $3.40  (S/N  3800-00177).      ©Item 

834-C 

L.C.  card  74-600097  NS  1.2:En  2/2 

10226  National   Science   Foundation   announces    1974-75   program   of   NATO 

postdoctoral  fellowships  in  science,  apply  to  Division  of  Higher  Edu- 
cation National  Science  Foundation,  1800  G  St.  NW,  Washington. 
DC  20550  [1974.]  [4]  p.  4°  Closing  date  Oct.  28,  1974,  announcement 
of  awards  on  or  about,  Jan.  31,  1975.]  + 

NS  1.2:N21/4 

10227  National   Science   Foundation   announces    1974-75   program   of  NATO 

senior  fellowships  in  science,  apply  to  Division  of  Higher  Education 
in  Science,  National  Science  Foundation,  Washington,  D.C.  20550. 
[1974.]  [4]  p.  4°  [Application  available  Sept.  1974.  closing  dates  of 
1974-75  competition,  Nov.  20,  1974  and  Mar.  1,  1975;  approximate 
award  dates  Feb.  15,  1975  and  May  15,  1975.]  + 

NS  1.2:N21/5 

10228  Pollutant  transfer  to  marine  environment,  deliberations  and  recommen- 

dations of  NSF/IDOE  pollutant  transfer  workshop  held  in  Port  Aran- 
sas, Tex.,  Jan.  11-12,  1974  [with  list  of  references];  Robert  A.  Duce 
,  Patrick  L.  Parker,  editors.   Kingston,  R.I.,    1974.  vii     +   55  p.  il. 

NS  1 .2:Oc  2/2 
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NATIONAL  TRANSPORTATION  SAFETY  BOARD,  Transportation 
Dept.  Springfield,  VA  22161 

Aircraft  accident  report  NTSB-AAR  (series). 

10229  72-16.  American  Airlines,  Inc.,  Boeing  707-323,  N7595A  and  A  Linden  Flight  Service, 

Inc.,  Cessna  150,  N60942  over  Edison,  New  Jersey,  Jan.9,1971;  adopted  May  10, 
1972.  [Revised  edition]  [July  3,  1974.]  iii  +  15  p.  4°  (File  1-0001.)  §  (Price  upon 
application). 

TD  1.112:72-16 

10230  74-3.  Delta  Air  Lines,  Inc.,  Douglas  DC-9-31,  N975NE,  Boston,  Mass.,  July  31,  1973; 

adopted  Mar.  7,  1974.  [1974.]  iii  +  76  p.  il.  4°  (SA-439;  file  1-0011.)  §  (Price 
upon  application). 

TD  1.112:74-3 

10231  74-5.  Ozark  Air  Lines,  Inc.  Fairchild  Hiller  FH-227  B,  N  4515,  near  Lambert,  St.  Louis 

International  Airport,  St.  Louis,  Mo.,  July  23,  1973;  adpoted  Apr.  24,  1974.  [1974] 
iii     +  p.  il.  4°     §  (Price  upon  application). 

TD  1.112:74-5 

10232  74-6.  World  Airways,  Inc.,  DC-8-63F,  N802WA,  King  Cove,  Alaska.  Sept.8.1973,  adopted 

May  8,1974.  [1974.]  iii     +  15  p.  1  pi.  4°     (File  1-0018.)     §  (Price  upon  application). 

TD  1.112:74-6 

10233  74-7.  Piedmont  Airlines,  Boeing  737,  N751N,  Greensboro,  N.C.,  Oct,  28,  1973;  adopted 

May  22,  1974.  [1974.]  iii     +  17  p.  1  pi.  4°    (File  1-0019.)     §  (Price  upon  application). 

TD  1.112:74-7 

10234  74-8.  Trans  World  Airlines,  Inc.,  Boeing  707-331 B,  N8705T,  Los  Angeles,   Calif.,  Aug. 

28,  1973;  adopted  July  10,  1974.  [1974.]  iii     +  43  p.  il.  4°     (File  No.  1-0042.) 
§  (Price  upon  application). 

TD  1.112:74-8 

10235  74-9.   National  Airlines,    Inc.,   McDonnell-Douglas   DC-10-10,   N60NA   near  Tampa,   Fla, 

July  8,  1974;  adopted  July  24,  1974.  [1974.]  iii+6  p.  4°  (File  1-0013.)  §  (Price  upon 
application). 

TD  1.112:74-9 

NAVAL  OBSERVATORY,  Defense  Dept.  Washington,  DC  20350 

10236  Air  almanac,    1974,   May-Aug.    1974.   1973.   cover  title,   241-488     +   F 

4  +  A  84  p.  il.  4°  [Text  on  p.  2-4  of  cover.  The  F  4  pages  of 
collation  consist  of  Navigational  star  chart  mounted  on  cloth  with 
Stars,  May-Aug.  1974.  Interpolation  of  G.H.A.  Interpolation  of  moon- 
rise,  moonset  for  longtitude  and  Star  index  on  verso.  Produced  jointly 
by  H.M.  Nautical  Almanac  Office,  Royal  Greenwich  Observatory, 
and  by  Nautical  Almanac,  U.S.  Naval  Observatory.  Printed  separately 
in  England  and  United  States.]  *  Stiffboard,  $6.50.  (S/N  0854-0043). 
•Item  393 

D  213.7:974/2 

10237  Air  almanac,  1974,  Sept-Dec.  1974.  1973  [published  1974.]  cover  title, 

487-731  +  F  4  +  A  84  p.  il.  4°  Text  on  p.2-4  of  cover.  The 
F  4  pages  of  collation  consist  of  Navigational  star  chart  mounted 
on  cloth,  with  Stars  Sept-Dec.  1974.  Interpolation  of  G.H.A.  Interpola- 
tion of  moonrise,  moonset  for  longitude  and  Star  index  on  verso. 
Produced  jointly  by  H.M.  Nautical  Almanac  Office,  Royal  Greenwich 
Observatory,  and  by  Nautical  Almanac  Office,  U.S.  Naval  Observato- 
ry. Printed  separately  in  England  and  United  States.]  *  Stiffboard, 
$6.60  (S/N  0854-0044).     •Item  393 

D  213.7:974/3 

NAVAL  OCEANOGRAPHIC  OFFICE,  Defense  Dept.  Washington,  DC 
20390 

Publication. 

10238  12.  Change  2,  Apr.   13,    1974,  loose  leaf  change  pages  for  correcting  Sailing  directions 

for  Nova  Scotia  [Bay  of  Fundy  and  Cape  Breton  Island],  10th  edition,  1967.  [1974.] 
[308]  p.  il.  4°  [Includes  list  of  effective  pages.  Issued  with  perforations]  +  Paper, 
$1.75.     •Item  378(Rev.  1957) 

D  203.22 :12/967/ch.2 
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NAVY  DEPARTMENT,  Defense  Depl.  Washington,  DC  20350 

Naval  Weapons  Laboratory,  Dahlgren,  Va.:  NWL  technical  report 
TR. 

10839         1110.    Biomedical    aspects    of    nonionizing    radiation    |v»ith    list    of    references],    edited    h\ 
William  <\  Milroy      March  1974    |99|  leaves,  il.  4°     # 

D  20 1  21   H10 

10240  Proposed    naval    weapons    specification;    electromagnetic    compatibility 

requirements  for  ordnance  systems  for  guidance  during  proposal 
phase  and  for  application  during  concept  formulation,  [with  selected 
bibliography].  Feb.  15,  1972.  [83]  p.il.  4°  (NWL-CR-02-72:[Naval 
Weapons  Laboratory,  Dahlgren,  Va.].)  [NWL  contract  N00178-C- 
0257.]     # 

D201.6/12:Or  2 

OCEANOGRAPHER  OF  THE  NAVY,  OFFICE  OF,  Defense  Dept. 
Washington,  DC  20390 

Pamphlet. 

10241  44.    Oceanographic    ship    operation    schedules.    May    1972-    Oct.    1972.    May    1972.   cover 

title. [13]      +   99  p.il.  4°     |Prcpared  in  cooperation  with   University-National  Oceano- 
graphic Laboratory  System.]     # 

D  218.9:44 

PACD7IC  NORTHWEST  RIVER  BASINS  COMMISSION  Vancouver, 
WA  98660 

10242  Pumped- storage  potential  of  Pacific   Northwest,   summary   report:   pt. 

1,  Inventory  of  sites  in  western  Washington,  western  Oregon  and 
Columbia  River  below  Pasco;  pt.  2,  Integration  of  pumped-storage 
into  northwest  regional  electric  power  system.  Jan.  1972.  18  p.  il. 
4°  (Power  Planning  Committee.)  [Prepared  by  North  Pacific  Division, 
Corps  of  Engineers,  Portland,  Oreg.]  + 

Y  3.P  11/4:2  P96/2 

PESTICIDES  PROGRAMS  OFFICE,  Environmental  Protection  Agencv 
Chamblee,  GA  30341 

10243  EPA  compendium  of  registered  pesticides,  v. 3.  [Insecticides,  acaricides. 

molluscicides,  and  antifouling  compounds]  Supp.  12.  Mar.  29,  1974. 
[179]  leaves,  4°  (Technical  Services  Division.)  [Issued  with  perfora- 
tions.] *  Paper,  $73.50  (including  basic  manual  and  supplementary 
material  for  indefinite  period);  add  $  1 8.40  for  foreign  mailing.  #Item 
473-B-3 

EP5.ll/3:972/supp.12 

PUBLIC  HEALTH  SERVICE,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20201 

10244  Bathing   water,   quality   and   health:  1,   Great   Lakes,   study   of  bathing 

water  quality  on  Chicago  Lake  Front  and  it's  relation  to  health  of 
bathers,  by  Russell  S.  Smith  ,  T.  D.  Woolsey.  A.  H.  Stevenson. 
1951.  [1]  +  ii  +  [2]  +77  leaves  il.  4°  (Environmental  Health 
Center,  Cincinnati,  Ohio.)     +  Environmental  Protection  Agencv 

FS  2.2:  B  32/pt.  1 

10245  Bio-assay   investigations   for  International  Joint   Commission    National 

Airline  Division,  Allied  Chemical  and  Dye  Corporation,  Buffalo,  N.Y. 
[prepared  by  Croswell  Henderson  and  H.A.Anderson].  1956.  [1] 
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+  27  +15  leaves,  4°  (Robert  A.  Taft  Sanitary  Engineering  Center, 
Cincinnati,  Ohio.)     # 

HE  20.2:B  52/3 

10246  Biological  effects  of  wastes  discharged  to  North  Platte  River,  Torring- 

ton,  Wyo.  -  Bridgeport,  Neb.,  Nov.  14  &  15,  1962;  [by  Joe  K. 
Neel  ].  1962.  cover  title,  7  leaves  3  tab.  4°  (Region  6,  Water  Supply 
&  Pollution  Control  Program,  Kansas  City,  Mo.)     # 

HE  20.2:N  81  p/5/962 

10247  Columbia   River   basin   project   for   water   supply    and   water   quality 

management,  introductory  report.  Mar.  1961.  [3]     +  27  p.  il.  4° 
(Region  9,  Portland,  Oreg.)  [Map  on  p.  3  of  cover  is  in  color.] 
# 

FS  2.2:C  72 

10248  Conference  in  matter  of  pollution  of  interstate  waters  of  Menominee 

River  and  its  tributaries  [Michigan- Wisconsin],  Menominee,  Mich., 
Nov.  7-8,  1963,  v.  3.  [1963.]  635-789  p.  il.  4°    # 

HE  20.2:M  52/2/v.3 

10249  East  Brimfield  and  Westville  Reservoirs,  quantity  and  value  of  water 

supply  storage,  Quinebaug  River,  Mass.  July  1959.  iv  +  23  leaves, 
2  pi.  4°  (Region  2,  New  York,  N.  Y.)  [Prepared  at  request  of  and 
in  cooperation  with  Division  Engineer,  New  England  Division,  Corps 
of  Engineers,  Army.]     # 

HE  20.2: Ea  7 

Environmental  health  series:  Water  supply  and  pollution  control. 
(Division  of  Water  Supply  and  Pollution  Control.) 

10250  WP-8.   Extended-aeration   plants  and  intermittent  watercourses  [with  list  of  references; 

by]  Grover  L.  Morris  [and  others].  July  1963.  v  +51  +  [1]  p.  il.  (Technical 
Services  Branch,  Robert  A.  Taft  Sanitary  Engineering  Center.)     # 

HE  20.101  l:WP-8 

10251  WP-7.  Application  of  spectral  analysis  to  stream  and  estuary  field  surveys:  1,  Individual 

power  spectra  [with  bibliography;  by]  T.  A.  Wastler  .  Nov.  1963.  v  +  31  p.  il. 
(Technical  Services  Branch,  Robert  A.  Taft  Sanitary  Engineering  Center,  Cincinnati, 
Ohio.)  [Abstract  cards  inserted.]     # 

HE  20.101  l:WP-7 

10252  Industrial  waste  survey  report:  Great  Western  Sugar  Company,  straight 

house  beet  sugar  factory,  Windsor,  Colo.,  Oct.  10  to    Dec.  9,  1949 
[with  bibliography] ;  by  Graham  Walton  .  iv     +67  leaves  il.  4° 
(Environmental  Health  Center.)  [Study  of  characteristics  of  individual 
and  combined  wastes  from  straight  house  beet  sugar  factory  and 
susceptibility  of  combined  factory  wastes  to  treatment  by  lagooning.] 

FS  2.2:B  39/3 

10253  Investigation  of  lower  Roanoke   River  basin,   Va.   and  N.C.,   effects 

of  John  H.  Kerr  project  on  water  quality  [with  bibliography].  Nov. 
1962.  xvii  +  151  p.  il.  4  pi.  4°  (Division  of  Water  Supply  and 
Pollution  Control,  Region  3,  Charlottesville,  Va.  and  Robert  A.  Taft 
Sanitary  Engineering  Center.)  [Prepared  in  cooperation  with  Norfolk 
Distric  Corps  of  Engineers.]     # 

HE  20.2:R  53 

10254  Kellogg  reservoir,  water  quality  control  project  evaluation  of  economic 

benefits  derived  from  improvement  of  water  quality  in  Contra  Costa 
Canal   [with  list  of  references].   June  30,   1962.  v     +   83  leaves,  il. 
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3  pi.  4°  (Region  9,  Bureau  of  State  Services  Division  of  Water  Supply 
and  Pollution  Control,  San  Francisco,  Calif.)      # 

HE  20.2:C  76/3 

10255  Limnological  investigation  of  Yellowstone  River  related  to  taste  and 

odor  problems  in  domestic  water  supplies,  Laurel  to  Glendive,  Mont., 
Aug.-Sept.1952.  [1953.]  [1]  +  10  leaves,  9  pi.  4°  (Missouri  Drainage 
Basin  Office.)      # 

HE  20.2:Y  3 

10256  Monomolecular  film  in  suppressing  reservoir  evaporation,  bibliography, 

[by]  John  E.  Osborn].  June  1964.  [1]  +  14  leaves,  4°  (Division 
of  Water  Supply  and  Pollution  Control;  Robert  A.  Taft  Sanitary  En- 
gineering Center.)     +  Environmental  Protection  Agency. 

HE20.11/2:H75 

10257  Municipal  water  treatment  inventories  of  historical  significance,   1910- 

15  [with  bibliography];  by  Ralph  Porges  .  Jan  1958.  cover  title,  10 
leaves,  1  pi.,  2  tabs.  (Water  Supply  and  Water  Pollution  Program, 
Robert  A.  Taft  Sanitary  Engineering  Center,  Cincinnati,  Ohio.)  § 
(Price  upon  application,  PB  218  483). 

HE  20.2:W  29/14/910-15 

10258  Pollution  of  interstate  waters  of  lower  Columbia  River,  Bonneville  Dam 

to  Cathlamet,  Wash.,  report  [with  bibliography].  Aug.  1965.  cover 
title,  [106]  p.  il.  4°  (Division  of  Water  Supply  and  Pollution  Control, 
[Region  9]  Pacific  Northwest.)     # 

HE  20.2:C  72/3 

10259  Preliminary    economic    base    study    of    Animas-LaPlata    pilot    project 

watersheds  in  4  corners  area  of  Colorado  River  basin  [with  bibliog- 
raphy; by  Kenneth  C.  Nobe  and  G.  C.  Collins].  July  1962.  [3] 
+    xvii     +   96a,97-245   p.   il.   4°     (ER-1;   Bureau  of  State   Services, 
Division  of  Water  Supply  and  Pollution  Control,  Colorado  River  Basin 
Water  Quality  Control  Project.)  [Draft  copy.]  + 

HE  20.2:An  5 

10260  Report  on  Ohio  River  basin  for  President's  Water  Resources  Policy 

Commission;  prepared  by  Ohio  and  Tennessee  Drainage  Basins  Of- 
fice, Division  of  Water  Pollution  Control.  May  1950.  [2]  +13  leaves, 
3  maps,  4°  [Issued  when  Public  Health  Service  was  under  Federal 
Security  Agency.]     # 

FS  2.2:Oh  3/3 

10261  Report  on   survey   of   sanitary   facilities   and  pollution  contributed  to 

reservoirs  and  lakes  of  the  Colorado-Big  Thompson  projson  project, 
South  Platte  River  district.  Sept.  1950.  [1]  +29  leaves,  1  map  4° 
(Missouri  Drainage  Basin,  Kansas  City,  Mo.)  [Prepared  for  South 
Platte  River  District,  Bureau  of  Reclamation.]     # 

FS  2.2:C  71/4 

10262  Report  to  Conference  of  State  Sanitary  Engineers  on  sanitation  chlorine 

supply  problems  in  United  States.  [1951.]  [1]  +13  leaves,  il.  4° 
(Division  of  Sanitation.)     # 

HE  20.2:Sa  5/2 

10263  Report  to  Federal  Housing  Administration,  study  of  seepage  beds  [with 

list  of  references;  by  James  B.  Coulter  ,  Thomas  W.  Bendixen,  Allen 
B.  Edwards].  Dec.  15,  1960,  revised  May  1,  1961.  [1961.]  cover  title, 
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[6]  +  62  leaves,  il.  3  pi.  4°  (Robert  A.  Taft  Sanitary  Engineering 
Center,  Cincinnati,  Ohio.)    # 

HE  20.2  :Se  3/961 

10264  Study  of  methods  suitable  for  analysis  and  preservation  of  nitrogen 

forms  in  estuarine  environment  [with  bibliography];  by  David  Jenkins 
.  Aug.  1965.  v  +  50  leaves,  4°  ([Water  Pollution  Control  Adminis- 
tration; Central  Pacific  River  Basins  Project];  SERL  report  65-13.) 
+  Environmental  Protection  Agency 

HE  20.2: N  63 

10265  Study  of  methods  suitable  for  analysis  and  preservation  of  phosphorus 

forms  in  estuarine  environment  [with  lists  of  references];  by  David 
Jenkins  .  Nov.  1965.  v  +  50  leaves,  4°  ([Water  Pollution  Control 
Administration;  Central  Pacific  River  Basins  Project];  serl  report 
65-18.)     # 

HE  20.2:P  56/3 

10266  Study  of  organic  components  recovered  from  Jefferson  City,  Mo.,  raw 

and  finished  water  by  carbon  filter  technique.  Mar.  1957.  [3]  + 
5  leaves,  4°  (Robert  A.  Taft  Sanitary  Engineering  Center,  Cincinnati, 
Ohio.)     # 

HE  20.2: Or  3/2 

10267  Study  of  performance  of  Dowpac  HCS  when  applied  to  treatment  of 

settled  sewage,  city  of  Battle  Creek,  Mich,  [by  A.  E.  Becher  ,  jr. 
and  Edward  H.  Bryan].  June  1958.  [162]  p.  il.  4°     # 

HE  20.2:B  32/2 

10268  Summary  report  on  quality  of  interstate  waters,  Red  River  of  the  North, 

Minnesota-North  Dakota-South  Dakota.  Oct.  1960.  [1]  +13  +  [11] 
leaves,  map  4°     # 

HE  20.2:R  24/3 

10269  Summary   report  on  quality  of  interstate  waters,  Yellowstone  River, 

Mont.-N.  Dak.  Dec.  1960.  [22]  leaves,  il.  4°     # 

HE  20.2:Y  3/2 

10270  Tentative  analytical  methods  for  cadmium,  chromium  and  cyanide  in 

water;  [with  list  of  literature  on  cyanide];  prepared  by  C.  C.  Ruchhoft 
[and  others].  Jan.20,  1949.  [3]  +  16  leaves,  il.  4°  (Environmental 
Health  Center,  Research  and  Development  Division,  Physics  and 
Chemistry  Section,  Cincinnati,  Ohio.)  [Issued  when  Public  Health 
Service  was  under  Federal  Security  Agency.]     # 

HE20.2:C  11/2 

10271  Transcript  of  conference  in  matter  of  pollution  of  interstate  waters, 

Lower  Columbia  River,  Bonneville  Dam  to  Cathlamet,  Wash.,  2d 
session,  Sept.  3,  1959,  Portland,  Oreg.  [1972.]  cover  title,  65  + 
A-7  p.  4°  [Includes  insert,  Summary  of  conference  (2d  session), 
pollution  of  interstate  waters  of  Lower  Columbia  River,  below  Bon- 
neville Dam,  Oreg.-Wash.,  8  p.,  1959.]     # 

HE  20.2:C  72/2/959 

10272  Transcript  of  conference;  1st.  Sess.,  pollution  of  interstate  waters  of 

Potomac  River  in  Washington  metropolitan  area,  Charlottesville,  Va. 
Aug.  22,  1957.  [1]  +  154  +  [3]  p.  4°  [Summary  of  conference 
7  p.  issued  also.]  + 

HE  20.2: P  84/ 1st  sess. 
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10273  Treatment  of  laundromat  wastes  by  coagulation  with  alum  and  adsorp- 

tion through  activated  carbon  by  Barnet  L.  Rosenthal  .  March  1%3. 
v  +  19  p.  il.  (Massachusetts  Department  of  Public  Health,  Lawrence 
Experimental  Station.)     # 

HE  20.2:L  36 

10274  Verdigris   River  investigation,  investigation  of  pollution  of  that  reach 

of  Verdigris  River  between  Neodesha,  Kans.  And  Nowata,  Okla.; 
[by  Graham  Walton  ].  Mar.  1949.  [4]  +  32  leaves,  il.  2  pi.  4° 
(Division  of  Water  Pollution  Control,  Environment  Health  Center, 
Cincinnat,  Ohio.)  [Prepared  in  cooperation  with  Division  of  Sanita- 
tion, Kansas  State  Board  of  Health,  Division  of  Sanitary  Engineering, 
Oklahoma  State  Board  of  Health,  and  Division  of  Water  Resources, 
Oklahoma  State  Planning  and  Resources  Board.]  + 

FS  2.2:V  58/2 

10275  Water  resources   study,   Central  Oklahoma   Navigation   Project,   Deep 

Fork  River  basin,  Okla.  study  of  potential  needs  and  value  storage 
for  municipal,    industrial,   and   quality   control   purposes   Mar.    1964. 
[32]  leaves,  il.  4°  (Region  7.)  [Prepared  for   Department  of  Army, 
Army  Engineer  District,  Tulsa,  Okla.  Errata  2  p.  issued  also.] 
# 

HE  20.2:D  36 

RECLAMATION  BUREAU,  Interior  Dept.  Washington,  DC  20240 

REC-ERC  [Reclamation  Bureau,  Engineering  and  Research  Center] 
(series). 

10276  74-05.  Initial  development  of  polymer  shotcrete  [with  list  of  references];  by  R.  W.  Nichols 

Jan.   1974.   [3]      +13     +   [4]  p.  il.  4°     (Concrete  and   Structural   Branch,   Division 
of  General  Research.)  [Text  on  p.  2  of  cover]     §  (Price  upon  application). 

I  27.60:74-5 

10277  74-06.    Fault   interrupting   tests   on   500-KV    SF  6  gas   circuit   breaker  at  Grand   Coulee 

consolidated  230-KC  switchyard  [with  bibliography];  by  C.  L.  Clemans  ,  Floyd  G. 
Berg.  Mar.  1974  [3]  +  ii  +  39  +  [4]  p.il.  4°  (Division  of  General  Research. 
Division  of  Design.)  [Text  on  p.  2  of  title]     §  (Price  upon  application). 

I  27.60:74-6 

10278  74-07.  Tunnels,   machine   excavation,   rate   of  progress,   machine  data  May    1974.  cover 

title,  [I]  p.  +  [II]  p.  of  pi.  il.  4°  (Office  of  Design  and  Construction.)  §  (Price 
upon  application) 

I  27.60:74-7 

10279  74-10.  Rock  mechanics  properties  of  typical  foundation  rock  types,  summarizing  physical 

and  mechanical  tests  of  rock  sarr\ples  from  several  types  of  foundation  sites:  b> 
J.  R.  Brandon  .  July  1974.  [3]  +  99  +  [4]  p.  il.  4°  (Earth  Science  Branch.  Division 
of  General  Research.)     §  (Price  upon  application). 

I  27.60:74-10 

SAFETY  OFFICE,  Transportation  Dept.  Washington,  DC  20590 

Railroad  accident  investigation  summary  report. 

10280  18.  Penn  Central  Transportation  Company.  Cheverly.  Md.  Mar.  14.  1973.  [Aug.  7,  1974.] 

7  p.  il.  4°  [Issued  by  Railroad  Safety  Board]  + 
v  TD  3.110/2:18-2 

10281  21.    Penn   Central  Transportation   Company,   Mt.   Vemon,    NY.   June   8.   1973.   [Aug.   7. 

1974]  5  p.  4°  + 

1      V  TD3.110/221-2 

Railroad  employee  accident  investigation  report. 

10282  22.  Chicago.  Rock  Island  and  Pacific  Railroad  Company.  Nettleton.  Mo.,  Sept    11.  1973. 

[Aug.  7.  1974]  [2]  p.  4°     [Issued  by  Railroad  Safety  Board]  + 
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SOIL  CONSERVATION  SERVICE,  Agriculture  Dept.  Washington,  DC 
20250 

10283  Flood  hazard  analyses,  Plum  Creek,  Stark  County,  Ohio.  June   1973. 

cover  title,  [1]  +  3  p.  6  maps,  4°  [Prepared  in  cooperation  with 
Ohio  Dept.  Of  Natural  Resources.]  + 

A  57.2:P  73 

10284  Water  and  related  land  resource,   Big  Sioux  River  basin  and  related 

areas,  South  Dakota,  Minnesota,  and  Iowa.  Huron,  S.  Dak.,  1973. 
cover  title,  [242]  p.  il.  12  maps  4°  [Prepared  in  cooperation  with 
Economic  Research  Service  and  Forest  Service  and  also  with  South 
Dakota  Water  Resources  Commission,  South  Dakota  Conservation 
Commission,  East  Dakota  Conservancy  Sub-District,  Minnesota  De- 
partment of  Natural  Resources  and  Iowa  Soil  Conservation  Commis- 
sion under  direction  of  USDA  Field  Advisory  Committee.  Maps  are 
colored.]     # 

A  57.2:B  48/3 

STATE  DEPARTMENT  Washington,  DC  20520 

Background  notes.  ([Office  of  Media  Service,  Bureau  of  Public  Af- 
fairs.]) [Issued  with  perforations.]  *  Paper,  $23.10  a  year,  add  $5.80 
for  foreign  mailing;  single  copy  30c. 

10285  Czechoslovakia    [with    reading    list].    [Revised    July    1974.]    July    1974.    [7]    p.    il.    4° 

([Publication  7758.])      •Item  862-B 

S  1. 1 23  :C  99/974 

10286  Iraq  [with  reading  list].  [Revised  July  1974.]  July  1974.  [4]  p.  il.  4°     ([Publication  7975.]) 

•Item  862-B 

S  1.123:Ir  1/2/974 

10287  Israel  [with  reading  list].  [Revised  Aug.1974.)  Aug.1974.  8  p.  il.  4°     ([Publication  7752.]) 

•Item  862-B 

S  1.123:1s  7/974 

10288  Netherlands   Antilles   [with  reading  list].    [Revised   Mar.    1974.]   March    1974.  4  p.   il.  4° 

([Publication  8223.])      •Item  862-B 

S  1.123:  N38/2/974 

10289  Western  Samoa  [with  reading  list].  [Revised  July  1974.]  July  1974.  4  p.  il.  4"     ([Publication 

8345.])      •Item  862-B 

S  1.123:W  52  s/974 

Treaties  and  other  international  acts  series.  *  Paper,  $27.00  a  yr. 
(approximately  150  issues),  add  $6.75  for  foreign  mailing;  single  copies 
vary  in  price.  (Issues  of  $1.00  or  more  are  not  furnished  as  part 
of  the  subscription.) 

10290  7594.   Air  charter  services,   agreement  between   United  States  of  America   and   United 

Kingdom  of  Great  Britain  and  Northern  Ireland,  effected  by  exchanges  of  notes 
signed  Washington  Mar.  308  19738  with  mimorandum  of  understanding;  [entered 
into  force  Mar.  30,  1973].  [1973]  [2]     +  3  p.     *  Paper,  150      •Item  899 

S  9.10:7594 

10291  7595.  Agricultural  commodities,  agreement  between  United  States  and  Pakistan,  amending 

agreement  of  Sept.  21,  1972,  as  amended,  effected  by  exchange  of  notes  signed 
Islamabad  Mar.  19,  1973;  [entered  into  force  Mar.  19,  1973].  [1974.]  [2]  +  3  p. 
*  Paper,  15c.     •Item  899 

S  9.10:7595 

10292  7768.  Agricultural  commodities,  agreement  between  United  States  and  Republic  of  Viet- 

Nam  signed  Saigon  Nov.  9,  1973  and  amending  agreement  effected  by  exchange 
of  notes  signed  Saigon  Dec.  18,  1973;  entered  into  force  Dec.  18,  1973].  [1974.] 
[2]      +  8  p.     *  Paper,  25c.     •Item  899 

S  9.10:7768 

10293  7776.  Trade,  cotton  velveteen  fabrics,  agreement  between  United  States  and  Italy  effected 

by  exchange  of  notes,  signed  Washington,  Jan.  9,  1974  [entered  into  force  Jan. 
9,  1974,  effective  Oct.  1,  1973].  [1974.]  [2]     +  3  p.     *  Paper,  25c.     •Item  899 

S  9.10:7776 

10294  7783.  Agricultural  commodities,  agreement  between  United  States  and  Republic  of  Viet- 

Nam,   amending   agreement   of   Nov.    9,    1973,   as   amended,   effected   by   exchange 
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of  notes  signed  Saigon  Jan.  21,  1974;[entered  into  force  Jan.  21,  I974|.  [1974] 
[2]      +  3  p.     *  Paper.  25c.     •Item  899 

S  9.10:7783 

7789.  Technical  cooperation,  agreement  between  United  Stales  and  Afghanistan,  extending 

agreement   of   June    30,    1953.   as   extended,   effected   by   exchange   of   notes   signed 

Kabul  Nov.  27.   1973  and  Jan    14.   1974    (entered  into  force  Jan.   14,   1974;  effective 

June   30.    1974]     [1974. |   |2|      »    3   p     (1. relish   and    Pashto.]        'Paper.    25c.     •Item 

S  9.10:7789 

SYSTEMS  RESEARCH  AND  DEVELOPMENT  SERVICE, 
Transportation  Dcpt.  Washington,  DC  20553 

Report  FAA-RD  (series). 

73-062,1.  Measurement  and  analyses  of  ASR-4  system  error,  pt.  2:  Analyses,  interim 
report  [with  list  of  references:  by]  Allen  C.  Busch  ,  Paul  W.  Bradbury.  Aug.  1973. 
cover  title,  [154]  p.  il.  4°  (Prepared  under  project  142-177-010  by  National  Aviation 
Facilities  Experimental  Center.  Atlantic  City  ,  N.J.]     §  Paper,  $3.00. 

TD  4.509:73-62.1 

72-020.  Air  traffic  control  systems  interference  considerations,  final  report  [with  list 
of  references;  by]  F.  Tabor  and  J.  Shields.  Mar.  1972.  cover  title,  [56]  p.  il.  4° 
[Prepared  under  contract  F-19628-73-C-0031  by  IIT  Research  Institute,  Electromag- 
netic Compatibility  Analysis  Center,  Department  of  Defense]     §  Paper,  $3.00. 

TD  4.509:72-20 

72-059.  Design  feasibility  study  of  VHF  transmitter  time-sharing  system,  final  report 
[with  bibliography  and  references,  by]  Jose  Perini  .  Krl  F.  Williams.  Dale  R.  Parfitt. 
Dec.  1972.  cover  title,  ix  +  92  p.  il.  4°  [Prepared  in  conjunction  with  Rome 
Air  Development  Center  Post-Doctoral  Program]     §  (Price  upon  application). 

TD  4.509:72-59 

72-063,1.  Air  traffic  controller's  contribution  to  ATC  system  capacity  in  manual  and 
automated  environments:  v.l,  Summary  report;  [by]  R.S.  Ratner  [ans  others].  June 

1972.  cover  title,  xiii  +  43  p.  il.  4°  (Second  interim  report.)  [Prepared  under  con- 
tract DOT-FA70WA-2142  by  Stanford  Research  Institute,  Menlo  Park,  Calif.]  § 
(Price  upon  application). 

TD  4.509:72-63,1 

72-118,11.    Computer-aided    traffic/airway /VOR     [TAC]    network     methodologies:     pt.2. 
Techniques  of  VORTAC  grid  design   [Task  4],  final  report  [with  bibliography;  by] 
Waheed  Siddiquee  ,  Paul  G.  Stolts.  Aug.  1972.  cover  title,  vii     +  94  p.  il.  4° 
[Prepared  under  contract  DOT-FA71 WA-2547  by  Stanford  Research  Institute,  Menlo 
Park,  Calif.]     §  Paper,  $3.00. 

TD  4.509:72-118,11 

72-127,  1.  Study  of  capabilities,  necessary  characteristics  and  effectiveness  of  pilot  ground 
trainers:  v.l;  Main  text,  final  report  [with  list  of  references;  by]  Peter  Stanek  . 
Jan.  1973.  cover  title,  [3]  +  viii  +  251  p.  il.  4°  [Prepared  under  contract  DOT- 
FA70NA-506  by  Systems  Technology  Center,  Los  Angeles,  Calif.]     §  Paper,  $3.00. 

TD  4.509:72-127,  1 

72-127,11.  Study  of  capabilities,  necessary  characteristics  and  effectiveness  of  pilot 
ground  trainers,  v.  2:  Addendum,  summary  of  flight  instructors  views,  final  report 
[with  list  of  references,  [by]  Peter  Stanek  .  Jan.  1973.  cover  title,  [3]  +  v  + 
28  +  5  p.  4°  [Prepared  under  contract  DOT-FA70NA-506  by  Systems  Technology- 
Center,  Los  Angeles,  Calif]     §  Paper,  $3.00. 

TD  4.509:72-127,11 

72-138.  Thermal  fog  dispersal  manual  [with  list  of  references];  compiled  by  Fog  Dispersal 
and  Meteorology  Department,  Transocean  Air  Lines.  [Dec.  1972  reprint.]  [Jan.  4. 
1950.]  cover  title,  [5]  +  viii  +55  +  [11]  p.  il.  4°  [Compiled  for  Navy  Department 
by  direction  of  Steering  Committee  for  Landing  Aids  Experiment  Station,  Areata, 
Calif]     §  (Price  upon  application). 

TD  4.509:72-138 

72-149,1.  Jet  engine  burn-through  investigation:  v.l,  sonic  annalysis,  final  report;  [by] 
Richard  W.  Schumacker  .  Mar.  1973.  cover  title,  [87]  p.  il.  4°  [Prepared  under 
contract  DOT  FAT  2-575  by  Government  and  Industrial  Group,  Fort  Wayne  Division, 
Magnavox  Co.,  Fort  Wayne.  Ind]     §  Paper,  $3.00. 

TD  4.509:72-149,  1 

73-009.  Extended  avionics  interference  prediction  model,  final  report  [with  bibliographies. 
by  Leo  C.  Friske  .  June,  1973.  cover  title.  [99]  p.  il.  4°  [Prepared  under  interagency 
agreement  DOT-FA70WAI-175,  task  2  by  Electromagnetic  Compatibility  Analysis 
Center,  Department  of  Defense]     §   (Price  upon  application). 

TD  4.509:73-9 

73-019.  Measuring  aeronautical  activity  at  non-towered  airports,  instructional  manual  Feb. 

1973.  cover   title,    [1]     +30   p.   4°     [Prepared   under   contract   DOT-FA72WA-2774 
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by  Systems  Consultants,  Inc.,  Management  and  Data  Systems  Division,  McLean, Va.] 
§  (Price  upon  application). 

TD  4.509:73-19 

10307  73-023.  Development  of  chemical  coating  for  airfield  runway  marking,  final  report  [with 

selected  bibliography;  by]  Stanley  P.  Dowdy  .  Feb.  1973.  cover  title,  [62]  p.  il. 
4°  [Prepared  under  contract  DOT  FA  69  WAI-154  by  U.S.  Army  Mobility  Equip- 
ment Research  and  Development  Center  (MERDC)  and  U.S.  Air  Force  (USAF).] 
§  (Price  upon  application). 

TD  4.509:73-23 

10308  73-025.    Evaluate   improved  airport  beacon,  final  report;   [by]   R.  Johnston   .   Mar.   1973. 

cover  title,  [27]  p.  il.  4°  [Prepared  under  project  071-312-02x  by  National  Aviation 
Facilities  Experiment  Center,  Atlantic  City,  N.J.]     §  Paper,  $3.00. 

TD  4.509:73-25 

10309  73-026.  Development  of  visual  aids  to  alleviate  spatial  disorientation  during  takeoff  and 

landing,  final  report  [with  list  of  references;  by]  W.  H.  Bowie  ,  S.  C.  Collyer, 
D.  S.  Stolarski.  June  1973.  cover  title,  v  +  41  p.  il.  4°  [Prepared  under  contract 
FA72WA-2760  by  Technology  Incorporated,  Life  Sciences  Division,  San  Antonio, 
Tex.]     §  (Price  upon  application). 

TD  4.509:73-26 

10310  73-029.   Effect  of  sonic  boom  on  fish,  final  report  [with  list  of  references;  by  Robert 

S.  Rucker  .]  Feb.  1973.  cover  title,  v  +  67  p.  il.  4°  [Prepared  under  interagency 
agreement  DOT-FA72WAI-238  by  Western  Fish  Disease  Laboratory,  Bureau  of  Sport 
Fisheries  anWildlife.]     §  Paper,  $3.00. 

TD  4.509:73-29 

10311  73-036.  FAA  communications  system  description  (1973),  final  report  [with  bibliographies, 

by  J.  C.  Hansen  and  others].  Feb.  1973.  cover  title,  [487]  p.  il.  4°  [Prepared  under 
contract  DOT-FA-72WA-3072,  task  1  by  Computer  Sciences  Corporation,  Systems 
Division,  CommunicationsOElectronics  Ctr.,  Falls  Church  ,  Va..  §  (Price  upon  appli- 
cation). 

TD  4.509:73-36 

10312  73-046.   Study  of  decomposition  products   of  polyrethane  foam  related  to  aircraft  cabin 

flash  fires,  final  report  [with  list  of  references;  by  Maya  Paabo  ,  J.J.  Comeford. 
July  1973.  cover  title,  vi  +  35  p.  il.  4°  [Prepared  under  interagency  agreement 
FA  67-NF-AP-21  by  National  Bureau  of  Standards.]     §   Paper,  $3.00. 

TD  4.509:73-46 

10313  73-049.    Investigation    of    site    coverage    and    associated    problems    at    O'Hare    Airport, 

Chicago,  111.,  enroute  beacon  test  site,  interim  report;  [by]  George  F.  Springier 
Apr.  1973.  cover  title,  vii  +  47  +  A-9  p.  il.  4°  [Prepared  under  project  031- 
241-020,  by  National  Aviation  Facilities  Experimental  Center,  Atlantic  City,  N.  J.] 
§  Paper,  $3.00. 

TD  4.509:73-49 

10314  73-050,11.   Physio-chemical   study  of  smoke  emission   by   aircraft  interior  materials:   pt. 

2,  Rigid  and  flexible-urethane  foams,  final  report  [with  list  of  references;  by]  I. 
N.  Einhorn  ,  M.D.  Kanakia,  J.D.  Seader.  July,  1973.  cover  title,  [148]  p.  il.  4° 
[Prepared  under  contract  183-522-060  by  College  of  Engineering,  University  of  Utah.l 
§  Paper,  $3.00. 

TD  4.509:73-50,11 

10315  73-053.  Automated  selection  of  VOR,  ILS,  and  TACAN/DME  frequencies,  final  report; 

[by]  T.  Steger  ,  R.  Johnson.  May  1973.  cover  title,  [83]  p.  il.  4°  [Prepared  under 
project  121-101-020  by  National  Aviation  Facilities  Experimental  Center,  Atlantic 
City,  N.  J.]     §  Paper,  $3.00. 

TD  4.509:73-53 

10316  73-067.    Digital    simulation    facility/system    support   facility    interface   tests,    final   report; 

[by]  R.  R.  Reyers  .  July  1973.  cover  title,  [36]  p.  il.  4°  [Prepared  under  project 
121-A12-00X  by  National  Aviation  Facilities  Experiment  Center,  Atlantic  City,  N.J.] 
§  Paper,  $3.00. 

TD  4.509:73-67 

10317  73-088.   User's  manual  for  Los  Angeles  basin  standard  traffic  model,  final  report,  [with 

list  of  references];  by  Saul  Cohen  ,  Frank  Maginnis.  Apr.  1973.  cover  title,  [31] 
p.  4°  [Prepared  under  contract  FA  70-WA-2448  by  Mitre  Corporation,  Westgate 
Research  Park,  McLean,  Va.]     §  (Price  upon  application). 

TD  4.509:73-88 

10318  73-089.  User's  manual  for  Los  Angeles  basin  standard  traffic  model  (card  deck/character 

tape  version)  [with  list  of  references];  by  Mark  Hildenberger  .  May  1973.  cover 
title,  [3]     +13  p.  4°     §  (Price  upon  application). 

TD  4.509:73-89 

10319  73-094.  Study  on  communication  antenna  isolation,  final  report  [with  lists  of  references; 

by]  Bing  A.  Chiang  .  June  1973.  cover  title,  [137]  p.  il.  4°  [Prepared  under  contract 
DOT-FAT3WA-3156  by  School  of  Engineering,  Howard  University,  D.C.]  §  (Price 
upon  application). 

TD  4.509:73-94 

10320  73-096.    Visual   approach    slope   indicator   (VASI)   improvements,    final   report   [with   list 

of    references;   by]   Thomas   H.    Paprocki   .   July    1973.   cover  title,   iii     +    6  p.   4° 
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[Prepared  under  project  071-312-000  by  National  Aviation  Facilities  Experimental 
Center,  Atlantic  City,  N.J.I     5  (Price  upon  application). 

TD  4.509.73-96 

10321  73-104.    Test    and    evaluation    of    system    for    precise    time  dissemination    using    DM1 

(VORTAC)  synchronization,  final  report;  by  Vincent  J.  Luciani  .  Aug.  1973.  cover 
title,  (63)  p.  il.  4°  |Prepared  under  contract  051-241-000  by  National  Aviation  FadBtiea 
Experimental  Center.  Atlantic  City.  N.J.]     §  Paper.  $3.00. 

TD  4.509:73-104 

10322  73-105.  Digitizer  performance  under  conditions  of  linear  and  circular  antenna  polan/jiion 

interim  report,  by  Martin  M.  Holt/  .  Aug.  1973.  cover  title,  v  ♦  22  p.  il.  4° 
(Prepared  under  contract  142-171-010  by  National  Aviation  Facilities  Kxperimcntal 
Center.  Atlantic  City,  N.J.]     5  Paper,  $3.00. 

TD  4.509:73-105 

10323  73-106.    Detection   of   small   aircraft    by    terminal    radar   processor,    interim    report;    [by] 

Martin  M.  Holtz  Aug.  1973.  cover  title,  iv  +  12p.  il.  4°  [Prepared  under  contract 
142-171-010  by  National  Aviation  Facilities  Experimental  Center.  Atlantic  City,  N.J.] 
§  Paper.  $3.00. 

TD  4.509:73-106 

10324  73-108.  Capabilities,  necessary  characteristics  and  effectiveness  of  pilot  ground  trainers. 

phase  2,  Visual  reference  flight  maneuvers,  final  report  [with  bibliography,  by]  Robert 
J.  Ontiveros  .  Aug.  1973.  cover  title,  iv  +46  +  A-2  +  [2]  p.  il.  4°  [Prepared 
under  contract  184-531-030  by  National  Aviation  Facilities  Fxperimental  Center,  At- 
lantic City.  N.J.]     §  Paper,  $3.00 

TD  4.509:73-108 

10325  73-110.  Simulated  ground-level  STOL  runway/aircraft  evaluation,  final  report;  by  Roman 

M.  Spangler  .  Sept.  1973.  cover  title,  [191]  p.  il.  4°  [Prepared  under  contract 
183-591-010  by  National  Aviation  Facilities  Fxpcrtimental  Center,  Atlantic  City.  N.J.] 
§  Paper,  $3.00. 

TD  4.509:73-110 

10326  73-115.   Fffect  of  simulated  sonic  boom  rise  time  and  overpressure  on  electroencephalo 

graphic  wave  forms  and  disturbance  judgements,  final  report  [with  list  of  references] 
by  J.  E.  Mabry  ,  H.  J.  Parry.  July  1973.  cover  title,  vii  +  32  p.  il  4°  [Prepared 
under  contract  DOT  FA73WA-3213  by  MAN-Acoustics  and  Noise,  Inc.,  Seattle. 
Wash.]     §  (Price  upon  application). 

TD  4.509:73-115 

10327  73-119.    Field   evaluation   of   ARTS   II   (TRACAB).   interim    report;   by   Robert   A.   Clark 

.  James  F.  Akers.  Oct.  1972.  cover  title,  [50]  p.  il.  4°  [Prepared  under  contract 
142-175-010  by  National  Aviation  Facilities  Fxperimental  Center.  Atlantic  City,  N.J.] 
§  (Price  upon  application). 

TD  4.509:73-119 
1  10328  73-134.  Evaluation  of  terrain  proximity  warning  system  (downward  looking  radar)  for 
possible  enhancement  of  flight  safety  interim  report  [with  list  of  references,  by] 
Jack  J.  Shrager  .  Sept.  1973.  cover  title,  [26]  p  il.  4°  [Prepared  under  contract 
076-31-000  by  National  Aviation  Facilities  Experimental  Center.  Atlantic  Cit\ .  N.J.] 
§  Paper  $3.00. 

TD  4.509:73-134 

UNITED  STATES  INTERNATIONAL  TRADE  COMMISSION 
Washington,  DC  20436 

10329  Casual  footwear  and   slippers  for  men,  workers  and  former  workers 

of  Capitol  Footwear  Corp.,  Worcester,  Mass.,  report  to  the  President 
on  investigation  TEA-W-233  under  sec.  301(c)(2)  of  Trade  expansion 
act  of   1962.   May    1974.  [3]     +4     +   A  39  p.  4°    (TC  publication 

677.) 

TC  1.2:F  73/42 

10330  Certain  writing  instruments  and  nibs  therefore,  report  on  investigation 

no.  337-30  under  the  provisions  of  sec.  337  of  title  3  of  the  Tariff 
act  of   1930.  as  amended.   [June  28,    1974.]  cover  tide,   [114]  p.  4° 

TC  1.2:W  29 

10331  Draft  conversion  of  tariff  schedules  of  United   States  into  format  of 

Brussels  tariff  nomenclature,  investigation  332-70  preliminary  draft 
chapters  5057  with  cross  reference  to  TSUS  for  public  hearings 
beginning  Aug.  19.  1974.  [1974.]  cover  title,  3     +  [101]  p.  4°  + 

TC  1.2:T  17/18/974-10 
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10332  Draft  conversion  of  tariff  schedules  of  United  States  into  format  of 

Brussels  tariff  nomenclature,  investigation  332-70,  preliminary  draft 
chapters  16,21,26,65,66,74,75,77,  and  78-80  with  cross  reference  to 
TSUS  for  public  hearings  beginning  July  8,  1974.  [1974.]  cover  title, 
3     +  [92]  p.  + 

TC  1.2:T  17/18/974-7 

10333  Draft  conversion  of  tariff  schedules  of  United  States  into  format  of 

Brussels  tariff  nomenclature,  investigation  332-70,  preliminary  draft 
chapters  28-35  and  38-40  with  cross  reference  to  TSUS  for  public 
hearings  beginning  August  12,  1974.  [1974.]  cover  title,  3  +  [191] 
p.  4°  + 

TC  1.2:T  17/18/974-9 

10334  Draft  conversion  of  tariff  schedules  of  United  States  into  format  of 

Brussels  tariff  nomenclature,  investigation.  332-70,  preliminary  draft 
chapters  27,  36,  37,  76,  81-83,  86,  89-91,  93,  and  96,  with  cross- 
reference  to  TSUS  for  public  hearings  beginning  July  29,  1974.  [June 
18,  1974.]  cover  title,  [147]  p.  4°  + 

TC  1.2:T  17/18/974-8 

10335  Electronic  receiving  tubes  and  mounts,   workers  of  Woodbridge,   N. 

J.,  plant  of  RCA  Corp.,  report  to  President  on  investigation  TEA- 
W-234  under  sec.  301  (c)  (2)  of  Trade  expansion  act  of  1962.  July 
1974.  [46]  p.  4°    (TC  publication  679.)  + 

TC  1.2:T79/4 

10336  Film  and  mica  capacitors,  workers  of  Electro  Motive  Corp.,  Florence, 

S.C.,  subsidary  of  International  Electronics  Corp.,  report  to  President 
on  investigation  no.  TEA-W-245  under  sec  301(c)(2)  of  Trade  expan- 
sion act,  1962.  Nov.  1974.  [2]  +  ii  +9  +  A-29  p.  4°  (TC  publica- 
tion 698.)  + 

TC  1.2:  C17/6 

10337  Footwear  for  women,  former  workers  of  Louis  Shoe  Co.,  Inc.,  Amesbu- 

ry,  Mass.,  report  to  President  on  investigation  no.  TEA-W-243  under 
sec.  301(c)(2)  of  Trade  Expansion  Act  of  1962.  Oct.  1974.  [33]  p. 
4°    (TC  publication  695.)  + 

TC  1.2:  F  73/47 

10338  Footwear  for  women,  Gettysburg  Shoe  Co.,  Gettysburg,  Pa.,  wholly 

owned  subsidiary  of  Dero  Industries,  Inc.,  New  York,  N.Y.,  report 
to  President  on  investigation  TEA-F-65  under  section  301(c)(1)  of 
Trade  expansion  act  of  1962.  Oct.  1974.  [34]  p.  4°  (TC  publication 
693.)  + 

TC  1.2:F  73/46 

10339  Footwear  for  women,  workers  and  former  workers  of  Claudia  Foot- 

wear, Inc.,  Wood,  Pa.  report  to  President  on  investigation  TEA- 
W-237  under  sec.  301(c)(2)  of  Trade  expansion  act  of  1962.  Sept. 
1974.  [2]     +  ii     +  11  +  A-55  p.  4°    (TC  publication  686.)  + 

TC  1. 2: F  73/43 

10340  Manufactured  granite,  John  Swenson  Granite  Co.,  Inc.,  Concord,  N.H., 

report  to  President  on  inestigation  TEA-F-63  under  sec.301  (c)(1) 
of  Trade  expansion  act  of  1962.  Aug.  1974.  [2]  +  ii  +9  +  [20] 
p.  4°    (TC  publication  684.)  + 

TC  1.2:G  76/12 
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Synthetic  organic  chemicals,  United  States  production  and  sales 
(series). 

10341  Flavor   and   perfume    materials,    1973    preliminary.   Oct.    1974.   cover  title,   [I]     +    13   p. 

4°  + 

TC  1. 33/2.F  61/973 

10342  Plastics    and    resin    materials,    1973,    preliminary.    Nov.    1974.   cover   title,    [1]      +10   p. 

4°  + 

TC  1.33/2:P  69/2/973 

Trade  barriers,  report  to  Committee  on  Finance,  Senate,  and  its  Sub- 
committee on  International  Trade. 

10343  pt.3.  [Major  industrial  product  sectors,  tariffs  and  other  trade  barriers]  Apr.   1974.  [722) 

p.  il.  4°  (TC  publication  665.)     •  Paper,  $6.00.  (S/N  4900-00036).     •Item  978 

TC  l.2:T  67/19/pt.3 

10344  pt.4.  |Minor  industrial  and  agricultural  product  sectors,  tariffs  and  other  trade  barriers  | 

Apr.   1974.  [638]  p.   il.  4°     (TC  publication  665.)     *  Paper,  S6.05.  (S/N   4900-00037). 
•Item  978 

TC  1.2:T67/19/pt.  4 

TENNESSEE  VALLEY  AUTHORITY  Washington,  DC  20444 

10345  Waterfowl  monitoring  investigations,  wood  duck  -  shorebirds  popula- 

tions surveys  at  proposed  and  existing  nuclear  steam  plant  sites, 
Spring-Summer  1973  [with  list  of  literature  cited].  Oct.  1973.  [25] 
leaves,  9  pi.  4°  (Division  of  Forestry,  Fisheries,  and  Wildlife 
Development,  Norris,  Tenn.)     # 

Y  3.T  25:27-2/973 

TRANSPORTATION  DEPARTMENT  Washington,  DC  20590 

10346  Evaluation  of  rail  rapid  transit  and  express  bus  service  in  urban  com- 

muter market  [with  list  of  references];  by  J.  Hayden  Boyd  ,  Norman 
J.  Asher,  Elliot  S.  Wetzler.  Oct.  1973.  [288]  p.  il.  4°  (DOT  P  6520.1; 
Institute  for  Defense  Analyses,  Program  Analysis  Division.)  [Bases 
on  Economic  characteristics  of  urban  public  transportation  industry, 
Feb.  1972.]     *  Paper,  $2.60.     •Item  982-C-l 

TD  1.2:Ur  1/8 

TREASURY  DEPARTMENT  Washington,  DC  20220 

10347  Foreign  credits  by  United  States  Government,  status  of  active  foreign 

credits  of  United  States  Government  and  of  international  organiza- 
tions, as  of  June  30,  1973.  [1974.]  xvii     +  288  p.  oblong  12°  + 

T  1.45:973 

10348  Remarks  by  Graham  W.  Watt,  Director,  Office  of  Revenue  Sharing. 

on  occasion  of  signing  of  cooperative  State  audit  agreement  between 
U.S.  Treasury  Department  and  State  of  Michigan,  in  Office  of  Vice 
President,  July  25,  1974.  [1974.]  3  p.  4°    (Office  of  Revenue  Sharing.) 

+ 

T  1.31:W34 

10349  Remarks   by  Thomas   W.   Wolfe,   Director,   Office  of  Domestic  Gold 

and  Silver  Operations,  before  Gold  Conference  sponsored  by  Busi- 
ness Week,  New  York  City,  July  25,  1974.  [1974.]  7  p.  4°  + 

T  1.31:W83 

UNITED  STATES  POSTAL  SERVICE  Washington,  DC  20260 

\ono  Instructions  for  mailers,  [excerpts  from  chap.l,  Postal  service  manual]. 
Mar.26,1974.  [70]  p.  il.  (Publication  8.)  [Includes  transmittal  letter 
8.  Issued  with  perforations.]     *  Paper,  $5.00  (basic  and  supplementary 
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material  for  indefinite  period);  add  75c.  for  foreign  mailing.     •Item 
838-A 

P  1.12/5  a:trans.8 

URBAN  MASS  TRANSPORTATION  ADMINISTRATION, 
Transportation  Dept.  Washington,  DC  20590 

10351  Improving  urban  mobility,  directory  of  research,  development  and 
demonstration  projects  in  public  transportation.  June  30,  1973.  [1] 
+  viii     +  201  p.  il.  4°    *  Paper,  $2.10.     •Item  982-H 

TD  7.9:973 
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America  as  Art.    (National   Collection   of   Fine   Arts).   $9.60.    (S  N    047  009 
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America  200,  the  Legacy  of  Our  Lands,  i  Interior  Department,  Conservation  Year- 
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Cell  Surfaces  and  Malignancy,  edited  by  Peter  T.  Mora.  (John  E.  Fogarty  Inter- 
national Center  for  Advanced  Study  in  the  Health  Sciences,  National  Institutes 
of  Health,  Fogarty  International  Center  Proceedings  no.  24. )  $5.60.  ( S/N  017- 
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Child  Neglect,  an  annotated  bibliography.  (Public  Services  Administration.) 
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Children's  Books,  1975.  compiled  by  Virginia  Haviland.  ( Library  of  Congress. ) 
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(Federal  Register  Office,  National  Archives  and  Records  Service.  General 
Services  Administration.)  $16.00  ( S/N  022-003-00914-1  >.     •         GS  4.113:  30 

The  Condition  of  Education,  1975.  (National  Center  for  Education  Statistics). 
$3.20.  ( S/N  017-080-01391-6) .     •  HE  19.314  :  975 
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Abbreviations 


add addition,  addendum, 

addenda. 

Amdt,  amdts amendment,  amend- 
ments. 

app appendix,     appendixes. 

bk.,  bks book,  books. 

chap chapter,  chapters. 

Cong Congress. 

Dept Department. 

doc document. 

facslm facsimile,  facsimiles. 

fy fiscal  year. 

G.H.A Greenwich  hour  angle. 

H House. 

H.  Con.  Res House  concurrent  reso- 
lution. 

H.  doc House  document. 

H.  ex.  doc House  executive  docu- 
ment. 

H.J.  ReB House  joint  resolution. 

H.R House  of  Representa- 
tives,   House   bill. 

H.  Res House  resolution. 

H.  rp House  report. 

11 illustration,  illustra- 
tions. 

in inch,  inches. 

lat latitude. 

long longitude. 

m mile. 


n.  d no  date. 

n.  p no  place. 

no.,  nos number,  numbers. 

p page,  pages. 

p.  of  pi pages  of  plates. 

par.,  pars paragraph,  para- 
graphs. 

pi plate,  plates. 

por portrait,  portraits. 

pt.,  pts part,  parts. 

rp report. 

S Senate,  Senate  bill. 

S.  Con.  Res Senate  concurrent  reso- 
lution. 

S.  doc Senate  document. 

S.  ex.  doc Senate  executive  docu- 
ment. 

S.  ex.  rp Senate  executive  re- 
port. 

S.J.  Res Senate  Joint  resolution. 

S.  Res Senate  resolution. 

S.  rp Senate  report. 

sec section,  sections. 

sess session,  sessions. 

Stat.  L Statutes  at  large. 

supp supplement. 

tab table,  tables. 

Treas Treasury. 

v volume,  volumes. 

vs.,  v versus. 


Common  abbreviations  for  the  names  of  States,  months,  etc.,  are  also  used. 
An  explanation  of  the  symbols  used  to  designate  sizes  of  publications  is  given  on  the 
Inside  of  the  front  cover. 


Explanation 


The  Individual  issuing  department,  bureau,  office,  or  agency  is  considered  the 
publisher  of  Government  publications. 

Words  and  figures  enclosed  in  brackets  [  ]  in  titles  are  given  for  information, 
but  do  not  appear  on  the  title  pages  of  the  publications  cataloged.  Place  and 
printer  are  not  given  for  publications  printed  at  the  United  States  Government 
Printing  Office,  Washington,  D.C.,  or  at  Government  departmental  and  field  print- 
ing plants.  The  dates  given  with  Senate  and  House  documents  and  reports  are 
the  dates  on  which  they  were  ordered  to  be  printed.  Usually  the  printing  promptly 
follows  the  ordering,  but  various  causes  sometimes  make  delays. 

Under  provisions  of  the  Printing  Act  of  January  12,  1895,  all  Government  publi- 
cations, except  administrative  and  confidential  (or  restricted),  are  entered  in  the 
Monthly  Catalog. 

The  L.C.  card  number  appended  to  some  of  the  entries  is  for  those  libraries 
ordering  printed  cards  from  the  Library  of  Congress.  The  number  at  the  extreme 
right  of  an  entry  indicates  the  classification  of  the  publication  in  the  Office  of  the 
Superintendent  of  Documents. 


General  Information 

The  Superintendent  of  Documents,  Government  Printing  Office,  Washington, 
D.C.,  is  authorised  by  law  t<>  sell  copies  of  Government  publications.  A  25  per- 
cent discount  is  allowed  to  purchasers  of  100  or  more  copies  of  a  single  publica- 
tion mailed  to  one  address.  Bookdealers,  buying  for  the  purpose  of  resale,  may 
receive  the  same  discount  regardless  of  quantity  if  the  publications  are  mailed 
to  their  place  of  business.  No  discount  is  allowed  when  the  publications  are 
mailed  to  a  third  party  unless  in  quantites  of  100  or  more. 


The  prices  of  all  U.S.  Government  publications  sold  by  the  Assistant  Public 
Printer  (Superintendent  of  Documents)  are  established  by  the  Public  Printer 
in  accordance  with  Title  44  of  the  United  States  Code. 

Prices  are  subject  to  change  and  the  prices  charged  on  your  order  will  be 
those  in  effect  at  the  time  your  order  is  processed.  As  it  is  not  feasible  to  manu- 
ally correct  the  prices  in  the  publications  affected  by  price  changes,  the  prices 
charged  on  your  order  may  differ  from  those  printed  in  the  publications. 

Although  the  issuing  agencies  generally  know  about  price  changes,  some  agen- 
cies inadvertently  continue  to  publish  announcements,  order  forms,  and  cata- 
logs which  contain  erroneous  prices.  Frequently,  the  news  media  publish  articles 
with  erroneous  or  outdated  prices. 

PRICE   LIST 

There  is  no  general  price  list  of  public  documents,  but  numerous  lists  have 
been  prepared  on  special  subjects  and  these  will  be  furnished,  on  application. 
by  subject  or  subjects  concerning  which  information  is  desired.  It  will  also 
be  noted  that  current  publications  which  are  for  sale  are  listed  in  this  catalog. 

LIST   OF   SELECTED   PUBLICATIONS 

In  addition  to  the  subject  bibliographies,  the  Office  of  the  Superintendent  of 
Documents  issues  a  monthly  list  of  Selected  United  States  Government  Publi- 
cations for  sale  by  the  Superintendent  of  Documents.  Each  list  contains  annota- 
tions and  prices,  and  may  be  obtained  free  upon  application  to  the  Superintendent 
of  Documents. 

CONGRESSIONAL   PUBLICATIONS 

Subscription  service  has  been  implemented  for  the  following  groups  of  Con- 
gressional  publications :  House  and  Senate  Documents :  House  and  Senate  Hear- 
ings ;  House  and  Senate  Reports  on  Public  Bills ;  House  and  Senate  Reports  on 
Private  Bills :  Public  Bills ;  Private  Bills :  Public  Laws ;  and  Private  Laws.  In 
most  cases,  single  copies  of  publications  in  these  groups  of  Congressional  pub- 
lications are  not  sold.  Sales  copies  of  a  few  of  the  more  important  ones  are 
printed,  and  you  will  find  the  sales  prices  listed  in  the  individual  entries.  The 
current  subscription  prices  may  be  obtained  from  the  Superintendent  of 
Documents. 

vn 


HOW  TO  ORDER  PUBLICATIONS 

Publications  entered  in  this  catalog  that  are  for  sale  by  the  Superintendent  of 
Documents  are  indicated  by  an  asterisk  (*)  preceding  the  price.  Those  for  sale 
by  the  National  Technical  Information  Service  are  indicated  by  the  sign  (§) 
preceding  the  price.  A  black  dot  (  •  )  indicates  that  the  publication  has  been,  or 
will  be,  sent  to  depository  libraries.  A  plus  sign  (  +  )  indicates  that  application 
should  be  made  to  the  department,  bureau,  or  agency  issuing  the  document.  A 
number  sign  ( # )  indicates  that  the  document  is  printed  for  official  use  and  is 
not  obtainable.  When  additional  information  concerning  the  method  of  pro- 
curing a  document  seems  necessary,  it  will  be  found  under  the  name  of  the  bureau 
by  which  it  was  published. 

In  ordering  a  publication  from  the  Superintendent  of  Documents,  give  the  stock 
number  (if  available  following  the  price),  the  name  of  the  publishing  department, 
bureau,  or  agency,  the  title,  and  the  classification  number  which  is  added  to  the 
entry  at  the  extreme  right.  Order  Congressional  documents  and  reports  by  the 
title,  together  with  the  document  or  report  number  and  the  Congress,  e.g., 
H.  Doc.  1,  94th  Congress. 

Do  not  use  the  L.C.  card  number  in  ordering  a  publication  from  the  Superin- 
tendent of  Documents. 

HOW  TO  REMIT 

Remittances  for  documents  marked  with  an  asterisk  (*)  should  be  made  to  the 
Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington, 
DC  20402,  by  .coupon,  postal  money  order,  express  order,  or  check.  Publications 
cannot  be  mailed  in  advance  of  receipt  of  remittance.  Foreign  remittances  should 
be  made  by  international  money  order,  payable  to  the  Superintendent  of  Docu- 
ments, or  draft  on  an  American  bank.  The  Superintendent  of  Documents  will 
also  accept  International  Response  Coupons  and  UNESCO  coupons. 

Foreign  money,  defaced  or  smooth  coins,  will  not  he  accepted.  Do  not  send 
postage  stamps. 

Persons  who  make  frequent  purchases  from  the  Superintendent  of  Documents 
may  find  a  deposit  account  convenient.  Deposits  of  $50.00  or  more  are  accepted 
against  which  orders  may  be  placed  without  making  individual  remittances  or 
first  obtaining  quotations.  Order  blanks  are  furnished  for  this  purpose.  After 
the  handling  of  the  order  has  been  completed,  it  will  be  returned  showing  the 
publications  supplied,  explanations  regarding  those  not  sent,  and  the  amount  of 
charge. 

No  charge  is  made  for  postage  on  documents  forwarded  to  points  in  United 
States  and  its  possessions.  There  is  a  special  handling  charge  on  all  orders 
mailed  to  a  foreign  country  (including  Canada).  The  charge  is  one-fourth  of  the 
current  selling  price  of  publications  and  subscription  services  ordered.  This  is 
to  cover  the  special  handling  required  to  comply  with  the  customs  and  inter- 
national mailing  regulations. 

LIBRARY   CLASSIFICATION    OF   GOVERNMENT   DOCUMENTS 

The  classification  given  at  the  right  of  entries  for  departmental  publication 
is  that  used  in  the  Library  Division  of  the  Office  of  the  Superintendent  of 
Documents.  The  shilling  mark  (/)  separates  what  ordinarily  would  be  superior 
or  inferior  numbers  or  letters.  It  is  not  practicable  to  print  these  numbers  or 
letters  as  superiors  or  inferiors  in  the  Monthly  Catalog. 


New  Classification  Numbers 

Agriculture  I  department. 

A  1.85/2 :  date Rural    developmenl    goals,    annual    report    to 

Congress. 
National  Fire  Prevention  and  Control  Adminis- 
tral  inn. 

C58.8:CT Handbooks,  manuals,  guides. 

Economic  Analysis  Bureau. 

('  5!>.1L' :  nos Foreign  economic  reports. 

Engineers  Corps. 

D    03.42  "nos GITI   [Genera!   Investigation  of  Tidal  Inlets] 

reports. 
Environmental  Protection  Agency. 

DP  1.66 :  v.nos Decisions  o£  the  Adminisl  rator  and  decisions  oi 

the  General  CounseL 
Energy  Research  and  Development  Administra- 
tion. 

ER  1.8:  CT Handbooks,  manuals,  guides. 

Federal  Energy  Administration. 

FE  1.12:  date Petroleum  market  shares  (monthly). 

General  Services  Administration. 

GS  1.23  :  date Management  reports. 

Federal  Supply  .Service. 

GS  2.18  :  date Federal  motor  vehicle  fleet  reports. 

Education  Division. 

HE19.8:CT Handbooks,  manuals,  guides. 

HE  19.101/2:  date Administration  of  Public  Laws  81-874  and  81- 

815.  annual  report. 

Note. — See,  Cor  earlier  class,  in-;  5.1/2  : 

HE  19.122  :  date State    administered    Federal    education    funds. 

annual  report  of  the  U.S.  Commissioner  of 
Education. 
National  Institutes  of  Health. 
HE  20.3013/5:  date Grants  for  training  construction  medical  libra- 
ries, fiscal  year  funds. 

Note. — See,   for   earlier  reports.    HE   20.3013: 
date/pats. 
National  Heart  and  Lung  Institute. 

HE  20.3214  :  nos Info  memo. 

National  Institute  on  Aging. 

HE  20.3851 :  date Annual  report. 

HE  20.3852  :  CT General  publications. 

HE  20.3858  :  CT Handbooks,  manuals,  guides. 

National  Center  for  Health  Statistics. 
HE  20.6214/2 :  date Public  health  conference  on   records  and  sta- 
tistics, national  meeting  [announcement]. 
Housing  and  Urban  Development   Department. 

HH  1.59:  date Financial  statements  (  quarterly  i . 

Division   for   the   Blind    and    Pliysically    Handi- 
capped. 

LC  19.11 :  CT Bibliographies  and  lists  of  publications. 

Public  Debt  Bureau. 

T  63.210:  date Tables  of  redemption  values  for  United  States 

savings  notes. 
Transportation  Department. 

TD  1.15/3  :  date Selected  library  acquisitions    (monthly). 

TD  1.31 :  v.nos.&  nos DOT  news  (bi-weekly). 


X  Government  Publications 

TD  1.32  :  v.nos.&  nos Audit  journal,  publication  of  Office  of  Audits. 

TD  1.33:  date Report   to   the   President   on   National   Cargo 

Security  Program  (annual). 
Federal  Highway  Administration. 

TD  2.3  :  date FHWA  bulletins. 

Air  Traffic  Service. 

TD  4.314  :  nos National  flight  data  digest  [daily  except  Satur- 
days, Sundays,  and  holidays].  i 
Coast  Guard. 

TD  5.3/3:  nos Electronics    engineering    information    bulletin 

(monthly). 

TD  5.3/4  :  date Port  safety  bulletin. 

TD  5.3/5  :  nos Law  bulletin. 

TD  5.12/3  :  date Vessel  safety  review. 

TD  5.21/4  :  CT Bibliographies  and  list  of  publications. 

TD  5.21/5 :  CT COMTAC  [communications  and  tactical]  pub- 
lications in  index  (semi-annual). 

TD  5.28/2 :  date Boat  engineering  newsletter,  forum  for  ex- 
change of  engineering  information  for  small 
cutters  and  boats. 

TD5.29:CT U.S.  Coast  Guard  historical  monograph  pro- 
gram. 

TD5.30:CT Bicentennial  series. 

TD  5.31 :  date Daily  operations  highlights. 

Urban  Mass  Transportation  Administration. 

TD  7.12  :  CT Addresses. 

National  Highway  Traffic  Safety  Administration. 

TD  8.16/2 :  date Experimental  safety  vehicle  program  and  ve- 
hicle safety  research,  progress  report  (semi- 
annual). 
Nuclear  Regulatory  Commission. 

Y  3.N  88 :  11/v.nos Nuclear     Regulatory     Commission     issuances, 

opinions  and  decisions  of  the  Nuclear  Reg- 
ulatory Commission  with  selected  orders. 

Note. — See,    for    earlier    similar    publications, 
Y  3.At  7  :  49. 
Water  Resources  Council. 

Y  3.W  29 :  8-2/nos Guidelines. 

Congressional  Budget  Office. 

Y  10.8  :  CT Handbooks,  manuals,  guides. 

Corrections  for  Previous  Monthly  Catalogs 

Mar.  1975.  Page  x  last  line  should  be  L  1.34  :  M  31/4/969-74. 

Entry  04326.  Titanium  in  1974.  Change  class  to  read  I  28.82/3 :  974/prelim. 

Aug.  1975.  Entry  11323.  Technical  paper  no.  37,  Numerator  and  denominator  for 

measuring  change.  Change  class  to  read  C  3.212  :  37. 
Entry  11324.  Technical  paper  no.  38,  Comparison  of  Spanish  surname  and 

persons  of  Spanish  origin  in  United  States.  Change  class  to  read  C  3.212 :  38. 
Entry  11589.  Second  quarterly  report  to  Congress  .  .  .  June  30,  1975  . 

Change  class  to  read  Y  4.W  36 :  F  76  tr/12/975-2. 
Sept.  1975.  Entry  13456. 1976  NASA  authorization,  index  to  hearings,  .  .  .  Change 

class  to  read  Y  4.  Sci  2  :  94-1/1-3/ind. 
Oct.  1975.  Entry  15587.  Land  use  and  the  environment,  anthology  of  readings. 

Change  class  to  read  EP  1.45 : 1.  This  is  Comprehensive  planning  series,  v.  1. 

Dec.  1975.  Page  xxi.  Delete  I  69.12 :  date News  releases. 

Jan.  1976.  Entry  01275.  Domestic  waterborne  trade  of  United  States,  1965-72. 

Change  class  to  read  C  39.222  :  965-72. 
Entry  01392,  Current  listing  and  topical  index.  .  .  .  Change  class  to  read 

HE  20.6209/2 :  962-74. 
Feb.  1976.  Entry  02140,  3d  quarterly  report  to  Congress  and  East- West  Foreign 

Trade  Board  .  .  .  Sept.  30,  1975  .  .  .  Change  class  to  read  Y  4.W  36:  F  76  tr/12/ 

975-3. 
Entry  02457.  A  virus-in-water  study  of  finished  water  from  six  communities. 

Add  •  Item  431-1-23. 


June  1976  xi 

Entry  03775.  Energy  information  reported  to  Congress.  Change  •  Item  to 

•  Item  434- A-3. 

Mar.  1976.  Entry  05956.  Gimelli  system  of  multi-track  voice  writing,  .  .  .  Change 

class  to  read  J  1.12 :  G  42. 
Entry  003312,  Seminar  on  alcohol  and  safety,  .   .   .  Change  •  Item  to  •  Item 

982-D-3. 
Entry  00300.  Consumer  aid  series,  v.  r>,  pi.  l.  Brakes,  comparison  of  braking 

performance  for  1975  passenger  cars .  .  .  Change  class  to  read  TD  8.14  2:5  ptl. 
'Apr.  1070.  Entry  00758.  State  Department's  oil  door  price  proposal  Add  •  Item 

1000. 
Entry  07009.  Vietnam  era  reconciliation  act,  .  .  .  Add  •  Item  1020. 

—  Entry  07001,  Third  quarterly  report  to  Congress  and  East-Wesl  Foreign 
Trade  Board  .  .  .  Sept.  30,  1975  .  .  .  Change  class  to  read  Y  4.W  36 :  V  7t;  tr/12/ 
975-3. 

—  Entry  07307.  Documentary  background  to  the  Federal  employees  political 
activities  act  of  1975.  Add  •  Item  1044. 

—  Entry  07685.  3P  [probability  proportional  to  prediction]  sampling,  .  .  .  Add 

•  Item  85-A. 

—  Entry  07S59.  Draft  environmental  impact  statement:  Proposed  Kaiparowits 
Project .  .  .  Add  •  Item  603-G. 

— -  Entry  07999.  Vessel  inventory  report,  U.S.  flag  dry  cargo  and  tanker  .  .  .  Add 

•  Item  236-F. 

Note. — Insert  the  following  entry  no.  0-1505  in  the  Monthly  Catalog  of  MARCH 
1975:  Faculty  fellowships  in  science  applied  to  societal  problems,  closing  data  for 
submission  of  applications,  Feb.  7,  19<5,  announcement  of  awards,  Apr.  11,  1975. 
[1974.]  [4]  p.  4°  (Faculty  Fellowship  Program,  Division  of  Higher  Education  in 
Science  ;  E-75-10.)  [At  head  of  Title  :  For  improvement  of  college  science,  mathe- 
matics, and  engineering  teaching.]     +  N8  1.2  :  F  33/7 


List  of  Government  Authors 

Beginning 
Entry 

ACTION  10352 

Administrative  Conference  <>f  United  states 10356 

Administrative  Office  of  United  States  Courts 10357 

Advisory  Commission  on  Intergovernmental  Relations 10358 

Agriculture  Department 1037G 

Agricultural  Research  Service 10360 

Agricultural  Stabilization  and  Conservation  Service 10375 

Animal  and  Plant  Health  Inspection  Service 10471 

Economic  Research  Service 11938 

Extension    Service 12109 

Farmer  Cooperative  Service 12111 

Food  and  Nutrition  Service 12271 

Forest  Service 12272 

Rural  Electrification  Administration 13070 

Soil  Conservation  Service 13090 

Statistical  Reporting  Service 13148 

American  Revolution  Bicentennial  Administration 10465 

Arms  Control  and  Disarmament  Agency 10480 

Atomic  Energy  Commission 10525 

Canal  Zone  Government 10528 

Civil  Aeronautics  Board 10584 

Civil  Rights  Commission 10585 

Civil  Service  Commission 10590 

Commerce  Department 10618 

Domestic  and  International  Business  Administration 11914 

Domestic  Commerce   Bureau 11927 

East-West  Trade  Bureau 11931 

International   Commerce   Bureau 12536 

Economic   Development   Administration 11933 

Maritime  Administration 12697 

National  Bureau  of  Standards 12862 

National  Oceanic  and  Atmospheric  Administration 12958 

Environmental  Data  Service 11991 

National  Marine  Fisheries   Service 12948 

National  Ocean  Survey 12957 

National  Weather  Service 13005 

National  Technical  Information  Service 12991 

Social  and  Economic  Statistics  Administration 

Census  Bureau 10529 

United  States  Travel  Service 13226 

XIII 


Xiv  Government  Publications 

Beginning 

Entry 

Congress 10636 

Atomic  Energy  Joint  Committee 10681 

Congressional  Operations  Joint  Committee 10684 

Defense  Production  Joint  Committee 10685 

Economic  Joint  Committee 10686 

House  of  Representatives 10697 

Aging,  Select  Committee  on 11032 

Agriculture  Committee 11044 

Appropriations  Committee 11051 

Armed  Services  Committee 11056 

Banking  and  Currency  Committee 11071 

Banking,  Currency,  and  Housing  Committee 11074 

Budget  Committee 11082 

Committees,  Select  Committee  on 11083 

District  of  Columbia  Committee 11085 

Education  and  Labor  Committee 11090 

Foreign  Affairs  Committee-- 11097 

Government  Operations  Committee 11102 

Intelligence,  Select  Committee  on 11116 

Interior  and  Insular  Affairs  Committee 11119 

International  Relations  Committee 11123 

Interstate  and  Foreign  Commerce  Committee 11139 

Judiciary  Committee 11153 

Merchant  Marine  and  Fisheries  Committee 11171 

Missing  Persons  in  Southeast  Asia,  Select  Committee  on 11173 

Post  Office  and  Civil  Service  Committee 11175 

Public  Works  and  Transportation  Committee 11195 

Science  and  Astronautics  Committee 11203 

Science  and  Technology  Committee 11206 

Small  Business  Committee 11212 

Veterans'  Affairs  Committee 11216 

Ways  and  Means  Committee 11219 

Senate  11233 

Aeronautical  and  Space  Sciences  Committee 11444 

Aging,  Special  Committee  on 11448 

Agriculture  and  Forestry  Committee 11456 

Appropriations  Committee 11467 

Armed  Services  Committee 11478 

Banking,  Housing,  and  Urban  Affairs  Committee 11487 

Budget  Committee 11498 

Commerce  Committee 11499 

District  of  Columbia  Committee 11516 

Finance  Committee 11520 

Foreign  Relations  Committee 11528 

Government  Operations  Committee 11545 

Interior  and  Insular  Affairs  Committee 11556 

Judiciary  Committee 11580 

Labor  and  Public  Welfare  Committee 11594 

Nutrition  and  Human  Needs,  Select  Committee  on 11601 

Post  Office  and  Civil  Service  Committee 11603 


June  1976  xv 

Congress-Continued  BeBmnlnK 

Senate — Continued  Dntry 

Public  Works  Committee 11907* 

Rules  and  Administration  Committee 11611 

Small  Business,  Select  Committee  on 11616 

Veterans'  Affairs  Committee 11619 

Consumer  Product  Safety  Commission 11622 

Cost  Accounting  Standards  Board 11645 

Court  of  Customs  and  Patent  Appeals 11650 

Defense  Department 11666 

Air  Force  Department 10430 

Air  Force  Academy 10429 

Armed  Forces  Information  Service 10478 

Armed  Forces  Institute  of  Pathology 10479 

Army  Department 10485 

Army  Medical  Department 10514 

Engineers  Corps 11968 

Military  History,  Center  of 12706 

Military  History,  Office  of  Chief  of 12707 
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ACTION  pamphlet. 

10352  4000.1.  ACTION  in  business  world.  [Revised  Feb.  1975]  [1975]  |I6]  p.il.  narrow  8" 

+      •Item  30-A-2 

AA  1.11:4000.1/2 

10353  4000.16.   ACTION    meeting  community   needs  through   voluntarism,  guide  to   ACTION'S 

domestic  programs.   [Dec.  1974]  cover  title,  (21  +  17  p.il.  oblong  24°     +     •Item   30- 
A-2 

AA  1.11:4000.16 

10354  4200.4.  Physical  education  in  Peace  Corps.  [Revised  Aug.  1975]  [1975]  6+ [2]  p.il.  narrow 

8°  +       •Item  30-A-2 

AA  1.11:4200.4 

10355  VISTA  impact  study.  Mar.  1973.  cover  title,  [l]  +  38  +  4  p.il.  4°    [Prepared 

by  VISTA.]     # 

AA  1.2:V  82/2 

ADMINISTRATIVE  CONFERENCE  OF  UNITED  STATES 
Washington,  DC  20037 

10356  Manual  for  administrative  law  judges  [with  bibliography];  by  Merritt 

Ruhlen  .  1974.  xi+125  p.     +     •Item  1049-H-l 

Y  3.Ad6:8  J  89 

ADMINISTRATIVE  OFFICE  OF  UNITED  STATES  COURTS 
Washington,  DC  20544 

10357  Report  of  proceedings  of  Judicial  Conference  of  United  States,  Mar. 

6-7,  1975.  1975.  vi  +  44  p.   [Also  issued  as  H.doc.  238,  94th  Cong., 
1st  sess.]     +     •Item  729 

Ju  10.10/2:975 

ADVISORY  COMMISSION  ON  INTERGOVERNMENTAL 
RELATIONS  Washington,  DC  20575 

ACIR  State  legislative  program. 

10358  6.  Housing  and  community  development.  [Revised  edition]  Dec.  1975.  [IJ  +  196  p.  4° 

(M-97.)  [Prepared   with   financial   assistance  of  Department  of   Housing  and   Urban 
Development]     +     •Item  1049-D 

Y  3.Ad  9/8:2  L  52/975/no.6 

10359  Local  revenue  diversification,  income,  sales  taxes  and  user  charges; 

[prepared  by  L.  R.  Gabler  ].  Oct.  1974.  viii  +  85  p.il.  4°    (A-47;  Com- 
mission report.)     *  Paper,  $1.60  (S/N  5204-00058).     •Item  1049-D 

Y  3.Ad  9/8:2  R  32/4 

§For  Sale  by  National  Technical  Information  Service, 
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•Sent  to  Depository  Libraries  Page  1 


Government  Publications 

AGRICULTURAL  RESEARCH  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

ARS  (series). 

10360  H-5-1.  Control  of  water  pollution  from  cropland:  v.  1,  Manual  for  guideline  development; 

[by  B.  A.  Stewart  ,  D.  A.  Woolhiser  ,  W.  H.  Wischmeier,  J.  H.  Caro,  M.  H. 
Frere].  Nov.  1975.  vii  +  lll+[l]  p.il.  4°  [Prepared  in  cooperation  with  Office  of  Research 
and  Development,  Environmental  Protection  Agency.]  §  (Price  upon  application). 
•  Item  25-B 

A  77.15:H-5-l 

10361  NC-8.    Reciprocal   distance    squared    method,   computer   technique    for   estimating   areal 

precipitation  [with  list  of  literature  cited  by  Tsong  chang  Wei  and  J.  L.  McGuinness 
].  Aug.  1973.  [2]  + 29  p.il.  4°     (North  Central  Region.)  + 

A  77.15:NC-8 

10362  NC-11.  Virus  tolerance  ratings  for  corn  strains  grown  in  lower  corn  belt,  1973;  by  C. 

F.  Stark  [and  others].  Jan.  1974.  [3]  +  ll  p.  4°    (North  Central  Region.)  + 

A  77.15:NC-11 

10363  NC-27.   National  Animal  Disease   Center  publications,  1974.   [1975.]  cover  title,  8  p.il. 

4°    ([North  Central  Region,  National  Animal  Disease  Center,  Ames,  Iowa.])  + 

A  77.15:NC-27 

10364  NC-34.  Hessian  fly  biotype  distribution,  resistant  wheat  varieties  and  control  practices 

in  Hard  Red  Winter  Wheat  [with  list  of  literature  cited;  by  H.  W.  Somsen  and 
K.  L.  Oppenlander  ].  Dec.  1975.  [3]  + 7  p.il.  4°  (North  Central  Region.)  [Prepared 
in  cooperation  with  Kansas  Agricultural  Experiment  Station,  Kansas  State  Universi- 
ty.] + 

A  77.15:NC-34 

10365  NE-8.  Nematology  literature  list,  1971;  [by  Virginia  Harrington  ].  Feb.  1973.  cover  title, 

[l]  +  62  p.  4°    (Northeastern  Region.)  + 

A  77.15:NE-8 

10366  NE-19.    Development   of    self-help   trusses   for   rural   houses   and   service   buildings;   [by 

Jerry  O.  Newman  ].  Oct.  1973.  [1]  +  17  p.il.  4°     (Rural  Housing.)  + 

A  77.15:NE-19 

10367  S-15.  Traversing-slot  runoff  sampler  for  small  watersheds  [with  list  of  literature  cited; 

by  F.  E.  Dendy  ].  Aug.  1973.  [2]  + 14  p.il.  (Southern  Region.)  + 

A  77.15:S-15 

10368  S-23.   Sugarcane   variety   tests   in   Florida,   1972-73   harvest  season;   [by   Edwin   R.   Rice 

].  Aug.  1973.  [1]  +  16  p.  4°    (Southern  Region.)  + 

A  77.15:S-23 

10369  S-24.  Selected  physical,  shelling  and  germination  properties  of  new  Spanish  peanut  varie- 

ties spancross  and  tifspan  [with  list  of  literature  cited;  by  James  I.  Davidson  , 
jr.  and  others].  Oct.  1973.  iv  +  11  p.il.  4°    (Southern  Region.)  + 

A  77.15:S-24 

10370  S-38.  Hydraulic  model  studies  of  Little  River  gaging  station  B;  [by  Wendell  R.  Gwinn 

].  June  1974.  iv+32  p.il.  4°  (Southern  Region.)  [Prepared  in  cooperation  with 
Oklahoma  Agricultural  Experiment  Station,  Stillwater,  Okla.]  + 

A  77.15:S-38 

10371  W-8.   Malathion,   protectant   for   natural   raisins   against   insect   infestation    [with   list  of 

literature  cited;  by  Garth  H.  Spitler  ].  Sept.  1973.  [4]  +  8  p.il.  4°    (Western  Region.) 

A  77.15:W-8 

10372  W-18.  Optimum  cleaning  of  Acala  SJ-1  cotton;  [by  Kenneth  H.  Read  ].  April  1974.  cover 

title,  12  p.  4°  (Western  Region.)  [Table  of  contents  on  p.  2  of  cover.]  + 

A  77. 15: W-18 

10373  Plum  Island  Animal  Disease  Center,  research  on  foreign  diseases  of 

animals.  [May  1975.]  [2]  +  13  p.il.  4°  [Prepared  by  Plum  Island  Animal 
Disease  Center,  Northeastern  Region,  Agricultural  Research  Service. 
Supersedes  Miscellaneous  publication  931,  Plum  Island  Animal  Dis- 
ease Laboratory.]     *  Paper,  40c.  (S/N  001-011-00163-1).      •Item  26 

A  77.2:P  73 

10374  Twenty-ninth  annual  conference  report  on  cotton  insect  research  and 

control,  Jan.  5-7,  1976,  Las  Vegas,  Nev.  Feb.  1976.  cover  title,  ix  +  84 
p.il.  4°    [Prepared  in  cooperation  with  14  cotton  growing  states.] 
+     •Item  26 

A  77.2:C  82/5/976 
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AGRICULTURAL  STABILIZATION  AND  CONSERVATION       ' 
SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

10375  Report  on  participation  in  ASCS  county  programs  and  operations  by 

racial  groups,  1974.  [Sept.  1975.]  cover  title,  v  +  81  p.  4°  [Prepared 
in  cooperation  with  Data  Systems  Division  and  Internal  Consulting 
Staff  and  Assistant  to  Administrator  of  ASCS  for  Civil  Rights  and 
Equal  Employment  Opportunity.]     +     #Item  106 

A  82.2:R  11/974 

AGRICULTURE  DEPARTMENT  Washington,  DC  20250 

Note.— Requests  to  the  Department  of  Agriculture  for  publications  should   include  the   USDA 
number  if  given  in  the  entry. 

Agricultural  economic  report. 

10376  262.   Evolution   of   Small   Watershed    Program,   changes   in   Public    Law    566,   Watershed 

Protection  and  Flood  Prevention  Program,  1954-72;  [by  Dallas  M.  Lea  and  C.  Dudley 
Mattson  ].  [June  1974]  cover  title,  vii+58  p.il.  4°  (Economic  Research  Service, 
Natural  Resource  Economics  Division.)  [Pages  i-ii  are  p.  1-2  of  cover]  +  •Item 
42-C 

A  1.107:262 

10377  319.   Farm   population  estimates  for  1974;   [by]   Vera  J.   Banks   .  [Dec.  1975.]  [2]  + 5   p.il. 

4°     (Economic  Research  Service.)     +     •Item  42-C 

A  1.107:319 

10378  321.  Taxes  levied  on  farm  personal  property,  1960-72  [with  list  of  references];  by  Ann 

Gordon  Sibold  .  [Jan  1976]  [2]  +  ii  +  ll  p.  4°     (Economic  Research  Service.)     + 
•  Item  42-C 

A  1.107:321 

10379  Agricultural  policy  in  years  ahead,  speech  by  Assistant  Secretary  of 

Agriculture  Clayton  K.  Yeutter  ,  before  Southeastern  Peanut  Shelters 
Association,  Atlanta,  Ga.,  June  11,  1974.  1974.  9  p.  4°  + 

A  1.40:Y  4/5 

10380  Agriculture,  economic  backbone  of  America,  address  by  Secretary  of 

Agriculture  Earl  L.  Butz  before  Iowa  Bankers  Association  Annual 
Convention  Agricultural  Breakfast,  Des  Moines,  Iowa,  Oct.  27,  1975. 
[1975.]  9  p.  4°  (USDA  3096-75.)  + 

A1.40:B98/97 

Agriculture  handbook. 

10381  305.  Professional  workers  in  State  agricultural  experiment  stations  and  other  cooperating 

State  institutions,  1975-76.  Revised  Jan.  1976.  [1976.]  iii+211  p.  4°  (Cooperative  State 
Research  Service.)     *   Paper,  $2.75.     •Item  3 

A  1.76:305/975-76 

10382  469.   Mistletoes  on   introduced   trees  of   world   [with   list  of  literature   cited];  by   Frank 

G.  Hawksworth  .  Dec.  1974  [published  1975]  [2]  +  49  p.  (Forest  Service.)  'Paper. 
75c.     •Item  3  A  ,  7A 

L.C.  card  74-600182  A  1-76:469 

10383  477.  Handbook  of  agricultural  charts,  1975  spring  supplement,  supplement  for  1974  Hand- 

book of  agricultural  charts.  [Apr.  1975]  42  p.il.  4°  (Economic  Research  Service.) 
+      •Item  3 

A  1.76:477/supp. 

Agriculture  information  bulletin  AIB  (series). 

10384  357.  Building  hobby  greenhouses  [with  list  of  references;  by  William  A.  Bailey  ,  Robert 

C.  Liu  ,  and  Herschel  H.  Klueter].  [Mar.  1973,  slightly  revised  Jan.  1975]  [1975] 
20p.il.     -Paper.  25c.     •Item  4  A  ,75:357/2 

10385  362.  Health  services  in  rural  America  (with  list  of  literature  cited;  by  Tresa  H.  Matthews 

].  [Slightly  revised  Apr.  1974.]  [1974.]  [2]  +  vi  +  40  p.il.  4°  (Rural  Development  Service, 
Economic  Research  Service.)     +     •Item  4 

A  1.75:362/2 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
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Government  Publications 

10386  Dynamic   world   grain   market,    remarks   by   Dale   Sherwin    ,    Deputy 

Assistant  Secretary,  International  Affairs  and  Commodity  Programs, 
before  Bicentennial  Conference  of  Iowa  Agricultural  Stabilization  and 
Conservation  Service,  Des  Moines,  Nov.  7,  1975.  [1975.]  9  p.  4° 
(USDA  3241-75.)  + 

A  1.40:Sh  5 

10387  Enough,  address  by  Secretary  Earl  L.  Butz  before  Carolinas  District 

Kiwanis  Convention,  Raleigh,  N.C.,  Sept.  11,  1975.  [1975.]  7  p.  4° 
(USDA-2634-75.)  + 

A  1.40:B  98/91 

10388  Facing  economic  issue,  speech  by  Assistant  Secretary  of  Agriculture 

Clayton  K.  Yeutter  at  1975  Symposium  on  America:1976,  Unfinished 
agenda,  Omaha,  Neb.,  Apr.  19,  1975.  [1975.]  10  p.  4°  (USDA  1177- 
75.)  + 

A  1.40:Y  4/12 

10389  Falls  hurt.  [Revised  Mar.  1973.]  [1973.]  [8]  p.il.  narrow  8°    [Prepared 

in  cooperation  with  National  Safety  Council.]  + 

A  1.2:F  19/973 

Home  and  garden  bulletin. 

10390  56.    How   to   make   jellies,   jams,   and   preserves   at  home.    [Revised    Dec.   1975.]    [1975.] 

[2] +  34  p.il.  ([Consumer  and  Food  Economics  Institute,  Agricultural  Research  Ser- 
vice.])    *  Paper,  45c.  (S/N  001-000-03494-4).     •Item  11 

A  1.77:56/6 

10391  69.    Home   care   of   purchased   frozen   foods.   [Revised   July   1973,   slightly   revised   May 

1975.]  [1975.]  [2] +  6  p.  ([Consumer  and  Food  Economics  Institute,  Agricultural 
Research  Service.])  [Prepared  in  cooperation  with  Western  and  Eastern  Regional 
Research  Centers,  Agricultural  Research  Service,  and  National  Marine  Fisheries 
Service,  National  Oceanic  and  Atmospheric  Administration,  Department  of  Com- 
merce.]    *  Paper,  25c.  (S/N  001-000-03410-3).     •Item  11 

A  1.77:69/6 

10392  91.    Growing   flowering   annuals;    [by    Henry    M.   Cathey    ].    [Revised   Oct.   1975.]    [1975.] 

19  p.il.     ♦  Paper,  35c.  (S/N  001-000-0341 1-1).     •Item  11 

A  1.77:91/6 

10393  129.   Making  cottage   cheese  at  home.   [Revised  Dec.   1975.]   [1975.]   [l]  +  9  p.il.  ([Eastern 

Marketing  and  Nutrition  Research  Division,  Agricultural  Research  Service.]) 
[Prepared  in  cooperation  with  Consumer  and  Food  Economics  Institute,  Agricultural 
Research  Service,  and  Dairy  Division,  Agricultural  Marketing  Service.]  *  Paper, 
30c.  (S/N  001-000-03409-0).     •Item  11 

A  1.77:129/2 

Leaflet. 

10394  445.   Electric  heating  of  hotbeds;  [by  James  M.   Stanley   ].  [Feb.  1959,  slightly  revised 

Dec.  1975.]  [1975.]  8  p.il.     *  Paper,  25c.     •Item  12 

A  1.35:445/4 

Marketing  research  report. 

10395  1022.    American   long   grain   rice,   sales   impact  of  promotional  program   in   France;   [by 

Peter  L.  Henderson  ].  [Apr.  1974.]  vi+38  p.il.  4°  (Economic  Research  Service.) 
+     •Item  13-B 

A  1.82:1022 

10396  1031.   Methods   and   costs   for  warehouse   assembly   of  grocery   orders  for  small  stores; 

[by  Erroll  R.  Bragg  ,  Jack  L.  Runyan  ,  and  John  C.  Bouma].  [Sept.  1975.]  [21  +  21 
p.il.  4°    (Agricultural  Research  Service.)  +      •Item  13-B 

A  1.82:1031 

10397  1055.   Viability   of  cooperatively   coordinated  egg  complex;   [by   John  T.   Haas   ].   [Dec. 

1975.]  cover  title  ,  iv  +  34  p.il.  4°  (Farmer  Cooperative  Service.)  [Includes  list  of 
other  publications.  Page  34  is  p.  3  of  cover.]     +     •Item  13-B 

V  *  *  •  A  1.82:1055 

Miscellaneous  publication. 

10398  1278.  Annotated  bibliography  of  horn  fly,  Haematobia  irritans  (L.),  including  references 

on  buffalo  fly  ,  H.  exigua  (de  Meijere),  and  other  species  belonging  to  genus  Hae- 
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malobia;   (by   Clyde    E.   Morgan   and  Gustave   D.  Thomas   ]    [1974  ]  cover  title.   134 

p.  (Agricultural  Research  Service.)      +      •  Item  13-A 

v       *  A  1.38:1271 

10399  1306.    Portable    footbath    for   sheep.    May    1975.    |2|    p.il.   4°     (Cooperative    farm    building 

plan   exchange,   plan   6142,   [Agricultural   Research   Servicel  )     'Paper,   25c      •Item 
fo-A 

A  1.38:1306 

PA  [Program  aid]  (series). 

10400  942.  Search  for  solitude,  our  wilderness  heritage.  Slightly   revised  June  1974.  [1974. |  32 

p.il.  oblong  8°     (Forest  Service)  (Illustrations  are  colored. 1     'Paper,  85c.     •Item 
14-A 

A  1.68:942/3 

10401  1109.  Shopping  with  food  stamps.  [Mar.  1975. |  [151  p.il.  24°     ([Food  and  Nutrition  Service.]) 

[Supersedes  Program  aid  922,  You're  in  good  company,  millions  of  Americans  use 
USDA  food  stamps]  +       ©Item  14-A 

A  I  68:1109 

10402  1125.   Moving?  Traveling1  Trading  plants?   Leave   pests  behind.   Nov.  1975.  [4]  p.   narrow 

8°     (Plant  Protection  and  Quarantine  Programs,  Animal  and  Plant  Health  Inspection 
Service.)  [Supersedes  PA-951,  ARS-81-24,  ARS-81-30]      +      •Item  14-A 

A  1.68:1125 

10403  Productivity,  address  by  Secretary  of  Agriculture  Earl  L.  Butz  before 

Illinois  Associated  Press  Broadcasters  State  Convention,  Blooming- 
ton,  111.,  Sept.  6,  1975.  [1975.]  5  p.  4°    (USDA  2595-75.)  + 

A  1.40:B  98/92 

10404  Recommendations  on  prime  lands,  prepared  at  Seminar  on  Retention 

of  Prime  Lands,  July  16-17,  1975,  sponsored  by  USDA  Committee 
on  Land  Use.  [1975.]  [7] +  54  p.  4°  [Agricultural  Stabilization  and 
Conservation  Service,  Cooperative  State  Research  Service,  Economic 
Research  Service,  Extension  Service,  Farmers  Home  Administration, 
Forest  Service,  Rural  Development  Service,  Rural  Electrification  Ad- 
ministration, Soil  Conservation  Service.]      +     •Item  10 

A  1.2  :L  22/11 

10405  Remarks  of  Secretary  of  Agriculture  Earl  L.  Butz  to  National  Farmers 

Union,  London,  England,  Nov.  28,  1975.  [1975.]  10  p.  4°  (USDA 
3434-75.)  + 

A  1.40:B  98/101 

Reprint  from  Agriculture  handbook  72,  1974,  Wood  handbook,  wood 
as  engineering  material  (chapters).  (Forest  Products  Laboratory, 
Forest  Service.) 

10406  15.   Fire  resistance  of  wood  construction  [with  bibliography |.  [1975.]  cover  title,  13  p.il. 

4°     [Page  13  is  p.  3  of  cover.]  + 

1     K  F  A  l.76/a:72/chap.l5. 

10407  16.    Painting   and    finishing   [with   bibliography].    [1975]   cover   title.   13   p.il.   4°     [Page   13 

,Sp-3°fC0Ver|+  A  l.76/a:72/chap..6 

10408  18.  Wood  preservation  [with  bibliography].  [1975]  cover  title.  24  p.il.  4"  + 

A  1.76/a:72/chap.l8 

10409  19.  Poles,  piles  and  ties  [with  bibliography].  [1975]  cover  title,  7  p.  4°  + 

A  l.76/a:72/chap.l9 

10410  20.  Thermal  insulation  [with  bibliography],  [1975]  cover  title.  14  p.il.  4°  ♦ 

A  1.76/a:72/chap.20 

10411  21.  Wood-base  fiber  and   particle  panel  materials  [with  bibliography].  [1975]  cover  title. 

16  P'lL  4°  +  A  l.76/a:72/chap.2l 

10412  22     Modified   woods   and   paper  base   laminates   (with   bibliography].   [1975]   cover  title. 

13  p.  4°     [Page  13  ,s  p.  3  of  cover]  ♦  A  1.76/a:72/chap  22 

10413  Role  of  American  agriculture  in  world  community,  remarks  of  Assistant 

Secretary  of  Agriculture  Robert  W.  Long  at  Golden  Anniversary 
meeting  of  North  Atlantic  Region,  American  Society  of  Agricultural 
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Engineers,  at  Cornell  University,  Ithaca,  N.Y.,  Aug.  19,  1975.  [1975.] 
9  p.  4°    (USDA  2411-75.)  + 

A  1.40:L  85/3 

10414  Role  of  research  in  agriculture,  paper  presented  by  J.  Phil  Campbell 

,  Under  Secretary  of  Agriculture,  at  joint  meeting  of  Washington 
Academy  of  Sciences  and  Helminthological  Society  of  Washington. 
Washington,  D.C.,  Nov.  20,  1975.  [1975.]  10  p.  4°    (USDA  3384-75.) 

A  1.40:C  15/19 

10415  Rural  development  information  and  technical  assistance  delivered  by 

Department  of  Agriculture  in  fiscal  year  1975,  6th  annual  report  to 
Congress,  pursuant  to  Title  9,  Section  901(d)  of  Agricultural  act  of 
1970.  [Nov.  1975.]  cover  title,  v  +  98  p.il.  4°     +     •Item  6-B 

A  1.1/2:975 

10416  Statement  by  Earl  L.  Butz  ,  Secretary  of  Agriculture,  before  Senate 

Committee  on  Agriculture  and  Forestry,  Oct.  23.  1975.  [1975]  9  p. 
*°  + 

A  1.40:B  98/96 

10417  Statement  by  Richard  L.  Feltner  ,  Assistant  Secretary  of  Agriculture, 

before  Senate  Committee  on  Agriculture  and  Forestry,  Oct.  7,  1975. 
[1975.]  9  p.  4°  + 

A  1.40:F  34/8 

10418  Statement  by  Richard  L.  Feltner  ,  Assistant  Secretary  of  Agriculture, 

before  Senate  Committee  on  Agriculture  and  Forestry,  Nov.  19,  1975. 
[1975.]  15  p.  4°  + 

A  1.40:F  34/9 

10419  Statement  of  Earl  L.  Butz  ,  Secretary  of  Agriculture,  before  House 

Agriculture  Committee,  Sept.  18,  1975.  [1975.]  10  p.  4°  + 

A  1.40:B  98/94 

10420  Statement  of  Earl  L.   Butz   ,   Secretary  of  Agriculture,  for  hearings 

before  Joint  Economic  Committee,  Congress,  Apr.  25,  1975.  [1975.] 
25  p.  4°  + 

A  1.40:B  98/95 

10421  Statement  of  Earl  L.  Butz  ,  Secretary  of  Agriculture,  before  Senate 

Agriculture  and  Forestry  Committee,  Sept.  4,  1975.  [1975.]  9  p.  4° 

A  1.40:B  98/93 

10422  Statement  of  J.  Phil  Campbell  ,  Under  Secretary,  before  Committee 

on  Agriculture,  House  of  Representatives,  on  H.R.6387,  May  13,  1975. 
[1975.]  10  p.  4°  + 

A  1.40:C  15/17 

10423  Statement  of  J.  Phil  Campbell  ,  Under  Secretary,  before  Subcommittee 

on  Foreign  Agricultural  Policy  of  Senate  Committee  on  Agriculture 
and  Forestry,  on  grain  inspection  system,  June  19,  1975.  [1975.]  11 
p.  4°  + 

A  1.40:C  15/18 

10424  Statement  of  Richard  E.  Bell  ,  Deputy  Assistant  Secretary  of  Agricul- 

ture for  International  Affairs  and  Commodity  Programs,  before  Sub- 
committee  on    Foreign   Agricultural   Policy,    Senate    Committee   on 
Agriculture  and  Forestry,  May  22,  1975.  [1975.]  3  p.  4°  + 
*  A1.40:B41 
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10425  Statement  of  Richard  L.  Feltner  ,  Assistant  Secretary,  Marketing  and 

Consumer  Services,  before  Committee  on  Agriculture,  House  of 
Representatives,  on  bills  H.R.7442,  H.R.8347,  H.R.8764,  and  related 
legislation  to  amend  U.S.  Grain  standards  act,  Sept.  19,  1975.  [1975.] 
15  p.  4°  + 

A  1.40:F  34/7 

10426  U.S.  food  policy  in  changing  world,  address  by  Secretary  of  Agriculture 

Earl  L.  Butz  at  luncheon  meeting  of  American  Chamber  of  Com- 
merce, Caracas,  Venezuela,  June  18,  1975.  [1975.]  10  p.  4°  (USDA 
1816-75.)  + 

A  1.40: B  98/99 

10427  World  can  feed   itself,  address  by  Secretary  of  Agriculture   Earl  L. 

Butz  at  luncheon  meeting  of  American  Chamber  of  Commerce,  Rio 
do  Janeiro,   Brazil,   June   23,   1975.  [1975.]  9  p.  4°    (USDA  1861-75.) 

A  1.40:B  98/98 

10428  World  must  trade,  remarks  of  Secretary  of  Agriculture  Earl  L.  Butz 

at  luncheon  meeting  of  American  Chamber  of  Commerce,  Sao  Paulo, 
Brazil,  June  24,  1975.  [1975.]  9  p.  4°    (USDA  1862-75.)  + 

A  1.40:B  98/100 

AIR  FORCE  ACADEMY,  Defense  Dept.  U.S.  Air  Force  Academy,  CO 
80840 

Special  bibliography  (series). 

10429  51.  Women  in  military;  [by  Betsy  Coxe  assisted  by  Florence  Klemm  ].  Nov.  1975.  [3] +  60 

p.     # 

D  305.12:51 

AIR  FORCE  DEPARTMENT,  Defense  Dept.  Washington,  DC  20330 

Air  Force  Human  Resources  Laboratory:  [Technical  report]  AFHRL- 
TR  (series).  (Air  Force  Systems  Command.) 

10430  75-56.   Ratings  of  first-term   airmen  on  supervisory  potential  and   technical  competence 

in  AFSC's  462X0  and  812X0.  interim  report;  by  Llewellyn  N.  Wiley  .  Oct.  1975 
[published  1976).  cover  title,  [2]  + 19  p.  4°  (Lackland  Air  Force  Base,  Tex.)  [Brooks 
Air  Force  Base,  Tex.,  appears  on  cover]     # 

D  301.45/27:75-56 

Air  Force  manual  AFM  (series). 

10431  1-3.  Aerospace  doctrine,  doctrine   and  procedures  for  airspace  control  in  combat  zone. 

Dec.  1,  1975  [published  1976).  [16]  p.  4°  (Army  Dept,  FM  100-28;  Navy  Dept.. 
NWP  17;  LFM  04.)  [Issued  with  perforations.  Prepared  in  cooperation  with  Army 
and  Navy  Departments.]     #     •  Item  421 

1  D  301.7:1-3 

10432  11-1.   Administrative   practices:   v.   1,   US   Air  Force   glossary  of  standardized   terms    Jan 

2,  1976.  iii  +  43  p.  4°     [Supersedes  edition  of  Jan.  1.  1973,  Issued  with  perforations] 

#  •Item  421 

D  30l.7:ll-l/5/v.l 
30-3.  Personnel:  v.  1,  Military  personnel  data  system.  Change  4.  Dec.  30,  1975  [published 
1976].  [201]  p.il.  4°     [Issued  with  perforations]     #     •Item  421 

D  301.7:30-3/5/v.l/ch.4 
30-3.   Personnel:   v.   1,   Military   personnel  data   system,   Change   5    Feb    2.   1976.  [27]  p. 
4°     [Issued  with  perforations]     #     •Item  421 

F  D  301.7:30-3/5/v.l/ch.5 

30-3.   Personnel:   v.   2,    Advanced   personnel  data   system   (APDS).   MAJCOM    (interim I. 

Change   9    Dec.    30,    1975    [published    1976].    [58]   p.   4°     [Issued    with    perforations  ] 

*  •I,em421  D  30..7:30-3,5,v.2,ch.9 
30-3.   Personnel:    v.   2,   Advanced   personnel  data   system    (APDS),   MAJCOM    (interim). 

Change  10.  Jan.  9,  1976.  [88]  p.  4"     [Issued  with  perforations]     #     •Item  421 

D  301.7:30-3/5/v.2/ch.lO 
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10437  30-3.   Personnel:   v.   3,   Mechanized   personnel  procedures   central   site,   Change   3.   Dec. 

30,  1975  [published  1976].  [178]  p.  4°     [Issued  with  perforations.]     #     •Item  421 

D  301.7:30-3/5/v.3/ch.3 

10438  35-4.   Military   personnel,   physical  evaluation   for  retention,   retirement,  and   separation, 

Change  8.  Jan.  26,  1976.  [39]  p.  4°     [Issued  with  perforations]     #     •Item  421 

D  301.7:35-4/6/ch.8 

10439  64-6.  See  Coast  Guard,  Aircraft  emergency  procedures  over  water.  Amendment  3. 

10440  66-1.  Equipment  maintenance,  maintenance  management:  v.  1,  Policy.  Nov.  1,  1975.  [67] 

p.il.  4°  [Supersedes  edition  of  May   1,   1974.   Issued   with  perforations.]     #     •Item 
421 

D  301.7 :66-l/7/v.l 

10441  66-1.    Equipment    maintenance,    maintenance    management:    v.    2,    Aircraft    maintenance 

(deputy  commander  for  maintenance).  Nov.  1,  1975.  [156]  p.il.  4°     [Supersedes  edition 
of  May  1,  1974.  Issued  with  perforations.]      #     •Item  421 

D  301.7:66-l/7/v.2 

10442  78-28.  See  Defense  Department,  Defense  Supply  Agency  handbook  DSAH  4215.35. 

10443  177-373.    Accounting    and    finance,    joint    uniform    military    pay    system    JUMPS    AFO 

procedures,    v.2.    Nov.   21,   1975.    [839]    p.   4°     [Supersedes   edition   of   Oct.   1,   1972. 
Issued  with  perforations.]     #     •Item  421 

D  301.7:177-373/v.2 

10444  177-373.  Accounting  and  finance,  joint  uniform  military  pay  system  unit  procedures  ex- 

cluding AFO,  v.  4.  Nov.  21,  1975.  [82]  p.il.  4°     [Issued  with  perforations.]     # 
•  Item  421 

D  301.7:177-373/v.4 

10445  177-373.  Accounting  and  finance:  v.  5,  Joint  uniform  military  pay  system,  miscellaneous 

codes  and   tables.   Nov.   21,   1975.   [286]   p.  4°     [Supersedes   AFP  177-18   of  June   15, 
1974.  Issued  with  perforations.]      #     •Item  421 

D  301.7:177-373/v.5 

Air  Force  pamphlet  AFP  (series). 

10446  211-4.  See  Armed  Forces  Information  Service,  DoD  pamphlet  GEN-6F. 

10447  Best  of  2  worlds...  United  States  Air  Force  Reserve.  [1974.]  [7]  p.il. 

narrow  8°  ([RES  74-13;  Recruiting  Service  Directorate  of  Advertis- 
ing.]) [Illustrations  are  colored.]     +     •Item  424 

D  301.2:W  89 

10448  Lithograph  series,  set  22,  U.S.  Air  Force  [aircraft].  1975.  12  color  prints 

each  16  x  20  or  20  x  16  in.  [Colored  lithographs  suitable  for  framing. 
Issued  in  envelope.]     *  Paper,  $6.30  per  set  (S/N  008-070-00345-7). 

D  301.76:22 

10449  Open  up  your  world  in  Air  Force  Reserve.  [1974.]  [8]  p.il.  square  16° 

([RES  74-25;  Recruiting  Service,  Directorate  of  Advertising.]) 
[Illustrations  are  colored.  Illustrations  on  p.  2-3  of  cover.]  +  #Item 
424 

D  301.2:Op  2 

10450  Proposer's  guide  to  AFOSR  research  program.  [Sept.  1973.]  cover  title, 

[8] +  36+ [3]  p.il.  oblong  24°  (Air  Force  Office  of  Scientific  Research, 
Air  Force  Systems  Command.)     +     #Item  424-F 

D  301.6/5 :P  94/2 

10451  U.S.    Air   Force    grants    for   basic    research.    Apr.    1973.    cover   title, 

[2]+ii+25  p.  narrow  8°  (Air  Force  Office  of  Scientific  Research, 
Air  Force  Systems  Command.)     +     •Item  424 

D  301.2:G  76 

AIR  TRAFFIC  SERVICE,  Transportation  Dept.  Washington,  DC 
20553 

10452  Air  traffic  control  handbook.  (7110.65)  [Issued  in  looseleaf  form.  Formed 

by  the  union  of  En  route  air  traffic  control  (7110.9)  and  Terminal 
air  traffic  control  (7110.8  D).]     *  Paper,  $14.75  (includes  basic  hand- 
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book  and  quarterly  changes);  add  $3.70  for  foreign  mailing.  •Item 
431-D-l 

TD  4.308:Ai  7/3 

10453  En  route  air  traffic  control  handbook,  Change  2.  Apr.  1975.  [68]  p.il. 

4°  (7110.9D.)  [Effective  date,  July  1,  1975.  Cancellation  date  Oct.  1, 
1975.  Issued  with  perforations.]  *  Paper,  $11.75  (basic  and  supplemen- 
tary material  for  indefinite  period);  add  $2.95  for  foreign  mailing. 
•Item  431-D-l 

TD  4.308:En  l/975/ch.2 

10454  Facility  management  handbook,  Change  2.  Dec.  22,  1975.   [48]  p.  4° 

(7210.3C.)  [Effective  date  Apr.  1,  1976,  Cancellation  date  July  1,  1976, 
Issued  with  perforations.]     +     •Item  431-D-l 

TD  4.308:F  ll/975/ch.2 

10455  Flight  services  handbook,  Change  5.  Dec.  19,  1975.  [75]  p.  4°    (7110.10C.) 

[Effective  date  Apr.  1,  1976.  Cancellation  date  July  1,  1976.  Issued 
with  perforations.]  *  Paper,  $18.30  (basic  and  supplementary  material 
for  indefinite  period);  add  $4.60  for  foreign  mailing.     •Item  431-D- 

1 

TD  4.308:F  64/975/ch.5 

AIRPORTS  SERVICE,  Transportation  Dept.  Washington,  DC  20553 

10456  Airport  design  standards,  airports  served  by  air  carriers,  bridges  and 

tunnels  on  airports,  Change  1.  Mar.  30,  1973.  [8]  p.  4°  (Advisory 
circular  AC  150/5335-3.)  [Issued  with  perforations.]     # 

TD  4.111:B  76/ch.l 

ALCOHOL,  TOBACCO  AND  FIREARMS  BUREAU,  Treasury  Dept. 
Washington,  DC  20224 

10457  Alcohol,  tobacco,  and  firearms  summary  statistics,  fiscal  year  1974, 
distilled  spirits,  wine,  beer,  tobacco,  firearms,  enforcement,  taxes. 
[1975.]  [2]  +  iv  +  [l]  +  75  p.  4°  (ATF  P  1323.1  (4-75).)  *  Paper,  $1.45. 
•Item  964-A 

T  70.9:974 

10458  ATF  inspectors.  [1976.]  [2]  p.  oblong  large  8°  folded  into  oblong  48° 
size.  ([ATF  P  2330.1  (11/75).])  +      •Item  971-B 

T  70.2:In  7 

10459  Liquor  laws  and  regulations  for  retail  dealers.  [1976.]  [15]  p.  narrow 
8°    (ATF  P  5170.2  (11-75).)  [Formerly  pub.  101.]     +     •Item  954 

T  70.6:L  66 

Title  27,  Code  of  Federal  regulations. 

10        178.   Commerce    in    firearms   and    ammunition,   18    U.S.C.    chapter   44.    [1975. 1   [5]  +  35   p. 
(ATF  P  5300.3  (6/75).)  [Current  through  July  1975. 1     •  Paper,  $1.30.     •Item  954 

T  70.6/3 1 178 

.1         201.   Distilled   spirits  plants.  [1975]  cover  title.   148  p.   (ATF   P   5110.2  (10/75).)  [Replaces 

IRS  pub.  .9.]     4      .Item  954  t'lUW** 

>2        211.  Distribution  and  use  of  denatured  alcohol  and  rum.  [1975  1  cover  title,  63  p.  (ATF 

P  5150.1  (6/75).)  Formerly  IRS  pub.  443.)     ♦     •Item  954 

1   70.6/3:211 
10463         245.    Beer.    [1975]   cover   title.   43    p.   (ATF   P   5130.2   (10/75).)   [Replaces   IRS   pub.   166] 

+      •Item954  T  70.6/3:245 

54        251.    Importation   of   distilled    spirits,   wines,   and   beer.    [1975]   cover   title.    28   p.   (ATF 

P  5100.4  (10/75).)  [Replaces  IRS  pub.  207]     +     •Item  954  ^  ^  ^ 
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AMERICAN  REVOLUTION  BICENTENNIAL  ADMINISTRATION 
2401  E  St.,  NW  Washington,  DC  20276 

10465  Bicentennial  ethnic  racial  report.  Jan.  1976.  [9]  p.  4°     +     •Item  1089 

Y  3.Am  3/6:2  Et  3/2 

10466  Comprehensive  calendar  of  Bicentennial  events,  State-by-State  event 

details,  listed  by  date.  Oct.  1975.  [492]  p.il.  4°  *  Paper,  $5.70.  •Item 
1089 

Y  3.Am  3/6:2  C  12/2/975 

10467  Comprehensive  calendar  of  Bicentennial  events,  event  details  for  States 

east  of  Mississippi  River.  Feb.  1976.  [423]  p.il.  4°  *  Paper,  $3.40 
(S/N  052-008-00015-8).    •Item  1089 

Y  3.Am  3/6:2  C  12/2/976/east 

10468  Comprehensive  calendar  of  Bicentennial  events,  event  details  for  States 

west  of  Mississippi  River.  Feb.  1976.  [335]  p.il.  4°  *  Paper,  $3.00 
(S/N  052-008-00016-6).    •Item  1089 

Y  3.Am  3/6:2  C  12/2/976/west 

10469  Get  into  America  [colored  poster,  country  western  musician].  1974.  30 

x  20  in.     *  Plastic  coated  paper,  $1.15. 

Y  3.Am  3/6:9  G  33  c 

10470  Master  register  of  Bicentennial  projects.  Feb.  1976.  [557]  p.  4°    *  Paper, 

$4.10  (S/N  052-008-00014-0).      •Item  1089 

Y  3.Am  3/6:2  R  26/976 

ANIMAL  AND  PLANT  HEALTH  INSPECTION  SERVICE, 
Agriculture  Dept.  Washington,  DC  20250 

APHIS  (series). 

10471  91-22.   National   tick   surveillance   program,   calendar   year   1973.   Aug.   1974.    [2]  +  15   p.il. 

4°     ([Veterinary  Services.])  + 

A  101.10/2:91-22 

10472  Eradicating  cattle  brucellosis,  task  ahead.  [Feb.  1976.]  [8]  p.il.  4°     + 

•Item  30-A-5 

A  101.2:B  83/2 

10473  Federal  meat  and  poultry  inspection,  statistical  summary  for  fy  1974. 

Nov.  1974.  [2] +  25  p.  4°  (MPI-1;  Meat  and  Poultry  Inspection  Pro- 
gram.)    +     •Item  21-S 

A  101.6/3:974 

10474  Food  safety  for  family,  keep  food  hot,  cold,  clean.  [Nov.  1975.]  [6] 

p.il.  narrow  8°    [Supersedes  Food  safety  in  kitchen,  Jan.  1974.] 
+     •Item  30-A-5 

A  101.2:F  73 

10475  Foot  and  mouth  disease,  articles  in  data  bank.  Nov.  1975.  cover  title, 

186  p.  oblong  8°    (Emergency  Programs,  Veterinary  Services.)  + 

V  *  A101.19:F73 

10476  Meat  and  poultry  inspection  regulations,  Change  12.  Mar.  2,  1974.  [56] 

p.  4°  (Meat  and  Poultry  Inspection  Program.)  [Issued  with  perfora- 
tions.] *  Paper,  $22.00  (basic  and  supplementary  material  for  in- 
definite period)  add  $5.50  for  foreign  mailing.     •Item  30-A-4 

A  101.6/2 :973/ch.l2 
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APPRENTICESHIP  AND  TRAINING  BUREAU,  Labor  Dept. 
Washington,  DC  20210 

10477  National  apprenticeship  and  training  standards  for  automobile  mechanic, 

body  repairman,  and  painter.  1973.  v  +  25  p.  [Prepared  by  National 
Apprenticeship  and  Technical  Training  Committee  of  Independent 
Garage  Owners  of  America,  Inc.]  + 

L  23.2:Au  8/3/973 

ARMED  FORCES  INFORMATION  SERVICE,  Defense  Dept. 
Washington,  DC  20310 

DoD  pamphlet. 

10478  GEN-6    F.   Voting   assistance   guide.   (1976]   cover   title,   iv  +  317   p  il    4°     ([Army    Dept.| 

DA  Pam  360-503;  [Navy  Dept.)  NAVEDTRA  46007A;  [Air  Force  Dept.]  AFP  211- 
4;  [Marine  Corps]  NAVMC  1174  (Rev.  76);  [Coast  Guard]  CG  292.)  [Supersedes 
edition  of  Oct.  I,  1973.  Issued  with  perforations]  'Paper,  $4.70  (S/N  008-001-00101- 
1).     •Item  312-A 

D  2l4:GEN-6  F 

ARMED  FORCES  INSTITUTE  OF  PATHOLOGY,  Defense  Dept. 
Washington,  DC  20301 

10479  List  of  educational  aids,  1975.  [1974.]  cover  title,  xi  +  144  p.  )2°    # 

•Item  310-G 

D  1.16/4:Ed  8/975 

ARMS  CONTROL  AND  DISARMAMENT  AGENCY  Washington,  DC 
20451 

10480  Danger  of  nuclear  proliferation.  [Nov.  1974.]  7  p.  4°    ([Publication  75.]) 

*  Paper,  30c.  (S/N  044-000-01559-5). 

AC  1.2:N  88/5 

10481  Environmental  warfare,  questions  and  answers.  [1976.]  cover  title,  10+ [1] 

p.  narrow  8°  ([Publication  83.])  *  Paper,  40c.  (S/N  002-000-00053- 
9).    #Item  125-A-3 

AC  1.2:W  23 

10482  Nonproliferation   treaty   review   conference.    [Apr.   1975.]   7   p.il.   4° 

([Publication  79.])  + 

AC  1.2:N  73/3 

10483  Second  nuclear  era,  remarks  delivered  by  Fred  C.  Ikle,  Director.  Arms 

Control  and  Disarmament  Agency,  before  15th  annual  Foreign  Affairs 
Conference,  Naval  Academy,  Annapolis,  Apr.  23,  1975.  [1975.]  7  p. 
4°  + 

AC  1.12:1k  6/6 

10484  Worldwide  spread  of  nuclear  technology,  remarks  to  be  delivered  by 

Fred  C.  Ikle  ,  Director,  Arms  Control  and  Disarmament  Agency, 
before  National  Security  Industrial  Association  Jan  15,  1975,  Washing- 
ton, D.C.  1975.  13  p.  4°    (75-1.)  + 

V  AC  1.12:1k  6/5 

ARMY  DEPARTMENT,  Defense  Dept.  Washington,  DC  20310 
AMC  pamphlet.  (Army  Materiel  Command.) 

10485  706-115    Engineering  design  handbooks:   Environmental  series,  pt.l,  Basic  environmental 

concepts  [with  lists  of  references).  July  1974.  cover  title,  [225]  p.il.  4"  [Issued  with 
perforations.  Supersedes  AMC  pamphlet  706-115.  Oct.  1969.]     #     ^J™,3""^  „s/2 
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10486  706-132.  Engineering  design  handbook,  maintenance  engineering  techniques  [with  bibliogra- 

phies]. June  1975.  cover  title,  [554]  p.il.  4°  [Issued  with  perforations.]  #  •Item 
322-A 

D  101.22/3:706-132 

10487  715-11.   Guide   for  monitoring  contractors'   indirect  cost  [with  list  of  references].   [1974.] 

cover  title,  [6] +  95  p.il.  4°  ([Assistant  Secretary  of  Defense  (Installations  and  Lo- 
gistics)]. Army  AMCP  715-11;  Navy  P-4330;  Air  Force  AFP  70-21;  DCAS  /  DSAH 
8115.1;  NASA  /  NHB  5151.6)  [Prepared  in  cooperation  with  National  Aeronautics 
and  Space  Administration.]     #     •Item  322-A 

D  101.22/3:715-11 

10488  Criminal  Investigation  Command.  [1975.]  [43]  p.il.  4°    [Some  illustrations 

are  colored.  Text  and  illustration  on  p.  2  of  cover.]     +     #Item  325 

D  101.2:C  86 

Field  manual  FM  (series). 

10489  1-60.  Army  air  traffic  management  in  combat  zone  [with  list  of  references].  Dec.  1975 

[published  1976].  cover  title,  [53]  p.il.  4°  [Supersedes  FM  1-60,  Nov.  12,  1968.  Issued 
with  perforations.]     #      •Item  324 

D  101.20:1-60/2 

10490  19-26.  Military  police  traffic  accident  reports  and  investigation  [with  list  of  references]. 

[Dec.  15  ,  1975.]  cover  title,  [137]  p.il.  1  pi.  in  pocket,  4°  [Contains  copyright  material. 
Supersedes  edition  of  July  23,  1971.  Issued  with  perforations.  Plate  is  speed  mono- 
graph cutout.]     #     •Item  324     ' 

D  101.20:19-26/2 

10491  20-151.  See  Coast  Guard,  Aircraft  emergency  procedures  over  water,  Amendment  3. 

10492  100-28.  See  Air  Force  Department,  Air  Force  manual  AFM  1-3. 

10493  Join  people  who've  joined  Army.  [July  1975.]  [1975.]  cover  title,  [18] 

p.il.  ([RPI-212.])  [Illustrations  are  colored.  Illustrations  on  p.  1-2,  4 
of  cover.  Pages  2-3  of  cover  are  p.  1,  18  of  text.]     +     #Item  325 

D  101.2:Ar  5/19 

10494  Modern  volunteer  Army  program:  Benning  experiment,  1970-72;  by  Wil- 

lard  Latham  .  1974.  x  +  146  p.il.     *  Paper,  $1.80.    #Item  325 

L.C.  card  73-600334  D  101.2:V  88/2/970-72 

Natick  Laboratories,  Natick,  Mass.:  Technical  report. 

10495  75-72-FEL.   Replacement   of   sugar   syrup   with   high   fructose   syrup   in   imitation   maple 

syrup  [with  list  of  references];  by  N.  E.  Harris  ,  D.  E.  Westcott  ,  K.  R.  Johnson, 
and  J.  A.  Westerling.  Jan.  1975.  cover  title,  [l]  +  iii  +  7  +  [6]  p.il.  4°  (FEL-29;  Food 
Engineering  Laboratory.)     # 

D  106.21.75-72-FEL 

10496  Opportunity  for  training,  travel,  challenge,  responsibility,  advancement, 

career,  service,  leadership  [in]  Army  Security  Agency.  [1975.]  cover 
title,  16  p.il.  4°  [Text  on  p.  2  of  cover.  Some  illustrations  are  colored. 
Illustrations  on  p.  3-4  of  cover.]     +     #Item  325 

D  101.2:Op  5 

Pamphlet. 

10497  11-1.  Guide  for  improved  use  of  Defense  Documentation  Center  by  cost  analysts.  Jan. 

1976.  cover  title,  [21]  p.  4°     [Issued  with  perforations.]     #     •Item  327(Rev.l969) 

D  101.22:11-1 

10498  18-11.   Management   information   systems,   catalog   of   interim   data   elements   and   codes, 

Change  1.  Feb.  2,  1976.  [3]  leaves  4°  [Issued  with  perforations.]  #  •Item  327(Rev. 
1969) 

D  101.22:18-ll/ch.l 

10499  27-21.   Military   administrative   law   handbook,   Oct.   15,   1973,   Change   2.  Jan.   1976.   [93] 

p.  4°     [Issued  with  perforations.]     #     •Item  327(Rev.  1969) 

D  101.22:27-21/ch.2 

10500  27-173.  Military  justice  trial  procedure,  Change  1.  Jan.  15,  1976.  [20]  p.  4°     [Supersedes 

edition  of  June  30,  1964.  Issued  with  perforations.]     #     •Item  327(Rev.  1969) 

D  l01.22:27-173/2/ch.l 

10501  55-3.   Transportation   and    travel,   MTMC    port   handling   billing   rates.   Aug.   1974.   cover 

title,  16  p.  4°  [Supersedes  edition  of  Sept.  17,  1973.  Issued  with  perforations.] 
#     •Item  327(Rev.  1969) 

D  101.22:55-3/4 
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02  210-1.  United  States  Army  installations  and  major  activities.  Change  2.  Dec.  9,  1975 
[61  p.  4°  [Issued  with  perforations.  Corrects  edition  of  June  16,  1975]  #  ©Item 
327(Rev.  1969) 

D  IO).22:210-l/28/ch  2 

03  350-56.  Military  equipment  operators  and  mechanics  standards  Jan.  1976.  cover  title, 
[37)  p.il.  4°  [Issued  with  perforations]     #     •Item  327<Rev.  1969) 

D  101  22:350-56 

04  351-4.  US  Army  formal  schools  catalog.  Mar.  1976.  cover  title,  [379]  p.  4°  [Supersedes 
edition  of  Mar.  I,  1975.  Issued  with  perforations]     #      •Item  327  (Rev.  1969) 

D  101.22:351-4 

05  360-503.  See  Armed  Forces  Information  Service,  DoD  pamphlet  GEN-6F. 

06  550-41.  Area  handbook  for  South  Korea  [with  bibliography,  by]  Nena  Vreeland  ,  Peter 
Just  ,  Kenneth  W.  Martmdale,  Philip  W.  Moeller,  Rinn-Sup  Shinn.  2d  edition.  1975. 
xiv  +  416  p.il.  [Prepared  by  Foreign  Area  Studies  (FAS),  American  University 
Research  completed  Dec.  1974.  Supersedes  DA  Pam  550-41,  Nov.  1969]  'Cloth. 
$6.90.  ©Item  327  (Rev.  1969) 
L.C.  card  75-619275  D  101.22:550-41/3 

07  550-175.  Area  handbook  for  Bangladesh  [with  bibliography;  by]  Richard  F.  Nyrop  , 
Beryl  Lieff  Benderly  ,  Cary  Corwin  Conn.  William  W.  Cover,  [and]  Darrel  R 
Eglin.  1st  edition.  11976]  xviii  +  346  p.il.  (Prepared  by  Foreign  Studies.  American 
University  Research  completed  Apr.  1975. 1     *  Cloth,  $6.10      •Item  327  (Rev.  1969) 

D  101.22:550-175 

08  600-8.  Military  personnel  office  management  and  administrative  procedures.  May  31, 
1971,  Change  9.  Dec.  I,  1975.  [180]  p.  4°  [Issued  with  perforations]  #  •Item  327 
(Rev.  1969) 

D  101.22:600-8/2/ch.9 

09  600-103.  Alcohol  and  drug  abuse  interchange,  special  edition  for  civilian  program  adminis- 
trators and  coordinators.  Dec.  31,  1975.  cover  title,  12  p.  4°  [Text  on  p.  2  of  cover. 
Issued  with  perforations]      #     •Item  327  (Rev  1969) 

D  101.22:600-103 

Technical  manual  TM  (series). 

10  5-856-9.  Design  of  structures  to  resist  effects  of  atomic  weapons,  buried  and  semibuned 
structures  [with  bibliography].  [1974.]  cover  title,  iii  +  63  p.il.  4°  [Reprint  of  former 
EM  1110-345-421,  Jan.  15.  1960.  Issued  with  perforations]     #     •Item  329 

D  101.11:5-856-9 

11  10-1163.  ASTM  manual  for  rating  motor,  diesel,  and  aviation  fuels.  [3d  edition]  July 
1973  [published  1974],  cover  title,  xvi  +  505  p.il.  [Prepared  by  American  Society  for 
Testing  and  Materials.  Contains  copyright  material]  +  Paper,  $17.75  (American 
Society  for  Testing  and  Materials,  1916  Race  St.,  Philadelphia,  PA  19103).  •Item 
329 
L.C.  card  79-15134  D  101.11:10-1163 

U.S.   Army  Quartermaster  School,   Fort  Lee,   Va.:   Correspondence 
subcourse. 

10512  0500.  Club  food  service  (formerly:  open  mess  food  service).  Reprinted  Oct.  1975.  [1975] 
cover  title,  iii  +  212  p.il.  4°  (Supply  Training  Center  of  Army  School  System.)  [Issued 
with  perforations]     +     •Item  363-C 

D  106.22:0500 

10513  Word  to  families  of  Army  Reservists.  [Dec.  1,  1975.]  9  p.il.  narrow 
large  8°  ([PIO-RPI  4;  123d  United  States  Army  Reserve  Command.]) 
[Text  and  illustration  on  p.  2  of  cover.]     +     #Item  325 

D  101.2:R  31/29 

ARMY  MEDICAL  DEPARTMENT,  Defense  Dept.  Washington,  DC 
20310 

10514  Graduate  student  program  in  clinical  psychology,  counseling  psycholo- 
gy, research  psychology.  [1974.]  [6]  p.  narrow  8°  ([RPI-505];  Army 
Medical  Service  Corps.)     +     #Item  351-A 

D104.2:P95/3 

10515  New  kidney,  new  life,  collaborative  hospital  organ  donor  program  [with 
list  of  references;  by]  Jimmy  A.  Light  .  1974.  iv  +  26  p.  4°  (Army 
Organ  Transplant  Center,  Walter  Reed  Army  Medical  Center.) 
[Contains  copyright  material.]     +     #Item  351-A 

F"    B  D104.2:K54 
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ASSISTANCE  PAYMENTS  ADMINISTRATION,  Health,  Education, 
and  Welfare  Dept.  Washington,  DC  20201 
10*5 16  Guides    to    improving    income    maintenance    worker's    manual;    [with 
bibliography].  11975.]  [5]  +  28  p.  4°  ([(SRS)75-21230.])     +     #Item  512- 
B-l 

HE  17.408:In  2 

How  they  do  it,  illustrations  of  practice  in  administration  of  AFDC. 

10517  Child    support   payments   control,    Massachusetts   and    Washington.    [July    1974]    [8] +  100 

p.il.  4°     ([SRS)  75-21223.])     +     •Item  512-B-2 

HE  17.408/2:C  43 

10518  Fraud    control,    California    and    New    York.    [June    1975.]    [6]  +  l07  +  [71]    p.il.    4°     ([(SRS) 

75-21225.])     +     •Item  512-B-2 

HE  17 .408/2 :F  86 
I05U         Managing   intake   process   in   income   maintenance    [in   Washington   State   aria   Hennepin 
Countv,  Minn.].  [July  1974.!  cover  title,  [15]  +  54  p.il.  4°     ((SRS)  75-21227.)     +      •Item 
512-B-2 

HE  17.408/2:In  2 

10520  State    monitoring    of    local    office    performance,    Washington    and    Maine     (June    1975.] 

[61  +  84  +  [3!l  p.  4"     ([(SRS)  7V21221.])     +     •Item  512-B-2 

HE  17.408/2:St  2 

10521  Interviewing  for  eligibility  determination,  management  aid  for  enhancing 

agency-recipient  communication  [with  bibliography].  [1975.]  [9] +  55  p. 
4°    ((SRS)  75-21229.)     +     •Item  512-B-l 

HE  17.408:In  8 

ASSISTANT  PUBLIC  PRINTER  (SUPERINTENDENT  OF 
DOCUMENTS),  Government  Printing  Office  Washington,  DC  20402 

10522  List  of  classes  of  United  States  Government  publications  available  for 

selection   by   depository   libraries.   Revised   Oct.   1,   1975.    [1975.]   44 
leaves,  4°    [Issued  with  perforations.]     +     #A11  depositories 

GP  3.24:975 

10523  List  of  depository  libraries  as  of  Sept.  1,  1975.  [1976.]  167-193  p.     + 

•Item  557 

GP  3.8/a:D  44/975 

10524  Numerical  lists  and   schedule  of  volumes  of  reports  and  documents 

of  93d  Congress,  1st  session,  Jan.  3-Dec.  22,  1973,  Errata.  Dec.  30, 
1975.  1  p.  oblong  24°     +     •Item  553 

GP  3.7/2:93/l/errata 

ATOMIC  ENERGY  COMMISSION  Washington,  DC  20545 

AEC  research  and  development  report. 

10525  FIND-STN-50447.    Fiche    index    for   nuclear   dockets:    Standard    safely    analysis    report, 

(GESSAR)  General  Electric  Company;  [  Faye  H.  Horn  ,  editor].  June  1974.  cover 
title,  [4]  + 81  p.  4°  (Advisory  Committee  on  Reactor  Safeguards.)  [Issued  with  perfora- 
tions.]    §  Paper,  $5.45. 

Y  3.At  7:22/FIND-STN-50447 

10526  Atomic  Energy  Commission  reports:  v.  6,  Opinions  and  decisions  of 

Atomic  Energy  Commission  with  selected  orders,  Jan.  1-Dec.  31,  1973. 
1974.  xvi+1334  p.     *  Cloth,  $16.15.     •Item  1051-J 

Y  3.At  7:49/6 
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AVIATION  MEDICINE  OFFICE,  Transportation  Dept.  Washington, 
DC  20553 

FAA-AM  (series). 

10527  75-4.  Use  of  vestibular  tests  in  civil  aviation  medical  examinations,  survey  of  practices 

and  proposals  by  aviation  medical  examiners  (with  list  of  references;  by]  William 
6.  Collins  .  Amelia  0  Lconon  .  E.  Jean  Grimm  Apt  I97<  cover  title.  |l]-6 
p  4  (Prepared  by  1AA  Civil  Aeromedical  Institute.  Oklahoma  City,  Okla..  under 
tasks  AM-A-73-PSY-33,  AM-D-74-PSY-33,  and  AM-D-75-PSY  33  Abstract  cards  in 
serted]      §  Paper,  $3.00. 

TD  4.210.75-4 

CANAL  ZONE  GOVERNMENT  Washington,  DC  20004 

10528  Annual  report  of  insurance  business  transacted  in  Canal  Zone  during 

calendar  year  1974,  including  laws  concerning  licensing  of  insurance 
companies.  [1975.]  [1]  + 30  p.     # 

CZ  1.9:974 

CENSUS  BUREAU,  Commerce  Dept.  Suitland,  MD  20233 

10529  Census  Bureau  methodological  research,  1974,  annotated  list  of  papers 

and  reports;  [prepared  by  Deane  Harris  ].  Sept.  1975.  [4]  +  15  p.  4° 

+  Paper,  85c.     •Item  138 

L.C.  card  A  68-7966  C  3.163/4:M  56/974 

Census  of  agriculture,  1969:  v.  5,  Special  reports.  ([Agriculture  Divi- 
sion.]) 

10530  pt.ll.  Farm  finance.  Aug.  1974.  viii  +  207  +  11  p.il.  4°     •  Paper,  $3  50      •Item  152 

I..C.  card  72-601370  C  56.227/2:969/v.5/pt.H 

Census     of     governments,     1972:     v.     4,     Government     finances. 
([Governments  Division.]) 

10531  2.   Finances  of  special  districts.   May   1974.   [3]  +  86  p.il.  4°     'Paper,  $1.85      •Item   148- 

A 

L.C.  card  73-600080  C  56.247/2:972/v.4/no.2 

Census  of  manufactures,  1972:   Industry  series  MC  72(2).  ([Industry 
Division.]) 

10532  33  D.  Nonferrous  metal  mills  and  miscellaneous  primary  products.  SIC  industry  group 
335  and  339.  Mar.  1975.  vi+ 56+ 5  p.  4°     •      •  Paper,  $1.70.     •Item  136 

C  56.244/6:972/33  D 

Census  of  manufactures,   1972:   Subject  series   MC  72(1).   ([Industry 
Division.]) 

33  4.    Expenditures   for   plant   and   equipment.    Aug.   1975.    vi+19  4°     'Paper.   90c.     •Item 
135  C  56.244/8:972/4 

Census  of  mineral  industries,  1972:  Area  series  MIC  72(2).  ([Industry 
Division.]) 

34  I.  New  England  States,  Maine,  New  Hampshire.  Vermont.  Massachusetts.  Rhode  Island, 
and  Connecticut.  July  1975.  vi+25  p.  4"     '  Paper.  $1.15.     •Item  158 

C  56.236/4:V72/I 

Census  of  mineral  industries,  1972:  Subject  series  MIC  72(1).  ([Industry 
Division.]) 

.35        1.  General  summary.  Dec.  1975.  xviii  +  101+  (58)  p.il.  4°     '  Paper,  $2.90.     •Item  158 

C  56.236/5*972/1 

S36  Census  of  population  and  housing,  1970:   Procedural  history,  advance 
issuance  of  chap.  7  and  8  [with  bibliographies;  prepared  by  Frederick 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
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G.  Bohme  ].  May  1975.  [6]  +  10  +  42  p.  4°  (PHC  (R)-1H;  [Data  User 
Services  Division].)     *  Paper,  $1.55.    •Item  154 

C  3.223:P  94/2/970/chap.7-8 

Census  of  population,  1970:  Supplementary  report  PC  (S  l)-(series). 

10537  85.  Low-income  neighborhoods  in  large  cities,  1970,  Miami,  Fla.  May  1974.  xii+34  p.il. 

4°     *  Paper,  65c.      •Item  154 

C  3.223/12:970/85 

10538  104.   Race   of  population   by   county,   1970;   [prepared   by   Olga  V.   Fonville    ,   with  June 

H.  Cowles  ].  [1975.]  ii  +  70  p.  4°     ([Population  Division.])  [Issued  with  perforations.] 

*  Paper,  $1.70.     •Item  154 

C  3.223/12:970/104 

Census  of  retail  trade,  1972:  Area  statistics  RC  72-A  (series).  ([Business 
Division.]) 

10539  32.  New  Mexico.  July  1974.  [51]  p.il.  4°     *  Paper,  $1.15.     •Item  132-A-34 

C  56.251/2:972/32 

10540  48.  Washington.  Aug.  1974.  [78]  p.il.  4°     *  Paper,  $1.55.     •Item  132-A-51 

C  56.251/2:972/48 

Census  of  retail  trade,  1972:  Major  retail  centers  in  standard 
metropolitan  statistical  areas  RC  72-C  (series).  ([Business  Division.]) 

10541  45.  Utah.  Nov.  1974.  [37]  p.il.  4°     *  Paper,  $1.20.     •Item  133 

C  56.251/5:972/45 

Census  of  selected  service  industries,  1972:  Subject  series  SC  72- 
S.  ([Business  Division.]) 

10542  4.  Legal  services.  Dec.  1975  [published  1976].  iv  +  36  +  [15]  p.il.  4°     *  Paper,  $1.60.     •Item 

133 

C  56.253/4:972/4 

10543  5.   Architectural,   engineering,   and   land-surveying   services.   Dec.   1975    [published   1976]. 

iv  +  31+[8]  p.il.  4°      *  Paper,  $1.35.     •Item  133 

C  56.253/4:972/5 

10544  8.  Miscellaneous  subjects.  Dec.  1975.  iv  +  81+[53]  p.il.  4°     *  Paper,  $2.50.     •Item  133 

C  56.253/4:972/8 

Census  of  wholesale  trade,  1972:  Area  statistics  WC  72-A  (series). 
([Business  Division.]) 

10545  2.  Alaska.  July  1974.  [40]  p.il.  4°     *  Paper,  $1.00.     •Item  132-A-3 

C  56.252/3:972/2 

Census  of  wholesale  trade,  1972:  Subject  series  WC  72-S.  ([Business 
Division.]) 

10546  4.    Subject   statistics,    sales   by   class    of   customer,   credit   sales,   receivables,   and   bad- 

debt  losses,   warehouse   space,   and   other  subjects.   Dec.   1975.   iv  +  80+[29]  p.il.  4° 

*  Paper,  $2.30.     •Item  133 

C  56.252/4:972/4 

10547  Construction  reports,  C  25:  Characteristics  of  new  one-family  homes, 

1973.  July  1974.  cover  title,  [3]  +  157  p.il.  4°    (73-13,  [Construction  Divi- 
sion.]) [Prepared  in  cooperation  with  Housing  and  Urban  Develop- 
ment Department.  Text  on  p.  2  of  cover.]     +  Paper,  $2.00.    •Item 
140-A  (Rev.) 
L.C.  card  65-7266  C  56.211/2:C  25-73-13 

County  business  patterns,  1973,  CBP  (series).  ([Economic  Statistics 
and  Surveys  Division.])  [Prepared  with  assistance  of  Social  Security 
Administration.] 

10548  73-10.  District  of  Columbia.  [1974.]  cover  title  [3]  +  20  p.il.  4°     *  Paper,  85c.     •Item  133-A 

L.C.  card  49-45747  C  56.233:73-10 

10549  73-13.  Hawaii.  Oct.  1974.  [2]  +  29  p.il.  4°     *  Paper,  95c.     •Item  133-A 

L.C.  card  49-45747  C  56.233:73-13 

10550  73-46.  Utah.  Aug.  1974.  [2]  +  46  p.il.  4°     *  Paper,  $1.10.     •Item  133-A 

L.C.  card  49-45747  C  56.233:73-46 
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Current  industrial  reports.  (Industry  Division.) 

MA-24  T(74)-I.  Lumber  production  and  mill  stocks,  1974.  Nov.  1975.  8  p  4°  ♦  Paper. 
25c.      •Item  142-A 

C  56.216:MA  24   IT4,  1 
MA-28  G(74)-l.  Pharmaceutical  preparations,  except  biologicals,  1974.  Nov    1975    10  p.il 
4°      +  Paper,  25c.     •Item  142-A 

C  56.2l6:MA-28  G(74)-l 
MA-30   D(74)-l.    Shipments   of   selected    plastics   products,   1974.    Dec.   1975     7   p.   4°     + 
Paper,  25c.     •Item  142-A 

C  56.2l6:MA-30  D(74)-l 
MA-33  B(74)-l.  Steel  mill  products,  1974.  Nov.  1975.  |2]  +  29  p.  4"     +   Paper,  25c.     •Item 
142-A 

C  56.2l6:MA-33  B(74)-l 
MA-35  D(73)-l.  Construction  machinery.  1973.  Feb.  1975.  20  p.  4°     +   Paper,  25c.     •Item 
142-A 

C  56.2l6:MA-35  D(73)-l 
MA-35   R(74)-l.  Office,  computing,  and  accounting  machines,  1974.   Nov.   1975.  10  p.  4° 
+  Paper  ,  25c      •Item  142  A 

C  56  2l6:MA-35  R(74)-l 
MA-36  H(74)-l.  Motors  and  generators,  1974.  Nov.  1975.  10  p.  4°     +    Paper.  25c.     •Item 
142-A 

C  56  216:MA-36  H(74)-l 
MA-36   N(74)-l.    Selected    electronic    and    associated    products,    including    telephone    and 
telegraph  apparatus,  1974.  Nov.  1975.  17  p.  4°     +  Paper,  25c.     •Item  142-A 

C  56.216:MA-36  N(74)-l 
MQ-35    W(74)-5.    Metalworking    machinery,    summary    for   1974.    Nov.    1975.    [21  +  15   p.   4° 
+  Paper,  25c.     •Item  142-A 

C  56.216:MQ-35  W(74)-5 

Current  population  reports:  Series  P-20,  Population  characteristics. 
*  Paper,  $56.00  (Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28  summaries, 
P-60,   and   P-65   for  a   yr.),   add   $14.00   for  foreign   mailing;   single 
copy  prices  vary.) 

288.  Fertility  history  and  prospects  of  American  women,  June  1975.  Jan.  1976.  (2]  +  15 
p.il.  4°     •  Paper,  50c.     •Item  142-C 

C  56.218:P-20/288 

Current  population  reports:  Series  P-23,  Special  studies.  *  Paper, 
(Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28,  summaries,  P-60,  and  P-65 
for  a  yr.),  add  $14.00  for  foreign  mailing;  single  copy  prices  vary.) 

50.  Female  family  heads,  growth,  structure  and  composition,  other  demographic  charac- 
teristics, economic  characteristics,  housing,  primary  individuals  and  subfamilies; 
(prepared  by  Arthur  Norton  with  Robert  Grymes  ,  Gerda  Mudd,  Arlene  Saluter, 
and  Katherine  Campbell].  July  1974.  cover  title,  (l)+30  p.  4°  (|Population  Division. 1) 
[Issued  with  perforations]     *  Paper,  75c.     •Item  142-C 

C  56.218:P-23/50 

Current  population  reports:  Series  P-25,  Population  estimates  and  pro- 
jections. *  Paper,  (Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28  summa- 
ries, P-60,  P-65  for  a  yr.),  add  14.00  for  foreign  mailing;  single  copy 
prices  vary.) 

526.   Projections  of  population  of  voting  age,  for  States.  Nov    1974.  Sept.  1974.  II  p.il. 

4°     'Paper.  30c.     •Item  142-C 

F  C  56.218:P-25/526 

545.   Estimates  of   population  of   United   States  and  components  of  change.   1974  (with 

annual  data  from  1930).  Apr.  1975.  [2]+  20  p.il.  4"     •  Paper.  55c.     •Item  J«2jC 

551.  Population,  1973,  and  1972  per  capita  income  estimates  for  counties  and  incorporated 
places  in  Colorado.  Apr.  1975.  xi  +  7  p.  4°     •  Paper.  50c      •Item  142-C 

C  56.218:P-25/551 
563.  Population,  1972,  and  1973  per  capita  income  estimates  for  parishes  and  incorporated 
places  in  Louisiana.  Apr.  1975.  xii  +  7  p.  4°     *  Paper,  50c.     ©Item  142-C 

C  56.218:P-25/563 

572.  Population,  1973,  and  1972  per  capita  income  estimates  for  counties,   incorporated 

places    and  selected  minor  civil  divisions  in  Nebraska    Apr.  1975.  xi  +  18  p.     'Paper. 

70C      •Heml42-C  C56.2.8:P-25/572 
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10567  580.   Population,   1973,  and  1972  per  capita  income  estimates  for  counties,  incorporated 

places,  and  selected  minor  civil  divisions  in  Ohio.  May  1975.  xi+34  p.il.  4     *  Paper, 
95c.     •Item  142-C 

C  56.218:P-25/580 

10568  617.    Estimates   of   population   of    United    States   to   Dec.   1,   1975.   Jan.   1976.    [2]   p.il.   4° 

*  Paper,  30c.      •Item  142-C 

C  56.218:P-25/617 

10569  618.   Estimates  of  population  of  metropolitan  areas,  1973  and  1974,  and  components  of 

change    since    1970.   Jan.   1976.    35    p.   4°     [Issued    with   perforations.]     *  Paper,   75c. 

•  Item  142-C 

C  56.218:P-25/618 

Current  population  reports:  Series  P-26,  Federal-State  cooperative  pro- 
gram for  population  estimates.  *  Paper,  $56.00  (Series  P-20,  P-23, 
P-25,  P-26,  P-27,  P-28  summaries,  P-60  and  P-65  for  a  yr.),  add 
$14.00  for  foreign  mailing;  single  copy  prices  vary. 

10570  85.   Estimates   of  population  of  New   Mexico  counties  and   metropolitan   areas,  July   1, 

1972  and  1973.  Sept.  1974.  4  +  1  p.il.  4°     *  Paper,  25c.     •Item  142-C 

C  56.218:P-26/85 

10571  92.    Estimates  of  population   of   Georgia   counties   and   metropolitan   areas,   July   1,   1972 

and  1973.  Oct.  1974.  7  p.  map,  4°     *  Paper,  25c.     •Item  142-C 

C  56.218:P-26/92 

10572  104.  Estimates  of  population  of  Nebraska  counties  and  metropolitan  areas,  July  1,  1973 

and  1974.  Apr.  1975.  6  p.  map  4°     *  Paper,  30c.     •Item  142-C 

C  56.218:P-26/104 

Current  population  reports:  P-28,  Special  censuses.  *  Paper,  $56.00 
(Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28  summaries,  P-60,  and  P-65 
for  a  yr.),  add  $14.00  for  foreign  mailing;  single  copy  prices  vary. 

10573  1510.    Special   census   of    Sarpy   County,    Nebr.,   July   15,   1974.   Jan.   1975.   8    p.   map,   4° 

+  Paper,  25c.      •Item  142-C 

C  56.218:P-28/1510 

Current  population  reports:  Series  P-60,  Consumer  income.  *  Paper, 
$56.00  (Series  P-20,  P-23,  P-25,  P-26,  P-27,  P-28  summaries,  P-60, 
and  P-65  for  a  yr.),  add  $14.00  for  foreign  mailing;  single  copy  prices 

vary. 

10574  101.  Money  income  in  1974  of  families  and  persons  in  United  States;  [prepared  by  Gordon 

W.  Green  ,  jr.,  Robert  W.  Cleveland  and  Dan  L.  Burkhead].  Jan.  1976.  cover  title, 
iv  +  176  p.  4°     [Issued  with  perforations.]      *  Paper,  $3.30.     •Item  142-C 

C  56.218:P-60/101 

Government  finances  GF  73  (series).  ([Governments  Division.]) 

10575  4.  City  government  finances  in  1972-73.  Sept.  1974.  [3]  + 108  p.il.  4°     [Prepared  by  Finance 

Branch.]     *   Paper,  $1.50.     •Item  146-E 

L.C.  card  34-28211  C  56.209:973/4 

Government  finances,  GF  75  (series). 

10576  1.    State    tax   collections    in   1975.   Dec.   1975.   [3]  +  44   p.il.   4°     ([Governments   Division.]) 

[Prepared  by  Finance  Branch.]     +  Paper,  $1.05.     •Item  146-E 

L.C.  card  16-26976  C  3.191/2:975/1 

10577  Looking  for  evidence  of  age,  citizenship,  relationship?  [1975.]  [6]  p.il. 

4°  folded  into  oblong  32°  size.  (Form  BC-628  (12-75).)     +     #Item 
146 

C  3.2:Ev  3 

10578  Recent  social  and  economic  trends.   [Dec.  1975.]   [12]  p.  4°    [Reprint 

from  Statistical  abstract  of  United  States  ,  1975.]     *  Paper,  30c. 

C  3.134/a:So  1 

10579  Social   statistics  for  elderly,   area  level  system   stage  1,  Omaha;   [by 

Michael  E.  Adams   ,  John  C.  Deshaies  ,  Herman  Brotman  and  J. 
Gary  Doyle].  [1975.]  [4] +  113  p.il.  4°    (Center  for  Census  Use  Studies.) 
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(Prepared  in  cooperation  with  Administration  on  Aging,  Department 
of  Health,  Education,  and  Welfare.]     +     •Item  131 D 

C  3.2:E1  2/3 

10580  Statistical  abstract  of  United  States,  1974  [National  data  book  and  guide 

to  sources].  95th  annual  edition.  [July  1974.]  [l]  +  xx  +  1028  p.il. 
[Prepared  under  direction  of  William  Lerner,  Chief,  Statistical  Com- 
pendia Staff.  Includes  copyright  material.  Also  issued  as  H.  doc. 
225,  93d  Congress,  2d  session.  Accompanied  by  supplement  ,  USA 
statistics  in  brief.]  *  Cloth,  $10.20  (S/N  0324-00422);  Paper,  $6.85 
•Item  150 
L.C.  card  4-18089  C  56.243:974 

United  States  map  GE-50  (series). 

10581  58.    Families   below    low-income    level   in    1969   by   counties   of    United    States.   1974.    30 

x  42  in.  (Prepared  by  Geography  Division  in  cooperation  with  Population  Division 
Scale  1:10,000,000;  500  mi.,  J.I  in.  Albers  equal  area  projection,  standard  parallels 
29  1/2°  and  45  1/2°.  Definitions  of  SMSA's  from  Office  of  Management  and  Budget, 
Executive  Office  of  the  President,  Feb.  1971.  Population  data  from  1970  Census 
of  population.  Map  is  colored!     *  Paper.  50c.  (S/N  0324-00439)      •Item  146  K 

C  56.242:58 

CHILDREN'S  BUREAU,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20201 

10582  Diagnostic  process  and  treatment  programs;  [by]  Ray  E.  Heifer  .  [1975.] 

[4]  +  44  p.il.  (DHEW  publication  OHD  75-69;  National  Center  for  Child 
Abuse  and  Neglect.)  [On  cover:  Child  abuse  and  neglect.]  +  •Item 
452 

HE  1.480:D  54 

10583  Research  relating  to  children,  Mar. -Aug.  1974  [with  social  development 

of  children,  bibliography];  by  Dorothy  O'Connell  ,  Marilyn  Terrill 
,  Charlene  Brash-Sorensen.  [1975.]  v  +  177  p.  4°  (Bulletin  34;  ERIC 
Clearinghouse  on  Early  Childhood  Eduction.)  [Prepared  pursuant  to 
contract  OCD-CB-02(C4).]     *  Paper,  $2.50      #Item  453-A 

HE  21.112:34 

CIVIL  AERONAUTICS  BOARD  Washington,  DC  20428 

10584  Regulations  of  Civil  Aeronautics  Board,  Apr.  1974  edition  [new  and 
revised  pages].  Sept.  30,  1975.  [268]  p.il.  4°  [Includes  transmittal 
sheet  3.  Issued  with  perforations.]  *  Paper,  $32.00  (including  basic 
manual  and  supplementary  service  for  indefinite  period;  add  $8.00 
for  foreign  mailing.     •Item  186 

C  31.206/7:974/trans.3 

CIVIL  RIGHTS  COMMISSION  Washington,  DC  20425 

10585  General  revenue  sharing  in  St.  Louis  City  and  County,  report  of  Missou- 
ri Advisory  Committee;  [by  Etta  L.  Wilkinson  and  Malcolm  J.  Barnett 
1.  Feb.  1976.  cover  title,  viii  +  82  p.  4°     +     •Item  288-A 

CR  1.2:Sa  2  1 

0586  Georgia  prisons,  report  of  Georgia  Advisory  Committee;  [  Laura  Chin 
and  Bonnie  Matthews  ,  editors,  assisted  by  Audree  Holton].  Feb. 
1976.  cover  title,  vii  +  70  p.  4°     +     •Item  288-A 

CR1.2:P93/3 
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10587  Prisons  in  North  Carolina,  report  of  North  Carolina  Advisory  Commit- 

tee; [  Laura  Chin  ,  editor,  assisted  by  Audree  B.  Holton  ]  Feb. 
1976.  cover  title,  ix  +  65  p.il.  4°     +     •Item  288-A 

CR  1.2:P  93/2 

10588  Protecting  inmate  rights,  prison  reform  or  prison  replacement?  report 

of  Ohio  Advisory  Commission;  [by  Frank  F.  Steiner  ,  with  legal 
assistance  from  Margaret  V.  Johnson  ,  Bonnie  Mathews,  editor 
assisted  by  Mary  F.  Newman  and  Audree  B.  Holton].  Feb.  1976. 
cover  title,  viii+[2]  +  177  p.il.  4°     +     •Item  288-A 

CR  1.2:In  6 

10589  Protecting  inmate  rights,  prison  reform  or  prison  replacement?  summary 

edition,  report  of  Ohio  Advisory  Committee;  [by  Frank  F.  Steiner 
,  with  legal  assistance  from  Margaret  V.  Johnson  ,  Bonnie  Mathews, 
editor,  assisted  by  Mary  F.  Newman  and  Audree  B.  Holton].  Feb. 
1976.  cover  title,  vi+[l]  + 3 +  124-142  p.  4°     +     •Item  288-A 

CR  1.2:In  6/sum. 

CIVIL  SERVICE  COMMISSION  Washington,  DC  20415 

10590  Announcing   EEO   courses,   July-Sept.   1974,    EEO   Training   Institute. 

[1974.]  cover  title,  31  p.  oblong  24°  (Bureau  of  Training,  Personnel 
Management  Training  Center.)  [Text  on  p.  2  of  cover.]  +  •Item 
295 

CS  1.2:Em  7/18 

10591  Civil  service,  past  and  future  remarks  of  Chaiman  Robert  E.  Hampton 

,  Civil  Serivice  Commission,  at  annual  Civil  Service  Commission 
awards  ceremony,  Washington,  D.C.,  Jan.  16,  1976.  [1976.]  [3]+ll  p.il. 
narrow  8°  ([SR  5;  Office  of  Public  Affiars;  Civil  service  speeches.]) 
+     ©Item  290-B 

CS  1.60:H  18/2 

10592  Collective  bargaining  in  Federal  sector,  where  we  are,  where  we  may 

be  going,  implications  for  managers.  [Revised  Sept.  1975.]  [1975.]  cover 
title,  40  p.il.  4°    (RN-77;  [CST-26  9403];  Bureau  of  Training,  Labor 
Relations  Training  Center.)     *  Paper,  85c.  (S/N  006-000-00914-0). 
•Item  295 

CS  1.2:C  68/975 

EEO  for  State  and  local  governments,  information  on  equal  employ- 
ment opportunity  (series). 

10593  11.  Facts  about  age  discrimination.  [1975.]  6  p.  4°     [Includes  list  of  publications  helpful 

in  obtaining  further  information  on  Age  discrimination  in  employment  act.]     + 
•  Item  290-L 

CS  1.76/2:11 

10594  Grant  awards  for  fiscal  year  1974.  Oct.  1974.  cover  title,   [3]  +  35  p. 

oblong  12°  (BIPP  152-50;  Bureau  of  Intergovernmental  Personnel  Pro- 
grams.)    +     •Item  295 

CS  1.2:G  76/3 

Pamphlet. 

10595  TLP-302.  Managing  employee  development,  step-by-step  approach;  [edited  by  Linda  Arm- 

strong and  Janis  Zimbler  ].  1976.  cover  title,  [1]  +  14  p.  4°  (Bureau  of  Training.) 
[Originated  as  part  of  Commission's  Training  leadership  study.]  'Paper,  65c.  (S/N 
006-000-00922-1).     •Item  299 

CS  1.48:TLP-302 
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10596  67     Personnel    management   function,   organization,   staffing   and   evaluation    1975    cover 

title.  HI  •  52  p  4  1 1  ihrurv  I  [Updatel  no  57,  1974,  and  sections  from  no  56.  Improving 
employee   performance.   1974. |     'Paper,  $110  (S/N   006-00000909  3)      •Item    300  A 

(  S 

10597  Responsibilities    of    Civil    Service    Commission,    opening    remarks    by 

Robert  E.  Hampton  ,  Chairman,  Civil  Service  Commission,  before 
Committee  on  Post  Office  and  Civil  Service,  House  of  Representa- 
tives, Feb.  26,  1975.  [1975.]  cover  title,  19  p.il.  narrow  8°  (|SR  4  ; 
Office  of  Public  Affairs. 1)     +     •Item  290-B 

CS  1.60:H  18 

10598  Social  worker  and  correctional  treatment  specialist  in  Federal  Govern- 

ment, announcement  426,  GS-9,  11  and  12.  June  1974.  |2()|  p.il.  oblong 
24°     +     •Item  292 

CS  1.26:974/426 

10599  State  and  local  employees  political  participation.  1975.  cover  title,  [l]  +  9 

p.il.  4°     +     ©Item  295 

CS  1.2:P  75/2/975 

10600  Summary  of  selected   IPA  products.  Dec.  1974.  cover  title,   [l]  +  ii  +  30 

p.  4°  (BIPP  152-57;  [Bureau  of  Intergovernmental  Personnel  Pro- 
grams]; Personnel  Management  Information  Service.)  [Issued  with 
perforations.]      +     •Item  295 

CS  1.2:In  8/10/974-2 

Technical  study. 

10601  74-3.  Computer-assisted   testing,   calibration  and  evaluation  of  verbal  ability   bank   [with 

list  of  references;  by)  Vern  W.  Urry  .  Dec.  1974  [3|  +  20  p.il.  4°  (Subobjective 
103.1;  Research  Section,  Personnel  Research  and  Development  Center;  [Bureau  of 
Policies  and  Standards].)     +     •Item  290-P 

CS  1.71/3:74-3 

COAL  RESEARCH  OFFICE,  Interior  Dept.  Washington,  DC  20240 

Research  and  development  report. 

10602  91.   Design  optimization   in  underground   coal  systems,  interim   report  1,  (period  of  per- 

formance, Dec.  1973  to  July  1974.  with  bibliographies);  by  C.  Haycocks  ,  J  M. 
Townsend  ,  J.  M.  Riddle  &  G.  M.  Neall,  edited  by  J.  Richard  Lucas.  Aug  1974 
[86]  p.il.  4°  [Sec.  1,  Longwall  Mining  System  strata  simulator  and  structural  parame- 
ters of  coal  measure  rocks;  Sec.  2,  Design  criteria  for  underground  roof-truss  support 
systems;  Sec.  3,  VENT-CONTROL.  OCR  contract  14-32-001-1231.1  'Paper.  SI  45 
•  Item  606-C-2 

I  63  1091/int  I 

COAST  GUARD,  Transportation  Dept.  Washington,  DC  20590 

10603  Aircraft  emergency  procedures  over  water.  Amendment  3.  [1976.]  [19] 

p.il.  4°  ([Army  Dept.]  FM  20-151  C3;  [Navy  Dept.]  OPNAVINST 
3730.4A  Ch-3;  [Air  Force  Dept.]  AFM  64-6  Am-3;  CG  306-Am-3.) 
[Issued  with  perforations.]  *  Paper,  45c.  (S/N  5012-00093).  •Item 
934-A 

TD  5.8:Ai  7/amdt.3 

TD  5.8/2:C  72 
TD  5.8/2:C  79 
TD  5.8/2:N  31 


Bar  guide. 

10604        Columbia  River  bar  guide.  [1975]  [16]  p.il      +  •Item  934-A 

0605        Coquille  River  bar  guide.  [1975.]  [16]  p.il.  +  ©Item  934-A 

10606        Nehalem  River  bar  guide.  [1975]  [16]  p.il.  +  •Item  934-A 
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Tillamook  Bay  bar  guide.  [1975.]  [16]  p.il.  12°     +     •Item  934-A 


TD  5.8/2:T  46 


10608  Boating  safety  guide,   Cape  Flattery,  Neah  Bay.   [1975.]   [16]  p.il.     + 

•Item  934-A 

TD  5.8:B  63/6 

10609  CHRIS    [chemical    hazards    response    information    system]    hazardous 

chemical  data  [with  bibliography].  Jan.  1974.  [892]  p.il.  4°  (CG-446- 
2.)     *  Paper,  $10.10.     •Item  934-A 

TD  5.8:C  42/2/pt.2 

10610  Development  of  classification  scale  for  characterizing  bilge  waters  used 

in  evaluating  oil  removal  techniques;  [by]  P.  Budininkas  ,  G.  A. 
Remus  .  Jan.  1974.  cover  title,  vii+59  p.il.  4°  (CG-D-75-74.  Office 
of  Research  and  Development.)  [Prepared  by  General  American 
Research  Division,  General  American  Transportation  Corporation, 
Niles,  111.]     §  (Price  upon  application).    •Item  934 

TD  5.2:Oi  5/8 

10611  Handbook  for  shipboard  airborne  noise  control.  [Feb.  1974.]  cover  title, 

[l]  +  xix+411  p.il.  4°  (Technical  publication  073-0100.)  [Prepared  by 
Bolt,  Beranek  and  Newman,  Inc.,  Cambridge,  Mass.,  under  contract 
DOT-CG-20756A.]     +     •Item  934-A 

TD  5.8:N  69 

10612  Light  list:  v.2,  Atlantic  and  Gulf  Coast  of  United  States,  from  Little 

River,  S.C.  to  Rio  Grande,  Tex.,  and  Antilles,  7th  and  8th  Coast 
Guard  districts,  Jan.  31,  1976,  including  N.M.  5  of  1976.  1976. 
xxv  +  471+[2]  p.il.  4°  (CG-160.)  [Contains  list  of  lights,  fog  signals, 
buoys,  daybeacons,  lightships,  radiobeacons,  racons,  and  loran  sta- 
tions. Some  illustrations  are  colored.  Map  on  p.  2  of  cover.  Text 
on  p.  3  of  cover.  Supersedes  1975  edition.]  *  Paper,  $5.90  (S/N 
050-012-00102-2).     •Item  936 

TD  5.9:v.2/976 

10613  Light  list:  v.3,  Pacific  Coast  and  Pacific  Islands,  11th,  12th,  13th,  14th, 

and  17th  Coast  Guard  districts,  Dec.  27,  1975,  including  N.M.  52 
of  1975.  1976.  xxv  +  301+[2]  p.il.  4°  (CG-162.)  [Contains  list  of  lights, 
fog  signals,  buoys,  daybeacons,  lightships,  radiobeacons,  racons,  and 
loran  stations.  Some  illustrations  are  colored.  Map  on  p.  2  of  cover. 
Text  on  p.  3  of  cover.  Supersedes  1975  edition.]  *  Paper,  $4.40. 
(S/N  050-012-00099-9).     •Item  940 

TD  5.9:v.3/976 

10614  Light  list:   v.4,   Great  Lakes,   United   States  and  Canada,  9th  Coast 

Guard  District,  corrected  to  Jan.  1,  1976.  1976.  xxiv+192  +  [2]  p.il.  4° 
(CG-159.)  [Contains  list  of  lights,  fog  signals,  buoys,  daybeacons, 
racon,  and  radiobeacons.  Some  illustrations  are  colored.  Map  on  p. 
2  of  cover.  Text  on  p.  3  of  cover.]  *  Paper,  $3.10  (S/N  050-012- 
00101-4).    •Item  937 

TD  5.9:v.4/976 

10615  Manual  for  safe  handling  of  inflammable  and  combustible  liquids  and 

other  hazardous  products  [with  bibliography].  June  1,  1975  [published 
1976].  cover  title,  [147]  p.il.  4°  [Developed  as  joint  project  of  Coast 
Guard  and  National  Maritime  Research  Center,  Office  of  Commercial 
Development,  Maritime  Administration.]  +      •Item  934-A 

TD  5.8:In  3 
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10616  New  Federal  requirements  for  recreational  boats.  Aug.  1974.  [14)  p.il. 

narrow  8°    (CG-290.)     +     •Item  943 

TD  5.6:R  24/974 

Oceanographic  report. 

10617  66.   Oceanographic   observations.   Nova   Scotia   to  Cape   Hatteras,   N.C.,  Oct. -Nov.   1969 

and    May-June    1970   (with    list   of   references;   by]    Richard    M.    Hayes    .   Jan.    1975. 
viii  +  239  p.il.  4°     (Oceanographic  Unit.)  [Includes  volumetric  statistics  T-S  diagrams 
for  ICNAF  69-2,  Oct. -Nov.  1969,  and  ICNAF  70-1,  May-June  1970  in  pocket] 
+     •Item  940-B 

TD  5.18:66 

COMMERCE  DEPARTMENT  Washington,  DC  20230 

Note— Requests  to  the  Commerce  Department  for  publication  should  give  the  full  title  and 
the  date  of  the  publication.  Do  not  include  Monthly  Catalog  entry  numbers  or  Superintendent 
of  Documents  classification  numbers  which  should  be  used  only  when  ordering  from  the  Superin- 
tendent of  Documents. 

10618  Annual  report  of  Secretary  of  Commerce,  fiscal  year  1975.  [1976.]  v  +  166 
p.il.  4°  [Special  Bicentennial  edition  including  history  of  Department 
and  its  programs  since  1790.]     *  Paper,  $2.40.     •Item  126 

C  1.1:975 

10619  Conserving  energy  through  telecommunications.  [1976.]  [7]  p.il.  narrow 
8°    (Office  of  Telecommunications.)  + 

C  1.2:En  2/10 

10620  Conserving  energy  through  use  of  mobile  radio.  [1976.]  [7]  p.il.  narrow 
8°    (Office  of  Telecommunications.)  + 

C  1.2:En  2/11 

10621  Directory  of  field  contacts  for  coordination  of  use  of  radio  frequencies 
Apr.  1,  1975.  cover  title,  [160]  p.  4°  (TELE-IRAC-75-04.)  [Prepared 
in  support  of  Office  of  Telecommunications  Policy,  Executive  Office 
of  President  by  IRAC  Secretariat,  Frequency  Management  Support 
Division,  Office  of  Telecommunications,  Department  of  Commerce; 
OT  project  9015505.]  + 

C  1.60/6:75-04 

Federal  meteorological  handbook. 

2        1.  Surface  observations.  Change  3,  effective  July  I,  1975.  [1975. |  [326]  p.il.  4°     [Prepared 
in    cooperation    with    Department    of    Defense    and    Department    of   Transportation. 
Reprinted  and  revised  to  include  change  1  and  2.  Issued  with  perforations.]     • 
Paper,  $3.65.     •Item  128-A  C  1.8/4./ch  3 

10623  National  interest  aspects  of  private  international  air  carrier  system  of 
United  States.  Sept.  1974.  cover  title,  [2] +  21  p.  4°  (Office  of  Secreta- 
ry, Office  of  Policy  Development.)    *  Paper,  70c. 

C  1.2:In  8/6 

10624  OMBE  funded  organizations  directory.  Jan.  1,  1976.  [3] +  48  p.il.  4° 
(Office  of  Minority  Business  Enterprise.)      +     •Itern  128 

OT  bulletin.  (Office  of  Telecommunications.) 

10625  75-4.  Office  of  Telecommunications  progress  report  1975.  [1976]  cover  title,  28  p.il.  4° 
[Includes  list  of  fy  75  OT  publications]     *  Paper,  $1.20.     •Item  126-D-3 

C  1.60/4I/5-4 
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OT  report.  (Office  of  Telecommunications.) 

10626  73-22.   Numerical  representation  of  critical  frequency  of   Fl  region  of  ionosphere  [with 

list  of  references];  by  Rayner  K.  Rosich  ,  William  B.  Jones  .  Oct.  1973.  viii  +  92+[2) 
p.il.  4°     [Errata  and  addenda  sheet,  2  p.,  issued  also.]     *  Paper,  $1.40.     •Item  126-D-3 

C  1.60/3:73-22 

10627  74-32.  Cost  model  for  optical  waveguide  communication  system  [with  list  of  references; 

by]  R.  L.  Gallawa  ,  M.  Koyama  Mar.  1974.  vii  +  36+[l]  p.il.  4°  "Paper,  85c. 
•  Item  126-D-3 

C  1.60/3:74-32, 

10628  74-49.  GOES  data  collection  system   measurements  [with  list  of  references;  by]  Donald 

V.  Glen  ,  Peter  M.  McManamon  Oct.  1974.  xiii  +  92+[l]  p.il.  4°  ([Institute  for 
Telecommunication  Sciences.])  [Sponsored  by  Department  of  Commerce,  National 
Environmental  Satellite  Service,  Suitland,  Md]     *  Paper,  $1.75.      •Item  126-D-3 

C  1.60/3:74-49 

COMMUNITY  HEALTH  SERVICES  BUREAU,  Health,  Education, 
and  Welfare  Dept.  Rockville,  MD  20852 

10629  Clinical  programs  for  mentally  retarded  children.  [1974.]  iii  +  36  p.  4° 

(DHEW  publication  (HSA)  74-5706.)     *    Paper,  75c.     •Item  532-E- 

HE  20.5102:C  61 

10630  Prevention    of    iron-deficiency    anemia    in    infants    and    children    of 

preschool  age  [with  list  of  references;  by  Samuel  J.  Fomon  ].  [1975.] 
cover  title,  18+ [1]  p.  12°  ([DHEW  publication  (HSA)  75-5140;  formerly 
PHS  pub.  2085.])     +     •Item  532-E-l 

HE  20.5102:An  3 

10631  Services  for  crippled   children.   [1972,   reprinted  1975.]   cover  title,  20 

p.  narrow  12°  ([DHEW  publication  (HSA)  75-5001.])  *  Paper,  45c. 
(S/N  017-026-00039-9).     •Item  532-E-l 

HE  20.5102:C  43/2 

COMMUNITY  SERVICES  ADMINISTRATION,  1200  Nineteenth  St., 
N.W.  Washington,  DC  20506 

CSA  pamphlet. 

10632  6143-6.    Community    planning    guide    to    weatherization    [with    bibliography].    Sept.    1975. 

[2]  +  36+[l]  p.  narrow  large  8°  [Prepared  in  cooperation  with  National  Bureau  of 
Standards.]     +     •Item  857-H-17 

CSA  1.9:6143-6 

COMPTROLLER  OF  CURRENCY,  Treasury  Dept.  Washington,  DC 
20220 

10633  Administrator  of  national  banks,  1973  financial  report.  [1975.]  cover  title, 

[16]  p.il.  4°  + 

T  12.1/2:973 

10634  Annual  report,  1974,  Comptroller  of  Currency.  [1975.]  vi  +  331  p.  4° 

(Administrator  of  National  Banks,)  +      •Item  946 

T  12.1:974 

10635  World  of  banking,  challenges  and  opportunities  of  career  in  administra- 

tion of  National  Banking  System.  [1975.]  cover  title,  [24]  p.il.  oblong 
8°    [Illustrations  are  colored.  Text  on  p.  3  of  cover.]  + 

T  12.2:B  22 

CONGRESS 

10636  Official  congressional  directory,  94th  Congress,  2d  session,  convened 

Jan.   19,  1976.  1976.   xxxii  +  1146  p.il.   [Includes  abridged  contents  on 
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flyleaf.  Compiled  under  direction  of  Joint  Committee  on  Printing. 
Closing  date  for  compiling  directory  material,  Dec.  19,  1975.]  *  Paper, 
$6.50;  Cloth,  $8.50  (with  index  $12.95).     •Item  992 

Y  4.P  93/1:1/94-2 


Congressional  record 

Congressional  record,  proceedings  and  debates  of  93d  Congress,  1st 
session,  v. 119.  [Permanent  edition.]  L.C.  card  12-36438 

Note— In    the    permanent   bound    edition,    the    paging   differs    from    that   of    the   daily    numbers. 

the  text  being  revised,  rearranged,  and  printed  without  break. 

10637         pt.29.  Nov.  16-29,  1973.  1973 .  [1]  + 37439-38794  p.  4°     •  Cloth.  $17.55.     •Item  993. 

X.93/l:ll9/pt  29 

Congressional  serial  set 

Note.— During  each  session  of  Congress  the  House  and  Senate  documents  and  reports  are 
accumulated  into  bound  volumes  comprising  the  Congressional  serial  set.  No  catalog  entry  is 
made  for  the  volumes  of  the  Serial  set  since  the  documents  and  reports  contained  therein  have 
been  previously  listed  in  the  Monthly  catalog.  The  following  bound  volumes  were  sent  to  depository 
libraries  during  the  period  of  this  catalog: 


House  documents: 

10638         nos.  1-102,  with  exceptions,  93d  Congress,  1st  session,  House  miscellaneous  documents 

I  [Serial  13030-1].      •Item  995-G 

0639  nos.  39-190,  with  exceptions,  93d  Congress,  1st  session.  Reports  on  audits  of  government 

corporations  agencies,  etc.  [Serial  13032).      •Item  995-G 

0640  no.   310.  94th  Congress,   1st  session,   Disabled   American   Veterans,   1975   (Serial   1302-5] 

•  Item  995-J 

0641  no.   315,  94th  Congress,   1st  session.   57th   National  Convention,   American   Legion,  1975 

[Serial  13112-6).      •Item  995-1 

0642  no.   323,  94th   Congress,   1st  session,   Improvement  of   rivers   and   harbors   (Serial  13110- 

8).      •Item  995-G 

0643  no.    340,   92d   Congress,    2d    session.    Polecat   Bench    Area    Reclamation    Project   (Serial 

12993-1).      •Item  995-G 

House  reports: 

0644  no.658,    94th    Congress,    1st   session,   Tax    reform    act   of   1975    (Serial   13101-61        •Item 
1007-A 
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10645  nos.   148-275,   with  exceptions,  93d  Congress,   1st  session.   House   miscellaneous  reports 

on  public  bills  II  (Serial  13020-2).      •Item  1007-A 

10646  nos.  276-373,   with  exceptions,  93d  Congress,  1st  session,   House   miscellaneous  reports 

on  public  bills  III  [Serial  13020-3].      •Item  1007-A 

10647  nos.   374-469,  with  exceptions,  93d  Congress,   1st  session,   House   miscellaneous  reports 

on  public  bills  IV  [Serial  13020-4].      •Item  1007-A 

10648  nos.  470-575,  with  exceptions,  93d  Congress,  1st  session,   House   miscellaneous  reports 

on  public  bills  V  [Serial  13020-5].      •Item  1007-A 

10649  nos.   576-661,  with  exceptions,  93d  Congress,  1st  session,   House   miscellaneous  reports 

on  public  bills  VI  [Serial  13020-6].      •Item  1007-A 

10650  nos.  662-707,  with  exceptions,  93d  Congress,  1st  session.  House   miscellaneous  reports 

on  public  bills  VII  [Serial  13020-7].      •Item  1007-A 

10651  nos.  709-748,  with  exceptions,  93d  Congress,  1st  session,  House   miscellaneous  reports 

on  public  bills  VII  [Serial  13020-8].      •Item  1007-A 

Senate  documents: 

10652  nos.  3-20,  with  exceptions,  93d  Congress,  1st  session,  Senate  miscellaneous  documents 

I  [Serial  13023-1].      •Item  995-G 

10653  no.   44,   93d   Congress,    1st   session,   Chattooga   River,   miscellaneous,    III    [Serial   13023- 

3].      •Item  995-G 

10654  no.    117,   94th   Congress,    1st   session,    Daughters   of   the    American    Revolution   1973-1974 

[Serial  13106].      •Item  995-B 

10655  no.    156,   94th   Congress,    2d    session,    Report   of   the    Secretary    of   the    Senate,   July   1- 

Dec.  31,  1975  [Serial  13139.]      •Item  995-M 

Senate  reports: 

10656  no.  1090,  93d  Congress,  2d  session,  Employee  retirement  income  security  act  1974  [Serial 

13060-6].      •Item  1007-A 

10657  .  nos.  1-61,  with  exceptions,  93d  Congress,   1st  session,   Senate   miscellaneous  reports  on 

public  bills  I  [Serial  13017-1].      •Item  1007-A 

10658  nos.   5-520,   with   exceptions,   93d   Congress,   1st  session,   Senate   special  reports   [Serial 

13019-1].      •Item  1007-A 

10659  nos.   62-160,   with   exceptions,   93d   Congress,   1st   session,   Senate   miscellaneous   reports 

on  public  bills  II  [Serial  13017-2].      •Item  1007-A 

10660  nos.   70-582,   with   exceptions,  93d   Congress,   1st  session,   Senate   miscellaneous  reports 

on  private  bills  [Serial  13018].      •Item  1007-B 

10661  nos.  224-305,  with  exceptions,  93d  Congress,  1st  session,  Senate  miscellaneous  reports 

on  public  bills  IV  [Serial  13017-4].      •Item  1007-A 

10662  no.  433,  94th  Congress,  1st  session,  Commonwealth  of  Northern  Mariana  Islands  [Serial 

13098-6].      •Item  1007-A 

10663  no.  636,  94th  Congress,   2d   session,   Select  Committee  on  Small  Business  report,  94th 

Congress,  1st  session  [Serial  13133-1].      •Item  1007-A 

10664  no.  690,  94th  Congress,  2d  session,  1976  Joint  economic  report  [Serial  13133-2].      •Item 

1007-A 

Laws 

Note.— The  Federal  laws  are  first  published  separately  and  in  this  form  are  known  as  'slip 
laws'.  Later,  these  laws  are  compiled,  edited,  indexed,  and  published  in  the  volumes  of  the 
Statutes  at  large. 

Private  laws,  93d  Congress. 

10665  86.   H.R.7207,  act  for  relief  of  Emmett  A.  and  Agnes  J.   Rathbun.   Approved  July  30, 

1974.  1  p.  + 

93-2:Priv.law 

Public  laws,  93d  Congress.    #Item  575 

Note.— Public  laws  in  slip  form  in  the  first  prints  may  be  obtained  from  the  Superintendent 
of  Documents,  Washington,  DC  20402,  at  a  subscription  price  of  $90.00  per  session,  add  $22.50 
for  foreign  mailing;  single  copies  vary  in  price. 

10666  342.    H.R.13221,   act   to    authorize   appropriations   for   saline    water   program,   fiscal   year 

1975,  and  for  other  purposes.  Approved  July  10,  1974.  1  p.     *  Paper,  25c. 

10667  365.  H.R. 14592,  act  to  authorize  appropriations  during  fiscal  year  1975  for  procurement 

of  aircraft,  missiles,  naval  vessels,  tracked  combat  vehicles,  torpedoes,  and  other 
weapons,  and  research,  development,  test  and  evaluation  for  Armed  Forces,  and 
to  prescribe  authorized  personnel  strength  for  each  active  duty  component  and  of 
Selected    Reserve   of   each   Reserve    component   of   Armed    Forces   and    of   civilian 
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personnel  of  Department  of  Defense,  and  to  authorize  military  training  student  loads 
and  for  other  purposes    [Approved  Aug    5,  1974. |  10  p      '  Paper.  25c. 

10668  460    H.R  13261,   act   to  amend    International   claims   settlement   act   of   194V.   as   amended 

to  provide  for  timely  determination  of  certain  claims  of  American  nationals  settled 
by  United  States  Hungarian  claims  agreement  of  Mar  6.  1973,  and  for  other  purposes 
[Approved  Oct    20,  1974  |  1  p       *  Paper.  25e 

10669  540     H.R. 6925.   act   to   authorize   exchange   of  certain   lands   between   Pueblo  of   Acoma 

and  Forest  Service.  Approved  Dec.  22,  1974.  I  p      *  Paper.  2<c 

Public  laws,  94th  Congress.     •Item  575 

10670  6.    H.J. Res. 210,   joint   resolution   making   further   urgent   supplemental   appropriations    for 

fiscal  year  ending  June  30.  1975,  and  for  other  purposes  (Approved  Feb.  28,  1975  ] 
2  p.     *  Paper,  25c. 

10671  111.  H.R.9600,  act  to  rescind  certain  budget  authority  recommended  in  message  of  Pre- 

sident of  July  26,  1975,  H.Doc.94-225.  transmitted  pursuant  to  Impoundment  control 
act  of  1974.  Oct.  13,  1975.  I  p.     •  Paper.  25c. 

10672  191.  H.R.4287,  act  to  provide  for  additional  law  clerks  for  judges  of  District  of  Columbia 

Court  of  Appeals.  Dec.  31,  1975.  1  p.     •  Paper,  25c 

10673  200.   S.1281,  act  to  extend   authority   for  flexible   regulation  of  interest  rates  on  deposits 

and  share  accounts  in  depository  institutions,  to  extend  National  Commission  on 
Electronic  Fund  Transfers,  and  to  provide  for  home  mortgage  disclosure.  Dec.  31, 
1975.  5  p.     *  Paper,  25c. 

10674  206.  H.R. 8069,  act  making  appropriations  for  Departments  of  Labor,  and  Health,  Educa- 

tion, and  Welfare,  and  related  agencies,  for  fiscal  year  ending  June  30.  1976,  and 
period  ending  Sept.  30,  1976,  and  for  other  purposes    Jan.  28,  1976.  25  p.     '  Paper, 

45c. 

10675  207.  H.R. 11510.  Act  to  provide  for  starling  and  blackbird  control  in  Kentucky  and  Tennes- 

see. Feb.  4.  1976.  1  p.     •  Paper,  35c. 

10676  208.  H.J. Res. 406,  joint  resolution  to  provide  for  presentation  by  United  States  to  Israel 

of  statue  of  Abraham  Lincoln  to  be  donated  by  Leon  and  Ruth  Gildesgame,  of 
Mount  Kisco,  N.Y.  Feb.  4,  1976.  I  p.     *   Paper.  35c. 

10677  209.    S.1657,   act   to   amend   National   Portrait   Gallery   act   to   redefine    portraiture     Feb 

5,  1976.  1  p.     •   Paper.  35c. 

10678  210.   S.27I8,  act  to  improve  quality   of  rail  services  in   United  States  through   regulatory 

reform,  coordination  of  rail  services  and  facilities,  and  rehabilitation  and  improve- 
ment financing,  and  for  other  purposes   Feb.  5.  1976.  120  p.     •  Paper,  $1.90. 

10679  211.   S.1847,   act   to   authorize   101st   Airborne   Division   Association   to  e"ect   memorial   in 

District  of  Columbia  or  its  environs.  Feb.  6,  1976.  1  p.     *  Paper,  35c. 

10680  212.    H.R.9861,    act   making   appropriations    for   Department   of   Defense    for    fiscal   year 

ending  June  30,  1976,  and  period  beginning  July  1,  1976,  and  ending  Sept  30.  1976, 
and  for  other  purposes.  Feb.  9,  1976.  26  p.      •  Paper,  45c. 

ATOMIC  ENERGY  JOINT  COMMITTEE  Washington,  DC  20515 

10681  S.1378  and  H.R. 5698,  assistance  payments  to  Anderson  County  and 
Roane  County,  Tenn.,  hearing  before  Subcommittee  on  Communities, 
94th  Congress,  1st  session,  on  S.1378  and  H.R.5698,  May  9,  1975. 
1975.  iv  +  489  p.il.     +     •Item  999 

Y4.At7/2:As7 

0682  S.2035  and  H.R.8401,  nuclear  fuel  assurance  act  of  1975,  hearings,  94th 
Congress,  1st  session,  Dec.  2-10,  1975.  1975.  ix  +  760  p.il.  *  Paper, 
$6.40.     •Item  999 

Y  4.At  7/2:N  88/23 
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10683  Storage  and  disposal  of  radioactive  waste,  hearing,  94th  Congress,  1st 

session,  on  assessing  policies,  plans,  and  programs  of  executive 
branch  for  safe  storage  and  disposal  of  radioactive  wastes  produced 
in  commercial  and  nuclear  fuel  cycle,  Nov.  19,  1975.  1975.  iv  +  302 
p.il.     *  Paper,  $3.10.    #Item  999 

Y  4.At  7/2:R  11/19 

CONGRESSIONAL  OPERATIONS  JOINT  COMMITTEE  Washington, 
DC  20510 

10684  Special  report  of  Joint  Committee  on  Congressional  Operations  pursuant 

to  sec.  402(a)(2)  of  Legislative  reorganization  act  of  1970  identifying 
court  proceedings  and  actions  of  vital  interest  to  Congress:  Court 
challenges  to  executive  branch  impoundments  of  appropriated  funds, 
cumulative  to  Mar.  15,  1974.  1974.  vii+618  p.  (Committee  print,  93d 
Congress,  2d  session.)  + 

Y  4.C  76/7:C  83/5 

DEFENSE  PRODUCTION  JOINT  COMMITTEE  Washington,  DC 
20510 

10685  Defense   priorities   system,   hearings,   94th   Congress,   1st   session,   on 

defense  priorities  system  and  special  priorities  assistance  program, 
May  22  and  23,  1975.  1975.  iv  +  189  p.     +     #Item  999-A 

Y  4.D  36:P  93 

ECONOMIC  JOINT  COMMITTEE  Washington,  DC  20510 

Achieving  goals  of  Employment  act  of  1946,  30th  anniversary  review, 
v.l,  Employment,  paper. 

10686  2.  Canadian  job  creation   model  and   its  applicability  to  United  States,  study  prepared 

for  use   of   Subcommittee   on    Economic   Growth    [by   Thomas    A.    Barocci   ];   Jan. 
21,    1976.   1976.    v  +  43    p.   (Joint   Committee   Print    ,   94th   Congress,   2d    session.) 
Paper,  $1.30.     •Item  1000 

Y  4.Ec  7:Em  7/14/v.l/paper  2 

10687  Committee  publications  and  policies  governing  their  distributions,  Feb. 

1975  supplement  to  May  3,  1974,  93d  Congress,  1st  and  2d  sessions. 
[1975.]  2  p.  (Joint  committee  print.)    # 

Y  4.Ec  7:P  96/961-74/supp. 

10688  Economic  evaluation  of  current  services  budget,  fiscal  year  1977,  report; 

Dec.  22,  1975.  1975.  viii+47  p.il.  (Joint  committee  print,  94th  Congress, 
1st  session.)    *  Paper,  70c.     •Item  1000 

Y  4.Ec  7:Se  6/2/977 

10689  Economic  impact  of  forthcoming  OPEC  price  rise  and  old  oil  decontrol, 

hearings  before  Subcommittee  on  Consumer  Economics,  94th  Con- 
gress, 1st  session,  July  10  and  14,  1975.  1976.  iv+112  p.il.  *  Paper, 
$1.80.    #Iteml000 

Y  4.Ec  7:Oi  5/9 

10690  Federal  contract  compliance  activities,  hearings  before  Subcommittee 

on  Fiscal  Policy,  93d  Congress,  2d  session,  Sept.  11-12,  1974.  1974. 
iv  +  106  p.il.     *  Paper,  $1.30.     #Item  1000 

Y  4.Ec  7:C  73/2 

10691  Independent  research  and  development,  joint  hearings,  see  Armed  Ser- 

vices Committee,  Senate. 
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10692  International  monetary  reform  and  exchange  rate  management,  joint 
hearings,  see  Banking,  Currency,  and  Housing  Committee,  House 

Y  4.Ec  1 

I06V3  1975  midyear  review  of  economy,  report  together  with  supplemental 
and  minority  views;  Oct.  1,  19/5.  1975.  vi  +  93  p.il.  (Joint  committee 
print.)     # 

Y  4.Ec  7:Ec  7/28/975 

10694  Proposed  IMF  agreement  on  gold,  report  of  Subcommittee  on  Interna- 

tional Economics  together  with  supplementary  views  and  comments, 
Dec.  17,  1975.  1975.  v  +  17  p.  (Joint  committee  print,  94th  Congress, 
1st  session.)     *  Paper  ,  40c.     •Item  1000 

Y  4.Ec  7:G  56/5 

10695  State  and  local  government  credit  problems,  hearing,  94th  Congress, 

1st  session,  June  20,  1975.  1975.  hi +  47  p.     *  Paper,  $1.30.     •Item  1000 

Y  4.Ec  7:C  86/7 

Studies  in  public  welfare,  prepared  for  use  of  Subcommittee  on  Fiscal 
Policy. 

10696  paper   19.   Public   employment   and   wage    subsidies,   volumes  of   studies;   Dec.   30.   1974; 

[by  Robert  I.  Lerman  ].  1974.  v  + 164  p.il.  (Joint  committee  print,  93d  Congress, 
2d  session.)     •  Paper,  $1.75     •Item  1000 

Y  4Ec  7:W  45/paper  19 

HOUSE  OF  REPRESENTATIVES  Washington,  DC  20515 

10697  Journal  of  House  of  Representatives,  93d  Congress,  2d  session,  begun 

and  held  at  city  of  Washington,  Jan.  21-[Sept.  23],  1974.  1975.  [1J  +  1726 
p.  4°     #     •Item  1030 

XJH:93-2/pt.l 

House  Documents 
Note.  — AH  House  documents  entries  which  are  followed  by  a  +,  may 
be  obtained  from  the  House  Documents  Room  or  from  the  issuing 
office. 

House  documents,  93d  Congress.     •Item  996 

10698  192.  Honoring  memory  of  Philip  J.  Philbin.  Representative  in  Congress  from  3d  district 

of  Massachusetts,  Jan.  3,  1943-Jan.  3,  1971,  Member,  House  Committee  on  Military 
Affairs,  1943-46,  Member,  House  Committee  on  Armed  Services  1947-70,  Chairman, 
House  Committee  on  Armed  Services,  1970.  Oct.  24,  1973.  Carl  Vinson  Room.  2118 
Rayburn  House  Office  Building,  Washington,  DC.  1973.  [2]  +  24  p.  I  por.  + 

10699  225.  Statistical  abstract  of  United  States,  1974  [National  data  book  and  guide  to  sources] 

95th  annual  edition.  [July  1974]  [l]  +  xx  +  1028  p.il.  [Prepared  under  direction  of  William 
Lerner,  Chief,  Statistical  Compendia  Staff.  Includes  copyright  material.  Accompanied 
by  supplement,  USA  statistics  in  brief]  (Available  in  departmental  edition.  C 
56.243:974,  Cloth,  $10.20,  and  sent  to  depositories  in  that  form.  See  Census  Bureau] 

10700  240.    Proposing    supplemental    appropriation    for   fiscal    year   1974    for   foreign    assistance 

under  category  of  funds  appropriated  to  President,  communication  from  President 
of  United  States;  Mar   18,  1974.  1974.  [3]  p.  + 

10701  293.  Proposing  legislation  to  amend  Foreign  assistance  act  of  1961  and  for  other  purposes. 

message  from  President  of  United  States;  Apr.  24.  1974.  1974   ;1]*I4  p.  + 

10702  309.  Amendments  to  requests  for  appropriations.  Defense  Manpower  Commission,  com- 

munication from  President  of  United  States.  May  30,  1974   2  p    ♦ 

10703  323.  Audit  of  financial  statements  of  Saint  Lawrence  Seaway  Development  Corporation. 

communication  from  Comptroller  General  of  United  States  transmitting  report;  July 
10,  1974.  1974.  viii+15  p.4°  + 

10704  327    Proposals  relating  to  management  of  Federal  Government,  message  from  President 
of  United  States.  [1974.]  [l]+5  p.  + 
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10705  345.  Supplemental  appropriations  for  Architect  of  Capitol,  communication  from  President 

of  United  States.  Sept.  11,  1974.  2  p.  + 

10706  351.  Proposed  supplemental  appropriations  for  Supreme  Court  for  fiscal  year  1975,  commu- 

nication from  President  of  United  States.  Sept.  11,  1974.  2  p.  + 

10707  365.  Additional  proposals  for  rescission  or  deferral  of  certain  budget  authority  pursuant 

to  sec. 1012  and  1013  of  Public  law  93-344,  message  from  President  of  Untied  States; 
Oct.  7,  1974.1974.  [l]  +  61p.  + 

10708  371.  Vetoing  H.R. 15301,  act  to  amend  Railroad  retirement  act  of  1937  to  revise  retirement 

system  for  employees  of  employers  covered  thereunder,  and  for  other  purposes, 
message  from  President  of  United  States;  Oct.  15,  1974.  1974.  [l]  +  65  p.  + 

10709  372.   Report  on  examination   statements   of   National  flood   insurance   program,   Federal 

Insurance  Administration  Department  of  Housing  and  Urban  Development  for  fiscal 
year  1973,  communication  from  Comptroller  General  of  United  States  transmitting 
report;  Oct.  15,  1974.  1974.  viii+31  p.  + 

10710  380.   Vetoing   H.R. 13342,   amend   Farm   labor  contractor  registration   act,   message   from 

President  of  United  States;  Nov.  18,  1974.  1974.  iv  +  8  p.  + 

10711  383.   Vetoing   H.R. 12471,    amend    Freedom    of   information   act,   message   from    President 

of  United  States;  Nov.  18,  1974.  1974.  iv  +  5  p.  + 

10712  386.  Deferral  of  budget,   Family   practice  of  medicine  act,   message   from   President  of 

United  States.  Nov.  18,  1974.  2  p.  + 

10713  388.   Progress   toward   offsetting  balance   of   payments   deficit,   message   from   President 

of  United  States.  Nov.  18,  1974.  2  p.  + 

10714  389.  Examination  of  financial  statements  of  Federal  Home  Loan  Bank  Board,  Federal 

Home  Loan  Banks,  and  Federal  Savings  and  Loan  Insurance  Corporation  for  calen- 
dar year  1973,  communication  from  Comptroller  General  of  United  States  transmitting 
report;  Nov.  18,  1974.  1974.  x+37  p.  + 

10715  416.  Constitution,  Jefferson's  manual,  and  Rules  of  House  of  Representatives,  93d  Con- 

gress, 2d  session;  by  Wm.  Holmes  Brown  .  [Revised  edition.]  1975.  xi+1029  p. 
[To  be  sent  to  depository  libraries  in  serial  set  binding.]     *  Paper,  $9.30 

House  documents,  94th  Congress.     •Item  996 

10716  17.  Supplemental  reports,  deferral  of  budget,  message  from  President  of  United  States; 

Jan.  14,  1975.  1975.  [2]  +  27  p.  + 

10717  33.   Report   on   Office   of   Management  and   Budget   failure   to   complete   apportionment 

of  funds,  communication  from  Assistant  Comptroller  General  of  United  States.  Jan. 
16,  1975.  2  p.  + 

10718  39.  Additional  rescissions  or  deferrals  of  certain  budget  authority,  message  from  President 

of  United  States;  Jan.  30,  1975.  1975.  iii  +  174  p.  + 

10719  42.  Proposed  energy  legislation,  communication  from   President  of  United  States;  Feb. 

4,  1975.  1975.  [l]  +  80  p.  + 

10720  44.  Proposing  legislation  to  provide  for  cooperation  between  Secretary  of  Interior  and 

States  with  respect  to  regulation  of  surface  coal  mining  operations,  communication 
from  President  of  United  States;  Feb.  6,  1975.  1975.  [l]  +  64  p.  + 

10721  50.   Review   of  proposed   rescissions  and   deferrals  of  budget  authority,  communication 

from    Acting   Comptroller  General   of   United   States;   Feb.   17,   1975.   1975.   [l]  +  9   p. 

10722  51.   Report  on  endangered  and  threatened   plant  species  of  United   States,  presented  to 

Congress  of  United  States  by  Secretary,  Smithsonian  Institution.  1975.  [5]  +  iv  +  200 
p.  (Serial  94-A.)  + 

10723  55.   Fifth  quarterly   report,  progress  toward   balance-of-payments  deficit,   message  from 

President  of  United  States;  Feb.  20,  1975.  1975.  [1]  +  1  p.  + 

10724  56.  Proposed  legislation   authorizing  appropriations  July  1,   1976  through  Sept.  30,  1976, 

communication  from  President  of  United  States;  Feb.  20,  1975.  1975.  [l]  +  2  p.  + 
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10725  57.  Reports  on  Presidential  Advisory  Committee  recommendations,  communication  from 
Deputy  Director,  Office  of  Management  and  Budget,  Executive  Office  of  President 
Feb   20.  Wi    l^s    |1]  •  II  P    • 


10726 


67    Amending  request  for  appropriation,  communication  from  President  of  United  States, 
Mar.  J,  197V  1975    [l|      +   2  p    • 

10727  75.    Reports   of   quadrennial    Advisory    Council   on    Social    Security,   communication    from 

Secretary    of    Health.    Education,    and    Welfare    transmitting    reports;    Mar.    10,    1975. 
1975.  xvii  ♦  179  p  il      •  Paper,  $1.95 

10728  78.  Proposing  supplemental  appropriation  for  fiscal  year  1975  for  Federal  Mediation  and 

Conciliation  Service,  communication  from  President  of  United  States    Mar.  12.  1975 

2  p.  + 

10729  79.  Proposing  supplemental  appropriation  for  fiscal  year  1975  to  pay  claims  and  judgments 

rendered   against   United   States,   communication   from    President  of   United   States; 
Mar.  12,  1975.  1975.  Il]  +  21p.  + 

10730  95.  Report  on  failure  of  Office  of  Education,  funds  under  emergency  school  aid,  commu- 

nication from  Comptroller  General  of  United  States.  Apr.  7,  1975.  2  p.  + 

10731  105.  Use  of  U.S.  military  forces  in  evacuation  of  U.S.  citizens  and  others  from  Cambodia, 

communication  from  President  of  United  States.  Apr  14,  1975.  2  p .  + 

10732  112.   Law   enforcement   on   Indian   reservations,   budget   amendment   for  fiscal   year  1976. 

communication  from  President  of  United  States.  Apr.  24,  1975.  2  p.  + 

10733  126.  Federal  Labor  Relations  Council,  budget  amendments,  communication  from  President 

of  United  States;  May  5,  1975.  1975.  [1]  +  1  p.  + 

10734  128.    Actions   on   recommendations   of  Citizen's   Advisory   Committee   on    Environmental 

Quality,  communication  from  Deputy  Director,  Office  of  Management  and  Budget, 
Executive  Office  of  the  President,  May  5,  1975.  1975.  [l)  +  6  p.  + 

10735  129.  Actions  on  recommendations  of  Board  of  Visitors  to  United  Stales  Naval  Academy. 

1973,    communication    from    Deputy    Director,   Office    of   Management   and    Budget, 
Executive  Office  of  the  President,  May  5,  1975.  1975.  (11  +  4  p.  + 

10736  133.  Reductions  on  supplemental  requests  for  Indochina  and  additional  requests  for  supple- 

mental  appropriations   for   assistance    to   Indochina   refugees,   communication    from 
President  of  United  States;  May  6,  1975.  1975.  [l]  +  2  p.  + 

10737  134.  Indochina  migration  and  refugee  assistance  act  of  1975,  communication  from  President 

of  United  States.  May  6,  1975.  2  p.  + 

10738  140.  Construction  at  Diego  Garcia,   message  from   President  of  United   States;  May  12, 

1975.  1975.  [3]  p.  + 

10739  141.  Budget  amendment  for  expenses  incident  to  Presidential  materials  of  Nixon  adminis- 

tration, communication   from   President  of  United   States;  May   12,  1975    1975.   [11  +  1 

p.  + 

10740  142.  Security  assistance  to  Spain,  communication  from  President  of  United  States.  May 

12.  1975.  2  p.  + 

10741  144    Federal-aid  highways  budget  amendments,  communication  from  President  of  United 

States;  May  13,1975.  1975.  [11+1  p    + 

10742  145   Cumulative  report  on  rescissions  and  deferrals  of  budget  authority.  May  1975,  commu- 

nication  from    Director.   Office   of   Management   and    Budget,    Executive   Office   of 
the  President;  May  13,  1975.  1975.  [1]  +  19  p.  + 

10743  146.  Actions  on  recommendations  of  Presidents  Advisory  Council  on  Management  Im- 

provement,   communication    from    Deputy    Director.    Office    of    Management    and 
Budget,  Executive  Office  of  the  President;  May  13.  1975.  1975.  [lb  5  p    - 

10744  147    Review  of  proposed   rescissions  and   deferrals  of  budget  authority,  communication 

from  Comptroller  General  of  United  States;  May  13.  1975.  1975.  [11 +  5  p.  + 

10745  148    Obligation   of   funds   for   emergency    school   aid.   communication   from   Comptroller 

General  of  United  States;  May  13.  1975.  1975.  [l]  +  3  p.  + 
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10746  149.  Actions  on  recommendations  of  Board  of  Visitors  to  U.S.  Military  Academy,  Apr. 

1973,  communication  from  Deputy  Director,  Office  of  Management  and  Budget, 
Executive  Office  of  the  President;  May  14,  1975.  1975.  [l]  +  4  p.  + 

10747  150.  Actions  on  recommendations  of  Board  of  Visitors  to  U.S.  Military  Academy,  Apr. 

1974,  communication  from  Deputy  Director,  Office  of  Management  and  Budget, 
Executive  Office  of  President;  May  14,  1975.  1975.  [l]  +  3  p.  + 

10748  151.    Use   of   U.S.    military   forces   in    recovery    of   SS    Mayaguez,   communication   from 

President  of  United  States.  May  15,  1975.  2  p.  + 

10749  156.   Department  of  Commerce   budget  amendments,   communication  from   President  of 

United  States;  May  19,  1975.  1975.  [l]  +  2  p.  [Corrected  print.]  + 

10750  157.  Inter-American  Development  Bank  Fund  for  Special  Operations  budget  amendment, 

communication  from  President  of  United  States;  May  19,  1975.  1975.  [l]  +  2  p. 
[Corrected  print.]  + 

10751  159.  Stripper  well  lease  exemption,  communication  from  Administrator,  Federal  Energy 

Administration;  May  19,  1975.  1975.  [l]  +  6  p.  + 

10752  160.  Veto  of  Surface  mining  control  and  reclamation  act  of  1975,  message  from  President 

of  United  States;  May  20,  1975.  1975.  iv  +  74  p.  + 

10753  166.  NATO  cost-sharing  6th  quarterly  report,  message  from  President  of  United  States; 

June  2,  1975.1975.  [l]  +  5  p.  + 

10754  170.   Legislative   branch   budget  amendments,   communication  from   President  of  United 

States;  June  2,  1975.  1975.  [l]  +  6  p.  + 

10755  171.   Federal   Election   Commission   budget   amendments,   communication   from   President 

of  United  States.  June  2,  1975.  2  p.  + 

10756  172.  Actions  on  recommendations  of  Advisory  Council  on  Intergovernmental  Personnel 

Policy,  Jan.  1973,  communication  from  Deputy  Director,  Office  of  Management  and 
Budget,  Executive  Office  of  the  President;  June  2,  1975.  1975.  [l]  +  3  p.  + 

10757  173.   Actions   on   recommendations   of   National   Advisory   Council  on   Adult  Education, 

Mar.  1973,  communication  from  Deputy  Director,  Office  of  Management  and  Budget, 
Executive  Office  of  the  President;  June  2,  1975.  1975.  [1]  +  1  p.  + 

10758  174.  Actions  on  recommendations  of  National  Advisory  Commission  on  Education  Profes- 

sions Development,  Nov.  1973,  communication  from  Deputy  Director,  Office  of 
Management  and  Budget,  Executive  Office  of  the  President;  June  2,  1975.  1975. 
[l]  +  3p.  + 

10759  179.  Presidential  science  and  technology  advisory  organization  act  of  1975,  communication 

from  President  of  United  States;  June  9,  1975.  1975.  [l]+3  p.  + 

10760  183.  Community  planning  and  development  fiscal  year  1976  budget  amendment,  communi- 

cation from  President  of  United  States.  June  13,  1975.  2  p.  + 

10761  186.  Actions  on  recommendations  of  National  Advisory  Council  on  Extension  and  Con- 

tinuing Education,  Mar.  31,  1973,  communication  from  Deputy  Director,  Office  of 
Management  and  Budget,  Executive  Office  of  the  President;  June  16,  1975.  1975. 
[l]  +  4p.  + 

10762  188.  Department  of  State  budget  amendments,  communication  from  President  of  United 

States;  June  17,  1975.  1975.  [11  + 2  p.  + 

10763  193.  Rescission  of  funds  for  college  housing  direct  loan  program,  communication  from 

Comptroller  General  of  United  States.  June  19,  1975.  2  p.  + 

10764  194.    Examination   of   operations   of   Environmental   Financing   Authority,   Oct.   18,   1972- 

Mar.  31,  1975,  communication  from  Comptroller  General  of  United  States.  June  20, 
1975.  2  p.  + 

10765  195.  Energy  Research  and  Development  Administration  budget  amendments,  communica- 

tion from  President  of  United  States.  June  23,  1975.  2  p.  [Corrected  print.]  + 

10766  196.  Grants  to   Hoover  Institution  on  War,  Revolution,  and   Peace  budget  amendment, 

communication  from  President  of  United  States.  June  23,  1975.  2  p.  + 
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10767  197.  General  Services  Administration  budget  amendment,  communication  from   President 

of  United  States  June  23.  1975.  2  p.  + 

10768  212.  Commission  on   Federal  Paperwork   Budget  amendment,  communication   from   Pre- 

sident of  United  States.  July  9.  1975.  2  p.  + 

10769  213.  Deferral  of  funds  for  Youth  Conservation  Corps,  communication  from  Comptroller 

General  of  United  States.  July  9,  1975.  2  p.  + 

10770  217.   Review   of   proposed   rescissions   and   deferrals  of   budget  authority,   communication 

from  Comptroller  General  of  United  States;  July  18.  1975.  1975.  [11+5  p.  + 

10771  238.    Report   of   proceedings   of   Judicial   Conference   of   United    States.   Mar.   6-7.   mi 

1975.  vi  +  44  p.  [Also  issued  in  departmental  edition,  Ju  10 .10/2:975,  and  sent  to  deposi- 
tory   libraries    in    that    from.    See    Administrative    Office    of    United    States    Courts.) 

+ 

10772  243.   Domestic   Council   supplemental  appropriations,   communication   from    President  of 

United  States.  Sept.  8,  1975.  2  p.  + 

10773  244.  Privacy  Protection  Study  Commission  proposed  appropriations,  communication  from 

President  of  United  States.  Sept.  8,  1975.  2  p.  + 

10774  245.  Federal  Communications  Commission   supplemental  appropriations,  communication 

from  President  of  United  States.  Sept.  8,  1975.  2  p.  + 

10775  250.   Eighth  annual  report.  National  Advisory  Council  on  Economic  Opportunity.  June 

30,  1975.  xi  +  75  p.  [Also  issued  in  departmental  edition,  Y  3.Ec  7:1/975,  and  sent 
to  depository  libraries  in  that  form.  See  National  Advisory  Council  on  Economic 
Opportunity] 

10776  253.  Resolved,  that  Federal  Government  should  adopt  comprehensive  program  to  control 

land  use  in  United  States,  selected  excerpts  and  references  relating  to  intercollegiate 
debate  topic  for  1975-76,  pursuant  to  Public  law  88-246,  [with  Selected  bibliography 
on  land  use,  compiled  and  edited  by  Anne  Hodges  Morgan  ]  Congressional  Research 
Service,  Library  of  Congress.  1975.  vii+254  p.il.  [To  be  sent  to  depository  libraries 
as  Serial  13110-7.]  + 

10777  256.  Sale  of  Hawk  missiles  to  Jordan,  communication  from  President  of  United  States 

Sept.  17,  1975.  2  p.  + 

10778  262.  U.S.  participation  in  Middle  East  early  warning  system,  communication  from  Pre- 

sident of  United  States.  Sept.  30,  1975.  2  p.  + 

10779  265.    U.S.    Secret   Service    supplemental   appropriations,   communication    from    President 

of  United  States.  Sept.  30,  1975.  2  p.  + 

10780  268.   89th   annual  report  of  Interstate   Commerce   Commission,   fiscal  year  ending  June 

30,  1975.  [1975]  vi+137  p.il.  [Available  in  departmental  edition,  IC  1.1:975.  Paper, 
$1.65,  and  sent  to  depository  libraries  in  that  form.  See  Interstate  Commerce  Commis- 
sion] 

10781  291.  Commission  on  Federal  Paperwork  supplemental  appropriation,  communication  from 

President  of  United  States.  Oct.  30,  1975.  2  p.  + 

10782  293.  Disclosure  of  campaign  finances,  communication  from  Chairman,  Federal  Election 

Commission,  Dec.  4,  1975.  1975.  viii+37  p.  + 

10783  294.  Withdrawal  of  designation  of  Khmer  Republic  and  Vietnam.  South,  as  beneficiary 

developing  countries  ,  communication  from  President  of  United  States;  Nov.  3, 
1975.  1975.  [l]  +  l  p.  + 

10784  295.  Release  of  impounded  budget  authority,  communication  from  Comptroller  General 

of  United  States.  Nov.  4,  1975.  2  p.  + 

10785  296.   District  of  Columbia  budget,   fiscal  year  1976,   message  from   President  of  United 

States;  Nov.  5,  1975.  1975.  65  p.  + 

10786  297.   Legislative   branch   supplemental  appropriations,  communication   from   President  of 

United  States;  Nov.  6.  1975.  1975.  (l]  +  2  p.  + 

10787  298.  Delegate  selection,  communication  from  Vice  Chairman,  Federal  Election  Commis- 

sion; Nov.  6.  1975.  1975.  iii  +  60  p.  + 
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10788  299.   Review   of  deferrals   submitted   in   President's  4th   special  message   for  fiscal  year 

1976,  communication  from  Comptroller  General  of  United  States;  Nov.  7,  1975.  1975. 
Hl  +  3  p.  + 

10789  300.  Review  of  revised  deferrals  submitted  in  President's  5th  special  message  for  fiscal 

year  1976,  communication  from  Comptroller  General  of  United  States.  Nov.  7,  1975. 
3  p.  + 

10790  301.   Review   of  deferrals   submitted   in   President's  6th   special  message   for  fiscal  year 

1976,  communication  from  Comptroller  General  of  United  States.  Nov.  7,  1975.  3 
p.  + 

10791  302.  Release  of  funds  proposed  for  rescission  and  notice  of  deferment  of  civil  action 

for  failure  to  release  funds,  communication  from  Comptroller  General  of  United 
States.  Nov.  7,  1975.  2  p.  + 

10792  303.  Extension  of  amendment  to  stripper  well  lease  exemption  beginning  Nov.  30,  1975, 

communication  from  Administrator,  Federal  Energy  Administration;  Nov.  10,  1975. 
1975.  iv  +  5  p.  + 

10793  305.  Intended  designation  of  beneficiary  developing  countries  as  provided  in  Trade  act, 

communication  from  President  of  United  States;  Nov.  11,  1975.  1975.  [l]  +  7  p.  + 

10794  307.  Motor  carrier  reform  act,  message  from  President  of  United  States;  Nov.  13,  1975. 

1975.  [l]  +  25  p.  + 

10795  308.   Legislative  branch   supplemental  appropriations,  communication   from   President  of 

United  States;  Nov.  13,  1975.  1975.  [1]  +  1  p.  + 

10796  313.  Office  accounts,  communication  from  Chairman,  Federal  Election  Commission;  Dec. 

3,  1975.  1975.  [1]  +  10  p.  + 

10797  314.  Document  filing,  communication  from  Chairman,  Federal  Election  Commission;  Dec. 

3,  1975.1975.  [l]  +  3  p.  + 

10798  317.    Assistance   to   Greece,   communication   from    President   of   United    States;   Dec.   8, 

1975.  1975.  [l]  +  2  p.  + 

10799  318.  Turkish  opium  poppy  control,  communication  from  President  of  United  States;  Dec. 

8,  1975.  1975.  [l]  +  2  p.  + 

10800  319.  Tennessee  Valley   Authority,  examination  of  financial  statements,  fiscal  year  1975, 

communication  from  Comptroller  General  of  United  States;  Dec.  8,  1975.  1975. 
[61  +  ii  +  44  p.  + 

10801  322.  Review  of  proposed  rescissions  and  deferrals  of  budget  authority,  communication 

from  Comptroller  General  of  United  States;  Dec.  15,  1975.  1975.  [l]  +  5  p.  + 

10802  324.  Status  of  impounded  budget  authority  and  legislative  recommendation,  communica- 

tion from  Comptroller  General  of  United  States;  Dec.  16,  1975.  1975.  [l]  +  2  p.  + 

10803  325.  Veto  of  Revenue  adjustment  act  of  1975,  message  from  President  of  United  States 

vetoing  H.R.5559;  Dec.  17,  1975.  1975.  iv  +  7  p.  + 

10804  326.  Veto  of  Departments  of  Labor  and  Health,  Education,  and  Welfare  appropriations 

act,  1976,  message  from  President  of  United  States  vetoing  H.R.8069;  Dec.  19,  1975. 
1975.  iii  +  25  p.  + 

10805  343.    Budget    of    United    States    Government,    fiscal    year    1977.    [1976.]    iv  +  6+385    p.il. 

[Available  in  departmental  edition,  PrEx  2.8:977,  Paper,  $3.45,  and  sent  to  depository 
libraries  in  that  form.  See  Management  and  Budget  Office] 

10806  344.    Budget   of   United    States   Government,   fiscal   year   1977,   appendix.    [1976.]   955   p. 

4°  [Available  in  departmental  edition,  PrEx  2.8:977/app.,  Paper,  $19.20,  and  sent 
to  depository  libraries  in  that  form.  See  Management  and  Budget  Office.] 

10807  347.  Annual  report  of  Secretary  of  Treasury  on  state  of  finances  for  fiscal  year  ended 

June  30,  1975.  [1975.]  xxxvii+591  p.  ([Department  of  Treasury  document  3266.]) 
[Available  in  departmental  edition,  T  1.1:975,  Paper,  $5.15,  and  sent  to  depository 
libraries  in  that  form.  See  Treasury  Department.] 

10808  347.  Annual  report  of  Secretary  of  Treasury  on  state  of  finances  for  fiscal  year  ended 

June  30,  1975,  pt.2,  statistical  appendix.  [1976.]  vi+367  p.  ([Department  of  Treasury 
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document   3266A.|>   [Available   in  departmental  edition,  T  l.l:975/app..   Paper,  S3. 70. 
and  sent  to  depository  libraries  in  that  form.  See  Treasury  Department  | 

10809  398.    Rescission,    deferral    budget,    fiscal    year   I97s\    message    from    President   of    United 

States;  Nov.  26.  1974.  1974.  |249|  p.  + 

10810  405.  United  Stales  contributions  to  international  organizations,  communication  from  Act 

ing  Secretary  of  State.  1974.  xiv  +  102  p.  9  pi.  + 

House  reports 

Note— For  titles  of  bills  which  these  reports  accompany,  see  Congressional  record  index. 

House   reports  on   private   bills,   94th  Congress.    +  House   Documents 
Room,  Capitol.     •Item  1008-B 

10811  77.   Charles   P.   Bailey.    Report   from   Committee   on   Judiciary   to   accompany    H.R.2562. 

Mar.  18.  1975.  5  p. 

10812  78.    Raymond    Monroe.    Report   from    Committee   on   Judiciary   to   accompany    H.R  3382. 

Mar.  18,  1975.  4  p. 

10813  79   Tri-State  Motor  Transit  Company.  Report  from  Committee  on  Judiciary  to  accompany 

H.R.4056.  Mar.  18,  1975.  3  p. 

10814  82.   Robert  M.  Johnston.   Report  from   Committee   on  Judiciary   to  accompany   H.R. 1401 

Mar.  19,  1975.  3  p. 

10815  83.  Stephanie  Kahn  and  Barbara  Heyman.  Report  from  Committee  on  Judiciary  to  accom- 

pany H.R.1421.  Mar.  19,  1975.  5  p. 

10816  84.   Howard  D.   Harden.   Report  from  Committee  on  Judiciary   to  accompany  H  R.I649 

Mar.  19,  1975.  6  p. 

10817  86.  Mrs.  Dorothy  Hinck.  Report  from  Committee  on  Judiciary  to  accompany  H  R  2946 

Mar.  19.  1975.  4  p. 

10818  87.   Randall   L.  Talbot.   Report  from   Committee   on  Judiciary   to  accompany   H.R. 3526. 

Mar.  19,  1975.  5  p. 

10819  126.  Raul  Alvarez  Rodriguez.  Report  from  Committee  on  Judiciary  to  accompany  H.R. 1387. 

Apr.  8,  1975.  4  p. 

10820  127.    Guadalupe    Villegas-Cantu.    Report    from    Committee    on    Judiciary    to    accompany 

H.R.1388.  Apr.  8,  1975.4  p. 

10821  128.  Jacinta  Roque  Gonzalez  Lopez.  Report  from  Committee  on  Judiciary  to  accompany 

H.R.1303.  Apr.  8,  1975.  5  p. 

10822  129.   Joseph    Hoffman.    Report   from    Committee   on   Judiciary    to   accompany    H.R. 1408. 

Apr.  8,  1975.  8  p. 

10823  130.  Steve  P.  Reese.  Report  from  Committee  on  Judiciary  to  accompany  H.R. 1510    Apr. 

8,  1975.  5  p. 

10824  131.  Victor  Henrique  Carlos  Gibson    Report  from  Committee  on  Judiciary  to  accompany 

H.R.1553.  Apr.  8,  1975.  15  p. 

10825  132.    Hendrika    Koenders    Lyne.    Report    from    Committee    on    Judiciary    to    accompany 

H.R.1556.  Apr.  8,  1975.  4  p. 

10826  133.  Plotemia  Mabanag  Bareng  and  Bastiana  Lilian  Mabaneg  Barcng   Report  from  Commit- 

tee on  Judiciary  to  accompany  H.R. 1757.  Apr.  8.  1975.  7  p. 

10827  134.    Maria   Gilda   Jiminez-Alcala.    Report   from   Committee   on   Judiciary    to   accompany 

H.R.2119.  Apr.  8.  1975.  4  p. 

10828  393.  Boulos  Stephan.  Report  from  Committee  on  Judiciary   to  accompany  H.R. 1391.  July 

25,  1975.  8  p. 
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10829  394.   Marta   Lidia  Corletto  Padro.   Report  from   Committee  on  Judiciary   to  accompany 

H.R.1427.  July  25,  1975.  4  p. 

10830  395.    Marisa   Marzano.    Report   from    Committee   on   Judiciary    to   accompany    H.R.1507. 

July  25,  1975.  4  p. 

10831  396.    Kevin    Patrick    Saunders.    Report    from    Committee    on    Judiciary    to    accompany 

H.R.  1645.  July  25,  1975.  13  p. 

10832  397.   Gabriel   Edgar  Buchowiecki.   Report  from   Committee   on  Judiciary   to   accompany 

H.R.1647.  July  25,  1975.  14  p. 

10833  398.    Leonard    Alfred    Brownrigg.    Report   from   Committee   on   Judiciary   to   accompany 

H.R.2399.  July  25,  1975.  6  p. 

10834  399.  Peter  Olav  Mesikepp.  Report  from  Committee  on  Judiciary  to  accompany  H.R. 2502. 

July  25,  1975.  6  p. 

10835  400.  Candido  Badua.  Report  from  Committee  on  Judiciary  to  accompany  H.R. 2776.  July 

25,  1975.  15  p. 

10836  401.  Tze  Tsun   Li.   Report  from   Committee  on  Judiciary   to  accompany   H.R. 3372.  July 

25,  1975.  5  p. 

10837  402.   Manuel   Bonotan.    Report  from   Committee   on   Judiciary   to   accompany   H.R. 4939. 

July  25,  1975.  7  p. 

10838  403.   Luigi   Santaniello.    Report  from   Committee   on   Judiciary   to   accompany   H.R. 7494. 

July  25,  1975.  6  p. 

10839  404.   Cheryl   Lynn    V.   Camacho.    Report   from    Committee   on   Judiciary    to   accompany 

H.R.2118.  July  25,1975.  6  p. 

10840  406.  Juliet  Elizabeth  Tozzi.  Report  from  Committee  on  Judiciary  to  accompany  H.R. 1425. 

July  25,  1975.  10  p. 

10841  407.  Valerie  Ann  Phillips,  nee  Chambers.  Report  from  Committee  on  Judiciary  to  accom- 

pany H.R.4046.  July  25,  1975.  12  p.il. 

10842  408.  Mitsue  Karimata  Stone.  Report  from  Committee  on  Judiciary  to  accompany  H.R. 4113. 

July  25,  1975.  9  p. 

10843  429.   Dr.   Gemot  M.   R.   Winkler.   Report   from   Committee   on  Judiciary   to   accompany 

H.R.1558.  July  31,  1975.  5  p. 

10844  430.  Joseph  J.  Andrews.  Report  from  Committee  on  Judiciary  to  accompany  H.R. 3815. 

July  31,  1975.  4  p. 

10845  431.  John  A.  Townsley.   Report  from   Committee   on  Judiciary  to  accompany  H.R. 3816. 

July  31,  1975.  3  p. 

10846  432.   Billings  Gazette,  and  others.   Report  from  Committee  on  Judiciary  to  accompany 

H.R.3817.  July  31,  1975.  4  p. 

10847  434.    Leah    Maureen    Anderson.    Report    from    Committee    on    Judiciary    to    accompany 

H.R.4829.  July  31,  1975.4  p. 

10848  435.    Lucie   Stein.   Report  from   Committee   on  Judiciary   to  accompany   H.R. 5752.  July 

31,  1975.  4  p. 

10849  436.  Walma  T.  Thompson.  Report  from  Committee  on  Judiciary  to  accompany  H.R.6156. 

July  31,  1975.  3  p. 

10850  437.   Certain  postmasters   charged   with  postal  deficiencies.  Report  from  Committee  on 

Judiciary  to  accompany  H.R.6512.  July  31,  1975.  4  p. 

10851  438.  Joyce  Ann   Farrior.   Report  from   Committee  on  Judiciary  to  accompany  H.R. 2110. 

July  31,  1975.  2  p. 

10852  520.    Mrs.    Louise    G.    Whalen.    Report    from    Committee    on    Judiciary    to    accompany 

H.R.2279.  Sept.  29,  1975.  18  p. 
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10853  556.  Day's  Sportswear,  Inc.  Report  from  Committee  on  Judiciary  to  accompany  H  R.4654 

Oct.  9,  1975.  4  p. 

10854  557.  John  J.  F.gan.  Report  from  Committee  on  Judiciary  to  accompany  H. Res. 222.  Oct. 

9,  1975.  5  p. 

10855  558.  James  J.  Caldwell.   Report  from   Committee  on  Judiciary  to  accompany   H.R.2943. 

Oct.  9,  1975.  9  p. 

10856  576.    Terrence    Jarome    Caguiat.    Report    from    Committee    on    Judiciary    to    accompany 

H.R.1758.  Oct.  28,  1975.  7  p. 

10857  577.  Malgorzata  Kuzniarek  Czapowski.  Report  from  Committee  on  Judiciary  to  accom- 

pany H.R.2495.  Oct.  28  ,  1975.  10  p. 

10858  578.   Maria   Sylvia  Macias   Elliott.   Report  from   Committee   on  Judiciary   to  accompany 

H.R.2940.  Oct.  28,  1975.  5  p. 

10859  579.   Susan    Rosemary    Harwood.    Report   from   Committee   on   Judiciary   to   accompany 

H.R.2941.  Oct.  28,  1975.4  p. 

10860  580.   Yolanda   E.   Vez.    Report  from   Committee   on   Judiciary   to   accompany    H.R.5052. 

Oct.  28,  1975.  7  p. 

10861  581.  Leonor  Young.  Report  from  Committee  on  Judiciary  to  accompany  H.R.7882.  Oct. 

28,  1975.  7  p. 

10862  582.  Edward  Drag.  Report  from  Committee  on  Judiciary  to  accompany  H.R.7908.  Oct. 

28,  1975.  7  p. 

10863  583.  Suk  Chin  and  Hae  Suk  Chin.  Report  from  Committee  on  Judiciary  to  accompany 

H.R.1304.  Oct.  28,  1975.  12  p. 

10864  584.   Mee   Kyung  Cho   and   Hee   Kyung  Cho.   Report  from   Committee  on  Judiciary   to 

accompany  H.R.1395.  Oct.  28,  1975.  14  p. 

10865  585.  Sun  Yang  Kim  and  Sun  Mi  Kim.  Report  from  Committee  on  Judiciary  to  accompany 

S.I653.  Oct.  28,  1975.  7  p. 

10866  587.  Dino  Mendoza  Pascua.  Report  from   Committee  on  Judiciary  to  accompany   S.55. 

Oct.  28,  1975.  4  p. 

10867  588.  Jesus  Cortez   Pineda.   Report  from   Committee   on   Judiciary   to   accompany   S.447. 

Oct.  28,  1975.  5  p. 

10868  589.  Heung  Soon  Kim.  Report  from  Committee  on  Judiciary  to  accompany  S.605.  Oct. 

28,  1975.  4  p. 

10869  621.    Sang   Kook   Chung   and   Hwa   Soon   Chung.   Report   from   Committee   on   Judiciary 

to  accompany  H.R.1396.  Nov.  4,  1975.  12  p. 

10870  622.   Ae   Sook  and   Mi  Yun   Lee.   Report  from   Committee   on  Judiciary   to   accompany 

H.R.1397.  Nov.  4,  1975.  13  p. 

10871  624.  Comdr.  Stanley  W.   Birch,  jr.  Report  from  Committee  on  Judiciary  to  accompany 

H.R.8027.  Nov.  4,  1975.  7  p. 

10872  627.   Maria   Del   Carmen    Alvarado   Martinez.   Report   from   Committee   on   Judiciary   to 

accompany  H.R.1399.  Nov.  6,  1975.  5  p. 

10873  628.  Jennifer  Anne  Blum.  Report  from  Committee  on  Judiciary  to  accompany  H.R.4038. 

Nov.  6,  1975.  4  p. 

10874  629.   Violetta  Cebreros.   Report  from   Committee  on  Judiciary   to  accompany   H.R.5648. 

Nov.  6,  1975.  6  p. 

10875  630.  Chu  Wol  Kim.  Report  from  Committee  on  Judiciary  to  accompany  H.R.5750.  Nov. 

6,  1975.  4  p. 

10876  631.  Koviljka  C.  Clendenen.  Report  from  Committee  on  Judiciary  to  accompany  H.R.6392. 

Nov.  6,  1975.  6  p. 
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10877  633.  Permitting  recall  to  active  duty  of  J.  Edward  Snyder,  jr.,  USN  (Ret.),  in  command 

status  as  Oceanographer  of  the  Navy.  Report  from  Committee  on  Armed  Services 
to  accompany  H.R.7113.  Nov.  6,  1975.  6  p. 

10878  641.  Jung  Shik  Yang.  Report  from  Committee  on  Judiciary  to  accompany  H.R.8451.  Nov. 

7,  1975.  5  p. 

10879  653.  Randy  E.  Crismundo.  Report  from  Committee  on  Judiciary  to  accompany  H.R.8863. 

Nov.  12,  1975.  3  p. 

10880  682.   For  relief  of  Oscar   H.   Barnett.   Report  from   Committee   on   Interior  and   Insular 

Affairs  to  accompany  H.R.4941.  Nov.  25,  1975.  3  p. 

House   reports   on   public  bills,   93d  Congress.    +  House  Documents 
Room,  Capitol.    •Item  1008- A 

10881  801.   Authorizing  the   Speaker  to  administer  oath   of  office  to  John  P.   Murtha.  Report 

from  Committee  on  House  Administration  to  accompany  H.Res.871.  Feb.  20,  1974. 
2  p. 

10882  810.  Special  authorization  for  transfer  of  State  Department  property  in  Venice.  Report 

from  Committee  on  Foreign  Affairs  to  accompany  H.R.  12341.  Feb.  26,  1974.  3  p. 

10883  811.  Foreign  service  buildings  act,  1926,  Report  from  Committee  on  Foreign  Affairs  to 

accompany  H.R.12465.  Feb.  26,  1974.  3  p. 

10884  868.  Authorizing  printing  of  additional  copies  of  pt.l  of  Senate  committee  print  entitled 

Confidence  and  concern,  citizens  view  American  Government,  survey  of  public 
attitudes.  Report  from  Committee  on  House  Administration  to  accompany 
S.Con.Res.61.  Mar.  4,  1974.  1  p. 

10885  891.  Tennessee  Valley  Authority  pollution  control  facilities.  Report  from  Committee  on 

Public  Works  together  with  supplementary  and  minority  views  to  accompany 
H.R.U929.  Mar.  12,  1974.  42  p.  [Corrected  print.] 

10886  903.  Amending  Organic  act  of  Guam  to  place  certain  lands  within  jurisdiction  of  govern- 

ment of  Guam,  and  for  other  purposes.  Report  from  Committee  on  Interior  and 
Insular  Affairs  to  accompany  H.R. 11573.  Mar.  12  ,  1974.  11  p. 

10887  920.  Providing  for  consideration  of  H.R. 12920.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.994.  Mar.  19,  1974.  1  p. 

10888  1114.   Housing  and  urban  development  act  of  1974.  Report  together  with  dissenting  and 

supplemental  views  from  Committee  on  Banking  and  Currency  to  accompany 
H.R.15361.  June  17,  1974.  216  p. 

10889  1132.  Treasury,  Postal  Service,  and  general  Government  appropriation  bill,  1975.  Report 

together  with  separate  views  from  Committee  on  Appropriations  to  accompany 
H.R.15544.  June  20,  1974.  56  p. 

10890  1196.  Vietnam,  changing  crucible,  report  from  study  mission  to  South  Vietnam.  [Report 

from  Committee  on  Foreign  Affairs]  pursuant  to  H.Res.267;  July  15,  1974.  1974. 
ix  +  46  p. 

10891  1222.   Extension  of  certain  agricultural  programs  to  Guam.  Report  from  Committee  on 

Agriculture  to  accompany  H.R. 13267.  July  25,  1974.  4  p. 

10892  1254.  Authorizing  erection  of  monument  to  dead  of  First  Infantry  Division,  U.S.  Forces 

in  Vietnam.  Report  from  Committee  on  House  Administration  to  accompany 
S.J.Res.66.  Aug.  1,  1974.  1  p. 

10893  1308.   Waiving  certain   points   of  order  against  conference   report  on   bill   S.821.   Report 

from  Committee  on  Rules  to  accompany  H. Res. 1337.  Aug.  20,  1974.  1  p. 

10894  1320.    Amendments   of   military    personnel   and   civilian   employees'   claims   act   of   1964, 

as  amended,  with  respect  to  settlement  of  claims  against  United  States  by  members 
of  uniformed  services  and  civilian  officers  and  employees  for  damage  to,  or  loss 
of,  personal  property  incident  to  their  service.  Report  from  Committee  on  Judiciary 
to  accompany  H.R.7135.  Aug.  22,  1974.  10  p. 

10895  1363.   Making  appropriations  for  Department  of  Defense,   fiscal  year,   1975.  Conference 

report  to  accompany  H.R.16243.  Sept.  18,  1974.  32  p.  [Corrected  print.] 
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1382.  National  health  policy,  planning,  and  resources  development  act  of  1974  Report 
together  with  additional  views  by  Committee  on  Interstate  and  Foreign  Commerce 
to  accompany  HR  16204.  Sept   26,  1974.  iv  I  159  p 

1415.  Forest  Service  fire  protection  contracts  Report  from  Committee  on  Agriculture 
to  accompany  H.R.12071.  Oct.  2.  1974.  25  p. 

1485.  People's  Counsel  for  Public  Service  Commission.  Report  from  Committee  on  District 
of  Columbia  to  accompany  HR. 17450.  Nov.  20,  1974.  10  p. 

1492.  Minimum  grade  standards  for  grapes  and  plums.  Report  from  Committee  on  Agricul- 
ture to  accompany  HR. 13022.  Nov.  25,  1974.  3  p. 

1507.  Presidential  recordings  and  materials  preservation  act.  Report  from  Committee  on 
House  Administration  to  accompany  S.40I6.  Nov.  27,  1974.  25  p. 

1510.  Nurse  training  act  of  1974.  Report  from  Committee  on  Interstate  and  Foreign  Com- 
merce to  accompany  HR. 17085.  Nov.  29,  1974.  56  p. 

1545.  Military  construction  authorization,  fiscal  year  1975.  Conference  report  to  accompany 
H.R.16136.  Dec.  10,  1974.  43  p. 

1609.  Confirmation  of  Nelson  A.  Rockefeller  as  Vice  President  of  United  States  Report 
together  with  supplemental,  dissenting  and  separate  views  from  Committee  on  Judici- 
ary to  accompany  H. Res. 1511.  Dec.  17,  1974.  50  p. 

1610.  Conference  report  on  Foreign  assistance  act  of  1974,  S.3394:  Dec.  17,  1974.  1974. 
iv  +53  p. 

1621.  Public  service  employment.  Conference  report  to  accompany  HR. 16596.  Dec.  17, 
1974.  24  p. 

1649.  Reducing  abuses  in  proprietary  vocational  education  Twenty-seventh  report  by 
Committee  on  Government  Operations,  Dec.  30,  1974.  1974.  v  +  45  p. 

1654.  Report  of  Committee  on  Agriculture  on  activities  during  93d  Congress.  Report 
of  Committee  on  Agriculture;  Jan.  2,  1975.  1975.  iii  +  26  p. 

1656.  Activities  and  summary  report  of  Committee  on  District  of  Columbia.  93d  Congress, 
1973-74;  Jan.  2  ,  1975.  1975.  vi  +  [l]  +  65  p. 

1665.  Committee  on  Public  Works,  legislative  history,  93d  Congress,  1st  session,  Jan. 
3-Dec.  22,  1973,  2d  session  Jan.  21-Dec.  20,  1974;  Jan.  2,  1975.  1975.  ix  +  [l]  +  64  p. 

1666.  Legislative  and  review  activities  of  Committee  on  Interior  and  Insular  Affairs 
during  93d  Congress;  Jan.  2,  1975.  1975.  vii  +  (l]  +  33  p. 

House  reports  on  public  bills,  94th  Congress.    +  House  Documents 
Room,  Capitol.     #Item  1008-A 

3.  Providing   for   consideration   of    HR.    1767,   as   introduced   on   Jan.    23,   1975.    Report 

from  Committee  on  Rules  to  accompany  H. Res. 142.  Feb.  4,  1975.  1  p. 

4.  Consideration  of  H.R.2634.  Report  from  Committee  on  Rules  to  accompany  H  Res.143. 

Feb.  4,  1975.  1  p. 

11.  Providing  for  consideration  of  H.R.2051.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.173.  Feb.  18,  1975.  1  p. 

12.  Establishing    Select   Committee    on    Intelligence.    Report   from    Committee   on    Rules 

to  accompany  H. Res.  138.  Feb.  18,  1975.  1  p. 

15.  Waiving  certain  points  of  order  against  H.J. Res. 210.  Report  from  Committee  on  Rules 
to  accompany  H. Res. 223.  Feb.  19,  1975.  1  p. 

43.  Providing  funds  for  expenses  of  Committee  on  Ways  and  Means,  pt  2.  Supplemental 
report  to  report  94-43  from  Committee  on  House  Administration  to  accompany 
H. Res. 275.  Mar.  17,  1975.  1  p. 

45.  Surface  mining  control  and  reclamation  act  of  1975.  Report  together  with  additional, 
dissenting  and  separate  views  of  Committee  on  Interior  and  Insular  Affairs  to  accom- 
pany H.R.25;  Mar.  6,  1975.  1975.  iv  +  211  p.il. 
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10918  47.  Resolution  disapproving  deferral  of  budget  authority,  Department  of  Defense,  civil. 

Department  of  Army,  Corps  of  Engineers,  civil,  flood  control,  Mississippi  River 
and  tributaries.  Report  from  Committee  on  Appropriations  to  accompany  H. Res. 242. 
Mar.  7,  1975.  2  p. 

10919  48.  Resolution  disapproving  deferral  of  budget  authority,  Department  of  Interior,  Bureau 

of  Reclamation,  loan  program.  Report  from  Committee  on  Appropriations  to  accom- 
pany H.Res.243.  Mar.  7,  1975.  2  p. 

10920  49.  Resolution  disapproving  deferral  of  budget  authority,  Department  of  Interior,  Bureau 

of  Reclamation,  construction  and  rehabilitation.  Report  from  Committee  on  Ap- 
propriations to  accompany  H. Res. 244.  Mar.  7,  1975.  2  p. 

10921  50.  Resolution  disapproving  deferral  of  budget  authority,  Department  of  Interior,  Bureau 

of  Reclamation,  Colorado  River  Basin  Project.  Report  from  Committee  on  Appropria- 
tions to  accompany  H. Res. 245.  Mar.  7,  1975.  2  p. 

10922  51.  Resolution  disapproving  deferral  of  budget  authority,  Department  of  Interior,  Bureau 

of  Reclamation,  Upper  Colorado  River  storage  project.  Report  from  Committee 
on  Appropriations  to  accompany  H. Res. 246.  Mar.  7,  1975.  2  p. 

10923  69.  Providing  for  confirmation  of  nominations  for  appointment  of  6  members  of  Federal 

Election  Commission.  Report  from  Committee  on  House  Administration  to  accom- 
pany H.Res.314.  Mar.  17,  1975.  1  p.  , 

10924  70.  Providing  funds  for  expenses  of  Committee  on  Standards  of  Official  Conduct.  Report 

from  Committee  on  House  Administration  to  accompany  H. Res. 162.  Mar.  17,  1975. 
2  p. 

10925  80.  Providing  for  consideration  of  H.R.4485.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.337.  Mar.  18,  1975.  1  p. 

10926  180.    Providing   for   consideration   of   conference   report   on   bill   H.R.6096.   Report   from 

Committee  on  Rules  to  accompany  H. Res. 425.  Apr.  28,  1975.  1  p. 

10927  181.  Hearings  on  selected  programs  of  Small  Business  Administration.  Report  of  Subcom- 

mittee on  SBA  Oversight  and  Minority  Enterprise  of  Committee  on  Small  Business. 
Apr.  30,  1975.  v  + [1]  +  16  p. 

10928  233.  Providing  for  printing  of  House  document,  Federal  election  campaign  laws  relating 

to  U.S.  House  of  Representatives.  A  report  from  Committee  on  House  Administration 
to  accompany  H.Con.Res.269.  May  21,  1975.  1  p. 

10929  235.  Providing  for  consideration  of  H.R.6900.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.489.  May  21,  1975.  1  p. 

10930  247.    Federal   rules    of   criminal   procedure    amendments   act,   pt.2.    Supplemental   report 

from  Committee  on  Judiciary  to  accompany  report  94-247  and  H.R.6799.  June  3, 
1975.  lp. 

10931  254.  Providing  for  consideration  of  H.R.5884.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.504.  June  3,  1975.  1  p. 

10932  255.  Providing  for  consideration  of  H.R.6860.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.505.  June  3,  1975.  1  p. 

10933  256.  Providing  for  consideration  of  S.818.  Report  from  Committee  on  Rules  to  accompany 

H. Res. 506.  June  3,  1975.  1  p. 

10934  261.  Providing  for  consideration  of  H.R.6676.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.511.  June  4,  1975.  1  p. 

10935  262.  Providing  for  consideration  of  H.R.6706.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.512.  June  4,  1975.  1  p. 

10936  263.  Providing  for  consideration  of  H.R.6799.  Report  from  Committee  on  Rules  to  accom- 

pany H.Res.513.  June  4,  1975.  1  p. 

10937  269.  Urgent  supplemental  appropriations  for  summer  youth  employment  and  recreation. 

Report  from  Committee  on  Appropriations  to  accompany  H.J.Res.492.  June  9,  1975. 
2  p. 
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277.  Providing  for  consideration  of  S.555.  Report  from  Committee  on  Rules  to  accompany 
H  Res  527   June  10,  1975.  1  p. 

453.  Providing  for  consideration  of  H.R.8650.  Report  from  Committee  on  Rules  to  accom- 
pany H  Res.692.  Sept.  4.  1975.  I  p. 

455.  Providing  for  consideration  of  H.R.8800.  Report  from  Committee  on  Rules  to  accom- 
pany H.Res.694    Sept.  4,  1975.  I  p. 

497.  Extension  and  amendment  of  Federal  insecticide,  fungicide,  and  rodenticide  act. 
as  amended.  Report  together  with  supplemental,  additional,  and  dissenting  laws  from 
Committee  on  Agriculture  to  accompany  H.R.884I.  Sept.  19.  1975.  83  p. 

501.  Consideration  of  H.R.8617.  Report  from  Committee  on  Rules  to  accompany  H. Res. 731. 
Sept.  23,  1975.  1  p. 

507.  Providing  for  establishment  of  Constitution  for  Virgin  Islands,  pt.2.  Supplemental 
report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany  H.R.9460. 
Sept.  26,  1975.  1  p. 

508.  Providing  for  establishment  of  Constitution  for  Guam.  pt.2.  Supplemental  report 
from  Committee  on  Interior  and  Insular  Affairs  to  accompany  H.R.9491.  Sept  24, 
1975.  1  p. 

521.  Consideration  of  H.R.9500.  Report  from  Committee  on  Rules  to  accompany 
H.Res.751.  Sept.  20,  1975.  1  p. 

522.  Waiving  certain  points  of  order  against  H.R.9861.  Report  from  Committee  on  Rules 
to  accompany  H. Res. 752.  Sept.  29,  1975.  1  p. 

523.  Consideration  of  H.R.7988.  Report  from  Committee  on  Rules  to  accompany 
H.Res.757.  Sept.  30,  1975.  1  p. 

524.  Consideration  of  H.R.8672.  Report  from  Committee  on  Rules  to  accompany 
H.Res.758.  Sept.  30,  1975.  1  p. 

525.  Consideration  of  H.R.200.  Report  from  Committee  on  Rules  to  accompany  H. Res. 760. 
Oct.  1,  1975.  1  p. 

544.  Truth  in  leasing  act,  pt.2.  Supplemental  report  from  Committee  on  Banking,  Cur- 
rency, and  Housing  to  accompany  H.R.8835.  Oct.  20,  1975.  1  p. 

552.  Disapproving  regulation  proposed  by  Federal  Election  Commission.  Report  from 
Committee  on  House  Administration  to  accompany  H. Res. 780.  Oct.  9,  1975.  1  p. 

10952  554.  Providing  additional  funds  for  Committee  on  House  Administration  to  provide  com- 

puter services  for  Committee  on  Appropriations  of  House.  Report  from  Committee 
on  House  Administration  to  accompany  H.Res.772.  Oct.  9,  1975.  1  p. 

10953  608.    Second   concurrent   resolution   on   budget,   fiscal   year  1976.   Report   of   Committee 

on  Budget  to  accompany  H.Con.Res.466.  Oct.  31,  1975.  iii  +  100  p. 

10954  645.  Supplemental  appropriations  bill,  1976.  Report  together  with  supplemental  and  addi- 

tional views  from  Committee  on  Appropriations  to  accompany  H.R. 10647.  Nov.  7, 
1975.  59  p. 

10955  649.   Guaranteeing  constitutional   right   to   vote   and   to   provide   uniform   procedures   for 

absentee  voting  in  Federal  elections  in  case  of  citizens  outside  United  States,  pt.*. 
Supplemental  report  from  Committee  on  House  Administration  to  accompany  S.95 
Dec.  3,  1975.1  p. 

10956  650.    Consideration    of    H.R.7863.    Report    from    Committee    on    Rules    to    accompany 

H.Res.859.  Nov.  II,  1975.  1  p. 

10957  651.    Consideration    of    H.R.1003I.    Report    from    Committee    on    Rules    to    accompany 

H.Res.860.  Nov.  11,  1975.  1  p. 

10958  652.    Consideration    of    H.R.I0585.    Report    from    Committee    on    Rules    to    accompany 

H.Res.861.  Nov.  II,  1975.  1  p. 

10959  659.   Effects  of  New  York  City's  fiscal  crisis  on  small  business.  Report  together  with 

additional  and  dissenting  views  of  Subcommittee  on  SBA  Oversight  and  Minority 
Enterprise  of  Committee  on  Small  Business;  Nov.  13.  1975.  1975.  v  +  [l]+30  p. 
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10960  665.    Consideration    of    H.R. 10481.    Report    from    Committee    on    Rules    to    accompany 

H.Res.865.  Nov.  14,  1975.  1  p. 

10961  666.  Consideration  of  S.2667.  Report  from  Committee  on  Rules  to  accompany  H. Res. 866. 

Nov.  14,  1975.  1  p.  [Corrected  print.) 

10962  672.  Consideration  of  H.R. 30.  Report  from  Committee  on  Rules  to  accompany  H. Res. 869. 

Nov.  18,  1975.  1  p. 

10963  674.    Consideration    of    H.R. 8578.    Report    from    Committee    on    Rules    to    accompany 

H.Res.870.  Nov.  18,  1975.  1  p. 

10964  675.    Consideration    of    H.R. 8631.    Report    from    Committee    on    Rules    to    accompany 

H.Res.871.  Nov.  18,  1975.  1  p. 

10965  687.  W.R.  Poage  Federal  Building.  Report  from  Committee  on  Public  Works  and  Trans- 

portation to  accompany  H.R. 9348.  Dec.  2,  1975.  2  p. 

10966  690.  Consideration  of  S.95.  Report  from  Committee  on  Rules  to  accompany  H. Res. 902. 

Dec.  3,1975.  1  p. 

10967  692.    Consideration    of    H.R. 10624.    Report    from    Committee    on    Rules    to    accompany 

H.Res.905.  Dec.  4,  1975.  1  p. 

10968  698.   Second   concurrent   resolution   on   budget,   fiscal   year  1976.   Conference   report  to 

accompany  H.Con.Res.466.  Dec.  8,  1975.  12  p. 

10969  699.  Renegotiation  act  amendments  of  1975.  Report  together  with  minority  and  additional 

views  from  Committee  on  Banking,  Currency,  and  Housing  to  accompany  H.R. 10680. 
[1975.]  51  p. 

10970  702.  Providing  medical  benefits  to  survivors  of  any  veteran  who  at  time  of  death  was 

suffering  from  total  and  permanent  service-connected  disability.  Report  from  Commit- 
tee on  Veterans'  Affairs  to  accompany  H.R. 1547.  Dec.  10,  1975.  4  p. 

10971  704.  Release  of  names  and  addresses  of  present  and  former  personnel  of  armed  services 

by  Administrator  of  Veterans'  Affairs.  Report  from  Committee  on  Veterans'  Affairs 
to  accompany  H.R.10268.  Dec.  10,  1975.  8  p. 

10972  705.   Care   of   veterans   in   State   homes.   Report   together  with   supplemental  concurring 

views  from  Committee  on  Veterans'  Affairs  to  accompany  H.R. 10394.  Dec.  10,  1975. 
5  p. 

10973  706.   Authorizing  funds   for  continuing  activities  of  standing  and   select  committees  of 

House  of  Representatives.  Report  from  Committee  on  House  Administration  to  ac- 
company H.Res.906.  Dec.  10,  1975.  1  p. 

10974  707.  Consideration  of  conference  report  on  H.R. 3474.  Report  from  Committee  on  Rules 

to  accompany  H.Res.919.  Dec.  10,  1975.  1  p. 

10975  732.  Natural  gas  emergency  act  of  1975.  Report  together  with  dissenting  and  supplementa- 

ry   views    from    Committee    on    Interstate    and    Foreign    Commerce    to    accompany 
H.R.9464.  Dec.  15,  1975.  229  p.il. 

10976  734.    Consideration    of    H.R. 8235.    Report    from    Committee    on    Rules    to    accompany 

H.Res.929.  Dec.  15,  1975.  1  p. 

10977  735.    Consideration    of    H.R.9771.    Report    from    Committee    on    Rules    to    accompany 

H.Res.930.  Dec.  15,  1975.  1  p. 

10978  736.    Consideration    of    H.R. 10979.    Report    from    Committee    on    Rules    to    accompany 

H.Res.931.  Dec.  15,  1975.  1  p. 

10979  741.   Authorizing   bust  or   statue   of   Martin   Luther  King,   jr.,   to   be   placed   in   Capitol. 

Report  from  Committee  on  House  Administration  to  accompany  H. Con. Res. 96.  Dec. 
16,  1975.  4  p. 

10980  742.   Resolution  disapproving  deferral  of   budget  authority.   Report  from   Committee  on 

Appropriations  to  accompany  H. Res. 910.  Dec.  16,  1975.  2  p. 

10981  743.   Resolution  disapproving  deferral  of  budget  authority.   Report  from  Committee  on 

Appropriations  to  accompany  H. Res. 911.  Dec.  16,  1975.  2  p. 
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745.  Resolution  disapproving  deferral  of  budget  authority  Report  from  Committee  on 
Appropriations  to  accompany  H  Res  914   Dec.  16,  1975    2  p 

746.  Resolution  disapproving  deferral  of  budget  authority  Report  from  Committee  on 
Appropriations  to  accompany  H.Res.915    Dec    16,  1975    2  p. 

747.  Resolution  disapproving  deferral  of  budget  authority  Report  from  Committee  on 
Appropriations  to  accompany  H. Res  916    Dec.  16,  1975    2  p. 

748.  Resolution  disapproving  deferral  of  budget  authority,  Environmental  Protection  Agen 
cy.  Report  from  Committee  on  Appropriations  to  accompany  H. Res  920.  Dec.  16, 
1975.  2  p. 

749.  Resolution  disapproving  deferral  of  budget  authority,  Environmental  Protection  Agen- 
cy. Report  from  Committee  on  Appropriations  to  accompany  H  Res. 921  Dec  16, 
1975.  2  p. 

750.  Resolution  disapproving  deferral  of  budget  authority.  Environmental  Protection  Agen- 
cy. Report  from  Committee  on  Appropriations  to  accompany  H  Res  922  Dec  16, 
1975.  2  p. 

751.  Resolution  disapproving  deferral  of  budget  authority.  Environmental  Protection  Agen- 
cy. Report  from  Committee  on  Appropriations  to  accompany  H  Res  923  Dec.  16. 
1975.  2  p. 

752.  Resolution  disapproving  deferral  of  budget  authority.  Environmental  Protection  Agen- 
cy. Report  from  Committee  on  Appropriations  to  accompany  H  Res  924.  Dec.  16. 
1975.  2  p. 

753.  Consideration  of  conference  report  on  bill  H.R.5559.  Report  from  Committee  on 
Rules  to  accompany  H.Res.933.  Dec.  16,  1975.  I  p. 

754.  Consideration  of  H.R.7897.  Report  from  Committee  on  Rules  to  accompany 
H.Res.934.  Dec.  16.  1975.  I  p. 

756.  Providing  for  appointment  of  special  counsel  to  represent  House  and  Committee 
on  Interstate  and  Foreign  Commerce  in  certain  judicial  proceedings  Report  from 
Committee  on  House  Administration  to  accompany  H.Res.899.  Dec.  17,  1975.  24 
p.  [Corrected  print] 

758.  Consideration  of  conference  reports  and  motions  to  suspend  rules  Report  from 
Committee  on  Rules  to  accompany  H.Res.938.  Dec.  17.  1975.  I  p. 

761.  Relating  to  election  contest  in  40th  congressional  district  of  State  of  California 
Report  from  Committee  on  House  Administration  to  accompany  H.Res896.  Dec. 
18,  1975.  7  p. 

763.  Relating  to  election  contest  in  3d  congressional  district  of  State  of  Nebraska  Report 
from  Committee  on  House  Administration  to  accompany  H  Res  898  Dec.  18.  1975. 
16  p. 

766.  Amending  rules  of  House  of  Representatives  to  provide  that  House  may  not  consider 
any  report  of  committee,  bill,  resolution,  or  report  of  committee  of  conference 
unless  copies  or  reproductions  have  been  available  to  Members  on  floor  at  least 
2  hours  before  such  consideration.  Report  from  Committee  on  Rules  to  accompany 
H.Res.868.  Dec.  18.  1975.  4  p.  [Corrected  print.] 

768.  Railroad  revitalization  and  regulatory  reform  act  of  1975.  Report  of  conference 
on  S.2718;  Dec.  19  .  1975.  1975.  [I]  +  I90  p. 

770.  Black  lung  benefits  reform  act  of  1975.  Report  together  with  minority  and  separate 
views  from  Committee  on  Education  and  Labor  to  accompany  H.R  10760  Dec.  31, 
1975.  102  p.il. 

776.  Nonimmigrant  visa  waiver  for  Guam.  Report  from  Committee  on  Judiciary  to  accom- 
pany H.R.2771.  Jan.  21,  1976.  10  p. 

781  Railroad  revitalization  and  regulatory  reform  act  of  1976.  Report  of  conference 
on  S.2718.  Jan.  23  .1976.  [11  +  231  p. 

795  Use  of  polygraphs  and  similar  devices  by  Federal  agencies.  13th  report  together 
with  separate  and  dissenting  views  by  Committee  on  Government  Operations  Jan 
28,  1976.  vi  +  61p. 
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11002  800.   Repealing  act  of  May  10,  1926  (44  Stat.  498),  relating  to  condemnation  of  certain 

lands  of  Pueblo  Indians  in  State  of  New  Mexico.  Report  of  Committee  on  Interior 
and  Insular  Affairs  to  accompany  S.217.  Jan.  29,  1976.  9  p. 

11003  801.    Animal   welfare   act   amendments   of    1976.    Report   together   with   dissenting   views 

from  Committee  on  Agriculture  to  accompany  H.R. 5808.  Jan.  29,  1976.  44  p. 
[Corrected  print.) 

11004  807.  Library  of  Congress  Madison  Memorial  Building.  Report  from  Committee  on  Public 

Works  to  accompany  H.R. 11645.  Feb.  4,  1976.  7  p. 

11005  808.  3rd  budget  rescission  bill,  1976.  Report  from  Committee  on  Appropriations  to  accom- 

pany H.R.11665.  Feb.  5,  1976.  5  p. 

11006  809.   Rehabilitation   act  extension   of  1976.   Conference   report  to   accompany   H.R. 11045. 

Feb.  5,  1976.  9  p. 

11007  810.  Amendments  to  title  10  of  Economic  opportunity  act  of  1964.  Report  together  with 

dissenting  views  from  Committee  on  Judiciary  to  accompany  H.R. 10799.  Feb.  5, 
1976.  10  p. 

11008  813.   Agricultural  pest  control.  Conference  report  to  accompany  S.1617.   Feb.  9,  1976.  4 

P- 

11009  814.   Court  leave   for  Federal  employees.   Report  from   Committee   on   Post  Office   and 

Civil  Service  to  accompany  H.R.11438.  Feb.  9,  1976.  10  p. 

11010  817.    Extension   of   Library   services   and   construction   act.   Report  from   Committee   on 

Education  and  Labor  to  accompany  H.R.11233.  Feb.  10,  1976.  12  p. 

11011  819.  Providing  permanent  authority  for  Assistant  Commandant  of  Marine  Corps  to  serve 

in  grade  of  general  ,  and  amending  title  10,  United  States  Code,  to  make  disability 
determinations  by  Secretaries  of  military  departments  involving  general  and  flag 
officers  and  medical  officers  retiring  for  age  or  length  of  service  subject  to  review 
by  Secretary  of  Defense.  Report  from  Committee  on  Armed  Services  to  accompany 
S.2117.  Feb.  10,  1976.  18  p. 

11012  821.   Agricultural  census.   Report  from   Committee  on  Post  Office  and  Civil  Service  to 

accompany  H.R.7824.  Feb.  11,  1976.  5  p. 

11013  822.  White  House  Conference  on  Handicapped  Individuals.  Report  from  Committee  on 

Education  and  Labor  to  accompany  S.J. Res. 154.  Feb.  11,  1976.  6  p. 

11014  823.  Endangered  species  act  amendments.  Report  from  Committee  on  Merchant  Marine 

and  Fisheries  to  accompany  H.R.10229.  Feb.  11,  1976.  16  p. 

11015  824.  Release  of  restrictions,  Rolla,  Mo.  Report  from  Committee  on  Public  Works  and 

Transportation  to  accompany  H.R. 1313.  Feb.  11,  1976.  3  p. 

11016  825.  Release  of  restrictions,  Algona,  Iowa.  Report  from  Committee  on  Public  Works  and 

Transportation  to  accompany  H.R. 2575.  Feb.  11,  1976.  3  p. 

11017  826.   Release  of  restrictions,   Elkhart,   Kans.  Report  from  Committee  on  Public   Works 

and  Transportation  to  accompany  H.R. 2740.  Feb.  11,  1976.  3  p. 

11018  827.   Release  of  restrictions.  Grand  Junction,  Colo.   Report  from  Committee  on   Public 

Works  and  Transportation  to  accompany  H.R. 3440.  Feb.  11,  1976.  3  p. 

11019  828.  Federal  aviation  act  tariff  changes.  Report  from  Committee  on  Public  Works  and 

Transportation  to  accompany  H.R.7017.  Feb.  11,  1976.  6  p. 

11020  829.   Federal  aviation   act,  emergency   locator  transmitters.   Report  from   Committee  on 

Public  Works  and  Transportation  to  accompany  H.R.8228.  Feb.  11,  1976.  5  p. 

11021  830.   Release  of  restrictions,  Camden,   Ark.   Report  from   Committee  on   Public   Works 

and  Transportation  to  accompany  H.R. 8508.  Feb.  11,  1976.  3  p. 

11022  831.  Release  of  restrictions,  Alva,  Okla.  Report  from  Committee  on  Public  Works  and 

Transportation  to  accompany  H.R. 9617.  Feb.  11,  1976.  3  p. 

11023  832.  Supplemental  railroad  appropriations.  Report  together  with  supplemental  and  dissent- 

ing views  from  Committee  on  Appropriations  to  accompany  H.J. Res. 801.  Feb.  11, 
1976.  17  p. 
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11024  833.    Recommendations   of   final   report  of   House   Select  Committee   on   Intelligence  by 

House   Select   Committee   on    Intelligence.   94th   Congress.   2d   session,   pursuant   to 
H. Res. 591;  Feb.  II.  1976.  1976.  ii  I  29  p. 

11025  836.   Supplemental   legislative   branch   appropriations.   1976.   Report   from    Committee   on 

Appropriations  to  accompany  H.J. Res. 811.  Feb    20.  1976    5  p. 

11026  837.    Increase    of   temporary    limit   on    public   debt.    Report   together   with   additional   and 

minority  views  to  accompany  H.R  11893.  Feb.  23,  1976.  18  p. 

11027  838.     Parole    Commission    and     reorganization    act.    Conference     report    to    accompany 

H.R.5727.  Feb.  23,  1976.  37  p. 

11028  839.   Drug  Abuse  Office   and   treatment  act  amendments  of  1976.  Conference   report  to 

acocmpany  S.2017.  Feb.  24,  1976.  8  p. 

11029  842.    Providing   funds   for  expenses   of   Committee   on   Ways   and    Means.    Report   from 

Committee  on  House  Administration  to  accompany  H. Res. 970   Feb.  24,  1976.  3  p. 

11030  843.    Providing   funds   for   expenses   of   investigations   and    studies   to   be   conducted   by 

Committee    on    Agriculture.    Report   from    Committee    on    House    Administration    to 
accompany  H. Res. 974.  Feb.  24,  1976.  4  p. 

11031  845.    Providing   funds   for  expenses   of   investigations   and   studies   to   be   conducted   by 

Committee  on  Banking.  Currency,  and  Housing.  Report  from  Committee  on  House 
Administration  to  accompany  H  Res. 1015.  Feb. 24,  1976.  10  p. 

Aging,  Select  Committee  on,  House  Washington,  DC  20515 

U032  Economic  problems  of  aging  women,  hearing  before  Subcommittee  on 
Retirement  Income  and  Employment,  94th  Congress,  1st  session,  July 
15,  1975.  1975.  v  +  29  p.     *  Paper,  45c.     •Item  1009 

Y  4.Ag  4/2:Ec  7 

H033  Equal   opportunity   for  women,   displaced   homemakers   and    minority 
women,  hearing  before  Subcommittee  on  Retirement  Income  and  Em- 
ployment, 94th  Congress,  1st  session,  Nov.  1975.  1976.  v  +  33  p.il. 
+     •Item  1009 

Y4.Ag4/2:W84 

11034  Government's  response  to  elderly,  1971  White  House  Conference  on 
Aging  recommendations,  hearings,  94th  Congress,  1st  session,  Nov. 

20,  1975.  1976.  v  +  26  p.     *  Paper,  $1.10.    •Item  1009 

Y  4.Ag  4/2:El  2/4 

U035  Government's  response  to  elderly,  revenue  sharing  as  it  affects  elderly, 
hearing,  94th  Congress,  1st  session,  Nov.  18,  1975.  1976.  v  +  75  p. 
+     •Item  1009 

Y  4.Ag  4/2:El  2/5 

H036  Pension  problems  of  older  women,  hearing  before  Subcommittee  on 
Retirement  Income  and  Employment,  94th  Congress,  1st  session,  Oct. 

21,  1975.  1975.  v  +  78  p.     *  Paper,  95c.  (S/N  052-070-02954-4).     •Item 

1009 

Y  4.Ag  4/2:P  38 

11037  Problems  of  elderly  in  Hawaii,  hearings,  pt.  1,  Maui  County,  before 
Subcommittee  on  Federal,  State,  and  Community  Services,  94th  Con- 
gress, 1st  session,  Nov.  22  and  25,  1975.  1976.  v  +  66  p.  [Hearings 
held  in  Kaunakaki  ,  Molokai,  and  Kahului,  Maui.]     +     •Item  1009 

Y  4.Ag  4/2:H  31/pt.l 

H038  Problems  of  elderly  in  Hawaii,  hearing,  pt.  2,  Hawaii  County,  before 
Subcommittee  on  Federal,  State,  and  Community  Services,  94th  Con- 
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gress,  1st  session,   Nov.   24,   1975.  1976.   v  +  45   p.   [Hearing  held  in 
Hilo,  Hawaii.]      +     •Item  1009 

Y  4.Ag  4/2:H  31/pt.2 

U039  Problems  of  elderly  in  Iowa,  hearings,  pt.  1,  before  Subcommittee  on 
Retirement  Income  and  Employment,  94th  Congress,  1st  session,  Aug. 

13  and  14,  1975.  1975.  vii+260  p.il.  [Hearings  held  in  Dubuque,  Clinton, 
and  Cedar  Rapids,  Iowa.]     *  Paper,  $2.90.    #Item  1009 

Y  4.Ag  4/2:Io  9/pt.l 

H040  Problems  of  elderly  in  Iowa,  hearings  pt.  2,  before  Subcommittee  on 
Retirement  Income  and  Employment,  94th  Congress,  1st  session,  Aug. 

14  and  15  1975.  1975.  vi  +  128  p.  [Hearings  held  in  Waterloo,  Mason 
City,  and  Marshalltown,  Iowa.]     +     •Item  1009 

Y  4.Ag  4/2:Io  9/pt.2 

U04i  Problems  of  elderly  in  Nevada,  hearing,  pt.  1,  before  Subcommittee 
on  Housing  and  Consumer  Interests,  94th  Congress,  1st  session,  Oct. 

10,  1975.  1975.  v  +  102  p.il.   [Hearing  held  in  Carson  City,  Nev.]     * 
Paper,  $1.80.      •Item  1009 

Y  4.Ag  4/2:N  41/pt.l 

U042  Problems  of  elderly  in  Nevada,  hearings,  pt.  2,  before  Subcommittee 
on  Housing  and  Consumer  Interests,  94th  Congress,  1st  session,  Oct. 

11,  1975.  1976.  vii+87  p.  [Hearing  held  in  Las  Vegas,  Nev.]     *  Paper, 
$1.50.      •Item  1009 

Y  4.Ag  4/2:N  41/pt.2 

H043  Women  and  railroad  retirement,  hearing  before  Subcommittee  on  Retire- 
ment Income  and  Employment,  94th  Congress,  1st  session,  Nov.  19, 
1975.  1976.  v  +  26  p.     +     ©Item  1009 

Y  4.Ag  4/2:R  13 

Agriculture  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

11044  HHH.   Federal  Environmental  pesticide  control  act,  review  of  FEPCA,  93d  Congress, 

1st  session,  May  4,  1973.  1974.  iii  +  22  p.     +     ©Item  1010 

Y  4.Ag8/l:P43/3 

11045  WWW.  Temporary  program  for  reduced  rate  beef  cattle  feed,  hearing  before  Subcommit- 

tee  on   Livestock   and  Grains,  93d   Congress,   2d   session,   on   H.R.  17208,  Dec.   10, 

1974.  1974.  iii+26  p.     +     ©Item  1010 

Y  4.Ag  8/l:F  32/3 

[Committee  publication]  serial,  94th  Congress. 

11046  FF.    Seeds   and   plants   for   home   gardens,   hearing   before    Subcommittee   on   Domestic 

Marketing  and  Consumer  Relations,  94th  Congress,  1st  session,  on  H.R.  280,  Dec. 
11,  1975.  1976.  iii+  34  p.     +     ©Item  1010 

Y  4.Ag  8/l:G  16 

11047  HH.  Review  of  ASCS  disaster  programs,  hearing  before  Subcommittee  on  Department 

Operations,  Investigations,  and  Oversight,  94th  Congress,  1st  session,  Oct.  1,  1975. 
1976.  iii+41  p.     +     ©Item  1010 

Y  4.Ag  8/l:Ag  8/26 

11048  II.  CCC  export  sales,  hearing  before  Subcommittee  on  Livestock  and  Grains  and  Subcom- 

mittee on  Department  Operations,  Investigations,  and  Oversight,  94th  Congress,  1st 
session,  on  H.R.  8933,  Nov.  5  and  6,  1975.  1976.  iii  +  134  p.     +     •Item  1010 

Y  4.Ag  8/l:C  73/16 

11049  R.    Food    stamp   act   amendments,   hearing,   94th    Congress,   1st   session,   June   17,   1975. 

1975.  iii+92  p.  +       •Item  1010 

Y  4.Ag  8/l:F  73/34 

11050  Indemnity  payments  to  poultry  and  egg  producers  and  processors,  hear- 

ing before  Subcommittee  on  Dairy  and  Poultry,  93d  Congress,  2d 
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session,  on   H.R.   13747  and   H.R.  13906,   April  10,  1974.   1974.  iii  +  53 
p.  (Serial  93-VV.)     +     •Item  1010 

Y  4.Ag  8/l:P  86/10 

Appropriations  Committee,  House  Washington,  DC  20515 

Department  of  Defense  appropriations  for  1976,  hearings  before  sub- 
committee, 94th  Congress,  1st  session. 

11051  pt  10.  Testimony  of  Hyman  G.  Rickover.  1975.  vi  +  158  +  iii  p.il.     +      •Item  1011 

Y  4  Ap  6/l:D  36/5/976/pt.lO 

Department  of  Interior  and  related  agencies  appropriations  for  1976, 
hearings  before  subcommittee,  94th  Congress,  1st  session. 

11052  pt.8.  National  Park  Service,  mining  in  parks,  concessions  management,  Bureau  of  Indian 

Affairs,  Navajo  and  Hopi  Relocation  Commission,  budget  amendment.  Geological 
Survey,  onshore  lease  management.  Energy  Research  and  Development  Adminislra 
tion,  budget  amendment,  Federal  Energy  Administration,  budget  amendment  ,  outer 
Continental  Shelf  leasing.  Bureau  of  Mines,  budget  amendment  1975.  iii+765  +  vii 
p.     +     •Item  1011 

Y  4.Ap  6/l:In  8/6/976/pt.8 

Department  of  Interior  and  related  agencies  appropriations  for  1977, 
hearings  before  subcommittee,  94th  Congress,  2d  session. 

11053  pt.l.  Justification  material:  Bureau  of  Land  Management,  Office  of  Water  Research  and 

Technology,  Bureau  of  Outdoor  Recreation,  Fish  and  Wildlife  Service,  National 
Park  Service,  Geological  Survey,  Mining  Enforcement  and  Safety  Administration, 
Bureau  of  Mines,  Territorial  affairs,  Office  of  Solicitor,  Office  of  Secretary,  per- 
manents.  1976.  iii  + 1215  p.il.     +     •Item  1011 

Y  4.Ap  6/l:ln  8/6/977/pt.l 

Departments  of  State,  Justice,  and  Commerce,  judiciary,  and  related 
agencies  appropriations  for  1976,  hearings  before  subcommittee,  94th 
Congress,  1st  session. 

11054  pt.9.  Legal  Services  Corporation.  1975.  iii+57  +  i  p.     +     •Item  1011 

Y  4.Ap  6/l:St  2/976/pt.9 

Foreign  assistance  and  related  agencies  appropriations  for  1975, 
hearings,  93d  Congress,  2d  session. 

11055  pt.  1.  Military  assistance,  military  credit  sales,  Secretary  of  Defense,  African  Development 

Fund,  Asian  Development  Bank,  Cuban  refugees,  Export-Import  Bank  of  U.S.. 
Inter-American  Development  Bank,  Inter-American  Found.,  Internat'l  Development 
Assn.,  Internat'l  Narcotics  Control  Program,  Migration  and  refugee  assist.,  Overseas 
Private  Invest.  Corp.,  Peace  Corps.  1974.  ii  +  1364  +  xvii  p.     +     •Item  1011 

Y  4.Ap  6/1  :F  76/3/975/pt.l 

Armed  Services  Committee,  House  Washington,  DC  20515 

Note.— These  papers  consist  largely  of  hearings.  They  are  paged  continuously  for  binding  at 
the  end  of  session  of  Congress  under  title  'Hearings  before  Committee  on  Armed  Services  of 
the  House  of  Representatives  on  sundry  legislation  affecting  the  naval  and  military  establishments  ' 
Title  page,  contents,  and  index  are  issued  for  each  volume. 

Paper,  93d  Congress. 

63.  Hearing  on  H.R.  14349  before  Subcommittee  no.  2,  93d  Congress,  2d  session.  Aug 
22.  1974.  1974.  ii  + 8  p.     +     •Item  1012 

V  Y  4.Ar  5/2  a:973-74/63 

64.  Hearing  on  H.R.  15148  before  Subcommittee  no.  2,  93d  Congress,  2d  session.  Aug 
8,  1974.  1974.  ii+ 7  p.     +     •Item  1012 

Y  4Ar  5/2  a:973-74/64 
72.  Review  of  arms  control  and  disarmament  activities,  report  of  Special  Subcommittee 

on  Arms  Control  and  Disarmament,  93d  Congress,  2d  session.  Dec.  10.  1974.  1974 

V  +  13P"     +      •Uem,°12  Y4.Ar5/2a:973-74,72 
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11059  81.  Hearing  on  H.R. 12405,  Defense  officer  personnel  management  act  (DOPMA)  before 

Subcommittee  4,  93d  Congress,  2d  session,  July  2-18,  1974.  1975.  ii  +  487  p.     + 

•  Item  1012 

Y  4.Ar  5/2  a:973-74/81 

11060  82,   pt.l.   Current   status   of   shipyards,    1974,    hearings   before    Seapower   Subcommittee, 

93d   Congress,   2d   session,   naval   shipyards,  July   9-18,   1974.   1974.   ii  + 1-607 -t-xi  p.il. 

•  Paper,  $5.10.     •Item  1012 

Y  4.Ar  5/2  a:973-74/82/pt.l 

Paper,  94th  Congress. 

11061  4.    Inquiry   into   alleged   involvement  of   Central   Intelligence   Agency   in   Watergate   and 

Ellsberg  matters,  hearings  before  Special  Subcommittee  on  Intelligence,  94th  Con- 
gress, 1st  session  May  11,  1973-July  2,  1974.  1975.  v  + 1131  p.  *  Paper,  $10.00  •Item 
1012 

Y  4.Ar  5/2  a:975-76/4 

11062  6.   Hearings  on  H.R. 49  before  Investigating  Subcommittee,  94th  Congress,   1st  session, 

Mar.  24-Apr.  10,  1975.  1975.  iii+533  p.il.     +     •Item  1012 

Y  4.Ar  5/2  a:975-76/6 

11063  7.  Full  committee  consideration  of  H.R.49  and  H.R. 2633,  H.R.2650,  and  H.R. 5919,  hearing, 

94th  Congress,  1st  session;  Apr.  15,  1975.  1975.  ii  +  207  p.     +     •Item  1012 

Y  4.Ar  5/2  a:975-76/7 

11064  8.    Hearings    on    military    posture    and    H.R. 3689    (H.R.6674),    Department    of    Defense 

authorization  for  appropriations  for  fiscal  year  1976  and  197T,  94th  Congress,  1st 
session:  pt.2,  Subcommittee  on  Military  Personnel;  Active  forces,  title  3;  Reserve 
forces,  title  4;  Civilian  personnel,  title  5;  Military  training  student  loads,  title  6, 
Mar.  5-Apr.  15,  1975.  1975.  ii  + 1909-3002  +  ix  p.il.     *  Paper,  $9.70.     •Item  1012 

Y  4.Ar  5/2  a:975-76/8/pt.2 

11065  18.    Full   committee    consideration   of   H.R.   7642,   94th   Congress,   1st   session,   July   24, 

1975.  1975.  ii+17  p.       +     •Item  1012 

Y  4.Ar  5/2  a:975-76/18 

11066  22.  Full  committee  consideration  of  H.Con.Res.  198  and  H.R.  1287,  94th  Congress,  1st 

session,  July  23,  1975.  1975.  ii+ 24  p.     +     •Item  1012 

Y  4.Ar  5/2  a:975-76/22 

11067  23.   Hearing  on  disability   retirement  of   Earl  E.   Anderson,   U.S.  Marine   Corps  before 

Subcommittee  on  Military  Compensation,  94th  Congress,  1st  session,  July  30,  1975. 
1975.  ii+93  p.     +     •Item  1012 

Y  4.Ar  5/2  a:975-76/23 

11068  24.   Hearing  on  H.R.  7113  before   Subcommittee  on  Military  Personnel,  94th  Congress, 

1st  session,  Oct.  21,  1975.  1975.  ii+ 16  p.     +     •Item  1012 

Y  4.Ar  5/2  a:975-76/24 

11069  27.  Hearing  on  H.R.  4372  before  Subcommittee  on  Military  Compensation,  94th  Congress, 

1st  session,  Nov.  12,  1975.  1975.  ii  +  43  p.     +     •Item  1012 

Y  4.Ar  5/2  a:975-76/27 

11070  31.  Hearings  on  posture  of  military  airlift  before  Research  and  Development  Subcommit- 

tee, 94th  Congress,   1st  session,   Nov.  11-19,   1975.  1975.   ii+613   p.il.     *  Paper,  $5.40. 

•  Item  1012 

Y  4.Ar  5/2  a:975-76/31 

Banking  and  Currency  Committee,  House  Washington,  DC  20515 

ii07i  List  of  publications  issued  by  Committee  on  Banking  and  Currency, 
93d  Congress,  2d  session;  Dec.  1974.  1974.  viii+161  p.  (Committee 
print.)  + 

Y  4.B  22/l:P  96/2/865-974 

H072  Petrodollars,  recycling  and  aid  prospects,  hearing  before  Ad  Hoc  Com- 
mittee on  Domestic  and  International  Monetary  Effect  of  Energy 
and  Other  Natural  Resource  Pricing,  93d  Congress,  2d  session,  Dec. 
12,  1974.  1974.  iii+19  p.     +     #Item  1013 

Y  4.B  22/l:P  44/2 

H073  To  maximize  availability  of  credit  for  national  priority  uses,  hearing, 
94th  Congress,  1st  session  on  H.R.6676  ,  May  12,  1975.  1975.  iii+69 
p.     +     •Item  1013 

Y  4.B  22/l:C  86/16 
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Banking,  Currency,  and  Housing  Committee,  House  Washington,  DC 
20515 

11074  Federal  flood   insurance   program,   hearings  before   Subcommittee  on 

Housing  and  Community  Development,  94th  Congress,  1st  session, 
on  H.R.  1677,  H.R.  2459  [and]  H.R.  3203,  Oct.  17-Dec.  4,  1975.  1975. 
x  +  926  p.il.  [Hearings  held  in  Huntington  Beach,  Calif.,  and  Washing- 
ton, D.C.]     +     •Item  1013 

Y  4.B  22/l:F  65/3 

11075  International  monetary  reform  and  exchange  rate  management,  hearings 

before  Subcommittee  on  International  Trade,  Investment,  and  Mone- 
tary Policy,  of  Committee  on  Banking,  Currency,  and  Housing,  House 
of  Representatives,  and  Subcommittee  on  International  Economics 
of  Joint  Economic  Committee,  94th  Congress,  1st  session,  July  17- 
21,  1975.  1975.  v  +  236  p.il.     +     •Item  1013 

Y  4.B  22/l:M  74/23 

11076  Municipal  capital  market,  why  it  needs  help,  summary,  94th  Congress, 

1st  session  [by  James  K.  Galbraith  ];  Dec.  1975.  1975.  iii  +  14  p. 
(Committee  print.)     # 

Y  4.B  22/l:M  92 

11077  New  communities  U.S.A.,  results  of  national  study  by  Center  for  Urban 

and  Regional  Studies,  University  of  North  Carolina  at  Chapel  Hill, 
executive  summary,  Subcommittee  on  Housing,  94th  Congress,  1st 
session;  Sept.  1975.  1975.  v  +  29  p.  (Committee  print.)     # 

Y  4.B  22/l:C  73/23 

11078  Oversight  hearing  on  Bank  protection  act  of  1968,  hearing  before  Sub- 

committee on  Financial  Institutions  Supervision,  Regulations,  and  In- 
surance, 94th  Congress,  1st  session,  Nov.  19,  1975.  1975.  iii  +  106  p. 
+     •Item  1013 

Y  4.B  22/l:B  22/26/968 

H079  Oversight  of  sec.  8  housing  assistance  program,  hearing  before  Subcom- 
mittee on  Housing  and  Community  Development,  94th  Congress,  1st 
session,  Oct.  22,1975.  1975.  iv  +  171  p.     +     ©Item  1013 

Y  4.B  22/l:H  81/64 

H080  Report  on  overseas  military  banking  facilities,  report  of  Subcommittee 
on  General  Oversight  and  Renegotiation,  94th  Congress,  1st  session; 
Oct.  1975.  1975.  v  +  17  p.  (Committee  print.)    # 

Y  4.B  22/l:M  59 

11081  Variable  rate  mortgage  proposal  and  regulation  Q,  hearings  before  Sub- 

committee on  Financial  Institutions,  94th  Congress,  1st  session,  Apr. 
8-10,  1975.  1975.  vi+448  p.il.     +     •Item  1013 

Y  4.B  22/l:M  84/3 

Budget  Committee,  House  Washington,  DC  20515 

11082  Fiscal  year  1976  budget  and  economy,  hearings,  94th  Congress,  1st  ses- 

sion, Feb.  20-Mar.  10,  1975.  1975.  iv  +  587  p.il.     +     •Item  1009 

Y  4.B  85/3:Ec  7/2/976 
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Committees,  Select  Committee  on,  House  Washington,  DC  20515 

Working  papers  on  House  committee  organization  and  operation,  93d 
Congress;  June  1973. 

11083  Congressional   committees   and    two-party    system;    [by]   Charles   O.   Jones    .    1973.   ii  +  9 

Y  4.C  73/6:Or  3/7 

11084  Party   leaders   and   standing  committees   in   House   of   Representatives;   [by]   Randall   B. 

Ripley  .  1973.  ii     +  12  p.      # 

Y  4.C  73/6:Or  3/20 

District  of  Columbia  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

11085  3.  Incorporate  National  Inconvenienced  Sportsmen's  Association,  hearing  before  Judiciary 

Subcommittee,  93d  Congress,  1st  session,  on  H.R.  4586  [and  other  bills],  Mar.  26, 
1973.  1973.  iii+17  p.     +     •Item  1014 

Y  4.D  63/1:93-3 

11086  22.  Legal  adulthood  in  District  of  Columbia,  hearing  before  Subcommittee  on  Judiciary, 

93d  Congress,  2d  session,  on  H.R.  7112,  Feb.  5,  1974.  1974.  iv  +  57  p.il.     +     •Item 
1014 

Y  4.D  63/1:93-22 

[Committee  publication]  serial,  94th  Congress. 

11087  4.  National  Capital  Service  Area,  hearings  before  Subcommittee  on  Government  Opera- 

tions,  94th   Congress,   1st   session,   on   H.R.   4394   and   H.R.   5642,   June   10   and   13, 
1975.  1975.  iv-i-211p.il.  map     +     •Item  1014 

Y  4.D  63/1:94-4 

11088  5.  Revenue  act  of  1975,  Council  act  no.  1-34,  hearings  and  disposition  before  Subcommittee 

on   Fiscal  Affairs,   94th  Congress,   1st   session,   on   H.Con.Res.   370  and   H.R.  94  71, 
Sept.  17  and  19,  1975.  1975.  v  +  540  P.      +     •Item  1014 

Y  4.D  63/1:94-5 

11089  Washington  Metropolitan  Area  Transit  Authority,  hearings,  93d  Con- 

gress, 2d  session,  on  H.R.  13608,  Mar.  27-Apr.  9,  1974.  1974.  vii+403 
p.il.     +     •Item  1014 

Y  4.D  63/l:T  68/7 

Education  and  Labor  Committee,  House  Washington,  DC  20515 

H090  Child  and  family  services  act,  1974,  see  Labor  and  Public  Welfare 
Committee,  Senate. 

H091  Construction  industry  collective  bargaining  act  of  1975,  hearings,  94th 
congress,  1st  session,  on  H.R.  9486  and  H.R.  9500,  Sept.  10  [and] 
11,  1975.  1975.  iii  +  80  p.il.     +     •Item  1015 

Y  4.Ed  8/l:C  76/5 

11092  Equal  opportunity  and  full  employment,  hearing  before  Subcommittee 
on  Equal  Opportunities,  94th  Congress,  1st  session,  on  H.R.  50,  Feb. 
25,  1975,  pt.  1.  1975.  iii+153  p.il.     +     •Item  1015 

Y  4.Ed  8/l:Em  7/16/pt.  1 

H093  Oversight  hearing  on  Youth  Conservation  Corps  program,  hearing  be- 
fore Select  Subcommittee  on  Labor,  93d  Congress,  2d  session,  on 
H.R.  14897,  Aug.  29,  1974.  1975.  iii+62  p.  [Hearing  held  in  Bellingham, 
Wash.]  +      •Item  1015 

Y  4.Ed  8/1:  Y  8/10 

H094  Oversight  hearings  on  Federal  enforcement  of  equal  employment  oppor- 
tunity laws,  pt.  1,  before  Subcommittee  on  Equal  Opportunities,  94th 
Congress,  1st  session,  Mar.  27-July  8,  1975.  1975.  iv+301  p.il.  [Hearings 
held  in  Los  Angeles,  Calif.,  and  Washington,  D.C.].    +    #Item  1015 

Y  4.Ed  8/l:Em  7/18/pt.l 
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11095  Oversight  on  Employee  retirement  income  security  act  of  1974,  hearings 

before  Subcommittee  on  Labor  Standards,  94th  Congress,  1st  session, 
on  Public  Law  93-406,  Apr.  29-May  6,  1975.  1975.  vii  +  981  p.il. 
+     •Item  1015 

Y  4.Ed  8/l:Em  7/19 

Student  financial  assistance  hearings  before  Special  Subcommittee  on 
Education,  93d  Congress,  2d  session. 

1 1096  pt.9.  Seminars,  July  2-15.  1974.  1974.  iv  ♦  168  p      +      •Item  1015 

Y  4  Ed  8/l:St  9/3/974/pt  9 

Foreign  Affairs  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

11097  17.  Soviet  activities  in  Cuba,  hearings  before  the  Subcommittee  on  Inter-American  Affairs, 

93d  Congress,  pts.  4  and  5.  Oct.  31.  1973-Nov.  21,  1974.  1974.  iii  +  69  p.     +     •Item 
1017 

Y4.F76/l:So8/17/Ptv4.< 

11098  Cyprus,  1974,  hearings  before  Committee  on  Foreign  Affairs  and  its 

Subcommittee  on  Europe,  93d  Congress,  2d  session,   Aug.  19  and 
20,  1974.  1974.  vi  +  [l] +  85  p.il.     +     #Item  1017 

Y  4.F  76/l:C  99/3 

H099  Economic  issues  between  United  States,  Japan,  and  South  Korea,  hear- 
ing before  Subcommittee  on  Asian  and  Pacific  Affairs,  93d  Congress, 
2d  session,  Dec.  17,  1974.  1974.  iii  +  42  p.     +     •Item  1017 

Y  4.F  76/l:Ec  7/6 

n ioo  Persian  Gulf,  1974,  money,  politics,  arms,  and  power,  hearings  before 
Subcommittee  on  Near  East  and  South  Asia  ,  93d  Congress,  2d 
session,  July  30-Aug.  12,  1974.  1975.  vii  +  267  +  [2]  p.il.  *  Paper,  $2.80 
•Item  1017 

Y  4.F  76/l:P  43/5 

ii ioi  Report  on  World  Food  Conference,  hearing,  93d  Congress,  second  ses- 
sion, Nov.  26,  1974.  1974.  iii  +  69  p.  +      ©Item  1017 

Y  4.F  76/l:F  73/7 

Government  Operations  Committee,  House  Washington,  DC  20515 

11102  Acquisition  by  General  Services  Administration  of  property  at  Laguna 
Niguel,  Calif.,  Oct.  7,  1975.  1975.  iv  + 109  p.il.     +     •Item  1016 

Y  4.G  74/7:L  13  n 

1U03  Advance  payment  of  subscription  charges  for  audio  publications,  hear- 
ing before  subcommittee,  93d  Congress,  2d  session,  on  H.R.  7072, 
July  16,  1974.  1974.  hi +  11  p.     +     •Item  1016 

Y  4.G  74/7:Au  2 

H104  Bills  relating  to  General  Accounting  Office,  hearings  before  subcommit- 
tee, 93d  Congress,  2d  session,  on  H.R.  12113,  H.R.  12181,  and  H.R. 
14718,  June  5  and  6,  1974.  1974.  iv  + 139  p.     +     •Item  1016 

Y  4.G  74/7:G  28/4 

ui05  Delinquent  international  debts  owed  to  United  States,  mid-1974  progress 
review,  hearing  before  subcommittee,  93d  Congress,  2d  session,  June 
6,  1974.  1974.  iii  +  74  p.     +     •Item  1016 

Y  4.G  74/7:D  35/5/974 

11106  Disposal  of  excess  and  surplus  property  in  American  Samoa,  Guam, 
and  Trust  Territory  of  Pacific  Islands,  hearing  before  subcommittee, 
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93d  Congress,  2d  session,  on  H.R.  5264,  July  16,  1974.  1974.  iii+8 
p.     +     •Item  1016 

Y  4.G  74/7:P  94/13 

11107  FAA  electronic  voice  switching  system  contract,  hearing  before  sub- 

committee, 93d  Congress,  2d  session,  Aug.  14  ,  1974.  1974.  v  +  200 
p.il.     +     #Item  1016 

Y  4.G  74/7:F  31/19 

11108  Federal  response  to  financial  emergencies  of  cities,  hearings  before 

subcommittee,   94th   Congress,   1st  session,   June   23-26,   1975.   1975. 
hi +152  p.il.     +     •Item  1016 

Y  4.G  74/7:F  31/21 

H109  Fiscal  relations  in  American  federal  system,  hearings  before  subcommit- 
tee, 94th  Congress,  1st  session,  July  9-24,  1975.  1975.  v+486  p.il. 
+     •Item  1016 

Y  4.G  74/7:F  52 

lino  Occupational  alcoholism  programs,  hearings  before  subcommittee,  93d 
Congress,  2d  session,  Apr.  24  and  25,  1974.  1974.  hi +271  p.il.  + 
•Item  1016 

Y  4.G  74/7:Al  1/3 

inn  Progress  reports  on  coping  with  possible  natural  gas  shortage  this 
winter,  hearings  before  subcommittee,  94th  Congress,  1st  session, 
Nov.  5  and  6,  1975.  1975.  iv  +  386  p.il.     +     •Item  1016 

Y  4.G  74/7:G  21/4 

iiu2  Transfer  of  railway  equipment  in  Hawaii,  hearing  before  subcommittee, 
93d  Congress,  2d  session,  on  H.R.  1355,  July  16,  1974.  1974.  iii+8 
p.     +     •Item  1016 

Y  4.G  74/7:R  13/2 

1H13  Transportation  of  hazardous  materials  by  air,  hearing  before  subcommit- 
tee, 94th  Congress,  1st  session,  Oct.  8, 1975.  1975.  iii+94  p.     + 
•Item  1016 

Y  4.G  74/7:H  33/2/975 

iiU4  Use  of  advisory  committees  by  Food  and  Drug  Administration, 
hearings,  pt.  2,  before  subcommittee,  94th  Congress,  1st  session,  Apr. 
23-May  12,  1975.  1975.  v+374  p.     *  Paper,  $3.40.    •Item  1016 

Y  4.G  74/7:F  73/6/pt.2 

mis  Use  of  advisory  committees  by  Food  and  Drug  Administration, 
hearings,  pt.  3,  before  subcommittee,  94th  Congress,  1st  session;  Oct. 
31,  1975. 1976.  iii+91  p.     *  Paper,  $1.70.    •Item  1016 

Y  4.G  74/7:F  73/6/pt.3 

Intelligence,  Select  Committee  on,  House  Washington,  DC  20515 

U.S.  intelligence  agencies  and  activities,  hearings,  94th  Congress,  1st 
session. 

11116  pt.2.  Performance  of  intelligence  community,  Sept.  U-Oct.  31,  1975.  1975.  iv  +  631-937  p. 

+     •Item  1009 

Y  4.1n  8/18:In  8/pt.2 

11117  pt.3.  Domestic  intelligence  programs,  Oct.  9-Dec.  10,  1975.  1975.  iv  +  939-1224  p.     + 

•  Item  1009 

Y  4.1n  8/18:In  8/pt.3 

11118  pt.5.  Risks  and  control  of  foreign  intelligence,  Nov.  4-Dec.  17,  1975.  1976.  iv  +  1567-2035 

p.il.     *  Paper,  $4.40  (S/N  052-070-03178-6).     •Item  1009 

Y  4. In  8/18:In  8/pt.5 
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Interior  and  Insular  Affairs  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

11 119  51.  To  establish  Cascade  Head  Scenic-Research  Area,  Oregon,  hearing  before  Subcommit- 

tee on  Public  Lands,  93d  Congress,  2d  session,  on  H.R.  8352,  May  3,  1974.  1974 
iii*37p.il.     +      •Item  1023 

Y  4  In  8/14:93-51 

11120  68.   Rehabilitation  of   F.newetak   Atoll,   hearing  before   Subcommittee  on  Territorial  and 

Insular  Affairs,  93d  Congress,  2d  session,  on  H.R.  15963  and  S.  3812.  Oct.  1.  1974. 
1974.  iii  + 27  p.il.      +      •Item  1023 

Y  4. In  8/14:93-68 

[Committee  publication]  serial,  94th  Congress. 

11121  16.  Oversight  hearings  on  nuclear  energy,  hearing,  pt.  4,  New  England  regional  nuclear 

power  issues,  before  Subcommittee  on  Energy  and  Environment,  94th  Congress. 
1st  session,  Nov.  14,  1975.  1975.  iv  + 164  p.il.  [Hearing  held  in  Boston.  Mass.)  + 
•  Item  1023 

Y  4. In  8/14:94-16/pt.4 

11122  16.  Oversight  hearings  on  nuclear  energy,  hearing,  pt.  5,  Price-Anderson  nuclear  indemnity 

act,  hearing  before  Subcommittee  on  Energy  and  Environment,  94th  Congress,  1st 
session,  Dec.  I,  1975.  1975.  iii+ 193  p.il.       +     •Item  1023 

Y  4. In  8/l4:94-l6/pt.5 

International  Relations  Committee,  House  Washington,  DC  20515 

1U23  Asia  in  new  era,  implications  for  future  U.S.  policy,  report  of  study 
mission  to  Asia,  Aug.  1-13,  1975;  Dec.  8  ,  1975.  1975.  x  +  75  p.il. 
(Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.1n  8/16:As  4 

11124  Authority  to  order  use  of  nuclear  weapons,  United  States,  United  King- 

dom, France,  Soviet  Union,  People's  Republic  of  China,  prepared 
for  Subcommittee  on  International  Security  and  Scientific  Affairs 
by  Congressional  Research  Service,  Library  of  Congress;  Dex.  1, 
1975.  1975.  ix  +  29  p.  (Committee  print,  94th  Congress,  1st  session.) 
+ 

Y  4.1n  8/16:N  88 

11125  Authorizing   United   States  funding  for  United   Nations   Middle   East 

peacekeeping  forces,  hearings,  before  Subcommittee  on  International 
Organizations,  94th  Congress,  1st  session,  on  H.R.  5457,  Apr.  8,  1975. 
1975.  iii  +  12  p.     +     •Item  1017 

Y  4.1n  8/16:M  58 

11126  Human  rights  in  Chile,  hearing  before  Subcommittee  on  International 

Organizations,  94th  Congress,  1st  session,  Dec.  9,  1975.  1976.  v  +  36 
p.     *  Paper,  65c.     •Item  1017 

Y  4.1n  8/16:H  88/3 

1U27  Human  rights  in  Haiti,  hearing  before  Subcommittee  on  International 
Organizations,  94th  Congress,  1st  session,  Nov.  18,  1975.  1975.  v  +  137 
p.     *  Paper,  $2.10.     #Item  1017 

Y  4.1n  8/16:H  88/2 

11128  Nuclear  proliferation,  future  U.S.  foreign  policy  implications  hearings 
before  Subcommittee  on  International  Security  and  Scientific  Affairs, 
94th  Congress,  1st  session,  Oct.  21-Nov.  5,  1975.  1975.  v  +  506  p.il. 
*  Paper,  $4.60    •Item  1017 

Y  4.1n  8/16:N  88/2 

iii29  Palestinian  issue  in  Middle  East  peace  efforts,  hearings  before  Special 
Subcommittee  on  Investigations,  94th  Congress,  1st  session,  Sept. 
30-Nov.  12,  1975.  1976.  v  +  293  p.il.     *  Paper,  $2.60.     •Item  1017 

Y  4.1n  8/16:M  58/3 
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lino  Persian  Gulf,  1975,  continuing  debate  on  arms  sales,  hearings  before 
Special  Subcommittee  on  Investigations,  94th  Congress,  1st  session, 
June  10-July  29,  1975.  1976.  vi  +  261  p.il.     *  Paper,  $2.90.    •Item  1017 

Y  4.1n  8/16:P  43  g/2/975 

urn  Presentation  by  United  States  of  statue  to  Israel,  hearing  before  Sub- 
committee on  International  Operations,  94th  Congress,  1st  session, 
on  H.  J.  Res.  406,  Oct.  7,  1975. 1975.  iii+9  p.     +     •Item  1017 

Y  4.1n  8/16:Is  7 

ui32  Question  of  U.N.  charter  review,  report  by  Subcommittee  on  Interna- 
tional Organizations;  Nov.  26,  1975.  1975.  vii+20  p.il.  (Committee 
print,  94th  Congress,  1st  session.)  + 

Y  4.1n  8/16:Un  35/5 

1H33  16th  meeting  of  Canada-United  States  Interparliamentary  Group,  Quebec 
City,  Canada,  Apr.  24-27,  1975,  report  by  Thomas  E.  Morgan  ,  Chair- 
man of  House  of  Representatives  delegation;  Aug.  15,  1975.  1975. 
iii+12  p.  (Committee  print,  94th  Congress,  1st  session.)    # 

Y  4.1n  8/16:In  8/4 

1U34  U.S.  proposal  for  international  grain  reserves  system,  report  of  staff 
study  mission  to  Sept.  29-30,  1975,  meeting  of  International  Wheat 
Council  Preparatory  Group;  Nov.  1975.  1975.  vii+20  p.  (Committee 
print,  94th  Congress,  1st  session.)  + 

Y  4.1n  8/16:G  76 

1U35  U.S.  trade  embargo  of  Vietnam,  church  views,  hearing  before  Subcom- 
mittee on  International  Trade  and  Commerce,  94th  Congress,  1st  ses- 
sion, on  H.R.  9503,  Nov.  17,  1975.  1976.  iii+47  p.     +     •Item  1017 

Y  4.1n  8/16:  V  67 

11136  United  States  arms  sales  to  Persian  Gulf,  report  of  study  mission  to 

Iran,  Kuwait,  and  Saudi  Arabia,  May  22-31  ,  1975,  pursuant  to  H.Res. 
315;  Dec.  19,  1975.  1975.  viii+33  p.il.  (Committee  print,  94th  Congress, 
1st  session.)  + 

Y  4.1n  8/16:P  43  g 

11137  United  States  relations  with  Cuba,  report  of  special  study  mission  to 

Cuba,  Aug.  30-Sept.  3,  1975;  Oct.  31,  1975.  1975.  vii+12  p.  (Committee 
print,  94th  Congress,  1st  session.)  + 

Y  4.1n  8/16.C  89 

iii38  War  powers  resolution,  relevant  documents,  correspondence,  reports, 
prepared  by  Subcommittee  on  International  Security  and  Scientific 
Affairs.  Jan.  1976  edition.  1975  [published  1976].  vii+46  p.  (Committee 
print,  94th  Congress,  2d  session.)    *  Paper,  $1.40.    •Item  1017 

Y  4.1n  8/16:W  19/976 

Interstate  and  Foreign  Commerce  Committee,  House  Washington,  DC 
20515 

iii39  Background  information  concerning  Railroad  unemployment  insurance 
act  amendments,  H.R.4716,  compiled  by  staff;  Apr.  1975.  1975.  iii  +  128 
p.il.  (Committee  print  6,  94th  Congress,  1st  session.)  + 

Y  4.1n  8/4:R  13/67 

liuo  Clean  air  act  amendments  of  1975,  summary  of  bill,  H.R.  10498,  as 
reported  by  Subcommittee  on  Health  and  Environment,  Nov.  1975. 
1975.  ii+17  p.  (Committee  print  16,  94th  Congress,  1st  session.)    # 

Y  4.1n  8/4:Ai  7/34/975-2 
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[Committee  publication]  serial,  93d  Congress. 

1 1 141  73.    Railroad   safety,   hearings   before   Subcommittee   on  Transportation   and    Aeronautics, 

9M  Congress,  2d  session,  on  H.R.  14076  and  H.R.  14077.  May  3-17,  1974.  1974. 
vi.  1X0  p. 1       *      •Item  1019 

Y  4  In  8/4:93-73 

11142  81.   All-channel  radio,  hearing  before  Subcommittee  on  Communications  and  Power,  93d 

Congress,  2d  session,  on  H.R.  8266.  H.R.  14619.  and  S.  585  July  22,  1974.  1974 
v  +  2l3pil       +      •Item  1019 

Y  4. In  8/4.93-81 

[Committee  publication]  serial,  94th  Congress. 

11143  2.    Federal   Communications   Commission    overview,    hearing,    before    Subcommittee    on 

Communications,  94th  Congresss,  1st  session,  Mar.  11,  1975.  1975.  iii+54  p.      + 
•  Item  1019 

Y  4  In  8/4:94-2 

11144  4.   Health  services  programs,  hearing  before  Subcommittee  on   Health  and   the   Environ- 

ment. 94th  Congress,  1st  session,  on  H.R  2954  and  H.R.2955.  Feb.  19,  1975.  1975. 
iv +  278  p.      +      •Item  1019 

Y  4. In  8/4:94-4 

11145  50.  National  health  education  and  disease  prevention  act  of  1975,  hearings  before  Subcom- 

mittee on  Health  and  Environment,  94th  Congress,  1st  session,  on  H.R.  8278,  H.R. 
5839.  H.R.  7050,  H.R.  3205,  and  H.R.  4444  and  all  similar  or  identical  bills,  Nov 
3-13,  1975.  1976.  vi  +  461  p.il.     +     •Item  1019 

Y  4. In  8/4:94-50 

11146  51.  Securities  exchange  act  amendments,  1975,  hearing  before  Subcommittee  on  Consumer 

Protection  and  Finance,  94th  Congress,  1st  session,  H.R.  8576  and  S.  2136,  Oct. 
3,  1975.  1976.  iii  + 61  p.      +     •Item  1019 

Y  4. In  8/4:94-51 

11147  52.  Natural  gas  supplies,  hearings  before  Subcommittee  on  Oversight  and  Investigations, 

94th  Congress,  1st  session,  on  natural  gas  supply  in  United  States.  Sept  4  and 
5,  1975.  1975.  iv  +  219  p.il.  [Volume  2  appears  in  error  on  publication]  +  •Item 
1019 

Y  4. In  8/4:94-52 

11148  54.   Radiation   health   and   safety   act  of   1975,   hearing  before   Subcommittee   on   Health 

and  Environment,  94th  Congress,  1st  session,  on  H.R.  559,  Dec.  18,  1975.  1976. 
iii+73p.      +      •Item  1019 

Y  4  In  8/4:94-54 

11149  Discursive  dictionary  of  health  care,  prepared  for  use  of  Subcommittee 

on  Health  and  Environment  [with  bibliography];  Feb.  1976.  1976. 
iii  +  182  p.il.  (Committee  print,  94th  Congress,  2d  session.)  *  Paper, 
$2.40.      •Item  1019 

Y  4.1n  8/4:H  34/26 

ni50  Interim  report  and  recommended  courses  of  action  resulting  from 
hearings  on  telecommunications  research  and  policy  development, 
prepared  for  use  of  Subcommittee  on  Communications;  Dec.  1975. 
1975.  iii  +  17  p.  (Subcommittee  print,  94th  Congress,  1st  session.) 

#  #Item  1019 

Y  4.1n  8/4:T  23/14 

iii5i  Materials  concerning  effects  of  Government  regulation  on  railroads  and 
economic  profile  of  railroads  in  United  States,  prepared  for  use  of 
Subcommittee  on  Transportation  and  Commerce  [with  special  bibliog- 
raphy]; Dec.  1975.  1975.  iii  +  95  p.  (Committee  print  17,  94th  Congress, 
1st  session.)    #  ,  . 

Y  4.1n  8/4:R  13/71 

iii52  Materials  on  implementation  of  Noise  control  act  of  1972,  prepared 
for  use  of  Subcommittee  on  Transportation  and  Commerce;  Oct. 
1975.  1975.  iii  +  18  p.  (Committee  print  12,  94th  Congress,  1st  session.) 
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Judiciary  Committee,  House  Washington,  DC  20515 

11153  Civil  rights  aspects  of  general  revenue  sharing,  Subcommittee  on  Civil 

and  Constitutional  Rights;  Nov.  1975.  1975.  iii  +  44  p.  (Committee  print, 
94th  Congress,  1st  session)  + 

Y  4.J  89/l:C  49/10 

[Committee  publication]  serial,  93d  Congress. 

11154  39.   Judicial  disqualification,   hearing   before   Subcommittee   on   Courts,   Civil   Liberties, 

and  Administration  of  Justice,  93d  Congress,  2d  session,  on  S.  1064,  May  24,  1974. 

1974.  iii+22p.     +     •Item  1020 

Y  4.J  89/1:93-39 

11155  57.    Equal   opportunity   in   housing,    hearing   before    Subcommittee   on   Civil   Rights   and 

Constitutional  Rights,  93d  Congress,  2d  session,  Sept.  19,  1974.  1975.  iii+118  p.il. 
+     •Item  1020 

Y  4.J  89/1:93-57 

11156  64.  Recommendations  of  the  Select  Committee  on  Crime,  hearing  before  Subcommittee 

on  Crime,  93d  Congress,  2d  session,  Mar.  13,  1974.  1975.  iii  +  39  p.     +     •Item  1020 

Y  4.J  89/1:93-64 

[Committee  publication]  serial,  94th  Congress. 

11157  1.  Extension  of  the  Voting  rights  act,  pt.2,  hearings  before  Subcommittee  on  Civil  and 

Constitutional  Rights,  94th  Congress,  1st  session,  on  H.R.939,  H.R.2148,  H.R.3247, 
and  H.R.3501,  Feb.  25-Mar.  25,  1975.  1975.  vi  +  937-1625  p.il.     +     •Item  1020 

Y  4.J  89/l:94-l/pt.2 

11158  2.  FBI  oversight,  hearings  before  Subcommittee  on  Civil  and  Constitutional  Rights,  94th 

Congress,  1st  session,  pt.l,  Feb.  27,  1975.  1975.  iii  +  48  p.     +     •Item  1020 

Y  4.J  89/l:94-2/pt.l 

11159  11.  Firearms  legislation,  hearings,  pt.  5,  before  Subcommittee  on  Crime,  94th  Congress, 

1st  session,  June  23,  1975.  1975.  iv  + 1673-1888  p.il.  [Hearings  held  in  Denver,  Colo.] 
*  Paper,  $2.60.     •Item  1020 

Y  4.J  89/l:94-ll/pt.5 

11160  12.  Patent  cooperation  treaty,  hearing  before  Subcommittee  on  Courts,  Civil  Liberties, 

and  Administration  of  Justice,  94th  Congress,  1st  session,  on  S.  24,  July  31,  1975. 

1975.  iii  +  35  p.     +     •Item  1020 

Y  4.J  89/1:94-12 

11161  23.  Waiver  of  nonimmigrant  visas,  hearing  before  Subcommittee  on  Immigration,  Citizen- 

ship, and  International  Law,  94th  Congress,  1st  session,  on  H.R.  190,  H.R.  2771, 
and  H.R.  8059,  Sept.  10,  1975.  1975.  iii+ 72  p.     +     •Item  1020 

Y  4.J  89/1:94-23 

11162  24.  Deprivation  of  employment  on  account  of  political  contribution,  hearing  before  Sub- 

committee on  Criminal  Justice,  94th  Congress,  1st  session,  on  legislation  relating 
to  deprivation  of  employment  or  other  benefit  made  possible  by  act  of  Congress 
on  account  of  political  contribution,  race,  color,  sex  religion,  or  national  origin, 
Oct.  21,  1975.  1976.  iv  + 93  p.     +     •Item  1020 

Y  4.J  89/1:94-24 

11163  25.  Newsmen's  privilege,  hearings  before  Subcommittee  on  Courts,  Civil  Liberties,  and 

Administration  of  Justice,  94th  Congress,  1st  session,  on  H.R.  215,  Apr.  23  and 
24,  1975.  1976.  iii  + 132  p.     +     •Item  1020 

Y  4.J  89/1:94-25 

11164  26.    Surveillance,   hearings,   pt.   1,   before    Subcommittee   on  Courts,   Civil   Liberties, and 

Administration  of  Justice,  94th  Congress,  1st  session,  on  matter  of  wiretapping, 
electronic  eavesdropping,  and  other  surveillance,  Feb.  6-Sept.  8,  1975.  1975.  v  +  674 
p.     +     •Item  1020 

Y  4.J  89/l:94-26/pt.I 

11165  26.    Surveillance,   hearings,   pt.   2,    Appendixes,   before    Subcommittee   on   Courts,   Civil 

Liberties,  and  Administration  of  Justice,  94th  Congress,  1st  session,  on  matter  of 
wiretapping,  electronic  eavesdropping,  and  other  surveillance,  Feb.  6-Sept.  8,  1975. 
1975.  v  +  675-1379  p.il.     +     •Item  1020 

Y  4.J  89/l:94-26/pt.2 

11166  Federal  rules  of  appellate  procedure,  with  forms,  Jan.  1,  1976.  1976. 

x  +  33  p.     *  Paper,  $1.20.    •Item  1020 

Y  4.J  89/l:Ap  4/2/976 

11167  Report  on  Presidential  clemency  program,  Subcommittee  on  Courts, 

Civil  Liberties,  and  Administration  of  Justice;  Aug.  1975.  1975.  v+18 
p.  (Committee  print,  94th  Congress,  1st  session.)    # 

Y  4.J  89/l:P  92/8 
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1 1 168  Selected  issues  and  positions  of  Nelson  A.  Rockefeller,  nominee  for 

Vice  President  of  United  States,  analysis;  Nov.  1974.  1974.  vi  +  130 
p.  (House  committee  print,  93d  Congress,  2d  session.)  + 

Y  4.J  89/l:R  59 

Testimony  of  witnesses,  hearings,  93d  Congress,  2d  session,  pursuant 
to  H.Res.  803,  whether  sufficient  grounds  exist  for  House  to  impeach 
Richard  M.  Nixon. 

11169  bk.l.    Alexander    Butterfield,    Paul   O'Brien,   and    Fred   C.    LaRue,   July    2-8,   1974.    1974. 

iii+  275p.il.     •   Paper,  $2.20.     •Item  1020 

Y  4.J  89/l:W  77/bk.l 

11170  bk.  2.  William  O.   Bittman,  John   N     Mitchell,   and  John   W.   Dean,   III,  July  9-11.  1974. 

1974.  iii+355  p.      •  Paper,  $2.70      •Item  1020 

Y  4.J  89/l:W  77/bk.2 

Merchant  Marine  and  Fisheries  Committee,  House  Washington,  DC 
20515 

[Committee  publication]  serial,  93d  Congress. 

11171  44.  Maritime  education  and  training,  miscellaneous,  hearings  before  Ad  Hoc  Committee 

on  Maritime  Education  and  Training,  93d  Congress,  2d  session,  on  officer  require- 
ments [and]  maritime  education  regarding  safety  at  sea,  June  26  [and]  Nov.  19, 
1974.l975.iii-i-107p.il.     +     •Item  1021 

Y  4.M  53:93-44 

[Committee  publication]  serial,  94th  Congress. 

11172  14.  National  environmental  policy  act  oversight,  hearings  before  Subcommittee  on  Fishe- 

ries and  Wildlife  Conservation  and  Environment,  94th  Congress,  1st  session,  on 
oversight  of  National  Environmental  policy  act  of  1969  to  assess  certain  Federal 
agencies   compliance    thereto   and    to   review    implementation   problems,    Sept.   8-26, 

1975.  1975.  iv  + 261  p.     +     •Item  1021 

Y  4.M  53:94-14 

Missing  Persons  in  Southeast  Asia,  Select  Committee  on,  House 
Washington,  DC  20515 

11173  Americans  missing  in  Southeast  Asia,  hearings,  pt.  1,  94th  Congress, 

1st  session,  Sept.  23-Oct.  23,  1975.  1975.  xii+125  p.il.     +     •Item  1009 

Y  4.M  69/3:Am  3/pt.l 

1U74  Americans  missing  in  Southeast  Asia,  hearings,  pt.  2,  94th  Congress, 
1st  session,  Nov.  5-Dec.  17,  1975.  1975.  viii+312  p.il.     +     •Item  1009 

Y  4.M  69/3:Am  3/pt.2 

Post  Office  and  Civil  Service  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d,  Congress. 

11175  55.   Utilization  of   mental  health   benefits   under  Federal  employees-   program,   hearings 

before  Subcommittee  on  Retirement  and  Employee  Benefits,  93d  Congress,  2d  ses- 
sion, Sept.  16  and  Oct.  8,  1974.  1974.  iii+67  p.       +     •Item  1022 

Y  4.P  84/10:93-55 

[Committee  publication]  serial,  94th  Congress. 

11176  10.  Right  to  counsel  during  interrogations,  hearings  before  Subcommittee  on  Retirement 

and  Employee  Benefits,  94th  Congress,  1st  session,  on  H.R.  1674,  Mar.  11-Apr  8, 
1975.  1975.  iii  +  92  p.     +     •Item  1022 

Y  4.P  84/10:94-10 

11177  30.    Federal   employees'    group   life    insurance   program,    hearings   before    Subcommittee 

on  Retirement  and  Employee  Benefits,  94th  Congress,  1st  session,  May  5  and  12, 
>975.I975.iv  +  56p.      +      .Item  .022  Y  4.P  84/10:94-30 

11178  31.   Allotment  or  assignment  of  payments  from   civil  service  annuities,   hearings  before 

before  Subcommittee  on  Retirement  and  Employee  Benefits,  94th  Congress.  1st  ses- 
sion, on  H.R.  6642,  July  8-10,  1975.  1975.  iv+ 30  p.     +     •Item  1022  p  84/10-94  31 
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11179  38.   Oversight   hearings   on   bicentennial   celebration,    hearings   before    Subcommittee   on 

Census  and  Population  ,  94th  Congress,  1st  session,  June  10  and  25,  1975.  1975. 
iii  +  64  p.     +     •Item  1022 

Y  4.P  84/10:94-38 

11180  48.   Violations  and  abuses  of  merit  principles  in   Federal  employment,  hearings,  pt.  3, 

before  Subcommittee  on  Manpower  and  Civil  Service,  94th  Congress,  1st  session, 
Sept.  9-Oct.  30,  1975.  1975.  iii  + 283-562  p.  +       •Item  1022 

Y  4.P  84/10:94-48/pt.3 

11181  50.  Regulations  for  use  and  transfer  of  population  census  records  to  National  Archives, 

hearing  before  Subcommittee  on  Census  and  Population,  94th  Congress,  1st  session, 
on  H.R.  10686,  Nov.  17,  1975.  1975.  iii  +  61  p.     +     •Item  1022 

Y  4.P  84/10:94-50 

11182  51.  Census  of  agriculture  date,  hearing  before  Subcommittee  on  Census  and  Population, 

94th  Congress,  on  H.R.  7824,  Sept.  26,  1975.  1975.  iv  +  22  p.     +     •Item  1022 

Y  4.P  84/10:94-51 

11183  52.   Creditable    service    of   United    States   commissioners    for   purposes   of   civil   service 

retirement,   hearings   before   Subcommittee   on   Retirement  and   Employee   Benefits, 
94th  Congress,  1st  session,  on  H.R.  8822,  Nov.  4  and  6,  1975.  1975.  iv  +  42  p. 
+     •Item  1022 

Y  4.P  84/10:94-52 

11184  53.  Alternate  work  schedules  and  part-time  career  opportunities  in  Federal  government, 

hearings,  before  Subcommittee  on  Manpower  and  Civil  Service,  94th  Congress,  1st 
session,  on  H.R.  6350,  H.R.  9043,  H.R.  3925,  and  S.  792,  Sept.  29-Oct.  7,  1975. 
1976.  iv  +  174  p.     +     •Item  1022 

Y  4.P  84/10:94-53 

11185  55.  Improve  basic  workweek  and  revise  pay  structure  of  firefighter  personnel  of  executive 

agencies,  hearings  before  Subcommittee  on  Manpower  and  Civil  Service,  94th  Con- 
gress, 1st  session,  on  H.R.  4634  and  H.R.  2215,  Nov.  11  and  12,  1975.  1976.  iii  +  122 
p.     +     •Item  1022 

Y  4.P  84/10:94-55 

11186  56.   Civil  service   retirement  system,   hearings  before  Subcommittee  on  Retirement  and 

Employee  Benefits,  94th  Congress,  1st  session,  Sept.  25-Nov.  14,  1975.  1976.  v  +  111 
p.     +     •Item  1022 

Y  4.P  84/10:94-56 

11187  57.  Restoration  of  health  benefits  coverage  when  survivor  annuity  is  restored,  hearings 

before  Subcommittee  on  Retirement  and  Employee  Benefits,  94th  Congress,  1st  ses- 
sion, on  H.R.  10622,  Dec.  2  and  4,  1975.  1976.  iv+13  p.     +     •Item  1022 

Y  4.P  84/10:94-57 

11188  58.  Retirement  annuities  of  Federal  law  enforcement  and  firefighter  personnel,  hearings 

before  Subcommittee  on  Retirement  and  Employee  Benefits,  94th  Congress,  1st  ses- 
sion, on  H.R.  7531,  Nov.  13-18,  1975.  1976.  iii+37  p.     +     •Item  1022 

Y  4.P  84/10:94-58 

11189  59.   Pay   of   Government   prevailing   rate   employees,   hearings  before   Subcommittee   on 

Employee  Political  Rights  and  Intergovernmental  Programs,  94th  Congress,  1st  ses- 
sion, Oct.  24  and  27,  1975.  1975.  iii+62  p.il.  [Hearings  held  in  San  Juan,  Puerto 
Rico.]     +     •Item  1022 

Y  4.P  84/10:94-59 

11190  60.  New  criteria  for  small  post  office  closings  and  new  regulations  to  control  personnel 

costs,  hearings  before  Subcommittee  on  Postal  Facilities,  Mail,  and  Labor  Manage- 
ment, 94thCongress,  1st  session,  Dec.  3  and  5,  1975.  1976.  iii  +  120  p.  +  •Item 
1022 

Y  4.P  84/10:94-60 

11191  Current  salary  schedules  of  Federal  officers  and  employees  together 

with  history  of  salary  and  retirement  annuity  adjustments;  Nov.  12, 
1975.  1975.  iii+28  p.  (Committee  print  5,  94th  Congress,  1st  session.) 

Y  4.P  84/10: Sa  3/16/975 

11192  Documents  relating  to  Oct.  1975  Federal  pay  adjustment;  Nov.  11,  1975. 

1975.  iii+95  p.  (Committee  print  7,  94th  Congress,  1st  session.)  + 

Y  4.P  84/10:P  29/14 

iii93  Subject  and  name  indexes  to  publication  of  Commission  on  Population 
Growth  and  American  Future,  Subcommittee  on  Census  and  Popula- 
tion; Nov.  20,  1975.  1975.  vii+290  p.  4°  (Committee  print  8,  94th 
Congress,  1st  session.)  + 

Y  4.P  84/10:Su  1/2 
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11194  Summary  of  activities  of  Committee  on  Post  Office  and  Civil  Service 

during  94th   Congress,   1st   session,   Dec.    31    ,   1975.   1975.   v  +  55   p. 
(Committee  print  9,  94th  Congress,  1st  session.)  + 

Y  4.P  84/10:Ac  8/975 

Public  Works  and  Transportation  Committee,  House  Washington,  DC 
20515 

[Committee  publication]  serial,  94th  Congress. 

11195  11.  Forest  service  timber  sale  contracts  involving  road  construction,  hearing  before  Sub- 

committee on  Surface  Transportation,  94th  Congress,  1st  session,  on  H.R.  5077, 
May  21.  1975.  1975.  viii  +  62  p.il.  +       •Item  1024 

Y  4.P  96/11:94-11 

11196  19.  Fuel  problems  and  their  impact  on  air  transportation  industry,  briefing  of  Subcommit- 

tee on  Aviation;  June  25,  1975.  1975.  iii+108  p.il.  (Committee  print,  94th  Congress, 
1st  session.)  + 

Y  4.P  96/11:94-19 

11197  22.   To   amend   Federal   water   pollution   control   act,   hearings   before   Subcommittee   on 

Water  Resources,  94th  Congress,  1st  session,  on  H.R.  9560,  Sept.  23-30.  1975  1975 
vi+344  p.      +      •Item  1024 

Y  4.P  96/11:94-22 

11198  23.  Richard  B.  Russell  Federal  Office  Building,  Atlanta,  Ga.,  hearing  before  Subcommittee 

on  Public  Buildings  and  Grounds,  94th  Congress,  1st  session,  Sept.  16,  1975.  1975. 
iv  + 167  p.il.  [Hearing  held  in  Atlanta,  Ga. |     +      •Item  1024 

Y  4. P  96/11:94-23 

11199  24.  To  amend  Public  works  and  economic  development  act  of  1965  to  extend  authoriza- 

tions for  3-year  period  ,  hearings  before  Subcommittee  on  Economic  Development, 
94th  Congress,  1st  session,  on  H.R.  9398  and  related  bills,  Sept.  18  and  23.  1975. 
1975.  vii+186p.     +      •Item  1024 

Y  4.P  96/11:94-24 

11200  25.   Allotment  of  grant  funds  for  construction  of  publicly  owned  wastewater  treatment 

works;  Dec.  1975.  1975.  ii  +  5  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.P  96/11:94-25 

11201  26.  Sound  and  light  performance  on  east  front  of  Capitol,  hearing  before  Subcommittee 

on  Public  Buildings  and  Grounds,  94th  Congress,  1st  session,  on  H.J. Res.  621  and 
H.J. Res.  635.  Sept.  17,  1975.  1975.  iii+41  p.       +     •Item  1024 

Y  4.P  96/11:94-26 

11202  30.  To  amend   Federal  aviation  act  of  1958  relating  to  emergency   locator  transmitters, 

hearing  before  Subcommittee  on  Aviation,  94th  Congress,  1st  session,  on  H.R  7064, 
H.R.  8228,  [and]  H.R.  9071,  Dec.  9,  1975.  1976.  iii+38  p.     +     •Item  1024 

Y  4.P  96/11:94-30 

Science  and  Astronautics  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  93d  Congress. 

11203  BB.  Genetic  engineering,  evolution  of  technological  issue,  supplemental  report  I.  report 

prepared  for  Subcommittee  on  Science,  Research,  and  Development,  93d  Congress, 
2d  session,  by  [  James  M.  McCullough  ]  Science  Policy  Research  Division,  Congres- 
sional Research  Service,  Library  of  Congress;  Dec.  1974.  1974.  vii  +  215  p.  (Committee 
print.)  + 

Y  4Sci  2:93-2/BB 

11204  48.  Oil  shale   technology,  hearings  before   Subcommittee  on   Energy.  93d  Congress.  2d 

session,  on  H.R.9693,  May  8-30,  1974.  1974.  vi+ 528  p.il.     +     •Item  1025-A 

Y  4Sci  2:93-2/48 

[Committee  publication]  serial,  94th  Congress. 

11205  4,    pt.3.    ERDA    authorization,    hearings,    1976   and    transition   period,    solar   heating   and 

cooling,  before  Subcommittee  on  Energy  Research,  Development  and  Demonstration, 
94th  Congress.  1st  session,  Feb.  20,  1975.  1975.  xvi  +  436  p.il.     +     •Item  1025-A 

Y  4Sci  2:94-l/4/pt.3 

Science  and  Technology  Committee,  House  Washington,  DC  20515 

[Committee  publication]  serial,  94th  Congress. 

11206  P.    Background    materials    on    U.S. -USSR,    cooperative    agreements    in    science    and 

technology,  report  prepared  by  [  Claire  Riley  Geier  ]  Science  Policy  Research  Divi- 
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sion,  Congressional  Research  Service,  Library  of  Congress;  Nov.  1975.  1975.  v  +  93 
p.  (Committee  print.)  + 

Y  4.Sci  2:94-l/P 

11207  Q.    National   Science   Foundation   curriculum   development  and   implementation   for  pre- 

college  science  education   ,  report;  Nov.  1975.  1975.  iii+308  p.il.  (Committee  print.) 

Y  4Sci  2:94-l/Q 

11208  T.    National   Science    Foundation   and    pre-college    science   education,   1950-75,   prepared 

for  Subcommittee  on  Science,  Research,  and  Technology,  94th  Congress,  2d  session, 
by  Science  Policy  Research  Division,  Congressional  Research  Service,  Library  of 
Congress;  Jan.  1976.  1976.  ix  +  297  p.  1  pi.  (Committee  print.)     *   Paper,  $3.85. 

•  Item  1025  A 

Y  4.Sci  2:94-2/T 

11209  28.  Comprehensive  plan  for  energy  research,  development,  and  demonstration,  hearing, 

94th  Congress,  1st  session,  July  21,  1975.  1975.  iii  +  674  p.il.     +     •Item  1025-A 

Y  4.Sci  2:94-1/28 

11210  29.   Hydrogen,   hearings   before   Subcommittee   on   Energy   Research,   Development  and 

Demonstration,  94th  Congress,  1st  session,  June  10  and  12,  1975.  1975.  vi  +  1362  p.il. 
+     •Item  1025-A 

Y  4.Sci  2:94-1/29 

11211  30.  National  solar  energy  research,  development,  and  demonstration  program,  definition 

report.  Solar  energy  research,  development  and  demonstration  act  of  1974,  oversight 
hearings,  hearings  before  Subcommittee  on  Energy  Research,  Development,  and 
Demonstration,  94th  Congress,  1st  session,  July  16,  1975.  1975.  vi+514  p.il.     + 

•  Item  1025-A 

Y  4.Sci  2:94-1/30 

Small  Business  Committee,  House  Washington,  DC  20515 

11212  Minority  enterprise  and  allied  problems  of  small  business,   hearings 

before  Subcommittee  on  SBA  Oversight  and  Minority  Enterprise, 
94th  Congress,  1st  session,  July  8-10,  1975.  1975.  iv  +  261  p.il.     + 
•Item  1031 

Y  4.Sm  1:M  66/3 

H213  SBA  assistance  for  agricultural  concerns  and  to  meet  pollution  stan- 
dards, hearings  before  Subcommittee  on  SBA  and  SBIC  Legislation, 
94th  Congress,  1st  session,  May  20-July  18,  1975.  1975.  iv  +  403  p.il. 
+     •Item  1031 

Y  4.Sm  l:Sm  1/10 

11214  Selected  SBA  programs  and  activities,  hearing  before  Subcommittee 
on  SBA  Oversight  and  Minority  Enterprise,  94th  Congress,  1st  ses- 
sion, Nov.  20,  1975.  1975.  iii+120  p.     +     •Item  1031 

Y  4.Sm  1:P  94/10 

U215  Small  Business  Administrations  programs,  hearings  before  Subcommit- 
tee on  SBA  Oversight  and  Minority  Enterprise  ,  94th  Congress,  1st 
session,  Mar.  4-5,  1975.  1975.  iii+94  p.     +     •Item  1031 

Y  4.Sm  l:Sm  1/8 

Veterans'  Affairs  Committee,  House  Washington,  DC  20515 

11216  National  cemetery  site  selection,  Pennsylvania,  and  vicinity  of  District 
of  Columbia,  hearing  before  Subcommittee  on  Cemeteries  and  Burial 
Benefits,  94th  Congress,  1st  session,  Nov.  17,  1975.  1976.  v  +  1135-1164 
p.      +     •Item  1027 

Y  4.V  64/3:C  33/12 

H217  Veterans'  Administration  loan  guaranty  program,  hearing  before  Sub- 
committee on  Housing,  94th  Congress,  1st  session,  on  review  of 
operations  of  Veterans'  Administration  loan  guaranty  programs,  June 
19,  1975.  1975.  v  + 645-674  p.     +     •Item  1027 

Y  4.V  64/3  :V  64/15 
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1 1 2 1 &  Veterans'  Administration  study  of  proposed  tuition  assistance  programs, 
report  submitted  to  94th  Congress  by  Administrator  of  Veterans' 
Affairs,  Nov.  1975,  as  required  by  Public  law  93-508;  Jan.  1976.  1976. 
[7]  +  vi  +  225  p.il.  (House  committee  print  86,  94th  Congress,  2d  ses- 
sion.)    # 

Y  4.V  64/3:T  81/2 

Ways  and  Means  Committee,  House  Washington,  DC  20515 

U2I9  AFDC  quality  control  program,  hearings  before  Subcommittee  on  Over- 
sight, 94th  Congress,  1st  session,  Oct.  31  and  Nov.  3,  1975.  1975. 
iii  +  118p.     +     •Item  1028 

Y  4.W  36:Ai  2/6 

11220  Appeals  process,  areas  of  possible  administrative  or  legislative  action, 

prepared  by  Subcommittee  on  Social  Security;  Nov.  3,  1975.  1975. 
ii  +  18  p.  (Committee  print,  94th  Congress,  1st  session;  WMCP  94- 
91.)     +     #Item  1028 

Y4.W  36:Ap4 

11221  Background  material  on  generalized  system  of  preferences  (GSP),  Sub- 

committee on  Trade;  Jan  19,  1976.  1976.  v  +  79  p.  (Committee  print, 
94th  Congress,  2d  session;  WMCP  94-110.)     +     •Item  1028 

Y  4.W  36:G  28/2 

11222  Collection  of  delinquent  taxes,  report  to  steering  committee  for  Internal 

Revenue    Service   project   of   Administrative   Conference   of   United 
States,  Subcommittee  on  Oversight;  Jan.  20,  1975.  1976.  v  +  211  p.il. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-112.)     + 
•Item  1028 

Y  4.W  36:T  19/119 

11223  Customs  administration  and  valuation  of  imports,  hearings  before  Sub- 

committee on  Trade,  94th  Congress,  1st  session,  Nov.  18,  1975.  1975. 
hi +  29  p.     +     •Item  1028 

Y  4.W  36:C  96/35 

U224  Description  of  technical  and  minor  bills  listed  for  hearing  by  Committee 
on  Ways  and  Means  on  Dec.  10,  1975,  prepared  by  Joint  Committee 
on  Internal  Revenue  Taxation;  Dec.  9,  1975.  iii  +  63  p.  (Committee 
print.)  + 

Y  4.W  36:B  49/2 

M225  Eligibility  of  maritime  capital  construction  fund  withdrawals  for  invest- 
ment tax  credit,  hearing,  94th  Congress,  1st  session,  Dec.  15,  1975. 
1976.  iii  +  129  p.     +     •Item  1028 

Y  4.W  36:In  8/36 

H226  Material  relating  to  administration  proposal  concerning  petroleum  import 
license  fees  and  administration's  request  for  increase  in  public  debt 
ceiling,  public  hearings;  Jan.  23,  1975.  1975.  iii  +  85  p.  (Committee 
print,  94th  Congress,  1st  session.)  + 

Y  4.W  36:Ad  6/4 

H227  Proposed  changes  in  permanent  Federal-State  unemployment  compensa- 
tion programs,  hearings,  phase  3  before  Subcommittee  on  Unemploy- 
ment Compensation,  94th  Congress,  1st  session,  July  15-30,  1975.  1975. 
vi  +  1037  p.ii.      +     •Item  1028 

Y  4.W  36:Un  4/l4/ph.3 
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11228  Public  hearings  on  national  health  insurance,  prepared  statements  of 
witnesses,  Subcommittee  on  Health;  Nov.  6  ,  1975.  1975.  iii  +  146  p.il. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-94.)     + 
•Item  1028 

Y  4.W  36:H  34/23/975-10 

H229  Public  hearings  on  national  health  insurance,  prepared  statements  of 
witnesses,  Subcommittee  on  Health;  Nov.  10,  1975.  1975.  iii  +  122  p. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-96.)  + 

Y  4.W  36:H  34/23/975-9 

H230  Public  hearings  on  national  health  insurance,  prepared  statements  of 
witnesses,  Subcommittee  on  Health;  Nov.  13,  1975.  1975.  iii+89  p. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-99.)  + 

Y  4.W  36:H  34/23/975-11 

U23i  Recent  studies  relevant  to  disability  hearings  and  appeals  crisis,  Sub- 
committee  on   Social   Security;    Dec.    20,    1975.   1975.    vii+245   p.il. 
(Committee  print,  94th  Congress,  1st  session;  WMCP  94-89.)     + 
•Item  1028 

Y  4.W  36:D  63/13 

U232  Summary  of  provisions  in  H.R.  10210  and  comparison  with  present  law, 
Subcommittee  on  Unemployment  Compensation  ,  information  to  ac- 
company H.R.  10210,  unemployment  compensation  amendments  of 
1975;  Oct.  31,  1975.  1975.  ii+10  p.  oblong  24°  (Committee  print,  94th 
Congress,  1st  session;  WMCP  94-88.)     +     •Item  1028 

Y  4.W  36:Un  2/20 

SENATE  Washington,  DC  20510 

Senate  documents 

Note.— All  Senate  documents  entries  which  are  followed  by  a   + ,  may  be  obtained  from  the 
Senate  Document  Room  or  from  the  issuing  office. 

Senate  documents,  93d  Congress.     •Item  996 

11233  129.  Amendment  to  budget  for  fiscal  year  1975  for  Department  of  Agriculture,  communica- 

tion from  President  of  United  States  transmitting  amendment;  Nov.  26,  1974.  [1974.] 
2  p.  + 

11234  133.   Appropriations,   budget  estimates,  etc.,   statements  93d  Congress,  2d   session,  Jan. 

21-Dec.  20,  1974,  by  James  R.  Calloway  ,  Keith  F.  Mainland  ,  [and]  W.  Proctor 
Jones.   1975.   2446  +  lxxii  p.    [To   be    sent  to  depository   libraries   as   Serial  13069-2.] 

+ 

11235  134.  Constitution  of  United  States,  analysis  and  interpretation,  1974  supplement,  annota- 

tions of  cases  decided  by  Supreme  Court  of  United  States  to  July  25,  1974;  Lester 
S.  Jayson  ,  Johnny  H.  Killian  ,  George  Costello,  editors  1974.  [153]  p.  4°  [Prepared 
by  Congressional  Research  Service,  Library  of  Congress.]  (To  be  sent  to  depository 
libraries  in  serial  set  binding.)     *  Paper,  $2.10 

Senate  documents,  94th  Congress.     •Item  996 

11236  5.    Budget   rescissions   and   impoundments,    message   from    President   of   United    States; 

Feb.  11,  1975.  1975.  [l]  +  27  p.  + 

11237  7.  Deferral  of  budget,  family  practice  of  medicine  act,  message  from  President  of  United 

States.  Feb.  11,  1975.  2  p.  + 

11238  10.  Rescission,  deferral  budget,  fiscal  year  1975,  message  from  President  of  United  States; 

Feb.  11,  1975.1975.  x  +  124p.  + 

11239  11.  Supplemental  reports,  deferral  of  budget,  message  from  President  of  United  States; 

Feb.  11,  1975.  1975.  [l]  +  28  p.  + 
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11240  12.  Additional  rescissions  or  deferrals  of  certain  budget  authority,  message  from  President 

of  United  States;  Feb.  11,  1975.  1975.  iii+90  p.  + 

11241  13.    Comptroller    General    report    on    impoundment,    communication    from    Comptroller 

General  of  United  States.  Feb.  11,  1975.  1975.  [11  +  8  p.  + 

11242  14.  Report  of  President  failing  to  deferral  budget  authority,  communication  from  Assistant 

Comptroller  General  of  United  States;  Feb.  11,  1975.  1975.  [1]  +  1  p.  + 

11243  18.  Comptroller  General  of  United  States  views  on  Impoundment  control  act,  1974,  com 

munication   from   Comptroller  General  of  United   States;   Feb.   11,   1975.   1975    [1] » 14 
p.  + 

11244  23.  Opinion  of  rescission  of  budget,  communication  from  Comptroller  General  of  United 

States;  Feb.  11,  1975.  1975.  [l]  +  3  p.  + 

11245  25.    Report   on   Office   of   Management   and    Budget   failure   to   complete   apportionment 

of  funds,  communication  from  Assistant  Comptroller  General  of  United  States.  Feb. 
11.  1975.  2  p.  + 

11246  26.  Review  of  proposed  deferrals  of  budget  authority,  communication  from  Comptroller 

General  of  United  States;  Feb.  11,  1975.  1975.  |l]  +  4  p.  + 

11247  30.  Transfer  authority  fiscal  year  1975  for  Department  of  Transportation,  communication 

from  President  of  United  States.  Apr.  7,  1975.  2  p.  + 

11248  31.   Amendment  to   supplemental  appropriations  for  fiscal  year  1975   for  Department  of 

Agriculture,    communication    from    President   of    United    States.    Apr.   9,    1975.    2   p. 

11249  32.  Supplemental  appropriation  for  fiscal  year  1975  for  Civil  Service  Commission,  commu- 

nication from  President  of  United  States.  Apr.  9,  1975.  2  p.  + 

11250  33.  Supplemental  appropriations  for  fiscal  year  1975  for  Department  of  Treasury,  commu- 

nication from  President  of  United  States.  Apr.  10,  1975.  2  p.  + 

11251  39.  Supplemental  appropriations  for  fiscal  year  1975  for  Department  of  State  and  United 

States  Information   Agency,  communication  from   President  of  United   States.   Apr. 
23,  1975.  2  p.  + 

11252  44.   Transfer  authority    for  fiscal   year  1975   for  Department  of  Justice,   communication 

from  President  of  United  States.  Apr.  29,  1975.  2  p.  + 

11253  46.  Supplemental  1975  appropriations  for  legislative  branch,  message  from   President  of 

United  States.  Apr.  30,  1975.  2  p.  + 

11254  48.  Request  for  supplemental  appropriation  for  fiscal  year  1974  for  Equal  Employment 

Opportunity   Commission,   message   from   President  of  United   States;  May   5,  1975. 
1975.  [l]  +  l  p.  + 

11255  49.  Supplemental  appropriations  for  fiscal  year  1975  for  Department  of  Agriculture,  com- 

munication from  President  of  United  States.  May  6,  1975.  3  p.  + 

11256  51.  Appropriation  language  change  for  year  1975  for  staff  of  Vice  President,  communica- 

tion from  President  of  United  States.  May  12,  1975.  2  p.  + 

11257  53.  Review  of  proposed  rescission  of  budget  authority,  communication  from  Comptroller 

General  of  United  States;  May  13,  1975.  1975.  [l]  +  3  p.  + 

11258  54.   Review   of  proposed   deferrals   and   rescissions   submitted   to   Congress   on   Apr.   18, 

1975,  communication  from  Comptroller  General  of  United  States;  May  13,  1975.  1975. 
[11  +  5  p.  + 

11259  57.   Transfer  authority    and   appropriation    language   change   for   Department   of   Health. 

Education,   and    Welfare    ,   communication    from    President  of   United    States;   May 
15,  1975.  1975.  [l]  +  2  p.  + 

11260  58.  Supplemental  appropriations  for  fiscal  year  1975  for  Department  of  Commerce,  com- 

munication from  President  of  United  States;  May  19.  1975.  1975.  [l)  +  2  p.  + 

11261  61.  Release  of  $46.1  million  in  impounded  budget  authority,  communication  from  Assistant 

Comptroller  General  of  United  States.  May  22,  1975.  2  p.  + 
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11262  63    Supplemental  appropriations  for  fiscal  year  1975  for  legislative  branch,  communication 

from  President  of  United  States;  June  2,  1975.  1975.  [l]  +  4  p.  + 

11263  72.  Budget  amendment  for  fiscal  year  1976  for  Department  of  Commerce,  communication 

from  President  of  United  States.  July  10,  1975.  2  p.  + 

11264  77.   Amendment  to   budget  for  fiscal   year  1976  for  Interstate   Commerce   Commission, 

communication  from  President  of  United  States.  July  17,  1975.  2  p.  + 

11265  78.  Amendment  to  budget  for  fiscal  year  1976  for  Department  of  Transportation,  communi- 

cation from  President  of  United  States.  July  17,  1975.  2  p.  + 

11266  80.    Amendment   to   budget   for   National   Transportation    Safety    Board,   communication 

from  President  of  United  States.  July  18,  1975.  2  p.  + 

11267  82.    Amendment   to   budget   for   Department   of    Labor,   communication   from    President 

of  United  States.  July  18,  1975.  2  p.  + 

11268  83.  Amendments  to  budget  for  fiscal  year  1976  for  Veterans  Administration,  communica- 

tion from  President  of  United  States.  July  18,  1975.  2  p.  + 

11269  84.  Amendments  to  budget  for  Energy  Research  and  Development  Administration,  com- 

munication from  President  of  United  States.  July  21,  1975.  2  p.  + 

11270  89.  Amendment  to  budget  for  fiscal  year  1976  for  Civil  Aeronautics  Board,  communication 

from  President  of  United  States.  July  25,  1975.  2  p.  + 

11271  90.    Budget   increase    for   fiscal   year   1976    for   Department   of    Interior,   communication 

from  President  of  United  States.  July  25,  1975.  2  p.  + 

11272  91.   Budget  amendment  for  fiscal  year  1976  for  Department  of  Health,  Education,  and 

Welfare,  communication  from  President  of  United  States.  July  25,  1975.  2  p.  + 

11273  96.  American  Revolution  Bicentennial  Board,  1st  report  to  Congress  in  compliance  with 

Public  Law  93-179;  Aug.  1975.  1975.  ii+8  p.  + 

11274  101.  Impoundment  of  budget  authority  for  housing  for  elderly  or  handicapped  program, 

communication  from  Assistant  Comptroller  General  of  United  States.  Sept.  3,  1975. 
2  p.  + 

11275  106.  Review  of  proposed  deferrals  of  budget  authority,  communication  from  Comptroller 

General  of  United  States.  Sept.  29,  1975.  3  p.  + 

11276  108.   Annual  report  of   National  Forest  Reservation  Commission,   letter  from   Secretary 

of  Army;  Sept.  18,  1975.  1975.  v  +  29  p.il.  + 

11277  112.  Amendment  to  budget  for  Energy  Research  and  Development  Administration,  commu- 

nication from  President  of  United  States.  Oct.  22,  1975.  2  p.  + 

11278  113.    Amendments    to   budget   for   Federal    Energy    Administration,   communication   from 

President  of  United  States;  Oct.  28,  1975.  1975.  [l]  +  2  p.  + 

11279  116.  Supplemental  and  amended  appropriations  for  Department  of  Labor,  communication 

from  President  of  United  States;  Oct.  30,  1975.  1975.  [l]  +  4  p.  + 

11280  119.  Supplemental  appropriations  for  Department  of  Transportation,  communication  from 

President  of  United  States;  Nov.  6,  1975.  1975.  [l]  +  2  p.  + 

11281  122.   Release  of  funds  proposed  for  rescission  and   notice  of  deferment  of  civil  action 

for  failure   to   release   funds,   communication   from    Acting  Comptroller  General  of 
United  States.  Nov.  10,  1975.  2  p.  + 

11282  123.   Review   of  deferrals   submitted   in   President's  6th   special  message   for  fiscal  year 

1976,   communication   from   Acting  Comptroller  General  of  United   States.   Nov.  11, 
1975.  3  p.  + 

11283  124.  Supplemental  appropriation  for  General  Services  Administration,  communication  from 

President  of  United  States.  Nov.  12,  1975.  2  p.  + 

11284  125.  Transfer  authority  for  fiscal  year  1976  for  General  Services  Administration,  communi- 

cation from  President  of  United  States.  Nov.  12,  1975.  2  p.  + 
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11285  126.  Current  services  estimates  for  fiscal  year  1977,  communication  from  Director    Office 

of  Management  and  Budget,  Executive  Office  of  President;  Nov  II.  1975.  1975. 
iii  +  63  p.  + 

11286  128.  Supplemental  appropriations  for  U.S.  Railway  Association,  communication  from  Pre- 

sident of  United  States;  Nov.  13,  1975.  1975.  [l]  +  2  p.  + 

11287  129.   Supplemental   appropriations   for  legislative   branch,   communication   from   President 

of  United  States;  Nov.  14.  1975.  1975.  (l]  +  3  p.  + 

11288  131.  Supplemental  appropriations  for  Department  of  Commerce,  communication  from  Pre- 

sident of  United  States.  Nov.  19.  1975.  2  p.  + 

11289  132.  Supplemental  appropriations  for  Department  of  State,  communication  from  President 

of  United  States.  Nov.  19,  1975.  2  p.  + 

11290  133.  Supplemental  appropriation  to  pay  claims  and  judgments,  communication  from  Pre- 

sident of  United  States.  Dec.  1,  1975.  1975.  [1]  +  10  p.  + 

11291  134.   Supplemental   appropriation   for   legislative   branch,   communication   from    President 

of  United  States;  Dec.  1,  1975.  1975.  [1]  +  1  p.  + 

11292  135.  Appropriation  language  change  for  National  Commission  on  Supplies  and  Shortages, 

communication  from  President  of  United  States;  Dec.  1,  1975.  1975.  [1]+1  p.  + 

11293  136.   Supplemental  appropriations  for  National  Commission  on  Supplies  and   Shortages, 

communication  from  President  of  United  Slates;  Dec.  1,  1975.  1975.  [l]  +  2  p.  + 

11294  138.  Supplemental  appropriations  for  Department  of  Treasury,  communication  from  Pre- 

sident of  United  States.  Dec.  9,  1975.  2  p.  + 

11295  139.  Supplemental  appropriations  for  judiciary,  communication  from  President  of  United 

States;  Dec.  12,  1975.  1975.  [l]  +  3  p.  + 

11296  141.   Review  of  proposed   rescissions  and   deferrals  of  budget  authority,   communication 

from  Comptroller  General  of  United  States;  Dec.  17,  1975.  1975.  [l]  +  5  p.  + 

11297  142.  Status  of  impounded  budget  authority  and  legislative  recommendation,  communication 

from  Comptroller  General  of  United  States;  Dec.  17,  1975.  1975.  (l]  +  2  p.  + 

11298  143.  Years  past  and  years  ahead,  continuity  in  dichotomy.  Republican  report  of  Hugh 

Scott  ;  Dec.  19,  1975.  1975.  [1]  +  16  p.  + 

Senate  executive  documents 

Senate  executive  documents,  94th  Congress,  1st  session. 

11299  I.  Agreement  on  conservation  of  polar  bears,  message  from  President  of  United  States 

transmitting   agreement  done   at  Oslo,   Nov.   15,   1973;    Dec.   1,   1975.   1975.   vi  +  3   p. 

*  Y  1.94/1:1 

11300  J.  Protocol  of  amendment  to  inter-American  treaty  of  reciprocal  assistance,  Rio  treaty, 

message  from  President  of  United  States  transmitting  protocol  of  amendment  signed 
at  special  conference  of  plenipotentiaries  at  San  Jose.  Costa  Rica,  July  26,  1975; 
Dec.  1,  1975.  1975.  vii  +  13  p.     #  Y  1.94/1:J 

Senate  reports 

Note.— For  titles  of  bills  which  these  reports  accompany,  see  Congressional  record  index. 

Senate  reports  on  private  bills,  94th  Congress.   +  Senate  Documents 
Room,  Capitol.     •Item  1008-B 

11301  80.   Arthur  Rike.   Report   from  Committee   on  Judiciary   to   accompany   S.234.   Apr.   17, 

1975.  4  p. 

11302  221.  Angelo  B.  Cortes.   Report  from  Committee  on  Judiciary    to  accompany  S.41.  June 

24,  1975.  4  p. 
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11303  222.   Andres  B.  Pasion.   Report  from  Committee  on  Judiciary  to  accompany  S.5I.  June 

24,  1975.  4  p. 

11304  223.   Dino  Mendoza  Pascua.   Report  from   Committee  on  Judiciary  to  accompany  S.55. 

June  24,  1975.  4  p. 

11305  224.  Victor  Henrique  Carlos  Gibson.  Report  from  Committee  on  Judiciary  to  accompany 

S.92.  June  24,  1975.  12  p. 

11306  225.    Angela   Garza.    Report   from    Committee   on   Judiciary   to   accompany    S.223.   June 

24,  1975.  6  p. 

11307  226.   Jesus  Cortez   Pineda.   Report  from   Committee   on   Judiciary   to  accompany   S.447. 

June  24,  1975.  5  p. 

11308  227.  Dr.  Jesus  Fernandez  Tirao  and  his  wife,  Benylin-Lynda  Obiena  Tirao.  Report  from 

Committee  on  Judiciary  to  accompany  S.485.  June  24,  1975.  5  p. 

11309  228.  Jiri  Emanuel  Huebner.  Report  from  Committee  on  Judiciary  to  accompany  S.533. 

June  24,  1975.  4  p. 

11310  229.  Benedicto  Principe  and  his  wife,  Erlinda  Madula  Principe.  Report  from  Committee 

on  Judiciary  to  accompany  S.844.  June  24,  1975.  8  p. 

11311  231.  Raul  Alvarez  Rodriguez.  Report  from  Committee  on  Judiciary  to  accompany  H.R.1387. 

June  24,  1975.  4  p. 

11312  232.    Guadalupe    Villegas-Cantu.    Report    from    Committee    on    Judiciary    to    accompany 

H.R.1388.  June  24,  1975.  4  p. 

11313  233.  Jacinta  Roque  Armstrong-Perez.  Report  from  Committee  on  Judiciary  to  accompany 

H.R.1393.  June  24,  1975.  5  p. 

11314  234.   Joseph    Hoffman.   Report   from   Committee   on   Judiciary   to   accompany   H.R.1408. 

June  24,  1975.  8  p. 

11315  235.   Samuel  T.   Ansley.   Report  from   Committee  on  Judiciary  to  accompany   H.R.1410. 

June  24,  1975.  4  p. 

11316  236.    Stephanie   Kahn   and   Barbara   Heyman.   Report   from   Committee   on   Judiciary   to 

accompany  H.R.1421.  June  24,  1975.  6  p. 

11317  237.  Steve  P.  Reese.  Report  from  Committee  on  Judiciary  to  accompany  H.R.1510.  June 

24,  1975.  4  p. 

11318  238.    Hendrika    Koenders    Lyne.    Report    from    Committee    on   Judiciary    to    accompany 

H.R.1556.  June  24,  1975.  4  p. 

11319  239.  Howard  D.  Harden.  Report  from  Committee  on  Judiciary  to  accompany  H.R.1649. 

June  24,  1975.  6  p. 

11320  240.  Capt.  George   Moore,  jr.,   U.  S.   Air  Force.  Report  from  Committee  on  Judiciary 

to  accompany  H.R.2109.  June  24,  1975.  7  p. 

11321  241.   Maria  Gilda   Haro.   Report  from   Committee   on   Judiciary   to  accompany   H.R.2119. 

June  24,  1975.  4  p. 

11322  242.  Mrs.  Dorothy  Hinck.  Report  from  Committee  on  Judiciary  to  accompany  H.R.2946. 

June  24,  1975.  4  p. 

11323  243.  Raymond  Monroe.   Report  from  Committee  on  Judiciary  to  accompany  H.R.3382. 

June  24,  1975.  4  p. 

11324  244.  Randall  L.  Talbot.   Report  from  Committee  on  Judiciary  to  accompany  H.R.3526. 

June  24,  1975.  5  p. 

11325  245.   Miss  Rosario  Y.  Quijano,   Walter  York  Quijano,   Ramon  York  Quijano,  Tarcisus 

York  Quijano,  Denis  York  Quijano,  and  Paul  York  Quijano.  Report  from  Committee 
on  Judiciary  to  accompany  S.52.  June  24,  1975.  7  p. 

11326  246.   Miss   Lisa   Maria   Potter  (also   known   as   Lisa   Maria   Verest,   Mary   Alice   Verest, 

and   Mary   Alice   Epiphanio).   Report   from   Committee   on   Judiciary   to   accompany 
S.173.  June  24,  1975.  7  p. 
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11327  247.    I.udwik    Kikla     Report    from    Committee    on    Judiciary    to    accompany    S  ^Kl     June 

24.  1975.  8  p. 

11328  248.   Joselito   S     Area   and   Corazon    I.    Area.    Report   from   Committee   on   Judiciary   to 

accompany  S.606.  June  24,  1975   6  p. 

11329  249.    Leonor    Lopez.    Report    from    Committee   on   Judiciary    to   accompany    S.128    June 

24,  1975   6  p 

11330  297.    Janice    Elaine    Groves    and    her   daughter,    Anna    Groves     Report    from    Committee 

on  Judiciary  to  accompany  S.253.  July  23,  1975.  5  p. 

11331  346.  Victor  Henrique  Carlos  Gibson.  Report  from  Committee  on  Judiciary  to  accompany 

H.R.1553.  July  30,  1975.  14  p. 

11332  384.  Robert  M    Johnston    Report  from  Committee  on  Judiciary  to  accompany   H.R  1401 

Sept.  18,  1975.  5  p. 

11333  392.  Dr.  Lawrence  Chin  Bong  Chan.  Report  from  Committee  on  Judiciary  to  accompany 

S.1709.  Sept.  25,  1975.  7  p. 

11334  393.  Dr.  Gustavo  Sciovitle.  Report  from   Committee  on  Judiciary  to  accompany  S.I940. 

Sept.  25,  1975.  10  p. 

11335  394.  Plotemia  Mabanag  Bareng  and  Bastiana  Lilian  Maranag  Bareng.  Report  from  Com- 

mittee on  Judiciary  to  accompany  H.R. 1757.  Sept.  25,  1975.  8  p. 

11336  395.  Cmdr.  Edward  White  Rawlins.  Report  from  Committee  on  Judiciary  to  accompany 

S.Res.5.  Sept.  25,  1975.  2  p. 

11337  396.    Kristen    Marisol   Kneebone.   Report   from   Committee   on   Judiciary    to   accompany 

S.832.  Sept.  25,  1975.  6  p. 

11338  397.  Sun  Yang  Kim  and  Sun  Mi  Kim.  Report  from  Committee  on  Judiciary  to  accompany 

S.1653.  Sept.  25,  1975.  6  p. 

11339  398.  Maria  Lisa  R.  Manalo  and  Rogena  R.  Manalo.  Report  from  Committee  on  Judiciary 

to  accompany  S.1787.  Sept.  25,  1975.  4  p. 

11340  437.   Mrs.   Hope   Namgyal.  Report  from   Committee  on  Judiciary   to  accompany   S.1699. 

Oct.  20,  1975.  3  p. 

11341  448.  Sheila  J.  Phelps.  Report  from  Committee  on  Judiciary  to  accompany   S.690.  Nov. 

6.  1975.  4  p. 

11342  450.  Paul  W.  Williams.  Report  from  Committee  on  Judiciary  to  accompany  S.1494.  Nov. 

6,  1975.  3  p. 

11343  477.  Conveyance  of  land  to  Mr  and  Mrs.  Pat  Clark  of  Las  Vegas,  Nev.  Report  from 

Committee  on  Agriculture  and  Forestry  to  accompany  S.698.  Nov.  20,  1975.  6  p. 

11344  546.   Joyce   Ann   Farrior   and   Sara   E.   Farrior.   Report  from   Committee   on   Finance   to 

accompany  H.R.2110.  Dec.  12,  1975.  2  p. 

11345  566.   For  relief  of  Willard  H.   Allen,  jr.,  and  Nicole  J.   Allen.  Report  from   Committee 

on  Interior  and  Insular  Affairs  to  accompany  S.209.  Dec.  16,  1975.  8  p. 

Senate  reports   on  public  bills,   93d  Congress.    +  Senate  Documents 
Room,  Capitol.     •Item  1008-A 

11346  748.    Authorizing   printing   of   additional   copies   of   Senate   committee    print   entitled   To 

save  the  children,  nutritional  intervention  through  supplemental  feeding.  Report  from 
Committee  on  Rules  and  Administration  to  accompany  S.Con.Res.73.  Mar.  22,  1974. 
2  P. 

11347  771.    Winter   Olympic   games   at   Lake    Placid,    NY..   1980.    Report   from    Committee    on 

Foreign  Relations  to  accompany  S.Con.Res.72.  Apr.  5,  1974.  3  p. 

11348  802.    National   Olympic    Commission   act   of   1974.   Report   from   Committee    on    Foreign 

Relations  to  accompany  S.1018.  May  2,  1974.  3  p. 
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11349  820.    Authorizing    printing    of    additional    copies    of    Senate    hearings    entitled    Surgeon 

General's  report  by  Scientific  Advisory  Committee  on  Television  and  Social 
Behavior.  Report  from  Committee  on  Rules  and  Administration  to  accompany 
S.Con.Res.83.  May  6,  1974.  2  p. 

11350  839.  Establishing  uniform  original  enlistment  qualifications  for  male  and  female  persons. 

Report  from  Committee  on  Armed  Services  to  accompany  H.R. 3418.  May  9,  1974. 
4  p. 

11351  855.  Authorizing  Secretary  of  the  Interior  to  convey  certain  mineral  interests  of  United 

States  to  owner  or  owners  of  record  of  certain  lands  in  State  of  South  Carolina. 
May  16,  1974.  4  p. 

11352  906.  Colorado  River  Basin  salinity  control  act.  Report  from  Committee  on  Interior  and 

Insular  Affairs  to  accompany  S.2940.  June  7,  1974.  78  p.il. 

11353  909.   Declaring  that  certain   Federally   owned   lands  are   held  by   United   States  in  trust 

for  Sisseton-Wahpeton  Sioux  Tribe  of  Lake  Traverse  Indian  Reservation  in  North 
and  South  Dakota.  Report  from  Committee  on  Interior  and  Insular  Affairs  Committee 
to  accompany  S.1412.  June  11,  1974.  5  p. 

11354  955.  Supplemental  funds  for  study  of  U.S.  foreign  policy.  Report  from  Committee  on 

Foreign  Relations  to  accompany  S.  Res. 345.  June  21,  1974.  4  p. 

11355  1087.  Natural  gas  pipeline  safety  act  authorization.  Report  together  with  additional  views 

from  Committee  on  Commerce  to  accompany  S.  3620.  Aug.  13,  1974.  6  p. 

11356  1104.   Department  of   Defense   appropriation   bill,   1975.   Report  from   Committee  on  Ap- 

propriations to  accompany  H.R.  16243.  Aug.  16,  1974.  207  p. 

11357  1136.   Military   construction   authorization,   fiscal   year  1975.   Report  from   Committee   on 

Armed  Services  to  accompany  H.R. 16136.  Sept.  5,  1974.  68  p. 

11358  1177.   Resolution   of   Navajo-Hopi   land   disputes.   Report  together  with   additional  views 

from  Committee  on  Interior  and  Insular  Affairs  to  accompany  H.R.  10337.  Sept. 
25,  1974.  57  p. 

11359  1190.  Broadcast  license  renewal  act.  Report  together  with  additional  views  of  Committee 

on  Commerce  on  H.R.12993;  Sept.  27,  1974.  1974.  [l]  +  27  p. 

11360  1259.  District  of  Columbia  public  postsecondary  education  act.  Report  from  Committee 

on  District  of  Columbia  to  accompany  H.R.15643.  Oct.  9,  1974.  11  p. 

11361  1290.    Authorizing   additional  expenditures   by   Committee   on   Rules   and   Administration 

for  routine  purposes.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.  435.  Nov.  20,  1974.  1  p. 

11362  1349.  People's  Counsel  for  Public  Service  Commission.  Report  from  Committee  on  District 

of  Columbia  to  accompany  H.R.17450.  Dec.  13,  1974.  23  p. 

11363  1424.  Juvenile  delinquency.  Report  of  Committee  on  Judiciary  made  by  its  Subcommittee 

to  Investigate  Juvenile  Delinquency  pursuant  to  S.Res.  56,  Sec.  12,  93d  Cong.,  1st 
sessl;  Dec.  19,  1974.  1974.  iii  +  20  p. 

Senate  reports  on  public  bills,  94th  Congress.   +  Senate  Documents 
Room,  Capitol.    #Item  1008- A 

11364  2.  Authorizing  supplemental  expenditures  by  Special  Committee  on  Aging  for  inquiries 

and  investigations.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.13.  Jan.  22,  1975.  2  p. 

11365  3.    Increasing   limitation    on   expenditures    by    Committee    on   Rules   and    Administration 

for  procurement  of  consultants.  Report  from  Committee  on  Rules  and  Administration 
to  accompany  S.Res. 28.  Jan.  23,  1975.  1  p. 

11366  10.  Proposed  extension  of  existing  research  agreement  for  cooperation  between  United 

States  and  Israel  concerning  civil  uses  of  atomic  energy.  Report  by  Joint  Committee 
on  Atomic  Energy  to  accompany  S.Con.Res.15.  Feb.  13,  1974.  ii  +  8  p. 

11367  15.  Authorizing  President  to  issue  proclamation  designating  Mar.  1975  as  Youth  Art  Month. 

Report  from  Committee  on  Judiciary  to  accompany  S.J.Res.8.  Feb.  18,  1975.  2  p. 
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11368  18.    Concurrent    resolution    relating    to    establishment    of    Naval    and    Marine    Museum    in 

Charleston,    S.C.     Report    from     Committee    on     Armed     Services    to    accompany 
S.Con.Res.9.  Feb.  20.  1975   I  p 

11369  124.   Authorizing   printing  of   additional  copies  of   Senate   hearings  on   proposed   conshtu 

tional  amendments  to  limit  abortions    Report  from  Committee  on  Rules  and  Adminis 
IratiOD  to  accompany  S .Con  Res  16    May  13,  1975.  2  p. 

11370  125.  Authorizing  printing  of  report  entitled  report  to  Congress  on  control  of  sulfur  oxides 

as  Senate  document.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S. Res  125.  May  13,  197V  2  p 

11371  143.   To   amend   Grand    Canyon    National    Park    enlargement   act,   88    stal.    2089.    Report 

from   Committee   on    Interior   and    Insular   Affairs   to   accompany    H  R  4109     May   19, 
1975.  2  p. 

11372  162.    Payment    of    witness    fees.    Report    from    Committee    on    Rules    and    Administration 

to  accompany  S. Res. 172.  June  2,  1975.  I  p.  (Corrected  print.) 

11373  182.   Authorizing  additional  expenditures  by  Committee  on   Interior  and   Insular  Affairs 

for  routine  purposes.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S. Res. 169.  June  5,  1975.  2  p. 

11375  205.  Southeastern   University.   Report   from   Committee  on  Judiciary   to  accompany   S .611. 

June  18,  1975.  4  p. 

11376  283.  National  standards  for  no-fault  insurance  act.  Report  together  with  minority  views 

of  Committee  on  Commerce  on  S.354;  July  15,  1975.  1975.  iv  + 177  p.il. 

11377  359.    Designating   Snow    Mountain   area    in    State    of   California   for   study    to   determine 

its   suitability    for   preservation   as   wilderness.   Report   from   Committee   on   Interior 
and  Insular  Affairs  to  accompany  S.1391.  July  31,  1975.  7  p. 

11378  371.   Disapproval  of   Federal  statutory   pay   reduction.   Report  from   Committee  on   Post 

Office  and  Civil  Service  to  accompany  S. Res. 239.  Sept.  16,  1975.  5  p. 

11379  372.  Authorizing  Public  Printer  to  designate  employees  to  administer  oaths.  Report  from 

Committee    on    Rules   and    Administration   to   accompany    S.2264.    Sept.   17,   1975.   4 
P 

11380  373.  Authorizing  printing  of  1974  annual  report  of  National  Forest  Reservation  Commis- 

sion  as    Senate    document.    Report   from    Committee    on   Rules   and    Administration 
to  accompany  S. Res. 184.  Sept.  17,  1975.  2  p. 

11381  404.  Omnibus  circuit  judgeship  bill.  Report  from  Committee  on  Judiciary  to  accompany 

S.286.  Sept.  30,  1975.  25  p. 

11382  427.    National    Family    Week.    Report    from    Committee    on    Judiciary    to    accompany 

S.J.Res.lOl.  OC.  9,  1975.  2  p. 

11383  428.   Participation   by   Secretary   of   Agriculture   in   international   agricultural   commodity 

negotiations.    Report   from    Committee   on   Agriculture   and    Forestry   to   accompany 
S.Res.285.  Oct.  9,  1975.  2  p. 

11384  433.  Covenant  to  establish  Commonwealth  of  Northern  Mariana  Islands.  Report  of  Com- 

mittee  on    Interior   and    Insular   Affairs   to   accompany    H.J. Res. 549.   Oct.   22,    1975. 
iii  +  440  p.il.  [To  be  sent  to  depository  libraries  as  Serial  13098-6] 

11385  442.  Military  construction  appropriation  bill,  1976.  Report  from  Committee  on  Appropria- 

tions to  accompany  H.R.10029.  Nov.  3,  1975.  91  p. 

11386  444.  Resolution  to  protect  ability  of  United  States  to  trade  abroad.  Report  from  Commit- 

tee on  Finance  to  accompany  S. Res. 265.  Nov.  5,  1975.  5  p. 

11387  451.   Transfer   of   peanut   allotments   because   of   disasters.    Report   from    Committee    on 

Agriculture  and  Forestry  to  accompany  S.1545.  Nov.  10,  1975.  4  p. 

11388  453.   Second   concurrent   resolution   on   budget,   fiscal   year   1976   and   transition   quarter. 

Report   together   with   additional,   minority,   and    supplemental   views   of  Committee 
on  Budget  to  accompany  S.Con.Res.76.  Nov.  12,  1975.  iv  +  98  p. 
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1 1 389  456.   Report  on   activities  of  Special   Subcommittee   on  Criminal   Laws  and   Procedures 

of  Committee  on  Judiciary,  93d  Congress,  2d  session.  Report  from  Committee  on 
Judiciary,  pursuant  to  S. Res. 255,  sec.  7,  93d  Cong.,  2d  sess.  Nov.  17,  1975.  4  p. 

11390  457.  Resolution  relating  to  President's  trip  to  China  and  American  MIA's  and  POW's. 

Report  from  Committee  on  Foreign  Relations  to  accompany  S. Res. 251.  Nov.  18, 
1975.  2  p. 

11391  458.  Addition  of  new  chapter  providing  for  adjustment  of  debts  of  major  municipalities. 

Report  from  Committee  on  Judiciary  to  accompany  S.2597.  Nov.  18,  1975.  33  p. 

11392  464.  Granting  alien  child  adopted  by  unmarried   U.S.  citizen  same  immigrant  status  as 

alien  child  adopted  by  U.S.  citizen  and  his  spouse.  Report  from  Committee  on 
Judiciary  to  accompany  H.R.568.  Nov.  20,  1975.  6  p. 

11393  469.   Fiscal  year  adjustment  act.   Report   of  Committee   on   Government  Operations   to 

accompany  S.2445;  Nov.  20,  1975.  1975.  ii+2  p. 

11394  472.  Extension  of  State  taxation  of  depositories  act.  Report  from  Committee  on  Banking, 

Housing,  and  Urban  Affairs  to  accompany  S.2672.  Nov.  20,  1975.  2  p. 

11395  478.  Congregate  housing  for  older  adults,  assisted   residential  living,  combining  shelter 

and  services.  Report  prepared  [by  Marie  McGuire  Thompson  ]  for  use  by  Special 
Committee  on  Aging;  Nov.  1975.  1975.  vi  +  60  p.     *  Paper,  80c. 

11396  479.   Authorizations   for   environmental  research,   development,   and   demonstration   pro- 

grams. Report  from  Committee  on  Public  Works  to  accompany  H.R.7108.  Nov.  20, 
1975.  2  p. 

11397  480.   Solid   waste  disposal  act  extension.   Report  from  Committee  on   Public  Works  to 

accompany  S.2709.  Nov.  20,  1975.  2  p. 

11398  481.  Noise  control  act  extensions.  Report  from  Committee  on  Public  Works  to  accompany 

H.R.5272.  Nov.  20,  1975.  2  p. 

11399  482.  Federal  water  pollution  control  act  extensions.  Report  from  Committee  on  Public 

Works  to  accompany  S.2710.  Nov.  20,  1975.  2  p. 

11400  483.  Designating  lake  formed  by  Jones  Bluff  Lock  and  Dam,  Alabama,  as  R.  E.  Bob 

Woodruff  Lake.  Report  from  Committee  on  Public  Works  to  accompany  S.2533. 
Nov.  20,  1975.  2  p. 

11401  484.  J.  Allen  Frear  Building.   Report  from   Committee  on  Public  Works  to  accompany 

S.999.  Nov.  20,  1975.  2  p. 

11402  488.    Interest   on    Library   of   Congress   trust   fund   deposited   with   Treasury   of   United 

States  under  act  of  Aug.  20,  1912,  Gertrude  M.  Hubbard  bequest.  Report  from 
Committee  on  Rules  and  Administration  to  accompany  S.2620.  Nov.  20,  1975.  3 
P- 

11403  489.  Interest  on  funds  deposited  with  Treasury  of  United  States  by  Library  of  Congress 

Trust  Fund  Board.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.2619.  Nov.  20,  1975.  4  p. 

11404  490.  Authorizing  additional  expenditures  by  Committee  on  Judiciary  for  routine  purposes. 

Report  from  Committee  on  Rules  and  Administration  to  accompany  S. Res. 298.  Nov. 
20,  1975.  2  p. 

11405  491.  Authorizing  supplemental  expenditures  by  Committee  on  Public  Works  for  inquiries 

and  investigations.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S.Res.301.  Nov.  20,  1975.  3  p. 

11406  498.  Antitrust  enforcement  authorization  act  of  1975.  Report  together  with  minority  views 

of  Committee  on  Judiciary  and  Committee  on  Commerce  to  accompany  S.1136.  Nov. 
26,  1975.  iii+27  p. 

11407  502.  Designating  segment  of  Missouri  River  in  State  of  Montana  as  component  of  national 

wild  and  scenic  rivers  system.  Report  from  Committee  on  Interior  and  Insular  Affairs 
to  accompany  S.1506.  Dec.  1,  1975.  16  p.  1  pi. 

11408  503.  Antitrust  and  Monopoly  Subcommittee  activities  report,  1974.  Report  together  with 

individual  views  from  Committee  on  Judiciary.  Dec.  2,  1975.  13  p. 
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1409  506    Resolution  disapproving  deferral  of  budget  authority,  deferral  D  76-68,  Department 

of  Agriculture,  Agricultural  Research  Service,  construction.  Report  from  Committee 
on  Appropriations  to  accompany  S  Res  313    Dec.  4,  1975   2  p. 

1410  508.   Authorizing   supplemental  expenditures   by   Committee   on   District  of  Columbia   for 

inquiries  and  investigations  Report  from  Committee  on  District  of  Columbia  to 
accompany  S.3I6   Dec.  4,  1975.  2  p. 

1 141 1  511.  Supplemental  appropriations  bill.  1976  Report  from  Committee  on  Appropriations 
to  accompany  HR  10647   Dec    5.  1975.  88  p.  (Corrected  print] 

1412  519.  Second  concurrent  resolution  on  budget,  fiscal  year  1976  Conference  report  to 
accompany  H.Con  Res.466.  Dec   9,  1975.  12  p. 

1413  521.  Amending  rules  of  Senate  relating  to  submission  of  amendments  under  cloture 
procedure.  Report  from  Committee  on  Rules  and  Administration  to  accompany 
S. Res. 268.  Dec.  9,  1975.  2  p. 

1414  525.   International  safeguards  of  nuclear  materials    Report  from  Committee  on   Foreign 

Relations  to  accompany  S. Res. 221.  Dec.  10,  1975   6  p. 

1415  526.   Reimbursing  John    A.   Durkin   and    Louis   C.   Wyman   for  certain   expenses   incurred 

in  recent  New  Hampshire  senatorial  election  contest  Report  from  Committee  on 
Rules  and  Administration  to  accompany  S. Res. 247.  Dec.  10,  1975   2  p 

1416  531.  Foreign  travel  of  Members  of  Senate  and  employees  of  Senate  at  expense  of  foreign 

government.  Report  of  Select  Committee  on  Standards  and  Conduct  pursuant  to 
S.Res.338.  88th  Congress,  to  accompany  S. Res. 325.  Dec.  10,  1975.  1975.  ii  +  7  p. 

1417  533.  Integration  of  interstate  telecommunications  services.  Report  of  Committee  on  Com- 

merce on  S.Res.318;  Dec.  II,  1975.  1975.  [1]  +  18  p.  [Corrected  print.) 

1418  534.  Federal  judicial  system.  Report  from  Committee  on  Judiciary  made  by  its  Subcom- 

mittee on  Improvements  in  Judicial  Machinery  pursuant  to  sec. 10.  S. Res. 255.  93d 
Congress,  2d  session;  Dec.  11,  1975.  1975.  ii  +  10  p. 

11419  545.  Dedicating  Chesapeake  and  Ohio  Canal  National  Historical  Park  to  Justice  William 
O.  Douglas.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany 
S.2742.  Dec.  12,  1975.  3  p. 

1420  552.  Regional  development  act  amendments  of  1975.  Conference  report  to  accompany 
H.R.4073.  Dec.  12,  1975.  29  p. 

1421  559.    Administrative   practice   and   procedure.    Report   of   Committee   on   Judiciary   made 

by  its  Subcommittee  on  Administrative  Practice  and  Procedure  pursuant  to  S. Res. 255, 
93d  Congress,  2d  session;  Dec.  15,  1975.  1975.  ii  +  19  p. 

1422  562.  Enabling  President  to  authorize  involuntary  order  to  active  duty  of  selected  reservists 

for  limited  period  without  declaration  of  war  or  national  emergency.  Report  together 
with  minority  views  from  Committee  on  Armed  Services  to  accompany  S .2115 .  Dec. 
15,  1975.  23  p. 

1423  565.  Charles  E.  Yeager,  medal.  Report  from  Committee  on  Banking.  Housing,  and  Urban 
Affairs  to  accompany  H.R.8151.  Dec.  16,  1975.  2  p. 

11424  577.  Grand  River  Band  of  Ottawa  Indians  disposition  of  judgment  funds.  Report  from 
Committee  on  Interior  and  Insular  Affairs  to  accompany  S.I659.  Dec.  18,  1975.  8 
P 

11425  578.    Authorizing    supplemental   expenditures    by    Committee    on   Judiciary    for   inquiries 

and  investigations.  Report  from  Committee  on  Rules  and  Administration  to  accom- 
pany S. Res. 330.  Dec.  18,  1975.  2  p. 

11426  582.  Seward  National  Recreation  Area.  Report  from  Committee  on  Interior  and  Insular 

Affairs  to  accompany  S.847.  Dec.  18,  1975.  6  p. 

1427  586.  Waiver  under  sec. 303(a)  of  Congressional  budget  act  with  respect  to  consideration 
of  provisions  of  S.2807.  Report  from  Committee  on  Budget  to  accompany  S. Res  332 
Dec.  19.  1975.  4  p. 

1428  588.  Presentation  of  United  States  of  statue  to  Israel  Report  from  Committee  on  Foreign 
Relations  to  accompany  H.J.Res.406.  Jan.  16,  1976.  2  p. 
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11429  589.  Equal  credit  opportunity  act  amendments  of  1976.  Report  together  with  additional 

views  of  Committee  on  Banking,  Housing,  and  Urban  Affairs  to  accompany  H.R.6516; 
Jan.  21,  1976.  1976.  iii  +  27  p. 

11430  590.  Consumer  leasing  act  of  1976.  Report  together  with  additional  views  of  Committee 

on    Banking,   Housing,   and    Urban   Affairs   to   accompany   H.R.8835;   Jan.   21,   1976. 
1976.  iii+14  p. 

11431  592.  Assistance  in  meeting  Federal  child  care  standards.  Report  together  with  minority 

and    additional    views    from    Committee   on    Finance    to   accompany    H.R.9803.   Jan. 
26,  1976.  36  p. 

11432  593.  National  wildlife  refuge  system  administration  act  amendments.  Report  of  Committee 

on  Commerce  on  H.R.5512;  Jan.  26,  1976.  1976.  [1]  +  12  p. 

11433  594.    Wetlands    loan    extension    act    of    1976.    Report   of    Committee    on    Commerce    on 

H.R.5608;  Jan.  26,  1976.  1976.  [1]  +  17  p. 

11434  595.  Railroad  revitalization  and  regulatory  reform  act  of  1976.  Report  of  committee  of 

conference  on  S.2718.  Jan.  27,  1976.  [1]  +  231  p. 

11435  605.   International   security   assistance   and   arms  export  control  act  of  1976.   Report  of 

Committee  on  Foreign  Relations  on  S.2662.  Jan.  30,  1976.  iii  +  140  p.  [Corrected  print] 

11436  617.  Environmental  research,  development,  and  demonstration  authorization  act  of  1976. 

Report   from   Committee   on   Commerce    to   accompany    H.R.7108.   Jan.   30,   1976.   5 
P- 

11437  618.  Amending  title  18  and  title  39  of  United  States  Code  to  make  parallel  exemption 

from   lottery   prohibitions  granted   to   newspapers   and   radio  and   television.   Report 
from  Committee  on  Judiciary  to  accompany  H.R.1607.  Feb.  2,  1976.  4  p. 

11438  623.   Energy  conservation  in  buildings  act  of  1976.   Report  together  with  minority   and 

additional  views  from  Committee  on  Banking,  Housing,  and  Urban  Affairs  Committee 
to  accompany  H.R.8650.  Feb.  3,  1976.  15  p. 

11439  625.  Jurisdiction  of  U.S.  magistrates.  Report  from  Committee  on  Judiciary  to  accompany 

S.1283.  Feb.  3,  1976.  13  p. 

11440  630.   Rehabilitation   act  extension   of  1976.  Conference   report  to   accompany   H.R.U045. 

Feb.  5,  1976.  9  p. 

11441  632.   Foreign   boycotts   and   domestic   and    foreign   investment  improved   disclosure   acts 

of  1975.  Report  together  with  additional  views  of  Committee  on  Banking,  Housing, 
and  Urban  Affairs  to  accompany  S.953;  Feb.  6,  1976.  1976.  iii  +  53  p. 

11442  639.  Drug  Abuse  Office   and  treatment  act  amendments  of  1976.  Conference  report  to 

accompany  S.2017.  Feb.  19,  1976.  8  p. 

11443  641.  Authorizing  construction  of  Pollock-Herreid  unit,  Pick-Sloan  Missouri  Basin  program, 

South  Dakota.  Report  from  Committee  on  Interior  and  Insular  Affairs  to  accompany 
S.2493.  Feb.  24,  1976.  6  p. 

Aeronautical  and  Space  Sciences  Committee,  Senate  Washington,  DC 
20510 

H444  Aircraft  fuel  efficiency  program,  hearing,  94th  Congress,  1st  session, 
Sept.  10-Nov.  4,  1975.  1975.  iv  +  340  p.il.     +     •Item  1032-A 

Y  4.Ae  8:Ai  7 

11445  Meeting  with  Assembly  of  Western  European  Union,  Committee  on 
Scientific,  Technological,  and  Aerospace  Questions,  hearing,  94th 
Congresss,  1st  session,  Mar.  18  and  20,  1975.  1975.  iii+44  p.il.  + 
•Item  1032-A 

Y  4.Ae  8:Eu  7 
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H446  NASA  authorization  for  fiscal  year  1975,  hearings,  pt.4,  Index,  93d 
Congress,  2d  session,  on  S.2955.  1974.  ii+ 1185-1306  p.  +  •Item 
1032-A 

Y  4.Ae  8:N  21  a/975/pt.4 

H447  Stratospheric  ozone  depletion,  hearings,  pt.2,  before  Subcommittee  on 
Upper  Atmosphere,  94th  Congress,  1st  session,  Sept.  18-23,  1975.  1975. 
iv  +  545-1095  p.il.     *  Paper,  $4.60.     •Item  1032-A 

Y  4.Ae  8:Oz  7/2/pt.2 

Aging,  Special  Committee  on,  Senate  Washington,  DC  20510 

U448  Adequacy  of  Federal  response  to  housing  needs  of  older  Americans, 
hearing,  pt.  14,  before  Subcommittee  on  Housing  for  Elderly,  94th 
Congress,  1st  session,  Oct.  8,  1975.  1976.  hi +  981-1046  p.il.  *  Paper, 
$1.50.      •Item  1009 

Y  4.Ag  4:H  81/3/pt.l4 

H449  Barriers  to  health  care  for  older  Americans,  joint  hearing  before  Sub- 
committee on  Health  of  Elderly  and  Subcommittee  on  Long-Term 
Care,  93d  Congress,  2d  session,  pt.16,  July  17,  1974.  1975.  iii  +  1527- 
1581  p.     *  Paper,  75c.    •Item  1009 

Y  4.Ag  4:H  34/14/pt.l6 

U450  Examination  of  proposed  sec.  202,  Housing  regulations,  hearing,  pt. 

1,  before  Subcommittee  on  Housing  for  Elderly,  94th  Congress,  1st 
session,  June  6,  1975.  1976.  v  +  87  p.     *  Paper,  $1.70.    ©Item  1009 

Y  4.Ag  4:H  81/6/pt.l 

11451  Examination  of  proposed  sec.  202,  Housing  regulations,  hearing,  pt. 

2,  before  Subcommittee  on  Housing  for  Elderly,  94th  Congress,  1st 
session,  June  26,  1975.  1976.  iii  + 89-124  p.     *  Paper,  $1.20.     •Item  1009 

Y  4.Ag  4:H  81/6/pt.2 

Nursing  home  care  in  United  States,  failure  in  public  policy,  supporting 
paper. 

11452  1.   Litany  of   nursing  home  abuses   and  examination  of  roots  of  controversy,  prepared 

by   Subcommittee  on   Long-Term   Care;  Dec.  1974.  1974.   xvi  +  163-241  p.  (Committee 
print.  93d  Congress,  2d  session.)     •  Paper.  $1.20  (S/N  052-070-02650-2). 

Y  4.Ag4:N  93/5/no.l 

11453  3.    Doctors    in    nursing    homes,    shunned    responsibility,    prepared    by    Subcommittee    on 

Long-Term  Care;  Feb.  1975.  1975.  xix  +  319-354  p.  (Committee  print,  94th  Congress. 
1st  session.)     *  Paper,  80c. 

Y  4.Ag4:N  93/5/no.3 

11454  Proposed  fiscal  1976  budget,  what  it  means  for  older  Americans,  staff 

report;  Feb.  1975.   1975.  ii  +  12  p.  (Committee  print,  94th  Congress, 
1st  session.)     *  Paper,  30c. 

Y  4.Ag  4:B  85/976 

U455  Trends  in  long-term  care,  hearings,  pt.  22,  93d  Congress,  1st  session, 
Oct.  11,  1973.  1975.  iv  + 2717-2871  p.      *  Paper,  $1.65.     •Item  1009 

Y  4.Ag  4:C  18/pt.22 

Agriculture  and  Forestry  Committee,  Senate  Washington,  DC  20510 

H456  Ambulance  services  in  rural  areas,  hearing,  93d  Congress,  2d  session, 
on  S.3909,  Sept.  16,  1974.  1975.  iii  +  89  p.il.     +     •Item  1032 

Y  4.Ag  8/2:R  88/33 
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11457  Commodity  Futures  Trading  Commission  act,  hearings,  pt.  2,  93d  Con- 

gress, 2d  session,  on  S.2485,   S.2578,   S.2837  [and]  H.R.13U3,  May 
16-20,  1974.  1974.  iv  + 441-660  p.     +     •Item  1032 

Y  4.Ag  8/2:C  73/26/pt.2 

11458  Commodity  Futures  Trading  Commission  act,  hearings,  pt.  3,  93d  Con- 

gress, 2d  session,  on  S.2485,  S.2578,  S.2837  [and]  H.R.13113,  May 
21  and  22,  1974,  and  appendix.  1974.  iv  +  661-864     +     •Item  1032 

Y  4.Ag  8/2:C  73/26/pt.3 

H459  Costs  of  producing  selected  crops  in  United  States,  1974,  prepared 
by  Economic  Research  Service,  Department  of  Agriculture;  Jan.  8, 
1976.  1976.  xxiii+140  p.il.  (Committee  print,  94th  Congress,  1st  session.) 
*  Paper,  $2.20  (S/N  052-070-03149-2).    •Item  1032 

Y  4.Ag  8/2:C  88/2/974 

1H60  Food  stamp  reform,  hearings,  pt.  1,  before  Subcommittee  on  Agricul- 
tural Research  and  General  Legislation,  94th  Congress,  1st  session, 
on  S.1993,  S.2369  and  S.2451,  Oct.  7-20,  1975.  1975.  v  +  728  p.il. 
+     •Item  1032 

Y  4.Ag  8/2:F  73/39/pt.l 

U46i  Grain  inspection,  hearings,  pt.  3,  before  Subcommittee  on  Foreign 
Agricultural  Policy  and  Subcommittee  on  Agricultural  Production, 
Marketing,  and  Stabilization  of  Prices,  94th  Congress,  1st  session, 
on  grain  inspection  irregularities  and  problems,  Aug.  14  and  15,  1975. 
1975.  iv+180  p.     *  Paper,  $2.30.     •Item  1032 

Y  4.Ag  8/2:G  76/22/pt.3 

H462  Implementation  of  World  Food  Conference  recommendations,  hearing 
before  Subcommittee  on  Foreign  Agricultural  Policy,  94th  Congress, 
1st  session,  Nov.  6,  1975.  1975.  iii+128  p.     +     •Item  1032 

Y  4.Ag  8/2:F  73/36/975-2 

H463  Livestock  marketing,  hearings  before  Subcommittee  on  Agricultural 
Production,  Marketing,  and  Stabilization  of  Prices,  94th  Congress, 
1st  session,  on  S.1532,  amendment  1060,  Nov.  17,  1975.  1975.  iii+96 
p.     +     •Item  1032 

Y  4.Ag  8/2:L  75/4/975-2 

H464  Nomination  of  John  A.  Knebel,  hearings,  94th  Congress,  1st  session, 
on  nomination  of  John  A.  Knebel,  of  Virginia,  to  be  Under  Secretary 
of  Agriculture,  Dec.  8  and  9,  1975.  1975.  iii+88  p.     +     •Item  1032 

Y  4.Ag  8/2:K  73 

H465  Nomination  of  William  H.  Walker  III,  hearing  before  Subcommittee 
on  Rural  Development,  94th  Congress,  1st  session,  on  nomination 
of  William  H.  Walker,  III,  of  Tennessee,  to  be  Assistant  Secretary 
of  Agriculture  for  Rural  Development,  Dec.  2,  1975.  1975.  iii+13  p. 
+     •Item  1032 

Y  4.Ag  8/2:W  15 

11466  Rice  programs,  hearing  before  Subcommittee  on  Agricultural  Produc- 
tion, Marketing,  and  Stabilization  of  Prices,  94th  Congress,  1st  ses- 
sion, on  S.1645,  S.2260,  and  S.2385,  Nov.  14,  1975.  1975.  iv  +  161  p.il. 
+     •Item  1032 

Y  4.Ag  8/2:R  36/4 
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Appropriations  Committee,  Senate  Washington,  DC  20510 

H467  Agriculture  and  related  agencies  appropriations  for  fiscal  year  1977, 
hearings,  pt.  1,  Justifications,  before  subcommittee,  94th  Congress, 
2d  session.  1976.  viii  +  1097  p.il.  4°  [Edge  index  on  p.  4  of  cover] 
+     •Item  1033 

Y  4.Ap  6/2:Ag  8/5/977/pt.l 

U468  Department  of  Interior  and  related  agencies  appropriations  for  fiscal 
year  1976,  hearings,  pt.  5,  before  subcommittee,  94th  Congress,  1st 
session,  on  H.R.8773.  1975.  iii  + 2177-3016  + xxv  p.il.     +     •Item  1033 

Y  4.Ap  6/2:In  8/976/pt.5 

H469  Departments  of  State,  Justice,  and  Commerce,  judiciary,  and  related 
agencies  appropriations  for  fiscal  year  1976,  hearings  before  subcom- 
mittee, 94th  Congress,  1st  session,  on  H.R.8121,  Board  for  Interna- 
tional Broadcasting,  Department  of  Commerce,  Department  of 
Justice,  Department  of  State,  Federal  Trade  Commission,  Legal  Ser- 
vices Corporation,  nondepartmental  witnesses,  judiciary.  1975. 
ii  + 1079  + xvp.il.     +     •Item  1033 

Y  4.Ar.  6/2:S*  2/976-2 

1H70  F-18  Navy  air  combat  fighter,  hearing  before  subcommittee,  9<*di  Con- 
gress, 1st  session,  on  H.R.9861.  1975.  iii  +  107  p.il.  [SpecLI  hearing.] 
+     •Item  1033 

Y  4.Ap  6/2:N  22/5/976 

U47i  Further  urgent  supplemental  appropriations  for  fiscal  year  1975,  hearings 
before  subcommittees,  94th  Congress,  1st  session,  legislative  branch, 
Architect  of  Capitol,  Department  of  Transportation,  Federal  Railroad 
Administration.  1975.  ii+79  p.il.     +     •Item  1033 

Y  4.Ap  6/2:Ap  6/2/975-3 

H472  Lightweight  fighter  aircraft  program,  hearing  before  subcommittee,  94th 
Congress,  1st  session.  1975.  iii  +  107  p.il.     +     •Item  1033 

Y  4.Ap  6/2:L  62/976 

Public  works  for  water  and  power  development  and  energy  research 
appropriations  for  fiscal  year  1976,  hearings  before  subcommittee, 
94th  Congress,  1st  session,  on  H.R.8122. 

11473  pt.6.  Nondepartmental  witnesses.  1975.  ii  +  5149-6166+xv  p.il.    +    #Iteml033 

Y  4.Ap  6/2:P  96/3/976/pt.6 

11474  pt.  7.  Nondepartmental  witness.  1975.  ii  +  6167  +  7171+xxvii  p.il.    +    #Iteml033 

Y  4Ap  6/2:P  96/3/976/pt.7 

11475  pt.8.  Nondepartmental  witness.  1975.  ii  +  71 73-7928  + xxviip.il.    +    •Iteml033 

Y  4Ap  6/2:P  96/3/976/pt.8 

11476  Review  of  Secret  Service  protective  measures,  hearings  before  subcom- 

mittee, 94th  Congress,  1st  session.  1975.  ii  +  191  p.v  p.  [Special  hearing.] 
+     ©Item  1033 

Y  4.Ap  6/2:Se  2/2/976 

H477  Savery-Pot  Hook  project  land  acquisition,  hearing  before  subcommittee, 
94th  Congress,  1st  session.  1975.  iii  +  111  p.il.  [Special  hearing.]     + 
•Item  1033 

Y  4.Ap  6/2:Sa  9/976 

Armed  Services  Committee,  Senate  Washington,  DC  20510 

H478  Carbonyl  chloride  disposal,  hearing  before  Subcommittee  on  National 
Stockpile  and  Naval  Petroleum  Reserves,  94th  Congress,  1st  session, 
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on  S.2423,  Nov.  24,  1975.  1976.  iii  +  31  p.  [Hearing  held  in  Commerce 
City,  Colo.]      +     #Item  1034 

Y4.Ar5/3:C17 

H479  Commissioned  officers  of  Army  in  regular  grades  below  major  be  in- 
voluntarily discharged  whenever  there  is  reduction  in  force,  hearing 
before  Subcommittee  on  Manpower  and  Personnel,  93d  Congress, 
2d  session  on  S.3191.  Oct.  1,  1974.  1974.  ii+29  p.     +     •Item  1034 

Y  4.Ar  5/3:Of  2/11 

Fiscal  year  1976  and  July-Sept.  1976  transition  period  authorization 
for  military  procurement,  research  and  development,  and  active  duty, 
selected  reserve,  and  civilian  personnel  strength,  hearings,  94th  Con- 
gress, 1st  session,  on  S.920. 

11480  pt.  8.  Tactical  air  power,  Mar.6-13,  1975.  1975.  ii  +  4031-4474  p.il.     +     •Item  1034 

Y  4.Ar  5/3:P  94/6/976/pt.8 

1 1481  pt.9.  Tactical  air  power,  Mar.  13-19,  1975.  1975.  ii  +  4475-5122  p.il.     +     •Item  1034 

Y  4.Ar  5/3:P  94/6/976/pt.9 

11482  Independent  research  and  development,  hearings  before  Subcommittee 

on  Research  and  Development  of  Committee  on  Armed  Services 
and  Subcommittee  on  Priorities  and  Economy  in  Government  of  Joint 
Economic  Committee,  Senate,  94th  Congress,  1st  session,  Sept.  17- 
29,  1975.  1976.  iii+802  p.  1  pi.     +     •Item  1034 

Y  4.Ar  5/3:R  31/22 

H483  Nomination  of  Edward  Alan  Miller,  hearing,  94th  Congress,  1st  session, 
on  nomination  of  Edward  Alan  Miller,  of  Massachusetts,  to  be  an 
Assistant  Secretary  of  Army,  vice  Norman  R.  Augustine,  elevated, 
Nov.  12,  1975.  1975.  ii+4  p.     +     •Item  1034 

Y  4.Ar  5/3:M  61 

H484  Nomination  of  Ellsworth,  Greener,  Perry,  and  Reed,  hearing,  94th  Con- 
gress, 1st  session,  on  nomination  of  Robert  Ellsworth  to  be  Deputy 
Secretary  of  Defense,  William  L.  Greener  to  be  Assistant  Secretary 
of  Defense,  Matthew  J.  Perry,  jr.,  to  be  judge  of  U.S.  Court  of 
Military  Appeals,  Thomas  G.  Reed  to  be  Secretary  of  Air  Force, 
Dec.  16,  1975.  1975.  iii+25  p.     +     •Item  1034 

Y  4.Ar  5/3:El  5/4 

11485  Nomination  of  Frank  A.  Shrontz,  hearing,  94th  Congress,  2d  session, 
on  nomination  of  Frank  A.  Shrontz  to  be  Assistant  Secretary  of 
Defense,  Jan.  27,  1976.  1976.  ii+10     +     •Item  1034 

Y  4.Ar  5/3:Sh  8 

H486  Nomination  of  George  Bush  to  be  Director  of  Central  Intelligence, 
hearing,  94th  Congress,  1st  session,  Dec.  15  and  16,  1975.  1975.  iii+94 
p.     +     •Item  1034 

Y  4.Ar  5/3:B  96 

Banking,  Housing,  and  Urban  Affairs  Committee,  Senate  Washington, 
DC  20510 

H487  Fair  credit  reporting  amendments  of  1975,  hearings  before  Subcommittee 
on  Consumer  Affairs,  94th  Congress,  1st  session,  on  S.1840,  Oct. 
22-Nov.  18,  1975.  1976.  vi+987  p.  *  Paper,  $9.10  (S/N  052-070-02962- 
5).    •Item  1035 

Y  4.B  22/3:C  86/18 

11488  Federal  Bank  Commission  act,  hearings,  94th  Congress,  1st  session, 
on  S.2298,  Oct.  31-Dec.  8,  1975.  1976.  iii  +  301  p.il.     +     •Item  1035 

Y  4.B  22/3:F  31/52 
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11489  Housing  goals  and  mortgage  credit,  1975-80,  hearings  before  Subcommit- 
tee on  Housing  and  Urban  Affairs,  94th  Congress,  1st  session,  Sept. 
22-25,  1975.  1975.  vi  +  450  p.il.     +     •Item  1035 

Y  4.B  22/3:M  84/17/975-80 

U490  Indexing  hearings  before  Subcommittee  on  Production  and  Stabilization, 
93d  Congress,  2d  session,  on  adjustment  of  wages,  prices,  and  other 
payments  with  rate  of  inflation,  June  10  and  11,  1974.  1974.  iii  +  71 
p.     +     •Item  1035 

Y  4.B  22/3:In  2 

114^1  Nomination  of  Benjamin  B.  Blackburn,  hearings,  94th  Congress.  1st 
session,  on  nomination  of  Benjamin  B.  Blackburn,  to  be  Member 
of  Federal  Home  Loan  Bank  Board,  Nov.  10  and  11,  1975.  1976.  iv  +  237 
p.il.     +     •Item  1035 

Y  4.B  22/3:B  56 

1149:  Oversight  of  HUD  housing  programs,  hearing,  94th  Congress,  1st  ses- 
sion, on  oversight  of  HUD  housing  programs,  estimated  production 
under  rental  and  homeownership  assistance  programs  and  status  of 
FHA  defaults  and  insurance  funds,  Nov.  5,  1975.  1975.  iii  +  46  p. 
+     •Item  1035 

Y  4.B  22/3:H  81/76 

H493  Oversight  on  Federal  flood  insurance  program,  hearings  before  Subcom- 
mittee on  Housing  and  Urban  Affairs,  94th  Congress,  1st  session, 
Nov.  12  and  13,  1975.  1975.  vi  +  366  p.il.     +     •Item  1035 

Y  4.B  22/3:F  65/8 

H494  Oversight  on  national  housing  goals,  hearings,  94th  Congress,  1st  ses- 
sion, June  12,  1975.  1975.  iii  +  62  p.  +      •Item  1035 

Y  4.B  22/3:H  81/74 

11495  Role  of  Export-Import  Bank  and  export  controls  in  U.S.  international 
economic  policy,  hearings  before  Subcommittee  on  International 
Finance,  93d  Congress,  2d  session,  on  S.1890  [and]  S.3282,  Apr. 
2-May  2,  1974.  1974.  viii+725  p.     +     •Item  1035 

Y  4.B  22/3:Ex  7/23 

H496  Second  meeting  on  conduct  of  monetary  policy,  hearings,  94th  Con- 
gress, 1st  session,  on  oversight  on  conduct  of  monetary  policy  pur- 
suant to  H.Con.Res.133,  Nov.  4  and  6,  1975.  1975.  iii  +  75  p.     + 
•Item  1035 

Y  4.B  22/3:M  74/2/975-2 

H497  Variable  rate  mortgages,  hearings,  94th  Congress,  1st  session,  on  Federal 
Home  Loan  Bank  Board's  proposed  regulations  relating  to  variable 
rate  mortgages,  Apr.  14-17,  1975.  1975.  v  +  495  p.il.     +     •Item  1035 

Y  4.B  22/3:M  84/16 

Budget  Committee,  Senate  Washington,  DC  20510 

H498  Seminar,  consumer  confidence  and  Federal  economic  policy;  Oct.  31, 
1975.  1975.  vi  +  72  p.il.  (Committee  print,  94th  Congress,  1st  session.) 
+     •Item  1035-A 

Y  4.B  85/2:Se  5/4 
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Commerce  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  93d  Congress. 

68.  Energy  and  environmental  objectives,  hearings  before  Subcommittee  on  Environment, 
pt.    2,   93d   Congress,   2d  session,   May  6  and  July    18,    1974.    1974.  iii+39,  220  p. 

11      f     •Item,°41  Y  4.C  73/2:93-68/pt.2 

79.  Coast  Guard  authorization  for  appropriations,  hearing  before  Subcommittee  on 
Merchant  Marine,  93d  Congress,  2d  session,  on  S.2149,  S.3307,  [and]  S.3308,  May 
14,  1974.  1974.  iii  + 44  p.     +      •Item  1041 

Y  4.C  73/2:93-79 
86.    National   fuel   economy    testing   act   of   1974,   hearing   before    Special   Subcommittee 

on  Science,  Technology  ,  and  Commerce,  93d  Congress,  2d  session,  on  S.3439, 
May  17,  1974.  1974.  iii+178  p.il.      +      •Item  1041 

Y  4.C  73/2:93-86 

90.  Pyramid  sales,  hearing  before  Subcommittee  for  Consumers,  93d  Congress,  2d  session, 
on  S.1939,  July  10,  1974.  1974.  iii  +  70  p.     +      •Item  1041 

Y  4.C  73/2:93-90 

91.  Barge  operations  on  Mississippi  River,  hearing  before  Subcommittee  on  Merchant 
Marine,  93d  Congress,  2d  session,  Mar.  19,  1974.  1974.  iii  +  40  p.     +      ©Item  1041 

Y  4.C  73/2:93-91 
110.    Vinyl   chloride,   hearing   before    Subcommittee   on    Environment,   93d    Congress,   2d 

session,  on  dangers  of  vinyl  chloride,  Aug.  21,  1974.  1974.  iii  +  156  p.il.  +  •Item 
1041 

Y  4.C  73/2:93-110 
116.  Nominations  June-Oct.,  hearings,  93d  Congress,  2d  session,  on  nominations  of  Gale 

B.  Aydelott,  Frank  H.  Blatz,  jr.,  James  E.  Burke,  Clifford  G.  Mclntire,  Samuel 
B.  Payne,  William  W.  Scranton,  and  William  K.  Smith,  to  be  members.  Board 
of  Directors,  U.S.  Railway  Assoc;  Robert  E.  Lee,  Glen  O.  Robinson,  and  Abbott 
Washburn,  to  be  members,  Federal  Communications  Commission;  James  V.  Day, 
for  reappointment  to  Federal  Maritime  Commission,  Robert  C.  Gresham,  to  be 
member,  Interstate  Commerce  Commission;  Richard  J.  O'Melia,  member,  Civil 
Aeronautics  Board,  Francis  H.  McAdams  and  Louis  M.  Thayer,  to  be  members, 
National  Transportation  Safety  Board;  Robert  H.  Binder,  to  be  Asst.  Secretary, 
Dept.  of  Transportation,  and  James  E.  Dow,  to  be  Deputy  Administrator,  Federal 
Aviation  Administration;  Paul  Rand  Dixon,  for  reappointment  to  Federal  Trade  Com- 
mission; James  L.  Pate,  to  be  Asst.  Secretary,  Dept.  of  Commerce,  June  7-  Oct. 
10,  1974.  1974  iv  + 211  p.     +     ©Item  1041 

Y  4.C  73/2:93-116 
128.  Energy  conservation  working  paper,  hearings,  93d  Congress,  2d  session,  Nov.  26-Dec. 

U,  1974.  1974.  iv  + 352  p.     +     •Item  1041 

Y  4.C  73/2:93-128 

[Committee  publication]  serial,  94th  Congress. 

6.   Fair   marketing   of   petroleum   products   act,   hearing,   94th   Congress,   1st   session,   on 

S.  323,  Mar.  19,  1975.  1975.  iv  +  97  p.     +     •Item  1041 

Y  4.C  73/2:94-6 
37.   ICC   requested  legislation,  hearings,  94th  Congress,   1st  session,  on  S.2083,  S.2084, 

S.2085,  [andl  S.2806,  July  28  and  29,  1975.  1975.  iv+220  p.     +     •Item  1041 

Y  4.C  73/2:94-37 
39.  Nomination,  September,  hearing,  pt.l,  on  Creighton  D.  Holden  to  be  Assistant  Secreta- 
ry of  Commerce  for  Tourism,  94th  Congress,  1st  session,  Sept.  29,  1975.  1975.  iii+33 
p.     +     •Item  1041 

Y  4.C  73/2:94-39/pt.l 
39.  Nomination,  September,  hearings,  pt.  2,  94th  Congress,  1st  session,  on  Jospeh  Coors, 

to  be  Member,  Board  of  Directors,  Corporation  for  Public  Broadcasting,  Sept.  9-11, 
1975.  1976.  v  + 35-360  p.il.     +      •Item  1041 

Y  4.C  73/2:94-39/pt.2 
44.   Gas   production   and    supplies,   joint   hearings   before    Special   Subcommittee   on   Oil 

and  Natural  Gas  Production  and  Distribution  of  Committee  on  Commerce  and  Per- 
manent Subcommittee  on  Investigations  of  Committee  on  Government  Operations, 
94th  Congress,  1st  session,  July  16  and  17,  1975.  1975.  iii+  251  p.il.       +     •Item  1041 

Y  4.C  73/2:94-44 
47.  Daylight  saving  time  act  of  1975,  hearing,  94th  Congress,  1st  session,  on  S.980  [andl 

S.2566,  Nov.  13  ,  1975.  1976.  iii  +  95  p.      +      ©Item  1041 

Y  4.C  73/2:94-47 

Economic  value  of  ocean  resources  to  United  States,  prepared  pursuant 
to  S.Res.222,  National  ocean  policy  study;  Dec.  1974.  1974.  xi  +  109 
p.  (Committee  print,  93d  Congress,  2d  session.)     *  Paper,  $1.50. 

Y  4.C  73/2:Oc  2/4 
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i I5N  Energy  facility  siting  in  coastal  areas,  prepared  for  use  of  Committee 
on  Commerce  and  National  ocean  study  policy,  pursuant  to 
S. Res. 222.  National  ocean  policy  study;  Dec.  1975.  1975.  viii  +  126  p.il. 
(Committee  print,  94th  Congress,  1st  session.)  *  Paper,  $1.50.  •Item 
1041 

Y  4.C  73/2:En  2/5 

H515  North  Sea  oil  and  gas,  impact  of  development  on  coastal  zone,  prepared 
pursuant  to  S. Res. 222,  National  ocean  policy  study;  Oct.  1974.  1974. 
v  +  177  p.il.  (Committee  print,  93d  Congress,  2d  session.)  *  Paper, 
$1.90. 

Y  4.C  73/2:C  63/6 

District  of  Columbia  Committee,  Senate  Washington,  DC  20510 

U5I6  Additional  law  clerks  and  establish  judicial  conference,  hearing,  94th 
Congress,  1st  session,  on  H.R.4287  [and]  H.R. 10035,  Dec.  3,  1975. 
1975.  iii  +  141  p.il.     +     •Item  1036 

Y  4.D  63/2:L  41 

H517  Issuance  of  bonds  and  examination  of  fiscal  affairs,  hearing,  94th  Con- 
gress, 1st  session,  on  S.Con.Res.78,  Dec.  2,  1975.  1976.  iv  +  260  p.il. 
+     •Item  1036 

Y  4.D  63/2:B  64 

H518  Medical  and  dental  manpower,  compulsory  smallpox  vaccination,  and 
American  University  incorporation,  hearing  before  Subcommittee  on 
Public  Health,  Education,  Welfare,  and  Safety,  93d  Congress,  2d 
session,  on  S.2730,  H.R.8747,  [and]  S.3389,  May  1,  1974.  1974.  v  +  236 
p.il.     +     •Item  1036 

Y  4.D  63/2:M  46/3 

U519  University  creation  from  existing  institutions,  hearing,  93d  Congress, 
2d  session,  on  H.R.15643,  Sept.  5,  1974.  1974.  v  +  100  p.  +  •Item 
1036 

Y  4.D  63/2:Un  3/4 

Finance  Committee,  Senate  Washington,  DC  20510 

H520  Antirecession  tax  cut,  hearings,  94th  Congress,  1st  session  on  H.R. 2166, 
Mar.  5-12,  1975.  1975.  v  +  601  p.il.      *  Paper,  $4.95.     •Item  1038 

Y  4.F  49:T  19/38 

11521  Canadian  automobile  agreement,  U.S.  International  Trade  Commission 
report  on  U.S. -Canadian  automotive  agreement,  its  history,  terms, 
and  impact  and  9th  annual  report  of  President  to  Congress  on  opera- 
tion of  Automotive  products  trade  act  of  1965;  Jan.  1976.  1976.  x  +  517 
p.il.  4°  (Commtttee  print,  94th  Congress,  1st  session.)  *  Paper, 
$6.50.    •Item  1038 

Y  4.F  49:C  16/8/976 

H522  Data  and  materials  on  proposals  relating  to  Federal  child  care  standards; 
Jan.  1976.  1976.  iii  +  20  p.  (Committee  print,  94th  Congress,  2d  session.) 
*  Paper,  $1.10  (S/N  052-070-03158-1).    •Item  1038 

F  Y  4.F  49:C  43/9 

U523  Extension  of  individual  and  corporate  tax  reductions  to  1976,  prepared 
by  Joint  Committee  on  Internal  Revenue  Taxation;  Dec.  9,  1975. 
1975.  iii  +  21  p.  4°    (Committee  print.)  + 

Y  4.F  49:T  19/43 
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M524  $595  billion  debt  limit,  hearing,  94th  Congress,  1st  session,  on  H.R. 10585, 
Nov.  12,  1975.  1975.  iii  +  27  p.il.      +     •Item  1038 

Y  4.F  49:D  35/5/975-2 

11525  Nominations  of  Richard  C.  Holmquist,  Clayton  Yeutter,  and  William 
N.  Walker,  hearings,  94th  Congress,  1st  session,  on  nominations  of 
Richard  C.  Holmquist,  to  be  Chairman  of  Renegotiation  Board, 
Clayton  Yeutter,  to  be  Deputy  Special  Representative  for  Trade 
Negotiations  and  William  N.  Walker,  to  be  Deputy  Special  Represen- 
tative for  Trade  Negotiations,  May  14  and  15,  1975.  1975.  iii+111  p. 
+     •Item  1038 

Y  4.F  49:H  73 

H526  Settlement  for  FRELOC  debt,  hearing  before  Subcommittee  on  Interna- 
tional Finance  And  Resources,  94th  Congress,  1st  session,  Jan.  16, 
1975.  1975.  iii+25  p.     +     •Item  1038 

Y  4.F  49:F  88/2 

H527  Summary  of  Tax  reduction  act  of  1975,  H.R. 2166,  as  passed  by  House, 
prepared  for  use  of  Committee  on  Finance  by  Joint  Committee  on 
Internal  Revenue  Taxation;  Mar.  4,  1975.  1975.  ih+23  p.     # 

Y  4.F  49:T  19/39 

Foreign  Relations  Committee,  Senate  Washington,  DC  20510 

H528  Background  information  relating  to  Southeast  Asia  and  Vietnam:  Dec. 

1974.  7th  revised  edition.  1975.   ix  +  660  p.il.   (Committee  print,  93d 
Congress,  2d  session.)  [Errata,  1  p.  issued  also.]  + 

Y  4.F  76/2:V  67/5/974 

U529  Canada-United  States  Interparliamentary  Group,  report  of  16th  meeting, 
held  at  Quebec  City,  Canada,  Apr.  24-27  ,  1975,  by  Gale  W.  McGee 
of  Senate  delegation;  Sept.  1975.  1975.  iii+12  p.  (Committee  print, 
94th  Congress,  1st  session.)     +     •Item  1039 

Y  4.F  76/2:C  16/2/975 

H530  Commonwealth  of  Northern  Mariana  Islands,  hearing,  94th  Congress, 
1st  session,  on  H.J.Res.549,  Nov.  5,  1975.  1976.  iv  +  201  p.  +  •Item 
1039 

Y  4.F  76/2:M  33 

11531  Congress  and  United  States-Soviet  relations,  report  of  conference 
between  Members  of  U.S.  Senate  and  delegates  to  Supreme  Soviet 
of  Soviet  Union,  Moscow  and  Leningrad,  June  29-July  5,  1975;  Nov. 

1975.  1975.  v  +  43  p.  (Committee  'print,  94th  Congress,  1st  session.) 
+     •Item  1039 

Y  4.F  76/2:Un  35/29 

H532  Cuban  realities,  May  1975,  report  by  George  S.  McGovern  ,  Aug.  1975. 

1975.  v  +  20  p.  (Committee  print,  94th  Congress,  1st  session.)  + 

Y  4.F  76/2:C  89/8 

11533  Foreign  assistance  authorization,  arms  sales  issues,  hearings  before  Sub- 
committee on  Foreign  Assistance,  94th  Congress,  1st  session,  on 
S.795,  S.854,  S.1816,  S.2662,  and  S.Con.Res.21,  June  17-Dec.  5,  1975. 

1976.  v  +  670  p.      +     •Item  1039 

Y  4.F  76/2:F  76/38 

H534  Great  decisions  program,  hearing,  93d  Congress,  2d  session,  on  great 
decisions  program  of  Foreign  Policy  Association,  Apr.  25,  1974.  1974. 
iii  +  25  p.     +     •Item  1039 

Y  4.F  76/2:D  35 
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Multinational  corporations  and  United  States  foreign  policy,  hearings 
before  Subcommittee  on  Multinational  Corporations,  94th  Congress, 
1st  session. 

11535        pt.12.  Political  contributions  to  foreign  governments.  May  16-Sept.  12,  1975.  1976.  iv  +  1175 
p.     *   Paper,  $11.00.     •Item  1039 

Y  4.F  76/2:M  91/pt.l2 

U536  Multinational  corporations  in  dollar  devaluation  crisis,  report  of 
questionnaire,  report  prepared  for  use  of  Subcommittee  on  Multina- 
tional Corporations;  June  1975.  1975.  vi  +  122  p.il.  (Committee  print, 
94th  Congress,  1st  session.)     +     #Item  1039 

Y  4.F  76/2:M  91/4 

11537  Peace   and   stability   in  Middle   East,   report  by   Howard   H.   Baker  , 

jr.,  Aug.  1975.  1975.  v  +  19  p.  (Committee  print,  94th  congress,  1st 
session.)  + 

Y  4.F  76/2:M  58/11 

11538  Peace  Corps  authorization,  hearing  before  Subcommittee  on  Foreign 

Assistance,  94th  Congress,  1st  session,  on  H.R.6334,  July  11,  1975. 
1975.  iii+75  p.     +     •Item  1039 

Y  4.F  76/2:P  31/6 

H539  Portugal  in  transition,  report,  by  Mike  Mansfield  ;  Sept.  1975.  1975. 
v+15  p.  (Committee  print,  94th  Congress  ,  1st  session.)  +  #Item 
1039 

Y  4.F  76/2:P  83/2 

11540  Saudi  Arabia,  report,  by  Mike  Mansfield  ;  Oct.  1975.  1975.  iii+7  p. 
(Committee  print,  94th  Congress,  1st  session.)     +     #Item  1039 

Y  4.F  76/2:Sa  8  a 

H541  Security  supporting  assistance  for  Zaire,  hearing  before  Subcommittee 
on  African  Affairs  and  Subcommittee  on  Foreign  Assistance,  94th 
Congress,  1st  session,  Oct.  24,  1975.  1975.  iii+49  p.il.     +     •Item  1039 

Y  4.F  76/2:Se  2/7 

11542  U.S.  Antarctic  policy,  hearing  before  Subcommittee  on  Oceans  and 

International  Environment,  94th  Congress,  1st  session,  on  U.S.  policy 
with  respect  to  mineral  exploration  and  exploitation  in  Antarctic, 
May  15,  1975.  1975.  iii+112  p.il.  [Executive  hearing  made  public  July 
6,  1975.]     +     #Item  1039 

Y  4.F  76/2:An  84 

11543  U.S.  commitment  to  SEATO,  hearing,  93d  Congress,  2d  session,  on 

S.174,  Mar.  6,  1974.  1974.  iii+109  p.  +      #Item  1039 

Y  4.F  76/2:So  8/5 

H544  U.S.  policy  toward  southern  Africa,  hearings  before  Subcommittee  on 
African  Affairs,  94th  Congress,   1st  session,   on  overview  of  U.S. 
relations  with  southern  Africa,  June  11-29,  1975.  1976.  v  +  527  p.il. 
*  Paper,  $4.80  (S/N  052-070-03 195-6).     #Item  1039 

F  Y  4.F  76/2:Af  8/7 

Government  Operations  Committee,  Senate  Washington,  DC  20510 

H545  Advisory  Commission  on  Intergovernmental  Relations,  15-year  report, 
prepared  for  Subcommittee  on  Intergovernmental  Relations;  Oct.  1974. 
1974.  ix+80  p.  (Committee  print,  93d  Congress,  2d  session.)  + 

Y  4.G  74/6:Ad  9/2/974 
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H546  Efforts  to  reduce  Federal  paperwork,  hearing  before  Subcommittee  on 
Oversight  Procedures  and  Subcommittee  on  Reports,  Accounting,  and 
Management,  94th  Congress,  1st  session,  on  S.998,  S.2132  [and] 
S.2443,  Oct.  10,  1975.  1976.  iv  +  327  p.     *  Paper,  $3.30.     •Item  1037 

Y  4.F  74/6:F  31/17 

H547  Facts  on  nuclear  proliferation,  handbook  [compiled  by  Winifred  Griffin 
Smith  ]  Congressional  Research  Service  ,  Library  of  Congress;  Dec. 
1975.  1975.  xvi+259  p.il.  (Committee  print,  94th,  Congress,  1st  session.) 
*  Paper,  $2.60.     •Item  1037 

Y  4.G  74/6:N  88/3 

H548  Food  stamp  efficiency,  hearings  before  Subcommittee  on  Federal 
Spending  Practices,  Efficiency,  and  Open  Government,  94th  Con- 
gress, 1st  session,  Apr.  28-May  2,  1975.  1976.  iv+291  p.  +  •Item 
1037 

Y  4.G  74/6:F  73/2 

11549  Gas  production  and  supplies,  joint  hearings,  see  Commerce  Committee, 
Senate. 

U550  Lobby  reform  legislation,  hearings,  94th  Congress,  1st  session,  on  S.774, 
S.815,  S.2068,  S.2167,  [and]  S.2477,  Apr.  22-Nov.  6,  1975.  1976.  vi+841 
p.il.     *  Paper,  $6.90.    •Item  1037 

Y  4.G  74/6:L  78 

Negotiation  and  statecraft,  hearings  before  Permanent  Subcommittee 
on  Investigations,  94th  Congress,  1st  session. 

11551  pt.4.   With  Panel  on   International  Freedom   to  Write   and   Publish,   Nov.   18,   1975.   1975. 

iii  +  151-299  p.     *   Paper,  $2.20.     •Item  1037 

Y  4.G  74/6:N  31/U/pt.4 

11552  Nomination  of  Jack  M.  Eckerd,  hearings,  94th  Congress,  1st  session, 

on  nomination  of  Jack  M.  Eckerd,  to  be  Administrator  of  General 
Services  Administration,  Oct.  31  and  Nov.  13,  1975.  1976.  iii+42  p. 
+     •Item  1037 

Y  4.G  74/6:Ec  5 

H553  Privacy,  collection,  use,  and  computerization  of  personal  data,  joint 
hearings,  pt.  2,  before  Ad  Hoc  Subcommittee  on  Privacy  and  Infor- 
mation Systems  and  Subcommittee  on  Constitutional  Rights  of  Com- 
mittee on  Judiciary,  93d  Congress,  2d  session,  on  S.3418,  S.3633, 
S.3116,  S.2810,  and  S.2542,  June  18-20,  1974.  1974.  xii+2335  p.il.  + 
•Item  1037 

Y  4.G  74/6:P  93/2/pt.2 

H554  Regulatory  reform,  1974,  hearings,  93d  Congress,  2d  session,  on  S.704 
[and  other  bills]  Nov.  26,  1974,  pt.  2.  1975.  vi  +  551-953  p.il.  *  Paper, 
$3.60.    •Item  1037 

Y  4.G  74/6:R  26/3/974/pt.2 

11555  To  abolish  Federal  Metal  and  Nonmetallic  Mine  Safety  Board  of 
Review,  hearing,  94th  Congress,  1st  session,  on  S.1774,  June  11,  1975. 
1975.  iv  +  55  p.     +     •Item  1037 

Y  4.G  74/6:M  66 

Interior  and  Insular  Affairs  Committee,  Senate  Washington,  DC  20510 

H556  Burmah-Signal  merger,  special  report  together  with  dissenting  views, 
prepared  by  Special  Subcommittee  on  Integrated  Oil  Operations.  1974. 
vii+31  p.  (Committee  print,  93d  Congress,  2d  session.)    *  Paper,  50c. 

Y  4.1n  8/13  :B  92 
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11557  Closure  of  Crater  Lake  National  Park,  report,  of  Mark  O.  Hatfield 
;  Jan.  1976.  1976.  vii  +  23  p.  (Committee  print,  94th  Congress,  1st  ses- 
sion.) + 

Y  4.1n  8/13:C  85/2 

H558  Coal  research  laboratory  and  energy  resource  fellowship  act,  hearings 
before  Subcommittee  on  Minerals,  Materials,  and  Fuels,  94th  Con- 
gress, 1st  session,  on  S.62,  Nov.  4  and  5,  1975.  1975.  iv  +  300  p.il. 
+     •Item  1040 

Y  4.1n  8/13:C  63/10 

[Committee  publication]  serial,  93d  Congress. 

11559  51.    Trans-Alaska    pipeline    and    west    coast    petroleum    supply,    1977-82,    staff    analysis, 

[prepared  by  Arlon  R.  Tussing  ]  pursuant  to  S. Res. 45,  National  fuels  and  energy 
policy   study.   1974.   vii+[l]+520  p.il.   (Committee   print,  93d   Congress,   2d   session.) 

Y  4. In  8/13:93-51 

11560  53.  Agreement  on  international  energy  program,  printed  pursuant  to  S  Res. 45,  National 

fuels  and  energy  policy  study;  Nov.  1974.  1974.  v  +  53  p.  (Committee  print,  93d 
Congress,  2d  session.)  + 

Y  4.1n  8/13:93-53 

[Committee  publication]  serial,  94th  Congress. 

11561  24.  Study  of  relationships  between  Government  and  petroleum  industry  in  selected  foreign 

countries,  France,  prepared  by  [  Pauline  Mian  ]  Congressional  Research  Service, 
pursuant  to  S. Res. 45  National  fuels  and  energy  policy  study.  1975.  vii+17  p. 
(Committee  print,  94th  Congress,  1st  session.)    + 

Y  4.1n  8/13:94-24 

11562  Conveyance  of  certain  public  lands,  hearing  before  Subcommittee  on 

Environment  and  Land  Resources,  94th  Congress,  1st  session,  on 
S.726,  S.1134,  [and]  S.1958,  Sept.  11,  1975.  1975.  iii  +  45  p.il.  +  •Item 
1040 

Y  4.1n  8/13 :P  96/16 

11563  Crater  Lake  National  Park,   hearing,  94th  Congress,  1st  session,  on 

oversight  to  clarify  circumstances  which  led  to  closure  of  Crater 
Lake  National  Park,  Sept.  6,  1975.  1975.  iii+227  p.il.  1  pi.  [Hearing 
held  in  Medford,  Oreg.]     +     #Item  1040 

Y  4.1n  8/13:C  85 

11564  Disposition  of  judgment  funds  awarded  to  Sac  and  Fox  Indians,  hearing 

before  Subcommittee  on  Indian  Affairs,  94th  Congress,  1st  session, 
on  S.1823  [and]  S.1953;  Sept.  18,  1975.  1975.  iii  +  107  p.  +  •Item 
1040 

Y  4.1n  8/13:In  2/42 

11565  Distribution  of  funds  to  Cowlitz  and  Grand  River  Band  of  Ottawa 

Indians,  hearing  before  Subcommittee  on  Indian  Affairs,  94th  Con- 
gress, 1st  session,  on  S.1334  [and]  S.1659,  Sept.  26,  1975.  1975.  iii  +  91 
p.     +     •Item  1040 

Y  4.1n  8/13:In  2/41 

11566  FEA  nomination,  hearing,  94th  Congress,  1st  session,  on  Michael  F. 

Butler,  to  be  General  Counsel  of  Federal  Energy  Administration, 
Nov.  10,  1975.  1975.  iii+14  p.     +     •Item  1040 

Y  4.1n  8/13:F  31/2/975-4 

11567  Federal  leasing  of  petroleum  on  outer  Continental  Shelf,  prepared  by 

[  David  M.  Lindahl  and  Howard  Useem  ]  Congressional  Research 
Service,  Library  of  Congress;  Jan.  1976.  1976.  v  +  75  p.il.  (Committee 
print,  94th  Congress,  2d  session.)     +     •Item  1040 

Y  4.1n  8/13:P  44 
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H568  Geothermal  energy  development,  hearing  before  Subcommittee  on  Ener- 
gy Research  and  Water  Resources,  94th  Congress,  1st  session,  on 
progress  of  energy  development  in  southern  Idaho,  Oct.  17,  1975. 
1975.  iii  +  515  p.il.  [Hearing  held  in  Idaho  Falls,  Idaho.]  +  #Item 
1040 

Y  4.1n  8/13:G  29/5 

H569  Increase  of  ceiling  on  Trust  Territory  budget,  hearing  before  Subcom- 
mittee on  Territories  and  Insular  Affairs,  93d  Congress,  2d  session 
on  S.3996,  Sept.  25,  1974.  1975.  iii  +  47  p.     +     ©Item  1040 

Y  4.1n  8/13:T  77/4 

H570  Interior  nomination,  hearing,  94th  Congress,  1st  session,  on  nomination 
of  Dale  Kent  Frizzell  to  be  Under  Secretary  of  interior,  Oct.  22, 
1975.  1975.  iii+261  p.     +     •Item  1040 

Y  4.1n  8/13 :N  72/975-3 

U57i  National  historic  preservation  program  today,  prepared  by  Advisory 
Council  on  Historic  Preservation;  Jan.  1976.  1976.  vii  +  111  p.  (Committee 
print,  94th  Congress,  2d  session.)  + 

Y  4.1n  8/13:H  62/5 

U572  Providing  authorization  for  civil  government  for  Trust  Territory  of 
Pacific  Islands,  hearing,  94th  congress,  1st  session,  on  H.R.7688,  July 
23,  1975.  1975.  iii+46  p.     +     ©Item  1040 

Y  4.1n  8/13:T  77/7 

H573  Regulation  of  mining  activities  within  areas  of  national  park  system, 
hearing,  94th  Congress,  1st  session,  on  S.2371,  Oct.  7,  1975.  1975. 
iv  +  461  p.il.     +     ©Item  1040 

Y  4.1n  8/13 :M  66/45 

11574  San  Carlos  Mineral  Strip,  hearing  before  Subcommittee  on  Public 
Lands,  93d  Congress,  2d  session,  on  S.813  and  H.R.7730,  Apr.  10, 
1974.  1974.  iii+65  p.     +     #Item  1040 

Y  4.1n  8/13:Sa  5  c 

H575  Studies  of  Federal  water  project  recreation  act,  its  operation  in  New 
England  division,  Army  Corps  of  Engineers  and  technical  issues  [with 
list  of  references,  by  M.  Yvonne  Gonzales  ,  Kathleen  M.  Ligare 
,  and  Lloyd  C.  Irland];  Dec.  1975.  1975.  vii+70  p.il.  (Committee  print, 
94th  Congress,  1st  session.)    # 

Y  4.1n  8/13 :R  24/16 

H576  Submarginal  lands  and  trust  lands  for  certain  Indian  tribes,  hearing, 
before  Subcommittee  on  Indian  Affairs,  94th  Congress,  1st  session, 
on  S.241,  S.423,  S.536,  [and]  S.1327,  May  9,  1975.  1975.  iv+141  p. 
+     #Item  1040 

Y  4.1n  8/13:In  2/40 

H577  Submerged  lands  legislation  affecting  Guam,  Virgin  Islands,  and  Amer- 
ican Samoa,  hearing  before  Subcommittee  on  Territories  and  Insular 
Affairs,  93d  Congress,  2d  session,  on  H.R.11559,  June  19,  1974.  1974. 
iii+41  p.  +      ©Item  1040 

Y  4.1n  8/13  :L  22/14 

To  amend  Wild  and  scenic  rivers  act,  hearings  before  Subcommittee 
on  Environment  and  Land  Resources,  94th  Congress  ,  1st  session, 
on  S.1506. 

11578         pt.2.  Missouri  River,  Mont.,  Aug.  25  [and]  Sept.  19,  1975.  1975.  iv  +  444  p.il.  4  pi.  [Hearings 
held  in  Billings,  Mont.,  and  Washington,  D.C.]     +     •Item  1040 

Y  4.1n  8/13:R  52/3/975/pt.2 
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11579  U.S.  Geological  Survey,  prepared  by  [  Allen  F.  Agnew  ]  Environmental 
Policy  Division,  Congressional  Research  Service,  Library  of  Con- 
gress; Dec.  1975.  1975.  vii  +  [l]  +  139  p.il.  (Committee  print,  94th  Con- 
gress, 1st  session.)      +     •Item  1040 

Y  4.1n  8/13:G  29/4 

Judiciary  Committee,  Senate  Washington,  DC  20510 

H580  Abortion,  hearings,  pt.  4,  before  Subcommittee  on  Constitutional 
Amendments,  94th  Congress,  1st  session,  on  S.J. Res. 6,  S.J. Res. 10  and 
11,  and  S.J.91.  1976.  viii  +  1001  p.il.     *  Paper,  $9.20.    •Item  1042 

Y  4.J  89/2:Ab  7/pt.4 

ii58i  Balancing  budget,  hearing  before  Subcommittee  on  Constitutional 
Amendments,  94th  Congress,  1st  session,  on  S.J. Res. 55  [and] 
S.J.Res.93,  Sept.  23  and  Oct.  7,  1975.  1975.  iv  +  222  p.  +  •Item 
1042 

Y  4.J  89/2:B  85/2 

H582  Crisis  on  Cyprus,  1976,  crucial  year  for  peace,  report  prepared  for 
use  of  Subcommittee  to  Investigate  Problems  Connected  with  Refu- 
gees and  Escapees,  94th  Congress,  2d  session;  Jan.  19,  1976.  1976. 
v  +  104  p.il.  (Committee  print.)     *  Paper,  $1.90.     •Item  1042 

Y  4.J  89/2:C  99/5/976 

H583  Drug  abuse,  pharmacist,  hearing  before  Subcommittee  to  Investigate 
Juvenile  Delinquency,  93d  Congress,  2d  session,  pursuant  to 
S.Res.255,  sec.  12,  Investigation  of  juvenile  delinquency  in  United 
States,  Comprehensive  drug  abuse  prevention  and  control  act  of  1970 
(P.L.91-513)  and  its  relationship  to  pharmacist,  Mar.  28,  1974.  1974. 
vi+452  p.il.     *  Paper,  $3.30.    •Item  1042 

Y  4.J  89/2:D  84/6 

H584  Federal  Energy  Administration,  enforcement  of  petroleum  price  regula- 
tions, hearings  before  Subcommitteee  on  Administrative  Practice  and 
Procedure,  94th  Congress,  1st  session.  1975.  vii  +  324  p.  +  •Item 
1042 

Y  4.J  89/2:P  44/3 

11585  Marihuana  and  question  of  personnel  security,  prepared  by  Subcommit- 
tee to  Investigate  Administration  of  Internal  Security  Laws;  Feb. 
1975.  1975.  ii  +  43  +  iii  p.il.  (Committee  print,  94th  Congress,  1st  session.) 
*  Paper,  70c. 

Y  4.J  89/2:M  33/2 

H586  Nationwide  drive  against  law  enforcement  intelligence  operations, 
hearings,  pt.2,  before  Subcommittee  to  Investigate  Administration  of 
Internal  Security  Act  and  Other  Internal  Security  Laws,  94th  Con- 
gress, 1st  session,  July  11,  1975.  1975.  iii+41-201  +  xv  p.il.  *  Paper,  $1.85. 
•Item  1042 

Y  4.J  89/2:In  8/19/pt.2 

H587  Nomination  of  Harold  R.  Tyler,  jr.  to  be  Deputy  Attorney  General, 
hearing,  94th  Congress,  1st  session,  Mar.  20  ,  1975.  1975.  ii-t-3  p. 
+     •Item  1042 

Y  4.J  89/2:T  97 

11588  Nomination  of  John  Paul  Stevens  to  be  Justice  of  Supreme  Court, 
hearings,  94th  Congress,  1st  session,  Dec.  8-10,  1975.  1975.  iii  +  229 
p.     +     •Item  1042 

Y  4.J  89/2:St  4 
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H589  Oversight  of  Civil  Aeronautics  Board  practices  and  procedures, 
hearings,  v.l,  before  Subcommittee  on  Administrative  Practice  and 
Procedure,  94th  Congress,  1st  session,  Feb.  6-Mar.  21,  1975.  1975. 
xvi  +  757  p.il.  1  pi.     +     •Item  1042 

Y  4.J  89/2:C  49/19/v.l 

H590  Oversight  of  Civil  Aeronautics  Board  practices  and  procedures, 
hearings,  v. 2,  before  Subcommittee  on  Administrative  Practice  and 
Procedure,  94th  Congress,  1st  session,  Feb.  6-Mar.  21,  1975.  1975. 
xvi  +  759-1692  p.il.     +     •Item  1042 

Y  4.J  89/2:C  49/19/v.2 

11591  Petroleum  industry,  hearings,  pt.l,  vertical  integration,  before  Subcom- 
mittee on  Antitrust  and  Monoploy,  94th  Congress,  1st  session,  on 
S.2387  and  related  bills,  Sept.  23-Nov.  19,  1975.  1975.  xxix+1170  p.il. 
*  Paper,  $11.00.     #Item  1042 

Y  4.J  89/2:P  44/4/pt.l 

H592  Reducing  costs  of  legal  services,  possible  approaches  by  Federal 
Government,  report  prepared  for  and  presented  to  Subcommittee  on 
Representation  of  Citizen  Interests,  now  merged  with  Subcommittee 
on  Constitutional  Rights.  Revised  Nov.  18,  1975.  1975.  iii+16  p. 
(Committee  print,  94th  Congress,  1st  session.)  *  Paper,  35c.  #Item 
1042 

Y  4.J  89/2:L  52/5/975 

H593  Refugee  and  humanitarian  problems  in  Chile,  hearing,  pt.3,  before  Sub- 
committee to  Investigate  Problems  Connected  with  Refugees  and 
Escapees,  94th  Congress,  1st  session,  Oct.  2,  1975.  1976.  iii+221  p. 
+     #Item  1042 

Y  4.J  89/2:R  25/15/975/pt.3 

Labor  and  Public  Welfare  Committee,  Senate  Washington,  DC  20510 

H594  Child  and  family  services  act,  1974,  joint  hearings  before  Subcommittee 
on  Children  and  Youth,  and  Subcommittee  on  Employment,  Poverty, 
and  Migratory  Labor  of  Committee  on  Labor  and  Public  Welfare, 
Senate,  and  Select  Subcommittee  on  Education  of  Committee  on 
Education  and  Labor,  House,  93d  Congress,  2d  session,  on  S.3754, 
Aug.  8  and  9,  1974.  1975.  v  +  451  p.il.     +     •Item  1043 

Y  4.L  11/2:C  43/10/974 

H595  Compilation  of  selected  labor  laws  pertaining  to  labor  relations,  pt.2, 
Laws  pertaining  to  labor  standards  and  equal  employment  opportuni- 
ty, prepared  by  Subcommittee  on  Labor;  Sept.  6,  1974.  1974.  vii+459- 
687  p.  (Committee  print,  93d  Congress,  2d  session.)  *  Paper,  $2.30 
(S/N  052-070-02547-6). 

Y  4.L  11/2:L  ll/16/pt.2 

11596  Comprehensive  alcohol  abuse  and  alcoholism  prevention,  treatment,  and 
rehabilitation  act  of  1970,  as  amended,  including  changes  made  by 
Public  law  93-282,  May  14,  1974,  prepared  for  Subcommittee  on  Al- 
coholism and  Narcotics;  Dec.  1974.  1974.  ii+22  p.  (Committee  print, 
93d  Congress,  2d  session.)  + 

Y  4.L  11/2:A1 1/8 

H597  Health  care  in  China,  1973,  hearing  before  Subcommittee  on  Health, 
93d  Congress,  1st  session,  on  examination  of  developments  in 
medicine  and  public  health  in  People's  Republic  of  China,  May  4, 
1973.  1973.  v  +  265  p.il.      +     •Item  1043 

Y  4.L  11/2:G  44/2 
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Health  manpower,  1974,  hearings  before  Subcommittee  on  Health, 
93d  Congress,  2d  session,  on  S.3585. 

11598  pt.3.    Appendix    1,   geographic   analysis   of   physician    shortage   areas   and   the   problem   of 

speciality  maldistribution,  June  24,  1974.  1975.  iv  +  [1]  +  831-1738  p.il.      +      •Item  1043 

Y  4.L  1I/2:H  34/40/974/pt.3 

11599  Nominations,  hearing,  93d  Congress,  2d  session,  on  Terrell  H.  Bell, 

of  Utah,  to  be  Commissioner  of  Education  and  Virginia  Y.  Trotter, 
of  Nebraska,  to  be  Assistant  Secretary  for  Education,  Department 
of  Health,  Education,  and  Welfare,  May  22,  1974.  1974.  ii  +  40  p. 
+     •Item  1043 

Y  4.L  11/2:N  72/5/974-5 

U600  Nominations,  hearings,  94th  Congress,  1st  session,  on  Marshall  Jordan 
Breger,  William  J.  Janklow,  William  L.  Knecht,  Rodolfo  Montejano, 
Samuel  D.  Thurman,  Marlow  W.  Cook,  Roger  C.  Cramton,  Edith 
Green,  Robert  J.  Kutak,  Revius  O.  Ortique,  jr.,  Glee  S.  Smith,  jr., 
Glenn  C.  Stophel,  and  J.  Melville  Broughton,  jr.,  to  be  Members 
of  Board  of  Directors  of  Legal  Services  Corporation,  May  14-July 
8,  1975.  1975.  vii+488  p.il.     +     •Item  1043 

Y  4.L  11/2:N  72/5/975-8 

Nutrition  and  Human  Needs,  Select  Committee  on,  Senate  Washington, 
DC  20510 

1975  food  price  study. 

11601  pt.2.  Questionnaire  approach  to  determine  food  price  factors;  Dec.  1975.  1975.  viii+294 

(Committee  print,  94th  Congress,  1st  session.)     +     •Item  1009 

Y  4.N  95:F  73/13/975/pt.2 

11602  Report  on  nutrition  and  food  availability  [with  bibliography];  Dec.  1974. 

1974.  v  +  93  p.  (Committee  print,  93d  Congress,  2d  session.)  *  Paper, 
$1  25 

Y  4.N  95:F  73/7 

Post  Office  and  Civil  Service  Committee,  Senate  Washington,  DC  20510 

H603  Authorization  for  White  House  personnel,  hearing,  93d  Congress,  2d 
session,  on  S.3647,  June  26,  1974.  1974.  iii  + 35  p.     +     •Item  1044 

Y  4.P  84/ll:W  58 

H604  Ogden  postal  service  facilities,  hearing,  93d  Congress,  2d  session,  Mar. 
18,  1974.  1974.  iii+63  p.  [Hearing  held  in  Ogden,  Utah.]  +  ©Item 
1044 

Y  4.P  84/ll:Og  2 

H605  Payments  on  unfunded  liability  by  U.S.  Postal  Service  to  Civil  Service 
Retirement  Fund,  hearing,  93d  Congress,  2d  session,  on  H.R.29,  May 
30,  1974.  1974.  iii+45  p.     +     •Item  1044 

Y  4.P  84/ll:R  31/19 

H606  Postal  field  hearing,  hearing,  94th  Congress,  1st  session,  June  25,  1975. 
1976.  iii+85  p.  [Hearing  held  in  Casper,  Wyo.]     +     •Item  1044 

Y  4.P  84/ll:P  84/26 

Public  Works  Committee,  Senate  Washington,  DC  20510 

[Committee  publication]  serial,  93d  Congress. 

11607         H  39.  Environmental  impact  statements,  hearing  before  Subcommittee  on  Environmental 
Pollution,  93d  Congress,  2d  session.  Apr.  10,  1974.  1974.  iii+50  p.     +     •Item  1045 

Y  4.P  96/10:93-H  39 
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11608  H   58.  To  amend  Public  works  and  economic  development  act  of  1965,  hearing,  before 

Subcommittee  on  Economic  Development,  93d  Congress,  2d  session,  on  S.4115,  Nov. 
20,  1974.  1974.  iii  +  47  p.il.     +     •Item  1045 

Y  4.P  96/10:93-H  58 

[Committee  publication]  serial,  94th  Congress. 

11609  H    3.    Nomination   of    Wilmer   D.    Mizell,    sr.,    hearing,   94th   Congress,   1st   session,   on 

nomination  of  Wilmer  D.  Mizell,  sr.,  to  be  Assistant  Secretary  of  Commerce,  Feb. 
24,  1975.  1975.  iii+17  p.     +     •Item  1045 

Y  4.P  96/10:94-H  3 

11610  H    30.   To   consider   need    for   highway    connection   between    Interstate    15    and   U.S.   95 

in  Las  Vegas,  Nev.,  hearing  before  Subcommittee  on  Transportation,  94th  Congress, 
1st  session,  Nov.  24,  1975.  1976.  iii  +  67  p.il.  [Hearing  held  in  Las  Vegas,  Nev.] 
+     •Item  1045 

Y  4.P  96/10:94-H  30 

Rules  and  Administration  Committee,  Senate  Washington,  DC  20510 

11611  Expenditure  authorizations  for  Senate  committees:  pt.l,  Statutory  provi- 

sions, procedures,  and  regulations,  pt.2,  Funds  authorized  for  Senate 
committees  83d-93d  Congresses;  Jan.  3,  1975.  1975.  vi+89  p. 
(Committee  print  ,  94th  Congress,  1st  session.)  + 

Y  4.R  86/2:Ex  7/975 

11612  Microform   system   characteristics   and   potential   Senate   applications, 

prepared  for  Subcommittee  Computer  Services:  Apr.  1975  [with  list 
of  selected  references].  1975.  vi+39  p.  (Committee  print,  94th  Con- 
gress, 1st  session.)     +     •Item  1046 

Y  4.R  86/2:M  58 

11613  Senator    from    New    Hampshire,    hearing    before    Subcommittee    on 

Privileges  and  Elections,  93d  Congress,  2d  session,  on  petition  of 
John  A.  Durkin  contesting  election  of  Louis  C.  Wyman  as  U.S. 
Senator  from  State  of  New  Hampshire  ,  Jan.  9,  1975.  1975.  iii+278 
p.il.     +     •Item  1046 

Y  4.R  86/2:N  42/h 

H614  Senator  from  New  Hampshire,  open  sessions,  pt.  3,  Miscellaneous 
materials,  94th  Congress,  1st  session,  on  petition  of  John  A.  Durkin 
contesting  election  of  Louis  C.  Wyman  as  U.S.  Senator  from  New 
Hampshire.  1975.  iii+1981-2099  p.     *  Paper,  $1.45.    •Item  1046 

Y  4.R  86/2:N  42  h/975/pt.3 

H615  Senator  from  Oklahoma,  hearings  and  meetings  of  Committee  on  Rules 
and  Administration  and  its  Subcommittee  on  Privileges  and  Elections, 
94th  Congress,  1st  session,  on  petition  and  complaint  of  Ed  Edmond- 
son  concerning  conduct  of  election  of  Nov.  5,  1974,  for  U.S.  Senator 
from  State  of  Oklahoma,  June  3-Dec.  15,  1975.  1975.  iv  +  1281  p.il. 
+     •Item  1046 

Y  4.R  86/2:Ok  4 

Small  Business,  Select  Committee  on,  Senate  Washington,  DC  20510 

H616  Competitive  problems  in  drug  industry,  Federal  drug  procurement  and 
purchase  policies,  summary  and  analysis,  Subcommittee  on 
Monopoly,  prepared  by  [  Glenn  R.  Markus  and  Jack  Ebeler  ],  Con- 
gressional Research  Service,  Library  of  Congress;  Dec.  2,  1974.  1974. 
[5]  +  56  +  [2]  p.  (Committee  print,  93d  Congress,  2d  session.)  *  Paper 
75c. 

Y  4.Sm  1/2:D  84/4 
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1 1617  Problems  of  hearing  aid  industry,   hearings  before  Subcommittee  on 

Government  Regulations,  94th  Congress,  1st  session,  on  economic 
problems  in  hearing  aid  industry,  May  20-22,  1975.  1975.  iv  +  378  p.il. 
+     •Item  1049 

Y  4.Sm  1/2:H  35 

11618  Surety    bond    guarantee    program    of    Small    Business    Administration, 

hearings,  94th  Congress,  1st  session,  Nov.  19  and  20,  1975.  1975.  iii  +  174 
p.     +     •Item  1049 

Y  4.Sm  l/2:Su  7 

Veterans'  Affairs  Committee,  Senate  Washington,  DC  20510 

H619  Employment  of  Disabled  and  Vietnam  era  veterans  in  Federal  govern- 
ment, Nov.  1975,  reporting  period  Jan.  1-June  30,  1975,  report  prepared 
by  Civil  Service  Commission;  Dec.  19,  1975.  1975.  [152]  p.  (Senate 
committee  print  27  ,  94th  Congress,  1st  session.)     *  Paper,  $1.60. 
•Item  1046-A 

Y  4.V  64/4.V  67/8 

U620  Problems  of  administration  of  VA  benefit  programs  in  southern  Califor- 
nia, hearings  before  Subcommittee  on  Readjustment,  Education,  and 
Employment,  93d  Congress,  1st  session,  Aug.  29,  1973  [and]  Jan. 
17,  1974.  1974.  iv  +  336  p.il.  [Hearings  held  in  San  Diego  and  Los 
Angeles,  Calif.]     +     •Item  1046-A 

Y  4.V  64/4:C  12/2 

U62i  VA  proposed  revision  to  schedule  for  rating  disabilities,  Nov.  1975; 
Nov.  11,  1975.  1975.  ii  +  92  p.il.  (Committee  print  23,  94th  Congress, 
1st  session.)  + 

Y  4.V  64/4:D  63/3/975 

CONSUMER  PRODUCT  SAFETY  COMMISSION  Washington,  DC 
20207 

H622  Annual  report  [July  1,  1974-June  30,  1975].  Oct.  1975.  cover  title,  iv  +  160 
p.il.  4°    *  Paper,  $2.30  (S/N  052-003-00112-8).     •Item  1062-C-5 

Y  3.C  76/3:1/975 

H623  Banned  products,  CPSC,  v.2,  pt.l.  Oct.  1,  1973.  cover  title,  [5]  +  102 
p.  oblong  8°    [Special  holiday  issue.]  +      •Item  1062-C 

Y  3.C  76/3:9/v.2,pt.l 

H624  Children's  sleepwear,  segregation  of  complying  and  noncomplying  items 
by  retailers,  1975  consumer  deputy  program  [final  report].  [1975.] 
[l]  +  i  +  49p.  4°     +     •Item  1062-C 

Y  3.C  76/3:2  C  43/975 

CPSC  order. 

11625  9020.70.  Flammable  fabrics  act.  [with  list  of  references].  Nov.  15.  1974.  cover  title.  (189] 

p.il.  4°     (CPSC  form   101;  Office  of  Field  Coordination.)  [Issued  with  perforations.) 
+     •Item  1062-C -4 

Y  3.C  76/3:6-2/9020.70 

Fact  sheet. 

11626  1.  Power  lawn  mowers  [with  bibliography].  [Revised  Mar.  1975]  [1975]  3  p.  4°  + 

Y  3.C  76/3:11/1 

11627  10.  Bicycles,  [with  bibliography].  [Revised  Apr.  1975]  [1975]  3  p.  4°  + 

Y  3.C  76/3:11/10 

1 1628  12.  Fireworks.  (Oct.  1974]  2  p.il.  4°  + 

Y  3.C  76/3:11/12 

1 1629  17.  Flammmable  fabrics  [with  bibliography].  [Revised  May  1975]  [1975]  4  p.  4°  + 

Y  3.C  76/3:11/17 
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11630  18.  Insecticides  and  pesticides  [with  bibliography].  Sept.  1974.  2  p.  4°  + 

Y  3.C  76/3:11/18 

11631  22.  Playground  equipment  [with  bibliography].  [Sept.  1974.]  2  p.  4°  + 

Y  3.C  76/3:11/22 

11632  28.  Matches  and  lighters  [with  bibliography].  [Revised  May  1975.]  [1975.]  3  p.  4°  + 

Y  3.C  76/3:11/28 

11633  Fourteenth  annual  report,  National  Poison  Prevention  Week,  Mar.  16-22, 

1975.  [1976.]  iv+63  p.il.  4°  [Prepared  in  cooperation  with  National 
Planning  Council  for  Poison  Prevention  Week.]     +     •Item  1062-C- 

3 

Y  3.C  76/3:12/975 

11634  General  provisions  for  fixed  price  type  contract.  [Oct.  1975.]  [4] +48 

p.  4°    (CPSC-250.)     +     •Item  1062-C 

Y  3.C  76/3:2  F  58 

H635  Handbook  &  standard  for  manufacturing  safer  consumer  products  [with 
list  of  references;  developed  by  John  J.  Riordan  ].  June  1975.  viii+68 
p.il.  4°    ([CPSC  75-620-10.])     +     •Item  1062-C-6 

Y  3.C  76/3:8  M  31 

11636  Hazard  analysis  of  injuries  relating  to  cribs,  full  size  cribs  (1504),  porta- 

ble cribs  (1529)  [with  list  of  references;  by]  Theresa  Nelson  .  Dec. 
1975  [published  1976].  [5] +  66  p.il.  4°  (NIIC-1504-75-H007;  Bureau  of 
Epidemiology.)     +     •Item  1062-C 

Y  3.C  76/3:2  H  34/8 

11637  Hazard  analysis,  special  report,  injuries  associated  with  airless  paint 

sprayers  [prepared  by  Kenneth  W.  Haase  ,  Eileen  Kessler  ,  and 
Eliane  Soley].  June  1975  [published  1976].  cover  title,  [6] +  37  p.  4° 
(NIIC  1353-75-H006;  Bureau  of  Epidemiology.)     +     •Item  1062-C 

Y  3.C  76/3:2  H  34/7 

Hoja  de  informacion. 

11638  1.  Cortadoras  motorizadas  para  cesped  [with  bibliography].  [Revised  Mar.  1975.]  [1975.] 

3  p.  4°  + 

Y  3.C  76/3:ll/l/Span. 

11639  2.   Cortadoras   motorizadas   para   setos   vivos   [with   bibliography].   [Revised    Mar.   1975.] 

[1975.]  2  p.  4°  + 

Y  3.C  76/3:ll/2/Span. 

11640  Poison  prevention  packaging,  alternatives  for  older  consumers  &  han- 

dicapped. [1975.]  [5]  p.il.  narrow  8°  +      •Item  1062-C 

Y  3.C  76/3:2  P  75/3 

11641  Poison  prevention  packaging,  what  pharmacists  should  know.  [1975.] 

[5]  p.il.  narrow  8°     +     •Item  1062-C 

Y  3.C  76/3:2  P  75/4 

H642  Report  on  findings  of  front-end  analysis  re  CSO/CSI  training  needs. 
Aug.  1975.  [103]  p.il.  4°  ([CPSC  training];  Training  and  Manpower 
Development  Division,  Bureau  of  Information  and  Education.)  + 
•Item  1062-C 

Y  3.C  76/3:2  F  92 

H643  U.S.  Consumer  Product  Safety  Commission.  [1974.]  cover  title,  [8]  p.il. 
narrow  8°    *  Paper,  35c.    •Item  1062-C 

Y  3.C  76/3:2  C  76/2 
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COPYRIGHT  OFFICE,  Library  of  Congress  Washington,  DC  20559 

H644  Decisions   of    United    States   Courts    involving  copyright,    cumulative 

index,  1909-70,   Bulletin   no.   17-37;  compiled  and   edited   by   Wilma 

S.  Davis  .  1973.  v  +  540  p.  (ISSN  0070-3176.)  *  Cloth,  $4.35.    •Item 
790 

L.C.  card  15-26124  LC  3.3:17-37/ind. 

COST  ACCOUNTING  STANDARDS  BOARD  Washington,  DC  20548 

11545  Standards,  rules,  and  regulations  as  of  June  30,  1975.  [1975.]  cover 
title,  [205]  p.  [From  chap.  3  of  Code  of  Federal  Regulations,  Title 
4,  and  1975  promulgations  as  of  June  30,  1975  issued  in  Federal 
Register.]  +      •Item  1063-P-l 

Y  3.C  82:6  St  2/975 

COST  OF  LIVING  COUNCIL,  Executive  Office  of  the  President 
Washington,  DC  20416 

H646  Telephone  directory.  Mar.  1974.  [5] +  50  p.  4°  [Last  3  pages  left  blank 
for  notes.  Issued  with  perforations.]  *  Paper,  $1.15.  •Item  857- 
L-4 

PrEx  17.12:974 

COUNCIL  ON  ENVIRONMENTAL  QUALITY,  Executive  Office  of  the 
President  Washington,  DC  20036 

H647  Air  pollution  indices,  compendium  and  assessment  of  indices  used  in 
United  States  and  Canada  [with  list  of  references;  by]  Gary  C.  Thorn 
and  Wayne  R.  Ott  .  Dec.  1975.  xi  +  164  p.il.  4°  [Prepared  in  coopera- 
tion with  Environmental  Protection  Agency.]     +     •Item  856-E 

PrEx  14.2:Ai  7 

H648  Recreation  on  water  supply   reservoirs,  handbook  for  increased  use 
[with  annotated  bibliography].  Sept.  1975.  [2] +  138  p.il.  oblong  12° 
*  Paper,  $2.05  (S/N  041-011-00027-1).    •Item  856-E-4 

PrEx  14.8:R  24 

H649  Report  to  President  and  to  Council  on  Environmental  Quality.  Dec. 
1974.  cover  title,  44  p.il.  (Citizens'  Advisory  Committee  on  Environ- 
mental Quality.)  *  Paper,  $1.25  (S/N  040-000-00333-9).  •Item  856- 
E-3 

PrEx  14.1/2:974 

COURT  OF  CUSTOMS  AND  PATENT  APPEALS  Washington,  DC 
20439 

U650  Procedural  handbook,  United  States  Court  of  Customs  and  Patent  Ap- 
peals. May  1975.  cover  title,  i  +  10  p.  +      •Item  734 

Ju  7.2:P  94 

CUSTOMS  SERVICE,  Treasury  Dept.  Washington,  DC  20229 

ii65i  Challenge  and  change,  1789-1974.  [1975.]  cover  title,  32  p.il.  4°  [Contents 
on  p.  2  of  cover.]     *  Paper,  90c.     •Item  950 

T  17.2:C  96/10/789-974 

H652  Customs  regulations,  157th  set  of  revised  pages,  Apr.-May  1975.  1975. 
[56]  p.  4°  [Includes  amendments  made  by  Treasury  Decisions  75- 
62  through  75-115;  and  corrections  on  CR-212  and  CR-113.13.  Issued 
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with  perforations.]  *  Paper,  $28.50  (basic  and  revised  pages  for 
indefinite  period);  add  $7.15  for  foreign  mailing.    •Item  948-A 

T  17.9:971/rev.pages  157 

11653  Customs  tips  for  visitors.  [1975.]  [6]  p.  narrow  8°    ([Public  Information 

Division.])    *  Paper,  $5.95  per  100;  single  copy,  25c.    #Item  950 

T  17.2:C  96/9/975 

DEFENSE  COMMUNICATIONS  AGENCY,  Defense  Dept.  Arlington, 
VA  22204 

11654  National  Military  Command  System  information  processing  system,  360 

formatted  file  system  (NIPS  360  FFS),  users  manual:  v.6,  Terminal 
processing  (TP).  Oct.  15,  1974.  cover  title  xi+258  p.il.  4°  (National 
Military  Command  System  Support  Center;  CSM  UM  15-74.)  [Issued 
with  perforations.]  +  Defense  Documentation  Center,  Cameron  Sta- 
tion, Alexandria,  VA  22314.    •Item  315-D-l 

D  5.109:Us  2/v.6/974 

[National  Military  Command  System  information  processing  system 
360  formatted  file  system  (NIPS  360  FFS):  User's  manual.]  (National 
Military  Command  System  Support  Center.  [Computer  system 
manual]  CSM  UM  15B-68.) 

11655  v.7   Utility   support   UT,   July   1,   1971,   Change   2.   Feb.   1,   1973.   [14]   p.   4°     [Issued   with 

perforations.]     *   Paper,  25c.     •Item  315-D-l 

D  5.109:Us  2/v.7/ch.2 

DEFENSE  DEPARTMENT  Washington,  DC  20301 

H656  Defense  integrated  data  system  (DIDS)  procedures  manual,  Sept.  1, 
1975,  reprint,  Change  1.  Oct.  9,  1975.  [300]  p.il.  4°  (4100-39-M;  Defense 
Supply  Agency,  Headquarters,  Alexander,  Va.)  [Issued  with  perfora- 
tions.] +      #Item  314-A 

D  7.6/4:D  26/rep./ch.l 

H657  Defense  integrated  data  system  (DIDS)  procedures  manual,  Aug.  20, 
1973,  Change  25.  Oct.  8,  1974.  [741]  p.  4°  (4100-39-M;  Defense  Supply 
Agency,  Headquarters,  Alexandria,  Va.)  [Issued  with  perforations.] 
+     #Item  314-A 

D  7.6/4:D  26/ch.25 

Defense  Supply  Agency  handbook  DSAH  (series). 

11658  4215.48.  Industrial  plant  equipment  handbook:  FSC  3441,  3442,  3443,  3444,  3445,  3446, 

3447,  3448,  and  3449,  Secondary  metal  forming  and  cutting  machines.  Mar.  1975. 
cover  title,  iii+393  p.  4°  (SB  708-3400-8;  [Navy  Dept.]  NAVSUP  Pub  5551;  [Air 
Force  Dept.]  AFM  78-53;  [Marine  Corps]  MCO  P4870.56  B.)  [Issued  with  perfora- 
tions. Supersedes  DSAH  4215.48/SB  708-3400-8/NAVSUP  Pub  5551/ARM  78-53/MCO 
P4870.56A,  June  12,  1972,  and  ch.  1.]     +     •Item  314-A 

D  7.6/7:4215.48/3 

11659  8115.1.  See,  Army  Department,  AMC  pamphlet,  715-11. 

11660  DoD  ammunition  and  explosives  safety  standards.  July  1974.  cover  title, 

[57]  p.il.  4°  (DOD  5154.4S;  Office  of  Assistant  Secretary  of  Defense 
(Installations  and  Logistics).)  [Issued  with  perforations.]  +  #Item 
314-A 

D  7.6/4:Am  6/2/974 
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Federal  item  identification  guide  FUG  (series).  (Defense  Supply  Agen- 
cy, Defense  Logistics  Services  Center,  Battle  Creek,  Mich.)  (Issued 
with  perforations.! 

A  001  A.  Resistors,  fixed  and  adjustable,  Dec.  21,  1973.  Change  I.  Apr  25.  1975  |2I| 
p  4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:R  31/973/ch.l 

A  002.  Resistors,  variable.  Nov.  22.  1968,  Change  5.  Jan.  9.  1976.  |161  p.  4°  +  (Price 
upon  application)  DLSC-AP  SA  1631.  Federal  Center.  Battle  Creek.  MI  49016. 

•  Item  314-A 

D  7.6/4:R  31/2/ch.5 
A  002  A.  Resistors,  variable.  Sept.  21.  1973.  Change  3.  May  30.  1975.  [22]  p.il.  4° 

+    (Price   upon   application)  DLSC-AP   SA   1631,   Federal  Center,   Battle   Creek,    MI 
49016.     •Item  314-A 

D  7.6/4:R  31/2/973/ch.3 
A  002  A.  Resistors,  variable,  Sept.  21.  1973.  Change  4.  Mar.  5,  1976.  [27]  p.il.  4° 

+    (Price   upon   application)   DLSC-AP   SA   1631.   Federal  Center.   Battle   Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:R  31/2/973/ch.4 
A  005.  Glass,  Sept.  30,  1966,  Change  2.  Mar.  28,  1975.  [16]  p.  4°     +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:G  46/ch.2 
A  008  A.  Tires,  pneumatic,  and  solid,  July  26,  1974,  Reprint,  Change  I.  Mar.  28.  1975. 
[19]  p.  4°       +    (Price   upon  application)  DLSC-AP  SA   1631,   Federal  Center,   Battle 
Creek,  MI  49016.  (S/N  ).     •Item  314-A 

D  7.6/4:T  51/973/rep/ch.l 
A   009.    Inner  tube,   pneumatic   tire,   June   9,   1967,   Change    5.    Mar.   8,   1975.   [16]   p.   4° 
+    (Price   upon   application)   DLSC-AP   SA   1631,   Federal  Center,   Battle   Creek.   MI 
49016.     •Item  314-A 

D  7.6/4:In  6/ch.5 

A   010   A.   Capacitors,   fixed,   June   22,   1973,   Change   6.   Apr.   16,   1976.   [34]   p.il.   4°     + 

(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek,  MI  49016 

•  Item  314-A 

D  7.6/4:C  17/973/ch.6 
A  011  A.  Terminal  boards,  Aug.  17,  1973,  Change  4.  Feb.  13,  1976.  [15]  p.  4°     +   (Price 
upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4:T  27/973/ch.4 
A    013.   Furnaces   and   space   heaters,   May   26,   1967,   Change   7.   Mar.   28,   1975.   [27]   p. 
4°     +    (Price   upon   application)   DLSC-AP   SA   1631,   Federal  Center,   Battle   Creek. 
MI  49016.     •Item  314-A 

D  7.6/4:F  98/ch.7 
A    017.    Fuses,   electrical,   June   7,   1969,   Change   4.   June   13,   1975.   [16]   p.   4°     +    (Price 
upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4:F  98/3/ch.4 
A  021.  Nuts,  Aug.  30,  1968,  Change  9.  Jan.  16,  1976.  [14]  p.  4°     +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:N  95/ch.9 
A   042.   Brackets,   Sept.   19,  1969,   Change  6.   May   17.  1974.   [75]  p.il.  4°     +    (Price   upon 
application)   DLSC-AP   SA    1631,    Federal   Center,    Battle   Creek.   MI   49016.     •Item 
314-A 

D  7.6/4:B  72/ch.6 
A   048  A.  Switch,  sensing,  Feb.  15,  1974.  Change   1.  Feb.  21.  1975.   [44]  p.  4°     +   (Price 
upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4:Sw  6/4/974/ch.l 
A   048   A.   Switch,   sensing,   Feb.  15,   1974,   Change  4.  Jan.  9,  1976.   [18]  p.  4°     +    (Price 
upon  application)  DLSC-AP  SA  1631.  Federal  Center.  Battle  Creek.  MI  49016. 

•  Item  314-A 

D  7.6/4:Sw  6/4/974/ch.4 
A   049.   Stuffing   tubes   and   components.   June   21,   1968,   Change   6.   Nov.   16.   1973.   [33] 
p.  4°     [Information  incorrect  in  publication  as  to  sale  from  Superintendent  of  Docu- 
ments]    +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center.  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:St  9/ch.6 
A    049.    Stuffing    tubes   and    components,    June    21.    1968,    Change   7.    Apr.   4,   1975.    [23] 
p.  4°     +   (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center.  Battle  Creek. 
MI  49016.     •Item  314-A 

D  7.6/4:St  9/ch.7 

§For  Sale  by  National  Technical  Information  Service. 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  93 


Government  Publications 

11678  A  050.  Ranges-electric,  gas,  and  oil  burning,  Nov.  1,  1974,  rep.  Change  2.  Jan.  16,  1976. 

[8]   p.  4°       +    (Price   upon  application)  DLSC-AP   SA   1631,   Federal  Center,   Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4.R  16/rep./ch.2 

11679  A    051.   Threaded   studs,   Sept.   5,   1968,   Change   6.   June   28,   1974.   [32]   p.   4°     +    (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4:T  41/ch.6 

11680  A  051.  Threaded  studs,  Sept.  6,  1968,  Change  7.  Apr.  11,  1975  [4]  p.  4°     +    (Price  upon 

application)   DLSC-AP   SA    1631,    Federal   Center,    Battle   Creek,   MI   49016.     •Item 
314-A 

D  7.6/4:T  41/ch.7 

11681  A  054.  Fastening  devices,  Dec.  12,  1969,  Change  3.  Mar.  8,  1974.  [124]  p.il.  4°     +   (Price 

upon  application)  DLSA-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4:F  26/2/ch.3 

11682  A    056.    Filter   elements,    July    19,    1968,    Change    5.    Dec.    14,    1973.    [11]    p.   4°     +    (Price 

upon  application)  DLSC-ALS  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•Item  314-A 

D  7.6/4:F  48/ch.5 

11683  A  058.  Coils,  reactors,   suppressors,  and  transformers,  May  7,  1971,  Change  2.  Jan  23, 

1976.    [34]   p.   4°     +    (Price    upon   application)   DLSC-AP   SA    1631,    Federal   Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:C  66/2/ch.2 

11684  A  059  A.  Quartz  crystal  unit,  May  18,  1973,  Change  2.  May  16,  1975.  [18]  p.il.  4° 

+    (Price   upon   application)  DLSC-AP   SA   1631,   Federal  Center,   Battle  Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:Q  2/973/ch.2 

11685  A   059   A.   Quartz   crystal   unit,   May   18,   1973,   Change   3.   May   23,   1975.   [18]   p.   4°     + 

(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4:Q  2/973/ch.3 

11686  A    059    A.   Quartz   crystal   unit,    May    18,    1973,   Change    5.    Feb.   13,   1976.   [4]   p.   4°     + 

(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4:Q  2/973/ch.5 

11687  A   060.   Paving  breaker  and   rock   drill  accessories,   May   24,  1968,   Change   2.   Mar.  28, 

1975.   [19]   p.   4°       +    (Price   upon   application)   DLSC-AP   SA   1631,   Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:P  28/ch.2 

11688  A  061.  Junction  boxes,  Dec.  20,  1968,  Change  8.  Jan.  16,  1976.  [6]  p.  4°     +   (Price  upon 

application)   DLSC-AP   SA    1631,    Federal   Center,    Battle   Creek,   MI   49016.     •Item 
314-A 

D  7.6/4:J  95/ch.8 

11689  A   064.    Microphone   and    microphone   elements,   Oct.   4,   1974,   Reprint,   Change   1.   Apr. 

4,  1975.  [22]  p.  4°       +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  58/rep./ch.l 

11690  A   064.   Microphone   and    microphone   elements,   Oct.   4,   1974,   Reprint,   Change   2.   Jan. 

16,  1975.  [4]  p.  4°       +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  58/rep./ch.2 

11691  A   068.   Headset,  electrical,   Sept.   20,   1974,   Reprint,  Change   2.  Jan.  16,  1976.  [4]  p.  4° 

+    (Price   upon   application)  DLSC-AP   SA   1631,   Federal  Center,   Battle   Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:H  34/rep./ch.2 

11692  A  073.  Waveguide,  Nov.  14,  1969,  Change  6.  Apr.  23,  1974.  [20]  p.il.  4°     +   (Price  upon 

application)   DLSC-AP   SA   1631,    Federal   Center,    Battle   Creek,   MI   49016.     •Item 
314-A 

D  7.6/4:W  36/ch.6 

11693  A  073.  Waveguides,  Nov.  14,  1969,  Change  7.  Dec.  17,  1975.  [24]  p.  4°     +   (Price  upon 

application)   DLSC-AP   SA    1631,    Federal   Center,    Battle   Creek,   MI   49016.     •Item 
314-A 

D  7.6/4:W  36/ch.7 

11694  A  076.  Control  light,  Aug.  23,  1974,  Change  1.  Apr.  11,  1975.  [22]  p.  4°     +    (Price  upon 

application)   DLSC-AP   SA    1631,    Federal   Center,    Battle   Creek,   MI   49016.     •Item 
314-A 

D  7.6/4:C  76/rep./974/ch.l 

11695  A    077.    Electrical   cable,   cord,    wire,    and    assemblies,    Sept.   25,    1970,   Change   5.   Jan. 

9,  1976.  [37]  p.  4°     +    (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:El  2/7/ch.5 
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11696  A   080.   Hose,   pipe,   and   tube   fittings,   Sept.  8,   1967,   Change  6.   Feb.   20,   1976    (26]   p 

4°     +    (Price   upon   application)   DLSC-AP   SA    1631,    Federal   (enter,    Battle   Creek, 
MI  49016      •Item  314-A 

D  7.6/4:H  79/ch.6 

11697  A    081    A.    Hose,    tubing,    and    hose    and    tubing    assemblies,    Aug.    24,    1973,    Change    5. 

Feb.    6,    1976.    [361    P     4°      +    (Price    upon    application)    DLSC-AP    SA    1631,    Federal 
Center,  Battle  Creek,  MI  49016      •  Item  314-A 

D  7.6/4:H  79/3/973/ch.5 

11698  A  087.  Fans  and  impellers.  Nov.  7,  1969,  Change  6.  Jan.  23,  1976.  [101  P    4°     +   (Price 

upon  application)  DLSC-AP  SA  1631.  Federal  Center,  Battle  Creek,  MI  49016 

•  Item  314-A 

D  7.6/4:F  21/ch .6 

11699  A    088.    Screening   and    fencing,    mesh,    Aug.   22,   1969,   Change   7.   May   2,   1975.   [211   p. 

4°     +    (Price   upon   application)   DLSC-AP   SA    1631,    Federal   Center.    Battle   Creek. 
MI  49016.     •Item  314-A 

D  7.6/4:Scr  2/ch.7 

1 1700  A  092.  Paper  and  paperboard,  Oct.  30,  1970,  Change  4.  June  27,  1975.  [24]  p   4° 

+    (Price   upon   application)   DLSC-AP   SA   1631,   Federal  Center,   Battle   Creek.   MI 
49016.     •Item  314-A 

D  7.6/4:P  l9/ch.4 

11701  A    092.    Paper   and    paperboard,    Oct.    30,    1970,   Change    5.   Jan.   16,   1976.    [61   p.   4°     + 

(Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center,  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4:P  19/ch.5 

11702  A    100.    Saturable    reactors   and    magnetic    amplifiers,   Oct.    18,   1974,    Reprint,   Change   1. 

May   23,   1975.   [241   P    4°     +    (Price   upon   application)   DLSC-AP   SA   1631,   Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Sa  8/rep./ch.l 

11703  A   103.  Typewriters  and   office   composing   machines,   Nov.  6,   1970,   Change   3.   Apr    11, 

1975.   [20]   p.  4°       +    (Price   upon   application)  DLSC-AP  SA   1631,   Federal  Center. 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:T  98/ch.3 

11704  A   103.  Typewriters  and   office  composing  machines,   Nov.  6,  1970,  Change  4.  Aug.   15, 

1975.  [10]   p.   4°        +    (Price   upon   application)   DLSC-AP   SA   1631,    Federal  Center. 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:T  98/ch.4 

11705  A    104.   Spark   plugs,   Jan.   29,   1971,   Change   2.   Jan.   16,   1976.   [61   p.   4°     +    (Price   upon 

application)   DLSC-AP   SA    1631,    Federal   Center,    Battle   Creek,    MI   49016.     •Item 
314-A 

D  7.6/4:Sp  2/ch.2 

11706  A  105.  Cable  and  chain  fittings,  May  7,  1971,  Change  6.  May  16,  1975.  [64]  p.  4° 

+    (Price   upon   application)  DLSC-AP   SA   1631,   Federal  Center.   Battle   Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:R  68/ch.6 

11707  A    109.    Saturable    reactors    and    magnetic    amplifiers,   Oct.    18,    1974,    Change    2.   Jan.   9, 

1976.  [12]   p.   4°        +    (Price   upon   application)   DLSC-AP   SA    1631.   Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Sa  8/rep./ch.2 

11708  A    112.    Valve,    poppet,    engine,    Nov.   11,    1970,   Change    2.    Apr.   18,    1975.    [181    P    4°     + 

(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016 

•  Item  314-A 

D  7.6/4:V  24/6/ch.2 

11709  A    120.    Antenna   parts,    Oct.   4,   1974,    Reprint,   Change   1.   May   23,   1975.    [18]   p.   46     + 

(Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center,  Battle  Creek.  MI  49016. 

•  Item  314-A 

D  7.6/4:An  8/2/rep./ch.l 

11710  A  120.  Antenna  parts,  Oct.  4,  1974.  Reprint.  Change  2.  Jan.  9,  1976.  [8]  p.  4°     +   (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek.  MI  49016. 

•  Item  314-A 

D  7.6/4:An  8/2/rep./ch.2 

11711  A    129.    Block    and    tackle,    Sept.    18,    1970,   Change    5.   Jan.   9,    1976.   6   p.   4"     +    (Price 

upon  application)  DLSC-AP  SA  1631.  Federal  Center,  Battle  Creek.  MI  49016. 

•  Item  314-A 

D  7.6/4:B  62/ch.5 

11712  A    136.   Taps,   dies,   and   chasers,   hand   and   machine,   July   10.   1970.   Change   4.   Aug.   I, 

1975.   [51]   p.il.   4°     +    (Price   upon   application)   DLSC-AP  SA    1631.   Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:T  16/ch.4 

11713  A    144.   Oven,   crystal,    Sept.   27.   1974.    Reprint.   Change   1.    Apr.   18,   1975.   [21]   p.   4°     + 

(Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4. Ov  2/rep./ch.l 
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11714  A   147.  Generator  engine  accessory,  Oct.  4,  1974,   Reprint,  Change  1.  Apr.  11,  1975.  [27) 

p.  4°  +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,   Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:G  28/rep./ch.l 

11715  A  148.  Lubrication  fittings,  Nov.  20,  1970,  Change  4.  Apr.  18,  1975.  [20]  p.  4°     +   (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4:L  96/2/ch.4 

11716  A    150.   Glass,   fabricated   and   window,   observation,   Feb.   20,   1970,   Change   6.   Jan.   16, 

1976.  8  p.  4°  +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:G  46/2/ch.6 

11717  A  153.   Fiber  cordage,  June  4,  1971,  Change  3.  May  23,  1975.  [27]  p.  4°     +   (Price  upon 

application)   DLSC-AP   SA    1631,    Federal   Center,    Battle   Creek,    MI   49016.     •Item 
314-A 

D  7.6/4:F  44/ch.3 

11718  A   153.   Fiber  cordage,  June  4,  1971,  Change  4.  Jan.  16,  1976.  [10]  p.  4°     +    (Price  upon 

application)   DLSC-AP   SA    1631,    Federal   Center,    Battle   Creek,   MI   49016.     •Item 
314-A 

D  7.6/4:F  44/ch.4 

11719  A  155.  Valve  seats,  Sept.  6,  1974,  Reprint,  Change  1.  Dec.  5,  1975.  [18]  p.  4°     +   (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4:V  24/5/rep./ch.l 

11720  A    158.   Switches,   RF   transmission   line   and   waveguide,   July   12,   1974,   Change   2.   May 

9,  1975.  [30]  p.il.  4°     +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Sw  6/3/rep./ch.2 

11721  A  168.  Ink,  Jan.  29,  1971,  Change  4.  Jan.  16,  1976.  [6]  p.  4°     +   (Price  upon  application) 

DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:In  5/ch.4 

11722  A   173.   Lumber,  plywood,  and  related  products,  Apr.  5,  1974,  Change  1.  June  21,  1974. 

[12]   p.   4°    +    (Price    upon   application)   DLSC-AP   SA    1631,    Federal   Center,    Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:L  97/2/ch.l 

11723  A   173.   Lumber,  plywood,  and  related   products,  Apr.   5,  1974,  Change  2.  Apr.  11,  1975. 

[26]   p.   4°    +    (Price   upon   application)   DLSC-AP   SA   1631,   Federal  Center,   Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:L  97/2/ch.2 

11724  A   173.   Lumber,  plywood,  and  related  products,  Apr.  5,  1974,  Change  3.  Jan.  16,  1976. 

[12]   p.   4°    +    (Price    upon   application)   DLSC-AP   SA    1631,    Federal   Center,    Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:L  97/2/ch.3 

11725  A   178.   Bands,  markers,  plates,  and  signs,  July  24,  1970,  Change  5.  May  28,  1974.  [45] 

p.  4°  +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:B  22/ch.5 

11726  A   194.   Pumps,   liquid,   general   purpose,   May   8,   1970,   Change   6.  Jan.   16,   1976.   [16]   p. 

4°     +    (Price   upon   application)   DLSC-AP   SA   1631,   Federal  Center,   Battle   Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:P  96/ch.6 

11727  A    198.    Dummy    load,    electrical,    Aug.    15,    1975,    Reprint,    Change   1.   Jan.    16,   1976.    [10] 

p.  4°     +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:D  89/rep./ch.l 

11728  A   199.  Wearing  rings.  Mar.  5,  1971,  Change  2.  May  16,  1975.  [17]  p.  4°     +    (Price  upon 

application)   DLSC-AP   SA    1631,    Federal   Center,    Battle   Creek,    MI   49016.     •Item 
314-A 

D  7.6/4:R  47/3/ch.2 

11729  A   199.   Wearing  rings,   Mar.   5,   1971,   Change   3.  Jan.  9,  1976.  [4]  p.  4°     +    (Price   upon 

application)   DLSC-AP   SA    1631,    Federal   Center,    Battle   Creek,    MI  49016.     •Item 
314-A 

D  7.6/4:R  47/3/ch.3 

11730  A    200.   Attenuator,   fixed,   Dec.   20,   1974,    Reprint,   Change   2.   Feb.   13,   1976.   [8]   p.  4° 

+    (Price   upon   application)  DLSC-AP   SA   1631,   Federal  Center,   Battle   Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:At  8/rep./ch.2 

11731  A    209    A.    Hose,    pipe,    and    tube    fittings,    quick   disconnect   and    self-sealing,    Mar.   7, 

1975,  Change  1.  Aug.  1,  1975.   [18]  p.  4°     +    (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  49/2/975/ch.l 
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11732  A    210.   Soil   pipe   fittings,   Sept.   8,   1967,   Change   4.    Apr.   4,   1975     |20)   p.   4°     4    (Price 

upon  application)  DI.SC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016 

•  Item  314-A 

D  7.6/4:So  3/ch.4 

1 1733  A  222.  Contact  clip,  electrical,  Mar.  20,  1970,  Change  4   Dec.  19,  1975   |2I|  p.  4° 

+    (Price   upon   application)   DI.SC-AP   SA    1631,    Federal  Center.    Battle   Creek,    MI 
49016.     •Item  314-A 

D  7.6/4:C  76/5/ch.4 

11734  A   227.   Holder,  electrical  contact  brush,   Aug.   30.  1974,   REPRINT.  Change  2.  Jan.  23. 

1976.   [10]   p.   4°        +    (Price   upon   application)   DLSCAP   SA    1631,    Federal  Center, 
Battle  Creek,  MI  49016      •Item  314-A 

D  7.6/4:H  7l/2/rep./ch.2 

11735  A    227.    Holder,   electrical   contact   brush.    Reprint,    Aug.    30,   1974,   Change    3.    Mar.   19, 

1976.    [4]    p.   4°        +    (Price    upon   application)   DI.SC-AP   SA    1631,    Federal   Center. 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  7l/2/rep./ch  3 

11736  A    228   A.   Belts,   transmission   and   belts,   conveyor,   Sept.   20.   1974,  Change   1.   Mar.  7. 

1975.    [61    p.    4°        +    (Price    upon    application)    DLSCAP    SA    1631,    Federal   Center. 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:B  4l/974/ch.l 

11737  A  233.  Flanges,  pipe,  Apr.  1.  1975,  Reprint.  Change  I.  June  6,  1975.  [21]  p.  4°     +   (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4. F  6l/rep./ch.l 

11738  A    238.   Sets,   kits,   and   outfits,   Aug.   7.   1970,   Change   6.    May   24,   1974.   [19]   p.   4°     + 

(Price  upon  application)  DLSCAP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 

•  Item  314-A 

D  7.6/4:Se  7/ch.6 

11739  A  243.  Windings,  Feb.  5,  1971,  Change  5.  Jan.  16,  1976.  [12]  p.  4°     +  (Price  upon  applica- 

tion) DLSCAP  SA  1631.  Federal  Center.  Battle  Creek.  MI  49016      •Item  314-A 

D  7.6/4:W  72/ch.5 

11740  A  251.  Hinges,  May  29,  1970,  Change  3.  May  29,  1974.  [391  P   4°     +  (Price  upon  applica- 

tion) DLSCAP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  59/ch.3 

11741  A  252.  Anodes,  June  5,  1970,  Change  6.  Jan.  23,  1976.  [6]  p.  4°     +  (Price  upon  application) 

DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:An  7/ch.6 

11742  A  256.  Casters,  June  11,  1971,  Change  4.  Apr.  4,  1975.  [23]  p.  4°     +  (Price  upon  application) 

DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016      •Item  314-A 

D  7.6/4:C  27/ch.4 

11743  A    264.   Turnbuckles,   clevis/connector   rod   ends    and    tie    rods,    Aug.    14,    1970,    Change 

4.  Jan.  16,  1976.   [11]   p.  4°     +    (Price   upon  application)  DLSC-AP  SA   1631.  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:T  84/ch.4 

11744  A    305.   Actuators,   electro-mechanical,   Aug.   16,   1974,   Reprint,  Change   1.   June  6,   1975. 

[25]   p.   4°    +    (Price   upon   application)   DLSC-AP   SA    1631,    Federal  Center,    Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Ac  8/rep/ch.l 

11745  A    315.    Decades,   electrical,   Apr.    30,   1971,   Reprint.   July   5,   1974.   cover  title,   [45]   p.il. 

4°    +    (Price    upon    application)   DLSC-AP   SA    1631,    Federal   Center,    Battle   Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:D  35/rep. 

11746  A    322.    Electronic    circuitry   devices,    May    28,   1971,   Change    3.    Dec.    26.    1975.   [33]   p. 

4°     +    (Price   upon   application)   DLSC-AP   SA   1631,    Federal  Center,    Battle   Creek. 
MI  49016.     •Item  314-A 

D  7.6/4:El  2/15/ch.3 

11747  A    404    A.    Flag   and    flag-like   items,    Aug.   9,   1974,   Change   1.    Apr.    11.   1975.   [18]   p.   4° 

+    (Price   upon   application)  DLSC-AP   SA   1631.   Federal  Center.   Battle   Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:F  59/2/974/ch.l 

11748  A   416.   Lubricating  oils,   greases  and   hydraulics   fluids,   Nov.   22,   1974.  Change   I.   Mar. 

21,  1975.  [4]  p.  4°     +    (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center, 
Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:L  96/4/ch.l 

11749  T  004.   Soaps,   Reprint,   Jan.   3,   1975,  Change   2.   Mar.   5,   1976.   [10]   p.   4°     (INTERIM.) 

+    (Price   upon   application)   DLSC-AP   SA   1631,   Federal  Center,    Battle   Creek.   MI 
49016      •Item  314-A 

D  7.6/4:So  l/rep/ch.2 

11750  T  006.  Surgical  dressings.  May  31.  1974,  Reprint   [1975]  cover  title,  [59]  p.  4°     (INTERIM.) 

+    (Price   upon   application)   DLSC-AP   SA    1631.   Federal  Center.   Battle   Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:Su  7/4/rep. 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  97 


Government  Publications 

11751  T   006.    Surgical   dressings,    Feb.   7,    1975,    Reprint,   Change   4.    Feb.   20,   1976.   [11]   p.   4° 

(INTERIM.)   +    (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Su  7/4/rep./975/ch.4 

11752  T   012.   Subassemblies,   Dec.   12,   1969,   Change  6.   May   16,   1975.   [4]   p.   4°     (INTERIM.) 

+    (Price   upon   application)  DLSC-AP   SA   1631,   Federal  Center,   Battle   Creek,   MI 
49016.     •Item  314-A 

D  7.6/4.Su  l/ch.6 

11753  T  082.  Light-switch  assembly,  June  4,  1971,  Reprint.  May  31,  1974.  cover  title,  [48]  p.il. 

4°  (INTERIM.)     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:L  62/6/rep. 

11754  T  086.   Shielding  gasket,   electronic,   May   28,   1971,   Change  6.  Feb.  27,  1976.   [15]  p.  4° 

(INTERIM.)   +    (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Sh  6/2/ch.6 

11755  T  087.  Hospital  and  medical  bags,  cases,  covers,  and  pads,  Jan.  17,  1975,  Reprint,  Change 

1.   May  2,  1975.   [6]  p.  4°     (INTERIM.)     +    (Price   upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  79/9/rep/ch.l 

11756  T  089.   Miscellaneous  chemical  specialities,   Sept.  12,  1975,  Reprint,  Change   1.  Dec.  13, 

1975.  [43]  p.  4°     (INTERIM.)     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:C  42/6/rep./ch.l 

11757  T   091.   Gases,   compressed   and    liquefied,    Dec.    13,   1974,    Reprint,   Change    1.    Mar.   21, 

1975.  [4]  p.  4°  (INTERIM.)     +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:G  21/4/rep./ch.l 

11758  T  093.  Chemical  products,  July   18,   1975,   Reprint,   Change   2.   Dec.  12,  1975.   [37]  p.  4° 

(INTERIM.)   +    (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:C  42/5/rep./ch.l 

11759  T  097.   Miscellaneous  waxes,  oils  and  fats,  Apr.  25,  1975,  Reprint,  Change  1.  May  16, 

1975.   [4]   p.   4°        +    (Price   upon   application)   DLSC-AP   SA   1631,    Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:W  36/2/rep./ch.l 

11760  T   102.   Guns   and   related   components,   Nov.   6,   1970,   Change   2.   Apr.   25,   1975.   [5]   p. 

4°     (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:G  95/ch.2 

11761  T    103.    Pumps   and   compressor   components,   Oct.    23,    1970,   Change   4.   Apr.   18,   1975. 

[25]  p.  4°     (INTERIM.)       +    (Price   upon  application)  DLSC-AP  SA   1631,   Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:P  96/2/ch.4 

11762  T   104.   Alarm   and   signal   system,   Apr.   18,   1975,   Reprint,  Change   I.   Apr.   25,  1975.   [5] 

p.  4°     (INTERIM.)       +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Al  l/rep./ch.l 

11763  T   104.   Alarm   and   signal  system,   Apr.  18,  1975,   Reprint,  Change  2.  Feb.  13,  1976.   [56] 

p.  4°  (INTERIM.)     +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Al  l/rep./ch.2 

11764  T  112.  Musical  instruments,  phonographs,  and  home  radios,  Sept.  26,  1975,  Reprint,  Change 

1.  Feb.  6,  1976.  [601  p.  4°     (INTERIM.)     +   (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  97/rep./ch.l 

11765  T   114.   Plumbing,   heating,   and   sanitation   equipment,   May   30,   1975,   Reprint,  Change  1. 

Jan.   16,   1976.   [59]   p.  4°     (INTERIM.)     +    (Price   upon   application)   DLSC-AP   SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:P  73/rep./ch.l 

11766  T  115.  Preservative  and  sealing  components,  Apr.  25,  1975,  Reprint,  Change  1.  Apr.  25, 

1975.  [4]  p.  4°     (INTERIM.)     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:P  92/rep./ch.l 

11767  T   116.   Bottles   and   jars,   Sept.   18,   1970,   Reprint.   May   2,   1975.  cover  title,   [62]  p.il.  4° 

(INTERIM.)       +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:B  65/rep. 

11768  T  118.  Recreational  and  athletic  equipment,  Aug.  21,  1970,   Reprint.   Apr.  11,  1975.  cover 

title,  [52]  p.  4°     (INTERIM.)     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:R  24/rep. 
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11769  T   118.    Recreational   and   athletic   equipment,   Apr.   II.   1975,   Reprint,  Change   2.   Dec.   19, 

1975.  (32]  p.  4°     (INTERIM.)     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:R  24/rep  /ch  2 

11770  T   120.    Personal   toiletry    articles,    Apr.    I,    1975,    Reprint,   Change    2.    Feb.   6,   1976.    |39] 

p.  4°  (INTERIM.)     +    (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center. 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:T  57/rep./975/ch.2 

11771  T   121.   Miscellaneous  controls,   Oct.   24,   1975,   Reprint,  Change   1.   Feb.   20.   1976.   [311   p 

4°     (INTERIM.)        +    (Price   upon   application)  DLSC-AP  SA   1631.   Federal  Center. 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  68/rep./975/ch.l 

11772  T   121.    Miscellaneous   controls,   June   21,   1974,   Reprint,   Change   2.   Mar    21,   1975.   [5)  p. 

4°     (INTERIM.)       +    (Price   upon   application)  DLSC-AP  SA   1631,   Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4M  68/rep./ch.2 

11773  T  122.  Consoles,   switchboards,  and  panels,   Apr.  18,   1975,   Reprint.  Change  2.   Dec.  19, 

1975.  [51]  p.  4°     (INTERIM.)     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:C  76/6/rep./ch.2 

11774  T  124.  Reels  and  spools,  July  18,  1975,  Reprint,  Change  1.  Feb.  6,  1975.  [16]  p.  4° 

(INTERIM.)   +    (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center,   Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:R  25/975/rep./ch.l 

11775  T   129.   Brakes  and   brake   components,   Reprint,   Apr.   18,   1975,  Change   2.  Jan.  9.  1976. 

[92]    p.    4°    (INTERIM.)     +    (Price    upon    application)    DLSC-AP    SA    1631,    Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:B  73/rep./ch.2 

11776  T    132.    Hazard-detecting    instruments    and    apparatus,    Aug.   1,   1975,    Reprint,   Change    1. 

Jan.   15,   1976.   [35]   p.   4°     (INTERIM.)     +    (Price   upon   application)   DLSC-AP   SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  33/rep./ch.l 

11777  T  134.  Miscellaneous  meters,  May  21,  1971,  Reprint.  July  29,  1974.  cover  title,  [215]  p.il. 

4°  (INTERIM.)     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  56/rep. 

11778  T  134.  Miscellaneous  meters,  July  29,  1974,  Change  2.  Apr.  18,  1975.  [9]  p.  4°     (INTERIM.) 

+    (Price   upon   application)  DLSC-AP   SA   1631,   Federal  Center,   Battle   Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:M  56/rep. /ch. 2 

11779  T    135.   Miscellaneous  engine  assessories,   Sept.   26,  1975,  Change  1.   Nov.  14,  1975.   [76] 

p.  4°  (INTERIM.)     +   (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center. 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:En  3/5/rep.l/ch.l 

11780  T    137.   Scales   and    balances,   July   26,   1974,   Reprint,   Change   2.   Jan.   23.   1976.   [441   P 

4°     (INTERIM.)       +    (Price   upon  application)  DLSC-AP  SA   1631.   Federal  Center. 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Sca  4/rep./ch.2 

11781  T   141.    Stuffing   materials   and   leather,   Apr.   II,   1975,   Reprint,   Change   2.   Jan.   16.   1976. 

[31]    p.    4°   (INTERIM.)     +    (Price    upon    application)    DLSC-AP    SA    1631,    Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:St  9/2/rep./ch.2 

11782  T  145.  Liquid  level,  and  mechanical  motion  measuring  instruments,  Jan.  29,  1971,  Change 

6.    Feb.    13,    1976.    [44]   p.    4°     (INTERIM.)     +    (Price    upon   application)   DLSC-AP 
SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:L  66/ch.6 

11783  T  146.  Opticians  instruments,  equipment  and  supplies,  Sept.  26,  1975,  Reprint,  Change 

I.  Jan.  30.  1976.  [99]  p.  4°     (INTERIM.)     +   (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4. Op  7/2/rep/ch.l 

11784  T  147.  Bombs  and  components.  Mar.  26,  1971,  Change  4.  Feb.  27,  1976.  [63]  p.  4° 

+    (Price   upon   application)  DLSC-AP  SA   1631,   Federal  Center.   Battle   Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:B  63/ch  4 

11785  T  148.  Grenades,  Aug.  28,  1970,  Change  5.  Jan.  16,  1976.  [301  p.  4°     (INTERIM.) 

+    (Price   upon   application)   DLSC-AP   SA   1631,   Federal  Center,   Battle   Creek,   MI 
49016.     •Item  314-A 

D  7.6/4:G  86/ch.5 

11786  T   154.    Speed   changers   and   components,    May   21,   1971,   Change    3.   Mar.    28,   1975     [12] 

p.  4°     (INTERIM.)       +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center. 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Sp  3/ch.3 
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11787  T    155     laundry    and    drv    cleaning   equipment,    Nov.   I,   1974.    Reprint,    Change    1.    Mar 

21    1975    [4]  p.  4°  (INTERIM.)     -  (Price  upon  application)  DLSC-AP  SA  1631.  Federal 
Center.  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:L  37/rep./ch.l 

11788  T  158.  Agents.  Oct.  24.  1975.  Reprint.  Change  1.  Feb.  20.  1976.  [48]  p.  4°     (INTERIM  i 

+    (Price   upon   application)   DLSC-AP   SA   1631.    Federal  Center.    Battle   Creek.   MI 
49016.     •Item  314-A 

D  7.6/4:Ag  3/rep./975/ch.l 

11789  T  161.  Jumpers,   sweaters,  and   undershirts.   Aug.  15.  1975.  Change  1.  Jan.  30.  1976.  [39] 

P    4:  (INTERIM!     -    (Price   upon  application)  DLSC-AP  SA   1631.   Federal  Center. 
Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:J  95/2/rep./975/ch.l 

11790  T   164.   Airframe   structural  components.   Apr.   2.   1971,   Change   5.  Jan.   30,   1976.   [46]  p. 

4°     (INTERIM.)       +    (Price   upon  application!  DLSC-AP  SA   1631,   Federal  Center. 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Ai  7/3/ch.5 

11791  T  166.  Miscellaneous  welding,  soldering,  and  brazing  supplies  and  accessories.  Apr.  9. 

1971,  Change   3.  Mar.  28.  1975.  [5]  p.  4°     (INTERIM.)     +    (Price  upon  application) 
DLSC-AP  SA  1631.  Federal  Center.  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:W  45/ch.3 

11792  T  169.   Coveralls,  pajamas,  and   suits,  Mav  28.   1971.   Reprint.  Julv  18.   1975.  cover  title, 

[152]   p.   4°   (INTERIM.)     +    (Price    upon    application)    DLSC-AP    SA    1631.    Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:C  83/6/rep. 

11793  T    172.    Miscellaneous   capacitors,    resistors,    and    attenuators.    Sept.    11.    1970.   Change   3. 

Feb.   6,    1976.    [49]    p.   4C     (INTERIM.)     -    (Price    upon    application)   DLSC-AP   SA 
1631.  Federal  Center.  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:C  17/4/ch.3 

11794  T    173.    Electrical   control   equipment,    Apr.    24,    1970,    Change    2.    Mar.   28,    1975.   [6]   p. 

4°     (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center.  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:El  2/4/ch.2 

11795  T    173.    Electrical   control   equipment,    Apr.   24,   1970,    Change    4.    Dec.    9,    1975.    [48]   p. 

4°     (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:El  2/4/ch.4 

11796  T  175.  Footwear,  Sept.  26,  1975,  Reprint,  Change  1.  Mar.  12,  1976.  [35]  p.  4°     (INTERIM.) 

+    (Price   upon   application)   DLSC-AP   SA   1631,   Federal  Center.   Battle   Creek.   MI 
49016.     •Item  314-A 

D  7.6/4:F  73/rep./975/ch.l 

11797  T  179.  Temperature,  humid  measure-control  instruments.  Mar.  8,  1974,  Reprint,  Change 

1.    May   24,   1974.   cover   title,    [3]   p.    4°     (INTERIM.)     -    (Price    upon    application! 
DLSC-AP  SA  1631.  Federal  Center.  Battle  Creek.  MI  49016.     ©Item  314-A 

D  7.6/4:P  92/3/rep./ch.l 

11798  T  180.  Drawers,  overalls,  and   shorts,  Apr.  25,  1975.  Reprint.  Change   3.   Feb.  13.  1975. 

[43]    p.    4°   (INTERIM.)     +    (Price    upon    application)    DLSC-AP    SA    1631,    Federal 
Center.  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:D  79/rep./ch.3 

11799  T    184.    Belts,    straps,   and   related    items,    Sept.   26,    1975.    Reprint.    Change    1.   Feb.   20. 

1976.  [47]  p.  4°  (INTERIM.)     +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center.  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:B  4l/2/rep./975/ch.l 

11800  T  189.  Clothing  and  textile  repair  shop,   mobile,  Apr.  U,  1975.   Reprint.  Change  2.  Feb. 

13,   1976.    [14]   p.   4°     (INTERIM.)     +    (Price    upon   application)   DLSC-AP   SA   1631. 
Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:C  62/2/rep./ch.2 

11801  T    194.    Brushes,   cleaning   and   painting.   May   14,   1971,   Change   5.    Sept.   26,   1975.   7   p. 

4°     (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:B  83/2/ch.5 

11802  T  195.  Landing  vessels  and  small  craft,  Julv  18,  1975,  Reprint,  Change  1.  Feb.  13,  1976. 

[20]    p.    4°    (INTERIM.)     +    (Price    upon    application)    DLSC-AP    SA    1631,    Federal 
Center.  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:V  63/975/rep./ch.l 

11803  T   197.   Engines,   turbines,   and   components,   Aug.  15,  1975,   Reprint.   Change   1.  Dec.   19. 

1975.  [40]  p.  4°  (INTERIM.)     *  (Price  upon  application)  DLSC-AP  SA  1631.  Federal 
Center.  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:Em  3/2/rep./ch.l 

11804  T  201.  Intercommunication  and  public  address  systems,  June  28,  1974,  Reprint,  Change 

1.   Mar.  21,  1975.  [5]  p.  4°     (INTERIM.)     -    (Price  upon  application)  DLSC-AP  SA 
1631.  Federal  Center.  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:In  8/rep./ch.l 
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11803         T   203.    Mining   and   drilling  equipment   and    pipeline   components.    Dec     IK.    1970,   | 

:  Oct  II.  1974  [ 201  P  4°  (INTERIM  i  •  (Price  upon  application!  1)1  S(  W  S\ 
1631,  Federal  (enter.  Battle  Creek.  MI  49016      •Item  314-A 

I)  7.6/4. M  66/ch  2 

11806  I   206    Geophysical,   astronomical,  and   meteorological   instruments.   May   10,  1974.   Reprint. 

Change   2     Apr     25,   1975.  IM  p    4*     (INTERIM  )      -    (Price  upon  application!  1)1  S( 
AP  SA  1631,  Federal  Center.  Battle  Creek.  MI  49016      •  Item  314  A 

D  7  6/4:G  29/rep./eh.2 

11807  T    207.    Sound    recording,    and    reproducing    equipment,    May    31,    1974,    Reprint,    Change 

1.  Mar.  21,  197s  s  p  4  (INTKRIM.)  ♦  (Price  upon  application)  1)1  SC-AP  SA 
1631,  Federal  Center.  Battle  Creek.  MI  49016.      •Item  314-A 

I)  7  6/4:So  8/rep  /ch  2 

11808  T    207.    Sound    recording    and    reproducing    equipment.    May    31,    1974,    Reprint,    Change 

3.  Dec.  19.  1975.  [33]  p  4°  (INTKRIM.)  +  (Price  upon  application)  1)1  SI  \1' 
SA  1631.  Federal  Center.  Battle  Creek.  MI  49016.     •Item  314-A 

I)  7.6/4:So  8/rep./ch.3 

11809  T    208.    Radar   equipment,    July    19,    197-;.    Reprint,    Change    2.    Feb.    27.    1976.    (31)    p.   4° 

(INTERIM.)  +  (Price  upon  application)  1)1. SC-AP  SA  1631,  Federal  Center.  Battle- 
Creek,  MI  49016      •Item  314-A 

1)  7  6/4:R  ll/rep./ch.2 

11810  T   210.   Fuzes   and   primers.   Sept     26,   1975,   Reprint,   Change   I.   Mar    5,   1976.   |4I|   p    4 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek.  MI 
49016.     •Item  314-A 

D  7.6/4:F  98/4/rep/ch  I 

11811  T    212.    Underwater   sound   equipment,    Apr.   23,    1971,   Change   4.    May   9,   1975.   6  p.   4° 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:Un  2/ch  4 

11812  T   219.   Miscellaneous   power  transmission   equipment.   May   14,   1971.  Change   2.   Dec.   7, 

1973.  (180)  p.il.  4°  (INTERIM.)  [Information  incorrect  in  publication  as  to  sale  from 
Superintendent  of  Documents.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek.  Ml  49016.     •Item  314-A 

D  7.6/4:P  87/ch.2 

11813  T   219.   Miscellaneous   power  transmission   equipment,   May   14,  1971,  Change   3.  July   19, 

1974.  [38]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal 
Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:P  87/ch.3 

11814  T    222.    Simulators,    Nov.    14,    1969,    Change    5.    Mar.    12,    1976.    [22)    p.    4°     (INTERIM  ) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:Si  5/ch.5 

11815  T  224.  Miscellaneous  transmission  components,  Apr.  16,  1971,  Change  2.  Mar.  28,  1975. 

(6)  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center. 
Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:T68/ch.2 

11816  T  228.  Test  sets,  June  6,  1974,  Change  1.  June  27,  1975.  [68]  p.  4°     (INTERIM.) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek.  MI 
49016.     •Item  314-A 

D  7.6/4:T  28/3/ch.l 

11817  T  230.  Roofing,  siding,  wallboard,  building  paper,  and  thermal  insulation  materials.  May 

2,  1975,  Change  2.  Dec.  19,  1975.  [72]  p.  4°  INTERIM.)  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:R  67/ch.2 

11818  T  234.  Goggles  and  related  protective  devices,  Sept.  26,  1975,  Reprint,  Change  1    Feb 

20.  1976.  [4]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631, 
Federal  Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:G  55/rep./ch.l 

11819  T  244.  Aircraft  launching,  landing,  and  ground  handling  equipment,  Aug   10,  1973,  Reprint. 

July  12.  1974.  cover  title,  [71]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC- 
AP  SA  1631.  Federal  Center,  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:Ai  7/2/rep. 

11820  T    248.    Bands,    neckwear,   and    handkerchiefs.   Oct    10.    1975.    Reprint.   Change   I.    Mar. 

26,  1976.  [21]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631. 
Federal  Center,  Battle  Creek.  MI  49016.      •Item  314-A 

D  7.6/4:B  22/2/rep./975/ch.l 

11821  T   259.   Floor  coverings,   Jan.   1.   1971,  Change   2.   Apr.   19,   1974.   [21]  p.  4°     (INTERIM  ) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek.  MI 
49016.     •Item  314-A 

D  7.6/4:F  65/ch  2 

11822  T   261.   Navigational  and   flight  instruments.   Mar.   19.   1971,  Change   3.  Jan.   2.  1976.  [73] 

p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center. 
Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:N  22/ch.3 
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11823  T  262.  Armament  and  operational  training  devices,  Nov.  13,  1970,  Change  4.  Sept.  26, 

1975.  [4]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Ar  5/ch.4 

11824  T  263.  Electrical  and  electronic  properties  measuring  and  testing  instruments,  Apr.  30, 

1971,  Change  1.  Dec.  7,  1973.  [159]  p.  4°  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:El  2/12/ch.l 

11825  T   264.   Physical  properties   testing  equipment,   Nov.   13,   1970,   Change   2.   Mar.   7,   1975. 

[6]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Eq  5/ch.2 

11826  T   269.   Laboratory   equipment   and   supplies.   Reprint  July   26,   1974.   cover   title   [181]   p. 

4°  [This  reprint  replaces  edition  of  Apr.  9,  1971,  and  changes  1  and  2.]  +  (Price 
upon  applicaton)  DLSC-AP  1631,  Federal  Center,  Battle  Creek,  MI  49016.  •Item 
314-A 

D  7.6/4:L  11/3/rep. 

11827  T  271.  Optical  instruments,  May  14,  1971,  Change  3.  Mar.  28,  1975.  [5]  p.  4°     +    (Price 

upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016. 
•  Item  314-A 

D  7.6/4:Op  7/ch.3 

11828  T   274.   Ship   and   marine   equipment,   and   hardware,   May   28,   1971,   Change   1.   Apr.   18, 

1975.  [9]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Sh  6/ch.l 

11829  T   276.   Miscellaneous   maintenance   and   repair  shop  equipment,   Apr.   23,   1971,   Change 

1.  Dec.  14,  1973.  [146]  p.  4°  (INTERIM.)  [Information  incorrect  in  publication  as 
to  sale  from  Superintendent  of  Documents.]  +  (Price  upon  application)  DLSC- 
AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:M  28/ch.l 

11830  T    278.    Fire    fighting    equipment,    Apr.    16,    1971,    Change    2.    May    9,    1975.    [7]    p.   4° 

(INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4-.F  51/3/ch.2 

11831  T  284.  Grinding,  threading,  honing,  and  buffing  machines,  Nov.  8,  1974,  Reprint,  Change 

1.  May  16,  1975.  [6]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:G  88/rep./ch.l 

11832  T  285.  Water  heaters,  Mar.  6,  1970,  Reprint.  Apr.  11,  1975.  cover  title,  [48]  p.  4° 

(INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle 
Creek,  MI  49016.     •Item  314-A 

D  7.6/4:W  29/rep. 

11833  T  287.  Engine  block  and  components,  Mar.  26,  1971,  Reprint.  June  21,  1974.  cover  title, 

[141]  p.il.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:En  3/4/rep. 

11834  T   290.   Cutlery   and   flatware,   Apr.   25,   1975,   Reprint,   Change   1.   May   16,   1975.   [19]   p. 

4"  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D7.6/4:C94/rep./ch.l 

11835  T   293.   Lubrication   and    fuel   dispensing   equipment,   Feb.   12,   1971,   Change   2.   May   9, 

1975.  [6]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:L  96/3/ch.2 

11836  T    294.    Hand    tools,   powered    and    nonpowered.   June   20,   1975.   cover   title,    [674]   p.il. 

4°  [This  reprint  replaces  edition  of  June  18,  1971,  and  Changes  1-3.]  +  (Price  upon 
application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.  •Item 
314-A 

D  7.6/4:H  19/4/rep. 

11837  T   294.   Hand  tools,  powered  and  nonpowered,  June  20,  1975,  Reprint,  Change  2.  Jan. 

23,  1976.  [272]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631, 
Federal  Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:H  19/4/rep./ch.2 

11838  T  299.  Craftsmens  measuring  tools.  May  23,  1975,  Reprint,  Change  1.  Jan.  2,  1976.  [122] 

p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:C  84/rep./ch.l 

11839  T  305.  Vehicular  cab,  body,  frame,  and  miscellaneous  structural  components,  Apr.  16, 

1971,  Change  4.  Oct.  10,  1975.  4  p.  4°  (INTERIM.)  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:V  53/2/ch.4 
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0  T  306.  Vehicular  power  transmission  components,  Mar  29,  1974,  Change  2.  May  9, 
1975.  5  p.  4"  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016      •Item  314-A 

D  7.6/4:V  J3/ch  2 

1841  T  307.  Aircraft  and  vehicular  steering,  axle,  wheel,  and  tract  components.  May  2,  1975, 

Reprint,  Change  1.  May  2,  1975.  (10)  p.  4°  (INTERIM.)  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  (enter.  Battle  Creek,  MI  49016      •Item  314-A 

D  7.6/4:Ai  7/4/rep./ch.l 

1842  T   312.   Vehicular  and   aircraft  furniture   and  accessories.   May   28,  1971,  Change   3    Jan. 

16,  1975.  [138|  p.  4°  (INTERIM.)  +  (Price  upon  application)  DI.SC-AP  SA  1631. 
Federal  Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:V  53/3/ch  3 

1843  T  318.  Tire  rebuilding  and  tube  repair  materials.  May  31,  1974,  Reprint,  Change  2.  May 

9,  1975.  [41  p.  4°  (INTERIM.)  +  (Price  upon  application)  DI.SC-AP  SA  1631, 
Federal  Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:T  51/2/rep./ch.2 

1844  T  325.  Ladders,  Apr.  1,   1975,   Reprint,  Change  1.   Apr.  25,  1975.  [4]  p.  4°     (INTERIM.) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:L  12/rep/ch.l 

1845  T  334.  Earth  moving  and  excavating  equipment.  Mar.  26,  1971,  Change  2.  Oct.  11,  1974. 

[191  P-  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:Ea  7/ch.2 

1846  T  334.  Earth  moving  and  excavating  equipment,  Mar.  26,  1971,  Change  3.  May  9,  1975. 

[6]  p.  4°  +  (Price  upon  application)  DLSC-AP  SA  1631.  Federal  Center.  Battle  Creek. 
MI  49016.     •Item  314-A 

D  7.6/4:Ea  7/ch.3 

1847  T    335.    Printing,   duplicating,   and   bookbinding   equipment,   Mar.   5,   1971,    Reprint.    May 

30,  1975.  cover  title,  [119]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC- 
AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:P  93/rep. 

1848  T  336.  Packaging  sleeves,  Oct.  9,  1970,  Change  3.  Apr.  25,  1975.  [3]  p.  4°     (INTERIM.) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:P  l2/2/ch.3 

1849  T    341.   Crane    and   crane-shovel   attachments,    Aug.   28,   1970,   Change   1.    Apr.   25,   1975. 

[5]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:C  85/ch.l 

1850  T  352.  Marine  lifesaving  and  diving  equipment,  May  28,  1974,  Reprint,  Change  3.  May 

16,  1975.  [4]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631, 
Federal  Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:M  33/rep./ch.3 

1851  T    358.   Chests,    cases,    packages,    special   containers,    shipping   and    storage    containers, 

Aug.  1,  1975,  Reprint,  Change  1.  Jan.  23,  1976.  [88]  p.  4°  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:C  42/2/rep./ch.l 

1852  T    371.    Hardware,   protective   devices,    Apr.   23,   1971,   Change   4.    Apr.   II,   1975.   [20]   p. 

4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  22/3/ch.4 

1853  T    372.    Hardware,   bands,   straps,    strapping,   and   components,   Aug.   15,   1975.    Reprint, 

Change  1.  Jan.  23,  1976.  [66]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC- 
AP  SA  1631,  Federal  Center.  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:H  22/4/rep./ch.l 

1854  T   372.   Hardware,   bands,   straps,   strapping,  and  components,   Apr.   16,   1971,   Change  4. 

May  24,  1974.  [20]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek.  MI  49016.     •Item  314-A 

D  7.6/4:H  22/4/ch.4 
5  T  372.  Hardware,  bands,  straps,  strapping,  and  components,  Apr.  16,  1971,  Change  5. 
Mar.  21,  1975.  [7]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  22/4/ch.5 

11856  T  376.  Hardware,  clamps,  Apr.  2,  1971,  Reprint.  May  2,  1975.  cover  title.  [88]  p.il. 
4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center, 
Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  22/2/rep. 
7  T  380.  Conduit  components.  Feb.  19,  1971,  Change  2.  Apr.  25,  1975.  4  p.  4°  (INTERIM.) 
+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center.  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:C  75/4/ch.2 
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11858  T  383.  Hose,  pipe  and  tubing,  Apr.  9,  1971,  Change  4.  Mar.  21,  1975.  [5]  p.  4°    (INTERIM.) 

+  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI 
49016.     •Item  314-A 

D  7.6/4:H  79/5/ch.4 

11859  T  384.  Centrifugals,  filters  (pressure  and  vacuum,  and  separators,  May  2,  1975,  Change 

2.  Jan.  9,  1976.  [72]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:C  33/rep./ch.2 

11860  T  384.  Centrifugals,  filters,  (pressure  and  vacuum),  and   separators.  May  2,  1975.  [125] 

p.il.  4°  (INTERIM.)  [This  reprint  replaces  edition  of  1971.]  +  (Price  upon  application) 
DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:C  33/rep. 

11861  T  386.  Holders,  supports,  and  brackets,  electrical  and  electronic,  Jan.  15,  1971,  Change 

2.  Jan.  11,  1975.  [18]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  71/3/ch.2 

11862  T  386.  Holders,  supports,  and  brackets,  electrical  and  electronic,  Jan.  15,  1971,  Change 

3.  Apr.  25,  1975.  [5]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA 
1631,  Federal  Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:H  71/3/ch.3 

11863  T    387.   Cable   assemblies,   electrical  and   electronic,   Feb.   12,   1971,   Change   3.   Apr.   25, 

1975.  [4]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:C  ll/2/ch.3 

11864  T    388.   Electrical   insulators   and   insulation   materials,   Nov.   20,   1970,   Change   4.   Dec. 

26,  1975.  [16]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631, 
Federal  Center,  Battle  Creek,  MI  49016.      •Item  314-A 

D  7.6/4:In  7/4/ch.4 

11865  T   395.  Photogrammetric   and  X-ray  apparatus,  Feb.  26,  1971,  Change  I.  Nov.  26,  1973. 

[64]  p.  4°  (INTERIM.)  [Information  incorrect  in  publication  as  to  sale  from  Superin- 
tendent of  Documents.]  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:P  56/ch.l 

11866  T    397.   Laboratory   holders   and   retainers,    Sept.   26,   1975,   Reprint,   Change   1.   Apr.   2, 

1976.  [30]  p.  4°  (INTERIM.)  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal 
Center,  Battle  Creek,  MI  49016.     •Item  314-A 

D  7.6/4:L  U/rep./ch.l 

11867  T   398.   Analyzers   and   testers,   Apr.   19,   1974,   Reprint,   Change   1.   May   16,   1975.   [6]   p. 

4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:An  l/rep./ch.l 

11868  T    399.   Laboratory   aids,   and   devices,   Mar.   19,   1971,   Change   3.   May   23,   1975.   [6]   p. 

4°  +  (Price  upon  application)  DLSC-AP  SA  1631,  Federal  Center,  Battle  Creek, 
MI  49016.     •Item  314-A 

D  7.6/4:L  ll/2/ch.3 

11869  Final  report  of  joint  logistics  commanders  electronic  systems  reliability 

workshop  [with  bibliographies].  Oct.  1,  1975.  cover  title,  [l]  +  iii+339 
p.il.  4°  (Army  Materiel  Command,  Naval  Material  Command,  Air 
Force  Logistics  Command,  Air  Force  Systems  Command;  Depart- 
ments of  Army,  Navy  and  Air  Force.)     +     ©Item  306 

D  1.2:E1  2 

H870  How  to  buy  surplus  personal  property  from  Department  of  Defense. 
Apr.  1974.  cover  title,  27  p.  narrow  8°  (Defense  Supply  Agency; 
Defense  Property  Disposal  Service,  Federal  Center,  Battle  Creek, 
Mich.)    *  Paper,  40c.      ©Item  314-A 

D  7.2 :P  94/4/974 

11871  Industrial  security  manual  for  safeguarding  classified  information,  Apr. 
1,  1974,  Change  3.  Nov.  14,  1975.  [116]  p.il.  4°  (DoD  5220.22-M; 
Defense  Supply  Agency.)  [Issued  with  perforations.]  *  Paper,  $2.30. 
•Item  319 

D  3.6/3:Se  2/974/ch.3 

H872  Manpower  requirements  report  for  fy  1976.  Feb.  1975.  cover  title,  [301] 
p.  4°    ([Office  of  Assistant  Secretary  of  Defense  (Manpower  and 
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Reserve  Affairs).])  [Errata,  1  p.,  was  issued  also.  Includes  dividers 
with  marginal  index  tabs.]  + 

D  1.52:976 

H873  MAPAD,  Military  assistance  program  address  directory.  Mar.  1, 
1975,  Change  10.  Jan.  1,  1976.  [18]  p.  4°  (DoD  5105. 38-D; 
Defense  Supply  Agency.)  [Issued  with  perforations.]  + 
•  Item  3  14- A 

D  7.6/4:M  59/6/ch.lO 

M874  MAPAD,  Military  assistance  program  address  directory.  Mar.  1,  1975, 
Change  9.  Dec.  1,  1975.  [44]  p.  4°  (DoD  5105,  38-D;  Defense  Supply 
Agency.)  [Issued  with  perforations.]     *  Paper,  80c.     •Item  314-A 

D  7.6/4:M  59/6/ch.9 

U875  Military  standard  billing  system,  July  12,  1973,  Change  8.  Nov.  28, 
1975.  [24]  p.  4°  (DoD  4000-25-7-M;  Defense  Supply  Agency.)  [Issued 
with  perforations.]     +     •Item  314-A 

D  7.6/4:M  59/7/ch.8 

U876  MILSTAMP,  Military  standard  transportation  and  movement 
procedures.  Aug.  1,  1966.  cover  title,  [600]  p.il.  4°  (DoD  regulation 
4500. 32-R;  Office  of  Assistant  Secretary  of  Defense  (Installations 
and  Logistics),  Defense  Supply  Agency.)  [Reprint  which  includes  cur- 
rent pages  from  Change  1-19.  Issued  with  perforations.]     # 

D  1.6:M  59/966/rep. 

H877  MILSTAMP,  Military  standard  transportation  and  movement 
procedures:  v.l,  Policies  and  procedures,  Change  2.  Nov.  6,  1975. 
[218]  p.il.  4°  (DoD  4500.32-R,  Department  of  the  Army,  Headquar- 
ters, Military  Management  Traffic  Command.)  [Includes  interim 
changes  2-1  to  2-5.  Issued  with  perforations.]     #     •Item  309 

D  1.6:M  59/975/v.l/ch.2 

H878  Occupations,  military -civilian  occupational  source  book  [with  list  of 
references].  1st  edition.  July  1975.  cover  title,  [315]  p.il.  4°  (DoD 
1304.12Y;  [Office  of  Assistant  Secretary  of  Defense  (Manpower  and 
Reserve  Affairs)].)     +     •Item  310-F 

D  1.51:975 

H879  Report  of  military  health  care  study.  Dec.  1975  [published  1976].  cover 
title,  x  +  89  p.il.  4°  (Department  of  Defense;  Department  of  Health, 
Education,  and  Welfare;  Office  of  Management  and  Budget.)  * 
Paper,  $2.10  (S/N  041-014-00036-9).    #Item  306 

D  1.2:H  34 

H880  Report  of  military  health  care  study:   Supplement,  Detailed  findings. 

Dec.  1975  [published  1976].  cover  title,  iv  +  1203  p.il.  4°    (Department 

of  Defense;  Department  of  Health,  Education,  and  Welfare;  Office 

of  Management  and  Budget.)     *  Paper,  $16.00  (S/N  041-014-00037-7). 

•Item  306  ^  .  „  TT  ... 

D  1.2:H  34/supp. 

11881  Upward  mobility  in  DSA.  Oct.  1974.  cover  title,  iv  +  [l]  +  33  p.il.  4° 
(Defense  Supply  Agency,  Cameron  Station,  Alexandria,  Va.)     + 
•Item  314-A 

D  7.2:D  36/2 
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DEFENSE  INTELLIGENCE  AGENCY,  Defense  Dept.  Washington,  DC 
20301 

11882  Intelligence  research  specialist,  exciting  career  with  Defense  Intelligence 

Agency.  [1976.]  [6]  p.il.  +      #Item  315-F-l 

D  5.202:R  31 

DEFENSE  MAPPING  AGENCY,  Defense  Dept.  Washington,  DC  20305 

Publication.  (Hydrographic  Center.) 

11883  23.   Sailing  directions   for  South   America:   v.l,   East  coast  from   Venezuelan   border  to 

and  including  Rio  de  la  Plata,  6th  edition,  1967.  Revised  ed.  1976.  [1976.]  xxxix  +  448 
p.il.  4°  [Issued  with  perforations.]  +  (Price  upon  application).  •Item  378  (Rev. 
1957) 

D  5.317:23 

11884  46.  Sailing  directions  for  northwest  and  north  coasts  of  Norway,  Fedjeosen  to  Nyemyetski 

Point,  U.S.S.R.,  including  Svalbard  Archipelago,  4th  edition,  1952.  Revised  ed.  1976. 
[1976.]  xxxvii  +  416  p.il.  4°  [Issued  with  perforations.]  +  (Price  upon  application). 
•  Item  378  (Rev.  1957) 

D  5.317:46 

11885  80.   Sailing  directions  for  Pacific   Islands;   v. 3,   South-central  groups,  6th   edition,  1952. 

Revised  ed.  1976.  [1976.]  [466]  p.il.  4°  [Issued  with  perforations.)  +  (Price  upon 
application).     •Item  378  (Rev.  1957) 

D  5.317:80 

11886  82.  Sailing  directions  for  Pacific  Islands:  v.l,  Western  groups,  including  Solomon  Islands. 

2d  edition,  1964,  revised  1976.  [1976.]  xli+456  p.il.  4°  [Issued  with  perforations.] 
+  (Price  upon  application).      •Item  378  (Rev.  1957) 

D  5.317:82 

11887  90.    Sailing   directions   for   Philippine    Islands:    v.l.    Northern   islands,    including   western 

Negros  and  northern  Samar.  1st  edition,  1955,  revised  1976.  [1976.]  xli  +  456  p.il.  4° 
[Issued  with  perforations.]  +  (Price  upon  application).     •Item  378  (Rev.  1957) 

D  5.317:90 

11888  92.  Sailing  directions  for  Philippine  Islands:  v. 3,  Southern  Mindanao,  Sulu  Archipelago, 

and  Palawan.  1st  edition,  1956,  revised  1975.  [1976.]  [5]  +  xxx  +  486  p.il.  4°  [Issued 
with  perforations.]     +  (Price  upon  application  ).     •Item  378  (Rev.  1957) 

D  5.317:92 

11889  192.  Sailing  directions  (enroute)  for  North  Sea.  1st  edition.  [1975.]  xxiv  +  335  p.il.  4° 

[Issued  with  perforations.  Includes  list  of  effective  pages.  Supersedes  any  previous 
list.]     +  Paper,  $4.00.     •Item  378  (Rev.  1957) 

D  5.317:192 

11890  224(101)A-D.  Omega  table,  area  01,  Northern  Europe,  pair  A-D  (Norway-North  Dakota). 

Reprinted  1975.  cover  title,  xv  +  2-37  p.il.  4°  [Issued  with  perforations.]  +  •Item 
378  (Rev.  1957) 

D  5.317:224(101)A-D 

11891  224(102-C)E.  Omega  propagation  correction  tables  for  10.2  kHz,  area  02,  central  U.S.S.R., 

station  E  (Reunion).  1976.  ix  +  41  p.il.  4°  [Issued  with  perforations.]  +  •Item  378 
(Rev.  1957) 

D  5.317:224(102-C)E 

11892  224(104)D-H.   Omega   table,   area   04,   Alaska,   pair  D-H   (North   Dakota,   U.S.A.-Japan). 

1976.  cover  title,  xv  +  2-61  p.il.  4C  [Issued  with  perforations.]  +  •Item  378  (Rev. 
1957) 

D  5.317:224(104)D-H 

11893  224(106-C)F.  Omega  propagation  correction  tables  for  10.2  kHz,  area  06,  Greenland,  station 

F  (Argentina).  1976.  ix  +  41  p.il.  4°  [Issued  with  perforations.]  +  •Item  378  (Rev. 
1957) 

D  5.317:224(106-C)F 

11894  224(107-C)E.  Omega  propagation  correction  tables  for  10.2  kHz,  area  07,  Mediterranean, 

station  E  (Reunion).  1976.  ix  +  97  p.il.  4°  [Issued  with  perforations.]  +  •Item  378 
(Rev.  1957) 

D  5.317:224(107-C)E 

11895  224(108-C)E.  Omega   propagation  correction   tables  for  10.2  kHz,  area  08,  Asia,  station 

E  (Reunion).  1976.  ix  +  97  p.il.  4°  [Issued  with  perforations.]  +  •Item  378  (Rev. 
1957) 

D  5.317:224(108-C)E 

11896  224(111)B-D.   Omega   table,   area   11,    North    America,   pair   B-D   (Trinidad-North   Dakota, 

U.S.A.).  Reprinted  1976.  [1976.]  cover  title,  xv  +  2-91  p.il.  4°  [Issued  with  perforations.] 
+     •Item  378  (Rev.  1957) 

D  5.317:224(111)B-D 
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224(I12-C)E.  Omega  propagation  correction  tables  for  10.2  kHz,  area  12,  north  Atlantic, 
station  E  (Reunion).  1976.  ix  +  97  p.il.  4°  (Issued  with  perforations]  +  •Item  378 
(Rev.  1957) 

D  5.3I7:224(I12-C)E 
224(1I4-C)E.  Omega  propagation  correction  tables  for  10.2  kHz,  area  14,   Indian  Ocean, 
station  E  (Reunion).  1976.  ix  +  97  p.il.  4°     [Issued  with  perforations]     +     •Item  378 
(Rev.  1957) 

D  5.317:224(1I4-C)E 
224(114-C)F.  Omega  propagation  correction  tables  for  10.2  kHz,  area  14,   Indian  Ocean, 
station   F   (Argentina).   1976.   ix  +  97   p.il.  4°     [Issued   with   perforations.)     +     •Item 
378  (Rev.  1957) 

D  5.317:224(II4-C)F 
224(115-C)C.  Omega  propagation  correction  tables  for  10.2  kHz,  area  15,  Australia,  station 
C    (Hawaii).    Reprinted   1976.    [1976. [   ix  +  97   p.il.   4°     [Issued    with   perforations!     + 
•  Item  378  (Rev.  1957) 

D  5.317:224(115-C)C 
224(117-C)C.   Omega   propagation   correction   tables   for   10.2   kHz,   area   17,   east   Pacific, 
station  C  (Hawaii).  Reprinted  1976.  [1976]  ix  +  97  p.il.  4°     [Issued  with  perforations] 
+      •Item  378  (Rev.  1957) 

D  5.317:224(117-C)C 
224(117-C)D.   Omega   propagation   correction   tables   for  10.2   kHz,   area   17,   east   Pacific, 
station  D  (North  Dakota).  Reprinted  1976.  [1976]  ix  +  97  p.il.  4°     [Issued  with  perfora- 
tions]    +     •Item  378  (Rev.  1957) 

D  5.317:.24(117-C)D 
224(118-C)C.  Omega  propagation  correction  tables  for  10.2  kHz,  area  18,  south   Atlantic, 
station  C   Hawaii).  1976.  ix  +  97  p.il.  4°     [Issued  with  perforations.;     +     •Item  378 
(Rev.  1957) 

D  5.317:224(U8-C)C 
224(118-C)D.  Omega  propagation  correction  tables  for  10.2  kHz,  area  18,  south  Atlantic, 
station  D  (North  Dakota).  Reprinted  1976.  [1976]  ix  +  97  p.il.  4°     [Issued  with  perfora- 
tions.]    +     •Item  378  (Rev.  1957) 

D  5.317:224(1I8-C)D 
224(201-C)B.  Omega  propagation  correction  tables  for  3.4  kHz,  area  01,  northern  Europe, 
station  B  (Trinidad).  Reprinted  1976.  [1976.]  x  +  49  p.il.  4°     [Issued  with  perforations] 
+     •Item  378  (Rev.  1957) 

D  5.317:224(201-C)B 
224(209-C)A.  Omega  propagation  correction  tables  for  3.4  kHz,  area  09,  northwest  Pacific, 
station  A  (Norway).  1976.  ix  +  97  p.il.  4°     [Issued  with  perforations.)     +     •Item  378 
(Rev.  1957) 

D  5.3I7:224(209-C)A 
224(214-C)B.  Omega  propagation  correction  tables  for  3.4  kHz,  area  14,   Indian  Ocean, 
station  B  (Liberia).  1976.  ix  +  97  p.il.  4°     [Issued  with  perforations.]     +     •Item  378 
(Rev.  1957) 

D  5.317:224(214-C)B 
224(216-C)F.  Omega   propagation   correction  tables  for  3.4  kHz,  area  16,   south   Pacific, 
station   F   (Argentina).   1976.   ix  +  97   p.il.  4°     [Issued   with   perforations]     +     •Item 
378  (Rev.  1957) 

D  5.317:224(216-C)F 
224(216-C)H.  Omega  propagation  correction  tables   for  3.4  kHz,  area  16,   south  Pacific, 
station   H   (Japan).   1976.  ix  +  97  p.il.  4°     [Issued  with  perforations]     +     •Item   378 
(Rev.  1957) 

D  5.317:224(216-C)H 
224(217-C)B.   Omega   propagation   correction   tables   for   3.4   kHz,   area   17,   east   Pacific, 
station  B  (Liberia).  1976.  ix  +  97  p.il.  4°     [Issued  with  perforations.)     +     •Item  378 
(Rev.  1957) 

D  5.317:224(217-C)B 

224(217-C)F.  Omega  propagation  correction  tables  for  3.4  kHz,  area  17,  east  Pacific, 
station  F  (Argentina).  1976.  ix  +  97  p.il.  4°  [Issued  with  perforations.)  +  •Item 
378  (Rev.  1957) 

D  5.317:224(217-C)F 

224(218-C)F.  Omega  propagation  correction  tables  for  3.4  kHz.  area  18,  south  Atlantic, 
station  F  (Argentina).  1976.  ix  +  97  p.il.  4"  [Issued  with  perforations]  +  •Item 
378  (Rev.  1957) 

D  5.317:224(218-C)F 

926.  Fleet  guide,  Bermuda.  6th  edition.  1971.  vi+41  p.il.  4°  [Prepared  by  Naval  Oceano- 
graphic  Office.]     +    •  Item  378  (Rev.  1957) 
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DOMESTIC  AND  INTERNATIONAL  BUSINESS  ADMINISTRATION, 
Commerce  Dept.  Washington,  DC  20230 

1 1914  Electric  current  abroad;  [compiled  by  Richard  A.  Whitley].  1975  edition. 
May  1975.  [3] +  82  p.  (Office  of  Business  Research  and  Analysis.) 
*  Paper,  $1.15.    •Item  231-B-l 

C  57.2:E1  2/3 

H915  Export  services  of  Bureau  of  International  Commerce.  [Dec.  1975.]  [8] 
p.  narrow  8°     +     •Item  231-B-l 

C  57.2:Ex  7/7 

H916  Fluid  power  systems  equipment,  production  and  end-use,  1973; 
[prepared  by  Edward  J.  McDonald  ,  Delia  Cooper  ,and  Edward 
Abrahams].  Dec.  1975.  14  + [1]  p.  28  tabs.  4°  (Office  of  Business 
Research  and  Analysis.)     *  Paper,  $1.50.    •Item  231-B-l 

C  57.2:F  67/973 

Overseas  business  reports  OBR  (series).  [Issued  irregularly.]     *  Paper, 
$36.50  a  yr.,  add  $9.15  for  foreign  mailing;  single  copy  50c. 

11917  74-45.   Marketing   in   Korea   [with   bibliography];   prepared   by   Carol   A.   Murray   .   Sept. 

1974.  34  p.  4°  (Far  East  Division,  Bureau  of  International  Commerce.)  [Based  in 
part  on  information  provided  by  U.S.  Embassy  in  Seoul,  Korea.  Issued  with  perfora- 
tions.]     •  Item  231-B 

C  57.11:74-45 

11918  74-60.   Marketing   in   Malaysia   [with   bibliography];   prepared   by   J.   Lee   Barnes   .  Nov. 

1974.  29  p.  4°  [Issued  with  perforations.]      •Item  231-B 

C  57.11:74-60 

11919  75-55.  Marketing  in  Swaziland;  prepared  by  Sally  K.  Miller  .  Dec.  1975.  19  p.  4° 

(Office  of  International  Marketing,  Bureau  of  International  Commerce.)  [Prepared 
with  assistance  of  American  Embassy  ,  Mbabane,  Swaziland.  Issued  with  perfora- 
tions.]     •  Item  231-B 

C  57.11:75-55 

11920  75-57.   Marketing  in   Saudi  Arabia   [with   bibliography];  prepared  by   Frank   A.  Ocwieja 

Dec.  1975.  25  p.il.  4°     (Commerce  Action  Group  for  Near  East,  Bureau  of  Interna- 
tional Commerce.)      •Item  231-B 

C  57.11:75-57 

11921  75-58.  Market  profiles  for  Asia  and  Oceania.  Dec.  1975.  17  p.  4°     [Prepared  by  Office 

of  International  Marketing,  Bureau  of  International  Commerce.  Supersedes  OBR 
74-39.]      •Item  231-B 

C  57.11:75-58 

11922  75-59.  Market  profiles  for  western  Europe  and  Canada.  Dec.  1975.  25  p.  4°     [Prepared 

in  Office  of  International  Marketing,  Bureau  of  International  Commerce.  Supersedes 
OBR  74-69.]      •Item  231-B 

C  57.11:75-59 

11923  75-60.  Marketing  in  Yugoslavia  [with  bibliography];  prepared  by  Leo  Kuus  .  Dec.  1975. 

20  p.  4°  (Office  of  International  Marketing,  Bureau  of  International  Commerce.) 
[Issued  with  perforations.]      •Item  231-B 

C  57.11:75-60 

11924  76-01.   U.S.   foreign   trade   by   quarters,   Jan.-June  1973,   Jan.-June   1975.   Jan.   1976.  46  p. 

4°      •Item  231-B 

C  57.11:76-01 

11925  76-04.    Marketing    in    Italy    [with    bibliography].    Feb.    1976.    22    p.    4°     [Prepared    by 

Italy/Greece/Turkey  Area  Office  of  International  Marketing,  Bureau  of  International 
Commerce,  and  based  in  part  on  information  provided  by  U.S.  Embassy  in  Italy.] 
Issued  with  perforations.]     •  Item  23 1-B 

C  57.11:76-04 

11926  Publications  for  American  business.   Dec.   1975.   18  p.   4°     +     •Item 

231-B-3 

C  57.15:P  96 

DOMESTIC  COMMERCE  BUREAU,  Commerce  Dept.  Washington, 
DC  20230 

H927  Household  furniture  and  appliances,  basic  information  sources; 
[prepared  by  William  J.  Hodge  ].  June  1975.  [1]  +  22  p.  4°  + 

C57.502:H81 
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DOMESTIC  COUNCIL,  Executive  Office  of  the  President  Washington, 
DC  20500 

H928  Privacy,  public  concern,  resource  document  based  on  proceedings  of 
a  seminar  on  privacy  sponsored  by  Domestic  Coucil  Committee  on 
Right  of  Privacy  and  Council  of  State  Governments;  edited  by  Kent 
S.  Larsen  .  Aug.  1975  [published  1976].  vi  +  183  p.  4°  *  Paper,  $3.20. 
•Item  856-B-l 

PrKx  15.2 :P  93 

11929  White  House  public  forums  on  domestic  policy,  1975,  report  to  Pre- 
sident. [1976.1  cover  title,  765 +  [91]  p.il.  4°  *  Paper,  $11.00.  •Item 
856-B-l 

PrEx  15.2:F  77 

U930  White  House  public  forums  on  domestic  policy,  summary  of  findings, 
Oct.-Dec,  1975.  [1976.]  cover  title,  3  +  16  p.  4°  [Illustrations  on  p. 
2  of  cover.]     *  Paper,  55c.     •Item  856-B-l 

PrEx  15.2:F  77/summ. 

EAST-WEST  TRADE  BUREAU,  Commerce  Dept.  Washington,  DC 
20230 

11931  Foreign   trade    organizations   in    USSR,    product   index   and   directory. 

[1976.]  cover  title,  16  p.  narrow  8°  + 

C  57.402:Un  3/2 

11932  U.S.   trade   status   with   Socialist   countries.   June   25,   1975.   15   p.il.   4° 

(Trade  Analysis  Division.)  + 

C  57.402:So  1/975 

ECONOMIC  DEVELOPMENT  ADMINISTRATION,  Commerce  Dept. 
Washington,  DC  20230 

U933  EDA  grants  for  public  works  and  development  facilities.  [Jan.  1975.] 
12  p.  narrow  8°  + 

C  46.2:G  76/2/975 

H934  EDA  technical  assistance,  what  it  is,  how  to  apply.  [May  1975.]  2 
p.il.  f°  folded  into  narrow  8°  size.  + 

C  46.2:T  22/975 

11935  EDA,  building  communities  with  jobs.  Jan.  1975.  [6]  p.  narrow  8°  + 

C  46.2:C  73/3/975 

H936  General  conditions.  July  1974.  22  p.  4°  (Exhibit  R;  Construction 
Management  Division,  Office  of  Public  Works.)  + 

C  46.2:C  76 

H937  Qualified  areas  under  Public  works  and  economic  development  act  of 
1965,  as  amended  [p.l.  89-136].  Jan.  1,  1976.  cover  title,  [2]  +  82  p. 
4°     +     •Item  130-J 

C  46.25:976 

ECONOMIC  RESEARCH  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

ERS  (series). 

11938  619.  New  politics  of  food,  paper  delivered  by  Lyle  P.  Schertz  ,  at  National  Public 
Policy  Conference,  Clymer,  NY.,  Sept.  9-12-,  1975.  Nov.  1975.  14  p.  4°  +  •Item 
42-1 

A  93.21:619 
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ERS-foreign  (series). 

11939        356.  Prospects  for  agricultural  trade  with  USSR  [with  lists  of  references].  [April  1974.] 
cover  title,  ii  + 50  p.  4°     [Papers  from  seminar,  Nov.  30,  1973.]     +     •Item  76-G 

A  93.21/2:356 

U940  Farm  corporations  and  their  income  tax  treatment.  Apr.  1974.  cover 
title,  ii+147  p.  4°  [Text  on  p.  2  of  cover.  Page  147  is  p.  3  of  cover.] 
+     •Item  42-H 

A  93.2:C  81 

ii94i  Farm  income  situation.  July  1974.  75  p.  4°  (FIS-224;  [National 
Economic  Analysis  Division].)     +     •Item  21-C 

A  93.9:224 

Foreign  agricultural  economic  report. 

11942  96.    Marketing    challenge,    distributing    increased    production    in    developing    nations, 

proceedings  of  conference  in  Washington,  DC,  June  18-19,  1970;  compiled  by  Martin 
Kriesberg  .  [1976.]  vi  +  96  p.il.  4°  [Prepared  in  cooperation  with  Agency  for  Interna- 
tional Development.  Originally  released  in  Dec.  1970  as  FEDR-7  by  Foreign  Economic 
Development  Service.  Abstract  on  p.  2  of  cover.]     +     •Item  42-B 

A  93.27:96 

11943  103.  Agricultural  situation  in  Western  hemisphere,  review  of  1974  and  outlook  for  1975. 

[Apr.  1975.]  v  +  41  p.  4°     +     •Item  42-B 

A  93.27:103 

11944  Land  title  records  and  recording  procedures  in  United  States  [with 

selected  bibliography;  by]  D.David  Moyer  .  Aug.  1974.  ii+59  p.  4° 
[Prepared  in  cooperation  with  Center  for  Resource  Policy  Studies, 
University  of  Wisconsin.  For  administrative  use.]  + 

A  93.2:L  22 

H945  World  agricultural  situation.  Dec.  1975.  55  p.il.  4°  (WAS-9;  [Foreign 
Demand  and  Competition  Division].)  +      •Item  78-A 

A  93.29/2:9 

EDUCATION  OFFICE,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20202 

H946  Education,  process  of  becoming  [by]  Terrel  H.  Bell  ,  U.S.  Commis- 
sioner of  Education  prepared  for  commencement  exercises  at  Edin- 
boro  State  College,  Edinboro,  Pa.,  May  24,  1975.  [1975.]  8  p.  + 

HE  19.110:B  41/7 

H947  Selected  papers  in  school  finance,  1974  [with  lists  of  notes  and 
references].  [1975.]  v+259  p.il.  4°  +      •Item  461(Rev.l965) 

HE  5.2:F  49/5/974 

H948  Statistics  of  local  public  school  systems,  finance,  1969-70;  by  Gerald 
Kahn  .  [1974.]  v  +  625  p.  4°  (74-147;  National  Center  for  Educational 
Statistics.)  [At  head  of  cover  on  title:  Elementary  and  secondary 
education.  Map  on  p.  2  of  cover.]  *  Paper,  $8.45  (S/N  1780-01313). 
•Item  460-A-20 

HE  5.93/8-2:969-70 

U949  Volunteer  way,  civic-minded  people  in  national  school  volunteer  pro- 
gram's 700  affiliates  receive  warm  welcome  from  students  and 
teachers;  by  Audrey  Jackson  .  [1975.]  [7]  p.il.  4°  [Reprinted  from 
American  education,  v.  11  ,  no.  3.]     *  Paper,  30c. 

HE  5.75/a:V  88 
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EMPLOYEES  COMPENSATION  APPEALS  BOARD,  Labor  Dept. 
Washington,  DC  20210 

H950  Decisions  of  Employees'  Compensation  Appeals  Board,  v.  25,  July 
1,  1973-June  30,  1974.  [1975.]  cover  title,  ix  +  388  p.  [Cite  as  25  ECAB.] 
+     •Item  749-B 

L  28.9:25 

EMPLOYMENT  AND  TRAINING  ADMINISTRATION,  Labor  Dept. 
Washington,  DC  20213 

CETA  technical  assistance  document. 

11951  Self-evaluation  of  CETA   manpower  programs,  guide   for  prime   sponsors.   [1975.]  cover 

title,  262  p.il.  4°     §   Paper,  $9.00  (PB  246  397/AS).     •Item  780-A-2 

1    J7.8/2:Sp6 

11952  Doctoral  dissertation  grant  program.  1975.  [31  p.  narrow  8°     +     #Item 

780-A-l 

L  37.2.D  65 

EMPLOYMENT  STANDARDS  ADMINISTRATION,  Labor  Dept. 
Washington,  DC  20210 

11953  Questions  and  answers  on  OFCC  testing  and  selection  order.  [1975.] 

cover  title,  [16]  p.  (Office  of  Federal  Contract  Compliance;  [OFCC- 
1].)     *  Paper,  40c.     #Item  746-C-l 

L  36.2:Of  2 

ENERGY  RESEARCH  AND  DEVELOPMENT  ADMINISTRATION 
Washington,  DC  20545 

ERDA  critical  review  series. 

11954  Particle-transport  simulation  with  Monte  Carlo  method  [with  list  of  references;  by]  I. eland 

L.  Carter  and  ED.  Cashwell  .  1975.  vi  +  115  p.il.  [Prepared  for  Division  of  Military 

Application]     §  Paper,  $5.45. 

L.C.  card  75-25993  ER  1.14:P  25 

ERDA  research  and  development  report. 

11955  BERC/PPS-76/1.   Motor  gasolines,   summer  1975;  by   Ella   M.   Shelton   .  Jan.  1976.  cover 

title,  [2]  +  72  p.il.  4°     (Bartlesville  Energy  Research  Center.  Bartlesville,  Okla.) 
§  Paper,  $4.50. 

ERl.ll:BERC/PPS-76/l 

11956  CONF-751011.  Proceedings.  AESOP  conference:  v.  13,  Chicago,  111..  Oct.  22-24.  1975  (with 

lists  of  references).  [1976]  cover  title,  [ll  +  iv  +  383  p.il.  4°  5  Paper.  $10.60.  •Item 
1051-C 

ER  I.U:CONF-751011/v.l3 

11957  ERDA-29-74.  Operating  history,   U.S.  nuclear  power  reactors.  1974.  cover  title.  94  p.il. 

oblong  8°  [Prepared  by  Division  of  Reactor  Research  and  Development]  + 
(Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 

*  Item  1051-C 

ER  l.ll:ERDA-29-74 

11958  ERDA-49.  Definition  report,  national  solar  energy  research,  development,  and  demonstra- 

tion program   June  1975.  cover  title,  [85]  p.il.  4°     (Division  of  Solar  Energy.) 

*  Paper,  $2.00.     •Item  1051-C 

ER  l.ll:ERDA-49 

11959  ERDA-76-20.  Accident/incident  investigation  manual,  for  use  in  conjunction  with  manage- 

ment oversight  and  risk  tree  [with  bibliographies].  (Aug.  I,  1975.1  cover  title.  [307] 
p.il.  4°  ([Division  of  Operational  Safety.])  [Issued  with  perforations]  +  •Item 
1051-C 

ER  l.ll:ERDA-76-20 

11960  ERDA    76-34.    Fusion   power  research   and   development,    summary    report   on   magnetic 

confinement  experiments.  Jan.  1976.  cover  title,  [3]  +  iii  +  72  p.il.  4°  [Prepared  by 
Confinement   Systems   Program,    Division   of   Controlled   Thermonuclear   Research  ] 

*  Paper.  $1.80.     ©Item  1051-C 

V  ER  I  11. ERDA  76-34 
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11961  ERDA    76-35.    Economic    analysis   of   synthoil   plant   producing   50,000   barrels   per   day 

of  liquid  fuels  from  2  coal  seams,  Wyodak  and  Western  Kentucky.  Nov.  1975. 
cover  title,  [121]  p.il.  4°  (Assistant  Administrator  for  Fossil  Energy.)  [Prepared  by 
U.S.  Department  of  Interior,  Bureau  of  Mines,  Process  Evaluation  Group,  Morgan- 
town,  W.Va.]     §  (Price  upon  application).     •  Item  1051-C 

ER  1.11:ERDA  76-35 

11962  ERDA     76-40.     Impact     of     automotive     fuel     changes     on     U.S.     refining     industry, 

economic/technological  assessment;  by  Franklin  P.  Frederick  ,  Joe  F.  Moore  ,  John 
S.  Bonner,  Joseph  C.  Dickson,  Louis  P.  Karvelas.  Nov.  15,  1975.  [315]  p.il.  4° 
[Prepared  by   Bonner  amd  Moore  Associates,   Inc.,   Houston,  Tex.,  under  contract 
E  (49-18)-2216.]     §  Paper,  $7.60.     •Item  1051-C 

ER  1.11:ERDA  76-40 

11963  ERDA-101.  European  sodium  component  testing  facilities,  (report  of  Sept. -Oct.  1975  trip); 

[by  W.S.  Debear  ,  R.J.  Gimera  ,  and  R.G.  Lightner].  [1976.]  cover  title,  [l]  +  iii  +  116 
p.il.  4°     [Includes  list  of  reports  obtained.]     §  Paper,  $5.45.     •Item  1051-C 

ER  1.11:ERDA-101 

11964  ERDA-109.  Technical  and  economic  assessment  of  direct-cycle  gas-cooled  reactor  plant, 

v.  3,  chaps.  6  and  7  [with  bibliographies].  Sept.  1975.  cover  title,  [487]  p.il.  4° 
(Division  of  Reactor  Research  and  Development.)  [Prepared  with  assistance  of  United 
Engineers  and  Constructors,  Inc.,  Holifield  National  Laboratory,  and  NASA-Lewis 
Research  Center.]     +     •Item  1051-C 

ER  l.ll:ERDA-109/v.3 

11965  ERDA-110.  Federal  inventory  of  energy   related  biomedical  and  environmental  research 

for  fy  1974  and  fy  1975:  v.  2,  Division  of  Biomedical  and  Environmental  Research, 
Energy   Research  and  Development  Administration.  Oct.  1975.  cover  title,  [9] +  624 
p.    4°    (Division    of    Biomedical    and    Environmental    Research.)     §  Paper,    $13.60. 
•  Item  1051-C 

ER  l.ll:ERDA-U0/v.2 

11966  ERDA-110.  Federal  inventory  of  energy   related  biomedical  and  environmental  research 

for  fy  1974  and  fy  1975:  v.  3,  Environmental  Protection  Agency.  Oct.  1975.  cover 
title,  [6]  +  932  p.  4°  (Division  of  Biomedical  and  Environmental  Research.)  §  Paper, 
$13.60.     •Item  1051-C 

ER  l.ll:ERDA-110/v.3 

11967  ERDA  telephone  directory,  Nov.  28,  1975.  [1975.]  cover  title,  [l]  +  xii+96 

p.il.     +     •Item  474-A-5 

ER  1.17:975 

ENGINEERS  CORPS  (Army),  Defense  Dept. 

Note.— Orders  or  requests  for  publications  listed  below  which  are  not  sold  by  the  Superintendent 
of  Documents  should  be  sent  to  the  preparing  and  issuing  office  indicated.  Address  requests 
to  the  U.S.  Army  Corps  of  Engineers  and  the  city  and  state  shown.  Publications  shown  as 
initiated  and  issued  by  the  Chief  of  Engineers  should  be  sent  to:  Office  of  the  Chief  of  Engineers, 
Publications  Depot,  890  Pickett  Street,  Alexandria,  VA  22304. 

Coastal  Engineering  Research  Center:  Miscellaneous  paper. 

11968  11-75.   Sand-level  changes   on  Torrey   Pines   Beach,  Calif,   [with  list  of  literature  cited]; 

by  Charles  E.  Nordstrom  and  Douglas  L.  Inman  .  Dec.  1975.  cover  title,  166  + [2] 
p.il.  4°  [Prepared  by  Scripps  Institute  of  Oceanography,  La  Jolla,  Calif.]  §  (Price 
upon  application). 

D  103.42/2:11-75 

Coastal  Engineering  Research  Center:  Technical  memorandum. 

11969  56.  Analysis  of  drag  coefficient  at  hurricane  windspeeds  from  numerical  simulation  of 

dynamical  water  level  changes  in  Lake  Okeechobee,  Fla.  [with  list  of  literature 
cited];  by  Robert  E.  Whitaker  ,  Robert  O.  Reid  ,  and  Andrew  C.  Vastano.  Oct. 
1975.  cover  title,  104 +  [2]  p.il.  4°  [Prepared  by  Texas  A  &  M  University,  Department 
of  Oceanography,  College  Station,  Tex.]     §  (Price  upon  application). 

D  103.42:56 

11970  57.   Effects  of  breakwater  on   nearshore   currents  due  to  breaking  waves   [with  list  of 

literature  cited];  by  Philip  L-F.  Liu  and  Chiang  C.  Mei  .  Nov.  1975.  cover  title, 
264 +  [2]  p.il.  4°  [Prepared  by  Department  of  Civil  Engineering,  Massachusetts  In- 
stitute of  Technology,  Cambridge,  Mass.]     §  (Price  upon  application). 

D  103.42:57 

11971  58.    Surf  observations   and   longshore   current  prediction   [with   list  of   literature   cited]; 

by  James  H.  Balsillie  .  Nov.  1975.  cover  title,  39+ [2]  p.il.  4°  §  (Price  upon  applica- 
tion). 

D  103.42:58 
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11972  59.   Simplified   method    for  estimating   refraction   and   shoaling  effects   on   ocean    »jvc\ 

[with  list  of  literature  cited]:  by  CM  McClenan  .  Nov  1975.  cover  title.  IV  -  1 2 ] 
p.il.  4°     |Issued  with  perforations  |      §  (Price  upon  application) 

D  103  42  59 

11973  60.  Techniques  in  evaluating  suitability  of  borrow  material  for  beach  nourishment  [with 

list  of  literature  cited);  by  William  R  James  Dec  1975  cover  title.  M  *  \2]  p  il 
4°     §  (Price  upon  application). 

D  103.42:60 

Cold  Regions  Research  and  Engineering  Laboratory,  Hanover,  N.H.: 
Research  report. 

11974  335.  Heal  transfer  characteristics  of  bubble-induced  water  jet  impinging  on  ice  surface 

[with  list  of  literature  cited;  by|  Yin-Chao  Yen  .  Apr  1975  cover  title,  vi  •  lh  p  il 
4°     |DA  project  4A06IIOIA9I003.|       # 

D  103  33/3:335 

Cold  Regions  Research  and  Engineering  Laboratory,  Hanover,  N.H.: 
Special  report. 

11975  208.  Experimental  study  of  several  ice  heat  sink  concepts  [with  list  of  literature  cited]; 

by]  John  M.  Stubstad  and  William  W.  Quinn  .  June  1974.  v  ♦  39  p.il.  4°  [Prepared 
for  Army  Engineer  Power  Group,  Research  and  Technology  Division.)     # 

D  103.33/2:208 

11976  226.  Mechanics  of  cutting  and  boring,  pt    I,   Kinematics  of  transverse  rotation  machines 

[with  list  of  literature  cited;  by |  Malcolm  Mellor  .  May  1975.  cover  title,  vi  •  27 
p.il.  4°     [DA  project  4A762719AT30,  task  03,  work  unit  002]     # 

D  l03.33/2:226/pt.l 

Cold  Regions  Research  and  Engineering  Laboratory,  Hanover,  N.  H.: 
Technical  report. 

11977  269.  Ice  force  measurements  on  Pembina  River,  Alberta,  Canada  [with  list  of  literature 

cited;  by]  F.D.  Haynes  ,  D.E.  Nevel  ,  and  DR.  Farrell.  Oct  1975.  cover  title. 
iv  +  12  p.il.  4°     [Prepared  for  U.S.  Army  Engineer  District,  Detroit,  Mich  ]     # 

D  103.33:269 

Construction    Engineering    Research    Laboratory,    Champaign,    111.: 
Technical  report. 

11978  D-65.    Monitoring   of   Fort   Knox    industrialized    BOQ    project,   design   and   construction 

phases;  by  John  C.  Hamilton  ,  Dale  A.  Bryant  ,  Michael  G.  Carroll.  Dec.  1975. 
cover  title,  22  p.il.  4°  [Project  4A762719AT02;  task  01;  work  unit  002]  }  (Price 
upon  application). 

D  103  53:D-65 

11979  M-170.  Fracture  characteristics  of  structural  steels  and  weldments  [with  list  of  references]; 

by  J.  Aleszka  ,  Y.G.  Kim  .  Nov.  1975.  cover  title,  HI  p.il.  4°  [Project  4A761102AT23; 
task  02;  work  unit  002]      J  (Price  upon  application). 

D  I03.53:M-I70 

11980  M-171.   RFI   shielding  effectiveness  of  steel  sheets   with  partly  welded   seams  [with   list 

of  references];  by  E.M.  Honig  ,  jr.  Nov.  1975.  cover  title.  27  p.il.  4°  [Project 
4A162118A880;  task  11;  work  unit  003]     §  (Price  upon  application). 

D  I03.53:M-I71 

11981  Coralville  Lake.   [1975.]  [2]  p.il.  large  4°  folded  into  narrow  8°  size. 

(Rock  Island  District.)  [Illustrations  are  colored.]     +     #Item  337 

D  103.2-.C  81 

Flood  plain  information  (series). 

11982  East   Arm    Little   Calumet   River,   Salt  Creek.  Coffee  Creek.   Porter  County.   Ind.   Mar. 

1975.  cover  title.  [4]  +  i+31  p.il.  19  pi.  4°  [Prepared  for  Northwestern  Indiana  Regional 
Planning  Commission,  by  Dept.  of  Army.  Chicago  District,  Corps  of  Engineers. 
Chicago.  Ill]     # 

8  D  I03.47:P  83/6 

11983  Flood  hazard  information  report.  Chambers  Creek,  Everman.  Tex.  Oct.  1973.  cover  title. 

[2]  +  16+A-3  leaves,  il.  6  pi.  4°  [Prepared  for  City  of  Everman.  Tex.,  by  Corps 
of  Engineers,  U.S.  Army,  Fort  Worth,  Tex.  District]      # 

D  103  47:Ev  2 

11984  Floods  in  vicinity  of  Milton-Freewater,  Oreg.,  Walla  Walla  River.  [1975.] 

[2]  p.il.  large  4°  folded  into  narrow  8°  size  [Prepared  from  data  in 
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report,  Flood  plain  information,  Walla  Walla  River,  vicinity  of  Milton- 
Freewater,  Oreg.]     # 

D  103.47/2:M  64/3 

H985  Floods  on  Illinois  and  Michigan  Canal,  Thome  Creek  and  Rock  Run 
Creek  at  Joliet,  111.  [1976.]  [2]  p.il.  f°  folded  into  narrow  8°  size 
[Prepared  from  data  in  report,  Flood  plain  information,  Illinois  and 
Michigan  Canal,  Thorne  Creek  and  Rock  Run  Creek,  Joliet,  111., 
for  city  of  Joliet,  by  U.S.  Army  Corps  of  Engineers.]     # 

D  103 .47/2: J  68 

Floodway  information  (series). 

11986  San  Luis  Rey  River,  Loretta  Street  to  eastern  city  limits,  vicinity  of  Oceanside,  Calif. 

Dec.  1974.  cover  title,  [3]  + 9  p.il.  6  pi.  4°  [Prepared  for  City  of  Oceanside,  Calif., 
by  U.S.  Army  Corps  of  Engineers,  Los  Angeles  District,  Calif.]     # 

D  103.47:Oc  2 

11987  Lost  Creek  Lake,  Oregon,  (under  construction).  [1976.]  [2]  p.il.  oblong 

8°  folded  into  narrow  8°  size.  (Portland  District  Corps  of  Engineers, 
[Portland,  Oreg.])  [Illustrations  are  colored.]     +     #Item  337 

D  103.3:L  89 

Waterways  Experiment  Station. 

Note.— Unless  otherwise  indicated,  publications  of  Waterways  Experiment  Station  may  be  or- 
dered from  Corps  of  Engineers,  U.S.  Army,  Waterways  Experiment  Station,  Vicksburg,  Miss. 
(Price  upon  application). 

Contract  report. 

11988  S-75-5.   Mechanics   of   pile-soil  interaction   in   cohesionless   soils,   final  report   [with   list 

of  references];  by  D.Michael  Holloway  ,  G.Wayne  Clough  ,  Aleksandar  S.  Vesic. 
Dec.  1975.  cover  title,  [2]  +  xvii  +  280  p.il.  4°  [Prepared  by  School  of  Engineering, 
Duke  University,  Durham,  N.C.,  under  contract  DACW39-73-C-0137.]  + 

D  103.24/9:S-75-5 

Technical  report. 

11989  E-74-3.   Fallout   simulation,   nuclear  cratering   device   simulation,   Project   Diamond   Ore 

[with  list  of  references;  by]  E.J.  Leahy  ,  D.  Oltmans  ,  CM.  Snell,  T.J.  Donlan 
and  W.B.  Lane.  Dec.  1974.  cover  title  ,  [2]  +  xvi+340  p.il.  4°  [Sponsored  by  Defense 
Nuclear  Agency  and  Office,  Chief  of  Engineers.  Conducted  by  U.S.  Army  Waterways 
Experiment  Station,  Explosive  Excavation  Research  Laboratory,  Livermore,  Calif.] 
§   (Price  upon  application). 

D  103.24/2:E-74-3 

11990  H-75-19.    Fourmile    Run   local   flood-control   project,   Alexandria   and   Arlington   County, 

Va.,  hydraulic  model  investigation,  final  report;  by  Noel  R.  Oswalt  ,  John  F.  George 
,  and  Glenn  A.  Pickering.  Dec.  1975.  cover  title,  [2]  +  24  +  [36]  p.il.  4°  [Prepared 
for  U.S.  Army  Engineer  District,  Baltimore,  Baltimore  ,  Md.]  §  (Price  upon  applica- 
tion). 

D  103.24/2:H-75-19 

ENVIRONMENTAL  DATA  SERVICE,  Commerce  Dept.  Washington, 
DC  20235 

Key  to  oceanographic  records  documentation. 

11991  3.  National  marine  data  inventory  summary  for  1972.  May  1974.  iv  +  27  p.il.  4°    (Special 

Projects  Division,  National  Oceanographic  Data  Center.)  *  Paper,  65c.  •Item  275- 
C 

C  55.219/3:3 

11992  United  States  earthquakes,  1973;  [by]  Jerry  L.  Coffman  ,  Carl  A.  von 

Hake  ,  William  Spence,  David  L.  Carver,  Pamela  A.  Covington, 
Gerald  J.  Dunphy,  W.  LeRoy  Irby,  Waverly  J.  Person,  Carl  W. 
Stover.  Boulder,  Colo.,  1975.  vi+112  p.il.  4°  [Published  jointly  with 
Department  of  Interior,  Geological  Survey.]  *  Paper,  $1.85  (S/N 
003-019-00031-4).     #Item  250-E-2 

C  55.226:973 

•For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  114  # Not  Available  for  Sale  or  Distribution 


June  1976 

11993  World  Data  Center  A,  Oceanography,  Semiannual  report  of  oceano- 

graphic  data  exchange  through  30  June  1975  [with  list  of  references]; 
prepared  by  Ronald  E.  Moffatt  ,  E.  Godfrey  Trammell  ,  jr.,  Vicki 
L.   Green   and   Charlotte   L.   Schaefer.   Dec.   1975.   iv  +  46  p.il.   4° 
([WDCA-OC-75-3.])     +     #Item  534-N-2 

C  55.220/3:975 

World  Data  Center  A  for  Solar-Terrestrial  Physics:  Report  UAG 
(series).  +  Paper,  $25.20  a  yr;  add  $12.00  for  foreign  mailing;  single 
copies  vary  in  price  (National  Climatic  Center,  Federal  Building, 
Asheville,  NC  28801  Att:Publications). 

11994  40.   H-Alpha  synoptic   charts  of  solar  activity   for  period  of   Skylab  observations.   May 

1973-Mar.  1974  [with  list  of  references);  by  Patrick  S.  Mcintosh  .  Feb.  1975.  [11  +  32 
p.il.  4°     (With  support  of  NASA  contract  H42710-A  ]      +  Paper,  56c. 

C  55.220:40 

ENVIRONMENTAL  PROTECTION  AGENCY  Washington,  DC  20460 

11995  Annual  report  of  activities  of  Effluent  Standards  and  Water  Quality 

Information  Advisory  Committee,  Mar.  2,  1974-Mar.  1,  1975,  pt.  1. 
[1975.]  [5]  +  153  4°     +     #Item  431-1-44 

EP  l.l/2:974-75/pt.l 

U996  Apply  pesticides  correctly,  programmed  instruction  learning  program 
for  private  applicators.  [1975.]  cover  title,  [179]  p.il.  4°  [Contents 
on  p.  2  of  cover.  Issued  with  perforations.]  *  Paper,  $2.60  #Item 
431-M 

EP  1.2:P  43/10 

H997  Awards  register,  grants  assistance  programs,  v.  1,  listing  awards  during 
2d  half  of  fy  1975  except  State  and  local  assistance  awards.  [1975.] 
cover  title,  [256]  p.  4°  (EPA-G AD/1-75-003.)  [Issued  with  perfora- 
tions.] +      #Item  431-1-32 

EP  1.35:975-2/v.l 

H998  Boston's  transportation  control  plan.  [June  1975.]  cover  title,  36  p.il. 
oblong  24°  [Prepared  by  New  England  Consortium  on  Environmental 
Protection,  under  contract  68-01-2401.  Text  on  p.  2  of  cover.  Page 
3  of  cover  left  blank  for  notes.]     +     #Item  431-1-1 

EP  1.2:T  68/3 

H999  Central  Regional  Laboratory,  Region  5.  [1975.]  cover  title,  [16]  p.il.  4° 
[Text  on  p.  2-3  of  cover.]  +      •Item  431-1-1 

EP  1.2:L  11/2 

12000  Coal  fired  power  plant  trace  element  study:  v.  1,  3  station  comparison 

[with  bibliography].  Sept.  1975.  [84]  p.il.  4°  ([Rocky  Mountain-Prairie 
Region];  Region  8,  Denver,  Colo.)  [Prepared  by  Radian  Corporation, 
Austin,  Tex.  Some  illustrations  are  colored.]  + 

EP  1.2:C  63/3/v.l 

12001  Coal   fired   power   plant   trace   element   study:    v.   2,   Station   1   [with 

bibliographies].  Sept.  1975.  [309]  p.il.  4°  ([Rocky  Mountain-Prairie  Re- 
gion]; Region  8,  Denver,  Colo.)  [Prepared  by  Radian  Corporation, 
Austin,  Tex.  Some  illustrations  are  colored.]  + 

EP  1.2:C  63/3/V.2 

12002  Computer  code  for  calculating  doses,  population  doses,  and  ground 

depositions  due  to  atmospheric  emissions  of  radionuclides  [with  list 
of  references;  by]  J.A.  Martin  ,  jr.,  C.B.  Nelson  ,  P.A.  Cuny.  May 
1974.  ix  +  125  +  [3]  p.il.  4°    (Office  of  Radiation  Programs,  Field  Opera- 
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tions  Division.)  [At  head  of  title  on  cover:  AIREM  program  manual.] 
+     •Item  431-1-5 

EP  1.8:Ai  7/3 

12003  Connecticut  River  microbiology,  Oct.  1965-Sept.  1969,  summary  report 

[with  list  of  references;  by]  John  D.  Buck  .  June  1,  1970.  viii  +  162 
leaves,  4°  (Federal  Water  Pollution  Control  Administration,  Interior 
Dept.)  + 

I  67.2:C  76/2/965-69 

12004  Consultant  report  to  Committee  on  Motor  Vehicle  Emissions,  Commis- 

sion on  Sociotechnical  Systems,  National  Research  Council  on  Manu- 
facturability  and  costs  of  proposed  low-emissions  automotive  engine 
systems  [with  lists  of  references];  prepared  by  LeRoy  H.  Lindgren 
,  Merrill  Ebner  ,  Hayward  A.  Gay,  William  A.  Johnson,  James  Kit- 
trell,  Carl  R.  Maxwell.  Nov.  1974.  xi+315  p.il.  4°  ([Office  of  Air 
and  Waste  Management,  Office  of  Mobile  Source  Air  Pollution  Con- 
trol.])    +     #Item  431-1-1 

EP  1.2: Em  4/15 

12005  Cost  of  clean  air,  annual  report  of  Administrator,  Environmental  Protec- 

tion Agency  to  Congress  of  United  States,  in  compliance  with  Public 
Law  91-604.  [with  list  of  references].  Apr.  1974.  [318]  p.  4°  ([230/3- 
74-003.])     +     •Item  431-1-51 

EP  1.62:974 

12006  Current  laws,  statutes,  and  executive  orders,  [1974  up-date].  Jan.  1974. 

[330]  p.  [Issued  with  perforations.  Includes  10  marginal  index  tabs 
with    classification    numbers.]     *  Paper,    $11.50    (S/N    5500-00122). 
•Item  431-1-2 

EP  1.5  :L  44/974 

Development  document  for  proposed  effluent  limitations  guidelines 
and  new  source  performance  standards. 

12007  Basic  fertilizer  chemicals,  segment  of  fertilizer  manufacturing  point  source  category  [with 

list  of  references].  Nov.  1973.  viii+148  p.il.  4°  (Office  of  Air  and  Water  Programs, 
Effluent  Guidelines  Division;  [EPA  440/1-73-011].)  [Contract  68-01-1508,  Mod     #1.]  + 

EP  1.8/3:F  41/973 

12008  Major  inorganic   products   segment  of   inorganic   chemicals   manufacturing   point  source 

category  [with  list  of  references].  Sept.  1973.  xv  +  397  p.il.  4°  (Effluent  Guidelines 
Division,  Office  of  Air  and  Water  Programs;  [EPA  440/1-73/007].)  + 

EP  1.8/3:In  7/2/973 

12009  Draft  environmental  impact  statement,  proposed  wastewater  treatment 

facilities,  Winnipesaukee  river  basin,  N.H.  [with  list  of  references]. 
[1975.]  [498]  p.il.  4°  (Region  1,  Boston,  Mass.)  [Prepared  by  Ecol- 
sciences,  Inc.,  Vienna,  Va.]  + 

EP  1.57/4:W  73 

12010  Draft  environmental  impact  statement,  wastewater  collection  and  treat- 

ment facilities,  Scarborough,  Me.  [with  list  of  references].  [1975.] 
[301]  p.il.  4°  (Region  1,  Boston,  Mass.)  [Prepared  by  Booz-Allen  & 
Hamilton,  Inc.,  Bethesda,  Md.]  + 

EP  1.57/4:Sca  7 

Ecological  research  series. 

12011  660/3-73-023.  Application  of  growth  and  sorption  algal  assays  [with  list  of  references]; 

by  George  P.  Fitzgerald  .  Feb.  1974.  x  +  176  +  [l]  p.il.  4°  (Office  of  Research  and 
Development.)  [Grant  R-801361,  program  element  1BA031.]  *  Paper,  $2.10.  •Item 
431-1-11 

EP  1.23:660/3-73-023 
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12012  660/3-75-022.  Chlorinated   hydrocarbons   in   Lake  Ontario  ecosystem   (IFYGL)  (vuth   list 

of  references];  by  Clarence  L.  Haile  ,  Gilman  D.  Veith  ,  G.  Fred  Lee,  William 
C.  Boyle.  June  1975.  v  +  28+(l]  p.il.  4°  (National  Environmental  Research  Center, 
Office  of  Research  and  Development,  Corvallis,  Oreg.)  (Prepared  by  L'mversiu 
of  Wisconsin,  under  grant  800608,  program  clement  I  BA  026,  ROAP/task  21  AKP/14  | 
+  (Information  incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents) 
•  Item  4U  [  II 

EP  1 .23:660/3-75-022 

12013  660/3-75-026.    Environmental   studies   of   arctic   cstuarine   system,   final   report   |with    list 

of  references],  by  V.  Alexander  ,  DC.  Burrell  ,  J.  Chang,  R.T.  Cooney,  C.  Coulon. 
J.J.  Crane,  J. A.  Dygas,  G  E.  Hall.  P.J.  Kinney,  D.  Kogl,  T.C.  Mowatt,  AS  Naidu, 
T.E.  Osterkamp,  DM.  Schell,  R  D.  Siefert,  and  R  W  Tucker  June  1975  ix+536  +  [l] 
p.il.  4°  (National  Environmental  Research  Center.  Office  of  Research  and  Develop- 
ment, Corvallis,  Oreg.)  (Prepared  by  Institute  of  Marine  Science,  University  of 
Alaska.  Fairbanks,  Alaska,  under  grant  R  801124-03,  ROAP/task  21  ARY/002.  program 
element  I  BA  022]  +  (Information  incorrect  in  publication  as  to  sale  by  Superinten- 
dent of  Documents)      •  Item  43I-I-1I 

EP  1.23:660/3-75-026 

12014  Economic  impact  of  capital  outlays  required   to  attain   water  quality 

standards  of  Federal  water  pollution  control  act.  [1967.]  [200]  leaves, 
il.  4°  (Federal  Water  Pollution  Control  Administration,  Interior  De- 
partment.) [Prepared  by  Eastmen  Dillon,  Union  Securities  &  Co.) 
§  (Price  upon  application,  PB  228-633/4). 

I  67.2:W  29/14 

12015  Effects  of  reduced  use  of  lead  in  gasoline  on  vehicle  emissions  and 

photochemical  reactivity  [with  list  of  references];  by  A.  P.  Altshuller 
.  Feb.  1972.  [l]  +  28  p.il.  4°  (National  Environmental  Research  Center, 
Research  Triangle  Park,  N.C.)  + 

EP  1.2:L  46/3 

12016  Emission  density  and  allocation  procedures  for  maintaining  air  quality; 

by  R.K.  Brail  ,  D.R.  Mandelker  ,  T.A.  Sherry,  and  G.  Hagevik. 
June  1975.  [104]  p.  4°  (EPA-450/3-75-079;  Office  of  Air  and  Waste 
Management,  Office  of  Air  Quality  Planning  and  Standards,  Research 
Triangle  Park,  N.C.)  [Prepared  by  Center  for  Urban  Policy  Research 
,  Rutgers  University,  New  Brunswick,  N.J.,  under  contract  68-02- 
0278.]     §  (Price  upon  application).     #Item  431-1-1 

EP  1.2:Em  4/29 

Environmental  health  effects  research  series. 

12017  600/1-75-004.    Molybdenum,    toxicological    appraisal    (with    list    of    references];    by    Lars 

Friberg  ,  Pamela  Boston  ,  Gunnar  Nordberg,  Magnus  Piscator,  and  Karl-Henrik 
Robert.  Nov.  1975.  vi+142  p.il.  4°  (Office  of  Research  and  Development.  Health 
Effects  Research  Laboratory,  Research  Triangle  Park  ,  N.C.)  [Department  of  En- 
vironmental Hygiene,  Karolinska  Institute,  and  National  Environmental  Protection 
Board,  Stockholm,  Sweden.  Contract  68-02-1210]  §  (Price  upon  application).  •Item 
431-1-23 

EP  1.23/4:600/1-75-004 

12018  600/1-76-007.  Bibliography  of  the  cat;  by  Ezra  Berman  and  Charles  G.  Liddle  ,  editors. 

Revised  edition.  Jan.  1976.  vii  +  632  p.  4°  (Office  of  Research  and  Development. 
Health  Effects  Research  Laboratory,  Research  Triangle  Park,  N.C.)  (Experimental 
Biology  Division,  Health  Effects  Research  Laboratory,  Research  Triangle  Park,  N.C] 
§  Laboratory,  Research  Triangle  Park,  N.C]  §  (Price  upon  application).  •Item 
431-1-23 

EP  1.23/4:600/1-76-007 

12019  650/1-74-011.   Actions   of   pesticides  and   other  drugs  on   male   reproductive   system   (with 

bibliographies];  by  John  A.  Thomas  .  Dec.  1974  viii+34  p.  4°  (Office  of  Research 
and  Development.)  [Grant  R80I650,  program  element  1EA078  ]  }  (Price  upon  applica- 
tion). 

EP  1.23/4:650/1-74-011 

12020  650/1-75-005.  Air  pollution  exposure  and  immunoglobulin  levels.  Mar.  1974.  iii  p. +  16  leaves 

il.  4"  (Office  of  Research  and  Development.)  [Prepared  by  Meloy  Laboratories. 
Inc.,  Biological  Products  Division,  Springfield,  Va.  Contract  68-02-0586,  program 
element  1AA005]     §  (Price  upon  application). 

EP  1.23/4:650/1-75-005 
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12021  600/4-75-012.  Recommended  design  of  sample  intake  systems  for  automatic  instrumenta- 

tion [with  list  of  references];  by  Richard  P.  Lauch  .  Nov.  1975.  vi  +  23  p.il.  4° 
(Environmental  Monitoring  and  Support  Laboratory,  Office  of  Research  and  Develop- 
ment, Cincinnati,  Ohio.)  [Instrumentation  Development  Branch.  Program  element 
1HA327.1     §  (Price  upon  application).     •Item  431-1-24 

1  EP  1.23/5:600/4-75-012 

12022  600/4-75-014.   Radiation   quality   assurance   intercomparison   studies,   1974-75   [with   list  of 

references].  Oct.  1975.  iii  +  20+[l]  p.il.  4°  (Office  of  Research  and  Development, 
Environmental  Monitoring  and  Support  Laboratory,  Las  Vegas,  Nev.)  [Prepared 
by  Quality  Assurance  Branch,  Monitoring  Systems  Research  and  Development  Divi- 
sion, under  ROAP  22ADB/22AAJ,  program  element  1HA  327.]  §  (Price  upon  appli- 
cation).    •  Item  431-1-24 

EP  1.23/5:600/4-75-014 

12023  650/4-75-021.  Evaluation  of  gas  phase  titration  technique  as  used  for  calibration  of  nitrogen 

dioxide  chemiluminescence  analyzers  [with  list  of  references];  by  E.  Carol  Ellis 
and  John  H.  Margeson  .  Apr.  1975.  vi  +  42  p.il.  4°  (Office  of  Research  and  Develop- 
ment, Research  Triangle  Park,  N.C.)  [Program  element  1HA327,  ROAP  26AAF] 
§  (Price  upon  application). 

EP  1.23/5:650/4-75-021 

12024  670/4-75-001.  Performance  of  ISCO  model  1391  water  and  wastewater  sampler;  by  Richard 

P.  Lauch  .  Feb.  1975.  vi+31  p.il.  4°  (National  Environmental  Research  Center,  Office 
of  Research  and  Development,  Cincinnati,  Ohio.)  [Methods  Development  and  Quality 
Assurance  Research  Laboratory.  Program  element  1HA327.]     +     •Item  431-1-24 

EP  1.23/5:670/4-75-001 

12025  Environmental  Protection  Agency,  legislation,  programs,  and  organiza- 

tion. 1976.  cover  title,  54  p.  4°  [Reprinted  by  Library  Systems  Branch.] 
+     •Item  431-1-1 

EP  1.2:En  8/18 

Environmental  protection  technology  series. 

12026  600/2-75-014.  Sinter  plant  windbox  gas  recirculation  system  demonstration,  phase  1,  en- 

gineering and  design  [with  bibliographies];  by  D.A.  Pengidore  .  Aug.  1975.  viii  +  132 
p.il.  4°  (Office  of  Research  and  Development.)  [Prepared  by  National  Steel  Corpora- 
tion, Weirton,  W.  Va.,  under  contract  68-02-1364.]     §  (Price  upon  application). 

EP  1.23/2:600/2-75-014 

12027  600/2-75-018.   Study  of  flux  force/condensation  scrubbing  of  fine  particles   [with  list  of 

references];  by  Seymour  Calvert  ,  Nikhil  C.  Jhaveri  ,  and  Timothy  Huisking.  Aug. 
1975.  xviii  +  170  p.il.  4°  (Office  of  Research  and  Development.)  [Prepared  by  A.P.T., 
Inc.,  San  Diego,  Calif.,  under  contract  68-02-1082,  ROAP  21ADL-005,  program  ele- 
ment 1AB012.]     §  (Price  upon  application). 

EP  1.23/2:600/2-75-018 

12028  600/2-75-027.     Sewer    flow     measurement,     state-of-the-art     assessment     [with     list     of 

references];  by  Philip  E.  Shelley  ,  George  A.  Kirkpatrick  .  Nov.  1975.  xi+425  p.il. 
4°  (Municipal  Environmental  Research  Laboratory,  Office  of  Research  and  Develop- 
ment, Cincinnati,  Ohio.)  [EG&G  Washington  Analytical  Services  Center,  Inc., 
Rockville,  Md.  Contract  68-03-0426.]     §  (Price  upon  application).     •Item  431-1-12 

EP  1.23/2:600/2-75-027 

12029  600/2-75-040.  Evaluation  of  hazardous  wastes  emplacement  in  mined  openings  [with  lists 

of    references];    by    Ronald    B.    Stone    [and    others].    Dec.    1975.    xii+553    p.il.    4° 
(Municipal  Environmental  Research   Laboratory,  Office  of  Research  and  Develop- 
ment, Cincinnati,  Ohio.)  [Fenix  &  Scisson,  Inc.,  Tulsa,  Okla.  Contract  68-03-0470.] 
§  (Price  upon  application).     •Item  431-1-12 

V        VV  EP  1.23/2:600/2-75-040 

12030  600/2-75-041.  Determination  of  incinerator  operating  conditions  necessary  for  safe  disposal 

of  pesticides  [with  list  of  references];  by  Thomas  L.  Ferguson  [and  others].  Dec. 
1975.  xvii+401  p.il.  4°  (Municipal  Environmental  Research  Laboratory,  Office  of 
Research  and  Development,  Cincinnati,  Ohio.)  [Prepared  by  Midwest  Research  In- 
stitute Kansas  City,  Mo.,  under  contract  68-03-0286.]  §  (Price  upon  application). 
•  Item  431-1-12 

EP  1.23/2:600/2-75-041 

12031  600/2-75-047.  Demineralization  of  wastewater  by  electrodialysis;  by  Harold  H.  Takenaka 

,  Ching-Lin  Chen  .  Oct.  1975.  viii+31  p.il.  4°  (Office  of  Research  and  Development, 
Municipal  Environmental  Research  Laboratory,  Cincinnati,  Ohio.)  [Prepared  by 
County  Sanitation  Districts  of  Los  Angeles  County,  Whittier,  Calif.,  under  contract 
14-12-150.]     §  (Price  upon  application).      •Item  431-1-12 

EP  1.23/2:600/2-75-047 

12032  600/2-75-049.    Raw    sewage    coagulation    and    aerobic    sludge    digestion    [with    list    of 

references]:  by  Richard  H.  Jones  ,  T.A.  Burnszytnsky  ,  John  D.  Crane.  Nov.  1975. 
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ix  •  116  p.il  4"  Municipal  Environmental  Research  Laboratory,  Office  o!  Research 
and  Development,  Cincinnati,  Ohio.)  (Environmental  Science  and  Engineering,  Inc.. 
Gainesville,  Ela   Grant  1I010FACI     §  (Price  upon  application)      •Item  AM  I  12 

EP  I  23/2:600/2-75-049 

600/2-75-059.  Proceedings,  symposium  on  fine  particles,  Minneapolis.  Minn  ,  May  1975 
|with  lists  of  references],  Benjamin  YH  Liu  ,  editor  Oct  1975  vii+815+fj]  p.il. 
4°  (Office  of  Research  and  Development)  [University  of  Minnesota,  Particle 
Technology  Laboratory,  Minneapolis,  Minn  Grant  R-803556-01,  ROAP  2IADL-034, 
program  clement  IAB0I2]     §  (Price  upon  application)       ©Item  431-1-12 

IP  1  23/2:600/2-75-059 

600/2-75-060.  Ultraviolet  disinfection  of  activated  sludge  effluent  discharging  to  shellfish 
waters  (with  list  of  references);  by  J  A.  Roeber  and  P.M.  Hoot  .  Dec.  1975.  vm  •  «s 
p.il.  4°  (Municipal  Environmental  Research  laboratory.  Office  of  Research  and 
Development,  Cincinnati.  Ohio.)  |Prepared  by  Clow  Corportation.  Florence,  Ky., 
for  town  of  St.  Michaels.  Md  ,  under  project  WPRD  139-01-68  1  §  (Price  upon  appli. 
cation).     •Item  431-1-12 

EP  1.23/2.600/2-75-060 

600/2-75-062.  Helical  bend  combined  sewer  overflow  regulator  (with  list  of  references]; 
by  Richard  H.  Sullivan  [and  others]  Dec.  1975.  x  +  125  p.il.  4°  (Municipal  Environ- 
mental Research  Laboratory,  Office  of  Research  and  Development,  Cincinnati,  Ohio.) 
[Prepared  by  American  Public  Works  Association,  Chicago,  III.,  under  contract 
68-03-0272.  Errata,  I  p.,  issued  also.|  §  (Price  upon  application).  •Item  431-1- 
12 

EP  1.23/2:600/2-75-062 

600/2-75-064.  Scientific  irrigation  scheduling  for  salinity  control  of  irrigation  return  flows 
[with  list  of  references!,  by  Marvin  E.  Jensen  .  Nov.  1975.  vii  +  92  p.il.  4°  (Office 
of  Research  and  Development,  Robert  S.  Kerr  Environmental  Research  Laboratory, 
Ada,  Okla.)  [Prepared  by  Department  of  Agriculture,  Agricultural  Research  Service, 
Western  Region,  Snake  River  Conservation  Research  Center,  Kimberly.  Id.,  under 
interagency  project  EPA-IAG-D4-F399.)  §  (Price  upon  application).  •Item  431-1- 
12 

EP  1.23/2:600/2-75-064 

600/2-75-065.  Assessment  of  automatic  sewer  flow  samplers,  1975  [with  list  of  references]; 
by  Philip  E.  Shelley  ,  George  A.  Kirkpatrick  .  Dec.  1975.  xiv+336  p.il.  4°  (Municipal 
Environmental  Research  Laboratory,  Office  of  Research  and  Development,  Cincin- 
nati, Ohio.)  [EG&G  Washington  Analytical  Services  Center,  Inc.,  Rockville.  Md. 
Contract  68-03-0409]     §  (Price  upon  application).     •Item  431-1-12 

EP  1.23/2:600/2-75-065 

600/2-75-066.  Molecular  sieve  control  process  in  sulfuric  acid  plants  [with  list  of 
referencesx;  by  D.W.  Hissong  .  Oct.  1975.  [87]  p.il.  4°  (Office  of  Research  and 
Development.)  [Battelle-Columbus  Laboratories,  Columbus,  Ohio.  Contract  68-02- 
1323,  task  17,  ROAP  21ADH-005,  program  element  1AB013]  5  (Price  upon  applica- 
tion). 

EP  1.23/2:600/2-75-066 

600/2-75-071.  Detention  tank  for  combined  sewer  overflow,  Milwaukee,  Wis.,  demonstra- 
tion project  [with  list  of  references].  Dec.  1975.  xvii  +  290  p.il.  4°  (Municipal  Environ- 
mental Research  Laboratory,  Office  of  Research  and  Development,  Cincinnati,  Ohio.) 
[Prepared  by  City  of  Milwaukee,  Wis.,  Department  of  Public  Works,  and  Consoer, 
Townsend,  and  Associates,  Chicago,  111.,  under  project  11020FAU]  {(Price  upon 
application).     •Item  431-1-12 

EP  1.23/2:600/2-75-071 

600/2-75-072.   Economical  residential  pressure  sewer  system   with  no  effluent  [with  list 
of   referencesx:   by   Gerald   F.   Hendricks   ,   Stephen   M.   Rees       Dec.   1975.   vm  •  65 
p.il.   4°     (Municipal    Environmental   Research    Laboratory,   Office   of   Research   and 
Development,  Cincinnati,  Ohio.)  [SIECO,  Inc.,  Columbus.  Ind.  Grant  S80I041] 
§  (Price  upon  application).     •Item  431-1-12 

EP  1.23/2:600/2-75-072 

600/2-75-074.  Evaluation  of  particulate  scrubber  on  coal-fired  utility  boiler  [with  list 
of  references];  by  D.S.  Ensor  [and  others).  Nov.  1975.  [325]  p.il.  4°  (Office  of 
Research  and  Development.)  [Meteorology  Research,  Inc.,  Altadena,  Calif.  Contract 
68-02-1802,  ROAP  21ADL-092,  program  element  1AB012  ]     {(Price  upon  application). 

EP  1.23/2:600/2-75-074 

600/2-75-078.  Fuel  gas  environmental  impact,  phase  report  [with  list  of  references];  by 
F.L.  Robson  ,  A.J.  Giramonti  ,  W.A.  Blecher.  Gerald  Mazzella.  Nov.  1975. 
xx +  294  + [I]  p.il.  4°  (Office  of  Research  and  Development.)  (Prepared  by  United 
Technologies  Research  Center,  East  Hartford,  Conn.,  under  contract  68-02-1099. 
ROAP  21ADD-027  and  -104,  program  element  IAB0I3]     I  (Price  upon  application). 

EP  1.23/2:600/2-75-078 

600/2-76-001.  Evaluation  of  sonics  for  fine  particle  control  [with  list  of  references];  by 
R.  Hegarty  and  L.  J.  Shannon  .  Jan.  1976.  vi  +  46  p.il.  4°  (Office  of  Research 
and  Development.)  (Prepared  by  Midwest  Research  Institute,  Kansas  City,  Mo., 
under  contract  68-02-1324,  task  24,  ROAP  21ADL-029.  program  element  IAB012] 
§  (Price  upon  application). 

y  EP  1.23/2:600/2-76-001 
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12044  600/2-76-002.  Control  of  reclamation  (sinter)  plant  emissions  using  electrostatic  precipita- 

tors [with  list  of  references];  by  John  Varga  ,  jr.  Jan.  1976.  [l]  +  vi  +  75  p.il.  4° 
(Office  of  Research  and  Development.)  [Battelle-Columbus  Laboratories,  Columbus, 
Ohio.   Contract   68-02-1323,   task    32,    ROAP   21AQR-042,   program   element   1AB015.] 
§  (Price  upon  application). 

EP  1.23/2:600/2-76-002 

12045  600/2-76-003.   Survey   and   evaluation   of  kinetic   data  on   reactions   in   methane/air  com- 

bustion [with  list  of  references];  by  Victor  S.  Engleman  .  Jan.  1976.  [496]  p.il. 
4°  (Office  of  Research  and  Development.)  [Exxon  Research  and  Engineering  Com- 
pany, Linden,  N.J.  Contract  68-02-0224,  ROAP  21BCC-013,  program  element  1AB014.] 
§  (Price  upon  application). 

EP  1.23/2:600/2-76-003 

12046  600/2-76-007.  Mixed  oxides  for  fuel  cell  electrodes  [with  list  of  references];  by  U.  Bertocci 

,  M.  Cohen  ,  W.  S.  Horton,  T.  Negas,  and  A.  R.  Siedle.  Jan.  1976.  viii  +  48  +  [l] 
p.il.  4°  (Office  of  Research  and  Development.)  [National  Bureau  of  Standards, 
Department  of  Commerce,  Washington,  DC.  EPA  interagency  agreement  D4-0528, 
ROAP  21BKR-007,  program  element  1AB013.]     §  (Price  upon  application). 

EP  1.23/2:600/2-76-007 

12047  600/2-76-011.   Thor  5    solventless   metal  decorating   for   3-piece   cans,   background;   by  J. 

W.  Capron  and  R.  C.  Heininger  .  Jan.  1976.  iv  +  18  p.il.  4°  (Office  of  Research 
and  Development.)  [Prepared  by  Continental  Can  Corporation,  Chicago,  111.,  under 
ROAP  21AFA-016,  program  element  1AB015.]     §  (Price  upon  application). 

EP  1.23/2:600/2-76-011 

12048  600/2-76-012  b.  Sampling  and  analytical  strategies  for  compounds  in  petroleum  refinery 

streams:  v.  2,  Process  analysis  of  petroleum  refinery  streams  [with  list  of  references]; 
by  K.  J.  Bombaugh  [and  others].  Jan.  1976.  xi  +  186+[l]  p.il.  4°  (Office  of  Research 
and  Development.)  [Radian  Corporation,  Austin,  Tex.  Contract  68-02-1882,  task  32, 
ROAP  21AFH-025,  program  element  1AB015.]  + 

EP  1.23/2:600/2-76-012  b 

12049  600/2-76-020.  High-velocity,  high-efficiency  aerosol  filtration  [with  bibliography];  by  David 

Leith  ,  S.  N.  Rudnick  ,  and  M.  W.  First.  Jan.  1976.  vi+182  p.il.  4°  (Office  of 
Research  and  Development.)  [Harvard  School  of  Public  Health,  Boston,  Mass.  Grant 
R801399-02,  program  element  1AB012,  ROAP  21ADJ-057.]     §  (Price  upon  application). 

EP  1.23/2:600/2-76-020 

12050  600/2-76-043.    Modeling    pesticides    and    nutrients    on    agricultural    lands    [with    list    of 

references];  by  Anthony  S.  Donigian  ,  jr.,  Norman  H.  Crawford  .  Feb.  1976.  xiii  +  318 
p.il.  4°  (Office  of  Research  and  Development,  Environmental  Research  Laboratory, 
Athens,  Ga.)  [Prepared  by  Hydrocomp,  Incorporated,  Palo  Alto,  Calif.,  under 
research  grant  R803116-01-0.]     §  (Price  upon  application).     •Item  431-1-12 

EP  1.23/2:600/2-76-043 

12051  650-2-74-009-c.  Evaluation  of  pollution  control  in  fossil  fuel  conversion  processes,  gasifi- 

cation: sec.  1,  Lurgi  process  [with  list  of  references];  by  H.  Shaw  and  E.  M.  Magee 
.  July  1974.  ii+iv  +  70  p.il.  4°  (Office  of  Research  and  Development.)  [Contract 
68-02-0629,  program  element  1AB013,  ROAP  21ADD-023.]     §  (Price  upon  application). 

EP  1.23/2:650/2-74-009-c 

12052  650/2-74-009-j.  Evaluation  of  pollution  control  in  fossil  fuel  conversion  processes:  Gasifi- 

cation, sec.  8,  Winkler  process  [with  bibliography];  by  C.  E.  Jahnig  .  Sept.  1975. 
vi  +  43  p.il.  4°  (Office  of  Research  and  Development.)  [Exxon  Research  and  En- 
gineering Company,  Linden,  N.J.  Contract  68-02-0629,  ROAP  21ADD-023,  program 
element  1AB013.]     §  (Price  upon  application). 

EP  1.23/2:650/2-74-009-j 

12053  650/2-74-009-m.    Evaluation    of    pollution    control    in    fossil    fuel    conversion    processes: 

Liquefaction,  sec.  3,  H-coal  process  [with  bibliography];  by  C.  E.  Jahnig  .  Oct. 
1975.  vi  +  61  p.il.  4°  (Office  of  Research  and  Development.)  [Exxon  Research  and 
Engineering  Company,  Linden,  N.J.  Contract  68-02-0629.  ROAP  21ADD-023,  program 
element  1AB013.]     §  (Price  upon  application). 

EP  1.23/2:650/2-74-009-m 

12054  650/2-74-049-a.  Pilot-plant  study  of  ammonia  absorption-ammonium  bisulfate  regeneration 

process,  topical  report,  phases  1  and  2  [with  list  of  references].  June  1974.  [218] 
p.il.  4°  (Office  of  Research  and  Development.)  [Prepared  by  Tennessee  Valley 
Authority,  Interagency  agreement  31990A,  ROAP  21ACX-60,  program  element 
1AB013.]     §  (Price  upon  application). 

EP  1.23/2:650/2-74-049-a 

12055  650/2-75-066.    Hazardous    emission    characterization    of    utility    boilers    [with    list    of 

references];  by  Chatten  Cowherd  ,  jr.,  Mark  Marcus  ,  Christine  M.  Guenther,  and 
James  L.  Spigarelli.  July  1975.  x  +  175  p.il.  4°    (Office  of  Research  and  Development.) 
[Contract  68-02-1324,  task  27,  ROAP  21  AUZ-002,  program  element  1  AB  015.] 
§  (Price  upon  application). 

EP  1.23/2:650/2-75-066 

12056  670/2-73-076.  Selective  nutrient  removal  from  secondary  effluent  [with  list  of  references]; 

by  John  L.  Eisenmann  ,  J.  Douglas  Smith  .  Sept.  1973.  xi+155  +  [l]  p.il.  4°  (Office 
of  Research  and  Development.)  [Prepared  by  Process  Research,  Inc.,  under  contract 
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14-12-179,  project  17010  FBJ,  program  element  IB2043]  •  Paper.  $1.75.  •Item  431- 
1-12 

EP  1.23/2:670/2-73-076 

12057  670/2-75-005.  Degradation  mechanisms,  controlling  bioaccumulation  of  hazardous  materials 

[with  list  of  references);  by  Charles  J.  Rogers  ,  Robert  E  l.andreth  Jan.  1975 
v  I  15  p.il.  4°  (National  Environmental  Research  Center,  Office  of  Research  and 
Development,  Cincinnati,  Ohio  )  (Solid  and  Hazardous  Waste  Research  laboratory 
Program  clement  IDB3II  |     ♦      •Item  431-1-12 

EP  1.23/2:670/2-75-005 

12058  670/2-75-043.    Disposal    and    utilization    of    waste    kiln    dust   from    cement    industry    |with 

list  of  references!;  by  Thomas  A.  Davis  ,  Don  B.  Hooks  May  1975.  viii  +  55  p.il. 
4°  (National  Environmental  Research  Center,  Office  of  Research  and  Development, 
Cincinnati,   Ohio.)   [Project    R-801872,   program    clement   1BB036]      ♦     •Item    431  I 

EP  1.23/2:670/2-75-043 

12059  Environmental  research  outlook,  fy  1976-80,  report  to  Congress.  Feb. 

1976.  v  +  159  p.il.  4°  (EPA-600/9-76-003;  Office  of  Research  and 
Development.)     +     #Item  431-1-1 

EP  1.2:R  31/9/976-80 

12060  Evaluation  of  salinity  created  by  irrigation  return  flows  [with  list  of 

references  cited;  by]  Arthur  L.  Jenke  .  Jan.  1974.  viii  +  128  p.il.  4° 
(Water  Programs  Office;  Non-Point  Source  Control  Branch;  [EPA 
430/9-74-006].)     *  Paper,  $1.65. 

EP2.2:Sa3 

t206i  Evaluation  report:  Water  pollution  control  program  plan  for  Colorado, 
Public  Health  Dept.,  Water  Pollution  Control  Division,  fy  1971.  Sept. 
1970.  [l]  +  i  +  32  p.  4°  (Missouri  Basin  Region,  Planning  and  Program 
Grants;  Federal  Water  Quality  Administration.)  + 

I  67.2:C  71/6 

12062  Examination  of  waste  treatment  and  disposal  operations  at  National 

Reactor  Testing  Station,  Idaho  Falls,  Idaho  [with  list  of  references]. 
Apr.  1970.  [5] +  118  p.il.  4°  (Federal  Water  Quality  Administration, 
Northwest  Region,  Interior  Dept.,  Portland,  Oreg.)  [Prepared  in 
cooperation  with  Idaho  Department  of  Health.]  §  (Price  upon  appli- 
cation, PB  215  509). 

I  67.2:W  28/3 

12063  Experimental  treatment  of  Lake  Erie  water,  Erie,  Pa.,  water  plant, 

project  report  [with  list  of  references];  by  Kenneth  A.  Dostal  and 
Gordon  G.  Robeck  .  Mar.  1966.  [6] +  80  p.il.  4°  (Engineering  Activi- 
ties, Basic  and  Applied  Sciences  Program;  Robert  A.  Taft  Sanitary 
Engineering  Center,  Cincinnati,  Ohio;  Federal  Water  Pollution  Control 
Administration.)  + 

I  67.2:Er  4/8 

12064  Health  effects  of  environmental  pollution.  [Revised  July  1975.]  [1975.] 

cover  title,  16  p.il.  oblong  16°  [Text  on  p.  3  of  cover.  Some  illustrations 
are  colored.]     *  Paper,  60c.    #Item  431-1-1 

EP  1.2:H  34/975 

Implementation  plan  review,  as  required  by  Engergy  supply  and  en- 
vironmental coordination  act. 

12065  450/3-75-021.   Montana   [with   bibliography].   Mar.   1975.   [57]  p.il.  4°     (Office   of   Air  and 

Waste  Management,  Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle 
Park,  N.C.)  [Prepared  by  Environmental  Protection  Agency,  Region  8,  Denver,  Colo., 
and  Environmental  Services  of  TRW,  Inc.,  under  contract  68-02-1385]  + 

EP  1.58:450/3-75-021 

12066  450/3-75-025.  Texas  [with  bibliography].  Apr.  1975.  [89]  p.il.  4°     (Office  of  Air  and  Waste 

Management,  Office  of  Air  Quality  Planning  and  Standards,  Research  Triangle  Park, 
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N.C.)  [Prepared  in  cooperation  with  Environmental  Services  of  TRW,  Inc.,  (contract 
68-02-1385).]     §  (Price  upon  application). 

EP  1.58:450/3-75-025 

Legal  compilation;  statutes  and  legislative  history,  executive  orders, 
regulations,  guidelines  and  reports. 

12067  Noise,  v.  1,  supp.2.  Jan.  1974.  xi  +  93  p.     *  Paper,  $1.15     #116111  431-1-25 

EP  1.5/3:N  69/v.l/supp.2 

12068  Solid  waste,  v.l  supp.2.  Jan.  1974.  xi  + 266  p.il.     *  Paper,  $2.20.     •Item  431-1-25 

EP  1.5/3:So  4/v.l/supp.2 

12069  Litter  bit  is  not  enough,  [address  by]  Thomas  F.  Williams  ,  presented 

special  meeting  of  Keep  America  Beautiful,  Inc.,  National  Advisory 
Council,  Jan.  16,  1973,  Washington,  D.C.  [1973.]  11  p.  4°  + 

EP  1.10:W  67 

12070  Model  State  water  monitoring  program  [with  list  of  references].  June 

1975.  [70]  p.  4°  (EPA-440/9-74-002;  [Office  of  Water  and  Hazardous 
Materials,  Monitoring  and  Data  Support  Division].)  [Prepared  by  Na- 
tional Water  Monitoring  Panel,  edited  by  Water  Monitoring  Task 
Force.]  + 

EP  1.2:W  29/20 

12071  National  profile  of  Section  208,  areawide  management  planning  agen- 

cies. July  1975.  [133]  p.il.  4°  [Prepared  by  Centaur  Management  Con- 
sultants, Inc.,  under  contract  68-01-3195.]     +     #Item  431-1-1 

EP  1.2:P  69/5 

12072  1972  national  emissions  report,  National  Emissions  Data  System  (NEDS) 

of  Aerometric  and  Emissions  Reporting  System  (AEROS).  June  1974. 
x  +  422+[2]  p.  4°  (EPA-450/2-74-012;  National  Air  Data  Branch,  Moni- 
toring and  Data  Analysis  Division,  Office  of  Air  and  Waste  Manage- 
ment, Office  of  Air  Quality  Planning  and  Standards,  Research  Trian- 
gle Park,  N.C]     §  (Price  upon  application).     #Item  431-1-49 

EP  1.64:972 

12073  Occupational  safety  and  health,  manual.  [1976.]  cover  title,  [82]  p.  4° 

[Issued  with  perforations.]  +      ©Item  431-1-5 

EP  1.8:Oc  1 

12074  Operational  control  procedures  for  activated  sludge  process:  pt.  2,  Con- 

trol tests;  by  Alfred  W.  West  [and]  P.  E.  Chief  .  Apr.  1973.  [5]  +  22 
p.il.  4°  (Office  of  Enforcement  and  General  Counsel;  [EPA-330/9- 
74-001-b].)  [National  Field  Investigations  Center,  Cincinnati,  Ohio.] 
+     #Item  431-1-1 

EP  1.2:S1  7/2/pt.2 

12075  Preliminary  assessment  of  suspected  carcinogens  in  drinking  water,  re- 

port to  Congress  [with  list  of  selected  references].  Dec.  1975.  [135] 
p.  4°    (Office  of  Toxic  Substances.)     +     #Item  431-H 

EP  1.2:C  17/5/975-2 

Publication  AP  (series). 

12076  42.    Compilation    of    air    pollutant    emission    factors,    2d    edition,    supp.5    [with    lists    of 

references].  Dec.  1975.  [163]  p.il.  4°  (Office  of  Air  and  Waste  Management,  Office 
of  Air  Quality  Planning  and  Standards,  Research  Triangle  Park,  N.C.)  [Issued  with 
perforations.]     +     •Item  483-E 

EP  4.9:42/2/supp.5 

Publication  APTD  (series). 

12077  1334.  Analysis  of  final  State  implementation  plans,  rules  and  regulations;  by  L.  J.  Duncan 

.  July  1972.  vii+79  p.  4°     (Office  of  Air  Programs,  Stationary  Source  Pollution  Control 
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Programs,  Research  Triangle  Park,  NO  (Contract  68-02-0248.1  5  (Price  upon  appli- 
cation). 

EP  4.9/2:1334 

12078  1495.  Exhaust  emissions  from  uncontrolled  vehicles  and  related  equipment  using  internal 

combustion  engines:  pt.6.  Gas  turbine  electric  utility  power  plants  (with  list  ol 
references];  prepared  by  Charles  T  Hare  and  Karl  J.  Springer  Feb.  1974.  vn  •  24  •  4 
p.il.  4°  (Office  of  Air  and  Waste  Management,  Office  of  Mobile  Source  Air  Pollution 
Control,  Emission  Control  Technology  Division.)  [Contract  EHS  70-108.)  §  (Price 
upon  application). 

EP  4.9/2:1495 

12079  1545.    Steam    car   control   analysis   (with   list   of   references!;   by    E.    A.    Mayer   ,   G.   W. 

Hurlong  ,  jr.  July  1972.  [I62|  p.il.  4°     (Office  of  Air  and  Waste  Management,  Office 
of   Mobile   Source    Air   Pollution   Control   Programs,   Alternative   Automotive   Power 
Systems  Development  Division,  Ann  Arbor,  Mich  )  [Prime  contract  68-04-0004] 
5  Paper,  $11.25 

EP  4.9/2:1545 

12080  Remote  sensing  study  of  steam-electric  power  plant  thermal  discharges 

to  Lake  Erie  and  Detroit  and  St.  Clair  Rivers,  Ohio  and  Mich.  Mar. 
1974.  [87]  p.il.  4°  (Office  of  Enforcement;  National  Field  Investiga- 
tions Center,  Denver,  Colo,  and  Region  5,  Chicago,  111.)  [Folded 
illustrations  printed  as  leaves.  Some  illustrations  are  colored.]  + 

EP  1.2:Se  5/5 

12081  Research  needs  for  potable  reuse  of  municipal  wastewater,  proceedings 

of  workshop  sponsored  by  Environmental  Protection  Agency,  Amer- 
ican Water  Works  Association,  Water  Pollution  Control  Federation, 
in  cooperation  with  University  of  Colorado,  Mar.  17-20,  1975,  Boulder, 
Colo,  [with  list  of  references];  edited  by  K.  Daniel  Linstedt  ,  Edwin 
R.  Bennett  .  Dec.  1975.  viii  +  194  p.il.  4°  (EPA-600/9-75-007;  Municipal 
Environmental  Research  Laboratory,  Office  of  Research  and 
Development,  Cincinnati,  Ohio.)  [Research  grant  R803546.]  + 
•Item  431-M 

EP  1.2:W  28/21 

12082  Revised  area  and  agency  designation  handbook  for  Section  208  areawide 

water  quality  management  planning.  Nov.  1975.  [62]  p.il.  4°  [Issued 
with  perforations.]     +     #Item  432-1-35 

EP  1.8:W  29/2 

12083  Safety  management  training  program.  Aug.  1975.  cover  title,  [300]  leaves, 

il.  4°  [Includes  19  dividers  with  marginal  index  tabs.  Issued  with 
perforations.]     +     #Item  431-1-5 

EP  1.8:Sa  2 

12084  [Safety   management  training  program]   instructor  notes.   [1975.]   [242] 

leaves,  4°    [Issued  with  perforations.]      +     #Item  431-1-5 

EP  1.8:Sa  2/inst. 

Scientific  and  technical  assessment  report  STAR  series. 

12085  600/6-75-002.   Manganese    [with   lists   of   references].    Apr.   1975.   [71]   p.il.   4°     (Office   of 

Research  and  Development,  Office  of  Program  Integration  )  (Prepared  by  National 
Environmental  Research  Center,  Research  Triangle  Park,  N.C.,  under  program  ele- 
ment IAA001,  ROAP  26AAA.)  +  (Information  incorrect  in  publication  as  to  sale 
by  Superintendent  of  Documents).     •Item  431-1-35 

EP  1.23/7:600/6-75-002 

12086  600/6-75-003.    Cadmium    [with    lists    of    references).    Mar.    1975.    [71]    p.il.    4°     (Office    of 

Research  and  Development,  Office  of  Program  Integration.)  [Prepared  by  National 
Environmental  Research  Center,  Research  Triangle  Park,  N.C,  under  program  ele- 
ment 1AA001]  +  (Information  incorrect  in  publication  as  to  sale  by  Superintendent 
of  Documents).     •Item  431-1-35 

EP  1.23/7:600/6-75-003 

12087  Selecting  sites  for  carbon  monoxide  monitoring  [with  bibliographies]; 

by  F.L.  Ludwig  and  J.H.S.  Kealoha  .  Sept.  1975.  xviii  +  150  p.il.  4° 
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(EPA-450/3-75-077;  Office  of  Air  and  Waste  Management,  Office  of 
Air  Quality  Planning  and  Standards,  Research  Triangle  Park,  N.C.) 
[Prepared  by  Stanford  Research  Institute,  Menlo  Park,  Calif.,  under 
contract  68-02-1471.]     §  (Price  upon  application).    •Item  431-1-1 

EP  1.2:C  17/6 

12088  Semi-annual  list  of  reports  prepared  for  or  by  Office  of  Toxic  Sub- 

stances of  the  Environmental  Protection  Agency.  Oct.  1975.  cover 
title,  12  + [1]  p.  4°  (Office  of  Toxic  Substances.)  +  •Item  431-1- 
54 

EP  1.65:975 

12089  Sewage  facilities  construction  report,  1971.  [1975.]  [3] +  16  p.il.  4°    ([EPA- 

440/9-73-002];  Office  of  Water  Planning  and  Standards,  Monitoring 
and  Data  Support  Division,  Water  Quality  Analysis  Branch.)     + 
•Item  498-A 

EP  2.20:971 

Socioeconomic  environmental  studies  series. 

12090  600/5-74-002.   Review   of   environmental   impact  assessment   methodologies   [with   list  of 

literature  cited];  by  Maurice  L.  Warner  ,  Edward  H.  Preston  .  Apr.  1974.  vi  +  27  +  [l] 
p.il.  4°  (Office  of  Research  and  Development.)  [Contract  68-01-1871.]  *  Paper,  70c. 
•  Item  431-1-19 

EP  1.23/3:600/5-74-002 

12091  600/5-75-018.   Environmental  management  in   Malibu  Watershed,   institutional  framework 

[with  lists  of  references];  W.  David  Conn  .  June  1975.  vii+91  p.il.  4°  (Washington 
Environmental  Research  Center,  Office  of  Research  and  Development.)  [Prepared 
by  University  of  California,  School  of  Architecture  and  Urban  Planning,  Los  An- 
geles, Calif.,  under  grant  R802836-01-0.]  §  (Price  upon  application).  •Item  431- 
1-19 

EP  1.23/3:600/5-75-018 

12092  600/5-75-019.   Economic   evaluation   of   technical   systems   for   scrap   tire   recycling   [with 

list  of  references};  by  Haynes  C.  Goddard  .  Dec.  1975.  iv  +  41  p.il.  4°  (Municipal 
Environmental  Research  Laboratory,  Office  of  Research  and  Development,  Cincin- 
nati, Ohio.)  [Solid  and  Hazardous  Waste  Research  Division,  Municipal  Environmental 
Research  Laboratory,  Cincinnati,  Ohio.]  §  (Price  upon  application).  •Item  431-1- 
19 

EP  1.23/3:600/5-75-019 

[Solid  waste  management]  SW  (series). 

12093  47  d.  Recovering  resources  from  solid  waste  using  wet-processing;  by  David  G.  Arella 

1974.  [2] +  26  p.il.  [Prepared  by  city  of  Franklin,  Ohio,  under  grant  G06-EC-00194. 
Includes  list  of  publications  about  Franklin  Plant.]     *  Paper,  65c.     •Item  431-1-7 

EP  1.17:47  d 

12094  58.23.    Solid    waste   management,   available   information    materials.   Mar.   1975.   vi  +  45   p. 

4°  [Prepared  by  Technical  Information  Staff,  Office  of  Solid  Waste  Management 
Programs.]     *  Paper,  85c.     •Item  431-1-7 

EP  1.17:58.23 

12095  82  d.l.  Mineral  recovery  from  noncombustible  fraction  of  municipal  solid  waste,  proposed 

project  to  demonstrate  incinerator  residue  recovery;  by  David  G.  Arella  and  Yvonne 
M.  Garbe  .  1975.  iii+14  p.il.  4°     [Grant  no. S-801535.]     +     •Item  431-1-7 

EP  1.17:82  d.l 

12096  128.   Separating  paper  at  waste   source   for  recycling  [with  list  of  references;  prepared 

by  Stephen  Lingle  ].  [1974.]  cover  title,  16  p.  narrow  8°  ([Office  of  Solid  Waste 
Management  Programs.])     *  Paper,  $1.35.     •Item  431-1-7 

6                   *  EP  1.17:128 

12097  140.    Solid   waste   shredding   and    shredder   selection   [with   list  of   references];   prepared 

by  Harvey  W.  Rogers  and  Steven  J.  Hitte  .  Nov.  1974.  vii  +  86a  p.il.  4°  [Updates 
Midwest  Research  Institute  1972  contract  report.]     +     •Item  431-1-7 

EP  1.17:140 

12098  149.  Recycled  materials  markets,  Feb.  1975,  current  report  on  solid  waste  management; 

[by  Stephen  A.  Lingle  ].  Apr.  1975.  cover  title,  8  p.il.  4°  (EPA/530/SW-149.)  [Edited 
by  Resource  Recovery  Division,  Office  of  Solid  Waste  Management  Programs.] 
+     •Item  431-1-7 

EP  1.17:149 
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12099  State  continuing  planning  process,  water  quality  management  basin  plan. 

(Jan.  1975.]  12  p.  narrow  8°  +      •Item  431-1-1 

EP1.2:W  29/31 

12100  State  municipal  project  priority  list,  grants  assistance  programs.  [Dec. 

1975.1  (10]  +  209  p.  4°  (EPA-220/3-75-002.)  (Included  in  monthly  sub- 
scription to  Wastewater  treatment  construction  grants  data  base, 
Public  Law  92-500  project  records,  grants  assistance  programs,  EP 
1.56:(nos.).]     §  (Price  upon  application). 

EP  1.56/3:220/3-75-002 

12101  Tamano  oil  spill  in  Casco  Bay,  environmental  effects  and  cleanup  opera- 

tions [with  list  of  references  cited].  Dec.  1975.  [287]  p.il.  4°  (EPA- 
430/9-75-018.)  [Prepared  by  Division  of  Oil  and  Special  Materials  Con- 
trol, Office  of  Water  Program  Operations,  and  Region  1,  Boston, 
Mass.,  under  contract  68-01-0542.]     +     •Item  431-1-1 

EP  1.2:Oi  5/3 

12102  Technical  support  document,  EPA  regulations  for  preventing  significant 

deterioration  of  air  quality  [with  lists  of  references].  Jan.  1975.  hi +  116 
p.il.  4°  ([Office  of  Air  and  Waste  Management];  Office  of  Air  Quali- 
ty Planning  and  Standards,  Research  Triangle  Park,  N.C.;  EPA-450/2- 
75-001.)  [Some  pages  printed  as  leaves.]     §  (Price  upon  application). 

EP  1.2:Ai  7/23 

12103  Telecommunications   management,   manual.   [1976.]  cover  title,   [53]  p. 

4°     [Issued  with  perforations.]     +     •Item  431-1-5 

EP  1.8:T  24 

Water  quality  management  guidance  (series). 

12104  Demonstration    of    a    planning    perspective    for   waste    water    sludge    disposition.    Knox- 

ville/Knox  County,  [Tenn.].  [Nov.  1975]  cover  title.  [198]  p.il.  4°  ([WPD  11-75-01]; 
Water  Planning  Division.)  [Prepared  by  Engineering-Science,  Inc.,  under  contract 
68-01-3225,  project  EPAWA-75-R210,  program  element  2BH149.  Title  page  is  incor- 
rect.]    +     •Item  431-1-52 

EP  1.8/8:817 

12105  Sludge  processing,  transportation,  and  disposal/resource  recovery,  planning  perspective 

[with  lists  of  references];  by  J.  Michael  Wyatt  ,  Paul  E.  White  .  jr.  [Dec.  1975.] 
[6]+186+[l]  +  A-2  p.il.  4°  ([WPD  12-75-01],  Water  Planning  Division.)  [Prepared  by 
Engineering-Science,  Inc.,  under  contract  68-01-3104,  project  EPA-WA-75-R024,  pro- 
gram element  2BH154]     +     ©Item  431-1-52 

EP  1.8/8S1  7/2 

12106  Water  quality   strategy  paper,   statement  of  policy  for  implementing 

requirements  of  Federal  water  pollution  control  act  as  amended,  and 
certain  requirements  of  1972  Marine  protection  research  and  sanctua- 
ries act.  3d  edition  [1976.]  cover  title,  [7] +  24  p.  4°  [Issued  with 
perforations.]     +     •Item  431-1-1 

EP  1.2:W  29/9/975 

EQUAL  EMPLOYMENT  OPPORTUNITY  COMMISSION  Washington, 
DC  20506 

12107  Managers  guide  to  E.E.O.  in  Federal  Government.  [1975.]  cover  title, 

[24]  p.il.     *  Paper,  40c.     •Item  1059-A-l 

Y  3.Eq  2:8  M  31 

EXPORT-IMPORT  BANK  OF  THE  UNITED  STATES  Washington, 
DC  20571 

12108  Export-Import  Bank  act  of  1945  as  amended  through  Jan.  4,  1975.  [1975.] 

[l]  +  49  p.  narrow  8°     +     •Item  1060 

Y  3.Ex  7/3:5  Ex  7/975 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  125 


Government  Publications 

EXTENSION  SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

12109  Energy,   use   it  wisely   around   home.   Feb.   1975.   cover  title,   15   p.il. 

[Narrative  guide  for  filmstrip  and  slide  set  C-199.  Text  on  p.  2  of 
cover.]  + 

A  43.16/2:En  2 

12110  Helping  hands,  giving  volunteer  leaders  a  place  in  Extension  Program; 

[by  Helen  A.  Strow  ].  [May  1974.]  14  p.il.  4°  [Prepared  in  cooperation 
with  Agency  for  International  Development,  State  Department.]  + 
•Item  61 

A  43.2:V  88 

FARMER  COOPERATIVE  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

FCS  research  report. 

12111  33.   Edible   soy   protein,   operational   aspects   of   producing  and   marketing   [with  list  of 

literature  cited;  by  Bert  D.  Miner  .  [Jan.  1976.]  cover  title,  vi+82  p.il.  4°     + 
•  Item  64-A 

A  89.19:33 

FEDERAL  AVIATION  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20553 

12112  Acceptable   methods,    techniques,    and   practices,    aircraft   alterations, 

Change  16.  Aug.  12,  1974.  [4]  p.il.  4°  (Advisory  circular  AC  43.13- 
2;  Flight  Standards  Service.)  [Issued  with  perforations.]  *  Paper, 
$3.60  (basic  and  supplementary  material  for  indefinite  period);  add 
90c.  for  foreign  mailing.    #Item  431-F-6 

TD  4.28:973/ch.l6 

12113  Air  navigation  and  air  traffic  control  facility  performance  and  availabili- 

ty (RIS;  SM  6040-20),  report  for  calendar  year  1974.  Jan.  28,  1975. 
v  +  165  p.  4°    (Airway  Facilities  Service.)  [Issued  with  perforations.] 

TD  4.2 :N  22/4 

12114  Airport    design    standards,    airports    served    by    air   carriers,    surface 

gradient  and  line-of-sight.  Feb.  6,  1975.  13  p.il.  4°  (Advisory  circular 
AC  150/5325-2C.)  [Consolidated  reprint  including  Change  1.  Supersedes 
edition  of  Feb.  18,  1970.  Issued  with  perforations.]  + 

TD  4.8:Ai  7/35 

Aviation  education  (series). 

12115  Commercial  airlines   and   airports,   careers   in   transportation,   grades   3   and   4,   teachers 

resource  guide  [with  student's  bibliography].  [1975.]  [4]  +  16  p.  4°  (GA-300-111;  Office 
of  General  Aviation.)  [Prepared  by  Cobb  County  Occupational  and  Career  Develop- 
ment Program,  Marietta,  Ga.,  under  grant  OEG-O-70-4781.]     +     •Item  431-A-21 

TD  4.25:C  18 

12116  Census  of  U.S.  civil  aircraft,  calendar  year  1974;  [by  Betty  V.  Cayce 

].   [1976.]  [l]  +  viii+308  p.il.  4°  [Prepared  by  Information  Operations 
Branch,  Information  and  Statistics  Division,  Office  of  Management 
Systems.]      *  Paper,  $4.40.  (S/N  050-007-00303-0).     •Item  431-A-16 
-  TD  4.18:974 

12H7  FAA  air  traffic  activity,  fiscal  year  1975;  [by  George  E.  Thompson 
and  Patricia  Wilson  ].  Nov.  1975  [published  1976].  cover  title,  vm+261 
p.il.  4°  (Office  of  Management  Systems,  Information  and  Statistics 
Division.)    §  (Price  upon  application).    #Item  431-C-l 

TD  4.19:975 
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12118  FAA  statistical  handbook  of  aviation,  calendar  year  1974;  [by  Betty 

V.  Cayce  ].  Dec.  1974  [published  1976].  cover  title,  [l]  +  vii  +  144  p.il. 
4°  ([Office  of  Management  Systems.])  *  Paper,  $2.80  (S/N  050-007- 
00305-6).      •Item  431-C-14 

TD  4.20:974 

Federal  aviation  regulations. 

12119  II.  General  rule-making  procedures.  Change  1.  [1975. |  (16]  p.  4°     (Effective  Jan.  I.  1975. 

Issued  with  perforations  ]      ♦      •Item  431-C-13 

TD  4.6:II/2/ch.l 

12120  27.  Airworthiness  standards:  Normal  category  aircraft.  Change  I.  (1974.)  [34]  p.  4° 

(Effective  Oct.  31,  1974.  Issued  with  perforations!     •  Paper,  75c.     •Item  43I-C-13 

TD  4.6:27/2/ch.l 

12121  29.   Airworthiness   standards:   Transport   category   rotorcraft,   Change   I.   [1974]   (34]   p.  4° 

[Effective  Oct.  31.  1974.  Issued  with  perforations]     '  Paper,  70c.     •Item  431-C-13 

TD  4.6:29/2/ch.l 

12122  37.  Technical  standard  order  authorizations.  May  1974.  cover  title.  [257]  p.il.  4°     [Issued 

with  perforations]     •  Paper,  $5  65  (basic  and  supplementary  material  for  indefinite 
period);  add  $1.45  for  foreign  mailing.     •Item  431-C-13 

TD  4  6:37 

12123  67.  Medical  standards  and  certification.  Sept.  1974.  [28]  p.  4°     (Incorporates  amdls  67-1 

through  67-9.  Issued  with  perforations  ]     *  Paper,  50c.     •Item  431-C-13 

TD  4.6:67/2 

12124  95.    IFR    altitudes.   Change   1.   [1975]   [8]   p.il.   4°     [Effective    Feb.   13,   1975.   Issued   with 

perforations]       +     •Item  431-C-13 

TD  4.6.95/ch.I 

12125  101.   Moored   balloons,   kites,   unmanned    rockets,   and   unmanned   free   balloons.   Change 

1.   [1974.]   [8]   p.   4°  [Effective   Aug.   20,  1974.   Issued   with   perforations]     +     •Item 
431-C-13 

TD  4.6:l01/ch.l 

12126  145.   Repair   stations.   Jan.   1974.   cover   title,   [40]   p.   4°     [Incorporates   amendments   145- 

1  through  145-14.  Issued  with  perforations]     *  Paper,  75c      •Item  431-C-13 

TD  4.6:145/2 

12127  General  aviation  accident  retrieval  system  users  guide.  [May  1974.]  cover 

title,  [l]  +  50  p.il.  4°  (Rocky  Mountain  Region,  Management  Systems 
Division.)  [Issued  with  perforations.]     # 

TD  4.8:Ac  2 

Handbook. 

12128  7110.65.   Air  traffic   control  handbook,   Change   1.   Dec.   1975   [published   1976].   [188]   p.il. 

4°  [Cancellation  date  July  1,  1976.  Issued  with  perforations]     +     •Item  431-C-4 

TD  4.8/2:7110.65/ch.l 

12129  Improving  ATC  system  in  Salt  Lake  Valley,  1974-83,  West  Slope  Task 

Force  long  range  study.  [Nov.  1973.]  cover  title,  [6] +  125 +  [4]  leaves 
il.  4°    [Issued  with  marginal  index  tabs.]     # 

TD  4.2:Ai  7/16 

12130  Maintenance  review  board  report,   Boeing  747  maintenance  program. 

Revised  Jan.  1973.  [1973.]  cover  title,  i+124  +  6  +  5  p.il.  4°  [Issued  with 
perforations.]     # 

TD  4.2:M  28/4/973 

12131  Parachute  rigger  certification  guide,  senior/master  parachute  rigger  [with 

list  of  recommended  study  materials].  Revised  1975.  [1975.]  vi  +  44 
p.il.  narrow  8°     *  Paper,  75c.  (S/N  050-007-00287-4).     •Item  431-C- 

4  TD  4.8:P  21/975 

12132  Parts  manufacturer  approvals.  1975  [published  1976].  cover  title,  [1100] 

p.  oblong  8°  [Issued  with  perforations.]  *  Paper,  $15.00  (S/N  050- 
007-00302-1).     •Item  431-C-8 

TD  4.2:P  25/975 
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12133  Profiles  of  scheduled  air  carrier  operations  by  stage  length,  Federal 

Aviation  Administration  regions'  top  100  U.S.  airports,  Nov.  1,  1974. 
May  1975.  cover  title,  vi+337  p.il.  4°  (Office  of  Aviation  Policy, 
Aviation  Forecast  Branch.)     +     •Item  431-A-23 

TD  4.44/3:974 

Report  FAA-E  (series). 

12134  2594.   Specification  for  expanded   ARTS   3A   system   for  New  York  TRACON.  Aug.  I, 

1975.  127  p.il.  4°     #      •Item  431-A-25 

TD  4.32/9:2594 

12135  Security  measures  and  passenger  screening  for  scheduled  air  taxi  com- 

mercial operators  (ATCO).  Jan.  1975.  3  +  1  p.  4°  (Advisory  circular 
AC  135-4.)  [Issued  with  perforations.]     +     •Item  431-C-4 

TD  4.8:Se  2 

12136  Standards  for  specifying  construction  of  airports.  Oct.  24,  1974.  cover 

title,  [564]  p.  4°  (Advisory  circular  AC  150/5370-10.)  [Supersedes  edi- 
tion of  May  1968.  Issued  with  perforations.]  *  Paper,  $7.25.  •Item 
431-C-15 

TD  4.24:974 

12137  Summary  of  airworthiness  directives  for  small  aircraft.  Jan.  1,  1974. 

cover  title,  [847]  p.il.  4°  (Federal  aviation  regulations,  pt.  39,  v. 
1.)  [Incorporates  all  current  airworthiness  directives  through  Dec.  31, 
1973.  Issued  with  perforations.  Some  pages  printed  as  leaves.]  + 
Paper,  $6.95  (FAA  Aeronautical  Center,  P.O.  Box  25461,  Oklahoma 
City,  OK  73125,  Attn:  AAC-23)    •Item  431-A-15 

TD  4.10/2:974 

12138  Tips  on  mountain  flying.  [1974.]  cover  title,  ii+28  p.il.  4°    (Rocky  Moun- 

tain Region;  general  aviation  accident  prevention  program.)    # 

TD  4.8:M  86 

FEDERAL  BUREAU  OF  INVESTIGATION,  Justice  Dept.  Washington, 
DC  20530 

FBI  uniform  crime  reports. 

12139  Law  enforcement  officers  killed,  summary,  1974.  [1975.]  cover  title,  [3]  +  71  p.il.  4° 

+     •Item  722-A 

J  1.14/7-5:974 

FEDERAL  COMMUNICATIONS  COMMISSION  Washington,  DC 
20554 

12140  [This  entry  number  not  used.] 

12141  Federal  Communications  Commission  reports,  decisions  and  reports, 

v.45,  2d  series,  Feb.  22-Apr.  5,  1974.  1975.  xxx  +  1277  p.  [Digests  have 
been  added  for  convenience,  but  are  not  part  of  decisions  and  re- 
ports.]    *  Cloth,  $13.80.    •Item  284 

CC  1.12/2:45 

12142  Federal  Communications  Commission  reports,  decisions  and  reports, 

v.46,  2d  series,  Apr.l2-May  31,  1974.  1975.  xxxi+1305  p.  [Digests  have 
been  added  for  convenience,  but  are  not  part  of  decisions  or  reports.] 
*  Cloth,  $14.10  (S/N  004-000-00298-9).    •Item  284 

CC  1.12/2:46 

12143  Rules  and  regulations:  v.6,  Apr.  1975.  [Revised  edition.]  Apr.  1975.  cover 

title,  78  p.  4°    [Includes  pt.95,  Citizens  radio  service,  pt.97,  Amateur 
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radio  service,  and  pt.99,  Disaster  communications  service.  Supersedes 
edition  of  Jan.  1972.  Issued  with  perforations.]  *  Paper,  $5.35  (basic 
and  supplementary  material  for  indefinite  period);  add  $6.70  for 
foreign  mailing.     •Item  287 

CC  1.6/6:975 

I2U4  Rules  and  regulations:  v.7.  Mar.  1974.  [1974.]  cover  title,  139  p.il.  4° 
[Includes  pt.21,  Domestic  public  radio  services  (other  than  maritime 
mobile),  pt.23,  International  fixed  public  radiocommunication  ser- 
vices, and  pt.25,  Satellite  communications.  Revision  of  Sept.  1970 
issue  and  includes  all  amendments  adopted  through  Jan.  23,  1974. 
Issued  with  perforations.]  *  Paper,  $7.70  (basic  and  supplementary 
material  for  indefinite  period);  add  $9.65  for  foreign  mailing.  •Item 
287 

CC  1.6/7:974 

FEDERAL  DEPOSIT  INSURANCE  CORPORATION  Washington,  DC 
20429 

12145  Annual  report  of  Federal  Deposit  Insurance  Corporation  1974.  [1975.] 

xiv  +  264  p.il.  + 

Y  3.F  31/8:1/974 

12146  Bank  operating  statistics,  1974.  [1975.]  cover  title,  [587]  p.il.  4°    ([P- 

8020-300-74.])  + 

Y  3.F  31/8:19/974 

FEDERAL  ELECTION  COMMISSION  Washington,  DC  20463 

12147  Federal-State  election  law  survey:  Analysis  of  State  legislation,  Federal 

legislation,  and  judicial  decisions;  by[  Thomas  M.  Durbin  ,  Patricia 
Ann  Fiori  and  Rita  A.  Reimer,  editors].  8th  issue.  Oct.  1,  1975. 
[l]  +  xiv  +  380  p.il.  4°  [Prepared  by  American  Law  Division  of  Con- 
gressional Research  Service,  Library  of  Congress.]  +  •Item  1091- 
A 

Y  3.E1  2/3:2  St  2/975-8 

FEDERAL  ENERGY  ADMINISTRATION  Washington,  DC  20461 

Draft  environmental  impact  statement  DES  (series). 

12148  75-5.    Natural  gas   emergency   standby   act  of  1975.   Nov.   1975.   [321]   p.il.   4°     ([FEA/D- 

75/573];  Office  of  Environmental  Programs.)     +     •Item  434-A-9 

12149  Petroleum  market  shares,  historical  report  on  refiners  and  importers 

of  motor  gasoline,  1972  through  1974.  Oct.  1975  [published  1976]. 
[l]  +  vi  +  72  p.il.  4°  (FEA/B-75/616;  Office  of  Economic  Impact  Analy- 
sis,   National    Energy   Information   Center.)     §  Paper,   $5.00.     •Item 

434"A"1  FE  1.2:975/10 

Project  Independence  blueprint,  final  task  force  report. 

12150  Final  report  of   Solar  Energy  Task   Force   to   Federal  Energy   Administration   (with   list 

of  references].  Aug.  19.  1974.  (596]  p.il.  4"     +     •Item  434-A-5  _  .  „  .     AIA    , 

FE  1.18:So  4/draft 

12151  Tips  for  energy  savers.  [1975.]  [11]  p.  4°    ([Office  of  Energy  Conserva- 

tion and  Environment,  and  Office  of  Communications  and  Public 
Affairs.)     +     •Item434-A-1  _„Ti0 

FE  1.2:T  49 
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FEDERAL  HIGHWAY  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20590 

12152  Auditor  training  program,  career  for  accounting  majors.  Jan.  1976.  23 

p.  narrow  8°     +     #Item  982-G-5 

TD  2.2:Ac  2/5 

12153  Carpool   and    buspool   matching   guide    [with   bibliography];    by    Lew 

Pratsch  .  4th  edition.  Jan.  1975  [published  1974].  [53]  p.il.  4°  (Urban 
Planning  Division.)     +     #Item  982-G-2 

TD  2.8:C  22 

Hydraulic  design  (series). 

12154  4.   Design   of   roadside   drainage   channels   [with   bibliographies];   by   James   K.   Searcy   . 

Reprinted  Dec.  1973.  [1975.]  vii+56  p.il.  4°  (Hydraulics  Branch,  Bridge  Division, 
Office  of  Engineering.)  [Issued  with  perforations.]     *  Paper,  $1.25  (S/N  050-001-00068- 

7). 

TD  2.33:4 

Implementation  package  (series). 

12155  74-11.  Porous  friction  courses  and  roadway  surface  noise;  by  Robert  A.  Kay  and  Jerald 

K.  Stephens  .  Mar.  1975.  cover  title,  [4]  +  32  p.il.  (Implementation  Division,  Offices 
of  Research  and  Development.)  [Supersedes  edition  of  Sept.  1974.]  §  (Price  upon 
application).     •Item  982-G-15 

TD  2.36:74-11 

12156  National  system  of  interstate  and  defense  highways.  [June  1972.]  [2] 

p.il.  oblong  f°  folded  into  oblong  12°  size    *  Paper,  25c. 

TD  2.2:In  8/2/972 

Nationwide  personal  transportation  study,  report. 

12157  10.   Purposes  of  automobile  trips  and  travel;  [by  Ruth  H.  Asin  ].  May  1974  [published 

1975).  cover  title,  [l]  +  99  p.  4°  ([Office  of  Highway  Planning,  Program  Management 
Division.])     #     •Item  982-G-12 

TD  2.31:10 

12158  1975  Federally  coordinated  program  of  highway  research  and  develop- 

ment. [1975.]  [l]  +  iv  +  93  p.il.  4°  (Offices  of  Research  and  Develop- 
ment.) [Illustrations  on  p.  2-4  of  cover.]  *  Paper,  $2.25.  (S/N  050- 
001-00103-9).      •Item  982-G-16 

TD  2.42:975 

12159  Outstanding  gasoline  service  stations,  annual  highway  awards  competi- 

tion 1971.  [1972.]  30  p.il.  oblong  24°  [Illustration  on  p.  2  of  cover. 
Some  illustrations  are  colored.]     *  Paper,  40c. 

TD  2.14/2:G  21/971 

Report  FH  (series). 

12160  11-7849.  Travel  patterns  and  problems  of  suburban  high  school  males,  exploratory  study 

of  physical  mobility  of  population  subgroup,  with  recommendations,  summary  of 
final  report  [with  list  of  references;  by]  Douglas  B.  Gurin  .  1974.  cover  title,  [3]  +  43 
p.  4°  (Office  of  Program  and  Policy  Planning;  Socio-Economic  Studies  Division.) 
+     •Item  982-G-14 

TD  2.26:ll-7849/sum. 

12161  Roadside  safety  design.  Nov.  1975  [published  1976].  cover  title,  [3]  +  268 

p.il.  4°    [Issued  with  perforations.]      +     #Item  982-G-2 

TD  2.8:R  53/2 

12162  User  documentation  of  FHWA  carpool  matching  program;  by  Robert 

Redmond  ].  2nd  edition.  June  1975.  [7]  +  53  p.il.  4°  (Transit  and  Traf- 
fic Engineering  Branch,  Urban  Planning  Division.)  +  #Item  982- 
G-2 

TD  2.8:C  22/2 
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FEDERAL  JUDICIAL  CENTER  1520  H  Street  NW  Washington,  DC 
20005 

12163  Federal  Judicial  Center,  annual  report,  1975.  [1975.]  [4]  +  iv  +  37  p.     + 

•Item  742-A-l 

Ju  13.1:975 

12164  Second  Circuit  sentencing  study,  report  to  judges  of  Second  Circuit; 

by   Anthony   Partridge    ,   William    B.    Eldridge   .   Aug.   1974.   [162]   p. 
4<    (FJC  74-4.)     +     •Item  743-C-l 

Ju  13.2:Se  5 

FEDERAL  POWER  COMMISSION  Washington,  DC  20426 

12165  Federal  Power  Commission   reports,  opinions,   decisions,   and   orders: 

v.39,  Jan.  1-June  30,  1968.  1975.  xxxv +  1184  p.     *  Cloth,  $13.15.     •Item 
438 

FP  1.20:39 

FPC  R  (series). 

12166  86.  Typical  electric   bills,  1975,   residential,   commercial,   industrial.   [1976.]   xxx  +  179  p  il 

4°  [Prepared  by  Bureau  of  Power]     +     •Item  438  — A 

FP  1.10:86 

FPC  S  (series). 

12167  250.  Steam-electric  plant  construction  cost  and  annual  production  expenses,  26th  annual 

supplement,  1973.  [1975.]  xlv  +  185  p.il.  4°     [Prepared  by  Bureau  of  Power]     + 
•  Item  440 

FP  1.21:250 

12168  Gas  supplies  of  interstate  natural  gas  pipeline  companies,  1973.  Dec. 

1974.  [2]  +  vi  +  127  p.il.  map,  4°  [Prepared  by  Bureau  of  Natural  Gas. 
Date  on  cover  is  Feb.  1975.]     *  Paper,  $2.00.     •Item  436 

FP  1.2:G  21/2/973 

National  electric  rate  book  rate  schedules  for  electric  service  in  com- 
munities of  2,500  population  or  more,  residential,  commercial,  and 
industrial  services.  [Issued  with  perforations.]  *  Paper,  $22.50  a  year 
(separate  sections,  each  representing  a  State),  add  $5.75  for  foreign 
mailing;  single  copy,  45c. 

12169  Alabama.  Oct.  1975.  [2]  + 16  p.  4°     [Supersedes  issue  of  Nov.  1974]      •Item  437-A-l 

FP  1.18:  Al  1  b/975 

12170  Arizona.  Dec.  1975.  [3]+ 8  p.  4°     [Supersedes  issue  of  July  1974]      •Item  437-A-2 

FPl.l8:Ar4i/975 

12171  Arkansas.   July    1974.    [2]  +  15    p.   4°     (Supersedes    issue    of    Aug.    19721       •Item    437-A- 

FP  1.18:Ar  4  k/974 

12172  Arkansas.   Jan.   1976.    [4]  + [15]   p.   4°     [Supersedes   issue   of   July   1974]       •Item   437-A- 

FPI.I8:Ar4  k/976 

12173  Connecticut.  June   1974.   [3]  +  8  p.  4°     [Supersedes   issue  of  Feb.  1972]       •Item  437-A- 

6  FP  1.18:C  76/974 

12174  Delaware.  Dec.  1975.  [2] +  6  p.  4°     [Supersedes  issue  of  July  1974]      •Item  437 -A-7 

rr   i.loiL)  3//V/5 

12175  Florida.  Aug.  1974.  [2] +  18  p.  4°     [Supersedes  issue  of  Jan.  1973]      •Item  'JJAjJ  ?< 

12176  Georgia.  Nov.  1975.  [2]  + 20  p.  4°     (Supersedes  issue  of  Jan.  1974]      •Item  4"-A-9 

fp  1.18:0  2"/v ' j 

12177  Illinois.  Aug.  1974.  (2]+ 33  p.  4°     [Supersedes  issue  of  Dec.  1972]      •Item  437-A-ll 

FP  1.18*11  6/974 

12178  Illinois.  Dec.  1975.  [2]  + 31  p.  4°     [Supersedes  issue  of  Aug.  1974.)      •Item  1?J  A-ll 

rr  1.18:11  o/Z/V  O 

12179  Kentucky.   Nov.   1975.   [2]  +  15   p.   4°     [Supersedes   issue   of   Oct.   1974.1       •Item   437-A- 

15  FP  1.I8:K  41/975 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  P»ge  131 


Government  Publications 

12180  Louisiana.  Dec.  1975.  20  p.  4°     [Supersedes  issue  of  Sept.  1974.]      •  Item  437-A-16 

FP  I.I8:L  93/975 

12181  Maine.  Dec.  1975.  [2]  +  8  p.  4°     [Supersedes  issue  of  July  1974.]      •Item  437-A-17 

FP  I.18:M  28/975 

12182  Massachusetts.  Jan.  1975.  [2]  + 30  p.  4°     [Supersedes  issue  of  Feb.  1973.)       •Item  437- 

A-19 

FP  1.18:M  38/975 

12183  Mississippi.   Nov.   1974.   [2J  +  15   p.  4°     [Supersedes  issue  of  Oct.  1973]       •Item   437-A- 

22 

FP  1.18:M  69  i/974 

12184  Mississippi.  Oct.   1975.   [2]  +  15   p.  4°     [Supersedes  issue  of  Nov.  1974.]       •Item  437-A- 

22 

FP  I.18.M  69  i/975 

12185  Nebraska.    Sept.   1974.    [2]  + 17   p.   4°     [Supersedes   issue   of  Jan.   1973]       •Item   437-A- 

25 

FP  1.18:N  26/974 

12186  New  Jersey.  July  1974.  [2]  +  9  p.  [Supersedes  issue  of  Aug.  1972.]      •Item  437-A-28 

FP  1.18:N  42  j/974 

12187  New   York.   Sept.   1975.   [2]  +  21  p.   4°     [Supersedes   issue   of  July   1974.]       •Item  437-A- 

30 

FP  1.18:N  42  y/975 

12188  Ohio.  Nov.  1975.  [2]+ 34  p.  4°     [Supersedes  issue  of  Oct.  1973.]      •Item  437-A-33 

FP  1.18:Oh  3/975 

12189  Rhode    Island.   July    1974.    [3]  +  4   p.   4°     [Supersedes   issue   of  July   1972.]       •Item   437- 

A-37 

FP  1.18:R  34/974 

12190  Tennessee.   Oct.   1974.    [2]  +  ll   p.    4°     [Supersedes   issue    of   Oct.   1973.]       •Item   437-A- 

40 

FP  1.18:T  23/974 

12191  Tennessee.   Nov.  1975.   [2]  +  ll  p.   4°     [Supersedes   issue   of   Oct.   1974.]       •Item   437-A- 

40 

FP  1.18:T  23/975 

12192  Texas.  Oct.  1975.  [3]  + 51  p.  4°     [Supersedes  issue  of  Dec.  1973.]      •Item  437-A-41 

FP  1.18:T  31/975 

12193  Virginia.  Aug.  1974.  [2]  + 17  p.  4°     [Supersedes  issue  of  Sept.  1972.]      •Item  437-A-44 

FP  1.18:V  81/974 

12194  Virginia.  Jan.  1976.  [2]  +  15  p.  4°     [Supersedes  issue  of  Aug.  1974.]      •Item  437-A-44 

FP  1.18:V  81/976 

12195  West  Virginia.  Dec.  1975.  [2]  +  8  p.  4°     [Supersedes  issue  of  July,  1974.]       •Item  437- 

A-46 

FP  1.18:W  52  v/975 

12196  Wyoming.  Nov.  1975.  [2]  +  9  p.  4°     [Supersedes  issue  of  July  1974.]      •Item  437-A-48 

FP  1.18:W  99/975 

12197  National  power  survey:  Energy  conservation,  report  and  recommenda- 

tions of  Technical  Advisory  Committee  on  Conservation  of  Energy. 
Dec.  1974.  xiii  +  177  p.il.  4°    *  Paper,  $2.55.    #Item  436 

FP  1.2:En  2/7 

12198  National  power  survey:  Energy  distribution  research,  report  and  recom- 

mendations of  Task  Force  on  Energy  Distribtion  Research  to  Techni- 
cal Advisory  Committee  on  Research  and  Development  [with  lists 
of  references].  Dec.  1973.  [172]  p.il.  4°    *  Paper,  $2.10.    #Item  436 

FP  1.2:En  2 

12199  National  power  survey:  Power  generation,  conservation,  health,  and 

fuel  supply,  report  and  recommendations  of  Task  Force  on  Conserva- 
tion and  Fuel  Supply  to  Technical  Advisory  Committee  on  Conserva- 
tion of  Energy.  Mar.  1975.  vii+213  p.il.  4°  *  Paper,  $2.85.  #Item 
436 

FP  1.2:P  87/975 

12200  Phasing   out   of   natural   gas   and    oil   for   electric   power  generation, 

Southwest  Power  Pool  and  Reliability  Council  of  Texas;  pt.l,  Present 
electric  utility  program,  1975-84.  Sept.  1975.  [3]  +  42  p.il.  4°  (Bureau 
of  Power,  Fort  Worth  Regional  Office.)    # 

FP  1.2:G  21/7 
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1:201  Potential  pumped  storage  projects  in   Pacific   Southwest.   1975.  viii+37 
p.il.  4°    (Bureau  of  Power.)     # 

FP1.2:St7 

12202  Productivity   in   private  electric   utility   industry,   1951-1973;   | by   Rodnev 

E.  Stevenson  ).  Oct.  1975.  cover  title.  [1J+34  p.il.  4C  (Office  of 
Economics.)     # 

1  P  1. 2:1.1  2/20 

12203  Review  of  Consolidated   Kdison  Company  1972  summer  power  supply 

problems  and  twenty-year  expansion  plans.  Sept  1972.  cover  title. 
[3]  +  13  p.il.  4°    (Bureau  of  Power.)     # 

FP  1.2:P  87/4 

12204  Underground  storage  of  natural  gas  by  interstate  pipeline  companies. 

calendar   year   1974,    winter    1974-75    [with    bibliography).    Oct.    1975. 

[7]  + 33  p.il.  4°    (FPC  Form  1124  (5-64);  Bureau  of  Natural  Gas.) 

# 

FP  1.2:G  21/3/974 

12205  Uniform  systems  of  accounts  prescribed  for  public  utilities  and  licen- 

sees, classes  A,  B,  C,  and  D,  subject  to  provisions  of  Federal  power 
act  in  effect  on  Apr.  1,  1973.  1973.  [217]  p.  ([FPC  A-118.])  [Issued 
with  perforations  and  with  3  marginal  index  tabs.]  *  Paper,  $6.05 
(basic  and  supplementary  material  for  indefinite  period);  add  $1.55 
for  foreign  mailing.     •Item  439 

FP  1.7/3:973 

FEDERAL  RAILROAD  ADMINISTRATION,  Transportation  Dept. 
Washington,  DC  20590 

12206  Proceedings,  role  of  U.S.  railroads  in  meeting  nation's  energy  require- 

ments,  conference   held   at   University   of  Wisconsin-Madison,   May 
6-8,    1974    [with    list    of    references].    Oct.    1974.    [2] +  84    p.il.    4" 
[Sponsored  by  Federal  Railroad  Administration  and  Wisconsin  De- 
partment of  Transportation.]  + 

TD3.2:En2 

12207  Test   train   program,   fifth   progress   report   [with   bibliographies].   June 

1973.  cover  title,  viii  +  [2]  +  80  p.il.  4°  (Office  of  Research,  Develop- 
ment, and  Demonstrations;  FRA-ORD&D-75-19.)  [Prepared  by 
ENSCO,  Inc.,  Springfield,  Va.,  under  contract  DOT-FR-20032.]  § 
(Price  upon  application).     •Item  701-B 

TD  3.2:T  68/973 

FEDERAL  REGISTER  OFFICE,  General  Services  Administration 
Washington,  DC  20408 

Code  of  Federal  regulations.  *  Paper,  $350.00  a  yr.,  add  $75.00  for 
foreign  mailing;  single  copies  vary  in  price. 

12208  General  index,   revised    as   of  July   1.   1975.   [1975]   xxv  +  312   p.     'Paper.   $3.05.     •Item 

2  GS  4.108:ind/975 

12209  1.2.    General    provisions,    revised    as    of    Jan.    I.    1976.    2    (reserved)     [1976  1    ri+D4   p. 

[Containing   codification   of   documents   of   general   applicability,    and    future   effect 
as  of  Jan.  I,  1976.  with  ancillaries.l     •  Paper.  $1.40.     •Item  572 

GS  4.108:1,2/^/6 

12210  6.  Economic  stabilization,  revised  as  of  Jan.  I.  1976.  [1976.)  vi  +  52  p.  (Contains  codification 

of   documents   of   general   applicability   and   future   effect   as   of   Jan.   I.   1976.    with 
ancillaries.l     •  Paper.  95c       •Item  572  GS  4.108:6/976 
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12211  7.  Agriculture,  pts.  46-51,  revised  as  of  Jan.  1,  1976.  [1976.]  vi  +  479  p.il.  [Contains  codifica- 

tion  of   documents    of   general   applicability    and    future    effect   as    of   Jan.    1,    1976, 
with  ancillaries.]     *  Paper,  $3.80.      •Item  572 

GS  4.108:7/pt.46-51/976 

12212  7.  Agriculture,  pts.  750-899,  revised  as  of  Jan.  1,  1976.  [1976. [  vi  +  156  p.  [Contains  codifica- 

tion  of   documents    of   general   applicability    and    future   effect   as   of   Jan.    1,    1976, 
with  ancillaries.]     *  Paper,  $1.70.      •Item  572 

GS  4.108:7/pt.750-899/976 

12213  7.   Agriculture,   pt.   981-999,   revised   as  of  January   1,   1976.   [1976.]   vi  +  259   p.   [Contains 

codification   of  documents  of  general  applicability   and   future   effect  as  of  Jan.   1, 
1976,  with  ancillaries.]     *  Paper,  $2.40.      •Item  572 

GS  4.108:7/pt.981-999/976 

12214  7.    Agriculture,    pts.    1000-1059,    revised    as   of   Jan.   1,    1976.    [1976]    vi+514   p.    [Contains 

codification   of  documents  of  general  applicability   and   future   effect  as  of  Jan.  1, 
1976,  with  ancillaries.]     *  Paper,  $4.00.      •Item  572 

GS  4.108:7/pt.l000-1059/976 

12215  8    Aliens  and  nationality,  revised  as  of  Jan.  1,  1976.  [1976.]  vi  +  260  p.il.  [Contains  codifica- 

tion  of   documents    of   general   applicability    and    future   effect   as   of   Jan.   1,   1976, 
with  ancillaries.]     *  Paper,  $2.40.      •Item  572 

GS  4.108:8/976 

12216  10.  Energy,  pt.  200-end,  revised  as  of  Jan.  1,  1975.  [1975.]  vi+322  p.il.  [Contains  codification 

of   documents   of   general   applicability   and   future   effect   as   of   Jan.   1,   1975,   with 
ancillaries.]     *  Paper,  $3.00.     •Item  572 

GS  4.108:10/pt.200-end/975 

12217  12.  Banks  and  banking,  pt.  300-end,  revised  as  of  Jan.  1,  1975.  [1975.]  vi  +  805  p.il.  [Contains 

codification  of  documents  of  general  applicability,  and  future  effect  as  of  Jan.  1, 

1975,  with  ancillaries.]      *  Paper,  $6.40.     •Item  572 

GS  4.108:12/pt.300-end/975 

12218  13.  Business  credit  and  assistance,  revised  as  of  Jan.  1,  1976.  [1976.]  vi  +  457  p.il.  [Contains 

codification   of  documents  of  general  applicability   and   future   effect  as  of  Jan.  1, 

1976,  with  ancillaries.]      *  Paper,  $3.60.     •Item  572 

GS  4.108:13/976 

12219  14.   Aeronautics   and   space,  pts.  60-199,   revised   as  of  Jan.  1,   1975.   [1976.]   vi  +  760  p.il. 

[Contains   codification   of  documents   of  general   applicability   and   future   effect  as 
of  Jan.  1,  1975,  with  ancillaries.]      *  Paper,  $6.10.     •Item  572 

GS  4.108:14/pt.60-199/975 

12220  21.  Food  and  drugs,  pt.  200-299,  revised  as  of  Apr.  1,  1975.  [1975.]  vi  +  124  p.  [Contains 

codification  of  documents  of  general  applicability  and  future   effect  as  of  Apr.  1, 
1975,  with  ancillaries.]     *  Paper,  $1.60.     •Item  572 

GS  4.108:21/pt.200-299/975 

12221  21.  Food  and  drugs,  pts.  500-599,  revised  as  of  Apr.  1,  1975.  [1975.]  vi+403  p.  [Contains 

codification  of  documents  of  general  applicability  and  future  effect  as  of  Apr.  1, 
1975,  with  ancillaries.]     *  Paper,  $3.60.     •Item  572 

GS  4.108:21/pt.500-599/975 

12222  40.    Protection   of   environment,   pts.    50-69,   revised    as   of   July   1,   1975.   [1975.]   vi+880 

p.il.  [Contains  codification  of  documents  of  general  applicability  and  future  effect 
as  of  July  1,  1975,  with  ancillaries.]      *  Paper,  $6.90.     •Item  572 

GS  4.108:40/pt.50-69/975 

12223  41.  Public  contracts  and  property  management,  chap.9,  revised  as  of  Nov.  1,  1975.  [1975.] 

vii  +  396  p.  [Contains  codification  of  documents  of  general  applicability  and  future 
effect  as  of  Nov.  1,  1975,  with  ancillaries.]     *  Paper,  $3.90.     •Item  572 

GS  4.108:41/chap.9/975 

12224  43,44.    Public   lands:   Interior,   pts.   1000-end^   revised   as  of  Oct.   1,   1975,  44   (reserved). 

[1975.]  vi  +  908  p.il.  [Contains  codification  of  documents  of  general  applicability  and 
future  effect  as  of  Oct.  1,  1975,  with  ancillaries.]     *  Paper,  $7.10.     •Item  572 

GS  4.108:43(pt.l000-end),44/975 

12225  45.  Public  welfare,  pts.   100-199,  revised  as  of  Oct.  1,  1975.  [1975.]  vi+866  p.  [Contains 

codification   of  documents  of  general  applicability   and   future   effect  as  of  Oct.  1, 
1975,  with  ancillaries.]     *  Paper,  $6.80.     •Item  572 

GS  4.108:45/pt.l00-199/975 

12226  45.  Public  welfare,  pts.  200-499,  revised  as  of  Oct.  1,  1975.  [1975.]  vi  +  393  p.  [Contains 

codification  of  documents  of  general  applicability   and  future  effect  as  of  Oct.  1, 
1975,  with  ancillaries.]     *  Paper,  $3.55.     •Item  572 

GS  4.108:45/pt.200-499/975 

12227  45.  Public  welfare,  pt.  500-end,  revised  as  of  Oct.  1,  1975.  [1975.]  vi+590  p.il.  [Contains 

codification  of  documents  of  general  applicability   and  future  effect  as  of  Oct.  1, 
1975,  with  ancillaries.]     *  Paper,  $4.90.     •Item  572 

GS  4.108:45/pt.500-end/975 

12228  46.  Shipping,  pts.  41-69,  revised  as  of  Oct.  1,  1975.  [1975.]  vi  +  461  p.il.  [Contains  codification 

of   documents   of   general   applicability   and   future   effect  as   of   Oct.   1,   1975,   with 
ancillaries.]     *  Paper,  $4.40.     •Item  572 

GS  4.108:46/pt.41-69/975 

'"For  Sale  by  Superintendent  of  Documents. 
+  Distribution  Made  by  Issuing  Office 
Page  134  #Not  Available  for  Sale  or  Distribution 


June  1976 

12229  46.  Shipping,  pts.  110-139.  revised  as  of  Oct.  I.  1974.  (1974.)  vi  f  169  p    (Contains  codification 

of    documents    of    general    applicability    and    future    effect    as    of    Oct.    I,    1974.    with 
ancillaries]     •  Paper,  $1 .90.     •Item  572 

GS  4  10846/pt.  110-139/974 

12230  46.  Shipping,  pts    166-199,  revised  as  of  Oct.  1,  1974.  (1974.)  vi  +  260  p   [ConUini  codification 

of    documents    of   general    applicability    and    future    effect    as    of    Oct     I,    1974,    with 
ancillaries]     '  Paper,  $2 .55.     •Item  572 

GS  4. 10846/pt  166-199/974 

12231  47.  Telecommunication,  pis    0 -19.  revised  as  of  Oct.  1,  1975.  (1975]  vi  +  496  p.  (Contains 

codification   of   documents  of  general  applicability   and   future   effect  as  of   Oct    I. 
1975.  with  ancillaries]     •  Paper,  $4.25.     •Item  572 

GS  4  108:47/pt  0-19/975 

12232  47,48.  Telecommunication,  pt.  80-end.  revised  as  of  Oct.  1,  1975,  48.  (reserved)    |I975] 

vi+769   p.    (Contains   codification   of   documents   of   general   applicability    and    future 
effect  as  of  Oct.  I.  1975.  with  ancillaries!     *  Paper.  $5.60.     •Item  572 

GS  4l08:47(pt.80-end).48/975 

12233  49.  Transportation,  pt.  100-199,  revised  as  of  Oct    I,  197V   (1975. |  vi  ♦  959  p.il.  (Contains 

codification   of   documents  of  general  applicability   and   future   effect  as  of  Oct.   I, 
1975,  with  ancillaries. |     •  Paper.  $6.80.     ©Item  572 

GS  4l08:49/pt.l00-199/975 

12234  49.  Transportation,  pts.  200-999,  revised  as  of  Oct.  I,  1975.  (1975  ]  vi-821  pi!    (Contains 

codification   of   documents   of   general   applicability    and   future    effect   as   of   Oct    I. 
1975,  with  ancillaries.)      •  Paper,  $5.90.     •Item  572 

GS  4.108:49/pt. 200-999/975 

12235  49.  Transportation,  pts.  1200-1299,  revised  as  of  Oct.  I,  1975.  (1975]  vi*902  p.  IContains 

codification   of  documents  of  general  applicability   and   future   effect  as  of  Oct.   1, 
1975,  with  ancillaries.]     *  Paper,  $7.65.     •Item  572 

GS  4l08:49/pt.l20O-1299/975 

12236  Protecting  your  right  to  privacy,  digest  of  systems  of  records,  agency 

rules,  research  aids.  [1976.]  [11] +  737  p.  4°     +     •Item  573 

GS  4.107/a:P  939 

12237  Public  papers  of  Presidents  of  United  Sates:  Richard  Nixon,  containing 

public  messages,  speeches,  and  statements  of  the  President,  1973. 
1975.  [l]  +  xlviii+[l]  +  1152  p.  por.  large  8°  [Portrait  is  colored.]  *  Cloth 
,  $16.50  (S/N  022-003-0091 1  -6).     •Item  574-A 

GS  4.113:973 

12238  Public  papers  of  Presidents  of  United  States:  Richard  Nixon,  containing 

public  messages,  speeches,  and  statements  of  the  President,  Jan. 
1-Aug.  9,  1974.  1975.  [l]  +  xxxii+[l]  +  713  p.  por.  large  8°  [Portrait  is 
colored.]     *  Cloth,  $12.30  (S/N  022-003-00912-4).     •Item  574-A 

GS  4.113:974 

FEDERAL  RESERVE  SYSTEM  BOARD  OF  GOVERNORS 
Washington,  DC  20551 

12239  Banking,  what  last  ten  years  may  tell  us  about  next  ten  years,  remarks 

by  Robert  C.  Holland  ,  Member,  before  22d  annual  Bankers  Forum, 
Georgetown  University,  Washington,  D.C.,  Sept.  5,  1975.  [1975.]  [l]  +  25 
p.  4°    # 
V  FR  1.23:H  71/4 

12240  Current  issues  in  development  of  payments  system,  remarks  of  George 

W.  Mitchell  ,  Vice  Chairman,  at  Payments  System  Policy  Conference 
sponsored  by  American  Bankers  Association,  San  Francisco,  Calif., 
Sept.  7-9,1975.  [1975.]  [1]  +  11  p.  4°     # 

F  FR  1.23:M  69/72 

12241  Economic  policy,  some  thoughts  on  long  and  short  of  it,  remarks  of 

Philip  C.  Jackson  ,  jr.,  Member,  to  National  Association  of  State 
Retirement  Administrators,  Gulf  Shores,  Ala.,  Aug.  21,  1975.  [1975.] 

111  +  9  P'4°      *  FR  1.23:,  ,2,2 
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12242  Multi-bank  holding  companies,  dictator  or  servant  to  public  interest, 

remarks  of  Philip  E.  Coldwell  ,  Member,  at  14th  annual  convention 
of  Independent  Bankers  of  Minnesota,  Alexandria,  Minn.,  Aug.  14, 
1975.  [1975.]  [1]  + 16  p.  4°    # 

FR  1.23:C  67 

Regulation  (series). 

12243  D.    Reserves   of   member   banks,   supplement  as   amended   effective   Oct.   16,   1975.   Oct. 

1975.  [2]  p.  4°  + 

FR  1.6:D/970/supp.-8 

12244  H.  Membership  of  State  banking  institutions  in  Federal  Reserve  System,  amendments. 

Nov.  1975.  [4]  p.  4°  + 

FR  1.6:H/952/amdt.-7 

12245  Statement  by  Arthur  F.  Burns  ,  Chairman,  before  Committee  on  Bank- 

ing, Currency,  and  Housing,  House  of  Representatives,  July  24,  1975. 
[1975.]  [l]  +  22  p.  4°     # 

FR  1.23:B  93/20 

12246  Statement  by  Arthur  F.  Burns  ,  Chairman,  before  Senate  Committee 

on  Agriculture  and  Forestry,  Sept.  4,  1975.  [1975.]  [l]  +  7  p.  4°    # 

FR  1.23:B  93/21 

12247  Statement  by  George  W.  Mitchell  ,  Vice  Chairman,  before  Subcommit- 

tee on  Financial  Institutions,  Supervision,  Regulation,  and  Insurance 
of  Committee  on  Banking,  Currency,  and  Housing,  House  of 
Representatives,  Sept.  9,  1975.  [1975.]  [l]  +  6  p.  4°    # 

FR  1.23:M  69/71 

12248  Statement  by  Philip  C.  Jackson  ,  jr.,  Member,  before  Committee  on 

Banking,  Housing,  and  Urban  Affairs,  Senate  ,  Senate,  Sept.  15, 
1975.  [1975.]  [l]  +  5  p.  4°    # 

FR  1.23:J  12 

FEDERAL  SUPPLY  SERVICE,  General  Services  Administration 
Washington,  DC  20405 

Federal  test  method  standard.  [Issued  with  perforations.] 

Note.— Federal  test  method  standards  may  be  purchased  from  the  General  Services  Administra- 
tion, Specifications  Activity,  Printed  Materials  Supply  Division,  Building  197,  Naval  Weapons 
Plant,  Washington,  D.C.  20407.  All  checks  and  money  orders  should  be  made  payable  to  the 
Treasurer  of  the  United  States.  Single  copies  are  available  with-out  charge  at  the  nearest  GSA 
regional  office. 

12249  191.   Textile   test   methods,   Dec.   31,   1968,   Change   notice   5.   July   17,   1974.   [136]   p.il.   4° 

(FSC  8300.)      +     •Item  563 

GS  2.8/7:191/ch.5 

12250  GSA  supply  catalog,  v.l.  Oct.  1975.  cover  title,  lxxxiv  +  415  p.il.  4° 

[Includes  list  of  FSS  publications.]  *  Paper,  $15.50  a  yr.  (including 
basic  manual  and  3  quarterly  supplements);  add  $3.90  for  foreign 
mailing.    •Item  565-B 

GS  2.10/6:975/v.l 

12251  Index  of  Federal  specifications  and  standards.  Jan.  1976.  cover  title, 

iv  +  340  p.  4°  (FPMR  101-29.1.)  [Issued  with  perforations.]  *  Paper, 
$10.75  (basic  and  supplementary  material  for  indefinite  period);  add 
$2.65  for  foreign  mailing.    #Item  565 

GS  2.8/2:976 

12252  Office  excellence,  furniture.  Dec.  1973.  cover  title,  67  + [5]  p.il.  4° 

[Some  illustrations  are  colored.  Last  2  pages  left  blank  for  notes.] 
*  Paper,  $1.65 

GS  2.2:Of  2 
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FEDERAL  TRADE  COMMISSION  Washington,  DC  20580 

12253  Advertising  of  ophthalmic  goods  and  services,  staff  report  and  proposed 

Trade  Regulation  Rule.  Jan.  1976.  cover  title,  [1681  p.  4°  (Division 
of  Special  Projects,  Bureau  of  Consumer  Protection.)     +     •Item  535 

FT  1.2:Op  2 

Consumer  survey  handbook. 

12254  I.  Availability  of  advertised  items  at  advertised  prices    [1975.]  [4] +23+ [18]  p.  [Prepared 

by  Seattle  Regional  Office. 1     •  Paper.  75c      •Item  536-C 

IT  1.8/3:1 

12255  2.  Prescription  drug  prices.  Oct.  1974.  cover  title.  22+  [8]  p.  [Prepared  by  Seattle  Regional 

Office]    +    Federal  Trade   Commission.   2840   Federal   Building.   Seattle.   WA   98174 

•  Item  536-C 

FT  18/3:2 

12256  3.    Price   of   death,    survey   method   and   consumer  guide    for   funerals,   cemeteries,    and 

grave    markers.    Dec.    1975.    [4]+ 35    p.    +[I3)   leaves   (Prepared   by    Seattle    Regional 
Office.]     +    Federal  Trade  Commission,  2840  Federal  Building.  Seattle.  WA  98174. 

•  Item  536-C 

FT  1.8/3:3 

12257  Economic  report  on  food  chain  profits,  staff  report.  July  1975.  [4]  +  42 

p.il.  4°  ([Report  R-6-15-23.])  [Title  on  cover  is  Staff  economic  report 
on  food  chain  profits.]  *  Paper,  $1.15  (S/N  018-000-00177-2).  •Item 
535 

FT  1.2:F  73/4 

12258  Economic  report,  price  and  profit  trends  in  4  food  manufacturing  indus- 

tries, staff  report;  by  Alison  Masson  and  Russell  C.  Parker  .  July 
1975.  viii+59  p.il.  4°  ([Report  R-6-15-25.])  [Title  on  cover  is  Staff 
economic  report,  price  and  profit  trends  in  4  food  manufacturing 
industries.]     *  Paper,  $1.35  (S/N  018-000-00176-4).      •Item  535 

FT  1.2:F  73/5 

12259  Economic  report,  U.S.  sugar  industry,  staff  report;  by  Keith  B.  Ander- 

son ,  Michael  P.  Lynch,  Jonathan  D.  Ogur.  July  1975.  xiii  +  136  p.il. 
4°  ([Report  R-6-15-24.])  [Title  on  cover  is  Staff  economic  report, 
U.S.  sugar  industry.]  *  Paper,  $2.25  (S/N  018-000-00178-1).  •Item 
535 

FT  1.2:Su  3/2 

12260  Report  of  Federal  Trade  Commission  on  rates  of  return  in  selected 

manufacturing  industries,  1963-72.  [1975.]  [2]  +  ii  +  75  p.  4°  *  Paper, 
$1.15  (S/N  018-000-00169-1).     •Item  536-B 

FT  1.21:963-72 

FINE  ARTS  COMMISSION  Washington,  DC  20006 

12261  Bridges  and  city  of  Washington  [with  selected  bibliography;  by]  Donald 

B.  Myer  .  1974.  viii  +  96  p.il.  oblong  8°    *  Paper,  $2.45.     •Item  432 

FA  1.2:B  76 

FISCAL  SERVICE,  Treasury  Dept.  Washington,  DC  20226 

12262  Training  guide  implementing  direct  deposit  program  for  Federal  recur- 

ring payments.  Mar.  1975.  cover  title,  vi  +  104  p.  +[5]  leaves,  il.  4° 
([Operations  Planning  and  Research  Staff.])  [Issued  with  perforations.] 
+      •Item  925-E 

T  63.9:D  44 
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FISH  AND  WILDLIFE  SERVICE,  Interior  Dept.  Washington,  DC 
20240 

Special  scientific  report:  Wildlife  (series). 

12263  179.  Literature  of  California  black  rail  [with  bibliography];  by  Sanford  R.  Wilbur  .  1974. 

(2] +  17  p.il.  4°     (Patuxent  Wildlife   Research  Center,  California  Field  Station,  Ojai, 

Calif.)     *  Paper,  55c.     •Item  614-C 

L.C.  card  74-11315  I  49.15/3:179 

12264  191.  Lethal  dietary  toxicities  of  environmental  pollutants  to  birds  [with  list  of  references]; 

by  Elwood  F.  Hill  ,  Robert  G.  Heath  ,  James  W.  Spann,  and  Joseph  D.  Williams. 
1975.  iv  +  61  p.  4°  (Patuxent  Wildlife  Research  Center,  Laurel,  Md.)  +  •Item  614-C 
L.C.  card  75-619346  I  49.15/3:191 

12265  193.   Birds  imported  into  United   States  in  1972  [with  list  of  literature  cited];  by  Roger 

B.  Clapp  .  1975.  iii+81  p.-  4°  (National  Fish  and  Wildlife  Laboratories,  Division 
of  Cooperative  Research.)     +     •Item  614-C 

I  49.15/3:193 

Technical  papers. 

12266  71-82.  Twelve  papers  on  Lake  Oahe,  North  and  South  Dakota  [with  lists  of  references]. 

1974.  [245]  p.il.  4°     *  Paper,  $3.10.     •Item  615-A 

L.C.  card  75-1219  I  49.68:71-82 

Wildlife  research  report. 

12267  3.  Geographic  variation  in  Myotis  californicus  in  southwestern  United  States  and  Mexico 

[with  list  of  literature  cited];  by   Michael  A.   Bogan   .  1975.  iv  +  31  p.il.     +     •Item 

614-D 

L.C.  card  74-26638  I  49.47/4:3 

12268  4.    Review   of   literature    of   dugong   (Dugong   dugon)   [with  list  of   literature   cited];   by 

Sandra  L.  Husar  .1975.  [2]  + 30  p.il.     +     •Item  614-D 

I  49.47/4:4 

FLIGHT  STANDARDS  SERVICE,  Transportation  Dept.  Washington, 
DC  20553 

12269  Flight    instructor,    glider    written    test    guide    [Pt.    61    revised].    1974. 

[published    1975.]    [l]  +  iv  +  44    p.il.    4°    (AC    61-75.)    *  Paper,    $1.10. 
•Item  431-F-3 

TD  4.408:G  49/2 

FOOD  AND  DRUG  ADMINISTRATION,  Health,  Education,  and 
Welfare  Dept.  Washington,  DC  20201 

12270  Read  label,  set  better  table,  guide  to  nutrition  labeling  from  Food  and 

Drug  Administration.  [1974.]   [2]  p.il.  narrow  f°  folded  into  oblong 
48°  size.  ([DHEW  publication  (FDA)  75-4001.])     +     ©Item  475-G 

HE  20.4008:N  95 

FOOD  AND  NUTRITION  SERVICE,  Agriculture  Dept.  Washington, 
DC  20250 

12271  Food  stamp  certification  handbook,  Aug.  5,  1974.  Aug.  1975.  cover  title, 

[302]  p.il.  4°    (732-1.)  [Includes  change  numbers  1-5.  Issued  with  per- 
forations.]    +     •Item  74-A-4 

A  98.8:St  2 

FOREST  SERVICE,  Agriculture  Dept.  Washington,  DC  20250 

12272  Abstract  bibliography  of  gambel  oak  (Quercus  gambelii  Nutt.);  compiled 

by  L.  E.  Horton  .  Mar.  1975.  [4] +  64  p.il.  4°    (Intermountain  Region, 
Range  Management  Staff,  Ogden,  Utah.)    # 
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12273  Caddo  and  Cross  Timbers  National  Grasslands,  Texas.  [1974.]  1  sheet 

(with  map  on  verso)  il.  oblong  f°  folded  into  narrow  8°  size.  ([Southern 
Region;  9.])  [Map  is  colored.)     # 

A  13.13C  11/4 

12274  Canoeing,    your    Apalachicola-Osceola    and    Ocala    National    Forests. 

Florida.  [1974.]  [2]  p.il.  f°  folded  into  narrow  8°  size.  ([Southern  Re- 
gion; 25.])     # 

A  13.13:Ap  1/4 

12275  Carson  National  Forest.  [1976.]  1  sheet  (with  map  on  verso)  il.  oblong 

f°  folded  into  oblong  32°  size.  (Southwestern  Region.)  [Map  and  illus- 
trations are  colored.]     # 

A  13.13:C  23/2/975 

12276  Development    of    Trout    Pond     Recreation    Area    for    handicapped, 

Apalachicola  National  Forest,  Florida.  [1974.]  cover  title,  17  p.il.  nar- 
row 8°    ([Southern  Region;  16.])  (Page  17  is  p.  3  of  cover.]     # 

A  13.13:Ap  1/5 

12277  Early  forestry  research,  history  of  Pacific  Northwest  Forest  &  Range 

Experiment  Station,  1925-75;  [by  Ivan  Doig  ].  [Jan.  197',.]  cover  title, 
[l]  +  32  +  [3]  p.il.  4°  ([Pacific  Northwest  Forest  &  Range  Experiment 
Station,  Portland,  Oreg.].)     +     •Item  84 

A  i:.G6/2:R  31/2 

12278  Elkhorn  Range  Study  Area,  Wallowa-Whitman  National  Forest,  Baker 

Ranger  District  [Oregon].  [1976.]  [2]  p.il.  oblong  8°  folded  into  narrow 
8°  size.     # 

A  13.13:W  15/5 

Engineering  technical  information  system  EM  (series). 

12279  7320-1.    Aerial   tramways,    ski   lifts,   and    tows,   description   and   terminology.   June   1975. 

x  + 104 +  [2]  p.il.  4°     [Last  2  pages  left  blank  for  notes.)     •  Paper,  $1.80.     •Item  83-C 

A  13.84/2:7320-1 

12280  7700-3.    Smith    River    Highway    Visual    Analysis    study    [with    bibliography].    Feb.    1973, 

reprinted  1975.  ix  + 142 +  [6]  p.il.  4°     [Contract  39-4402]     +     #Item  83-C 

A  13.84/2:7700-3 

Federal  research  natural  areas  in  Oregon  and  Washington,  guidebook 
for  scientists  and  educators,  separates  [with  lists  of  literature  cited]. 
(Pacific  Northwest  Forest  and  Range  Experiment  Station,  Portland, 
Ore.) 

12281  Wheeler  Creek   Research   Natural   Area;  [by]  C.  T.  Dyrness   ,  Jerry   F.   Franklin   .  and 

Chris  Maser.  [1972.]  16  p.il.  4°  [Supplement  no.  1  to  Federal  research  natural  areas 
in  Oregon  and  Washington,  guidebook  for  scientists  and  educators.  Issued  with 
perforations.]  + 

A  13.66/12  a:W  56 

12282  Fire   safety   outdoors.    [Mar.   1975.]   [6]   p.il.   24°    (75-CFFP-15c;   State 

Forester.)  + 

A  13.2:F  51/60 

12283  Forest  and  rangeland  renewable  resources  planning  act  of  1974,  outline 

of  Forest  Service  plans  for  implementing  act.  Feb.  1975.  [5]  +  62  p. 
4°  + 

A  13.2:R  31/10 

Forest  resource  report. 

12284  20.    Outlook   for   timber   in    United    States.   July    1974.    xiii  +  374   p.il.   4°     'Paper.   $3.70. 

•  Item  83 

A  13.50:20/2 

§For  Sale  by  National  Technical  Information  Service, 
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Government  Publications 

12285  Forest  tree  seed  orchards,  directory  of  industry,  State,  and  Federal 

forest  tree  seed  orchards  in  United  States.  Oct.  1974.  [l]  +  iii  +  33  p. 

4°     # 

A  13.2:Se  3/5/974 

12286  Forestry  schools  in  United  States.  [Revised  Jan.  1974,  slightly  revised 

May  1975.]  [1975.]  32  p.il.  narrow  8°  (FS-9.)     *  Paper,  40c.    •Item 
84 

A  13.2:Sch  6/975 

General  technical  report  INT-(series).  (Intermountain  Forest  and  Range 
Experiment  Station,  Ogden,  Utah.) 

12287  INT-17.  Snow  cache  seedling  storage,  successful  systems;  by  Allen  Dahlgreen  ,  Russell 

A.  Ryker  ,and  David  L.  Johnson.  Nov.  1974.  [4]  +  12  p.il.  4°  + 

A  13.88:INT-17 

General  technical  report  NE-(series).  (Northeastern  Forest  Experiment 
Station,  Upper  Darby,  Pa.) 

12288  NE-10.  Avoid  problem  spoils  through  overburden  analysis  [with  list  of  literature  cited]; 

by  Thomas  L.  Despard  .  1974.  cover  title,  4  p.il.  4°  [Text  on  p.  2-3  of  cover. 
Abstract  cards  inserted.]  + 

A  13.88:NE-10 

General  technical  report  PNW-(series).  (Pacific  Northwest  Forest  and 
Range  Experiment  Station,  Portland,  Oreg.) 

12289  PNW-19.   Behavior  of  pesticides   in   plants   [with   list  of   literature   cited;  by]   Logan   A. 

Norris  .  1974.  cover  title,  6  p.  4°  [Paper  presented  at  symposium,  Environment 
and  Physiologic  Chemodynamics,  Environmental  Health  Sciences  Center,  Oregon 
State  University,  Corvallis,  Jan.  9,  1969.]  + 

A  13.88:PNW-19 

12290  PNW-20.    Helicopters   for  logging,   characteristics,   operation   and   safety   considerations 

[with  list  of  literature  cited;  by]  P.  M.  Stevens  and  Edward  H.  Clarke  .  1974. 
cover  title,  16  p.il.  4°     [Text  on  p.  2  of  cover.]  + 

A  13.88:PNW-20 

General  technical  report  PSW-(series).  (Pacific  Southwest  Forest  and 
Range  Experiment  Station,  Berkeley,  Calif.) 

12291  PSW-1.   Xylem   resin   in   resistance   of  pinaceae   to   bark   beetles   [with   list  of  literature 

cited  by];  Richard  H.  Smith  .  1972.  7  p.  4°  + 

A  13.88:PSW-1 

12292  PSW-2.  Wilderness  management,  computerized  system  for  summarizing  permit  informa- 

tion [with  list  of  literature  cited;  by]  Gary  H.  Eisner  .  1972.  8  p.  4°  + 

A  13.88:PSW-2 

12293  PSW-7.   Can    southern   California   wildland    conflagrations   be    stopped?;    [by]    Clive    M. 

Countryman    .   1974.   cover  title,   [2] +  11  p.   4°     [Page   11  printed   on   p.   3   of  cover.) 

A  13.88:PSW-7 

General  technical  report  SO-(series).  (Southern  Forest  Experiment  Sta- 
tion, New  Orleans,  La.) 

12294  SO-2.   Pine   nutrition   in   West  Gulf  Coastal  Plain,   status  report  [with  list  of  literature 

cited;  by]  Eugene  Shoulders  and  W.  H.  McKee  ,  jr.  1973.  cover  title,  26+[l]  p. 
4°     [Table  of  contents  on  p.  2  of  cover.]  + 

A  13.88:SO-2 

12295  SO-4.  Annotated  bibliography  of  carpenterworm,  Prionoxystus  robiniae;  by  J.  D.  Solomon 

and  C.  J.  Hay.  1974.  cover  title,  13  +  [1]  p.  4°  + 

A  13.88:SO-4 

12296  SO-5.  Annotated  guide  to  training  aids  in  wood  products  protection;  [by]  Terry  L.  Ambur- 

gey  ,  Lonnie  H.  Williams,  and  Raymond  H.  Beal.  1974.  cover  title,  16  p.  4° 
[Contents  on  p.  2  of  cover.  Abstract  on  p.  3  of  cover.]  + 

A  13.88:SO-5 

12297  Gros  Ventre  Ranger  District,  Teton  National  Forest,  Wyoming  [map]. 

1967.  16  x  21  in.  [Scale  3/8  in.  ..  1  mi.]  + 

A  13.28:G  91 
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12298  History    of   smokejumping.    [Apr.    1,    1974.]    cover   title,    36    p.il.    4 

(Northern  Region,  [Missoula,  Mont.].)  [Text  on  p.  4  of  cover.] 
# 

A  13.2:Sm  7/4/974 

12299  Jefferson  National  Forest,  Virginia.  (1974.)  1  sheet  (with  map  on  verso) 

il.  oblong  f°  folded  into  narrow  8°  size.  ([Southern  Region;  27.]) 
[Map  and  illustrations  arc  colored.]     # 

A  I3J3:J  35/4 

12^00  Loa   Ranger  District,   Fishlake   National   Forest,   Utah   [map].   1964.   21 
x  16  in.  [Scale  3  in.  ..  6  mi.]  + 

A  13.28:L78 

12301  Lower  Minam  Study  Area,  Wallowa-Whitman  National  Forest  [Oregon]. 

[1976.]  [2]  p.il.  oblong  8°  folded  into  narrow  8°  size.  (Pacific  Northwest 
Region.)     # 

A  13.13:W  15/4 

12302  Man's  best  friend,  tree.  [1976.]  [6]  p.il.  narrow  8°    ([Northeastern  Forest 

Experiment  Station,  Upper  Darby,  Pa.])     # 

A  13.42/2:T  71/3 

Managing  your  woodland,   how   to  do   it  guides.   (Pacific   Northwest 
Region,  State  and  Private  Forestry,  Portland,  Oreg.) 

12303  8.   Christmas    tree    harvesting   and    marketing   for   Pacific    Northwest   growers;   prepared 

by  Bernard  S.  Douglass  .  Revised  April  1971.  [1971]  20  p.il  4°     # 

A  13.36/3:8/2 

12304  Monongahela  National  Forest,  Elkins,  W.  Va.  [1975.]  1  sheet  (with  map 

on  verso)  il.  oblong  large  8°  folded  into  narrow  24°  size.  [Map  and 
illustrations  are  colored.]     # 

A  13.13:M  75/3/975 

12305  Newberry  Crater  of  Central  Oregon,  Deschutes  National  Forest.  [1976.] 

[10]  p.il.  narrow  8°    (Pacific  Northwest  Region.)     # 

A  13.13:D  45/11 

12306  Olympic  National  Forest.  [1972.]  1  sheet  (with  map  on  verso)  il.  oblong 

f°  folded  into  narrow  12°  size.  [Map  and  some  illustrations  are 
colored.]     # 

A  13.13:01  9/2/972 

12307  Ouachita  National  Forest,  Arkansas-Oklahoma.  [1974.]  1  sheet  (with  map 

on  verso)  il.  oblong  f°  folded  into  narrow  8°  size.  ([Southern  Region; 
11.])  [Map  and  illustrations  care  colored.]     # 

A  13.13:Ou  1/3/974 

12308  Proposal,    Big    Blue    Wilderness,    Courthouse    Mountain    Wilderness, 

Dolores  Peak  Wilderness,  Mount  Sneffels  Wilderness,  Mount  Wilson 
Wilderness,  San  Juan  and  Uncompahgre  National  Forests,  Colorado. 
[1975.]  [304]  p.il.  4  maps  in  pockets,  4°  (Rocky  Mountain  Region. 
Denver,  Colo.)  [Maps  on  p.  3-4  of  cover.  Maps  are  colored.]     # 

A13.2:C72/2 

12309  Reaction  of  alkylene  oxides  with  wood;  by  Roger  M.  Rowell  .  [1975.] 

116-124  p.  (Forest  Products  Laboratory.)  [Approved  technical  article. 
8.]     +     #Item  84 

A  13.27/2:Ox  3 
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GOVERNMENT  PUBLICATIONS 

Research  note  INT-(series).  (Intermountain  Forest  and  Range  Experi- 
ment Station,  Ogden,  Utah.) 

1 2"*  1 0  INT-I9I.  Site  index  and  maximum  gross  yield  capability  equations  for  ponderosa  pine 
in  Black  Hills  [with  list  of  literature  cited;  by)  David  W.  Hann  .  Feb.  1975.  5 
p.  4°  4 

A  13.79:INT-19I 

Research  note  NC-(series).  (North  Central  Forest  Experiment  Station, 
St.  Paul,  Minn.) 

12311  NC-158.  Fertilizing  and  thinning  maple  poles,  preliminary  results  [with  list  of  literature 

cited;  [by  Douglas  M.  Stone  and  Donald  R.  Christensonj.  [1974.)  4  p.  4°  + 

A  13.79:NC-158 

12312  NC-159.   Planting  technique  and  care  of  stock  affect  survival  of  planted  red   pine;  [by 

John  H.  Cooley  ].  [1974.]  4  p.il.  4°  + 

A  13.79:NC-159 

12313  NC-174.   Weight-volume    relationships   of   aspen   and    winter-cut   black   spruce   pulpwood 

in  northern  Minnesota  [with  list  of  literature  cited;  by]  David  C.  Lothner  ,  Richard 
M.  Marden  [and]  Edwin  Kallio.  1974.  4  p.il.  4°  + 

A  13.79:NC-174 

Research  note  NE-(series).  (Northeastern  Forest  Experiment  Station, 
Upper  Darby,  Pa.) 

12314  NE-183.    Simple    and    inexpensive   pulsing   device   for   data-recording   cameras   [with   list 

of  literature  cited;  by  David  L.  Sonderman  ].  1973.  4  p.il.  4°  + 

A  13.79:NE-183 

Research  note  PNW-(series).   (Pacific  Northwest  Forest  and  Range 
Experiment  Station,  Portland,  Oreg.) 

12315  PNW-217.   Chemical  characteristics  of  some  forest  and  grassland   soils  of  northeastern 

Oregon:   2,   Progress   in  defining  variability   in  Tolo  and   Klicker  soils  [with  list  of 
literature  cited];  by  J.  Michael  Geist  .  Jan.  1974.  15  p.il.  4°  + 

A  13.79:PNW-217 

12316  PNW-220.  High  yields  from  100-year-old  ponderosa  pine  by  James  W.  Barrett  and  Richard 

P.  Newman  .  Mar.  1974.  12  p.il.  4°  + 

A  13.79:PNW-220 

Research  note  PSW-(series).  (Pacific  Southwest  Forest  and  Range  Ex- 
periment Station,  Berkeley,  Calif.) 

12317  PSW-233.   Damage   to    knobcone    X    Monterey   pine   hybrids   and    parents   by    red   band 

needle   blight   in   California   redwood   sites;   [by]   Kenneth   N.   Boe   .   1971.  6  p.il.  4° 
+ 

A  13.79:PSW-233 

12318  PSW-235.  Contact  toxicity  of  40  insecticides  tested  on  pandora  moth  larvae;  [by]  Robert 

L.  Lyon  .  1971.  4  p.il.  4°  + 

A  13.79:PSW-235 

12319  PSW-248.  Variability  of  germination  in  digger  pine  in  California;  [by]  James  R.  Griffin 

.  1971.  5  p.il.  4°  + 

A  13.79:PSW-248 

12320  PSW-255.  Toxicity  of  stabilized  and   unstabilized  pyrethrins  applied  to  western   spruce 

budworm;  [by]  Robert  L.  Lyon  ,  Jacqueline  L.  Robertson  .  1971.  5  p.il.  4°  + 

A  13.79:PSW-255 

12321  PSW-271.   More   California-poppy   in   stubble   field   than   in   old   field   [with   bibliography; 

by]   Raymond   D.   Ratliff   ,   Stanley   E.   Westfall,   Richard   W.   Robarts.   1972.  4  p.il. 
4°  + 

A  13.79:PSW-271 

12322  PSW-275.    Forest   tree    improvement   in   California,    1970;    [by]   M.   Thompson   Conkle 

1972.  4  p.il.  4°  + 

A  13.79:PSW-275 

12323  PSW-295.   Effects  of   spacing  on   loblolly   pine   in   Hawaii  after  II  years;   [by]  Craig  D. 

Whitesell  .  1974.  4  p.il.  4°  + 

A  13.79:PSW-295 

Research  paper  INT-(series).  (Intermountain  Forest  and  Range  Experi- 
ment Station,  Ogden,  Utah.) 

12324  INT-160.  Lodgepole  pine  logging  residues,  management  alternatives  [with  list  of  literature 

cited;   by]    Robert    Benson    .   Nov.   1974.    [4]  + 28   p.il.   4°     [Prepared   in   cooperation 
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Abstract  cards  inserted  ]    • 

A  13  7K  IN  I    I". 

Resource  bulletin  INT  (series).  (Intermountain  Forest  and  Range  I  n 
periment  Station,  Ogden,  Utah.) 

12325  INT-11.    Descriptive    I  Daly  III   of    Montana  s    forest   resources   |v*ith   list   of   literature   cited. 

by  1   Dennis   I      Schweitzei    .    Robert    I      Hcnson    .    Richard   J     McConncn    Jan     tfJi 
(7]  +  100  *■  |l|  p  il    map  in  pocket,  4°     (Text  on  p    2  of  cover   Map  is  colored. |  ♦ 

A  HKO  INT-II 

itm  RPA,  Nation's  renewable  resources,  assessment,  1975,  as  required  by 
Forest  and  rangeland  renewable  resources  planning  act  of  1974.  [Jan 
1976.]  cover  title,  xii  +  345  p.il.  4°     +     #Item  84 

A  13.2:R  31/11 

12327  Shining  Rock  Wilderness,  Pisgah  National  Forest,  N.C.  [1973.]  1  sheet 

(with  map  on  verso)  il.  oblong  f°  folded  into  narrow  16°  size.  (Southern 
Region.)  [Map  is  colored]     # 

A  13.13:P67/4 

12328  Silviculture    is    growing    trees.    [June    1975.]    cover   title,    8    p.il.    4° 

([Northeastern  Area  State  and  Private  Forestry,  North  Central  Forest 
Experiment  Station,  Northeastern  Forest  Experiment  Station.])  [Text 
on  p.  3  of  cover.]     *  Paper,  55c.  (S/N  001-001-00402-2). 

A  13.2:Si  3 

12329  Snow  machines.  [1975.]  [2]  p.il.  f°  folded  into  narrow  8°  size.     # 

A  13.2:Sn  6/3 

12330  Sumter  National   Forest,   Edgefield   and   Long  Cane   Districts,   South 

Carolina.  [1974.]  1  sheet  (with  map  on  verso)  il.  oblong  f°  folded 
into  narrow  8°  size.  ([Southern  Region;  23.])  [Map  and  some  illustra- 
tions are  colored.]     # 

A  13.13:Su  6/3 

12331  Sumter  National  Forest,  Enoree  and  Tyger  Districts,  South  Carolina. 

[1974.]  1  sheet  (with  map  on  verso)  il.  oblong  f°  folded  into  narrow 
8°  size.  ([Southern  Region;  22.])  [Map  and  some  illustrations  are 
colored.]    # 

A  13.13:Su  6/2 

12332  Tips  for  forest  photographers,  how  to  take  usable  pictures,  and  why; 

[by  R.  W.  Neelands  ].  [1974.]  cover  title,  33  p.il.  4°  (Southern  Re- 
gion.) [Page  33  is  p.  3  of  cover.  Text  on  p.  2  of  cover.]     # 

A13.2:P56 

12333  Twin  Falls  Ranger  District,  Sawtooth  National  Forest,  Idaho,  Utah, 

and  Nevada  [map].  1970.  21  x  17  in.  [Scale  1  1/2  in.  ..  4  mi.  Compiled 
from  Forest  Service  planimetric  maps,  Geological  Survey,  and  Army 
Map  Service  topographic  maps.]  + 

A  13.28:T  92 

12334  Wilderness  ethic;   by   Peter  Dobrovolny   .   [1976.]  [12]   p.il.   narrow  8° 

[Prepared  jointly  for  use  in  Maroon  Bells-Snowmas  Wilderness  by 
Roaring  Fork  Group  of  Sierra  Club  and  White  River  National  Forest.] 

A  13.2:W  64/7 

12335  Youth  Conservation  Corps.  [1975.]  [24]  p.il.  4°    (Southern  Region.) 

#  A13.2:Y8 
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GENERAL  ACCOUNTING  OFFICE  Washington,  DC  20548 

Audit  standards  supplement  series;  by  Comptroller  General  of  United 
States. 

12336  6.   Air   pollution   control   program,   Sassafras   County,   Md.   1975.   cover  title,   iv  +  [3]  +  5C 

p.  [Illustrative  report  prepared  in  accordance  with  GAO  audit  standards.]  *  Paper 
85c.  (S/N  2000-00128).     •Item  544-B 

GA  1.19:6 

12337  General  Accounting  Office  publications  [list],  v. 8,  no. 2.  Dec.  31,  1974 

cover  title,  55  p.     +     #Item  546-E 

GA  1.16/3:8/2 

12338  General  Accounting  Office  publications  [list],  v.9,  no.l.  June  30,  1975 

cover  title,  76  p.     +     •Item  546-E 

GA  1.16/3:9/1 

12339  General  Accounting  Office,  answers  to  frequently  asked  questions.  Jan 

1976.  vi+42  p.     +     •Item  545 

GA  1.2:0  28/2/976 

12340  Operating  budgets,  practical  approach.  Nov.  1975.  cover  title,  [l]  +  27 

p.    (Joint   Financial   Management   Improvement   Program.)     *  Paper, 
55c.  (S/N  020-000-00131-3).     •Item  545 

GA  1.2:B  85 
Report  by  Comptroller  General  of  United  States.  +  Paper,  each,  $1.00 
(write:  GAO,  Box  1020,  DC  20013).  Free  to  Members  of  Congress, 
Congressional  committee  staff,  government  officials,  college  libraries, 
faculty  and  students,  non-profit  organizations  (write:  GAO,  441  G 
st.  NW,  DC  20548). 

12341  Air  Force  should  review  contracting  out  for  services  at  McGuire  Air  Force  Base,  Depart- 

ment of  Air  Force.  Nov.  5,  1974.  [2]  +  19  leaves,  4°     (B-158685.) 

GA  1.13:C  76/43 

12342  Charges  made  by  National  Federation  of  the  Blind  against  National  Accreditation  Council 

for  Agencies  Serving  the  Blind  and  Visually  Handicapped,  Department  of  Health, 
Education,  and  Welfare.  Sept.  27,  1974.  cover  title,  [6]  +  vi  +  88  p.  4°  (B-176886.) 
[Report  to  Select  Subcommittee  on  Education,  Committee  on  Education  and  Labor, 
House  of  Representatives.] 

GA  1.13:B  61 

12343  Costly  requirements  for  certain  control  towers,  navigation  aids,  and  airport  lights,  Federal 

Aviation  Administration,  Department  of  Transportation.  Dec.  10,  1974.  cover  title, 
[4]  +  iii  +  38  p.il.  4°     (B-164497.) 

GA  1.13:C  76/44 

12344  Department  of  Labor's  practice  of  obtaining  labor  union  comments  in  making  certifica- 

tions required  by  Consolidated  farm  and  rural  development  act,  Department  of 
Agriculture,  Department  of  Labor.  Dec.  16,  1974.  [43]  leaves,  4°     (B-114873.) 

GA  1.13:L  11/3 

12345  Fire  damage  at  Military  Personnel  Records  Center,  St.  Louis,  Mo.,  and  fire  protection 

at  other  GSA  records  centers,  General  Services  Administration.  Oct.  9,  1974.  cover 
title,  [4]  +  iii+28  p.il.  4°  (B-125617.)  [Report  to  Government  Activities  Subcommittee, 
Committee  on  Government  Operations,  House  of  Representatives.] 

GA  U3:F  51/8 

12346  How  solar  energy  was  treated  in  AEC  chairman's  report,  Nation's  energy  future.  Oct. 

18,  1974.  [4]  +  iii+[l]+36  leaves,  4°     (B-178205.) 

GA  1.13:At  7/12 

12347  Independent  research  and  development  allocations  should  not  absorb  costs  of  commercial 

development  work,  Department  of  Defense.  Dec.  10,  1974.  [5]  +  iv  +  52  leaves,  il. 
4°     (B-164912.)  [Report  to  Congress.] 

12348  [This  entry  number  not  used.] 

GA  1.13:In  2/19 

12349  Joint  financial  management  improvement  program,  annual  report  for  1973.  July  16,  1974. 

cover  title,  2  +  15  p.il.  4°     (B-84260.) 

GA  1.13 :F  49/12/973 

12350  Need  to  reevaluate  proposed  relocation  of  Navy's  Fleet  Missile  Systems  Analysis  and 

Evaluation  Group,  Department  of  Defense.  Nov.  1,  1974.  cover  title,  [5]  +  ii  +  40  leaves, 
il.  4°     (B-168700.) 

GA  1.13:M  69/25 
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12351  Out-of-city    travel,    Department   of    Human    Resources.    Public    School    System.    District 

of  Columbia.  Dec.  4.  1974.  [1]  t  47  leaves.  4°     (B  118638  ) 

GA  1  ! 

12352  Problems  and   progress  of  U.S.   Army   Materiel  Command's  automated  data  processing 

service  center  concept.  Department  of  Army.  Oct  9,  1974  cover  title,  [4]+iii+47 
p.il.  4°     (B-178806.) 

GA  l.l3:Au  8/43 

12353  FGMSD-75-31.   Need   for  improvements  in  automated   payroll  system  of  Department  of 

Housing  and  Urban  Development  June  18,  1975  cover  title,  |4]  +  iv  +  30  p.  4°  ([B- 
115363.]) 

GA  1.I3FGMSD-75-3I 

12354  FPC-75-104.   Impact  of  all-volunteer   Army   on  discipline,   troop  training,  and   personnel 

use  at  Fort  Compbell,  Ky.,  Department  fo  Army.  Jan.  14.  1975.  cover  title,  12  leaves, 
il.  4°     ([B-177952.]) 

GA  1  13:FPC-75I04 

12355  FPCD-75-153.  Navy  actions  related   to  Philadelphia's  efforts  to  collect  delinquent  wage 

taxes  from  Naval  Shipyard  employees.  May  12,  1975.  cover  title,  4+|l|  +  IO  leaves. 
4°     ([B-104553D 

GA  1.13:FPCD-75-153 

12356  FPCD-76-30.  Decision  to  close  Milwaukee,  Wis.  branch  office  and  merge  its  functions 

with  Chicago,  111.,  branch  office,  Defense  Contract  Audit  Agency.  Dec  22.  1975. 
3  leaves,  4°  (B-172707.)  (Report  to  Honorable  I.es  Aspin.  David  Obey.  Henry  Reuss, 
Clement  Zablocki,  House  of  Representatives] 

GA  1.13:FPCD-76-30 

12357  GGD-75-60.   Revenue   sharing   and   local  government   modernization,   conference   report, 

Apr.  17,  1975.  cover  title.  ii+[2]  +  26l  p.  4° 

GA  l.l3:GGD-75-60 

12358  GGD-75-72.  Services  for  special  beneficiaries,  costs  not  being  recovered.  United  States 

Customs  Service,  Department  of  Treasury.  Mar.  10,  1975.  [2]  + 15  leaves,  4°  ((B- 
114898.]) 

GA  1.13:GGD-75-72 

12359  ID-75-81.  Review  and  evaluation  of  Office  of  Inspector  General  of  Foreign  Assistance. 

Department  of  State.  July  25,  1975.  cover  title,  [4]  +  iii+49  p.  4°  ([B-134192.])  [Report 
to  Committee  on  International  Relations,  House  of  Representatives.] 

GA  l.l3:ID-75-8l 

12360  LCD-75-218.  Improvements  needed  in  controls  and  accounting  for  ground  vehicle  petrole- 

um. Department  of  Army.  May  20,  1975.  [2]  +  18  leaves.  4°     ([B-163928.]) 

GA  l.l3:LCD-75-218 

12361  LCD-75-431.   Single    manager  needed   to   obtain   cost   and   fuel   savings   in   spectrometry 

oil  analysis  program.  Department  of  Defense.  Aug.  27,  1975.  cover  title,  [4]  +  iii  +  51 
p.il.  4° 

GA  l.l3:LCD-75-431 

12362  MWD-75-64.  Need  for  regulating  food  salvage  industry  to  prevent  sales  of  unwholesome 

and   misbranded   foods   to  public.   Department  of  Health,   Education,   and  Welfare, 
Department   of    Agriculture.    May    20.    1975.   cover   title,    [3]  +  iv  +  35    leaves   il.   4° 
[Illustrations  are  colored.] 

GA  1.13MWD-75-64 

12363  MWD-76-2.  Need   for  more   uniform   application  of  presumptive  disability   provision  of 

Supplemental  Security  Income  program.  Social  Security  Administration.  Department 
of  Health,  Education,  and  Welfare.  Oct.  16.  1975.  cover  title.  [4]  +  ii  +  17  p.il.  4° 
([B-16403K4).]) 

GA  U3:MWD-76-2 

12364  PSAD-76-51.  Investigation  of  procurement  of  foreign  and  domestic  petroleum  products. 

Department  of  Defense.  Dec.  29,  1975.  18  +  2  leaves,  4°  (B-178205.)  [Report  to 
Honorable  William  Proxmire,  Chairman,  Subcommittee  on  Priorities  and  Economy 
in  Government,  Joint  Economic  Committee.) 

GA  1.13. PSAD-76-51 

12365  RED-75-325.  Operating  cost  and  environment  radiation  monitoring  at  Shippingport  Atomic 

Power  Station,  Atomic  Energy  Commission.  Jan.  13,  1975.  cover  title.  [3]+ii+31 
leaves,  il  4°  ([B-I64I05.D 

GA  1.13:RED-75-325 

12366  RED-75-349.  Comparative  costs  of  Department  of   Housing  and   Urban   Development's 

sections  8  leasing  and  236  rental  housing  programs.  Apr  1,  1975.  [2]  +  3  +  [l]  +  52  leaves, 
il.  4°  ([B-171630.])  [Report  to  Subcommittee  on  HUD-Independent  agencies.  Commit- 
tee on  Appropriations,  House  of  Representatives] 

GA  l.!3:RED-75-349 

12367  RED-75-361.  Comments  on  Energy  Research  and  Development  Administration's  proposed 

arrangement  for  Clinch  River  Breeder  Reactor  Demonstration  plant  project.  Apr 
4,  1975.  cover  title,  2  +  [l]+14  leaves  .  4°  ([B-164105.])  [Report  to  Joint  Committee 
on  Atomic  Energy.  Congress  of  United  States] 

GA  l.l3:RED-75-361 
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12368  RED-75-363.  Economic  and  environmental  aspects  of  proposed  William  L.  Springer  pro- 

ject, Illinois,  Corps  of  Engineers  (Civil  functions).  Department  of  Army.  Apr.  18, 
1975.  cover  title,  [3]+iii  +  27  p.il.  4°     ([B-177466.]) 

GA  1.13:RED-75-363 

12369  RED-75-365.  Controlling  radiation  hazard   from   uranium   mill  tailings,   Energy   Research 

and  Development  Administration,  Nuclear  Regulatory  Commission.  May  21,  1975. 
cover  title,  [41]  +  v  +  30  p.  4°     [Report  to  Congress.] 

GA  1.13:RED-75-365 

12370  RED-75-374.    Federal    investigations    into    certain    health,    safety,    quality    control,    and 

criminal  allegations  at  Kerr-McGee  Nuclear  Corporation.  May  30,  1975. 
[4]  +  iii  +  61]  +  22  leaves,  4°  ([B-157767.])  [Report  to  Subcommittee  on  Reports,  Account- 
ing, and  Management,  Committee  on  Government  Operations,  United  States  Senate  ] 

GA  1.13:RED-75-374 

12371  RED-75-387.   Economic   benefits  and   costs  of  Dickey-Lincoln   Hydroelectric   project  in 

Maine,  Corps  of  Engineers,  (Civil  functions),  Department  of  Army.  June  19,  1975. 
[52]  leaves,  il.,  maps,  4°  ([B-181837.]) 

GA  1.13:RED-75-387 

GEOLOGICAL  SURVEY,  Interior  Dept.  Reston,  VA  22092 

12372  Analog  model  study  of  ground-water  basin  of  upper  Coachella  Valley, 

Calif,  [with  list  of  selected  references];  by  Stephen  J.  Tyley  .  Menlo 
Park,  Calif.,  Jan.  28,  1971.  v  +  89  p.il.  4°  (Water  Resources  Division.) 
[Open-file  report.  Prepared  in  cooperation  with  Desert  Water  Agency 
and  Coachelle  Valley  County  Water  District.]     # 

1 19.2.C  63/9 

12373  Building  stones  of  our  Nation's  Capital.  [1975.]  44  p.il.  (USGS:  INF- 

74-35.)  [Illustrations  are  colored.]  *  Paper,  $1.15  (S/N  024-001-02707- 
1).     •Item  621 

1 19.2:C  17 

Bulletin. 

12374  1329.   Lithology   and   uranium   potential  of  Jurassic  formations  in  San  Ysidro-Cuba  and 

Majors  Ranch  areas,  northwestern  New  Mexico  [with  list  of  references  cited];  by 
Elmer  S.   Santos   .   1975.   iii  +  22  p.il.   2  maps  in  pocket,  4°     [One   map  is  colored.] 
*  Paper,  $1.60.     •Item  620 
L.C.  card  74-22091  I  19.3:1329 

12375  1395-B.  Revision  of  type  Mankomen  formation  (Pennsylvanian  and  Permian),  Eagle  Creek 

area,  eastern  Alaska  Range,  Alaska  [with  list  of  references];  by  Donald  H.  Richter 
and  J.  Thomas  Dutro  ,  jr.  1975.  iii+25  p.il.  [Contributions  to  stratigraphy.]     *  Paper, 
65c.     •Item  620 
L.C.  card  74-31194  I  19.3:1395-B 

12376  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  legio:,  19  (Alaska).  1974  edition  [1975, 
published  1976.]  cover  title,  [67]  p.  oblong  8°  (Office  of  Water  Data 
Coordination.)  [Map  of  United  States  showing  OWDC  map  numbers 
and  water  resources  regions  on  p.  2  of  cover.]     +     #Item  621 

1 19.42/5:19/974 

12377  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  18  (California).  1974  edition 
[1975,  published  1976.]  cover  title,  [306]  p.  oblong  8°  (Office  of  Water 
Data  Coordination.)  [Map  of  United  States  showing  OWDC  map  num- 
bers and  water  resources  regions  on  p.  2  of  cover.]     +     #Item  621 

1 19.42/5:18/974 

12378  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  21  (Caribbean).  1974  edition 
[1975,  published  1976.]  cover  title,  [55]  p.  oblong  8°    (Office  of  Water 
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Data  Coordination.)  [Map  of  United  States  showing  OWDC  map  num- 
bers and  water  resources  regions  on  p.  2  of  cover.)     +     •Item  621 

I  19.42/5:21/974 

12379  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  16  (Great  Basin).  1974  edition 
[1975,  published  1976.)  cover  title,  [103]  p.  oblong  8°  (Office  of  Water 
Data  Coordination.)  [Map  of  United  States  showing  OWDC  map  num- 
bers and  water  resources  regions  on  p.  2  of  cover.]     +     •Item  621 

I  19.42/5:16/974 

12380  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  15  (lower  Colorado).  1974  edition 
[1975,  published  1976.]  cover  title,  [85]  p.  oblong  8°  (Office  of  Water 
Data  Coordination.)  [Map  of  United  States  showing  OWDC  map  num- 
bers and  water  resources  regions  on  p.  2  of  cover.]     +     •Item  621 

I  19.42/5:15/974 

12381  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  08  (lower  Mississippi).  1974 
edition  [1975,  published  1976.]  cover  title,  [182]  p.  oblong  8°  (Office 
of  Water  Data  Coordination.)  [Map  of  United  States  showing  OWDC 
map  numbers  and  water  resources  regions  on  p.  2  of  cover.]  + 
•Item  621 

I  19.42/5:08/974 

12382  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  10  (Missouri  basin).  1974  edition 
[1975,  published  1976.]  cover  title,  [267]  p.  oblong  8°  (Office  of  Water 
Data  Coordination.)  [Map  of  United  States  showing  OWDC  map  num- 
bers and  water  resources  regions  on  p.  2  of  cover.]     +     •Item  621 

I  19.42/5:10/974 

12383  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  17  (Pacific  Northwest).  1974 
edition  [1975,  published  1976.]  cover  title,  [317]  p.  oblong  8°  (Office 
of  Water  Data  Coordination.)  [Map  of  United  States  showing  OWDC 
map  numbers  and  water  resources  regions  on  p.  2  of  cover.]  + 
•Item  621 

I  19.42/5:17/974 

12384  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  13  (Rio  Grande).  1974  edition 
[1975,  published  1976.]  cover  title,  [83]  p.  oblong  8°  (Office  of  Water 
Data  Coordination.)  [Map  of  United  States  showing  OWDC  map  num- 
bers and  water  resources  regions  on  p.  2  of  cover.]     +     •Item  621 

I  19.42/5:13/974 

12385  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  09  (Souris-Red-Rainy).  1974  edi- 
tion [1975  ,  published  1976.]  cover  title,  [67]  p.  oblong  8°  (Office 
of  Water  Data  Coordination.)  [Map  of  United  States  showing  OWDC 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  147 


Government  Publications 

map  numbers  and  water  resources  regions  on  p.  2  of  cover.  ]+ 
•Item  621 

I  19.42/5:09/974 

12386  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  06  (Tennessee).  1974  edition 
[1975,  published  1976.]  cover  title,  [139]  p.  oblong  8°  (Office  of  Water 
Data  Coordination.)  [Map  of  United  States  showing  OWDC  map  num- 
bers and  water  resources  regions  on  p.  2  of  cover.]     +     •Item  621 

1 19.42/5:06/974 

12387  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  14  (Upper  Colorado).  1974  edi- 
tion [1975,  published  1976.]  cover  title,  [89]  p.  oblong  8°  (Office 
of  Water  Data  Coordination.)  [Map  of  United  States  showing  OWDC 
map  numbers  and  water  resources  regions  on  p.  2  of  cover.l  + 
•Item  621 

1 19.42/5:14/974 

12388  Catalog  of  information  on  water  data,  station  listings  for  pt.  A,  Stream- 

flow  and  stage;  pt.  B,  Quality  of  surface  water;  pt.  C,  Quality  of 
ground  water,  water  resources  region  07  (Upper  Mississippi).  1974 
edition  [1975,  published  1976.]  cover  title,  [291]  p.  oblong  8°  (Office 
of  Water  Data  Coordinations.)  [Map  of  United  States  showing  OWDC 
map  numbers  and  water  resources  regions  on  p.  2  of  cover.]  + 
•Item  621 

1 19.42/5:07/974 

Circular. 

12389  601-J.  Extent  and  development  of  urban  flood  plains  [with  one  reference]:  by  William 

J.  Schneider  and  James  E.  Goddard  .  1974.  vii+14  p.il.  4°     [Water  in  urban  environ- 
ment.]    +     •Item  620-A 

I  19.4/2:601-J 

12390  717-B.  Seismic  engineering  program  report,  Apr. -June  1975  [with  one  reference;  by  Richard 

P.  Maley  and  Barry  L.  Silverstein  ].  1975.  v  +  6  p.  4°     [Prepared  on  behalf  of  National 
Science  Foundation.]  +       •Item  620-A 

I  19.4/2:717-B 

12391  723-A.   Earthquake   in   United   States,  Jan.-Mar.  1974   [with  list  of  references  cited];  by 

C.W.  Stover  ,  R.B.   Simon   ,and  W.J.  Person.  1976.  vi  +  18  p.il.  4°     +     •Item  620- 
A 

I  I9.4/2:723-A 

12392  Flood-prone  areas  of  Athens,   Ala.   [1975.]   [2]   p.il.  oblong  8°  folded 

into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486    •Item  624- 

I  19.70:At  4 

12393  Flood-prone  areas  of  Carbon  Hill,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 

into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486    •Item  624- 

1 19.70:C  17  h 

12394  Flood-prone  areas  of  Carrollton,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 

into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486    •Item  624- 

1 19.70:C  23 
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12395  Flood-prone  areas  of  Centre,  Ala.  [1975.1  [2]  p.il.  oblong  8°  folded  into 
narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and  Gas 
Board  Bldg.,  P.O.  Box  V,  University,  AL  35486    #Item  624-C 

I  19.70:C  33 

12396  Flood-prone  areas  of  Cherokee,  la.  [1975.]  [2]  p.il.  oblong  8°  folded 
into  narrow  8°  size.  +  Iowa  District  Office,  Room  269,  Federal 
Bldg.,  Iowa  City,  IA  52240    •Item  624-C 

I  19.70:C  42 

12397  Flood-prone  areas  of  Clanton,  Ala.  [1975. J  [2]  p.il.  oblong  8°  folded 
into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  •Item  624- 
C 

I  19.70:C  52 

12398  Flood-prone  areas  of  Collinsville,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 
into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  •Item  624- 
C 

I  19.70:C  69 

12399  Flood-prone  areas  of  Correctionville,  la.  [1975.]  [2]  p.il.  oblong  8°  folded 
into  narrow  8°  size.  +  Iowa  District  Office,  Room  269,  Federal 
Bldg.,  Iowa  City,  IA  52240    #Item  624-C 

1 19.70:C  81 

12400  Flood-prone  areas  of  Cottonwood,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 
into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  #Item  624- 
C 

I  19.70:C  82 

12401  Flood-prone  areas  of  Farmington,  la.  [1975.]  [2]  p.il.  oblong  8°  folded 
into  narrow  8°  size.  +  Iowa  District  Office,  Room  269,  Federal 
Bldg.,  Iowa  City,  IA  52240    •Item  624-C 

1 19.70:F  22 

12402  Flood-prone  areas  of  Fort  Payne,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 
into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  •Item  624- 
C 

I  19.70:F  77  p 

12403  Flood-prone  areas  of  Gainesville,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 
into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  •Item  624- 
C 

1 19.70-.G  12 

12404  Flood-prone  areas  of  Garden  City,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 
into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  •Item  624- 
C 

1 19.70:G  16  c 

12405  Flood-prone  areas  of  Gordo,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded  into 
narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and  Gas 
Board  Bldg.,  P.O.  Box  V,  University,  AL  35486    •Item  624-C 

I  19.70:G  65 
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12406  Flood-prone  areas  of  Guin,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded  into 

narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and  Gas 
Board  Bldg.,  P.O.  Box  V,  University,  AL  35486    #Item  624-C 

I  19.70:G  94 

12407  Flood-prone  areas  of  Hanceville,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 

into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  •Item  624- 
C 

1 19.70:H  19 

12408  Flood-prone  areas  of  Holt,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded  into 

narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and  Gas 
Board  Bldg.,  P.O.  Box  V,  University,  AL  35486    •Item  624-C 

I  19.70:H  74 

12409  Flood-prone  areas  of  Jasper,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded  into 

narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and  Gas 
Board  Bldg.,  P.O.  Box  V,  University,  AL  35486    •Item  624-C 

1 19.70:J  31 

12410  Flood-prone  areas  of  Keosauqua,  la.  [1975.]  [2]  p.il.  oblong  8°  folded 

into  narrow  8°  size.  +  Iowa  District  Office,  Room  269,  Federal 
Bldg.,  Iowa  City,  IA  52240    •Item  624-C 

1 19.70:K  43 

i24ii  Flood-prone  areas  of  La  Porte  City,  la.  [1975.]  [2]  p.il.  oblong  8°  folded 
into  narrow  8°  size.  +  Iowa  District  Office,  Room  269,  Federal 
Bldg.,  Iowa  City,  I A  52240    •Item  624-C 

1 19.70:L  11  p 

12412  Flood-prone  areas  of  Leeds,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded  into 

narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and  Gas 
Board  Bldg.,  P.O.  Box  V,  University,  AL  35486    •Item  624-C 

1 19.70:L  51 

12413  Flood-prone  areas  of  Odenville,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 

into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  •Item  624- 
C 

1 19.70:Od  2 

12414  Flood-prone  areas  of  Oneonta,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 

into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  •Item  624- 
C 

1 19.70:On  2 

12415  Flood-prone  areas  of  Piedmont,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 

into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  •Item  624- 
C 

I  19.70:P  59 

12416  Flood-prone  areas  of  Pinson,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded  into 

narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and  Gas 
Board  Bldg.,  P.O.  Box  V,  University,  AL  35486    •Item  624-C 

I  19.70:P  65 
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12417  Flood-prone  areas  of  Rock  Rapids,  la.  [1975.]  [2]  p.il.  oblong  X    folded 

into  narrow  8°  size.  +  Iowa  District  Office,  Room  269,  Federal 
Bldg.,  Iowa  City,  IA  52240    •Item  624-C 

I  19.70:  R  59 

12418  Flood-prone  areas  of  Town  Creek,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 

into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486    #Item  624- 

I  19.70:T  66  c 

J2419  Flood-prone  areas  of  Trussville,  Ala.  [1975.]  [2]  p.il.  oblong  8°  folded 
into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  #Item  624- 
C 

I  19.70:T  77 

12420  Flood-prone  areas  of  Vinton,  la.  [1975.]  [2]  p.il.  oblong  8°  folded  into 

narrow  8°  size.  +  Iowa  District  Office,  Room  269,  Federal  Bldg., 
Iowa  City,  IA  52240    #Item  624-C 

I  19.70:V  79 

12421  Flood-prone  areas  of  Wadley,  Ala.   [1975.]   [2]  p.il.  oblong  8°  folded 

into  narrow  8°  size.  +  Alabama  District  Office,  Room  202  Oil  and 
Gas  Board  Bldg.,  P.O.  Box  V,  University,  AL  35486  #Item  624- 
C 

I  19.70:W  11 

12422  Grants  for  scientific  research.  [Nov.  1975.]  38  p.il.  narrow  8°    (INF- 

75-8.)  [Pages  1  and  2  are  p.  1  and  2  of  cover.  Page  38  is  left  blank 
for  notes.]     +     #Item  621 

I  19.2:G  76 

Professional  paper. 

12423  716-C.  Geology  of  southern  Himalaya  in  Hazara,  Pakistan  and  adjacent  areas  [with  list 

of  references  cited];  by  James  A.  Calkins  ,  Terry  W.  Offield  ,  S.K.M.  Abdullah 
and  S.  Tayyab  AH.  1975.  v  +  29  p.il.  6  pi.  in  pocket,  4°  [Prepared  in  cooperation 
with  Geological  Survey  of  Pakistan,  under  auspices  of  Government  of  Pakistan 
and  Agency  for  International  Development,  Department  of  State.  Rocks  of  Hazara- 
Kashmir  syntaxis  and  adjacent  western  arc  range  in  age  from  Precambrian  to  Tertiary 
and  are  characterized  by  overturned  folds  and  strike-slip  reverse  faults.  Geological 
investigations  in  Pakistan.  5  pi.  in  pocket  are  colored. 1  *  Paper,  $4.70  (S/N  2401- 
02577).  Oltem  624 
L.C.  card  73-600261  I  19.16:716-C 

12424  819.  Geology  of  southern  Salinas  Valley  area.  California  [with  list  of  references  cited]; 

by  David  L.  Durham  .  1974.  v  +  111  p.il.  4  pi.  in  pocket,  4°     (Stratigraphy,  structure 
and   economic   geology   of   parts   of   Monterey,   San    Luis   Obispo,   and    San    Benito 
Counties.)  [Some  plates  are  colored.]     *  Paper,  $4.55.     Oltem  624 
L.C.  card  74-600020  I  19.16:819 

12425  834.  Systematics,  environment,  and  biogeography  of  some  late  Cambrian  and  early  Or- 

dovician   trilobites    from    eastern    New    York    State    [with   list   of   references   cited]; 
by   Michael   E.   Taylor  and   Robert   B.   Halley.   1974.   iv  +  38  +  [2]   p.il.  4   p.  of  pi    4° 
[Environmental  setting  and  regional  significance  of  2  trilobite  assemblages  from  shelf 
deposits   of   Whitehall   Formation    in    southern   Champlain    Valley]     'Paper.   $1.35 
•  Item  624 
L.C.  card  73-600315  I  19. 16:834 

12426  843-A.  Distribution  of  gold  and  other  ore-related  elements  near  ore  bodies  in  oxidized 

zone   at  Goldfield,   Nev.   [with   list   of   references  cited];  by    Roger   P    Ashley   and 

John  P.  Albers   .  1975.  iv  +  48  p.il.  4  pi.  in  pocket,  4°     (Geology  and  Geochemistry 

of    Goldfield    Mining    District,    Nev.)    (Evaluation    of    9    elements    for    geochemical 

prospecting  in  Hydrothermally  altered  area  at  Goldfield]     '  Paper.  $3.00.       ©Item 

624 

L.C.  card  75-2188  I  19  16843-A 

12427  856.    Structure   and    origin   of    Koae    fault    system,    Kilauea    Volcano,    Hawaii   [with   list 

of    references   cited];   by    Wendell    A.    Duffield       1975.    v  +  12   p.il.    1   pi     in    pocket, 

4°     •  Paper,  $1.70.     Oltem  624 

L.C.  card  74-26895  I  19  16:856 
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12428  867-A.   Stratigraphy  of   Paleozoic   rocks  in  Carlin-Pinon   Range  Area,   Nev.  |with  list  ol 

references   cited);   by   J.    Fred    Smith    ,   jr.   and    Keith    B.Ketner   .   1975.   iv  +  87   p.il. 
2  pi.  in  pocket,  4°     (Geology  of  Carlin-Pinon  Range  area,  Nev.)  [Prepared  in  coopera- 
tion with   Nevada   Bureau  of  Mines  and  Geology.  One  plate  is  colored.]     *  Paper, 
$3.60.     •Item  624 
L.C.  card  74-31422  I  19.16:867-A 

12429  898.  Slump  blocks  in  Atlantic  Highlands  of  New  Jersey  [with  list  of  references  cited]; 

by  James  P.  Minard  .  1974.  iii  +  24  p.il.  4°     [Description  of  slump  blocks  and  slumping 
in  hills  of  northeastern  New  Jersey  Coastal  Plain,  and  discussion  of  their  potential 
as  geologic  hazards.]     *  Paper,  95c.  (S/N  2401-02585).     •Item  624 
L.C.  card  74-600183  I  19.16:898 

12430  Sedimentation   in   Middle   Fork   Eel  River  basin,   Calif,   [with  list  of 

selected  references];  by  J.  M.  Knott  .  Menlo  Park,  Calif.,  June  11, 
1971.  vi  +  60  p.il.  4°  (Water  Resources  Division.)  [Open-file  report. 
Prepared  in  cooperation  with  California  Department  of  Water 
Resources.]     # 

I  19.2:Ee  5 

12431  Selected  bibliography  on  maps  and  mapping.  [1975.]  7  p.il.  narrow  8° 

(USGS  INF-71-15  (R.3).)     +     •Item  619-B 

1 19.14/2:M  32/9/975 

12432  Shallow  ground  water  in  selected  areas  in  Fort  Union  coal  region  [with 

list  of  selected  references].  Helena,  Mont.,  1974.  72  p. +  [60]  leaves, 
il.  4°  [Open  file  report  74-48.  Prepared  by  Ground-water  Subgroup 
of  Water  Work  Group,  Northern  Great  Plains  Resource  Program]. 
# 

1 19.2:F  77  u 

12433  Sources  of  information  and  services  of  Geological  Survey.  [1975.]  15 

p.il.  narrow  8°    (USGS  INF-74-5.)  +      •Item  621 

1 19.2:In  3/3 

12434  Strain  measurement  results  from  4  underground  nuclear  explosions  in 

Yucca  and  Frenchman  Flats,  Nev.  [with  one  reference  cited];  by 
D.D.  Dickey  and  J.H.  Hassemer  .  [June  1974.]  [l]  +  v  +  56  leaves,  il. 
4°  (USGS-474-174;  NTS-250:  Denver,  Colo.)  [Prepared  under  agree- 
ment AT(29-2)-474  for  Nevada  Operations  Office,  Atomic  Energy 
Commission.]     §  Paper,  $5.45. 

1 19.2:N  88/3 

12435  Use  of  hydrochemistry  for  interpreting  ground-water  flow  systems  in 

central  Nevada  [with  list  of  selected  references];  by  G.  William  Fiero 
,  jr.,  J.R.  Illian  ,  George  A.  Dinwiddie  and  LeRoy  J.  Schroder. 
[Apr.  1974.]  [l]  +  iii+44  p.il.  10  maps  in  pocket,  4°  (USGS-474-178; 
central  Nevada-44;  Denver,  Colo.)  [Prepared  in  cooperation  with 
Center  for  Water  Resources  Research,  Desert  Research  Institute, 
University  of  Nevada  System,  Las  Vegas,  Nev.  under  agreement 
AT(29-2)-474  and  1253  for  Nevada  Operations  Office,  Atomic  Energy 
Committee.]      §  Paper,  $4.00 

1 19.2: H  99/19 

12436  Water  of  world.   [1975.]  19  p.il.   narrow  8°    (USGS  INF  68-7  (R.5).) 

*  Paper,  35c.    •Item  621 

I  19.2:W  29/19/975 

12437  Water  resources  data  for  Florida,  1972:  pt.  2,  Water  quality  records. 

[with  list  of  selected  references].  [1974.]  [l]  +  vi  +  624  p.il.  4°  [Prepared 
in  cooperation  with  State  of  Florida,  and  with  other  agencies.]  + 
District  Chief,  Water  Resources  Division,  Geological  Survey,  325 
John  Knox  Road,  Tallahassee,  FL  32303 

1 19.53/2:F  66/972/pt.2 
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12438  Water   resources   data   for   Idaho,   1973:    pt.    2,    Water   quality   records 

[with  list  of  selected  references].  [1975.]  vii  +  274  p.il.  4°  (Water 
Resources  Division.)  [Prepared  in  cooperation  with  State  of  Idaho 
and  with  other  agencies.]  +  District  Chief,  Water  Resources  Divi- 
sion, P.O.  Box  036,  550  West  Fort  St.,  Boise,  ID  83724  •Item 
619-E 

I  19.53/2:Id  l/973/pt.2 

12439  Water  resources  data  for  Indiana,  1974  [with  list  of  selected  references]. 

[1975.]  x  +  345  p.il.  4°  [Prepared  in  cooperation  with  State  of  Indiana 
and  with  other  agencies]  +  District  Chief,  Water  Resources  Divi- 
sion, 1819  North  Meridan  St.,  Indianapolis,  IN  46202  •Item  619- 
E 

I  19.53/2:In  2/974 

12440  Water  resources  data  for  Kansas,  1973:   pt.  2,  Water  quality  records 

[with  list  of  selected  references].  [1974.]  v  +  168  p.il.  4°  [Prepared 
in  cooperation  with  State  of  Kansas  and  with  other  agencies.]  + 
District  Chief,  Water  Resources  Division,,  U.S.  Geological  Survey, 
1950  Avenue  A,  Campus  West,  Lawrence,  KS 

1 19.53/2:K  13/973/pt.  2 

12441  Water  resources  data  for  Maryland  and  Delaware,  1971:  pt.  2,  Water 

quality  records  [with  list  of  selected  references].  [1974.]  v  +  109  p.l 
pi.  4°  [Prepared  in  cooperation  with  States  of  Maryland  and 
Delaware  and  with  other  agencies.]  +  District  Chief,  Water 
Resources  Division,  Geological  Survey,  8809  Satyr  Hill  Road,  Park- 
ville,  MD  21234 

I  19.53/2:M  36/971/pt.  2 

12442  Water  resources  data  for  Maryland  and  Delaware,  1974:  pt.  1,  Surface 

water  records  [with  list  of  selected  references].  [1975.]  vi  +  139  p.il. 
4°  [Prepared  in  cooperation  with  States  of  Maryland  and  Delaware 
and  with  other  agencies.]  +  District  Chief,  Water  Resources  Divi- 
sion, 8809  Satyr  Hill  Rd.,  Parkville,  MD  21234    •Item  619-E 

I  19.53/2:M  36/974/pt.l 

12443  Water  resources  data  for  Maryland  and  Delaware,  1974:  pt.  2,  Water 

quality  records  [with  list  of  selected  references].  [1975.]  v  +  127  p.il. 
4°  [Prepared  in  cooperation  with  States  of  Maryland  and  Delaware 
and  with  other  agencies.]  +  District  Chief,  Water  Resources  Divi- 
sion, 8809  Satyr  Hill  Rd.,  Parkville,  MD  21234    •Item  619-E 

I  19.53/2:M  36/974/pt.2 

12444  Water  resources  data  for  Michigan,  1974:  pt.  1,  Surface  water  records 

[with  list  of  selected  references].  [1975.]  viii  +  243  p.il.  4°  (Water 
Resources  Division.)  [Prepared  in  cooperation  with  State  of  Michigan 
and  with  other  agencies.]  +  District  Chief,  Water  Resources  Divi- 
sion, 2400  Science  Parkway,  Okemos,  MI  48864    •Item  619-E 

I  19.53/2:M  58/974/pt.l 

12445  Water  resources  data  for  Michigan,  1974:  pt.  2,  Water  quality  records 

[with  list  of  selected  references].  [1975.]  vii  +  165  p.il.  4°    [Prepared 
in  cooperation  with  State  of  Michigan  and  with  other  agencies.] 
+  District  Chief,  Water  Resources  Division,  2400  Science  Parkway, 
Okemos,  MI  48864     •Item  619-E 

I  19.53/2:M  58/974/pt.2 

12446  Water  resources  data  for  Montana,  1974:  pt.  1,  Surface  water  records 

[with  list  of  selected  references].  [1975.]   x  +  290  p.il.  4°    [Prepared 
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in  cooperation  with  State  of  Montana  and  with  other  agencies.] 

+   District  Chief,  Water  Resources  Division,  421  Federal  Building, 

P.O.  Box  1696,  Helena,  MT  59601    #Item  619-E 

I  19.53/2:M  76/974/pt.l 

12447  Water  resources  data  for  New  Mexico,  1973:  pt.  2,  Water  quality  records 

[with  list  of  selected  references].  [1975.]  vi+271  p.il.  4°  (Water 
Resources  Division.)  [Prepared  in  cooperation  with  State  of  New 
Mexico  and  with  other  agencies.]  +  District  Chief,  Water  Resources 
Division,  P.O.  Box  4369,  Albuquerque,  NM  87106    #Item  619-E 

1 19.53/2:N  42  m/973/pt.2 

12448  Water  resources  data  for  North   Dakota,  1973:   pt.  1,   Surface  water 

records  [with  list  of  selected  references].  [1974.]  viii+273  p.il.  4° 
[Prepared  in  cooperation  with  State  of  North  Dakota  and  with  other 
agencies.]   +   District  Chief,  Water  Resources  Division,  Room  332 
-  Federal  Building,  Bismarck,  ND  58501 

1 19.53/2:N  81  d/973/pt.  1 

12449  Water  resources  data  for  Oklahoma,  1973:  pt.  2,  Water  quality  records 

[with  list  of  selected  references].  [1974.]  vi+249  p.il.  4°  [Prepared 
in  cooperation  with  State  of  Oklahoma  and  with  other  agencies.] 
+  District  Chief,  Water  Resources  Division,  U.S.  Geological  Survey, 
201  Northwest  3rd  Street,  Oklahoma  City,  OK.  73102 

1 19.53/2:Ok  4/973/pt.  2 

12450  Water  resources  data  for  Oregon,  1974:  pt.  1,  Surface  water  records 

[with  list  of  selected  references].  [1975.]  xii+376  p.il.  4°  [Prepared 
in  cooperation  with  State  of  Oregon  and  with  other  agencies.]  + 
District  Chief,  Water  Resources  Division,  P.O.  Box  3202,  Portland, 
OR  97208    •Item  619-E 

1 19.53/2:Or  3/974/pt.l 

12451  Water  resources  data  for  Oregon,  1974:  pt.  2,  Water  quality  records 

[with  list  of  selected  references].  [1974.]  vi+146  p.il.  4°  [Prepared 
in  cooperation  with  State  Engineer  of  Oregon  and  with  other  agen- 
cies.] +  District  Chief,  Water  Resources  Division,  U.S.  Geological 
Survey,  Portland,  OR.  97208 

1 19.53/2:Or  3/974/pt.  2 

12452  Water  resources  data  for  South  Carolina:  pt.  1,  Surface  water  records, 

pt.  2,  Water  quality  records,  pt.  3,  Ground  water  records  [with  list 
of  selected  references].  [1975.]  vii+190  p.il,  4°  [Prepared  in  coopera- 
tion with  State  of  South  Carolina  and  with  other  agencies.]  +  Dis- 
trict Chief,  Water  Resources  Division,  U.S.  Geological  Survey,  2001 
Assembly  St.,  Columbia,  S.C.  29201 

I  19.53/2:So  8c/974/pt.  1-3 

12453  Water  resources  data  for  Washington,  1974:  pt.  2,  Water  quality  records 

[with  list  of  selected  references].  [1975.]  ix  +  241  p.il.  4°  [Prepared 
in  cooperation  with  State  of  Washington  and  with  other  agencies.] 
+  District  Chief,  Water  Resources  Division,  Room  300,  1305  Tacoma 
Ave.,  South,  Tacoma,  WA  98402    #Item  619-E 

1 19.53/2:W  27/974/pt.2 

12454  Water  resources  data  for  Wisconsin,  1974:  pt.  1,  Surface  water  records, 

pt.  2,  Water  quality  records,  [with  list  of  selected  references].  [1975.] 
ix  +  347  p.il.  4°  (Water  Resources  Division.)  [Prepared  in  cooperation 
with  State  of  Wisconsin  and  with  other  agencies.]     +  District  Chief, 
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Water  Resources  Division,  1815  University  Ave.,  Madison,  WI  54706 
•Item  619-E 

I  19.53/2:W  75/974/pt.l,2 

Water-resources  investigations. 

12455  6-74.    Movement   and    dispersion   of    soluble    materials    in    Salem   Creek.    Muddy   Creek. 

and  Yadkin  River  between  Winston-Salem  and  Salisbury,  N.C.  [with  list  of  selected 
references];  by  X.L.  Lindskov  1974.  iv  +  26  pit.  4°  [Prepared  in  cooperation  with 
City  of  Winston-Salem  and  North  Carolina  Board  of  Water  and  Air  Resources 
Bibliographic  data  sheet  on  p.  2  of  cover ]     # 

I  19.42/4:6-74 

12456  63-73.    Digest  of   1972   catalog  of   information   on   water  data;   by    F.H.   Pauszek   .   Dec. 

1973.  vii+83  p.il.  4°  ((Water  Resources  Division],  Office  of  Water  Data  Coordina- 
tion.) [Prepared  by  Office  of  Water  Data  Coordination  from  information  on  water 
data  acquisition  activities  supplied  by  Federal,  State,  and  local  agencies  and  private 
sector.  Bibliographic  data  sheet  on  p.  2  of  cover.]     §  (Price  upon  application  ) 

I  19.42/4:63-73 

GOVERNMENT  FINANCIAL  OPERATIONS  BUREAU,  Treasury 
Dept.  Washington,  DC  20226 

12457  Combined  statement  of  receipts,  expenditures  and  balances  of  United 

States  Government,  for  fiscal  year  ended  June  30,  1975.  [1975.] 
iv  +  [l]  +  610  p.  4°  ([Document  3265;  Fiscal  Service.])  *  Paper,  $11.95 
(S/N  048-008-00008-9).    •Item  928 

T  63.113:975 

12458  Federal  aid  to  States,  fiscal  year  1974.  [1975.]  iv  +  19  p.  (Division  of 

Government  Accounts  and  Reports.)  +      •Item  925 

T  63.102:Ai  2/974 

HEALTH,  EDUCATION,  AND  WELFARE  DEPARTMENT 
Washington,  DC  20201 

Syncrisis,  dynamics  of  health,  analytic  series  on  interactions  of  health 
and  socioeconomic  development.  ([Office  of  International  Health, 
Division  of  Planning  and  Evaluation.]) 

12459  8.   Ethiopia  [with  bibliography;  by]   Rose   A.   Britanak   ,  Joe   H.  Davis   ,  (and]  John  A. 

Daly.  April,  1974.  [4]+vi  +  109  p.il.  4°     ([DHEW  publication  no.  (OS)  74-50004:]) 

•  Paper,  $1.55.     •Item  444-F 

L.C.  card  72-600-118  HE  l.42:Et  3 

HEALTH  RESOURCES  DEVELOPMENT  BUREAU,  Health, 
Education,  and  Welfare  Dept.  Bethesda,  MD  20014 

12460  Evaluation  of  employment  opportunities  for  newly  licensed  nurses,  [by] 

Patricia  M.  Nash  .  May  1975.  viii  +  135  p.  4°  (DHEW  publication 
(HRA)  75-12;  Division  of  Nursing;  Health  manpower  references.] 
[Prepared  under  contract  N01-NU-24275.]  *  Paper,  $2.05.  •Item 
509-A-l 

HE  20.6102:N  93/9 

12461  Osteopathic  physicians  in  United  States,  report  of  1971  survey  [with 

list  of  references;  prepared  by  Marion  Altenderfer  ].  1975.  vii  +  34 
p.  (DHEW  publication  (HRA)  75-60;  Health  manpower  references.) 
§  (Price  upon  application).    •Item  509-A-l 

F        FF  HE  20.6102:Os  7 
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12462  [This  entry  number  not  used.] 

HOUSING  AND  URBAN  DEVELOPMENT  DEPARTMENT 
Washington,  DC  20410 

12463  Annual  housing  survey,   new   look  in  evaluating  future   needs.   [Oct. 

1974.]  [2]  +  12  +  [l]  p.il.  4°  ([HUD-378-PDR;  Assistant  Secretary  for 
Policy  Development  and  Research.])  [Prepared  in  cooperation  with 
Bureau  of  Census,  Department  of  Commerce.]  *  Paper,  40c.  (S/N 
2300-00277).    #Item  58f-E-8 

HH  1.2:H  81/52 

12464  Conference  on  fair  housing  and  funding.  [1975.]  [5]  p.  folded  into  narrow 

8°    (Office  of  Fair  Housing  and  Equal  Opportunity.)  + 

HH  1.2:F  15/4 

12465  Feedback,  Operation  Breakthrough:  v.  4,  Phase  2,  Prototype  construc- 

tion and  development  [with  general  bibliography;  E.K.  Muller  ,  edi- 
tor].  [Oct.  1975.]   cover  title,   iii+223  p.il.   oblong  8°    ([HUD-POR- 
118;  Office  of  Policy  Development  and  Research.])  [Produced  by  Boe- 
ing  Aerospace   Company.]     *  Paper,   $4.15   (S/N   023-000-00308-2). 
•Item  582 

HH  1.2:B  74/9/V.4 

12466  FHA  40th  anniversary,  1934-74;  [by  Sheldon  B  Lubar  ].  [1974.]  4  p. 

por.,  4°  ([HUD  312-29-PA(2).])  [Reprinted  from  HUD  Challenge, 
June  1974.]  + 

HH  1.36/a:F  31 

12467  Going  it  alone?  case  study  of  planning  and  implementation  at  local 

level  [with  selected  bibliographies;  by]  Ernest  R.  Alexander  and 
Robert  M.  Beckley  .  [Oct.  1975.]  [9]  +  149  p.il.  4°  ([HUD-PDR-114]; 
Office  of  Policy  Development  and  Research.)  [Research  done  at 
University  of  Wisconsin  under  research  grant  made  under  provisions 
of  sec.701(b)  of  Housing  act  of  1954,  as  amended.]  *  Paper,  $2.25 
(S/N  023-000-00306-6).    #Item  582 

HH  1.2:A1  7 

12468  Housing  for  low  income  families,  HUD's  new  sec.  8  housing  assistance 

payments  program.  [Aug.  1975.]  [l]  +  8  p.il.  ([HUD-392-F.])  +  #Item 
582 

HH  1.2:In  2/3 

HUD  handbooks.  [Issued  with  perforations.] 

12469  1110.2  A.  [Intradepartmental  committees,  councils  and  boards]  transmittal.  Apr.  18,  1975. 

1  p.  4°      # 

HH  1.6/6:1110.2  A/ch. 

HUD  international  special  report. 

12470  Services  available  to  HUD-related  businesses  in  international  trade;  [prepared  by  Francis 

C.  DeLucia  ].  Oct.  1975.  v  +  45  p.il.  4°  (Office  of  International  Affairs.)  [Contains 
list  of  publications  useful  to  HUD-related  businesses  considering  international  trade.] 
*  Paper,  $1.10  (S/N  023-000-00301-5).     ©Item  581-E-9 

HH  1.40/5:Se  6 

HUD  minimum  property  standards.  [Issued  with  perforations.] 

12471  v.l.   One   and   two   family   dwellings    [1973    edition],   Revision   1.   July   1974.    [122]   p.il.   4° 

(4900.1.)  *  Paper,  $10.25  (basic  and  supplementary  material  for  indefinite  period); 
add  $2.60  for  foreign  mailing.      •Item  582-E 

HH  1.6/9:0n  2/rev.l 

*For  Sale  by  Superintendent  of  Documents 
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12472  v.2.  Multifamily  housing  [1973  edition),  Revision  I.  July  1974.  [86]  p.il.  4"     (4910  I.) 

*  Paper,   $8.95   (basic   and   supplementary   material  for  indefinite   period);  add  $2.23 
for  foreign  mailing.     •Item  582-E 

HH  16/9:M  91/rev.l 

12473  HUD  statistical  yearbook,  1973.  [1975.]  xvii  +  359  p.  4°    ([HUD-338-2- 

UD.])  [Prepared  by  Office  of  Organization  and  Management  Informa- 
tion, Assistant  Secretary  for  Administration.]  *  Paper,  $5.05.  #Item 
582-M 

HH  1.38:973 

Report  HUD-DSC  (series).  (Office  of  Assistant  Secretary  for  Policy 
Development  and  Research.)  [Contract  H-1776,  Decision  Sciences  Cor- 
poration, Jenkintown,  Pa.] 

12474  2.  Economic  evaluation  of  total  energy:  Guidelines.  July  1973  (published  1974. |  [lJ  +  iii  +  53 

p.il.  4°  ([HUD-PDR-29-16.])     •  Paper,  $1.15  (S/N  2300-00274).     •Item  582-E 

HH  l.6/3:En  2/2 

Report  HUD-HAI  (series).  (Office  of  Assistant  Secretary  for  Policy 
Development  and  Research.)  [Contract  H-1654,  Hittman  Associates, 
Inc.,  Columbia,  Md.] 

12475  4.    Residential    energy    consumption:    Multifamily    housing,    final    report    [with    list    of 

references].  June  1974  [published  1975].  [184]  p.il.  4°     ([HUD-PDR-29-18.])     •  Paper. 
$2.50  (S/N  2300-00282).     •Item  582 

HH  l.2:En  2/7 

12476  7.    Evaluation   of   heating   loads    in   old    residential   structures    [with   list   of   references]. 

Jan.    1974.    iii  +  44    p.il.    4°     ([HUD-PDR-29-17.])     'Paper,    $1.05    (S/N    2300-00275). 
•Item  582 

HH  1.2:En  2/8 

12477  Protecting  your  housing  investment.  [1974.]  cover  title,  32  p.il.  [Table 

of  contents  is  on  p.  2  of  cover.]      +     #Item  582 

HH  1.2:P  94/15/974 

12478  Questions  &  answers  on  HUD/FHA  home  property  appraisals.  [Apr. 

1975.]  [6]  p.il.  narrow  8°    ([HUD-38-F(4).])      +     •Item  582 

HH  1.2:H  75/7/975 

12479  Statement  of  Carla  A.  Hills,  Secretary  of  Housing  and  Urban  Develop- 

ment before  Subcommittee  on  HUD-Independent  Agencies  of  House 
Committee  on  Appropriations.  Apr.  14,  1975.  23  leaves,  4°  + 

HH  1.7:H  55 

12480  Statistical  profile  USA,  selected  statistical  information  related  to  hous- 

ing and  urban  development.  [1974. Statistics  [10]  p.il.  narrow  24° 
(HUD  international;  Office  of  International  Affairs;  [HUD-366-1  A].) 
[Based  on  statistics  provided  by  Bureau  of  Census,  and   Housing 
and    Urban    Development    Department.]     *  Paper,    25c.    (S/N    2300- 
00263).    #Item  582 

HH  1.2:St  2 

12481  Women  &  housing,  report  on  sex  discrimination  in  5  American  cities, 

June  1975  [with  bibliography].  [Jan.  1976.]  cover  title,  [3]  +  vi  +  l-149 
e  + 150-196  p.il.  4°  ([HUD-EO-126];  Office  of  Assistant  Secretary  for 
Fair  Housing  and  Equal  Opportunity.])  [Prepared  by  National  Council 
of    Negro    Women,    Inc.]     *  Paper,    $3.40   (S/N    023-000-00316-3). 

#Item582  HH1.2:W84/3 

§For  Sale  by  National  Technical  Information  Service, 
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IMMIGRATION  AND  NATURALIZATION  SERVICE,  Justice  Dept. 
Washington,  DC  20536 

12482  Naturalization  requirements  and  general  information.  [Revised  Oct.  1, 

1975.]  [1975.]  [2]  +  ii  +  44  p.  narrow  12°  ([Form  N-17.])     +     •Item  725 

J  21.2:N  21/4/975 

12483  Our  immigration,  brief  account  of  immigration  to  United  States.  Revised 

1972.  [1975.]  v  +  21  p.il.  narrow  8°  (M-85.)     +     •Item  725 

J  21.2:1m  6/3/972 

12484  Supplemental  index  1  to  v. 13  of  Administrative  decisions  under  immigra- 

tion and  nationality  laws  of  United  States,  interim  decision  nos. 
2117-2231  covering  period  Oct.  13,  1971-Sept.  28,  1973.  Jan.  1,  1974. 
[1]  +  13  p.  + 

J  21.11/3:13/ind.l. 

12485  Supplemental  index  4  to  v.13  of  Administrative  decisions  under  immigra- 

tion and  nationality  laws  of  United  States,  interim  decision  nos. 
2292-2361  covering  period  May  3,  1974-Mar.  21,  1975.  July  1,  1975. 
9  p.  + 

J  21.ll/3:13/ind.4 

12486  United  States  immigration  laws,  general  information  Revised  Nov.  1975. 

[1975.]  iv  +  30  p.  narrow  8°  (M-50.)  *  Paper,  45c.  (S/N  027-002- 
00155-9).    •Item  726 

J  21.5/2:Im  6/975 

INDIAN  AFFAIRS  BUREAU,  Interior  Dept.  Washington,  DC  20245 

12487  Book  list  for  young  readers.  [Feb.  1975.]  7  p.il.  4°    [Excerpted  from 

annotated  bibliography  prepared  by  Office  of  Education  Programs.] 
+     •Item  627-A 

I  20.48:Y  8 

12488  Indians:   Food  and  cookery  [with  book  list].   [June  1975.]  [4]  p.il.  4° 

[Reprinted  with  permission  of  copyright  owner,  F.E.  Compton  Co., 
Div.  of  Encyclopedia  Britannica,  Inc.,  Chicago,  111.]  *  Paper,  25c. 
(S/N  024-002-00049-7).    •Item  627-A 

I  20.51/2:F  73 

12489  Indians:  Potawatomis  [with  suggested  reading  list].  [June  1974,  published 

1975.]  4  p.  4°    *  Paper,  25c.  (S/N  024-002-00039-0).    •Item  627-A 

I  20.51/2:P  84 

12490  Indians:   Religions  and  ceremonials  [with  book  list].   [June  1975.]   [4] 

p.il.  4°    *  Paper,  25c.  (S/N  024-002-00054-3).     •Item  627-A 

I  20.51/2:R  27 

Planning  Support  Group,  Billings,  Mont.:  Report. 

12491  229-7.  Statistical  data  for  planning:  Grant  Portage  Reservation  [with  reference  list].  July 

1975.  [l]  +  xxi  +  l-9b,  10-71  p. +  [4]  leaves,  il.  4°     # 

I  20.52:229-7 

12492  229-8.  Statistical  data  for  planning:   Leech  Lake  Reservation  [with  reference  list].  Aug. 

1975.  [l]  +  xxi  +  l-9b,  10-lla,  12-71  p. +  [4]  leaves,  il.  4°     # 

I  20.52:229-8 

12493  229-9.  Statistical  data  for  planning:  Lower  Sioux  Reservation  [with  reference  list].  Sept. 

1975.  [l]+xxi  +  l-9b,  10-71  p. +  [4]  leaves,  il.  4°     # 

I  20.52:229-9 

12494  229-10.  Statistical  data  for  planning:   Mille   Lacs  Reservation  [with  reference  list].  Nov. 

1975.  [l]  +  xxi  +  l-9b,  10-71  p. +  [4]  leaves,  il.  4°     # 

I  20.52:229-10 

12495  229-11.   Statistical  data   for  planning:    Nett   Lake   Reservation   [with   reference   list].   Dec. 

1975.  [l]+xxi+l-9c,  10-71  p. +  [4]  leaves,  il.  4°     # 

I  20.52:229-11 
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12496  22912     Statistical  data  for  planning     Prairie   Island   Reservation  |with  reference   list)    Dec. 

1975.  |1|+xxmI-9c.  10-71  p.*|4|  leaves,  il   4°     # 

1  20  $2  22'*  12 

12497  229-13.   Statistical  data   for  planning:    Prior   lake   Reservation   |with   reference   list|    Dec 

1975.  (I]  uxp  l-9d.  10-71  p.  ♦  |4|  leaves,  il.  4°     # 

I  20.52  224  H 

12498  229-15.  Statistical  data  for  planning    Upper  Sioux  Reservation  [with  reference  list)    Dec 

1975.  [I]*  xxi*l-9b.  10-71  p. +  [4|  leaves,  il   4       0 

I  20  52  224  is 

12499  229-16.    Statistical   data   for   planning:    Vermillion    Reservation   |with   reference   list],    Dec. 

1975.  [Il+xxi  +  l-9c.  10-71  p.  +  |4)  leaves.  .1   4°     § 

I  20.52:229-16 

12500  231.   Elim,   Alaska,   its   resources  and   development  potential    Aug.   1975.   [!]  +  vii  ♦  174  p.il 

4°     |One  illustration  is  colored    Includes  7  dividers  with  chapter  titles  ]     # 

1  20  52:231 

12501  234.    Anticipated    socio-economic    impacts   of   coal   development   on    Indians   of   northern 

Great  Plains   Oct    1974    |5]  *  40  p.  4°     (Prepared  in  cooperation  with  tribes  of  Northern 
Plains]     # 

I  20  <2  2U 

INTERDEPARTMENTAL  COUNCIL  TO  COORDINATE  ALL 
FEDERAL  JUVENILE  DELINQUENCY  PROGRAMS,  Washington,  DC 

20530 

12502  Standards  and  goals  for  juvenile  justice.  (1974.)  ii  +  v  +  77  p.  4°     + 

•Item  1089 

Y  3.J  98:2  J  98 

INTERIOR  DEPARTMENT  Washington,  DC     20240 

Note.  —  Requests  to  the  Interior  Department  for  publications  should 
give  the  full  title  and  the  date  of  the  publication.  Do  not  include 
Monthly  Catalog  entry  numbers  or  Superintendent  of  Documents 
classification  numbers,  which  should  be  used  only  when  ordering 
from  the  Superintendent  of  Documents. 

12503  Alaskan  natural  gas  transportation  systems,  report  to  Congress,  pur- 

suant to  P.L.  93-153  [feasibility  study,  with  list  of  references].  [Dec. 
1975.]  [4]  +  vii  +  242  p.il.  4°     +     •Item  603 

I  1.2:A1  1/15 

12504  Charles  M.  Russell  National  Wildlife  Range,  Mont.,  wilderness  study 

summary.  [1975.]  cover  title,  [21]  p.il.  map,  4°  (Bureau  of  Sport  Fishe- 
ries and  Wildlife  and  Bureau  of  Land  Management.)  + 

I  1.2:W  64/2 

12505  Decisions  of  Department  of  Interior,  v. 80,  Jan. -Dec.  1973;  edited  by 

Vera  E.  Burgin  ,and  Annis  K.  Olsen  .  1974.  xciv  +  892  p.  *  Cloth, 
$10.60  a  yr;  $13.25  add.  for  foreign  handling;  no  single  copies  sold. 
•Item  602 

I  1.69:80 

Fact  sheet. 

12506  Potential  outlets  for  Native  American  artists  and  craftsmen    [1974]  cover  title,  40  p.il. 

4°     (Indian  Arts  and  Crafts  Board.)  [Pages  38-40  are  left  blank  for  notes  ]     - 
•  Item  603-E  .  „    ^    „ 

I  1.84:Ou  8 

Final  environmental  statement. 

12507  Proposed  Katmai  wilderness,  Katmai  National  Monument,  Alaska  [with  list  of  references). 

June   13     1974    [31  +  204   p.il.   4°     [Prepared   by    Pacific    Northwest   Region.   National 

ParkScmCel     #  11**13 

12508  Wrangell-St.   Elias   National   Park,   Alaska,   proposed   [with   list  of   selected    references] 

[1975]  [I]+viii+764  p.il.  4°     [Prepared  by  Alaska  Planning  Group  ]     *     •Item  603- 

G  I  l.98:W  92 
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12509  Yukon  Delta  National  Wildlife  Refuge,  Alaska,  proposed  [with  list  of  references).  [1974] 

xv  + 550  p.il.  4°  [Prepared  by  Alaska  Planning  Group]     +     •Item  603-G 

I  1.98:Y  9/3 

12510  Nineteen   seventy-six    film    catalog,   bicentennial,   environmental,    and 

natural  resources  films.  [1976.]  cover  title,  [2] +  22  p.il.  narrow  8° 
+     •Item  603 

1 1.2:F  48/976 

i25ii  Outer  Continental  Shelf  Research  Management  Advisory  Board  annual 
report  to  Secretary,  Department  of  Interior,  calendar  year  1974.  Feb. 
28,  1975.  [293]  p.il.  4°     +     •Item  601-D 

I  1.99:974 

12512  Telephone  directory,  winter  1974.  [1975.]  cover  title,  iv  +  98  +  [2]  p.  [Last 

2  pages  left  blank  for  numbers  frequently  called.  Edge  index  on 
p.  4  of  cover.]     +     •Item  601-C 

1 1.86:974-2 

12513  Water  resources  research,  training,  and  technical  information  dissemina- 

tion programs.  [1975.]  19  p.il.  oblong  24°  (Office  of  Water  Research 
and  Technology  (OWRT).)  [Includes  lists  of  Water  Resources  Scien- 
tific Information  Center  (WRSIC)  and  Office  of  Water  Research  and 
Technology  (OWRT)  publications.]     +     •Item  603 

1 1.2:W  29/10 

Water  Resources  Scientific  Information  Center  WRSIC  (series). 

12514  74-206.  A  selected  annotated  bibliography  on  the  analysis  of  water  resources  systems, 

v.  5;  edited  by  Daniel  P.  Loucks  .  July  1974.  vi+[l]  +  405  +  [2]  p.  4°  (Office  of 
Water  Resources  Research.)  [Some  pages  issued  as  leaves.)  §  (Price  upon  applica- 
tion). 

I  1.97:74-206/v.  5 

12515  74-207.   Coastal-estuarine   and   nearshore   processes,   annotated   bibliography;   by   Evelyn 

Sinha  and  Bonnie  McCosh.  June  1974.  [l]  +  xv  +  218  p.  4°  (Office  of  Water  Resources 
Research.)  [Prepared  by  Ocean  Engineering  Information  Service,  LaJolla,  Calif.] 
§  (Price  upon  application). 

I  1.97:74-207 

INTERNAL  REVENUE  SERVICE,  Treasury  Dept.  Washington,  DC 
20224 

12516  ADP  training  course  catalog.  [1975.]  cover  title,  [5]  +  66  p.  4°    (Document 

6262  (Rev.  12-74.)  [Issued  with  perforations.]     +     •Item  956 

T  22.2:C  28/7 

Bulletin  index-digest  system,  service  (series). 

12517  4.    Excise   tax,   1953-72,    supp.   3,   Jan.   73-June   1974.    [1974.]    [2]  + 27   p.   4°     (Publication 

644.)  [Supersedes  supplement  2.]  *  Paper,  $4.25  (basic  and  supplementary  material 
for  indefinite  period);  add  $1.10  for  foreign  mailing.     •Item  960 

T  22.25/8:953/72/supp.3 

12518  Corporations  and  Federal  income  tax,  for  use  in  preparing  1975  returns. 

1976  edition.  [Revised  Oct.  1975.]  [1976.]  28  p.  4°  (Publication  542.) 
*  Paper,  60c.  (S/N  048-004-00863-7).    •Item  964-B 

T  22.44/2:542/8 

12519  Federal  tax  guide  for  survivors,   executors,  and  administrators.  1975 

edition.  [Revised  Oct.  1974.]  [1974.]  24  p.  4°  (Publication  559.) 
[Last  2  pages  left  blank  for  notes.]  *  Paper,  45c.  (S/N  4804- 
00769).     #  Item  964-B 

T  22.44/2:559/7 

12520  Guia  para  preparar  la  declaracion  del  impuesto  Federal  sobre  ingresso 

personal;  Guide  for  preparing  individual  Federal  income  tax  return, 
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1975  edition  for  use  in  preparing  1974  returns.  [Revised  Oct.  1974.] 
[1974.)  24  p.  4°     (Publication  579.)     *  Paper,  45c. 

T  22.44/2:579/Spunish/3 


12521  Highlights  of  1975  changes  in  tax  law.  1976  edition.  [Revised  Dec.  1975] 
[1976.]  8  p.  4°  (Publication  553.)  [Last  2  pages  left  blank  for  notes] 
*  Paper,  30c.  (S/N  048-004-00828-9).     •Item  964-B 


T  22.44/2:553/7 

12522  Internal  revenue  cumulative  bulletin  1975-1,  Jan. -June.  [1975.]  cover  title, 

viii  +  781  p.  4°  [Semiannual.  Includes  revenue  rulings  75-1  to  75-354; 
also  revenue  procedures  75-1  to  75-30.]  *  Cloth,  $12.35  (S/N  048- 
004-01280-4).     •Item  960 

T  22.25:975-1 

12523  Losses   from  operating  a  business,   1975  edition  for  use   in  preparing 

1974  returns.  [Revised  Oct.  1974.]  [1974.]  8  p.  4°  (Publication  536.) 
[Last  3  pages  left  blank  for  notes.]     # 

T  22.44/2:536/7 

12524  Multi-regional  agreement  between  Internal  Revenue  Service  and  Na- 

tional Treasury  Employees  Union.  [1976.]  cover  title,  [4] +  99  p.  (Doc. 
6289  (8-74).)     +     •Item  956 

T  22.2:M  91 

12525  Recordkeeping  for  small  business.   1975   edition.   [Revised  Oct.   1974.] 

[1974.]  16  p.il.  4°    (Publication  583.)  [Last  2  pages  left  blank  for  notes.] 

# 

T  22.44/2:583/2 

12526  Statistics  of  income  [1971]:  Corporation  income  tax  returns.  [1976.]  cover 

title,    vi  +  306    p.    4°    (Publication    16    (1-76);    [Statistics    Division].) 
[Prepared  in  Income,  Finance,  and  Wealth  Branch  by  Corporation 
Statistics  Staff.]     *  Paper,  $4.90  (S/N  048-004-01291-0).     •Item  964 
L.C.  card  61-37568  T  22.35/2:C  81/971 

12527  Statistics  of  income  1972,  estate  tax  returns.  [1975.]  cover  title,  iv  +  56 

p.il.   4°    (Publication  764(4-75);   [Statistical  Division].)   [Includes   list 
of  other  recent  publications  for  sale,  and  publications  in  preparation.] 
*  Paper,  $1.60.     •Item  964 
L.C.  card  72-600178  T  22.35/2:Es  8/972 

12528  Tax  guide  for  small  business,  1976  edition  for  use  in  preparing  1975 

returns,  income,  excise,  and  employment  taxes,  individuals,  partner- 
ships, corporations.  [Revised  Oct.  1975.]  [1975.]  cover  title,  192  p. 
4°  (Publication  334.)  [Text  on  p.  2-4  of  cover.]     +     •Item  956-A 

T  22.19/2:Sm  1/976 

12529  Tax  information  on  individual  retirement  savings  program.  Apr.  1975. 

8  p.  4°  (Publication  590.)  [Last  pages  left  blank  for  notes.]  *  Paper, 
30c.  (S/N  048-004-00811-4).     •Item  964-B 

T  22.44/2:590 

12530  Tax  information  on  investment  income  and  expenses,  1975  edition  for 

use  in  preparing  1974  returns.  [Revised  Oct.  1974.]  [1974.]  24  p.  4° 
(Publication  550.)     # 

T  22.44/2:550/7 

12531  Tax  information  on  mutual  fund  distribution,  1975  edition  for  use  in 

preparing    1974    returns.    [Revised    Oct.    1974.]    [1974.]    12    p.    4° 
(Publication  564.)  [Last  2  pages  left  blank  for  notes.]     # 

T  22.44/2:564/7 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  161 


Government  Publications 

12532  Tax  information  for  visitors  to  United  States.  1975  edition.  [Revised 

Oct.    1974.]    [1974.]    8    p.    oblong    8°    folded    into    narrow    8°    size. 
(Publication  513.)     *  Paper,  25c.  (S/N  4804-00738).     •Item  964-B 

T  22.44/2:513/7 

12533  Taxable  income  and  nontaxable  income,  1975  edition  for  use  in  preparing 

1974  returns.  [Revised  Oct.  1974.]  [1974.]  20  p.  4°    (Publication  525). 
*  Paper,  40c.  (S/N  4804-00745).     •Item  964-B 

T  22.44/2:525/7 

12534  Withholding  of  tax  on  nonresident  aliens  and  foreign  corporations.  1976 

edition.  [Revised  Dec.  1975.]   [1976.]  24  p.  4°    (Publication  515.)    * 
Paper,  50c.  (S/N  048-004-00842-4).    •Item  964-B 

T  22.44/2:515/8 

INTERNATIONAL  BROADCASTING  BOARD  Washington,  DC  20005 

12535  Board  for  International  Broadcasting,  2d  annual  report,  1975.   [1975.] 

cover  title,  [4] +  53  p.il.     +     •Item  1062-B-l 

Y  3.B  78:1/975 

INTERNATIONAL  COMMERCE  BUREAU,  Commerce  Dept. 
Washington,  DC  20230 

12536  Export  contact  list  services.  Dec.   1975.   cover  title,   iii+16  p.  4°     + 

•Item  231-A 

C  57.102:C  76 

Foreign  economic  trends  and  their  implications  for  United  States  FET 
(series).     *  Paper,  $37.50  a  yr.;  add  $9.40  for  foreign  mailing. 

12537  74-032.  Niger.  Apr.  1974.  7  p.  4°     (American  Embassy,  Na  Imey.)  [Annual.  Supersedes 

ET  72-032.]      •Item  231-1 

C  57.111:74-032 

12538  74-050.  Trinidad  and  Tobago.  May  1974.  9  p.  4°     (American  Embassy,  Port  of  Spain.) 

[Annual.  Supersedes  ET  73-061.]      •Item  231-1 

C  57.111:74-050 

12539  75-036.  Indonesia.  Apr.  1975.  8  p.  4°     (American  Embassy,  Jakarta.)  [Semiannual.  Super- 

sedes ET  74-106.]  Prepared  by  Foreign  Service,  Department  of  State.]      •Item  231-1 

C  57.111:75-036 

12540  75-038.  Belize.  Apr.  1975.  7  p.  4°     (American  Consul  General,  Belize.)  [Annual.]      •Item 

231-1 

C  57.111:75-038 

12541  75-135.  Mexico.  Nov.  1975.  8  p.  4°     (American  Embassy,  Mexico.)  [Semiannual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  ET  75-135.]      •Item  231-1 

C  57.111:75-135 

12542  75-136.    Mozambique.    Dec.    1975.    11    p.    4°     (American    Embassy,    Lourenco    Marques.) 

[Semiannual.   Prepared   by   Foreign   Service,   Department  of   State.   Supersedes   74- 
089.]      •Item  231-1 

C  57.111:75-136 

12543  75-139.  Bahamas.  Dec.  1975.  8  p.  4°     (American  Embassy,  Nassau.)  [Semiannual.  Prepared 

by   Foreign   Service,   Department  of   State.   Supersedes   FET  74-128.]       •Item   231- 

C  57.111:75-139 

12544  75-141.  Gabon  Dec.  1975.  11  p.4°     (American  Embassy,  Libreville.)  [Annual.  Prepared  by 

Foreign  Service,  Department  of  State.  Supersedes  74-118.]      •Item  231-1 

C  57.111:75-141 

12545  75-141a.  Gabon.  Dec.  1975.  11  p.  4°     (American  Embassy,  Libreville.)  [Semiannual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-141.]      •Item  231-1 

C  57.111:75-141a 

12546  75-142.    Haiti.    Dec.    1975.    10   p.   4°     (American    Embassy,    Port-au-Prince.)    [Semiannual. 

Prepared   by    Foreign    Service,    Department   of   State.    Supersedes   74-104.]       •Item 

C  57.111:75-142 

12547  75-143.  Belgium.  Dec.  1975.  7  p.  4°     (American  Embassy,  Brussels.)  [Semiannual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-046.]      •Item  231-1 

C  57.111:75-143 
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12548  75-144.   Spain.  Dec.  1975.  7  p.  4°     (American   Embassy,  Madrid.)  (Semiannual    Prepared 

by    Foreign   Service,    Department  of   State.   Supersedes   FET  75-048]       •Item   231- 
I 

C  57.111:75-144 

12549  75-145.  Turkey.  Dec.  1975.  7  p.  4°     (American  Embassy.  Ankara  )  (Semiannual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-065]      •Item  231-1 

C  57.111:75-145 

12550  75-146.    Papua   New    Guinea     Dec.   1975.   12   p.   4°     (American   Embassy,    Port   Moresby  ) 

(Semiannual   Prepared  by  Foreign  Service,  Department  of  State]      •Item  231-1 

C  57  111:75-146 

12551  75-147.    Italy.   Dec.   1975.   8   p.   4°     (American    Embassy.    Rome.)   (Semiannual     Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-063]      •Item  231-1 

C  57.111  75147 

12552  75-148.    Singapore.    Dec.    1975.    8    p.    4°     (American    Embassy,    Singapore.)    (Semiannual 

Prepared   by    Foreign    Service,    Department  of   State.   Supersedes   75-087]       •Item 
231-1 

C  57.111:75-148 

12553  75-149.  Ireland.  Dec.  1975.  6  p.  6°     (American  Embassy,  Dublin  )  (Semiannual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-052  ]      •Item  231-1 

C  57.111:75-149 

12554  75-150.   South   Africa.   Dec.   1975.   8   p.   4°     (American   Embassy,   Pretoria.)   (Semiannual 

Prepared   by    Foreign    Service,   Department   of   State.   Supersedes   75-078]       •Item 
231-1 

C  57.111:75-150 

12555  75-151.  Chile.  Dec.  1975.  7  p.  4°     (American  Embassy,  Santiago.)  (Semiannual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-094]      •Item  231-1 

C  57.111:75-151 

12556  75-152.   Iran.   Dec.   1975.   8   p.   4°     (American   Embassy,   Tehran)   (Semiannual.   Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-075.]      •Item  231-1 

C  57.111:75-152 

12557  75-153.  Somalia.  Dec.  1975.  13  p.  4°     (American  Embassy,  Mogadiscio.)  (Annual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-020]      •Item  231-1 

C  57.111:75-153 

12558  76-001.    Hong    Kong.    Jan.   1976.    7    p.   4°     (American    Consulate    General,    Hong    Kong.) 

(Semiannual.    Prepared   by    Foreign    Service,    Department   of   State.    Supersedes   75- 
072.]      •Item  231-1 

C  57.111:76-001 

12559  76-003.  Lebanon.  Jan.  1974.  8  p.il.  4°     (American  Embassy,  Beirut.)  [Prepared  by  Foreign 

Service,  Department  of  State]      •Item  231-1 

C  57.111:76-003 

12560  76-004.  Yemen  Arab  Republic.  Jan.  1976.  14  p.  4°     (American  Embassy,  Sana.)  (Annual. 

Prepared  by  Foreign  Service,  Department  of  State]      •Item  231-1 

C  57.111:76-004 

12561  76-005.  Cameroon.  Jan.  1976.  9  p.  4°     (American  Embassy,  Yaounde.)  [Annual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-027]      •Item  231-1 

C  57.111:76-005 

12562  76-006.  Nicaragua.  Jan.  1976.  8  p.  4°     (American  Embassy,  Managua.)  [Annual.  Prepared 

by   Foreign   Service,    Department   of   State.   Supersedes   FET   75-013]       •Item   231- 
I 

C  57.111:76-006 

12563  76-007.  Oman.  Jan.   1976.  9  p.  4°     (American   Embassy.  Muscat  )  [Annual.   Prepared  by 

Foreign  Service,  Department  of  State.  Supersedes  75-008.]      •Item  231-1 

C  57.111:76-007 

12564  76-008.   France.  Jan.   1976.  8   p.  4°     (American   Embassy,   Paris.)  [Semiannual.   Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-083]      •Item  231-1 

C  57.111:76-008 

12565  76-011.  Honduras.  Jan.  1976.  9  p.  4°     (American  Embassy,  Tegucigalpa.)  [Annual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  750-23]      •Item  231-1 

C  57.111:76-011 

12566  76-012.   El  Salvador.  Jan.   1976.   10  p.  4°     (American   Embassy,   San   Salvador.)  [Annual 

Prepared  bv  Foreign  Service,  Department  of  State.  Supersedes  74-141.)      •Item  231-1 
H  T  C  57.111:76-012 

12567  76-013.    Algeria.   Jan.    1976.    14    p.   4°     (American    Embassy,    Algiers)   [Annual.    Prepared 

bv  Foreign  Service,  Department  of  State.  Supersedes  73-074]      •Item  231-1 

C  57.111:76-013 

12568  76-014.   Federal  Republic   of  Germany.   Jan.  1976.   II  p.  4°     (American   Embassy,   Bonn.) 

[Semiannual.    Prepared   by    Foreign    Service,    Department   of   State.   Supersedes   75- 

0681      •,tCm23'-1  C  57,1,76-0.4 

12569  76-015.  Austria.  Jan.  1976.  9  p.  4°     (American  Embassy,  Vienna.)  (Semiannual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-080]      •Item  231-1 
y  *  C  57.111:76-015 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  163 


Government  Publications 

12570  76-016.  Nigeria.  Jan.  1976.  10  p.  4°     (American  Embassy,  Lagos.)  [Semiannual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-100.)      •Item  231-1 

C  57.111:76-016 

12571  76-017.   Rwanda.  Jan.  1976.  8  p.  4°     (American  Embassy,   Kigali.)  [Annual.   Prepared  by 

Foreign  Service,  Department  of  State.  Supersedes  74-103.)      •Item  231-1 

C  57.111:76-017 

12572  76-018.  Malaysia.  Jan.  1976.  8  p.  4°     (American  Embassy,  Kuala  Lumpur.)  [Semiannual. 

Prepared   by    Foreign   Service,   Department  of   State.   Supersedes   75-059]       •Item 
231-1 

C  57.111:76-018 

12573  76-019.  Japan.  Jan.  1976.  10  p.  4°     (American   Embassy,  Tokyo.)  [Semiannual.  Prepared 

by  Foreign  Service,  Department  of  State.  Supersedes  75-090.)      •Item  231-1 

C  57.111:76-019 

12574  International  market  study,  foreign  markets,  export  information  and 

procedures  [with  bibliography];  by  Brenda  Carr  .  Apr.  22,  1974.  iii+85 
p.  4°  [Prepared  for  Ozark  Leather  Co.,  Waco,  Tex.,  under  auspices 
of  Bureau  of  International  Commerce  Export  Assistance  Masters 
(TEAM)  program.]  + 

C  57.102:F  76 

12575  Trade  list  program,   export  mailing  list  and  FTI  data  tape   services. 

Sept.  1974.  cover  title,  iii+16  p.il.  (Office  of  Export  Development.) 
+     #Item  231-A 

C  57.102:M  28 

INTERNATIONAL  DEVELOPMENT  AGENCY,  State  Dept. 
.   Washington,  DC  20523 

12576  Development  and  humanitarian  assistance,  FY  1973,  program  presenta- 

tion to  Congress.  [1974.]  cover  title,  [536]  p.il.  oblong  8°  [Issued 
with  perforations  and  marginal  index  tabs.]  + 

S  18.2:D  49/5/973 

12577  Report  on  health,  population  and  nutrition  activities  of  Agency  for 

International  Development,  Department  of  State,  for  fiscal  years  1973 
and  1974.  [July  1975.]  cover  title,  vi+441  p.  4°  [Prepared  by  Depart- 
ment of  Health,  Education,  and  Welfare,  Office  of  International 
Health.  Issued  with  12  marginal  index  tabs  on  blank  cardboard  show- 
ing titles.  Pages  417  and  418  are  left  blank,  but  no  text  is  missing.] 
# 

S  18.2:H  34/3/973-74 

INTERSTATE  COMMERCE  COMMISSION  Washington,  DC  20423 

12578  Consolidated  index-digest  of  reports  of  Interstate  Commerce  Commis- 

sion involving  rates  and  practices  covering  I.C.C.  volumes  339,  340, 
341,    343,    344,    Sept.   1969-Jan.    1974.   1975.    cover  title,   62   p.   4° 
(Reference  Services  Branch,  Section  of  Case  Control  and  Informa- 
tion, Office  of  Proceedings.)     +     #Item  677 

IC  1.6:339-41,  343-44/ind. 

12579  Eighty-ninth  annual  report  of  Interstate  Commerce  Commission,  fiscal 

year  ending  June  30,  1975.  [1975.]  vi+137  p.il.  [Also  issued  as  H.doc. 
268,  94th  Cong.,  1st  sess.]     *  Paper,  $1.65  (S/N  026-000-01015-2). 
•Item  673 

IC  1.1:975 

12580  Freight  commodity   statistics,   class  1  railroads,   year  ended  Dec.   31, 

1973.  [1974.]  cover  title,  xiv  +  33  p.  4°  (Bureau  of  Accounts.)  *  Paper, 
$1.05.    #Item704 

IC  1  ste.  29:973 
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12581  Freight  commodity   statistics,   class  1  railroads,   year  ended   Dec.   31, 

1974.  [1976.]  cover  title,  xiv  +  33  p.  4°  (Bureau  of  Accounts.)  *  Paper, 
$1.15  (S/N  026-000-01030-6).     •Item  704 

IC  1  ste.  29:974 

12582  Guide  for  Joint  Board  members.  Nov.  1975.  cover  title,  [96]  p.  4° 

[Prepared  in  cooperation  with  National  Association  of  Regulatory 
Utility  Commissioners.]     +     •Item  678 

IC  1.12/3:3  66 

12583  Interstate  Commerce  Commission  reports:   v. 116,  Motor  carrier  cases, 

decisions  of  Interstate  Commerce  Commission,  Mar.  1972-May  1975. 

1975.  xxii  +  922  p.il.     *  Cloth,  $11.60    •Item  688 

IC  1  mot.8:116 

12584  Public  response  to  Secretary  of  Transportation's  rail  services  report, 

rail  service  in  Midwest  and  Northeast  region,  report  of  Rail  Services 
Planning  Office  to  U.S.  Railway  Association:  v.  1,  New  England 
States.  Aug.  1974.  [3] +  86  p.il.  4°  ([Rail  Services  Planning  Office]; 
Ex  parte  293  (Sub-no.  1),  Northeastern  Rail  Investigation.)  +  •Item 
674 

IC  1.2:R  13/14/v.l 

12585  Public  response  to  Secretary  of  Transportation's  rail  services  report, 

rail  service  in  Midwest  and  Northeast  region,  report  of  Rail  Services 
Planning  Office  to  United  States  Railway  Association:  v.  3,  Mid- 
western States.  Feb.  1975.  [3] +  257  p.il.  4°  (Ex  parte  no.  293  (Sub- 
no.  1)  Northeastern  rail  investigation.)    *  Paper,  $3.30.      •Item  674 

IC  1.2:R  13/14/V.3 

Tariff  circular  MF  (series). 

12586  MF  3.  Regulations  to  govern  construction,  filing  and  posting  of  common  carrier  freight 

tariffs  and  classification  publications.  Supplement  2.  [1975.)  [3]  +  ii  +  lll  p.  + 

IC  1  mot.7:MF  3/supp.2 

Transport  statistics  in  United  States  for  year  ended  Dec.  31,  1973. 

12587  pt.9.  Private  car  lines.  [1975.]  cover  title,  [l]  +  6  p.  4°     [Prepared  by  Bureau  of  Accounts. 

Issued  in  sections  as  parts,  punched  for  binders.  This  1973  report  when  complete 
will  consist  of  pts.  1,  5,  6,  7,  8  ,  and  9]     *  Paper,  50c.     •Item  699 

IC  1.25:973/pt.9 

Transport  statistics  in  United  States  for  year  ended  Dec.  31,  1974. 

12588  pt.  3.   Freight  forwarders.  [1976]  cover  title,  [1]  +  11  p.  4°     [Prepared  by   Bureau  of  Ac- 

counts. Issued  in  sections  as  parts,  punched  for  binders.  This  1974  report  when 
complete  will  consist  of  pts.  1,  3,  5,  6,  7,  and  9.  Formerly  published  as  Part  8] 
•  Paper,  55c.  (S/N  026-000-01027-6).     •Item  699 

IC  1.25:974/pt.3 

12589  Uniform  system  of  accounts  for  class  1  and  class  2  common  and  con- 

tract   motor   carriers    of    property    (49   CFR    1207.)    [Dec.    11,    1974, 
published  1975.]  [1]  + 26-227  p.  ([Docket]  32155  (Sub.-no.2);  30789.) 
5  Paper,  $1.95.      •Item  689 

F    '  IC  1  mot.6:P  94/2/974-2 

12590  Uniform  system  of  accounts,  class  1  and  class  2  common  and  contract 

motor  carriers  of  property  (49  CFR  1207).  Jan.  1976.  cover  title, 
409-609  p.     +     •Item  689 
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JOINT  PUBLICATIONS  RESEARCH  SERVICE  1000  N.  Glebe  Rd. 
Arlington,  VA  22201 

Note.  — When  ordering  Joint  Publications  Research  Service  publications  from  the  National  Techni- 
cal Information  Service,  give  the  JPRS  number  in  the  order.  Do  not  include  Monthly  Catalog 
entry  numbers  or  Superintendent  of  Documents  classification  numbers,  which  should  be  used 
only  when  ordering  from  the  Superintendent  of  Documents. 

Titles  of  JPRS  serial  reports  listed  below  were  issued  during  the  month,  but  were  not  cataloged 
separately.      §  (Price  upon  application). 
People's    Republic   of   China    scientific    abstracts,    nos.   138-145;   JPRS   66681,66700,   66777,   66799, 

66893,  66949,  66980,  67027,  67057. 
Translations  from  Kommunist,  no.  18,  Dec.  1975;  JPRS  66651 
Translations   on    Eastern    Europe:    Economic   and    Industrial   Affairs,   nos.   1416-1461;   JPRS   66635, 

66639,  66653,  66683,  66690,  66695,  66702,  66717,  66724,  66742,  66750,  66759,  66761  66782,  66800, 

66824,  66833,  66836,  66847,  66850,  66873,  66899,  66903,  66922,  66931,  66941,  66944,  66959,  66965, 

66974,  66986,  67006,  67012,  67023,  67030,  67038,  67046,  67066,  67078,  67093,  67114,  67132,  67138, 

67149,  67171. 
Translations  on  Eastern  Europe:  Scientific  affairs,  nos.  496-509;  JPRS  66643,  66682,  66740,  66768, 

66783,  66846,  66852,  66930,  66972,  67024,  67042,  67074,  67111,  67175. 
Translations   on   Environmental   Quality,   nos.   100-109;  JPRS   66668,   66676,   66794,   66888,   66948, 

66976,  66992,  67010,  67103,  67167. 
Translations  on  Japan,  nos.  5-9;  JPRS  66634,  66821,  66871,  66909,  67099. 
Translations   on   Latin   America,   nos.  1436-1484;  JPRS   66626,   66641,   66658,   66684,   66691,  66698, 

66707,  66711,  66735,  66741,  66749,  66758,  66775,  66780,  66806,  66808,  66816,  66842,  66856,  66869, 

66877,  66895,  66902,  66912,  66919,  66942,  66943,  66964,  66973,  66981,  66995,  67002,  67014,  67018, 

67032,  67034,  67044,  67056,  67061,  67069,  67089,  67109,  67118,  67121,  67136,  67154,  67156,  67164, 

67178. 
Translations  on  Law  of  the  Sea,  nos.  25-27;  JPRS  66739,  66769,  67050. 
Translations  on  Mongolia,  no.  289;  JPRS  66927. 
Translations  on   Narcotics  and  dangerous  drugs,  nos.  229-241;  JPRS  66666,  66714,  66755,  66804, 

66840,  66878,  66924,  66960,  67000,  67049,  67085,  67123,  67157. 

Translations  on   Near  East  and  North  Africa,  nos.  1460-1504;  JPRS  66627,  66633,  66647,  66665, 

66688,  66704,  66725,  66744,  66754,  66763,  66776,  66788,  66805,  66812,  66817,  66837,  66844,  66864, 

66881,  66885,  66892,  66894,  66905,  66911,  66932,  66940,  66951,  66955,  66968,  66984,  66993,  67015, 

67021,  67036,  67043,  67052,  67060,  67079,  67094,  67107,  67127,  67144,  67158,  67159,  67177. 
Translations  on  North  Korea,  nos.  435-450;  JPRS  66686,  66706,  66718,  66743,  66726,  66789,  66798, 

66845,  66884,  66926,  66989,  66990,  67035,  67068,  67117,  67129. 
Translations  on  People's  Republic  of  China,  nos.  337-348;  JPRS  66619,  66673,  66795,  66876,  66936, 

66987,  66998,  67026,  67058,  67105,  67128,  67170. 
Translations  on  south  and  east  Asia,  nos.  609-634;  JPRS  66631,  66687,  66699,  66710,  66737,  66753, 

66801,  66813,  66822,  66831,  66853,  66863,  66890,  66913,  66933,  66935,  66957,  66991,  67031,  67062, 

67071,  67110,  67120,  67155,  67166,  67179. 
Translations  on  Sub-Saharan  Africa,  nos.  1635-1646;  JPRS  66692,  66728,  66792,  66872,  66921,  66963, 

67070,  67091,  67124,  67146,  67161. 
Translations  on  USSR  agriculture,  nos.  976-1009;  JPRS  66424,  66435,  66462,  66472,  66481,  66490, 

66502,  66521,  66529,  66548,  66563,  66600,  66617,  66624,  66646,  66660,  66670,  66715,  66721,  66760, 

66790,  66859,  66898,  66916,  66954,  66962,  66988,  66997,  67016,  67040,  67095,  67134,  67163,  67169. 
Translations  on  USSR  economic  affairs,  nos.  753-763;  JPRS  66620,  66630,  66659,  66669,  66685, 

66712,  66730,  66796,  67063,  67104. 
Translations  on   USSR   industrial  affairs,  nos.   390-396;  JPRS  66732,  66829,  66875,  66917,  66952, 

66999,  67059. 
Translations  on  USSR  Political  and  Sociological  Affairs,  nos.  722-732;  JPRS  66628,    66661,  66719, 

66807,  66828,  66897,  67083,  67116,  67126,  67150,  67176. 
Translations  on   USSR   resources,   nos.  676-687;  JPRS  66644,  66664,  66731,  66746,  66771,  66830, 

66841,  66907,  66950,  66994,  67017,  67097. 

Translations  on  USSR  trade  and  services,  nos.  950-967;  JPRS  66632,  66672,  66709,  66745,  66784, 
66818,  66865,  66886,  66901,  66925,  66928,  66953,  66983,  67033,  67086,  67122,  67137,  67172. 

Translations  on  Vietnam,  nos.  1759-1795;  JPRS  66638,  66642,  66648,  66671,  66678,  66694,  66705, 
66733,  66751,  66770,  66785,  66802,  66810,  66832,  66835,  66855,  66861,  66880,  66900,  66918,  66929, 
66938,  66947,  66966,  67007,  67008,  67022,  67037,  67045,  67051,  67067,  67075,  67101,  67115,  67135, 
67152,  67174. 

Translations  on  Western  Europe,  nos.  813-873;  JPRS  66622,  66640,  66657,  66667,  66680,  66689, 
66696,  66708,  66713,  66727,  66736,  66743,  66747,  66757,  66765,  66773,  66781,  66791,  66803,  66809, 
66823,  66834,  66838,  66843,  66858,  66862,  66868,  66879,  66887,  66896,  66904,  66923,  66934, 
66937,  66946,  66961,  66967,  66975,  66982,  66996,  67001,  67011,  67019,  67029,  67039,  67048,  67055, 
67065,  67072,  67080,  67082,  67092,  67100,  67108,  67112,  67125,  67130,  67145,  67153,  67160,  67173. 

USSR  and  East  Europe  scientific  abstracts:  Biomedical  sciences,  nos.  38-43;  JPRS66656,  66662, 
66786,  66826,  66857,  67087. 

USSR  and  East  Europe  scientific  abstracts:  Chemistry,  nos.  36-40;  JPRS  66734,  66752,  66787, 
66827,  66979. 

USSR  and  East  Europe  scientific  abstracts:  Cybernetics,  computers  and  automationtechnology, 
nos.  19,  20  JPRS  66652,  66914. 
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USSR  and   East   Europe  Scientific   Abstracts:  Geophysics,   Astronomy,  and  Space,  nos    364-369; 

JPRS  66625.  66701,  66820,  66882.  67003,  67054. 
USSR  and  East  Europe  scientific  abstracts:  Materials  science  and  metallurgy,  nos    32,  33,  JPRS 

66883,  67004. 
USSR  scientific  abstracts:  Electronics  and  electrical  engineering,  nos.  16,  17,  JPRS  66915,  67088 
USSR  scientific  abstracts:  Physics  and  mathematics,  no.  23;  JPRS  66778. 
World  epidemiology  review,  nos.  66-69;  JPRS  66650,  66767.  66970,  67143. 

JPRS  (series). 

91  64608.  Climatic  factor  in  agriculture  and  agroclimatic  zoning  USSR;  by  P.  I.  Koloskov. 
Apr.  23,  1975.  cover  title,  [l]  +  a-b+248  p.il.  4°     [Leningrad,  1971.)     5  Paper.  $7.50. 

Y  3  J  66:13/64608 

92  65653-2.  Principles  of  theory  of  radio  electronic  systems  of  marine  objects:  pi.  2  [with 
bibliography];  by  K.  Yu.  Agranovskiy,  P.  I.  Kiselev,  Ye  A.  Svyadoshch.  Sept. 
11,  1975.  cover  title,  [l]  +  a-g  + 194-376  p.il.  4°  [Osnovy  teorii  radioelektronnykh  sistem 
morskikh  ob'yektov,  1974,  Leningrad.)      §  Paper,  $7.00. 

Y  3.J  66:13/65653-2 

93  66526.  1974  results,  1975  plan  for  Institute  for  Medical  Research  and  Occupational 
Medicine  of  Yugoslav  Academy  of  Sciences  and  Arts  in  Zagreb.  East  Europe. 
Jan.  8,  1976.  cover  title,  [l]  +  a  +  62  p.  4°  [From  Arhiv  za  higijenu  rada  i  toksikologiju, 
Zagreb,  V.  26,  no.  1,  1975]     §  Paper,  $4.25. 

Y  3.J  66:13/66526 

94  66537.  Soviet  research  in  cereal  grains,  USSR  [articles;  by  V.  Pannikov,  A.  Sozinov, 
V.  Soyfer,  V.  Kuznetsov],  Jan.  9,  1976.  cover  title,  [l]  +  a+36  p.il.  4°  [From  Nauka 
i  zhizn1,  no.  11,  1975]     §  Paper,  $3.75. 

Y  3.J  66:13/66537 
?5        66541.    Laser   sounding   of   atmosphere,    USSR    [articles,   with   bibliographies;   by    V.   G. 

Astafurov,  et  al.].  Jan.  9,  1976.  cover  title,  [l]  +  a  +  20  p.il.  4°     §  Paper,  $3.75. 

Y  3.J  66:13/66541 
96        66546.  Morphofunctional  features  of  hearing  organ  in  terrestrial,  semiaquatic,  and  aquatic 

mammals  [with  bibliography];  by  G.  N.  Solntseva.  Jan.  9,  1976.  cover  title,  [1]  +  I4 
p.il.  4°     [From  Zoologicheskiy  zhurnal,  no.  10,  1975]     §  Paper,  $3.25. 

Y  3.J  66:13/66546 
91        66559.    Can    intellect   be    measured,    USSR    by    H.    Eysenck.   Jan.    12,    1976.   cover   title, 

[1]  +  12  p.  4°     [From  Literaturnaya  gazeta,  no.  46,  Nov.  12,  1975]     §  Paper,  $3.25. 

Y  3  J  66:13/66559 

98  66574.  Advantages  of  automated  production  control  systems,  USSR;  by  D.  G.  Zhimerin. 
Jan.  13,  1976.  cover  title,  [2]  +  7  p.  4°  [From  Obshchegosudarstvennaya  avto- 
matizirovannaya  sistema  upravleniya,  no.  5,  1975.]     §  Paper,  $3.25. 

Y  3.J  66:13/66574 

99  66577.  Abstracts  of  papers  for  conference  on  engineering  applications  of  superconductivi- 
ty, USSR.  Jan.  13,  1976.  cover  title,  [l]  +  a  +  43  p.  4°  [Publication  of  conference 
held  under  auspices  of  USSR  State  Committee  for  Utilization  of  Atomic  Energy, 
Alushta,  1975.]     §  Paper,  $3.75. 

Y  3.J  66:13/66577 

00  66621.  Soviet  papers  presented  at  1-3  Sept.  1975  Eindhoven  meeting  of  thermionic  conver- 
sion specialists,  USSR  [articles,  with  bibliographies].  Jan.  20,  1976.  cover  title, 
[1]  + a +  91  p.il.  4°     §  Paper,  $4.75. 

Y  3.J  66:13/66621 

01  66637.  Marine  gravimetric  research,  USSR  [articles,  with  bibliographies,  V.  V.  Fedynskiy, 
editor].  Jan.  21,  1976.  cover  title,  [l]  +  a-b  +  62  p.il.  4°  [From  Morskiye 
gravimetricheskiye  issledovaniya,  no.  3  (1960-65),  1967.)     §  Paper,  $4.25. 

Y  3.J  66:13/66637 

02  66649.  Matrix  form  of  computing  and  programming  problems  in  structural  mechanics 
on  computers,  USSR  [excerpts];  by  I.  S.  Dotsenko,  P.  M.  Nevskiy.  Jan.  22,  1976. 
cover  title,  [lj  +  a  +  17  p.il.  4°  [Publication  of  Izdatel'skoye  Ob'yedineniye  Vishcha 
Shkola,  Kiev,  1975]     §  Paper,  $3.25. 

Y  3.J  66:13/66649 

03  66663.  Investigation  of  radiation  cross  linking  of  polyethylene  in  heterogenous  systems, 
USSR  [with  bibliography];  by  V.  P.  Gordiyenko.  et  al.  Jan.  26,  1976.  cover  title. 
[l]  +  7  p.il.  4°  [From  Vysokomolekulyarnyye  soyedineniya,  v.  17,  no.  8,  1975]  $ 
Paper.  $3.25. 

Y  3.J  66:13/66663 

04  66674.  Computer  technology  in  transport  services,  USSR;  by  V.  I.  Benisov.  Jan.  26, 
1976.  cover  title,  [l]  +  7  p.  4°  [From  Avtomatika,  telemekhanika,  svyaz',  no.  II.  1975] 
§  Paper,  $3.25. 

Y  3.J  66:13/66674 

05  66675.  Basic  routes  of  development  of  control  computer  technology,  computers  of  3d 
and  4th  generations  ,  USSR  [with  bibliography];  by  I.  V.  Prangishvili.  Jan.  26, 
1976.  cover  title,  [l]  +  13  p.il.  4°  [From  Pribory  i  sistemy  upravleniya.  no.  10,  1975] 
§  Paper,  $3.25. 

Y  3.J  66:13/66675 
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12606  66677.  Optimum  selection  and  recruitment  problem  for  student  academic  groups  process, 

USSR;  by   N.   N.   Obozov.  Jan.   27,   1976.   cover  title,   [1]  +  15   p.  4°     [From   Vestnik 
Leningradskogo  Universiteta,  no.  17,  1975]     §  Paper,  $3.25. 

Y  3.J  66:13/66677 

12607  66693.  Physical  factors  of  production  environment  and  their  effect  on  health  of  workers, 

USSR;    [T.    V.    Kalyada,   editor].   Jan.    28,    1976.    cover   title,    [l]  +  a-b  +  37    p.il.   4° 
[Publication  of  Pargolovo  Ulitsa  Lomonosova,  Leningrad,  1973.]     §  Paper,  $3.75. 

Y  3.J  66:13/66693 

12608  66766.   Optical  methods  of  signal  processing,   USSR   [with  bibliography];  by   Viktor  D. 

Svet.    Feb.    II,    1976.   cover   title,    [l]  +  a-b  +  130   p.il.   4°     [Issue   444   in    Biblioteka   po 
avtomatike.  Publication  of  Izdatel'stvo  Energiya,  Moscow,  1971]     §  Paper,  $5.75. 

Y  3.J  66:13/66766 

12609  66797.  Potential  transport  forms  of  nitrogen  mustard.  East  Europe  [with  bibliography]; 

by    W.   Schulz,   G.    Letsch,   D.   Tresselt.   Feb.   13,   1976.   cover  title,    [l]  +  25   p.il.   4° 
[From  Die  pharmazie,  v. 30,  no.  8,  1975.]     §  Paper,  $3.75. 

Y  3.J  66:13/66797 

12610  66866.  Investigating  effectiveness  of  artificial  and  natural  ventilation  of  open-pit  mines, 

USSR;  by  V.  S.  Nikitin.  Feb.  26,  1976.  cover  title,  (1]  +  12  p.il.  4°     [From  UGOL', 
v.  5,  no  1,  1972,  Moscow.]     §  Paper,  $3.25. 

Y  3.J  66:13/66866 

JUDGE  ADVOCATE  GENERAL  (Navy),  Defense  Dept.  Washington, 
DC  20370 

12611  Manual  of  Judge  Advocate  General,  Change  5.  May  I,  1974.  [35]  p. 

4°  (JAGINST  5700.7A.)  [Issued  with  perforations.]  *  Paper,  60c. 
(S/N  0844-00020).     •Item  380-A 

D  205.6/2:M  31/970/ch.5 

JUSTICE  DEPARTMENT  Washington,  DC  20530 

12612  Annual  report  of  Attorney  General  of  United  States  [fiscal  year]  1974. 

[1975.]  vi+234  p.il.  4°     +     •Item  717-C-l 

J  1.1:974 

12613  Children  in  custody,  report  on  juvenile  detention  and  correctional  facili- 

ty census  of  1971.  [1974.]  ix  +  69  p.il.  4°  (Law  Enforcement  Assistance 
Administration.)  [Prepared  by  Statistics  Division,  National  Criminal 
Justice  Information  and  Statistics  Service.]  *  Paper,  $1.15.  •Item 
717 

J  1.2:C  43 

12614  Directory  of  grants,  contracts  and  interagency  agreements,  1969-74;  com- 

piled by  James  M.  Edgar  .  Dec.  1974.  vi+194+[13]  p.  4°  (Law  En- 
forcement Assistance  Administration,  National  Institute  of  Law  En- 
forcement and  Criminal  Justice.)  [Prepared  by  National  Criminal 
Justice  Reference  Service.]     +     •Item  717 

J  1.2:0  76/2/969-74 

12615  Exemplary  project,  D.C.  public  defender  service.  [1975.]  [5]  p.il.  narrow 

8°  (Law  Enforcement  Assistance  Administration,  National  Institute 
of  Law  Enforcement  and  Criminal  Justice.)     +     •Item  717 

J  1.10:P  96 

12616  Guide   to   microfiche   accessory   equipment.   [1975.]   [8]   p.il.   (National 

Criminal  Justice  Reference  Service,  National  Institute  of  Law  En- 
forcement and  Criminal  Justice,  Law  Enforcement  Assistance  Ad- 
ministration.) [Includes  list  of  additional  sources.]  +  •Item  717- 
A 

J  1.8/2:M  58 


2617  [Guideline   manual],    Financial    management   for   planning   and   action 
grants,  Change  3.  Oct.  29,  1975.  [17]  p.  4°  (M  4100.1  D;  Law  Enforce- 
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ment    Assistance    Administration.)    [Issued    with    perforations.)     + 
•Item  717-A 

J  1.8/2:F  49/973/ch.3 

12618  Guideline   manual,   guide   for  discretionary   grant   programs.    Nov.    22, 

1974.  cover  title,  [210]  p.  4°  (M  4500.1  C;  Law  Enforcement 
Assistance  Administration,  Office  of  National  Priority  Programs.) 
[Issued  with  perforations.)      +     #Item  717-A 

J  1.8/2:G  76/2/974-2 

12619  Guideline  manual,  guide  for  discretionary  grant  programs.  July  10,  1975. 

cover  title,  [295]  p.  4°  (M  4500.1  D;  Law  Enforcement  Assistance 
Administration.)  [Issued  with  perforations.)     +     #Item  717-A 

J  1.8/2:G  76/2/975 

12620  Guideline   manual,   State  planning  agency  grants.  Jan.   16,   1976.  cover 

title,  [260]  p.  4°  (M  4100.1  E;  Law  Enforcement  Assistance  Adminis- 
tration, Office  of  Planning  and  Management.)  [Issued  with  perfora- 
tions.] +      #Item  717-A 

J  1.8/2:St  2/976 

12621  [Guideline  manual],  State  planning  agency  grants,  Change  2.  Sept.  24, 

1975.  [20]  p.  4°  (M  4100.1  D;  Law  Enforcement  Assistance  Adminis- 
tration.) [Issued  with  perforations.]     +     #Item  717-A 

J  1.8/2:St  2/973-2/ch.2 

12622  Intensive  evaluation  for  criminal  justice  planning  agencies  [with  bibliog- 

raphy]; by  Donald  R.  Wiedman  ,  John  D.  Waller  ,  Dona  MacNeil, 
Francine  L.  Tolson,  Joseph  S.  Wholey.  July  1975  [published  1976]. 
vi  +  64  p.il.  4°  (Law  Enforcement  Assistance  Administration,  Na- 
tional Institute  of  Law  Enforcement  and  Criminal  Justice.)  *  Paper, 
$1.75  (S/N  027-000-00348-6).     •Item  717 

J  1.2:Ev  1/2 

Law  enforcement  standards  program,  NILECJ-STD  (series).  (Law  En- 
forcement Assistance  Administration,  National  Institute  of  Law  En- 
forcement and  Criminal  Justice.) 

12623  0307.00.  Metallic  handcuffs  [with  list  of  references].  Oct.  1974.  v  +  8  p.il.  4°     (Voluntary 

national  standard  ]     *  Paper,  65c.     •Item  717-J 

L.C.  card  75-1068  J  1.41/2:0307.00 

12624  List  of  LEEP  participating  institutions,  fiscal  year  1976.  Oct.  1975.  [104] 

p.  4°  (Law  Enforcement  Assistance  Administration.)  +  #Item 
717-L 

J  1.43:976 

12625  Monitoring  for  criminal  justice  planning  agencies;  by  John  D.  Waller 

,  Dona  MacNeil  ,  John  W.  Scanlon,  Francine  L.  Tolson,  Joseph 
S.  Wholey.  Aug.  1,  1974.  vi  +  169  p.  4°  (Law  Enforcement  Assistance 
Administration,  National  Institute  of  Law  Enforcement  and  Criminal 
Justice.)     +     #Item  717 

J  1.2:M  75/2 

12626  Monitoring  for  criminal  justice  planning  agencies;  by  John  D.  Waller 

,   Dona  MacNeil   ,   John   W.   Scanlon,   Francine   L.  Tolson,  Joseph 
S.  Wholey.  Mar.  1975.  viii  +  108  p.  4°    (Law  Enforcement  Assistance 
Administration,  National  Institute  of  Law  Enforcement  and  Criminal 
Justice.)    *  Paper,  $1.80  (S/N  027-000-00300-1).     •Item  717 
L.C.  card  75-8569  J  UM  75/2/975 
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Opinion  of  Attorney  General. 


12627  v.42,    no.46.    Impeachment   investigation   by    House   committee,   statutory   provisions   on 

disclosure  of  tax  return  information.  May  25,  1974.  7  p.     *  Paper,  30c.     •Item  718 

J  1.5/a:42/46 

12628  Policy    development    seminar    on    architecture,    design,    and    criminal 

justice.  [1976.]  [3] +  130  p.il.  4°  (Law  Enforcement  Assistance  Ad- 
ministration.)    +     #Item  717 

J  1.2:Ar  2/2 

12629  Program  of  National  Institute  of  Law  Enforcement  and  Criminal  Justice, 

exemplary  projects.  [1976.]  cover  title  ,  16  p.il.  4°  (Office  of 
Technology  Transfer,  National  Institute  of  Law  Enforcement  and 
Criminal  Justice,  Law  Enforcement  Assistance  Administration.)  + 
•Item  717 

J  1.2:N  21  i 

12630  Quantitative  tools  for  criminal  justice  planning  [with  bibliographies]; 

Leonard  Oberlander  ,  editor.  1975.  x+[l]  +  244  p.il.  4°  (Law  Enforce- 
ment Assistance  Administration.)     +     #Item  717 

J  l.2:P  69 

12631  Report  of  Attorney  General  to  Congress  of  United  States  on  administra- 

tion of  Foreign  agents  registration  act  of  1938,  as  amended,  for  calen- 
dar year  1974.  [1976.]  [2] +  322  p.  4°     +     #Item  719-C 

J  1.30:974 

12632  Use  of  State  revenue  statutes  in  organized  crime  prosecutions.  Jan. 

1976.  [238]  p.  4°    (Law  Enforcement  Assistance  Administration.) 
+     •Item  717 

J  1.2:R  32/2 

LABOR  DEPARTMENT  Washington,  DC  20210 

12633  Comprehensive  employment  and  training  act,  review  and  oversight.  Dec. 

1975.  [15]  leaves  4°  + 

L  1.2:C  73/4 

Current  bibliographies  prepared  by  library. 

12634  1.  Employee-management  relations  in  public  service,  Supp.  2.  [Feb.  1972.]  [l]  +  39  p.  4° 

L  1.34/4:l/supp.2 

LABOR  STATISTICS  BUREAU,  Labor  Dept.  Washington,  DC  20210 
Bulletin. 

12635  1370-10.  Employment  and  earnings.  States  and  areas,  1939-72;  [prepared  by  John  T.  Tucker 

].  [1974.]  xxxvii+[l]  +  719  p.il.  4°     *  Paper,  $5.95.     •Item  768 

12636  1370-11.  Employment  and  earnings,  States  and  areas  1939-74;  [by  John  T.  Tucker  ].  1975 

[published  1976].  xxxv  +  [l)  +  810  p.il.  4°     ([Office  of  Manpower  Structure  and  Trends.]) 
*  Paper,  $9.70  (S/N  029-001-01835-5).     •Item  768 

L  2.3:1370-11 

12637  1682.    Wage   chronology:    Armour   and    Company    and    Amalgamated    Meat   Cutters   and 

Butcher  Workmen   of  North   America,   Sept.  1973-Aug.  1976.  1975.   10  p.  4°     (Supp. 
to  Bulletin  1682.)     +     •Item  768 

L  2.3:1682/supp. 

12638  1785.  Occupational  outlook  handbook,  1974-75  edition;  [prepared  in  Division  of  Manpower 

and   Occupational   Outlook].    [1974.]    xiii+842   p.il.   4°     [Text   on   p.   2   of  cover.]     * 
Paper,  $6.85.     •Item  768  l  ^  J17gj 

12639  1785-4   Employment  outlook  for  blacksmiths.  [1974.]  [3]  p.il.  4°     [Reprint  from  Occupa- 


tional outlook  handbook,  1974-75  edition.]     *  Paper,  25c. 
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12640  1785-7.    Employment   outlook    for   forge    shop   occupations     [1974  .]    [4]    pi)     4°     (Reprint 

from  Occupational  outlook  handbook,  1974-75  edition]     •  Paper.  2<c 

I    I  VI785-7 

12641  1785-13.  Employment  outlook  for  bookkeeping  workers,  office  machine  operators    [1974. | 

(5)  p.il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition!  •  Paper. 
25c. 

L  2.3:1785-13 

12642  1785-15.  Employment  outlook  for  file  clerks.  [1974]  [3]  p.il.  4°     [Reprint  from  Occupational 

outlook  handbook,  1974-75  edition]     •  Paper,  25c. 

I.  2  3:1785-15 

12643  1785-60.  Employment  outlook  for  driving  occupations,  intercity  bus  drivers,   local  transit 

bus  drivers,  local  truck  drivers,  long  distance  truck  drivers,  routemen,  taxi  drivers 
[1974]  [14]  p.il.  4°  [Reprint  from  Occupational  outlook  handbook.  1974-75  edition  1 
•  Paper,  30c. 

I    2  3  1785-60 

12644  1785-63.  Employment  outlook  for  engineers,  aerospace,  agriculture,  biomedical,  ceramics, 

chemical,  civil,  electrical,  industrial,  mechanical,  metallurgical,  mining  (1974  ]  [14] 
p.il.  4°  [Reprint  from  Occupational  outlook  handbook.  1974-75  edition  ]  '  Paper. 
30c. 

1.  2.3:1785-63 

12645  1785-65.   Employment  outlook   for  life   science   occupations,   biochemists,  life   scientists. 

soil  scientists.  [1974.]  [9]  p.il.  4°  [Reprint  from  Occupational  outlook  handbook, 
1974-75  edition]     •   Paper.  25c. 

I.  2.3:1785-65 

12646  1785-67.    Employment    outlook    for    physical    scientists,    astronomers      chem-sts,    food 

scientists,  physicists.  [1974]  [11]  p.il.  4°  [Reprint  from  Occupatiunal  outK  ok  hand- 
book, 1974-75  edition  ]     •   Paper,  30c. 

L  L. 3:1785-67 

12647  1785-72.  Employment  outlook  for  boat  motor  mechanics,  motorcycle  mecnanics.  [1974] 

[6]  p.il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition]  *  Paper, 
25c. 

I.  2.3:1785-72 

12648  1785-83.  Employment  outlook  for  piano  and  organ  servicemen.  [1974. |  [4]  p.il.  4°     [Reprint 

from  Occupational  outlook  handbook,  1974-75  edition]     *  Paper,  25c. 

I.  2.3:1785-83 

12649  1785-94.  Employment  outlook  for  nursing  occupations,  registered  nurses,  licensed  practical 

nurses,  nursing  aides,  orderlies,  and  attendants.  [1974  ]  [8]  p.il.  4°  [Reprint  from 
Occupational  outlook  handbook,  1974-75  edition]     *  Paper.  25c. 

L  2.3:1785-94 

12650  1785-138.  Employment  outlook  for  civil  aviation,  air  traffic  controllers,  aircraft  mechanics, 

airline  dispatchers,  flight  attendants,  flight  engineers,  ground  radio  operators,  pilots 
and  copilots,  traffic  agents  and  clerks.  [1974]  [15]  p.il.  4°  [Reprint  from  Occupational 
handbook,  1974-75  edition]     *  Paper,  35c. 

L  2.3:1785-138 

12651  1785-152.    Employment   outlook   for   post   office,   postal  clerks,   mail   carriers.   (1974.1   [7] 

p.il.  4°  [Reprint  from  Occupational  outlook  handbook,  1974-75  edition]  •  Paper. 
25c. 

L  2.3:1785-152 

12652  1795-9.    Area    wage    survey:    Durham,    N.C.,    metropolitan    area.    Dec.   1973.    (Apr.   1974] 

cover  title,  27  p.  oblong  8°     •  Paper,  65c.     •Item  768 

I.  2  3:1795-9 

12653  1795-11.   Area   wage   survey:   Memphis,   Tenn.-Ark.,   metropolitan   area,    Nov.   1973.   [Apr. 

1974.]  cover  title,  32  p.  oblong  8°     *  Paper,  65c.     •Item  768 

L  2.3:1795-11 

12654  1822.  Characteristics  of  agreements  covering  1,000  workers  or  more.  July  1.  1973.  1974. 

vi  +  73p.  4°     •   Paper,  $1.15.     •Item  768 

V  V  L  2.3:1822 

12655  1844.  Industry  wage  survey:  Pulp,  paper,  and  paperboard  mills,  Nov.  1972.  1975.  vi  +  50 

p.  4°     (Office  of  Wages  and  Industrial  Relations.)     •  Paper.  $1.10.     •Item  768 

L  2.3:1844 

12656  1846.  Revised  workweek,  results  of  pilot  study  of  16  firms  [with  selected  bibliography; 

prepared  by  Sol  Swerdloff  ]   1975.  w+31  p.il.  4°     •  Paper.  85c.     •Item  768 

L  2.3:1846 

12657  1850-56.   Area   wage   survey:   Omaha,   Nebr.   Iowa,   metropolitan   area.   Oct.   1975    [Dec 

1975]  cover  title.  19  p.  oblong  8°     •  Paper.  $1.10.     •Item  768 

L  2.3:1850-56 

12658  1850-57.  Area  wage  surveys:  Gainesville,  Fla..  metropolitan  area.  Sept.  1975.  [Jan.  1976] 

cover  title.  16  p.  oblong  8°     •  Paper.  $1.10.     •Item  768 

L  2.3 ;Io jO-?  / 

12659  1850-58.   Area   wage   survey:    Boston.   Mass  .   metropolitan   area.    Aug.   1975.   (Jan    1976] 

cover  title.  47  p.  oblong  8°     •  Paper.  $1.50.     ©Item  768 

1    2.3:1850-58 
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12660  1850-59.  Area  wage  survey:  Dallas,  Fort  Worth,  Tex.,  metropolitan  area,  Oct.  1975  [1976.] 

cover  title,  47  p.  oblong  8°     *  Paper,  $1.50.     •Item  768 

L  2.3:1850-59 

12661  1850-63.  Area  wage  survey:  Albany,  Schenectady,  Troy,  NY.,  metropolitan  area,  Sept. 

1975.  [Jan.  1976.]  cover  title,  31  p.  oblong  8°     *  Paper,  $1.20.     •Item  768 

L  2.3:1850-63 

12662  1850-64.  Area  wage  survey:  Cleveland,  Ohio,  metropolitan  area,  Sept.  1975.  [Jan.  1976.] 

cover  title,  33  p.  oblong  8°     *  Paper,  $1.30.     •Item  768 

L  2.3:1850-64 

12663  1850-66.  Area  wage   survey:   Indianapolis,   Ind.,  metropolitan  area,  Oct.  1975.   Feb.  1976. 

39  p.  oblong  8°     *  Paper,  95c.     •Item  231-1 

L  2.3:1850-66 

12664  1850-67.  Area  wage  survey:  Chattanooga,  Tenn.,  Ga.,  metropolitan  area,  Sept.  1975.  Feb. 

1976.  31  p.  oblong  8°     *  Paper,  85c.     •Item  768 

L  2.3:1850-67 

12665  1853.  Industry  wage  survey:  Contract  construction,  Sept.  1972;  [by  Martin  E.  Personick 

].  1975.  x  +  193  p.  4°     ([Office  of  Wages  and  Industrial  Relations.])     *  Paper,  $2.65. 

•  Item  768 

L  2.3:1853 

12666  1884.  Wage  chronology,   Martin   Marietta  Aerospace  and   auto  workers,  Mar.  1944-Nov. 

1975  [by  Jane  E.  Hall  ].  1976.  iv  +  58  p.  4°  ([Division  of  Trends  in  Employee  Compen- 
sation.])    *  Paper,  $1.55  (S/N  029-001-01843-6).     •Item  768 

L  2.3:1884 

12667  1890.    Productivity    indexes   for   selected    industries,    1975    edition.   1976.    xv  +  208   p.il.   4° 

([Office  of  Productivity  and  Technology.])     *  Paper,  $3.40     •Item  768 

L  2.3:1890 

12668  1896.    Industry    wage    survey:    Meat   products,   Mar.   1974;    [by    Sandra   King   and    Harry 

B.  Williams  ].  1976.  vi  +  104  p.  4°  ([Office  of  Wages  and  Industrial  Relations,  Division 
of  Occupational  Wage  Structures.])  *  Paper,  $2.20.  (S/N  029-001-01848-7).  •Item 
768 

L  2.3:1896 

12669  1897.   Hourly   earnings   index,   1964-Aug.   1975;   [by   Charles   R.   Heflin   ].   1976.   [l]  +  ii  +  40 

p.  4°  ([Division  of  Trends  in  Employee  Compensation.])  *  Paper,  $1.05  (S/N  029- 
001-01847-9).     •Item  768 

L  2.3:1897 

12670  Conventions  1974,  national  and  international  unions,  State  labor  federa- 

tions, professional  associations,  State  employee  associations.  [1974.] 
6  p.  4°  ([Division  of  Industrial  Relations,  Office  of  Wages  and  Indus- 
trial Relations.])  + 

L  2.103:974 

Municipal  government  wage  surveys. 

12671  New   York  City,   Apr.   1973   and   1974.   [1975.]   [4]  p.  4°     (Middle   Atlantic   Region,  New 

York,  N.Y.)  + 

L  2.105:N  42  y 

Regional  report.  (New  England  Region.) 

12672  75-6.   New   England   occupational  projections  to  1980;   [by   Gordon   E.   Bowen  ].   [1975.] 

cover  title,  [5]  +  14  p.  4°     ([New  England  Regional  Office],  Boston,  Mass.)     + 

•  Item  768-P 

L  2.71/3:75-6 

Report. 

12673  448-1.  Consumer  expenditure  survey  series,  diary  data  1972,  selected  weekly  expenditures 

cross-classified  by  family  characteristics.  1975.  17  p.  oblong  8°  + 

L  2.71:448-1 

12674  Union  wage  scales,  printing  trades,  Trenton,  N.J.,  July  1,  1974.  [Feb. 

1975.]  [3]  p.  4°    (Middle  Atlantic  Region,  New  York,  N.Y.)  + 

L  2.29:P  93/6 

12675  Union  wage  scales,  printing  trades,  Buffalo,  N.Y.,  July  1,  1974.  [Feb. 

1975.]  [4]  p.  4°    (Middle  Atlantic  Regional  Office,  New  York,  N.Y.) 

L  2.29:P  93/3 
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LAND  MANAGEMENT  BUREAU,  Interior  Dept.  Washington,  IK 
20240 

12676  Bureau    of    Land    Management    office    directory:    Washington    Office, 

Denver  Service  Center,  Boise  [Interagency]  Fire  Center,  State  and 
District  Offices,  Outer  Continental  Shelf  Offices.  [Revised  Jan.  1976.) 
Jan.  1976.  cover  title,  [1]  + 40  leaves,  4°     +     •Item  633-c 

I  53.2:D62 

12677  Final  environmental  statement,  proposed  1974  Outer  Continental  Shelf 

oil  and  gas  general  lease  sale,  offshore  Texas,  v.l  [with  bibliography]. 
[1974.]  cover  title,  xi  +  429  p.il.  4°  (FES  74-14.)  [OSC  sale  34]  * 
Paper,  $4.15  (S/N  2411-00046).     •Item  631 

I  53.2:En  8/974/v.l 

12678  Range  condition  report,  prepared  for  Senate  Committee  on  Appropria- 

tions [with  list  of  selected  references].  Jan.  1975.  cover  title,  [142] 
p.il.  4°     +     •Item  631 

I  53.2.R  16/4 

LIBRARY  OF  CONGRESS  Washington,  DC  20540 

12679  List  of  geographical  atlases  in  Library  of  Congress:   v.  8,  Index  to 

v.  7,  titles  10255-18435;  compiled  by  Clara  Egli  LeGear  .  1974.  v  +  190 
p.  (Geography  and  Map  Division.)  [Continuation  of  4  volumes  by 
Philip  Lee  Phillips.]  *  Paper,  $5.35  (S/N  3000-00070).  •Item  811- 
A 

LC  5.2:G  29/v.8 

MANAGEMENT  AND  BUDGET  OFFICE,  Executive  Office  of  the 
President  Washington,  DC  20503 

12680  Budget  of  United  States  Government,  fiscal  year  1977.  [1976.]  iv  +  6  +  385 

p.il.  [Also  issued  as  H.  doc.  343,  94th  Cong.,  2d  sess.]  *  Paper, 
$3.45  (S/N  041-001-00109-3).     •Item  853 

PrEx  2.8:977 

12681  Budget  of  United  Government,  fiscal  year  1977,  appendix.  [1976.]  955 

p.  4°  [Also  issued  as  H.  doc.  344,  94th  Cong.,  2d  sess.]  *  Paper, 
$19.20  (S/N  041-001-00106-9).     •Item  853 

PrEx  2.8:977/app. 

12682  Seventy  issues,  fiscal  year  1977  budget.  Jan.  21,  1976.  cover  title,  [5] +  233 

p.  6  pi.  4°     *  Paper,  $5.20  (S/N  041-001-001 16-6).     •Item  854 

PrEx2.2:Is7 

12683  Special  analyses,  budget  of  United  States  Government,  fiscal  year  1977. 

[1976.]  313  p.il.  *  Paper,  $2.70  (S/N  041-001-00108-5).  •Item  855- 
B 

PrEx  2.8/5:977 

12684  Standard   metropolitan   statistical   areas,   1975.   Revised   edition.   [1976.] 

vii  +  108  p.  map  [Prepared  by  Statistical  Policy  Division.]  *  Paper, 
$2.30  (S/N  04.-00.-00,0,-8).    .Ken,  854  PrEx  2.2:M  56/975 

12685  United  States  budget  in  brief,  fiscal  year  1977.  [1976.]  cover  title,  75 

p.il.  [Some  illustrations  are  colored.]  *  Paper,$1.15  (S/N  041-001- 
00107-7).    •Item  855-A  »....«■- 

PrEx  2.8/2:977 
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12686  Update  to  1975  catalog  of  Federal  domestic  assistance,  [revised  pages]. 

[1975.]  [322]  p.  4°  [Issued  with  perforations.  Includes  marginal  index.] 
*  Paper,  $17.00  (basic  and  supplementary  material  for  indefinite 
period);  add  $4.25  for  foreign  mailing.     #Item  853-A-l 

PrEx  2.20:975/rev.  pages 

MANPOWER  ADMINISTRATION,  Labor  Dept.  Washington,  DC 
20210 

12687  Directory  of  local  employment  security  offices.  Dec.  1974  [published 

1975].  cover  title,  [l]  +  97  p.  4°  [Prepared  by  Office  of  Administration 
and  Management.]  +  Dept.  of  Labor,  Manpower  Administration, 
MSORR,  601  D  St.  NW,  Washington,  DC  20213 

L  1.59:974 

12688  Directory  of  Manpower  Administration  related  committees.  Apr.  1973. 

cover  title,  vii  +  86  p.  4°  [Prepared  by  Office  of  Management  Analy- 
sis; Office  of  Management  and  Administrative  Systems.  Issued  with 
perforations.]     # 

L  1.2:M  31/70 

MA  handbook  (series). 

12689  307.   Techniques   for  obtaining   worker   traits   requirements   data   from   employers.   1975. 

cover  title,  [62]  p.  4°     +     •Item  747-B 

L  1.7/8:307 

Manpower  R&D  Monograph. 

12690  41.   Jobs   for  veterans   with   disabilities;   by   Thurlow   R.   Wilson   and   John   A.   Richards 

.  1975.  [3] +  41  p.il.  4°  [Prepared  by  Human  Resources  Research  Organization,  Alexan- 
dria, Va.,  under  grant  no.  21-51-73-46.]  *  Paper,  $1.05  (S/N  029-000-00238-0).  •Item 
746-H 

L  1.39/3:41 

12691  Tiene  usted  una  hija?  Usted  puede  ayudarla  [anime  a  su  hija  a  que 

ingrese  en  el  Job  Corps].  [1971.]  cover  title,  [8]  p.il.  narrow  12° 

([JC  908],  Job  Corps.)  [Some  illustrations  are  colored.  Text  on  p. 

2  and  3  of  cover.]     # 

L  1.2:J  57/21/Spanish 

12692  You  can  [join  Job  Corps].  [1971.]  cover  title,  [8]  p.il.  oblong  24° 

([JC  902],  Job  Corps.)  [Some  illustrations  are  colored.  Text  on  p. 
2-3  of  cover.]     # 

L  1.2:J  57/22 

12693  You  can  help  them,  guide  for  social  service  workers,  community  and 

church  leaders,  school  teachers,  guidance  counselors,  juvenile  court 
officials.  [1971.]  cover  title,  [8]  p.il.  narrow  12°  ([JC  911],  Job  Corps.) 
[Text  appears  on  p.  2,  3,  4  of  cover.]    # 

L  1.2:J  57/25 

"MARINE  CORPS  (Navy),  Defense  Dept.  Washington,  DC  20380 

12694  Challenges  in  leadership,  text  for  U.S.  Marine  Corps  Junior  ROTC 

[with  bibliography  and  suggested  reading].  1974.  iii+274  p.il.  (Reserve 
Liaison  and  Training  Branch,  Education  Center,  Marine  Corps 
Development  and  Education  Command,  Marine  Corps  Base,  Quan- 
tico,  Va.)  [Some  illustration  are  colored.]     #     #Item  383 

D  214.2:L  46/2 
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Fleet  Marine  Force  manual  FMFM  (series). 

12695  6-5.   Marine   rifle   squad.   [1975. |  cover  title,  |4]+xiiOI9  p.il.  24°     (PCN   139  000500  00) 

•Cloth,  $4.75.     •Item  384 

D  214 

12696  9-1.     Tank    employment/antimechanized     operations     [with     list    of    references]      [1975  ] 

[6J+  ix  i  280  p.il.  4°  (PCN  139  000740  00.)  [Issued  with  perforations  Supersedes  I  M  1  V 
9-1,  Sept  16.  1970,  and  FMFM  9-3.  July  13  .  1963  with  Change  I.  July  5.  1967  j 
+     •Item  384 

D  214  9/4:9-1/3 

MARITIME  ADMINISTRATION,  Commerce  Dept.  Washington,  DC 
20548 

12697  Capital  construction  fund.  July  1975.  [7]  p.il.  narrow  8°  + 

C  39.202:C  76/4 

12698  Containerized  cargo  statistics,  calendar  year  1973.  June  1975.  iv  +  40  p.il. 

4°  [Prepared  by  Office  of  Subsidy  Administration,  Division  of  Trade 
Studies  and  Statistics.]     *  Paper,  $1.00.     •Item  233-D 

C  39.233:973 

12699  Foreign  flag  merchant  ships  owned  by  U.S.  parent  companies  as  of 

Dec.  31,  1972.  [1973.]  [3]  +  46  p.il.  4°  ([Office  of  Subsidy  Administration, 
Division  of  Trade  Studies  and  Statistics.])     *  Paper,  90c. 

C  39.230:972 

12700  Listing  of  barges  specially  designed  to  be  carried  aboard  another  vessel. 

[Nov.  1975.]  [4]  +  iv  +  66  p.  4°  [Prepared  by  Office  of  Port  and  Inter- 
modal  Development,  Central  Region.]     +     •Item  235 

C  39.202:B  23 

12701  Operating-differential  subsidy.  July  1975.  [5]  p.il.  narrow  8°  + 

C  39.202:Su  1/3 

12702  Report  to  U.S.  Maritime  Administrator  on  marine  insurance  industry; 

by  Alan  P.  Kirman  and  Robert  L.  Gibney  ,  jr.  Oct.  1970.  v  +  29 
p.il.  4°    [Title  on  cover:  Report  on  marine  insurance  industry.]  + 

C  39.202:In  7 

12703  Tanker  ballasting,   how  light  can   you  go?   [with  list  of   references]; 

by  Alexander  C.  Landsburg  ,  John  M.  Cruikshank  .  [1975.]  [5] +  66 
p.il.  4°  (Office  of  Ship  Construction.)  [Presented  to  Chesapeake  Sec- 
tion of  Society  of  Naval  Architects  and  Marine  Engineers,  Washing- 
ton, D.C.,  May  20,  1975.]  + 

C  39.202.B  21/2 

MEDICINE  AND  SURGERY  BUREAU  (Navy),  Defense  Dept. 
Washington,  DC  20350 

Naval  Submarine  Medical  Research  Laboratory,  Submarine  Base, 
Groton,  Conn.:  Report. 

12704  804.   Carbon   dioxide   effects   under  conditions   of   raised   environmental   pressure   [with 

list  of  references);  by  K.  E.  Schaefer  .  Dec.  26.  1974.  cover  title,  v  +  33  +  |2]  p.il 
4°     [Research  work  unit  M4306.02-7060.06]     # 

D  206  10:804 

12705  808.    Effect   of   common    therapeutic    drugs   on    vision   [with    list   of   references];   by    S 

M.  Luria  ,  Helen  M.  Paulson  .  Jo  Ann  S  Kinney.  Christine  L.  McKay.  Mark 
S.  Strauss,  and  Alma  P.  Ryan.  May  I,  1975.  cover  title  .  v  ^62+[2]  p.il.  4°  [Research 
work  unit  M4305.08-300l.ll]     # 

D  206.10:808 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  175 


Government  Publications 

MILITARY  HISTORY,  CENTER  OF  (Army),  Defense  Dept. 
Washington,  DC  20314 

12706  Publications  of  U.S.  Army  Center  of  Military  History,  1975-76.  [1975.] 

hi +  26   p.    narrow    8°    *  Paper,    45c.    (S/N    008-029-00092-0).     #Item 
344-B 

D  114.10:975-76 

MILITARY  HISTORY,  OFFICE  OF  CHIEF  OF  (Army),  Defense 
Dept.  Washington,  DC  20315 

Special  studies. 

12707  From   Root  to  McNamara,  Army  organization  and  administration,  1900-63   [with  biblio- 

graphical note];  by  James  E.  Hewes  ,  jr.  1975.  xvii  +  452  p.il.     *  Cloth,  $11.45. 

•  Item  344-E 

L.C.  card  77-183069  D  114.17:Or  3/900-63 

MINES  BUREAU,  Interior  Dept.  Washington,  DC  20241 

Information  circular. 

12708  8636.    Subsurface    waste    injection    in    United    States,    15    case    histories    [with    list    of 

references];  by  Erie  C.  Donaldson  ,  Rex  D.  Thomas,  and  Kenneth  H.  Johnston. 
[1974.]  [2]  +  v  +  72  p.il.  4°     *  Paper,  $1.15      •Item  637-A 

I  28.27:8636 

12709  8638.  Extracting  minerals  from  geothermal  brines,  literature  study  [with  list  of  references]; 

by  Rolland  L.  Blake   .  [1974.]  [3]  +  25  p.  4°     +   Mines  Bureau,  Pittsburgh,  PA  15213 

•  Item  637-A 

I  28.27:8638 

12710  „  8664.  Effects  of  urbanization  upon  availability  of  construction  minerals  in  southeastern 

Florida  [with  list  of  references];  by  Curtis  D.  Edgerton  .  [1974.]  [3)  +  20  p.il.  4° 
+  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.27:8664 

12711  8671.   FRACTAN,   computer  code   for  analysis  of  clusters  defined   on   unit  hemisphere 

[with  list  of  references];  by  Robert  J.  Shanley  and  M.  Ashraf  Mahtab  .  [1975.] 
[3]  +  49  p.il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.27:8671 

12712  8696.   Fortran  routine   reorganizer  [with  bibliography];  by   Marvin  S.  Seppanen  .   [1975.] 

[3J  +  62  p.il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.27:8696 

12713  8697.   Construction-mineral   aggregate   availability   in   Baltimore,   Md.,   metropolitan   area 

[with  list  of  references];  by  John  R.  Bitler  .  [1975.]  [3]  +  24  p.il.  4°  +  Mines  Bureau, 
Pittsburgh,  PA  15213     •Item  637-A 

I  28.27:8697 

12714  8700.   Uranium  from  Chattanooga  shale,  some  problems  involved  in  development  [with 

list  of  references];  by  Paul  Mutschler  ,  James  J.  Hill  ,  and  Bradford  B.  Williams. 
[1976.]  [2]+ii  +  85  p.il.  4°  [Appendix  A,  Uranium  and  oil  analyses;  Appendix  B, 
Other  analysis;  and  Appendix  C,  Results  of  land  disturbance  model.]  *  Paper, 
$2.00  (S/N  024-004-01821-6).     •Item  637-A 

I  28.27:8700 

Preprint  from  1973  Minerals  yearbook. 

12715  Mineral   industry   of   Kenya,   Tanzania,    and   Uganda;   [by   Avery    H.   Reed   and   Robert 

C.  Clarke  j.  [1975.]  [2]  +  13  p.  +  (Information  incorrect  in  publication  as  to  sale 
by  Superintendent  of  Documents). 

I  28.37/a  2:K  422/973 

Report  of  investigations. 

12716  7885.  Peak  methane  concentrations  during  coal  mining,  analysis  [with  list  of  references]; 

by  Fred  N.  Kissell  [and  others].  [1974.]  [3]  +  17  p.il.  4°  +  Mines  Bureau,  Pittsburgh, 
PA  15213     •Item  637-A 

I  28.23:7885 

12717  7890.  Combination  model  for  simulating  transient  gas  flow  in  vertically  fractured  reservoir 

[with  list  of  references];  by  Walter  K.  Sawyer  and  C.  D.  Locke.  [1974.]  [3]  +  44 
p.il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:7890 
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12718  7892.  l.aboralor>  experiments  in  electrokinetic  densification  of  mill  tailing    I.  Development 

of  equipment  and  procedures  [with  list  of  referenees|;  by  R  H  Spmtc  .md  I) 
J.  Kelsh.  [I974.|  |6)+72  p.il.  4°      +   Mines  Bureau.  Pittsburgh.  PA  H2D     #ltei 

1  28  . 

12719  7893.   Compound-type   separation   and   characterization   studies   fur    J70  -535"  C   distillate 

of    Wilmington,    Calif,    crude    oil    |with    list    of    references!,    b\    DooaU    I 
(and  others].  [1974. |  [2|+  ii  ♦  28  p  il   4°      ♦  Mines  Bureau.  Pittsburgh.  PA  15213 

•  Item  637-A 

I  21 

12720  7895.  Thermodynamics  of   Al-Si  system   [with   list  of   references);   by   Seih  (      Schaefei 

.  [1974.|  [3)+15  p.il.  4°     +  Mines  Bureau.  Pittsburgh.  PA  15213     •Item  637-A 

1  > 

12721  7905.    Detonation    calculations    with    a    Percus-Yevick    equation    of    state    [with    list    of 

references];  by  John  C.  Kdwards  and  Rorbert  F.  Chaiken  [1974]  [31  +  13  p.il.  4 
+   Mines  Bureau.  Pittsburgh.  PA  |s2H       •Item  637-A 

i  n 

12722  7930.  Incendivity  of  some  coal-cutter  materials  by  impact-abrasion  in  air  methane  [with 

list  of  references);  by  Robert  Blickensderfer  ,  D.  K  Deardorff  and  J  E.  Kelley 
[1974.|  [3]+20  p.il   4°  +   Mines  Bureau.  Pittsburgh,  PA  15213     •Item  t 

I  28  23:7930 

12723  7940.    Low-temperature    heat   capacities    of    sphalerite    and    wurtzite;   by    John    M     Stuve 

.  [1974]  [31+8  p.il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28  23:7940 

12724  7946.    Coal    mine    dust    incombustibles    content    analyzer    using    gamma-ray    backscatter 

technique  (with  list  of  references];  by  Frederick  E  Armstrong  .  [1974.)  (3]  HO  p.il. 
4°     +-  Mines  Bureau,  Pittsburgh.  PA  15213     ©Item  637-A 

I  28.21  7944 

12725  7997.    Analyses   of   tipple    and   delivered    samples   of   coal,   collected   during   fiscal   year 

1974;  by  John  B.  Janus  .  [1975. |  [3]  + 13  p.il.  4°     •  Paper,  65c.  (S/N  2404-01738). 

•  Item  637-A 

I  28  23:7997 

12726  8026.  Methane  in   Pittsburgh  coalbed,  Greene  Countv.  Pa    [with  list  of  references);  by 

Ann  G.  Kim  .  [1975]  [3]  +  10  p.il.  4°  +  Mines  Bureau,  Pittsburgh.  PA  15213  •Item 
637-A 

I  28  23:8026 

12727  8028.    Electrophoretic    and    filtration    studies    of    Florida   phosphate    slime    [with    list    of 

references];  by  Oleg  Terichow  ,  Gerald  V.  Sullivan  and  F  K  l.andis.  (1975.)  [3)  +  l7 
p.il.  4°  [Based  on  work  done  at  Tuscaloosa  Laboratory  in  cooperation  with  Universi- 
ty of  Alabama]     +-  Mines  Bureau,  Pittsburgh,  PA  15213      ©Item  637-A 

I  28  23:8028 

12728  8031.    Source    of    solids    in    injection    waters,    Wilmington    Field,    Calif,    [with    list    of 

references);  by  George  L.  Gates  ,  W.  Hodge  Caraway  ,and  Harold  J.  Lechtenberg 
(1975.)  [2)+-ii  +  23  p.il.  4°  [Based  on  work  done  in  cooperation  with  City  of  Long 
Beach,  Calif]     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  63'7-A 

I  28  23:8031 

12729  8090.    Evaluation   of   refractories   for   mineral   wool   furnaces;   [with   list  of   references); 

by  James  R.  Cobble  and  John  P.  Hansen  .  [1975.1  [31  +  15  p.il.  4°  +  Mines  Bureau. 
Pittsburgh,  PA  15213     •Item  637-A 

I  28  23:8090 

12730  8092.    Lead-zinc    extraction    from    concentrates    by    electrolytic    oxidation    [with    list    of 

references];  by  Bernard  J.  Scheiner  ,  Kenneth  P.  V.  Lei  .and  Roald  F.  Lindstrom. 
[1975.]  [3]  +  13  p.il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     ©Item  637-A 

I  28  23:8092 

12731  8094.  Improved  properties  of  lead-antimony  alloys  by  thermomechanical  treatments  [with 

list  of  references!;  by  Milton  M.  Tilman  ,  Robert  L.  Crosby  ,  and  Leander  A 
Neumeier.  [1975.]  [2]  +  ii+  26  p.il.  4°  +  Mines  Bureau,  Pittsburgh.  PA  15213  •Item 
637-A 

1  28  238094 

12732  8095.  Cutting  experiments  using  rotating  water  jet  in  borehole  [with  list  of  references); 

by  George  A.  Savanick  ,  Thomas  E.  Ricketts  .  Peter  D  Lohn.  and  Jacob  N 
Frank.  [1975.)  [3)-+34  p.il.  4°  +-  Mines  Bureau,  Pittsburgh.  PA  15213  •Item  637- 
A 

I  28  23:8095 

12733  8096.   Free  energies  of  formation  of  ferrous  and  ferric  fluoride  by  electromotive  force 

measurements  [with  list  of  references];  by  Seth  C.  Schaefer  [1975]  [3]*  14  r  il 
4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     ©Item  637-A 

I  28.23:8096 

12734  8097.   Rotary   drilling  holes  in   coalbeds   for  degasification   [with   list  of  references),   by 

Joseph  Cervik.  Herbert  H  Fields  .and  G.  N.  Aul.  (19751  [31  +  21  p  il  4°  -  Mines 
Bureau,  Pittsburgh.  PA  15213      ©Item  637-A  ^    -M  8097 
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12735  8098.    Copper    cementation    in    revolving-drum    reactor,    kinetic    study    [with    list    of 

references];  by  Walter  W.  Fisher  and  Rees  D.  Groves  .  [1976.]  [31  +  22  p.il.  4° 
+  Mines  Bureau,  Pittsburgh,  PA  15213      •Item  637-A 

I  28.23:8098 

12736  8099.    Radium    removal   from    uranium    ores   and   mill   tailings   [with   list   of   references]; 

by  S.  Ralph  Borrowman  and  Parkman  T.  Brooks  .  [1975.]  [3] +  12  p.il.  4°  +  Mines 
Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8099 

12737  8100.   Data-acquisition   system   for  radon   monitoring   [with   list  of   references];  by   John 

C.  Franklin  ,  R.  J.  Zawadski  ,  T.  O.  Meyer,  and  A.  L.  Hill.  [1976]  [3]  +  19  p.il. 
4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8100 

12738  8101.    Tilt    precursors    in    rock    before    failure,    laboratory    investigation    [with    list    of 

references];  by  B.  T.  Brady  .  [1975.]  [3]  +  9  p.il.  4°  +  Mines  Bureau,  Pittsburgh, 
PA  15213     •Item  637-A 

I  28.23:8101 

12739  8102.  Development  of  two  new  oxygen  self-rescuers  [with  list  of  references];  by  Richard 

L.  Stein  .  [1976.]  [2]  +  ii  +  25  p.il.  4°  +  Mines  Bureau,  Pittsburgh,  PA  15213  •Item 
637-A 

I  28.23:8102 

12740  8103.  Nitride  intermediates  in  preparation  of  columbium,  vanadium,  and  tantalum  metals: 

2,  Thermal  decomposition  of  nitrides  [with  list  of  references];  by  Ronald  A.  Guidotti 
,  Gary  B.  Atkinson  ,and  Donald  G.  Kesterke.  [1976.]  [3]  +  15  p.il.  4°  +  Mines  Bureau, 
Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8103 

12741  8104.   Waste   glass   as   raw    material  for  lightweight  aggregate   [with   list  of   references]; 

by  Kenneth  J.  Liles  and  Miles  E.  Tyrrell  .  [1975.]  [3] +  8  p.il.  4°  [Research  carried 
out  at  Tuscaloosa  Metallurgy  Research  Laboratory  under  cooperative  agreement 
with  University  of  Alabama.]  +  Mines  Bureau,  Pittsburgh,  PA  15213  •Item  637- 
A 

I  28.23:8104 

12742  8105.   Ferric  chloride-brine  leaching  of  galena  concentrate   [with  list  of  references];  by 

Frank  P.  Haver  and  Morton  M.  Wong  .  [1976.]  [31  +  17  p.il.  4°  +  Mines  Bureau, 
Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8105 

12743  8107.  Coal  mine  combustion  products,  conveyor  belts  [with  list  of  references];  by  Arthur 

M.  Harstein  and  David  R.  Forshey.  [1976.]  iii  +  15  p.il.  4°  [Report  based  on  work 
done  by  Ultrasystems,  Inc.  under  contract  H  0133009.]  +  Mines  Bureau,  Pittsburgh, 
PA  15213     •Item  637-A 

I  28.23:8107 

12744  8108.    Electrophysical   considerations   of   activation   of   sphalerite   for  flotation   [with   list 

of  references];  by  Edward  E.  Maust  and  P.  E.  Richardson  .  [1976.]  [3]  +  22  p.il. 
4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8108 

12745  8109.   Hydrochloric   acid   digestion   and   solvent  extraction  of  western   phosphates   [with 

list  of  references];  by  Joan  T.  May  and  John  L.  Reuss  .  [1976.]  [2]  +  ii+21  p.il. 
4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8109 

12746  8110.   Metal  recovery   by   dismantling   of   scrapped   starter  motors,   auto  generators,   and 

alternators  [with  list  of  references];  by  Karl  C.  Dean  and  Joseph  W.  Sterner  . 
[1976.]  [3] +  7  p.il.  4°     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.23:8110 

12747  8111.   Lead  dioxide-plated   titanium   anode  for  electrowinning  metals  from  acid   solutions 

[with  list  of  references];  by  Leo  W.  Highley  ,  jr.,  Waldemar  M.  Dressel  ,and  Ernest 
R.  Cole.  [1976.]  [3] +  10  p.il.  4°  +  Mines  Bureau,  Pittsburgh,  PA  15213  •Item 
637-A 

I  28.23:8111 

Technical  progress  report. 

12748  81.    Economic   analysis   of  oil   shale   operations   featuring   gas   combustion   retorting;   by 

Sidney  Katell  and  Paul  Wellman  .  Sept.  1974.  [3] +  18  p.il.  4°  (Oil  Shale  Program.) 
+  Mines  Bureau,  Pittsburgh,  PA  15213      •Item  637-A 

I  28.26/6:81 

12749  89.  Field  testing  microminer,  research  continuous  miner;  by  Bradley  V.  Johnson  ,  Scott 

W.  Kepela  ,  and  Kelly  C.  Strebig.  Feb.  1975.  [3]  + 11  p.il.  4°  (Health  and  Safety 
Program/Safety.)     +  Mines  Bureau,  Pittsburgh,  PA  15213     •Item  637-A 

I  28.26/6:89 

12750  93.   Continuous   radon  gas   survey   of  Twilight  Mine   [with   list  of  references];  by  John 

C.  Franklin  and  Randall  F.  Marquardt  .  Jan.  1976.  [3]  + 16  p.il.  4°  (Metal-Nonmetal 
Health  and  Safety/Health  Program.)  +       •Item  637-A 

128.26/6:93/     * 
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MINING  ENFORCEMENT  AND  SAFETY  ADMINISTRATION, 
Interior  Dept.  Washington,  DC  20240 

12751  Coal  mine  safety  inspection  manual  for  underground  mines.  Aug.  1973. 

[83]  p.il.  4°    [Issued  with  perforations.]  + 

I  69.8C  63 

12752  Health  and  safety  report:  Sixty  surface  mine  fatalitites,  reference  for 

supervisors.  [1974.]  cover  title,  [l]  +  73  p.il.  4°  *  Paper,  $1.35.  •Item 
63/-B 

I  69.2:H  34 

MESA  informational  report. 

12753  1011.  Mine  emergency  operations  of  Mining  Enforcement  and  Safety  Administration;  by 

Donald  P.  Schlick  .  [1975.]  |11  +  iit6lp.il.  4°     +     •Item  637-A 

1  69.9:1011 

12754  1019.  Analysis  of  fatal  accidents  involving  front-end  loaders  at  metal  and  nonmetal  mines. 

1972-74;  by  R.  H.  Oitto  and  R    R.  Mcl.ellan  .  [1975]  [3]  + 7  p.  4°     +     •Item  637-A 

I  69  9:1019 

12755  1023.  Federal  interest  in  coal  mine  waste  disposal;  by  Donald  P.  Schlick  .  |I975  |  [3]»l<i 

p.  4°  +       •Item  637-A 

I  69.9:1023 

12756  1027.   Fifth   International   Labor  Organization   report   on   prevention   and   suppression   of 

dust  in  mining,  tunneling,  and  quarrying  in  United  States  [with  list  of  references]; 
by  T.  F.  Tomb  and  L.  D.  Raymond  .  [1975]  [l]+ti+5l  p.il.  4°  [Errata,  I  p  .  issued 
also.]     +     •Item  637-A 

I  69  9:1027 

12757  Metal  and  nonmetal  mine  health  and  safety  standards  and  regulations, 

guide  to  30  CFR,  chap.l,  pts.55-58,  promulgated  under  provisions 
of  P.L.  89-577,  Federal  metal  and  nonmetallic  mine  safety  act.  [Oct. 
1974.]  [156]  p.  narrow  16°  [Issued  with  perforations.]  *Paper,  $2.20 
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MINT  BUREAU,  Treasury  Dept.  Washington,  DC  20240 

12758  Annual  report  of  Director  of  Mint  for  fiscal  year  ended  June  30,  1973. 

[1974.]  ix  +  243  p.il.  (Treasury  Department  document  3259.)  *  Paper, 
$2.05  (S/N  4805-00015).     •Item  965 

T  28.1:973 

12759  Annual  report  of  Director  of  Mint  for  fiscal  year  ended  June  30,  1974. 

[1975.]  ix  +  265  p.il.  ([Department  of  Treasury  document  3267.])  * 
Paper,  $3.15  (S/N  048-005-00018-7).    •Item  965 

T  28.1:974 

MOTOR  CARRIER  SAFETY  BUREAU,  Transportation  Dept. 
Washington,  DC  20501 

12760  Control  of  large   commercial   vehicle  accidents  caused   by   front  tire 

failures,  final  report  [with  list  of  references  and  bibliography];  by 
R.  L.  Anderson  ,  R.  A.  Nidey  ,  G.  McCormick,  F.  Russoniello. 
Aug.  1975.  [262]  p.il.  4°  [Prepared  by  Ultrasystems  Inc.,  Dynamic 
Science  Division,  Phoenix,  Ariz.,  under  contract  DOT-FH-11-8562.] 
§  (Price  upon  application).     •Item  689-A-2 
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Washington,  DC 

12761  Annual  report,  1973.   Apr.  1974.   cover  title,   [3]  +  15  p.  4°     +     •Item 

1062-C-l 
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NATIONAL  ADVISORY  COUNCIL  ON  ECONOMIC  OPPORTUNITY 
Washington,  DC  20036 

12762  Eighth  annual  report,  National  Advisory  Council  on  Economic  Opportu- 

nity. June  30,  1975.  xi  +  75  p.  [Also  issued  as  H.doc.  250,  94th  Cong., 
1st  sess.]     +     •Item  857-H-16 

Y  3.Ec  7:1/975 

NATIONAL  ADVISORY  COUNCIL  ON  EDUCATION  OF 
DISADVANTAGED  CHILDREN  Washington,  DC  20004 

12763  Annual  report,  1975,  to  President  and  Congress  [with  list  of  references]. 

[1975.]  cover  title,  hi +  144  p.  4°      +     #Item  1089 

Y  3.Ed  8/2:1/975 

NATIONAL  ADVISORY  COUNCIL  ON  INTERNATIONAL 

MONETARY  AND  FINANCIAL  POLICIES,  Treasury  Dept. 

Washington,  DC  20220 

12764  International  finance,  National  Advisory  Council  on  International  mone- 

tary and  Financial  Policies  annual  report  to  President  and  Congress, 
July  1,  1974-June  30,  1975.  [1976.]  ix+304  p.  4°  *  Paper,  $4.30  (S/N 
052-003-00107-1).     •Item  1070-K 

Y  3.N  21/16:1/974-75 

NATIONAL  AERONAUTICS  AND  SPACE  ADMINISTRATION 
Washington,  DC  20546 

NASA  contractor  report  CR  (series). 

12765  2446.  Highly  loaded  multi-stage  fan  drive  turbine-performance  of  final  three  configurations 

[with  list  of  references];  by  D.  G.  Cherry  and  M.  W.  Thomas.  Sept.  1974.  cover 
title,  ix  +  108  p.il.  4°  [Prepared  by  General  Electric  Co.,  Cincinnati,  Ohio.]  §  Paper, 
$4.50 

NAS  1.26:2446 

12766  2529.   Study   of  reaction   of  atomic  oxygen  with  aerosols   [with  list  of  literature  cited; 

by]  Francis  I.  Akers  and  James  P.  Wightman  .  May  1975.  cover  title,  vii  +  105  p.il. 
4°  [Prepared  by  Virginia  Polytechnic  Institute  and  State  University,  Blacksburg, 
Va.]     §  Paper,  $5.25. 

NAS  1.26:2529 

12767  2530.  Dynamic  heave-pitch  analysis  of  air  cushion  landing  systems;  [by]  K.  M.  Captain 

,  A.  B.  Boghani  and  D.  N.  Wormley.  May  1975.  cover  title,  viii+192  p.il.  4° 
[Prepared  by  Foster-Miller  Associates,  Inc.,  Waltham,  Mass.]     §  Paper,  $7.00. 

NAS  1.26:2530 

12768  2609.   Preliminary   system   design  study  for  digital  fly-by-wire  flight  control  system  for 

F-8C  aircraft  [with  list  of  references;  by]  C.  L.  Seacord  and  D.  K.  Vaughn  .  [1975.] 
cover  title,  xix  +  200  p.il.  4°  [Prepared  by  Honeywell,  Inc.,  Minneapolis,  Minn.] 
§  Paper,  $7.25. 

NAS  1.26:2609 

12769  2622.    Explosive    and    pyrotechnic    aging    demonstration    [with    list    of    references;    by] 

Lawrence  L.  Rouch  ,  jr.,  and  J.  Norman  Maycock  .  Feb.  1976.  cover  title,  vi  +  68 
p.il.  4°     [Prepared  by  Martin  Marietta  Corp.,  Baltimore,  Md.]     §  Paper,  $4.25. 

NAS  1.26:2622 

12770  2626.    Atmospheric    aerosols,    literature    summary    of   their   physical   characteristics   and 

chemical  composition  [with  list  of  references;  by]  Franklin  S.  Harris  ,  jr.  Jan. 
1976.  cover  title,  [l]  +  43  p.  4°  [Prepared  by  Old  Dominion  University,  Norfolk,  Va.] 
§  Paper,  $3.75. 

NAS  1.26:2626 

12771  2631.  NASA/MSFC  multilayer  diffusion  models  and  computer  programs,  version  5  [with 

list  of  references;  by]  R.  K.  Dumbauld  and  J.  R.  Bjorklund  .  Dec.  1975.  cover 
title,  [326]  p.il.  4°  [Prepared  by  H.  E.  Cramer  Co.,  Inc.,  Salt  Lake  City,  Utah.] 
§  Paper,  $9.25. 

NAS  1.26:2631 

12772  2634.    Effect  of  shearing   strain-rate   on   ultimate   shearing   resistance  of  clay   [with   list 

of  references;  by]  Robert  Y.  K.  Cheng  .  Feb.  1976.  cover  title,  iv  +  36  p.il.  4° 
[Prepared  by  Old  Dominion  University,  Norfolk,  Va.]     §  Paper,  $3.75. 
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12773  2639.  Non-gaussian  model  of  continuous  atmospheric  turbulence  for  use  in  aircraft  design 

|with  list  of  references;  by |  Paul  M.  Reeves  ,  Robert  G.  Joppa  .  and  Victor  M 
Ganzer.  Jan.  1976.  cover  title,  xiv+239  p.il.  4°  [Prepared  by  University  of  Washing- 
ton, Seattle,  Wash.)     §  Paper,  $6.00. 

NAS  1.26:2639 

12774  2642.  Turbulent  boundary   layer  on  full  coverage   film-cooled  surface,  experimental   heat 

transfer  study  with  normal  injection  (with  list  of  references,  bv|  H.  Choe  ,  W 
M.  Kays  ,  and  R.  J.  Moffat.  Jan.  1976.  cover  title,  xi+286  p.il.  4°  [Prepared  by 
Stanford  University,  Stanford,  Calif.)     §  Paper,  $8.75. 

NAS  L26:2642 

12775  2646.   Theory    and    applications   of   ocean    wave    measuring    systems    at   and    below    sea 

surface,  on  land,  from  aircraft,  and  from  spacecraft  [with  list  of  references,  by] 
Willard  J  Pierson  .  Jan.  1976.  cover  title,  xii  +  388  p.il.  4°  [Prepared  by  City  Universi- 
ty of  New  York,  N.Y.]     §  Paper,  $10.25. 

NAS  I  26:2646 

12776  2649.   Stochastic   sea  state  for  SRB   studies  [with  list  of  references;  by]  M.  Perlmutler 

and  M.  E.  Graves  .  Feb.  1976.  cover  title,  [51]  p.il.  4°  [Prepared  by  Northrop 
Services,  Inc.,  Huntsville,  Ala.]     §   Paper,  $3.75. 

NAS  1.26:2649 

12777  2650.  Structure  of  atmospheric  turbulence  in  friction  layer  below  500  meters  [wiih  list 

of  references,  by)  Stephen  J.  Maas  and  James  R.  Scoggins  .  Feb.  1976.  cover  title, 
viii  +  76  p.il.  4°     [Prepared  by  Texas  A  &  M  University,  College  Station,  Tex] 
§  Paper,  $4.75. 

NAS  1  26:2650 

12778  2657.  Effect  of  premixing  quality  on  oxides  of  nitrogen  in  gas  turbine  combustors  [with 

list  of  references;  by]  Gerald  Roffe  and  Antonio  Ferri  .  Feb.  1976.  cover  title, 
v  +  48  p.il.  4°  [Prepared  by  General  Applied  Science  Laboratories,  Inc.,  Westbury, 
N.Y.]     §  Paper.  $4.25. 

NAS  1.26:2657 

NASA  facts. 

12779  NF-46.  NASA  aeronautics  [poster].  May  1974.  1  p.il.  oblong  large  f°  folded  into  4°  size 

[Illustrations  are  colored.]     *  Paper,  50c.  (S/N  3000-00552).     •Item  830-H 

NAS  1.20:NF-46 

NASA  SP  (series). 

12780  314.    Fifth    symposium    on    role    of    vestibular   organs    in    space    exploration    [at]    Naval 

Aerospace   Medical   Research    Laboratory,   Naval   Aerospace   Medical  Center.   Pen- 

sacola,  Fla.,  Aug.  19-21,  1970.  [with  list  of  references].  1973.  vii  +  275  p.il.  4°     (Scientific 

and  Technical   Information   Office.)     *  Paper,   $4.05   (S/N   3300-00498).     •Item   830- 

I 

L.C.  card  72-600319  NAS  1.21:314 

12781  318.    Interdisciplinary    approach    to   liquid    lubricant   technology,    proceedings   of   NASA- 

sponsored  symposium  held  Jan.  11-13,  1972,  Cleveland,  Ohio  [with  lists  of  references], 
edited  by  P.  M.  Ku  .  1973.  ix  +  568  p.il.  (Scientific  and  Technical  Information  Office.) 

♦  Paper,  $4.35  (S/N  3300-00505).     •Item  830-1 

L.C.  card  72-600320  NAS  1.21:318 

12782  4018.  Astronautics  and  aeronautics,  1973,  chronology  of  science,  technology  and  policy 

[with  references].  1975  [published  1976].  vii  +  481+[l]  p.  (Scientific  and  Technical  Infor- 
mation Office.)  [Text  by  Science  and  Technology  Division,  Library  of  Congress. 
Sponsored  by  NASA  Historical  Office.]     *  Paper,  $4.90.  (S/N  033-000-00617-9). 

•  Item  830-1 

L.C.  card  65-60308  NAS  1.21:4018 

12783  5926(03).  Measurement  technology,  compilation.  [1974]  ii+20  p.il.  4°     ([Technology  utiliza- 

tion]; Technology  Utilization  Office.)     §  Paper,  $1.00. 

NAS  1.21:5926(03) 

12784  7050.    NASA    thesaurus:     v.    1,    Alphabetical    listing.    1976    edition.    1976.    cover    title. 

viii+809+[l]  p.  4°  ([Scientific  and  Technical  Information  Office.])     §  Paper,  $15.00. 

NAS  1.21:7050/v.  1 

NASA  technical  memorandum  TM  (series). 

12785  X-2971.  Modification  of  impulse-factoring  orbital-transfer  technique  to  account  for  orbit- 

determination  and  maneuver  execution  errors,  [with  list  of  references);  by  James 
F.  Kibler  [and  others].  June  1974.  cover  title.  [l)  +  39  p.il.  4°     5  Paper,  $3.25. 

NAS  1.15X-2971 

12786  X-3030.    Effect   of   ratio    of    wall   boundary-layer   thickness    to   jet   diameter   on    mixing 

of  normal  hydrogen  jet  in  supersonic  stream  [with  list  of  references);  by  Charles 
R.  McClinton  .  June  1974.  cover  title,  [11  +  42  p.il.  4°     §  Paper.  $3.25. 

NAS  1.15:X-3030 
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12787  X-3066.  Noise  generated   by  quiet  engine   fans:   2,   Fan   A   [with   list  of  references);  by 

Francis  J.  Montegani  ,  John  W.  Schaefer  and  Edward  G.  Stakolich.  July  1974.  cover 
title,  [l]  +  73  p.il.  4°     §  Paper,  $3.75. 

NAS  l.l5:X-3066 

12788  X-3080.  Structure  and  function  of  inorganic -organic  separator  for  electrochemical  cells, 

preliminary  study  [with  list  of  references];  by  John  M.  Bozek  .  July  1974.  cover 
title,  [1]  +  14  p.il.  4°     §  Paper,  $3.00. 

NAS  1.15:X-3080 

12789  X-3221.    Effect   of   wall   edge   suction   on    performance   of   short   annular  dump   diffuser 

with  exit  passage  flow  resistance  [with  list  of  references;  by]  Albert  J.  Juhasz 
.  Apr.  1975.  cover  title,  [1]+  31  p.il.  4°     §  Paper,  $3.75. 

NAS  1.15:X-3221 

12790  X-3223.  Effect  of  afterburner  lights  and  inlet  unstarts  on  mixed-compression-inlet  turbofan 

engine   operating   at    Mach   2.5.    [with    list   of   references;   by]    Robert   J.    Baumbick 
,  Peter  G.  Batterton  and  Carl  J.  Daniele.  Apr.  1975.  cover  title,  [1]  +  19  p.il.  4° 
§  Paper,  $3.25. 

NAS  1.15:X-3223 

12791  X-3224.  Cold-air  annular-cascade  investigation  of  aerodynamic  performance  of  core-en- 

gine-cooled turbine  vanes:  1,  Solid-vane  performance  and  facility  description  [with 
list  of  references;  by]  Louis  L.  Goldman  and  Kerry  L.  McLallin  .  Apr.  1975.  cover 
title,  [l]  +  23  p.il.  4°     §  Paper,  $3.75. 

NAS  1.15:X-3224 

12792  X-3305.  Pressure  distributions  for  rectangular  supersonic  inlet  at  subsonic  speeds  [with 

list  of  references;  by]  Dennis  E.  Fuller  .  Feb.  1976.  cover  title,  [l]  +  477  p.il.  4° 
§  Paper,  $12.00. 

NAS  1.15:X-3305 

12793  X-3315.   Supersonic   dynamic-stability   derivatives   of   space   shuttle   launch   vehicle   [with 

list  of  references;  by]  Richmond  P.  Boyden  ,  Delma  C.  Freeman  ,  jr.,  and  Edwin 
E.  Davenport.  Feb.  1976.  cover  title,  [l]  +  67  p.il.  4°     §  Paper,  $4.25. 

NAS  1.15:X-3315 

12794  X-3323.  Computer  program  for  determination  of  acoustic  pressure  signature  of  helicopter 

rotors  due  to  blade  thickness  [with  list  of  references;  by]  G.  H.  Mall  and  F.  Farassat 
.  Jan.  1976.  cover  title,  iii+77  p.il.  4°     §  Paper,  $4.75. 

NAS  1.15:X-3323 

12795  X-3326.   High   effeciency    silicon    solar   cell   review    [with   list  of   references;   edited   by 

Michael  P.  Godlewski  ].  Dec.  1975.  cover  title,  x  +  234  p.il.  4°  [Meeting  held  at 
Lewis  Research  Center,  Cleveland,  Ohio,  Nov.  14-15,  1974.]     §  Paper,  $7.50. 

NAS  1.15:X-3326 

12796  X-3330.  Ion  plating  with  induction  heating  source;  [by]  Talivaldis  Spalvins  and  William 

A.  Brainard  .  Jan.  1976.  cover  title,  [l]  +  4  p.il.  4°     §  Paper,  $3.25. 

NAS  1.15:X-3330 

12797  X-3331.  Oxide  dispersion  strengthened  nickel  produced  by  nonreactive  milling  [with  list 

of  references;  by]  Alan  Arias  .  Jan.  1976.  cover  title,  [11  +  23  p.il.  4°     §  Paper,  $3.25. 

NAS  1.15:X-3331 

12798  X-3332.  Low-speed  wind-tunnel  investigation  of  aerodynamic  and  acoustic  performance 

of  several  sonic  inlet  takeoff  and  approach  geometries  [with  list  of  references; 
by]  John  M.  Abbott  and  Richard  L.  Golladay  .  Feb.  1976.  cover  title,  [l]  +  47  p.il. 
4°     §  Paper,  $3.75. 

NAS  1.15:X-3332 

12799  X-3333.  Bonding  and  compatibility  of  aluminum  oxide  fibers  in  nickel  alloy  composites 

[with  list  of  references;  by]  Leonard  J.  Westfall  .  Jan.  1976.  cover  title,  [l]  +  33 
p.il.  4°     §  Paper,  $3.75. 

NAS  1.15:X-3333 

12800  X-3339.  Effect  of  tip  clearance  on  performance  of  small  axial  hydraulic  turbine  [with 

list  of  references;  by]  James  L.  Boynton  and  Harold  E.  Rohlik  ■  Jan.  1976.  cover 
title,  [l]  +  27  p.il.  4°     §   Paper,  $3.75. 

NAS  1.15:X-3339 

12801  X-3340.  Thermogravimetric  study  of  reduction  of  oxides  present  in  oxidized  nickel-base 

alloy  powders  [with  list  of  references;  by]  Thomas  P.  Herbell  .  Jan.  1976.  cover 
title,  [1]  +  16  p.il.  4°     §  Paper,  $3.25. 

NAS  1.15:X-3340 

12802  X-3341.  Performance  of  low-pressure-ratio  low-tip-speed  fan  stage  with  blade  tip  solidity 

of  0.65  [with  list  of  references;  by]  George  Kovich  and  Ronald  J.  Steinke  .  Feb. 
1976.  cover  title,  [l]  +  94  p.il.  4°     §  Paper,  $4.75. 

NAS  1.15:X-3341 

12803  X-3345.   Performance   of    inlet   stage    of   transonic   compressor   [with   list  of   references; 

by]  Donald  C.  Urasek  ,  Ronald  J.  Steinke  ,  and  George  W.  Lewis,  jr.  Feb.  1976. 
cover  title,  [l]  +  70  p.il.  4°     §  Paper,  $6.25. 

NAS  1.15:X-3345 

12804  X-3346.  Special  report  writer,  flexible   information  management  system,  documentation 

and  users  manual;  [by]  W.  A.  Greene  .  Feb.  1976.  cover  title,  x  +  92  p.il.  4°  § 
Paper,  $4.75. 

NAS  1.15:X-3346 
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12805  X-3348.   Model  investigation  of  inlet   plenum   flow   straightening  techniques   for  altitude 

test  facility;  [by]  Stephen   M     Riddlebaugh  and   Hem/  C,     1  mkc       Pel     19 
title.  [11  +  30  p.il.  4°     §  Paper,  $3.75. 

NAS  I  U  X  3341 

12806  X-3349.  Performance  of  low-pressure  fan  stage  with  reverse  flow  [with  list  of  references. 

by]   Royce    D.    Moore    ,   George    W     lewis    .   jr    and    Edward    k     I  %  si     Pel 
cover  title.  [1|  +  6I  pil.  4°     §  Paper.  $4  2<< 

NAS  I 

12807  X-3350.    Effect   of   slotted    casing   treatment   on    performance   of   multistage   compressor 

[with  list  of  references;  by]  John  1  Moss  ,  jr.  Feb  1976.  cover  title.  Ill  •  I"  nil 
4°     §  Paper.  S3  2S 

NAS  I  13  X-3350 

12808  X-3352.  Potential  use  of  ceramic  coating  as  thermal  insulation  on  cooled  turbine  hardware 

[with  list  of  references;  by]  Curt  H.  I.iebert  and  Francis  S  Stepka  1  ch  vri, 
cover  title.  [1]+ 22  p.il.  4°     §   Paper.  $1  2< 

NAS  Ll5:X-3352 

12809  X-3357.  Functioning  of  inorganic/organic  battery  separators  in  silver-zinc  cells  [with  list 

of  references;  by]  Warren  H  Philipp  and  Charles  I  May  Feb  1976.  cover  title. 
[1]+19  pil.  4°     §  Paper.  $3.25 

NAS  1.15  X-3357 

12810  X-64808.   MSFC    Skylab    program   engineering   and   integration   [with   bibliography]    July 

1974.  cover  title.  [541]  p.U.  4"  (Skylab  Program  Office.  George  C.  Marshall  Space 
Flight  Center,  Marshall  Space  Flight  Center,  Alabama.)  [Prepared  by  Program  In- 
gineering  and  Integration  Project  Office.)     §  (Price  upon  application). 

NAS  I  I 

12811  X-64813.  MSFC  Skylab  orbital  workshop,  v.2.  May  1974.  cover  title,  [417]  p.il.  4°     (Skylab 

Program  Office,  George  C.  Marshall  Space  Flight  Center,  Ala)  §  (Price  upon  appli- 
cation). 

NAS  l.!5:X-64813/v.2 

12812  X-64813.  MSFC  Skylab  orbital  workshop,  v.4.  May  1974.  cover  title.  [431]  pil   4C     <Sk>Iab 

Program  Office,  George  C.  Marshall  Space  Flight  Center,  Ala.)  J  (Price  upon  appli- 
cation). 

NAS  1.15:X-64813/v4 

12813  X-64813.  MSFC  Skylab  orbital  workshop,  v.5  May  1974.  cover  title,  [443]  p.il.  4°     (Skylab 

Program  Office,  George  C.  Marshall  Space  Flight  Center,  Ala.)  5  (Price  upon  appli- 
cation). 

NAS  l.l5:X-64813/v.5 

12814  X-64817.   MSFC    Skylab   attitude   and    pointing  control   system   mission   evaluation   [with 

bibliographies;  by  Wilbur  B.  Chubb  ].  July  1974.  cover  title,  xv  +  426  p.il.  4°  (Skylab 
Program  Office.  George  C.  Marshall  Space  Flight  Center,  Marshall  Space  Flight 
Center,  Ala.)     §  (Price  upon  application). 

NAS  1.I5X-648I7 

12815  X-64870.  Definition  and  specification  of  near-earth  environmental  criteria  for  spacecraft 

thermal  design    [with   list  of   references];  by   G.   A.  Gary   and   P.   D.  Craven    Aug. 

1974.  cover  title,  vi+59  p.il.  4°  (George  C.  Marshall  Space  Flight  Center.  Marshall 
Space  Flight  Center,  Alabama.)     §  (Price  upon  application) 

NAS  1.15  X -MS-0 

12816  X-72845.  NASA's  university  program,  active  grants  and  research  contracts,  fiscal  year 

1975.  [1976.]  cover  title,  x  +  338  p.  4°  (Office  of  University  Affairs.)  '  Paper,  $4.70. 
(S/N  033-000-00636-5).      •Item  830-D 

NAS  I  i 

NASA  technical  note  TN  (series). 

12817  D-7516.  Monte  Carlo  investigation  of  experimental  data  requirements  for  fitting  polynomial 

functions  [with  list  of  references];  by  George  C.  Canavos  June  1974  cover  title. 
[1]+21  p.il.  4°     §  Paper.  $3.00. 

NAS  1 14  D- -516 

12818  D-7540.   Effect  of  outdoor  exposure   at  ambient  and   elevated   temperatures  on   fatigue 

life   of   Ti-6A1-4V    titanium   alloy    sheet   in   annealed   and   solution-treated   and   aged 
condition   [with  list  of  references];  by   Edward   P.   Phillips      June  1974    cover  title. 
[l]  +  22  p.il.  4°     §  Paper,  $3.00. 
1  '         v  v  NAS  I U  D-7540 

12819  D-7544.  Transonic  flutter  study  of  a  50  5°  cropped-delta  wing  with  two  rearward-mounted 

nacelles  [with  list  of  references];  by  Maynard  C.  Sandford  .  Charles  L.  Ruhlin. 
and  Irving  Abel.  June  1974.  cover  title,  |l]  +  29  p.il.  4°     §  Paper.  S<  IS. 

NAS  1  U  D-7544 

12820  D-7580.  Algorithm  for  general  class  of  routine  problems  derived  from  Huygens    principle 

[with  list  of  references];  by  Lee  M.  Avis  and  George  R.  Young  June  1974.  cover 
title,  [1]  + 19  p.il.  4°     §  Paper,  $3.00 
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12821  D-7621.  REDUCE  II,  computer  program  for  symbolic  reduction  of  large  block  diagrams 

[with  list  of  references);  by  Carl  F.  Lorenzo  and  John  P.  Riehl.  May  1974.  cover 
title,  [l]  +  %  p.il.  4°     §  Paper,  $4.00. 

NAS  1.14:D-7621 

12822  D-7640.    Markovian    model    for    assessment    of    personnel    hiring    plans    [with    list    of 

references);  by  Lawrence  G.  Katz  .  June  1974.  cover  title,  iii-tl7  p.  4°  §  Paper, 
$3.00. 

NAS  1.14:D-7640 

12823  [This  entry  number  not  used.] 

12824  D-7716.  Wind-tunnel  free-flight  investigation  of  model  of  spin-resistant  fighter  configura- 

tion [with  list  of  references);  by  Sue  B.  Grafton  ,  Joseph  R.  Chambers  and  Paul 
L.  Coe,  jr.  June  1974.  cover  title  ,  [1]+  76  p.il.  4°     §  Paper,  $4.00. 

NAS  1.14-.D-7716 

12825  D-7905.   Reproducibility   of  liquid   oxygen   impact   test  results   [with   one   reference;  by] 

J.  B.  Gayle  .  May  1975.  cover  title,  [l]  +  6  p.il.  4°     §  Paper,  $3.25. 

NAS  1.14:D-7905 

12826  D-7940.   Formal   structure   for  advanced   automatic   flight   control   systems   [with   list  of 

references;  by]  George  Meyer  and  Luigi  Cicolani  .  May  1975.  cover  title,  vii+33 
p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-7940 

12827  D-7988.    Relation    of    structure    to    mechanical    properties    of    thin    thoria    dispersion 

strengthened  nickel-chromium,  TD-NiCr,  alloy  sheet  [with  list  of  references;  by] 
John  D.  Whittenberger  .  May  1975.  cover  title,  iii+26  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14;D-7988 

12828  D-8014.    Analysis   of   errors   associated    with   determination   of   atmospheric    temperature 

from  atmospheric  pressure  and  density  data  [with  list  of  references;  by]  R.  A. 
Minzner  .  Jan.  1976.  cover  title,  vii+35  p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8014 

12829  D-8052.    Summary    of   flight   tests   to   determine    spin   and   controllability    characteristics 

of  remotely  piloted,  large-scale  (3/8)  fighter  airplane  model  [with  list  of  references; 
by]  Euclid  C.  Holleman  .  Jan.  1976  [published  1975).  cover  title,  [1]  +  124  p.il.  4° 
§  Paper,  $5.25. 

NAS  1.14:D-8052 

12830  D-8072.    Use    of   strainrange   partitioning   to   predict   high-temperature   low-cycle   fatigue 

life  [with  list  of  references;  by]  Marvin  H.  Hirschberg  and  Gary  R.  Halford  . 
Jan.  1976.  cover  title,  [11  +  28  p.il.  4°     §  Paper,  $3.25. 

NAS  1.14:D-8072 

12831  D-8080.  Mathematical  model  of  active  control  landing  gear  for  load  control  during  impact 

and  roll-out  [with  list  of  references;  by]  John  R.  McGehee  and  Huey  D.  Carden 
.  Feb.  1976.  cover  title,  [11  +  70  p.il.  4°     §  Paper,  $4.25. 

NAS  1.14:D-8080 

12832  D-8103.  Analytical  study  of  aircraft  lateral-directional  handling  qualities  using  pilot  models 

[with  list  of  references;  by]  James  J.  Adams  and  Frederick  L.  Moore  .  Jan.  1976. 
cover  title,  [11  +  53  p.il.  4°      §  Paper,  $4.25. 

NAS  1.14:D-8103 

12833  D-8104.    Evidence    of   beam    pattern   concept   of   subsonic   jet   noise   emission    [with   list 

of  references;  by]  S.  Paul  Pao  and  Lucio  Maestrello  .  Feb.  1976.  cover  title,  [l]  +  47 
p.il.  4°     §  Paper,  $3.75. 

NAS  1.14:D-8104 

12834  D-8120.  Influence  of  particle  drag  coefficient  on  particle  motion  in  high-speed  flow  with 

typical  laser  velocimeter  applications  [with  list  of  references;  by]  Michael  J.  Walsh 
.  Feb.  1976.  cover  title  ,  [l]  +  56  p.il.  4°     §  Paper,  $4.25. 

NAS  1.14.D-8120 

12835  D-8132.  COREST:  FORTRAN  computer  program  to  analyze  paralinear  oxidation  behavior 

and  its  application  to  chromic  oxide  forming  alloys  [with  list  of  references;  by] 
Charles  A.  Barrett  and  Alden  F.  Presler  .  Feb.  1976.  cover  title,  [11  +  79  p.il.  4° 
§  Paper,  $4.75. 

NAS  1.14:D-8132 

12836  D-8143.  Study  of  sector  spectrophotometer  and  auroral  0  +  (2P-2D)  emissions   [with  list 

of  references;  by]  Gary  R.  Swenson  .  Jan.  1976.  cover  title,  xx  +  171  p.il.  4°     § 
Paper,  $7.00. 

NAS  1.14:D-8143 

12837  D-8146.  Kinematic  stability  of  roller  pairs  in  free-rolling  contact  [with  list  of  references; 

by]  Michael  Savage  and  Stuart  H.  Loewenthal  .  Feb.  1976.  cover  title,  [11  + 17  p.il. 
4°     §  Paper,  $3.25. 

NAS  1.14:D-8146 

12838  D-8160.  High-pressure  liquid  and  gaseous  oxygen  impact  sensitivity  evaluation  of  materials 

for  use  at  Kennedy  Space  Center  [with  list  of  references;  by]  Coleman  J.  Bryan 
.  Feb.  1976.  cover  title,  iv  +  82  p.il.  4°     §  Paper,  $4.75. 

NAS  1.14:D-8160 
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12839  D-8163.    Performance    of    157  pressure-ratio    transonic    fan    static    with    screen  induced   90* 

circumferential   inlet   flow    distortion   (with   li\t   of   references.   I 
.  Feb.  1976.  cover  title,  hi+73  p.il.  A      5  P.ipcr.  $4  2< 

NAS  i 

12840  D-8164.    Computer    program    for    design    analysis    of    radial  inflow    turbines    |with    list    of 

references;  hv|  Arthur  J  (ilassman  I  eh  Is^h  cover  title.  |I|«M  p  il  4  J  Paper 
$6.25 

NAS  1.14  I>  kk.j 

12841  D-8166     Isothermal    clastohvdrodvnamie    lubrication    of    point    COIlUCtl      v      2,    I  llipticits 

parameter  results  [with  list  of  references,  bv  |  Bernard  J  Hamroik  and  l)un<-an 
Dowson     Feb   1976  cover  title,  (1)+ 18  p.il  4      |  Paper.  S3.23 

t|)  MM 

12842  D-8167.  Alloy  softening  in  binary   iron  solid  solutions  [with  list  of  references.  bv|  Joseph 

R.  Stephens  and  Walter  R  Witzkc  Feb  19"6  cover  title  iii  +  26  p  il  4  5  Paper 
$3.75. 

NAS  114  I)  KWT 

12843  D-8168    Optimal  three-dimensional  reusable  tug  trajectories  for  planetary   missions  includ 

ing  correction  for  nodal  precession  | with  list  of  references.  h\  |  Janos  Bnrsody 
.  Feb.  1976.  cover  title.  [I]  ♦  41  p.il.  4°     J  Paper.  S3  7s 

NAS  I  14  D-8I6I 

12844  D-8170.    Refocusing   properties   of   periodic    magnetic   fields   [with   list   of   references,   by] 

N.  Stankiewicz     Feb    197ft.  cover  title.  [I|  «•  17  p.il.  4°     §  Paper.  $1  2< 

NAS  1  U  I)  BI70 

12845  D-8171.   Film   thickness   measurements  on    3   fluid   formulations  by    mercury   squeeze   film 

capacitance  technique  [with  list  of  references.  hv|  William  R  Jones  .  jr  .  Robert 
I..  Johnson  .  I.  Hyslop.  and  R  Day  Feb  1976  cover  title.  [I|*I9  p  il  4"  J  Paper. 
$3.25. 

NAS  1.14  I)  xn 

NASA  technical  report  R  (series). 

12846  430.  Holographic  nondestructive  tests  performed  on  composite  samples  of  ceramic  epox) 

fiberglass  sandwich  structure  (with  bibliographies|;  by  Robert  I.  Kurt/  and  H  K 
Liu.  June  1974.  cover  title,  v  t  26  p.il.  4°     §  Paper.  $3.25. 

s  \s  I  12  4X0 

12847  455.  Statistical  equilibrium  calculations  for  silicon  in  early-type  model  stellar  atmospheres 

[with  list  of  references;  bv[  Lucas  W.  Kamp  .  Feb.  1976  cover  title.  \iu  •  157  p  il 
4°     §  Paper.  $6.25. 

NAS  112  4<< 

NASA  technical  translation  TT  (series). 

12848  F-790.  Heat  transfer  in  atmosphere  [with  lists  of  references!;  edited  by  Ye    M    Feygel'son 

and  L.  R.  Tsvang.  July  1974.  cover  title,  xiii  *  198  p.il.  4°  [Nauka  Press.  MOSCOW, 
1972.1     {Paper,  $5.75. 

NAS  I  13 

12849  F-820.    Inhabited   space,   pt.   2   [with   list   of  references];  edited   by    B     P     Konstantino\ 

and    V.   D.   Pekelis.   July   1974.   cover   title,   iii  •  189   p.il    4°     [Nauka    Press     v 
1972.)     §  Paper.  $5.50. 

12850  Operation  and  maintenance  manager's  guide  [with  bibliography].  Oct. 

1975  edition.  [1975.]  cover  title,  [190]  p.il.  4°    (NHB  8830.1.)     *  Paper. 
$2.55.    •Item  830-F 

NAS  I.K:Op  2 

12851  Petitions  for  patent  waivers,  Change  9.  Dec.  1973.  [122]  p.  4°    (NHB 

5500. 1A.)  [Issued  with  perforations.]  +      #Item  830-F 

NAS  1.18/3:966-:  chw 

NATIONAL  ARCHIVES  AND  RECORDS  SERVICE,  General  Services 
Administration  Washington,  DC  20408 

General  information  leaflet. 

12852  12.  Territorial  papers  of  United  States.  [1975  ]  [2h  3*  |2]  p   narrow  8°     +     •Item  569 

gs  4 ::  12  : 

12853  Historical  materials  in  Dwight  D.  Eisenhower  Library.  Apr.  W<    \  -  <~ 

p.  4°     (Dwight  D.  Eisehnower  Librarv.  Abilene.  KaOS 
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12854  9.    Records   of   American   Commission   to    Negotiate    Peace;   inventory   of   record   grouj 

256;  compiled   by   Sandra   K.   Rangel   .   1974.   xi+172  p.  4°     [Supersedes   Preliminan 

inventory  68  and  89.]     +     •Item  570-B 

L.C.  card  73-600359  GS  4.10/2: 

12855  National  Archives   microfilm  resources  in  Archives   Branch,   Federal 

Archives  and  Records  Center,  1000  Commodore  Drive,  San  Bruno, 
Calif.  1975.  cover  title,  [2]  +  35  p.  4°  + 

GS  4.2:M  58/3 

Preliminary  inventory  PI  (series). 

12856  182.  Preliminary  inventory  of  records  of  1965  Inaugural  Committee;  compiled  by  William 

A.  Reader  .  1975.  vii  +  19  p.  4°     (Record  group  274.)  + 

L.C.  card  75-619259  GS  4.10:182 

Reference  information  paper. 

12857  74.   Recordkeeping  in   Department  of  State,  1789-1956;  compiled  by   Stephen  H.   Helton 

.  1975.  v  +  36p.  + 

GS  4.15:74 

12858  Research  opportunities,  Archives  Branch,  Federal  Archives  and  Records 

Center,  San  Bruno,  CA.  [1975.]  cover  title,  13  p.il.  4°  + 

GS  4.2:R  31 

Special  list. 

12859  35.   Printed  hearings  of  House  of  Representatives  found   among  its  committee  records 

in  National  Archives  of  the  United  States,  1824-1958;  compiled  by  Buford  Rowland 
,  Jose  D.  Lizardo,  and  George  P.  Perros.  1974.  viii  +  197  p.  4°  + 

GS  4.7:35 

Staff  information  paper. 

12860  9.  What  records  shall  we  preserve?  [by]  Philip  C.  Brooks  .  1975.  [1]  +  11  p.     +     •Item 

571-A 

GS  4.12:9 

Territorial  papers  of  United  States; 

12861  28.   Territory    of   Wisconsin,   1839-1848.   compiled    and    edited   by   John   Porter   Bloom    . 

1975.   viii  +  1321   p.   3   pi.   large   8°     ([Publication   00-0];   National   Archives.)     *  Cloth, 

$20.10  (S/N  022-002-00039-2).     •Item  571 

L.C.  card  35-26191  GS  4.13:28 

NATIONAL  BUREAU  OF  STANDARDS,  Commerce  Dept. 
Washington,  DC  20234 

Building  science  series. 

12862  49.  Laboratory  studies  of  hydraulic  performance  of  one-story  and  split-level  residential 

plumbing  systems  with  reduced-size   vents   [with   list  of  references;  by]   Robert  S. 
Wyly   ,   Grover  C.   Sherlin   ,   and   Robert  W.   Beausoliel.   Mar.   1974.   v  +  46+[l]   p.il. 
4°     (Center  for  Building  Technology,  Institute  for  Applied  Technology.)       *  Paper, 
95c.     •Item  241-A 
L.C.  card  73-600336  C  13.29/2:49 

12863  68.    Review   of   standards   and   other  information   on   thermoplastic   piping   in   residential 

plumbing  [with  list  of  references;  by]  Robert  S.  Wyly  ,  William  J.  Parker  ,  Daniel 
E.  Rorrer,  James  R.  Shaver,  Grover  C.  Sherlin  and  Max  Tryon.  May  1975.  iii  +  61+[l] 
p.il.  4°  (Institute  for  Applied  Technology.)  [Supersedes  NBSIR  74-531.  Sponsored 
by  Office  of  Policy  Development  and  Research,  Department  of  Housing  and  Urban 
Development  ,  under  contract  IAA-H-37-72  (409),  project  462  8387.]  *  Paper,  $1.25. 
•  Item  241-A 
L.C.  card  75-619100  C  13.29/2:68 

12864  Energy  conservation  programs  at  National  Bureau  of  Standards.  [May 

1975.]  cover  title,  15  p.  narrow  8°  [Includes  list  of  NBS  publications 
on  energy  conservation.]  + 

C  13.2:En  2/4 
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Monograph. 


12865  25.    Standard    X-ray    diffraction    powdei    patterns     sec     II.    Data    for    70   substances   |wilh 

lists  of  references;  by]  Howard   I     Swum  (and  othcrsi    l  eh    1974    iv ^  130  pil 
4°    (Institute  for  Materials   Research  i  [Includes  cumulative  mdei   Id  I    ■ 
v.    1-10  and    Monograph    25,    sec     1-10     Project    1130163  |     '  Paper.   SI  13      •If 

L.C.  card  53-61386  CUM 

12866  142.    Measurement    of    noise    performance    factors,    metrologv    guide    |wilh    bibliography  . 

by]  M.  G.  Arthur     June  1974    xii  •  188  •  |l)  P  d  4     n  i.  Metrology  Infor- 

mation Center,   Flectromagnetics   Division.   Institute   for   Basic    Standards  I 
$5.45.     •Item  247-A 

(    13  44  142 

12867  National  Bureau  of  Standards  at  glance.  Aug.  1975.  cover  title    46  p 

oblong  48°     +     •Item  244 

C  13.2:N  21/7/975 

NSRDS-NBS  (series). 

12868  56.  Crystal  structure  transformations  in  inorganic  sulfates,  phosphates,  perchlorates.  and 

chromates  [with  lists  of  references;  by]  Chinlamam  N     K    Rao  and  Hrahan, 

.  Nov.  1975.  v  +  28  +  (1|  p.il   4°  (Department  of  Chemistry.  Indian  Institute  of  Technolo 

gy.)  [Copyright  1975  by  Secretary  of  Commerce  |     '    Paper.  85c.  (S/N  003-001  oim 

0).     •Item  248-B 

L.C.  card  75-6190982  C  I3.4fc3« 

Special  publication. 

12869  250.  Calibration  and  test  services  of  National  Bureau  of  Standards,  appendix,  fees  for 

services.  Oct.  1974.  [l)  +  22  p.  4°     (Office  of  Measurement  Servk 

C  l3.10:250/4/app  974-2 

12870  366.   Bibliography  on   atomic   line   shapes  and  shifts  [supp.21.  (July  1973-May  1975);  [by| 

J.   R.  Fuhr  ,  G.   A.   Martin   ,  and   B.  J.  Specht.  Nov.  1975.  viii  +  68  p.  4°    (Institute 

for  Basic  Standards.)     *  Paper.  $1.35.      •Item  247 

L.C.  card  72-600147  C  13.10366/supp  2 

12871  396-3.  Critical  survey  of  data  sources,  corrosion  of  metals;  [by |  Ronald  B.  Diegle  and 

Walter  K.  Boyd  .  Jan.  1976.  ix  +  30  p.il.  4°    (Battelle.  Columbus  Laboratories.  Colum- 
bus. Ohio.)  [Sponsored  by  Office  of  Standard  Reference  Materials!     *  Paper.  $1.30. 
•  Item  247 
L.C.  card  75-34273  C  llin  W6-3 

12872  399.  NBS  FORTRAN  test  programs,  v.  3.  Listings  for  version  3;  [by]  Frances  F    Hoi 

berton  and  Elizabeth  G.   Parker  .  Oct.  1974.  ix*216  p.  4°    (Institute  for  Computer 

Sciences  and  Technology.)     *  Paper,  $2.90       •Item  247 

L.C.  card  74-12314  C  13  IO:399/v.3 

12873  400-11.  Semiconductor  measurement  technology:   BASIC  program  for  calculating  Dopant 

density  profiles  from  capacitance-voltage  data  [with  list  of  references;  by)  Richard 
L.  Mattis  and  Martin  G.  Buehler  .  June  1975.  v  +  33  +  [l]  p.il.  4°  (Electronic  Technolo- 
gy Division,  Institute  for  Applied  Technology.)  (Supported  by  Defense  Advanced 
Research  Projects  Agency  under  ARPA  order  2397,  program  code  4DI0.)  *  Paper. 
$1.00.  •Item  247 
L.C.  card  75-619089  <    Q  10400-11 

12874  404.  Approaches  to  privacy  and  security  in  computer  systems,  proceedings  of  conference 

held  at  National  Bureau  of  Standards,  Mar.  4-5,  1974;  Clark  R  Rennmger  .  editor. 
Sept.  1974.  xi+72  p.il.  4°  (Institute  for  Computer  Sciences  and  Technology.)  * 
Paper.  $1.20.     ©Item  247 

C  13  10:404 

12875  408.    Standard    reference    materials    and    meaningful    measurements,    proceedings    of   6th 

Materials  Research  Symposium   sponsored  by  Institute  for  Materials  Rese.. 

tional   Bureau   of   Standards,   Oct.   29-Nov.   2,   1973    .   Gaithersburg.    Md    [with   lists 

of  references;  edited  by  Richard  W.  Seward  ].  Mar.  1975    viii »  811-  [I]  p.il.  4° 

(Institute  for  Materials  Research  )     •  Cloth,  $12  60    •Item  24' 

L.C.  card  75-1207  C  0  I0-40K 

12876  417.   Directory   of   United    States   standardization   activities,   Sophie   J    Chumas    .   editor 

Nov.  1975.  v  +  224  p.  4°     (Institute  for  Applied  Technology.)  (Supersedes  Miscellane- 
ous publication  288.)     'Cloth,  $6.75.     •Item  24" 
L.C.  card  75-619012  C  P  M  «17 

12877  420.  International  Bureau  of  Weights  and  Measures  1875-1975  [with  bibliographies!;  edited 

by  Chester  H.  Page  and  Paul  Vigoureux  .  May  1975.  [21+ viii ♦  2441  p  il  [Translation 
of  BIPM  centennial  volume.  Published  on  occasion  of  100th  Anniversary  of  Treaty 
of  Metre,  May  20,  1975. |     '  Paper.  $3.00.     •Item  247 

§For  Sale  by  National  Technical  Information  Service. 

Springfield.  V  A  22151 
•Sent  to  Depository  Libraries  Page  187 


Government  Publications 

12878  438.  Testing  and  certification  for  export  products  in  industrializing  countries,  proceedings 

of   regional  seminar,   Singapore,   May   19-20,   1975   [with  bibliography];  edited  by   H. 
Steffen   Peiser   and    Robert   S.   Marvin    .    Feb.   1976.   ix  +  168  +  [l]   p.il.   4°     (Office   of 
International  Relations.)  [Sponsored  by  Agency  for  International  Development,  De- 
partment of  State.]     *  Paper,  $2.40.     •Item  247 
L.C.  card  76-608023  C  13.10:438 

Technical  note. 

12879  641.   Survey  of  properties  of  hydrogen  isotopes  below   their  critical  temperatures  [with 

bibliographies;  by]  H.  M.  Roder  [and  others].  Aug.  1973.  viii  +  114  p.il.  4°  (Cryogenics 
Division,  Institute  for  Basic  Standards.)     *  Paper,  $1.25.     •Item  249-A 

C  13.46:641 

12880  646.  Status  report  on  primary  frequency  standards  [with  list  of  references;  by]  Helmut 

Hellwig  .  Sept.  1973.  [2]  +  12  +  [l]  p.  4°  (Time  and  Frequency  Division,  Institute  for 
Basic  Standards.)     *  Paper,  30c.     •Item  249-A 

C  13.46:646 

12881  650.   Evaluation  of  selected  angular  momentum,   vortex   shedding  and  orifice  cryogenic 

flowmeters  [with  list  of  references;  by]  J.  A.  Brennan  [and  others].  Mar.  1974. 
[67]  p.il.  4°  (Cryogenics  Division.)  [Co-sponsored  by  Compressed  Gas  Association, 
New  York,  N.Y.]     *  Paper,  65c.     •Item  249-A 

C  13.46:650 

12882  822.    Review   of   Federal   and   military    specifications   for   floor  coverings;    [with   list   of 

references;    [by]   Winthrop   C.   Wolfe    .    Apr.   1974.   iv  +  93  +  [l]   p.   4°     *  Paper,   $1.50 

•  Item  249-A 

C  13.46:822 

12883  830.  NBS  cryogenic  thermometry  and  proposed  cryogenic  extension  of  IPTS  [with  list 

of  references;  by]  G.  Cataland  [and  others].  May  1974.  iv  +  28  p.il.  4°     *  Paper,  65c. 

•  Item  249-A 

L.C.  card  74-600073  C  13.46:830 

12884  833.  Fire  department  ground  ladders,  results  of  preliminary  study  [with  list  of  references; 

by]   Harvey   P.   Utech   .   July   1974.   viii  +  73  +  [l]  p.il.  4°     (Fire  Technology   Division, 

Institute  for  Applied  Technology.)      *  Paper,  $1.20.     •Item  249-A 

L.C.  card  74-600092  C  13.46:833 

12885  836.    Detector   actuated    automatic    sprinkler   systems,    preliminary    evaluation    [with    list 

of  references;  by]  Richard  L.  P.  Custer  .  July  1974.  iii+22+[l]  p.il.  4°     (Fire  Technolo- 
gy Branch,  Programmatic  Center  for  Fire  Research,  Institute  for  Applied  Technolo- 
gy.)    *  Paper,  65c.     •Item  249-A 
L.C.  card  74-600095  C  13.46:836 

12886  864.  Cost  recovery  in  pricing  and  capacity  decisions  for  automated  information  systems 

[with   list   of   references;   by]   James    A.   Dei   Rossi   .    Apr.   1975.   iii  +  56+[l]   p.il.  4° 
(Information  Technology  Division,  Institute  for  Computer  Sciences  and  Technology.) 
[Sponsored  by  National  Science  Foundations.]     *  Paper,  $1.20.     •Item  249-A 
L.C.  card  75-600015  C  13.46:864 

12887  894.  Apparatus  for  testing  oceanographic  resistance  thermometers  [with  list  of  references; 

by]  George  T.  Furukawa  and  John  L.  Riddle  .  Jan.  1976.  vii+52  p.il.  4°  (Heat 
Division,  Institute  for  Basic  Standards.)  [Work  supported  by  National  Oceanic  and 
Atmospheric  Administration,  National  Ocean  Surveys,  National  Oceanographic  In- 
strumentation Center.]     *  Paper,  $1.60.     •Item  249-A 

C  13.46:894 

12888  895.   Overview   of  floor  slip-resistance   research  with   annotated   bibliography;  [with  list 

of  references;  [by]  Robert  J.  Brungraber  .  Jan.  1976.  iii+108  +  [l]  p.il.  4°  (Structures, 
Materials  and  Safety  Division,  Center  for  Building  Technology,  Institute  for  Applied 
Technology.)     *  Paper,  $2.30     •Item  249-A 

C  13.46:895 

12889  896.  NBS  reactor,  summary  of  activities,  June  1974-June  1975;  [with  list  of  references; 

by]  Robert  S.  Carter  .  Jan.  1976.  vii  +  142+[l]  p.il.  4°  (Reactor  Radiation  Division, 
Institute  for  Materials  Research.)      *  Paper,  $2.15.     •Item  249-A 

C  13.46:46:896 

NATIONAL  CENTER  FOR  EDUCATION  STATISTICS,  Health, 
Education,  and  Welfare  Dept.  Washington,  DC  20202 

National  assessment  of  educational  progress,   project  of  Education 
Commission  of  the  States:  Reports. 

12890  03-MU-01.   First   national  assessment  of   musical   performance.   Feb.   1974.   v  +  29  p.il.  4° 

•  Paper,  55c.     •Item  461-A-8 

HE  19.312:03-MU-01 

12891  03-MU-03.   Assessment  of  attitudes   toward   music.   Sept.   1974.  viii+31  p.il.  4°     'Paper, 

85c.     •Item  461-A-8 

HE  19.312:03-MU-03 
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12842         03-MU-20.    Music    technical    report,    exercise    volume     Dec     N7s     viii+IOM    -   .1     oblOM 

8°     •  Paper,  $10.10      •Item  46I-A-8 

HI    19 
12891         03-MU-21    Music  technical  report,  summary   volume    Nov     I972J    viii  +  137  pi!     I 

$2.10       •Item  46I-A-8 

Hi  19  112  03 

12894  03-SS-00    Iirst   social   studies   assessment.   OverView     June   1974     vii  +  71   p  il    4°     'Paper 

90c.      •Item  46I-A-8 

HI   \'<  ID  03  ss  oo 

12895  03-SS-20.  Social  studies  technical  report,  exercise  volume.  Dec    1975    vui  •  878  p  il    oblong 

8°     *    Paper,  8.95      •Item  46I-A-8 

HE  19  112  03  ss  Z0 

12896  03-SS-21.    Social   studies    technical    report,    summary    volume     Nov     1973     riii  +  113    p  il     4 

•  Paper,  $1.00.     •Item  461-A-8 

HE  19  m  0 

12897  04-MA-00.   First   national   assessment   of   mathematics,   overview     Oct     197s     \iv  •  <2   p  ,| 

4°     *  Paper,  $1.25      •Item  461-A-8 

HE  W  IB  04  MA  00 

12898  04-MA-02.    Consumer    math,    selected    results    from    first    national   assessment    of    mathe- 

matics. June  1975.  xii  +  36  p. il.  4°     •  Paper.  $1.05.     •Item  461- A  8 

HE  19  112  oj  m  \  02 

12899  04-S-00.  National  assessments  of  science,  1969  and  1973.  capsule  description  of  changes 

in  science  achievement.  Feb.  1975.  xiii  + 13  p. il.  4°     •  Paper,  75c      •Item  461-A-K 

HI    19  $12  04-S-00 

12900  04-S-01.   Selected    results   from    national   assessments   of   science,   cnergv   question 

1975.  vii+  19  p.il.  4°     *  Paper,  75c.     •Item  461-A-8 

HE  19  IB  04  s  in 

12901  04-S-02.  Selected   results   from   national  assessments  of  science,   scientific   principles  and 

procedures.  Aug.  1975.  viii+ 53  p.il.  4°     •  Paper,  $125      •  Item  4M  A  8 

HE  N  $12  04 

12902  04-S-03.   Selected   results   from   national  assessments  of   science,  attitude  questions    Oct 

1975.  ix  +  75  p.il.  4°     *  Paper,  $1.45.     •Item  461-A-8 

HE  19.312 v  I 

12903  04-S-20.  Changes  in  science  performance,  1969-73,  exercise  volume.  Dec.  1975.   xiv  •  117 

p.il.  4°     *   Paper.  $1.00.     ©Item  461-A-8 

HE  19  312:04  s  20 

12904  05-W-01.  Writing  mechanics,  1969-74,  capsule  description  of  changes  in  writing  mechanics 

Oct.  1975.  xi+59  p.il.  4°     *  Paper,  $1.30.     •Item  46I-A-8 

HE  19  112  0<.W  01 

12905  1971  consolidated  program  information  report,  pilot  study  of  State  survey 

practices  final  report  July  24,  1974.  [1975.]  v  +  206  p.il.  4°  (NCES 
73-305.)  [Prepared  under  contract  OEC-O-72-5238  by  RMC  Research 
Corporation.]     +     #Item  461-A-l 

HE  19.302:St  2/971 

12906  Projections  of  educational  statistics  to  1983-84;  by  Kenneth  A.  Simon 

and  Martin  M.  Frankel  .  1974  edition.  [1975.]  x  +  171  p.il.  4°  (NCES 
75-209.)  [Highlights  on  p.  2  of  cover.]  *  Paper.  $2.50.  •Item  460- 
A-10 

HE  19.320:983-84 

12907  Schools  for  careers,  analysis  of  occupational  courses  offered  by  secon- 

dary and  postsecondary  schools,  1971;  by  Robert  Calvert  jr.,  Evelyn 
R.  Kay  ,  Nicholas  A.  Osso.  [1975.]  viii  +  126  p.  4°  (NCES  75-160.) 
[At  head  of  title  on  cover:  Vocational  education.  Highlights  on  p. 
2  of  cover.  Includes  sources  of  additional  information.]  *  Paper, 
$2.00.     ©Item  455-F 

HE  19.321:971 

NATIONAL  CENTER  FOR  HEALTH  STATISTICS,  Health, 
Education,  and  Welfare  Dept.  Rockville,  MD  20852 

12908  National  Center  for  Health  Statistics,  1974  activities  report.  [1975]  cover 

title,  iv  +  40  p.il.  ([DHEW  publication  (HRA)  75-1202.])  +  •Item 
508-A-l 

HE  20.6201:974 
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Vital  and  health   statistics:   Series  2,  Data  evaluation  and   methods 
research. 

12909  68.   Quality  control  in   hospital  discharge   survey;  [with  list  of  references;  by   Kenneth 

W.   Harris   and    Keith   L.   Hoffman   .]   Dec.   1975.   iv  +  41  p.   4°     (DHEW    publication 
(HRA)  76-1342;  [Division  of  Health  Resources  Utilization  Statistics].)  [ISBN  0-8406- 
0050-X.]     *  Paper,  $1.50.     •Item  500-E 
L.C.  card  75-619242  HE  20.6209:2/68 

Vital  and  health  statistics:  Series  10,  Data  from  national  health  survey. 

12910  103.   Family  out-of-pocket  health  expenses,   United   States,  1970;   [by  Charles   S.  Wilder 

].  Dec.  1975.  vi  +  61  p.il.  4°     (DHEW  publication  (HRA)  76-1530;  [Division  of  Health 
Interview    Statistics].)    [ISBN    0-8406-0052-6.    Prepared    in   cooperation    with   Census 
Bureau.]     *  Paper,  $1.70.     •Item  500-E 
L.C.  card  75-619266  HE  20.6209:10/103 

12911  105.  Persons  injured  and  disability  days  by  detailed  type  and  class  of  accident,  United 

States,  1971-72;  [by  Charles  S.  Wilder  ].  Jan.  1976.  iv  +  54  p.il.  4°     (DHEW  publication 
(HRA)    76-1532;    [Division    of    Health    Interview    Statistics].)    [ISBN    0-8406-0055-0. 
Prepared  in  cooperation  with  Census  Bureau.]     *  Paper,  $1.60.     •Item  500-E 
L.C.  card  75-35509  HE  20.6209:10/105 

Vital  and  health  statistics:  Series  13,  Data  from  national  health  survey. 

12912  20.  Inpatient  utilization  of  short-stay  hospitals  by  diagnosis,  United  States,  1972;  [with 

list  of  references;  by  Mary  Moien  ].  Nov.  1975.  iv  +  66  p.il.  4°  (DHEW  publication 
(HRA)  76-1771;  [Division  of  Health  Resources  Utilization  Statistics].)  [ISBN  0-8406- 
0045-3.  Prepared  in  cooperation  with  Census  Bureau.]  *  Paper,  $1.80.  •Item  500-E 
L.C.  card  75-61978  HE  20.6209:13/20 

12913  22.    Selected   operating   and   financial   characteristics   of   nursing   homes,   United   States, 

1973-74  National  nursing  home  survey;  [with  list  of  references;  by  Mark  R.  Meiners 

].  Dec.  1975.  iv  +  66  p.il.  4°     (DHEW  publication  (HRA)  76-1773;  [Division  of  Health 

Resources    Utilization    Statistics].)    [ISBN    0-8406-0064-X.]     *     Paper,    $1.80.     •Item 

500-E 

L.C.  card  75-619405  HE  20.6209:13/22 

Vital  statistics  of  United  States,  1971.  ([Division  of  Vital  Statistics.]) 

12914  v.3.    Marriage    and    divorce.    1975.    [134]    p.il.    4°     ((HRA)   76-1103.)     *  Cloth,    $7.20   (S/N 

017-022-00397-0).      •Item  510 

HE  20.6210:971/v.3 

NATIONAL  COMMISSION  FOR  MANPOWER  POLICY  Washington, 
DC  20005 

12915  Pennsylvania  Academy  moderns,  1910-40  [references  interspersed].  1975. 

39  p.il.  4°  ([Smithsonian  Institution  Press  publication  6031.]) 
[Published  on  occasion  of  exhibition  at  National  Collection  of  Fine 
Arts,  Smithsonian  Institution,  May  9-July  6,  1975  and  Pennsylvania 
Academy  of  Fine  Arts,  Peale  House,  Philadelphia,  July  30-Sept.  6, 
1975.  Includes  list  of  some  recent  publications  available  from  National 
Collection  of  Fine  Arts.  Some  illustrations  are  colored.]  *  Paper, 
$2.00.  #Item  916 
L.C.  card  75-619076  SI  6.2:P  38/910-40 

NATIONAL  ENDOWMENT  FOR  THE  ARTS,  National  Foundation  on 
the  Arts  and  Humanities  Washington,  DC  20506 

12916  Museums   USA,    A    survey   report.    [1975.]   cover  title,    [740]   p.   4° 

[Research  conducted  by  National  Research  Center  of  the  Arts,  an 
affiliate  of  Louis  Harris  and  Assoc,  Inc.]  *  Paper,  $7.70  (S/N  036- 
000-00025-2).     •Item  831-B-2 

NF  2.2:M  97/3 
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NATIONAL  GUARD  BUREAU,  Defense  Dept.  Washington,  DC  20310 

P917  Annual  report,  fiscal  year  1975,  Chief,  National  Guard  Bureau.  [1976.] 
cover  title,  104  p.il.  oblong  8°  [Text  and  illustrations  on  p.  3  of 
cover.]     +     •Item  355  D  12.1:975 

NGB  pamphlet. 

12918  210-21.    Installations,    training   site    general   information    summary.    [Sept.    1,    I975J   cover 

title,  [475]  p.il.  4°     (Departments  of  Army  and   Air  Force.)  [Supersedes  edition  of 
Sept.  1,  1974.  Issued  with  perforations]     #     •Item  358  8  210-21 

12919  420-10    Facilities  engineering,  base  operations/maintenance  and  minor  construction.  Army 

National  Guard.  [Feb.  5,  1976.]  cover  title,  [25]  p.  4°     (Departments  of  Army  and 
Air  Force.)  [Supersedes  edition  of  Jan.  31,  1974.  Issued  with  perforations]     # 

•Item  358  D  12.8:420-10/3 

12920  Quick  run  through  basic  training.  [Apr.  1975.]  cover  title,  [12]  p.il.  4° 

([ARNG  75-101.])  [Illustrations  are  colored.  Illustrations  on  p.  2-4  of 
cover.]     +     #Item356  D  12.2:B  29 

NATIONAL  HIGHWAY  TRAFFIC  SAFETY  ADMINISTRATION, 
Transportation  Dept.  Washington,  DC  20590 

12921  Alcohol   safety   action   projects,   evaluation   of   operations,   1974:    v.2, 

Detailed  analysis,  Chap.  2,  Evaluation  of  enforcement  countermeasure 
activities.  [1975.]  cover  title,  v  +  46  p.il.  4°  ([DOT  HS  801  727];  Office 
of  Driver  and  Pedestrian  Programs.)  [Issued  with  perforations.]  + 
•Item  982-D-l  td  g  ^  1/M/974/v>2/chap-2 

12922  Alcohol   safety   action   projects,   evaluation   of   operations,   1974:    v.2, 

Detailed  analysis,  Chap.  3,  Evaluation  of  judicial  and  legislative  coun- 
termeasure activities.  [1976.]  cover  title,  v  +  36  p.il.  f  ([DOT  HS 
801  709]-  Office  of  Driver  and  Pedestrian  Programs.)  [Issued  with 
perforations.]     +     •Item  982-D-l  TD  8.2:A1 1/14/974/v.2/chap.3 

,2923  Annual  report  on  public  information  and  education  countermeasure  of 
alcohol  safety  action  projects  [with  list  of  references].  Feb.  1975. 
[68]  pil  4°  (Office  of  Driver  and  Pedestrian  Traffic  Safety  Pro- 
grams.)    +     •Item  982-D-16  TD  8.20:975 

,2924  Applications  of  accident  data  on  young  driver  research  [with  list  of 
references;  by  James  C.  Fell  ,  Vincent  J.  Esposito  Feb ..1974.  cover 
title  [5]  +  31  p.il.  4°  (NHTSA  staff  report;  Research  Institute,  Office 
of  Accident  Investigation  and  Data  Analysis.)     #  ^  g  ^  ^ 

,2925  Automotive  recorder  research  disc  recorder  pilot  project,  v  1,  Fleet 
status  and  data  system  procedures  [with  list  of  references  by  S 
S  Teel  S  J  Peirce  and  N.  W.  Ludkefedder].  Nov.  1973.  cover 
fitle  [71]'pii.  4°  (ShVsa  technical  report;  DOT  HS-801  019;  Office 
ol ^Operating  Systems  Research;  Research  Institute.)  §  (Price  upon 
application).  TD  g  g.Au  g/v  , 

,2926  Basic  research  in  crashworthiness:  2,  Comparison  of  telcdyne-geotech 
crash  recorder  data  and  accelerometer  data;  [by  Andrew  R.  Trenka 
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].   April  1974.  cover  title,   [109]  p.il.  4°    (DOT  HS-800  873.)  [Final 
report  prepared  under  contract  FH-11-7622.]  + 
F  TD  8.2:C  85/4 

Consumer  aid  series. 

12927  v.   5,   pt.   3.   Acceleration   and   passing  ability,   comparison   of  acceleration   and   passing 

ability  for  1975  passenger  cars  and  motorcycles.  Jan.  1975.  cover  title,  xiii+58  p.il. 
oblong  8°     [Compiled  from  data  furnished  by  vehicle  manufacturers  to  Jan.  15,  1975.] 

*  Paper,  $1.35.     •Item  982-D-9 

TD  8.14/2:5/pt.  3 

12928  Contemporary  overview  of  traffic  law  uniformity  in  United  States;  [by 

Walter  J.  Norbet  ].  Jan.  1973.  cover  title,  i+109  p.  4°  (NHTSA  techni- 
cal report;  Traffic  Safety  Programs  Office  of  Standards  Development 
and  Implementation.)    # 

TD  8.2:T  67/2 

12929  Development  of  anticipatory  automobile  crash  sensors,  annual  report 

[with  bibliography].  July  1971.  cover  title,  [107]  p.il.  4°  (Report  DOT- 
TSC-NHTSA-71-3;  DOT  HS-820  200.)  [Prepared  by  Transportation 
Systems  Center,  Cambridge,  Mass.]     §  (Price  upon  application). 

TD  8.2:An  8 

12930  DWI  law  enforcement  training  instructor's  manual  [with  bibliography; 

by  James  E.  Carnahan,  Donald  M.  Holmes  ,  James  A.  Keyes,  Jerry 
D.  Stemler,  Charles  L.  Dreveskracht].  Aug.  1974.  cover  title,  xv  +  529 
p.il.  4°  [Prepared  by  Michigan  State  University,  Highway  Traffic 
Safety  Center,  East  Lansing,  Mich.,  under  contract  DOT-HS-334- 
3-645.  Issued  with  perforations.]  *  Paper,  $6.50  (S/N  5003-00190). 
•Item  982-D-3 

TD  8.8:L  41/instructor 

12931  Emergency  medical  technician  crash  victim  extrication  training  course, 

course  guide  [with  list  of  references].  [1975.]  cover  title,  x  +  59  p.il. 
4°  (Rescue  and  Emergency  Medical  Services  Division.)  [Issued  with 
perforations.]     *  Paper,  $1.60    #Item  982-D-3 

TD  8.8:C  85/4 

Highway  safety  program  manual. 

12932  14.  Pedestrian  safety  [with  list  of  references].  Nov.  1974.  cover  title,  [91]  p.  4°     [Issued 

in  cooperation  with  Federal  Highway  Administration.  Issued  with  perforations.] 

*  Paper,  $1.90  (S/N  5003-00204).     «Item  982-D-3 

TD  8.8/3:14 

12933  Report  on  administrative  adjudication  of  traffic  infractions,  Highway 

safety  act  of  1973  (sec.  222).  July  1975.  cover  title,  ix  +  85  p.il.  4° 
+     •Item  982-D-17  ,  ,    _ 

TD  8.12/4:975 

12934  Stress  and  fatigue  analysis  of  3  piece  wheels,  Chevrolet  part  no.  3785013 

[with  list  of  references].  Nov.  1972.  cover  title,  [3]  +  41+[27]  p.il.  4° 
(Motor  Vehicle  Programs,  Office  of  Defects  Investigation.)  [Prepared 
by  James  W.  Dally  Associates,  Silver  Spring,  Md.]     # 

TD  8.2:W  57 

NATIONAL  INSTITUTE  FOR  OCCUPATIONAL  SAFETY  AND 
HEALTH,  Health,  Education,  and  Welfare  Dept.  Rockville,  MD  20852 

12935  Evaluation    of    single-reading    heat    stress    instrument    [with    list    of 

references;  by]  Robert  T.  Hughes.  Mar.  1975.  [5]+ 17  p.il.  4°  ([HEW]) 
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publication  (NIOSH)  75-148];  Division  of  Laboratories  and  Criteria 
Development;  [NIOSH  technical  information].)     +     •Item  499-F-2 

HE  20.7102:H  35 

NATIONAL  INSTITUTE  OF  DENTAL  RESEARCH,  Health, 
Education,  and  Welfare  Dept.  Washington,  DC  20202 

12936  National  Institute  of  Dental  Research  programs,  fiscal  year  1973  funds, 

grants,  awards,  contracts,  and  intramural  projects.  [1975.]  xi  +  171  p.il. 
4°  (DHEW  publication  (NIH)  75-547.)  [Prepared  by  Program  Analyst 
and  Dental  Research  Data  Officer,  NIDR  in  collaboration  with 
Smithsonian  Science  Information  Exchange,  Inc.  (SSIE).]  +  •Item 
507-0-1 

HE  20.3402:D  43/5/973 

NATIONAL  INSTITUTE  OF  MENTAL  HEALTH,  Health,  Education, 
and  Welfare  Dept.  Rockville,  MD  20852 

12937  Careers  in  mental  health.  [1975.]  cover  title,  18  + [1]  p.il.  ([DHEW  publica- 

tion (ADM)  75-250.])  *  Paper,  45c.  (S/N  017-024-00463-4).  #Item 
507-B-5 

HE  20.8102:C  18 

12938  Integrated    management   information    systems    for   community    mental 

health  centers  [with  lists  of  references];  edited  by  Todd  S.  Smith 
,  James  E.  Sorensen  .  [1974.]  [280]  p.il.  4°  ([DHEW  publication 
(ADM)  75-165.])  +      •Item  507-B-5 

HE  20.8102:M  32 

12939  Litigation  and  mental  health  services;  [by]  Louis  E.  Kopolow  ,  Alvira 

B.  Brands  ,  John  L.  Burton,  Frank  M.  Ochberg.  [1975.]  v  +  18  p. 
([DHEW  publication  (ADM)  76-261.])  [Includes  list  of  suggested 
readings.]     +     •Item  507-B-5 

HE  20.8102:L  71/2 

12940  National  conference  on  child  abuse,  summary  report,  1973  [1974.]  ix  +  42 

p.  ([DHEW  publication  (ADM)  74-117.])  [Prepared  by  Children's 
Hospital  of  the  District  of  Columbia  under  contract  HSM  42-73- 
94,  Division  of  Special  Mental  Health  Programs.]  *  Paper,  75c.  (S/N 
1724-00390).    •Item  507-B-5 

HE  20.8102:C  43/3 

12941  Parents  are  people,  too.  [Revised  1975.]  [1975.]  [2]  +  17  p.il.  4°    ([DHEW 

publication  (ADM)  75-48;  formerly  DHEW  publication  (ADM)  74- 
48.])     *  Paper,  45c.  (S/N  017-024-00482-1).    •Item  507-B-5 

HE  20.8102:P  21/975 

Statistical  note.  (Division  of  Biometry,  Survey  and  Reports  Branch.) 

12942  114.  Provisional  patient  movement  and  administrative  data  State  and  county  mental  hospital 

inpatient   services,   July   1,   1973-June    30,   1974;   [by]    Nessa   G.    Meyer   .   Apr.   1975. 
25  p.  4°    ([DHEW  publication  (ADM)  75-158. 1)     +     •Item  507-B-12 

HE  20.8116:114 

NATIONAL  INSTITUTE  OF  NEUROLOGICAL  AND 

COMMUNICATIVE  DISORDERS  AND  STROKE,  Health,  Education, 

and  Welfare    Dept.  Bethesda,  MD  20014 

12943  Bibliography  of  Kuru;  [by]  Michael  P.  Alpers  ,  D.  Carleton  Gajdusek 

,   Steven  G.  Ono.   3d  revision.   Mar.  1975.   [3] +  220  p.  4°    (DHEW 
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publication  (NIH)  76-800.)  [Study  of  Child  Growth  and  Development 
and  Disease  Patterns  in  Primitive  Cultures.]     +     #Item  507-L-4 

HE  20.3513:K  96/975 

NATIONAL  LABOR  RELATIONS  BOARD  Washington,  DC  20570 

12944  Decisions  and  orders  of  National  Labor  Relations  Board,  v.  206,  Sept. 

13-Nov.  6,  1973.  1975.  xi  +  963  p.  4°  *  Cloth,  $14.10  (S/N  3100-00140). 
•Item  826 

LR  1.8:206 

12945  Decisions  and  orders  of  National  Labor  Relations  Board,  v. 198,  July 

6-Sept.  13,  1972.  1975.  xv  +  1263  p.  4°  *  Cloth,  $16.85  (S/N  031-000- 
00125-1).    #Item  826 

LR  1.8:198 

12946  National  labor  relations  act  jurisdiction  over  health  care  institutions. 

[1976.]  [5]  p.  narrow  12°     +     ©Item  827 

LR  1.2:H  34 

12947  Rules  and  regulations  and  statements  of  procedure,  Revisions,   Feb. 

10  and  19,  1975.  [1975.]  [106]  p.  [Issued  with  perforations.]  *  Paper, 
$7.00  (basic  and  supplementary  material  for  indefinite  period);  add 
$1.75  for  foreign  mailing.    #Item  829 

LR  1.6:R  86/ser.8/968/rev.pages-4 

NATIONAL  MARINE  FISHERIES  SERVICE,  Commerce  Dept. 
Washington,  DC  20230 

Current  fisheries  statistics  (series). 

12948  6112.   Rhode    Island   landings,   annual   summary   1972.   Apr.   19,   1974.   11   p.   4°     [Prepared 

in  cooperation  of  Rhode  Island  Department  of  Natural  Resources,  Division  of  Con- 
servation, Providence,  R.I.]     +     •Item  610-A 

C  55.309/2:6112 

12949  6661.  Virginia  landings,  Dec.  1974.  Mar.  6,  1975.  5  p.  4°     (SA-2.)  [Prepared  in  cooperation 

with  Virginia  Marine  Resources  Commission,  Newport  News,  Va.,  and  Potomac 
River  Fisheries  Commission,  Colonial  Beach,  Va.]     +     •Item  610-A 

C  55.309/2:6661 

12950  6668.  Louisiana  landings,  Dec.  1974.  Mar.  6,  1975.  2  p.  4°    (GC-4.)  [Prepared  in  cooperation 

with  Louisiana  Wildlife  and  Fisheries  Commission,  Division  of  Oyster  and  Water 
Bottoms  and  Commercial  Seafood,  New  Orleans,  La.]     +     •Item  610-A 

C  55.309/2:6668 

12951  6683.  Georgia  landings,  Jan.  1975.  Mar.  6,  1975.  2  p.  4°     (SA-5.)  [Prepared  in  cooperation 

with  Georgia  State  Department  of  Natural  Resources,  Game  and  Fish  Division, 
Atlanta,  Ga.]     +     ©Item  610-A 

C  55.309/2:6683 

12952  6690.  Gulf  Coast  shrimp   data,  Jan.  1975.   Apr.  1,   1975.  12  p.il.  4°     (GCS.)  [Prepared  in 

cooperation  with  fishery  agencies  of  Alabama,  Florida,  Louisiana,  Mississippi,  and 
Texas.]     +     •Item  610-A 

C  55.309/2:6690 

12953  6712.  New  York  landings,  annual  summary  1974.  Apr.  18,  1975.  6  p.  4°    (NA-4.)  [Prepared 

in  cooperation  with  New  York  Department  of  Environmental  Conservation  Division 
of  Marine  and  Coastal  Resources.]  +       •Item  610-A 

C  55.309/2:6712 

12954  6721.  Mississippi  landings,  annual  summary  1974;  [by  Hermes  G.  Hague  ].  Nov.  7,  1975. 

7  p.  4°  (GC-3.)  [Prepared  in  cooperation  with  Mississippi  Conservation  Commission, 
Biloxi,  Miss.]     +     •Item  610-A 

C  55.309/2:6721 

12955  6722.  Louisiana  landings,  annual  summary  1974;  [by  Orville  M.  Allen  ].  Dec.  31,  1975. 

8  p.  4°  (GC-4;  [NOAA-S/T  76-1973].)  [Prepared  in  cooperation  with  Louisiana  Wil- 
dlife and  Fisheries  Commission,  Division  of  Oyster  and  Water  Bottoms  and  Commer- 
cial Seafood,  New  Orleans,  La.]     +     •Item  610-A 

C  55.309/2:6722 
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12956  Future  investment  in   U.S.  fish  harvesting  and  processing,  discussion 

of  possible  alternative  requirements  through  1985.  Ocl  1973  COVei 
title,  iv  +  47  p.il.  4°  + 

I        K)2:In9 

NATIONAL  OCEAN  SURVEY,  Commerce  Dept.  Washington.  I)( 
2*235 

12957  Supplemental  tidal  predictions.  Anchorage,  Alaska.  1976    Rockville,  Md 

Aug.  1975.  iii  +  19  p.il.  4  (Office  of  Marine  Surveys  and  Maps. 
Oceanographic  Division,  Predictions  Branch.)  •  (Price  upon  apptica 
tion). 

C55  402  An  21/976 

NATIONAL  OCEANIC  AND  ATMOSPHERIC  ADMINISTRATION, 

Commerce  Dept.  Rockville,  MI)  20H52 

12958  Environmental  satellite,  what  it   means   for  man;   [speech   by )   Robert 

M.  White  ,  Administrator,  National  Oceanic  and  Atmospheric  Ad- 
ministration [presented  at  Impact  of  Space  Science  on  Mankind. 
Nobel  Symposium,  Sept.  8-12.  1975,  Oslo,  Norway).  11975. |  M  p.  nar- 
row 8°  + 

v24:W  57/3 

124S9  Federal  plan  for  marine  environmental  prediction,  fiscal  year  1975.  July 
1974.  v  +  22  p.il.  4°  (Federal  Coordinator  for  Marine  Environmental 
Prediction;  Interagency  Committee  for  Marine  Environmental  Predic- 
tion.)     *  Paper,  65c.     •Item  250-E-2 

C  \\  16:975 

NOAA  technical  memorandum.  (Environmental  Data  Service  i 

12960  KDS    BOMAP-12     Profiles   in    lowest    300    meters   of    marine    tropical    ptanctarv    boundarv 

layer  [with  list  of  references;  by|  C.  F  Ropelcwski  Sept  W4  [l)+24  p  il  4 
(Center  for  F.xperiment  Design  and  Data  Aoalyiis;  [Butadoi  Oceanographic  and 
Meteorological  Analysis  Project.])     §   (Price  upon  application) 

('  $3  \3t2  IDS  HOMAP-I2 

12961  F.DS  CEDDA-2    Characteristics  of  lower  atmosphere  near  Saipan.   Apr    l"  Mav   1*.  N4< 

[with  list  of  references;  by]  Joshua  7.  Holland  Apr  »73  in  •  24  P  il  4  (|Center 
for  F.xperiment  Design  and  Data  Analysis  |)     §  (Price  upon  application! 

C  S3  Q  :  EDS  CEDDA-2 

12962  EDS    CEDDA-3     IFYGL    physical   data    collection    system,    inlercompanson    data    |»ith 

one  reference;  by]  Jack  Foreman  May  1975  [31+7  p  il  4'  (Center  for  I  xpenment 
Design  and  Data  Analysis  )     §   (Price  upon  application) 

C  55  I3/2EDS  CEDDA-3 

12963  EDS    CEDDA-4.    Preliminary    report    on    wind    errors    encountered    during    automatic 

processing  of  IFYGL  Loran-C  data  [with  one  references,  by]  J  Sullivan  and  J 
Matejceck  May  1975.  ii  +  9  p.il.  4°  (Center  for  Experiment  Design  and  Data  Analvsis  | 
§  (Price  upon  application). 

C  $3  13  2  FDS  CEDDA-4 

12964  EDS    CEDDA-5.   Generation   of   GATE    ship   speed   data    b>    variational   technique    |*ith 

list  of  references;  by]  Jerry  Sullivan  .  June  197V  n  •  5  p  il  4  d  enter  for  F.xperiment 
Design  and  Data  Analysis.)     §  (Price  upon  application) 

B  C  55  13/2  EDS  CEDDA-5 

NOAA  technical  memorandum.  (National  Environmental  Satellite  Ser- 
vice.) 

12965  NESS    33.    Use    of    satellite    data    in    Fast    Coast    snowstorm    forecasting    [with    list    of 

references;  by]  Frances  C    Parmenter     Feb    1972    m  •  21  p  il   4'     §  (Price  upon  applica 

,i0n)  (<MV2SFS.SU 

12966  NESS  50.  Examination  of  tropical  cloud  clusters  using  simultaneously  observed  brightness 

and  high  resolution  infrared  data  from  satellites  [with  list  of  references,  by]  Arnold 
Gruber    Sep..  .973.  ,,i  +  22  p.il.  4'     5  Paper.  S3  00  c  ^  ^  ^  % 
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12967  NESS  60.  Operation  of  NOAA  polar  satellite  system  [with  list  of  references;  by  Joseph 

J.  Fortuna  ,  Larry  N.  Hambrick  .  Nov.  1974.  viii  +  127  p.il.  4°  (Office  of  Systems 
Integration.)     §  (Price  upon  application).     •Item  208-B-7 

C  55.13/2.NESS  60 

12968  NESS  63.  Snow  depth  and  snow  extent  using  VHRR  data  from  NOAA-2  satellite  [with 

list  of  references;  by]  David  F.  McGinnis  ,  jr.,  John  A.  Pritchard  ,  Donald  R. 
Wiesnet.  Feb.  1975.  ii  +  10  p.il.  4°     §  (Price  upon  application). 

C  55.13/2:NESS  63 

12969  NESS   66.   Summary   of   radiometric   technology   model  of  ocean   surface   in   microwave 

region  [with  list  of  references;  by]  John  C.  Alishouse  .  Mar.  1975.  iii  +  24  p.il.  4° 
§  (Price  upon  application). 

C  55.I3/2:NESS  66 

NOAA  technical  memorandum.  (National  Ocean  Survey.) 

12970  NOS  NGS-1.   Use  of  climatological  and   meteorological  data  in  planning  and  execution 

of  National  Geodetic  Survey  field  operations  [with  bibliography;  by]  Robert  J.  Leffler 
.  Dec.  1975.  iv  +  30  p.il.  4°     §  (Price  upon  application). 

C  55.13/2:NOS  NGS-1 

12971  NOS  16.  Deep  sea  tide  and  current  observations  in  Gulf  of  Alaska  and  northeast  Pacific 

[with  list  of  references;  by]  Carl  A.  Pearson  .  Rockville,  Md.,  Dec.  1975.  iii  +  23 
p.il.  4°     §  (Price  upon  application). 

C  55.13/2:NOS  16 

12972  NOS    17.    Deep-sea    tide    observations    off    southeastern    United    States    [with    list    of 

references;  by]  Carl  A.  Pearson  .  Rockville,  Md.,  Dec.  1975.  iii  +  13  p.il.  4°  §  (Price 
upon  application). 

C  55.13/2:NOS  17 

NOAA  technical  memorandum.  (National  Weather  Service.) 

12973  NWS  SR-82.  Statistical  study  of  tropical  cyclone  positioning  errors  with  economic  applica- 

tions [with  list  of  references;  by]  Charles  J.  Neumann  .  Mar.  1975.  [1]  +  21  p.il.  4° 
(Scientific  Services  Division,  Southern  Region,  Fort  Worth,  Tex.)  §  (Price  upon 
application). 

C  55.13/2:NWS  SR-82 

NOAA  technical  report.  (Environmental  Research  Laboratories, 
Boulder,  Colo.) 

12974  ERL  319-APCL  33.  Zonal  profiles  of  atmospheric  water  vapor  [with  list  of  references; 

by]  P.  M.  Kuhn  .  Mar.  1975.  iii+U  p.il.  4°  ([Atmospheric  Physics  and  Chemistry 
Laboratory.])     *   Paper,  65c.  (S/N  003-017-00304-3).     •Item  208-B-7 

C  55.13:ERL  319-APCL  33 

12975  ERL   338-APCL   37.   Tornado   outbreak   of   Apr.   3-4,   1974,   synoptic   analysis   [with   list 

of  references;  by]  Lee  R.  Hoxit  ,  Charles  F.  Chappell  .  Oct.  1975.  iv  +  48  p.il. 
4°  ([Atmospheric  Physics  and  Chemistry  Laboratory.])  +  Paper,  •Item  208-B- 
7 

C  55.13:ERL  338-APCL  37 

12976  Report  to  Congress  on  coastal  zone  management,  July  1973-June  1974, 

P.l.  92-583.  May  1975.  [105]  p.  4°  ([Office  of  Coastal  Zone  Manage- 
ment.])   *  Paper,  $1.75.    •Item  250-E-14 

C  55.32:974 

NATIONAL  PARK  SERVICE,  Interior  Dept.  Washington,  DC  20242 

12977  Actions  under  consideration,  Jackson  Hole  Airport,  Grand  Teton  Na- 

tional Park,  Wyo.,  final  environmental  statement  [with  lists  of 
references].  Mar.  1,  1974.  cover  title,  180  +  151  p.il.  4°  [Prepared  by 
Grand  Teton  National  Park,  Midwest  region.]  *  Paper,  $4.65.  •Item 
648 

I  29.2:G  76/2 

12978  City  of  Refuge   [National  Historical  Park].   [1975.]  [2]  p.il.  oblong  8° 

folded  into  narrow  8°  size.     +     •Item  651 

I  29.6:C  49 

♦For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  196  #Not  Available  for  Sale  or  Distribution 


Junk  1976 
Ecological  services  bulletin 

12979  3.    Tree    repair;    |by    (,     Jjv    G«fM    .ind    Bdwfe    I      Sicffck    1     [1973  |    [2)+J    p.fl     4< 

([Pablkatioa  NPS  138.])       *  Paper.  25c    (S/N  024005O0600-I)      •Item' 

12980  Fort   Union   National    Monument,    N.    Mex.    [1969.]    [2]    p.fl.    f     folded 

into  narrow  8°  size.  + 

I  29.21:F  77  u/969 

12981  Gettysburg  [National   Military   Park).   (1975.]   [2]   p.U.   oblong   f    folded 

into  oblong  48°  size.  [Some  illustrations  are  colored.]  •Item  650 

I  29.21:G  33/5/975 

12982  Historic  preservation  grants-in-aid.  [1975.]  [2]  p.il    f    folded  into  oblong 

32°  size.     +     •Item  648 

i  :i>:  ii  62  4 

12983  Historic   preservation,  grants-in-aid  catalogue,   P.I.   89-665,   SO   statutes 

915  (1966)  (as  amended).  National  historic  preservation  act  of  1966. 
Jan.  1975.  vi  +  2000  p.il.  4°  (Office  of  Archeology  and  Historic  Preser- 
vation, Division  of  Grants.)  [Compiled  by  Branch  of  Preservation 
Projects.  Cover  title:  Grants-in-aid  catalogue.]  + 

I  29  B 

12984  Lyndon  B.  Johnson  [National  Historic  Site].  [1975.]  [2]  p.il.  oblong  f 

folded  into  narrow  12°  size.  *  Paper,  25c.  (S/N  024-005-00596-0). 
•Item  650 

I  29.21:L  99/2 

12985  Our  revolutionary  heritage  [some  thoughts  on  meaning  of  American 

Revolution;  by  Henry  S.  Commager  ].  [1975.]  [24]  p.il.  narrow  12° 
*  Paper,  65c.  (S/N  024-005-00592-7).     •Item  648 

I  29.2:R  32/2 

12986  Ozark  National  Scenic  Riverways.  [1975.]  [2]  p.  maps,  f°  folded  into 

oblong  48°  size.  *  Paper,  $10.80  per  100;  single  copy  25c.  •Item 
651 

I  29.6/4:Oz  1/975 

Publications  in  archeology. 

12987  7-F.   Skeletal  remains  from   Mesa   Verde   National  Park.  Colo,  (with  list  of  references; 

by  Kenneth  A.  Bennett  .  1975.  viii  +  43  p.il.  4°  (Wetherill  Mesa  studies;  |NPS  13l|  I 

•  Paper.  $1.50.     •Item  646-A 

L.C.  card  74-20700  I  » 

12988  11.    Steamboat    Bertrand,    history,    excavation    and  architecture    |with    bibliographyl;    by 

Jerome  E.  Petsche   .  1974.  xx  +  177  p.il.  2  pi.  (One  illustration  is  colored.)     'Paper. 

$2.65  (S/N  2405-00530).     •Item  646-A 

L.C.  card  72-600352  '  »  ^  " 

NATIONAL  SCIENCE  FOUNDATION  Washington,  DC  20550 

12989  Databook,  National  Science  Foundation.  Jan.  1975.  [l]  +  v  +  60  p.  oblong 

32°  ([NSF  75-3.])  [Organization  chart  on  p.  2  of  cover.  Pages  12. 
16,  lef,  blank  for  notes,  +  NS  U:D  26,975 

12990  Perspectives  on  ocean  policy,  conference  on  conflict  and  order  in  ocean 

relations,  Airlie,  Va.,  Oct.  21-24,  1974.  [1975.]  K+435  p.0.  [Prepared 
by  Ocean  Policy  Project,  John  Hopkins  University.  Washington.  DC. 
under  grant  GI  39643.]     *  Paper,  $3.90.    •Item  834-C 

NS  1.2:Oc  2/3 
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NATIONAL  TECHNICAL  INFORMATION  SERVICE,  Commerce 
Dept.  Springfield,  VA  22161 

12991  Federal  Government's  first  public  sale  of  500  computer  searches  into 

advanced  technology  for  businessmen,  scientists,  and  specialists  in 
urban,  economic,  and  social  affairs.  [July  1975.]  [6]  p.  oblong  4° 
([NTIS-PR-223.])  [Lists  published  searches.]     +     #Item  271 

C  51.2:C  73 

NATIONAL  TRANSPORTATION  SAFETY  BOARD  Washington,  DC 
20594 

12992  Briefs  of  accidents  involving  air  taxi  operations,  U.S.  general  aviation, 

1974.  [Dec.  15,  1975.]  [l]  +  xxv  +  94  p.  4°  (Report  NTSB-AMM-75-21; 
[Bureau  of  Aviation  Safety].)     §  (Price  upon  application). 

TD  1.109/3:974 

12993  Briefs  of  accidents  involving  aerial  application  operations,  U.S.  general 

aviation,  1974.  [Dec.  15,  1975.]  [l]  +  xxxv  +  289  p.  4°  (Report  NTSB- 
AMM-75-22;  [Bureau  of  Aviation  Safety].)     §  (Price  upon  application). 

TD  1.109/4:974 

12994  Briefs  of  accidents  involving  rotorcraft,  U.S.  general  aviation,  1974. 

[Dec.  15,  1975.]  [l]  +  xxvii  +  134  p.  4°  (Report  NTSB-AMM-75-15;  [Bureau 
of  Aviation  Safety].)    §  (Price  upon  application). 

TD  1.109/5:974 

12995  Briefs  of  accidents  involving  amateur/homebuilt  aircraft,  U.S.  general 

aviation,  1974.  [Dec.  15,  1975.]  [l]  +  xxii  +  59  p.  4°  (Report  NTSB- 
AMM-75-20;  [Bureau  of  Aviation  Safety].)     §  (Price  upon  application). 

TD  1.109/6:974 

12996  Briefs  of  accidents  involving  missing  and  later  recovered  aircraft,  U.S. 

general  aviation,  1974.  [Dec.  15,  1975.]  [l]  +  xix  +  79  p.  4°  (Report 
NTSB-AMM-75-18;  [Bureau  of  Aviation  Safety].)  §  (Price  upon  appli- 
cation). 

TD  1.109/8:974 

12997  Briefs  of  accidents  involving  alcohol  as  cause/factor,  U.S.  general  avia- 

tion, 1974.  [Dec.  15,  1975.]  [l]  +  xv  +  26  p.  4°  (Report  NTSB-AMM- 
75-17;  [Bureau  of  Aviation  Safety].)    §  (Price  upon  application). 

TD  1.109/9:974 

12998  Briefs  of  accidents  involving  corporate/executive  aircraft,  U.S.  general 

aviation,  1974.  [Dec.  15,  1975.]  [l]  +  xviii+36  p.  4°  (Report  NTSB- 
AMM-75-19;  [Bureau  of  Aviation  Safety].)     §  (Price  upon  application). 

TD  1.109/10:974 

12999  Briefs  of  accidents  involving  turbine  powered  aircraft,   U.S.  general 

aviation,  1974.  [Dec.  15,  1975.]  [l]  +  xx  +  46  p.  4°  (Report  NTSB-AMM- 
75-14;  [Bureau  of  Aviation  Safety].)    §  (Price  upon  application). 

TD  1.109/14:974 

nooo  Briefs  of  fatal  accidents  involving  weather  as  cause/factor,  U.S.  general 
aviation,  1974.  [Dec.  15,  1975.]  [l]  +  xxix  +  293  p.  4°  (Report  NTSB- 
AMM-75-16;  [Bureau  of  Aviation  Safety].)    §  (Price  upon  application). 

TD  1.109/12:974 

Highway  accident  report  NTSB-HAR  (series). 

13001  75-5.  Francisco  Flores  truck/pickup  truck  with  camper  and  trailer  collision,  U.S.  Route 
395,  Bishop,  Calif.,  June  29,  1974,  [adopted  Aug.  14,  1975].  [1975.]  cover  title,  m  +  27 
p.il.  4°     [Errata,  1  p.,  was  issued  also.]     §  (Price  upon  application). 
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I  11102         75-6    Immigration  and  Naturalization  Service  multipurpose  vehicle    I   f-  mpan> 

truck   collision    ne.ir    1  I   I  entro,   Calif  .    M«l     8,    1974,    [adapted    Sep' 

covertitle.iii-t-27p.il   t      §  (Price  upon  application) 

ID  i 

Moot         75-7     Multiple  vehicle    collisions    in    fog.    near    Corona.    Calif.,    Feb     2*     1973        .dopted 
Nov   3,  I975|  ||47s  |  cover  ritk,  m  •  26  p  il  4      $  (Price  upon  application) 

no 

NTSB-AAS  (series). 

M004  74-4     Special    Study,    turbine    engine    rotor    disk    failures,    adopted    Dec      IK.    1974     |l«*74  | 

in  •  22  p  il    4       §  (Price  upon  application) 

II)  I  121  '4  4 

NATIONAL  WEATHER  SERVICE,  Commerce  Dept.  WuMagtM,  DC 

20235 

moos  Naming  of  hurricanes.  [1975.]  [2]  p.  4      ([NOAA/PA  70024.])  • 

102:H  94/975 

Moof,  Programs  and  accomplishments.  Systems  Development  Office,  fiscal 
year  1975.  Silver  Spring,  Md.  Nov.  1975.  vi+40  p.il.  4°  ([N()\\ 
-S/T  76-1865.])     +     •Item  275 

13007  River  forecasts  provided  by  National  Weather  Service,  v. I.  1972.  Silver 
Spring,  Md.,  1973.  v  +  62  p.il.  4°  [Compiled  by  National  Climatic 
Center,  Environmental  Data  Service  for  Office  of  Hydrology.  Super- 
sedes Daily  river  stages,  last  issue,  v.  67,  1971.  Includes  Errata,  lp] 
+  Paper,  75c.  (For  sale  by  National  Climactic  Center,  Asheville. 
NC  28801,  ATTN:  Publications). 

-117/2:1 

M008  Tornado  warning,  Owlie  Skywarn,  booklet  for  boys  and  girls;  by  Fran- 
klyn  M.  Branley  and  Leonard  Kessler  .  [1975]  16  p.il.  narrow  8° 
([NOAA/PA  75012].)     *  Paper,  30c.     •Item  275 

C  55.102:T  63/5 

NAVAL  EDUCATION  AND  TRAINING  COMMAND,  Defense  Dept. 
Pensacola,  FL  32508 

Rate  training  manual. 

13009  Digital   computer  basics.   [Revised   1973]   [1975]   cover  title.   iv+37fi   p.il    4°     (NAVTRA 

10088-A.)     #     •Item  404 

D  207.208/2:C  73/2 

13010  Tradevman  3  &  2.  [Revised  1975.  |  [1975]  cover  title.  [743]  p  il.  4      iNAVF.DTRA  10376- 

D.)     #     •Item  404 

I)  20"  208/2:T  67 

NAVAL  FACILITIES  ENGINEERING  COMMAND,  Defense  Dept. 
Washington,  DC  20360 

Design  manual  DM  (series). 

13011  25.  Waterfront  operational  facilities.  Oct.  1971.  [281]  p.il.  4°     [Includes  changes  I'    Issued 

with  perforations]     #     •Item  418-A 

D  209  14  2  U  3 

13012  28.  Maintenance  facilities,  Change  2.  Oct.  1975    [121  p.il.  4'     [Cancels  Change  1  of  Jan 

1975.  Issued  with  perforations  ]     +     •Item  418-A 

D  209  14  2  28  ^  eft    2 

mom  Maintenance  management  of  public  works  and  public  utilities  [with 
list  of  references],  Nov.  1975.  [194]  p.il.  4°  (NAVFAC  MO-321.) 
[Supersedes  edition  of  July,  1968,  and  changes  1-3.  Issued  with  per- 
forations.]    *  Paper.  $4.25  (S/N  008-050-00124-1 ).     •Item  418-A 

1  V  D  209.14 :P  96/3/975 
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NAVAL  OPERATIONS  OFFICE,  Defense  Dept.  Washington,  DC 
20390 

BOH  Naval  actions  in  American  Revolution,  color  prints.  [1976.]  20  color 
prints,  each  16  x  20  or  20  x  16  in.  (USN  0584-900-0029;  Naval  History 
Division.)  [Colored  lithographs  suitable  for  framing.  Issued  in  en- 
velope. Includes  2-page  list  of  lithographs,  4°.]  *  Paper,  $9.30  per 
set  (S/N  008-046-00071-9). 

D  207.16.R  32 

NAVAL  PERSONNEL  BUREAU,  Defense  Dept.  Washington,  DC  20370 

noi5  Career    counseling    manual,    Change    3.    Jan.    5,    1976.    [153]    p.    4° 
(NAVPERS  15878D.)  [Issued  with  perforations.]      #     •Item  403-A 

D  208.6/3:C  18/2/ch.3 

noi6  Your  career  planner.  [1974.]  22  p.il.  narrow  8°  ([NAVPERS  15136C.]) 
[Page  3  of  cover  left  for  notes.  Illustration  and  text  on  p.  4  of 
cover.]     +     #Item  403 

D  208.2.C  18/3 

NAVAL  RESEARCH  OFFICE,  Defense  Dept.  Arlington,  VA  22217 
NRL  report.  (Naval  Research  Laboratory.) 

13017  7921.  Photoelastic  analysis  of  shrinkage  stresses  and  its  application  to  micromechanics 

of  composites  [with  list  of  references;  by]  Vincent  J.  Parks  .  Sept.  12,  1975.  cover 
title,  iii  +  17  p.il.  4°  [NRL  problem  F01-25,  project  RR  023-03-45.]  §  (Price  upon 
application,  AD-A016880/SDS). 

D  210.8:7921 

13018  7932.   NTS-1  (TIMATION   3)  quartz-  and .  rubidium-oscillator  frequency   stability   results 

[with  list  of  references;  by]  Thomas  B.  McCaskill  and  James  B.  Buisson  .  Dec. 
12,  1975.  cover  title,  iii  +  20  p.il.  4°  [NRL  problem  R04-16;  PME-106-2-058C-54311.] 
§  (Price  upon  application,  AD-A019156/SDS). 

D  210.8:7932 

13019  7936.  Effect  of  specimen  thickness  on  fatigue  crack-growth  rate  in  5Ni-Cr-Mo-V   steel 

comparison  of  heat-treated  and  stress-relieved  specimens  [with  list  of  references; 
by]  A.  M.  Sullivan  and  T.  W.  Crooker  .  Dec.  9,  1975.  cover  title,  iv  +  12  p.il.  4° 
[NRL  problem  M01-24;  project  RR  022-01-46-5431]  §  (Price  upon  application,  AD- 
A019261/SDS). 

D  210.8:7936 

13020  7941.  Crack-length  determination  for  compact  tension  specimen  using  crack-opening-dis- 

placement calibration,  comparison  of  COD  measured  graphically  and  from  gage  out- 
put [with  list  of  references;  by]  A.  M.  Sullivan  .  Dec.  10,  1975.  cover  title,  iv  +  14 
p.il.  4°  [NRL  problem  M01-24;  project  RR  022-01-46-5431.]  §  (Price  upon  application, 
AD-A019195/SDS). 

D  210.8:7941 

13021  7945.  Effects  of  vortex  coherence,  spacing,  and  circulation  on  flow-induced  forces  on 

vibrating  cables  and  bluff  structures  [with  list  of  references;  by]  S.  E.  Ramberg 
and  O.  M.  Griffin  .  Jan.  2,  1976.  cover  title,  iii+32  p.il.  4°  [NRL  problem  F02- 
36;  project  YF  53.535.004.02.002.]     §  (Price  upon  application,  AD-A019196/SDS). 

V    J  D  210.8:7945 

NAVAL  SHIP  SYSTEMS  COMMAND,  Defense  Dept.  Washington,  DC 
20360 

13022  Cable  comparison  guide,  data  pertaining  to  electric  shipboard  cable. 

Revised  Feb.  1975.  [1975.]  cover  title,  109  p.  oblong  32°    (NAVSEA 
0981-052-8090.)     +     #Item  412-B 

D  2U.6/2:C  11/975 

NUCLEAR  REGULATORY  COMMISSION 

13023  Reactor  safety  research  program,  description  of  current  and  planned 

reactor  safety  research  sponsored  by  Nuclear  Regulatory  Commis- 
sion's Division  of  Reactor  Safety  Research.  June  1975.  [152]  p.il.  4° 

♦For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  200  # Not  Available  for  Sale  or  Distribution 


JUNb  1976 

(NUREG-75/058;  Office  of  Nuclear  Regulator)  Research,  Division 
of  Reactor  Safety  Research.)  (Prepared  in  Division  of  Reactor  Safeti 
Research.)     §  Paper,  $5.75. 

Y  3.N  88:IO/NURK(i-75/058 

OCCUPATIONAL  SAFETY  AND  HEALTH  ADMINISTRATION, 
Labor  Dept.  Washington,  DC  20210 

OSHA  safety  and  health  standards  digest. 

13024  Construction    industry      Mar.    1975.    cover    title,    vi  •  ||]  .  44    p      sm.il!    4       (OSHA     2203 

(revised).)  (Text  on  p.  2  of  cover. |     •  Paper.  85c      •  Item  766-D 

Policy  and  programs  series. 

13025  Protection   for  workers   in   imminent  danger.   Apr    ls>7s    cover   title.   |2)h   p  il    (OSHA 

2205.)  [Text  on  p.  2-3  of  cover. |     •  Paper.  40c.     •  Item  766-H 

i.  a  r  p  44 

13026  SBA   loans  for  OSHA   compliance.  Jan.   1975    |8|  p.il.  (OSHA   2005.)  [Text  on   p    2  of 

cover]     •  Paper.  40c.      •Item  766-H 

i    M  r  Sm  1 

Safety  management  series. 

13027  Organizing  safety  committee.  June  1975.  |8|  p.il.  (OSHA  2231.)  [Text  on  r    2-3  of  cover] 

+      •Item  766-K 

L  35.19  C  73 

OCCUPATIONAL  SAFETY  AND  HEALTH  REVIEW  COMMISSION 
Washington,  DC  20006 

OSAHRC  reports. 

13028  12.   Decisions   of   Occupational   Safety   and    Health    Review   Commission.   Oct    1-31.   1974 

1974.  xvii  +  791  p.     •   Cloth,  $10.10     •Item  1070-L 

Y  3.0c  1:10/12 

13029  13.  Decisions  of  Occupational  Safety  and   Health  Review  Commission.  Nov.  1-30.  1974 

1974.  xviii  +  676  p.      •  Cloth,  $9.25     •Item  1070-L 

Y  3.0c  1:10/13 

OUTDOOR  RECREATION  BUREAU,  Interior  Dept.  Washington,  DC 
20240 

Technical  assistance  bulletin. 

13030  4.   Recreational  community   gardening  [with  bibliographies];  by   Susan   Y.   Drake    ,   with 

Education  section  prepared  by  Roberta  L.  Lawrence  [1975]  81  p.il.  4*  'I  akc 
Central  Region,  Ann  Arbor,  Mich.)  [Title  on  cover  is.  Community  gardens,  guide 
to  organization  and  development.]     +      ©Item  657-B-9 

PENNSYLVANIA  AVENUE  DEVELOPMENT  CORPORATION 
Washington,  DC 

13031  Annual  report,  1974.  [1974.]  cover  title,  iii  +  21  p.  4°     +     •Item  1089 

Y  3.P  38:1/974 

PESTICIDE  PROGRAMS  OFFICE,  Environmental  Protection  Agency 
Chamblee,  GA  30341 

13032  Acceptable  common  names  and  chemical  names  for  ingredient  statement 

of  pesticide  labels;  by  Robert  L.  Caswell  ,  Merry  Lou  Alexander 
,  Hudson  Boyd.  3d  edition.  Dec.  1975.  [1]  + 2  +  181  p.  4°  ([EPA-540/9- 
75-0111;  Criteria  and  Evaluation  Division.)     +     #Item  473-B-2 

EP5.8:N15 
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13033  Benefit-cost  system  for  chemical  pesticides:  by  Ralph  Kennedy  ,  [and 
others].  June  1975.  [344]  p.  4°  (EPA-540/9-76-001;  Strategic  Studies 
Unit.)  [Prepared  by  CONSAD  Research  Corporation  under  contract 
68-01-2970.  Date  on  cover  is  Jan.  1976.]     +     •Item  473-B-l 

EP  5.2:C  42 

no34  EPA  compendium  of  registered  pesticides,  v.  3:  [Insecticides,  acari- 
cides,  molluscicides  and  antifouling  compounds]  supp.  14.  July  31, 
1974.  [201]  leaves,  4°  (Technical  Services  Division.)  [Issued  with  per- 
forations.] *  Paper,  $73.50  (including  basic  manual  and  supplementa- 
ry material  for  indefinite  period);  add  $18.40  for  foreign  mailing. 
•Item  473-B-3 

EP  5.11/3:972/supp.l4 

13035  Evaluation   of   pest   management   programs   for  cotton,   peanuts,   and 

tobacco  in  United  States  [with  list  of  references];  by  Rosmarie  von 
Rumker  ,  [and  others].  [Nov.  1975.]  [3]  +  v  +  108  p.il.  4°  (EPA  540/9- 
75-031;  Council  on  Environmental  Quality.)  [Contract  EQ4AC036,  RvR 
Consultants  Project  66.]     +     •Item  473-B-l 

EP  5.2:P  43/4 

13036  Incremental  cost  impacts  of  1972  Federal  insecticide,  fungicide,  and 

rodenticide  act  as  amended;  by  R.E.  Seltzer  ,  Claude  L.  Fly  ,  Edwin 
O.  Schneider.  Dec.  1975.  [3]  +  v  +  [3]  +  153  p.il.  4°  (EPA-540/9-76-002; 
Strategic  Studies  Unit.)  [Prepared  by  Development  Planning  and 
Research  Associates,  Inc.,  under  contract  68-01-3181.  Date  on  cover 
is  Jan.  1976.]     +     •Item  473-B-l 

EP  5.2:C  42/2/976 

13037  Principles   of   pesticide   use,    handling,    and   application,    instructional 

modules  for  vocational  agriculture  education  [teacher  manual  with 
list  of  selected  references].  [Jan.  1976.]  xiii+415  p.il.  4°  [Prepared 
by  Ellis  Associates,  Inc.,  College  Park,  Md.,  under  contract  68-01- 
1936.  Issued  with  perforations.]     +     ©Item  473-B-l 

EP  5.2:P  43/5 

PRESIDENT  OF  UNITED  STATES  Washington,  DC  20500 

13038  Awards  program  at  glance.  [1976.]  [2]  p.  oblong  12°  folded  into  narrow 

12°  size.  +  President's  Committee  on  Employment  of  the  Han- 
dicapped, 7131  Department  of  Labor,  Washington,  DC  20210  •Item 
766-C 

PrEx  1.10:Aw  1/2 

13039  Bright  future,  your  guide  to  work;  [by  Richard  W.  Flanagan  ].  [1975.] 

[18]  p.il.  narrow  8°  ([President's  Committee  on  Employment  of  the 
Handicapped.])  [Prepared  in  cooperation  with  National  Association 
for  Mental  Health.]  +  President's  Committee  on  Employment  of 
the  Handicapped,  7131  Department  of  Labor,  Washington,  DC  20210 
•Item  766-C 

PrEx  1.10/8:W  89/2 

13040  Compendium  of  law  suits  establishing  legal  rights  of  mentally  retarded 

citizens.  [Oct.  1974.]  67  p.  oblong  8°  ([DHEW  publication  (OHD) 
75-21007.])  +  President's  Committee  on  Mental  Retardation,  Legal 
Rights  Work  Group,  Washington,  DC  20201    •Item  851-J 

Pr  36.8:M  52/L  52 

13041  Economic  recovery,  community  response  to  Defense  decisions  to  close 

bases.  [1975.]  cover  title,  52  p.il.  4°      +  President's  Economic  Adjust- 

*For  Sale  by  Superintendent  of  Documents 
+  Distribution  Made  by  Issuing  Office 
Page  202  #Not  Available  for  Sale  or  Distribution 


Junk  1976 

ment  Committee,  Office  of  Secretary  of  Defense.   Washington     I N 
20301     #Item  851-J 

Fr  36.8:1  c  7/2/R  24 

13042  Federal  Advisory  Committees.  3d  annual  report  of  President,  covering 

calendar  year  1974.  |I975.|  cover  title.  [5H  150  p.  4  Paper. 
$2.15.     #  Item  848- A 

Pr  IX.  10:974 

13043  Federal  energy   regulation,   organizational   study,   prepared   for  public. 

Congressional,  and  agency  comment  by  Federal  Energy  Regulation 
Study  Team.  Apr.  1974.  [136]  p.il.  5  pi.  4°  *  Paper.  $2.80  (S/N  52M 
00386).      •Item  851-J 

Pr  37.8:En  2/()r  J 

4  Federal  ocean  program,  annual  report  of  President  to  Congress  on 
Nation's  efforts  to  comprehend,  conserve,  and  use  the  sea.  Apr. 
1974.  x  +  151  p.il.  *  Paper,  $2.20  (S/N  040-000-00338-0).  •Item  X4X- 
B 

Pr  38.11:974 

13045  Guide  to  establishing  activity  center  for  mentally  retarded  persons  [with 

bibliography].  [1976.]  cover  title  ,  [l]  +  90  p.  +  President's  Committee 
on  Mental  Retardation,  Washington,  DC  20201    •Item  851-J 

Pr  26.8:M  52/Ac  8/2 

13046  Improving  productivity,  description  of  selected  company  programs,  se 

ries  1  [with  list  of  selected  references].  Dec.  1975.  iii  +  30  +  [l]  p.  4° 
(CP  76002;  National  Center  for  Productivity  and  Quality  of  Working 
Life.)     *  Paper,  $1.30  (S/N  052-003-00114-4).     •Item  851-J 

Pr  37.8:P  94/P  94/5/series  1 

13047  Jurisdictional  guide  to  productivity  improvement  projects,  insert  pages. 

[1975.]  [80]  p.  4°  (National  Commission  on  Productivity  and  Work 
Quality.)  [Issued  with  perforations.]     *  Paper,  $1.25.     •Item  851-J 

Pr  37.8:P  94/P  94/3/insert  pages 

13048  Jurisdictional  guide  to  productivity  improvement  projects,  insert  pages. 

[1975.]  [167]  p.  4°  (National  Commission  on  Productivity  and  Work 
Quality.)  [Issued  with  perforations.]  *  Paper,  $2.35  (S/N  052-003- 
00123-3).    •Item  851-J 

Pr  37.8:P  94/P  94/3/insert  pages-2 

13049  Keeping  railroads  on  track,  condensation  of  improving  railroad  produc- 

tivity, final  report  of  Task  Force  on  Railroad  Productivity.  [1975.] 
[2]  +  30  p.  narrow  8°  (CP75007-R2/75;  National  Commission  on 
Productivity  and  Work  Quality.)     *  Paper,  55c.    •Item  851-J 

Pr  37.8:P  94/R  13 

13050  People  live  in  houses,  profiles  of  community  residences  for  retarded 

children  and  adults.  [1975.]  viii  +  56  p.il.  4°    (DHEW  (OHD)  75-21006; 
President's    Committee    on    Mental    Retardation.)     *  Paper,    $1.50. 
•Item  851-J 

Pr  36.8:M  52/H  81 

13051  Planning  and  organizing  sheltered  workshop  for  mentally  retarded  per- 

sons [with  bibliography].  [1976.]  cover  title,  [l]-79  p.  +  President's 
Committee   on   Mental  Retardation,   Washington,   DC   20201    •Item 

85  "J  Pr  36.8:M  52/W  89 
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13052  President's  Council  on  Physical  Fitness  and  Sports,  organization,  objec- 
tives, programs,  situation  report.  [1976. J  [12|  p.il.  narrow  8°  +  Presi- 
dent's Council  on  Physical  Fitness  and  Sports,  Washington,  DC  20202 
•  Item851-J  Pr  37.8:P  56/2/P  92 

nim  Presidential  Clemency  Board,  report  to  President.  [1975.]  xxxiii  +  409 
p.     *  Paper,  $3.80  (S/N  040-000-00339-8).    •Item  851-J 

Pr  38.8:C  59/C  59 

13054  Recommendations  for  synthetic  fuels  commercialization  program;  v.2, 

Cost/benefit  analysis  of  alternate  production  levels.  Nov.  1975.  [372] 
p.il.  4°  (President's  Energy  Resources  Council.)  [Submitted  by  Syn- 
fuels  Interagency  Task  Force.]     *  Paper,  $4.30    •Item  851-J 

Pr  37.8:En  2/2/F  95/v.2 

13055  Report   to   President   of  President's   Panel   on   Federal  Compensation. 

Dec.  1975.  cover  title,  xii  +  44  p.     *  Paper  ,  80c.    •Item  851-J 

Pr  38.8:C  73/C  73 

13056  Staff  report  of  President's  Panel  on  Federal  Compensation.  Jan.  1976. 

cover  title,  xvi  +  309  p.     *  Paper,  $3.40    •Item  851-J 

Pr  38.8:C  73/St  1 

13057  White  House  fellows.  [July  1974.]  cover  title,  vi+22  p.il.  oblong  12° 

(President's  Commission  on  White  House  Fellows.)  #  •Item  851- 
J 

Pr  36.8:W  58/F  33/974-5 

PRISONS  BUREAU,  Justice  Dept.  Washington,  DC  20537 

Funcionamiento  de  la  carcel,  curso  de  capacitacion  para  funcionarios 
carcelarios,  instruccion  programada. 

13058  libro   1.   Historia   y   filosofia   correccionales;   [by   Alice   H.   Blumer   ].   [1974.]   [l]  +  vii+52 

p.  [Based  on  text:  Jail,  its  operation  and  management.  Prepared  in  cooperation 
with  University  Extension,  University  of  Wisconsin.  Funded  by  grant  373,  Law 
Enforcement  Assistance  Administration.]     *  Paper,  $1.00  (S/N  2705-00020). 

J  16.6/2:J  19/3/bk.l/Spanish 

PUBLIC  BUILDINGS  SERVICE,  General  Services  Administration 
Washington,  DC  20405 

13059  Day  on  wheels  [with  bibliography].  Jan.  1975.  [l]  +  i+120  p.il.  4°  + 

GS  6.2:W  57 

13060  GSA  system  for  construction  management.  Revised  edition.  Apr.  1975. 

cover  title,  [4] +  50  + [13]  p.il.  4°  +      •Item  579 

GS  6.2:C  76 

13061  PBS  building  systems  program  and  performance  specification  for  office 

buildings  [with  lists  of  references].  3d  edition.  Nov.  1975.  [464]  p. 
4°  (Office  of  Construction  Management.)  ['Peach  Book'.  Supersedes 
PBS  performance  specification  for  office  buildings,  2d  edition,  June 
1973.  Includes  12  dividers  with  marginal  index  tabs.]     +     •Item  579 

GS  6.2:B  86/2 

PUBLIC  HEALTH  SERVICE,  Health,  Education,  and  Welfare  Dept. 
Washington,  DC  20201 

13062  Cost  of  water  treatment  by  coagulation,  sedimentation  and  rapid  sand 

filtration,  pt.  1  [with  list  of  references].  Jan.  1966.  [l]  +  ii-iii  +  85  p.il. 
4°  (Division  of  Water  Supply  and  Pollution  Control,  Technical  Ser- 
vices Branch  under  contract  no.  PH  86-65-120.)  [Prepared  by  Louis 
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Koenig  Research,  San  Antonio,  Tex. J  +  Lnvironmcnt.il  Protection 
Agency. 

HE  20.2  a  29  9/pl  1 

13063  Missouri  River  investigation,  winter  discharge  necessary  for  pollution 

control  between   Fort   Randall,   near   Yankton,   SI)    and   the   mouth 
[with  bibliography];  by  M.  LeBosquet  ,  jr.  Feb.  194V  [3J+48  k 
4°    (Office    of    Stream    Sanitation,    Cincinnati,    Ohio]    [Prepan 
request  of  Chief  of  Engineers,   Army,   in  cooperation   with   District 
Engineer,    U.S.    Engineer   Office,    Omaha.    Neb  |      I     Environmental 
Protection  Agency. 

I  s  2.2:M  69  o/3 

RADIATION  PROGRAMS  OFFICE,  Environmental  Protection  AfOKj 
Rockville,  MD  20852 

13064  Annual  report,  EPA  review  of  radiation  protection  activities  [with  list 

of  references],  Sept.  1975.  [14] +  114  p.il.  4°  ([EPA-520/7-75-014.])  [Title 
on  cover  is  EPA  review  of  radiation  protection  activities.  1974.  proto- 
type for  subsequent  annual  reports.]     +     •Item  431-1-47 

EP  6.1/2:974 

13065  Potential   radiological   impact   of   airborne   releases   and   direct  gamma 

radiation  to  individuals  living  near  inactive  uranium  mill  tailings  piles 
[with  list  of  references:  by]  Jerry  J.  Swift  ,  James  M.  Hardin  , 
Harry  W.  Calley.  Jan.  1976.  vi  +  [3]  +  44  p.  4°  ([EPA-520/1-76-001];  En- 
vironmental Analysis  Division.)     +     •Item  431-1-18 

EP6.2:Ai  7 

RADIOLOGICAL  HEALTH  BUREAU,  Health,  Education,  and 
Welfare  Dept.  Rockville,  MD  20852 

13066  Population  exposure  to  X-rays,  U.S.  1970,  a  report  on  Public  Health 

Service  X-ray  exposure  study  [with  list  of  references].  Nov.  1973 
[published  1974].  xiii  +  137  p.il.  4°  (DHEW  publication  (FDA)  73-8047.) 
[Prepared  in  cooperation  with  Health  Services  and  Mental  Health 
Administration,  National  Center  for  Health  Statistics,  Division  of 
Health  Interview  Statistics.]     *  Paper,  $2.15.     •Item  498-B-2 

HE  20.4102:X  1/3/970 

13067  Practitioner's  guide  to  diagnostic  x-ray  equipment  standard.  [Sept.  1974.] 

cover  title,  11  p.  ([DHEW  publication  (FDA)  75-8005;  Division  of 
Compliance.])     +     •Item  498-B-l 

HE  20.4108:X  1/5 

RECLAMATION  BUREAU,  Interior  Dept.  Washington,  DC  20240 

13068  Condition    of    major    water    system    structures    and    facilities,    upper 

Colorado  region,  1974:  Colorado  River  storage  project,  Eden  project, 
Seedskadee  project,  Strawberry  Valley  project,  review  of  main- 
tenance, report  of  examination.  July  1974.  cover  title,  [99]  p.il.  4° 
(Office  of  Design  and  Construction,  Engineering  and  Research 
Center,  Denver,  Colo.)     # 

I  27.69:C  72/2 

REC-ERC  [Reclamation  Bureau,  Engineering  and  Research  Center] 
(series). 

13069  73-15.    Hydraulic    model   studies   of  OSullivan   Dam.   Columbia   Basin   Project   [with   list 

of  references);  by  PH.  Burgi  .  Sept.  1973.  [31  +  17*141  p  it    4°     (Hydraulics  Branch. 
Division  of  General  Research.)  [Text  on  p.  2  of  cover. 1     J  (Price  upon  application) 

I  r  60:73-15 
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RURAL  ELECTRIFICATION  ADMINISTRATION,  Agriculture  Dept. 
Washington,  DC  20250 

13070  You  can  make  it  happen,  highlights  of  REA's  1974  community  develop- 
ment survey.  [Nov.  1975.]  14  p.il.  oblong  12°     +     •Item  116 

A68.2:Y8/3 

SECRET  SERVICE,  Treasury  Dept.  Washington,  DC  20223 

no7i  Equal  employment  opportunity  affirmative  action  plan,  fiscal  year  1976. 
[1976.]  cover  title,  [27]  leaves,  4°      +     •Item  974 

T  34.2:Af  2/976 

13072  Physical  fitness  program.  [1975.]  cover  title,  28  p.il.  ([Office  of  Train- 

ing.])    +     ©Item  974 

T  34.8:P  56/975 

SELECTIVE  SERVICE  SYSTEM  Washington,  DC  20435 

13073  List  of  local  boards  of  Selective  Service  System  including  administrative 

site  number,  local  board  number,  county  or  area  under  which  it 
has  jurisdiction,  address,  telephone  number  and  State  code  number. 
Nov.  1,  1973.  cover  title,  v+117  p.  4°     +     •Item  1079-B 

Y  3.Se  4:24/973 

SMALL  BUSINESS  ADMINISTRATION  Washington,  DC  20416 

Small  business  management  series. 

13074  25.   Guides   for  profit   planning;   by   Charles   J.   Woelfel    .   [1st  edition   1960,   2d   edition 

1975.]  1975  [published  1976].  iv  +  59  p.il.  ([Office  of  Management  Information  and 
Training.])  [Includes  list  of  sources  for  further  information.]  *  Paper,  85c.  (S/N 
045-000-00137-7).     •Item  Not  sent 

SBA  1.12:25/2 

SOCIAL  SECURITY  ADMINISTRATION,  Health,  Education,  and 
Welfare  Dept.  Baltimore,  MD  21235 

Actuarial  note. 

13075  87.  Some  aspects  of  dynamic  projection  of  benefits  under  1973  social  security  amendments 

(P.L.  93-233);  [by]  Albert  Rettig  and  Orlo  R.  Nichols  .  Apr.  1974.  [7]  p.  4°  (DHEW 
pub.  (SSA,  74-1,5.7  (4-74).)  +  ^  ^ 

13076  Guide  to  supplemental  security  income.  [July  1975.]  12  p.  ([DHEW  publi- 

cation (SSA)  75-11015.])     +     •Item  516-C 

HE  3.6/3:In  2 

13077  Important  information  about  your  supplemental  security  income  pay- 

ments. [Jan.  1976.]  18  p.  narrow  8°  ([DHEW  publication  (SSA)  76- 
11011.])     +     •Item  516 

HE  3.2:Se  2/5 

13078  Introducing  supplemental  security  income.  Mar.  1974.  16  p.  ([DHEW 

publication  (SSA)  74-11015.])     +     •Item  516  __ 

F  HE  3.2:Se  2/3/974 

13079  Pocket  history   of  social  security.   [June  1975.]   cover  title,   11  p.  24° 

([DHEW  publication  (SSA)  75-10011.])  [Pages  1,2,11  of  text  are  p.  1-3 
of  cover.]     +     •Item  516 

HE  3.2:H  62/2 
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13080  Your  medicare  handbook.  (Jan.  1976.]  63  p.  ([DHEW  publication  (SSA) 
76-10050.])     *  Paper,  30c.  (S/N  017-070-00275-7).     #Item  51l 

HE  3.6/3:M  46/4/976 

no8i  Your  social  security  check;  Vos  cheques  de  securite  sociale.  [Sept. 
1975.]  49  p.  narrow  8°  ([DHEW  publication  (SSA)  76-10143.])  [English 
and  French.]     +     •Item  516 

HE  3.2:C  41/975/Frendi 

13082  Your  social  security  check.  [Jan.  1975.]  44  p.  narrow  8°    ([DHEW  publi- 

cation  (SSA)   75-10166;    SSA-609   J.])   [English   and    Japanese] 
•Item  516 

HE  3.2:C  41/975/Japanese 

13083  Your  social  security  check  while  you're  outside  United  States.  [Aug. 

1975.]  23  p.  narrow  8°    ([DHEW  publication  (SSA)  76-10137.])     + 
•Item  516 

HE  3.2:C  41/975 

13084  Your  social  security  check;  Su  cheque  del  seguro  social.  [Oct.  1975] 

46  p.  narrow  8°     ([DHEW  publication  (SSA)  76-10138.])  [English  and 
Spanish.]     +     •Item  516 

HE  3.2:C  41/975/Spanish 

13085  Your  social  security  earnings  record.  [Nov.  1974.]  16  p.  24°    ([DHEW 

publication  (SSA)  75-10044.])     +     •Item  516 

HE  3.2:So  13/30/974 

13086  Your  social  security  earnings  record.  [Dec.  1975.]  16  p.  24°    ([DHEW 

publication  (SSA)  76-10044.])     +     ©Item  516 

HE  3.2:So  13/30/975-2 

13087  Your  social  security  rights  and  responsibilities,  retirement  and  survivors 

benefits.  [Jan.  1975.]  19  p.  ([DHEW  publication  (SSA)  74-10077.]) 
+     •Item  516 

HE  3.2:R  44/975 

13088  Your  social  security.  [Aug.  1974.]  27  p.  narrow  8°    ([DHEW  publication 

(SSA)  75-10035.])     *  Paper,  35c.  (S/N  1770-00249).    •Item  516 

HE  3.2:So  13/25/974-2 

13089  Your  social  security.  [Jan.  1976.]  27  p.  narrow  8°    ([DHEW  publication 

(SSA)  76-10035.])     +     •Item  516 

HE  3.2:So  13/25/976 

SOIL  CONSERVATION  SERVICE,  Agriculture  Dept.  Washington,  DC 
20250 

13090  Assessment  of  energy  saving  potential  of  soil  and  water  conservation 

[with  list  of  references].  Apr.  1975.  [l]  +  ii  leaves  +  23  p.  4°  + 

A  57.2:En  2 

13091  Controlling  wind  erosion  on  irrigated  land,  windblown  soil  is  your  loss, 

your  neighbor's  burden.   Feb.   1975.   [4]  p.il.  4°    (Soil  Conservation 
Service,  Spokane,  Wash.)     +     •Item  120 

A57.2:Er6/14 

13092  First  State's  project,  resource  conservation  and  development.  Dec.  1975. 

[8]  p.il.  4°     +     •Item  120 

y  A  57.2:R  31/8 
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13093  No-till  corn  planting  in  Michigan.  [Mar.  1975.]  [6]  p.il.  narrow  8° 

(Soil  Conservation  Service,  East  Lansing,  Mich.)     +     •Item  120 

A  57.2:C  81/2 

13094  Plants  for  conservation  and  quality  environment.  [June  1974.]  [8]  p.il. 

(Americus  Plant  Materials  Center,  Americus,  Ga.)  + 

A  57.2:P  69/10 

13095  Soil  survey:  Ballard  and  McCracken  Counties,  Ky.  [with  list  of  litera- 

ture cited;  by  Maurice  E.  Humphrey  ]  [Feb.  1976.]  cover  title,  [1]  +  81 
p.il.  54  p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with  Ken- 
tucky Agricultural  Experiment  Station.  Text  on  p.  2  of  cover.  One 
map  is  colored.]     +     •Item  102(Rev.l957) 

A  57.38.B  21 

13096  Soil  survey:  Cuming  County,  Nebr.  [with  list  of  literature  cited;  by 

Dean  W.  DaMoude  ,  Donald  Kerl  ,  and  Norman  L.  Slama].  [Dec. 
1975.]  cover  title,  [l]  +  69  p.il.  51  p.  of  pi.  and  maps,  4°  [Prepared 
in  cooperation  with  University  of  Nebraska,  Conservation  and  Survey 
Division.  Text  on  p.  2  of  cover.  One  map  is  colored.]  + 
(Information  incorrect  in  publication  as  to  sale  by  Superintendent 
of  Documents).     •Item  102(Rev.l957) 

A  57.38:C  91/2 

13097  Soil  survey:   Harlan  County,  Nebr.  [with  list  of  literature  cited;  by 

Lloyd  E.  Mitchell  ,  Gilbert  Bowman  ,  and  Donald  A.  Yost].  Nov. 
1974.  cover  title,  1+65  p.il.  51  p.  of  pi.  and  maps,  4°  [Prepared  in 
cooperation  with  University  of  Nebraska,  Conservation  and  Survey 
Division.  Text  on  p.  2  of  cover.  One  map  is  colored.]  +  (Information 
incorrect  in  publication  as  to  sale  by  Superintendent  of  Documents). 
•Item  102(Rev.l957) 

A  57.38:H  22 

13098  Soil  survey:  Henry  County,  Mo.  [with  list  of  literature  cited;  by  Harold 

E.  Grogger  and  Ival  D.  Persinger  ].  [Feb.  1976.]  cover  title,  [l]  +  73 
p.il.  69  p.  of  pi.  and  maps,  4°  [Prepared  in  cooperation  with  Missouri 
Agricultural  Experiment  Station.  Text  on  p.  2  of  cover.  One  map 
is  colored.]     +     •Item  102(Rev.l957) 

A  57.38:H  39/4 

13099  Soil  survey:  Lexington  County,  S.C.  [with  list  of  literature  cited;  by 

Carl  B.  Lawrence  ].  [Jan.  1976.]  cover  title,  [l]  +  85  p.il.  74  p.  of 
pi.  and  maps,  4°  [Prepared  in  cooperation  with  South  Carolina 
Agricultural  Experiment  Station  and  South  Carolina  Land  Resources 
Conservation  Commission.  Text  on  p.  2  of  cover.  One  map  is 
colored.]     +     •Item  102(Rev.l957) 

A  57.38:L  59 

13100  Soil  survey:  Madison  County,  Iowa,  Errata.  [1975.]  [2]  p.  4°     +     •Item 

102(Rev.l957) 

A  57.38:M  26/2/errata 

i3ioi  Soil  survey:  Morris  County,  Kans.  [with  list  of  literature  cited;  by 
Wesley  L.  Barker  ].  Nov.  1974.  cover  title,  i+54  p.il.  59  p.  of  pi. 
and  maps,  4°  [Prepared  in  cooperation  with  Kansas  Agricultural  Ex- 
periment Station.  Text  on  p.  2  of  cover.  One  map  is  colored.] 
+  (Information  incorrect  in  publication  as  to  sale  by  Superintendent 
of  Documents).     •Item  102(Rev.l957) 

A  57.38:M  83 
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ni02  Soil  survey:  Pawnee  County,  Nebr.  (with  list  of  literature  cited;  hv 
Howard  E.  Sautter  j.  [Feb.  1976.1  cover  title,  [1]  +  74  p.il.  71  p  of 
pi.  and  maps,  4°  [Prepared  in  cooperation  with  University  of 
Nebraska,  Conservation  and  Survey  Division.  Text  on  p.  2  of  cover. 
One  map  is  colored.)     +     #Item  102(Rev.l957) 

A  57.38.P  28 

13103  Soil  survey   of  Polk   County,   Nebr.,   Erratum.   [1975.]   [6]   p.il.   4 

•Item  102(Rev.l957) 

A  57.3fcP  75/errata/     * 

SPECIAL  ACTION  OFFICE  FOR  DRUG  ABUSE  PREVENTION, 
Executive  Office  of  the  President  Washington,  DC  20506 

13104  Coming  home,  thoughtbook  for  people.  [1973.]  31  p.il.  oblong  24° 

+     •Item  857-B-2 

PrEx  20.2: H  75 

Special  Action  Office  monograph  series. 

13105  A   2.  Quick  evaluation  methodology.  Oct.  1973.  [97]  p.  4°     •  Paper.  $1.65  (S/N  01"  iC-i 

00441-3).     •Item  857-B-3 

PrEx  20.9:A/2-2 

SPORT  FISHERIES  AND  WILDLIFE  BUREAU,  Interior  Dept. 
Washington,  DC  20240 

13106  Annual  report  of  Cooperative  Fishery  Units  for  1972-73;  prepared  by 

Stephen   H.  Taub   and   Richard   W.   Gregory   .   1974.   ii  +  108  p.il.  4° 
(Division  of  Fishery  Services,  Cooperative   Fishery   Unit  Program.) 
[Includes    list   of   publications.]     *  Paper,    $1.50   (S/N    2410-00389). 
•Item  614-E 

I  49.1/5:972-73 

Resource  publication. 

13107  117.  [Wildlife  Research  Center.  Denver.  Colo.].  [1973]  [6]  p.il.  4°  + 

I  49.66:117 

STATE  DEPARTMENT  Washington,  DC  20520 

Background  notes.  ([Office  of  Media  Service,  Bureau  of  Public  Af- 
fairs.]) [Issued  with  perforations.]  *  Paper,  $23.10  a  year,  add  $5.80 
for  foreign  mailing;  single  copy  30c. 

13108  Albania  [with  reading  list],  [Revised  Dec.  1975]  Dec.  1975.  4  p.il.  4°     ([Publication  8217  ]) 

•  862-B 

S  1.12-VAI  1/975 

13109  Central   African   Republic   [with   reading  list].   [Revised   Dec.   1975.]   Dec.  1975.  6  p.il.  4° 

([Publication  7970.])      ©Item  862-B 

SI.I23:C  33af/975 

13110  Guyana  [with  reading  list].  [Revised  Apr.  1974.]  Apr.  1974.  4  p.il.  4°     ([Publication  8095  ]) 

•  Paper.  25c.     ©Item  862-B 

S  1123  G  99/974 

13111  Iran  [with  reading  list],  [Revised  July  1974]  July  1974.  5  p.il.  4°      •Item  862-B 

S  |.123:If  I  974 

13112  Sierra  Leone  [with  reading  list].  (Revised  June  1974]  June  1974    5  p.il.  4°     ([Publication 

8069.])      •Item  862-B 

S  1.123  Si  I  ^"4 

13113  South  Korea  [with  reading  list]    [Revised  Dec    1975]  Dec.  1975.  6  p.il.  4°     ([Publication 

7782. |)      •Item  862-B 

S  1. 1 23 :K  84/975 

Economic  foreign  policy  series. 

13114  9.   Current  policy,   no. I:   Joint  cooperation   commissions  in   Middle   East.   [May   1975]  4 

p.    4°     ([Publication    8816];    Bureau    of    Public    Affairs.    Office    of    Media    Services  > 
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[Adapted  from  speech  by  Deputy  Assistant  Secretary  of  State  for  Economic  and 
Business  Affairs,  Joel  W.  Biller,  before  World  Affairs  Council  in  Pittsburgh.]  + 

S  1.71/3:9 

General  foreign  policy  series. 

13115  296.  United  States  foreign  policy,  overview.  [Revised  Jan.  1976.]  Jan.  1976.  v  +  48  +  [l] 
p.  ([Publication  8814;  Office  of  Media  Services,  Bureau  of  Public  Affairs.])  *  Paper, 
95c.  (S/N  044-000-01600-1).     •Item  875 

S  1.71:296/2 

13H6  International  science  notes  no.  34,  June  1975.  [1975.]  15  p.  4°  (Bureau 
of  Oceans  and  International  Environmental  and  Scientific  Affairs.) 
+ 

S  1.122:34 

13H7  Questions  and  answers  concerning  Foreign  Service  medical  program. 
[Aug.  18,  1970.]  [l]  +  9  p.  4°  + 

S  1.2:F  76  s/10 

Treaties  and  other  international  acts  series.  *  Paper,  $27.00  a  yr. 
(approximately  150  issues),  add  $6.75  for  foreign  mailing;  single  copies 
vary  in  price.  (Issues  of  $1.00  or  more  are  not  furnished  as  part 
of  the  subscription.) 

13118  7593.    Agricultural   commodities,    agreements    between    United    States    and    Republic    of 

Viet-Nam,  amending  agreement  of  Oct.  2,  1972,  as  amended,  effected  by  exchange 
of  notes  signed  Saigon  Mar.  2  and  7,  1973,  and  agreement  correcting  agreement 
of  Mar.  7,  1973,  effected  by  exchange  of  notes  signed  Saigon  Mar.  19,  1973;  [entered 
into  force  Mar.  19,  1973].  [1973.]  [2] +  6  p.     *  Paper,  15c.     •Item  899 

S  9.10:7593 

13119  7728.  Certificates  of  airworthiness  for  imported  aircraft,  agreement  between  United  States 

and  France,  effected  by  exchange  notes  signed  Paris  Aug.  29  and  Sept.  26,  1973; 
[entered  into  force  Sept.  26,  1973].  [1974.]  [2]  +  9  p.  [English  and  French.]  *  Paper, 
25c.     •Item  899 

S  9.10:7728 

13120  7748.  Maritime  matters,  port  access  procedures,  agreement  between  United  States  and 

Polish  People's  Republic,  effected  by  exchange  of  notes  dated  Warsaw  Sept.  27, 
1973;  [entered  into  force  Sept.  27,  1973].  [1974.]  [2]  +  3  p.     *  Paper,  25c.     •Item  899 

S  9.10:7748 

13121  7778.    Education,   financing   of   exchange    programs,    agreement   between   United    States 

and  Republic  of  Germany,  amending  agreement  of  No.  20,  1962,  as  amended,  effected 
by  exchange  of  notes  signed  Bonn  Jan.  11  ,  1974;  [entered  into  force  Jan.  11,  1974]. 
[1974.]  [2]  +  6  p.     *  Paper,  25c.     •Item  899 

S  9.10:7778 

13122  8016.  Agricultural  commodities,  agreement  between  United  States  and  Bangladesh  amend- 

ing agreement  of  Oct.  4,  1974,  as  imended,  effected  by  exchange  of  notes  signed 
Dacca  Jan.  27,  1975;  [entered  into  force  Jan.  27,  1975].  [1975.]  [2]  +  2  p.  *  Paper, 
25c.    •Item  899 

S  9.10:8016 

13123  8074.   Finance,   contribution   to   multi-purpose   special  fund,   agreement  between   United 

States  and  Asian  Development  Bank  amending  agreement  of  Apr.  19,  1974,  effected 
by  exchange  of  letters  signed  Washington  Dec.  23,  1974,  and  at  Manila  Apr.  1, 
1975;  [entered  into  force  Apr.  1,  1975].  [1975.]  [2]  +  4  p.     *  Paper,  25c.     •Item  899 

S  9.10:8074 

13124  8095.  Finance,  housing,  agreement  between  United  States  and  Portugal,  signed  Lisbon 

June   30,   1975;   [entered   into   force   June   30,   1975].    [1975.]   [2]  +  ll   p.     *  Paper,   50c. 

•  Item  899 

S  9.10:8095 

13125  8099.  Fisheries  in  western  region  of  middle  Atlantic  Ocean,  agreement  between  United 

States  and  Polish  People's  Republic,  signed  Washington  May  29,  1975,  with  exchange 
of  notes;  [entered  into  force  May  29,  1975].  [1975.]  [2]  +  61  p.  [English  and  Polish.] 

*  Paper,  75c.     •Item  899 

S  9.10:8099. 

13126  8116.  Establishment  of  joint  commercial  commission,  agreement  between  United  States 

and  Union  of  Soviet  Socialist  Republics  done  Moscow  May  26,  1972;  [entered  into 
force  May  26,  1972],  with  terms  of  reference  and  rules  of  procedure  signed  Moscow 
Aug.  1,  1972.  [1975.]  [2]  +  9  p.  [English  and  Russian.]     *  Paper,  30c.      •Item  899 

S  9.10:8116 
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13127  8117.    Onchocerciasis    fund,    agreement    between    United    States   and   other   governments. 

done  Washington  May,  7,  1975;  [entered  into  force  May  7,  1975).  119711  [2] +  95 
p.il.  [English  and  French]     •  Paper,  $1.20.      •Item  899 

s  4  iii  gin 

13128  8122.  Aviation,  joint  financing  of  certain  air  navigation  services  m  Iceland  and  in  Green- 

land and  Faroe  Islands,  agreements  between  United  States  and  other  governments 
amending  agreements  done  Geneva  Sept.  25,  1956,  as  amended,  adopted  by  Council 
of  International  Civil  Aviation  Organization,  Montreal,  Mar  13,  and  27,  1975;  [entered 
into  force  Mar.  13  and  27,  1975|.  [1975.)  [2] +  3  p.  [English.  French,  Spanish.  ,.nd 
Russian.)     *  Paper,  25c.     •Item  899 

S  9.10:8122 

13129  8123.  Narcotic  drugs,  equipment  and  training  to  curb  illegal  traffic,  agreement  between 

United  States  and  Mexico,  effected  by  exchange  of  letters  signed  Mexico  May 
29,   1975;  [entered   into  force   May   29.   1975.)   [1975. |  [2|  +  6  p.   [English  and   Spanish  | 

•  Paper,  25c.     •Item  899 

S  9.10:8123 

13130  8130.   Agricultural  commodities,   agreement  between   United   States  and   Jamaica,   signed 

Kingston  Apr.  16,  1975,  with  agreed  minutes  signed  Kingston  Apr.  18,  1975.  and 
amending  agreement  effected  by  exchange  of  notes  dated  Kingston  June  9,  1975; 
[entered  into  force  June  9,  1975).  [1975]  [21  *  19  p.     •  Paper,  60c.      •Item  899 

S  9.10:8130 

13131  8132.  Air  transport  services,  agreement  between  United  States  and  Czechoslovak  Socialist 

Republic,  extending  agreement  of  Feb.  28,  1969,  as  amended  and  extended,  effected 
by  exchange^  of  notes  signed  Prague  June  17  and  July  29,  1975;  [entered  into  force 
June  1.  1975,  effective  June  1,  1975).  [19761  [2)  +  6  p.     *   Paper.  50c.     •Item  899 

S  9.10:8132 

13132  8133.  Agricultural  commodities,  agreement  between  United  States  and  Indonesia,  signed 

Jakarta  May  30,  1975;  [entered  into  force  May  30.  1975],  with  agreed  minutes.  [1976.) 
[21  +  16  p.     *  Paper,  60c.     •Item  899 

S  9.10:8133 

13133  8134.  Peace  Corps,  agreement  between  United  States  and  Colombia,  signed  Bogota  Apr. 

2,   1963;   [entered   into  force   July   12,   19631.   [1976]   [21  +  9  p.   [English  and   Spanish. 1 

•  Paper,  50c.     •Item  899 

S  9.10:8134 

13134  8136.   Refugee   relief   in   Republic   of   Viet-Nam,   Laos,   and   Khmer  Republic,   agreement 

between  United  States  and  International  Committee  of  Red  Cross  amending  agree- 
ment of  Feb.  20  and  Mar.  16  and  17,  1975,  as  amended,  signed  Geneva  June  II 
and   30,   1975;   [entered   into   force   June   30,   1975).   [1975]   [2)  +  2   p.     •    Paper.   25c. 

•  Item  899 

S  9.10:8136 

13135  8137.  Seismograph  station  near  Kluane  Lake,  Yukon  Territory,  agreement  between  United 

States  and  Canada  effected  by  exchange  of  notes  dated  Ottawa  Apr.  2  and  May 
9,  1974,  and  extending  agreement  effected  by  exchange  of  notes  dated  Ottawa  July 
15  and  Aug.  13,  1975;  [entered  into  force  Aug.  13,  19751.  [1975.]  [2]  +  5  p.  'Paper. 
50c.     •Item  899 

S  9.10:8137 

13136  8138.  Trade,  meat  imports,  agreement  between  United  States  and  Dominican  Republic, 

effected  by  exchange  of  notes  signed  Santo  Domingo  Apr.  16  and  June  6.  1975; 
[entered  into  force  June  6,  1975].  [1975.]  [2]+ 6  p.  [English  and  Spanish]  'Paper, 
50c.     •Item  899 

S  9.10:8138 

13137  8139.  Purchase  of  defense  articles  and  services,  agreement  between   United   States  and 

United  Arab  Emirates,  effected  by  exchange  of  notes  signed  Abu  Dhabi  June  15 
and    21,   1975;    [entered    into    force   June    21    ,   1975].    [1975.]   [2]  +  3   p      'Paper.    50c 

•  Item  899 

S  9.10:8139 

13138  8140.    International    patent   classification,    agreement   between    United    States    and    other 

governments,  signed  Strasbourg  Mar.  24,  1971;  [entered  into  force  Oct.  7.  1975]. 
[1975.1  [2]  +  47  p.  [English  and  French]     '  Paper,  90c.     •Item  899 

S  9  10:8140 

13139  8141.    International   Office    of   Epizootics,    agreement   between    United    States   and    other 

governments,   done    Paris   Jan.   25.   1924;   [entered   into   force   July  29.   19751.   [1975  ] 

[2]  +  17  p.  [English  and  French]     '  Paper  ,  60c.     •Item  899 

1  '  _                  *  S  9.10:8141 

13140  8147.  Agricultural  commodities,  agreement  between  United  States  and  Egypt,  amending 

agreement  of  June  7  ,  1974,  as  amended,  effected  by  exchange  of  notes  signed 
Cairo  June  30,  1975;  [entered  into  force  June  30,  1975].  [1976]  [2]  +  4  p.  'Paper. 
50c.     •Item  899 

S  9.10:8147 

13141  8148.   Economic  and   social  development,   agreement  between  United   States  and   United 

Nations  signed  New  York  Nov.  7.  1973.  and  amending  agreements  signed  New 
York  Feb  1  1974,  Jan.  29  and  June  3.  1975;  [entered  into  force  June  3.  19751. 
[1976]  [21  +  9  p.     'Paper.  50c.     •Item  899  S  9  10  8148 
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13142  8152.  Frequency  modulation  broadcasting,  agreement  between  United  States  and  Mexico, 

amending  agreement  of  Nov.  9,  1972,  effected  by  exchange  of  notes  signed  Mexico 
and   Tlatelolco   Aug.    21,   1975;   [entered   into   force    Aug.   21,   1975].   [1976.]   [2]  +  5   p. 
[English  and  Spanish]     *  Paper,  50c.     ©Item  899 
1      B  S  9.10:8152 

13143  8153.  Trade  in  textiles,  agreement  between  United  States  and  Peru,  effected  by  exchange 

of  notes  signed  Lima  June  13  and  Sept.  10,  1975;  [entered  into  force  Sept.  10,  1975). 
[1976.]  [2|  +  6  p.  [English  and  Spanish.]     *  Paper,  50c.     •Item  899 

S  9.10iol53 

13144  8155.  Early  warning  system,  agreement  between  United  States  and  Israel,  signed  Jerusalem 

Sept.  1,  1975;  (entered  into  force  Oct.  13,  1975].  [1976.]  [2]  +  7  p.     *  Paper,  50c. 

•  Item  899 

S  9.10:8155 

13145  8156.  Early  warning  system,  agreement  between  United  States  and  Egypt,  signed  Alexan- 

dria Sept.  1,  1975;  [entered  into  force  Oct.  13,  1975].  [1976.]  [2]  +  7  p.     *  Paper,  50c. 

•  Item  899 

S  9.10:8156 

13146  8158.  Agricultural  commodities,  agreement  between  United  States  and  Tanzania,  signed 

Dar  es  Salaam   May   23,  1975;   [entered  into  force   May  23,  1975].   [1976.]  [2]  +  15  p. 

•  Paper,  35c.     •Item  899 

S  9.10:8158 

13147  8159.    Trade    relations,    agreement    between    United    States    and    Socialist    Republic    of 

Romania,  signed  Bucharest  Apr.  2,  1975;  [entered  into  force  Dec.  5,  1973];  with 
joint  statement  issued  Washington  Dec.  5,  1973  [1976.]  [2]  +  43  p.  [English  and  Rumani- 
an]    *  Paper,  75c.     •Item  899 

S  9.10:8159 

STATISTICAL  REPORTING  SERVICE,  Agriculture  Dept. 
Washington,  DC  20250 

13148  Farm  production  expenditures  for  1972  and  1973,  purchases  by  type 

of  firm  in  1972.  [Aug.  1975.]  8  p.  4°    (SpSy  5(8-75);  Crop  Reporting 
Board.)  + 

A  92.2:F  22/2/975-2 

SYSTEMS  RESEARCH  AND  DEVELOPMENT  SERVICE, 
Transportation  Dept.  Washington,  DC  20553 

Report  FAA-RD  (series). 

13149  73-114.  Comparison  of  general  aviation  occupant  restraint  systems,  final  report;  by  John 

Sommers  ,  jr.  Aug.  1973.  cover  title,  iv  +16  p.il.  4°  [Prepared  under  contract 
184-521-020  by  National  Aviation  Facilities  Experimental  Center,  Atlantic  City,  N.J.] 
§  Paper,  $3.00. 

TD  4.509:73-114 

13150  73-123.  Common  digitizer  (FYQ-47)  radio  frequency  interference  measurements  at  Elwood, 

N.J.,  long  range  radar  site,  interim  report;  by  George  Apostolakis  ,  John  Fisher 
.  Oct.  1973.  cover  title,  [60]  p.il.  4°  [Prepared  under  contract  121-101-110  by  National 
Aviation  Facilities  Experimental  Center,  Atlantic  City,  N.J.]  §  (Price  upon  applica- 
tion). 

TD  4.509:73-123 

13151  73-135.   System   integration  and   system   shakedown   tests,   NAS   enroute   stage   A   model 

A3dl,  final  report;  by  Joseph  Levy  ,  Victor  Crawford  .  Oct.  1973.  cover  title,  [82] 
p.il.  4°  [Prepared  under  contract  121-105-010  by  National  Aviation  Facilities  Experi- 
mental Center,  Atlantic  City,  N.J.]     §  (Price  upon  application). 

TD  4.509:73-135 

13152  73-198-3.  Comparative  performance  of  structural  layers  in  pavement  systems:  v. 3,  Design 

and  construction  of  MESL,  final  report  [with  list  of  references;  by]  George  M. 
Hammitt  2nd.  Dec.  1974.  cover  title,  [1]  +  41  p.il.  4°  [Prepared  by  U.S.  Army  Engineer 
Waterways  Experiment  Station,  Soils  and  Pavements  Laboratory,  Vicksburg,  Miss.] 
§  (Price  upon  application). 

TD  4.509:73-198/v.3 

13153  73-205-2.  Nondestructive   vibratory  testing  of  airport  pavements:  v.2,  Theoretical  study 

of  dynamic  stiffness  and  its  application  to  vibratory  nondestructive  method  of  testing 
pavements,  final  report  [with  list  of  references;  by]  Richard  A.  Weiss  .  Apr.  1975. 
cover  title,  [1]  +  109  p.il.  4°  [Prepared  by  U.S.  Army  Engineer  Waterways  Experiment 
Station,  Soils  and  Pavements  Laboratory,  Vicksburg,  Miss.]  §  (Price  upon  applica- 
tion). 

TD  4.509:73-205/v.2 

13154  74-39/v.l.    Pavement   response   to   aircraft   dynamic   loads:    v.l,    Instrumentation   systems 

and  testing  program,   final  report  [with  list  of  references;  by]  Walter  J.  Horn  and 
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Richard  H  Ledbetter  June  1975.  cover  title,  [l]  +  81  p.il.  4°  [Prepared  by  U.S. 
Army  Engineer  Waterways  Experiment  Station,  Soils  and  Pavements  Laboratory, 
Vicksburg,  Miss.)     {(Price  upon  application). 

TD  4.509:74-39/v.l 

13155  74-160.  Responses  of  small  rigid  aircraft  to  discrete  and  continuous  gust  analysis,  phase 

1,  final  report  [with  list  of  references;  [by |  John  Petrakis  ,  Nelson  Miller  .  Dec. 
1975.  cover  title,  [1331  p.il.  4°  [Prepared  by  National  Aviation  Facilities  Experimental 
Center,  Atlantic  City,  N.J.]     5  (Price  upon  application). 

TD  4.509:74-160 

13156  74-179/v.l.  STOL  airworthiness  investigation  using  simulation  of  augmentor  wing  transport: 

v.l,  Summary  of  results  and  airworthiness  implications,  final  report  [with  list  of 
references;  by]  Robert  I.  Stapleford  ,  Robert  K.  Heffley  ,  Charles  S.  Hynes,  Barry 
C.  Scott.  Oct.  1974.  cover  title,  viii+48  p.il.  4°  [Prepared  by  Systems  Technology. 
Inc.,  Mountain  View,  Calif.,  and  Ames  Research  Center,  Moffett  Field,  Calif.  Also 
issued  as  NASA  TM  X -62395]     §  (Price  upon  application). 

TD  4.509:74-l79/v.l 

13157  74-188.    Evaluation   of   inertial   and    laser   profilometer   systems,    final   report;   [by]   Neal 

P.  Baum  ,  Trudy  Ann  Stough  .  Apr.  1975.  cover  title,  iv  +  50+[2]  p.il.  4°  [Prepared 
by  Air  Force  Weapons  Laboratory,  Civil  Engineering  Research  Division,  Kirtland 
AFB,  N.Mex.  Also  issued  as  AFWL-TR-74-289]     §  (Price  upon  application). 

TD  4.509:74-188 

13158  75-45.  Design  recommendation  for  lightning  elimination  system  for  FAA  category  3  instru- 

ment landing  system,  NAFEC,  Atlantic  City,  N.J.,  final  report  [with  list  of 
references;  Dec.  1974.  cover  title,  iv  +  47  p.il.  4°  [Prepared  by  Lightning  Elimination 
Associates,  Downey,  Calif.]     §  (Price  upon  application). 

TD  4.509:75-45 

13159  75-47.   FAA  lightning  protection  study,  lightning  protection  requirements  for  AIL  type 

55K  instrument  landing  system,  final  report  [with  list  of  references;  by]  Richard 
H.  Hu  ,  Andrew  W.  Revay  ,  jr.,  Richard  M.  Cosel.  Jan.  1975.  cover  title,  [l]  +  v  +  39 
p.il.  4°  [Prepared  by  U.S.  Air  Force,  Rome  Air  Development  Center,  Rome,  N.Y.] 
§  (Price  upon  application). 

TD  4.509:75-47 

13160  75-48.  FAA  lightning  protection  study,  lightning  protection  requirements  for  AIL  Mark 

1  instrument  landing  system,  final  report  [with  list  of  references;  by]  Richard  H. 
Hu  .  Andrew  W.  Revay  ,  jr.,  Richard  M.  Cosel.  Jan.  1975.  cover  title,  [l]  +  v  +  50 
p.il.  4°  [Prepared  by  U.S.  Air  Force,  Rome  Air  Development  Center,  Rome,  NY.] 
§  (Price  upon  application). 

TD  4.509:75-48 

13161  75-49.  FAA  lightning  protection  study,  lightning  protection  requirements  for  Wilcox  Mark 

1/A    instrument   landing   system,   final   report   [with   list  of   references;   by]   Richard 
H.  Hu  ,  Andrew  W.  Revay  ,  jr.,  Richard  M.  Cosel.  Jan.  1975.  cover  title,  [l]  +  vi+58 
p.il.  4°     [Prepared  by  Air  Force,  Rome  Air  Development  Center,  Rome,  N.Y.] 
§  (Price  upon  application). 

TD  4.509:75-49 

13162  75-50.  FAA  lightning  protection  study,  lightning  protection  requirements  for  Wilcox  Mark 

1/C  instrument  landing  system,  final  report  [with  list  of  references;  by]  Richard 
H.  Hu  ,  Andrew  W.  Revay  ,  jr.,  Richard  M.  Cosel.  Mar.  1975.  cover  title,  [l]  +  v  +  74 
p.il.  4°  [Prepared  by  U.S.  Air  Force,  Rome  Air  Development  Center,  Rome,  NY.] 
§  (Price  upon  application). 

TD  4.509:75-50 

13163  75-81.   Evaluation  of  digital  altimeter  setting  indicators,  final  report;  [by]  Robert  Frack 

,  Ernest  Schlatter  ,  Jack  Bernstein.  Aug.  1975.  cover  title,  [54]  p.il.  4°  [Prepared 
by  National  Aviation  Facilities  Experimental  Center,  Atlantic  City,  N.J.]  §  (Price 
upon  application). 

TD  4.509:75-81 

13164  75-99.  Evaluation  of  visual  departure  path  indicator,  final  report;  [by]  E.  Leon  Reamer 

.  June  1975.  cover  title,  [27]  p.il.  4°  [Prepared  by  National  Aviation  Facilities  Experi- 
mental Center,  Atlantic  City,  N.J.]     5  (Price  upon  application). 

TD  4.509:75-99 

13165  75-101.  Sulfur  oxide  measurement  in  aircraft  turbine  engine  exhaust,  interim  report  [with 

list  of  references;  by]  Gerald  R.  Slusher  .  Sept.  1975.  cover  title,  vi+8  p.il.  4° 
[Prepared  by  National  Aviation  Facilities  Experimental  Center,  Atlantic  City,  N.J.] 
§  (Price  upon  application). 

TD  4.509:75-101 

13166  75-119.   Investigation   of  aircraft  fuel  tank   explosions  and   nitrogen   inerting   requirement 

during  ground  fires,  final  report;  [by]  Richard  Hill  ,  George  R.  Johnson  Oct. 
1975.  cover  title,  [85]  p.il.  4°  [Some  illustrations  are  colored.  Prepared  by  National 
Aviation  Facilities  Experimental  Center,  Atlantic  City,  N.J.]  §  (Price  upon  applica- 
tion). 

TD  4.509:75-119 

13167  75-133,  1.  Controller/computer  interface  with  air-ground  data  link,  v.  1,  final  report;  [by] 

S.   Rossiter   ,   R.   Wiseman    ,   M.   Connelly,  T.Morgan.   Sept.   1975.   cover  title,   v  +  9 
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p.  4°  [Prepared  by  National  Aviation  Facilities  Experimental  Center,  Atlantic  City, 
N.J.]     §  (Price  upon  application). 

TD  4.509:75-133/v.l 

13168  75-133,  2.  Controller/computer  interface  with  air-ground  data  link,  v.  2,  final  report  (with 

list  of  references;  by)  S.  Rossiter  ,  R.  Wiseman  ,  M.  Connelly,  T.  Morgan.  Sept. 
1975.  cover  title,  (256]  p.il.  4°  [Prepared  by  National  Aviation  Facilities  Experimental 
Center,  Atlantic  City,  N.J.]     §  (Price  upon  application). 

TD  4.509:75-133/v.2 

13169  75-138.   Enroute   sector  redesign  (field   survey  of  flight  strip  data),   interim   report;  (by) 

Richard  L.  Sulzer  and  Robert  J.  Lucas  .  Sept.  1975.  cover  title,  vi  +  23  p.il.  4° 
[Prepared  by  National  Aviation  Facilities  Experimental  Center,  Atlantic  City,  N.J.] 
§  (Price  upon  application). 

TD  4.509:75-138 

13170  75-158.   Evaluation  of  airport  lighting  control  and  display   system,   final  report;  [by]   E. 

Leon  Reamer  .  Oct.  1975.  cover  title,  iii  +  11  p.il.  4°  [Prepared  by  National  Aviation 
Facilities  Experimental  Center,  Atlantic  City,  N.J.]     §  (Price  upon  application). 

TD  4.509:75-158 

13171  75-160.   Human   factors   experiments   for  data   link,   interim   report  no.   6,   evaluation   of 

data  link  input/output  devices  using  airline  flight  simulators,  interim  report;  [by] 
James  M.  Diehl  .  Nov.  1975.  cover  title,  [207]  p.il.  4°  [Prepared  by  ARINC  Research 
Corp.,  Annapolis,  Md.,  under  contract  to  Transportation  Systems  Center,  Cambridge, 
Mass.]     §  (Price  upon  application). 

TD  4.509:75-160 

13172  75-163,1.    Software    for   experimental   air-ground    data   link:    v.    1,    Functional   description 

and  flowcharts,  final  report  [by]  C.J.  Goodrow  ,  E.  Rachlis  .  Oct.  1975.  cover 
title,  [277]  p.il.  4°  [Prepared  by  Input  Output  Computer  Services,  Inc.,  Cambridge, 
Mass.,  under  contract  to  Transportation  Systems  Center.]     §  (Price  upon  application). 

TD  4.509:75-163/v.l 

13173  75-163,2.  Software  for  experimental  air-ground  data  link:  v. 2,  System  operation  manual, 

final  report  [by]  C.J.  Goodrow  ,  E.  Rachlis  .  Oct.  1975.  cover  title,  iii  +  55  p.il. 
4°  [Prepared  by  Input  Output  Computer  Services,  Inc.,  Cambridge,  Mass.,  under 
contract  to  Transportation  Systems  Center.]      §  (Price  upon  application). 

TD  4.509:75-163/v.2 

13174  75-163,3.  Software  for  experimental  air-ground  data  link:  v. 3,  Program  listings,  final  report; 

[by]  C.J.  Goodrow  ,  E.  Rachlis  .  Oct.  1975.  cover  title,  [330]  p.  4°  [Prepared  by 
Input  Output  Computer  Services,  Inc.,  Cambridge,  Mass.,  under  contract  to  Trans- 
portation Systems  Center.]     §  (Price  upon  application). 

TD  4.509:75-163/v.3 

13175  75-174,1.  Aircraft  L-band  balloon,  simulated  satellite  experiments:  v.l,  Experiment  descrip- 

tion and  voice  and  data  modem  test  results,  final  report  [with  list  of  references; 
[by]  Peter  D.  Engels  ,  Robert  A.  Wilson  .  Oct.  1975.  cover  title,  x  +  129  p.il.  4° 
[Prepared  by  Transportation  Systems  Center,  Cambridge,  Mass.]  §  (Price  upon  appli- 
cation). 

TD  4.509:75-174/v.l 

13176  75-180.  FAA  lightning  protection  study,  lightning  protection  requirements  for  airport  sur- 

veillance  radar   model   ASR-7,   final   report   [with   list   of   references;   by]   Gene   K. 
Huddleston  ,  Gary  G.  Bush  .  July  1975.  cover  title,  X  +  57  +  A-10  +  B-52  p.il.  4° 
[Prepared  by  U.S.  Air  Force,  Rome   Air  Development  Center,  Rome,  N.Y.,  under 
contract  DOT-FA72WAI-356.]     §  (Price  upon  application).     •Item  431-B-5 

TD  4.509:75-180 

13177  75-192.   Computer  display   channel  or  9020E   computer  simulator  interface  device,  final 

report  [with  list  of  references;  by]  John  D.  Riley  .  Nov.  1975.  cover  title,  [127] 
p.il.  4°  [Prepared  by  National  Aviation  Facilities  ExperimentalbCenter,  Atlantic  City, 
N.J.]     §  (Price  upon  application). 

TD  4.509:75-192 

TAX  COURT  Washington,  DC  20044 

13178  Rules  of  practice  and  procedure,  United  States  Tax  Court,  effective 

Jan.  1,  1974  (with  additions  through  Sept.  2,  1975).  1975.  xv  +  115  p. 
*  Paper,  $1.55  (S/N  028-005-00130-6).     •Item  743 

Ju  11.8:975 

ni79  United  States  Tax  Court,  its  origin  and  functions.  [Mar.  1,  1975.]  [3] +  11 
p.il.     *  Paper,  35c.  (S/N  028-005-00129-2).     #Item  742-A 
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TECHNOLOGY  TRANSFER,  Environmental  Protection  Agency 
Washington,  DC  20460 

13180  EPA  experiences  in  oxygen-activated  sludge  [with  list  of  references]; 

by  Richard  C.  Brenner  .  Revised  Oct.  1974.  [1975.]  [l]  +  74  p.il.  4° 
(Design  Seminar  Program.)  [Title  on  cover:  Oxygen  aeration.  Prepared 
by  National  Environment  Research  Center,  Advanced  Waste  Treat- 
ment Research  Laboratory,  Office  of  Research  and  Development, 
Cincinnati,  Ohio.)     +     #Item  473-C-l 

Ep7.2:S17 

EPA  Technology  Transfer  capsule  report. 

13181  Color  removal  from  kraft  pulping  effluent  by  lime  addition.  [1976.)  [12]  p.il.  4°     [Industrial 

demonstration  grant   Some  illustrations  are  colored]     +      •  Item  473-C-4 

EP7.I1:C  71 

13182  Limestone  wet-scrubbing  lest  results  at  EPA  alkali  scrubbing  test  facility,  1st  progress 

report.  [1976]  [16]  p.il.  4°  (Office  of  research  and  Development,  Prototype  Demon- 
stration Facility.)  [Some  illustrations  are  colored]      +      •Item  473-C-4 

EP7.1LL62 

13183  Magnesium  carbonate,  recycled  coagulant  for  water  treatment    [1975]  [14]  p.il.  4°     [Some 

illustrations  are  colored]     +      •Item  473-C-4 

EP7.11:M  27 

13184  3.  Pollution  abatement  in  copper  wire  mill.  [1973]  [12]  p.il.  4°     [Industrial  demonstration 

grant  with  Volco  Brass  and  Copper  Company.  Some  illustrations  are  colored] 
+      •Item  473-C-4 

EP  7.11:3 

13185  625/2-75-007.  Flue  gas  desulfurization  and  sulfuric  acid  production  via  magnesia  scrubbing. 

[1975.]  [12]  p.il.  4°     [Some  illustrations  are  colored.]     +     •Item  473-C-4 

EP  7.11:625/2-75-007 

13186  625/2-75-008.  Lime/limestone  wet-scrubbing  test  results  at  EPA  alkali  scrubbing  test  facili- 

ty, 2d  progress  report.  [1975]  [16]  p.il.  4°  (Office  of  Research  and  Development, 
Prototype  Demonstration  Facility.)  [Some  illustrations  are  colored. 1  +  •Item  473- 
C-4 

EP  7.11:625/2-75-008 

TELECOMMUNICATIONS  POLICY  OFFICE,  Executive  Office  of  the 
President  Washington,  DC  20504 

13187  Spectrum  management  career  guide.  July  1975.  cover  title,   38  p.  4° 

+ 

PrEx  18.8:C  18 

TENNESSEE  VALLEY  AUTHORITY  Washington,  DC  20444 

13188  What  you   should   know  about  firewood  before   you  buy.   [1975.]   [6] 

p.il.  narrow  8°  (Division  of  Forestry,  Fisheries,  and  Wildlife 
Development.)  + 

Y  3.T  25:2  F  51/5 

TRANSPORTATION  DEPARTMENT  Washington,  DC  20590 

13189  Analysis  of  intercity   passenger  transportation   in   United   States;   [by 

Bruce  D.  Spear  ].  Aug.  1974.  cover  title  ,  [l]  +  27  p.il.  4°  ([Office 
of  Transportation  Planning  and  Analysis.])     # 

TD  1.2:In  8/2 

13190  Buspools.  Jan.  1974.  cover  title,  [1]  +  18  p.  4°    [Prepared  by  Alan  M. 

Voorhees  and  Associates,  Inc.]     # 

TD  1.2:B  96/2 

13191  Contracting  with  United  States  Department  of  Transportation.  [1974.] 

cover  title,  iv  +  16  p.il.  4°  (DOT  P  4200.1.)  *  Paper,  55c.  (S/N  5000- 
00073). 
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13192  75-77.    Analysis   and   evaluation   of   past   experience    in    rationalizing   railroad    networks, 

final  report  [with  bibliography;  by  James  Sloss  ,  Thomas  J.  Humphrey  ,  Forrest 
N.  Knitter].  Mar.  1975.  cover  title,  [11]  +  204  p.il.  4°  (Office  of  University  Research.) 
[Prepared  by  Massachusetts  Institute  of  technology,  Cambridge,  MAss.,  under  con- 
tract DOT-OS-40002]     §  (Price  upon  application).     •Item  982-1-5 

TD  1.20:75-77 

13193  76-41.  Climatic  Impact  Assessment  Program  development  and  accomplishments,  1971-75, 

final  report  [with  list  of  references;  by]  J.  Mormino  ,  D.  Sola  ,  C.  Patten.  Dec. 
1975.  cover  title,  xxxi  +  206  p.il.  4°  (Climatic  Impact  Assessment  Program;  Office 
of  Secretary  of  Transportation.)  [Prepared  by  Operations  Research,  Inc.,  Silver 
Spring,  Md.,  under  contract  DOT-OS-20183.]  §  (Price  upon  application).  •Item 
982-1-5 

TD  1.20:76-41 

13194  Economic  model  of  cargo  loss,  method  for  evaluating  cargo  loss  reduc- 

tion programs  [with  list  of  references].  May  1972.  cover  title,  v  +  79 
p.il.  4°    (DOT  P  5200.3:  Office  of  Transportation  Security.)     # 

TD  1.2:C  19/2 

13195  Estimated  Federal  expenditures  on  domestic  transportation  capital  im- 

provement and  operating  programs,  by  state  ,  fiscal  years  1957-71. 
Apr.  1974.  cover  title,  [216]  p.  4°  (Assistant  Secretary  for  Policy, 
Plans  and  International  Affairs,  Office  of  Transportation  Planning 
Analysis.)  + 

TD  1.2:Ex  7 

13196  Fifth  annual  report  of  Secretary  of  Transportation  on  hazardous  materi- 

als control,  Hazardous  materials  transportation  control  act  of  1970, 
calendar  year  1974.  [1975.]  [165]  p.il.  4°     +     •Item  982-1-8 

TD  1.24:974 

13197  4th  report  on  High  speed  ground  transportation  act  of  1965,  by  Secretary 

of  Transportation  to  the  President,  Senate,  and  House  of  Representa- 
tives. 1970.  [13]  leaves  il.  4°    # 

TD  1.10:970 

13198  General  provisions  for  cost-reimbursement  type  supply  contracts.  June 

2,  1972.  17  p.  4°    (DOT  P-4.)     +     •Item  982-C-l 

TD  1.2:C  76/3 

13199  Glossary    of    terms    and    abbreviations    for    use    in    transportation 

f>reparedness  planning.  June  1974.  cover  title,  [67]  p.  4°  (DOT  P 
945.1A:  Office  of  the  Secretary.)  [Issued  with  perforations.]     # 

TD  1.2:T  27/974 

13200  Incentives  to  carpooling.  Jan.  1974.  cover  title,  [2]  +  24  p.  4°    [Prepared 

by  Alan  M.  Voorhees  and  Associates,  Inc.]     # 

TD  1.2:C  22/2 

13201  Increased  profits  through  freight  claim  reduction;  [by  Paul  F.  Boulay 

].  June  1972.  cover  title,  iii+34  p.il.  4°  (DOT  P  5200.4;  Office  of 
Transportation  Security.)    # 

TD  1.2:F  88/3 

13202  Legal  and  institutional  issues  of  carpooling.  Jan.  1974.  cover  title,  [1]  +  14 

p.  4°    [Prepared  by  Alan  M.  Voorhees  and  Associates,  Inc.]     # 

TD  1.2:C  22/4 

13203  Let's  unravel  urban  snarl.  [June  1973.]  [2]  p.il.  oblong  12°  folded  into 

narrow  12°  size    # 
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13204  Manual  carpool  matching  methods.  Jan.  1974.  cover  title,  [2]  +  25  +  A- 

8  p.il.  4°    [Prepared  by  Alan  M.  Voorhees  and  Associates,  Inc.] 
# 

TD  1.2:C  22 

13205  Nineteen  seventy-three  annual  report,  National  Motor  Vehicle  Safety 

Advisory  Council.  [Sept.  1974.]  cover  title,  [2]  +  13  p.il.  4°     # 

TD  1.13:973 

13206  Organization  for  carpooling.  Jan.  1974.  cover  title,  [32]  p.il.  4°    [Prepared 

by  Alan  M.  Voorhees  and  Associates,  Inc.]     # 

TD  1.2:C  22/3 

13207  Report  to  Congress  of  United  States  on  urban  transportation  policies 

and  activities  [with  bibliography].  June  1974.  Cover  title,  [4] +  47  p.il. 
4°  [Prepared  jointly  by  Department  of  Transportation  and  Depart- 
ment of  Housing  and  Urban  Development.]     # 

TD  1.2:Ur  1/7 

13208  Review  of  matching  software  and  procedures.  Jan.  1974.  cover  title, 

[4]  +  27  p.  4°  [Prepared  by  Alan  M.  Voorhees  and  Associates,  Inc.] 
# 

TD  1.2:So  2 

13209  Technology  sharing,  guide  to  assistance  in  obtaining  and  using  research, 

development,  and  demonstration  outputs.  Jan.  1976.  cover  title, 
iv  +  72  +  [2]  p.il.  4°     +     #Item  982-C-5 

TD  1.8:T  22 

13210  Transit/taxi  coordination.  Jan.  1974.  cover  title,  [l]  +  26  p.  4°    [Prepared 

by  Alan  M.  Voorhees  and  Associates,  Inc.]     # 

TD  1.2:T  68/22 

i32ii  Vanpools.  Jan.  1974.  cover  title,  [1]  +  13  p.  4°  [Prepared  by  Alan  M. 
Voorhees  and  Associates,  Inc.]     # 

TD  1.2:V  26 

TREASURY  DEPARTMENT  Washington,  DC  20220 

13212  Annual  report  of  Secretary  of  Treasury  on  state  of  finances  for  fiscal 

year  ended  June  30,  1975.  [1975.]  xxxvii  +  591  p.  ([Department  of  Trea- 
sury document  3266.])  [Also  issued  as  H.doc.347,  94th  Cong.,  2d 
sess.]     *  Paper,  $5.15  (S/N  048-000-00278-1).     •Item  923 

T  1.1:975 

13213  Export    opportunities    for    American    business    through    international 

development  banks.  Mar.  1975.  cover  title,  12  p.  12°  (Office  of 
Assistant  Secretary  for  International  Affairs,  Office  of  International 
Development  Banks.)      +     #Item  925 

T  1.2:Ex  7/2 

132U  General  revenue  sharing,  14th  payment,  2nd  quarter/entitlement  period 
6.  Jan.  5,  1976.  cover  title,  viii  +  272  p.  4°  (Office  of  Revenue  Shar- 
ing.)    +     •Item  925 

T  1.2:P  29/21 

13215  Indian  tribes  and  Alaskan  native  villages,  entitlements,  entitlement 
period  6.  [May  23,  1975.]  cover  title,  [l]  +  iv  +  36  p.  4°  (Office  of 
Revenue  Sharing.)     +     #Item  925 

T  1.2:En  8/2/ent.per.6 

§For  Sale  by  National  Technical  Information  Service, 

Springfield,  VA  22151 
•Sent  to  Depository  Libraries  Page  217 


Government  Publications 

13216  Interim  report  to  Congress  on  foreign  portfolio  investment  in  United 

States,  Foreign  investment  study  act  of  1974,  Public  Law  93-479. 
[Oct.  1975.]  [3]  +  iii  +  110  p.  4°  ([Office  of  Secretary.])  *  Paper,  $1.85. 
(S/N  048-000-00280-3).    •Item  925 

T  1.2:F  76/6 

13217  Report  on  study  of  tax  and  loan  accounts.  June  1974.  [3]+42  p.  4° 

*  Paper,  85c.    •Item  925 

T  1.2:T  19/9 

13218  Second  annual  report  of  Office  of  Revenue  Sharing.  Mar.  1,  1975.  vi+50 

p.     +     •Item  923 

T  1.1/2:975 

13219  Statistical  appendix  to  Annual  report  of  Secretary  of  Treasury  on  state 

of  finances  for  fiscal  year  ended  June  30,  1975.  [1976.]  vi+367  p. 
([Department  of  Treasury  document  3266A.])  [Also  issued  as  H.doc. 
347,  94th  Cong.,  2d  sess.]     *  Paper,  $3.70  (S/N  048-000-00281-1). 
•Item  923 

T  l.l:975/app. 

UNEMPLOYMENT  INSURANCE  SERVICE,  Labor  Dept.  Washington, 
DC  20213 

13220  Significant  provisions  of  State  unemployment  insurance  laws,  July  2, 

1972.  [1972.]  [2]  p.  f°  folded  into  oblong  12°  size.  [Issued  semiannually.] 
+ 

L  33.10:972-2 

UNITED  STATES  INTERNATIONAL  TRADE  COMMISSION 
Washington,  DC  20436 

13221  Footwear  for  women,  Gettysburg  Shoe  Co.,  Gettysburg,  Pa.,  wholly 

owned  subsidiary  of  Dero  Industries,  Inc.,  New  York,  N.Y.,  report 
to  President  on  investigation  TEA-F-65  under  section  301(c)(1)  of 
Trade  Expansion  Act  of  1962.  Oct.  1974.  [34]  p.  4°  (TC  publication 
693.)  + 

TC  1.2:F  73/46 

13222  Footwear,  report  to  President  on  investigation  TA-201-7  under  sec.201 

of  Trade  act  of  1974.  Feb.  1976.  cover  title,  xiii+75  +  [274]  p.il.  4° 
(USITC  publication  758.)     +     •Item  978 

TC  1.2:F  73/65 

UNITED  STATES  POSTAL  SERVICE  Washington,  DC  20260 

[Commemorative  stamp  posters].  *  Paper,  $5.40  a  year,  $1.35  addi- 
tional for  foreign  mailing. 

13223  Christmas  postage  stamps,  1974,  issue  date  Oct.  23,  1974,  New  York,  N.Y.  [1974.]  10.5 

x  8  in. 

P  1.26/2:C  46/974 

13224  Packaging  for  mailing.  Feb.  1976.  [16]  p.il.  narrow  8°    (Publication  2.) 

[Excerpt  from  chap.l,  Postal  service  manual.]     +     •Item  843 

P  1.31.4:P  12/2/976 

13225  Postal  Customers  Councils,  your  pipeline  to  Postal  Service.  [Mar.  1975.] 

[14]  p.il.  narrow  8°    ([Publication  213.])     +     •Item  837 
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UNITED  STATES  TRAVEL  SERVICE,  Commerce  Dept.  Washington, 
DC  20230 

13226  Analysis  of  5th  annual  Discover  American  Pow  Wow  and  Travel  Mart, 

Tucson,  Ariz.,   Sept.  8-12,  1973.   Feb.  1974.  iv  +  38  p.  4°    (office  of 
Research  and  Analysis.)  + 

C  47.2:P  87 

Vacation  travel  by  Canadians  in  1974  in  United  States. 

13227  v.l.  [Summary  report].  [Oct.  1975.)  cover  title,  vi+101  +  [19)  p.il.  4°     (Office  of  Research 

and  Analysis.)  [Conducted  by  Traveldata  in  1975.  Sponsored  in  cooperation  with 
Canadian  Government  of  Tourism,  Ministry  of  Transport  (Canada),  Quebec  Ministere 
du  Tourisme  de  la  Chasse  et  de  la  Peche,  and  Montreal  Star  ,  Ltd.]  *  Paper, 
$1.90.     •Item  271-A-l 

C  47.2:C  16/2/974/v.l 

13228  v.2.  New  England.  [Oct.  1975.]  cover  title,  v  +  42  p.il.  4°     (Office  of  Research  and  Analy- 

sis.) [Conducted  by  Traveldata  in  1975.  Sponsored  in  cooperation  with  Canadian 
Government  of  Tourism,  Ministry  of  Transport  (Canada),  Quebec  Ministere  du  Tour- 
isme de  la  Chasse  et  de  la  Peche,  and  Montreal  Star,  Ltd.]  +  •Item  271-A- 
1 

C  47.2:C  16/2/974/V.2 

13229  v.3.   Eastern  Gateway.   [Oct.  1975.]  cover  title,   v  +  42  p.il.  4°     (Office   of  Research  and 

Analysis.)  (Conducted  by  Traveldata  in  1975.  Sponsored  in  cooperation  with  Canadian 
Government  of  Tourism,  Ministry  of  Transport  (Canada),  Quebec  Ministere  du  Tour- 
isme de  la  Chasse  et  de  la  Peche,  and  Montreal  Star,  Ltd.]  +  •Item  271-A- 
1 

C  47.2:C  16/2/974/V.3 

13230  v.4.    George    Washington    country.    [Oct.    1975.]    cover    title,    v  +  42    p.il.    4°     (Office    of 

Research  and  Analysis.)  [Conducted  by  Traveldata  in  1975.  Sponsored  in  cooperation 
with  Canadian  Government  of  Tourism,  Ministry  of  Transport  (Canada),  Quebec 
Ministere  du  Tourisme  de  la  Chasse  et  de  la  Peche,  and  Montreal  Star  ,  Ltd.] 
+     •Item  271-A-l 

C  47.2:C  16/2/974/V.4 

13231  v.5.   South.   [Oct.  1975]   cover  title,   iv  +  44  p.il.  4°     (Office  of  Research  and   Analysis.) 

[Conducted  by  Traveldata  in  1975.  Sponsored  in  cooperation  with  Canadian  Govern- 
ment of  Tourism,  Ministry  of  Transport  (Canada),  Quebec  Ministere  du  Tourisme 
de  la  Chasse  et  de  la  Peche,  and  Montreal  Star,  Ltd.]     +     •Item  271-A-l 

C  47.2:C  16/2/974/V.5 

13232  v.6.  Great  Lakes  country.   [Oct.  1975.]   cover  title,   v  +  40  p.il.  4°     (Office   of   Research 

and  Analysis.)  [Conducted  by  Traveldata  in  1975.  Sponsored  in  cooperation  with 
Canadian  Government  of  Tourism,  Ministry  of  Transport  (Canada),  Quebec  Ministere 
du  Tourisme  de  la  Chasse  et  de  la  Peche,  and  Montreal  Star,  Ltd.]  +  •Item 
271-A-l 

C  47.2:C  16/2/974/V.6 

13233  v.7.  Old  West.  [Oct.  1975.]  cover  title,  iv  +  40  p.il.  4°     (Office  of  Research  and  Analysis.) 

[Conducted  by  Traveldata  in  1975.  Sponsored  in  cooperation  with  Canadian  Govern- 
ment of  Tourism,  Ministry  of  Transport  (Canada),  Quebec  Ministere  du  Tourisme 
de  la  Chasse  et  de  la  Peche,  and  Montreal  Star,  Ltd.]     +     •Item  271-A-l 

C  47.2:C  16/2/974/V.7 

13234  v.8.    Frontier   West.    [Oct.    1975.]   cover   title,   iv  +  34   p.il.   4°     (Office    of   Research   and 

Analysis.)  [Conducted  by  Traveldata  in  1975.  Sponsored  in  cooperation  with  Canadian 
Government  of  Tourism,  Ministry  of  Transport  (Canada),  Quebec  Ministere  du  Tour- 
isme de  la  Chasse  et  de  la  Peche,  and  Montreal  Star,  Ltd.]  +  •Item  271-A- 
1 

C  47.2:C  16/2/974/V.8 

13235  v.9.  Far  West.  [Oct.  1975.]  cover  title,  iv  +  46  p.il.  4°     (Office  of  Research  and  Analysis.) 

(Conducted  by  Traveldata  in  1975.  Sponsored  in  cooperation  with  Canadian  Govern- 
ment of  Tourism,  Ministry  of  Transport  (Canada),  Quebec  Ministere  du  Tourisme 
de  la  Chasse  et  de  la  Peche,  and  Montreal  Star.  Ltd.]     +     •Item  271-A-l 

C  47.2:C  16/2/974/V.9 

VETERANS  ADMINISTRATION  Washington,  DC  20420 

Central  Neuropsychiatric  Research  Laboratory  research  report. 

13236  95.  Guidelines  for  antipsychotic  drug  use   [with  list  of  references;  by]  Robert  F.  Prien 

,  Eugene  M.  Caffey  ,  jr.  May  1974.  [l]  +  10  +  [6]  p.  4°  (Veterans  Administration 
Hospital.  Perry  Point,  Md.)     +     •Item  985 
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13237  Study  to  establish  seismic  protection  provisions  for  furniture,  equipment 

and  supplies  for  VA  hospitals,  research  study  report  [with  list  of 
selected  references].  Jan.  1976.  cover  title,  iii  +  163  +  [42]  p.il.  4° 
(Research  Staff,  Office  of  Construction.)  [Issued  with  perforations.] 
+     •Item  985 

VA  1.2:Se  4 

VA  pamphlet. 

13238  05-38.  You  and  VA.  [Revised  Apr.  1975.]  [1975.]  [12]  p.il.  oblong  24°     (Office  of  Assistant 

Administrator  for  Personnel.)  [Supersedes  VA  pamphlet  05-38,  revised  Sept.  1972.] 
+      •Item  988 

VA  1.19:05-38/2 

13239  06-75-1.   VA,   what  it  is,   was,  and   does,   VA   history   in   brief.   Sept.   1974.   cover  title, 

16  p.il.  narrow  8°     +     •Item  988 

VA  1.19:06-75-1 

13240  20-67-1.   Benefits   for  veterans   and   service   personnel  with   service   since  Tan.   31,   1955, 

and  their  dependents.  [Revised  Jan.  1975.]  [1975.]  8  p.  4°  [Rescission  of  VA  pamphlet 
20-67-1,  revised  Mar.  1973  ,  and  Change  1.]     +     •Item  988 

VA  1.19:20-67-1/8 

13241  26-9.  Mobile  home  handbook.  Nov.  1975.  cover  title,  iii+i+34  p.  4°     [Issued  with  perfora- 

tions. Part  1  of  this  handbook,  General  administrative  procedures  and  policies,  is 
to  be  distributed  at  a  later  date.]      +     •Item  988 

VA  1.19:26-9 

13242  27-75-1.   United   States   flag  for  burial  or   memorial  purposes.   Dec.  1975.   [l]  +  ii+10  p.il. 

narrow  8°  [Rescission  of  VA  pamphlet  23-67-2.]     +     •Item  988 

VA  1.19:27-75-1 

13243  29-9  A.  National  service  life  insurance,  information  and  premium  rates  for  RH  policies 

for  service-disabled  veterans.  Revised  May  1974.  [1974.]  cover  title,  v  +  43  p.  narrow 
8°  (Department  of  Veterans  Benefits.)  [Rescission  of  VA  pamphlet  29-9  A  and 
erratum,  Sept.  1969.  Page  43  is  p.  3  of  cover.]     +     •Item  988 

VA  1.19:29-9  A/2 

13244  40-3.  Black  Hills  National  Cemetery.  [May  1974.]  [12]  p.il.     +     •Item  988 

VA  1.19:40-3 

WAGE  AND  HOUR  DIVISION,  Labor  Dept.  Washington,  DC  20210 

13245  Guide  to  sheltered  workshop  certification.  Revised  1975.  [1975.]  cover 

title,  [4]  p.  4°  (WH  Publication  1345.)  [Issued  with  perforations.] 
+     ©Item  777-B 

L  36.208:Sh  4 

WATER  PROGRAMS  OPERATIONS  OFFICE,  Environmental 
Protection  Agency  Washington,  DC  20460 

13246  Environmental  effects  of  Schuylkill  oil  spill  2,  June  1972.  Dec.  1975. 

[3]  +  xiii+187  p.il.  4°  (EPA-430/9-75-019;  Division  of  Oil  and  Special 
Materials  Control.)  [Contract  68-01-0781.]     +     •Item  473-A-l 

EP  2.2:Oi  5/6 

13247  Fish  kills  caused  by  pollution  in  1973,  14th  annual  report.  [1975.]  27 

p.il.  oblong  12°  ([EPA-440/9-75-003];  Monitoring  and  Data  Support 
Division,  Water  Quality  Analysis  Branch.)  [Contents  on  p.  2  of  cover.] 

*  Paper,  80c.  (S/N  055-001-01033-8).    •Item  496-C 

EP  2.24:973 

13248  National  water  quality  inventory,  1974  report  to  Congress,  vol.2  [with 

bibliography].  [1975.]  cover  title,  [379]  p.  4°    (EPA-440-/9-74-001.) 

*  Paper,  $4.30.     •Item  473-A-9 

EP  2.17/2:974/v.2 

13249  1972  fish  kills,  13th  annual  report.  [1974.]  32  p.il.  oblong  12°    ([EPA- 

440/9-73-001];  Monitoring  and  Data  Support  Division,  Data  Reporting 
Branch.)  [Contents  on  p.  2  of  cover.  Title  on  cover  is  Fish  kills 
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caused  by  pollution  in  1972.]  *  Paper,  80c.  (S/N  5501-00680).  #Item 
496-C 

EP  2.24:972 

13250  Oil  spills  and  spills  of  hazardous  substances.  JMar.  3,  1975.]  [2]  +  28+[l] 

p. if.  4°  (Oil  and  Special  Materials  Control  Division.)  [Includes  list 
of  further  references.]     +     #Item  473-A-l 

EP  2.2:Oi  5/4/975 

Supplement  to  Federal  guidelines,  design,  operation,  and  maintenance 
of  wastewater  treatment  facilities:  Technical  bulletin. 

13251  430/9-74-015.  Evaluation  of  land  application  systems,  evaluation  checklist  and  supporting 

commentary    [with    list   of    references].    Sept.    1974.    [l]+xii+182    p.il.   4°     +     •Item 
473-A-7 

EP  2.3/2:430/9-74-015 

WATER  RESOURCES  COUNCIL  Washington,  DC  20037 

13252  Proceedings  of  Third  Federal  Inter-Agency  Sedimentation  Conference, 

1976,  Mar.  22-25,  1976,  Denver,  Colo,  [with  list  of  references].  [1975.] 
[985]  p.il.  4°  [Prepared  by  Sedimentation  Committee.  Participating 
agencies:  Agricultural  Research  Service, Bureau  of  Mines,  Bureau  of 
Reclamation,  Corps  of  Engineers,  Environmental  Protection  Agency, 
Federal  Highway  Administration,  Federal  Power  Commission,  Forest 
Service,  Geological  Survey,  National  Oceanic  and  Atmospheric  Ad- 
ministration, Soil  Conservation  Service,  Tennessee  Valley  Authority, 
Water  Resources  Council.]     §  Cloth,  $2.25  (PB  245  100).    •Item  1090 

Y  3.W  29:2  Se  2/976 

WOMEN'S  BUREAU,  Labor  Dept.  Washington,  DC  20210 

Bulletins. 

13253  297.  1975  handbook  on  women  workers.  1975  [published  1976],  cover  title,  xiii  +  435  p.il. 

[Text  on  p.  2  of  cover.]     +     •Item  781 

L  36.103:297 
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tive services  act  of  1949  to  provide  for 
disposal  of  certain  excess  and  surplus  federal 
property  to  Secretary  of  Interior  for  benefit  of 
any  group, band, or  tribe  of  Indians,  04892 

Act  to  amend  Federal  rules  of  evidence,  00262 

Act  to  amend  further  Peace  Corps  act,  01865 

Act  to  amend  International  claims  settlement  act, 
10668 

Act  to  amend  joint  resolution  approved  Dec.  28, 
1973,  providing  for  establishment  of  Lyndon 
Baines  Johnson  Memorial  Grove  on  Potomac, 
06704 

Act  to  amend  joint  resolution  of  July  18,  1939 
(53  Stat. 1062),  to  provide  for  acceptance  of 
additional  lands  for  Home  of  Franklin  D. 
Roosevelt  National  Historic  Site,  08692 

Act  to  amend  National  labor  relations  act  to  ex- 
tend its  coverage  and  protection  to  employees 
of  nonprofit  hospitals,  08729 

Act  to  amend  National  Portrait  Gallery  act  to 
redefine  portraiture,  10677 

Act  to  amend  national  reading  improvement  pro- 
gram, 06735 

Act  to  amend  National  Wildlife  Refuge  System 
Administration  act,  04885 

Act  to  amend  Northwest  Atlantic  fisheries  act  of 
1950  to  permit  United  States  participation  in 
international  enforcement  of  fish  conservation 
in  additional  geographic  areas,  08714 

Act  to  amend  Older  Americans  act,  01870 

Act  to  amend  Public  Health  Service  act  to  im- 
prove National  Cancer  Program,  08723 

Act  to  amend  Public  Health  Service  act,  08724-5 

Act  to  amend  Railroad  retirement  act  of  1937  to 
revise  retirement  system  for  employees  of  em- 
ployers covered  thereunder,  04881 

Act  to  amend  Real  estate  settlement  procedures 
act,  06745 

Act  to  amend  sec.  15d  of  Tennessee  Valley 
Authority  act,  01874 

Act  to  amend  sec.  218  of  title  23,  United  States 
Code,  06689 

Act  to  amend  sec.  6,  306,  and  308  of  Rural  elec- 
trification act  of  1936,  as  amended,  01859 

Act  to  amend  sec. 141  of  title  13,  United  States 
Code,  06713 

Act  to  amend  sec. 2  of  National  housing  act  to 
increase  maximum  loan  amounts  for  purchase 
of  mobile  home,  06715 

Act  to  amend  sec. 308  of  title  44,  United  States 
Code, relating  to  disbursing  officer,  deputy 
disbursing  officer, and  certifying  officers  and 
employees  of  Government  Printing  Office, 
04882 

Act  to  amend  sec.510  of  Merchant  marine  act, 
04894 

Act  to  amend  sec. 8202(a)  of  title  10, United 
States  Code,  04876 

Act  to  amend  Sherman  antitrust  act  to  provide 
lower  prices  for  consumers,  06687 

Act  to  amend  Small  reclamation  projects  act, 
06723 

Act  to  amend  Social  security  act  to  expedite 
holding  of  hearings,  06742 

Act  to  amend  title  18  of  Social  security  act, 
06724 

Act  to  amend  title  VII  of  Older  Americans  act, 
08722 

Act  to  amend  title  10  of  United  States  Code  in 
order  to  clarify  when  claims  must  be  presented 
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for  reimbursement  of  memorial  service  expen- 
ses in  case  of  members  of  Armed  Forces 
whose  remains  are  not  recovered,  04897 

Act  to  amend  title  3,  United  States  Code,  to  pro- 
vide for  foreign  diplomatic  missions,  06737 

Act  to  amend  title  35, United  States 
Code, Patents, and  for  other  purposes,  04893 

Act  to  amend  title  37,  United  States  Code,  to 
refine  procedures  for  adjustments  in  military 
compensation,  04879 

Act  to  amend  title  38  of  United  States  Code  to 
liberalize  provisions  relating  to  payment  of  dis- 
ability and  death  pension  and  dependency  and 
indemnity  compensation,  to  increase  income 
limitations,  06711 

Act  to  amend  title  38,  United  States  Code,  to 
provide  special  pay  and  incentive  pay  for  cer- 
tain physicians  and  dentists,  01858 

Act  to  amend  title  39,  United  States  Code,  to 
prohibit  certain  franked  mailings  by  Members 
of  Congress  and  certain  officers  of  United 
States,  06719 

Act  to  amend  title  39,  United  States  Code,  with 
respect  to  certain  rates  of  postage  and  for 
other  purposes.,  08710 

Act  to  amend  title  5  of  United  States  Code 
(relating  to  Government  organization  and  em- 
ployees) to  assist  Federal  employees  in  meet- 
ing their  tax  obligations  under  city  ordinances, 
08715 

Act  to  amend  title  5  United  States  Code,  to  cor- 
rect certain  inequities  in  crediting  of  National 
Guard  technicians  service  in  connection  with 
civil  service  retirement,  01861 

Act  to  amend  title  5,  U.S.  Code  with  respect  to 
retirement  of  certain  law  enforcement  and 
firefighter  personnel,  08721 

Act  to  amend  title  5,  United  States  Code,  to  pro- 
vide that  annual  leave  lost  by  Federal  em- 
ployee because  of  unjustified  or  unwarranted 
personnel  action  shall  be  restored  to  em- 
ployee, 06714 

Act  to  amend  tobacco  marketing  quota  provi- 
sions of  Agricultural  adjustment  act,  08735 

Act  to  amend  Water  resources  planning  act, 
00261 

Act  to  authorize  amendment  of  contracts  relating 
to  exchange  of  vessels  for  conversion  and 
operation  in  unsubsidized  service,  08696 

Act  to  authorize  appropriations  during  fiscal  year 
1975  for  procurement  of  aircraft,  missiles, 
naval  vessels,  tracked  combat  vehicles,  tor- 
pedoes, and  other  weapons,  etc.,  10667 

Act  to  authorize  appropriations  for  administra- 
tion of  foreign  affairs,  01876 

Act  to  authorize  appropriations  for  carrying  out 
provisions  of  International  economic  policy  act 
of  1972,  as  amended,  08703 

Act  to  authorize  appropriations  for  fiscal  year 
1975  for  certain  maritime  programs  of  Depart- 
ment of  Commerce,  04901 

Act  to  authorize  appropriations  for  period  July  1- 
Sept.  30,  1976,  06686 

Act  to  authorize  appropriations  for  saline  water 
program,  fiscal  year  1975,  and  for  other  pur- 
poses, 10666 

Act  to  authorize  appropriations  for  services 
necessary  to  nonperforming  arts  functions  of 
John  F.  Kennedy  Center,  01854 

Act  to  authorize  appropriations  to  Energy 
Research  and  Development  Administration, 
06729 

Act  to  authorize  appropriations  to  National 
Aeronautics  and  Space  Administration  for 
research  and  development,  08704 


Act  to  authorize  appropriations  to  Nuclear  Regu- 
latory Commission,  08691 

Act  to  authorize  appropriations,  fiscal  year  1975 
for  certain  maritme  programs  of  Department 
of  Commerce,  08742 

Act  to  authorize  assistance  for  disaster  relief  and 
rehabilitation,  06703 

Act  to  authorize  Commissioner  of  Education  to 
carry  out  program  to  assist  persons  from  dis- 
advantaged backgrounds  to  undertake  training 
for  legal  profession,  08717 

Act  to  authorize  employment  of  certain  foreign 
citizens  on  vessel  Seafreeze  Atlantic,  06692 

Act  to  authorize  exchange  of  certain  lands 
between  Pueblo  of  Acoma  and  Forest  Service, 
10669 

Act  to  authorize  exchange  of  lands  for  entrance 
road  at  Guadalupe  Mountains  National  Park, 
Tex.,  06716 

Act  to  authorize  for  fiscal  year  1976  for  certain 
maritime  programs  of  Department  of  Com- 
merce, 01862 

Act  to  authorize  foreign  sale  of  passenger  vessel 
steamship  Independence,  08711 

Act  to  authorize  in  District  of  Columbia  plan 
providing  for  representation  of  defendants 
who  are  financially  unable  to  obtain  adequate 
defense  in  criminal  cases  in  courts  of  District 
of  Columbia,  04878 

Act  to  authorize  101st  Airborne  Division  Associa- 
tion to  erect  memorial  in  District  of  Columbia, 
10679 

Act  to  authorize  President  of  United  States  to 
present  in  name  of  Congress,  medal  to  Charles 
E.  Yeager,  06721 

Act  to  authorize  President  to  appoint  to  active 
list  of  Navy  and  Marine  Corps  certain 
Reserves  and  temporary  officers,  04891 

Act  to  authorize  Secretary  of  Agriculture  to 
enter  into  cooperative  agreements  which 
benefit  certain  Forest  Service  programs,  06690 

Act  to  authorize  Secretary  of  Interior  to  engage 
in  feasibility  investigations  of  certain  potential 
water  resource  developments,  06698 

Act  to  authorize  Secretary  of  Interior  to  sell  cer- 
tain rights  in  State  of  Florida,  08731 

Act  to  authorize  Secretary  of  Treasury  to  pro- 
vide seasonal  financing  for  city  of  New  York, 
06685 

Act  to  authorize  waiver  of  claims,  08728 

Act  to  carry  into  effect  certain  provisions  of 
Patent  Cooperation  Treaty,  01866 

Act  to  change  certain  income  tax  provisions  of 
Internal  Revenue  Code,  06706 

Act  to  convey  certain  land  of  United  States  to 
Inter-Tribal  Council,  Inc.,  Miami,  Okla.,  08739 

Act  to  declare  national  policy  of  coordinating  in- 
creasing use  of  metric  system  in  United 
States,  06710 

Act  to  declare  that  certain  land  of  United  States 
is  held  by  United  States  in  trust  for  Pueblo  of 
Laguna,  01852 

Act  to  declare  that  certain  submarginal  land  of 
United  States  shall  be  held  in  trust  for  certain 
Indian  tribes,  00263 

Act  to  delay  for  6  months  taking  effect  of  cer- 
tain measures  to  provide  additional  funds  for 
certain  wildlife  restoration  projects,  08701 

Act  to  designate  Flat  Tops  Wilderness,  Routt 
and  White  River  National  Forests,  06688 

Act  to  designate  new  Forest  Service  laboratory 
at  Auburn,  Ala.,  as  George  W.  Andrews 
Forestry  Sciences  Laboratory,  01872 
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Act  to  direct  National  Commission  on  Ob- 
servance of  International  Women's  Year,  1975, 
to  organize  and  convene  National  Women's 
Conference,  06709 

Act  to  direct  Secretary  of  Interior  to  convey  cer- 
tain land  in  State  of  Michigan  to  Wisconsin 
Michigan  Power  Co.,  04874 

Act  to  discontinue  or  modify  certain  reporting 
requirements  of  law,  04896 

Act  to  establish  Hells  Canyon  National  Recrea- 
tion Area  in  States  of  Oregon  and  Idaho, 
06740 

Act  to  establish  in  Florida  the  Egmont  Key  Na- 
tional Wildlife  Refuge,  08716 

Act  to  establish  judicial  conference  of  District  of 
Columbia,  06734 

Act  to  establish  National  Center  for  Productivity 
and  Quality  of  Working  Life,  01871 

Act  to  expand  national  flood  insurance  program, 
08693 

Act  to  extend  Appalachian  regional  development 
act,  06730 

Act  to  extend  authority  for  direct  purchase  of 
United  States  obligations  by  Federal  reserve 
banks,  01860 

Act  to  extend  authority  for  flexible  regulation  of 
interest  rates  on  deposits  and  share  accounts 
in  depository  institutions,  10673 

Act  to  extend  Emergency  petroleum  allocation 
act,  01868 

Act  to  extend  Federal  insecticide,  fungicide,  and 
rodenticide  act,  00259,  01875 

Act  to  extend  Renegotiation  act  of  1951  for  nine 
months,  06727 

Act  to  extend  until  Apr.  30,  1976,  authority  of 
National  Commission  for  Review  of  Federal 
and  State  Laws  Relating  to  Wiretapping  and 
Electronic  Surveillance,  06718 

Act  to  extend  until  close  of  June  30,  1978,  period 
during  which  certain  dyeing  and  tanning 
materials  may  be  imported  free  of  duty,  00258 

Act  to  grant  alien  child  adopted  by  unmarried 
United  States  citizen  same  immigrant  status  as 
alien  child  adopted  by  United  States  citizen 
and  his  spouse,  06697 

Act  to  grant  relief  to  payees  and  special  indor- 
sees of  fraudulently  negotiated  checks  drawn 
on  designated  depositaries  of  United  States  by 
extending  availability  of  check  forgery  in- 
surance fund,  04887 

Act  to  guarantee  constitutional  right  to  vote  and 
to  provide  uniform  procedures  for  absentee 
voting  in  Federal  elections  in  case  of  citizens 
outside  United  States,  06743 

Act  to  improve  quality  of  rail  services  in  United 
States  through  regulatory  reform,  10678 

Act  to  increase  amount  of  benefits  payable  to 
widows  of  certain  former  employees  of 
Lighthouse  Service,  06712 

Act  to  increase  appropriation  authorization  relat- 
ing to  volunteers  in  park  program,  01863 

Act  to  increase  compensation  for  District  of 
Columbia  policemen,  firemen,  and  teachers, 
04877 

Act  to  increase  domestic  energy  supplies  and 
availability,  06705 

Act  to  increase  retired  pay  of  certain  members 
of  former  Lighthouse  Service,  06720 

Act  to  increase  temporary  debt  limitation  until 
Mar.  15,  1976,  01867 

Act  to  insure  compensation  and  other  emolu 
ments  for  any  person  filling  vacancy  on 
Federal  Maritime  Commission  caused  by 
resignation    of    Commissioner    George    Henry 


Hearn  shall  be  those  which  were  in  effect, 
06736 

Act  to  modify  tax  treatment  of  members  of 
Armed  Forces  of  United  States  and  civilian 
employees  who  arc  prisoners  of  war  or 
missing  in  action,  04890 

Act  to  prevent  unauthorized  manufacture  and 
use  of  character  Woodsy  Owl,  and  for  other 
purposes.,  08705 

Act  to  provide  authorization  for  fiscal  year  1975 
and  succeeding  fiscal  years  for  Committee  for 
Purchase  of  Products  and  Services  of  the 
Blind  and  Other  Severely  Handicapped,  and 
for  other  purchases,  08727 

Act  to  provide  financial  assistance  for  research 
activities  for  study  of  sudden  infant  death  syn- 
drome and  for  other  purposes,  08694 

Act  to  provide  for  additional  law  clerks  for 
judges  of  District  of  Columbia  Court  of  Ap- 
peals, 10672 

Act  to  provide  for  allotment  or  assignment  of 
payments  from  civil  service  annuities,  06708 

Act  to  provide  for  crediting  service  as  aviation 
midshipman  for  purposes  of  retirement,  04888 

Act  to  provide  for  disposition  of  funds  ap- 
propriated to  pay  certain  Indian  Claims  Com- 
mission judgments  in  favor  of  Sac  and  Fox  In- 
dians, 06731 

Act  to  provide  for  emergency  relief  for  small 
business  concerns  in  connection  with  fixed- 
price  Government  contracts,  06732 

Act  to  provide  for  establishment  of  American 
Folklife  Center  in  Library  of  Congress,  06741 

Act  to  provide  for  establishment  of  Father 
Marquette  National  Memorial  near  Saint 
Ignace,  Mich.,  06702 

Act  to  provide  for  payments  by  Postal  Service  to 
civil  service  retirement  Fund,  08720 

Act  to  provide  for  starling  and  blackbird  control 
in  Kentucky  and  Tennessee,  10675 

Act  to  provide  for  striking  of  medals  in  com- 
memoration of  bicentennials  of  United  States 
Army,  United  States  Navy,  and  United  States 
Marine  Corps,  01853 

Act  to  provide  for  striking  of  national  medals  to 
honor  late  J.  Edgar  Hoover,  08697 

Act  to  provide  for  suspension  of  duty  on  certain 
copying  shoe  lathes  until  close  of  June  30, 
1976,  and  for  other  purposes,  ,  08698 

Act  to  provide  for  temporary  increase  in  public 
debt  limit,  08708 

Aci  to  provide  for  use  of  certain  funds  to 
promote  scholarly,  cultural,  and  artistic  activi- 
ties between  Japan  and  United  States,  00265 

Act  to  provide  for  use  of  simplified  procedures 
in  procurement  of  property  and  services  by 
Government  where  amount  involved  does  not 
exceed  tl0,000,  08726 

Act  to  provide  indemnities  for  exhibitions  of 
artistic  and  humanistic  endeavors,  06700 

Act  to  provide,  under  or  by  amendment  of 
Alaska  native  claims  settlement  act,  for  late 
enrollment  of  certain  natives,  establishment  of 
escrow  account  for  proceeds  of  certain  lands, 
06744 

Act  to  regulate  certain  political  campaign  finance 
practices  in  District  of  Columbia,  08734 

Act  to  repeal  enabling  legislation  for  fair  trade 
laws,  07118 

Act  to  rescind  certain  budget  authority  recom- 
mended in  message  of  the  President,  04903, 
10671 

Act  to  rescind  certain  budget  authority  recom- 
mended in  messages  of  the  President,  04886 

Act  to  suspend  duty  on  natural  graphite,  01855 
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Action  being  taken  to  correct  weaknesses  in 
system  of  paying  taxes  on  acquired  residential 
properties,  02651 

ACTION  in  business  world.  00001.  10352 

ACTION  pamphlet.  00001-6.  10352-4 

Action  plan  for  national  network  of  transporta- 
tion research  information  services  (TRISNET), 
08447 

Action  program  for  fertilizer  industry  in  Ghana, 
03350 

ACTION  special  volunteer  programs,  00007 

ACTION,  message  to  underclassmen  from  Peace 
Corps  and  VISTA.  00005 

Actions  of  pesticides  and  other  drugs  on  male 
reproductive  system,  12019 

Actions  on  recommendations  of  Advisory  Coun- 
cil on  Intergovernmental  Personnel  Policy, 
10756 

Actions  on  recommendations  of  Board  of  Visi- 
tors to  U.S.  Military  Academy,  10746-7 

Actions  on  recommendations  of  Board  of  Visi- 
tors to  United  States  Naval  Academy,  01932, 
10735 

Actions  on  recommendations  of  Citizens'  Ad- 
visory Committee  on  Environmental  Quality, 
10734 

Actions  on  recommendations  of  Commission  on 
Revision  of  Federal  Court  Appellate  System, 
00331 

Actions  on  recommendations  of  National  Ad- 
visory Commission  on  Education  Professions 
development.  10758 

Actions  on  recommendations  of  National  Ad- 
visory Council  on  Adult  Education,  10757 

Actions  on  recommendations  of  National  Ad- 
visory Council  on  Extension  and  Continuing 
Education,  10761 

Actions  on  recommendations  of  National  Ad- 
visory Council  on  Supplementary  Centers  and 
Services,  00321 

Actions  on  recommendations  of  National  Com- 
mission on  Materials  Policy,  01929 

Actions  on  recommendations  of  President's  Ad- 
visory Council  on  Management  Improvement, 
00365,  10743 

Actions  on  recommendations  of  President's 
Committee  on  Mental  Retardation,  01931 

Actions  recommended  to  alleviate  serious  finan- 
cial problems  facing  United  Nations,  09732 

Actions  under  consideration,  Jackson  Hole  Air- 
port, Grand  Teton  National  Park,  Wyo.,  12977 

Active  microwave  workshop  report,  01342 

Activities  and  summary  report  of  Committee  on 
District  of  Columbia,  House,  10908 

Activities  of  American  multinational  corpora- 
tions abroad,  02061 

Activities  of  Federal  agencies  concerning 
selected  high  volume  chemicals,  09324 

Activities  of  House  Committee  on  Government 
Operations,  93d  Congress,  05087,  05186 

Activities  related  to  resettlement  of  refugees  in 
Somalia,  07200 

Actuarial  note,  13075 

Adams  National  Historic  Site,  08283 

Adaptability  of  14  tree  species  to  2  hydrol  humic 
latosol  soils  in  Hawaii,  09667 

Adaptation  of  Gaussian  plume  model  to  incor 
porate  multiple  station  data  input,  02452-3 

Adaptation  of  Theodorsen  theory  to  reprcsenta 
tion  of  airfoil  as  combination  of  lifting  line  and 
thickness  distribution,  08175 

Addendum  to  national  search  and  rescue  manual 
06650 

Addition  of  new  chapter  providing  for  adjust 
ment  of  debts  of  major  municipalities,  1 1391 


Addition  of  oxygen  to  and  distribution  of  oxides 
in  tantalum  alloy  Till  at  low  concentrations, 
01352 

Additional  law  clerks  and  establish  judicial  con- 
ference, 11516 

Additional  law  clerks  for  judges  of  District  of 
Columbia  Court  of  Appeals,  01978,  07139 

Additional  proposals  for  rescission  or  deferral  of 
certain  budget  authority,  04968,  10707 

Additional  rescissions  or  deferrals  of  certain 
budget  authority,  10718,  11240 

Additional  Senate  committee  employees,  02188 

Additional  supplemental  appropriations,  05429 

Adequacy  of  air  service  in  Illinois,  05467 

Adequacy  of  Federal  response  to  housing  needs 
of  older  Americans,  02230,  1 1448 

Adequacy  of  U.S.  oil  and  gas  reserves,  06749 

Adequate  supplies  of  energy  to  tourism  industry, 
02256 

Adherence  of  porcelain  enamel  to  aluminum, 
08193 

Adjusted  taxes,  incomplete  and  inaccurate  mea- 
sure for  revenue  sharing  allocations,  02654 

Adjustment  of  indebtedness  of  major  municipali- 
ties, 00387 

Adjustments  to  income  tax  for  sick  pay,  02724 

Administration  of  alien  labor  certification  pro- 
gram should  be  strengthened,  07781 

Administration  of  criminal  justice,  06931-2 

Administration  of  Johnson-O'Malley  act,  07259 

Administration  of  supplemental  security  income 
program,  07047-8 

Administration  of  training,  06644 

Administration  of  Welfare  and  pension  plans  dis- 
closure act,  calendar  year  1973,  annual  report 
of  Secretary  of  Labor,  01226 

Administration  officials,  presenting  details  of 
President's  energy  proposals,  05257 

Administration,  weekly  Government  abstracts, 
04689 

Administrative  Adjudication  Bureau  of  New 
York  State  Department  of  Motor  Vehicles, 
01212 

Administrative  Office  of  U.S.  Courts  supplemen- 
tal appropriations,  00371 

Administrative  practice  and  procedure,  11421 

Administrative  practices,  nicknames,  04761 

Administrative  practices,  US  Air  Force  glossary 
of  standardized  terms,  10432 

Administrator  of  national  banks,  1973  financial 
report,  10633 

Administrator's  alert  from  Executive  Director, 
03388 

Adoption  and  foster  care,  07287 

ADP  training  course  catalog,  12516 

Adult  basic  education  program,  progress  in 
reducing  illiteracy  and  improvements  needed, 
09753 

Adult  education  in  public  school  systems,  00843 

Advance  BCD,  03389 

Advance  bulletin  of  Interstate  commerce  acts  an- 
notated, 03390 

Advance  monthly  retail  sales,  03630 

Advance  payment  of  subscription  charges  for 
audio  publications,  05046,  11103 

Advanced  automatic  control  strategies  for  ac- 
tivated sludge  treatment  process,  05723 

Advanced  automotive  power  systems  contractors 
coordination  meeting,  07596 

Advanced  naval  base  defense,  01273 

Advanced  nuclear  reactors,  introduction,  07479- 
80 

Advanced  nuclear  research,  00503,  07032 

Advanced  simulation  in  undergraduate  pilot 
training,  automatic  instructional  system,  00062 
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Advanced  simulation  in  undergraduate  pilot 
training,  G-seat  development,  01698 

Advanced  simulation  in  undergraduate  pilot 
training,  motion  system  development,  01697 

Advanced  simulation  in  undergraduate  pilot 
training,  systems  integration,  00063 

Advanced  supersonic  technology,  02096 

Advanced  supersonic  technology  concept  study, 
hydrogen  fueled  configuration,  06172 

Advances  in  measurement  of  rf  power  and  at- 
tenuation using  SQUIDS,  03007 

Advantages  of  automated  production  control 
systems,  12598 

Adverse  action,  law  and  regulations,  annotated, 
03871 

Adverse  effects  of  oral  contraceptives,  06360 

Advertising  of  ophthalmic  goods  and  services, 
12253 

Advisor,  Navy  civilian  manpower  management, 
03391 

Advisory  Commission  on  Intergovernmental 
Relations,  15-year  report,  11545 

AEC  research  and  development  report,  00100-2, 
01767,  04800-1,  08611,  10525 

Aerial  tramways,  ski  lifts,  and  tows,  12279 

Aerobic  stabilization  of  waste  activated  sludge, 
00923 

Aerodynamic  and  flow-visualization  studies  of 
variations  in  geometry  of  irregular  planform 
wings  at  Mach  number  of  20.3,  ,  10150 

Aerodynamic  characteristics  of  hypersonic 
research  airplane  concept  having  70°  swept 
double-delta  wing  at  Mach  numbers  from  1.50 
to  2.86,  02975 

Aerodynamic  characteristics  of  powered,  exter- 
nally blown  flap  STOL  transport  model  with 
two  engine  simulator  sizes,  08155 

Aerodynamic  design  and  analysis  system  for  su- 
personic aircraft,  06168 

Aerodynamic  heating  to  the  gaps  and  surfaces  of 
simulated  reusable-surface-insulation  tile  ar- 
rays in  turbulent  flow  at  Mach  6.6,  01348 

Aeronautical  engineering,  03392 

Aerosols,  09094 

Aerospace  activities  in  elementary  school,  02493 

Aerospace  disturbances,  transfer  of  research 
facility,  03289 

Aerospace  doctrine,  doctrine  and  procedures  for 
airspace  control  in  combat  zone,  10431 

Aerospace  medicine  and  biology,  03393 

Aerospace  research  of  environment,  geobotany, 
soil  science,  and  hydrology,  01200 

Aerospace  safety  (perodical),  03394 

Aerothermal  performance  and  structural  integrity 
of  Rene  41  thermal  protection  system  at  Mach 
6.6,  02960 

AFCRL  infrared  sky  survey,  catalog  of  observa 
tions  at  4,  11,  and  20  microns,  00052 

AFCRL  TR  series,  00049-52 

AFDC  quality  control  program,  11219 

Affirmative  action  and  equal  employment,  guide- 
book for  employers,  02484 

AFHRL/FT   capabilities   in   undergraduate   pilot 
training  simulation  research,  executive  summa- 
ry, 00057 
AFOSR  TR  series,  08587 
African  series,  01578 

After  100  years,  editorial  side  of  Sonneck,  lec- 
ture, 02880 
Age  discrimination  in  employment  act  of  1967,  as 

amended,  03374 
Age  is  asset  in  ACTION,  00003 
Agency  printing  and  duplicating  operations  need 
management  improvements,  07687 


Aggregate  reserves  and  member  bank  deposits, 

03396 
Aging  (periodical),  03395 

Agreement  on  conservation  of  polar  bears,  1 1299 
Agreement    on    international    energy    program, 

11560 
Agricultural  attache  role  overseas,  what  he  does 

and  how  he  can  be  more  effective  for  United 

States,  07759 
Agricultural  census,  11012 
Agricultural    child    labor    provisions    of    ELS  A, 

1974,  05526 

Agricultural    child    labor    provisions    of    FLSA, 

1975,  05527 

Agricultural  commodites,  03284 

Agricultural  commodities,  03127-9,  03135,  03140, 
03146,  03160,  03162,  03173,  03186,  03229, 
03233,  03236,  03242,  03252,  03255,  03263, 
03267-8,  03272-5,  03278,  03292,  03296,  03301, 
03309,  03312,  03328,  03333,  10291-2,  10294, 
13118,  13122,  13130, 13132,  13140,  13146 

Agricultural  conservation  program,  01644 

Agricultural  economic  report,  00015-8,  01646-9, 
04743,  06515-6,  10376-8 

Agricultural  economics  research,  03397 

Agricultural  finance  outlook,  00833 

Agricultural  handbook,  00019 

Agricultural  libraries  information  notes,  03398 

Agricultural  outlook,  03399 

Agricultural  outlook  digest,  03400 

Agricultural  pest  control,  00433,  11008 

Agricultural  policy  in  years  ahead,  10379 

Agricultural  prices,  03401 

Agricultural  production  and  trade,  Iran,  05597 

Agricultural  research,  03402 

Agricultural  research  and  development,  02097 

Agricultural  situation,  03403,  06750 

Agricultural  situation  in  Africa  and  West  Asia, 
00837 

Agricultural  situation  in  Far  East  and  Oceania, 
05598-9 

Agricultural  situation  in  Soviet  Union,  00838 

Agricultural  situation  in  Western  Hemisphere, 
11943 

Agricultural  Stabilization  and  Conservation  Ser- 
vice, 01640 

Agricultural  Stabilization  and  Conservation  Ser- 
vice press  releases,  04372 

Agricultural  statistics,  06517 

Agricultural  supply  and  demand  estimates,  03404 

Agriculture  &  food,  weekly  Government  ab- 
stracts, 04690 

Agriculture  and  anti-depression  act  of  1975, 
09029 

Agriculture  and  related  agencies  appropriations, 
00648,  02236,  06912,  07193,  11467 

Agriculture  and  related  agencies  appropriations 
for  1976,  05107 

Agriculture  decisions,  03405 

Agriculture  Department  leaflet,  00028,  04747, 
06523, 10394 

Agriculture  Department  miscellaneous  publica- 
tion, 00034-6,  01664-7,  04749,  06525,  08567, 
10398-9 

Agriculture  Department  news,  04373 

Agriculture  Department  statistical  bulletin, 
00045,  01676-9,  06536,  08579-80 

Agriculture  Department  technical  bulletin,  00046, 
01680-3,  06537-9,  08581 

Agriculture  handbook,  00020,  01650-4,  04744, 
08558-63,  06518-9,  10381-3 

Agriculture     information    bulletin     AIB     series, 

00021-5,  01655-6,  06520,  10384-5 
Agriculture  USA,  04852 
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Agriculture,  economic  backbone  of  America, 
10380 

Agronometeorological  conditions  and  winter 
wheat  yields,  07902 

Aid  to  streamlining  fire-weather  station  net- 
works, 02606 

Aids  to  navigation  bulletin,  00223-31 

Aids  to  navigation  manual,  04844 

Air  almanac,  03070,  06416,  10236-7 

Air  cargo  support  facilities  for  Army  airlift 
operations,  05613 

Air  carrier  enforcement  cases,  1972,  statistical 
summary,  07616 

Air  carrier  financial  statistics,  03406 

Air  carrier  traffic  statistics,  03407 

Air  charter  services,  03124,  03130,  03143,  03207, 
03293,  03323  ,10290 

Air  Force  Academy  special  bibliography  series, 
08585-6  .10429 

Air  Force  Academy,  introduction,  00048 

Air  Force  ASPR  supplement,  03408 

Air  Force  comptroller,  03409 

Air  Force  design  manual,  06555 

Air  Force  engineering  and  services  quarterly, 
03410 

Air  Force  Human  Resources  Laboratory  techni- 
cal report,  00053-63,  01686-700,  04751-3, 
06540-6,  10430 

Air  Force  law  review,  03411 

Air  Force  lithograph  series,  10448 

Air  Force  manual  AFM  series,  00064-8,  01701, 
04754-60,  06547-50,  06552-8,  10431-41,  10443-5 

Air  Force  pamphlet  AFP  series,  04761-2,  06559, 
10446 

Air  Force  regulation  AFR  series,  01702 

Air  Force  should  review  contracting  out  for  ser- 
vices at  McGuire  Air  Force  Base,  12341 

Air  Force  Systems  Command  manual  AFSCM 
series,  04763 

Air  Force  technical  order  TO  series,  06560 

Air  National  Guard  manual  ANGM  series,  01703 

Air  navigation  and  air  traffic  control  facility  per- 
formance and  availability,  02488,  12113 

Air  pollutant  emissions  from  burning  sugar  cane 
and  pineapple  residues  from  Hawaii,  00892 

Air  pollution  abstracts,  03412 

Air  pollution  control  program.  Sassafras  County, 
Md.,  12336 

Air  pollution  exposure  and  immunoglobulin 
levels,  12020 

Air  pollution  indices,  11647 

Air  pollution  on  wheels,  transportation  controls 
in  southwestern  Pennsylvania,  09325 

Air  quality  and  automobile  emission  control, 
09065 

Air  quality  and  stationary  source  emission  con- 
trol, 05548 

Air  quality  data,  statistics,  03413 

Air  reservist,  03414 

Air  service  instructions,  08496 

Air  Staff,  Department  of  Air  Force,  03415 

Air  taxi  operators  and  commercial  operators  of 
small  aircraft,  07608 

Air  traffic  control,  06563 

Air  traffic  control  handbook,  10452,  12128 

Air  traffic  control  systems  interference  con- 
siderations, 10297 

Air  traffic  controller's  contribution  to  ATC 
system  capacity  in  manual  and  automated  en- 
vironments, 10299 

Air  traffic  controllers,  opportunities  in  Federal 
Government,  06639 

Air  traffic  training  handbook,  00071 

Air  transport  services,  03137,  03183,  03196, 
03210,  03283.  03303.  03319,  13131 


Air  University  Library  index  to  miltary  periodi- 
cals, 03416 

Air  University  review,  03417 

Airborne  electro-optical  sensor  simulation,  00060 

Airborne  gravimeter  apparatus  based  on  string 
sensors,  02826 

Airborne  infrared  imagery  of  Arctic  Sea  ice 
thickness,  08281 

Aircraft  accident  report,  NTSB-AAR  series, 
06410,  0813,  10229-35 

Aircraft  accident  reports,  brief  format,  U.S.  civil 
aviation,  03418 

Aircraft  and  natural  climate  conditions,  10186 

Aircraft  emergency  procedures  over  water, 
04845. 10603 

Aircraft  engine  and  propeller  type  certificate 
data  sheets  and  specifications,  02489,  03419 

Aircraft  fuel  efficiency  program,  11444 

Aircraft  L-band  balloon,  simulated  satellite  ex- 
periments, 13175 

Aircraft  noise  control  programs,  05463 

Aircraft  type  certificate  data  sheets  and  specifi- 
cations, 09499 

Aircraft  type  certificate  data  sheets  and  specifi- 
cations, supplements.,  03420 

Airdrop  of  supplies  and  equipment,  general  in- 
formation for  rigging  airdrop  platforms,  08605 

Airdrop  of  supplies  and  equipment,  rigging  Air 
Force  communication  control  vehicles,  04780 

Airdrop  of  supplies  and  equipment,  rigging  con- 
tainers, 06583 

Airdrop  of  supplies  and  equipment,  rigging  1/4 
ton  trucks,  04779 

Airlift  operations  of  Military  Airlift  Command 
during  1973  Middle  East  war,  02657 

Airline  flight  attendant,  career  guide,  02492 

Airline  transport  pilot,  airplane,  practical  test 
guide,  02585-6 

Airline  transport  pilot,  airplane,  written  test 
guide,  02587 

Airman,  official  magazine  of  Air  Force,  03421 

Airman's  information  manual,  01760,  03422-4, 
03426,  07600,  09500 

Airport  and  airway  development  act  amend- 
ments, 01976 

Airport  design  standards,  airports  served  by  air 
carriers,  bridges  and  tunnels  on  airports,  10456 

Airport  design  standards,  airports  served  by  air 
carriers,  surface  gradient  and  line-of  -sight, 
06567, 12114 

Airport  directory,  07600,  09500 

Airport  noise  reduction  forecast,  NEF  computer 
program  description  and  user's  manual,  08452 

Airport  noise  reduction  forecast,  summary  report 
for  23  airports,  08451 

Airport  operations  specifications,  07601 

Airworthiness  directives,  09504 

Airworthiness  standards,  aircraft  engines,  09503 

Airworthiness  standards,  normal  category  air- 
craft, 12120 

Airworthiness  standards,  normal,  utility,  and 
acrobatic  category  airplanes,  05768 

Airworthiness  standards,  transport  category  ro- 
torcraft,  02497,  12121 

Alabama  hosts  Conference  on  Technological 
Progress  for  Southeast,  01371 

Alabama  landings,  03427 

Alabama  landings,  annual  summary  1972,  10219 

Alarming  deterioration  of  reserves  of  FHA 
mortgage  insurance  funds,  05077 

Alaska  highway,  02196,  06846 

Alaska  highway  repair,  07178 

Alaska  native  claims,  08908 

Alaskan  air  transport,  07194 
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Alaskan  mineral  resource  assessment  program, 
09788 

Alaskan  natural  gas  transportation  systems, 
12503 

Alcohol  and  drug  abuse  education  act  amend- 
ments of  1974,  05330 

Alcohol  and  drug  abuse  interchange,  lessons 
learned  and  other  information,  00095 

Alcohol  and  drug  abuse  interchange,  special  edi- 
tion for  civilian  program  administrators  and 
coordinators,  10509 

Alcohol  crash  story,  news  media  guide,  06328 

Alcohol  health  and  research  world,  03428 

Alcohol  in  relation  to  highway  safety,  03025 

Alcohol  safety  action  projects,  12921-2 

Alcohol,  tobacco,  and  firearms  bulletin,  03429 

Alcohol,  tobacco,  and  firearms  summary 
statistics,  10457 

Algorithm  for  general  class  of  routing  problems 
derived  from  Huygens'  principle,  12820 

Alibates  flint  quarries,  08284 

All  electric  homes  in  United  States,  09559 

All  electric  homes  in  United  States  annual  bills, 
05797 

All  hands,  03430 

All  operating  savings  and  loan  associations, 
selected  balance  sheet  data,  03431 

All-channel  radio,  11142 

Alleged  assassination  plots  involving  foreign 
leaders,  02214 

Alleged  improper  personnel  practices  at  Drug 
Enforcement  Administration,  07748 

Alleged  improper  practices  in  customs  house  at 
Denver,  Colo.,  02266 

Alleged  personnel  abuses  in  Community  Services 
Administration,  02050 

Allegheny  and  Monongahela  Rivers  navigation 
charts,  02427 

Allied  participation  in  Vietnam,  Vietnam  studies, 
01750 

Allocation  of  resources  in  Soviet  Union  and 
China,  00266 

Allotment  of  grant  funds  for  construction  of 
publicly  owned  wastewater  treatment  works, 
11200 

Allotment  or  assignment  of  payments  from  civil 
service  annuities,  11178 

Allotments  and  assignments  of  payments  from 
civil  service  retirement  annuities,  07144 

Alloy  softening  in  binary  iron  solid  solutions, 
12842 

Almost  everything  you  ever  wanted  to  know 
about  boating  but  were  ashamed  to  ask,  06651 

Alternate  work  schedules  and  part-time  career 
opportunities  in  Federal  government,  11184 

Alternative  futures  for  environmental  policy 
planning,  03084 

Alternative  futures  for  nonmetropolitan  popula- 
tion, income,  employment,  and  capital,  00017 

Alternatives  for  consideration  in  energy  pro- 
gram, 05250 

Aluminum  imports  and  exports,  03433 

Always  leave  yourself  an  out,  02490 

Ambient  temperature  and  vehicle  emissions, 
07539 

Ambulance  services  in  rural  areas,  11456 

AMC  pamphlet,  04768,  06571,  08594-5,  10485-7 

Amend  D.C.  motor  vehicle  safety  responsibility 
act,  05162 

Amend  Intercoastal  shipping  act,  07222 

Amend  Packers  and  stockyards  act,  06909 

Amended  text  to  art. 7  of  Convention  on  Facilita- 
tion of  International  Maritime  Traffic,  08929 

Amending  Accounting  and  auditing  act,  06951 


Amending  act  of  incorporation  of  American 
University,  09001 

Amending  act  of  July  7,  1970,  84  Stat.  409, 
authorizing  appropriations  to  Secretary  of  In- 
terior without  reference  to  agencies  involved, 
06863 

Amending  act  of  Oct.  27,  1972  (Public  law,  92- 
578),  05018 

Amending  Anadromous  fish  conservation  act, 
05325 

Amending  and  extending  Defense  production 
act,  08831 

Amending  Arms  control  and  disarmament  act, 
04928,  05011 

Amending  certain  provisions  of  land  and  water 
conservation  fund  act  of  1975  relating  to  col- 
lection of  special  recreation  use  fees,  08959 

Amending  chap.  5,  title  37,  United  States  Code, 
to  extend  authority  for  special  pay  for  nuclear- 
qualified  officers,  00443 

Amending  Comprehensive  drug  abuse  prevention 
and  control  act  of  1970  to  provide  appropria- 
tion to  Drug  Enforcement  Administration, 
08997 

Amending  Emergency  daylight  saving  time  ener- 
gy conservation  act  of  1973,  05032,  05366 

Amending  Internal  Revenue  Code  of  1954  in 
order  to  provide  for  quarterly  payment,  rather 
than  annual  payment,  to  government  of  Virgin 
Islands,  06838 

Amending  joint  res.  of  July  18,  1939,  53  stat.1062, 
providing  for  acceptance  of  additional  lands 
for  House  of  Franklin  D.  Roosevelt  National 
Historic  Site,  02170 

Amending  joint  resolution  approved  Dec.  28, 
1973,  providing  for  establishment  of  Lyndon 
Baines  Johnson  Memorial  Grove  on  Potomac, 
06858 

Amending  jury  selection  and  service  act,  00627 

Amending  Land  and  water  conservation  fund 
act,  07098 

Amending  marriage  license  requirement  that  ap- 
plicant's race  be  included  on  application, 
05328 

Amending  National  environmental  policy  act, 
00412 

Amending  National  environmental  policy  act  to 
clarify  Federal  and  State  roles  in  preparation 
of  environmental  analyses  on  certain  Federal 
programs,  00613 

Amending  National  Portrait  Gallery  act  to 
redefine  portraiture,  00595,  06873 

Amending  Organic  act  of  Guam  and  Revised  or- 
ganic act  of  Virgin  Islands,  02177 

Amending  Organic  act  of  Guam  to  place  certain 
lands  within  jurisdiction  of  government  of 
Guam,  and  for  other  purposes,  10886 

Amending  request  for  appropriation,  10726 

Amending  rule  23,  clause  6  of  rules  of  House, 
05058 

Amending  rules  of  House  of  Representatives, 
10996 

Amending  rules  of  Senate  relating  to  submission 
of  amendments  under  cloture  procedure,  11413 

Amending  sec.  2  of  act  of  June  30,  1954,  provid- 
ing for  continuance  of  civil  government  for 
Trust  Territory  of  Pacific  Islands,  00406 

Amending  sec.  2  of  National  housing  act,  00417, 
07137 

Amending  sec.  301  of  Title  37,  United  States 
Code,  08771 

Amending  sec.  301  of  Title  37,  United  States 
Code,  relating  to  incentive  pay,  to  attract  and 
retain  volunteers  for  aviation  crew  member 
duties  and  for  other  purposes,  08979 
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Amending  sec. 101(a)  of  National  security  act, 
06888 

Amending  sec. 2  of  act  of  June  30,  1954,  as 
amended,  providing  for  continuance  of  civil 
government  for  Trust  Territory  of  Pacific 
Islands,  06803 

Amending  sec. 739  of  Public  law  93-198,  National 
Capital  Service  Area,  01990 

Amending  Small  reclamation  projects  act,  07151 

Amending  title  18  and  title  39  of  United  States 
Code  to  make  parallel  exemption  from  lottery 
prohibitions  granted  to  newspapers  and  radio 
and  television,  11437 

Amending  title  18  of  Social  security  act,  07154 

Amending  title  35,  United  States  code,  patents, 
08778 

Amending  Water  resources  planning  act,  00629 

Amending  Watershed  protection  and  flood 
prevention  act,  07313 

Amending  Wild  and  scenic  rivers  act  (82 
Stat.906),  05052 

Amending  Wild  and  scenic  rivers  act  to 
designate  segment  of  Allegheny  River  for 
study  for  possible  inclusion  in  national  wild 
and  scenic  rivers  system,  00624 

Amending  Wild  and  scenic  rivers  act,  08763 

Amendment  of  single  convention  on  narcotic 
drugs,  08426 

Amendment  to  budget  for  Department  of 
Agriculture,  00536 

Amendment  to  budget  for  Department  of  Labor, 
11267 

Amendment  to  budget  for  Department  of  Trans- 
portation, 08928 

Amendment  to  budget  for  Energy  Research  and 
Development  Administration,  11277 

Amendment  to  budget  for  fiscal  year  1975  for 
Department  of  Agriculture,  05298,  11233 

Amendment  to  budget  for  fiscal  year  1976  for 
Civil  Aeronautics  Board,  11270 

Amendment  to  budget  for  fiscal  year  1976  for 
Department  of  Justice,  00534 

Amendment  to  budget  for  fiscal  year  1976  for 
Department  of  Transportation,  11265 

Amendment  to  budget  for  fiscal  year  1976  for  In- 
terstate Commerce  Commission,  11264 

Amendment  to  budget  for  fiscal  year  1976  for 
legislative  branch,  02158 

Amendment  to  budget  for  1976  for  Department 
of  Housing  and  Urban  Development,  00537 

Amendment  to  budget  for  National  Transporta- 
tion Safety  Board,  11266 

Amendment  to  Employee  retirement  income 
security  act,  01997 

Amendment  to  Federal  rules  of  evidence,  00574 

Amendment  to  request  for  appropriations  for 
fiscal  year  1975  for  Department  of  Agriculture, 
04941 

Amendment  to  request  for  supplemental  ap- 
propriations, 01920 

Amendment  to  request  for  supplemental  ap- 
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02822 
Arts  and  artifacts  indemnity  act,  02003 
Arts,  leaven  in  our  lives,  09205 
Asbestos  fiber  atlas,  07574 
ASCS  background  information  BI  series,  01640- 

5,  08556-7,  06514 
Asi  que  tengo  las  caracteristicas   de  las  celulas 

falciformes,  06351 
Asia   in    new    era,   implications    for   future    U.S. 

policy,  11123 
Aspen  volume  tables  for  furniture-type,  flat,  4/4- 
inch  dimension,  09635 
ASRDI  oxygen  technology  survey,  06186 
ASRDI     oxygen     technology     survey,     oxygen 

systems  engineering  review,  01346 
Assessing    Federal    program     for    strengthening 

developing    institutions    of    higher    education, 

01101 
Assessing  prevalence  of  illicit  drug  use  in  Army, 

01742 
Assessment  of  analytical  procedure  for  predict- 
ing   supersonic    ejector    nozzle    performance, 

10141 
Assessment  of  attitudes  toward  music,  12891 
Assessment  of  automatic   sewer  flow   samplers, 

12037 
Assessment    of    energy    saving   potential   of   soil 

and  water  conservation,  13090 
Assessment  of  Federal  noise  research,  develop- 
ment, and  demonstration  activities,  00919 
Assessment  of  heavy   metals  pollution  in  upper 

Arkansas  River  of  Colorado,  08345 
Assessment  of  impact  of  NOW  accounts  in  Mas- 
sachusetts and  New  Hampshire,  07207 
Assessment  of  offshore  dumping  in  New  York 

Bight,  01448 
Assessment  of  overseas  advisory  efforts  of  U.S. 

Security  Assistance  Program,  01096 
Assessment  of  potential  of  clean  fuels  and  ener- 
gy technology,  00918 
Assessment   of   reading  activities   funded   under 

Federal    program    of    aid     for    educationally 

deprived  children,  07797 
Assessment     of     work     incentive     program     in 

Washington  State,  07688 
Assets    and    liabilites,    commercial    and    mutual 

savings  banks,  09519 
Assets  and  liabilities  of  all  member  banks  by  dis 

tricts,  03454 
Assignment     location     preferences     of     airmen 

00061 
Assistance    for    children    and    mothers,    03251 

03279 
Assistance   in   meeting  Federal  child  care   stan 

dards,  11431 
Assistance  to  Greece,  10798 
Assistance     to     nonrubber     footwear     industry 

07758 
Assistance  to  Trust  Territory  of  Pacific  Islands 

03195 
Assisted  residential  living  combining  shelter  and 

services,  00639 
Associate    degrees    and    other    formal    awards 

below  baccalaureate,  03012 
Associate    training    programs    in    medical    and 

biological    sciences    at    National    Institutes    of 

Health,  08248 


ASTM  manual  for  rating  motor,  diescl.and  avia- 
tion fuels,  10511 

Astronautics  and  aeronautics,  1972,  chronology 
of  science,  technology,  and  policy,  01347 

Astronautics  and  aeronautics,  1973,  chronology 
of  science,  technology  and  policy,  12782 

Astronautics  and  aeronautics,  1971,  chronology 
on  science,  technology  and  policy,  06187 

Astronomical  papers  prepared  for  use  of  Amer- 
ican ephemeris  and  nautical  almanac,  06417 

Astronomical  phenomena  for  year  1978,  03071 

ATF  inspectors,  10458 

Atlantic  convention  resolution,  02062 

Atlantic  tunas  convention  act,  00407 

Atlas  of  radiation  histopathology,  00869 

Atmosphere  of  Venus,  01343 

Atmospheric  aerosols,  literature  summary  of 
their  physical  characteristics  and  chemical 
composition,  12770 

Atmospheric  particulate  measurements  in  Nor- 
folk, Va.,  08136 

Atmospheric  temperature  measurements  using 
Raman  lidar,  12823 

Atmospheric  temperature  measurements  using 
Raman  lidar,  10157 

Atmospheric  transmittance  from  0.25  to  28.5 
mum,  computer  code  LOWTRAN  3,  00049 

Atomic  energy,  03142,  03144-5,  03149-52,  03154- 
6,  03159,  03166,  03204,  03241,  03269 

Atomic  Energy  Commission  financial  statements, 
01769 

Atomic  Energy  Commission  reports,  01768, 
10526 

Atomic  energy,  application  of  safeguards  by 
IAEA  to  United  States-Israel  Cooperation 
Agreement,  03297 

Atomic  energy,  application  of  safeguards  pur- 
suant to  non-proliferation  treaty,  03295 

Atomic  energy,  cooperation  in  peaceful  applica- 
tion, 03158 

Attacking  fire  problem,  plan  for  action,  06282 

Attenuator,  fixed,  Dec.  20,  1974,  Reprint, 
Change  2.,  11730 

Attorney  General's  salary,  07084 

Audience  attention  as  basis  for  evaluating  in- 
terpretive presentations,  01074 

Audit  of  Commodity  Credit  Corporation,  Depart- 
ment of  Agriculture,  01897 

Audit  of  Federal  Crop-  Insurance  Corporation, 
fiscal  year  1974,  05003 

Audit  of  Federal  Deposit  Insurance  Corporation 
for  year  ended  June  30,  1974  limited  by  agency 
restriction  on  access  to  bank  examination 
records,  05855 

Audit  of  Federal  reserve,  05147 

Audit  of  financial  statements  of  Saint  Lawrence 
Seaway  Development  Corporation,  07689, 
10703 

Audit  of  payments  from  special  bank  account  to 
Lockheed  Aircraft  Corporation  for  C-5A  air- 
craft program,  01085-7 

Audit  of  returns,  appeal  rights  and  claims  for 
refund,  02726 

Audit  of  rural  telephone  bank.  Department  of 
Agriculture,  for  fiscal  year  1973,  08756 

Audit  of  Saint  Lawrence  Seaway  Development 
Corporation,  00359 

Audit  of  United  States  Capitol  Historical 
Society,  07690 

Audit  standards  supplement  series,  12336 

Auditing  of  nursing  homes  and  alternatives  to  in- 
stitutionalization, 00444 

Auditor  training  program,  career  for  accounting 
majors,  12152 
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Auroral  electrojet  magnetic  activity  indices  AE 
(11)  for  1971,  09322 

Auroral  electrojet  magnetic  activity  indices  AE 
(11)  for  1973,  00891 

Authority  for  certain  employees  of  Department 
of  Defense  to  administer  oaths,  01961,  07148 

Authority  for  Department  of  Defense  to  sell 
stocks  of  chemical  carbonyl  chloride,  01993 

Authority  for  employment  of  White  House  office 
and  executive  residence  personnel,  05010 

Authority  to  order  use  of  nuclear  weapons, 
11124 

Authorization  for  civil  government  for  Trust  Ter- 
ritory of  Pacific  Islands,  02219 

Authorization  for  Council  on  International 
Economic  Policy,  00397 

Authorization  for  Department  of  State,  06944 

Authorization  for  National  standard  reference 
data  act,  00512 

Authorization  for  White  House  personnel,  11603 

Authorization  legislation  for  and  operations  of 
Council  on  International  Economic  Policy, 
06969 

Authorization  of  appropriations  for  fiscal  year 
transition,  07119 

Authorizations  for  environmental  research, 
development,  and  demonstration  programs, 
11396 

Authorized  construction,  Washington,  D.C.  area, 
03597 

Authorizing  additional  appropriations  to  carry 
out  Peace  Corps  act,  06817 

Authorizing  additional  appropriations  to  National 
Museum  of  Smithsonian  Institution,  08984 

Authorizing  additional  expenditures  by  Commit- 
tee on  Agriculture  and  Forestry  for  inquiries 
and  investigations,  08949 

Authorizing  additional  expenditures  by  Commit- 
tee on  Appropriations  for  routine  purposes, 
07092 

Authorizing  additional  expenditures  by  Commit- 
tee on  Armed  Services  for  inquiries  and  in- 
vestigations, 00597,  08951 

Authorizing  additional  expenditures  by  Commit- 
tee on  Armed  Services  for  routine  purposes, 
09014 

Authorizing  additional  expenditures  by  Commit- 
tee on  Banking,  Housing,  and  Urban  Affairs 
for  inquiries  and  investigations  ,  00598,  9850 

Authorizing  additional  expenditures  by  Commit- 
tee on  Commerce  for  inquiries  and  investiga- 
tions, 00599,  08953 

Authorizing  additional  expenditures  by  Commit- 
tee on  District  of  Columbia  for  inquiries  and 
investigations,  00601 

Authorizing  additional  expenditures  by  Commit- 
tee on  Finance  for  inquiries  and  investigations, 
00602 

Authorizing  additional  expenditures  by  Commit- 
tee on  Finance  for  routine  purposes,  08940 

Authorizing  additional  expenditures  by  Commit- 
tee on  Government  Operations  for  routine  pur- 
poses, 08947 

Authorizing  additional  expenditures  by  Commit- 
tee on  Interior  and  Insular  Affairs  for  inquiries 
and  investigations,  02194  ,  05320 
Authorizing  additional  expenditures  by  Commit 
tee  on  Interior  and  Insular  Affairs  for  routine 
purposes,  08972,  11373 
Authorizing  additional  expenditures  by  Commit 
tee  on  Judiciary  for  routine  purposes,  08971, 
11404 
Authorizing  additional  expenditures  by  Commit 
tee  on  Labor  and  Public  Welfare  for  inquiries 
and  investigations,  00605 


Authorizing  additional  expenditures  by  Commit- 
tee on  Post  Office  and  Civil  Service  for  inqui- 
ries and  investigations,  00606  ,  08952 

Authorizing  additional  expenditures  by  Commit- 
tee on  Public  Works  for  inquiries  and  in- 
vestigations, 08955 

Authorizing  additional  expenditures  by  Commit- 
tee on  Rules  and  Administration  for  routine 
purposes,  08974,  11361 

Authorizing  additional  expenditures  by  Commit- 
tee on  Veterans'  Affairs  for  inquiries  and  in- 
vestigations, 00607,  08954 

Authorizing  additional  expenditures  by  Commit- 
tees on  Government  Operations  and  Com- 
merce for  joint  study  of  purpose  and  current 
effectiveness  of  certain  Federal  and  State 
agencies,  00600 

Authorizing  additional  expenditures  by  Select 
Committee  on  Small  Business,  00608 

Authorizing  Administrator  of  Federal  Energy 
Administration  to  conduct  study  of  energy 
needs  of  United  States  and  methods  by  which 
such  needs  can  be  met,  05378 

Authorizing  and  modifying  various  Federal  recla- 
mation projects  and  programs,  06862 

Authorizing  appointment  of  Marine  Corps  of- 
ficers to  be  Assistant  Commandant  of  Marine 
Corps  in  grade  of  general,  07162 

Authorizing  appropriations  for  Energy  Research 
and  Development  Administration,  00553,  00614 

Authorizing  appropriations  for  fiscal  year  1976 
and  July-Sept.  1976  transition  period  for  mili- 
tary procurement,  05409 

Authorizing  appropriations  for  Indian  Claims 
Commission,  00625,  06818 

Authorizing  appropriations  for  Nuclear  Regulato- 
ry Commission,  02184,  06814 

Authorizing  appropriations  to  National  Aeronau- 
tics and  Space  Administration,  05093 

Authorizing  appropriations  to  National  Science 
Foundation,  05094-5 

Authorizing  bust  or  statue  of  Martin  Luther 
King,  jr.,  to  be  placed  in  Capitol,  10979 

Authorizing  certain  investigations  and  studies  by 
Committee  on  House  Administration,  05037 

Authorizing  Committee  on  Commerce  to  make 
investigation  and  study  of  policy  and  role  of 
Federal  Government  in  tourism  in  United 
States,  05377 

Authorizing  construction  of  Polecat  Bench  area 
of  Shoshone,  Wyo.,  00621 

Authorizing  construction  of  Pollock-Herreid  unit, 
Pick-Sloan  Missouri  Basin  program,  South 
Dakota,  11443 

Authorizing  continued  use  of  certain  lands  with 
in  Sequoia  National  Park  by  portions  of  exist- 
ing hydroelectric  project,  05375 

Authorizing  conveyance  to  city  of  Salem,  111.,  of 
statue  of  William  J.  Bryan,  05365 

Authorizing  conveyance  to  city  of  Salem,  111.,  of 
statue  of  William  Jennings  Bryan,  05023 

Authorizing  erection  of  monument  to  dead  of 
First  Infantry  Division,  U.S.  Forces  in  Viet- 
nam, 05024,  10892 

Authorizing  exchange  of  lands  for  entrance  road 
at  Guadalupe  Mountains  National  Park,  Tex., 
02181,  06857 

Authorizing  expenditures  from  contingent  fund 
to  improve  payroll,  personnel,  and  voucher 
system  of  the  Senate,  08975 
Authorizing  funds  for  continuing  activities  of 
standing  and  select  committees  of  House  of 
Representatives,  10973 
Authorizing  military  band  recordings  in  support 
of  American  Revolution  Bicentennial,  05054 
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Authorizing  multiycar  leasing  of  automatic  data 
processing  equipment,  0S362 

Authorizing  partition  of  surface  rights  in  joint 
use  area  of  1882  Executive  order  Hopi  Reser- 
vation, 05008 

Authorizing  President  to  issue  proclamation 
designating  Mar.  1975  as  Youth  Art  Month, 
11367 

Authorizing  President  to  proclaim  period  of 
Sept.  15-Oct.  15,  1974  as  Johnny  Horizon  '76 
Clean  Up  America  Month,  05360 

Authorizing  printing  as  House  document  of 
revised  edition  of  Capitol,  00634 

Authorizing  printing  as  House  document  of 
revised  edition  of  publication  entitled  History 
of  United  States  House  of  Representatives, 
07104 

Authorizing  printing  as  Senate  document  of  com- 
pilation entitled  Majority  and  minority  leaders 
of  Senate,  07105 

Authorizing  printing  of  additional  copies  of  com- 
mittee print  entitled  Energy  related  research 
and  development,  08988 

Authorizing  printing  of  additional  copies  of 
House  hearing  of  93d  Congress,  entitled  Am- 
nesty, 07103 

Authorizing  printing  of  additional  copies  of  pt.l 
of  Senate  committee  print  entitled  Confidence 
and  concern,  citizens  view  American  Govern- 
ment, survey  of  public  attitudes,  10884 

Authorizing  printing  of  additional  copies  of  pt.l, 
of  committee  print  entitled  Confidence  and 
concern,  citizens  view  American  Government, 
survey  of  public  attitudes,  08942 

Authorizing  printing  of  additional  copies  of  re- 
port entitled  'Developments  in  aging,  1973  and 
Jan-Mar.  1974,  05323 

Authorizing  printing  of  additional  copies  of  re- 
port of  Commission  on  Bankruptcy  Laws  of 
United  States  for  use  of  Senate  Committee  on 
Judiciary,  08781 

Authorizing  printing  of  additional  copies  of 
Senate  committee  print  entitled  To  save  the 
children,  nutritional  intervention  through  sup- 
plemental feeding,  11346 

Authorizing  printing  of  additional  copies  of 
Senate  hearings  entitled  Surgeon  General's  re- 
port by  Scientific  Advisory  Committee  on 
Television  and  Social  Behavior,  11349 

Authorizing  printing  of  additional  copies  of 
Senate  hearings  on  proposed  constitutional 
amendments  to  limit  abortions,  11369 

Authorizing  printing  of  additional  copies  of 
veterans'  benefits  calculator,  08960 

Authorizing  printing  of  compilation  entitled 
toward  national  growth  policy.  Federal  and 
State  developments  in  1973  as  senate  docu- 
ment, 05381 

Authorizing  printing  of  congressional  eulogies 
and  other  tributes  to  late  J.Edgar  Hoover  as 
Senate  document,  08782 

Authorizing  printing  of  hearings  and  panels  of 
House  Select  Committee  on  Committees  as 
House  document,  07094 

Authorizing  printing  of  1974  annual  report  of  Na- 
tional Forest  Reservation  Commission  as 
Senate  document,  11380 

Authorizing  printing  of  pamphlet  entitled  Our 
flag  as  House  document,  08998 

Authorizing  printing  of  report  entitled  report  to 
Congress  on  control  of  sulfur  oxides  as  Senate 
document,  11370 

Authorizing  printing  of  report  of  proceedings  of 
46th  biennial  meeting  of  Convention  of  Amer- 


ican Instructors  of  the  Deaf  as  Senate  docu- 
ment, 08780 

Authorizing  printing  of  revised  edition  of  House 
document  entitled  Our  American  Government, 
what  is  it?  how  does  it  function?  as  House 
document,  07093 

Authorizing  printing  of  revised  edition  of  How 
our  laws  are  made,  05327 

Authorizing  printing  of  summaries  of  Veterans 
legislation,  08989 

Authorizing  printing  of  1973  annual  report  of  Na- 
tional Forest  Reservation  Commission  as 
Senate  document,  08973 

Authorizing  printing  of  77th  annual  report  of  Na- 
tional Society  of  Daughters  of  American 
Revolution  as  Senate  document,  00633 

Authorizing  printing  revised  edition  of  booklet 
entitled  History  and  operation  of  House 
majority  organization,  94th  Congress,  as 
House  document,  07095 

Authorizing  Public  Printer  to  designate  em- 
ployees to  administer  oaths,  11379 

Authorizing  Secretary  of  Army  to  receive  for  in- 
struction at  United  States  Military  Academy 
one  citizen  of  kingdom  of  Laos,  08679 

Authorizing  Secretary  of  Interior  to  engage  in 
feasibility  investigations  of  certain  potential 
water  resource  developments  ,  06834 

Authorizing  Secretary  of  Interior  to  sell  reserved 
phosphate  interests  of  United  States  in  certain 
lands  in  Florida,  05357 

Authorizing  Secretary  of  the  Interior  to  convey 
certain  mineral  interests  of  United  States  to 
owner  or  owners  of  record  of  certain  lands  in 
State  of  South  Carolina,  11351 

Authorizing  Smithsonian  Institution  to  plan 
museum  support  facilities,  00594,  06813 

Authorizing  Speaker  to  administer  oath  of  office 
to  John  P.  Murtha,  10881 

Authorizing  supplemental  expenditures  by  Com- 
mittee on  District  of  Columbia  for  inquiries 
and  investigations,  11410 

Authorizing  supplemental  expenditures  by  Com- 
mittee on  Interior  and  Insular  Affairs  for 
inquiries  and  investigations,  05331 

Authorizing  supplemental  expenditures  by  Com- 
mittee on  Judiciary  for  inquiries  and  investiga- 
tions, 11425 

Authorizing  supplemental  expenditures  by  Com- 
mittee on  Judiciary  for  inquiry  and  investiga- 
tion relating  to  administrative  practise  and 
procedure,  05363,  05382 

Authorizing  supplemental  expenditures  by  Com- 
mittee on  Public  Works  for  inquiries  and  in- 
vestigations, 05385, 11405 

Authorizing  supplemental  expenditures  by  Select 
Committee  on  Nutrition  and  Human  Needs  for 
Inquiries  and  Investigations,  ,  08941 

Authorizing  supplemental  expenditures  by  Select 
Committee  to  Study  Governmental  Operations 
with  Respect  to  Intelligence  Agencies,  02187 

Authorizing  supplemental  expenditures  by  Spe- 
cial Committee  on  Aging  for  inquiries  and  in- 
vestigations, 11364 

Authorizing  U.S.  contributions  to  United  Na- 
tions peacekeeping  forces,  06804 

Authorizing  United  States  funding  for  United 
Nations  Middle  East  peacekeeping  forces, 
05173,  11125 

Authorizing  voluntary  withholding  of  State  in- 
come taxes  in  case  of  Members  and  congres- 
sional employees,  06839 

Auto  safety  program,  identifying  defects  and  re- 
calling defective  vehicles,  07809 
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Automated  aids  to  on-line  tactical  data  im- 
putting,  01740 

Automated  analysis  of  individual  refractory  or- 
ganics  in  polluted  water,  02463 

Automated  earthquake  data  file,  09317 

Automated  pilot  aptitude  measurement  system, 
01696 

Automated  selection  of  VOR,  ILS,  and 
TACAN/DME  frequencies,  10315 

Automatic  data  acquisition  and  reduction 
system,  09716 

Automatic  data  system  for  vibration  modal  tun- 
ing and  evaluation,  06240 

Automatic  produce-bagging  machine  that  uses 
factory-roll  polyethylene  net  tubing,  08522 

Automatic  vehicle  location  techniques  for  law 
enforcement  use,  05958 

Automating  crowded  sky,  02494 

Automation  of  railroad  shunting  yards,  07918 

Automation  opportunities  in  service  sector, 
05780 

Automobile  fuel  economy  and  research  and 
development  act,  02186 

Automobile  fuel  economy  and  research  and 
development,  05471 

Automobile  industry  and  its  impact  upon  na- 
tion's economy,  00454-5 

Automobile  installment  credit  developments, 
03455 

Automobile  loans  by  major  finance  companies, 
03456 

Automobile  ownership,  02529 

Automotive  lead  emissions,  00697 

Automotive  recorder  research  and  its  effects  on 
future  vehicle  safety,  10200 

Automotive  recorder  research  disc  recorder  pilot 
project,  12925 

Automotive  tape  recorder,  design  and  prelimina- 
ry development,  10201 

Auxiliary  instructors  guide,  06652 

Availability  of  advertised  items  at  advertised 
prices,  12254 

Availability  of  appropriations,  1974,  guaranteed 
student  loans,  08943 

Availability  of  ground  water  in  lower  Pawcatuck 
River  basin,  Rhode  Island,  09841 

Availability  of  U.S.  primary  lead  resources, 
08041 

Available  publications  of  USDA's  Agricultural 
Marketing  Service,  06512 

Available  publications  of  USDA'S  Commodity 
Exchange  Authority  on  futures  trading  in 
agricultural  commodities  regulated  under  Com- 
modity exchange  act,  08677 

Avalanche  fatalities  in  United  States,  02627 

Average  monthly  weather  outlook,  03457 

Aviation,  03131 

Aviation  act,  00381 

Aviation  education  series,  02491-4,  07603,  12115 

Aviation  industries  profiles  and  energy  usage 
characteristics,  07635 

Aviation  plan,  06653 

Aviation  preclearance,  03138 

Aviation  war  risk  insurance  program,  00500 

Aviation,  joint  financing  of  certain  air  navigation 
services,  03157,  13128 

Avionics  and  aviation  support  equipment,  global 
market  survey,  05941 

Avoid  problem  spoils  through  overburden  analy- 
sis, 12288 

Awards  program  at  glance,  13038 

Awards  register,  grants  assistance  programs, 
07540,  11997 


B-brand  means  brucellosis,  01675 

Baby  walkers,  09117 

Background     and     status    of    multilateral    trade 

negotiations,  07049 
Background     document     for    noise     regulations, 

05679 
Background     information     concerning     Railroad 

unemployment     insurance     act     amendments, 

11139 
Background    information    for   standards    of    per- 
formance, electric  submerged  arc  furnaces  for 

production  of  ferroalloys,  09327 
Background      information     on     Committee      on 

Foreign  Relations,  05479 
Background  information  on  use  of  U.S.  Armed 

Forces  in  foreign  countries,  02063 
Background    information    relating    to    Southeast 

Asia  and  Vietnam,  05480,  11528 
Background    material   on   generalized   system   of 

preferences,  11221 
Background  material  on  medicare  issues  involv- 
ing time  limitations,  02106 
Background        materials        on        U.S.-U.S.S.R. 

cooperative      agreements      in      science      and 

technology,  11206 
Background  materials  relating  to  United  States- 
Soviet  Union  commercial  agreements,  07234 
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Celebrate  the  American  worker,  07936 

Celery,  03503 

Cement  and  structural  clay  products,  00117 

Census  Bureau  methodological  research,  1974 
annotated  list  of  papers  and  reports,  10529 

Census  Bureau  technical  paper,  01790,  08665-6 

Census  data  for  community  action,  01776 

Census  of  agriculture  data,  11182 

Census  of  agriculture,  special  reports,  10530 

Census  of  construction  industries,  area  statistics, 
00106 

Census  of  construction  industries,  industry  se- 
ries, 04802-4, 

Census  of  construction  industries,  special  report, 
06591 

Census  of  governments,  10531 

Census  of  governments,  government  finances, 
00109-10 

Census    of    governments,    public    employment, 

00108 
Census    of    manufactures,    area    series,    00111, 

04805 
Census  of  manufactures,  industry  series,  00112- 

9,  06592-3,  10532 
Census   of   manufactures,   special  report  series, 
00120-1,  06594 


Census  of  manufactures,  subject  series,  00122, 
06595-6,  10533 

Census  of  mineral  industries,  area  series,  10534 

Census  of  mineral  industries,  industry  series, 
00123-4 

Census  of  mineral  industries,  subject  series, 
10535 

Census  of  population,  10537 

Census  of  population  and  housing,  procedural 
history,  10536 

Census  of  population  subject  reports,  00125 

Census  of  population,  supplementary  report, 
06597-9,  10538 

Census  of  retail  trade,  08613-22 

Census  of  retail  trade,  area  statistics,  00126-8, 
06600-1,  10539-40 

Census  of  retail  trade,  major  retail  centers  in 
standard  metropolitan  statistical  areas,  00129- 
31,  01777-9,  06602-10,  10541 

Census  of  retail  trade,  merchandise  line  sales, 
00132 

Census  of  retail  trade,  subject  series,  00133, 
06611 

Census  of  selected  service  industries,  08623-7 

Census  of  selected  service  industries,  area 
statistics,  00134-5,  01780,  04806,  06612-3 

Census  of  selected  service  industries,  subject  se- 
ries, 06614-7,  10542-4 

Census  of  transportation,  08628 

Census  of  transportation,  commodity  transporta- 
tion survey,  commodity  series,  00136 

Census  of  U.S.  civil  aircraft,  calendar  year  1974, 
12116 

Census  of  wholesale  trade,  00142,  06619,  08629- 
39 

Census  of  wholesale  trade,  area  statistics,  00137- 
41,06618,  10545 

Census  of  wholesale  trade,  subject  series,  06620, 
10546 

Census  use  study,  08640 

Census  users  bulletin,  03505 

Centers  of  population  for  States  and  counties, 
01781 

Central  Lahontan  Basin,  08582 

Central  Neuropsychiatric  Research  Laboratory 
research  report,  13236 

Central  processing  and  analysis  of  geostationary 
satellite  data,  06377 

Central  Regional  Laboratory,  11999 

Cepheid  modeling,  01344 

Cerebrovascular  bibliography,  03506 

Certain  cases  in  which  Attorney  General  has 
suspended  deportation,  05314 

Certain  fire  districts  and  departments  in  State  of 
Missouri,  05044 

Certain  postmasters  charged  with  postal  deficien- 
cies, 10850 

Certain  writing  instruments  and  nibs  therefore, 
report,  10330 

Certificates  of  airworthiness  for  imported 
aeronautical  products  and  components,  08429 

Certificates  of  airworthiness  for  imported  air- 
craft, 13119 

Certificates  of  airworthiness  for  imported  air- 
craft products  and  components,  03168 

Certificates  of  airworthiness  for  imported  air- 
craft, appliances,  and  components,  03217 

Certification  and  operations,  domestic,  flag,  and 
supplemental  air  carriers  and  commercial 
operators  of  large  aircraft,  05771,  09502 

Certification,    flight    crewmembers    other    than 

pilots,  05769 
Certified    copies    of   Copyright    Office    records, 

00717 
Cesium,  02892 
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CETA  coordination  with  WIN.  06049 
CETA  technical  assistance  document,  11951 
Chain  saws,  09107 

Chairman  Rostenkowski's  suggested  bill  provid- 
ing health  insurance  to  unemployed,  05254 
Challenge  and  change,  11651 
Challenge  of  cancer  nursing,  01433 
Challenges   in   leadership,   text  for   U.S.   Marine 

Corps  Junior  ROTC,  12694 
Chance  to  grow,  careers  for  nurses  in  Bureau  of 

Medical  Services,  08000 
Change    in    appropriation    language    for    Depart- 
ment  of   Transportation,    Urban   Mass   Trans- 
portation Administration,  04955 
Changes    in     farm    production    and    efficiency, 

01676-9 
Changes  in  minimum  income  tax  and  limits  on 

itemized  deductions,  02109 
Changes  in  nomenclature  of  upper  Precambrian 
to  lower  Paleozoic  (?)  formations  in  Natick 
quadrangle,  eastern  Mass.,  and  their  tentative 
correlations  with  rocks  in  Rhode  Island  and 
Connecticut,  07831 
Changes    in    per    diem    travel    allowances    for 

Government  employees,  06781,  06953 
Changes  in  science  performance,  12903 
Changes  in  State  member  banks,  announcement 
by   Board   of   Governors   of   Federal   Reserve 
System,  03507 
Changes      in      stratigraphic      nomenclature      by 

Geological  Survey,  07829,  07833 
Changing   public   attitudes   on   governments   and 

taxes,  00008 
Channel    simulation    for   direct-detection   optical 

communication  systems,  10147 
Chap.  9  bankruptcy  revision,  06859 
Chaparral     conversion     potential     in     Arizona, 

01076-7 
Char  oil  energy  development,  07497 
Characteristics     of     agreements     covering    1,000 

workers  or  more,  12654 
Characteristics  of  crack  propagation  at  interface 

between  two  dissimilar  media,  06428 
Characteristics   of  doctoral  scientists  in  United 

States,  03060 

Characteristics  of  Douglas-fir  beetle  infestation 

in    northern    Idaho    resulting    from    treatment 

with  Douglure,  05828 

Characteristics  of  Federal  land  bank  loans,  05766 

Characteristics  of  lower  atmosphere  near  Saipan, 

Apr.  29-May  16,1945,  12961 
Characteristics    of    major    collective    bargaining 

agreements,  07963 
Characteristics  of  new  one-family  homes,  10547 
Characteristics  of  people  who  start  fires,  some 

preliminary  findings,  05836 
Characteristics    of    persons    in    engineering    and 

scientific  occupations,  08666 

Characteristics  of  streamflow  and  ground-water 

conditions  in  Boise  River  Valley,  Idaho,  09837 

Characteristics  of  tether  line   for  airborne  vehi 

cles  at  sea,  08323 
Characterizing    combustible    portions    of    urban 

refuse  for  potential  use  as  fuel,  02921 
Charged  droplet  scrubbing  of  submicron  particu- 
late, 05705 

Charges  against  National  Accreditation  Council 
for   Agencies   Serving  the   Blind   and   Visually 
Handicapped.  12342 
Charitable  solicitations  disclosure,  00483 
Charles  E.  Yeager,  medal,  11423 
Charles    M.    Russell    National    Wildlife    Range 

Mont.,  12504 
Chartbook   on   prices,   wages,   and   productivity 
03508 


Chattahoochee  River  National  Recreation  Area, 
Ga.,  05498 

Chautauqua  movement  commemorative  stamp, 
06493 

Checklist  of  new  reports  issued  by  Economic 
Research  Service,  Rural  Developemcnt  Ser- 
vice, and  Statistical  Reporting  Service.,  03509 

Checklist  of  permanent  collection,  01465 

Checklist  of  vertebrate  animals  of  Cascade  Head 
Experimental  Forest,  05849 

Chemical  additives  for  improvement  of  oil  spill 
control,  00237 

Chemical  analysis  of  interstate  carrier  water 
supply  system,  09332 

Chemical  and  biological  conditions  in  Bald  Eagle 
Creek  and  prognosis  of  trophic  characteristics 
of  Foster  Joseph  Sayers  Reservoir,  Centre 
County,  Pa.,  09786 

Chemical  and  physical  characterization  of  au- 
tomotive exhaust  particulate  matter  in  at- 
mosphere, 09333 

Chemical  characteristics  of  some  forest  and 
grassland  soils  of  northeastern  Oregon,  12315 

Chemical  hazards  response  information  system 
for  multimodal  accidents,  CHRISMA, 
reevaluation  of  CHRIS  for  all  modes  of  trans- 
portation, 00238 

Chemical  insecticides,  field  evaluation  for  con- 
trol of  cabbage  caterpillars,  08541 

Chemical  weathering,  soil  development,  and 
geochemical  fractionation  in  part  of  White 
Mountains,   Mono  and   Inyo  Counties,  Calif., 


Chemistry  of  aluminum  in  natural  water,  07849 

Chemistry,  weekly  Government  abstracts,  04695 

Cherokee  National  Forest,  09600 

Cherries,  03335 

Chicago-Kansas  City  Freight  Lines,  Inc.,  ac- 
cident, July  23,  1974,  Sherman,  111.,  06136 

Child  abuse  and  neglect,  10582 

Child  abuse  prevention,  02038 

Child  adoption  subsidy,  08892 

Child  and  family  services  act,  11594 

Child  care  and  disabled  dependent  care,  02730 

Child  care  arrangements  of  AFDC  recipients 
under  work  incentive  program,  03510 

Child  care  staffing  requirements,  02267 

Child  health  assessment,  literature  review,  05900 

Children  and  State  mental  hospitals,  01425 

Children  and  youth  camp  safety  act,  02217 

Children  in  custody,  12613 

Children  of  working  mothers,  07988 

Children  today,  03511 

Children's  charities,  00690 

Children's  sleepwear,  segregation  of  complying 
and  noncomplying  items  by  retailers,  con- 
sumer deputy  program  final  report  ,  11624 

Childspacing  and  current  fertility,  00125 

China  health  studies,  05947 

China,  one  step  further  toward  normalization, 
00366 

China,  quarter  century  after  founding  of  Peo- 
ple's Republic,  05481 

Chineese  cooperative  catalog,  04159 

Chip  debarking  of  several  western  species,  09633 

Chlorinated  hydrocarbons  in  Lake  Ontario 
ecosystem,  IFYGL,  12012 

CHRIS  hazardous  chemical  data,  10609 

Christmas  decorations,  09099 

Christmas  postage  stamps,  1974,  13223 

Christmas  tree  harvesting  and  marketing  for 
Pacific  Northwest  growers,  12303 

Chronic  conditions  and  impairments  of  nursing 
home  residents,  10196 
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Chronologies  of  major  developments  in  selected 

areas  of  international  relations,  03513 
Chugach     National     Forest     additions,     Alaska, 

09878 
Circuit  realignment,  05517 
Citizen    redress    under   fuel    allocation   program, 

05518 
Citrus  fruit  appearance,  weight  loss,  and  internal 
condition    inferences    for    mechanical   harvest- 
ing, 08545 
Citrus  fruits  by  States,  03336 
City  as  biological  community,  urban  ecosystem, 

08304 
City  employment,  04834 
City  government  finances  in  1972-73,  10575 
City  of  Aransas  Pass,  Tex.,  and  Urban  Renewal 
Agency    of    Aransas    Pass,    Tex.,    House    of 
Representatives,  05004 
City  of  New  York  3  year  financial  plan,  00456 
City  of  Refuge  National  Historical  Park,  12978 
City    options,     architecture     and    environmental 

arts,  01407 
Civil  &   structural  engineering,   weekly  Govern- 
ment abstracts,  04696 
Civil  Aeronautics  Board  orders,  04329 
Civil  Aeronautics  Board  press  releases,  04374 
Civil  and  human  rights  in  Oregon  State  prisons, 

06637 
Civil  aviation  security  compliance  and  enforce- 
ment, 00971 
Civil  defense  director/coordinator,  orientation  to 

position,  09127 
Civil  engineering  general,   paints   and  protective 

coatings,  06579 
Civil    engineering,    general,    guide    specifications 

for  military  family  housing,  01701 
Civil  penalties  for  child  labor  violations,  rules  of 

practice  for  administrative  proceedings,  03376 
Civil  right   aspects   of   general   revenue   sharing, 

11153 
Civil  rights  acts,  06997 
Civil  rights  aspects  of  general  revenue  sharing, 

05216,  07005 
Civil   rights   clearinghouse   commission   publica- 
tion, 04836-7 
Civil  rights  digest,  03514 
Civil  rights  obligations,  05166 
Civil  service  and  Nation's  progress,  01802 
Civil    Service    Commission    pamphlet,    00214-7, 

01799-802,  06643,  10595 
Civil  Service  Commission  technical  study,  10601 
Civil   Service   Commission  telephone   directory, 

06647 
Civil  Service  handbook,  04839 
Civil  service  journal,  03516 
Civil  service  retirement  system,  11186 
Civil  service  speeches,  10591 
Civil  service,  past  and  present,  10591 
Civil  War  Marine,  diary  of  Red  River  expedition, 

1864,  06068 
Civilian  personnel  pamphlet  CPP  series,  00077, 

01722,  04776,  06573 
Civilians  in  DoD,  their  productivity  and  compen- 
sation, 00721 
Clackamas  River  basin,  Oreg.,  09551 
Claims,  Trust  Territory  of  Pacific  Islands,  03307- 

8 
Clarion  River  basin.  Pa.,  09552 
Classification  of  Federal  white-collar  jobs  should 

be  better  controlled,  02653 
Classified    index    of    National    Labor    Relations 
Board  decisions  and  related  court  decisions, 
03042,  06355,  08250 
Clean  air  act  amendments,  11140 
Clean  air  act  amendments,  1975,  05196 


Cleaning    up    Great    Lakes,    United    States    and 
Canada  are  making  progress  in  controlling  pol- 
lution from  cities  and  towns,  07812 
Clear  message  to  people,  00631 
Climatic   factor   in    agriculture    and   agroclimatic 

zoning,  12591 
Climatic    Impact    Assessment    Program    develop- 
ment and  accomplishments,  13193 
Climatological  data,  03519-64 
Climatological  data,  national  summary,  03565 
Climatology  of  Lake  Erie  storm  surges  at  Buf- 
falo and  Toledo,  06378 
Clinical  aspects  of  effect  of  metric  range  elec- 
tromagnetic fields,  07905 
Clinical  evaluation  of  acrylic  pontic  adhesively 

bonded  to  uncut  abutment  teeth,  06076 
Clinical  programs  for  mentally  retarded  children, 

10629 
Clipping  affects  flowering  of  California-poppy  at 

2  growth  stages,  02619 
Closed  basin  investigations,  07840 
Closed  loop  control  of  internal  combustion  en- 
gine exhaust  emissions,  08460 
Closure  of  Crater  Lake  National  Park,  11557 
Closure  of  underground  copper  mines,  09048 
Closures  for  containers,  08648 
Clothes  dryers,  09122 

Club  food  service,  formerly  open  mess  food  ser- 
vice, 10512 
Clustering  phenomena  in  nuclei,  proceedings  of 
Second  International  Conference  on  Clustering 
Phenomena  in  Nuclei,  07501 
Coal  conversion  processes,   assessment  of  mul- 
tienergy  processes  using  COED  char,  oil  and 
gas,  07496 
Coal    fired    power    plant    trace    element    study, 

12000-1 
Coal    mine    combustion    products,    identification 

and  analysis,  10067 
Coal  mine  dust  incombustibles  content  analyzer 
using  gamma-ray  backscatter  technique,  12724 
Coal    mine    safety    inspection    manual    for    un- 
derground mines,  12751 
Coal     mines     combustion     products,     conveyor 

belts,  12743 
Coal  processing  by  electrofluidics,  06648 
Coal   research   laboratory   and   energy   resource 

fellowship  act,  11558 
Coal  Research  Office  research  and  development 

report,  01814,  04843,  06648-9 
Coal  resources  and  Cenozoic  geology  of  Girard 

coal  field,  Richland  County,  Mont.,  05868 
Coal  slurry  pipelines,  07260 
Coal-mine  fatalities,  04206 
Coal-mine  injuries  and  worktime,  04207 
Coast  Guard  appropriation  authorization,  02185 
Coast  Guard  authorization,  01955 
Coast    Guard    authorization    for    appropriations, 

11500 
Coast  Guard  boating  safety  circular,  06654 
Coast  Guard  engineer's  digest,  03566 
Coast  Guard  miscellaneous,  02087 
Coast  Guard  reservist,  03567 
Coast   Guard    service    wide    search    and    rescue 

statistics,  04846 
Coastal  Engineering  Research  Center  miscellane- 
ous paper,  00870,  07509-10,  11968 
Coastal   Engineering   Research   Center  technical 

memorandum,  00871-4,  11969-73 
Coastal  zone  management,  02086 
Coastal-estuarine  and  nearshore  processes,  12515 
Cobalt,  01289 
Cobra,     positive     pitch     controlled     articulated 

testbed,  05610 
Cocaine  bibliography,  nonannotated,  06348 
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Code  of  Federal  regulation,  05805 

Code  of  Federal  regulations,  01019-24,  02552-62, 
03570-1.  05806-14,  09563-9,  12208-35 

Codes  and  laws,  03023 

Coke  oven  charging  emission  control  test  pro- 
gram, 00931 

Cold  Regions  Research  and  Engineering  Labora- 
tory research  report,  07511-2,  05606-8,  07514- 
5,  09228,  11974 

Cold  Regions  Research  and  Engineering  Labora- 
tory special  report,  5609-12,  07516-24,  09229- 
30,  11975-6 

Cold  Regions  Research  and  Engineering  Labora- 
tory technical  report,  07525-6,  09232-3,  11977 

Cold  Regions  Research  and  Engineering  Labora- 
tory, R&D  notes,  03573 

Cold  Regions  Reseatch  and  Engineering  Labora- 
tory special  report.,  09231 

Cold  storage,  03574 

Cold-air  annular-cascade  investigation  of 
aerodynamic  performance  of  core-engine- 
cooled  turbine  vanes,  12791 

Cold-air  performance  with  opened  stator,  10144 

Collaborative  study  of  method  10,  reference 
method  for  determination  of  carbon  monoxide 
emissions  from  stationary  sources,  ,  05698 

Collaborative  test  of  chemiluminescent  method 
for  measurement  of  N02  in  ambient  air,  00912 

Collected  reprints.  Wave  Propagation  Laborato- 
ry. 05762 

Collecting  agricultural  statistics  in  Soviet  Union, 
00839 

Collection  of  delinquent  taxes,  11222 

Collection  of  legal  opinions,  00895 

Collection  process,  income  tax  accounts,  05934 

Collective  bargaining  calendar  for  Southeast, 
06023 

Collective  bargaining  in  Federal  sector,  10592 

Collective  bargaining  summary  series,  07966-7 

Collision  of  Southern  Railway  work  train  with 
Polk  District  school  bus  at  Aragon,  Ga.,  08316 

Colonial  Yorktown's  main  street.  National 
Historic  Park,  Va.,  06391 

Color  and  graphic  arts,  06046 

Color  for  buildings,  06581 

Color  removal  from  kraft  pulping  effluent  by 
lime  addition,  13181 

Colorado  Forest  Highway  route  15,  state  route 
133,  02517 

Colorado  River  basin  salinity  control  act,  08899, 
11352 

Colorado  River  Storage  project,  Eden  project, 
Seedskadee  project,  Strawberry  Valley  pro- 
ject, 13068 

Columbia  River  bar  guide,  10604 

Columbia  River  basin  project  for  water  supply 
and  water  quality  management,  10247 

Columbia  River  thermal  effects  study,  09334-5 

Columbia  spillway  sampler,  08528 

Combination  model  for  simulating  transient  gas 
flow  in  vertically  fractured  reservoir,  12717 

Combined  financial  statements,  1974,  FSLIC-in- 
sured  savings  and  loan  associations,  balance 
sheet  and  income  and  expense  statements, 
05792 

Combined  statement  of  receipts,  expenditures 
and  balances,  12457 

Combustion  control  of  pollutants  from  multi- 
burner  coal-fired  systems,  09384 

Comet  Kohoutek,  01340 

Coming  home,  thoughtbook  for  people,  13104 

Commander's,  supervisor's,  and  physician's 
guide  to  alcohol  abuse  and  alcoholism,  01726 

Commanders  call,  03575 

Commanders  digest,  03576 


Commanders  digest,  index,  05571,  09135-6 

Commemoration  ceremony  in  honor  of  200th  an- 
niversary of  First  Continental  Congress,  04996 

Commemorative  medals  and  bicentennial 
coinage,  02030 

Commemorative  stamp  series,  01611,  03577, 
06493-8,  13223 

Comments  on  Energy  Research  and  Develop- 
ment Administration's  proposed  arrangement 
for  Clinch  River  Breeder  Reactor  Demonstra- 
tion plant  project,  12367 

Commerce  America,  03578 

Commerce  business  daily,  03579 

Commerce  in  firearms  and  ammunition,  10460 

Commercial  airlines  and  airports,  careers  in 
transportation,  grades  3  and  4,  teachers 
resource  guide,  12115 

Commercial  and  industrial  loans  outstanding  by 
industry,  03580 

Commercial  fertilizers,  03581 

Commercial  import  detentions,  03582 

Commercial  news  for  Foreign  Service,  03583 

Commercial  pilot  airplane,  written  test  guide, 
07682 

Commercial  prints  and  labels,  02326 

Commercial  prints  and  labels,  catalog  of  copy- 
right entries,  00715 

Commercial  steel  forgings,  00163 

Commission  on  Federal  Paperwork  budget 
amendment,  10768 

Commission  on  Federal  Paperwork  supplemental 
appropriation,  10781 

Commission  on  Revision  of  Federal  Appellate 
System,  08958 

Commissioned  officers  of  Army  in  regular 
grades  below  major  be  involuntarily 
discharged  whenever  there  is  reduction  in 
force,  11479 

Commissioned  officers  of  Army  in  regular 
grades  below  major  be  involuntarily  whenever 
there  is  reduction  in  force,  05438 

Commitments  of  traders  in  commodity  futures. 
03584-5 

Committee  information,  some  comments  on 
selected  sources,  08863 

Committee  on  Foreign  Relations,  subcommittees, 
09044 

Committee  on  Government  Operations  annual 
expenditure  authorization,  00603 

Committee  on  Government  Operations  inquiry 
and  investigation,  05347 

Committee  on  Judiciary  annual  expenditure 
authorization,  00604 

Committee  on  Public  Works,  legislative  history, 
10909 

Committee  organization  in  House,  index  to 
hearings  and  panel  discussions,  08861 

Committee  publications  and  policies  governing 
their  distribution,  10687 

Committee  reform  amendments,  06929 

Committee  staffing.  08881 

Committee-related  Senate  employees,  05549 

Commodity  Credit  Corporation,  01641 

Commodity  data  summaries,  1975,  06080 

Commodity  Futures  Trading  Commission  act, 
05371,  11457-8 

Commodity  line  sales,  06619 

Commodity  programs  and  related  legislation 
through  years,  01643,  06514.  08557 

Common  cause  of  America,  study  of  1st  Con- 
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Effect  of  slot  width  on  transition  and  noise  at- 
tenuation of  flat  sound  shield  in  Mach  6  wind 
tunnel,  02980 

Effect  of  slotted  casing  treatment  on  per- 
formance of  multistage  compressor,  12807 

Effect  of  sonic  boom  on  fish,  10310 

Effect  of  specimen  thickness  on  fatigue  crack- 
growth  rate  in  5Ni-Cr-Mo-V  steel  comparison 
of  heat-treated  and  stress-relieved  specimens, 
13019 

Effect  of  starvation  on  film  thickness  and  trac- 
tion under  elastohydrodynamic  rolling  and  slid- 
ing conditions,  01362 

Effect  of  storage  conditions  on  quality  of  com- 
pressed food  bars,  00086 

Effect  of  tip  clearance  on  performance  of  small 
axial  hydraulic  turbine,  12800 

Effect  of  wall  edge  suction  on  performance  of 
short  annular  dump  diffuser  with  exit  passage 
flow  resistance,  12789 

Effect  on  diameter  estimates  of  rounding  rules  in 
scaling,  01060 

Effective  use  of  computing  technology  in  vote- 
tallying,  06288 

Effective  writing,  05935 

Effectiveness  evaluation  of  Air  Force  advertis- 
ing, 06542 

Effectiveness  of  financial  disclosure  system  for 
employees  of  U.S.  Geological  Survey,  07744 

Effectiveness  of  grant  programs  aimed  at 
developing  health  maintenance  organizations 
and  community  health  networks,  02659 

Effectiveness  of  spoilers  on  GA(W)-1  airfoil  with 
high  performance  Fowler  flap,  06173 

Effectiveness  of  Turkish  opium  control,  06971-2 

Effectiveness  of  3  types  of  ventilation  openings 
in  full-telescope  corrugated  citrus  cartons, 
08523 

Effects  and  observations  of  soil  compaction  in 
Salem  District,  07992 

Effects  of  accession  quality  on  TOPCAP  objec- 
tive force  structure,  04751 

Effects  of  administration  of  Occupational  safety 
and  health  act  on  small  business,  07041 

Effects  of  air  and  waste  pollution  controls  on 
solid  waste  generation,  05720 

Effects  of  alcohol  on  performance  in  a  driving 
simulator  of  alcoholics  and  social  drinkers, 
10207 

Effects  of  ambient  turbulence  on  buoyant  jets 
discharged  into  flowing  environment,  05737 

Effects  of  ancillary  information  upon  photoin- 
terpreter  performance,  01737 

Effects  of  bedrest  on  crew  performance  during 
simulated  shuttle  reentry,  06145 
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Effects  of  carbon  and  hafnium  concentrations  in 
wrought  powder  metallurgy  superalloys  based 
on  NASA  2B-11  alloy,  08173 

Effects  of  changing  proportions  of  automotive 
distillate  and  gasoline  produced  by  petroleum 
refining,  09365 

Effects  of  chronic  exposure  to  low-level  pollu- 
tants in  environment,  00509 

Effects  of  cold  leg  steam  and  flow  baffles  on 
ECC  delivery  in  simulated  multiloop  PWR 
geometry  with  steam  upflow  and  superheated 
walls,  07469 

Effects  of  composition  and  testing  conditions  on 
oxidation  behavior  of  4  cast  commercial 
nickel-base  superalloys,  10164 

Effects  of  crown  release  and  fertilizer  on  small 
saw  log-sized  yellow  birch,  02631 

Effects  of  design  and  operating  variables  on 
NOx  from  coal-fired  furnaces,  05703 

Effects  of  engineering  activities  on  ecology  of 
Pismo  clams,  07509 

Effects  of  geometric  variables  on  performance 
of  probe  for  direct  measurement  of  free- 
stream  stagnation  pressure  in  supersonic  flow, 
06234 

Effects  of  Indian  preference  on  employees  of  In- 
dian agencies,  07308 

Effects  of  jet  exhaust  gas  properties  on  exhaust 
simulation  and  afterbody  drag,  01366 

Effects  of  1-  and  2-MeV  electrons  on  photomul- 
tiplier  tubes,  08179 

Effects  of  lint  cleaner  feed  rates,  saw  cylinder, 
and  feed  roll  speeds  on  lint  quality  and  bale 
value  of  southeastern  area  cotton,  08544 

Effects  of  log  dumping  and  rafting  on  marine  en- 
vironment of  southeast  Alaska,  09614 

Effects  of  long-term  aging  on  ductility  of  the 
columbium  alloys  C-103,  Cb-lZr,  and  Cb-752 
and  the  molybdenum  alloy  Mo-TZM  ,  01364 

Effects  of  mirex  and  methoxychlor  on  striped 
mullet,  05694 

Effects  of  New  York  City's  fiscal  crisis  on  small 
business,  10959 

Effects  of  non-ionizing  electromagnetic  radia- 
tion, 07915 

Effects  of  organic  solutes  on  chemical  reactions 
of  aluminum,  07849 

Effects  of  pollution  abatement  on  international 
trade,  08911 

Effects  of  primary-zone  equivalence  ratio  and 
hydrogen  addition  on  exhaust  emission  in 
hydrocarbon-fueled  combustor,  10120 

Effects  of  proposed  Northeast-Midwest  rail  reor- 
ganization on  rural  areas,  05423 

Effects  of  propulsion-induced  aerodynamic 
forces  of  vectoring  partial-span  rectangular  jet 
at  Mach  numbers  from  0.40  to  1.20,  08150 

Effects  of  pulp  mill  wastes  on  receiving  waters 
at  Ward  Cove,  Alaska,  09590 

Effects  of  reduced  use  of  lead  in  gasoline  on 
vehicle  emissions  and  photochemical  reactivi- 
ty, 12015 

Effects  of  repetition  and  dark  adaptation  on 
visual  evoked  responses  in  rat,  10057 

Effects  of  spacing  on  loblolly  pine  in  Hawaii 
after  11  years,  12323 

Effects  of  spindle-picker  conveying  and  gin 
processing  on  cotton  quality  and  seed  damage, 
08518 

Effects  of  strip-mine  discharges  on  marine  en- 
vironment, 09366 

Effects  of  task  delegation  on  requirements  for 
selected  health  manpower  categories,  05901 

Effects  of  transient  operating  conditions  on 
steam-electric  generator  emissions,  07556 


Effects  of  urbanization  upon  availability  of  con- 
struction minerals  in  southeastern  Florida, 
12710 

Effects  of  variation  in  drawbar  hitch  location  on 
vehicle  performance,  07521 

Effects  of  vortex  coherence,  spacing,  and  circu- 
lation on  flow-induced  forces  on  vibrating  ca- 
bles and  bluff  structures,  13021 

Effects  of  waxed  dental  floss  inclusion  in 
regimen  of  oral  hygiene  of  Antarctic  person- 
nel, 10062 

Effects  of  4  inlet  and  outlet  tip-annulus-area 
blockage  configurations  on  performance  of 
axial-flow  fan  rotor,  08182 

Efficiency  and  effectiveness  of  pt.  B  section  of 
medicare  program,  07251 

Effluent  limitation  guidelines  development  docu- 
mentation for  beet  sugar  processing  industry, 
09367 

Effluent  limitations  guidelines  for  existing 
sources  and  standards  of  performance  for  new 
sources  for  28  point  source  categories,  05755 

Effluent  sampling  of  Scout  and  Delta  launch 
vehicle  exhausts,  10100 

Effluent  Standards  and  Water  Quality  Advisory 
Committee,  summary  of  contentions  of  indus- 
try in  litigation,  02455 

Efforts  to  develop  2  nuclear  concepts  that  could 
greatly  improve  this  country's  future  energy 
situation,  GAO  report,  09761 

Efforts  to  reduce  Federal  paperwork,  11546 

Egg  breaking  and  processing  waste  control  and 
treatment,  07580 

Egg  products,  03762 

Egg  research  and  consumer  information  act, 
05346,  08806 

Eggs,  chickens  and  turkeys,  03763 

Eight  and  three  eighths  percent  Treasury  bonds 
of  1995-2000,  03363 

Eighteen  hundred  eighty-three  to  present,  07022 

Eighth  annual  report  of  Equal  Employment  Op- 
portunity Commission,  06768 

Eighth  annual  report,  National  Advisory  Council 
on  Economic  Opportunity,  10775,  12762 

Eighth  FAA  representatives  program  review  con- 
ference, 07604 

Eighty-eighth  annual  report  of  Interstate  Com- 
merce Commission,  01886,  02807 

Eighty-ninth  annual  report  of  Interstate  Com- 
merce Commission,  10780,  12579 

Eisenhower  Memorial  Civic  Center  sinking  and 
support  funds  act  of  1974,  08800 

El  Dorado  Micellar-Polymer  Demonstration  Pro- 
ject, 07462 

Elastic-plastic  stability  analysis  of  mine-waste 
embankments,  02924 

Elasto-chemical  theory  of  grain  boundaries, 
06432 

Elderly  and  stairway  accidents,  09105 

Election  of  officers  of  labor  organizations,  05974 

Electrets  and  their  applications  in  contamination 
studies,  08190 

Electric  and  gas  utility  rate  and  fuel  adjustment 
clause  increases,  02276 

Electric  baseboard  heaters,  09109 

Electric  blenders,  mixers,  choppers/slicers  and 
grinders,  09106 

Electric  current  abroad,  11914 

Electric  heating  of  hotbeds,  10394 

Electric  home  workshop  tools,  09112 

Electric  irons,  09124 

Electric  lamps,  summary  for  1974,  00171 

Electric  lighting  and  wiring  equipment,  00118 

Electric  lighting  fixtures,  08642 

Electric  motor  and  generator  repair,  06580 
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Electric  power  statistics,  03764 

Electric  utility  automatic  fuel  adjustment  clause, 
06993 

Electric  vehicle  research,  development,  and 
demonstration  act,  01966 

Electrical  energy  conservation  act,  07224 

Electrical  measuring  and  test  instruments  indus- 
try, review  and  analysis,  07444 

Electrical  resistivity  of  some  palladium-silver  al- 
loys containing  hydrogen  at  4.2  K,  10154 

Electricity  sales  statistics,  retail  distribution  of 
electricity  at  TVA  resale  rates,  03765 

Electro-optical  deflection  measuring  device, 
03011 

Electrochemical  kinetics  of  reaction  of  titanium 
metal  with  titanium  subchlorides  in  molten 
sodium  chloride,  10082 

Electrolytic  treatment  of  job  shop  metal  finishing 
wastewater,  00920 

Electromagnetic  metrology,  current  awareness 
service,  03766 

Electromagnetic  noise  in  Robena  no.  4  coal 
mine,  03006 

Electronic  components,  05942 

Electronic  computer  program  for  hydraulic  anal- 
ysis of  circular  culverts,  07660 

Electronic  computer  program  for  hydraulic  anal- 
ysis of  pipe-arch  culverts,  07661 

Electronic  control  circuits,  compilation,  06193 

Electronic  funds  transfer  moratorium  act,  05446 

Electronic  receiving  tubes  and  mounts,  workers 
of  Woodbridge,  N.  J.,  plant  of  RCA  Corp., 
10335 

Electrophoretic  and  filtration  studies  of  Florida 
phosphate  slime,  12727 

Electrophysical  considerations  of  activation  of 
sphalerite  for  flotation,  12744 

Electrotechnology,  weekly  Government  ab- 
stracts, 04699 

Eligibility  of  maritime  capital  construction  fund 
withdrawals  for  investment  tax  credit,  11225 

Elim,  Alaska,  its  resources  and  development 
potential,  12500 

Elkhorn  Range  Study  Area,  Wallowa-Whitman 
National  Forest,  12278 

Emergency  and  disaster  assistance  available 
through  ASCS,  01645 

Emergency  assistance  to  Northeast  railroads, 
05203 

Emergency  compensation  and  special  unemploy- 
ment assistance  extension  act,  00578,  06810 

Emergency  compensation  and  special  unemploy- 
ment assistance  extension  act  of  1975,  00575 

Emergency  daylight  saving  time  energy  conser- 
vation act  of  1973,  08939 

Emergency  employment  act,  program  guidelines, 
06052 

Emergency  employment  appropriations  act, 
06789 

Emergency  employment  appropriations  for  fiscal 
year  1975,  05433 

Emergency  employment  appropriations  for  1975, 
05123 

Emergency  housing  act,  00403 

Emergency  housing  and  housing/energy,  05447 

Emergency  housing  assistance,  08859 

Emergency  livestock  credit,  02179,  06797 

Emergency  loan  program,  00590,  06808 

Emergency  locator  transmitters,  00664 

Emergency  marine  fisheries  protection  act, 
02260,  05368,  07201 

Emergency  marine  fisheries  protection  act  of 
1974,  09010 

Emergency  medical  technician  crash  victim  extri 
cation  training  course,  12931 


Emergency  military  assistance  and  economic  and 
humanitarian  aid  to  South  Vietnam,  05434 

Emergency  petroleum  allocation  extension  act, 
00581 

Emergency  rail  passenger  service,  06886 

Emergency  rail  transportation  improvement  and 
employment  act,  00560 

Emergency  relief  for  small  business  from  fixed- 
price  government  contracts,  05245 

Emergency  supplemental  appropriations  for 
assistance  to  Republic  of  South  Vietnam, 
05124 

Emergency  technical  provisions  act,  02178 

Emergency  tillage  for  wind  erosion  control, 
08569 

Emigration  amendment  to  Trade  reform  act  of 
1974,  09041 

Emission  density  and  allocation  procedures  for 
maintaining  air  quality,  12016 

Emissions  control  of  engine  systems,  05682 

Emissions  control  technology  assessment  of 
heavy  duty  vehicle  engines,  09368 

Emissions  from  diesel  and  stratified  charge 
powered  cars,  02456 

Empirical  investigation  of  stradaptive  testing 
model  for  measurement  of  human  ability, 
06540 

Employee  and  OSHA,  06446 

Employee  benefit  plans,  09858 

Employee  retirement  income  security  act,  07289 

Employee-management  agreement,  08599 

Employee-management  relations  in  public  ser- 
vice, 12634 

Employees  of  diplomatic  missions,  03767 

Employment  act  of  1946,  amended,  with  related 
laws,  annotated,  and  rules,  04914 

Employment  and  earnings,  03768 

Employment  and  earnings,  States  and  areas, 
1939-72,  12635 

Employment  and  wages,  03769 

Employment  and  earnings,  States  and  areas  1939- 
74,  12636 

Employment  for  bookkeeping  workers,  office 
machine  operators,  12641 

Employment  in  agricultural  and  agribusiness  oc- 
cupations, 02418,  07448,  09201 

Employment  in  perspective,  unemployment 
among  household  heads,  06028 

Employment  of  disabled  and  Vietnam  era 
veterans  in  Federal  government,  11619 

Employment  opportunities  in  Federal  Govern- 
ment for  physically  handicapped,  09734 

Employment  opportunities  in  IRS  for  Spanish- 
speaking  Americans,  02736 

Employment  outlook  for  accountants,  09953 

Employment  outlook  for  advertising  workers, 
marketing  research  workers,  public  relations 
workers,  09954 

Employment  outlook  for  air  conditioning, 
refrigeration,  and  heating  mechanics,  09998 

Employment  outlook  for  appliance  servicemen, 
09999 

Employment  outlook  for  architects,  10025 

Employment  outlook  for  asbestos  and  insulating 
workers,  09981 

Employment  outlook  for  atomic  energy  field, 
10027 

Employment  outlook  for  automobile  saleswor- 
kers,  09974 

Employment  outlook  for  automobile  service  oc- 
cupations, automobile  body  repairmen, 
mechanics,  truck  and  bus  mechanics,  parts 
countermen,  painters,  trimmers  and  installa- 
tion men,  service  advisors,  gasoline  service 
station  attendants,  09997 
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Employment  outlook  for  banking,  bank  clerks, 
bank  tellers,  bank  officers,  10035 

Employment  outlook  for  barbers,  cosmetolo- 
gists, 09964 

Employment  outlook  for  bartenders,  cooks  and 
chefs,  waiters  and  waitresses,  09962 

Employment  outlook  for  blacksmiths,  12639 

Employment  outlook  for  boat  motor  mechanics, 
motorcycle  mechanics,  12647 

Employment  outlook  for  boilermakcrs  occupa- 
tions, 09940 

Employment  outlook  for  bowling  pin  machine 
mechanics,  10000 

Employment  outlook  for  bricklayers, 

stonemasons,  marble  setters,  tile  setters,  and 
terrazzo  workers,  09982 

Employment  outlook  for  building  custodians, 
09960 

Employment  outlook  for  business  machine  ser- 
vicemen, computer  service  technicians,  05987 

Employment  outlook  for  carpenters,  painters  and 
paperhangers,  glaziers,  09983 

Employment  outlook  for  cashiers,  09947 

Employment  outlook  for  chiropractors,  10010 

Employment  outlook  for  city  managers,  09958 

Employment  outlook  for  civil  aviation,  air  traffic 
controllers,  aircraft  mechanics,  airline 
dispatchers,  flight  attendants,  flight  engineers, 
ground  radio  operators,  pilots  and  copilots, 
traffic  agents  and  clerks,  12650 

Employment  outlook  for  commercial  artists, 
10026 

Employment  outlook  for  computer  related  occu- 
pations, 09952 

Employment  outlook  for  conservation  occupa- 
tions, 10041 

Employment  outlook  for  construction  laborers, 
09985 

Employment  outlook  for  credit  officials,  09957 

Employment  outlook  for  dental  occupations, 
10012 

Employment  outlook  for  diesel  mechanics,  10040 

Employment  outlook  for  dietitians,  10018 

Employment  outlook  for  dispensing  opticians 
and  optical  mechanics,  10001 

Employment  outlook  for  driving  occupations,  in- 
tercity bus  drivers,  local  transit  bus  drivers, 
local  truck  drivers,  long  distance  truck  drivers, 
routemen,  taxi  drivers.,  12643 

Employment  outlook  for  electric  sign  ser- 
vicemen, 10002 

Employment  outlook  for         electricians 

(construction),  09986 

Employment  outlook  for  elevator  constructors, 
structural-;  ornamental-,  and  reinforcing  iron 
workers,  riggers,  machine  movers,  09987 

Employment  outlook  for  engineers,  aerospace, 
agriculture,  biomedical,  ceramics,  chemical, 
civil,  electrical,  industrial,  mechanical,  metal- 
lurgical, mining,  12644 

Employment  outlook  for  environmental 
scientists,  geologists,  geophysicists,  meteorolo- 
gists, oceanographers,  09994 

Employment  outlook  for  exterminators,  09961 

Employment  outlook  for  factory  production  oc- 
cupations, 09939 

Employment  outlook  for  farm  equipment 
mechanics,  10003 

Employment  outlook  for  FBI  special  agents, 
09967 

Employment  outlook  for  file  clerks,  12642 

Employment  outlook  for  firefighters,  09968 

Employment  outlook  for  floor  covering  instal- 
lers, 09988 

Employment  outlook  for  foremen,  09941 


Employment  outlook  for  forge  shop  occupations, 
12640 

Employment  outlook  for  funeral  directors  and 
embalmers.  09965 

Employment  outlook  for  furniture  upholsterers, 
09942 

Employment  outlook  for  government,  Federal 
civilian  employment.  State  and  local  govern- 
ment, Armed  Forces,  10039 

Employment  outlook  for  guards  and  watchmen, 
09969 

Employment  outlook  for  health  and  regulatory 
inspectors,  construction  inspectors,  09971 

Employment  outlook  for  hospital  administrators, 
10019 

Employment  outlook  for  hotels,  bellmen  and  bell 
captains,  front  office  clerks,  housekeepers  and 
assistants,  managers  and  assistants.,  10037 

Employment  outlook  for  industrial  traffic 
managers,  purchasing  agents,  09956 

Employment  outlook  for  instrument  repairmen, 
10004 

Employment  outlook  for  insurance  industry, 
claims  adjusters,  claim  examiners,  un- 
derwriters, actuaries,  insurance  agents,  and 
brokers,  10036 

Employment  outlook  for  jewelers,  watch  repair- 
men, 10005 

Employment  outlook  for  laundry  and  drycleaning 
plants,  10038 

Employment  outlook  for  lawyers,  09959 

Employment  outlook  for  library  occupations, 
librarians,  library  technical  assistants,  09973 

Employment  outlook  for  life  science  occupa- 
tions, biochemists,  life  scientists,  soil 
scientists,  12645 

Employment  outlook  for  locksmiths,  10006 

Employment  outlook  for  machining  occupations, 
09938 

Employment  outlook  for  maintenance  electri- 
cians, industrial  machining  repairmen,  mill- 
wrights, 10052 

Employment  outlook  for  manufacturer's 
sales  workers,  09975 

Employment  outlook  for  masons,  lathers, 
plasterers,  09984 

Employment  outlook  for  mathematics  occupa- 
tions, mathematicians  statisticians,  09995 

Employment  outlook  for  meat  cutters,  09963 

Employment  outlook  for  medical  record  adminis- 
trators, medical  record  technicians  and  clerks, 
10020 

Employment  outlook  for  medical  technicians, 
technologists,  and  assistant  occupations,  10016 

Employment  outlook  for  merchant  marine, 
merchant  marine  officers,  merchant  seamen, 
09936 

Employment  outlook  for  models,  09980 

Employment  outlook  for  motion  picture  projec- 
tionists, 09943 

Employment  outlook  for  nursing  occupations, 
12649 

Employment  outlook  for  operating  enginers, 
09989 

Employment  outlook  for  optometrists,  optomet- 
ric  assistants,  10011 

Employment  outlook  for  paper  and  allied 
products,  09935 

Employment  outlook  for  parking  attendents, 
09993 

Employment  outlook  for  performing  arts,  actors 
and  actresses,  dancers,  musicians,  singers, 
10024 

Employment  outlook  for  personnel  workers,  col- 
lege student  personnel  workers,.,  09955 
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Employment  outlook  for  pharmacists,  10021 

Employment  outlook  for  physical  scientists,  as- 
tronomers, chemists,  food  scientists, 
physicists,  12646 

Employment  outlook  for  physicians,  osteopathic 
physicians.,  10013 

Employment  outlook  for  piano  and  organ  ser- 
vicemen, 12648 

Employment  outlook  for  plumbers  and  pipefit- 
ters, 09990 

Employment  outlook  for  podiatrists,  10014 

Employment  outlook  for  police  officers,  State 
police  officers,  09970 

Employment  outlook  for  post  office,  postal 
clerks,  mail  carriers,  12651 

Employment  outlook  for  private  household  wor- 
kers, 09966 

Employment  outlook  for  radio  and  TV  broad- 
casting, radio  and  TV  announcers,  broadcast 
technicians,  10029 

Employment  outlook  for  railroads,  brakemen, 
bridge  and  building  workers,  clerks,  conduc- 
tors, locomotive  engineers,  locomotive 
firemen,  shop  trades,  etc.,  10030 

Employment  outlook  for  receptionists,  09948 

Employment  outlook  for  restaurants,  10033 

Employment  outlook  for  retail  food  stores,  10034 

Employment  outlook  for  retail  trde  salesworkers, 
09977 

Employment  outlook  for  roofers,  sheet-metal 
workers,  09991 

Employment  outlook  for  sanitarians,  10022 

Employment  outlook  for  securities,  saleswor- 
kers, 09978 

Employment  outlook  for  shipping  and  receiving 
clerks,  stock  clerks,  09949 

Employment  outlook  for  shoe  repairmen,  10007 
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Fostering  growing  need  to  learn,  05899 
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and  trailer  collision.  Bishop,  Calif.,  13001 
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Full  committee  consideration  of  H.R. 49, 
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Fundamental  changes  needed  to  achieve  effec- 
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more  realistic,  07763 
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Future  supply-demand  situation  for  fertilizer, 
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Long  Island,  N.Y.  (series),  09802 
Hydrology  of  highway  stream  crossing,  00994 
Hydrology  of  volcanic-rock  terranes,  09801 
Hypersonic    ionizing    air    viscous    shock    layer 

flows  over  nonanalytic  blunt  bodies,  061760 


I  &  N  reporter,  04054 

I  &  R  program  configuration,  guide  for  statewide 
planning,  00012 

ICAS,  Interdeparatmental  Committee  for  At- 
mospheric Sciences  report,  02506 

ICC  requested  legislation,  11508 

Ice  force  measurements  on  Pembina  River,  Al- 
berta, Canada, 11977 

Ice  thickness  observations,  North  American  arc- 
tic and  subarctic,  05609 

Identical  bidding  in  public  procurement,  01217 

Identification  and  analysis  of  social  incentives  in 
Air  Force  technical  training,  01687 

Identification  of  soil  organics  using  gas  chro- 
matographic/mass  spectrometric  method, 
05611 

Identification  standards  manual,  Job  Service, 
09221 

Identifying  and  eliminating  sources  of  dangerous 
drugs,  efforts  being  made  but  not  enough, 
09730 

IDOE,  International  Decade  of  Ocean  Explora- 
tion, progress  report,  00890 

If  imports  cost  you  your  job  apply  for  worker 
adjustment  assistance,  07454 

IFR  altitudes,  12124 

IFR  off-airway  routes,  06566 

IFYGL  bulletin,  03050 

IFYGL  physical  data  collection  system,  inter- 
comparison  data,  12962 

Iliamna  National  Resource  Range,  Alaska, 
proposed,  05927 

Illegal  entry  of  migratory  workers,  08432 

Illustrative  projections  of  first  births  for  United 
States,  06626 

Illustrator  draftsman  1  &  C,  03067 

Immediate  water  pollution  control  needs  for  In- 
terstate waters  in  Colorado  River  Basin,  09430 

Immigration  and  Naturalization  Service  multipur- 
pose vehicle/T.R.  Produce  Company  truck  col- 
lision near  El  Centro,  Calif.,  13002 

Immigration  and  Naturalization  Service  over- 
sight, 07000 

Immigration  and  Naturalization  Service  regional 
office  operations,  08896 

Immigration  and  Naturalization  Service  reports 
to  passenger  travel  between  United  States  and 
foreign  countries,  04055 

Impact  and  thermal  sensitivity  of  commercial 
detonators,  02927 

Impact  of  all-volunteer  Army  on  discipline,  troop 
training,  and  personnel  use  at  Fort  Campbell, 
Ky.,  12354 

Impact  of  automotive  fuel  changes  on  U.S. 
refining  industry,  11962 

Impact  of  deteriorating  rail  service  upon  rural 
communities  and  small  business,  02101 

Impact  of  electronics  on  U.S.  calculator  indus- 
try, 02411 

Impact  of  energy  decontrol  on  agriculture,  07188 

Impact  of  environmental  regulations  on  small 
farms,  07321 

Impact  of  Fargo,  N.  Dakota's  waste  discharges 
on  interstate  waters  of  Red  River  of  North 
09431 


Impact  of  Federal  estate  and  gift  taxes  on  small 
businessmen  and  farmers,  07317 

Impact  of  foreign  competition  on  U.S.  small 
business  in  customs  brokerage,  ocean  and  air 
freight  forwarding,  05246,  07042 

Impact  of  heroin  addiction  on  criminal  justice 
system,  05081 

Impact  of  hydrologic  modifications  on  water 
quality,  02458 

Impact  of  rising  energy  costs  on  older  Amer- 
icans, 05420-1 

Impact  of  transportation  policies,  06906 

Impact  on  consumer  of  administration's  energy 
proposals,  05469 

Impact  on  U.S.  imports  of  granting  most- 
favored-nation  treatment  to  Romania,  00332 

Impairments  due  to  injury,  United  States,  1971, 
10193 

Impeachment  inquiry,  00493 

Impeachment  of  Richard  M.  Nixon  President  of 
United  States,  04951 

Impeachment  of  Richard  M.  Nixon,  President  of 
United  States,  08838 

Imperatives  of  national  security,  view  from 
Capitol  Hill,  01186 

Implementation  of  Federal  water  pollution  con- 
trol act  amendments  of  1972  is  slow,  07706 

Implementation  of  Hill-Burton  amendments, 
05534 

Implementation  of  new  congressional  budget 
procedures,  02200,  06784 

Implementation  of  PSRO's  legislation,  00666 

Implementation  of  Rural  development  act,  00644 

Implementation  of  sec.  8  and  other  housing  pro- 
grams, 06924 

Implementation  of  the  Rural  development  act, 
09030 

Implementation  of  World  Food  Conference 
recommendations,  11462 

Implementation  package  series,  00995-6,  12155 

Implementation  plan  review  as  required  by  Ener- 
gy supply  and  environmental  coordination  act, 
05728-31,09432-40 

Implementation  plan  review,  as  required  by 
Energy  supply  and  environmental  coordination 
act,  00947,  12065-6 

Implementing  comprehensive  manpower  legisla- 
tion, 07295 

Implementing  Patent  Cooperation  Treaty,  06837 

Implements  and  techniques  for  analysis  of  radio 
propagation  through  Arctic  ionosphere  using 
three-dimensional  ray  tracing  ,  00051 

Importance  of  farm  inputs,  05353 

Importance  of  service,  Federal  support  for  con- 
tinuing education,  02936 

Important  information  about  your  supplemental 
security  income  payments,  1 3077 

Importation  of  distilled  spirits,  wines,  and  beer, 
10464 

Imported  fire  ant,  rural  and  residential  pest, 
00039 

Imports  and  exports  of  fishery  products,  annual 
summary,  03047 

Impoundment  of  budget  authority  for  housing 
for  elderly  or  handicapped  program,  1 1274 

Improve  basic  workweek  and  revise  pay  struc- 
ture of  firefighter  personnel  of  executive  agen- 
cies, 11185 

Improved  air  bag  restraints  for  front  seat  com- 
pact car  occupants,  10209 

Improved  apparatus  for  pressure-injecting  fluid 
into  trees,  02612 

Improved  curve  fits  for  thermodynamic  proper- 
ties of  equilibrium  air  suitable  for  numerical 
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calculation  using  time-dependent  or  shock-cap- 
turing methods,  06160 

Improved  electrical  resistivity  field  system  for 
shallow  earth  measurements,  06131 

Improved  Government  assistance  can  increase 
United  States  share  of  foreign  engineering  and 
construction  projects,  09742 

Improved  liquid-solids  separation  by  aluminum 
compound  in  activated  sludge  treatment,  07560 

Improved  planning  and  management  of  informa- 
tion systems  development  needed,  01097 

Improved  planning,  must  before  department- 
wide  automatic  data  processing  system  is 
acquired  for  Department  of  Agriculture,  , 
09748 

Improved  procedures  needed  for  implementing 
safety  recommendations,  07811 

Improved  procedures  needed  for  justifying  lease 
acquisitions  of  Federal  buildings,  07772 

Improved  properties  of  lead-antimony  alloys  by 
thermomechanical  treatments,  12731 

Improved  subsurface  investigation  for  highway 
tunnel  design  and  construction,  01000 

Improvement  needed  in  documenting  Federal 
computer  systems,  09743 

Improvement  of  instrumentation  and  methodolo- 
gy for  collection  and  analysis  of  mercury, 
09393 

Improvements  in  routing  for  packet-switched 
networks,  06429 

Improvements  needed  in  controls  and  accounting 
for  ground  vehicle  petroleum,  12360 

Improvements  needed  in  examining  and  selecting 
applicants  for  Federal  employment,  09780 

Improvements  needed  in  Federal  Maritime  Com- 
mission's financial  disclosure  system  for  em- 
ployees, 01092 

Improvements  needed  in  land  disposal  of 
radioactive  wastes,  07823 

Improvements  needed  in  making  and  in  reporting 
on  technical  evaluations  of  noncompetitive 
price  proposals,  05861 

Improvements  needed  in  making  benefit-cost 
analyses  for  Federal  Water  Resources  pro- 
jects, 09745 

Improvements  needed  in  Medicaid  program 
management  including  investigations  of 
suspected  fraud  and  abuse,  07792 

Improvements  needed  in  planning  and  using 
motor  vehicle  safety  research,  07707 

Improvements  needed  in  U.S.  contractor  training 
of  Republic  of  Vietnam  Armed  Forces,  09744 

Improvements  still  needed  in  coal  mine  dust- 
sampling  program  and  penalty  assessments  and 
collections,  07824 

Improvements  still  needed  in  negotiating  prices 
of  noncompetitive  contracts,  07708 

Improving  administration  of  uniform  plan  of 
health  insurance  for  Federal  employees  who 
retired  before  July  1.  I960,  09746 

Improving  ATC  system  in  Salt  Lake  Valley, 
1974-83.  12129 

Improving  congressional  budget  process,  08870 

Improving  legal  representation  for  older  Amer- 
icans, 07181 

Improving  municipal  productivity,  Detroit  refuse 
collection  incentive  plan,  01513 

Improving  productivity,  13046 

Improving  some  skills  of  committee  staff,  08871 

Improving  urban  mobility  through  better  trans- 
portation management,  05790 

Improving  urban  mobility,  directory  of  research, 
development  and  demonstration  projects  in 
public  transportation,  10351 


Imtcrim  decisions.  Immigration  and  Nftturaliza 
tion  Service,  04077 

In  situ  combustion  of  coal  for  energy,  08106 

In-flight  simulation  of  lateral  control  nonlineari- 
ties,  02944 

In  plant  control  of  food  processing  wastewater, 
01600 

In-use  heavy  duty  gasoline  truck  emissions, 
09441 

Inadvertent  modification  of  upper  atmosphere, 
research  and  development  relating  to  halocar- 
bons  and  ozone  depletion,  hearings  before 
Subcommittee  on  Environment  and  At- 
mosphere, 94th  Congress,  1st  session.  May  20- 
July  31,  1975,  02100 

Incendivity  of  some  coal-cutter  materials  by  im- 
pact-abrasion in  air-methane,  06129,  12722 

Incentives  to  carpooling,  13200 

Incident  shock-wave  characteristics  in  air,  argon, 
carbon  dioxide,  and  helium  in  shock  tube  with 
unhealed  helium  driver,  08166 

Including  Columbia  River  drainage  in  Canada, 
04674 

Income  deductions  for  alimony  payments,  02747 

Income  security  for  Americans,  recommenda- 
tions of  public  welfare  study,  06756 

Income  Tax  Convention  with  Polish  People's 
Republic,  07080 

Income  tax  deduction  for  contributions,  02744 

Income  tax  deduction  for  interest  expense,  02745 

Income  tax  deduction  for  taxes,  02746 

Income  tax  return  preparers,  assessments  in  case 
of  mathematical  or  clerical  errors,  02113 

Incompleat  chymist,  essay  on  18th  century 
chemist  in  his  laboratory,  03112 

Incorporate  National  Inconvenienced  Sport- 
smen's Association,  11085 

Increase  in  conifer  seedling  survival  and  vigor  on 
east  Cascade  slope  with  soil  fumigant.  01067 

Increase  in  Government's  contribution  under 
Federal  employees  health  benefits  program, 
02089 

Increase  of  ceiling  on  Trust  Territory  budget, 
05500, 11569 

Increase  of  temporary  limit  on  public  debt, 
06816,  06841,  11026 

Increased  authorization  for  Israel,  Portugal,  and 
Portuguese  colonies  in  Africa,  05126 

Increased  fuel  economy  in  transportation 
systems  by  use  of  energy  management,  01605 

Increased  profits  through  freight  claim  reduction, 
13201 

Increases  in  compensation  and  dependency  and 
indemnity  compensation,  02103 

Increases  in  non-service-connected  pension 
rates,  02104 

Increasing  appropriation  authorization  relating  to 
volunteers  in  parks  program,  02171 

Increasing  appropriation  relating  to  volunteers  in 
parks  program,  00418 

Increasing  Federal  share  of  highway  projects, 
05240 

Increasing  limitation  on  expenditures  by  Com- 
mittee on  Judiciary  for  procurement  of  con- 
sultants, 05380 

Increasing  limitation  on  expenditures  by  Com- 
mittee on  Rules  and  Administration  for 
procurement  of  consultants,  11365 

Increasing  world  food  supplies,  crisis  and  chal- 
lenge. 07757 

Increasing  world  food  supplies,  crisis  and  chal- 
lenge. Department  of  State  and  other  agencies. 
09772 
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Incremental  cost  impacts  of  1972  Federal  insecti- 
cide, fungicide,  and  rodenticide  act  as 
amended,  13036 

Indemnification  of  Metropolitan  Museum  of 
New  York,  05379 

Indemnity  payments  to  poultry  and  egg  produ- 
cers and  processors,  11050 

Independence  National  Historical  Park,  03054-5 

Independence  National  Historical  Park  poster, 
01463 

Independence  of  point-to-point  variations  in 
windspeed  and  temperature  in  lodgepole  pine 
stand,  09715 

Independent  research  and  development,  11482 

Independent  research  and  development  alloca- 
tions should  not  absorb  costs  of  commercial 
development  work,  12347 

Index  medicus,  04056 

Index  numbers  of  wholesale  prices,  04057 

Index  of  Army  motion  pictures  for  public  non- 
profit use,  04783 

Index  of  current  regulations,  01277 

Index  of  dermatology,  04058 

Index  of  EPA  legal  authority,  05732 

Index  of  Federal  specifications  and  standards, 
04059, 12251 

Index  of  flood  maps  for  California  prepared  by 
Geological  survey  through  1974,  05880 

Index  of  generic  names  of  fossil  plants,  1966-73, 
05869 

Index  of  recipes,  Armed  Forces  recipe  service, 
04792 

Index  of  specifications  and  standards,  02391 

Index  to  background  notes,  06477 

Index  to  foreign  market  reports,  04060 

Index  to  NASA  tech  briefs,  02950 

Index  to  publications  of  Manpower  Administra- 
tion, 06054 

Index  to  selected  1970  census  reports,  01787 

Index  to  Veterans  Administration  publications, 
08498 

Index-catalogue  of  medical  and  veterinary  zoolo- 
gy, 01638,  08554 

Indexed  bibliography  of  Office  of  Research  and 
Development  reports,  05733 

Indexed  legislative  history  of  Juvenile  justice 
and  delinquency  prevention  act,  01218 

Indexing,  11490 

Indian  Affairs  Bureau  press  releases,  04394 

Indian  Claims  Commission  appropriations,  fiscal 
year  1976,  05501 

Indian  education  accountability,  05521 

Indian  health  care  improvement  act,  02058, 
05407,  05502 

Indian  leader,  04061 

Indian  School  journal,  04062 

Indian  self-determination  and  education 
assistance  act,  02056 

Indian  self-determination  and  education 
assistance  act,  05073 

Indian  tribes  and  Alaskan  native  villages,  entitle- 
ments, 13215 

Indiana  crop  summary,  08435,  08435 

Indiana  Dunes  National  Lakeshore,  07264 

Indiana,  lamb  crop  continues  to  decline,  08436 

Indiana,  livestock  inventory,  livestock  values 
show  mixed  changes,  08437 

Indiana,  sheep  and  lambs  on  feed  down  6  per- 
cent, U.S.  off  22  percent,  08438 

Indians  in  United  States,  select  audiovisual 
records,  06262 

Indians,  food  and  cookery,  12488 

Indians,  Potawatomis,  12489 

Indians,  religions  and  ceremonials,  12490 

Indians,  the  Papagos,  01150 


Indicators  of  housing  and  neighborhood  quality, 
00151 

Indices  of  agricultural  production  for  Western 
Hemisphere,  excluding  United  States  and 
Cuba,  09202 

Indium,  01291 

Individual  income  tax  reductions,  02114 

Individual  retirement  accounts,  07051 

Indochina  migration  and  refugee  assistance  act, 
00557,  01960,  10737 

Indochina  migration  and  refugee  assistance  act 
of  1975.  Conference  report  to  accompany 
H.R.6755.,  01960 

Indochina  refugee  children  assistance  act,  02204, 
06877 

Indochina  refugees,  05219 

Industrial  &  mechancial  engineering,  weekly 
Government  abstracts,  04704 

Industrial  fishery  products,  01439 

Industrial  fishery  products,  market  review  and 
outlook,  04063 

Industrial  organic  chemicals,  00115 

Industrial  plant  equipment  handbook,  00723-4 

Industrial  plant  equipment  handbook,  aircraft 
maintenance  and  repair  shop,  05576 

Industrial  plant  equipment  handbook,  centrifu- 
gals, separators  and  filters,  05577 

Industrial  plant  equipment  handbook,  driers, 
dehydrators,  and  anhydrators,  05575 

Industrial  plant  equipment  handbook,  electrical 
and  electronic  properties,  measuring  and  test- 
ing instruments,  07334 

Industrial  plant  equipment  handbook,  planers 
and  shapers,  07335 

Industrial  plant  equipment  handbook,  secondary 
metal  forming  and  cutting  machines,  11658 

Industrial  preparedness  planning  manual,  09137 

Industrial  production,  04064,  09574 

Industrial  reorganization  act,  09051 

Industrial  security  manual  for  safeguarding  clas- 
sified information,  11871 

Industrial  waste  survey  report,  06455-7 

Industrial  waste  survey  report,  Great  Western 
Sugar  Company,  10252 

Industry  circular,  04065 

Industry  wage  survey  report,  07969-80 

Industry  wage  survey,  10050 

Industry  wage  survey,  communications,  10051 

Industry  wage  survey,  contract  construction, 
12665 

Industry  wage  survey,  electric  and  gas  utilities, 
05990 

Industry  wage  survey,  leather  tanning  and  finish- 
ing, 05991 

Industry  wage  survey,  meat  products,  Mar.  1974, 
12668 

Industry  wage  survey,  nursing  homes  and  related 
facilities,  05994 

Industry  wage  survey,  pulp,  paper,  and  paper- 
board  mills,  12655 

Infant  falls,  09083 

Infant,  maternal,  and  childhood  mortality,  06671 

Infectious  disease  research,  strep  infections, 
06338 

Infectious  diseases  research  series,  10215-6 

Infectious  diseases  research,  mononucleosis, 
01419 

Inflatable  restraint  concept  for  general  aviation 
aircraft,  06489 

Inflation  and  consumer,  06759 

Inflationary  impact  of  pricing  by  concentrated 
industries,  08749 

Influence  of  agricultural  practices  on  nutrient 
composition  of  foods,  08555 
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Influence  of  dynamic  exercise  on  fatiguing 
isometric  exercise  and  assessment  of  changing 
levels  of  isometric  component,  03032 

Influence  of  particle  drag  coefficient  on  particle 
motion  in  high-speed  flow  with  typical  laser 
velocimeter  applications  ,  12834 

Influence  of  rainfall  and  ancient  landslide 
deposits  on  recent  landslides  (1950-71)  in  urban 
areas  of  Contra  Costa  County,  Calif.,  07827 

Influence  of  residual  stand  density  on  regenera- 
tion of  northern  hardwoods,  01072 

Influences  on  wastewater  management  on  land 
use,  Tahoe  basin,  09472 

Information  available  on  estimated  costs  to  reha- 
bilitate Nation's  railroad  track  and  summary  of 
Federal  assistance  to  industry,  07821 

Information  bulletin  IB  series,  01620,  08499-500 

Information  circular,  01284-6,  02889-91,  06081-6 
08040-4,  12708-14 

Information  from  ERDA,  weekly  announce- 
ments, 04068 

Information  guidance  series,  04069 

Information  memorandum,  04070 

Information  on  excise  taxes,  02748 

Information  on  loan  guarantee  programs  under 
Rail  passenger  service  act  and  Regional  rail 
reorganization  act,  07810 

Information  on  management  and  use  of  radio 
frequency  spectrum,  little-understood 

resource,  09747 

Information  on  number,  location,  and  cost  as- 
sociated with  construction  and  operation  of 
military  golf  facilities  throughout  the  world, 
07709 

Information  on  secondary  mortgage  market  ac- 
tivities of  Federal  National  Mortgage  Associa- 
tion and  Federal  Home  Loan  Mortgage  cor- 
poration, 07815 

Information  on  selected  aspects  of  power  opera- 
tions of  Tennessee  Valley  Authority,  07817 

Information  on  self-employment  tax,  02749 

Information  on  unemployment  and  unemploy- 
ment compensation  programs,  00517 

Information  on  unresolved  audit  exceptions  with 
Federal  employees  health  benefit  carriers, 
07710 

Information  packet  on  monitoring  for  discharge 
permit  compliance,  05734 

Information  relating  to  Federal-State  unemploy- 
ment compensation  laws,  08916 

Information  retrieval  capabilities,  National  En- 
vironmental Research  Center,  library,  09471 

Information  storage  and  retrieval  system  for  life 
expectancy  of  facilities,  05626 

Information  systems  for  Congress  revisited, 
08872 

Information  systems  support  to  House  of 
Representatives,  05157 

Information  to  accompany  H.R. 10210,  Unemploy- 
ment compensation  amendments,  07052 

Information,  quarterly  journal  of  National  In- 
stitute of  Education,  04071 

Inhabited  space,  12849 

Initial  development  of  polymer  shotcrete,  10276 

Initial  report  on  oil  and  gas  resources,  reserves, 
and  productive  capacities,  07640 

Initial  reports  of  Deep  Sea  Drilling  Project, 
06400 

Injury  causation,  08240 

Inlet  noise  of  0.5-meter-diameter  NASA  QF-1  fan 
as  measured  in  unmodified  compressor 
aerodynamic  test  facility  and  in  anechoic 
chamber,  08177 

Innovations  in  industrial  construction,  07893 


Innovative     alternatives     to     institutionalization, 

00445 
Inorganic  chemicals,  1973,  08644 
Inorganic   fertilizer  materials   and   related   acids, 

08645 
Inpatient    utilization    of    short-stay    hospitals    by 

diagnosis,  12912 
Input-output  structure  of  U.S.  economy,  00826 
Inquiry  into  alleged  involvement  of  Central  Intel- 
ligence Agency  in  Watergate  and  Ellsberg  mat- 
ters, 11061 
Insecticides  and  pesticides,  11630 
Insecticides,    acaricides,    molluscicides,    and    an 

tifouling  compounds,  10243,  13034 
Inside  Interior,  employee  newsletter,  04072 
Inspection      and      maintenance      of      light-duty, 

gasoline-powered  motor  vehicles,  09442 
Inspection  of  motor  vessel  Manatra  II,  08769 
Inspector's  guidebook,  09443 
Installation    of    heavy-duty    truss-web    extruded 

aluminum  airfield  landing  mat,  05665 
Installation  solid  waste  survey  guidelines,  07528 
Installations,    training    site    general    information 

summary,  12918 
Institutional  and  legal  constraints  to  cooperative 

energy  research  and  development,  06409 
Institutional     characteristics     of     colleges     and 

universities,  08214 
Instructional  system  development,  00064 
Instructions  for  inspection  of  canned  field  peas 

and  canned  black-eye  peas,  04739 
Instructions  for  mailers,  04073,  10350 
Instructor's    guide    for    film    on    sudden    infant 

death  syndrome.  After  our  baby  died,  04854 
Instrument  fact  sheet  IFS  series,  01459-60 
Insulated  wire  and  cable,  00162 
Insurable  interest  annuities,  01963,  05228 
Insurance    operations    of    Federal    Housing    Ad- 
ministration,   examination    of    financial    state- 
ments, 00368 
Integrated  management  information  systems  for 

community  mental  health  centers,  12938 
Integration  of  interstate  telecommunications  ser- 
vices, 11417 
Integration  of  science  and  production,  01209 
Intelligence    research    specialist,    exciting   career 

with  Defense  Intelligence  Agency,  11882 
Intelligence,  06069 
Intended   designation   of   beneficiary   developing 

countries  as  provided  in  Trade  act,  10793 
Intensive  evaluation  for  criminal  justice  planning 

agencies,  12622 
Inter-American    Development    Bank    Fund    for 

Special  Operations  budget  amendment,  10750 
InterACTION,  04074 
Interagency    Auditor    Training    Center    bulletin, 

01832.  06669 
Interagency    training    program,    supervision    and 

group  performance,  instructor's  guide,  01795 
Intercommunication  and  paging  system,  01612 
Interdisciplinary     approach    to    liquid    lubricant 

technology,  12781 
Interdistrict  settlement  fund,  04075 
Interest    on    funds    deposited    with    Treasury    of 

United   States   by   Library   of   Congress   Trust 

Fund  Board,  11403 
Interest    on     Library    of    Congress    trust    fund 

deposited     with    treasury    of    United    States, 

11402 
Interest  rates  charge  on  selected  types  of  bank 

loans,  04076 
Interference  heating  from   interactions  of  shock 

waves  with  turbulent  boundary  layers  at  Mach 

6,  10149 
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Intergovernmental  anti-recession  assistance  act, 
07107 

Intergovernmental  emergency  assistance  act, 
06840 

Intergovernmental  use  of  Federal  R&D  laborato- 
ries, 02507 

Interim  Compliance  Panel  annual  report  to  Con- 
gress, 02717-21 

Interim  report  and  recommended  courses  of  ac- 
tion resulting  from  hearings  on  telecommunica- 
tions research  and  policy  development,  11150 

Interim  report  on  impact  of  Public  Law  92-500 
on  municipal  pollution  control  technology, 
07571 

Interim  report  to  Congress  of  National  Commis- 
sion for  Manpower  Policy,  01400 

Interim  report  to  Congress  on  foreign  portfolio 
investment  in  United  States,  13216 

Interior  Department  press  releases,  04396 

Interior  Department,  telephone  directory,  12512 

Interior  nomination,  05503,  07265,  11570 

Intermediate  fire  behavior,  02647 

Intermodal  transport  of  frozen  poultry  products 
to  overseas  markets,  00031 

Internal  revenue  bulletin,  04079 

Internal  revenue  cumulative  bulletin,  09883, 
12522 

Internal  revenue  looseleaf  regulation  system, 
04178-82 

Internal  Revenue  Service  intelligence  operations, 
02115 

Internal  Revenues  Service  news  releases,  04397 

Internal  voltage  control  of  hydrogen-oxygen  fuel 
cells,  feasibility  study,  06247 

International  air  transportation  fair  competitive 
practices  act  of  1974,  05464 

International  Bureau  of  Weights  and  Measures, 
1875-1975,  12877 

International  civil  aviation,  03317 

International  coal  trade,  04081 

International  commodity  agreements,  02270 

International  community  in  Washington,  05159, 
06933 

International  control  of  world  resources,  hand- 
book for  high  school  debaters,  01836 

International  copyright  protection,  00718 

International  Criminal  Police  Organization,  07198 

International  Decade  of  Ocean  Exploration  mid- 
term review,  01330 

International  developemnt  and  food  assistance 
act,  02065 

International  Development  Agency  press 
releases,  04398 

International  development  and  food  assistance 
act,  02197,  07111 

International  economic  indicators  and  competi- 
tive trends,  04082 

International  economic  indicators,  09184,  09188 

International  economic  policy  act,  00653 

International  economic  policy  act  of  1972 
authorization,  00623 

International  educational  and  cultural  exchange, 
04083 

International  Energy  Agency  with  emphasis  on 
Subgroup  on  Energy  Research  and  Develop- 
ment and  Energy  Conservation  Working  Party, 
07471 

International  energy  analysis,  proceedings,  07486 

International  Field  Year  for  Great  Lakes,  03050 

International  Field  Year  for  Great  Lakes, 
IFYGL  bulletin,  06372 

International  finance,  annual  report  to  President 
and  to  Congress,  July  1,  1973-June  30,  1974 
National  Advisory  Council  on  International 
Monetary  and  Financial  Policies,  06138 


International  finance,  National  Advisory  Council 
on  International  Monetary  and  Financial  Poli- 
cies annual  report,  12764 

International  financial  aspects  of  energy  problem 
and  other  issues,  05265 

International  financial  aspects  of  energy 
problem,  05258 

International  flight  information  manual,  04084 

International  labor,  04085 

International  Labor  Organization  Convention  and 
recommendation,  00382-3 

International  legal  and  institutional  aspects  of 
stratosphere  ozone  problem,  00638 

International  mail,  04086 

International  market  study,  foreign  markets,  ex- 
port information,  and  procedures,  12574 

International  monetary  reform  and  exchange  rate 
management,  11075 

International  monetary  situation  and  administra- 
tion's oil  floor  price  proposal,  01881 

International  notices  to  airmen,  04088 

International  Office  of  Epizootics,  13139 

International  organization  and  conference  series, 
01595,  03122 

International  patent  classification,  13138 

International  petroleum  annual,  08045 

International  petroleum  exhibition,  02173 

International  safeguards  of  nuclear  materials, 
11414 

International  science  and  technology  transfer 
act,  02095 

International  science  notes,  13116 

International  security  assistance  and  arms  export 
control  act,  1 1435 

International  telecommunication  convention, 
1973,  08935 

International  Trade  Commission  budget  amend- 
ments, 01934 

International  trade  in  textiles,  08423 

International  Vehicle  and  Highway  Safety  Con- 
ference, 01606 

International  voluntary  standards,  02072 

International  wheat  agreement,  03257 

International  wheat  agreement  conference,  05329 

Interparliamentary  Union  Conference,  07245 

Interpretation  of  young  ice  forms  in  Gulf  of  St. 
Lawrence  using  side-looking  airborne  radar 
and  infrared  imagery,  07511 

Interrelation  of  transportation  system  and  pro- 
ject decisions,  02520 

Interstate  certified  shippers  list,  04089 

Interstate  Commerce  Commission  decisions, 
04090-3 

Interstate  Commerce  Commission  reports,  04090- 
3,  12583 

Interviewing  in  public  welfare  for  eligibility 
determination,  10521 

Intradepartmental  committees,  councils  and 
boards,  12469 

Introducing  roadway  design  system,  02521 

Introducing  supplemental  security  income,  13078 

Introduction  to  Administration  on  Aging,  02006 

Introduction  to  Bureau  of  East- West  Trade, 
07446 

Introduction  to  Codinvolve,  system  for  analyz- 
ing, storing,  and  retrieving  public  input  to 
resource  decisions,  09656 

Introduction  to  concrete  polymer  materials, 
07666 

Introduction  to  Defense  Supply  Agency,  02392 

Introduction  to  NOAA's  National  Ocean  Survey, 
08263 

Introduction  to  radiological  monitoring,  pro- 
grammed home  study  course,  02335,  9128 
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Introduction  to  solar-terrestrial  phenomena  and 
Space  Environment  Services  Center.  06383 

Introduction  to  supervision,  guide  for  instruc- 
tors, 01795 

Invasion  and  recovery  of  vegetation  after  vol- 
canic eruption  in  Hawaii,  03058 

Inventory  of  automatic  data  processing  equip- 
ment in  United  States  government,  01770-1 

Inventory  of  economic  relations  between  United 
States  and  OPEC  countries,  07254 

Inventory  of  family  planning  service  sites,  in- 
stitutional characteristics,  01398 

Inventory  of  government-supported  research 
projects  on  foreign  affairs,  08413-16 

Inventory  of  interstate  carrier  water  supply 
systems,  09444 

Inventory  of  slash  fuels  using  3P  subsampling, 
09604 

Inventory  report  on  real  property  owned  by 
United  States  throughout  world,  05865 

Inverse  solutions  for  laminar  boundary-layer 
flows  with  separation  and  reattachment,  02992 

Invest  in  USA,  01181 

Investigate  before  you  invest,  message  for  in- 
vestors, 01550 

Investigating  effectiveness  of  artificial  and  natu- 
ral ventilation  of  open-pit  mines,  12610 

Investigatiog  complaints  of  discrimination  in 
Federal  employment  on  grounds  of  race, 
color,  religion,  sex,  age,  and  national  origin, 
00219 

Investigation  of  accelerated  life  prediction 
techniques,  01747 

Investigation  of  aircraft  fuel  tank  explosions  and 
nitrogen  inerting  requirements  during  ground 
fires,  13166 

Investigation  of  anomalous  flow  condition  of 
Langley  pilot  model  expansion  tube,  06222 

Investigation  of  fracture  toughness,  fatigue-crack 
growth,  sustained-load  flaw  growth,  and  im- 
pact properties  of  3  pressure  vessel  steels, 
08143 

Investigation  of  fugitive  dust,  09445 

Investigation  of  interaction  of  high-frequency 
oscillations  in  decimeter  range  with  plasma  in 
Tokamak  TM-3  unit,  07474 

Investigation  of  intermediate-  and  maximum- 
range  missiles  produced  by  cratering  experi- 
ments, 05667 

Investigation  of  ion  removal  from  water  and 
waste  water,  00903 

Investigation  of  land  use  of  northern  megalopolis 
using  ERTS-1  imagery,  06155 

Investigation  of  lower  Roanoke  River  basin,  Va. 
and  N.C.,  effects  of  the  John  H.  Kerr  Project 
on  water  quality,  10253 

Investigation  of  Orion  Research  cyanide  moni- 
tor, 00916 

Investigation  of  ozone  and  ozone  precursor  con- 
centrations at  nonurban  locations  in  Eastern 
United  States,  00948 

Investigation  of  procurement  of  foreign  and 
domestic  petroleum  products,  12364 

Investigation  of  railroad  freight  rate  structure, 
02808 

Investigation  of  shotcrete,  09306 

Investigation  of  site  coverage  and  associated 
problems  at  O'Hare  Airport,  Chicago,  111.,  en- 
route  radar  beacon  test  site,  ,  10313 

Investigation  of  solar  eclipse  effect  on  subpolar 
stratosphere,  08597 

Investigation  of  stimulation  of  ULF  waves, 
08325 

Investigation  of  unemployment  among  Agricul- 
tural workers  in  Hawaii,  05167 


Investigation  of  21  chemicals  with  respect  to  ex- 
plosion-proof electrical  equipment,  01821 

Investigations  of  radiation  cross  linking  of 
polyethylene  in  heterogeneous  systems,  12603 

Investigations  of  temperature  stability  of 
gravimcters,  01 193 

Investigative  study  of  development  of  dry  whole 
milk  substitute  for  ration  use,  00087 

Investment  guaranties,  03169,  03265,  03291 

Ion  plating  with  induction  heating  source,  12796 

Ionospheric  measurement,  10184 

Iron  and  steel  foundries  and  steel  ingot  produ- 
cers, 00154 

Iron  ores,  00123 

Island  lantern  (periodical),  04096 

Isolated  rotor  noise  due  to  inlet  distortion  or  tur- 
bulence, 06162 

Isolating  high-level  radioactive  waste  from  en- 
vironment, 07807 

Isothermal  elastohydrodynamic  lubrication  of 
point  contacts,  ellipticity  parameter  results, 
12841 

Issuance  of  bonds  and  examination  of  fiscal  af- 
fairs, 11517 

Issuances  of  meat  and  poultry  inspection  pro- 
gram, 04097 

Issues  in  financing  retirement  income,  06761 

Issues  in  fire  vehicle  replacement,  users'  views 
and  synthesis,  08212 

Isua,  Greenland,  glacier  freezing  study,  09228 

It  isn't  easy  for  people  caught  up  in  a  racial 
dispute  to  find  a  way  out,  06672 

It's  right,  it's  the  law,  equal  opportunity  in 
Federal  employment,  00210 

It's  time  to  protect  education  consumers  too, 
09212 


J.  Allen  Frear  Building,  11401 

Japan-United  States  friendship  act,  02190,  08987 

JCH  series,  05976 

JCS  pub.,  02813 

Jefferson  National  Forest,  09599,  12299 

Jeopardy  and  termination  assessments,  02116 

Jet  engine  burn-through  investigation,  sonic  anal- 
ysis, 10304 

Jewelry,  silverware,  and  plated  ware,  06593 

JFMIP  assistance  to  agencies,  01082 

Job  analysis  for  human  resource  management, 
06058 

Job  Corps,  01271 

Job  Corps,  community  relations  manual,  06055 

Job  Corps,  occupational  training  program,  occu- 
pational training  guides,  05976 

Job  discrimination,  laws  and  rules  you  should 
know,  05763 

Job  grading  standard  for  air  conditioning  equip- 
ment operator,  08669 

Job  grading  standard  for  railroad  maintainance 
vehicle  operator,  08668 

Job  grading  system  for  trades  and  labor  occupa- 
tions, 03867 

Jcb  health  hazards  series,  03081 

Job  patterns  for  minorities  and  women  in  private 
industry,  09498 

Job  safety  &  health,  04098 

Job  tenure  of  American  workers,  07989 

Job  with  Forest  Service.  01665 

Jobs  for  veteran  with  disabilities,  12690 

Jobs  for  which  college  education  is  usually 
required,  07981 

Jobs  for  which  high  school  education  is  generally 
required,  07982 
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Jobs  for  which  junior  college,  technical  institute, 
or  other  specialized  training  is  usually 
required,  07983 

Jobseeking  methods  used  by  American  workers, 
07962 

John  F.  Kennedy  Center,  00405 

John  F.  Kennedy  Center  for  Performing  Arts, 
00622 

John  Fitzgerald  Kennedy  Lugar  Historico  Na- 
cional,  Mass.,  08296 

Join  people  who've  joined  Army,  10493 

Join  radio  amateur  civil  emergency  service, 
02336 

Joint  financial  management  improvement  pro- 
gram, 12349 

Joint  resolution  amending  National  housing  act 
to  clarify  authority  of  Federal  Savings  and 
Loans  Insurance  Corporation,  08737 

Joint  resolution  designating  premises  occupied 
by  Chief  of  Naval  Operations  as  official  re- 
sidence of  Vice  President,  08719 

Joint  resolution  making  additional  appropriation, 
fiscal  year  1975,  for  Veterans  Administration, 
and  for  other  purposes,  ,  08744 

Joint  resolution  making  continuing  appropria- 
tions, fiscal  year  1975,  08707 

Joint  resolution  making  further  continuing  ap- 
propriations, 06701 

Joint  resolution  making  further  continuing  ap- 
propriations for  fiscal  year  1975,  04898 

Joint  resolution  making  further  continuing  ap- 
propriations, fiscal  year  1975,  and  for  other 
purposes,  08745 

Joint  resolution  making  further  urgent  supple- 
mental appropriations  for  fiscal  year  ending 
June  30,  1975,  10670 

Joint  resolution  making  further  urgent  supple- 
mental appropriations,  fiscal  year  1974,  for 
Veterans  Administration,  08706 

Joint  resolution  to  amend  Defense  production  act 
of  1950,  as  amended, 04900 

Joint  resolution  to  amend  Defense  production 
act,  08690 

Joint  resolution  to  designate  Mar.  21,  1975,  as 
'Earth  Day',  04899,  08741 

Joint  resolution  to  extend  by  30  days  expiration 
data  of  Export-Import  Bank  act  of  1945,  08712 

Joint  resolution  to  extend  effective  date  of  cer- 
tain provisions  of  Commodity  Futures  Trading 
Commission  act,  08743 

Joint  resolution  to  grant  status  of  permanent  re- 
sidence to  Ivy  May  Glockner,  08687 

Joint  resolution  to  implement  United  States 
proposal  for  early-warning  system  in  Sinai, 
00260 

Joint  resolution  to  provide  a  2-month  extension 
of  exemption  for  loans  made  to  finance 
acquisition  of  previously  occupied  residential 
dwellings,  06739 

Joint  resolution  to  provide  for  beginning  of  2d 
session  of  94th  Congress  and  for  other  pur- 
poses, 06728 

Joint  resolution  to  provide  for  presentation  by 
United  States  to  Israel  of  statue  of  Abraham 
Lincoln,  10676 

Joint  travel  regulations,  04099 

Joint  travel  regulations,  Department  of  Defense 
civilian  personnel,  04100 

Joint  travel  regulations,  members  of  uniformed 
services,  07395 

Jose  Ismarnardo  Reyes-Morelos,  05307 

Joseph  Henry  Pendleton,  1860-1942,  register  of 
his  personal  papers,  02884 

Journal  holdings  report,  07589 

Journal  of  House  of  Representatives,  10697 


Journal  of  House  of  Representatives,  93d  Cong., 

1st  sess.,  04921 
Journal  of  National  Cancer  Institute,  04102 
Journal  of  research  of  National  Bureau  of  Stan- 
dards, 04104-5,  08199 
Journal  of  research  of  U.S.  Geological  Survey, 

04106 
JPRS  series,  01188-210,  02814-32,  04422,  05950, 

07887-926,  09933,  12591-610 
Judge  Advocate  legal  service,  04107 
Judicial    conference    of    District    of    Columbia, 

01989,  07140 
Judicial  disqualification,  11154 
Judiciary,  hearings  and  markup,  02041 
Juntos  podemos  reducir  los  accidentes,  05563 
Jurisdiction  of  U.S.  magistrates,  11439 
Jurisdictional  guide  to  productivity  improvement 

projects,  13047-8 
Juvenile  delinquency,  11363 
Juvenile    delinquency    prevention    act    of    1974, 

08836 
Juvenile  justice  and  delinquency  prevention  and 

runaway  youth,  06938 


Kaiser  Ridge  wilderness  study,  07266 

Kalman  filter  estimation  of  human  pilot-model 

parameters,  02966 
Kansas     hard     winter     wheat     commemorative 

stamp,  06495 
Kappler's  Indian  affairs,  laws  and  treaties,  01151 
Keeping  railroads  on  track,  13049 
Kellogg  reservoir  water  quality  control  project, 

evaluation  of  economic  benefits  derived  from 

improvement  of  water  quality  in  Contra  Costa 

Canal,  10254 
Kentucky  judgeships,  07282 
Key  officers  of  Foreign  Service  posts,  guide  for 

businessmen,  04108 
Key     to     geophysical     records     documentation, 

09319 
Key  to  identifying  young  North  American  spruce 

seedlings,  09639 
Key   to   meteorological   records   documentation, 

03785 
Key   to   oceanographic    records    documentation, 

11991 
Keynote  address  by  William  H.  Kolberg,  05977 
Kinematic  stability  of  roller  pairs  in  free-rolling 

contact,  12837 
Kinematics    of    transverse    rotation    machines, 

11976 
Kitchen  ranges,  09076 

Know  your  Agricultural  Research  Service,  01671 
Koyukuk  National  Wildlife  Refuge,  09879 


L.C.     classifications,     additions     and     changes, 

04110 
La  ley  exige  igualdad  de  oportunidad  para  todos 

en  el  empleo,  01230 
Labor  and  material  requirements  for  public  hous- 
ing construction,  05988 
Labor  conference  on  inflation,  report,  01514 
Labor  Department  new  publications,  04285 
Labor  Department  press  releases,  04399 
Labor  management  case  finder,  03870 
Labor    offices    in    United    States    and    Canada, 

09222 
Labor     Statistics     Bureau     bulletin,     01237-51, 
02850-8,      05987-96,      07952-65,      09935-10052, 
12635-69 
Labor  Statistics  Bureau  regional  report,  06023 
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Labor  Statistics   Bureau   report,   01254-5,  02861, 

06027-07986,  12673 
Labor  statistics  jbureau  bulletin,  10010 
Labor  Statistics  Bureau  bulletins,  09945 
Labor-management  relations  program  provisions 

and  technical  guidance,  03869 
Labor-management  reporting  and   disclosure  act 

of  1959,  as  amended,  07939 
Labor-market     policies     for     full     employment, 

00268 
Labor,  indexes  of  farm  production  per  hour,  by 

livestock  and  crop  groups,  01678 
Labor,    manpower    and    price    statistics    training 

program    for    statisticians    and    economists    of 

other  countries,  06000 
Labor,     total    hours,    used    for    farmwork,    by 

livestock  and  crop  groups,  01677 
Laboratory  experiments  in  electrokinetic  densifi- 

cation  of  mill  tailings,  10075,  12718 
Laboratory     reactivation     of     diapausing     larch 

casebearer   larvae    following   different   lengths 

of  winter  exposure,  05831 
Laboratory  studies  of  hydraulic  performance  of 

one-story   and    split-level   residential   plumbing 

systems  with  reduced-size  vents,  12862 
Laboratory  studies  of  yielding  rock  bolts,  01317 
LAGEOS  phase  B  technical  report,  06217 
Lake  Erie  Ohio,  Pennsylvania,  New  York  intake 

water  quality,  09446 
Lake  Erie  water  quality  newsletter,  04111 
Lake     Ontario     basin,     overland     precipitation, 

06375 
Lakes     State     roundwood     pulpwood     markets, 

short-term  outlook,  09641 
Land     and     water    conservation     fund,     historic 

preservation,  00682,  05504,  07267 
Land  at  river's  end,  Copper  River  delta,  07681 
Land  availability,  crop  production,  and  fertilizer 

requirements,  02476 
Land  management  activities  on  3  Indian  reserva- 
tions in  South  Dakota  can  be  improved,  07816 
Land  Management  Bureau  press  releases,  04400 
Land  Management  Bureau  technical  note,  01257- 

60,  07992 
Land  operational  facilities,  03068 
Land       planning       analysis,       principles       and 

procedures    for    project    mortgage    insurance, 

01143 
Land        subsidence        due        to        ground-water 

withdrawal,  Arvin-Maricopa  area,  Calif.,  07839 
Land  title  records  and  recording  procedures  in 

U.S.,  11944 
Land  use  and  environmental  protection,  09447 
Landing  approach  evaluation  of  integrated  CRT 

display  for  general  aviation  aircraft,  10117 
Landing  flare,  analysis  and  flight-test  investiga- 
tion, 06165        -> 
LANDSAT,  non-U. S.  standard  catalog,  04112 
LANDSAT,  U.S.  standard  catalog,  04113 
Landslides,  07837 

Landsliding  in  Allegheny  County,  Pa.,  01114 
Language  development  and  reading,  perspectives 

on  linguistically  different  learner,  06056 
Larch  litter  removal  has  no  significant  effect  on 

runoff,  09632 
Large    mergers    in    manufacturing    and    mining, 

02580 
Laser  sounding  of  atmosphere,  12595 
Laser-fusion    studies    at    NRL,    report    to    AEC, 

06427 
Latest  editions  of  U.S.   Air  Force  aeronautical 

charts,  04114 
Launching  and   associated   services  for  Indone- 
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Proposed  expansion  of  the  Social  Security  com- 
puter Center,  05545 
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Proposed  extension  of  existing  research  agree 
ment  for  cooperation  between  United  States 
and  Israel,  11366 

Proposed  extension  of  existing  research  agree- 
ment for  cooperation  between  United  States 
and  Israel  concerning  civil  uses  of  atomic 
energy,  00392 

Proposed  fiscal  1976  budget,  what  it  means  for 
older  Americans,  11454 

Proposed  Forest  Service  mining  regulations. 
06965 

Proposed  harvesting  guides  based  upon  environ- 
mental classification  in  South  Umpqua  basin 
of  Oregon,  01062 

Proposed  Hayden-Ault  345-KV  transmission  line 
and  Ault  substation,  Colorado  River  storage 
project,  05929 

Proposed  IMF  agreement  on  gold,  10694 

Proposed  increase  in  amount  of  enriched  urani- 
um  which  may  be  distributed  to  European 
Atomic  Energy  Community,  00394,  07087 

Proposed  increase  in  amount  of  enriched  urani 
um  which  may  be  distributed  to  International 
Atomic  Energy  Agency,  00393,  07086 

Proposed  Kaiparowits  project,  07859 

Proposed  Katmai  wilderness,  Katmai  National 
Monument,  Alaska,  12507 

Proposed  legislation  authorizing  appropriations, 
10724 

Proposed  legislation  to  amend  Arms  control  and 
disarmament  act,  01901 

Proposed  legislation  to  authorize  additional  mili- 
tary and  economic  assistance  for  South  Viet- 
nam, 01924 

Proposed  legislation,  financial  institutions,  01898 

Proposed  master  plan,  Grand  Canyon  Complex, 
Ariz.,  07866 

Proposed  master  plan,  Hawaii  Volcanoes  Na- 
tional Park,  Hawaii,  07867 

Proposed  modification  of  restrictions  on  en- 
richment of  foreign  uranium  for  domestic  use, 
06746 

Proposed  naval  weapons  specification,  elec- 
tromagnetic compatibility  requirements  for 
ordance  systems,  10240 

Proposed  offer  by  Crane  Company  to  acquire 
Anaconda  Company,  02284 

Proposed  reductions  in  export  promotion  budget 
and  changes  in  fees  for  Commerce  Department 
services,  07227 

Proposed  rescission  of  budget  authority,  01893, 
07069 

Proposed  rescissions  and  deferrals,  01926,  02152 

Proposed  rescissions  and  deferrals  and  increase 
in  previously  transmitted  deferrals,  00347 

Proposed  reservoir  on  Middle  Fork  of  Powder 
River,  07860 

Proposed  sales  to  Jordan  of  Hawk  and  Vulcan 
air  defense  systems,  00475 

Proposed  supplemental  appropriation  for  Civil 
Service  Commission  for  fiscal  year  1975. 
04957 

Proposed  supplemental  appropriation  for  Federal 
Energy  Administration,  05296 

Proposed  supplemental  appropriation  for  fiscal 
year  1975  for  Department  of  State,  04988 

Proposed  supplemental  appropriation  for  fiscal 
year  1975  for  General  Services  Administra- 
tion's Federal  buildings  funds.  05295 

Proposed  supplemental  appropriation  for  fiscal 
year  1975  for  National  Railroad  Passenger 
Corporation,  05293 

Proposed  supplemental  appropriation  for 
Supreme  Court  for  fiscal  year,  1975.  10706 
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partmenl  of  Interior    I 
Proposed   supplemental    II 

year  1975  for  judicial 
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vear   I ''"4  for  Veterans'  Ad  mini  I 
Proposed   supplemental   appropriation- 

year  1975  for  Department  ol 
Proposed  Transpark   Road,   Hi*! 

tional     Recreation      si 

07864 
Proposed  use  of  steel  shot  for  hunting 

in  United  Si 
Proposed  water  supply  investigations   ii 

Province.  Ethiopia,  osxxs 
Proposed  wilderness  an 
Proposer's    guide    to    AFOSR    n 

10450 
Proposing      amendment      to      supplemental      ap 

propriation  for  fiscal  peal  1973  for  Department 

of  Transportation,  01900 
Proposing  appropriation  language  rhanp 

Proposing     increases     in     milit.n  . 

Vietnam  and  Combodia.  04923 
Proposing       legislation       to       amend 

assistance  act  of  1961,  10701 
Proposing  legislation  to  provide 

between  Secretary   ol  Interior  and   Si 

respect   to    regulation   of    surface    coal    mining 

operations,  10720 
Proposing   supplemental   appropriation   for   fiscal 

year  1974  for  foreign  assistance.  10700 
Proposing   supplemental   appropriation   for    fiscal 

year  1975  for  Federal  Mediation  and 

tion  Service.  10728 
Proposing   supplemental   appropriation   for   fiscal 

year     1975     to     pay     claims     and     judgments 

rendered  against  United  State  - 
Proposing   supplemental   appropriation   for   fiscal 

year  1974  for  Department  of  Labor.  04930 
Proposing     supplemental     appropriate 

claims  and  judgements  against   I  nilcd   States. 

04958 
Proposing  supplemental  appropriations  ( 

cil  on  Wage  and  Price  Stabilit 
Proposing  supplemental  appropriations  for  fiscal 

year  1975  for  Department  of  Commerce.  04962 
Proposing  supplemental  appropriation^   I 

year  1975  for  Veterans*  Administration.  0498V 
Proposing   supplemental   appropriation*   for   pre 

sidential  transition.  04953 
Propriety    of    register   of   copyrights'    refusal    to 

renew     copyright     registration     predicated     on 

dual   basis   that   work   is   composite   work    ind 

work  made  for  hire.  05966 
Prosecution  in  juvenile  court*,  guidelines  for  fu 

ture.  07933 
Prospective  plantings.  08441 
Prospects    for    agricultural    trade     *\:^ 

11939 
Protect  against  tuberculosis.  00041 
Protecting    ability    of    United    States    to    trade 

abroad.  07236 
Protecting  inmate  rights,  prison  reform  or  prison 

replacement?.  10588-9 
Protecting  older  American*  against  overpayment 

of  income  taxes.  08948 
Protecting    privacy    of    information     about     in 

dividuals.  00970 
Protecting  your  housing  investment.  1247 
Protecting  your  right  to  r 
Protection    for    workers    in    imminent    danger. 

13025  /wc,„. 

Protection  of  birds  and  their  environment.  0*4JM> 
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Protection    of    critical    highway    facilities    guide, 

02532 
Protective  services  provided  by  U.S.  Secret  Ser- 
vice. 05220 
Protein  production  from  acid  whey  via  fermenta- 
tion. 09402 
Protein    resources    and    technology,    status    and 

research  needs,  08309 
Protein  supplement  health  hazards  and  marketing 

deceptions,  02574 
Protocol    for    continuation    in    force    of    interna- 
tional coffee  agreement  of  1968,  as  extended, 
05302 
Protocol  of  amendment  to  inter-American  treaty 

of  reciprocal  assistance,  Ric  treaty,  11300 
Protocol  to  treaty  with  Union  of  Soviet  Socialist 
Republics  on  limitation  of  anti-ballistic  missile 
systems,  08934 
Prototype  construction  and  demonstration,  12465 
Protram  aid  series,  08572 

Provide  for  annual  investigations  by  Administra- 
tor of  Veterans'  Affairs  into  cost  of  travel  by 
veterans  to  VA  facilities  ,  06866 
Providing   additional   compensation   for   services 
performed    by    certain    employees    in    House 
Publications  Distribution  Service,  ,  08789 
Providing    additional    funds    for    Committee    on 
House    Administration    to    provide    computer 
service   for   Committee   on    Appropriations   of 
House,  10952 
Providing  additional  funds  for  expenses  of  stu- 
dies,  investigations,    and    inquiries    authorized 
by  House  Resolution  18,  08777 
Providing  authorization  for  civil  government  for 

Trust  Territory  of  Pacific  Islands,  11572 
Providing  authorization  for  ex  gratia  payment  to 

people  of  Bikini  Atoll,  06802 
Providing  for  appointment  of  Joint  Committee  on 
Arrangements    for  Commemoration   of   Bicen- 
tennial, 07106 
Providing  for  appointment  of  special  counsel  to 
represent  House  and  Committee  on  Interstate 
and    Foreign    Commerce    in    certain    judicial 
proceedings,  10992 
Providing    for   confirmation   of   nominations    for 
appointment  of  6  members  of  Federal  Election 
Commission,  10923 
Providing  for  consideration  of  conference  report 

on  bill  H.R.6096,  10926 
Providing    for   consideration    of    conference    re- 
ports on  bill  S.  2589,  08772 
Providing    for    consideration    of    H.J. Res.    876, 

08818 
Providing  for  consideration  of  H.R  12435,  08797 
Providing  for  consideration  of  H.R.  11929,  08795 
Providing  for  consideration  of  H.R.  12165,  08816 
Providing  for  consideration  of  H.R.  12412,  08796 
Providing  for  consideration  of  H.R.  13163,  08844 
Providing  for  consideration  of  H.R.  13973,  08810 
Providing  for  consideration  of  H.R.  14449,  08812 
Providing  for  consideration  of  H.R.  8053,  08774 
Providing  for  consideration  of  H.R. 12920,  10887 
Providing  for  consideration  of  H.R. 1767,  as  in- 
troduced on  Jan.  23,  1975,  10911 
Providing  for  consideration  of  H.R. 11221,  08770 
Providing  for  consideration  of  H.R. 11989,  08841 
Providing  for  consideration  of  H.R. 12000,  08808 
Providing  for  consideration  of  H.R.  12341,  08784 
Providing  for  consideration  of  H.R. 12465,  08785 
Providing  for  consideration  of  H.R. 12466,  08786 
Providing  for  consideration  of  H.R. 12859,  05031 
Providing  for  consideration  of  H.R. 13839,  08817 
Providing  for  consideration  of  H.R. 14215,  05014 
Providing  for  consideration  of  H.R. 15223,  08834 
Providing  for  consideration  of  H.R. 15301,  05051 


Providing  for  consideration  of  H.R. 15361,  0882S 
Providing  for  consideration  of  H.R. 15487,  05028 
Providing  for  consideration  of  H.R. 15928,  05038 
Providing  for  consideration  of  H.R. 16090.,  0502 
Providing  for  consideration  of  H.R. 161 36,  05029 
Providing  for  consideration  of  H.R. 2051,  10913 
Providing  for  consideration  of  H.R. 3884,  06820 
Providing  for  consideration  of  H.R.4485,  10925 
Providing  for  consideration  of  H.R.4925,  01958 
Providing  for  consideration  of  H.R. 5247,  01959 
Providing  for  consideration  of  H.R. 5358,  06821 
Providing  for  consideration  of  H.R. 5884,  10931 
Providing  for  consideration  of  H.R. 61 75,  08802 
Providing  for  consideration  of  H.R. 6674,  06809 
Providing  for  consideration  of  H.R. 6676,  10934 
Providing  for  consideration  of  H.R.6706,  10935 
Providing  for  consideration  of  H.R. 6799,  10936 
Providing  for  consideration  of  H.R. 6800,  10940 
Providing  for  consideration  of  H.R.6860,  10932 
Providing  for  consideration  of  H.R. 6900,  10929 
Providing  for  consideration  of  H.R. 8650,  10939 
Providing  for  consideration  of  H.R.8674,  01968 
Providing  for  consideration  of  H. Res. 138,  01954 
Providing  for  consideration  of  H. Res. 371,  01957 
Providing  for  consideration  of  S.2770,  08842 
Providing  for  consideration  of  S.3231,  08809 
Providing  for  consideration  of  S.411,  08820 
Providing  for  consideration  of  S.555,  10938 
Providing  for  consideration  of  S.818,  10933 
Providing     for    consideration     of     Senate     joint 

resolution  202,  08819 
Providing  for  conveyance  of  certain  real  proper- 
ty of  United  States  to  Harriet  La  Pointe  Van- 
derventer,  05005 
Providing  for  disposition  of  funds  appropriated 
to  pay  judgment  in  favor  of  Cowlitz  Tribe  of 
Indians,  06832 
Providing  for  disposition  of  funds  appropriated 
to  pay  judgments  in  favor  of  Sac  and  Fox  In- 
dians, 06870 
Providing  for  establishment  of  American  Folklife 

Center  in  Library  of  Congress,  06819 
Providing  for  establishment  of  Constitution  for 

Guam,  10944 
Providing  for  establishment  of  Constitution  for 

Virgin  Islands,  10943 
Providing  for  establishment  of  Father  Marquette 

National  Memorial,  07125 
Providing  for  financing  and  economic  develop- 
ment of  Indians  and  Indian  organizations,  and 
for  other  purposes,  08793 
Providing   for  greater  disclosure   of   nature   and 
costs  of  real  estate  settlement  services,  05324, 
08982 
Providing    for    National    Women's    Conference, 

00422 
Providing     for     printing     as     House     document 
revised  edition  of  House  document  Our  Amer- 
ican   Government,    what    is    it?    how    does    it 
work?,  05009 
Providing    for    printing    of    additional    copies    of 
House  report  entitled  Concentration  by  com- 
peting  raw    fuel   industries    in   energy    market 
and  its  impact  on  small  business,  08779 
Providing     for    printing     of     House     document. 
Federal    election    campaign    laws    relating    to 
U.S.  House  of  Representatives,  10928 
Providing   for   reappointment   of   John   Nicholas 
Brown  as  citizen  regent  of  Board  of  Regents 
of  Smithsonian  Institution,  00559 
Providing   for  television   and   radio   coverage   of 
proceedings  in  chamber  of  House  of  Represen- 
tatives on  any  resolution  to  impeach  the  Pre- 
sident, 05030 
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"   to  tSO.OOO.  08765 
\ovid.ng    funds    for    Committee    on    Jud.c.ars 

raiding   funds    for  expenses   of  Committee   on 
Standards  of  Official  Conduct   10924 
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Ways  and  Mens.  .^SC  10916,  1 
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and   study   of  exploration  and  exploitation  of 

outer  Continental  Shelf.  00400 

toviding   funds    for    expenses    of    investigation 

and  study  of  welfare  and  pens.on  plans  to  DC 

conducted    by    Committee    on    Education    and 
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Public  Works  and  Transportation.  06785 
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Providing  further  funds  for  expenses  of  m 
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187.08775  f   MM 

Providing  medical  benefits  to  survivors  of  any 
veteran  who  at  time  of  death  was  suffering 
from    total    and    permanent    service-connected 

Provitig^ern^ent  authority  for  Assistant 
Commandant    of    Marine    Corps    to    serve 

Prov1a,ngfr!Pr:"nti:,on  of  District  of  Columbia 

in  Congress,  06872 
Providing  under  or  by  amendment  of  Alaska i  na- 
tive claims  settlement  act.  for  late  enrollment 
of  certain  natives.  06887 
Provision   of  defense   articles   and   services   and 

establishment  of  liaison  office    03310 
Provision  of  education  benefits  for  post-Vietnam 

era  veternas,  02105 
Provision   of   housing  benefits   for  post-Vietnam 
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Psychopharmacology  abstracts   04431 
Psychopharmacology  bulletin.  0443- 
Psychotherapy  change  measures   06345 
Public    advisory    committees    authority    structur 

functions  roster,  04051 
Public  advisory  series.  05944-5 
Public  assistance  statistics,  04433 
Public  broadcasting  finacing  act  of  1974    09038 
Public  broadcasting  financing  actjuw* 
Public  broadcasting  overview.  0*Wi 
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Qualification  standards  for  white  collar  position 
under  general  schedule,  04442 

Qualified  areas  under  Public  works  and 
economic  development  act,  02416,  11937 

Qualitative  characteristics  of  vestibular  nuclei  of 
brain  of  dolphins  and  man,  07887 

Quality  assurance  of  media  devices  and  cour- 
seware, 06541 

Quality  control  in  hospital  discharge  survey, 
12909 

Quality  of  life  as  perceived  by  30  year  old  Army 
veterans,  01741 

Quality  of  life,  05742 

Quality  of  surface  waters  of  United  States, 
05896 

Quantitative  analysis  of  airborne  asbestos  by  X- 
ray  diffraction,  05711 

Quantitative  and  historical  evidence  of  vegeta- 
tion changes  along  upper  gila  river,  ariz., 
09803 

Quantitative  tools  for  criminal  justice  planning, 
12630 

Quarterly  adjustments  of  support  prices  for  milk, 
00435 

Quarterly  agricultural  review,  07190 

Quarterly  digest  of  unpublished  decisions  of 
Comptroller  General  of  United  States,  04443-4 

Quarterly  financial  report  for  manufacturing, 
mining,  and  trade  corporations,  04445 

Quarterly  freight  loss  and  damage  claims  re- 
ported by  common  and  contract  motor  carriers 
of  property.,  04446 

Quarterly  journal  of  Library  of  Congress,  04447 

Quarterly  listing  of  interim  issuances,  04448 

Quarterly  operating  data  of  telegraph  carriers, 
04450 

Quarterly  operating  data  of  70  telephone  car- 
riers, 04449 

Quarterly  payments  to  Virgin  Islands,  07152 

Quarterly  summary  of  future  construction 
abroad,  04452 

Quarterly  summary  of  State  and  local  tax 
revenue,  04453 

Question  of  endemic  nature  of  influenza  A, 
07897 

Question  of  U.N.  charter  review,  11132 

Question,  have  you  taken  advantage  of  cor- 
ridors, municipal  water  supplies,  etc.,  for  out- 
door recreation?,  03083 

Questionable  aspects  of  military's  study  of  land 
needs  in  Hawaii,  07771 

Questionable  use  of  domestic  aeromedical 
evacuation  system,  07787 

Questionnaire  approach  to  determine  food  price 
factors,  11601 

Questions  and  answers  about  Bicentennial,  06568 

Questions  and  answers  concerning  Foreign  Ser- 
vice medical  program,  13117 

Questions  and  answers  on  HUD/FHA  home  pro- 
perty appraisals,  12478 

Questions  and  answers  on  new  Railroad  retire- 
ment act,  07301 

Questions  and  answers  on  OFCC  testing  and 
selection  order,  11953 

Questions  and  answers  on  role  of  Assistant 
Secretary  of  Labor  for  labor-management  rela- 
tions under  executive  order  11491,  as  amended, 
labor-management  relations  in  Federal  service, 
01233 

Questions  and  answers  regarding  original  issue 
discount  on  savings  deposit  arrangements, 
02752 

Quick  evaluation  methodology,  13105 

Quick  run  through  basic  training,  12920 


R    and    D   expenditures   of   State    public    institi 
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ment  act,  07037 
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judgments,  02154,  11290 
Supplemental    appropriation,    fiscal    year    1975, 

U.S.  Postal  Service,  04959 
Supplemental    appropriation,    fiscal    year    1975, 

U.S.  Railway  Association,  04960 
Supplemental  appropriations,  06916-7 
Supplemental  appropriations  bill,  02225,   10954, 

11411 
Supplemental  appropriations  bill,  1974,  05318 
Supplemental    appropriations    for    Architect    of 

Capitol,  10705 
Supplemental  appropriations  for  Department  of 

Commerce,  11288 
Supplemental  appropriations  for  Department  of 

State,  11289 
Supplemental  appropriations  for  Department  of 

Transportation,  11280 
Supplemental  appropriations  for  Department  of 

Treasury,  1 1294 
Supplemental  appropriations  for  Department  of 

Treasury  fiscal  year  1975,  08923 
Supplemental  appropriations  for  fiscal  year  1975 

for  Atomic  Energy  Commission,  05286 
Supplemental  appropriations  for  fiscal  year  1975 

for  Department  of  Agriculture,  11255 
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Supplemental  appropriations  for  fiscal  year  1975 

for  Department  of  Commerce,  1 1260 
Supplemental  appropriations  for  fiscal  year  1975 
for  Department  of  Commerce  and  Small  Busi- 
ness Administration,  05291 
Supplemental  appropriations  for  fiscal  year  1975 
for  Department  of  State  and  United  States  In- 
formation Agency,  11251 
Supplemental  appropriations  for  fiscal  year  1975 

for  Department  of  Treasury,  1 1250 
Supplemental  appropriations  for  fiscal  year  1975 

for  legislative  branch,  1 1262 
Supplemental  appropriations  for  international  or- 
ganizations and  conferences,  00380 
Supplemental  appropriations  for  judiciary,  11295 
Supplemental      appropriations      for      legislative 

branch,  11287 
Supplemental  appropriations   for  National  Com- 
mission on  Supplies  and  Shortages,  11293 
Supplemental    appropriations    for    U.S.    Railway 

Association,  11286 
Supplemental   appropriations    for   unemployment 

benefits,  00379 
Supplemental  assistance  to  Cambodia,  05486 
Supplemental  digest  and  index  of  published  deci- 
sions   of    Assistant    Secretary    of    Labor    for 
Labor-Management  Relations  pursuant  to  Ex- 
ecutive order  11491,  as  amended,  07940 
Supplemental   funds   for   study   of    U.S.    foreign 

policy,  11354 
Supplemental  index  4  to  v. 13  of  Administrative 
decisions    under    immigration    and    nationality 
laws  of  United  States,  12485 
Supplemental  1,   to  volume  13  of  Administrative 
decisions    under    immigration    and    nationality 
laws  of  United  States,  12484 
Supplemental   legislative    branch    appropriations 

11025 
Supplemental  1975  appropriations   for  legislative 

branch,  11253 
Supplemental  maritime  authorization,  08986 
Supplemental  railroad  appropriations,  11023 
Supplemental  reports,  deferral  of  budget,  10716, 

11239 
Supplemental  summary  of  budget  for  fiscal  year 

1975,  04939 
Supplemental      tidal      predictions,      Anchorage, 

Alaska,  12957 
Supply  operations  manual,  05578 
Support   of    hunting   and    fishing    at   Matagorda 

Island,  Tex.,  07741 
Supportive        service        manual        standardized 

procedure,  05791 
Supreme  Court  journal,  04568 
Surety  bond  guarantee  program  of  Small  Busi- 
ness Administration,  11618 
Surf  observations  and  longshore  current  predic- 
tion, 11971 
Surface  acoustics  wave  filters  at  UHF,  design 

and  analysis,  00050 
Surface  area  of  deltapine   srnoothleaf,   hopicala 

and  pima  S-2  cotton  plant,  08551 
Surface  mining  briefing,  05509 
Surface  mining  control  and   reclamation  act  of 

1975,  10917 
Surface    mining    control    and    reclamation    act, 

05068.  05398 
Surface  mining  veto  justification  briefing,  00472 
Surface  observations,  10622 
Surface  recession  characteristics  of  cryogenic  in- 
sulation subjected  to  arc-tunnel  heating,  02956 
Surface  transportation,  07029-30 
Surface  water  supply  of  United  States,  1966-70, 
05895 


Surface-mounted  flat  conductor  cable  for  home 

wiring,  06214 
Surplus  property  settlement,  03282 
Surveillance,  11164-5 

Survey  and  evaluation  of  kinetic  data  on  reac- 
tions in  methane/air  combustion,  12045 
Survey  of  current  business,  04569 
Survey     of     factors     affecting     regeneration     of 

Rocky  Mountain  Douglas-fir,  02630 
Survey   of   Federal   and   electric   utility   p.->cure- 

ments  of  power  equipment,  07736 
Survey  of  Federal  libraries,  03013 
Survey  of  field  laboratories  of  Bureau  of  Recla- 
mation, 08346 
Survey    of    flue     gas     desulfurization    systems, 

00937 
Survey   of   future   requirements   for   large   space 

structures,  08123 
Survey    of    methods    suitable    for    analysis    and 
preservation  of  nitrogen  forms  in  estuarine  en- 
vironment, 10264 
Survey  of  minority-owned  business  enterprises, 

special  report,  00191-3 
Survey    of    personnel    protective    clothing    and 
respiratory   apparata  for  use  by  Coast  Guard 
personnel      in      response      to      discharges      of 
hazardous  chemicals,  00246 
Survey  of  plant  capacity,  00168 
Survey  of  procurement  statistics,  04570 
Survey  of  properties  of  hydrogen  isotopes  below 

critical  temperatures,  12879 
Survey  of  soldiers'  attitudes  toward  troop  hous- 
ing, 09235 
Survey  report  on  individual  retirement  accounts, 

00524 
Survey   reports   on   atmospheric   emissions  from 

petrochemical  industry,  09483 
Survival  of  tropical  ash  planted  in  tordon-treated 

soils  in  Hawaii,  09685 
Suspected  carcinogens,  08245 
Suspended  particulate  matter  in  New  York  Bight 

apex,  08280 
Suspended  solids  monitor,  09408 
Suspending  presidential  authority  to  impose   oil 

import  fees,  05477 
Suspension  of  food  stamp  regulations,  00391 
Swimming  pools,  09075 
Symposium  on  Cardiopathy  of  Aging,  03371 
Syncrisis,    dynamics    of    health,    analytic    series, 

12459 
Syncrisis,  dynamics  of  health,  analytic  series  on 
interactions     of     health     and     socioeconomic 
development,  01120,  07850 
Synergist,  04571 
Synoptic    observations    of    solar    corona    during 

Carrington  rotations,  07538 
Synthetic  gasoline,  06959 
Synthetic     organic     chemicals.     United     States 

production  and  sales,  08495 
Synthetic     organic     chemicals,      United     States 

production  and  sales  series,  10341-2 
Synthetic     organic     chemicals,      United     States 
production    and    sales,     flavor    and    perfume 
materials,  10341 
Synthetic     organic     chemicals,     United     States 
Production  and  sales,  plastics  and  resin  materi- 
als. 10342 
System    for   collection,    preparation,    translation, 
and   computer  reduction  of  digital   hydrologic 
data,  08515 
System  for  estimation  of  mean  active  bone  mar- 
row dose,  01525 
System   for  incident  detection  and  core  surveil- 
lannce  for  fast  reactor,  07463 
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System  for  spacecraft  attitude  control  and  ener- 
gy storage,  10139 

System  for  storage  and  retrieval  of  water  use  in- 
ventory data,  09591 

System  integration  and  system  shakedown  tests, 
NAS  enroute  state  A  model  A3dl,  13151 

System  safety  checklist  Skylab  program  report, 
10126 

System  study  and  evaluation  of  air  pollutant 
emissions,  00965 

System  to  geometrically  rectify  and  map  air- 
borne scanner  imagery  and  to  estimate  ground 
area,  06156 

Systematic  interdisciplinary  approach  in  highway 
planning  and  design,  02540 

Systematic  variations  of  instructional  variables 
on  learner  performance,  aircraft  instrument 
comprehension  task,  04752 

Systematics,  environment  and  biogeography  of 
some  late  Cambrian  and  early  Ordovician 
trilobites  from  eastern  New  York  State,  12425 

Systems  analysis  of  traffic  law  system,  summary 
volume,  10214 

Systems  analysis  on  land-use  planning,  concep- 
tual development,  09620 

Systems  engineering  for  power,  status  and 
prospects,  074660 


Tables  and  statistical  material  on  U.S.  balance  of 
trade  and  balance  of  payments,  07240 

Tables  of  angular  spheroidal  wave  functions, 
03075-6 

Tables  of  collision  integrals  and  second  virial 
coefficients  for  [m,6,8]  intermolecular  poten- 
tial function,  06289 

Tables  of  diffraction  losses,  06292 

Tables  of  redemption  values  for  U.S.  savings 
bonds,  series  A-E,  04572 

Tables  of  spectral-line  intensities,  06274-5 

Tabulation  of  population  for  purposes  of  appor- 
tionment of  State  legislative  bodies,  07011 

Tabulations  of  population  for  State  legislative 
apportionment  or  districting,  07146 

Tactical  air  power,  11480-1 

Tahoe,  Lake  eutrophication  of  surface  waters, 
Indian  Creek  Reservoir,  09632 

Take  a  look  at  all  the  things  you've  been  taking 
for  granted,  06577 

Talking  book  topics,  04573 

Tamano  oil  spill  in  Casco  Bay,  12101 

Tank  employment/antimechanized  operations, 
12696 

Tanker  ballasting,  how  light  can  you  go?,  12703 

Tankers  and  marine  environment,  05470 

Target  industries,  profiles  of  5  hazardous  occu- 
pations, 01506 

Target  prices  and  loan  figures  for  feed  grains 
and  cotton,  06908 

Tariff  circular,  12586 

Tariff  schedules  of  United  States  annotated, 
03364,  04574 

Tariff  simplification  and  freight  rate  disparities 
act,  05321 

Tariff  treatment  of  watches  and  watch  move- 
ments manufactured  in  insular  possessions  of 
United  States,  00587 

Tax  and  loan  accounts  legislation,  02035 

Tax  benefit  for  low-income  individuals,  02764 

Tax  benefits  for  older  Americans,  02765 

Tax  calendar  and  check  list  for  1976,  02766 

Tax  Court  of  United  States  reports,  04575 

Tax  credit  for  new  home  buyer,  02767 

Tax  credit,  employers  can  win,  too,  06062 


Tax  exempt  status  of  obligations  used  to  provide 

certain  irrigation  facilities,  07168 
Tax    expenditures    in    relation    to    congressional 

control    over    budgetary    outlay    and    receipt 

totals,  08886 
Tax  guide  for  small  business,  12528 
Tax  guide  for  U.S.  citizens  abroad,  01157 
Tax   guide   for   U.S.   citizens   employed   in   U.S. 

possessions,  02768 
Tax  information  for  American  scholars  in  U.S. 

and  abroad,  02769 
Tax  information  for  homeowners,  02770 
Tax   information   for  manufactures   of  firearms, 

shells  and  cartridges,  02771 
Tax    information    for    private    foundations    and 

foundation  managers,  02772 
Tax   information    for   sponsors    of   contests   and 

sporting  events,  01158,  02773 
Tax   information    for   U.S.    Government   civilian 

employees  stationed  abroad,  02774-5 
Tax  information  for  visitors  to  the  United  States, 

02776, 12532 
Tax    information    on    accounting    periods    and 

methods,  07871 
Tax  information  on  business  expenses,  02777 
Tax  information  on  condominiums  and  coopera- 
tive apartments,  02778 
Tax   information   on   deductions    for  bad   debts, 

02779 
Tax  information  on  deductions  for  homeowners, 

01159 
Tax  information  on  depreciation,  02780 
Tax    information    on    disasters,    casualty    losses, 

and  thefts,  01160 
Tax  information  on  educational  expenses,  02781 
Tax  information  on  individual  retirement  savings 

program,  12529 
Tax  information  on  installment  and  deferred-pay- 
ment sales,  02782 
Tax  information  on  investment  credit,  02783 
Tax  information  on  investment  income  and  ex- 
penses, 07872,  12530 
Tax  information  on  moving  expenses,  02784 
Tax   information    on    mutual    fund   distributions, 

02785, 12531 
Tax   information   on  operating  business  in  your 

home,  02786 
Tax    information    on    partnership    income    and 

losses,  02787 
Tax  information  on  pension  and  annuity  income, 

02788 
Tax  information  on  repairs,   replacements,  and 

improvements,  01161 
Tax  information  on  selling  your  home,  02789 
Tax  information  on  Subchapter  S  corporations, 

02790-2 
Tax  information  on  U.S.  civil  service  retirement 

and  disability  retirement,  02793 
Tax  information  on  United  States  saving  bonds, 

02794 
Tax  policy  in  energy  sector,  05258 
Tax  reduction  act  of  1975,  05092,  05400 
Tax  reform,  00525 
Tax  reform  act,  01999 
Tax  reform  bill,  07059-60 
Tax  shelter  investments,  analysis  of  37  individual 

income  tax  returns,  00526 
Tax  shelters,  equipment  leasing,  02132 
Tax  shelters,  farm  operations,  02133 
Tax  shelters,  movie  films,  02134 
Tax  shelters,  oil  and  gas  drilling  funds,  02135 
Tax  shelters,  prepaid  interest,  02136 
Tax  shelters,  real  estate,  02137 
Tax  shelters,  use  of  limited  partnerships,  02138 
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Tax  withholding  and  declaration  of  estimated 
tax,  02795 

Taxable  income  and  nontaxable  income,  02796, 
12533 

Taxation  of  foreign  source  income,  02139 

Taxes  levied  on  farm  personal  property,  10378 

Teacher's  guide,  environmental  impact  of  electri- 
cal power  generation,  nuclear  and  fossil,  07484 

Teaching  creative  writing,  01264 

Technical  amendments  to  Public  law  93-407, 
05060 

Technical  and  economic  analysis  of  trends  to 
develop  large  computers,  07899 

Technical  and  economic  assessment  of  direct- 
cycle  gas-cooled  reactor  plant,  1 1964 

Technical  assistance  bulletin,  13030 

Technical  assistance  in  tax  administration,  03249 

Technical  consultations  and  training,  03276 

Technical  cooperation,  10295 

Technical  handbook  for  facilities  engineering  and 
construction  manual,  02679-710 

Technical  information  release,  04576 

Technical  manual  TM  series,  00097-8,  01734-6, 
0479-3,  06579-84,  08605-9,  10510-1 

Technical  note  ORP/CSD  series,  01520-1 

Technical  papers,  05818,  05818 

Technical  progress  report,  08106 

Technical  review  of  Nicaraguan  building  regula- 
tory system,  01384 

Technical  standard  order  authorizations,  12122 

Technical  support  document,  EPA  regulations 
for  preventing  significant  deterioration  of  air 
quality,  12102 

Technical,  environmental  and  economic  evalua- 
tion of  wet  processing  system  for  recovery 
and  disposal  of  municipal  solid  waste,  02472 

Technician  personnel  pamphlet,  03019-20,  06324, 
08231 

Technique  for  direct  measurement  of  magnetic 
entropy  of  solids,  results  for  dysprosium 
titanium  oxide,  10155 

Techniques  for  obtaining  working  traits  require- 
ments from  employers,  12689 

Techniques  in  evaluating  suitability  of  borrow 
material  for  beach  nourishment,  11973 

Techniques  of  final  preseal  visual  inspection, 
06199 

Techniques  of  water-resources  investigations  of 
Geological  Survey,  01117-8 

Technology  and  cities,  partners  for  progress, 
06406 

Technology  and  use  of  lignite,  01285 

Technology  for  use  of  incinerator  residue  as 
highway  material,  02537 

Technology  of  forced  flow  and  once  through 
boiling,  survey,  06188 

Technology  resources  survey  and  applications 
act,  05364 

Technology  sharing,  guide  to  assistance  in  ob- 
taining and  using  research,  development,  and 
demonstration  projects,  13209 

Technology  transfer,  bridge  between  research 
and  use,  04578 

Technology  utilization,  07179 

Technology  utilization  series,  02951-2,  06188-9, 
06192-4,  06196-7.  08131 

Telecommunication,  pre-sunrise  operation  of  cer- 
tain standard  radio  broadcasting  stations, 
03220 

Telecommunications,  08422 

Telecommunications  by  optical  fibers,  01189 

Telecommunications  management,  12103 

Telecommunications  research  and  policy 
development  overview,  02076 

Telegraph  and  telephone  regulations,  1973,  08930 


Telephone  assistance  to  taxpayers  can  be  im- 
proved, 01104 

Telephone  directory,  09535 

Telephone  directory.  Cost  of  Living  Council, 
11646 

Telephone  directory,  Department  of  Housing  and 
Urban  Development,  09871 

Telephone  directory.  Federal  Energy  Administra- 
tion, 02514,  09536 

Telephone  directory.  House  of  Representatives, 
04922 

Telephone  directory,  State  Department,  Agency 
for  International  Development,  Arms  Control 
and  Disarmament  Agency,  Overseas  Private 
Investment  Corporation,  01596 

Telephone  monitoring  practices  by  Federal  agen- 
cies, 00468 

Tellurium,  01299 

Temperature  prediction  studies,  09335 

Temperature  rise  of  flat  conductor  cable  in- 
stalled under  carpet,  06213 

Temporary  assistance  for  U.S.  citizens  returned 
from  abroad,  07101 

Temporary  enclosures  and  heating  during  con- 
struction, 07517 

Temporary  program  for  reduced  rate  beef  cattle 
feed,  11045 

Temporary  rental  of  railroad  rolling  stock  by 
foreign  corporation2,  01962 

Temporary  suspension  of  duty  on  certain 
catalysts  of  platinum  and  carbon  used  in 
producing  caprolactam,  00588 

Temporary  suspension  of  duty  on  catalysts  of 
platinum  and  carbon  used  in  producing  capro- 
lactam, 05013 

Temporary  suspension  of  duty  on  certain  forms 
of  zinc,  06825 

Temporary  suspension  of  duty  on  natural  gra- 
phite, 06823 

Ten  suggestions  for  congressional  reform,  08887 

Ten-cent  Tennis  centennial  stamped  envelope, 
06499 

Tennessee  Valley  Authority  bulletin,  03347-50 

Tennessee  Valley  Authority  pollution  control 
facilities,  10885 

Tennessee  Valley  Authority  power  annual  re- 
port, 01604 

Tennessee  Valley  Authority  technical  note, 
03351 

Tennessee  Valley  Authority,  examination  of 
financial  statements,  10800 

Tennessee  Valley  perspective,  04579 

Tennis,  list  of  publications,  06454 

Tensile  and  creep  properties  of  titanium-vanadi- 
um, titanium-molybdenum,  and  titanium-niobi- 
um alloys,  06204 

Tent  flammability,  09071 

Tentative  analytical  methods  for  cadmium, 
chromium  and  cyanide  in  water,  10270 

Tenth  annual  report  of  Advisory  Commission  on 
International  Educational  and  Cultural  Affairs, 
04927 

Tenth  annual  report  on  status  of  national  wil- 
derness preservation  system,  04990 

Termination  of  veterans'  educational  benefits, 
01936 

Terms  and  definitions  for  police  patrol  cars, 
02838 

Terrestrial  and  freshwater  radioecology,  selected 
bibliography,  00868 

Terrestrial  photovoltaic  measurements, 

workshop  proceedings,  08148 

Territorial  papers  of  United  States,  12852,  12861 

Terrorism,  02060 
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Terrorist  bombings  and  law  enforcement  intel 
ligence,  07286 

Terroristic  activity,  00689,  02308,  07286 

Test  and  evaluation  of  system  for  precise  time 
dissemination  using  DME  (VORTAC) 
synchronization,  10321 

Test  equipment  management  handbook,  07614 

Test  for  lead  in  gasoline  by  atomic  absorption 
spectrometry,  05697 

Test  method  for  volatile  component  stripping  of 
waste  water,  07576 

Test  plan  and  preliminary  report  of  airborne 
electromagnetic  environment  survey  over 
U.S.A.  urban  areas  0.4  to  18.0  GHz,  08125 

Test  results  from  breadboard  cryogenic  propel- 
lant  conditioning  assembly,  10158 

Test  train  program,  fifth  progress  report,  12207 

Test  train  program,  fifth  progress  report,  05801 

Testimony  of  Lewis  A.  Engman,  02582 

Testimony  of  witnesses,  11169-70 

Testing  and  certification  for  export  products  in 
industrializing  countries,  12878 

Testing  bulk  compressive  strength  of  rocks, 
07889 

Testing  of  flat  conductor  cable  to  Underwriters 
Laboratory  standards  UL719  and  UL83,  06215 

Testing  of  molecular  sieve  used  to  control  mer- 
cury emission  from  chlor-alkali  plant,  05715 

Testing  of  printed  circuit  board  solder  joints  by 
optical  correlation,  02994 

Tests  and  other  applicant  appraisal  procedures, 
03860 

Texas  landings,  04580,  08257 

Text  of  title  3  of  International  claims  settlement 
act  as  amended,  02595 

Textile  test  methods,  12249 

Texto  de  la  ley  de  relaciones  obrero-patronales, 
1947,  segun  enmendada,  01437 

Thallium,  01300 

That  we  may  eat,  00047,  00310 

The  executive,  philosophy,  problems,  practices, 
00094 

Theatre  program  guidelines,  01412 

Theoretical  aerodynamics  of  upper-surface-blow- 
ing jet-wing  interaction,  02959 

Theoretical  and  experimental  longitudinal 
aerodynamic  characteristics  of  aspect  ratio 
0.25  sharp-edge  delta  wing  at  subsonic,  super- 
sonic, and  hypersonic  speeds,  10151 

Theoretical  face  pressure  and  drag  charac- 
teristics of  forward-facing  steps  in  supersonic 
turbulent  boundary  layers,  02970 

Theoretical  monochromatic-wave-induced  cur- 
rents in  intermediate  water  with  viscosity  and 
nonzero  mass  transport,  08141 

Theoretical  study  of  refraction  effects  on  noise 
produced  by  turbulent  jets,  08124 

Theoretical  surface  velocity  distributions  on 
acoustic  splitter  geometries  for  an  engine  inlet, 
10119 

Theory  and  applications  of  ocean  wave  measur- 
ing systems  at  and  below  sea  surface,  on  land, 
from  aircraft,  and  from  spacecraft,  12775 

Theory  of  noise  generation  from  moving  bodies 
with  application  to  helicopter  rotors,  02995 

There  it  goes,  America!,  05819 

Thermal  conductance  of  and  heat  generation  in 
tire-pavement  interface  and  effect  on  aircraft 
braking,  08165 

Thermal  degradation  of  Green  River  keroeen  at 
150°-350°  C,  10084 

Thermal  fog  dispersal  manual,  10303 

Thermal  insulation,  10410 

Thermal  loading  in  laser  holography  nondestruc- 
tive testing  of  composite  structure,  06250 


Thermionic  performance  of  cesium  diminiode 
with  relatively  impure  110-tungsten  electrodes, 
10103 

Thermodynamics  of  Al-Si  system,  12720 

Thermodynamics  of  bridges,  roadways,  and  run- 
ways, 08458 

Thermogravimetric  study  of  reduction  of  oxides 
present  in  oxidized  nickel-base  alloy  powders, 
12801 

Thinning  promotes  growth  of  sprouts  on  old- 
growth  redwood  stumps,  09706 

Third  annual  report  of  Emergency  Loan  Guaran- 
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What  you  always  wanted  to  know  about  Air 
Force  but  didn't  know  who  to  ask,  06562 

What  you  should  know  about  firewood  before 
you  buy,  13188 

What  you  should  know  about  WIN,  07997 

Wheat  situation,  04721 

Wheels  and  wheeling,  Smithsonian  cycle  collec- 
tion, 06467 

When  you  work  at  a  job,  01566 

When  you  work  in  fields,  01567 

Where  and  how  to  get  a  farm,  06523 

White  House  Conference  on  Handicapped  In- 
dividuals, 11013 

White  House  employment,  00401 

White  House  fellows,  13057 

White  House  fellowships,  01519 


White  House  public  forums  on  domestic  policy, 

11929-30 
White  paper  on  drug  abuse,  00824 
White  River  floods  in  Newport,  Ark.,  09316 
White-spotted  sawyer,  01042 
Who's  hiring  engineers,  00222 
Wholesale  price  index,  04722 
Wholesale  prices  and  price  indexes,  04723 
Why  doesn't  somebody  do  something,  05567 
Why    performance    of   automatic    voice    network 

(Autovon)   service    needs   improvement,   GAO 

report,  09783 
Why  survey  from  space?,  01339 
Widespread  tornado  outbreak,  08265 
Wild  and  scenic  rivers,  08335 
Wilderness  ethic,  12334 
Wilderness    management,    computerized    system 

for  summarizing  permit  information,  12292 
Wildfire     smoke     conditions,     interior     Alaska, 

01073 
Wildfire  statistics,  1974,  01080 
Wildland    fires    and   dwarf    mistletoes,    literature 

review    of    ecology    and    prescribed    burning, 

02604 
Wildlife  habitats,  09612 
Wildlife  refuges  and  organic  act,  00495 
Wildlife  Research  Center,  Denver,  Colo.,  13107 
Wildlife  research  report,  12267-8 
Wildlife  review,  04724 

Will  family  farm  survive  in  America,  07320-1 
William     Floyd     Estate     Fire     Island     National 

Seashore,  N.Y.,  06393 
Wind     energy     conversion     systems,     workshop 

proceedings,  03062 
Wind  wave  studies,  06431 
Wind-resistant    design    concepts    for   residences, 

guidelines  for  homeowners  and  builders,  02338 
Wind-tunnel  free-flight  investigation  of  model  of 

spin-resistant  fighter  configuration,  12824 
Winds  of  change,  evolving  relations  and  interests 

in  Southeast  Asia,  02275 
Winter  storage  and  packaging  effects  on  Lucky 

Peak  seedlings,  01050 
Withdrawal   of   designation   of    Khmer   Republic 

and  Vietnam,  South,  as  beneficiary  developing 

countries,  10783 
Withholding  of  certain  city  taxes  from  Federal 

employees'  pay,  08790 
Withholding  of  certain  city  wage  taxes,  09004 
Withholding    of   tax    on    nonresident    aliens    and 

foreign  corporations,  12534 
Withholding  taxes  from  your  employees'  wages, 

02802 
Women  &  housing,  report  on  sex  discrimination 

in  5  American  cities,  12481 
Women  and  drugs,  01432 
Women  and  railroad  retirement,  11043 
Women  and  work,  04725 
Women  in  military,  10429 
Women's  Bureau  bulletins,  13253 
Women's  Bureau  leaflets,  01623 
Women's  guide  to  social  security,  01568 
Wood  and  wood-based  residues  in  animal  feeds, 

05853 
Wood  design  parameters   for  theater  of  opera- 
tions applications,  05619 
Wood  handbook,  wood  as  engineering  material, 

08558 
Wood  preservation,  10408 
Wood    siding,    installing,    finishing,    maintaining, 

06522 
Wood-base    fiber   and   particle    panel    materials, 

10411 
Woodcock  status  report,  01037 
Wool  and  mohair,  03345 
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Wool  products  labeling  act,  amendment,  02069 

Word  to  families  of  Army  Reservists,  10513 

Work  incentive  program,  04726 

Work  incentive  program  modifications,  07172 

Work  incentive/jobs  optional  program,  06065 

Work  stoppages,  04727 

Work  stoppages  in  1972,  selected  final  tabula- 
tions, 06043 

Work-hardening  and  strain  rate  sensitivity  of 
flow  stress  in  high  purity  ice  single  crystals, 
07514 

Workable  program  for  community  improvement, 
status  report,  09873 

Worker  protection  must  be  isured  when  em- 
ployers request  permission  to  deviate  from 
safety  and  health  standards,  07795 

Workers'  Compensation  Programs  Office 
pamphlet,  01625 

Working  papers  on  House  committee  organiza- 
tion and  operation,  05158,  08862,  08864-87, 
08889-91,  11083-4 

Working  papers  on  House  committee  organiza- 
tional perspectives,  08888 

Working  with  silver  solder,  06337 

Works  of  art,  catalog  of  copyright  entries,  00714, 
02325 

Works  of  5th  ail-Union  school-seminar  on 
statistical  hydroacoustics,  01190-1 

Workshop  on  mathematical  modeling  of 
photochemical  smog,  05696 

World  agricultural  production  and  trade,  statisti- 
cal report,  04728 

World  agricultural  situation,  11945 

World  can  feed  itself,  10427 

World  Data  Center  A  for  Solar-Terrestrial 
Physics,  07538 

World  Data  Center  A  for  Solar-Terrestrial 
Physics,  report  UAG  series,  00891,  11994, 
09322 

World  data  center  A,  Oceanography,  Oceano- 
graphic  Data  Exchange  report,  11993 

World  energy  resources,  annotated  bibliography, 
07481 

World  epidemiology  review,  04729 

World  Food  Conference,  selected  materials  for 
use  of  U.S.  Congressional  delegation,  05427 

World  food  resolution,  05339 

World  maps  on  August  epicycloidal  conformal 
projection,  01457 

World  military  expenditures  and  arms  trade, 
00075 

World  monetary  conditions  in  relation  to  agricul- 
tural trade,  00842,  02420 

World  must  trade,  10428 

World  of  banking,  10635 

World  trade  for  Eastern  Europe,  Union  of 
Soviet  Socialist  Republics  and  People's 
Republic  of  China,  09189 

World  trade  outlook  for  Africa,  02405,  09176 

World  trade  outlook  for  Eastern  Europe,  Union 
of  Soviet  Socialist  Republics,  and  People's 
Republic  of  China,  02407 

World  trade  outlook  for  Far  East  and  South 
Asia,  02404 

World  trade  outlook  for  Far  East,  09178 

World  trade  outlook  for  Latin  America,  02408 

World  trade  outlook  for  Near  East  and  North 
Africa,  02406 

World  trade  outlook  for  Near  East  and  South 
Asia,  09177 

World  trade  outlook  for  Western  Europe  and 
Canada,  02403,  09179 

Worldwide  effects  of  nuclear  war,  some  perspec- 
tives, 00076 


Worldwide  search  for  petroleum  offshore,  status 
report  for  quarter  century,  1947-72,  05872 

Worldwide  spread  of  nuclear  technology,  10484 

Wrangell-St.  Elias  National  Park,  Alaska, 
proposed, 12508 

Wringer  washing  machines,  09096 

Writing  mechanics,  12904 

WS  series,  03962 


X-ray     investigation     in     aviation     and     space 

medicine,  01367 
X-ray   line   profile   analysis   of   titanium   alloys, 

06433 
Xylem   resin  in  resistance  of  pinaceae  to  bark 

beetles,  12291 


Y.  S.  Naval  Submarine  Medical  Center,  Sub- 
marine Base,  Groton,  Conn.,  report,  10060 

YCC  program  handbook,  09882 

Years  past  and  years  ahead,  continuity  in 
dichotomy,  11298 

Yellowtail  Dam  and  Powerplant,  technical  record 
of  design  and  construction,  08347 

You  and  law  overseas,  06570 

You  and  VA,  13238 

You  and  your  passport,  08433 

You  can  help  her,  join  Job  Corps,  06066 

You  can  help  him,  join  Job  Corps,  06067 

You  can  help  them,  guide  for  social  service  wor- 
kers, community  and  church  leaders,  school 
teachers,  guidance  counselors,  juvenile  court 
officials,  12693 

You  can  make  it  happen,  highlights  or  REA's 
1974  community  development  survey,  13070 

You  can,  join  Job  Corps,  12692 

Young  and  senior  science  and  engineering  facul- 
ty, 06407 

Your  Army,  200  years,  06588 

Your  career  planner,  13016 

Your  consumer  affairs  handbook,  04787 

Your  Federal  income  tax,  01163 

Your  Federal  Trade  Commission,  what  it  is  and 
what  it  does,  09589 

Your  forestland,  enjoyment,  profit,  02649 

Your  insured  funds,  01406 

Your  medicare  handbook,  13080 

Your  social  security,  13088-9 

Your  social  security  check,  13081-4 

Your  social  security  earnings  record,  13085-6 

Your  social  security  rights  and  responsibilities, 
13087 

Your  woodland,  your  conservation  program, 
01673 

Youth  Conservation  Corps,  12335 

Youth  health  center,  01576 

Youth  reporter,  04730 

Youthful  fire-setters,  exploratory  study  in  per- 
sonality and  background,  09663 

Yukon  Delta  National  Wildlife  Refuge,  Alaska, 
proposed, 12509 


Zinc,  06124 

Zirconium  and  hafnium,  06125 

Zonal  profiles  of  atmospheric  water  vapor,  1 2974 
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Abalone: 

fish  meal,  salmon,  bottom  fish,  clam,  oyster, 

sardine,  scallop,  herring,  and  abalone  seg- 
ment  of   canned   and   preserved   fish   and 

seafood  processing  industry   point  source 

category,  07542 
Abbreviations: 

acronyms    and    abbreviations,    micro-organism 

culture  collections,  08529 
contractions  handbook,  06564 
contractions  used  by  FAA,  air  traffic  control, 

etc.,  handbook,  03612 
Federal  aviation  regulations,  09501 
Federal    Aviation   regulations,    definitions   and 

abbreviations,  03813 
glossary  of  terms  and  abbreviations  for  use  in 

transportation       preparedness       planning, 

13199 
Abert  Lake: 

solute   balance   at   Abert  and   Summer  Lakes, 

south-central  Oreg.,  07840 
Ability: 

computer-assisted      testing,      calibration      and 

evaluation  of  verbal  ability  bank,  10601 
development  of  a  prototype  human  resources 

data    handbook    for    systems    engineering, 

application  to  fire  control  systems,  01700 
empirical    investigation    of    stradaptive    testing 

model  for  measurement  of  human  ability, 

06540 
job  analysis  for  human  resource  management, 

06058 
Navy    human    resource    management    survey, 

01491 
use  your  leadership  ability  and  liberal  arts  edu- 
cation in  ACTION,  Peace  Corps/  VIST  A, 

00004 
Abort: 

abort   separation   study   of  shuttle  orbiter  and 

external  tank  at  hypersonic  speeds,  06203 
Abortion: 

abortion  surveillance,  00194 

amendment   to   Constitution   of    United    States 

for  protection  of  unborn  children - 
hearings,  11580 
amendment   to   Constitution   of   United   States 

for  protection  of  unborn  children,  hearing, 

print  additional  copies- 
report,  11369 
Abrasives: 

abrasive    material,    mineral    industry    surveys, 

08006 
Federal  item  identification  guide.  00743 
incendivity    of    some   coal-cutter   materials   by 

impact-abrasion     in     air-methane,     06129, 

12722 
mineral  industry  surveys,  08005 
Absorbents: 

hydrogen    sulfide    removal    from    hot    producer 

gas  by  solid  absorbents,  10091 
testing  of  molecular  sieve  used  to  control  mer- 
cury    emission     from     chlor-alkali     plant, 

05715 


Absorbers: 

absorption  of  sulfur  dioxide   in  spray  column 
and  turbulent  contracting  absorbers,  07557 
Absorption: 

absorption  of  sulfur  dioxide  in  spray  column 
and  turbulent  contracting  absorbers,  07557 
ammonia        absorption-ammonium        bisulfate 
regeneration      process,      topical      report, 
phases  1  and  2,  pilot-plant  study,  12054 
computer     simulation     of     aircraft-based     dif- 
ferential absorption  and  scattering  system 
for    retrieval    of    S02    vertical    profiles, 
08162 
lidar    measurement    of    temperature,    new    ap- 
proach, 04771 
nucleon    and    heavy-ion    total    and    absorption 

cross  section  for  selected  nuclei,  08169 
remote    sensing    of    pollutants    computerized 
reduction    of    long-path    absorption    data, 
08277 
Absorption  spectrometry,  see  Spectrometry. 
Abstracts: 

A.I.D.    research    and    development    abstracts, 

03377 
benchmarking  and  workload  definition,  01380 
electromagnetic   metrology,  current  awareness 

service,  03766 
energy  abstracts  for  policy  analysis,  03773 
police-community  relations,  01211 
United   States  and   foreign   open   literature   on 
noise,  07569-70 
Academy  of  Medical  Sciences,  USSR: 

vestnik,  04661 
Academy  of  Sciences,  USSR: 
directory,  USSR  study.  07925 
vestnik,  04662 
Acala  cotton,  see  Cotton. 
Acanthaceae: 

genus  Aphelandra  (Acanthaceae),  08366 
Acanthocephala: 

parasite-subject      catalogue,      parasites,      Ne- 
matoda  and  Acanthocephala,  01638 
Acaricides: 

EPA    compendium    of    registered     pesticides, 
acaricides,  etc.,  03587,  10243,  13034 
Acceleration: 

acceleration  and  passing  ability,  comparison  of 

passenger  cars  and  motorcycles,  12927 
computed  lateral   rate  and  acceleration  power 
spectral     response    of    conventional    and 
STOL    airplanes    to    atmospheric     turbu- 
lence, 02965 
Accelerometers: 

basic  research  in  crashworthiness,  12926 
Access,  see  Availability. 
Access  roads,  see  Roads  and  highways. 
Accessions,  index,  lists,  etc.,  see  Library  acces- 
sions. 
Accidents: 

accident/incident  investigation  manual,  for  use 
in  conjunction  with  management  oversight 
and  risk  tree,  11959 
aircraft    emergency    procedures     over    water, 

04845,  10603 
boating  accident  investigations,  1972,  01816 
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BWR  waste  gas  treatment  system  dose  evalua- 
tions under  upset  conditions,  00101 

chemical  hazards  response  information  system 
for  multimodal  accidents,  CHRISMA, 
reevaluation  of  CHRIS  for  all  modes  of 
transportation,  00238 

detailed  study  of  power  and  load  related  boat- 
ing accident  data,  01817 

elderly  and  stairway  accidents,  fact  sheet, 
09105 

non-government  frequency  list,  land  transpor- 
tation services,  09517 

persons  injured  and  disability  days  by  detailed 
type  and  class  of  accident,  1291 1 

railroad  employee  accident  investigation  re- 
port, 01547-9 

safety  recommendations,  04487 

sheet  metal  safety,  it's  working  (address), 
06452 

together  we  can  reduce  accidents  Spanish  edi- 
tion, 05563 

tri-level  accident  investigation  summaries, 
08240 

vessel  traffic  systems,  what  is  needed  to 
prevent  and  reduce  vessel  accidents? 
GAO  report,  01103 

why  doesn't  somebody  do  something,  05567 
See  also  Aircraft  accidents-Disasters-Marine 
accidents-Mine  accidents -Motor  vehicle 
accidents-Railroad  accidents-Safety  of  life. 
Accountants: 

employment  outlook,  09953 
Accounting,  see  Accounts  and  accounting. 
Accounting  machines: 

office,   computing,   and   accounting   machines, 
current  industrial  reports,  10556 
Accounts  and  accounting: 

accounting  and  finance  manual,  00726 

accounting  and  finance,  joint  uniform  military 
pay  system  JUMPS  AFO  procedures, 
10443 

accounting  and  finance,  joint  uniform  military 
pay  system  leave  policy  and  procedures, 
06558 

accounting  and  finance,  joint  uniform  military 
pay  system  unit  procedures  excluding 
AFO,  10444 

accounting  and  finance,  joint  uniform  military 
pay  system,  miscellaneous  codes  and  ta- 
bles, 10445 

accounting  and  finance,  research  and  develop- 
ment, job  order  cost  accounting  system, 
04763 

accounting  manual  for  Federal  credit  unions, 
01403 

accounting  manual  for  Federal  credit  unions, 
condensed  version,  01402 

accounting  series  releases,  SEC,  03387 

air  carriers,  certificated,  uniform  system, 
04638 

auditor  training  program,  career  for  accounting 
majors,  12152 

code  of  Federal  regulations,  05804 

facilities  operations  and  maintenance,  plant 
management  systems,  facilities  cost  ac- 
counting management  information  system, 
02687 

GAO  review  (periodical),  03966 

General  Accounting  Office  policy  and 
procedures  manual  for  guidance  of 
Federal  agencies,  03968 

guide  for  improved  use  of  Defense  Documen- 
tation Center  by  cost  analysts,  10497 


impact    of    NOW    accounts    in    Massachusetts 
and  New  Hampshire- 
hearings,  07207 
individual  retirement  accounts,  00524- 

hearings,  07051 
low-rent  housing  accounting  handbook,  09859 
office   accounts   of   Federal  and   State   incum- 
bent officeholders,  10796 
reliability    of    quarterly    national    income    and 
product  accounts  of  United   States,  1947- 
71,  00829 
status,    progress,    and    problems     in    Federal 
agency  accounting  during  fiscal  year  1975, 
GAO  report,  01089 
status,    progress,    and    problems    in    Federal 

agency  accounting,  GAO  report,  07734 
tax    information    on    accounting    periods    and 

methods,  07871 
uniform  system  of  accounts,  class  1  and  class  2 
common   and    contract   motor   carriers   of 
property,  12589-90 
uniform    system    of    accounts,    prescribed    for 

natural  gas  companies,  04639 
uniform    system    of    accounts,    prescribed    for 

public  utilities  and  licenses,  04640 
uniform    system    of    accounts,    radiotelegraph 
carriers,  FCC  rules  and  regulations,  03846 
uniform  system  of  accounts,  telephone  compa- 
nies,   uniform    system    of   accounts,    FCC 
rules  and  regulations,  03845 
uniform    system    of    accounts,    wire-telegraph 
and  ocean-cable  carriers,   FCC   rules  and 
regulations,  03846 
Accreditation  (institutions): 

Federal  higher  education  programs  institutional 
eligibility,  accreditation  - 
hearings,  08893 
ACDA,    see    Arms    Control    and    Disarmament 

Agency. 
Acids: 

corrosion   of  commercial  alloys   in   3  environ 
ments  simulating  phosphate  rock  acidula 
tion,  10074 
inorganic  fertilizer  materials  and  related  acids 

current  industrial  reports,  08645 
lead    dioxide-plated    titanium    anode    for   elec 
trowinning    metals    from    acid    solutions 
12747 
protein  production  from  acid  whey  via  fermen 
tation,  09402 
ACIR,     see     Advisory     Commission     on     Inter 

governmental  Relations. 
Acoma  Pueblo: 

land  conveyance  to- 
law,  10669 
Acoustics,  see  Noise- Sound.: 
Acronyms: 

acronyms    and    abbreviations,    micro-organism 
culture  collections,  08529 
Acrylic  plastics,  see  Plastics. 
Actinometry: 

N02  actinometer  for  field  use,  00914 
ACTION: 

ACTION  pamphlet,  00001-6,  10352-4 
ACTION,     message    to    underclassmen    from 

Peace  Corps  and  VISTA,  00005 
age  is  asset  in  ACTION,  00003 
appropriations,  1976- 
law,  10674 
veto  message,  10804 
Associate     Director    and    Assistant    Director, 
nominations    of    Ronald    E.    Gerevas    and 
William  H.  Meinecke- 
hearings,  0231  2 
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ACTION-Con. 

domestic  programs,  appropriations,  1976- 

hearings,  02242 
field  staff,  Foreign  Service  list,  03957 
foreign  assistance  appropriations,  1976- 

hearings,  07197 
interACTION,  04074 
medical  and  health  professionals  in  ACTION, 

Peace  Corps/  VIST  A,  00002 
meeting     community     needs     through     volun- 
tarism, guide  to  ACTION'S  domestic  pro- 
grams, 10353 
special  volunteer  programs,  00007 
use  your  leadership  ability  and  liberal  arts  edu- 
cation in   ACTION,  Peace  Corps/VISTA, 
00004 
Action  Planning  Commission: 
authorization,  increase - 
report,  11420 
law,  06730 
Actions  at  law: 

compendium    of    law    suits    establishing    legal 

rights  of  mentally  retarded  citizens,  13040 

court  proceedings  and  actions  of  vital  interest 

to  Congress,  reports,  10684 
Effluent  Standards  and  Water  Quality  Adviso- 
ry Committee,  summary  of  contentions  of 
industry  in  litigation,  02455 
legal    services    manual    for    title    7    litigation, 

05764 
litigation  and  mental  health  services,  12939 
Activated  carbon,  see  Carbon. 
Activated  sludge,  see  Sludge. 
Actors: 

employment  outlook,  10024 
Actresses: 

employment  outlook,  10024 
Acts  of  Congress,  see  Law. 
Actuaries: 

employment  outlook,  10036 
Actuators: 

actuators,     electro-mechanical.     Federal     item 

identification  guide,  11744 
detector  actuated  automatic  sprinkler  systems, 
12885 
Acuity: 

to  see  or  not  to  see,  visual  acuity  of  pilots  in- 
volved in  midair  collisions,  01772 
Adams  County,  Colo.: 

soil  survey  report,  08372 
Adams  County,  Ohio: 

flood  plain  information,  Ohio  River,  05636 
floods  on  Ohio  River,  09281 
Adams  National  Historic  Site: 

colored  poster.  08283 
Adaptations: 

repetition     and     dark     adaptation     effects     on 
visual  evoked  responses  in  rat,  10057 
Addicts,  see  Narcotic  addicts-Narcotic  habit. 
Additives: 

chemical  additives  for  improvement  of  oil  spill 

control,  00237 
effect  of  fuel  additives  study,  00933 
reduction  of  atmospheric  pollution  by  applica- 
tion    of     fluidized-bed     combustion     and 
regeneration     of     sulfur-containing     addi- 
tives. 00935 
Addresses  (mail  matter),  see  Mail  matter. 
Addresses,  lectures,  etc.: 

Ancker-Johnson,  Betsy,  08676 

Barrett,  Ashton  C.  09545.  09547 

Bell.  Richard  E..  10424 

Bell,     Terrell     H.,     05601,     09205-6.     09216. 

09218-9.  11946 
Brennan,  Peter  J..  05980-2.  09934 


Burns,  Arthur  F.,  05255,  12245-6 

Butz,   Earl  L.,  08583,   10380,   10387,   10403, 

10405,  10416,  10419-21,  10426-8 
Campbell,  J.  Phil,  10414,  10422-3 
Coldwell,  Philip  E.,  12242 
Dimarino,  Joseph  R.,  05796 
Dixon,  Paul  Rand,  02577 
Donahue,  Maurice  A.,  08883 
Engman,  Lewis  A.,  02579,  02582 
Fasser,  Paul  J.,  jr.,  05975 
Feltner,  Richard  L.,  10417-8,  10425 
Freeman,  Elsa  S.,  09868 
Hampton,  Robert  E.,  10591,  10597 
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Hills.  Carla  A..  05920,  12479 
Hitchcock,  H.  Wiley,  02880 
Holland,  Robert  C,  12239 
Hunter,  Kenneth  W.,  08882 
Ikle,  Fred  C,  08593.  10483-4 
Jackson,  Philip  C.  12241,  12248 
Joel  W.  Biller,  13114 
Kolberg,  William  H.,  05977 
Koontz,  Elizabeth  D.,  05979 
Long,  Robert  W.,  10413 
Meeker,  David  O.,  jr.,  09869 
Mitchell,  George  W.,  12240,  12247 
Montgomery,  Robert  E.,  jr,  09534 
Ottina,  John,  09217 
Robinson.  James  A.,  08881 
Sant,  Roger  W.,  09522 
Sawhill,  John  C,  07646-8,  09527-33 
Schertz,  Lyle  P.,  02419,  11938 
Seamans,  Robert  C,  08884 
Sherwin,  Dale,  10386 
Stender,  John  H.,  06452 
Train,  Russell  E..  05695 
Watt,  Graham  W.,  10348 
White.  Robert  W.,  12958 
Williams,  Thomas  F.,  12069 
Wolfe,  Thomas  W.,  10349 
Wood,  James  R.,  06038 
Yeutter.  Clayton  K.,  10379,  10388 
Zarb,  Frank  G.,  05784,  07645.  09525-6 
FMC  SP  series,  09545-50 
Harmon  memorial  lectures  in  military  history, 

04750 
National    Gallery    of   Art,    Extension    Service, 

slide  lectures  and  films.  06322 
speeches     and     statements     by     Thomas     H. 
Moorer,  01187 
Adenosine  polyphosphates: 

poly    (ADP-ribose).    international    symposium. 
02812 
Aders,  Robert  O.: 
nomination - 
hearings,  07297 
Adhesion: 

adherence   of   porcelain   enamel   to   aluminum, 
08193 
Adhesives: 

banning  of  2  toys  and  certain  aerosol  spray  ad- 
hesives, GAO  report,  07790 
clinical  evaluation  of  acrylic  pontic  adhesively 
bonded  to  uncut  abutment  teeth,  06076 
Adjudicators: 

Administrative    Adjudication    Bureau    of    New 
York    State    Department    of   Motor   Vehi- 
cles, 01212 
report  on  administrative  adjudication  of  traffic 
infractions.    Highway    safety    act   of   1973. 
12933 
Administration,  see  Administrative  management. 
Administration  on  Aging,  see  Aging.   Administra- 
tion on. 
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Administrative  Conference  of  United  States: 

appropriations,  1975  — 
report,  08835,  10889 
Administrative  law: 

manual  for  administrative  law  judges,  10356 
Administrative  management: 

administration  of  training,  bibliography,  06644 

administration,  weekly  Government  abstracts, 
04689 

administrative  practices,  US  Air  Force  glossa- 
ry of  standardized  terms,  10432 

advisor,  Navy  civilian  manpower  management, 
03391 

algorithm  for  general  class  of  routing  problems 
derived  from  Huygens'  principle,  12820 

alleged  improper  personnel  practices  at  Drug 
Enforcement  Administration,  GAO  report, 
07748 

assessment  of  an  analytical  procedure  for  pre- 
dicting supersonic  ejector  nozzle  per- 
formance, 10141 

Canal  Zone  personnel  policies,  GAO  study  - 
hearings,  07010 

career  area  rotation  model,  01695 

community  mental  health  centers  program, 
need  for  more  effective  management, 
GAO  report,  09774 

congressional  committee  staffing,  (statement), 
08881 

correspondence  management,  HUD  printed 
stationery,  01133 

cost  and  use  of  personnel  in  Agency  for  Inter- 
national Development,  GAO  report,  07692 

Defense  officer  personnel  management  act- 
hearings,  11059 

defining  terms  executive,  administrative, 
professional,  and  outside  salesman,  08506 

DoD  directory  of  contact  administration  ser- 
vices components,  05579 

effects  of  accession  quality  on  TOPCAP  ob- 
jective force  structure,  04751 

environmental  organization  change  and  man- 
power in  Ohio,  09326 

expenditures  from  contingent  fund,  personnel 
system.  Senate - 
report,  08975 

facilities  operations  and  maintenance,  plant 
management  systems,  02687 

fiscal  and  personnel  management,  ACIR  State 
legislative  program,  06508 

from  Root  to  McNamara,  Army  organization 
and  administration,  1900-63,  12707 

grants  administration  manual,  03979 

grants  administration  manual,  circular,  03981 

handling  airspace  matters,  procedures,  FAA 
handbook,  05774 

holiday  administration  overseas,  improvement 
needed  to  achieve  more  equitable  treat- 
ment of  employees,  GAO  report,  07761 

House  committee  staffing,  3  major  aspects, 
08891 

improving  administration  of  uniform  plan  of 
health  insurance  for  Federal  employees 
who  retired  before  July  1,  1960,  GAO 
review,  09746 

improving  some  skills  of  committee  staff, 
08871 

IPA  grant  activity,  record,  04842 

management  by  objectives,  training  available 
to  Federal  employment,  00212 

management  operating  data  system  of  MOD  1 
offices,  01613 

management  proposals,  Uncompahgre  &  Wil- 
son Mountains  Primitive  Areas  and  con- 
tiguous lands,  09624 


manager's/supervisor's  role  in  equal  employ- 
ment opportunity,  participant  manual, 
01797 

managing  employee  development,  step-by-step 
approach,  10595 

military  personnel  office  management  and  ad- 
ministrative procedures,  10508 

MSFC  Skylab  program  engineering  and  in- 
tegration, 12810 

National  emergency  readiness  of  Federal  per- 
sonnnel  managment,  FPM  supplement, 
03876 

National  Guard  personnel  management  evalua- 
tion plan,  03020 

organizational  policies,  HUD  standards  and 
procedures,  01 130 

personnel  bibliography  series,  01803-7,  06644, 
10596 

personnel  information  systems,  Corps  of  En- 
gineers management  information  system 
for  personnel  administration,  COEMIS, 
PA,  02432 

personnel  literature,  04350 

personnel  management  function,  organization, 
staffing,  and  evaluation,  bibliography, 
10596 

personnel  management  guides  for  small  busi- 
ness, 03107 

personnel  management  in  State  and  local 
government,  01803,  01805 

personnel  management  series,  01808,  08672 

personnel  methods  series,  00219,  01809 

personnel  operations  manual,  HUD,  09860 

personnel,  mechanized  personnel  procedures 
central  site,  10437 

personnel,  military  personnel  data  system, 
10433-4 

progress  and  problems  in  implementing  Inter- 
governmental personnel  act,  GAO  report, 
07742 

proposals  for  meeting  congressional  staff 
needs,  08876 

public  management  sources,  04437 

small  business  management  series,  03107, 
13074 

staffing  House  committees,  08879 

summary  of  selected  IPA  products,  10600 

tips,  Army  personnel  magazine,  04583 
Administrative  personnel,  see  Government  offi- 
cials and  employees. 
Administrative  procedure: 

administrative  practice  and  procedure - 
report,  11421 

administrative  practices,  nicknames,  04761 

comprehensive  administrative  package  for 
IRS,  02116 

manual  for  administrative  law  judges,  10356 
Administrators: 

executive,  administrative,  professional  and 
outside  salesmen  exemptions  under  Fair 
labor  standards  act,  08503 

Federal  tax  guide  for  survivors,  executors,  and 
administrators,  12519 

national  survey  of  professional,  administrative, 
technical  and  clerical  pay,  06020,  07965 

performance  controls  for  sensitive  lands,  prac- 
tical guide  for  local  administrators,  09473 
Adolescence,  see  Youth. 
Adolescents,  see  Youth. 
Adoption: 

alien  child  adopted  by  unmarried  citizen,  grant 
same  immigrant  status  as  one  adopted  by 
citizen  and  his  spouse - 
law,  06697 
report,  11392 
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baby  selling  and  children  with  special  needs - 

hearings,  07287 
child  adoption  subsidy - 
hearings,  08892 
ADP,  see  Electronic  data  processing  systems. 
ADP  Management  Training  Center: 

training  and  education  programs,  01813 
ADP-ribose,  see  Adenosine  polyphosphates. 
Adsorbents: 
molecular  sieve  control  process  in  sulfuric  acid 
plants,  12038 
Adsorption: 
growth  and  sorption  algal  assays,  application, 

12011 
treatment  of  laundromat  wastes  by  coagulation 
with    alum    and    adsorption    through    ac- 
tivated charcoal,  10273 
Adult  education,  see  Education. 
Adult  Education,  National  Advisory  Council  on, 
see    National    Advisory    Council    on    Adult 
Education. 
Advection: 
project  Fog  Drops  5,  numerical  model  of  ad- 
vection   fog,    recommendations    for    sim- 
plified     individual      zero-gravity      cloud 
physics  experiments,  02946 
Advertising: 
advertising  of  ophthalmic  goods  and  services, 

12253 
availability  of   advertised   items   at  advertised 

prices,  12254 
effectiveness  evaluation  of  Air  Force  advertis- 
ing, 06542 
guard  against  phony  ads,  09577 
Truth  in  lending  and  advertising  of  real  estate 

credit,  09588 
unfair    and    deceptive    television    advertising 

aimed  at  children  (remarks),  02582 
workers,  employment  outlook,  09954 
Advisory  Commission  on  Intergovernmental 
Relations: 
appropriations,  1975  — 
report,  08835,  10889 
fifteen-year  report,  11545 
State  legislative  program - 
criminal  justice,  01630 
education,  06511 
environment,    land   use   and   growth   policy, 

06509 
fiscal  and  personnel  management,  06508 
health,  06510 

housing  and  community  development,  10358 
local  government  modernization,  06506 
State  and  local  revenues,  06507 
State  government   structure   and  processes, 
06505 
transportation,  01629 
Advisory  Commission  on  International 
Educational  and  Cultural  Affairs: 
annual  report,  04927 
Advisory  Committee  on  Federal  Pay: 
appropriations,  1975- 
report,  08835,  10889 
Advisory  committees: 
energy  advisory  committees - 

hearings,  07252 
Federal   advisory   committees,    report  of  Pre- 
sident to  Congress,  index,  00676 
Food  and  Drug  Administration  use  of  advisory 
committees - 
hearings,  06961,  11114-5 
HRA,  HSA,  CDC,  ADAMHA  public  advisory 
committees    authority    structure    functions 
roster,  04051 


OSHA  advisory  committee  support  and  opera- 
tions manual,  06448 

role  in  U.S.  foreign  policy,  02273 
Advisory  Council  on  Historic  Preservation: 

report,  11571 
Advisory  Council  on  Intergovernmental 
Personnel  Policy: 

recommendations  and  actions,  report,  10756 
Advisory  Council  on  Social  Security: 

quadrennial  study  of  social  security  program - 
reports.  10727 
AEC,  see  Atomic  Energy  Commission. 
Aeration: 

extended-aeration  plants  and  intermittent 
watercourses,  10250 

oxygen  aeration,  EPA  experiences  in  oxygen- 
activated  sludge,  13180 

see  also  Entrainment. 
Aerial  delivery  equipment: 

aerial   spray   equipment,   herbicidal  drift  con- 
trol, 09616 
Aerial  mapping: 

projection-viewer  for  microscale  aerial  photog- 
raphy, 09696 

system   to  geometrically  rectify  and  map  air- 
borne   scanner   imagery    and    to   estimate 
ground  area,  06156 
Aerial  photography: 

projection-viewer  for  microscale  aerial  photog- 
raphy, 09696 
Aerial  survey,  see  Aerial  mapping. 
Aerial  tramways,  see  Cableways. 
Aerodynamic  heating: 

aerodynamic  heating  to  the  gaps  and  surfaces 
of     simulated     reusable-surface-insulation 
tile  arrays  in  turbulent  flow  at  Mach  6.6, 
01348 
Aerodynamics: 

aerodynamic  characteristics  of  hypersonic 
research  airplane  concept  having  70° 
swept  double-delta  wing  at  Mach  numbers 
from  1.50  to  2.86,  02975 

aerodynamic  characteristics  of  powered,  exter- 
nally blown  flap  STOL  transport  model 
with  two  engine  simulator  sizes,  08155 

aerodynamic  design  and  analysis  system  for 
supersonic  aircraft,  user's  manual,  06168 

boundary-layer  transition  and  displacement- 
thickness  effects  on  zero-lift  drag  of  se- 
ries of  power-law  bodies  at  Mach  6,  06224 

canard  and  vertical  tail  effects  on  aerodynamic 
characteristics  of  model  with  59°  swept- 
back  wing  at  Mach  0.30,  10115 

cold-air  annular-cascade  investigation  of 
aerodynamic  performance  of  core-engine- 
cooled  turbine  vanes,  12791 

effect  of  canard  location  and  size  on  canard- 
wing  interference  and  aerodynamic-center 
shift  related  to  maneuvering  aircraft  at 
transonic  speeds,  10134 

effect  of  entry-lip  design  on  aerodynamics  and 
acoustics  of  high-throat-Mach-number  in- 
lets for  quiet,  clean,  short-haul  experimen- 
tal engine,  06207 

effects  of  propulsion-induced  aerodynamic 
forces  of  vectoring  partial-span  rectangu- 
lar jet  at  Mach  numbers  from  0.40  to  1.20, 
08150 

experimental  aerodynamic  charactistics  for 
slender  bodies  with  thin  wings  at  angles  of 
attack  from  0°  to  58°  and  Mach  numbers 
from  0.6  to  2.0,  08140 
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ground  proximity  effect  on- 
longitudinal    aerodynamic    characteristics   of 
aspect-ratio- 1     wing    with    and    without 
wing-tip  blowing,  10106 

longitudinal  aerodynamic  characteristics  of 
deflected-thrust  propulsive-lift  transport 
model,  08134 

longitudinal  performance  of  series  of  power- 
law  and  minimum-wave-drag  bodies  at 
Mach  6,  10097 

low-speed  wind-tunnel  investigation  of 
aerodynamic  and  acoustic  performance  of 
several  sonic  inlet  takeoff  and  approach 
geometries,  12798 

on  formulation  of  aerodynamic  characteristics 
in  aircraft  dynamics,  08189 

satellite  spin  axis  control,  06423 

second-order  small-disturbance  solutions  for 
hypersonic  flow  over  power-law  bodies 
02962 

supersonic  ejector  nozzle  performance,  assess 
ment  of  analytical  procedure  for  predict 
ing,  10141 

theoretical  aerodynamics  of  upper-surface 
blowing  jet-wing  interaction,  02959 

theoretical  and  experimental  longitudina 
aerodynamic  characteristics  of  aspec 
ratio  0.25  sharp-edge  delta  wing  at  sub 
sonic,  supersonic  and  hypersonic  speeds 
10151 

see       also        Flight-Flutter       (aircraft)-Shock 
(mechanical)-Wings  (aircraft). 
Aerogels: 

evaluating    diatomaceous    earth,    silica-aerogel 
dusts    and    malathion    to    protect    stored 
wheat  from  insects,  04748 
Aerometric  and  Emissions  Reporting  System: 

national  emissions  report,  12072 
Aeronautical  and  Space  Sciences  Committee, 
Senate: 

activities,  93d  Congress- 
report,  02166,  07091 

calendar,  04138 

committee  print,  00637-8,  05412,  05415,  05417 

hearings,  02228-9,  05413-4,  05416,  07179, 
09024,  11444-7 

report,  02166,  05364,  05406,  07091,  08970 
Aeronautical  charts,  see  Maps  and  charts. 
Aeronautical  engineering: 

special     bibliography     with     indexes,     supple- 
ments, 03392 
Aeronautical  instruments: 

costly  requirements  for  certain  control  towers, 
navigation  aids,  and  airport  lights,  GAO 
report,  12343 

navigational    and    flight    instruments,    Federal 
item  identification  guide,  11822 
Aeronautical  supplies: 

aircraft  type  certificate  data  sheets  and  specifi- 
cations, 03420,  09499 

avionics  and  aviation  support  equipment, 
global  market  survey,  05941 

certificates  of  airworthiness  for  imported 
aeronautical  products  and  components, 
agreement  with  Australia,  08429 

digital  avionics  information  system  preliminary 
life-cycle-cost  analysis,  00059 

equipment  maintenance,  maintenance  manage- 
ment, avionics  maintenance,  06550 

extended  avionics  interference  prediction 
model,  10305 

see  also  Ground  support  equipment. 


Aeronautics: 

aeronautics  and  space,  code  of  Federal  regula- 
tions, 12219 

air  taxi  operators  and  commercial  operators  of 
small  aircraft.  Federal  aviation  regula- 
tions, 07608 

airman's  information  manual,  03422-4 

analysis  of  atmospheric  flow  over  surface 
protrusion  using  turbulence  kinetic  energy 
equation  with  reference  to  aeronautical 
operating  systems,  02945 

Army  aviation  digest,  04645 

astronautics  and  aeronautics,  1972,  chronology 
of  science,  technology,  and  policy,  01347 

astronautics  and  aeronautics,  1973,  chronology 
of  science,  technology  and  policy,  12782 

aviation  education  series,  02491-4,  07603, 
12115 

aviation  medical  examiners,  directory,  00103 

aviation  news  (periodical),  03797 

aviation  preclearance,  agreement  with  Canada, 
03138 

aviation  radio  services,  FCC  rules  and  regula- 
tions, 03842 

aviation,  joint  financing  of  certain  air  naviga- 
tion services  in  Greenland  and  Faroe 
Islands  and  in  Iceland,  agreements  with 
other  governments,  03157 

chronology  on  science,  technology  and  policy, 
06187 

civil  aviation  accidents,  brief  format,  03418 

civil  aviation  security  compliance  and  enforce- 
ment, 00971 

code  of  Federal  regulations,  05807 

employment  outlook,  civil  aviation,  air  traffic 
controllers,  aircraft  mechanics,  airline 
dispatchers,  flight  attendants,  flight  en- 
gineers, etc.,  12650 

FAA  statistical  handbook  of  aviation,  calendar 
year  1972,  00967 

FAA  statistical  handbook  of  aviation,  calendar 
year  1974,  12118 

Federal  aviation  act  tariff  changes - 
report,  11019 

Federal  aviation  act,  amend - 
hearings,  00500,  11202 
proposal,  00381 
report,  11020 

Federal  aviation  regulations,  03813,  03815-30, 
03833-5,  05768,  05770,  09501-2,  09504, 
09506-8,  12126 

future  aeronautics  and  space  opportunities, 
01332 

general  aviation  accident  retrieval  system 
users  guide,  12127 

general  aviation  cost  impact  study,  07609-10 

general  aviation  programs,  00502 

Great  Lakes  region  aviation  system,  10  year 
plan,  1976-85,  07611 

international  civil  aviation,  agreement  with 
other  governments,  03317 

international  notices  to  airmen,  04088 

Mech,  naval  aviation  maintenance  safety, 
04201 

meteorological  support  for  civil  aviation, 
manual,  USSR  study,  01201 

NASA  aeronautics,  poster,  12779 

National  aeronautics  and  space  act- 
text  as  amended,  05415 

national  aviation  system  10  year  plan,  1973-82, 
vu-graph  presentation,  07612 

national  aviation  system  plan,  10  year  plan, 
09511 

naval  aviation  news,  04265 

naval  aviation  safety  review,  03444 


Page 


Do  not  order  from  index;  see  indicated  entry 


January-June  1976 


Aeronautics  -  Con . 

notices  to  airmen,  03425 

preliminary   statistical   analysis   of  aircraft  ac- 
cident data,  U.S.  civil  aviation,  06411 
report   of   civil   aviation    activities   of   Federal 

government  of  Nigeria,  07615 
review   of   NASA   V-G/VGH   general   aviation 

program ,  08 1 56 
scientific     and     technical     aerospace     reports, 

04493 
scientific     and     technical     aerospace     reports, 

semiannual  indexes,  04492 
second    report    on    learning    through    aviation, 

07603 
use  of  vestibular  tests  in  civil  aviation  medical 
examinations,    survey    of    practices    and 
proposals  by  aviation  medical  examiners, 
10527 
X-ray     investigation     in     aviation     and     space 

medicine,  01367 
See  also  Aeronautical  engineering. 
AEROS,  see  Aerometric  and  Emissions  Report- 
ing System. 
Aerosol  generators: 

high-velocity,  high-efficiency  aerosol  filtration, 
12049 
Aerosols: 

atmospheric    aerosols,    literature    summary    of 
their  physical  characteristics  and  chemical 
composition,  12770 
banning  of  2  toys  and  certain  aerosol  spray  ad- 

hesives,  GAO  report,  07790 
determination    of    formation    mechanisms    and 
composition    of    photochemical    aerosols, 
09357 
fact  sheet,  09094 

physical     and     chemical     properties     of     Agl 
aerosols     formed     at    simulated    airborne 
conditions,  01449 
radioactive     aerosols     in     underground     coal 

mines,  evaluation,  08115 
relationship        between        circumsolar        sky 
brightness      and      atmospheric      aerosols, 
09375 
study    of    reaction    of    atomic     oxygen    with 

aerosols,  12766 
toxicity  of  insecticide  aerosols  to  needle  miner 
adults  of  genus  Coleotechnites,  09674 
Aerospace,  see  Outer  space. 
Aerospace  engineers: 

employment  outlook,  12644 
Aerospace  environment,  see  Environment. 
Aerospace  industries: 

backlog   of   orders    for   aerospace   companies, 
current  industrial  reports,  00172 
Aerospace  medicine,  see  Medicine. 
Aerospace  Safety  Research  and  Data  Institute: 
ASRDI    oxygen    technology    survey,    oxygen 

systems  engineering  review,  01346 
oxygen  technology  survey,  06186 
Aerospace  vehicles,  see  Spacecraft. 
Aerothermodynamics: 

aerothermal    performance    and    structural    in- 
tegrity    of     Rene    41     thermal    protection 
system  at  Mach  6.6,  02960 
AESOP,    see    Association    for    ERDA    Systems, 

Operations,  and  Programming. 
AFCRL,    see    Air    Force    Cambridge    Research 

Laboratories. 
AFDC,  see  Families-Public  welfare. 
Afghanistan: 

soils  stabilization  studies,  05616 
technical  cooperation,  agreement,  10295 
AFHRL,     see     Air     Force     Human     Resources 
Laboratory. 


Aflatoxins: 

rapid  procedure  for  detection  of  aflatoxins  in 
field-collected    cottonseeds    by    thin-layer 
chromatography,  08536 
AFOSR,    see    Air    Force    Office    of    Scientific 

Research. 
Africa: 

African    Development    Fund,    U.S.    participa- 
tion- 
hearings,  07247 
African  series,  01578 
agricultural  situation,  00837 
digest   of   western    Africa   development   plans, 

00823 
drought    damage    and    famine    in    sub-Sahara 

Africa.  01578 
drought,  crisis - 

hearings.  05175 
Eastern,  accessions  list.  Library  of  Congress, 

Nairobi,  Kenya,  03382 
eighth    FAA    representatives    program    review 
conference,    Europe,    Africa,    and    Middle 
East  region,  07604 
Foreign  disaster  assistance  act- 

report,  08976 
human  rights  in  Africa  - 

hearings,  06946 
importation  of  African/Brazilian  honeybee - 

report,  00572 
inventory    of    government-supported    research 

projects  on  foreign  affairs,  08415 
market  profiles,  07437 
North,  translations,  04601 
omega    propagation    correction    tables    for   3.4 

kHz,  07433-4 
review     of     State     Department     trip     through 
southern  and  central  Africa- 
hearings,  08895 
southern,  omega  propagation  correction  tables 

for  10.2  kHz,  00809 
southern,  omega  propagation  correction  tables 

for  3.4  kHz,  07432 
southern,  U.S.  policy- 
hearings,  1 1544 
translations,  04592 
West   African   Myodocopid   Ostracoda,   Cylin- 

droleberididae,  08368 
world  trade  outlook,  02405,  09176 
world  trade  outlook  for  Near  East  and  North 
Africa,  02406 
African  Development  Fund: 
appropriations.  1975- 
hearings,  1 1055 
African  Neptune  (vessel): 

marine  casualty  report,  01485 
AFROTC,  see  Air  Force. 
AFSC,  see  Air  Force  Systems  Command. 
Afterbodies: 

effects   of   jet   exhaust   gas   properties   on   ex- 
haust    simulation     and     afterbody     drag, 
01366 
Afterburners: 

effect  of  afterburner  lights  and  inlet  unstarts 
on    mixed-compression-inlet    turbofan    en- 
gine operating  at  Mach  2.5,  12790 
Agassiz  Wilderness: 

proposal,  00276 
Age: 

Age  discrimination  in  employment  act  of  1967, 

as  amended,  03374 
age  is  asset  in  ACTION,  00003 
minimum   age   requirements  of  Federal   motor 

carrier  safety  regulations,  01325 
projections   of   population   of   voting   age,    for 
States,  10562 
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Age  (law): 

effect  of  lower  legal  drinking  ages  on   youth 

crash  involvement,  10206 
legal  adulthood  in  District  of  Columbia - 
hearings,  1 1086 
Aged: 
adequacy     of     Federal     response     to    housing 
needs  of  older  Americans- 
hearings,  02230,  11448 
aging  (periodical),  03395 
barriers  to  health  care  for  older  Americans  - 

hearings,  09025-7,  11449 
congregate  housing  for  older  adults - 
hearings,  00639 
report,  11395 
economic  problems  of  aging  women- 
hearings,  11032 
elderly    and    stairway    accidents,    fact    sheet, 

09105 
elderly  in  Colorado,  problems - 

hearings,  02009 
elderly  in  Hawaii,  problems  - 

hearings,  11037-8 
elderly  in  Iowa,  problems  - 

hearings,  11039-40 
elderly  in  Nevada,  problems - 

hearings,  11041-2 
facts  about  age  discrimination,  10593 
flammable  fabrics  and  elderly,  05561 
Government's  response  to  elderly - 

hearings,  02006-7,  11034-5 
housing  for  elderly   or  handicapped   program, 

impoundment  of  budget  authority,  11274 
housing     needs     of     senior     citizens,     HUD's 
response - 
hearings,  02008 
housing,  proposed  sec.  202  of  regulations- 
hearings,  11450-1 
impact  of  rising  energy  costs  on  older  Amer- 
icans- 
hearings,  05420-1 
improving  legal  representation  for  older  Amer- 
icans- 
hearings,  07181 
income   tax,    protect   older   Americans   against 
overpayment,  checklist  of  itemized  deduc- 
tions, print  additional  copies - 
report,  08948 
information    and    referral    program    configura- 
tion, guide  for  statewide  planning,  00012 
innovative  alternatives  to  institutionalization  - 

hearings,  00445 
ley  sobre  la  discriminacion  por  edad  en  el  em- 

pleo,  06503 
medicare,  health  insurance  for  the  aged,  par- 
ticipating providers,  06472 
National  Council  on  Aging,   review   of  public 
policy - 
hearings,  02010 
nutrition  program  - 

report,  08794 
nutrition   program   for  elderly,   appropriations, 
authorize - 
law,  08722 
Older  Americans  act,  amend - 
hearings,  00693 
law,  01870,  08722 
report,  00583,  06853 
Older  Americans  act,  comprehensive  services 
amendments  of  1973  — 
hearings,  05163 
older   Americans,   fiscal   1976   budget,    what   it 

means,  1 1454 
pension  problems  of  older  women - 
hearings,  11036 


poison   prevention   packaging,   alternatives   for 

older  consumers  and  handicapped,  11640 
senior  opportunities  and   services,   dignity   for 

elderly,  00255 
senior  opportunity  and  services  program,  con- 
tinue- 
report,  05390 
social   and   economic    characteristics   of   older 

population,  00176 
social  statistics  for  elderly,  Omaha,  10579 
society's  responsibilities  to  elderly - 

hearings,  06900 
State     programs     and     services     for     elderly, 

developments  and  trends,  05418 
still  learning  through  extension,  08570 
tax  benefits  for  older  Americans,  02765 
transportation     and     elderly,     problems     and 
progress - 
hearings,  02233,  07183 
Agency  for  International  Development,  see 

International  Development  Agency.: 
Agents: 

Federal  item  identification  guide,  11788 
Aggregates: 

construction-mineral  aggregates   availability   in 

Baltimore,  Md.,  metropolitan  area,  12713 
use  of  coral  as  aggregate  for  portland  cement 

concrete  structures,  05622 
waste  glass  as  raw  material  for  lightweight  ag- 
gregate, 12741 
Aging: 

cardiopathy  of  aging,  symposium,  03371 
developments    in    aging,    1973    and    Jan. -Mar. 
1974,  report,  print  additional  copies- 
report,  05323 
explosive    and    pyrotechnic    aging    demonstra- 
tion, 12769 
long  term  care  under  medicaid,  trends  - 

hearings,  07184,  11455 
research  on  aging  program - 

report,  08792,  08802 
state  of  aging - 
hearings,  06901 
Aging  Committee,  House: 

report,  08802 
Aging,  Administration  on: 
introduction - 
hearings,  02006 
Aging,    National    Institute    on,    see    National    In- 
stitute on  Aging. 
Aging,  Select  Committee  on,  House: 

hearings,  00444-5,  02006-9,  02010-1,  06899-901, 
11032-4,  11035-43 
Aging,  Special  Committee  on.  Senate: 
committee  print,  05418,  07182,  11452-4 
hearings,  00639-40,  02230-3,  05419-21,  07180-1, 

07183-4,  09022,  09025-8,  11448-51,  11455 
investigations   and    studies,   authorization   and 
expenses- 
report,  00609,  11364 
publications,  87th-94th  Congress,  list,  07182 
report,  11395 
Agreements    (industrial),    see    Industrial    agree- 
ments. 
Agribusiness,  see  Agriculture. 
Agricultural  attaches: 

agricultural    attache    role    overseas,    what    he 
does  and  how  he  can  be  more  effective, 
GAO  report,  07759 
Agricultural  chemicals,  see  Chemicals. 
Agricultural      commodities,      see      Agricultural 

products. 
Agricultural  credit: 

,     Emergency  livestock  credit  act,  amend- 
report,  02179,  06797 
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Agricultural  credit-Con. 
Farm  credit  act.  amend - 
hearings,  00449 
law.  06726 

report.  01985.  07156.  10956 
farm  credit  and  livestock  situations  - 
hearings.  05424 
Agricultural  economics,  see  Agriculture. 
Agricultural  education,  see  Agriculture. 
Agricultural  engineers: 

employment  outlook.  12644 
Agricultural  experiment  stations: 

professional  workers  in   State  agricultural  ex- 
periment   stations    and    other   cooperating 
State  institutions.  10381 
Agricultural  laborers,  see  Farm  labor. 
Agricultural  lands,  see  Land. 
Agricultural  Marketing  Service: 
AMS  series.  01631.  04735.  06512-3 
available  publications.  06512 
compilation  of  statutes,  01654 
fresh  fruit  and   vegetable   unloads,   FVUS   se- 
ries, 04737-8 
Agricultural  materials,  see  Farm  supplies. 
Agricultural  occupations: 
employment    in    agricultural    and    agribusiness 
occupations,  02418,  07448,  09201 
Agricultural  outlook,  see  Agriculture. 
Agricultural  policy,  see  Agriculture. 
Agricultural  processing: 

SBA  assistance  for  agricultural  concerns- 
hearings.  1 1213 
Agricultural  products: 

acquisition  and  disposal  of  farm  commodities 

by  CCC.  08556 
agricultural  commodities,  agreement  with 
Bangladesh.      03129.      03233,03267.      03292, 

03301,  03333.  12122 
Chile,  03278 
Colombia,  03128 
Egypt,  03160,  03312,  13140 
Guinea,  03146.  03162.  03229 
Honduras,  03284 
India,  03275 
Indonesia,  13132 
Israel,  03255 
Jamaica,  13130 
Jordan.  03296 
Khmer  Republic.  03263 
Pakistan.  03173.  03252.  03273,  03309.  10291 
Phillipines.  03135 
Republic  of  Korea,  03272 
Sri  Lanka,  03328 
Sudan,  03140 
Tanzania,  13146 
Thailand,  03186 

Vietnam,  Republic  of,  03127,  03236,  03242, 
03268,  03274,  10292,  10294,  13118 
agricultural  prices  (periodical).  03401 
agricultural  production  and  trade,  Iran,  05597 
agricultural     supply     and     demand     estimates, 

03404 
agricultural  trade  with  USSR,  prospects,  11939 
automatic   produce-bagging   machine  that  uses 

factory-roll  polythylene  net  tubing.  08522 
available  publications  of  USDA'S  Commodity 
Exchange  Authority  on  futures  trading  in 
agricultural    commodities    regulated    under 
Commodity  exchange  acts.  08677 
Canada's     export     market     development     for 

agricultural  products.  05600 
CCC  monthly  sales  list.  03501 
commodity  distribution,  food  stamp,  and  spe- 
cial milk  programs- 
report.  05334 


commodity    programs    and    related    legislation 

through  years.  01643.  06514.  08557 
exemption  of  foreign-owned  stored  agricultural 
products   from   export  controls  (remarks). 
10424 
exemptions        applicable         to         agriculture, 
processing    of    agricultural    commodities, 
and    related    subjects,    under    Fair    Labor 
standards  act  of  1938,  06502 
farm  production  costs - 

hearings,  07186 
foreign  agricultural  trade,  monthly.  03924 
futures  trading  regulations  to  cover  all  transac- 
tions- 
hearings,  11457-8 
report.  05371 
marketing    research    report.    00030-3.    01662-3. 

04748,  06524,  10395-7 
minor  agricultural  product  sectors,  tariffs  and 

other  trade  barriers,  10344 
participation  by  Secretary  of  Agriculture  in  in- 
ternational agricultural  commodity 
negotiations- 
report,  11383 
Perishable       agricultural       commodities       act 
(PACA)  administration  review - 
hearings.  00447 
production  research  report,  08578 
rice  programs - 

hearings,  1 1466 
thermal  performance  of  vehicles  used  to  trans- 
port perishable  foods,  comparison  of  test- 
ing methods,  08533 
U.S.    foreign    agricultural   trade    statistical   re- 
port, 00841 
USDA  standards  for  food  and  farm  products, 

list,  01650 
Western  Hemisphere,  excluding  United  States 

and  Cuba,  1964-73,  indices.  09202 
world      agricultural      production      and      trade, 

statistical  report,  04728 
world     monetary     conditions     in     relation     to 
agricultural  trade,  00842,  02420 
Agricultural  Research  Service: 
appropriations,  deferral- 
report,  10980 
ARS   series.  00013,  01634-7.  08511-30.  08532- 

52,  10360-72 
deferral  of  budget  authority   for  construction, 
disapproval  - 
report.  11409 
know     your     Agricultural     Research     Service, 
01671 
Agricultural  situation,  see  Agriculture. 
Agricultural  Stabilization  and  Conservation 
Service: 
ASCS     background     information     BI     series, 

01640-5.  06514.  08556-7 
disaster  programs,  review - 

hearings,  1 1047 
emergency  and  disaster  assistance,  01645 
general  information,  01640 
press  releases,  04372 

report  on   participation   in   ASCS   county   pro- 
grams   and    operations    by    racial    groups, 
10375 
Agricultural  statistics,  see  Agriculture. 
Agricultural  supplies: 

agricultural   supplies.    Federal   item    identifica- 
tion guide,  02381.  09149 
Agricultural  trade  development  and  assistance 
act  of  1954: 
Library   of  Congress   Public   law    480  project, 
accessions  list,  03385-6 
Agricultural  workers,  see  Farm  labor. 
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Agriculture: 

Agricultural  act,  amend  - 

report,  08823 
agricultural  adjustment  act,  amend- 

hearings,  1 1466 

report,  08833 
agricultural  conservation  program,  01644 
agricultural  economic  report,  00015-8,  01646-9, 

04743,  06515-6,  10376-8 

agricultural    economics    research    (periodical), 

03397 
agricultural  outlook,  03399 
agricultural  outlook  digest,  03400 
agricultural  outlook  for  1975  (remarks),  10420 
agricultural  pest  control - 

report,  00433,  11008 
agricultural    policy    in    years    ahead    (address), 

10379 
agricultural  prices  (periodical),  03401 
agricultural  production  and  economic  recovery 

(remarks),  10419,  10421 
agricultural  programs  to  Guam,  extend  - 

report,  05020,  05351,  10891 
agricultural  research  (periodical),  03402 
agricultural  research  and  development,  02097 
agricultural  situation - 

hearings,  06750 
agricultural  situation  in  Africa  and  West  Asia, 

00837 
agricultural  situation  in  Soviet  Union,  00838 
agricultural  situation  in  Western  Hemisphere, 

review  of  1974  and  outlook  for  1975,  1 1943 
agricultural  situation,  crop  reporters  magazine, 

03403 
agricultural   situation.   Far   East   and   Oceania, 

05598-9 
agricultural  statistics,  06517 
agriculture  and  anti-depression  act  of  1975- 

hearings,  09029 
agriculture      handbook,      00019-20,      01650-4, 

04744,  06518-9,  08558-63,  10381-3 
agriculture      information      bulletin,      00021-5, 

01655-6,  06520,  10384-5 

agriculture  USA,  04852 

appropriations,  1975,  04946 

area  frame  sampling  in  agriculture,  01597 

balance  sheet  of  farming  sector,  01655 

basic  agricultural  resources  of  Kenya,  00836 

census  of  agriculture  date- 
hearings,  11182 
report,  11012 

census,  special  reports,  10530 

climatic  factor  in  agriculture  and  agroclimatic 
zoning,  USSR  study,  12591 

code  of  Federal  regulations,  05805,  09563, 
12211-4 

collecting  agricultural  statistics  in  Soviet 
Union,  00839 

decisions,  03405 

digest  for  reporters,  03744 

disincentives  to  agricultural  production  in 
developing  countries,  GAO  report,  02655 

economic  assistance,  manufacture  and  acquisi- 
tion of  agricultural  input,  agreement  with 
Bangladesh,  03232 

economic  backbone  of  America  (address), 
10380 

economics  of  agriculture,  reports  and  publica- 
tions issued  or  sponsored  by  Economic 
Research  Service,  02417 

Emergency  agricultural  act- 
veto  message,  01930 

employment  in  agricultural  and  agribusiness 
occupations,  02418,  07448,  09201 


energy  crisis  and  proposed  solutions- 
panel  discussions,  05260 

exemptions  applicable  to  agriculture, 
processing  of  agricultural  commodities, 
and  related  subjects,  under  Fair  Labor 
standards  act  of  1938,  06502 

finance  outlook,  00833 

foreign  agricultural  economic  report,  00838-40, 
05599-600,  11942-3 

foreign  agriculture  (periodical),  03925 

foreign  agriculture  circulars,  03927-49 

handbook  of  agricultural  charts,  00020,  10383 

impact  of  energy  decontrol  on  agriculture - 
hearings,  07188 

importance  of  agriculture  to  world  trade 
(remarks),  10405 

industrial,  agriculture,  and  home  energy 
problems,  energy  crisis  and  proposed 
solutions,  05264 

influence  of  agricultural  practices  on  nutrient 
composition  of  foods,  proceedings,  08555 

mandatory  tax  withholding  recommended  for 
agricultural  employees,  GAO  report, 
07751 

miscellaneous  bills- 
hearings,  05105 

NASA  earth  resources  survey  symposium, 
proceedings,  08133 

new  directions  in  Swedish  agricultural  policy, 
09203 

part-time  farming,  00026 

principles  of  pesticide  use,  handling,  and  appli- 
cation, 13037 

productivity  (address),  10403 

quarterly  agricultural  review  - 
hearings,  07190 

reports  issued  by  Economic  Research  Service, 
Rural  Development  Service,  and  Statisti- 
cal Reporting  Service,  checklist,  03509 

role  of  American  agriculture  in  world  commu- 
nity (remarks),  10413 

role  of  research  in  agriculture  (remarks),  10414 

staff  report  on  agricultural  cooperatives,  02578 

structural  changes  in  West  European  agricul- 
ture, 00840 

sugarcane  farming  industry  and  sugar  manu- 
facturing industry  in  Puerto  Rico, 
economic  report,  06501 

supply-demand  outlook  for  energy  sources  in 
agriculture  (statement),  09532 

U.S.  agricultural  outlook,  1976,  07189 

U.S.  foreign  agricultural  trade  statistical  re- 
port, 07450 

U.S. -Japan  meeting  on  aquaculture, 
proceedings,  08282 

USSR,  translations,  04606 

veto,  04946 

water  quality  control  through  single  crop 
agriculture,  02464 

weekly  Government  abstracts,  04690 

Western  agriculture,  prospects,  problems,  and 
solutions  - 
hearings,  00647 

workshop  on  agricultural  non-point  source 
water  pollution  control,  proceedings, 
09456 

world  agricultural  production  and  trade, 
statistical  report,  04728 

world  agricultural  situation,  11945 

world  must  trade  (remarks),  10428 

yearbook  1975- 

departmental  edition,  00047 
document  edition,  00310 

see  also  Agricultural  products-Farm  labor-Far- 
mers' cooperative  organizations. 
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Agriculture  and  Forestry  Committee.  Senate: 
calendar.  04139 
committee     print.     00641-2.     0542.3,     05427-8, 

07189,  11459 
hearings,    00643-7,    02234-5.    05422.    05424-6, 
07185-8,  07190-1,  07321,  09029-31,   11456- 
8,  11460-6 
investigations    and    studies,    authorization    and 
expenses  - 
report,  08949 
report,    00572.    00579.    00610.    00632,    02176. 
02213,  05322.  05346,  05351,  05353.  07089, 
07096.     07111,     07117,     07123-4.     07156, 
07159-60,     08963.     08967,     08969.     09012, 
11343,  11383.  11387 
Agriculture  Committee,  House: 
activities,  93d  Congress  - 

report,  10907 
calendar,  04120 
committee  print.  06911 
hearings.  00446-9,  02012-9.  05102-6.  06902-10. 

11044-50 
investigations    and    studies,    authorization    and 
expenses- 
report,  11030 
report,  00391.  00413,  00431.  00433-6,  01985-8. 
01991,  05020,  05040,  05065,  06797,  06808, 
08806-7,     08823,     08833,      10891.     10897, 
10899,  10907,  10941,  11003 
Agriculture  credit: 

Farm  credit  act,  amend - 
report,  01986 
Agriculture  Department: 

agricultural    attache    role    overseas,    what    he 
does  and  how  he  can  be  more  effective, 
GAO  report,  07759 
agricultural  economic  report.  00015-8,  01646-9, 

04743,  06515-6,  10376-8 

agriculture      handbook,      00019-20.      01650-4. 

04744,  06518-9.  10381-3 

agriculture    information    bulletin    AIB    series, 

00021-5,  01655-6,  06520,  10384-5 
appropriations,  1974 

report,  05391 
appropriations,  1975 

amendment,  proposed,  04941,  05298,  11233 

supplemental,  proposal,  11248,  11255 
appropriations,  1976 

hearings,  00648,  02236.  05107.  06912.  07193 

law,  01857 

supplemental,  proposal,  00536 
appropriations,  1977 

hearings,  1 1467 
appropriations,  1975- 

amendment,  proposed,  11233 

supplemental,  proposal,  11248,  11255 
appropriations,  1976- 

hearings,  00648,  02236.  06912.  07193 

law.  01857 

supplemental,  proposal,  00536 
appropriations,  1977- 

hearings,  11467 
appropriations,  1974- 

report,  05391 
appropriations,  1975  — 

amendment,  proposed,  05298 
appropriations,  1975,  amend- 

proposal,  04941 
appropriations,  1976- 

hearings,  05107 
Assistant  Secretary,  nomination  of  William  H. 
Walker  III- 

hearings,  1 1465 
available  publications  of  USDA's  Agricultural 
Marketing  Service,  06512 


budget  rescissions  and  deferrals,  1975- 
hearings,  09032 

chemical  compounds  authorized  for  use  under 
USDA  meat,  poultry,  rabbit,  and  egg 
products  inspection  programs,  list,  01714 

computer  acquisition  - 
hearings.  07195 

Department  of  Labor's  practice  of  obtaining 
labor  union  comments  in  making  certifica- 
tions required  by  Consolidated  farm  and 
rural  development  act.  GAO  report,  12344 

farmers'  bulletin,  00026.  01657-8,  06521 

Federal  inventory  of  energy  related  biomedical 
and  environmental  research,  07493 

fertilizer  situation,  past,  present,  and  future, 
01107 

field  staff.  Foreign  Service  list,  03957 

food  labels,  do  they  tell  enough'1,  summary  of 
report  to  Congress.  GAO  report.  07782 

home  and  garden  bulletin,  00027,  01659-61, 
04745-6,  06522,  10390-3 

improved  planning  must  before  department- 
wide  automatic  data  processing  system  is 
acquired  for  Department  of  Agriculture, 
GAO  report.  09748 

improvements  needed  in  making  benefit-cost 
analyses  for  Federal  Water  Resources 
projects,  GAO  report,  09745 

increase    number    and    level    of    certain    posi- 
tions- 
report,  05322,  08969 

instructions  for  inspection  of  canned  field  peas 
and  canned  black-eye  peas,  for  use  of 
USDA  processed  products  inspectors, 
04739 

leaflet,  00028,  04747.  06523.  10394 

marketing  bulletin,  00029 

marketing    research    report,    00030-3,    01662-3, 

04748,  06524,  10395-7 

meat  and  poultry  inspection  regulations,  10476 
miscellaneous    publication,    00034-6,    01664-7, 

04749,  06525.  08567,  10398-9 

need  for  regulating  food  salvage  industry  to 
prevent  sales  of  unwholesome  and  mis- 
branded  foods  to  public,  GAO  report, 
12362 

Northern  Great  Plains  Resources  Program, 
cooperative  resources  study,  09453 

Office  of  Equal  Opportunity,  general  informa- 
tion, 01685 

PA  Iprogram  aid]  series,  00037-44,  01668-74. 
06526-35.  08569-72.  09625.  10400-2 

personnel  management  improvements  initiated 
or  needed  to  help  Earmers  Home  Ad- 
ministration meet  its  expanded  missions, 
GAO  report,  07819 

picture  story  series,  01675,  08573-7 

press  releases.  04373 

production  research  report,  08578 

publications  and  visuals,  bimonthly  list,  03465 

reprint  from  Agriculture  handbook,  10406-12 

rural  development  information  and  technical 
assistance  delivered,  10415 

Secretary      to      participate      in      international 
agricultural  commodity  negotiations- 
report,  11383 

service.  USDA's  report  to  consumers 
(periodical),  04513 

statistical  bulletin.  00045,  01676-9,  06536, 
08579-80 

technical  bulletin,  00046,  01680-3,  06537-9, 
08581 

Under     Secretary,     nomination     of    John     A. 
Knebel- 
hearings,  1 1464 
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USDA  (periodical),  04648 

USDA  and  low-income  nations,  06535 

USDA  grade  standards  for  food,  06530 

USDA  standards  for  food  and  farm  products, 
list,  01650 

USDA-DHIA  cow-index  list,  01636 

USDA-DHIA  sire  summary  list,  00013 

USDAHL-74     revised     model     of     watershed 
hydrology,  01682 
Agrometeorology : 

agronometeorological    conditions    and    winter 
wheat  yields,  USSR  study,  07902 
Agronomy,  see  Agriculture. 
Aguirre-Gonzalez,  Abram: 

relief,  05310 
Aguirre-Martinez,  Hilario: 

relief,  05310 
AID,  see  International  Development  Agency. 
Aid    to    families    with    dependent    children,    see 

Families-Public  welfare. 
Aides: 

neighborly  aide,  picture  story,  08573 

social  services,  employment  outlook,  10023 
Aikens,  Joan  D.: 

nomination - 
hearings,  05550 
Air: 

automatic  monitoring  instruments,  specifica- 
tion for  development  of  instruction 
manuals,  09478 

biochemical  responses  to  28-day  interval 
between  exposures  to  air  at  6.7  ATA, 
06075 

collaborative  test  of  chemiluminescent  method 
for  measurement  of  N02  in  ambient  air, 
00912 

comparison  of  biochemical  responses  between 
single  and  repeated  exposures  to  air  at  6.7 
ATA,  08003 

comparison  of  measured  and  predicted  test 
flow  in  expansion  tube  with  air  and  ox- 
ygen test  gases,  08159 

contribution  of  urban  planning  to  air  quality, 
05683 

controlling  sulfides  in  sanitary  sewers  using  air 
and  oxygen,  02465 

cost  of  clean  air,  annual  report,  12005 

development  of  sample  air  quality  maintenance 
plan  for  San  Diego,  09353 

effects  of  NO,  C02  and  sampling  flow  rate  on 
arsenite  procedure  for  measurement  of 
NO,  in  ambient  air,  evaluation,  09376 

emission  density  and  allocation  procedures  for 
maintaining  air  quality,  12016 

EPA  regulations  for  preventing  significant 
deterioration  of  air  quality,  12102 

improved  curve  fits  for  thermodynamic  pro- 
perties of  equilibrium  air  suitable  for  nu- 
merical calculation,  06160 

incendivity  of  some  coal-cutter  materials  by 
impact-abrasion  in  air-methane,  06129, 
12722 

incident  shock-wave  characteristics  in  air, 
argon,  carbon  dioxide,  and  helium  in 
shock  tube  with  unheated  helium  driver, 
08166 

metabolic  and  hematologic  factors  in  chronic 
air  saturation  at  2.5  ATA,  10061 

replacing  brattice  cloth  at  coal  faces  with  air 
curtains  and  diffuser  fans,  02923 

steam-electric  plant  air  and  water  quality  con- 
trol data,  02545 


transportation  controls  to  reduce  automobile 
use  and  improve  air  quality  in  cities, 
05756 

variations  of  air  temperature  and  canopy  clo- 
sure in  lodge-pole  pine  stand,  09710 

see  also  Air  pollution. 
Air  almanacs,  see  Almanacs. 
Air  bags: 

evaluate  airbag  restraints  for  subcompact  car 
passengers,  10208 

general  aviation  occupant  restraint  systems, 
comparison,  13149 

improved  air  bag  restraints  for  front  seat  com- 
pact car  occupants,  10209 

inflatable  restraint  concept  for  general  aviation 
aircraft,  06489 
Air  blasts: 

results   of   airblast   overpressure    measurement 
program  at  Project  R.  D.  Bailey,  09303 
Air  carriers: 

adequacy  of  air  service  in  Illinois - 
hearing,  05467 

air    cargo    support    facilities    for    Army    airlift 
operations,  05613 
■    air   charter   services,   agreement   with   Federal 
Republic  of  Germany,  03124 

air  charter  services,  agreement  with  France, 
03130 

air  charter  services,  agreement  with  Switzer- 
land, 03207 

air  charter  services,  agreement  with  United 
Kingdom  of  Great  Britain  and  Northern 
Ireland,  03143,  03293,  03323,  10290 

air  taxi  operators  and  commercial  operators  of 
small  aircraft,  Federal  aviation  regula- 
tions, 03832,  07608 

air  transport  services,  agreement  with 
Romania,  03196 

air  transport  services,  agreement  with  Canada, 
03137 

air  transport  services,  agreement  with 
Czechslovak  Socialist  Republic,  13131 

air  transport  services,  agreement  with  Hun- 
garian People's  Republic,  03319 

air  transport  services,  agreement  with  Mexico, 
03183 

air  transport  services,  agreement  with  Panama, 
03283 

air  transport  services,  agreement  with  Union 
of  Soviet  Socialist  Republics,  03303 

air  transport  services,  interim  agreement  with 
Philippines,  03210 

Air  transportation  security  act- 
law,  08732 
report,  08788 

airport  design  standards,  airports  served  by  air 
carriers,  bridges  and  tunnels  on  airports, 
10456 

airport  design  standards,  airports  served  by  air 
carriers,  surface  gradient  and  line-of-sight, 
06567,  12114 

briefs  of  accidents  involving  air  taxi  opera- 
tions, U.S.  general  aviation,  1974,  12992 

certificated,  accounts  and  reports,  uniform 
system,  04638 

certification  and  operations,  domestic,  flag  and 
supplemental  air  carriers  and  commercial 
operators  of  large  aircraft,  05771 

certification  and  operations,  Federal  aviation 
regulations,  03828-30,  09502 

changes  in  airline  fares - 
report,  11019 

commercial  airlines  and  airports,  careers  in 
transportation,  grades  3  and  4,  teachers 
resource  guide,  12115 
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economic  impact  of  energy  shortages  on  com- 
mercial air  transportation  and  aviation 
manufacture,  07634-5 

energy  impact  analysis,  profiles  of  scheduled 
air  carrier  operations  at  25  U.S.  airports, 
07605 

financial  statistics,  quarterly  and  12-month, 
03406 

human  factors  experiments  for  data  link, 
evaluation  of  data  link  input/output 
devices  using  airline  flight  simulators, 
13171 

International  air  transportation  fair  competitive 
practices- 
hearings,  05464 

local  service,  unit  costs,  06636 

national  interest  aspects  of  private  interna- 
tional air  carrier  system  of  United  States, 
10623 

nonscheduled  air  services,  agreement  with 
Canada.  03139,  03305 

nonscheduled  air  services,  agreement  with  Jor- 
dan, 03238 

nonscheduled  air  services,  agreement  with  Yu- 
goslavia, 03133 

operational  flight  evaluation  of  two-segment 
approach  for  use  in  airline  service,  06164 

profiles  of  scheduled  air  carrier  operations  by 
stage  length,  Federal  Aviation  Administra- 
tion regions'  top  100  U.S.  airports,  12133 

scheduled,  with  helicopters,  certification  and 
operations.  Federal  aviation  regulations, 
03830 

security  measures  and  passenger  screening  for 
scheduled  air  taxi  commercial  operators, 
12135 

statistical  summary,  air  carrier  enforcement 
cases,  1972,  07616 

traffic  statistics,  monthly  and  12-month  data, 
03407 

transportation  of  dangerous  articles,  etc.. 
Federal  aviation  regulations,  03826 

transportation  of  hazardous  materials  by  air- 
hearings,  11113 

transportation  of  radioactive  material  by  com- 
mercial aviation,  06747 
Air  conditioning: 

air  conditioning  equipment,  Federal  item 
identification  guide,  07376 

facilities  operations  and  maintenance, 
buildings  and  structures,  mechanical,  air 
conditioning  systems,  02691 

plumbing,  heating  (except  electric)  and  air  con- 
ditioning, special  trade  contractors,  census 
of  construction  industries,  04803 

refrigeration,  and  heating  mechanics,  employ- 
ment outlook,  09998 

see  also  Cooling  systems. 
Air  conditioning  equipment  operators: 

job  grading  standard,  08669 
Air     conditioning     mechanics,     see     Mechanics 

(persons). 
Air  cushion  vehicles: 

dynamic    heave-pitch    analysis    of   air   cushion 
landing  systems,  12767 
Air  drop  operations: 

airdrop  of  supplies  and  equipment,  rigging  Air 
Force  communication  control  vehicles, 
04780 

airdrop  of  supplies  and  equipment,  rigging 
containers,  06583 

airdrop  of  supplies  and  equipment,  rigging  for 
platforms,  08605 


airdrop  of  supplies  and  equipment,  rigging  1/4 
ton  trucks,  04779 
Air  ducts,  see  Pipe  and  pipe  fittings. 
Air  flow,  see  Flow. 
Air  foils: 

two-dimensional   shock-expansion   theory   with 
experimental  aerodynamic  data  for  delta- 
planform  wings  at  high  supersonic  speeds, 
comparison,  10140 
Air  Force: 

accounting  and  finance,  joint  uniform  military 
pay  system  JUMPS  AFO  procedures, 
10443 

accounting  and  finance,  joint  uniform  military 
pay  system  unit  procedures  excluding 
AFO,  10444 

administrative  practices,  nicknames,  04761 

administrative  practices,  US  Air  Force  glossa- 
ry of  standardized  terms,  10432 

aeronautical  charts,  latest  editions,  04114 

Air  Force  engineering  and  services  quarterly, 
03410 

Air  Force  should  review  contracting  out  for 
services  at  McGuire  Air  Force  Base,  GAO 
report,  12341 

airdrop  of  supplies  and  equipment,  rigging  Air 
Force  communication  control  vehicles, 
04780 

airman,  official  magazine  of  Air  Force,  03421 

analysis  of  AFROTC  detachment  viability, 
01688 

armed  services  procurement  regulation  ASPR 
supplement,  03408 

base  level  management  analysis  program, 
01703 

Chief  of  Staff,  nomination  of  David  C.  Jones- 
hearings,  07204 

communications-electronics  activities,  USAF 
ground  communications-electronics  pro- 
gram implementation  management,  06557 

communications-electronics,  USAF  ground 
communications-electronics  program 

management,  06556 

comptroller  (periodical),  03409 

effectiveness  evaluation  of  Air  Force  advertis- 
ing, 06542 

examination  into  administration  of  Air  Force 
indicator  repair  contracts  with  Pantronics, 
Inc.,  GAO  report,  07799 

facility  design  and  planning.  Air  Force  design 
manual,  definitive  designs  of  Air  Force 
structures,  06555 

fiscal  year  1977,  Air  Force  technical  objective 
document,  06546 

frost  penetration  measurements  at  USAF  in- 
trusion sensor  site,  Rome,  N.Y.,  07519 

identification  and  analysis  of  social  incentives 
in  Air  Force  technical  training,  01687 

law  review,  0341 1 

lieutenant   colonel    and    colonel    grades, extend 
time  in  which  authorized  numbers  can  be 
increased - 
law.  04876 
report,  05342 

lithograph  series,  aircraft,  10448 

management  of  aircraft  modification  programs, 
GAO  report,  09773 

management  of  social  incentives  in  Air  Force 
technical  training,  field  experiment,  00053 

master  plan.  Air  Force  ROTC  4-year  program, 
00070 

military  personnel,  physical  evaluation  for  re- 
tention, retirement,  and  separation,  10438 

officer  in  United  States  Air  Force,  06561 
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personnel,    advanced    personnel    data    system 

APDS,  MAJCOM  interim,  10435-6 
personnel,    advanced    personnel    data    system, 

APDS,       AFMPC/HAF/MAJCOM       data 

retrievel,  06547 
personnel,    mechanized    personnel   procedures 

central  site,  10437 
personnel,     military    personnel    data    system, 

10433-4 
procurement  of  ground  simulators  for  naviga- 
tor  training   by   Air   Force,   GAO   report, 

07729 
travel  regulations,  04099,  07395 
U.S.    Air    Force    grants    for    basic    research, 

10451 
USAF  evaluation  of  automated  adaptive  flight 

training  system,  06545 
USAF  medical  material  directory  of  nonstock 

listed  material,  04764 
what  you  always  wanted  to  know  about  Air 

Force  but  didn't  know  who  to  ask,  06562 
Air  Force  Academy: 

Air  Force  Academy,  introduction,  00048 
Harmon  memorial  lectures  in  military  history, 

04750 
special  bibliography  series,  08585-6,  10429 
special  bibliograpny  series,  10429 
Air    Force    Academy,    Board    of    Visitors,    see 
Board  of  Visitors  to  United  States  Air  Force 
Academy. 
Air  Force  Cambridge  Research  Laboratories: 
AFCRL  infrared  sky  survey,  catalog  of  obser- 
vations at  4,  11,  and  20  microns,  00052 
AFCRL  TR  series,  00049-52 
Air  Force  Department: 
accounting  and  finance,  research  and  develop- 
ment, job   order  cost  accounting  system, 

04763 
AFCRL  TR  series,  00049-52 
Air     Force     Human     Resources     Laboratory 

technical      report,     00053-63,     01686-700, 

04751-3,  10430 
Air  Force   manual,   00064-8,   01701,   04754-60, 

06547-58,  10431-41,  10443-5 
Air    Force     pamphlet    AFP    series,    04761-2, 

06559,  10446 
Air  Force  regulation  AFR  series,  01702 
Air   Force   should  review   contracting  out  for 

services  at  McGuire  Air  Force  Base,  GAO 

report,  12341 
Air  Force  technical  order  TO  series,  06560 
Air    National    Guard    manual    ANGM    series, 

01703 
Air  Staff,  organization  chart,  03415 
appropriations,  1975,  military  construction- 
hearings,  06918 
appropriations,  1976- 

hearings,  02240 
appropriations,  1976,  military  construction- 
hearings,  02023-4,  02245,  06915 
law,  01873 

report,  02209,  06844,  11385 
authorization,  1975,  military  construction- 
report,  05070,  10902,  11357 
cost  of  aerospace  ground  equipment  could  be 

reduced,  GAO  report,  09733 
development    of    field    grade    officer    require- 
ments by   military   services,   GAO  report, 

07745 
examination   into  administration   of  Air  Force 

indicator  repair  contracts  with  Pantronics, 

Inc.,  GAO  report,  07799 
field  staff,  Foreign  Services  list,  03957 
manual  AFSCM  series,  04763 


Secretary,  nomination  of  Thomas  C.  Reed- 
hearings,  1 1484 

support   of  hunting  and  fishing  at  Matagorda 
Island,  Tex.,  GAO  report,  07741 
Air  Force  Human  Resources  Laboratory: 

AFHRL/FT  capabilities  in  undergraduate  pilot 
training  simulation  research,  executive 
summary,  00057 

technical  report,  00053-63,  01686-700,  04751-3, 
06540-6,  10430 
Air      Force       installations,       see       Installations 

(military). 
Air  Force  Medical  Service: 

digest,  04641 
Air  Force  Office  of  Scientific  Research: 

proposer's  guide  to  AFOSR  research  program, 
10450 

technical  report,  08587 
Air  Force  Reserve: 

air  reservist  (periodical),  03414 

best  of  2  worlds,  United  States  Air  Force 
Reserve,  10447 

open    up    your   world    in    Air   Force   Reserve, 
10449 
Air  Force  specialties: 

career  area  rotation  model,  01695 
Air  Force  Systems  Command: 

manual  AFSCM  series,  04763 
Air  frames,  see  Airframes. 
Air  freight  forwarders,  see  Freight  forwarders. 
Air  inlets: 

low-speed  test  of  translating  lip  axisymmetric 
inlets  for  subsonic  transports,  06159 
Air  inlets  (aircraft): 

axisymmetric  inlet  with  40-percent  internal 
contraction  on  design,  transonic  off-design 
drag  and  performance,  10105 

effect  of  afterburner  lights  and  inlet  unstarts 
on  mixed-compression-inlet  turbofan  en- 
gine operating  at  Mach  2.5,  12790 

effect  of  entry-lip  design  on  aerodynamics  and 
acoustics  of  high-throat-Mach-number  in- 
lets for  quiet,  clean,  short-haul  experimen- 
tal engine,  06207 

effects  of  4  inlet  and  outlet  tip-annulus-area 
blockage  configurations  on  performance 
of  axial-flow  fan  rotor,  08182 

evaluation  of  hemispherical  head  flow 
direction  sensor  for  inlet  duct  measure- 
ments, 06209 

evaluation  of  some  control-volume  techniques 
for  analysis  of  shock-boundary-layer  in- 
teractions in  supersonic  inlets,  06200 

inlet  noise  of  0.5-meter-diameter  NASA  QF-1 
fan  as  measured  in  unmodified  compres- 
sor aerodynamic  test  facility  and  in 
anechoic  chamber,  08177 

isolated  rotor  noise  due  to  inlet  distortion  or 
turbulence,  06162 

low-speed  test  of  translating  lip  axisymmetric 
inlets  for  subsonic  transports,  06159 

low-speed  wind-tunnel  investigation  of 
aerodynamic  and  acoustic  performance  of 
several  sonic  inlet  takeoff  and  approach 
geometries,  12798 

model  investigation  of  inlet  plenum  flow 
straightening  techniques  for  altitude  test 
facility,  12805 

performance  of  inlet  stage  of  transonic  com- 
pressor, 12803 

performance  of  J85-13  compressor  with  clean 
and  distorted  inlet  flow,  08139 

performance  of  1.57-pressure-ratio  transonic 
fan  stage  with  screen-induced  90°  circum- 
ferential inlet  flow  distortion,  12839 
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popper  valve  control  of  throat  stability  bypass 
to  increases  stable  airflow  range  of  a 
Mach  2.5  inlet  with  60  percent  internal 
contraction,  01349 

pressure  distributions  for  rectangular  super- 
sonic inlet  at  subsonic  speeds.  12792 

stability  valve  system  for  extending  dynamic 
range  of  supersonic  inlet,  analysis,  06205 

theoretical  surface  velocity  distributions  on 
acoustic  splitter  geometries  for  an  engine 
inlet.  10119 

upwash  angles  near  engine  inlets  of  externally 
blown  flap  STOL  transport,  02984 
Air  mail: 

air  service  instructions,  08496 
Air  mass: 

design   and   preliminary    test   of   blade    tip   air 
mass  injection  system   for  vortex  modifi- 
cation   and    possible    noise    reduction    on 
full-scale  helicopter  rotor,  08142 
Air  National  Guard  See  National  Guard.: 
Air  navigation: 

air  navigation  and  air  traffic  control  facility 
performance  and  availability,  02488,  12113 

automated  selection  of  VOR,  ILS,  and 
TACAN/DME  frequencies,  10315 

aviation,  joint  financing  of  certain  air  naviga- 
tion services  in  Greenland  and  Faroe 
Islands  and  in  Iceland,  agreements  with 
other  governments,  03157 

computer-aided  traffic/airway/VOR  [TAC]  net- 
work methodologies,  techniques  of  VOR- 
TAC  grid  design,  10300 

joint  financing  of  certain  aviation  services  in 
Iceland,  Greenland,  and  Faroe  Islands, 
agreements  with  other  governments,  13128 

navigator  (periodical),  04270 

precise  time-dissemination  using  DME 
(VORTAC)  synchronization,  test  and 
evaluation  of  system,  10321 

see  also  Navigation. 
Air  piracy: 

anti-skyjacking  proposal,  H.R.  19444,  summa- 
ry of  testimony  on  revenue  aspects,  08919 

Antihijacking  act- 
law,  08732 
report,  08788 
Air  pollutants,  see  also  Air  pollution. 
Air  pollution: 

air  and  water  pollution  controls  on  solid  waste 
generation,  1971-1985.  effects.  05720 

air  pollutant  emissions  from  burning  sugar 
cane  and  pineapple  residues  from  Hawaii. 
00892 

air  pollution  abstracts,  03412 

air  pollution  control  program,  Sassafras  Coun- 
ty, Md..  12336 

air  pollution  exposure  and  immunoglobulin 
levels,  12020 

air  pollution  indices,  compendium  and  assess- 
ment of  indices  used  in  United  States  and 
Canada,  11647 

air  pollution  on  wheels,  transportation  controls 
in  southwestern  Pennsylvania,  09325 

air  quality  and  automobile  emission  control. 
09065 

air  quality  and  stationary  source  emission  con- 
trol- 
report.  05548 

air  quality  data,  statistics,  03413 

atmospheric  emissions  from  petrochemical  in- 
dustry, survey,  09483 


automatic  air  monitoring  instruments,  specifi- 
cations for  development  of  instruction 
manuals,  09478 

chemical  and  physical  characterization  of  au- 
tomotive exhaust  particulate  matter  in  at- 
mosphere, 09333 

clean  air  act  amendments,  1 1 140 

Clean  air  act,  amend,  05196 

compilation  of  air  pollutant  emission  factors, 
09459,  12076 

comprehensive  data  handling  system,  air  quali- 
ty data  handling  subsystem  (AQDHS-II) 
program  documentation  and  user's  guide, 
05680 

comprehensive  data  handling  system,  emis- 
sions inventory/permits  and  registration 
subsystem  (EIS/P&R)  program  documen- 
tation users  guide,  05681 

computer  assisted  area  source  emissions 
gridding  procedure  (CAASE),  09338 

conceptual  model  for  movement  of  pesticides 
through  environment,  09360 

development  document  for  effluent  limitations 
guidelines  and  new  source  performance 
standards,  02451,  05684-5,  07542 

development  document  for  interim  final  and 
proposed  effluent  limitations  guidelines 
and  new  source  performance  standards, 
00900 

development  document  for  interim  final  ef- 
fluent limitations  and  new  source  per- 
formance standards,  07543  05689-5690. 
09341-52,  12007-8 

effluent  limitations  guidelines  for  existing 
sources  and  standards  of  performance  for 
new  sources  for  28  point  source  catego- 
ries, 05755 

exhaust  emissions  from  uncontrolled  vehicles 
and  related  equipment  using  internal  com- 
bustion engines,  12078 

facilities  operations  and  maintenance,  pollution 
abatement,  air  pollution,  02704 

final  State  implementation  plans,  analysis, 
12077 

fine  particulate  emission  inventory  and  control 
survey,  09425 

fossil  fuel  conversion  processes,  evaluation  of 
pollution  control.  12051 

highway  air  quality,  design  of  air  monitoring 
surveys.  00995 

highway  air  quality,  monitoring  manual,  009% 

identification  of  emerging  technology  and 
demonstration  opportunities  in  prevention 
of  air  pollution  by  industries.  09385 

methods  of  determining  harmful  substances  in 
air.  USSR  study.  02823 

monitoring  and  air  quality  trends  report, 
05735-6 

national  emissions  report,  09450 

pollutant  concentration  frequency  distribu- 
tions, studies,  09373 

pollution  control  in  fossil  fuel  conversion 
processes,  evaluation.  09383 

publication  AP  series,  12076 

publication  APTD  series,  00950.  1  2077-9 

regional  air  pollution  study  program  objectives 
and  plans.  07548 

retrofitting  industrial  processes  to  low  and  in- 
termediate energy  gas  from  coal,  problems 
and  opportunities,  09386 

revenue  producing  systems  in  selected  air  pol- 
lution control  agencies,  09470 

selected  industrial  air  pollution  control  equip- 
ment, 00165 
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State  air  pollution  implementation  plan 
progress  report,  07595,  09480 

statistical  questions  relating  to  validation  of  air 
quality  simulation  models,  09374 

system  study  and  evaluation  of  air  pollutant 
emissions,  00965 

see  also  Air. 
Air  power: 

tactical  and   Air   Force   airborne   warning  and 
control  system,  1976,  authorization  - 
hearings,  1 1480 

tactical  and  Army  air  defense  program,  1976, 
authorization  - 
hearings,  11481 
Air  Resources  Atmospheric  Turbulence  and 
Diffusion  Laboratory,  Oak  Ridge,  Tenn.: 

annual  report,  09496 
Air  routes,  see  Airways. 
Air  safety,  see  Safety  of  life. 
Air  services,  see  Air  carriers. 
Air  speed: 

abort  separation  study  of  shuttle  orbiter  and 
external  tank  at  hypersonic  speeds,  06203 

advanced  supersonic  technology  concept 
study,  hydrogen  fueled  configuration, 
06172 

calibration  of  Langley  16-ft  transonic  tunnel 
with  test  section  air  removal,  10182 

effect  of  canard  location  and  size  on  canard- 
wing  interference  and  aerodynamic-center 
shift  related  to  maneuvering  aircraft  at 
transonic  speeds,  10134 

evaluation  of  some  control-volume  techniques 
for  analysis  of  shock-boundary-layer  in- 
teractions in  supersonic  inlets,  06200 

experimental  parametric  studies  of  transonic 
T-tail  flutter,  08158 

jets  located  more  than  one  jet  diameter  above 
wing  at  subsonic  speeds,  analytical  study 
of  effects,  10177 

mean  flow  field  and  surface  heating  produced 
by  unequal  shock  interactions  at  hyper- 
sonic speeds,  08164 

performance  of  inlet  stage  of  transonic  com- 
pressor, 12803 

theoretical  and  experimental  longitudinal 
aerodynamic  characteristics  of  aspect 
ratio  0.25  sharp-edge  delta  wing  at  sub- 
sonic, supersonic  and  hypersonic  speeds, 
10151 

transonic  off-design  drag  and  performance  of 
axisymmetric  inlet  with  40-percent  internal 
contraction  on  design,  10105 

two-dimensional  shock-expansion   theory   with 
experimental  aerodynamic  data  for  delta- 
planform  wings  at  high  supersonic  speeds, 
comparison,  10140 
Air  taxi  operators,  see  Air  carriers. 
Air  terminals,  see  Terminals  (transportation). 
Air  traffic: 

air  carrier  statistics,  monthly  and  12-month 
data,  03407 

air  navigation  and  air  traffic  control  facility 
performance  and  availability,  02488,  12113 

air  traffic  control,  06563 

air  traffic  control  handbook,  12128 

air  traffic  controller's  contribution  to  ATC 
system  capacity  in  manual  and  automated 
environments,  10299 

airspace  matters,  procedures  for  handling, 
FAA  handbook,  05774 

Army  air  traffic  management  in  combat  zone, 
10489 

ARTS  II  B  (TRACAB),  field  evaluation,  10327 


ASR-4  system  error,  measurement  and 
analyses,  10296 

computer-aided  traffic/airway/VOR  [TAC]  net- 
work methodologies,  VORTAC  grid 
design  techniques,  10300 

contractions  handbook,  01705,  06564 

control  - 

flight  services  handbook,  08589 

systems  interference  considerations,  10297 

control  handbook,  10452 

control,  contractions  used  by  FAA,  etc.,  hand- 
book, 03612 

en  route  air  traffic  control  handbook,  06565, 
10453 

enroute  sector  redesign,  field  survey  of  flight 
strip  data,  13169 

FAA  air  traffic  activity,  fiscal  year  1975,  12117 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  airport  surveil- 
lance radar  model  ASR-7,  13176 

facility  management  handbook,  10454 

flight  services  handbook,  01706,  10455 

four-dimensional  guidance  algorithms  for  air- 
craft in  air  traffic  control  environment, 
06229 

improving  ATC  system  in  Salt  Lake  Valley, 
1974-83,  12129 

Los  Angeles  basin  standard  traffic  model - 
card     deck/character    tape     version,     user's 

manual  for  computer  tapes,  10318 
user's  manual  for  computer  tapes,  10317 

measuring  aeronautical  activity  at  non-towered 
airports,  10306 

military  air  traffic  activity  report,  02500 

national  aviation  system  plan,  10  year  plan, 
09511 

navigable  airspace,  objects  affecting.  Federal 
aviation  regulations,  09505 

special  rules,  and  airport  traffic  patterns, 
Federal  aviation  regulations,  03825,  09508 

specification  for  expanded  ARTS  3A  system 
for  New  York  TRACON,  12134 

system  integration  and  system  shakedown 
tests,  NAS  enroute  stage  A  model  A3dl, 
13151 

training  handbook,  00071 
Air  traffic  controllers: 

contribution  to  ATC  system  capacity  in 
manual  and  automated  environments, 
10299 

controller/computer  interface  with  air-ground 
data  link,  13167-8 

employment  outlook,  civil  aviation,  air  traffic 
controllers,  aircraft  mechanics,  airline 
dispatchers,  flight  attendants,  flight  en- 
gineers, etc.,  12650 

merits    of    including    air    traffic    control    spe- 
cialists under  Public  law  92-297- 
hearings,  07014 

opportunities  in  Federal  Government,  06639 
Air   transportation,    see   Air  carriers-Transporta- 
tion. 
Air  University: 

review,  03417 
Air  University  Library: 

index  to  military  periodicals,  03416 
Air-cured  tobacco,  see  Tobacco. 
Airbags  see  Air  bags: 
Airborne  operations: 

development  of  a  prototype  airborne  oil  sur- 
veillance system,  06655 
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Airborne  spraying  apparatus,  see  Sprays  and 

sprayers. 
Airborne  troops: 

101st  Airborne  Division  memorial- 
law,  10679 
report.  07127 
Aircraft. 

acceptable  methods,  techniques,  and  practices, 
aircraft  alterations,  12112 

acceptable  methods,  techniques,  and  practices, 
aircraft  inspection  and  repair,  02487 

advanced  supersonic  technology  - 
hearings,  02096 

aerodynamic  characteristics  of  hypersonic 
research  airplane  concept  having  70° 
swept  double-delta  wing  at  Mach  numbers 
from  1.50  to  2.86,  02975 

aerodynamic  characteristics  of  powered,  exter- 
nally blown  flap  STOL  transport  model 
with  two  engine  simulator  sizes,  08155 

aerodynamic  design  and  analysis  system  for 
supersonic  aircraft,  user's  manual,  06168 

Air  Force  lithograph  series,  aircraft,  10448 

air  taxi  operators  and  commercial  operators  of 
small  aircraft,  Federal  aviation  regula- 
tions, 07608 

aircraft  and  aircraft  engines,  current  industrial 
reports,  03646,  08650 

aircraft  and  vehicular  steering,  axle,  wheel, 
and  tract  components.  Federal  item 
identification  guide,  02386,  1 1841 

aircraft  emergency  procedures  over  water, 
04845,  10603 

aircraft  engine  and  propeller  type  certificate 
data  sheets  and  specifications,  02489 

aircraft  L-band  balloon,  simulated  satellite  ex- 
periments, 13175 

aircraft,  launching,  landing,  and  ground  han- 
dling equipment.  Federal  item  identifica- 
tion guide,  11819 

airworthiness  directives  for  small  aircraft, 
summary,  12137 

airworthiness  directives,  regulations,  09504 

airworthiness  directives,  summary,  large  air- 
craft, 09513 

airworthiness  standards,  aircraft  engines, 
Federal  aviation  regulations,  09503 

airworthiness  standards,  normal  category  air- 
craft, 12120 

airworthiness  standards,  transport  category  ro- 
torcraft,  02497,  12121 

analytical  study  of  aircraft  lateral-directional 
handling  qualities  using  pilot  models, 
12832 

audit  of  payments  from  special  bank  account 
to  Lockheed  Aircraft  Corporation  for  C- 
5A  aircraft  program,  GAO  report,  01085-7 

aviation  plan,  06653 

aviation,  preclearance  for  entry  into  United 
States,  agreement,  with  the  Bahamas, 
03131 

brief  study  of  effects  of  turbofan-engine 
bypass  ration  on  short-  and  long-haul 
cruise  aircraft,  02958 

briefs  of  accidents  involving  aerial  application 
operations,  U.S.  general  aviation,  1974, 
12993 

briefs  of  accidents  involving  air  taxi  opera- 
tions, U.S.  general  aviation,  1974,  12992 

briefs  of  accidents  involving  alcohol  as 
cause/factor,  U.S.  general  aviation,  1974, 
12997 

briefs  of  accidents  involving 

amateur/homebuilt   aircraft,    U.S.    general 
aviation,  1974,  12995 


briefs  of  accidents  involving  cor- 
porate/executive aircraft,  U.S.  general 
aviation,  1974,  12998 

briefs  of  accidents  involving  missing  and 
missing  and  later  recovered  aircraft,  U.S. 
general  aviation,  1974,  12996 

briefs  of  accidents  involving  rotorcraft,  U.S. 
general  aviation,  1974,  12994 

briefs  of  accidents  involving  turbine  powered 
aircraft,  U.S.  general  aviation,  1974,  12999 

briefs  of  fatal  accidents  involving  weather  as 
cause/factor,  U.S.  general  aviation,  1974, 
13000 

cabin  flash  fires,  decomposition  products  of 
polyurethane  foam,  10312 

census  of  U.S.  civil  aircraft,  calendar  year 
1974,  12116 

certificates  of  airworthiness  for  imported 
aeronautical  products  and  components, 
agreement  with  Australia,  08429 

certificates  of  airworthiness  for  imported  air- 
craft products  and  components,  agreement 
with  Netherlands,  03168 

certificates  of  airworthiness  for  imported  air- 
craft, agreement  with  France,  13119 

certificates  of  airworthiness  for  imported  air- 
craft, appliances,  and  components,  agree- 
ment with  Israel,  03217 

certification  and  operations,  domestic,  flag, 
and  supplemental  air  carriers  and  commer- 
cial operators  of  large  aircraft,  05771 

certification  procedures  for  products  and 
parts.  Federal  aviation  regulations,  03814 

characteristics  of  tether  line  for  airborne  vehi- 
cles at  sea,  08323 

civil,  technical  standard  order  authorization, 
Federal  aviation  regulations,  03819 

complete  aircraft  and  aircraft  engines,  current 
industrial  reports,  00156 

cost  of  aerospace  ground  equipment  could  be 
reduced,  GAO  report,  09733 

detection  of  small  aircraft  by  terminal  radar 
processor,  10323 

double  taxation,  earnings  from  operation  of 
ships  and  aircraft,  agreement  with  Jordan, 
03260 

economic  impact  of  energy  shortages  on  com- 
mercial air  transportation  and  aviation 
manufacture,  07634-5 

effect  of  canard  location  and  size  on  canard- 
wing  interference  and  aerodynamic-center 
shift  related  to  maneuvering  aircraft  at 
transonic  speeds,  10134 

effects  of  propulsion-induced  aerodynamic 
forces  of  vectoring  partial-span  rectangu- 
lar jet  at  Mach  numbers  from  0.40  to  1.20, 
08150 

equipment  maintenance,  maintenance  manage- 
ment, aircraft  maintenance,  10441 

export  of  U.S.  manufactured  aircraft  financing 
and  competitiveness,  GAO  report,  07760 

Federal  aircraft  noise  research,  development 
and  demonstration  programs,  09380 

Federal  aviation  act,  amend- 
law,  08732 
report,  08788 

Federal  aviation  regulations,  aircraft  registra- 
tion, 03812 

Federal  use  tax  on  civil  aircraft,  02737-8 

fixed-range  optimum  trajectories  for  short-haul 
aircraft.  08174 

flight  assessment  of  large  supersonic  drone  air- 
craft for  research  use,  02953 
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flight  investigation  of  manual  and  automatic 
VTOL  decelerating  instrument  approaches 
and  landings,  10127 

flight  standards  information  manual,  09509 

flight  velocity  effects  on  jet  noise  of  several 
variations  of  104-tube  suppressor  nozzle, 
10107 

force  modification  and  deflection  loss  compen- 
sation to  pilot's  controls,  10109 

FORTRAN  program  for  determining  aircraft 
stability  and  control  derivatives  from 
flight  data,  06230 

four-dimensional  guidance  algorithms  for  air- 
craft in  air  traffic  control  environment, 
06229 

free-flight  model  investigation  of  vertical-at- 
titude VTOL  fighter  with  twin  vertical 
tails,  02983 

fuel  efficiency  program - 
hearings,  1 1444 

general  aviation  aircraft,  inflatable  restraint 
concept,  06489 

general  aviation  occupant  restraint  systems, 
comparison,  13149 

general  operating  and  flight  rules.  Federal 
aviation  regulations,  03824,  05770,  09506-7 

hasty  revetments  for  parked  aircraft,  00079 

high  Reynolds  number  tests  of  C-141A  aircraft 
semispan  model  to  investigate  shock-in- 
duced separation,  02940 

in-flight  simulation  of  lateral  control  non- 
linearities,  02944 

inspection  aids,  general  aviation,  03969 

investigation  of  aircraft  fuel  tank  explosions 
and  nitrogen  inerting  requirements  during 
ground  fires,  13166 

landing  approach  evaluation  of  integrated  CRT 
display  for  general  aviation  aircraft,  10117 

large - 

domestic,  flag,  and  supplemental,  commer- 
cial operators,  certification  and  opera- 
tions, Federal  aviation  regulations, 
09502 

large,  commercial  operators,  certification  and 
operations,  Federal  aviation  regulations, 
03828 

Laser  Doppler  System  for  aircraft  trailing, 
vortex  tracking,  and  measurement,  06255 

light  aircraft  lift,  drag,  and  moment  prediction, 
review  and  analysis,  06169 

low-speed  test  of  translating  lip  axisymmetric 
inlets  for  subsonic  transports,  06159 

low-speed  wind-tunnel  investigation  of  span 
load  alteration,  forward-located  spoilers, 
and  splines  as  trailing-vortex-hazard  al- 
leviation devices  on  transport  aircraft 
model,  08183 

maintenance  records,  general  aviation  aircraft, 
09510 

maintenance  review  board  report,  Boeing  747 
maintenance  program,  12130 

management  of  aircraft  modification  programs 
in  Army,  Navy,  and  Air  Force,  GAO  re- 
port, 09773 

military  air  traffic  activity  report,  02500 

national  aviation  system  plan,  10  year  plan, 
09511 

natural  climate  conditions  effect  on  technical 
state  and  operations,  10186 

Navy  aircraft  overhaul  depots  could  be  more 
productive,  GAO  report,  07777 

noise  control  programs  - 
hearings,  05463 


noise  standards,  aircraft  type  and  airworthi- 
ness certification,  07607 

non-engine  aerodynamic  noise  investigation, 
06146 

non-gaussian  model  of  continuous  atmospheric 
turbulence  for  use  in  aircraft  design, 
12773 

oblique,  all-wing,  remotely  piloted  vehicle  for 
air-to-air  combat,  performance,  10173 

on  formulation  of  aerodynamic  characteristics 
in  aircraft  dynamics,  08189 

optically  coupled  digital  altitude  encoder  for 
general  aviation  altimeters,  08176 

parts  manufacturer  approvals,  12132 

pavement  response  to  aircraft  dynamic  loads, 
instrumentation  systems  and  testing  pro- 
gram, 13154 

prediction  of  span  loading  of  straight- 
wing/propeller  combinations  up  to  stall, 
02939 

preliminary  analysis  of  span-distributed-load 
concept  for  cargo  aircraft  design,  08144 

preliminary  system  design  study  for  digital  fly- 
by-wire  flight  control  system  for  F-8C  air- 
craft, 12768 

responses  of  small  rigid  aircraft  to  discrete  and 
continuous  gust  analysis,  13155 

review  of  procedures  and  policies  of  FAA  and 
NTSB  with  respect  to  DC-10  cargo  doors, 
08901 

simulated  ground-level  STOL  runway/aircraft 
evaluation,  10325 

simulation  and  flight  studies  of  an  approach 
profile  indicator  for  VTOL  aircraft,  02973 

small,  air  taxi  operators  and  commercial 
operators,  03832 

smoke  emission  by  aircraft  interior  materials, 
physio-chemical  study,  10314 

sound  and  vibration  measurements  for  Con- 
corde supersonic  transport  and  subsonic 
jet  aircraft,  08454 

STOL  airworthiness  investigation  using  simu- 
lation of  augmentor  wing  transport,  13156 

STOL  configuration  during  landing  approach, 
simulator  study  minimum  acceptable  level 
of  longitudinal  stability,  10175 

sulfur  oxide  measurement  in  aircraft  turbine 
engine  exhaust,  13165 

supplemental  type  certificates,  summary, 
04561,  09514 

theory  and  applications  of  ocean  wave  measur- 
ing systems  at  and  below  sea  surface,  on 
land,  from  aircraft,  and  from  spacecraft, 
12775 

thermal  conductance  of  and  heat  generation  in 
tire-pavement  interface  and  effect  on  air- 
craft braking,  08165 

thrust  and  wing  loading  requirements  for  short 
haul  aircraft  constrained  by  engine  noise 
and  field  length,  08186 

tips  on  engine  operation  in  small  general  avia- 
tion aircraft,  02503 

type  certificate  data  sheets  and  specifications, 
03420,  09499 

type  certification,  noise  standards,  Federal 
aviation  regulations,  03818 

United  States  civil  aircraft  register,  05777, 
07617 

United  States  standard  flight  inspection 
manual,  07618 

unlawful    seizure,    implement    convention    for 
suppression - 
law,  08732 
report,  08788 
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upwash  angles  near  engine  inlets  of  externally 
blown  flap  STOL  transport.  02984 

vehicle  design  considerations  for  active  control 
application  to  subsonic  transport  aircraft, 
06147 

vehicular  and  aircraft  furniture  and  accesso- 
ries, Federal  item  identification  guide, 
11842 

see    also     Airships-Fighter    planes-Propellers- 
Spin  (aircraft). 
Aircraft  accidents: 

always  leave  yourself  an  out,  02490 

briefs  of  accidents  involving  aerial  application 
operations,  U.S.  general  aviation,  1974, 
12993 

briefs  of  accidents  involving  air  taxi  opera- 
tions, U.S.  general  aviation,  1974,  12992 

briefs  of  accidents  involving  alcohol  as 
cause/factor,  U.S.  general  aviation,  1974, 
12997 

briefs  of  accidents  involving 

amateur/homebuilt    aircraft,    U.S.    general 
aviation,  1974,  12995 

briefs  of  accidents  involving  cor- 
porate/executive aircraft,  U.S.  general 
aviation,  1974,  12998 

briefs  of  accidents  involving  missing  and 
missing  and  later  recovered  aircraft,  U.S. 
general  aviation,  1974,  12996 

briefs  of  accidents  involving  rotorcraft,  U.S. 
general  aviation,  1974,  12994 

briefs  of  accidents  involving  turbine  powered 
aircraft,  U.S.  general  aviation,  1974,  12999 

briefs  of  fatal  accidents  involving  weather  as 
cause/factor,  U.S.  general  aviation,  1974, 
13000 

civil  aviation,  brief  format,  03418 

general  aviation  accident  retrieval  system 
users  guide,  12127 

general  aviation  occupant  restraint  systems, 
comparison,  13149 

NTSB-AAR  series,  06410,  08313,  10229-35 

NTSB-AAS  series,  13004 

preliminary  statistical  analysis  of  aircraft  ac- 
cident data,  06411 

to  see  or  not  to  see,  visual  acutiy  of  pilots  in- 
volved in  midair  collisions,  01772 
Aircraft  automatic  pilots: 

formal  structure  for  advanced  automatic  flight 
control  systems,  12826 
Aircraft  controllers,  see  Air  traffic  controllers. 
Aircraft  engines,  see  Engines  (aircraft). 
Aircraft  repair  stations: 

aircraft  maintenance  and  repair  shop  special- 
ized equipment,  industrial  plant  equipment 
handbook,  05576 

Federal  aviation  regulations,  12126 
Aircraft  simulators: 

force  modification  and  deflection  loss  compen- 
sation to  pilot's  controls,  10109 
Aircraft  type  certificate  data  sheets  and  specifi- 
cations, 03420 
Airdrop  operations,  see  Air  drop  operations. 
Airfields,  See  Airports- Aviation  fields: 
Airfoils: 

adaptation  of  Theodorsen  theory  to  represen- 
tation of  airfoil  as  combination  of  lifting 
line  and  thickness  distribution,  08175 

development  of  a  computer  program  to  obtain 
ordinates  for  NACA  4-digit,  4-digit 
modified,  5-digit,  and  16-series  airfoils, 
02955 

effectiveness  of  spoilers  on  GA(W)-1  airfoil 
with  high  performance  Fowler  flap,  06173 


Airframes: 

airframe   structural  components.   Federal  item 
identification  guide,  11790 
Airlift,  see  Transportation. 
Airlift  services: 

air  cargo  support  facilities  for  Army  airlift 
operations,  05613 

military    airlift   capability    during    Middle    East 
conflict  - 
hearings,  06919 
Airlines,  see  Air  carriers. 
Airmen: 

airman's  information  manual,  03422-4,  03426 

airman's  information  manual,  airport  directo- 
ry, 09500 

airman's  information  manual,  subject  bibliog- 
raphy, 01760 

assignment  location  preferences  of  airmen, 
00061 

medical  standards  and  certification,  Federal 
aviation  regulations,  12123 

notices  to  airmen,  03425 

ratings    of    first-term    airmen    on    supervisory 
potential    and    technical    competence     in 
AFSC's  462XO  and  812XO,  10430 
Airplanes: 

airline  transport  pilot,  airplane,  practical  test 
guide,  02585-6 

airline  transport  pilot,  airplane,  written  test 
guide,  02587 

airworthiness  standards,  normal,  utility,  and 
acrobatic  category,  Federal  aviation  regu- 
lations, 05768 

always  leave  yourself  an  out,  02490 

computed  lateral  rate  and  acceleration  power 
spectral  response  of  conventional  and 
STOL  airplanes  to  atmospheric  turbu- 
lence, 02965 

flight  assessment  of  large  supersonic  drone  air- 
craft for  research  use,  02953 

lightning  effects  on  NASA  F-8  digital-fly-by- 
wire  airplane,  06170 

longitudinal  aerodynamic  characteristics  of 
deflected-thrust  propulsive-lift  transport 
model,  08134 

normal,  utility,  and  acrobatic  category  air- 
planes, airwothiness  standards.  Federal 
aviation  regulations,  03815 

pilot  transition  courses  for  complex  single-en- 
gine and  light  twin-engine  airplanes,  00972 

subsonic  stability  and  control  derivatives  for 
unpowered,  remotely  piloted  3/8-scale  F-15 
airplane  model  obtained  from  flight  test, 
08185 

transport  category,  airworthiness  standards. 
Federal  aviations  regulations,  03816 

type  rating,  airplane,  flight  test  guide,  02588 

see  also  Fighter  planes. 
Airport  control  towers,  see  Towers. 
Airport  surveillance  radar,  see  Air  traffic. 
Airports: 

acquisition  of  U.S.  land  for  public  airports, 
00968 

airfield  runway  marking,  development  of 
chemical  coating,  10307 

Airport   and   airway   development   act   amend- 
ments- 
report,  01976,  10977 

Airport  and  airway  development  act,  amend- 
hearings,  00497 

Airport  and  airway  development  act,  R.  &  D. 
portions - 
hearings,  07037 

airport  and  airways,  annual  report  on  financial 
condition  of  trust  fund,  01905 
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airport  design  standards,  airports  served  by  air 
carriers,  bridges  and  tunnels  on  airports, 
10456 

airport  design  standards,  airports  served  by  air 
carriers,  surface  gradient  and  line-of-sight, 
06567,  12114 

airport  directory,  07600 

airport  directory,  airman's  information 
manual,  03423,  09500 

airport  noise  reduction  forecast,  NEF  com- 
puter program  description  and  user's 
manual,  08452 

airport  noise  reduction  forecast,  summary  re- 
port for  23  airports,  08451 

airport  operations  specifications,  07601 

commercial  airlines  and  airports,  careers  in 
transportation,  grades  3  and  4,  teachers 
resource  guide,  12115 

costly  requirements  for  certain  control  towers, 
navigation  aids,  and  airport  lights,  GAO 
report,  12343 

development  aid  program,  extension  - 
hearings,  02263 

development  of  procedure  for  airfield  site 
evaluation,  02446 

energy  impact  analysis,  profiles  of  scheduled 
air  carrier  operations  at  25  U.S.  airports, 
07605 

engineering  services  under  the  airport  develop- 
ment aid  program,  ADAP,  02496 

evaluate  improved  airport  beacon,  10308 

evaluation  of  airport  light  control  and  display 
system,  13170 

expansion  and  improvement  of  nation's  airport 
and  airway  system - 
proposal,  01909 

Federal  aid  program,  Federal  aviation  regula- 
tions, 03835 

land  airports  serving  CAB  ceritificated  air  car- 
riers, certification  and  operations,  Federal 
Aviation  regulations,  03833 

location  identifiers,  handbook,  04176 

national  aviation  system  plan,  10  year  plan, 
09511 

non-towered  airports,  measuring  aeronautical 
activity,  10306 

nondestructive  vibratory  testing  of  airport 
pavements,  13153 

profiles  of  scheduled  air  carrier  operations  by 
stage  length,  Federal  Aviation  Administra- 
tion regions'  top  100  U.S.  airports,  12133 

runway  length  requirements  for  airport  design, 
02501 

soil  stabilization  for  roads  and  airfields  in 
theater  of  operations,  05669 

standards  for  specifying  construction  of  air- 
ports, 05775, 12136 

tower  airport  statistics  handbook,  calendar 
year  1973,  05776 

see  also  Air  traffic. 
Airships: 

flight  test  guide,  private  and  commercial  pilot, 
lighter-than-air  airship,  09594 
Airspace: 

aerospace  doctrine,  doctrine  and  procedures 
for  airspace  control  in  combat  zone,  10431 

application  of  area  navigation  in  national  air- 
space system,  07602 

flight  procedures  and  airspace,  02499 
Airspace  utilization,  see  Air  traffic. 
Airways: 

Airport   and   airway   development   act   amend- 
ments- 
report,  01976,  10977 


Airport  and  airway  development  act,  amend- 

hearings,  00497 
Airport  and  airway  development  act,  R.  &  D. 
portions - 
hearings,  07037 
airport  and  airways,  annual  report  on  financial 

condition  of  trust  fund,  01905 
airport  development  aid  program,  extension - 

report,  02263 
automating  crowded  sky,  02494 
computer-aided  traffic/airway/VOR  [TAC]  net- 
work     methodologies,      VORTAC      grid 
design  techniques,  10300 
expansion  and  improvement  of  nation's  airport 
and  airway  system - 
proposal,  01909 
IFR  off -airway  routes,  06566 
navigable  airspace,  objects  affecting,  Federal 
aviation  regulations,  09505 
Airworthiness,  see  Aircraft-Airplanes-Rotorcraft. 
Akron,  Ohio: 

municipal  government  wage  surveys,  06006 
Alabama: 

census    of    wholesale    trade,    area    statistics, 

00137 
climatological  data,  03519 

Conference    on    Technological    Progress    for 
Southeast,  program  and  registration,  01371 
criminal  justice  agencies,  05952 
implementation    plan    review    as    required    by 
Energy    supply    and    environmental    coor- 
dination act,  09437 
landings,  fish  and  shellfish,  03427 
landings,  fish  and  shellfish,  annual  summary, 

10219 
mineral  industry,  08069 
national  electric  rate  book,  07674,  12169 
precipitation  data,  hourly,  04003 
Alabama  Great  Southern  Railroad,  Southern 
Railway  System: 
railroad    accident    investigation    summary    re- 
port, 01545 
Alabama  Power  Company: 

fiche  index  for  nuclear  dockets,  00862 
Alamogordo  Dam  and  Reservoir: 

change     name     to     Sumner    Dam     and    Lake 
Sumner- 
report,  05333 
Alan  R.  Barton  Nuclear  Plant: 

Alabama    Power    Company,    fiche    index    for 
nuclear  dockets,  00862 
Alarm  systems: 

alarm  and  signal  system,  Federal  item  identifi- 
cation guide,  11762-3 
Alaska: 

air  transport  for  Defense  Dept.- 
hearings,  07194 
report,  10946 
Alaskan    natural    gas    transportation    systems, 

12503 
Arctic    National    Wildlife    Refuge,    proposed, 

09877 
Beaver  Creek  National  Wild  River,  proposed 

final  environmental  statement,  05924 
Cape       Krusenstern       National       Monument, 

proposed,  05925 
catalog  of  information  on  water  data,  12376 
census,  08618 

census  of  retail  trade,  major  retail  centers  in 
standard     metropolitan     statistical     areas, 
06602 
census  of  wholesale  trade,  1972,  area  statistics, 

10545 
Chugach  National  Forest  additions,  proposed, 
09878 
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climatological  data,  03520 

comparison  of  ecological  impacts  of  postulated 
oil  spills  at  selected  Alaskan  locations, 
00239 

designate    certain    lands    to    national    wildlife 
refuge,  national  park,  national  forest,  and 
wild  and  scenic  river  systems  - 
hearings,  00495 

employment  in  agricultural  and  agribusiness 
occupations.  09201 

fishery  resources  of  waters  along  route  of 
trans-Alaska  pipeline  between  Yukon 
River  and  Atigun  Pass  in  north  central 
Alaska,  05817 

forest  statistics  for  upper  Koyukuk  River, 
02645 

Gates  of  Arctic  National  Park,  proposed. 
05926 

geographical  analysis  of  oil  spill  potential  as- 
sociated with  Alaskan  oil  production  and 
transportation  systems,  06660 

geologic  reconnaissance  of  proposed  powersite 
on  Maksoutof  River  near  Sitka,  07826 

geology  of  waterpower  sites  in  Alaska  (series), 
07826 

geothermal  energy,  economic  potential  of 
three  sites  in  Alaska,  08043 

guide  to  Alaska  trees,  01651 

highway  repair- 
report,  07178 

Iliamna  National  Resource  Range,  proposed, 
05927 

Koyukuk  National  Wildlife  Refuge,  proposed, 
09879 

log  dumping  and  rafting  effects  on  marine  en- 
vironment of  southeast  Alaska,  09614 

mineral  industry,  08070 

mineral  resource  assessment  program, 
Nabesna  quadrangle,  09788 

native  claims  settlement  act,  amend- 
law,  06744 
report.  00626,  06887 

native  claims  settlement  act,  oversight  on  ad- 
ministration- 
hearings.  08908 

omega  propagation  correction  tables  for  10.2 
kHz.  07416 

omega  table,  07415,  11892 

pulp  mill  wastes  effect  on  receiving  waters  at 
Ward  Cove,  09590 

reconstruction  of  highway  in  Canada  - 
law,  06689 
report,  02196,  06846 

red  squirrel  response  to  clearcut  and  shelter- 
wood  systems,  02615 

retail  trade,  area  statistics,  08618 

snow  surveys  and  water  supply  outlook,  04520 

southeast  forest  ecosystem - 
fish  habitats,  09611 
forest  diseases,  09615 
setting,  09609-10 

soil  mass  movement,  09617 
wildlife  habitats,  09612 

southeastern,  geology  of  Skagway  B-3  and  B-4 
quadrangles,  09807 

status  of  Federal  lands  in  Alaska - 
hearings,  05508 

subarctic  plant  communities  and  associated 
litter  and  soil  profiles  in  Caribou  Creek 
research  watershed,  interior  Alaska,  05607 

Togiak  National  Wildlife  Refuge,  09880 

trans-Alaska  pipeline  and  west  coast  petroleum 
supply,  11559 


Trans-Alaska       pipeline       authorization       act. 
waiver  of  60-day  notice  period - 
hearings,  07278 
Unalaklect     National    Wild    River,    proposed, 

final  environmental  statement,  05930 
water  resources  data,  09812,  09833 
waterborne  commerce  of  United  Stales,  calen- 
dar   year    1973,    waterways    and    harbors, 
Pacific  Coast,  Alaska,  and  Hawaii,  02442 
wildfire     smoke    conditions,     interior    Alaska, 

01073 
Wrangell-St.    Elias    National    Park,    proposed, 

12508 
Yukon      Delta      National      Wildlife      Refuge, 
proposed,  12509 
Alaska  Natural  Gas  Transportation  System: 
Alaskan    natural    gas    transportation    systems, 
1 2503 
Alaska  Range: 

revision       of      type       Mankomen       formation 
(Pennsylvanian  and  Permian),  Eagle  Creek 
area,  eastern  Alaska  Range,  Alaska,  12375 
Alaska.  Gulf: 

deep  sea  tide  and  current  observations  in  Gulf 
of  Alaska  and  northeast  Pacific,  12971 
Albania: 

background  notes,  13108 
Albany,  N.Y.: 

area  wage  survey,  12661 
area  wage  survey  advance  report,  07941 
area  wage  survey  report,  07942 
Albemarle  County,  Va.: 

flood  plain  information.  09244 
Albemarle  Sound,  N.C.: 

marine  casulaty  report.  01481 
Alberta,  Canada: 

ice  force  measurements  on  Pembina  River,  Al- 
berta, Canada,  11977 
Albumin: 

workshop  on  albumin,  proceedings,  08234 
Albuquerque,  N.Mex.: 

Civil  Rights  Commission  hearings,  06638 
daily  weather  and  river  bulletin,  03718 
Alcohol: 

alcohol    and    drug   abuse    interchange,    lessons 

learned  and  other  information,  00095 
alcohol  in  relation  to  highway  safety,  03025 
alcohol,  tobacco,  and  firearms  bulletin,  03429 
annual  report  on  public  information  and  educa- 
tion countermeasure  of  alcohol  safety  ac- 
tion projects,  12923 
briefs     of     accidents     involving     alcohol     as 
cause/factor,    U.S.   general  aviation,   1974, 
12997 
distribution  and  use  of  denatured  alcohol  and 

rum,  code  of  Federal  regulations,  10462 
education  act,  amend  - 

report,  05330 
how  to  talk  to  your  teenagers  about  drinking 

and  driving,  03028 
revenue  rulings,  etc.,  internal  revenue  bulletin, 

cumulative,  index-digest  system,  03479 
seminar  on  alcohol  and  safety,  training  for  so- 
cial and  health  care  personnel,  curriculum 
development,    evaluation    and    conducting 
pilot  test,  01417 
see  also  Alcoholism. 
Alcohol,  Drug  Abuse  and  Mental  Health 
Administration: 
public  advisory  committees  authority  structure 
functions  roster,  04051 
Alcohol,  Tobacco,  and  Firearms  Bureau: 
appropriations,  1976- 

supplemental,  proposal,  00355 
ATF  inspectors,  10458 
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audit  by  Comptroller  General  - 

hearings,  02278 
audit  by  GAO- 
hearings,  06951 
report,  00424 
code    of    Federal    regulations,    title    27    parts, 

01707-9,  10460-4 
industry  circular,  04065 
Alcoholic  beverages,  see  Liquors-Motor  vehicle 

operators. 
Alcoholics: 
effects  of  alcohol  on  performance  in  a  driving 
simulator    of   alcoholics    and    social    drin- 
kers, 10207 
reference  data  on  halfway  houses  for  mentally 
ill  and  alcoholics,  03035 
Alcoholism: 

Alcohol     abuse     and     alcoholism     prevention, 
treatment,  and  rehabilitation  act,  amend  - 
hearings,  06987 
alcohol   and    drug   abuse    interchange,    special 
edition  for  civilian  program  administrators 
and  coordinators,  10509 
alcohol  health  and  research  world,  03428 
alcohol   safety    action   projects,    evaluation   of 
operations,  1974,  detailed  analysis,  evalua- 
tion  of   enforcement   countermeasure   ac- 
tivities, 12921 
alcohol   safety    action   projects,    evaluation   of 
operations,  1974,  detailed  analysis,  evalua- 
tion of  judicial  and  legislative  countermea- 
sure activities,  12922 
commander's,     supervisor's,    and    physician's 
guide    to    alcohol    abuse    and    alcoholism, 
01726 
Comprehensive   alcohol  abuse  and  alcoholism 
prevention  treatment  and  rehabilitation  act 
of  1970,  as  amended - 
text,  11596 
DWI    law    enforcement    training    instructor's 

manual,  12930 
effect  of  lower  legal  drinking  ages  on  youth 

crash  involvement,  10206 
employee    assistance    program    for   alcoholism 
and     drug     control,     supervisor's     guide, 
01639 
from  program  to  people,  towards  national  pol- 
icy on  alcoholism  services  and  prevention, 
06347 
here's    looking    at    you,    drinking    American, 

01430 
new  hope-  new  possibilities,  report  to  religious 
communities  on  alcohol  safety  action  pro- 
jects (ASAP),  10211 
NIAAA  information  &  feature  service,  04295 
occupational  alcoholism  programs - 

hearings,  11110 
occupational  alcoholism  programs  for  Federal 
employees - 
report,  05042 
seminar    on    alcoholism    emergency    care    ser- 
vices, proceedings,  03038 
summary  of  ARI  research  on  drug  and  alcohol 
abuse,  01732 
Alder: 

Phellinus  (Poria)  weirii  root  rot  in  Douglas-fir- 
alder  stands  10-17  years  old,  01066 
Aldo  Leopold  Wilderness: 
designate  as  wilderness  area- 
hearings,  07272 
Aleutian  Islands  Wilderness: 
proposal,  00285 


Aleutian  Islands,  Alaska: 

bibliography    of    published    reports    of    U.S. 
Geological   Survey    personnel   on   geology 
and    hydrology    of    Amchitka    test    area, 
05866 
Alexandria,  Va.: 

Fourmile     Run     local     flood-control     project, 
Alexandria    and    Arlington    County,    Va., 
11990 
Alfalfa: 

sources  of  resistance  in  alfalfa  to  Lygus  her- 

perus  knight,  08552 
standard  tests  to  characterize   pest  resistance 
in  alfalfa  varieties,  08531 
Algae: 

biological    effects    of    wastes    discharged    to 

North  Platte  River,  10246 
growth  and  sorption  algel  assays,  application, 

12011 
role    of    trace    elements    in    management    of 
nuisance  growths,  05718 
Algeria: 

marketing,  05591 
Algiers: 

economic    trends    and    their    implications    for 
United  States,  12567 
Algona,  Iowa: 

release  of  restrictions  on  Government  proper- 
ty- 
report,  1 1016 
Algorithms,  see  Mathematics. 
Alibates  Flint  Quarries  and  Texas  Panhandle 
Pueblo  Culture  National  Monument: 
general  information,  08284 
Alibates  National  Monument,  see  Alibates  Flint 
Quarries  and  Texas  Panhandle   Pueblo  Cul- 
ture National  Monument. 
Aliens: 

administration  of  alien  labor  certification  pro- 
gram   should    be    strengthened,    GAO    re- 
port, 07781 
alien  child  adopted  by  unmarried  citizen,  grant 
same  immigrant  status  as  one  adopted  by 
citizen  and  his  spouse - 
law,  06697 
report,  11392 
aliens  and  nationality,  code  of  Federal  regula- 
tions, 12215 
foreign    tax    credit   for   U.S.    citizens   and   re- 
sident aliens,  02741 
inspection     and     processing    of    citizens    and 
aliens  by  officers  designated  as  immigra- 
tion inspectors,  guide,  01148 
international  community  in  Washington- 
hearings,  05159 
Labor   Dept.   certification   of  use   of  offshore 
labor,  oversight- 
hearings,  00465 
nonimmigrant   alien   labor   program    on   Virgin 

Islands  of  United  States,  00494 
State  and  Federal  legal  regulation  of  alien  and 
corporate  land  ownership  and  farm  opera- 
tion, 06515 
United  States  tax  guide  for  aliens,  02799 
withholding  of  tax  on  nonresident  aliens  and 
foreign  corporations,  12534 
Alimony: 

income  tax  deductions  for  alimony  payments, 
02747 
Aliphatic  compounds: 

friction  differences  between  aliphatic  and  aro- 
matic structures  in  lubrication  of  titanium, 
08163 
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Alkalies: 

lime/limestone    wet-scrubbing    test    results    at 

EPA  alkali  scrubbing  test  facility.  13186 
limestone  wet-scrubbing  test  results  at  EPA  al- 
kali scrubbing  test  facility,  13182 
testing  of  molecular  sieve  used  to  control  mer- 
cury    emission     from     chlor-alkali     plant, 
05715 
Alkyl  compounds: 

reaction  of  alkylene  oxides  with  wood,  05826, 
12309 
All  American  Transport.  Inc.: 

motor    carrier    accident    investigation    report, 
02933 
All-Union     conferences     and     congresses,     see 

Union  of  Soviet  Socialist  Republics. 
Allegheny  County,  Pa.: 

landsliding,  01114 
Allegheny  River  and  Valley: 
navigation  charts,  02427 

possible  inclusion  in  national  wild  and  scenic 
rivers  system  - 
hearings,  07277 
report,  00624 
Allen  County,  Ind.: 

flood  plain  information,  Little  River,  05633 
flood  plain   information.   Little   River,  how  to 
avoid  damage,  09255 
Allen,  Nicole  J.: 

relief,  11345 
Allen,  Willard  H.,  jr.: 

relief,  11345 
Allende,  Salvador. 

United  States  and  Chile  during  Allende  years, 
1970-73- 
hearings,  05180 
Alliances: 

allied  participation  in  Vietnam,  01750 
Department    of    Defense    stockpiling    of    war 
reserve  materials  for  use  by  United  States 
allies,  GAO  report,  07693 
medical    care    for    certain    members    of   allied 
wartime  forces - 
report.  05021 
Allied  Chemical  and  Dye  Corporation: 

National  Airline  Division,  Buffalo,  N.Y.,  Bio- 
Assay  investigations,  10245 
Allies,  see  Alliances. 
Alligatorweed: 

little    bug    wins    big    victory    against   alligator- 
weed.  08574 
Allocation: 

citizen  redress  under  fuel  allocation  program - 

hearings.  05518 
Emergency     petroleum     allocation     extension 
act- 
report,  00581 
veto  message,  00545 
Allowances,  see  Pay,  allowances,  etc.. 
Alloys: 

addition  of  oxygen  to  and  distribution  of  ox- 
ides in  tantalum  alloy  T-lll  at  low  concen- 
trations, 01352 
alloy  softening  in  binary  iron  solid  solutions, 

12842 
automobile    thermal    reactors,    evaluation    for 

use,  10162 
bonding  and  compatibility  of  aluminum  oxide 

fibers  in  nickel  alloy  composites,  12799 
comparative  thermal  fatigue  resistances  of 
twenty-six  nickel-  and  cobalt-base  alloys, 
01360 
compositional  effects  on  mechanical  properties 
of  hafnium  carbide  strengthened  molyb- 
denum alloys,  06210 


COREST,  EORTRAN  computer  program  to 
analyze  paralinear  oxidation  behavior  and 
its  application  to  chromic  oxide  forming 
alloys,  12835 

corrosion  of  commercial  alloys  in  3  environ- 
ments simulating  phosphate  rock  acidula- 
tion,  10074 

effects  of  carbon  and  hafnium  concentrations 
in  wrought  powder-metallurgy  superalloys 
based  on  NASA  2B-11  alloy,  08173 

effects  of  composition  and  testing  conditions 
on  oxidation  behavior  of  4  cast  commer- 
cial, 10164 

effects  of  long-term  aging  on  ductility  of  the 
columbium  alloys  C-103,  Cb-lZr,  and  Cb- 
752  and  the  molybdenum  alloy  Mo-TZM, 
01364 

environmental  crack-growth  behavior  of  high- 
strength  pressure  vessel  alloys,  06245 

hydrogen  environment  embrittlement  of  As- 
troloy  and  Udimet  700  (nickel-base)  and 
V-57  (iron-base)  superalloys,  08154 

metal  materials,  ores,  minerals,  and  alloys. 
Federal  item  identification  guide,  02379 

nickel-base  alloy,  NASA  W'Z-16,  v  ith  poten- 
tial for  gas  turbine  sta'r  r  vane  application, 
06221 

oxygen  reduction  on  several  ^old  -.iloys  in  1- 
molar  potassium  hydroxide,  06206 

preliminary  study  of  oxide-dispersion- 
strengthened  B-1900  prepared  by  mechani- 
cal alloying,  01353 

rapid  identification  of  copper-base  alloys  by 
energy  dispersion  X-ray  analysis,  10069 

relation  of  structure  to  mechanical  properties 
of  thin  thoria  dispersion  strengthened 
nickel-chromium,  TD-NiCr,  alloy  sheet, 
12827 

resistance  of  a  gamma-gamma  prime-delta 
directionally  solidified  eutectic  alloy  to 
recrystallization,  02954 

sample  preparation  of  metal  alloys  by  electric 
discharge  machining,  08146 

tensile  and  creep  properties  of  titanium- 
vanadium,  titanium-molybdenum,  and 
titanium-niobium  alloys,  06204 

thermogravimetric  study  of  reduction  of  ox- 
ides present  in  oxidized  nickel-base  alloy 
powders,  12801 

X-ray  line  profile  analysis  of  titanium  alloys, 
06433 
Almanacs: 

air  almanac,  03070,  06416.  10236-7 

American  ephemeris  and  nautical  almanac, 
08320 

American  ephemeris  and  nautical  almanac  as- 
tronomical papers  prepared  for  use,  06417 

nautical  almanac,  01488 
Alpha  particles: 

sampling  mine  atmospheres  for  potential  alpha 
energy     due     to    presence    of    radon-220 
(thoron)  daughters,  06135 
Altimeters: 

evaluation  of  digital  altimeter  setting  indica- 
tors, 13163 

optically   coupled   digital   altitude    encoder   for 
general  aviation  altimeters,  08176 
Altimetry: 

terrain   proximity    warning   system    (downward 
looking   radar)   for   possible    enhancement 
of  flight  safety,  evaluation,  10328 
Altitude: 

Army  medical  research,  bibliography,  08610 

high,  meteorological  data,  report,  03725 

IFR  altitudes,  12124 
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Altitude-Con. 

model  investigation  of  inlet  plenum  flow 
straightening  techniques  for  altitude  test 
facility,  12805 

stadia  tables  for  obtaining  differences  of  eleva- 
tion, 05888 
Alum: 

Treatment  of  laundromat  wastes  by  coagula- 
tion with  alum  and  adsorption  through  ac- 
tivated charcoal,  10273 

treatment   of   textile   wastewater   by   activated 
sludge  and  alum  coagulation,  07563 
Alumina: 

bonding  and  compatibility  of  aluminum  oxide 
fibers  in  nickel  alloy  composites,  12799 

producing  alumina  from  raw  materials,  revised 
and  updated  cost  estimates,  06085 

report,  quarterly,  03461 

silicon    nitride-aluminum    oxide    solid    solution 
(SiAION)  formation  and  densification  by 
pressure  sintering,  01351 
Aluminum: 

adherence  of  porcelain  enamel  to  aluminum, 
08193 

chemistry  of  aluminum  in  natural  water,  07849 

cyclic  debonding  of  unidirectional  composite 
bonded  to  aluminum  sheet  for  constant- 
amplitude  loading,  08180 

effect  of  nature  of  oxygen  interactions  on  fric- 
tion of  titanium,  aluminum,  and  molyb- 
denum, 08178 

effects  of  organic  solutes  on  chemical  reac- 
tions of  aluminum,  07849 

imports  and  exports  (monthly),  03433 

improved  liquid-solids  separation  by  aluminum 
compound  in  activated  sludge  treatment, 
07560 

industry,  mineral  industry  survey,  monthly, 
03432 

ingot  and  mill  products,  current  industrial  re- 
ports, 03643 

installation  of  heavy-duty  truss-web  extruded 
aluminum  airfield  landing  mat,  errata, 
05665 

materials  shortages  - 
hearings,  07255 

mineral  industry  surveys,  08007 

minerals  yearbook  chapter,  06088 

primary  aluminum  smelting,  subcategory  of 
aluminum  segment  of  nonferrous  metals 
manufacturing  point  source  category,  ef- 
fluent limitations  guidelines,  09347 

secondary  aluminum  smelting  subcategory  of 
aluminum  segment  of  nonferrous  metals 
manufacturing  category,  effluent  limita- 
tions guidelines,  09348 

thermodynamics  of  Al-Si  system,  12720 

water  pollution  control  in  primary  nonferrous 
metals  industry,  09415 

see  also  Anodes. 
Aluminum  chlorides: 

coreduction      of     titanium,      aluminum,      and 
vanadium    chlorides    to    produce    titanium 
alloy  sponge,  10087 
Aluminum  oxide,  see  Alumina. 
Alva,  Okla.: 

release  of  restrictions  on  Government  proper- 
ty- 
report,  11022 
Amalgamated  Meat  Cutters  and  Butcher 
Workmen  of  North  America: 

wage  chronology.  Armour  and  Co.  and  Amal- 
gamated Meat  Cutters  and  Butcher  Work- 
men of  North  America,  12637 


Ambulances: 

ambulance  services  in  rural  areas  - 

hearings,  1 1456 
economics  of  rural  ambulance  service  in  Great 
Plains,  00016 
Ambulatory  care,  see  Medical  care. 
AMC,  see  Army  Materiel  Command. 
Amchitka  Island,  Alaska: 

bibliography    of    published    reports    by    U.S. 
Geological    Survey   personnel   on   geology 
and  hydrology  of  Amchitka  supplementary 
test  area,  Aleutian  Islands,  Alaska,  05866 
America,  see  United  States. 
American  Airlines,  Inc.: 
accident  report,  10229 
American  Battle  Monuments  Commission: 
appropriations,  1976- 
law,  00264 
report,  00408 
per  diem- 
report,  00429 
American  Commission  to  Negotiate  Peace: 

records,  12854 
American  Federation  of  Government  Employees: 
employee-management  agreement  with 

Headquarters,   9th   Infantry    Division   and 
Fort  Lewis,  Fort  Lewis,  Wash.,  08599 
negotiated  agreement  between  Bureau  of  Mint 
and  Mint  Council,  02932 
American  Film  Institute: 

establish  as  independent  agency  - 
hearings,  05528,  08894 
American  Folklife  Center: 

establish  in  Library  of  Congress - 
hearings,  06963,  07315 
law,  06741 
report,  06819 
American  Historical  Association: 
annual  report  - 

departmental  edition,  01711 
document  edition,  01890 
American  Indian  Policy  Review  Commission: 
establish - 

hearings,  06966 
American  Indians,  see  Indians. 
American   Instructors   of  the   Deaf,    Convention 
of,  see  Convention  of  American  Instructors 
of  the  Deaf. 
American  Legion: 

convention,  1974,  proceedings,  04993 
American   Revolution,  see  Bicentennial  celebra- 
tions-Revolution, 1775-83. 
American  Revolution  Bicentennial 
Administration: 
appropriations,  1976- 
law,  06707 
report,  06865 
Ethnic    heritage    bicentennial    commemorative 
medals  act- 
report,  02183 
American  Revolution  Bicentennial  Board: 

report,  11273 
American  Revolution  Bicentennial  Commission: 
bicentennial  times,  03464 
poster,  04766-7,  10469 
American  River  and  Valley: 

wild     river     system,     inclusion     of     segment, 
authorize - 
report,  05052 
American  Samoa: 

appropriations,  1976- 

hearings,  051 15 
county  business  patterns,  01785 
disposal  of  excess  and  surplus  property  - 
hearings,  1 1 106 
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American  Samoa-Con. 
report.  05045 
jurisdiction  of  surrounding  submerged  land- 

report,  05361 
land  conveyance  - 

report,  08791 
shipping    between    Hawaii,    Guam,    American 
Samoa,     or    Trust    Territory     of     Pacific 
Islands  and  West  Coast,  prevent  interrup- 
tion- 
hearings,  02071,  02262 
submerged  lands  legislation  affecting- 
hearings,  1 1577 
American  Society  for  Testing  and  Materials: 
ASTM    manual   for   rating   motor,   diesel,   and 
aviation  fuels,  1051  I 
American  Society  of  Civil  Engineers: 

ASCE  Outstanding  Civil  Engineering  Achieve- 
ment  award   for   1974,   documentation    for 
nomination,  00984 
American  states: 

Amtrak  train,  review  of  Inter-American,  02078 
inter-American  treaty  of  reciprocal  assistance, 
protocol  of  amendment,  11300 
American  University: 

clarify  relations  to  United  Methodist  Church - 

report,  09001 
incorporation  - 
hearings,  11518 
Ames  Research  Center,  Moffett  Field,  Calif.: 
Ames     collaborative     study     of     cosmic     ray 

neutrons,  08147 
real-time  computer  data  system  for  40-  by  80- 
foot  wind  tunnel  facility,  06248 
Amides: 

friction  transition  in  polyimide  films  as  related 
to    molecular    relaxations    and    structure, 
06246 
Ammonia: 

ammonia        absorption-ammonium        bisulfate 
regeneration      process,      topical      report, 
phases  1  and  2,  pilot-plant  study,  12054 
conversion    of    cattle    feedlot    wastes    to    am- 
monia synthesis  gas,  09404 
Ammonium  bisulfate. 

ammonia        absorption-ammonium        bisulfate 
regeneration      process,      topical      report, 
phases  1  and  2,  pilot-plant  study,  12054 
Ammunition: 

AMC    ammunition    peculiar   equipment    index, 
maintenance   of    supplies    and    equipment, 
08595 
commerce   in   firearms  and   ammunition,   code 

of  Federal  regulations,  10460 
DoD  ammunition  and  explosives   safety   stan- 
dards, 11660 
Amnesty: 

grant  under  certain  conditions  to  persons  who 
refused  to  serve  in  Armed   Forces  during 
war  in  Southeast  Asia,  hearing,  print  addi- 
tional copies  - 
report.  07103 
Amortization,  see  Mortgages. 
Amphibians: 

methods    for    acute    toxicity    tests    with    fish, 
macroinvertebrates  and  amphibians.  09363 
Amphibious  operations: 
amphibious   embarkation.   Fleet   Marine   Force 
manual.  01272 
Amplifiers: 
saturable    reactors    and    magnetic    amplifiers. 
Federal   item    identification    guide,    11702, 
11707 
AMS.  see  Agricultural  Marketing  Service. 


Amtrak,    see   National    Railroad    Passenger   Cor- 
poration. 
Amusements: 

Armed    Forces    overseas    touring    shows    pro- 
gram, 01720 
travel,   entertainment,   and   gift   expenses,   tax 
information,  02797 
Anaconda  Company: 

proposed      offer      by      Crane      Company      to 
acquire - 
hearings,  02284 
Anadromous  fishes,  see  Fish  and  fisheries. 
Anaerobes: 

rum    distillery    slops    treatment    by    anaerobic 
contact  process,  00940 
Anaho  Island  Wilderness: 

proposal,  00301 
Analog  computers,  see  Electronic  computers. 
Analysis,   see  Chemical  analysis-Error  analysis- 
Instrumental  analysis. 
Analytical  chemistry,  see  Chemistry. 
Analyzers: 

analyzers  and  testing,  Federal  item  identifica- 
tion guide,  1  1867 
coal      mine      dust      incombustibles      content 
analyzer     using     gamma-ray     backscatter 
technique,  12724 
Anatomy: 

structure  and  innervation  of  nasolabial  region 
in     certain     mammals     and     man,     USSR 
study,  07923 
Anchorage,  Alaska: 

special        flood        hazard       report.       Greater 

Anchorage  area,  Chester  Creek,  09299 
supplemental  tidal  predictions,  12957 
Anchors: 

on  theory  of  ground  anchors,  09232 
Anderson  County,  Tenn.: 
assistance  payments - 
hearings,  10681 
Anderson,  Earl  E.: 

disability  retirement  from  Marine  Corps- 
hearings,  1 1067 
Anderson,  Ind.: 

flood  plain  information,  White  River,  Killbuck 
Creek,  Madison  County,  Ind.,  05647 
Anderson,  Leah  M.: 

relief,  10847 
Andorra: 

background  notes.  03117 
Andre,  Lucille  de  Saint,  see  de  Saint  Andre,  Lu- 
cille. 
Andrew  Rader  U.  S.  Army  Health  Clinic: 

formulary,  pharmacy  service,  01755 
Andrews  County,  Tex.: 

soil  survey  report,  01569 
Andrews,  George  W.,  Forestry  Sciences  Labora- 
tory,    see    George    W.     Andrews    Forestry 
Sciences  Laboratory. 
Andrews,  Joseph  J.: 

relief,  10844 
Anechoic  chambers: 

inlet  noise  of  0.5-meter-diameter  NASA  QF-1 
fan  as  measured  in  unmodified  compres- 
sor    aerodynamic     test     facility     and     in 
anechoic  chamber,  08177 
Anemia: 

national,   regional,  and  local  groups  providing 
services  to  persons  who  have   interest  in 
sickle  cell  anemia,  list,  08233 
prevention  of  iron-deficiency  anemia  in  infants 

and  children  of  preschool  age,  10630 
so    I    have    sickle    cell    trait,    Spanish    edition. 
0635 1 
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Anemometry: 

hot-wire    anemometry    in    hypersonic    helium 
now,  10131 
ANG,  see  Air  National  Guard. 
Angle  of  attack: 

experimental     aerodynamic     charactistics     for 
slender  bodies  with  thin  wings  at  angles  of 
attack  from  0°  to  58°  and  Mach  numbers 
from  0.6  to  2.0,  08140 
normal-  and  oblique-shock  flow   parameters  in 
equilibrium     air    including    attached-shock 
solutions  for  surfaces  at  angles  of  attack, 
sweep,  and  dihedral,  02948 
Angola,  see  Portuguese  West  Africa. 
Angora  goats: 

mohair  histogenesis,  maturation,  and  shedding 
in  angora  goat,  06537 
Angular  momentum: 

selected   angular   monentum,    vortex    shedding 
and  orifice  cryogenic  flowmeters,  evalua- 
tion, 12881 
Anhydrators,  see  Dryers  (industrial). 
Animal  and  Plant  Health  Inspection  Service: 
APHIS  series,  01713,  08590-1,  10471 
appropriations,  deferral - 

report,  10981 
career  opportunities,  nationwide  opportunities 
for  veterinarian  trainees,  summer  employ- 
ment    for     sophomores     and     juniors     in 
veterinary  medicine,  00211 
issuances  of  meat  and  poultry  inspection  pro- 
gram, 04097 
meat  and  poultry  inspection  manual,  04199 
meat  and  poultry  inspection  regulations,  04200 
salmonella   in   raw   meat   and   poultry,   assess- 
ment of  problem,  GAO  report,  09763 
Animal  products: 
animals  and  animal  food  products  in  food  re- 
lief programs- 
hearings,  05102 
Animal  waste,  see  Waste  products. 
Animals: 

animal  health  research  funding - 

veto,  04950 
animal  saturation  diving  at  simulated  depths  of 

50  and  60  feet,  10058 
Animal  welfare  act  amendments  - 
hearings,  02019 
report,  11003 
animal  welfare  amendments- 
report,  07174 
animals  and  animal  food  products  in  food  re- 
lief programs- 
hearings,  05102 
animals  and  animal  products,  code  of  Federal 

regulations,  09564 
ticks  and  tickborne  diseases,  hosts,  08553 
see  also  Diseases  of  animals. 
Animas  River  and  Valley: 

Animas-LaPlata  pilot  project  watersheds  in  4 
corners    area    of    Colorado    River    basin, 
economic  base  study,  10259 
Annealing: 

effect  of  outdoor  exposure  at  ambient  and 
elevated  temperatures  on  fatigue  life  of 
Ti-6A1-4V  titanium  alloy  sheet  in  annealed 
and  solution-treated  and  aged  condition, 
12818 
Annual  leave,  see  Leave  of  absence. 
Annuals  (plants): 

growing  flowering  annuals,  10392 
Annuities: 

allotments  and  assignments  of  payments  from 
civil  service  retirement  annuities- 
hearings,  1  1 178 


law,  06708 
report,  07144 
annuity  entitlement  provisions  for  survivors  of 
non-regular  retired  personnel- 
report,  07161 
executive  annuities  and  pay- 
hearings,  02090 
insurable  interest  annuities  - 

report,  01963 
insurable     interest     annuities,     eliminate     on 
death - 
hearings,  05228 
judicial  survivor's  annuity  program,  reform - 

hearings,  02307 
reinstatement  of  survivor  annuities  for  certain 
widows  and  widowers - 
hearings,  02093 
retirement   annuities   of   Federal   law   enforce- 
ment and  firefighter  personnel  - 
hearings,  11188 
tax    information    on    pension    and    annuity    in- 
come, 02788 
see  also  Civil  service  pensions. 
Anodes: 

Federal  item  identification  guide,  11741 
Anomalies: 

anomalous    flow    condition    of    Langley    pilot 
model      expansion      tube,      investigation, 
06222 
Ansley,  Samuel  T.: 

relief,  11315 
Antarctic  regions: 

Antarctic  journal  of  United  States,  03438 
Convention     for     Conservation     of     Antarctic 

Seals,  07082 
gas  inclusions  in  Antarctic  ice  sheet  and  their 

significance,  07512 
measures  in  furtherance  of  principles  and  ob- 
jectives of  Antarctic  Treaty,  recommenda- 
tions adopted,  03125 
U.S.  Antarctic  policy- 
hearings,  1 1542 
waxed  dental  floss  inclusion  in  regimen  of  oral 
hygiene    of    Antarctic    personnel,    effects, 
10062 
Antarctic  Treaty: 

measures  in  furtherance  of  principles  and  ob- 
jectives of  Antarctic  Treaty,  recommenda- 
tions adopted,  03125 
Antarctica,  see  Antarctic  regions. 
Antennas: 

antenna     parts.     Federal     item     identification 

guide,  11709-10 
communication  antenna  isolation,  study,  10319 
cryogenic  loop  antennas  for  VLF  reception  in 

seawater,  01492 
digitizer     performance     under     conditions     of 
linear   and    circular    antenna    polarization, 
10322 
parabolic  antenna  as  wave  probe,   wind  wave 

studies,  06431 
structures,  construction,  lighting,  and  marking, 

FCC  rules  and  regulations,  03838 
upper-bound      errors      in      far-field      antenna 
parameters  determined  from   planar  near- 
field  measurements,  03008 
Anthracite,  see  Coal-Coal  mines  and  mining. 
Anthropometry: 

preliminary  findings  of  first  health  and  nutri- 
tion examination  survey,  06309 
Anti-ballistic  missiles,  see  Missiles. 
Antiaircraft  equipment: 

sales    to    Jordan    of    Hawk    and    Vulcan    air 
defense  systems- 
hearings,  00475 
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Antilles: 

light  list,  Atlantic  and  Gulf  Coast  and  Antilles, 

10612 
waterborne  commerce  of  United  States,  calen- 
dar   year    1973,    waterways    and    harbors. 
Gulf  Coast,  Mississippi  River  system,  and 
Antilles,  02440 
Antimony: 

improved    properties    of    lead-antimony    alloys 

by  thermomechanical  treatments,  12731 
mineral  industry  survey,  quarterly,  03439 
mineral  industry  surveys,  08008 
Mineral  yearbook  chapter,  08075 
Antitrust  laws,  see  Trusts  (industrial). 
Ants: 

ants  in  home  and  garden,  how  to  control  them, 

01659 
fire  ant  eradication  program - 

hearings,  02015 
imported   fire   ant,   rural   and   residential   pest, 

00039 
red    imported     fire    ant,    predator    of    direct- 
seeded  longleaf  pine.  09725 
Apalachicola  National  Forest: 
canoeing,  general  information,  12274 
development  of  Trout   Pond   Recreation   Area 
for  handicapped,  12276 
Apartment  houses: 

lumber  and  plywood  used  in  California  apart- 
ment construction,  09698 
market     absorption     of     apartments,     current 

housing  reports,  03641 
tax      information      on      condominiums      and 
cooperative  apartments,  02778 
APHIS,  see  Animal  and  Plant  Health  Inspection 

Service. 
Apollo  project,  see  Project  Apollo  (man-in-space 

program). 
Apollo   spacecraft,   see   Project   Apollo   (man-in- 
space  program). 
Appalachian  region: 

development  act,  amend- 
hearings,  05546 
law,  06730 
report,  06885,  11420 
text  and  analysis,  05238 
forest  habitat  management  for  non-game  birds 

in  central  Appalachia.  01057 
some  options  for  managing  forest  land  in  cen- 
tral Appalachians,  09606 
weight/volume    ratios    for    Appalachian    hard- 
woods, 01058 
Appalachian  Regional  Commission: 
Appalachia,  journal,  03440 
public  works  appropriations,  1976  — 
hearings,  02248,  07199 
Appalachian  Trail: 

Pisgah  and  Cherokee  National  Forests,  N.C., 

Tenn.,  general  information,  09600 
Va.,    Jefferson    National,    Mount    Rogers    Na- 
tional  Recreation    Area,   general   informa- 
tion, 09599 
Apparel,  see  Clothing. 
Appeals: 

appeals  process,  areas  of  possible  administra- 
tive or  legislative  action,  11220 
audit  of  returns,  appeal  rights  and  claims  for 

refund.  02726 
audit  of  returns,  appeal  rights,  and  claims  for 

refund.  Spanish  edition.  02758 
delays  in  social  security  appeals- 
hearings,  021  I  2 
disability  hearings  and  appeals  crisis,  studies, 
11231 


Federal    Energy    Administration    decision    list, 

03728 
Federal    rules    of    appellate    procedure,    with 

forms,  1 1 166 
revision  of  Federal  court  appellate  system  - 
law,  04880 
Appellate  proceedings,  see  Appeals. 
Apples: 

unitized  brush  grader-sizer  for  apples,  08548 
Appliances,  see  Household  appliances. 
Apportionments: 

tabulations  of  population   for  State  legislative 
apportionment  or  districting- 
hearings,  0701 1 
law,  06713 
report,  00425,  07146 
Appraisals,  see  Valuation. 
Apprentices: 

apprenticeship  in   United  States,  bibliography, 

01227 
apprenticeship,  general  information,  02881 
national  apprenticeship  and  training  standards 
for  automobile  mechanic,  body  repairman, 
and  painter,  10477 
pattern  standards  of  apprenticeship  and  train- 
ing for  Associated  Builders  and  Contrac- 
tors, Inc.,  01718 
task  force  on  new  initiatives  in  apprenticeship, 
report,  06060 
Apprenticeships,  see  Apprentices. 
Approach  lights,  see  Lights  and  lighting. 
Appropriations: 

appropriation  language  change,  1975- 

proposal,  00313 
appropriation    request    for    fiscal    year    1976, 
Federal     Trade     Commission     (remarks), 
02579 
authorization,  1976,  proposed  legislation,  10724 
budget  authority  rescissions - 

law,  04886,  04903 
continuing,  1975- 

report,  08830,  09006  \ 

deferral    and    rescission,    1975-76,     appropria- 
tions- 
hearings,  00450,  05108-10,  06914 
Education    Division    and    related    agencies   ap- 
propriations- 
hearings,  08854-5 
fiscal  year  transition,  authorization - 
law,  06686 
report,  07119 
further  continuing  appropriations,  1975- 

law,  04898,  08745 
general  Government  matters,  1975,  continue- 
law,  08707 
report.  06783.  06787 
veto,  04970,  04973 
general  Government  matters,  1976,  continue- 
law,  06701 

report,  00576,  07135 
legislative,  1975  — 
law,  08733 
report,  09003 

supplemental,  proposal,  01923,  11253,  11262 
legislative,  1975  and  1976- 

supplemental,  proposal,  01948 
legislative,  1976- 
hearings,  05128 
report.  00410.  06806.  11025 
supplemental,  proposal.  00372.  01941,  02158, 
10786,  10795,  11287,  11291 
legislative.  1976.  budget  amendments.  10754 
summaries    of   GAO   conclusions    and    recom- 
mendations   on   appropriation    matters   for 
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civil  departments  and  agencies,  GAO  re- 
port, 07786 
supplemental,  1974- 

report,  05318 
supplemental,  1 975  — 

hearings,  05127,  05136-7,  05429,  11471 
law,  10670 
report,  05408,  10915 
supplemental  1975,  urgent- 
report,  05396 
supplemental,  1976- 

hearings,  06916-7,  10954 
law,  06699 

report,  02225,  06876,  11411 
Treasury,  Postal  Service,  and  general  govern- 
ment appropriations  for  fiscal  year  1976- 
hearings,  05138 
93d  Congress,  2d  session,  statements,  11234 
Appropriations  Committee,  House: 
computer  service,  provide- 

report,  10952 
hearings,  00450-1,  02020-4,  05107-30,  05131-9, 

06912-7,  08847-56,  11051-5 
report,  00408,  06783,  06788-90,  06806,  08826, 
08830,     10889,     10918-22,     10937,     10954, 
10980-9,  11005,  11023,  11025 
Appropriations  Committee,  Senate: 

additional  expenditures  for  routine  purposes - 

report,  07092 
committee  print,  02249 
hearings,  00648-51,  02236-48,  05429-37,  07193- 

9,  09032,  11467-77 
report,  00576,  00591,  00635,  02163,  02172, 
02175,  02191,  02209,  02224-5,  05318-9, 
05344,  05391-2,  05396,  05408,  07100, 
07135,  08991,  09003,  09006,  11356,  11385, 
11409,  11411 
Aprons: 

aprons,     dresses,     and     skirts,     Federal     item 
identification  guide,  00779,  07366 
APT,  see  Automatic  picture  transmission. 
Aptitude  tests: 
automated  pilot  aptitude  measurement  system, 

01696 
development   of    USES    aptitiude    test   battery 
for    central-office    operator,     information 
operator,  and  charge  operator,  01267 
development  of  USES  aptitude  test  battery  for 

production  mechanic,  tin  cans,  01268 
development  of  USES  aptitude  test  battery  for 
taper,  01269 
AQDHS   (air  quality   data   handling   subsystem), 
see      Information      storage      and      retrieval 
systems. 
Aquaculture,  see  Agriculture. 
Aqualung: 

visibility  of  colored  targets  in   free-swimming 
scuba  search,  10056 
Aquatic  environment,  see  Environment. 
Aquatic  life: 

modeling  dynamics  of  biological  and  chemical 

components  of  aquatic  ecosystems,  05693 
terrestrial       and       freshwater       radioecology, 
selected  bibliography,  00868 
Aquatic  plants: 

aquatic   macrophytes  of  Columbia  and   Snake 
River  drainages,  09224 
Aqueous  solutions: 
plastic  membrane  vs.  glass-fiber  filter  in  han- 
dling aqueous  samples,  comparison,  09487 
selected      specific      rates      of      reactions      of 
transients  from  water  in  aqueous  solution, 
06290 


Aquifers: 

digital-simulation  and  projection  of  water-level 

declines  in  basalt  aquifers,  09842 
hydraulic     characteristics     and     water-supply 
potential  of  aquifers  in  vicinity  of  waste- 
water treatment  plant.  South  Bend,  Ind., 
09838 
Arab  countries: 

U.S.  oil  companies  and  Arab  oil  embargo,  in- 
ternational  allocation   of  constricted   sup- 
plies, 09045 
Arab  Republic  of  Egypt,  see  Egypt. 
Arab  world,  see  East  (Middle  East). 
Arabian  Sea: 

sailing    directions    for   Persian    Gulf,    includes 
Gulf    of    Oman    and    northern    shore    of 
Arabian  Sea  eastward  to  Ras  Muari,  02395 
Arabs: 

foreign   investment  and   Arab  boycott  legisla- 
tion- 
report,  11441 
Aragon,  Ga.: 

collision  of  Southern  Railway  work  train  with 
Polk  District  school  bus  at  Aragon,  Ga., 
08316 
Aransas  Pass,  Tex.: 

relief,  05004 
Arbitration,  see  also  Industrial  arbitration. 
Arc  (electric),  see  Electric  arc. 
Arc  tunnels,  see  Wind  tunnels. 
Area,  Corazon  I.: 

relief,  05309,  11328 
Area,  Joselito  S.: 

relief,  05309,  11328 
Archeology: 

casemates   and   cannonballs,   archeological   in- 
vestigations    at     Fort     Stanwix     National 
Monument,  08300 
National  Park  Service  publications,  12988 
publications  in  archeology,  08300,  12987 
Archery: 

tax   on   bows   and   arrows   to   provide   wildlife 
restoration  funds,  delay  6  months- 
law,  08701 
Architect  of  Capitol: 
appropriations,  1975- 

he  a  rings,  1 1471 
appropriations,  1975,  supplemental- 
proposal,  10705 
semiannual  report,  02159,  05280 
Architects: 

employment  outlook,  10025 
facilities  design  and  construction, 

architect/engineer  selection  process,  02686 
Architectural  and  Transportation  Barriers 
Compliance  Board: 
report,  05531 
Architecture: 

airport  design  standards,  airports  served  by  air 
carriers,  bridges  and  tunnels  on  airports, 
10456 
airport  design  standards,  airports  served  by  air 
carriers,  surface  gradient  and  line-of-sight, 
12114 
architectural,   engineering,   and   land-surveying 
services,  census  of  selected  service  indus- 
tries, 10543 
city    options,    architecture    and    environmental 

arts,  01407 
construction    and    architecture    of    Leningrad, 

USSR  study,  01196 
day  on  wheels,  13059 

definitive    designs    for   Naval   shore   facilities, 
08318 
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Architecture -Con. 
dining    facility     evaluation    and    improvement 

guide,  02431 
downtown  design  and  development.  Washing- 
ton, D.C.,  01388 
environmental  protection,  design  for  multipro- 

tection,  07328 
facilities    design    and    construction,    architec- 
tural, 02682-4 
Federal  design   matters,  exchange  of  informa- 
tion and  ideas,  03848 
literature    search,    law    enforcement    facilities, 

planning,  design,  construction.  08211 
Massachusetts  Avenue  architecture,  02583 
monitoring  of   Fort   Knox   industrialized   BOQ 
project,   design   and   construction   phases, 
11978 
planning    and    design    of    outdoor    recreation 

facilities,  01735 
policy    development    seminar   on    architecture, 

design,  and  criminal  justice,  12628 
standard    plans    for   highways   bridges,   typical 
continuous  bridges,  01005 
Archives: 

archive  of  Hispanic  literature  on  tape  descrip- 
tive guide,  10054 
Arctic  National  Park: 

gates,  proposed,  05926 
Arctic  National  Wildlife  Refuge: 

proposed.  09877 
Arctic  regions: 

airborne    infrared   imagery    of    Arctic    Sea   ice 

thickness,  08281 
Arctic  bulletin,  03445 
arctic  oil  biodegradation.  00232 
environmental     studies     of     arctic     estuarine 

system,  12013 
ice    thickness    observations,    North    American 

arctic  and  subarctic,  05609 
implements    and    techniques    for    analysis    of 
radio    propagation    through    Arctic    iono- 
sphere   using   three-dimensional   ray    trac- 
ing. 00051 
oil  in  Artie.  08674 

omega  table,  north  polar  pair,  07413 
research  of  polar  experiment  program,  USSR 

study,  02819 
solar  eclipse  effect  on   subpolar  stratosphere, 

investigation,  08597 
see  also  Subarctic  region. 
Area  handbooks: 
Bangladesh,  10507 
Guinea,  06576 
Mexico,  00091 
South  Korea,  10506 
Area    redevelopment,    see    Redevelopment    (city 

planning,  etc.). 
Area  wage  survey,  see  Wages. 
Area  wage  surveys,  see  Wages. 
Argon: 

incident     shock-wave     characteristics     in     air, 

argon,    carbon    dioxide,    and    helium     in 

shock  tube   with  unhealed   helium  driver, 

08166 

ARI,  see  Army  Research  Institute  for  Behavioral 

and  Social  Sciences. 
Arid  regions,  see  Deserts. 
Arizona: 

Cambrian   and    Ordovician    rocks   of   southern 
Arizona   and    New    Mexico    and    western- 
most Texas,  07844 
census - 

retail  trade,  area  statistics,  08620 
wholesale  trade,  area  statistics,  08630 


census  of  retail  trade,  major  retail  centers  in 
standard  metropolitan  statistical  areas, 
06603 

chapairal  conversion  potential,  01076-7 

climatological  data,  03521 

criminal  justice  agencies,  05954 

deer  use  changes  after  root  plowing  in  Arizona 
chaparral,  09712 

demonstration  test  of  inwoods  pulp  chip 
production  in  4  corners  region,  01075 

development  of  some  young  aspen  stands. 
02640 

effect  of  bulk  density  on  frost  heaving  of  6 
soils.  02620 

geohydrology  of  Yuma  area.  02670 

implementation  plan  review  as  required  by 
Energy  supply  and  environmental  coor- 
dination act,  05727 

mineral  industry,  08071 

mulching  planted  ponderosa  pine  seedlings  in 
Arizona  gives  mixed  results,  09714 

national  electric  rate  book,  0101 1,  12170 

precipitation  data,  hourly.  04004 

predicting  frost  heaving  susceptibility  of 
Arizona  soils,  02622 

stem  surface  area  equations  for  4  tree  species, 
05829 

water  supply  outlook  and  snow  surveys,  04675 
Arkansas: 

climatological  data,  03522 

criminal  justice  agencies,  region  6,  05951 

estimates  of  population  of  Arkansas  counties 
and  metropolitan  areas,  08661 

implementation  plan  review  as  required  by 
Energy  supply  and  environmental  coor- 
dination act,  09433 

mineral  industry.  Minerals  yearbook  chapter, 
02898 

national  electric  rate  book,  12171-2 

population  estimates,  counties  and 

metropolitan  areas,  04832 

precipitation  data,  hourly,  04005 
Arkansas  Post  National  Memorial: 

appropriations,  increase  authorization  - 
hearings,  02300 
report,  02203 

general  information,  08285 
Arkansas  Power  and  Light  Company: 

water    resources    appraisal    for    hydroelectric 
licensing.        Carpenter        and        Remmel 
Developments,      project      271,      Quachita 
River,  Ark.,  evaluation  report,  09555 
Arkansas  River  and  Valley: 

assessment  of  heavy  metals  pollution  in  upper 
Arkansas  River  of  Colorado,  08345 

flood  plain  information,  09238,  09248 

Van  Buren  Reach,  navigation  project,  09310 
Arlington  County,  Va.: 

Fourmile     Run     local     flood-control     project. 
Alexandria    and    Arlington    County,    Va., 
11990 
Armament,  see  Munitions-Nuclear  armament. 
Armatures: 

armatures,  rotating.  Federal  item  identification 
guide,  00765 
Armed  Forces: 

access  of  service  Secretaries  to  military  infor- 
mation- 
hearings.  06950 

appropriations.  1976,  military  procurement  - 
hearings,  1 1064 

Armed  Forces  Federal  income  tax  for  1975  in- 
come tax  returns,  02833 

Armed  Forces  insignia,  poster,  09876 
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Armed  Forces  overseas  touring  shows  pro- 
gram, 01720 

Armed  Forces  recipe  service,  index  of  recipes, 
04792 

benefits  for  veterans  and  service  personnel 
with  service  since  Jan.  31,  1955,  and  their 
dependents,  13240 

case  for  providing  pay-as-you-go  priviliges  to 
military  personnel  for  state  income  taxes, 
GAO  report,  01095 

comparison  of  color  vision  tests  used  by  mili- 
tary services,  10060 

continuation     pay     for     medical     officers     of 
uniformed   services  who  are   in  initial  re- 
sidency training- 
report,  05341 

Defense    officer    personnel    management    act, 
DOPMA- 
hearings,  00452 

defense  procurement  circular,  03733 

driver,  traffic  safety  magazine  for  military 
driver,  03755 

education,  war  colleges  and  professional  mili- 
tary development,  01 184 

employment  outlook,  Federal  civilian  employ- 
ment, State  and  local  government,  10039 

evacuation  of  U.S.  citizens  and  others  from 
Cambodia,  10731 

First  Infantry   Division,   U.S.   Forces  in  Viet- 
nam,   erection    of    monument    to    dead, 
authorize  - 
report,  05024,  10892 

impact  of  all-volunteer  Army  on  discipline, 
troop  training,  and  personnel  use  at  Ft. 
Campbell,  Ky.,  GAO  report,  12354 

lawyers,    incentives    to    enter    and    remain    in 
Armed  Forces - 
hearings,  11069 

management  of  civilian  health  and  medical 
program  of  uniformed  services  needs  im- 
provement, GAO  report,  01 100 

manpower  authorization,  1976- 
hearings,  05440 

medical    care    for   certain    members    of    allied 
wartime  forces - 
report,  05021 

medical  officers,  revise  special  pay  structure  - 
report,  08787,  08842,  08846 

military  and  society,  special  bibliography, 
08585 

military    commissaries,    financial    support    to 
meet  pay  roll  costs- 
hearings,  1 1066 

Military    personnel    and    civilian    employees' 
claims  act,  amend- 
report,  05043,  10894 

military   personnel  missing  in   action,  prohibit 
change  in  status- 
hearings,  02026 

occupations,  military-civilian  occupational 
source  book,  11878 

per  diem  expenses  of  members  of  uniformed 
services  traveling  on  official  business - 
hearings,  00453 
report,  00440 

personal  property  traffic  management  regula- 
tion, 02393 

physicians  of  uniformed  services  in  initial  re- 
sidency, continuation  pay- 
law,  04875 

procurement  regulation  supplenent  ASPS  se- 
ries, 00720 

procurement  regulations,  03447 


procurement  regulations,  Air  Force  ASPR  sup- 
plement, 03408 

recovery  of  SS  Mayaguez,  use  of  U.S.  milita- 
ry forces,  10748 

reimbursement  of   memorial   service   expenses 
when    no    remains   are   recovered,   extend 
time  limit- 
law,  04897 
report,  05057 

reimbursements  from  foreign  governments  for 
military  personnel  services  provided  under 
Foreign  military  sales  act,  GAO  report, 
07731 

release  of  names  and  addresses  of  present  and 
former    personnel    by     Administrator    of 
Veterans'  Affairs- 
report,  10971 

Republic  of  Vietnam,  improvements  needed  in 
U.S.  contractor  training,  GAO  report, 
09744 

retired  military  personnel  in  Federal  jobs, 
questions  and  answers,  08672 

Secretary    of    Defense    to    continue    operation 
and  maintenance  of  commissaries- 
hearings,  05146 

soldiers'  attitudes  toward  troop  housing,  sur- 
vey, 09235 

status  of  efforts  to  offset  balance-of-payment 
deficit  for  fiscal  year  1974  attributable  to 
maintaining  U.S.  forces  in  Europe,  GAO 
report,  07762 

Suez  Canal  clearance  status  of  United  States 
Forces  using  British  sovereign  base  areas 
in  Cyprus,  arrangement,  03208 

tax  treatment  of  members,  Armed  Forces  and 
civilian   employees   who   are    prisoners   of 
war  or  missing  in  action- 
law,  04890 

types  of  Soviet  armed  forces  and  combat 
arms,  USSR  study,  02829 

U.S.   defense   contractors'   training  of  foreign 
military  forces - 
hearings,  02067 

uniform    original    enlistment   qualifications   for 
male  and  female  persons,  establish- 
report,  11350 

uniformed  services,  joint  travel  regulations, 
04099,  07395 

United  States  flag  for  burial  or  memorial  pur- 
poses, 13242 

jsp  of  U.S.  Armed  Forces  in  foreign  coun- 
tries, background  information,  02063 

USHBP,  uniformed  services  health  benefits 
program,  including  CHAMPUS,  06569 

see    also    Overseas    Service-Pay,    allowances, 
etc. -Reserve       components       of       Armed 
Forces. 
Armed  Forces  Information  Service: 

DoD  pamphlet,  00073,  06570,  10478 
Armed  Forces  Institute  of  Pathology. 

Billings  microscope  collection  of  Medical 
Museum,  09131 

list  of  educational  aids,  1975,  10479 
Armed  services,  see  Armed  Forces. 
Armed  Services  Committee,  House,  05057 

activities,  93d  Congress- 
report,  05089 

calendar,  04121 

hearings,  00452-3,  02025,  05140,  05142-6, 
06918-9,  08857-8,  11056-70 

paper,  05140-6,  08857-8,  11059-64 

report,  00440-1,  00443,  01993,  02026,  05054, 
05056,  05089,  06888,  08771,  08787,  10877, 
11011 
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Armed  Services  Committee,  Senate: 
additional  expenditures,  authorize  - 

report,  09014 
calendar,  04140 
committee  print,  07200 
hearings,    02250,    05438-40,    05441-4,    07201-6, 

09033-6,  11478-86 
investigations    and    studies,    authorization    and 
expenses- 
report,  00597,  08951 
report,    00565,    00611,   05341-2,    05409,   07134, 
07161-2,08979,  11350,  11357,  11368,  11422 
Armour  and  Company: 

wage  chronology.  Armour  and  Co.  and  Amal- 
gamated Meat  Cutters  and  Butcher  Work- 
men of  North  America,  12637 
Arms  (firearms),  see  Firearms-Munitions. 
Arms  control,  see  Disarmament. 
Arms  Control  and  Disarmament  Agency: 
appropriations,  authorization  - 

law,  08713 
appropriations,  1975- 

report,  08826-7 
appropriations,  1976- 
hearings,  07196 
law,  01856 
biographic  register,  01594 

Deputy  Director,  nomination  of  John  F.  Leh- 
man, jr.  - 
hearings,  05483 
telephone  directory,  01596 
Armstrong-Perez,  Jacinta  R.: 

relief,  11313 
Army: 

air   cargo    support    facilities    for    Army    airlift 

operations,  05613 
alcohol   and   drug   abuse    interchange,    special 
edition  for  civilian  program  administrators 
and  coordinators,  10509 
application  of  field  available  materials  to  for- 
tifications, 09314 
appropriations,  1976,  cemeterial  expenses- 
law,  00264 
report,  00408 
Army  air  traffic  management  in  combat  zone, 

10489 
Army    correspondence    course,    engineer    sub- 
course,  09225 
Army  ephemeris,  1975,  06574 
Army  Infantry  Center,  history,  08603-4 
Army  lawyer  (periodical),  03449 
Army  logistician  (periodical),  03450 
Army    Military    History    Research    Collection, 

special  bibliographic  series,  06079 
Army  recreation  and  travel  guide,  00089 
Army  ROTC  facts,  06572 
assessing    prevalence    of    illicit    drug    use    in 

Army,  01742 
aviation  digest,  04645 
bicentennial  medals,  striking- 
law,  01853 
brief  history  of  United  States  Army  Chaplains 

Corps,  04784 
commanders  call,  03575 
computer-based  displays  as  aids  in  production 

of  Army  tactical  intelligence,  01738 
Criminal   Investigation   Command,   general   in- 
formation, 10488 
development     of    advanced     anti-icing/deicing 
capability     for    U.S.     Army     helicopters, 
06585-6 
formulary,    pharmacy    service,    Walter    Reed 
Army     Medical    Center,     Andrew     Rader 
U.S.  Army  Health  Clinic,  Pentagon  U.S. 
Army  Health  Clinic,  01755 


from  Root  to  McNamara,  Army  organization 
and  administration,  1900-63,  12707 

handbook  for  nonappropriated  fund  em- 
ployees, 00077 

handbook  on  retirement  services  for  Army 
personnel  and  their  families,  00093 

impact  of  all-volunteer  Army  on  discipline, 
troop  training,  and  personnel  use  at  Fort 
Campbell,  Ky.,  GAO  report,  12354 

index  of  Army  motion  pictures  for  public  non- 
profit use,  04783 

involuntarily     discharge     regular     officers     in 
grades   below    major   during    reduction    in 
force,  authorization  - 
hearings,  02025,  05438,  11479 

join  people  who've  joined  Army,  10493 

Judge  Advocate  legal  service,  pamphlets, 
04107 

let's  take  a  minute  and  compare,  see  how 
benefits  of  what  you're  doing  now  add  up 
against  job  in  today's  Army,  00083 

logistics,  Army  maintenance  management 
system,  TAMMS,  03018 

management  of  aircraft  modification  programs, 
GAO  report,  09773 

military  personnel  office  management  and  ad- 
ministrative procedures,  10508 

modern  volunteer  Army  program,  Benning  ex- 
periment, 1970-72,  10494 

personnel,  tips  magazine,  04583 

quality  of  life  as  perceived  by  30  year  old 
Army  veterans,  01741 

recruiting  &  career  counseling  journal,  04461 

research  and  development,  03452 

soldier  artist  series  no.  2,  Army  artist  pro- 
gram, posters  from  paintings,  01733 

soldiers  guide  to  educational  development  in 
Army,  00096 

soldiers,  official  Army  magazine,  04527 

take  a  look  at  all  the  things  you've  been  taking 
for  granted,  06577 

transactions  of  20th  conference  of  Army 
mathematicians,  04769 

travel  regulations,  04099,  07395 

U.S.  Army  register- 
departmental  edition,  01628 
document  edition,  01887 

US  Army  formal  schools  catalog,  10504 

utilization  of  civilian  women  employees  within 
Department  of  Army,  04776 

your  Army,  200  years,  06588 
Army  Air  Mobility  Research  and  Development 
Laboratory: 

technical     report,     00099,     01747-9,     04794-6, 
06585-7 
Army  Audit  Agency: 

real  professionals,  U.S.  Army  Audit  Agency, 
01729 
Army  Command  and  General  Staff  College: 

military  review,  04211 
Army  Department: 

AMC  pamphlet,  04768,  06571,  10485-7 

appropriations,  1975,  military  construction - 
hearings,  06918 

appropriations,     1975,     military     construction, 
authorization  - 
report,  11357 

appropriations,  1976,  military  construction- 
hearings,  02023-4,  02245,  06915 
law,  01873 
report,  02209,  06844,  11385 

Army  Air  Mobility  Research  and  Development 
Laboratory  technical  report,  00099,  01747- 
9,  04794-6,  06585-7 

Army  museum  newsletter,  03451 
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Army  Department-Con. 

Army  Research  Institute  for  Behavioral  and 
Social  Sciences  research  report,  01731-2 

Army  Research  Institute  for  Behavioral  and 
Social  Sciences  technical  paper,  01737-43 

ARO-D  report,  04769 

Assistant    Secretary,    nomination    of    Edward 
Alan  Miller  - 
hearings,  11483 

authorization,  1975,  military  construction - 
report,  10902 

authorization,  1975,  military  construction  - 
report,  05070 

civiian  personnel  pamphlet  CPP  series,  06573 

civilian  personnel  pamphlet  CPP  series,  00077, 
01722,  04776 

Department  of  Army  historical  summary, 
04777 

Deputy    Chiefs    of    Staff    for    Army,    increase 
number- 
hearings,  1 1056 

development  of  field  grade  officer  require- 
ments by  military  services,  GAO  report, 
07745 

economic  and  environmental  aspects  of 
proposed  William  L.  Springer  project,  111., 
GAO  report,  12368 

economic  benefits  and  costs  of  Dickey-Lincoln 
Hydroelectric  project  in  Maine,  GAO  re- 
port, 12371 

field  manual  FM  series,  00078-82,  01723, 
04778-81,  06574,  08600-2,  10489-90 

field  staff,  Foreign  Services  list,  03957 

financial  management  and  program  operations, 
GAO  report,  07822 

impact  of  all-volunteer  Army  on  discipline, 
troop  training,  and  personnel  use  at  Fort 
Campbell,  Ky.,  GAO  report,  12354 

improvements  needed  in  controls  and  account- 
ing for  ground  vehicle  petroleum,  GAO 
report,  12360 

improvements  needed  in  making  benefit-cost 
analyses  for  Federal  Water  Resources 
projects,  GAO  report,  09745 

military  review,  04211 

Natick  Laboratories  technical  report,  00084-8, 
10495 

Pacific  Northwest  hydro-thermal  power  pro- 
gram, regional  approach  to  meeting  elec- 
tric power  requirements,  GAO  report, 
09757 

pamphlet,  00089-96,  01725-8,  04107,  04782-8, 
06575-6,  10497-509 

problems  and  progress  of  U.S.  Army  Materiel 
Command's  automated  data  processing 
service  center  concept,  GAO  report, 
12352 

procurement  of  computer  systems - 
hearings,  06952 

procurement  of  20-ton  dump  trucks,  GAO  re- 
port, 07730 

regulations  AMCR  series,  04775 

report  of  Department  of  Army  review  of 
preliminary  investigations  into  My  Lai  in- 
cident, 01730 

special  studies,  12707 

technical  manual  TM  series,  00097-8,  01734-6, 
04789-91,  04792-3,  06579-84,  08605-9, 
10510-11 

U.S.  Army  Quartermaster  School  correspon- 
dence subcourse,  01744-6,  10512 

United  States  Army  installations  and  major  ac- 
tivities, 10502 

utilization  of  civilian  women  employees  within 
Department  of  Army,  01722,  04776 


Army  Electronics  Command: 

research    and    development    technical    report 
ECOM  series,  04770-4,  08596-8 
Army  installations,  see  Installations  (military). 
Army  Library: 

selected  current  acquisitions,  01627,  04502 
Army  Materiel  Command: 

AMC  pamphlet,  04768,  06571,  08594-5,  10485-7 
AMC    publications    and    blank    forms,    index, 

04768,  08594 
problems  and  progress  of  Army  Materiel  Com- 
mand's automated  data  processing  center 
concept,  GAO  report,  12352 
regulations  AMCR  series,  04775 
Army  Medical  Department: 

Walter   Reed    Army    Medical   Center   progress 
notes,  04667 
Army  Medical  Research  and  Nutrition 
Laboratory: 
laboratory  report,  08610 

three  decades  of  endeavor,  bibliography,  08610 
Army  Medical  Research  Institute  of  Infectious 
Diseases,  Frederick,  Md.: 
annual  progress  report,  fy  1975,  01754 
Army  Military  Research  Collection: 
special  bibliography  series,  08004 
Army  Mobility  Equipment  Research  & 
Development  Center: 
news  releases,  04395 
Army  National  Guard,  see  National  Guard. 
Army  Quartermaster  School: 

correspondence  subcourse,  01744-6,  10512 
Army  Research  Institute  for  Behavioral  and 
Social  Sciences: 
research  report,  01731-2 
summary  of  ARI  research  on  drug  and  alcohol 

abuse,  01732 
summary      of      ARI      research      on      military 

delinquency,  01731 
technical  paper,  01737-43 
Army  Research  Office,  Durham,  N.C.: 

ARO-D  report,  04769 
Army  Reserve: 

Army  Reserve  magazine,  03453 
medical  careers  in  Army  Reserve,  01724 
word  to  families  of  Army  Reservists,  10513 
Army    ROTC,    see    Reserve    Officers'    Training 

Corps. 
Army  Security  Agency: 
hallmark  (periodical),  03987 
opportunity     for     training,    travel,     challenge, 
responsibility,    advancement,    career,    ser- 
vice, leadership,  10496 
Army  Signal  Corps: 

great  place  to  get  started  in  communications, 
01721 
Army  supplies,  see  Military  supplies. 
Army  Test  and  Evaluation  Command,  see  Test 

and  Evaluation  Command,  Army. 
ARO,    see    Army     Research    Office,    Durham, 

N.C.. 
Aromatic  compounds: 

friction  differences  between  aliphatic  and  aro- 
matic structures  in  lubrication  of  titanium, 
08163 
ARPA,  see  Defense  Advanced  Research  Project 

Agency. 
ARS,  see  Agricultural  Research  Service. 
Arsenic: 

selenium,    fluorine    and    arsenic     in    surficial 
materials  of  conterminous  United  States, 
05871 
Arson: 

youthful  fire-setters,  exploratory  study  in  per- 
sonality and  background,  09663 
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Art: 

Arts,  leaven  in  our  lives  (address),  09205 

city    options,    architecture    and    environmental 

arts,  01407 
color  and  graphic  arts,  06046 
graphic  arts  techniques  and  equipment.  06189 
Labor     Department     graphic     communications 

standards,  revised  pages.  07938 
Smithsonian    opportunities    for    research    and 

study  in  history,  art,  science,  01558 
works  and  reproductions,  catalog  of  copyright 

entries.  00714.  02325 
see  also  Paintings. 
Art    Month,    Youth,    see    Special    days,    weeks, 

etc.. 
Art  therapy: 

art  therapy,  bibliography,  06341 
Articles  of  Confederation: 

text,  02143 
Artifacts: 

Arts  and  artifacts  indemnity  act- 
law,  06700 
report,  02003 
Artificial  heart: 
cooperation    in    artificial    heart    research    and 
development,    agreement    with    Union    of 
Soviet  Socialist  Republics,  03167 
Artificial  recharge  (water),  see  Recharge. 
Artists: 
commercial,  employment  outlook,  10026 
National  Endowment  for  the   Arts,  education 
program,       artists-in-schools       guidelines, 
06320 
potential   outlets    for   native    American    artists 

and  craftsmen,  directory,  12506 
soldier   artist    series    no.    2,    Army   artist    pro- 
gram, posters  from  paintings,  01733 
ARTS   (advanced   radar  traffic   control   system), 

see  Air  traffic. 
Arts  and  crafts: 

Arts  and  artifacts  indemnity  act- 
law,  06700 
report,  02003 
Arvin,  Calif.: 

land       subsidence       due       to       ground-water 
withdrawal,   Arvin-Maricopa   area,   Calif., 
07839 
Asbestos: 

asbestos  fiber  atlas,  07574 

building,    construction    and    paper   segment   of 
asbestos      manufacturing      point      source 
category,    effluent    limitations    guidelines, 
05687 
development  document  for  effluent  limitations 
guidelines    and    new    source    performance 
standards,  02451 
mineral  industry  surveys,  08010-1 
quantitative   analysis  of   airborne   asbestos   by 

X-ray  diffraction,  05711 
workers,  employment  outlook,  09981 
ASCE,  see  American  Society  of  Civil  Engineers. 
ASCS,  see  Agricultural  Stabilization  and  Conser- 
vation Service. 
Ash  (tree): 
growth  response  of  thinned  tropical  ash  stand 

in  Hawaii,  09660 
survival    of    tropical    ash    planted    in    tordon- 

treated  soils  in  Hawaii,  09685 
tropical  ash,  spacing  trial,  09659 
Ashes: 

fusibility  of  ash  from  lignite  and  its  correlation 
with  ash  composition,  07499 
Ashland,  Wis.: 
ports,  02438 


Asia: 

agricultural  situation,  00837 
American  civilian  internees  in  southeast  Asia, 
increase  benefits- 
report,  06836 
Americans  missing  in  Southeast  Asia,  11173-4 
East  Asia,  inventory  of  government-supported 
research  projects  on  foreign  affairs.  08413 
market  profiles,  I  1921 
new   era,   implications  for  future   U.S.   policy, 

11123 
omega   propagation   correction    tables   for  10.2 

kHz.  07422-3,  11895 
omega    propagation    correction    tables    for   3.4 

kHz,  00810 
omega  table.  07419-21 
regional  markets  in  Southeast  Asia,  Singapore. 

Indonesia,  Malaysia,  00822 
South  and  East,  translations,  04605 
South     Asia,     inventory     of     government-sup- 
ported   research    projects    on    foreign    af- 
fairs, 08415 
South,  old  problems,  new  relationships,  study 
mission  investigation  - 
report,  08837 
south,  world  trade  outlook,  09177 
Southeast      Asia,      background      information, 

05480,  11528 
Southeast  Asia,  building  bases,  history  of  con- 
struction, 06415 
U.S.      nonmilitary     assistance     to     Southeast 
Asia- 
hearings,  06960 
winds   of   change,    evolving   relations   and    in- 
terests in  Southeast  Asia,  02275 
world   trade   outlook   for   Far  East  and   South 
Asia,  02404 
Asian  Development  Bank: 
appropriations,  1975- 

hearings,  11055 
export    opportunities    for    American    business 
through  international  development  banks, 
13213 
finance,  contribution  to  multi-purpose  special 
fund,  agreement,  03198,  13123 
Aspect  ratio,  see  Wings  (aircraft). 
Aspen: 

aspen    volume    tables    for   furniture-type,   flat, 

4/4-inch  dimension,  09635 
development  of   some   young  aspen   stands   in 

Arizona,  02640 
repeated  prescribed  burning  in  aspen,  09642 
weight-volume     relationships     of     aspen     and 
winter-cut     black     spruce     pulpwood     in 
northern  Minnesota,  12313 
Aspen  tortrix,  see  Moths. 
Asphalt: 

sales,  mineral  industry  surveys,  08095 
sand-sulfur-asphalt  paving  materials.  02928 
utilization  of  engineer  construction  equipment, 
08607 
ASR,  see  Air  traffic. 
ASRDI,    see    Aerospace    Safety    Research    and 

Data  Institute. 
Assassination: 

alleged    assassination    plots    involving    foreign 
leaders - 
report,  02214 
Assateague  Island  National  Seashore: 
Worcester  County,  Md.,  claims- 
report,  02180 
Assateague  Island  Wilderness: 
proposal,  00294 
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Assaying: 

algal  assays,  application  of  growth  and  sorp- 
tion, 12011 
tissue  enzyme  assay  for  chlorinated  hydrocar- 
bon insecticides,  09399 
Assemblers: 

factory    production    occupations,    employment 
outlook,  09939 
Assessments: 
assessment  of  analytical  procedure  for  predict- 
ing     supersonic      ejector      nozzle      per- 
formance, 10141 
environmental    impact   assessment   methodolo- 
gies, review,  05748,  12090 
jeopardy  and  termination  assessments  by  IRS, 

02116 
Markovian  model  for  assessment  of  personnel 
hiring  plans,  12822 
Assets  and  liabilities,  see   Banks  and  banking- 
Federal  reserve  member  banks. 
Assignments: 
assignment    location    preferences    of    airmen, 
00061 
Assistance,  see  Public  welfare. 
Assistance  Payments  Administration: 

how  they  do  it,  illustrations  of  practice  in  ad- 
ministration of  AFDC,  06589 
Assistant  Public  Printer  (Superintendent  of 
Documents): 
list  of  classes   of  United   States   Government 
publications    available     for    selection     by 
depository  libraries,  10522 
price  list  PL  series,  01758 
SB  subject  bibliography,  01759-66,  04547 
Associated  Builders  and  Contractors,  Inc.: 

pattern  standards  of  apprenticeship  and  train- 
ing for  Associated  Builders  and  Contrac- 
tors, Inc.,  01718 
Association  for  ERDA  Systems,  Operations,  and 
Programming: 
proceedings,  AESOP  conference,  11956 
ASTM,   see   American   Society    for  Testing   and 

Materials. 
Astronautics: 
astronautics  and  aeronautics,  1971,  chronology 

on  science,  technology  and  policy,  06187 
astronautics  and  aeronautics,  1972,  chronology 

of  science,  technology  and  policy,  01347 
astronautics  and  aeronautics,  1973,  chronology 
of  science,  technology  and  policy,  12782 
Astronauts: 

bedrest   effects   on   crew    performance   during 
simulated  shuttle  reentry,  06145 
Astronomers: 

employment  outlook,  12646 
Astronomical  instruments: 
geophysical,  astronomical,  and  meteorological 
instruments,    Federal    item     identification 
guide,  07371 
Astronomy: 
astronomical  papers  prepared  for  use  of  Amer- 
ican    ephemeris     and     nautical     almanac, 
06417 
astronomical  phenomena  for  year  1978,  03071 
timeline    algorithm    for    astronomy    missions, 

06220 
USSR  and  Eastern  Europe  scientific  abstracts, 
04656 
ATC,  see  Air  traffic. 
Atchafalaya  River  and  Valley: 

environmental    base    and    management    study, 
Atchafalaya  basin.  La.,  05753 


Atchison,  Topeka,  and  Santa  Fe  Railway 
Company: 
railroad    accident    investigation    summary    re- 
port, 01535,  08354 
ATF,  see  Alcohol,  Tobacco,  and  Firearms  Bu- 
reau. 
Athens,  Ala.: 

flood-prone  areas,  12392 
Athens,  Greece: 

Navy's  actions  to  acquire  dependents   school 
building,  GAO  report,  07716 
Athletic  goods,  see  Sporting  goods. 
Atigun  Pass: 

fishery    resources    of    waters    along    route    of 
trans-Alaska      pipeline      between      Yukon 
River   and    Atigun    Pass    in    north   central 
Alaska,  05817 
Atlanta,  Ga.: 

area  wage  survey,  01244 
social  and  health  indicators  system,  08640 
substantial  improvements  needed   in  work  in- 
centive program,  GAP  report,  07735 
Atlantic  coast: 

coast  pilot,  Eastport  to  Cape  Cod,  08262 

light  list,  Atlantic  and  Gulf  Coast  and  Antilles, 

10612 
light    list,    St.    Croix    River,    Maine,    to    Little 

River,  S.C.,  06661 
National  East  Coast  winter  storms  operations 

plan,  01444 
tropical    storm    Agnes,    June    1972,    basins    of 
Susquehanna    and    Potomac     Rivers    and 
Maryland  portions  of  Chesapeake  Bay  and 
Atlantic  Coast,  05663,  09301 
use  of  satellite  data  in  East  Coast  snowstorm 
forecasting,  12965 
Atlantic  community: 

Atlantic  convention  resolution  - 
hearings,  02062 
Atlantic  Generating  Station: 

shore   effect   model,   Atlantic   Generating   Sta- 
tion, Hydraulic  model  investigation,  02445 
Atlantic  Ocean: 

generation  of  GATE  ship  speed  data  by  varia- 
tional technique,  12964 
gulfstream,  03985 
Loran  table,  07408 

Loran-A  table,  North  Atlantic,  07407 
middle,  fisheries  in  western  region,  agreement 

with  Polish  People's  Republic,  13125 
national   east   coast   winter   storms   operations 

plan,  03049 
Northwest  Atlantic  fisheries  act,  amend- 

law,  08714 
Northwest    Atlantic    fisheries,    facilitation    of 
entry  into  force  of  amendments,  conven- 
tion with  other  governments,  03228 
oceanographic    observations.    Nova    Scotia   to 

Cape  Hatteras,  N.C.,  10617 
omega   propagation   correction   tables   for  10.2 

kHz,  11897,  11903-4 
omega    propagation    correction    tables    for   3.4 

kHz,  07430-1,  07435,  11912 
omega  table,  07425-6 
Atlantic  States: 

job    patterns    for    minorities    and    women    in 

private  industry,  09498 
South     Atlantic     fisheries,     annual     summary, 

03045 
surface  water  supply  of  U.S.,  South  Atlantic 
slope  and  eastern  Gulf  of  Mexico  basins, 
from  Ogeechee  River  to  Carrabelle  River, 
05895 
vacation  travel  by  Canadians  in  George 
Washington  country,  01618,  13230 
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Atlases: 

BOMEX  period  III  atlas  of  low-level  at- 
mospheric data,  02447 

BOMEX  rawinsonde  atlas,  07537 

catalog  of  copyright  entries,  02324 

geographical,  in  Library  of  Congress,  list, 
12679 

maps  and  atlases,  catalog  of  copyright  entries. 
00713 

precipitation-frequency  atlas  of  western 
United  States,  08266-75 

urban       atlas,       tract       data       for       standard 
metropolitan     statistical     areas,     06631-4, 
08667 
Atmosphere: 

analysis  of  atmospheric  flow  over  surface 
protrusion  using  turbulence  kinetic  energy 
equation  with  reference  to  aeronautical 
operating  systems,  02945 

analysis  of  errors  associated  with  determina- 
tion of  atmospheric  temperature  from  at- 
mospheric pressure  and  density  data, 
12828 

artificial  modification  of  atmospheric 
processes,  USSR  study,  02822 

Atmosphere  of  Venus,  proceedings,  01343 

atmospheric  aerosols,  literature  summary  of 
their  physical  characteristics  and  chemical 
composition,  12770 

atmospheric  emissions  from  petrochemical  in- 
dustry, survey,  09483 

atmospheric  particulate  measurements  in  Nor- 
folk. Virginia,  08136 

atmospheric  transmittance  from  0.25  to  28.5, 
computer  code  LOWTRAN  3,  00049 

BOMEX  period  III  atlas  of  low-level  at- 
mospheric data,  02447 

characteristics  of  lower  atmosphere  near 
Saipan,  Apr.  29-May  16,  1945,  12961 

chemical  and  physical  characterization  of  au- 
tomotive exhaust  particulate  matter  in  at- 
mosphere, 09333 

diurnal  experiment  data  report,  02949 

four-D  global  reference  atmosphere,  06211-2 

heat  transfer  in  atmosphere,  12848 

inadvertent       modification       of       upper      at- 
mosphere- 
hearings,  02100 

laser  atmospheric  experiments,  application  of 
minicomputers,  04772 

laser  sounding  of  atmosphere,  USSR  study, 
12595 

methane,  remote  sensing  using  erbium/YAG 
laser,  feasibility  study,  04773 

numerical  prediction  of  mesoscale  transport  of 
atmospheric  effluents,  10222 

parametric  studies  with  atmospheric  diffusion 
model  that  assesses  toxic  fuel  hazards  due 
to  ground  clouds  generated  by  rocket 
launches,  06231 

planetary  science  and  earth's  upper  at- 
mosphere, 05416 

pressure  contact  sounding  data  for  NASA's  at- 
mospheric variability  experiment,  AVE  3, 
02986 

profiles  in  lowest  300  meters  of  marine  tropi- 
cal planetary  boundary  layer,  12960 

reduction  of  atmospheric  pollution  by  applica- 
tion of  fluidized-bed  combustion  and 
regeneration  of  sulfur-containing  addi- 
tives, 00935 

relationship  between  circumsolar  sky 
brightness  and  atmospheric  aerosols, 
09375 


search  for  most  unstable  scales  of 
disturbances  in  three-layer  atmospheric 
models  with  shear  and  static  stability, 
procedure  and  results,  06382 

statistical  equilibrium  calculations  for  silicon  in 
early-type  model  stellar  atmospheres, 
12847 

visual  evoked  responses  and  EEGs  for  divers 
breathing  hyperbaric  air,  assessment  of  in- 
dividual differences,  08002 

zonal    profiles    of    atmospheric    water    vapor, 
12974 
Atmospheric  entry: 

bedrest  effects  on  crew  performance  during 
simulated  shuttle  reentry,  06145 

curve  fits  of  predicted  inviscid  stagnation- 
point  radiative  heating  rates,  cooling  fac- 
tors, and  shock  standoff  distances  for 
hyperbolic  earth  entry,  10143 

rapid  methods  for  calculating  radiation  trans- 
port in  entry  environment,  06171 

sonic-boom     ground     pressure     measurements 
from    launch    and    reentry    of    Apollo    16, 
10142 
Atmospheric  temperature,  see  Temperature. 
Atmospheric  turbulence,  see  Turbulence. 
Atomic  absorption: 

test  for  lead  in  gasoline  by  atomic  absorption 
spectrometry,  05697 
Atomic  energy: 

act,  Price-Anderson  provisions,  amend- 
veto,  04971 

advanced  nuclear  research,  00503- 
hearings,  07032 

application  of  safeguards  by  IAEA  to  United 
States-Israel  Cooperation  Agreement, 
agreement  with  Israel  and  International 
Atomic  Energy  Agency,  03297 

application  of  safeguards  pursuant  to  non- 
proliferation  treaty  with  Philippines,  and 
International  Atomic  Energy  Agency, 
03241 

application  of  safeguards  pursuant  to  non- 
proliferation  treaty,  agreement  with  Aus- 
tralia and  International  Atomic  Energy 
Agency, 03166 

application  of  safeguards  pursuant  to  non- 
proliferation  treaty,  protocol  with  Sweden 
and  International  Atomic  Energy  Agency, 
03295 

application  of  safeguards  pursuant  to  non- 
proliferation  treaty,  suspension  of  agree- 
ment with  Iran  and  International  Atomic 
Energy  Agency,  03142 

application  of  safeguards  pursuant  to  non- 
proliferation  treaty,  suspension  of  agree- 
ment with  Thailand  and  International 
Atomic  Energy  Agency,  03144,  03155 

Atomic  energy  community  act,  amend- 
hearings,  10681 

atomic  energy  field,  employment  outlook, 
10027 

cooperation  for  civil  uses,  agreement  with 
Austria,  03204 

cooperation  for  civil  uses,  agreement  with 
Israel,  03269 

cooperation  for  civil  uses,  agreement  with  Por- 
tugal, 03150 

cooperation  for  civil  uses,  agreement  with 
Republic  of  China,  03145 

cooperation  for  civil  uses,  agreement  with 
Republic  of  Korea,  03149 

cooperation  for  civil  uses,  agreement  with 
Republic  of  Viet-Nam,  03152 
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cooperation  for  civil  uses,  agreement  with 
South  Africa,  03151 

cooperation  for  civil  uses,  agreement  with 
Sweden,  03159 

cooperation  for  civil  uses,  agreement  with 
Thailand,  03156 

cooperation  for  civil  uses,  research  agreement 
with  Israel,  extend - 
report,  00392 

cooperation  in  peaceful  application,  agreement 
with  International  Atomic  Energy  Agency, 
03158 

danger  of  nuclear  proliferation,  10480 

efforts  to  develop  2  nuclear  concepts  that 
could  greatly  improve  this  country's  fu- 
ture energy  situation,  GAO  report,  09761 

fusion  power  research  and  development,  sum- 
mary report  on  magnetic  confinement  ex- 
periments, 11960 

fusion    power,    biomedical   and    environmental 
research,       operational       safety,       waste 
management  and  transportation  - 
hearings,  04905 

high  energy  physicists  and  graduate  students, 
1975  census,  07489 

IAEA  application  of  safeguards,  cooperation 
agreement  with  South  Africa,  03154 

international  safeguards  of  nuclear  materials  - 
report,  11414 

nonproliferation  treaty  review  conference, 
10482 

Nuclear  energy,  09416 

nuclear  energy,  oversight- 
hearings,  1 1 122 

nuclear   energy,    oversight,    New    England    re- 
gional nuclear  power  issues  - 
hearings,  11121 

nuclear  exports,  laws  and  regulations  and 
domestic  and  international  nuclear 
safeguards,  01933 

nuclear  power  industry,  application  of  environ- 
mental radiation  dose  commitment,  09416 

nuclear  powerplant  siting  and  licensing- 
hearings,  04909 

nuclear  related  technician  supply,  demand  sur- 
vey for  Southern  Interstate  Nuclear 
Board,  01767 

operating  history,  U.S.  nuclear  power  reac- 
tors, 11957 

phaseout  of  governmental  indemnity- 
hearings,  01878 
law,  06738 
report,  01998,  07112,  10964 

physical    research,    nuclear    materials,    ERDA 
authorization,  1976- 
hearings,  04906 

radiological  surveillance  studies  at  Boiling 
Water  nuclear  power  reactor,  09331 

research  agreement  for  cooperation  with  Israel 
for  civil  uses,  extend  - 
report,  11366 

role  of  nuclear  energy  in  Project  Independence 
(remarks),  09530 

second  nuclear  era,  remarks,  10483 

twenty  years  of  atomic  energy,  USSR  study, 
01192 

United  States  agreements  for  cooperation  in 
atomic  energy,  07257 

worldwide   spread   of   nuclear  technology,   re- 
marks, 10484 
Atomic  Energy  Commission: 

AEC  research  and  development  report,  00100- 
2,  01767,  04799-801,  08611,  10525 


appropriations,  I  975  — 

hearings,  05435-6,  08856 
appropriations,  1975,  supplemental  - 

request,  05286 
contract   arrangements    for   uranium    enriching 
services,  proposed  changes - 
hearings,  04912 
deferral  of  budget  authority,  disapproval- 
report,  02172 
financial  statements,  final  report,  01769 
future  structure  of  uranium  enrichment  indus- 
try- 
hearings,  04908 
how   solar  energy   was  treated   in   AEC  chair- 
man's report,  GAO  report,  12346 
isolating  high-level  radioactive  waste  from  en- 
vironment, GAO  report,  07807 
operating    cost    and    environmental    radiation 
monitoring  at  Shippingport  Atomic  Power 
Station,  GAO  report,  12365 
opinions  and  decisions,  Atomic  Energy  Com- 
mission reports,  01768,  10526 
public  works,  appropriations,  1975- 

hearings,  05437 
report  by  Committee  to  Review  U.S.  Medium 
Energy  Science,  04801 
Atomic  Energy  Joint  Committee: 
committee  print,  04904,  06747 
current    membership,    publications    and    other 
pertinent    information    through    93d    Con- 
gress, 04904 
hearings,     01878,     04905-12,     06746,     08746-8, 

10681-3 
report,   00392-4,    00553,   01998,   02184,    05063, 
06814,  07086-7,  07112,  11366 
Atomic  physics,  see  Nuclear  physics. 
Atomic  power  engineering,  see  Nuclear  engineer- 
ing. 
Atomic  power  plants,  see  Nuclear  reactor  power 

plants. 
Atomic  spectra,  see  Spectral  lines. 
Atomic  warfare: 

shear  wall  structures  design  to  resist  effects  of 

atomic  weapons,  08608 
worldwide  effects  of  nuclear  war,   some  per- 
spectives, 00076 
400-megaton  misunderstanding,  01185 
Atomic  weapons,  see  Weapons. 
ATS     (applications     technology     satellites),     see 

Satellites. 
Attachment: 

wage  garnishment  law,  08507 
Attention: 

audience  attention  as  basis  for  evaluating  in- 
terpretive presentations,  01074 
Attenuation: 

advances  in  measurement  of  rf  power  and  at- 
tenuation using  SQUIDS,  03007 
microwave    attenuation    measurement    system, 
series  substitution,  06293 
Attenuators: 

attenuator,    fixed,    Federal   item    identification 

guide,  02361,  11730 
miscellaneous    capacitors,    resistors,    and    at- 
tenuators,     Federal      item      identification 
guide,  11793 
variable,    Federal    item    identification    guide, 
02364 
Attitude  (psychology): 

health  attitudes   and  behavior  of   youths  12-17 

years,  08221 
self-reported  health  behavior  and   attitudes  of 

youths  12-17  years,  06310 
social  impacts  of  energy  shortage,  behavioral 
and  sttitude  shifts,  08473 
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Attitude  control,  see  Satellites-Spacecraft. 
Attorney  General,  see  Justice  Department. 
Attorneys,  see  Lawyers. 
Au  Sable  River  and  Valley: 

wild     river     system,     inclusion     of     segment, 
authorize  - 
report,  05052 
Audio-visual  education: 
criminal  justice  audio-visual  materials  directo- 
ry, 05955 
Indians    in    United    States,    select    audiovisual 

records,  06262 
pictures   of   American   West    1848-1912,   select 

audiovisual  records,  06263 
talking  book  topics,  04573 
Audio-visual  equipment: 

advance     subscription     payments     for     audio- 
visual and  printed  materials - 
report,  05046 
preliminary     operational     evaluation     of     au- 
diovisual instrument  trainer,  01694 
Audiologists: 

employment  outlook,  10017 
Auditing: 

audit  of  Federal  Deposit  Insurance  Corpora- 
tion for  year  ended  June  30,  1974  limited 
by  agency  restriction  on  access  to  bank 
examination  records,  GAO  report,  05855 
audit  of  financial  statements  of  Saint 
Lawrence  Seaway  Development  Corpora- 
tion, GAO  report.  07689 
audit  of  returns,  appeal  rights  and  claims  for 

refund,  02726 
audit  of  returns,  appeal  rights,  and  claims  for 

refund,  Spanish  edition,  02758 
audit     of     United     States     Capitol     Historical 

Society,  GAO  report,  07690 
audit  standards  supplement  series,  12336 
Commodity  Credit  Corporation,  audit,  fy  1974, 

GAO  report,  01897 
Comptroller  General  to   audit   certain   govern- 
ment agencies- 
hearings,  02278 
cooperative    State    audit    agreement    between 
Treasury    Dept.    and    Michigan   (remarks), 
10348 
defense  contract  audit  manual,  07329 
EPA  audit,  07587 
from  auditing  to  editing,  01081 
GAO  audits  of  Internal  Revenue  Service  and 
Bureau       of      Alcohol,      Tobacco.      and 
Firearms - 
hearings,  06951 
report,  00424 
greater  benefits  can  be  derived  from  improved 
HUD     audits     of     program     participants, 
GAO  report.  07806 
information    on    unresolved    audit    exceptions 
with  Federal  employees  health  benefit  car- 
riers, GAO  report,  07710 
nursing  homes - 

hearings,  00444 
operations  auditing  by  Defense  Contract  Audit 

Agency,  GAO  report,  07802 
unresolved    audit    exceptions    of    Blue    Cross- 
Blue  Shield - 
hearings,  05229 
Auditors: 

auditor  training  program,  career  for  accounting 

majors.  12152 
Interagency   Auditor  Training  Center  bulletin, 
01832,  06669 
Auditory  perception,  see  Perception. 
Auditory  system,  see  Hearing. 
Audits,  see  Auditing. 


August: 

world  maps  on  August  epicycloidal  conformal 
projection,  01457 
Ault,  Colo.: 

proposed    Hayden-Ault    345    KV    transmission 
and    Ault    substation,    final   environmental 
statement,  05929 
Auroras: 

auroral  electrojet  magnetic  activity  indices  Ah 

(11)  for  1973,  00891 
auroral  electrojet  magnetic  activity  indices  AH 

(11)  for  1971,  09322 
study  of  sector  spectrophotometer  and  auroral 
0-M2P-2D)  emissions,  12836 
Austin,  Tex.: 

flood   plain   information,   Colorado    River  and 

Country  Club  Creek,  05629 
floods,    Colorado     River    and    Country    Club 
Creek,  how  to  avoid  damages,  09272 
Australia: 

aerospace    disturbances,    transfer    of   research 

facility,  agreement,  03289 
atomic  energy,  application  of  safeguards  pur- 
suant   to    non-proliferation    treaty,    agree- 
ment, 03166 
certificates     of     airworthiness     for     imported 
aeronautical     products     and     components, 
agreement,  08429 
economic    trends    and    their    implications    for 

United  States,  07882 
extradition  treaty,  08931 
housing  and  urban  development,  07854 
mineral   industry.   Minerals   yearbook  chapter, 

02899 
omega   propagation   correction   tables   for  10.2 

kHz,  02398,  11900 
sailing  directions,  east  coast  of  Australia,  Syd- 
ney   to    Cape    York,    including    islands    in 
Coral  Sea.  00800 
sailing  directions,  southeast  coast  of  Australia, 
Cape  Northumberland  to  Port  Jackson,  in- 
cluding Tasmania,  00801 
space  research  program,  agreement,  03219 
trade,  meat  imports,  agreement,  03330 
Austria: 

atomic    energy,    cooperation    for    civil    uses, 

agreement,  03204 
background  notes,  08398 

economic    trends    and    their    implications    for 
United  States,  09885,  09911,  12569 
Authors: 

special     report     writer,     flexible     information 
management    system,    documentation    and 
users  manual,  12804 
Autobiography: 

my  blue  planet,  02998 
AUTODIN      (Automatic     digital     network     ter- 
minals), see  Defense  Communications  Agen- 
cy. 
Automated   data   processing   systems,   see    Elec- 
tronic data  processing  systems. 
Automatic   data  processing,  see   Electronic  data 

processing  systems. 
Automatic  data  processing  equipment,  see  Elec- 
tronic data  processing  systems. 
Automatic  picture  transmission: 

weather    satellite     picture    receiving    stations, 
APT  digital  scan  converter,  06249 
Automatic  pilots,  see  Aircraft  automatic  pilots. 
Automatic  waterers.  see  Waterers  (automatic). 
Automation: 

advantages    of    automated    production    control 

systems.  USSR  study.  12598 
automated  pilot  aptitude  measurement  system, 
01696 
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automatic  air  monitoring  insturments,  specifi- 
cations   for    development    of    instruction 
manuals,  09478 
automatic  vehicle  location  techniques  for  law 

enforcement  use,  05958 
automating  crowded  sky,  02494 
automation  of  railroad  shunting  yards,  USSR 

study,  07918 
automation    opportunities    in    service    sector, 

05780 
developing        mathematical       and       physical- 
technological    bases     for     automation     of 
design  and  manufacture  of  computers  and 
their  components,  USSR  study,  07920 
making    service    industries    more    productive 
through   computers   and   automation,   con- 
ference report,  06286 
optimizing   petrochemical   waste   bio-oxidation 

system  through  automation,  07581 
orbital  operation  for  large  automated  satellites, 

10125 
technology,  USSR  and  East  Europe  scientific 

abstracts,  04651 
USAF  eveluation  of  automated  adaptive  flight 
training  system,  06545 
Automobile    accidents,    see    Motor    vehicle    ac- 
cidents. 
Automobile  drivers: 

applications  of  accident  data  on  young  driver 

research,  12924 
driver  exposure,  indirect  approach  for  obtain- 
ing relative  measures,  10204 
Automobile  driving: 

effects  of  alcohol  on  performance  in  a  driving 
simulator    of    alcoholics    and    social    drin- 
kers, 10207 
how  to  talk  to  your  teenagers  about  drinking 
and  driving,  03028 
Automobile  insurance: 

National  no-fault  motor  vehicle  insurance  act- 
hearings,  06989 
report,  11376 
Automobile  mechanics,  see  Mechanics  (persons). 
Automobile  parts,  see  Automobiles. 
Automobile   wrecking   and    used    parts   industry, 

see  Automobiles. 
Automobiles: 

acceleration  and  passing  ability,  comparison  of 

passenger  cars  and  motorcycles,  12927 
advanced  automotive  power  systems  contrac- 
tors coordination  meeting,  07596 
air  quality    and    automobile    emission   control, 

09065 
alternative  fuels  for  automotive  transportation, 

feasibility  study,  09423 
analysis  of  vehicle  injury  sources,  10199 
auto   safety   program,   identifying   defects   and 
recalling  defective  vehicles,  GAO  report, 
07809 
automobile    fuel    economy    and    research    and 
development- 
hearings,  05471 
report,  02186 
automobile   industry   and   its   impact  upon   na- 
tion's economy- 
hearings,  00454-5 
automobile  loans  by  major  finance  companies, 

monthly  release,  03456 
automobile     ownership,     nationwide     personal 

transportation  study,  02529 
automobile  thermal  reactors  evaluation  of  al- 
loys and  coatings  for  use,  10162 


automotive    lead    emissions    effect    on    public 
health - 
hearings,  00697 

automotive  power  systems  contractors  coor- 
dination meeting,  summary  report,  07597 

automotive  recorder  research  and  its  effects 
on  future  vehicle  safety,  10200 

automotive  recorder  research  disc  recorder 
pilot  project,  12925 

automotive  tape  recorder  for  crash  experiment 
data,  10201 

brakes,  comparison  of  braking  performance 
for  1975  passenger  cars  and  motorcycles, 
06329 

bulletin,  09974 

Canadian  automobile  agreement,  history, 
terms,  and  impact,  and  operation  of  Au- 
tomotive products  trade  act  of  1965,  an- 
nual report,  1 1521 

car  care  and  service,  01030 

car  care  and  service,  Spanish  edition,  01031 

carpool  and  buspool  matching  guide,  12153 

chemical  and  physical  characterization  of  au- 
tomotive exhaust  particulate  matter  in  at- 
mosphere, 09333 

development  of  anticipatory  automobile  crash 
sensors,  12929 

diesel  engine  as  light-duty  power  plant,  study, 
09481 

double  up,  America,  car  pool  kit,  ride-sharing 
information  for  employers,  05785 

efficiency  and  conservation,  energy  crisis  and 
proposed  solutions,  panel  discussions, 
05259 

emissions  from  diesel  and  stratified  charge 
powered  cars,  02456 

energy  crisis  and  proposed  solutions  on  au- 
tomobile efficiency  and  conservation, 
08915 

evaluate  airbag  restraints  for  subcompact  car 
passengers,  10208 

exhaust  emission  controls,  inspector's  guide- 
book, 09443 

experimental  ceramic  automobile  thermal  reac- 
tors, design  and  evaluation,  10165 

finance  rate  and  other  terms  on  new  and  used 
car  installment  credit  contracts  purchased 
from  dealers  by  major  auto  finance  com- 
panies, monthly  release,  03906 

how  passenger  sedans  in  Federal  government 
are  used  and  managed,  GAO  report,  07705 

how  to  pool  it,  ride  sharing  manual  for  em- 
ployers, 05789 

impact  of  automotive  fuel  changes  on  U.S. 
refining  industry,  11962 

improved  air  bag  restraints  for  front  seat  com- 
pact car  occupants,  10209 

incentives  to  carpooling,  13200 

installment  credit  developments,  03455 

legal  and  institutional  issues  of  carpooling, 
13202 

mandatory  fuel  economy  standards  for  new 
automobiles,  energy  conservation  working 
paper,  05454 

manual  carpool  matching  methods,  13204 

manufacturability  and  costs  of  proposed  low- 
emissions  automotive  engine  systems, 
consultant  report,  12004 

metal  recovery  by  dismantling  of  scrapped 
starters  motors,  auto  generators,  and  al- 
ternators, 12746 

monopolistic  tendencies  of  auto  emission  war- 
ranty provisions - 
hearings,  00514 
report,  06780 
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nineteen    seventy-five    gas    mileage    guide    for 

new  car  buyers,  02481 
nineteen  seventy-six  gas  mileage  guide  for  new 

car  buyers,  02482 
non-government  frequency  list,  land  transpor- 
tation services,  09517 
organization  for  carpooling,  13206 
police  cars  and  energy  conservation,  07929 
purposes  of  automobile  travel  and  trips,  12157 
rear  end  structural  crashworthiness  of  unitized 

construction  vehicles,  10212-3 
recovering     polyurethane      foam      and     other 

plastics  from  auto-shredder  reject,  08092 
review  of  automobile  fuel  economy  testing  and 

labeling  program,  GAO  report,  07732 
service  advisors,  employment  outlook,  09997 
service     occupations,     employment     outlook, 

09997 
steam  car  control  analysis,  08584,  12079 
structural  crashworthiness  system  for  standard 
size  automobile,  development  and  evalua- 
tion, 06330 
summary  report  of  Automotive  Power  Systems 

Contractors  coordination  meeting,  07599 
transportation    controls    to    reduce    automobile 
use    and    improve    air    quality    in    cities, 
05756 
trimmers,    and    installation    men,    employment 

outlook.  09997 
user      documentation      for      FHWA      carpool 

matching  program,  12162 
see  also  Vehicles. 
Automotive    body    and    fender    repairman,    see 

Body  and  fender  repairmen. 
Automotive  transportation,  see  Automobiles. 
Autovon,  see  Voice  communications. 
Availability: 
access  to  records  maintained  by  Government 
agencies - 
hearings,  05185 
controlled  accessibility  workshop  report,  10191 
Avalanches: 

avalanche  fatalities  in  United  States,  02627 
AVE    (atmospheric    variability    experiment),    see 

Atmosphere. 
Aviation,  see  Aeronautics- Aircraft. 
Aviation  fields: 

installation  of  heavy-duty   truss-web  extruded 
aluminum     airfield     landing     mat,     errata, 
05665 
Aviation  fuels,  see  Motor  fuel. 
Aviation  mechanics,  see  Mechanics  (persons). 
Aviation  medicine,  see  Medicine. 
Aviation  Medicine  Office: 

FAA-AM  series,  01772,  10527 
Aviation  radar  locator: 

emergency  locator  transmitters- 
hearings,  00664 
operation  of  aircraft  without  emergency  loca- 
tor transmitters,  permit- 
hearings,  11202 
report,  11020 
Aviators: 

airmen  other  than  flight  crewmembers,  certifi- 
cation. Federal  aviation  regulations,  03823 
capabilities,   necessary   characteristics   and   ef- 
fectiveness oi  pilot  ground  trainers,  study, 
10301-2 
commercial  pilot  airplane,   written   test  guide, 

07682 
force  modification  and  deflection  loss  compen- 
sation to  pilot's  controls,  10109 
student  pilot  guide,  02502 
Avionics  equipment,  see  Aeronautical  supplies. 


Awards  (incentive),  see  Rewards  (prizes,  etc.). 

Axial  flow,  see  Flow. 

Axial-load  fatigue,  see  Strains  and  stresses. 

Axisymmetry,  see  Symmetry. 

Axles: 

aircraft    and    vehicular    steering,    axle,    wheel, 
and      tract      components.      Federal      item 
identification  guide,  02386,  11841 
Aydelott,  Gale  B.: 
nomination - 
hearings,  11505 
Ayers  Brook: 

flood  plain  information,  09254 
Ayrshire  cattle,  see  Cattle. 


Babies,  see  Infants. 
Back  Bay  Wilderness: 

proposal,  00305 
Backseat  ter: 

coal      mine      dust      incombustibles      content 
analyzer     using     gamma-ray     backscatter 
technique,  12724 
Bacon,  Peggy: 

personalities  and  places,  08227 
Bacteria  and  bacteriology: 

comparison    of    two    methods    for    dispersing 
whole  human  saliva  for  microfloral  assay, 
01281 
computer  simulation  of  bacterial  growth  during 

food  processing,  00088 
see  also  Salmonella. 
Bacterial  warfare,  see  Biological  warfare. 
Badua,  Candido: 

relief,  10835 
Baffles  (mechanics): 

effects  of  cold  leg  steam  and  flow  baffles  on 
ECC  delivery  in  simulated  multiloop  PWR 
geometry    with   steam    upflow    and    super- 
heated walls,  07469 
Bags: 

hospital  and  medical  bags,  cases,  covers,  and 
pads.    Federal    item    identification    guide, 
11755 
Bahamas: 

aviation,    preclearance    for   entry    into    United 

States,  aviation,  03131 
economic    trends    and    their    implications    for 

United  States,  12543 
telecommunication,    pre-sunrise    operation    of 
certain    standard    radio    broadcasting    sta- 
tions, agreement,  03220 
Bahrain: 

mineral   industry,    Minerals   yearbook  chapter, 
02906 
Bail: 

bail  and  its  reform,  national  survey,  05970 
Bailey,  Charles  P.: 

relief,  10811 
Baker,  James  A.,  Ill: 
nomination - 
hearings.  07230 
Bakeries,  see  Bakers  and  bakeries. 
Bakers  and  bakeries: 

field  bakery  operations,  04778 
Balance  of  payments: 

fifth      quarterly       report,      progress      toward 

balance-of-payments  deficit,  10723 
progress  toward  offsetting  deficit,  10713 
status  of  efforts  to  offset  balance-of-payment 
deficit  for  fiscal  year  1974  attributable  to 
maintaining   U.S.   forces  in  Europe,  GAO 
report.  07762 
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Balance  of  payments-Con. 

U.S.    balance    of   trade    and    balance    of   pay- 
ments,    tables    and     statistical     material, 
07240 
Balance  of  power: 

Persian     Gulf,     money,     politics,     arms     and 
power  - 
hearings,  11100 
Balance  sheets,  see  Finance. 
Balances: 

scales   and   balances,   Federal   item   identifica- 
tion guide,  11780 
Bald  Eagle  Creek: 
Centre   County,   Pa.,   chemical   and   biological 
conditions,  09786 
Ball  bearings,  see  Bearings  (machinery). 
Ballard  County,  Ky.: 

soil  survey  report,  13095 
Ballast: 

tanker  ballasting,  how  light  can  you  go?,  12703 
Ballast  (electric): 

fluorescent  lamp  ballasts,  current  industrial  re- 
ports, 03686 
Ballistic    missile    early    warning    systems,    see 

Warning  systems. 
Ballistic  missiles,  see  Missiles. 
Balloons: 

aircraft  L-band  balloon,  simulated  satellite  ex- 
periments, 13175 
moored  balloons,  kites,  unmanned  rockets  and 

unmanned  free  balloons,  12125 
vertical  efficiency  of  active   and  passive  bal- 
loon tracking  systems  from  standpoint  of 
integrated  error,  08596 
Baltic  Sea: 

sailing  directions,  planning  guide,  00802 
Baltic  States: 

sense  of  House  regarding  status- 
report,  02000 
Baltimore  Harbor: 

remote  sensing  report,  09462 
Baltimore,  Md.: 

area  wage  survey,  07961 

construction-mineral  aggregates   availability   in 
Baltimore,  Md.,  metropolitan  area,  12713 
Bandages  and  bandaging: 

Federal  item  identification  guide,  11751 
surgical   dressing,    Federal   item    identification 
guide,  11750 
Bands: 
bands,    markers,    plates,    and    signs,    Federal 

item  identification  guide,  00753,  11725 
bands,  neckwear,  and  handkerchiefs.   Federal 

item  identification  guide,  11820 
hardware,  bands,  straps,  strapping,  and  com- 
ponents, Federal  item  identification  guide, 
07391,11853-5 
Bands  (music): 
and  the  band  played  on,  03109 
military   bands   to  make   recordings   and  tapes 
for     commercial      sales      commemorating 
American  Revolution  Bicentennial 

celebration,  authorize - 
report,  05054 
Baneberry,  Nev.: 

results  of  exploration  of  Baneberry  site,  05886 
Bangladesh: 
agricultural    commodities,    agreement,    03129, 

03233,  03267,  03292,  03301,  03333,  13122 
area  handbook  for  Bangladesh,  10507 
economic  assistance,  establishment  of  trust  ac- 
count, agreement,  03209 
economic  assistance,  manufacture  and  acquisi- 
tion   of    agricultural     inputs,    agreement, 
03232 


economic    trends    and    their    implications    for 

United  States,  09897 
economic,    technical,    and    related    assistance, 
agreement,  03176 
Bank  examinations,  see  Banks  and  banking. 
Banking: 

See  Banks  and  banking. 
Banking  and  Currency  Committee,  House: 
activities,  93d  Congress,  2d  session - 

report,  01953 
committee  print,  02027,  11071 
hearings,  02028,  06920-1,  08860,  11072 
investigations    and    studies,   authorization   and 
expenses  - 
report,  08777 
publications,  list,  11071 
report,  01953,  08765,  08828,  08831,  10888 
Banking,  Currency,  and  Housing  Committee, 
House: 
calendar,  04122 
committee   print,   00460,  00462,  05152,  06922, 

11076-7,  11080 
hearings,   00454-9,   00461,   02029-35,   05147-51, 
05153-4,  06923-8,  08859,  11073-5,  11078-9, 
11081 
investigations   and    studies,   authorization   and 
expenses- 
report,  11031 
report,    00415,    00417,    00421,    00430,    01956, 
06807,  06850,  10950,  10969 
Banking,  Housing,  and  Urban  Affairs 
Committee,  Senate: 
bankruptcy  act,  amend- 

report,  06859,  10967,  11391 
calendar,  04141 
committee  print,  00657,  05445 
hearings,    00652-6,    02251-2,    05155,    05446-51, 

07207-11,  09037,  11487-97 
investigations   and    studies,    authorization    and 
expenses- 
report,  00598,  08950 
investigations    and    studies,    authorization    and 

expenses,  report,  08950 
oversight  activities,  93d  Congress- 
report,  02168 
report,   00623,   02165,   02168,   02182-3,   02189, 
02195,  02210,  02218,  05324,  05358,  05404, 
07137,  08982,  08990,  08995,  09019,  11394, 
11423,  11429-30,  11438,  11441 
rules  of  bankruptcy  procedure,  05001 
Bankruptcy  Laws  of  United  States  Commission: 
report,  print  additional  copies- 
report,  08781 
Banks  and  banking: 

administrator  of  national  banks,  1973  financial 

report,  10633 
aggregate  reserves  and  member  bank  deposits, 

03396 
applications  and  reports  received,  or  acted  on, 
announcement  by  Board  of  Governors  of 
Federal  Reserve  System,  03443 
assets,     liabilities,     commercial     and     mutual 

savings  banks,  09519 
audit  of   Federal   Deposit   Insurance   Corpora- 
tion for  year  ended  June  30,   1974  limited 
by  agency  restriction  on  access  to  banks 
examination  records,  GAO  report,  05855 
audit  of  payments  from  special  bank  account 
to  Lockheed   Aircraft  Corporation  for  C- 
5A  aircraft  program,  GAO  report,  01085-7 
bank   debits,   deposits,   and   deposit   turnover, 

03459 
bank     failures,     regulatory     reform,     financial 
privacy - 
hearings,  02029 
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Banks  and  banking-Con. 

bank  operating  statistics,  12146 

Bank  protection  act,  oversight- 
hearings,  11078 

bank  rates  on  short-term  business  loans,  03460 

banking  and  commerce  commemorative 
stamps,  poster,  01611 

banking  and  credit  measures  weekly  summary, 
04717 

banking,  what  last  ten  years  may  tell  us  about 
next  ten  years  (remarks),  12239 

banks    trading    in    municipal    securities,    regu- 
late- 
report,  05358 

code  of  Federal  regulations,  09565,  12217 

commercial  and  mutual  savings  banks, 
deposits,  summary,  05781 

compendium  of  major  issues,  in  bank  regula- 
tion, 05445 

consumer  installment  credit,  monthly  report, 
03608 

credit  by  banks  for  purpose  of  purchasing  or 
carrying  margin  stocks,  01028 

deposit  insurance  full  coverage  for  public  units 
and  increase  to  t50,000- 
report,  08765.  08770 

deposit  insurance,  full  coverage  and  increase 
for  public  units - 
report,  05059 

deposited  funds  of  United  States  in  commer- 
cial banks  to  receive  interest- 
hearings,  02035 

depository  institutions  amendments - 
report,  00421 

employment  outlook,  bank  clerks,  bank  tellers, 
bank  officers,  10035 

export  opportunities  for  American  business 
through  international  development  banks, 
13213 

Export-Import  Bank  act,  amend- 
report,  08839 

Federal  reserve  system  memorandum  on 
exchange  charges,  03887 

Financial  institutions  act- 
report,  02218 

financial  institutions  and  nation's  economy, 
FINE,  discussion  principles,  00460 

financial  institutions,  proposed  legislation, 
01898 

full  deposit  insurance  coverage  for  public  units 
and  increase  to  t50,000- 
report,  08990 

Home  mortgage  disclosure  act- 
report,  01974,  02189,  06884 

interest  rate  ceilings  on  deposits  at  commercial 
banks,  savings  and  loan  associations,  and 
mutual  savings  banks  (remarks),  12247 

interest  rates  charged  on  selected  types  of 
bank  loans,  monthly  release,  04076 

interest  rates  on  deposits  and  share  accounts 
in  depository  institutions,  extend  authority 
for  flexible  regulation - 
law,  10673 

issuance    and     sale    of    debt    obligations    by 
parents  of  banks - 
report.  05038 

large  commercial  banks  and  domestic  subsidia- 
ries, weekly  condition  report,  04686 

membership  of  State  banking  institutions  in 
Federal  Reserve  System,  regulation,  12244 

multi-bank  holding  companies,  dictator  or  ser- 
vant to  public  interest  (remarks),  12242 

nonmember  banks  that  maintain  clearing  ac- 
counts with  Federal  reserve  banks,  04538 

overseas  military  banking  facilities.  11080 


overseas  military  banking,  how  it  is  financed 

and  managed,  GAO  report,  07769 
questions  and  answers  regarding  original  issue 
discount  on  savings  deposit  arrangements, 
02752 
regulation  Q- 

he  a  rings.  00461 
securities  credit  by  persons  other  than  banks, 

brokers,  or  dealers,  01025 
State  and  local  doing  business  taxes  on  out-of- 

State  financial  depositories,  00657 
State  taxation  of  depositories  act,  amend - 

report,  11394 
trust  assets  insured  commercial  banks,  09520-1 
use    of    electronic    fund    transfer,    restrict    to 
banking  premise- 
hearings,  05446 
volume  and  composition  of  individuals  saving, 

statistical  release,  04666 
world  of  banking,  challenges  and  opportunities 
of    career    in    administration    of    National 
Banking  System,  10635 
your  insured  funds,  credit  unions,  01406 
see   also    Federal   land   banks-Federal   reserve 
member  banks-State  banks. 
Bannu,  Pakistan: 

stratigraphy,  05882 
Barbados: 

economic    trends    and    their    implications    for 
United  States,  01180 
Barbados  Oceanographic  and  Meteorological 
Experiment: 
BOMEX    period    III    atlas    of    low-level    at- 
mospheric data,  02447 
BOMEX  rawinsonde  atlas,  07537 
geostrophic      motion     for     BOMEX     oceanic 
volume,  06374 
Barberry: 

destroy  barberry  bushes  to  control  stem  rust, 
06527 
Barbers: 

employment  outlook,  09964 
Bareng,  Bastiana  L.  M.: 

relief,  10826,  11335 
Bareng,  Plotemia  M.: 
relief,  10826,  11335 
Barges: 

barge  operations  on  Mississippi  River- 
hearings,  11503 
barges  specially  designed  to  be  carried  aboard 

another  vessel,  listing,  12700 
use  of  tow   sequencing  procedures  to  increase 
capacity  of  existing  lock  facilities,  09309 
Barite: 

mineral  industry  surveys,  08012-3 
Barium: 

cloud  evolution  and  striation  formation  in  mag- 
netospheric  release,  10171 
Bark: 

chip    debarking    of    several    western    species, 

09633 
compression  debarking  of  stored  wood  chips, 

09631 
variations      in      diameter      measurements     of 
robusta    eucalyptus    due    to    swelling    and 
shrinking  of  bark,  09675 
Bark  beetles,  see  Beetles. 
Barnegat  Bay: 

remote  sensing  study  of  electric  generating  sta- 
tion thermal  discharges,  09464 
Barnett,  Oscar  H.: 

relief,  10880 
Barns: 

confinement  beef  barn,  building  plan,  01666 
maternity  barn  for  dairy  cows,  00036 
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Barracks  and  quarters: 

monitoring  of  Fort  Knox   industrialized   BOQ 
project,   design   and   construction   phases, 
11978 
soldiers'  attitudes  toward  troop  housing,  sur- 
vey, 09235 
Barrels: 

steel  shipping,  current  industrial  reports,  03671 
Barriers: 
barrier  free  site  design,  05906 
barrier-free     environment     for     handicapped, 
resolution  of  support- 
report,  00561 
evaluation  of  the  strength  and  seakeeping  abili- 
ty of  pollution  control  barriers,  06657 
facilities    design    and    construction,    architec- 
tural,    design     of     barrier-free     facilities, 
02684 
fundamentals  and  abatement  of  highway  traf- 
fic noise,  noise  barrier  design  and  exam- 
ple abatement  measures,  02518 
trade     barriers,     Tariff     Commission     report, 
10343-4 
Bars  (metal,  etc.): 

metal   bars,    rods,    wires,    sheets,    plates,    and 
shapes,  Federal  item  identification  guide, 
07348 
reinforcing      bars      embedded      in      hardened 
concrete,  pullout  resistance,  05666 
Bartenders: 

employment  outlook,  09962 
Bartholomew  Bayou: 

flood  plain  information,  09247 
Basalt: 

digital-simulation  and  projection  of  water-level 
declines  in  basalt  aquifers,  09842 
BASIC,  see  Computer  programs/programming. 
Basic  weapons,  see  Weapons. 
Basins: 

closed  basin  investigations,  07840 
Bass: 

reproduction     of    spotted    bass,     Micropterus 
punctulatus,  in  Bull  Shoals  Reservoir,  Ar- 
kansas, 05818 
Bastian  Bay  Field,  La.: 

natural   gas    supplies,    declining    deliverability, 
06996 
Bathing  units: 
bath,    delousing,    and    laundry    operations    in 

field,  01745 
leaky      shower      rooms,       problems,       repair 
methods,  materials,  and  equipment,  09236 
Bathymetry: 

random-access        technique        for        modular 
bathmetry    data    storage    in    continental- 
shelf - 
wave  refraction  program,  10102 
Baton  Rouge,  La.: 

flood    plain    information,    Clay    Cut    Bayou, 

Jones  Creek,  and  tributaries,  05627 
floods,  Clay  Cut  Bayou,  Jones  Creek,  09271 
Bats: 

geographic  variation  in  Myotis  californicus  in 
southwestern   United   States   and  Mexico, 
12267 
habitat  management  series  for  endantered  spe- 
cies,   spotted    bat,    Euderma    maculatum, 
01258 
Batteries,  see  Electric  batteries. 
Batteries  (tests),  see  Aptitude  tests. 
Battery  water,  see  Water. 
Batting  (textile  fibers): 

stuffing    materials    and    leather,    Federal    item 
identification  guide,  11781 


Battle  Creek,  Mich.: 

Dowpac    HCS    performance    when    applied   to 
treatment  of  settled  sewage,  10267 
Bauxite: 

mineral  industry  surveys,  08007 
minerals  yearbook  chapter,  06089 
report,  quarterly,  03461 
BCG  vaccine,  see  Vaccine. 
BEA,  see  Economic  Analysis  Bureau. 
Beach  erosion: 

national  efforts  to  preserve  Nation's  beaches 
and  shorelines,  continuing  problem,  GAO 
report,  05862 
Beaches: 

bathing  water  quality  and  health,  Great  Lakes, 

10244 
national  efforts  to  preserve  Nation's  beaches 
and  shorelines,  continuing  problem,  GAO 
report,  05862 
techniques  in  evaluating  suitability  of  borrow 
material  for  beach  nourishment,  11973 
Beacons: 

evaluate  improved  airport  beacon,  10308 
see  also  Radar. 
Beams: 

design   theory    for   constant-beamwidth   trans- 
ducer, 08326 
effect    of    axial    load    on    mode    shapes    and 

frequencies  of  beams,  02989 
evidence  of  beam  pattern  concept  of  subsonic 

jet  noise  emission,  12833 
implements    and    techniques    for    analysis    of 
radio    propagation    through    Arctic    iono- 
sphere  using   three-dimensional   ray   trac- 
ing, 00051 
See  also  Ion  beams. 
Beans: 

exporting  dry  edible  beans  by  van  containers, 
three  principal  methods,  physical  evalua- 
tion, 08535 
frozen   green   and   frozen   wax,   standards   for 
grades,  04742 
Bear  Branch: 

flood  plain  information,  05640 
floods,  Panther  Branch,  Montgomery  County, 
Tex.,  09290 
Bearberry: 

growth   characteristics   of   bearberry   in   Black 
Hills,  09711 
Beards  Brook: 

floods,   Contoocook   River,   Henniker  &  Hill- 
sborough, N.H.,  09273 
Bearings  (machinery): 

antifriction,   Federal  item  identification  guide, 

09161 
bearing,    antifriction,    Federal   item    identifica- 
tion guide,  02351 
bearings    and    bushings,    plain,    Federal    item 

identification  guide,  00741 
bearings,    plain,     Federal    item    identification 

guide,  09143 
experimental     performance     of    75-millimeter- 
bore  arched  outer-race  ball  bearings  to  2.1 
million  DN,  08187 
steady-state  and  transient  analysis  of  squeeze 
film    damper    bearing    for    rotor    stability, 
06175 
stresses  in  cylindrically  hollow  (drilled)  balls, 
experimental  evaluation,  06151 
Bears: 

conservation  of  polar  bears,  agreement,  11299 
Beartooth  Wilderness: 

proposal,  00286 
Beas,  Robert  J.: 
relief,  04869 
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Beaumont,  Tex.: 

railroad    employee    accident    investigation    re- 
port, 01549 
Beautification: 

seventh  annual  awards,  1974,  highway  and  its 
environment,  01003 
Beauty  operators: 

cosmetologists  employment  outlook,  09964 
Beaver  Creek  National  Wild  River: 

proposed  final  environmental  statement,  05924 
Beazer,  Carl  A.: 

Beazer  v.   New   York  City  Transit  Authority, 
landmark    decision    on    methadone    main- 
tenance, 01431 
Bedrest,  see  Rest. 
Bedrock: 

radiowave        resistivity        measurements        in 
northern    Maine    for    identifying    bedrock 
type,  07522 
Beds  and  bedsteads: 
bunk  beds,  fact  sheet,  09121 
hazard   analysis   of  injuries   relating  to   cribs, 
11636 
Bedsprings: 

current  industrial  reports,  03663 
Bee  culture: 

beekeeping  for  beginners,  08565 
Beef: 
Beef  research  and  consumer  information  act- 
report,  06867,  07117 
confinement  beef  barn,  building  plan,  01666 
fresh    boneless,    imported,    futures,    commit- 
ments of  traders,  03584 
guide  to  carcass  data  service,  01631 
Beef  cattle,  see  Cattle. 
Beekeeping,  see  Bee  culture. 
Beer: 
alcohol,     tobacco,     and     firearms     summary 

statistics,  10457 
code  of  Federal  regulations,  10463 
importation    of    distilled    spirits,    wines,    and 
beer,  code  of  Federal  regulations,  10464 
Bees: 

importation  of  African/Brazilian  honeybee- 
report,  00572 
pollination  and  honey  bee,  06534 
Beetles: 

abandoned    mountain    pine    beetle   galleries    in 

lodgepole  pine,  01051 
characteristics  of  Douglas  fir  beetle  infestation 
in  northern  Idaho  resulting  from  treatment 
with  Douglure.  05828 
contact  toxicity  of  17  insecticides  applied  topi- 
cally to  adult  bark  beetles,  05834 
flight  and   attack   behavior  of   mountain   pine 
beetles  in  lodgepole  pine  of  northern  Utah 
and  southern  Idaho,  09628 
little  bug  wins  big  victory,  08574 
pathogens  from  economically  important  nitidu- 

lid  beetles,  08546 
timing  cacodylic  acid  treatments  for  control  of 
mountain    pine    beetles    in    infested    pon- 
derosa  pines,  09717 
white-spotted  sawyer,  01042 
xylem  resin  in  resistance  of  pinaceae  to  bark 

beetles,  12291 
see  also  Cigarette  beetle. 
Beets,  see  Sugar  beets. 
Behavior: 

behavior  modification,  perspective  on  current 

issue,  06342 
behavioral    patterns    of    youths    12-17    years, 
parent  ratings,  10194 


cooperative     studies     in     mental     health    and 
behavioral     sciences,     annotated     bibliog- 
raphy, 08499 
health   attitudes   and  behavior  of   youths  12-17 

years,  08221 
modern   approach   to  problem   of   unconscious 
mental  activity   (the   unconscious),   USSR 
study,  07911 
newsletter  for  research   in   mental   health   and 

behavioral  sciences,  04294 
pesticides  in  plants,  12289 
self-reported  health  behavior  and  attitudes  of 

youths  12-17  years,  06310 
social  impacts  of  energy  shortage,  behavioral 

and  attitude  shifts,  08473 
Veterans     Administration     studies     in     mental 
health    and    behavioral    sciences,    annual 
conference  highlights,  08500 
weekly  Government  abstracts,  04691 
Behavioral    and    Social    Sciences    Research    In- 
stitute,   see    Army    Research    Institute    for 
Behavioral  and  Social  Sciences. 
Belgium: 

economic    trends    and    their    implications    for 

United  States,  09899,  09929,  12547 
marketing,  09183 
Belize: 

economic    trends    and    their    implications    for 

United  States,  12540 
mineral   industry,   Minerals   yearbook  chapter, 
01302 
Bell,  Terrell  H.: 
nomination - 
hearings,  11599 
Bellmen,  see  Porters. 
Belt  conveyers: 

belts,     transmission     and     belts,     conveyor. 

Federal  item  identification  guide,  11736 
cotton  stripper  with  air-belt  conveyors  for  har- 
vesting variable  row-width  research  plots, 
08542 
use    of    belt    conveyors    to    transport    mass 
concrete,  05672 
Belts: 

belts,     transmission     and     belts,      conveyor, 
Federal   item    identification   guide,   00759, 
11736 
Federal  item  identification  guide,  11799 
rubber  and  plastics,  hose,  and  belting,  00160 
Beltzville  Dam 

outlet    works    for    Beltzville    Dam,    Pohopoco 
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vice, 12634 

energy,  03774 

environmental  education  and  protection,  01765 

Environmental  Protection  Agency  library 
system  book  catalog  holdings,  05699, 
09378 

environmental  quality  as  it  relates  to  health, 
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questions  and  answers  about  Bicentennial, 
06568 

times,  03464 

see  also  Revolution,  1775-83. 


Do  not  order  from  index;  see  indicated  entry 


Page  1-227 


Subject  Index 


Bicentennial  of  United  States,  Joint  Committee 
on  Arrangement  for  Commemoration  of: 
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associate    training    programs    in    medical    and 
biological   sciences   at   National   Institutes 
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and  environmental  research,  07494 
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effects  of  crown  release  and  fertilizer  on  small 

log-sized  yellow  birch,  02631 
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in  central  Appalachia,  01057 
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mental assessment,  06388 
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preliminary     performance     criteria     for     bitu- 
minous membrane  roofing,  08194 
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general  information,  13244 
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morphology     of     delphinidae,     USSR     study, 
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nomination - 
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nomination  - 
hearings,  11505 
Blenders: 

fact  sheet,  09106 

Phomopsis  blight  of  junipers,  01043 
Blind:  M,_n 

braille  book  review,  03470 
Randolph-Sheppard  act,  amend  - 

report,  05062,  05354,  05354  

Blind  and  Other  Severely  Handicapped,  Commit- 
tee for  Purchase  of  Products  and  Services 
see  Purchase   of  Products  and  Services  of 
the  Blind  and  Other  Severely  Handicapped, 
Committee  for. 
Blister  rust,  see  White  pine  blister  rust. 
BLM,  see  Land  Management  Bureau. 
Blocks,  see  also  Gage  blocks. 

^cerebrovascular    bibliography,    including    neu- 
rological, vascular,  hematological  aspects, 

comparative  analysis  of  regional  blood  supply 

systems,  08232 
metabolic  and  hematologic  factors  in  chronic 

air  saturation  at  2.5  ATA,  10061 
see  also  Blood  vessels. 
Blood  pressure: 
education  of  physicians  in  high  blood  pressure, 
report,  01416 
Blood  vessels:  . 

cerebrovascular  bibliography,  including  neu- 
rological, vascular,  hematological  aspects, 
03506  L1     _,    . ,      , 

National  biomedical  heart,  lung,  blood,  blood 
vessel,  and  research  training  act- 
report,  07130,  10947 

upper-surface  blowing  ancelle  design  study  for 
swept  wing  airplane  at  cruise  conditions, 
06150 
BLS,  see  Labor  Statistics  Bureau. 
Blue  Cross,  see  Health  insurance. 
Blue  Lead  Mountain: 
anomalous  concentrations  of  several  metals  in 
iron-formation,        Pennington        County, 
S.Dak.,  02668 
Blue  Shield,  see  Health  insurance. 
Blue-collar  workers,  see  also  Government  offi- 
cials and  employees. 
Blueberries:  . 

bird  damage  to  blueberries  in  United  States, 

01577 
comparative  tolerances  of  lodgepole  pine  and 
thin-leaved  huckleberry  to  boron  and  man- 
ganese, 02614 
observations  on  rhizomes  and  roots  of  Vac- 
cinium  membranaceum,  02618 
Blum,  Jennifer  A.: 

relief,  10873 
Blunt  bodies: 
hypersonic    ionizing   air   viscous    shock    layer 
flows  over  nonanalytic  blunt  bodies,  06176 
Board  for  International  Broadcasting,  see  Inter- 
national Broadcasting  Board. 
Board  mills,  see  Building  board  mills. 
Board  of  Actuaries  of  Civil  Service  Retirement 
System: 
annual  report,  00326 
Board  of  International  Broadcasting,  see  Interna- 
tional Broadcasting  Board. 
Board  of  Trustees  of  Federal  Hospital  Insurance 
Trust  Fund: 
annual  report,  01935 


Board  of  Trustees  of  Federal  Old- Age  and 
Survivors  Insurance  and  Disability 
Insurance  Trust  Funds: 
annual  report,  06764 
Board  of  Trustees  of  Federal  Supplementary 
Medical  Insurance  Trust  Fund: 
annual  report,  04940,  05002 
Board  of  Visitors  to  United  States  Air  Force 

recommendations   and   actions,   01911,   01932, 
10735,  10746-7 
Boating:  . 

almost  everything  you  ever  wanted  to  know 
about  boating  but  were  ashamed  to  ask, 
06651 
boating       accident       investigation        seminar 

proceedings,  00233  mo1<; 

boating  accident  investigations,  1972,  01810 
boating    safety    guide,    Cape    Flattery,    Neah 

Bay,  10608 
boating  statistics,  00234-6 
Coast  Guard  boating  safety  circular,  06654 
detailed  study  of  power  and  load  related  boat- 
ing accident  data,  01817 
Federal  assistance  to  State  boating  safety  pro- 
grams- 
report,  06848 
field  study  of  wave  environment  vs.  boating 
activity  for  seven  sites  in  eastern  U.S., 
06659 
first  aid  for  the  boatman,  01820 
Nautical  rules  of  road  act- 
hearings,  02087 
Boats:  ,     . 

boat   motor  mechanics,  employment  outlook, 

12647       ■  , 

development  of  on-shore  treatment  system  tor 
sewage   from    watercraft   waste   retention 
system,  07584 
Federal  boat  safety  act,  amend- 
hearings,  02087 
report,  06848 
first  aid  for  the  boatman,  01820 
fuel  and  electrical  standards,  06654 
landing  vessels  and  small  craft,  Federal  item 

identification  guide,  11802 
new    Federal    requirements    for    recreational 

boats,  10616 
safety   standards   for  backyard  boat  builders, 
04849 
Bodies  (aerodynamics),  see  Aerodynamics. 
Bodies  of  revolution: 

computing    averaged    velocity    and    pulsation 
energy  in  turbulent  axisymmetncal  wake 
far  behind  streamlined  body,  USSR  study, 
02815 
diffraction  of  electromagnetic  waves i  on  con- 
ductive bodies  in  sea  water,  USSR  study, 
01207 
Body  and  fender  repairmen: 
employment  outlook,  09997 
national  apprenticeship  and  training  standards 
for  automobile  mechanic,  body  repairman, 
and  painter,  10477 
Body  fluids: 

body  fluid  distribution  in  acute  hypercapnia, 
01282 
Body  temperature: 

effect  of  chronic   hypercapnia  on  body  tem- 
perature regulation,  06074 
Boilermakers: 

employment  outlook,  09940 
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Boilers: 

distributions  of  industrial  and  commercial-in- 
stitutional external  combustion  boilers, 
05713 

evaluation  of  particulate  scrubber  on  coal-fired 
utility  boiler,  12041 

facilities  operations  and  maintenance,  corro- 
sion and  deposition  control,  boilers  and 
other  pressure  vessels,  02706 

field  testing,  application  of  combustion  modifi- 
cations to  control  NOx  emissions  from 
utility  boilers,  09387 

hazardous  emission  characterization  of  utility 
boilers,  12055 

national  boiler  inventory,  evaluation,  07565 

test  data  for  NOX  control  in  gas-  and  oil-fired 
utility  boilers,  analysis,  09392 
Boiling: 

technology   of   forced   flow   and   once   through 
boiling,  survey,  06188 
Boise  River  and  Valley: 

characterists  of  streamflow   and  ground-water 
conditions   in   Boise   River  Valley,   Idaho, 
09837 
Boise,  Idaho: 

characterists  of  streamflow   and  ground-water 
conditions   in  Boise   River  Valley,   Idaho, 
09837 
Bokosky,  Lidia  M.: 

relief,  04870 
Bolivia: 

economic  trends  and  their  implications  for 
United  States,  01179,  07873 

military  assistance,  payments  under  Foreign 
assistance  act,  agreement,  03190 

mineral  industry,  Minerals  yearbook  chapter, 
06098 

new     directions     in     development    assistance, 
00474 
Bolts  and  nuts: 

disabling  injuries  related  to  roof  bolting  in  un- 
derground bituminous  coal  mines,  02931 

failure  analysis  of  tainter  gate  cable-adjusting 
bolts,  05625 

federal  item  identification  guide,  00736 

nuts,  Federal  item  identification  guide,  00735 

threaded  studs.  Federal  item  identification 
guide,  11679-80 

yielding  rock  bolts,  laboratory  studies,  01317 
Bombay  Hook  Wilderness: 

proposal,  00304 
Bombs: 

bomb  summary,  comprehensive  report  of  in- 
cidents involving  explosive  and  incendiary 
devices  in  Nation,  07620-2 

bomb  threats  and  search  techniques,  04765 

bombs  and  components,  Federal  item  identifi- 
cation guide,  1 1784 

terrorist  bombings  and  law  enforcement  intel- 
ligence, terroristic  activity,  07286 
BOMEX,     see     Barbados     Oceanographic     and 

Meteorological  Experiment. 
Bonding  of  materials: 

analysis  of  bonded  joints,  06232 

bonding  and  compatibility  of  aluminum  oxide 
fibers  in  nickel  alloy  composites,  12799 

clinical  evaluation  of  acrylic  pontic  adhesively 
bonded  to  uncut  abutment  teeth,  06076 

construction  with  surface  bonding,  06520 

cyclic  debonding  of  unidirectional  composite 
bonded  to  aluminum  sheet  for  constant- 
amplitude  loading,  08180 

pullout  resistance  of  reinforcing  bars  em- 
bedded in  hardened  concrete.,  05666 


Bonds: 

District       of      Columbia,       Refunding       bond 
authorization  act,  disapproval- 
hearings,  11517 
report,  07129 
open    market    money    rates    and    bond    prices, 

monthly,  04327 
see  also  Bonds  of  officers,  etc. -Savings  bonds. 
Bonds  of  officers,  etc.: 

surety  bond  guarantee  program  of  Small  Busi- 
ness Administration- 
hearings,  1 1618 
use   of   surety   bonds    in    Federal   construction 
should  be  improved,  GAO  report,  01099 
Bonds  of  United  States. 

eight  and  three  eighths  percent  Treasury  bonds 

of  1995-2000,  03363 
see  also  Government  securities. 
Bone  marrow,  see  Marrow. 
Bonneville  Power  Administration: 
financing- 
report,  05338 
Bonotan,  Manuel: 

relief,  10837 
Book  lists,  see  Books. 
Bookbinding: 

printing,   duplicating,   and   bookbinding   equip- 
ment,   Federal    item    identification    guide, 
11847 
Bookkeepers: 

bookkeeping    workers,    employment    outlook, 
12641 
Books: 

book  list  for  young  readers,  12487 
catalog  of  copyright  entries,  0071 1 
Environmental      Protection      Agency      library 
system     book     catalog     holdings,     05699, 
09378 
Library  of  Congress  subject  catalog,  07995 
Books  (talking),  see  Talking  books. 
Boorstin,  Daniel  J.: 
nomination - 
hearings,  00703 
Boosters  (rocket),  see  Rockets. 
Booth,  Tex.: 

railroad    accident    investigation    summary    re- 
port, 08354 
Boots  and  shoes: 

assistance    to    nonrubber    footwear    industry, 

GAO  report,  07758 
current  industrial  reports,  03670 
footwear  and   slippers   for  men,   workers  and 
former  workers - 
Capitol  Footwear  Corp.,  Worcester,  Mass., 
Tariff  Commission  report,  10329 
footwear   for   women,    Gettysburg    Shoe    Co., 
Gettysburg  Pa.,  Tariff  Commission  report, 
10337-9,  13221 
footwear  investigation,  USITC  report,  13222 
footwear.    Federal    item    identification    guide, 

11796 
shoe     materials,     Federal    item     identification 
guide,  00782 
Boreholes: 

cutting  experiments  using  rotating  water  jet  in 

borehole,  12732 
spline   approximation   to   freezing   of  water  in 
cylindrical    hole    drilled    in    an    ice    sheet, 
05606 
Boring: 

cutting  experiments  using  rotating  water  jet  in 

borehole,  12732 
machine  boring  of  southern  pine,  06538 
mechanics  of  cutting  and  boring,  1  1976 
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BOSUa8ighCt°nCreek    Tunnel    site    and    pilot    bore 
Colo  ,   engineering   geologic,   geophysical, 
hydrologic,  and  rock-mechanics  investiga- 
tions, 09806 
Boring  insects: 

West  Indian  sugarcane  root  borer,  00044 
Boring  machinery,  see  Drills  (tools). 
Borneo. 

sailing  directions,  07405 

Comparative  tolerances  of  lodgepole  pine  and 
thin-leaved  huckleberry  to  boron  and  man- 
ganese, 02614 

early  growth  tolerances  of  grasses,  shrubs  and 
trees  to  boron  in  tunnel  spoil,  09665 

mineral  facts  and  problems,  chapter  preprint, 
08067 

mineral  industry  surveys,  08015-6 

mineral  yearbook  chapter,  01314 
Boston  Mountains: 

soil-applied  herbicides  for  control  of  red  oaks 
and  hickories  in  Boston  Mountains  of  Ar- 
kansas, 05844 
Boston,  Mass.: 

aircraft  accident  report,  10230 

area  wage  survey,  12659 

Route  128,  Boston's  road  to  segregation,  00205 

transportation  control  plan,  11998 

Botany:  u   .  m  <;•;<; 

Smithsonian    contributions    to    botany,    01533, 

08366-7 
Botswana: 

marketing,  07439 
Bottles.  ...      . 

bottles   and   jars,    Federal    item    identification 

guide,  11767 
glass  bottles,  fact  sheet,  09097 
plastic,  current  industrial  reports,  03668 
Boulder,  Colo.: 

area  wage  survey,  05992 
Boundaries. 

boundary  and  annexation  survey,  00186 
Boundary  layer: 

calculations    of    unsteady    turbulent    boundary 

layers  with  flow  reversal,  06174 
dynamic   stall   using  unsteady   boundary-layer 

theory,  analysis,  06157 
engineering  prediction  of  turbulent  skin   fric- 
tion and  heat  transfer  in  high-speed  flow, 
10135 
evaluation  of  analytical  procedures  for  predic- 
tion  of   turbulent   boundary    layers   on   a 
porous  wall,  10096 
evaluation  of  some  control-volume  techniques 
for  analysis   of   shock-boundary-layer   in- 
teractions in  supersonic  inlets,  06200 
experimental    and    numerical    investigation    of 
boundary-layer    development    and    transi- 
tion on  walls  of  Mach  5  nozzle,  02963 
inverse    solutions   for   laminar   boundary-layer 
flows   with    separation   and    reattachment, 
02992 
numerical    calculation    of    laminar    boundary- 
layer  separation,  10174 
profiles  in  lowest  300  meters  of  marine  tropi- 
cal planetary  boundary  layer,  12960 
relaxation    of     unsteady     turbulent    boundary 
layer    on    flat    plate    in    expansion    tube, 
10132 
theoretical    face    pressure    and    drag    charac- 
teristics of  forward-facing  steps  in  super- 
sonic turbulent  boundary  layers,  02970 


transition    and    displacement-thickness    effects 
on   zero-lift   drag  of   series   of  power-law 
bodies  at  Mach  6,  06224 
turbulent  boundary  layer  on  full-coverage  film- 
colled  surface,  experimental  heat  transfer 
study  with  normal  injection,  12774 
turbulent   boundary    layers    at   Mach   6     inter- 
ference heating  from  interactions  of  shock 
waves  with,  10149 
wall  boundary-layer   thickness   ratio   effect  to 
jet      diameter      on      mixing      of      normal 
hydrogen  jet  in  supersonic  stream,  12786 
Buoyancy: 

tornadolike     buoyancy-induced    gravity-driven 
vortex  model,  10176 
Bow  and  arrows,  see  Archery. 
Bowling-pin-machine  mechanics,  see  Mechanics 

(persons). 
Box  Elder,  Mont.: 

national  resource  lands,  map,  02876 

to^es   and  crates,   Federal  item   identification 

guide,  02354  . 

boxes,    electrical    components.    Federal    item 

identification  guide,  00752,  07352 
effectiveness     of     3     types     of     ventilation 
openings      in      full-telescope      corrugated 
citrus  cartons,  08523 
Boy  Scouts  of  America: 

annual  report,  06763 
Boycotts:  . 

foreign   investment  and  Arab  boycott  legisla- 
tion- 
report,  11441 
Boyd  County,  Ky.: 

floods,  Ohio  River,  09282 
BPA,  see  Bonneville  Power  Administration. 
Brackets:  .,.  ., 

brackets,    Federal    item    identification    guide, 
11673  ,  ■:.,        . 

holders,  supports,  and  brackets,  electrical  and 
electronic,      Federal     item      identification 
guide,  1 1861-2 
Braille  system,  see  Blind. 

Brain:  ,  ,      .  , 

main  morphological  distinctions  of  brain  and 
cranial  nerves  of  dolphins  and  other 
cetaceans,  USSR  study,  07922 
qualitative  characteristics  of  vestibular  nuclei 
of  brain  of  dolphins  and  man,  USbK 
study,  07887 
Brake  lining:  . 

metal-graphite    and   metal-ceramic    composites 
for  use  as  high-energy  brake  lining  materi- 
als, 10178 
Brakemen  (railroad): 

brakemen,  employment  outlook,  10030 

"rakes   and   brake   components,   Federal   item 

identification  guide,  11775 
brakes,    comparison    of    braking    performance 
for  1975  passenger  cars  and  motorcycles, 
06329 
component    degradation    brake     system    per- 
formance, 10202 
lining  and  shoe,  friction,  Federal  item  identifi- 
cation guide,  02365 
thermal  conductance  of  and  heat  generation  in 
tire-pavement  interface  and  effect  on  air- 
craft braking,  08165 
Branded  merchandise: 

brand  names  identical  to  products  purchased 
and  tested  for  use  by  Federal  Govern- 
ment, 05816 
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Brass  mills: 

shapes,  inventories,  current  industrial  reports, 
03658,  03687 
Brassieres: 

brassieres,  girdles,  and  allied  garments,  00158 
Brattice-cloth: 

replacing  brattice  cloth  at  coal  faces  with  air 
curtains  and  diffuser  fans,  02923 
Brayton  cycle: 

Brayton  power  system  with  space  type  radia- 
tor, performance,  10167 
design    and    performance    of    no-single-failure 
control    system    for    mini-Brayton    power 
conversion  system,  08172 
DOT/NASA       comparative       assessment       of 
Brayton    engines    for    guideway    vehicles 
and  busses,  06184 
Mini-Brayton   system,  performance  of  electri- 
cal controls,  10114 
Brazil: 

economic    trends    and    their    implications    for 

United  States,  09894 
importation  of  African/Brazilian  honeybee - 

report,  00572 
multinational  corporations,  00669 
Offshore  shrimp  fisheries  act,  amend - 

report,  00585 
space  research  project,  agreement,  08420 
survey  of  U.S.  export  opportunities,  00813 
tracking  stations,  agreement,  03211 
Brazing,  see  Solder  and  soldering. 
Breach  of  contract: 

persons  or  firms  currently  debarred  for  viola- 
tions of  various  public  contracts  acts  in- 
corporating    labor    standards    provisions, 
list,  03594 
Bread: 

economic  organization  of  milling  and  bread  in- 
dustry, 1975  food  price  study,  07304 
Breakwaters: 

effect    of    breakwater    on    nearshore    currents 
due  to  breaking  waves,  11970 
Breathing,  sec  Respiration. 

Breathing  apparatus,  see  Respiratory  equipment. 
Breeding,  see  Genetics. 
Breger,  Marshall  Jordan: 
nomination - 
hearings,  1 1600 
Brendel,  Utah: 

railroad    accident    investigation    summary    re- 
port, 01537 
BRH,  see  Radiological  Health  Bureau. 
Bribery: 

Lockheed  bribery  - 
hearings,  00654 
Brices  Cross  Roads  National  Battlefield  Site: 

general  information,  08288 
Bricklayers: 

employment  outlook,  09982 
Bridges: 
airport  design  standards,  airports  served  by  air 
carriers,  bridges  and  tunnels  on  airports, 
10456 
bridge   and   building  workers,   clerks,   employ- 
ment outlook,  10030 
bridges  and  city  of  Washington,  12261 
cause    and   cost   of   bridge    failures,    statistical 

summary,  01006 
findings,  ideas,  conclusions,  and  recommenda- 
tions     developed      from      bridge      design 
review -in-depth   program    of    Bridge    Divi- 
sion, Office  of  Engineering.  00989 
military  fixed  bridges,  technical  manual,  08606 
prevention    of    preferential   bridge    icing   using 
heat  pipes,  07665 


Snake  River  highway  bridge,  construct- 

hearings,  09062 
standard    plans    for    highway    bridges,    typical 

continuous  bridges,  01005 
thermodynamics    of    bridges,    roadways,    and 
runways,  08458 
Brightness,  see  Light. 
Brightness  of  sky,  see  Sky. 
Brimfield  Group: 

stratigraphic    and    structural    relationships    o 
Brimfield  Group  in  northeast-central  Con 
necticut      and      adjacent      Massachusetts 
07828 
Brines: 

extracting    minerals    from    geothermal    brines 

literature  study,  12709 
ferric  chloride-brine  leaching  of  galena  concen 
trate,  12742 
Bristol  Bay: 

migratory  routes  of  adult  sockeye  salmon,  On 
corhynchus   nerka,   in  eastern   Bering  Sea 
and  Bristol  Bay,  01454 
Bristol  Cliffs  Wilderness  Area: 
modification  of  boundaries - 
hearings,  02234 
British  Solomon  Islands  Protectorate: 
gazetteer,  official  standard  names,  01108 
sailing  directions,  11886 
Brittle  materials,  see  Brittleness. 
Brittleness: 

reducing  surface  hot  shortness  of  copper-con- 
taining  steels   using  silicon   additions   and 
controlled  reheating  conditions,  06130 
Broadcasting,    see    Radio    broadcasting-Telecast- 
ing-Television. 
Broilers,  see  Poultry. 
Brokerage: 

foreign    competition,    impact    on  U.S.    small 
business  in  customs  brokerage,  ocean  and 
air  freight  forwarding - 
hearings,  05246 
impact  of  foreign   competition  on   U.S.   small 
business  in  customs  brokerage,  ocean  and 
air  freight  forwarding- 
hea rings,  07042 
Brokers: 

credit  by  brokers  and  dealers,  01027 

employment  outlook,  09976,  10036 

securities  credit  by  persons  other  than  banks, 

brokers,  or  dealers,  01025 
trading  in  municipal  securities,  regulate- 
report,  05358 
Bromacil: 

substitute   chemical   program,   initial   scientific 
and  minieconomic  review,  03088 
Bromine: 

mineral  industry  surveys,  08017-8 
minerals  yearbook  chapter,  01315,  06092 
Brookings  County,  S.Dak.: 

flood  plain   information,   Brookings,   Six   Mile 
Creek,  09239 
Brookings,  S.Dak.: 

flood    plain    information,    Brookings    County, 
S.Dak.,  Six  Mile  Creek,  09239 
Brookside  Mine: 

labor-management  dispute,  oversight- 
hearings,  06940 
Brooms: 

brooms,      mops,      sponges,      and      squeegees, 
Federal  item  identification  guide,  07383 
Broughton,  J.  Melville: 
nomination - 
hearings,  11600 
Brown  County,  Ohio: 

flood  plain  information,  Ohio  River,  05637 
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Brown  County,  Ohio-Con. 

floods  on  Ohio  River,  05657 
Brown  spot: 

how  to  identify  lophodermium  and  brown  spot 
diseases  on  pine,  02608 
Brown  Swiss  cattle,  see  Cattle. 
Brown,  George  S.: 
nomination - 
hearings,  07204 
Brown,  John  N.: 

citizen     regent     of     Board     of     Regents     of 
Smithsonian  Institution,  reappointment - 
report,  00559 
Brown,  Oliver: 
twenty   years  after  Brown,   equal  opportunity 
in  housing,  01793 
Brown,  Rita  P.: 

relief,  08680,  08760 
Brownrigg,  Leonard  A.: 

relief,  10833 
Browns  Ferry  Nuclear  Plant: 

fish  monitoring  investigations,  03909 
Brownsville,  Oreg.: 

floods,  Calapooia  River,  09270 
Browse,  see  Forage  plants. 
Brucellosis: 

B-brand  means  brucellosis,  01675 
eradicating  cattle  brucellosis,  10472 
Bruja  Mar  (motor  vessel): 

document    as    vessel    of    United    States    with 
privileges  - 
report,  07169 
Brunswick  Hills  Township,  Ohio: 

flood  plain  information,  09245 
Brunswick,  Ga.: 
current  housing  market  situation,  05793 
marine  casualty  report,  01485 
Brush: 
burning  trials  in  shrubby  vegetation  desiccated 

with  herbicides,  09672 
early  brush  control  promotes  growth  of  pon- 
derosa    pine    planted    on    bulldozed    site, 
09669 
Brushes: 
brushes,   cleaning  and   painting.    Federal   item 
identification  guide,  11801 
Brushes  (electric  machinery): 
brush,  electrical  contact,  Federal  item  identifi- 
cation guide,  02348 
brush,  holder,  electrical  contact  brush,  Federal 

item  identification  guide,  11734 
holder,  electrical  contact  brush,   Federal  item 
identification  guide,  00758,  1 1735 
Brussels  tariff  nomenclature,  see  Tariff. 
Bryan,  William  J.: 

statue,  convey  to  Salem,  111.- 
report,  05023,  05365 
Btu  (British  thermal  unit),  see  Heat. 
Bubbles: 
heat  transfer  characteristics  of  bubble-induced 
water  jet  impinging  on  ice  surface,  1 1974 
Buchowiecki,  Gabriel  E.: 

relief,  10832 
Buck  Creek: 

flood  plain  information,  Grassy  Creek,  Marion 

County,  Ind.,  05628 
floods,   Grassy    Creek,    Marion    County,    Ind., 
09227 
Buckeye  Sugar  Co.: 
Ottawa,  Ohio,   sugar  beet  factory  wastes,   in- 
dustrial- 
waste  survey  report,  06456 


Bucks  County,  Pa.: 

flood    plain    information,    East    Branch,    Per- 
kiomen  Creek,  Bucks  and- 
Montgomery  Counties,  Pa.,  05630 
floods,  East  Branch,  Perkiomen  Creek  and  In- 
dian   Creek,    Montgomery    County,    Pa., 
09276 
Budget  Committee,  House: 
committee  print,  00463 
hearings,  05156,  11082 
report,  06784,  10953 
Budget  Committee,  Senate: 
committee  print,  07218,  11498 
hearings,  00658,  02253-5,  07212-7 
report,    02200,    07142,    07150,    07177,     11388, 
11427 
Budget  of  United  States: 

Agricultural     Research     Service,     deferral    of 
budget   authority   for  construction,   disap- 
proval- 
report,  11409 
Agriculture        Dept.,        1976,        supplemental 

proposal,  00536 
annual  expenditure  increment,  08862 
Atomic      Energy      Commission,      deferral     of 
budget  authority,  disapproval - 
report,  02172 
balancing  budget,  constitutional  amendment- 
hearings,  11581 
budget      and      economic      outlook,      1976-80, 

seminar,  07218 
budget  and  economy,  1976  fiscal  year- 
hearings,  05156,  11082 
budget  authority   released  in  response  to  con- 
gressional disapproval  of  deferrals,  01916 
budget  authority  rescissions- 
law,  04886,  04903 
budget    authority,     1975,     cumulative     report, 

04984 
budget  in  brief,  12685 
budget  1976,  proposed,  what  it  means  for  older 

Americans,  1  1454 
budget  review - 

hearings,  05544 
budget  1975,  supplemental  summary- 
proposal,  04939 
budget,  1976- 

hearings.  05125 
California  conference  on  national  budget  pri- 
orities- 
hearings,  02253 
civil  action  to  require  release  of  certain  budget 

authority,  00315 
Congress  versus  budget,  08864 
Congressional  budget  act,  amend- 

report,  07138,  07142,  07150 
congressional  budget  and  impoundment  act- 
report,  09064 
congressional    budget   and    impoundment   con- 
trol- 
report,  08821 
Congressional   budget   and   impoundment  con- 
trol act- 
data   and    materials   for   Finance   Committee 
report,  05474 
general  provisions,  05294 

Congressional   budget   and   impoundment  con- 
trol act,  amend - 
report,  07177,  1  1427 
Congressional   budget   and   impoundment  con- 
trol act,  legislative  history,  07249 
congressional     budget    procedures     for    fiscal 
year  1976,  implementation- 
report,  02200 
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congressional  budget  procedures,  1976,  imple- 
ment- 
report,  06784 
congressional    control    of    budget    execution, 

08866 
current   services   estimates,    1977,   fiscal    year, 

01951 
deferral  of   budget  authority   for   homeowner- 
ship  assistance  program,  resolution  disap- 
proving- 
report,  02163 
deferral  of  budget  authority,  disapproval- 
report,  10918-22,  10980-9 
deferrals    of    budget    authority,    00363,    00370, 
00377,  00384,  00546,  00548-50,  02146- 
President's     failure     to     transmit     message, 

11242 
report,  06788,  10716,  11005 
review,  04924,  04982,  04986,  07067,  07074-5, 

10788-90,  11246,  11275,  11282 
revised  proposals,  06769,  11239 
economic  impact  of  Federal  budget- 
hearings,  07213 
estimates,    93d    Congress,    2d    session,    state- 
ments, 1 1234 
Federal  budget  and  inflation - 

hearings,  07215 
Federal  budget  and  its  problems - 

hearings,  07216 
Federal   R&D    funding   by   function,   analysis, 

06397 
first  concurrent  resolution  on  budget - 

report,  00555 
General   Accounting   Office   assistance   in   im- 
proving access  and  usefulness  to  Congress 
of  fiscal,  budgetary,  and  program-related 
information,  GAO  report,  09782 
Health,   Education,   and   Welfare   Dept.,  1975, 

supplemental  proposal,  01920 
Housing  and  Urban  Development  Dept.,  1976, 

supplemental  proposal,  00537 
impounded    budget    authority    and    legislative 

recommendation,  10802,  11297 
Impoundment       control       act.       Comptroller 

General's  views,  11243 
impoundment,     Comptroller     General     report, 

11241 
improving  congressional  budget  process,  08870 
improving  Federal,  fiscal,  budgetary,  and  pro- 
gram        information         for         Congress, 
(statement),  08882 
Interior    Dept.,    1976,    supplemental    proposal, 

00551 
International  Trade  Commission,  1976,  supple- 
mental proposal,  01934 
judiciary,  1976,  supplemental,  proposal,  00532 
Justice    Dept.,    1976,    supplemental    proposal, 

00534 
legislative        branch,        1976,         supplemental 
proposal,  01941 

1975  budget  of  United  States - 
hearings,  02237 

1976  Federal  budget  and  inflation - 
hearings,  02254 

1976,  first  concurrent  resolution - 
hearings,  00658 

1976,  second  concurrent  resolution - 
hearings,  02255,  07217 

report,  11412 

1977  appendix  - 
departmental  edition,  12681 
document  edition,  10806 

1977,  departmental  edition,  12680 
1977,  document  edition,  10805 


Navajo  and  Hopi  Relocation  Commission  and 
Interior        Dept.,        1976,        supplemental 
proposals,  00542 
nineteen     seventy-six     congressional     budget 

scorekeeping,  01879-80 
opinion  of  rescission  of  budget,  11244 
President  failing  to  deferral  budget  authority, 

04981 
Reclamation      Bureau,      1976,      supplemental 

proposal,  01908 
referees  in  bankruptcy  and  U.S.   magistrates, 

1976,  supplemental  proposal,  00318 
release  impounded  budget  authority,  02160 
release  of  funds   proposed  for  rescission   and 
notice    of   deferment   of   civil   action    for 
failure  to  release  funds,  10791,  11281 
release  of  impounded  budget  authority,  10784, 

11261 
rescission    and    deferral    reports,    revision    of 

proposals,  04980 
rescission  bill  — 

hearings,  06913 
rescission  of  budget  authority - 
opinion,  01895 
proposal,  01893 
review,  01894 
rescission  of  certain  budget  authority - 
law,  10671 
report,  06796,  07100 
rescission     or     deferral     of     certain     budget 
authority,     additional     proposals,     04968, 
10707 
rescissions  and  deferrals  of  budget  authority - 
cumulative    report,    06767,    06773-4,    06777. 

07071,  07073,  07076,  07079,  10742 
proposals,     00329,     00347,     00358,     00538, 
00541,     00544,     01926,     01937,     01943, 
02151-2,   02155,   06775-6,   07069,    10718, 
10809, 
11236,  11238,  11240- 
report,   00316,    00336,   00356,   00364,   00535, 
00543,    00547,    01907,    01950,    02144-5, 
02147-9,  02156-7 
review,  07068,   07070,    10721,    10744,    10770, 

10801,  11258,  11296 
revised  proposals,  07066 
summary,  07077-8 
rescissions  and   deferrals  of  budget  authority 

for  Nov.  1974.  04983 
rescissions  and  deferrals  of  budget  authority, 

proposal,  00533 
rescissions  and  impoundments,  04965 
rescissions  of  budget  authority - 
review,  1 1257 
summary,  06766,  07065 
scorekeeping  report,  reduction  of  Federal  ex- 
penditures, 03474 
second  concurrent  resolution  on  budget- 
report,  10953,  10968 
second  concurrent  resolution  on  budget,  fiscal 
year  1976  and  transition  quarter- 
report,  1 1388 
services    budget,    1977,    economic    evaluation, 

10688 
services  budget,  1977,  estimates,  11285 
seventy  issues,  fiscal  year  1977  budget,  12682 
special  analyses,  12683 

tax   expenditures    in   relation   to   congressional 
control  over  budgetary  outlay  and  receipt 
totals,  08886 
Budworms: 

toxicity       of       stabilized       and       unstabilized 
pyrethrins  applied  to  western  spruce  bud- 
worm.  12320 
Buffalo  fly.  see  Flies. 
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Buffalo,  NY.: 

area  wage  survey  report,  07944 

climatology  of  Lake  Erie  storm  surges,  06378 

department  stores,  industry  wage  survey  re- 
port, 07972 

fluid  milk,  industry  wage  survey  report,  07975 

union  wage  scales,  local  truckdrivers,  02870 

union    wage    scales,    printing    trades,    02862, 
12675 
Buffers: 

special  publication,  03004 

standardization  of  pH  measurements,  standard 
reference  materials,  03004 
Bugs,  see  Insects. 
Builders: 

builders  paper  and  roofing  felt  segment  of 
builders  paper  and  board  mills  point 
source  category,  effluent  limitations 
guidelines,  05686 

safety   standards  for  backyard   boat  builders, 
04849 
Building: 

application  of  field  available  materials  to  build- 
ing of  fortifications,  09314 

building  plan,  portable  footbath  for  sheep, 
10399 

building  science  series,  01373,  03001,  06265, 
08193,  12862-3 

building  technology,  weekly  Government  ab- 
stracts, 04693 

building,  construction  and  paper  segment  of 
asbestos  manufacturing  point  source 
category,  effluent  limitations  guidelines, 
05687 

computer-aided  environmental  impact  analysis 
for  construction  activities,  user  manual, 
05614 

consruction  complaints  handbook,  09861 

construction  and  architecture  of  Leningrad, 
USSR  study,  01 196 

construction  reports,  residential  alterations  and 
repairs,  expenditures,  03603 

construction  safety  and  health  regulations, 
01501 

construction  with  surface  bonding,  06520 

cost  of  pipeline  and  compressor  station  con- 
struction, 09554 

craft  and  industrial  workers,  protect  economic 
rights - 
hearings,  06936 
report,  02205,  02207,  06864,  07136 

farm  building  contractors  and  manufacturers, 
their  role  in  midwest  farm  construction, 
09630 

federally  assisted  activities,  information  for 
construction  contractors,  02679 

future  construction  abroad,  quarterly  summa- 
ry, 04452 

improved  Government  assistance  can  increase 
U.S.  share  of  foreign  construction  pro- 
jects, GAO  report,  09742 

innovations  in  industrial  construction,  USSR 
study,  07893 

labor  and  material  requirements  for  public 
housing  construction,  1968,  05988 

literature  search,  law  enforcement  facilities, 
planning,  design,  construction,  08211 

lumber  and  plywood  used  in  California  apart- 
ment construction,  09698 

maritime  capital  construction  fund  withdrawals 
for  investment  tax  credit,  eligibility - 
hearings,  11225 

materials  for  oxygenated  wastewater  treatment 
plant  construction,  09449 

NBS  building  science  series.,  06272 


Nicaraguan  building  regulatory  system,  techni- 
cal review,  01384 

permits,  housing  authorized,  construction  re- 
ports, 03598 

prison  construction  plans  and  policy  - 
hearings,  02081 

regulations,  labor  standards  applicable  to  con- 
tracts covering  Federally  financed  and 
assisted  construction,  08505 

safety  during  construction  of  concrete 
buildings,  status  report,  08196 

Southeast  Asia,  building  bases,  history  of  con- 
struction, 06415 

standards  for  specifying  construction  of  air- 
ports, 05775,  12136 

State  and  local  governments,  construction  ex- 
penditure, 03595 

structural  engineering,  weekly  Government  ab- 
stracts, 04696 

technical  handbook  for  facilities  engineering 
and  construction  manual,  02679-93,  02695- 
710 

temporary  enclosures  and  heating  during  con- 
struction, 07517 

use  of  surety  bonds  in  Federal  construction 
should  be  improved,  GAO  report,  01099 

various  pending  building  projects  - 
hearings,  05543 

See  also  Construction  industry. 
Building  board  mills: 

builders    paper    and    roofing    felt    segment    of 
builders     paper    and     board     mills     point 
source      category,      effluent      limitations 
guidelines,  05686 
Building  equipment: 

utilization  of  engineer  construction  equipment, 
08607 
Building  machinery: 

construction  machinery,  current  industrial  re- 
ports, 03681,  10555 

earth     moving      and     excavating     equipment, 
Federal  item  identification  guide,  11845-6 
Building  materials,  see  Construction  materials. 
Building  paper: 

builders  paper  and  roofing  felt  segment  of 
builders  paper  and  board  mills  point 
source  category,  effluent  limitations 
guidelines,  05686 

building,    roofing,    siding,    wallboard,    thermal 
insulation  materials,  Federal  item  identifi- 
cation guide,  1 1817 
Building  Technology  Center: 

project  summaries,  06287 
Building  trades: 

union  wages  and  hours,  07964,  10047 
Buildings: 

acquisition  of  building  in  Laguna  Niguel, 
Calif.,  in  exchange  for  government-owned 
properties,  GAO  report,  07774 

analytical  model  for  determining  energy  dis- 
sipation in  dynamically  loaded  structures, 
00876 

Army,  color,  technical  manual,  06581 

building  stones  of  our  Nation's  Capital,  12373 

buildings  with  environmental  protection, 
design  case  study,  DCS  series,  02334 

concept  development  for  structures  on  expan- 
sive soils  by  pattern  language  design 
methodology,  00877 

demand  analysis  solar  heating  and  cooling  of 
buildings,  06399 

design  and  construction  of  large-panel 
concrete  structures,  loading  conditions, 
01122 
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design  of  structures  to  resist  effects  of  atomic 
weapons,  buried  and  semiburied  struc- 
tures, 10510 

development  of  self-help  trusses  for  rural 
houses  and  service  buildings,  10366 

Energy  conservation  in  buildings  act- 
report,  10939,  11438 

environmental  protection,  design  for  multipro- 
tection,  07328 

facilities  operations  and  maintenance, 
buildings  and  structures,  02688-94 

Foreign  Service  program,  additional  appropria- 
tions, authorize  - 
report,  08785,  10883 

general  contractors,  nonresidential  buildings, 
other  than  industrial  buildings  and 
warehouses,  census  of  construction  indus- 
tries, 04802 

information  storage  and  retrieval  system  for 
life  expectancy  of  facilities,  05626 

life  cycle  costing  techniques  applicable  to  law 
enforcement  facilities,  05961 

outline  for  saving  energy,  lighting  and  ther- 
mostats in  commercial,  public,  and  indus- 
trial buildings,  07642 

radon  daughter  levels  in  structures  constructed 
on  reclaimed  Florida  phosphate  land, 
01521 

sewage  facilities  construction  report,  contract 
awards,  12089 

state-of-art  of  structural  test  methods  for 
walls,  floors,  roofs,  and  complete 
buildings,  08195 

summary  report,  conference  on  industrial  and 
buildings  conservation,  relationships  with 
Federal  laboratories,  07470 

technical  handbook  for  facilities  engineering 
and  construction  manual,  02694 

see  also  Farm  buildings-Office  buildings-Public 
buildings. 
Bulgaria: 

consular  convention,  message  from  President 
of  United  States,  08933 

consular  relations,  convention,  0331 1 

economic  trends  and  their  implications  for 
United  States,  09916 

mineral  industry.  Minerals  yearbook  chapter, 
08079 

trading,  00821 
Bull  Shoals  Reservoir 

reproduction    of    spotted    bass,     Micropterus 
punctulatus,  Arkansas,  05818 
Bumping  Lake: 

enlargement    project,     Yakima     River    basin, 
Washington,  09488 
Bunker  oil,  see  Petroleum  as  fuel. 
Buoys: 

analysis  of  buoy  coating  specimens  exposed  in 
seawater  at  Daytona  Beach,  Florida, 
01815 

data  buoy  technical  bulletin,  03724 

organization  and  regulations  manual  for  seago- 
ing buoy  tenders,  04848 

petroleum  oil  detection  buoy  system,  01822 
Bureaus,  see  Government  offices. 
Burgess,  Isabel: 

nomination  - 
hearings,  07231 
Burgher  Branch. 

flood  plain  information,  05632 

floods,  Rolla,  Mo.,  Little  Dry  Fork,  Love 
Branch,  09266 


Burial: 

United  States  flag  for  burial  or  memorial  pur- 
poses, 13242 
Burke,  James  E.: 
nomination - 
hearings,  11505 
Burley  tobacco,  see  Tobacco. 
Burlington  Northern,  Inc.: 

railroad    accident    investigation    summary    re- 
port, 01539 
Burma: 

narcotic  drugs,  provision  of  helicopters  and  re- 
lated assistance,  agreement,  03184 
Burmah  Oil  Co.: 

Burmah-Signal  merger,  11556 
Burners: 

combustion   control  of  pollutants   from   multi- 
burner  coal-fired  systems,  09384 
twenty-five  ton  a  day  coal  gasification  process 
development    unit   for   agglomerating   bur- 
ners, gasification  process,  design,  installa- 
tion and  operation,  04843 
Burning,  see  Combustion. 
Burning  of  land: 

prescribed  burning  in  the  ce  .tral  La'e  States, 

09638 
repeated  prescribed  burning  .n  aspen,  J9642 
wildland  fires  and  dwarf  mistletoes,  literature 
review  of  ecology  and  prescribed  burning, 
02604 
Burns  and  scalds: 

research  program  to  alleviate  and  rehabilitate 
fire  victims- 
report,  08841 
Burns  Waterway  Harbor,  Ind.: 

port,  09296 
Burroughs,  Viola: 

relief,  04867,  08761 
Burt,  Alvin  V.  jr.: 

relief,  04975 
Burundi: 

background  notes,  01579 

economic    trends    and    their    implications    for 
United  States,  09925 
Bus  drivers,  see  Motor  bus  drivers. 
Bus  mechanics,  see  Mechanics  (persons). 
Buses,  see  Motorbuses. 
Bush,  George: 
nomination - 
hearings,  11486 
Bushes,  see  Shrubs. 
Bushing  (electrical) 

plain,  Federal  item  identification  guide,  09143 
Bushings  (electrical): 

bearings    and    bushings,    plain,    Federal    item 
identification  guide,  00741 
Business: 

ACTION  in  business  world,  00001,  10352 
building  minority  business  enterprise,  00248 
business    &    economics,    weekly    Government 

abstracts,  04694 
Business   and   Industry   Conference   on   Infla- 
tion, transcripts,  00253 
business  conditions  digest,  03484 
business  conditions  digest,  advance,  03389 
code  of  Federal  regulations,  12218 
cost  of  crimes  against  business,  05594,  07443 
county  business  patterns,  CBP  series,  00146-9, 

01782-5,  10548-50 
current     business     reports,     00150,     03630-6, 

03637,  04807 
displaced  small  business  economic  injury  loans 
and  management  and  technical  assistance, 
01552 
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District   of   Columbia   tax   laws,   amend   those 
applicable   to  unincorporated  business  in- 
come- 
hearings,  11088 
doing  business  with  China,  00817 
doing  business  with  Czechoslovakia,  05590 
economic     problems     of     small     business     in 
Northwest- 
hearings,  00706-7 
emergency     relief    for    small    business    from 
fixed-price  government  contracts- 
hearings,  05245 
energy   research   and   development   and    small 
business- 
hearings,  00708 
export  information  services  for  U.S.  business 

firms,  01164 
export    opportunities    for    American    business 
through  international  development  banks, 
13213 
Federal  estate  and  gift  taxes,  impact  on  small 
businessmen  and  farmers- 
hearings,  07317 
Federal  reporting  and  recordkeeping  as  it  af- 
fects small  businesses  - 
hearings,  07316 
foreign  business  practices,  materials  on  practi- 
cal   aspects    of    exporting,     international 
licensing  and  investing,  02399 
foreign    competition,    impact    on    U.S.    small 
business  in  customs  brokerage,  ocean  and 
air  freight  forwarding - 
hearings,  05246 
franchise  opportunities  handbook,  05588 
how  to  do  business  with  DHEW,  09845 
impact  of  deteriorating  rail  service  upon  rural 
communities  and  small  business- 
Hearings,  02101 
impact  of  foreign  competition  on  U.S.   small 
business- 
hearings,  07042 
losses  from   operating  business,   tax   informa- 
tion, 02750,  12523 
minority    enterprise    and    allied    problems    of 
small  business- 
hearings,  11212 
minority-owned    business    enterprises    survey, 

special  report,  00191-3 
national   survey   of  manpower  utilization   and 
future  needs  of  firms  engaged  in  manufac- 
ture of  water  and  wastewater  equipment 
and  supplies,  00949 
Near  East  and   North  Africa,   report  to  U.S. 

business,  07886 
New  York  City's  fiscal  crisis,  effects  on  small 
business- 
report,  10959 
Occupational  safety  and  health  act,  effects  of 
administration  on  small  business- 
hearings,  07041 
overseas  business  reports,   00815-23,   02402-9, 
04335,      05589-92,      07437-41,      09174-89, 
11917-23,  11923-5 
personnel  management  guides  for  small  busi- 
ness, 03107 
private  sector  credit  availability - 

hearings,  00270 
problems  confronting  small  business - 

hearings,  05553 
progress  of  minority  business  enterprise  pro- 
gram, 00251 
publications  for  American  business,  11926 


raw    fuel   industries,   concentration   of   owner- 
ship by  competing  fuels  in  energy  market, 
report - 
print  additional  copies,  report,  08779 

recordkeeping  for  small  business,  tax  informa- 
tion, 02753,  12525 

regulations  of  various  Federal  regulatory  agen- 
cies and  their  effect  on  small  business - 
hearings,  07040 

revised  workweek,  results  of  pilot  study  of  16 
firms,  12656 

sale  or  other  disposition  of  business  or  busi- 
ness interest,  tax  information,  02759 

SBA     loans    for     small    businesses    suffering 
economic    injury    due    to    public    utilities 
disruptions- 
hearings,  05247 

Scotlandville  before  highway,  analysis  of  land 
use,  population  density  and  minority  busi- 
ness before  Scotlandville  Bypass  ,  08457 

service  checklist,  guide  to  Commerce  Dept., 
publications,  weekly,  03485 

services  available  to  HUD-related  businesses 
in  international  trade,  12470 

Small  business  act,  amend - 
hearings,  05451 

Small  Business  Administration  free  manage- 
ment assistance  publications,  08362 

Small  business  and  small  business  investment 
act,  amend- 
report,  02223 

small  business  bibliography,  08363-4 

Small  business  emergency  relief  act- 
law,  06732 
report,  06882 

small  business  enterprises  in  outdoor  recrea- 
tion and  tourism,  08913 

small  business  management  series,  03107, 
13074 

small  business  tax  reform - 
hearings,  07318 

small  business,  grain  and  other  commodities, 
problems  involved  in  marketing- 
report,  08843 

small  business,  procurement  from  small  and 
other  business  firms,  04424 

statistics.  Federal  reserve  monthly  chart  book, 
03886 

statistics,  weekly,  03486 

survey  of  current  business,  04569 

survey  of  current  business  supplement,  09191 

survey  of  current  business,  weekly  supple- 
ment, 03486 

tax  guide  for  small  business,  12528 

tax  information  on  business  expenses,  02777 

tax  information  on  operating  business  in  your 
home,  02786 

tax  shelter  investments  of  small  business,  anal- 
ysis of  3  returns,  00526 

U.S.  direct  investment  abroad,  1966  final  data, 
09191 

use  of  home,  vacation  homes,  and  foreign  con- 
ventions for  tax  deductions,  02107 
Business  and  Industry  Conference  on  Inflation: 

transcripts,  00253 
Business  consolidations: 

Burmah-Signal  merger,  11556 

current  trends  in  merger  activity,  02581 

FTC  statistical  report  on  mergers  and  acquisi- 
tions, 02572 

large  mergers  in  manufacturing  and  mining, 
02580 

mergers  and  acquisitions,  01788 

mergers  and  acquisitions,  FTC  statistical  re- 
port, 01032 
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Business      machine      mechanics,      see      Office- 
machine  servicemen. 
Business    machines,    see    Office    furniture  and 

equipment. 
Business  men 
look  at  how   Small  Business   Administration's 
investment  company  program  for  assisting 
disadvantaged    businessmen     is    working, 
GAO  report,  01093 
pollsters   report   on   American   consumers   and 
businessmen- 
hearings,  06757 
Saudi  Arabia  market,  guide  for  U.S.  business- 
men, 09932 
State  Dept.  guide  to  key  officers  of  Foreign 
Service  posts,  04108 
Business  recession: 

antirecession  tax  cut,  11527- 

report,  05092,  05400 
effect  of  inflation  and  recession  on  State  and 
local  governments- 
hearings,  05489 
Intergovernmental     anti-recession     assistance 
act- 
report,  07107 
university  assistance  to  economic  development 
in  recession,  00832 
Businessmen,  see  Business  men. 
Businesss  recession: 
antirecession  tax  cut- 
hearings,  11520 
Busing,  see  School  buses. 
Busts,  see  Sculpture  and  statuary. 
Butler,  Michael  F.: 
nomination - 
hearings,  11566 
Butte  County,  Calif.,: 
channel    capacity    of    Feather    River   between 
Oroville  and  Honcut  Creek,  Butte  County, 
Calif.,  09791 
Butterfield,  Alexander: 
testimony       in       Presidential       impeachment 
proceedings - 
hearings,  11169 
Butterflies: 
contact   toxicity   of    14   insecticides   tested   on 
pine  butterfly  larvae,  09679 
Buyers,  see  Purchasing  agents. 
Buying,  see  Purchasing. 
BWR    (boiling    water    reactors),     see    Reactors 

(atomic). 
Byesville,  Ohio: 
floods    in    vicinity    of    Cambridge,    Guernsey 
County,  Ohio,  09268 

C 

C-141A,  see  Aircraft. 
C-5A,  see  Aircraft. 
Cabbage  caterpillars: 
control   of  cabbage   caterpillars,   field   evalua- 
tion, 08541 
Cabins 
aircraft     cabin      flash     fires,     decomposition 
products   of   polyurethane    foam   potential 
cause,  10312 
consolidated  payload   requirements  on  orbiter 
aft  cabin  design  and  operations,  06140 
Cable  television,  see  Television. 
Cables: 

cable    assemblies,    electrical    and    electronic, 

Federal  item  identification  guide,  11863 
effects  of  vortex  coherence,  spacing,  and  cir- 
culation on  flow-induced  forces  on  vibrat- 
ing cables  and  bluff  structures,  13021 


failure  analysis  of  tainter  gate  cable-adjusting 

bolts,  05625 
Greenhill's    formula    and    mechanics    of   cable 

hockling,  08329 
insulated  wire  and  cable,  current  industrial  re- 
ports, 00162 
rope,   cable   and    chain   fittings.    Federal   item 

identification  guide,  00750 
surface-mounted  flat  conductor  cable  for  home 

wiring,  06214 
temperature    rise    of   flat   conductor  cable   in- 
stalled under  carpet,  06213 
testing  of  flat  conductor  cable  to  Underwriters 
Laboratory    standards   UL719   and   UL83, 
06215 
see  also  Electric  cables-Telephone  cables, 
aerial  tramways,  ski  lifts,  and  tows,  12279 
Cache  La  Poudre  River  and  Valley: 

flood  plain  information,  09240 
Cacodylic  acid 

timing  cacodylic  acid  treatments  for  control  of 
mountain    pine    beetles    in    infested    pon- 
derosa  pines,  09717 
Caddo  National  Grasslands: 
general  information,  12273 
Cadmium: 

analytical  methods  in  water,  10270 

mineral  industry  survey,  quarterly,  03487 

mineral  industry  surveys,  08020 

minerals  yearbook  chapter,  02915 

preprint    from    Mineral    facts    and    problems, 

01288 
scientific     and     technical     assessment     report 

STAR  series,  12086 
some     effects     of     cadmium     on     coniferous 
soil/litter  microcosms,  07552 
Caguiat,  Terrence  J.: 

relief,  10856 
Cahaba  River  and  Valley: 

wild     river     system,     inclusion     of    segment, 
authorize - 
report,  05052 
Cajon,  Calif.: 

railroad    accident    investigation    summary    re- 
port, 01535 
Calapooia  River,  and  Valley 

floods,  near  Brownsville,  Oreg.,  09270 
Calcium: 

Calcium    and    calcium    compounds,    minerals 
yearbook  chapter,  01316,  06093 
Calculating  machines: 

impact  of  electronics  on  U.S.  calculator  indus- 
try, 02411 
office,   computing,   and   accounting  machines, 
current  industrial  reports,  10556 
Calculations,  see  Numerical  calculations. 
Calculators: 

scheduling  irrigations  using  programmable  cal- 
culator, 08527 
veterans  benefits,  print  additional  copies - 
report,  08960 
Caldwell,  James  J.: 

relief,  10855 
Calendars: 

American   issues   forum,   national   bicentennial 
program,    our    200    years,    tradition    and 
renewal,  01413 
calendar  of  Smithsonian   Institution,   monthly, 

03489 
comprehensive       calendar       of       bicentennial 

events,  00072,  10466 

comprehensive  calendar  of  bicentennial  events 

for  States  east  of  Mississippi  River,  10467 

comprehensive  calendar  of  bicentennial  events 

for  States  west  of  Mississippi  River,  10468 
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Federal  Trade  Commission,  03488 

national  calendar  of  bicentennial  events,  sum- 
mary of  events  of  national  and  interna- 
tional interest,  01712 

national  training  system,  course  calendar, 
03039  ,      .         ..... 

overseas  export  promotion  calendar,  02410, 
04336  ,  , 

Public  Sector  Labor  Relations  Information 
Exchange,  calendar  of  events,  04440 

purchase  of  U.S.  Capitol  Historical  Society 
wall  calendars  for  use  of  Senate - 

tax^akndar  and  check  list  for  1976,  02766 
wage  calendar,  10049 
Calendars  (executive),  see  Senate. 
Calendars   (of  business),   see  Court  of  Claims- 
House  of  Representatives-Senate. 
Calibration: 

absolute    calibration    of    hydrogen    discharge 

lamp  in  vacuum  ultraviolet,  08145 
calibration  and  test  services  of  National  Bu- 
reau of  Standards,  06277 
calibration  and  test  services  of  National  Bu- 
reau of  Standards,  fees  for  services,  12869 
computer-assisted     testing,     calibration     and 

evaluation  of  verbal  ability  bank,  10601 
crack-length  determination  for  compact  ten- 
sion specimen  using  crack-opening-dis- 
placement  calibration,  comparison  of 
COD  measured  graphically  and  from  gage 
output,  13020 
description  and  calibration  of  Langley  6-  by 

28-inch  transonic  tunnel,  02977 
gage  block  measurement  process  using  single 

wavelength  interferometry,  03003 
gas    phase    titration    technique    as    used    for 
calibration    of    nitrogen    dioxide    chemilu- 
minescence  analyzers,  evaluation,  12023 
Langley  16-ft  transonic  tunnel  with  test  section 

on  air  removal,  10182 
standard  reference  materials,  calibrated  glass 
standards  for  fission  track  use,  08202 
California: 
better  controls  needed  for  health  maintenance 
organizations   under   Medicaid,    GAO    re- 
port, 07691 
can    southern    California    wildland    conflagra- 
tions be  stopped?,  12293 
catalog  of  information  on  water  data,  12377 
census - 

wholesale  trade,  area  statistics,  08631 
census    of    selected    service    industries,    area 

statistics,  01780 
climatological  data,  03523 
coast  pilot,  06368 
concentration  of  minor  elements  in  California 

streams,  09789 
criminal  justice  agencies,  05954 
damage  to  knobcone  X  Monterey  pine  hybrids 
and  parents  by  red  band  needle  blight  in 
redwood  sites,  12317 
dream  unfulfilled,  Korean  and  Pilipino  health 

professionals,  04838 
election  contest  in  40th  congressional  district  - 

report,  10994 
estimating  site  index  of  ponderosa  pine,  09687 
fires  caused  by  equipment  used  during  critical 

fire  weather  in  California,  09705 
flood  maps  for  California  through  1974,  index, 

05880 
forest  tree  improvement,  12322 
fraud  control,  how  they  do  it,  illustrations  of 
practice  in  administration  of  AFDC,  10518 


geohydrology  of  Yuma  area,  02670 

geologic    literature    on    California    Continental 

Borderland  and  adjacent  areas,  05877 
history  of  acala  cotton  varieties  bred  for  San 

Joaquin  Valley,  Calif.,  08526 
implementation    plan    review    as    required    by 
Energy    supply    and    environmental   coor- 
dination act,  09439 
lakes,    physical    and   chemical   characteristics, 

09810 
marketing  California  raisins,  00029 
national  budget  priorities  conference  - 

hearings,  02253 
national  cemetery  site  selection,  proposal- 
hearings,  07046 
national  cemetery,  establish - 

report,  01982 
national  electric  rate  book,  07675 
northern- 

germination    and    survival    of    Douglas-fir, 
09676 
phytoplankton    pigment   and   production   mea- 
surements   in    California    current    region, 
06364 
population,   1973,  and  1972  per  capita  income 
estimates    for   counties    and    incorporated 
places,  04812 
precipitation  data,  hourly,  04006 
precipitation-frequency       atlas      of      western 

United  States,  08275 
seed  production  and  dispersal  by  dwarf  mis- 
tletoe in  overstory  Jeffrey  pines,  05833 
site    index    curves    for   unmanaged    stands   of 

California  black  oak,  09684 
stockability    equations    for    California    forest 

land,  01063 
VA  benefit  programs,  problems  of  administra- 
tion- 
hearings,  11620 
variability  of  germination  in  digger  pine,  I23iv 
water    and    related    land    resources,    Central 
Lahontan  Basin,  Calvada  Subbasin,  08582 
Calories: 

calories  and  weight,  00023 
Calumet  River  and  Valley 

poUution  of  interstate  waters,  progress  evalua- 
tion meeting,  summary,  09457 
Calvada  Subbasin: 

Central  Lahontan   Basin,   Nev.,   Calif.,  water 
and  related  land  resources,  08582 
CAM  AC,      see      Electronic      data      processing 

systems. 
Camacho,  Cheryl  L.  V.: 

relief,  10839 
Camanche  Dam: 

channel      capacity      of      Mokelumne      River 
downstream  from  Camanche  Dam,  OV/V^ 
Cambodia:  ,  ,  • 

evacuation  of  U.S.   citizens  and   others  from 
Cambodia,    use   of   U.S.    military   forces, 

foreign  assistance  appropriations,  1975- 

hearings,  05126 
military  assistance,  proposed  increases,  04VZJ 
supplemental  military  assistance - 
hearings,  05486 
Cambodian  refugees,  see  Refugees. 
Cambrian  period: 

Cambrian   and   Ordovician   rocks   of   southern 
Arizona   and    New   Mexico   and   western- 
most Texas,  07844 
systematics,    environment,    and    biogeograpny 
of  some  late  Cambrian  trilobites,  12425 
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Cambridge.  Ohio: 

floods    in    vicinity    of     Byesville,    Guernsey 
County,  Ohio,  09268 
Camden,  Ark.: 

release  of  restrictions  on  Government  proper- 
ty- 
report,  11021 
Cameras: 

filter     spectrometer     concept      for     facsimile 

cameras,  design  and  evaluation,  10169 
photogrammetnc  and  X-ray  apparatus,  Federal 

item  identification  guide,  11865 
simple    and    inexpensive    pulsing    device    for 
data-recording  cameras,  12314 
Cameron,  William  L..  jr.: 

relief,  05315 
Cameroon: 

economic    trends    and    their    implications    for 

United  States,  12561 
marketing,  00819 
Camp  Gruber,  Okla.: 

siting  energy  facilities  at  Camp  Gruber,  Okla., 
07652-3 
Camp  Wallace,  Philippines: 

defense,  relinquishment  of  certain  land,  agree- 
ment, 08425 
Campaign  expenditures: 
campaign-fund    accounts    relating    to    use    of 

frank,  00352 
office  accounts  of   Federal  and   State   incum- 
bent officeholders,  10796 
political  campaign  finance  practices  in  District 
of  Columbia,  regulate  - 
law,  08734 
receipts   and   expenditures,   elections   1972   for 
U.S.  Senate.  00528 
Campaigns,  see  Elections. 
Campaigns  (political),  see  Elections. 
Campers: 

campground    users,   computerized   method   for 
summarizing  where   they   come  from   and 
how  long  they  stay,  09680 
Campgrounds,  see  Camps. 
Camping: 
backpacking  in  national  forests,  family  adven- 
ture, 00038,  01668 
Camps: 

campground      wastes     disposal      adjacent     to 

Waldo  Lake,  Oreg..  05739 
census  of  selected  service  industries,  06614 
evaluating  damage  caused  to  campground  by 

Douglas-fir  tussock  moth,  02616 
special   recreation   use   fees   on    Federal   land, 
collect - 
report,  08959 
Youth  camp  safety  act- 
report,  02217 
Canada: 

air  pollution  indices,  compendium  and  assess- 
ment of  indices  used  in  United  States  and 
Canada,  11647 
air  transport  services,  agreement,  03137 
aviation  preclearance,  agreement.  03138 
Canada's     export     market     development     for 

agricultural  products,  05600 
Canadian      automobile      agreement,      history, 
terms,  and   impact,  and  operation  of  Au- 
tomotive  products   trade   act  of  1965,   an- 
nual report,  11521 
Canadian  job  creation  model  and  its  applica- 
bility to  United  States,  10686 
cleaning   up   Great   Lakes,    United   States   and 
Canada  are  making  progress  in  controlling 
pollution  from  cities  and  towns,  GAO  re- 
port, 07812 


economic  trends  and  their  implications  for 
United  States,  01 175,  09901 ,  09928 

extradition  treaty,  08932 

labor  offices  in  United  States  and  Canada, 
09222 

liability  for  loss  or  damage  from  certain  rocket 
launches,  agreement,  03262 

market  profiles,  1  1922 

mineral  industry,  Minerals  yearbook  chapter, 
02900 

new  towns,  bibliography,  07855 

nonscheduled  air  services,  agreement,  03139, 
03305 

omega  propagation  correction  tables  for  10.2 
kHz,  07418 

omega  table,  07417 

pollution,  contingency  plans  for  spills  of  oil 
and  other  noxious  substances,  03163 

reciprocal  fishing  privileges,  agreement,  03132 

seismograph  station  near  Kluane  Lake,  Yukon 
Territory,  agreement,  13135 

telecommunications  promotion  of  safety  on 
Great  Lakes  by  means  of  radio,  agree- 
ment, 08422 

United      States-Canadian      broadcasting     rela- 
tions- 
hearings,  06948 

vacation  travel  by  Canadians  in  U.S.,  01615-9, 
13227-35 

weather  modification,  exchange  of  informa- 
tion, agreement,  03302 

world  trade  outlook,  09179 

world  trade  outlook  for  Western   Europe  and 
Canada,  02403 
Canada-United  States  Interparliamentary  Group: 

16th  meeting,  House  delegation  report,  11133 

Senate  delegation  report,  16th  meeting,  11529 
Canal  Zone: 

insurance  business  transacted,  annual  report, 
10528 

insurance  business,  annual  report,  08612 

marriage    licenses,    issueance    and    recording, 
transfer  functions   from   Clerk   of   United 
States     District    Court    to    Civil    Affairs 
Director  of  Canal  Zone  Government- 
law,  04883 

mineral  industry,  Minerals  yearbook  chapter, 
08078 

personnel  policies,  GAO  study - 
hearings,  07010 
Canal  Zone  Government: 

annual  report,  06590 
Canards: 

effect  of  canard  location  and  size  on  canard- 
wing  interference  and  aerodynamic-center 
shift  related  to  maneuvering  aircraft  at 
transonic  speeds,  10134 

effect  on  aerodynamic  characteristics  of  model 
with  59°  sweptback  wing  at  Mach  0.30, 
10115 

stability    and    control   characteristics   at   Mach 
numbers   from   0.20  to  4.63   of  cruciform 
air-to-air    missile    with    triangular    canard 
controls  and  trapezoidal  wing,  10113 
Cancer: 

BCG  in  therapy,  conference  on  use,  10192 

carcinogenesis  abstracts  (periodical),  03497 

challenge  of  cancer  nursing,  01433 

chemotherapy  reports  (periodical),  03492-4 

materials  for  cancer  nursing  education, 
catalogue,  06295 

materials  for  cytotechnology  education, 
catalogue.  06294 

National  cancer  act,  amend - 
hearings,  06983 


Do  not  order  from  index;  see  indicated  entry 


Page  1-241 


Subject  Index 


Cancer-Con. 

National  Cancer  Program,  annual  report,  06296 
National  Cancer  Program,  improve  - 

law,  08723 
progress  against  cancer  of  colon  and  rectum, 

06297 
progress  against  cancer  of  larynx,  06298 
progress  against  cancer  of  prostate,  06299 
progress   against   leukemias,    lymphomas,   and 

multiple  myeloma,  06300 
treatment  and  survival  patterns  for  black  and 
white  cancer  patients  1955-64,  01389 
Cancer  Institute,  see  National  Cancer  Institute. 
Caney  Bayou: 

flood  plain  information,  09248 
Caney  Creek: 

floods,  Montgomery  County,  Tex.,  09288 
Canker  (disease  of  plants): 

cytospora  canker  of  true  firs,  09602 
Phomopsis  blight  of  junipers,  01043 
Canned  foods: 

canned    fishery    products,    annual    summary, 

03046 
canned  fishery  products,  1973  annual  summa- 
ry, 03044 
excluding  substandard  canned  pineapple  from 

United  States,  GAO  report,  07784 
stocks,  pack,  shipments,  03631 
see  also  Food. 
Cannelton  Locks  and  Dam: 

navigation  conditions  at  Cannelton  Locks  and 
Dam,    Ohio    River,    hydraulic    model    in- 
vestigation, 05674 
Canning  and  preserving: 

canning,  freezing,  and  storage  of  foods,  sub- 
ject bibliography,  01759 
Canoes  and  canoeing: 
Apalachicola-Osceola     and     Ocala     National 
Forests,  12274 
Canopies: 
bidirectional    plant   canopy    reflection    models 
derived  from  radiation  transfer  equation, 
02988 
Canopies  (aircraft): 
canopy  sun  glint  evaluation  and  display  stan- 
dard, 01748 
Cans: 
current  industrial  reports,  03665 
development  of  USES  aptitude  test  battery  for 

production  mechanic,  tin  cans,  01268 
metal  cans,  summary  for  1974,  00155 
Cantu,        Guadalupe,        see        Villegas-Cantu, 

Guadalupe. 
Canvas: 
general  repair  of  tents,  canvas,  and  webbing, 
08600 
Capacitors: 
capacitors,   fixed,   Federal   item    identification 

guide,  11668 
capacitors,    variable.    Federal   item   identifica- 
tion guide,  00749 
film  and  mica  capacitors,  workers  of  Electro 
Motive     Corp.,     Florence,     S.C.,     Tariff 
Commission  report,  10336 
fixed,  Federal  item  identification  guide,  00731 
miscellaneous    capacitors,    resistors,    and    at- 
tenuators,     Federal      item      identification 
guide,  11793 
Capacity  (industrial),  see  Industrial  capacity. 
Cape  Canaveral: 

geomorphology,  shallow  structure,  and  sedi- 
ments of  Florida  inner  continental  shelf, 
Cape  Canaveral  to  Georgia,  00873 


Cape  Flattery,  Wash.: 

boating    safety    guide.    Cape    Flattery,    Neah 
Bay,  10608 
Cape  Hatteras,  N.C.: 

oceanographic    observations,    Nova    Scotia    to 
Cape  Hatteras,  N.C.,  10617 
Cape  Krusenstern  National  Monument: 

proposed,  05925 
Cape  Rosier: 

strip-mine  discharges  on  marine  environment, 
effects,  09366 
Capillarity: 

further  results  on  nonlinear  energy  transfer  in 
gravity-capillary      wave      spectra,      with 
viscous  considerations,  03074 
Capital: 

alternative  futures  for  nonmetropolitan  popula- 
tion,   income,    employment,    and    capital, 
00017 
basic  estimated  capital  investment  and  operat- 
ing costs  for  coal  strip  mines,  01284 
capital  construction  fund,  12697 
capitalization  status  of  Rural  Telephone  Bank, 

00354 
economic  impact  of  capital  outlays  required  to 
attain  water  quality  standards  of  Federal 
water  pollution  control  act,  12014 
formation,  tax  policies  for  stimulating,  02108 
municipal  capital  market,  why  it  needs  help, 

11076 
see  also  Investments. 
Capital  assets: 

capital  expenditures,  fixed  assets,  and  rental 
payments,  00133 
Capital  of  United  States: 

building  stones  of  our  Nation's  Capital,  12373 
downtown  design  and  development,  01388 
Capital  punishment: 

capital  punishment,  1973,  02843 
Capital  punishment,  1974,  02844 
Capitol: 

bust  or  statue  of  Martin  Luther  King,  jr.,  to 
be  placed  in  Capitol - 
report,  10979 
Capitol  in  story  and  pictures,  revised  edition, 
print  as  House  document- 
report,  00634 
sound  and  light  performance  on  east  front  of 
Capitol - 
hearings,  11201 
Capitol  Footwear  Corp.: 

footwear  and  slippers  for  men,  Tariff  Commis- 
sion report,  10329 
Caprolactam: 

catalysts    of    platinum    and    carbon    used    in 
producing     caprolactam,     suspension     of 
duty- 
report,  05013 
platinum  and  carbon  catalysts  used  in  produc- 
tion, duty  suspension - 
report,  00588 
Caps: 

caps    and    plugs,    Federal    item    identification 
guide,  00755 
Capstan: 

capstans,    hoists,    winches,    and    windlasses, 
Federal  item  identification  guide,  02349 
Capsules: 

pharmaceutical  dosage  forms,  capsules/tablets, 
Federal  item  identification  guide,  09141 
Captan: 

substitute   chemical  program,   initial   scientific 
and  minieconomic  review,  03089 
Car  pools,  see  Automobiles. 
Carbides,  see  Hafnium  carbide. 
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Carbon: 

analysis  of  carbon-14  and  tritium  in  reactor 
stack  gas,  07554 

catalysts  used  in  producing  caprolactam,  duty 
suspension  - 
report,  00588,  00588 

desilication  of  minerals  with  sulfur  and  car- 
bon, preliminary  investigation,  10066 

effects  of  carbon  and  hafnium  concentrations 
in  wrought  powder-metallurgy  superalloys 
based  on  NASA  2B-11  alloy,  08173 

organic  components  recovered  from  Jefferson 
City,  Mo.,  raw  and  finishing  water  by  car- 
bon filter  technique,  10266 

possible  impact  of  flurocarbons  and  halocar- 
bons  on  ozone,  02506 

treatment  of  laundromat  wastes  by  coagulation 
with    alum    and    adsorption    through    ac- 
tivated charcoal,  10273 
Carbon  black: 

carbon  black  increases  snowmelt  and  forage 
availability  on  deer  winter  range  in 
Colorado,  02623 

mineral  industry  survey,  quarterly,  03496 

mineral  industry  surveys,  08021 
Carbon  dioxide: 

carbon  dioxide  effects  under  conditions  of 
raised  environmental  pressure,  12704 

effects  of  NO,  C02  and  sampling  flow  rate  on 
arsenite  procedure  for  measurement  of 
NO,  in  ambient  air,  evaluation,  09376 

incident    shock-wave    characteristics    in    air, 
argon,    carbon    dioxide,    and    helium     in 
shock  tube  with  unheated  helium  driver, 
08166 
Carbon  Hills,  Ala.: 

flood-prone  areas,  12393 
Carbon  monoxide: 

fact  sheet,  09078 

reference  method  for  determination  of  carbon 
monoxide  emissions  from  stationary 
sources,  collaborative  study  of  method  10, 
05698 

selecting  sites   for  carbon  monoxide  monitor- 
ing, 12087 
Carbonates: 

control  of  reactive  carbonate  rocks  in 
concrete,  00889 

crystal  structure  transformations  in  inorganic 
nitrites,  nitrates  and  carbonates,  06291 

rapid  analysis  of  silicate,  carbonate,  and 
phosphate  rocks,  07832 

see  also  Magnesium  carbonates. 
Carbonization: 

carbonization    yields,    analyses,    and    physical 
characteristics    of    cokes    from    American 
coals,  00865 
Carbons: 

purification   effect  on   oxidation   resistance  of 
some  mechanical  carbons,  10160 
Carbonyls: 

carbonyl  chloride  disposal  by  Defense  Dept- 
hearings,  11478 

Defense    Dept.    to    sell    stocks    of    carbonyl 
chloride,  authorization - 
report,  01993 
Carcinogenesis,  see  Cancer. 
Carcinogens: 

preliminary  assessment  of  suspected  car- 
cinogens in  drinking  water,  12075 

prevention  and  control  of  occupational  hazards 
caused  by  carcinogenic  substances,  00382 

suspected  carcinogens,  subfile  of  NIOSH  toxic 
substances  list,  08245 
Cardiac  pacemakers,  see  Heart. 


Cardiopathy,  see  Heart  diseases. 

Cards,  see  Catalog  cards. 

Career  guidance,  see  Guidance. 

Careers,  see  Civil  service-Occupations. 

Cargo,  see  Freight-Shipments. 

Cargo  services,  see  Air  carriers. 

Cargo  terminals,  see  Terminals  (transportation). 

Caribbean  area: 

catalog  of  information  on  water  data,  12378 
Caribbean  Development  Bank: 

lending  by  Inter-American  Development  Bank, 
00357 
Caribou  County,  Idaho: 

detection  and  delineation  of  faults  by  surface 
resistivity     measurements,     Conda     mine, 
08091 
Caribou  Creek: 

subarctic    plant    communities    and    associated 
litter   and   soil   profiles   in   Caribou   Creek 
research  watershed,  interior  Alaska,  05607 
Carlin-Pinon  Range: 

geology  of  Carlin-Pinon  Range  area,  Nev.  se- 
ries, 12428 
stratigraphy  of  Paleozoic  rocks  in  Carlin-Pinon 
Range  area,  Nev.,  12428 
Carlson,  Jack  W.: 
nomination  - 
hearings,  07265 
Carolyn  (vessel): 

marine  casualty  report,  01478 
Carpenter,  Ark.: 

water  resources  appraisal  for  hydroelectric 
licensing.  Carpenter  and  Remmel 
Developments,  project  271,  owned  by  Ar- 
kansas Power  and  Light  Co.,  Quachita 
River,  Ark.,  evaluation  report,  09555 
Carpenters'. 

employment  outlook,  09983 
Carpenterworm: 

carpenterworm,     Prionoxystus     robiniae,     an- 
notated bibliography,  12295 
Carpets: 

carpet    and    rugs,    current    industrial    reports, 

00169 
current  industrial  reports,  03680 
temperature    rise    of   flat   conductor  cable   in- 
stalled under  carpet,  06213 
Carpools,  see  Automobiles. 
Carriers: 

chemical   analysis   of   interstate   carrier   water 

supply  system,  09332 
evaluation  of  survival  suits  for  the  use  of  the 

crews  of  the  Great  Lakes  carriers,  01818 
inventory    of    interstate    carrier    water   supply 

systems,  09444 
pooling  arrangement  between  minor  carriers- 
hearings,  1 1508 
public  notices.  Federal  Communications  Com- 
mission, 03836 
radiotelegraph  carriers,  uniform  system  of  ac- 
counts, FCC  rules  and  regulations,  03846 
Regulated  carriers  financial  stability  act- 
hearings,  05460 
wire-telegraph      and      ocean-cable,      uniform 
system  of  accounts,  FCC  rules  and  regula- 
tions, 03846 
see  also  Motor  carriers-Telephone. 
Carroll  County,  Ky.: 

flood   plain   information,   Ohio  River,  Gallatin 

County,  Ky.,  05638 
floods,    Ohio    River,    how    to    avoid    damage, 
05660 
Carrollton,  Ala.: 

flood-prone-areas,  12394 
Cars,  see  Automobiles-Railroad  cars. 
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Carson  National  Forest: 

general  information,  12275 
Carter,  John: 

sell    phosphate    interests    in    certain    lands    of 
Florida  - 
report,  05357 
veto   message,    sale   of  reserve   phosphate   in- 
terests in  Florida  to  John  and  Martha  B. 
Carter,  04966 
Carter,  Martha  B.: 

sell    phosphate    interests    in    certain    lands    of 
Florida  - 
report,  05357 
veto   message,   sale   of   reserve   phosphate   in- 
terests in  Florida  to  John  and  Martha  B. 
Carter,  04966 
Carteret,  N.J.: 

marine  casualty  report,  01480 
Cartography,  see  Maps  and  charts. 
Cartons: 

effectiveness      of     3      types      of      ventilation 
openings      in     full-telescope      corrugated 
citrus  cartons,  08523 
fiberboard    cartons    for    exporting    grapefruit, 
08539 
Cartridges: 
cartridges,  weapon.  Federal  item  identification 

guide,  00770 
tax  information  for  manufactures  of  firearms, 
shells  and  cartridges,  02771 
Cascade: 
cold-air      annular-cascade      investigation      of 
aerodynamic  performance  of  core-engine- 
cooled  turbine  vanes,  12791 
Cascade  Head  Experimental  Forest: 

vertebrate  animals,  checklist,  05849 
Cascade  Head  Scenic-Research  Area: 
establish - 
hearings,  11119 
Cases: 
chests,    cases,    packages,    special    containers, 
shipping  and  storage  containers.   Federal 
item  identification  guide,  11851 
hospital  and  medical  bags,  cases,  covers,  and 
pads,    Federal    item    identification    guide, 
11755 
Cashiers: 
employment  outlook,  09947 
food      stamp      counter-points,      manual      for 
cashiers,  01672,06528 
Casper,  Wyo.: 

aircraft  accident  report,  08313 
Cassettes: 
cassette  books,  catalog,  01262 
cassette,  radiographic  film,  Federal  standard, 
02568 
Cast  iron: 

current  industrial  reports,  03660 
Casters: 

Federal  item  identification  guide,  11742 
Castin-Casas,  Duke  P.  C,  see  Castin,  Dulce.  P.. 
Castin,  Dulce.  P.: 

relief,  08686 
Castings: 
effects  of  composition  and  testing  conditions 
on  oxidation  behavior  of  4  cast  commer- 
cial nickel-base  superalloys,  10164 
iron,  current  industrial  reports,  03660 
nonferrous,    current   industrial    report,    03666, 

08647 
steel,  current  industrial  reports,  03660 
Castro,  Fidel: 
Castro's  hand  in  Puerto  Rican  and  U.S.  ter- 
rorism - 
hearings,  00689 


Casuality  services,  see  Civilian  defense. 
Catalog  cards: 

Library  of  Congress  subject  catalog,  04160 
Library  of  Congress,  books,  subjects,  07995 
Library    of    Congress,    Chineese    cooperative 

catalog,  04159 
Library   of  Congress,   national  union  catalog, 
04158 
Cataloging: 

cataloging  handbook  H  series,  03889-93 
cataloging  manual  M  series,  09133 
Federal     item     name     directory     for     supply 
cataloging,    alphabetic    index    of    names, 
03850 
Federal     item     name     directory     for     supply 
cataloging,    numeric    index   of   item    name 
codes     to      Federal     item     identification 
names,  etc.,  03851 
notes  for  medical  catalogers  (periodical),  06361 
service,  bulletin,  03499 
Catalogs: 

ADP  training  course  catalog,  12516 
AFCRL  infrared  sky  survey,  catalog  of  obser- 
vations at  4,  11,  and  20  microns,  00052 
cancer  materials  for  cytotechnology  education, 

06294 
catalog  of  copyright  entries,  00711-6,  02322-7, 

07327 
catalog    of    Federal    domestic    assistance,    up- 
date, 12686 
catalog  of  information  on  water  data,  digest, 

12456 
catalog  of  information   on   water  data,  water 
resources  region - 
Alaska,  12376 
California,  12377 
Caribbean,  12378 
Colorado,  12387 
Colorado,  lower,  12380 
Great  Basin,  12379 
Mississippi,  lower,  12381 
Mississippi,  upper,  12388 
Missouri  basin,  12382 
Pacific  Northwest,  12383 
Rio  Grande,  12384 
Souris-Red-Rainy,  12385 
Tennessee,  12386 
catalog  of  motion  pictures  and  filmstrips  for 
sale     by     National     Audiovisual     Center, 
03000 
catalogue  of  CPSC  publications,  02321 
Cens-.i  Bureau,  03481 
census     publications,     monthly      supplement, 

03482 
Commerce    Department    publications,    01830, 

01834 
Defense    Civil    Preparedness    Agency    motion 

pictures,  02337 
defense   management   education   and   training, 

00722 
dictionary,  L.C.  subject  heading,  supplement, 

04565 
Environmental      Protection      Agency      library 
system    book    catalog,    holdings,    05699, 
09378 
Federal  domestic  assistance  programs,  03498 
Federal  education  assistance  programs,  09207 
Federal  pesticide  monitoring  activities,  09592 
furnishing  Federal  catalog  data  and  services, 

agreement  with  Iran,  03281 
Government    publications,     monthly    catalog, 

04223 
GSA  supply  catalog,  03983,  12250 
index-catalogue     of    medical    and     veterinary 
zoology,  01638 
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Catalogs-Con. 

LANDSAT,  non-U. S.  standard  catalog,  04112 

LANDSAT,  U.S.  standard  catalog,  04113 

Library  of  Congress  subject  catalog,  04160 

Library  of  Congress,  books,  subjects,  07995 

Library  of  Congress,  Chineese  cooperative 
catalog,  04159 

Library  of  Congress,  films  and  other  materials 
for  projection,  04157 

Library  of  Congress,  national  union  catalog, 
04158 

Library  of  Congress,  national  union  catalog, 
register  of  additional  locations,  07996 

management  information  systems,  catalog  of 
interim  data  elements  and  codes,  10498 

managing  highway  maintenance,  training  guide 
and  catalog,  07663 

materials  for  cancer  nursing  education,  06295 

medical  and  veterinary  zoology,  index- 
catalogue,  08554 

medical  and  veterinary  zoology,  ticks  and 
tickborne  diseases,  hosts,  08553 

Mines  Bureau  films,  08019 

National  Library  of  Medicine,  cumulative  list- 
ing, 04258 

research  projects,  OSW,  02722 

Skylab  earth  resources  data  catalog,  06257 

solar  energy  heating  and  cooling  products, 
00856 

trigonometric  parallaxes  of  faint  stars,  01489 

US  Army  formal  schools  catalog,  10504 

video  tape  catalog,  Walter  Reed  Army  Medical 
Center,  01757 

water  resources  research  catalog,  07869 
Catalysis: 

catalytic    desulfurization    and    denitrogenation, 
07564 
Catalysts: 

catalyst  deactivation  in  hot-gas-recycle 
methanation  reactors,  mathematical 
model,  07503 

catalytic  oxidation  of  trace  levels  of  methane 
in  oxygen  in  tubular  reactor,  10159 

defect  testing  of  5  catalyst  equipped  Ford 
prototype  vehicles,  00898-9 

platinum  and  carbon  catalysts  used  in  produc- 
ing caprolactam,  duty  suspension- 
report,  00588,  05013 

refinery    catalytic    cracker    regenerator    SOx 
control  process  survey,  00932 
Catawba  County,  N.C.: 

soil  survey  report,  031 14 
Catfish: 

catfish  farming,  01658 
Catheters: 

surgical,     drains     and     tubes.     Federal     item 
identification  guide.  00756 
Cathode  ray  tubes: 

landing  approach  evaluation  of  integrated  CRT 
display  for  general  aviation  aircraft,  10117 
Cathodes: 

facilities    operations    and    maintenance,    corro- 
sion and  deposition  control,  cathodic  pro- 
tection, 02710 
Cats: 

bibliography,  12018 

dog  and  cat  food  industry,  guides,  09580 
Catt,  Carrie  Chapman: 

registers  of  papers  in   Manuscript  Division  of 
Library  of  Congress,  07993 
Cattaraugus  Creek  Harbor,  N.Y.: 

design  for  wave  protection,  flood  control,  and 
prevention  of  shoaling,  07535 


Cattle: 

conversion    of    cattle    feedlot    wastes    to    am- 
monia synthesis  gas,  09404 
cooperative  State-Federal  scabies  eradication, 

08591 
eradicating  cattle  brucellosis,  10472 
live  beef  cattle,  commitments  of  traders,  03585 
on  feed,  03500 

sealing  stock  pond  bottoms,  08576 
sold  for  slaughter,  selected  markets,  03500 
southern  range   management,   selected  bibliog- 
raphy, 09623 
temporary  program  for  reduced  rate  beef  cat- 
tle feed- 
hearings,  11045 
USDA-DHIA    sire   summary    list,    spring   1975, 
Ayrshire,     Guernsey,      Holstein,     Jersey, 
Brown  Swiss,  Milking  Shorthorn,  and  Red 
Dane  sires,  00013 
see  also  Tuberculosis  in  animals. 
Cattle  ranges,  see  Range  lands. 
Caucasian  race: 

treatment  and  survival  patterns  for  black  and 
white  cancer  patients  1955-64,  01389 
Cavitation: 

in  liquid  cryogens,   combined  correlations   for 
venturi,    hydrofoil,    ogives,    and    pumps, 
06153 
Cavities: 

measurements    of    farfield    sound    generation 
from  flow-excited  cavity,  08137 
CCC,  see  Commodity  Credit  Corporation. 
CDC  6600,  see  Electronic  computers. 
CDHS    (comprehensive    data    handling    system), 
see      Information      storage      and      retrieval 
systems. 
Ceanothus: 

wedgeleaf  ceanothus  canopy  does   not  affect 
total  herbage  yield,  05837 
Cebreros,  Violetta: 

relief,  10874 
Cedar: 

Phomopsis  blight  of  junipers,  01043 
Ceiling  prices,  see  Prices. 
Celery: 

monthly  celery  plantings  and  acreage  growing, 
03503 
Cells: 

inorganic-organic  separator  for  electrochemical 
cells,  structure  and  function,  12788 
Cells  (electrolytic),  see  Electrolytic  cells. 
Cellulose: 

computer  technique  for  simulating  combustion 

of  cellulose  and  other  fuels,  09688 
wood    and    wood-based    residues     in    animal 
feeds,  05853 
Cement: 

cement  and  structural  clay  products,  census  of 

manufactures,  001 17 
disposal  and  utilization  of  waste  kiln  dust  from 

cement  industry,  12058 
mineral  idustry  survey,  monthly,  03504 
mineral  industry  surveys,  08022 
potential  for  energy  conservation  in  9  selected 

industries,  cement,  00978 
production  of  Portland  cement  concrete  by  use 

of  a  continuous  mixing  process,  07670 
use  of  coral  as  aggregate  for  portland  cement 
concrete  structures,  05622 
Cement  masons,  see  Masons. 
Cemeteries: 

price  of  death,   survey  method  and  consumer 
guide  for  funerals,  cemeteries,  and  grave 
markers,  12256 
See  also  National  cemeteries. 
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Cenozoic  era: 

coal  resources  and  Cenozoic  geology  of  Girard 

coal  field,  Richland  County,  Mont.,  05868 
Census: 
agriculture,  census  date- 
hearings,  11182 
report,  11012 
agriculture,  special  reports,  10530 
census  data  for  community  action,  01776 
census      of      construction      industries,      area 

statistics,  00106 
census  of  governments,  10531 
census  of  population,  subject  reports,  00125 
census  use  study,  08640 
compilation  of  current  data  on  total  population 

between  censuses- 
hearings,  07013 
construction  industries,  industry  series,  00107, 

04802-4 
construction  industries,  special  report,  06591 
current   population   reports,    special   censuses, 

00183-4 
data  user  news,  03726 

governments,  government  finances,  00109-10 
governments,  public  employment,  00108 
high  energy  physicists  and  graduate  students, 

1975  census,  07489 
index  to  selected  1970  census  reports,  01787 
looking  for  evidence  of  age,  citizenship,  rela- 
tionship?, 10577 
manufactures,  area  series,  001 1 1 ,  04805 
manufactures,  industry  series,  00112-9,  06592- 

3,  10532 
manufactures,    special   report   series,   00120-1, 

06594 
manufactures,    subject  series,  00122,  06595-6, 

10533 
mineral  industries,  area  series,  10534 
mineral  industries,  industry  series,  00123-4 
mineral  industries,  subject  series,  10535 
minority-owned    business    enterprises,    special 

report,  00192 
minority-owned    business    enterprises    survey, 

special  report,  00191,  00193 
nineteen  seventy  census  and  you,  general  in- 
troduction to  census  data,  subjects,  areas, 

reports,  tapes,  microfilm,  01789 
population  census  records,  use  and  transfer  to 

National  Archives- 
hearings,  11181 
population,  current  population  reports,  special 

censuses,  06629 
population,  special  censuses,  summary,  06629 
population,     supplementary     report,     06597-9, 

10537-8 
retail  trade,  area  statistics,  00126-8,  06600-1, 

8613-22,  10539-40 
retail   trade,   major  retail   centers   in   standard 

metropolitan    statistical    areas,    00129-31, 

01777-9,  06602-10,  10541 
retail  trade,  merchandise  line  sale,  U.S.  sum- 
mary, 00132 
retail  trade,  subject  series,  00133,  06611 
selected  industries,  subject  series,  10542-4 
selected    service    industries,    area    statistics, 

04806 
selected     socio-economic      characteristics     of 

ethnic    minorities    based    on    1970    census 

HEW  regional  data,  study,  09846 
service     industries,     area     statistics,     00134-5, 

01780,  06612-3,  08623-7 
service  industries,  subject  series,  06614-7 
special  census  of  Eau  Claire  County  and  that 

part    of    Eau    Claire    City    in    Chippewa 

County,  Wis.,  00184 


special  censuses,  summary,  00183 

standards   for  discussion   and   presentation   of 

errors  in  data,  08665 
transportation - 

truck  inventory  and  use  survey,  08628 
transportation,  commodity  transportation  sur- 
vey, commodity  series,  00136 
users  bulletin,  03505 
wholesale     trade,     area     statistics,     00137-41, 

06618,  08629-39,  10545 
wholesale  trade,  commodity  line  sales,  06619 
wholesale  trade,  subject  series,  00142,  06620, 

10546 
Census  Bureau: 

annual  survey  of  manufactures,  00104-5,  01775 
catalog,  03481 

census  of  Agriculture,  special  reports,  10530 
census      of      construction      industries,      area 

statistics,  00106 
census  of  construction  industries,  industry  se- 
ries, 00107,  04802-4 
census  of  construction  industries,  special  re- 
port, 06591 
census  of  governments,  10531 
census  of  governments,  government  finances, 

00109-10 
census   of   governments,    public    employment, 

00108 
census   of   manufactures,    area   series,   00111, 

04805 
census     of     manufactures,     industry     series, 

00112-9,  06592-3,  10532 
census  of  manufactures,  special  report  series, 

00120-1,  06594 
census  of  manufactures,  subject  series,  00122, 

06595-6,  10533 
census  of  mineral  industries,  area  series,  10534 
census  of  mineral  industries,  industry   series, 

00123-4 
census   of   mineral   industries,    subject   series, 

10535 
census  of  population,  10537 
census  of  population  subject  reports,  00125 
census   of   population,    supplementary   report, 

06597-9,  10538 
census  of  retail  trade,  area  statistics,  00126-8, 

06600-1,  10539-40 
census  of  retail  trade,  major  retail  centers  in 

standard     metropolitan     statistical    areas, 

00129-31,  01777-9,  06602-10,  10541 
census  of  retail  trade,  merchandise  line  sales, 

00132 
census  of  retail   trade,   subject  series,  00133, 

06611 
census    of    selected    service    industries,    area 

statistics,  00134-5,  01780,  04806,  06612-3 
census  of  selected  service  industries,  subject 

series,  06614-7,  10542-4 
census  of  transportation,  commodity  transpor- 
tation survey,  commodity  series,  00136 
census    of    wholesale    trade,    area    statistics, 

00137-41,  06618,  10545 
census    of    wholesale    trade,    commodity    line 

sales,  06619 
census    of    wholesale    trade,    subject    series, 

00142,  06620,  10546 
computerized  geographic  coding  series  GE  60, 

00143 
construction  reports,  00145,  10547 
county  business  patterns,  CBP  series,  00146-9, 

01782-5,  10548-50 
current  business  reports,  04807 
current  housing  reports,  00151 
current  industrial  reports,  00152-72,  10551-9 
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current      population      reports,      Federal-State 
cooperative   program    for   population   esti- 
mates, 00180-2,  04826-32,  10570-2 
current  population  reports,  population  charac- 
teristics, 00173-5,  06621,  10560 
current    population    reports,    population    esti- 
mates   and    projections,    00177-9,    00185, 
01786,  04811-25,  06624-8,  08653, 
10562-9- 

stenographers,  secretaries,  typists,  08663 
current   population    reports,    special   censuses, 

00183-4,  06629,  10573 
current    population    reports,    special    studies, 

00176,  06622-3,  10561 
data  user  news,  03726 
GE  30  series,  00186 
government    employment    GE    series,    00187, 

94833-34 
government  finances,  GF  series,  04835,  10575- 

76 
index  to  selected  1970  census  reports,  01787 
methodological    research,    1974,    annotated   list 

of  papers  and  reports,  10529 
press  releases,  04375 
publications,     catalog,     monthly     supplement, 

03482 
schedule  B,  04490 

survey     of     minority-owned     business     enter- 
prises, special  report,  00191-3 
technical  paper,  01790,  08665-6 
United  States  maps  GE  series,  10581 
urban      atlas,      tract      data      for      standard 
metropolitan     statistical     areas,     06631-4, 
08667 
Center    for    Building   Technology,    see    Building 

Technology  Center. 
Center  for  Disease  Control. 
CDC  veterinary  public  health  notes,  03502 
congenital  malformation  reports,  surveillance, 

03590 
national  nosocomial  infections  study,  surveil- 
lance, 04260 
public  advisory  committees  authority  structure 

functions  roster,  04051 
review  of  selected  communicable  disease  con- 
trol efforts,  GAO  report,  09779 
Center  for  Health  Education  and  Promotion: 
establish - 
report,  00612 
Central  African  Republic: 
background  notes,  13109 

economic    trends    and    their    implications    for 
United  States.  09920,  09926 
Central  Intelligence  Agency: 

alleged  involvement  in  Watergate  and  Ellsberg 
matters - 
hearings,  1 1061 
Director,  nomination  of  George  Bush- 
hearings,  1 1486 
domestic  activities  reprogramings,  oversight- 
hearings,  08847 
William  E.  Colby's  report,  make  available  to 
House - 
hearings.  08858 
Central  Lahontan  Basin: 

water    and    related    land  "  resources,    Calvada 
Subbasin,  Nev.,  Calif..  08582 
Central  Neuropsychiatry:  Research  Laboratory: 

research  report,  13236 
Central  of  Georgia  Railway  Company: 

railroad    accident    investigation    summary    re- 
port, 01541 
Central  Oklahoma  Navigation  Project: 
water  resources  study,  10275 


Central  Regional  Laboratory: 
general  information,  11999 
Central  States: 

directory  of  environmental  life  scientists,  Ohio 

River  valley  region,  00881 
environment  Midwest,  03780 
fire-weather  stations,  01056 
job    patterns    for    minorities    and    women    in 

private  industry,  09498 
north  central  regional  report,  02860 
restructuring  railroads  in   Northeast  and   Mid- 
west pursuant  to  Regional  rail  reorganiza- 
tion act,  03367 
union    contract    expirations    in    North    Central 
Region  5,  02860,  06021 
Central  Valley  project: 

Federal   reclamation   policy,   Westlands   Water 
District,  will  family  farm  survive  in  Amer- 
ica- 
hearings,  07320 
San  Luis  Unit  technical  record  of  design  and 
construction,    history,   general   description 
and  geology,  06464 
Centre,  Ala.: 

flood-prone  areas,  12395 
Centrifugal  filters,  see  Filters  and  filtration. 
Centrifugal  separators,  see  Separators. 
Cepheids,  see  Stars. 
Ceramic  engineers: 

employment  outlook,  12644 
Ceramics: 

critical    surveys    of    data    sources,    ceramics, 

08204 
experimental  ceramic  automobile  thermal  reac- 
tors, design  and  evaluation,  10165 
holgraphic  nondestructive  tests  performed  on 
composite     samples     of     ceramic-epoxy- 
fiberglass  sandwich  structure,  12846 
metal-graphite    and    metal-ceramic    composites 
for  use  as  high-energy  brake  lining  materi- 
als, 10178 
potential  use  of  ceramic  coating  as  thermal  in- 
sulation    on     cooled     turbine     hardware, 
12808 
see  also  Porcelain. 
CERC,      see      Coastal      Engineering      Research 

Center. 
Cereal,  see  Grain. 

Cerebral  vascular  disease,  see  Blood  vessels. 
Cerebrovascular  system: 

cerebrovascular    bibliography,    including    neu- 
rological, vascular,  hematological  aspects, 
03506 
Cerium: 

reduction  of  tetravalent  cerium  and  its  applica- 
tion      to       stripping       from       tri-n-butyl 
phosphate,  10077 
CERL,   see   Construction    Engineering   Research 

Laboratory. 
Certificates: 

Department  of   Labor's  practice   of  obtaining 
labor  union  comments  in  making  certifica- 
tions required  by  Consolidated  farm  and 
rural  development  act,  GAO  report,  12344 
looking  for  evidence  of  age.  citizenship,  rela- 
tionship?. 10577 
Small    Business    Administration    certificate    of 
competency  program - 
report,  01964 
Certificates  of  deposits: 

maturity  distribution  of  outstanding  negotiable 
time  certificates  of  deposit,  monthly 
release.  04198 
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Certification: 

testing  and  certification  for  export  products  in 
industrializing  countries,  12878 
Certification  of  air  carriers,  see  Air  carriers. 
Cesium: 

mineral  facts  and  problems,  chapter  preprint, 

02892 
mineral  industry  surveys,  08023-4 
thermionic   performance   of  cesium   diminiode 
with   relatively   impure    110-tungsten   elec- 
trodes, 10103 
CETA  (Comprehensive  employment  and  training 

act),  see  Employment. 
Cetacea: 

main   morphological  distinctions   of  brain  and 
cranial    nerves    of    dolphins    and    other 
cetaceans,  USSR  study,  07922 
Ceylon,  see  Sri  Lanka. 
Chad: 
background  notes,  01580 

economic    trends    and    their    implications    for 
United  States,  07878 
Chain  saws,  see  saws. 
Chains: 
cable  and  chain  fittings,  Federal  item  identifi- 
cation guide,  1 1706 
chain  and  wire  rope,  Federal  item  identifica- 
tion guide,  07344 
rope,   cable   and   chain    fittings.    Federal   item 

identification  guide,  00750 
See  also  Hoists. 
Chambers  Creek: 

flood  hazard  information  report,  11983 
Chambers,  Valerie  A.,  see  Phillips,  Valerie  A.. 
Champlain,  Lake 
dye-dispersion  study  on  Lake  Champain  near 
Crown  Point,  N.Y.,  05878 
CHAMPUS  (civilian  health  and  medical  program 
of     uniformed     services),     see     Health     in- 
surance. 
Chan,  Lawrence  C.  B.: 

relief,  11333 
Channels: 

amplified    specifications    for    final    design    of 

U.S.  channel  for  U-25,  07482 
channel    capacity    of    Feather    River    between 
Oroville  and  Honcot  Creek,  Butte  County, 
Calif.,  09791 
channel      capacity      of      Mokelumne      River, 
downstream    from    Camanche    Dam,    San 
Joaquin  and  Sacramento  Counties,  Calif., 
09792 
channel  simulation  for  direct-detection  optical 

communication  systems,  10147 
design  of  roadside  drainage  channels,  12154 
Grays    Harbor    estuary,    Wash.,    maintenance 
studies     of     35-ft-deep     MSL     navigation 
channel,  hydraulic  model  02444 
model    study    of    supercritical    flow    channel 
transition     for    Nichols    Creek,    Kenedy, 
Tex.,  08520 
Chaparral: 

chaparral    conversion     potential     in     Arizona, 

01076-7 
deer  use  changes  after  root  plowing  in  Arizona 
chaparral,  09712 
Chaplains: 

brief  history  of  United  States  Army  Chaplains 

Corps,  04784 
House,    prayers    by    Edward    Gardiner   Latch, 

92d  and  93d  Congresses,  00309 
military  chaplains'  review,  04209 
Charitable  contributions,  see  Charities. 


Charitable  institutions: 

Government  and  charitable  cargo  in  domestic 
offshore   commerce,   economic   regulation 
by  FMC- 
report,  05050 
Charities: 

charitable  solicitations  disclosure - 

hearings,  00483 
children's  charities- 
hearings,  00690 
income  tax  deduction  for  contributions,  02744 
Charles  M.  Russell  National  Wildlife  Range: 

wilderness  study  summary,  12504 
Charles  Town,  W.  Va.: 

motor    carrier    accident    investigation    report, 
01326 
Charleston  Harbor: 

water  quality,  and  effects  thereon  of  proposed 
Cooper  River  rediversion,  09466 
Charter  flights,  see  Air  carriers. 
Charters: 

air   charter   services,    agreement    with    United 
Kingdom   of   Great  Britain  and  Northern 
Ireland,  03143 
Charts: 

Allegheny  and  Monongahela  Rivers  navigation 

charts,  02427 
handbook  of  agricultural  charts,  00020 
historical  chart  book,  02563 
Missouri  River  navigation  charts,  Kansas  City, 

Mo.,  to  mouth,  02434 
Missouri  River  navigation  charts,  Sioux  City, 

Iowa,  to  Kansas  City,  Mo.,  02435 
Ohio  River  navigation  charts,  Pittsburgh,  Pa., 

to  New  Martinsville,  W.Va.,  02437 
test    strips    and    color    charts,    Federal    item 

identification  guide,  07356 
see  also  Organization  charts. 
Chattahoochee  River  National  Recreation  Area: 
establish - 
hearings,  05498 
Chattanooga  shale,  see  Shale. 
Chattanooga,  Tenn.: 

area  wage  survey,  12664 
Chattooga  River  and  Valley: 

national     wild     and     scenic     rivers     system, 
designate - 
report,  08763 
Chautauqua  Institution: 

Chautauqua   movement,    10c.    commemorative 
stamp  (poster),  06493 
Check  lists,  see  Checklists. 
Checklists: 

business  service,  03485 
State  publications,  monthly,  04224 
tax  calendar  and  check  list  for  1976,  02766 
Checks: 

check  forgery  insurance  fund,  extend- 

hearings,  08764 
extend  availablity  of  check  forgery  insurance 
fund      with       respect      to      fraudulently 
negotiated  checks - 
law,  04887 
government   can    save   more    under   composite 

check  program,  GAO  report,  01088 
impact    of    NOW    accounts    in    Massachusetts 
and  New  Hampshire - 
hearings,  07207 
your  social  security  check  while  you're  outside 
United  States,  13081-4 
Cheese: 

making  cottage  cheese  at  home,  10393 
Chelan  County,  Wash.: 

flood  profiles  and  inundated  areas  along  White 
River,  09835 
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Chelan  County,  Wash-Con. 

soil  survey  report,  06473 
Chemical  analysis: 

analytical  techniques  and  instrumentation, 
compilation,  06191 

cadmium,  chromium  and  cyanide  analytical 
methods  in  water.  10270 

California  lakes,  09810 

chemical  analysis  of  interstate  carrier  water 
supply  system,  09332 

chemical  characterization  of  automotive  ex- 
haust particulate  matter  in  atmosphere, 
09333 

methods  suitable  for  analysis  and  preservation 
of  nitrogen  forms  in  estuarine  environ- 
ment, 10264 

methods  suitable  for  analysis  and  preservation 
of  phosphorus  forms  in  estuarine  environ- 
ment, 10265 

microwave  spectra  of  some  sulfur  and  nitrogen 
compounds,  10130 
Chemical  elements: 

concentration  of  minor  elements  in  California 
streams,  09789 

total  salt,   specific   ion,  and  fertilizer  element 

concentrations   and   balances   in   irrigation 

and  drainage  waters  of  Twin  Falls  tract  in 

southern  Idaho,  08525 

Chemical  industries,  see  Chemicals. 

Chemical        precipitation,        see        Precipitation 

(chemistry). 
Chemical  reactions: 

biochemical  responses  to  28-day  interval 
between  exposures  to  air  at  6.7  ATA, 
06075 

effects  of  organic  solutes  on  chemical  reac- 
tions of  aluminum.  07849 

high-temperature  chemical  kinetic  study  of  H2- 
CO-C02-NO  reaction  system,  06235 

selected  specific  rates  of  reactions  of 
transients  from  water  in  aqueous  solution, 
06290 

study    of    reaction    of    atomic    oxygen    with 
aerosols,  12766 
Chemical  reactors,  see  Reactors  (chemical). 
Chemical  reduction,  see  Reduction  (chemical). 
Chemical  warfare: 

Geneva  protocol  of  1925,  prohibiting- 
report,  05025 
Chemicals: 

activities  of  Federal  agencies  concerning 
selected  high  volume  chemicals,  09324 

adverse  and  toxic  effects,  toxicity  bibliog- 
raphy, 04588 

agricultural  chemicals,  census  of  manufac- 
tures, 00116 

basic  fertilizer  chemicals,  segment  of  fertilizer 
manufacturing  point  source  category,  ef- 
fluent limitations  guidelines,  12007 

chemical  additives  for  improvement  of  oil  spill 
control,  00237 

chemical  coating  for  airfield  runway  marking, 
development,  10307 

chemical  compounds  authorized  for  use  under 
USDA  meat,  poultry,  rabbit,  and  egg 
products  inspection  programs,  list,  01714 

chemical  compounds,  photographic  and  copy 
processing.  Federal  item  identification 
guide,  02366 

chemical  hazards  response  information  system 
for  multimodal  accidents,  CHRISMA, 
reevaluation  of  CHRIS  for  all  modes  of 
transportation,  00238 

chemical  products,  Federal  item  identification 
guide,  11758 


CHRIS  hazardous  chemical  data.  10609 

deicing  chemicals,  manual,  07582-3 

energy  consumption,  chemical  industry,  09395 

environmental  aspects  of  chemical  use  in  well- 
drilling  operations,  conference 
proceedings,  00908 

Federal  item  identification  guide,  09147 

industrial  organic  chemicals,  census  of  manu- 
factures, 00115 

inorganic,  current  industrial  reports,  03656, 
08644 

investigation  of  21  chemicals  with  respect  to 
explosion-proof  electrical  equipment, 
01821 

miscellaneous  chemical  specialties.  Federal 
item  identification  guide,  11756 

modeling  dynamics  of  biological  and  chemical 
components  of  aquatic  ecosystems,  05693 

occupational  employment,  industrial  chemicals 
industry,  01254 

phosphorus  derived  chemicals  segment  of 
phosphate  manufacturing  point  source 
category,  effluent  limitations  guidelines, 
05690 

physio-chemical  study  of  smoke  emission  by 
aircraft  interior  materials,  10314 

registry  of  toxic  effects  of  chemical  sub- 
stances, 08243 

subfile  of  NIOSH  toxic  substances  list,  08245 

substitute  chemical  program,  initial  scientific 
and  minieconomic  review,  03086-90 

survey  of  personnel  protective  clothing  and 
respiratory  apparata  for  use  by  Coast 
Guard  personnel  in  response  to  discharges 
of  hazardous  chemicals,  00246 

Toxic  substances  control  act- 
hearings,  06988 

see   also    Inorganic    compounds-Organic    com- 
pounds. 
Chemiluminescence,  see  Luminescence. 
Chemistry: 

analytical  and  applied  chemistry,  compilation, 
06195 

chemical  and  biological  conditions  in  Bald 
Eagle  Creek,  09786 

chemistry  of  aluminum  in  natural  water,  07849 

computer  programs  for  structural  chemistry, 
MATCH  1  and  MATCH  2,  FORTRAN 
programs  to  predict  and  evaluate  mutual 
orientation  of  polycrystals,  08213 

crystallochemical  features  of  some  ferrites, 
USSR  study,  07904 

journal  of  research.  National  Bureau  of  Stan- 
dards, 04104,  08199 

plant  protection  through  chemistry,  USSR 
study,  07910 

reacting  viscous-shock-layer  solutions  with 
multicomponent  diffusion  and  mass  injec- 
tion. 10181 

USSR  and  East  Europe  scientific  abstracts, 
04650 

weekly  Government  abstracts,  04695 
Chemists: 

employment  outlook,  12646 

incompleat  chymist,  essay  on  18th  century 
chemist  in  his  laboratory,  03112 

register  of  hydrogen  technology  experts,  01336 
Chemotherapy: 

cancer     chemotherapy     reports     (periodical), 
03492-4 
Chena  River  and  Valley: 

nineteen  seventy-four  ice  breakup  on  Chena 
River,  07524 
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Cherokee  National  Forest: 

N.C.,  Term.,  Appalachian  Trail,  general  infor- 
mation, 09600 
Cherokee,  la.: 

flood-prone  areas,  12396 
Cherries: 

report,  03335 
Chesapeake  and  Ohio  Canal  National  Historical 
Park: 
dedicate  to  Justice  William  O.  Douglas- 
report,  11419 
Chesapeake  Bay: 

drainage  basins,  economic  base  study,  09482 
tropical    storm    Agnes,   June    1972,    basins   of 
Susquehanna    and    Potomac    Rivers    and 
Maryland  portions  of  Chesapeake  Bay  and 
Atlantic  Coast,  05663,  09301 
Chesapeake  Bay  Bridge  and  Tunnel: 
collision    of    tug~ Carolyn    and    Weeks    barge, 
01478 
Chester  Creek: 
special       flood       hazard       report,       Greater 
Anchorage  area,  09299 
Chesterfield  County,  Va.: 

floods  on  Swift  Creek,  09285 
Chests: 
chests,    cases,    packages,    special    containers, 
shipping  and   storage  containers,   Federal 
item  identification  guide,  11851 
Chetco  River  and  Valley: 

marine  casualty  report,  01483 
Cheverly,  Md.: 

railroad    accident    investigation    summary    re- 
port, 10280 
Chicago  Kansas  City  Freight  Lines,  Inc.: 

motor    carrier    accident    investigation    report, 
06136 
Chicago  Transit  Authority: 
railroad    accident    investigation    summary    re- 
port, 08358 
Chicago,  111.: 
area  wage  survey,  01238 
criminal  victimization  surveys,  02841 
decision  to  close  Milwaukee,  Wis.,  branch  of- 
fice and  merge,  GAO  report,  12356 
flood  and  pollution  control  with  deep  tunnel 

plan,  09427 
fresh     fruit     and     vegetable      prices,     1973, 

wholesale,  00045 
lake  front,  bathing  water  quality  and  health, 

10244 
large  commercial  banks,  weekly  condition  re- 
port, 04686 
marketing  losses  of  selected  fruits  and  vegeta- 
bles, 01662 
municipal  government  wage  surveys,  06007 
O'Hare    Airport,    enroute    radar    beacon    test 

site,  10313 
railroad    accident    investigation    summery    re- 
port, 08358 
Chicago,  Milwaukee,  St.  Paul,  and  Pacific 
Railroad  Company: 
railroad    accident    investigation    summary    re- 
port, 01533 
Chicago,  Rock  Island  and  Pacific  Railroad  Co.: 
railroad    employee    accident    investigation    re- 
port, 10282 
Chickamauga  Reservoir: 
Sequoyah   Nuclear  Plant,   fish   monitoring   in- 
vestigations, 01602-3 
Chickens: 

national  poultry  improvement  plan,  national 
plan  hatcheries,  national  plan  dealers,  and 
independent  flocks,  egg-type  and  meat- 
type  chickens,  etc.,  participants,  08532 


production,  etc.,  monthly  report,  03763 
Child  abuse,  see  Children. 
Child  care,  see  Children-Day  care  of  children. 
Child  health,  see  Children. 
Child  labor: 

agricultural   child    labor   provisions   of   FLSA, 
1974- 
hearings,  05526 
agricultural   child   labor   provisions   of   FLSA, 
1975- 
hearings,  05527 
Fair   labor    standards    act,    limited    waiver   of 
child  labor  provisions  - 
hearings,  06943 
regulations,  child  labor  violations  civil  money 
penalties,  03376 
Child  placing: 

children  with  special  needs  for  foster  care- 
hearings,  07287 
Child  study,  see  Children. 
Childbearing,  see  Pregnancy. 
Children: 

assessment  of  reading  activities  funded  under 
Federal  program  of  aid  for  educationally 
deprived  children,  GAO  report,  07797 
assistance  for  children  and  mothers,  agreement 
with  United  Nations  Children's  Fund, 
03251,  03279 
child  abuse  prevention - 

hearings,  02038 
child  adoption  subsidy - 

hearings,  08892 
Child  and  family  services  act- 
hearings,  11594 
child  care  and  disabled  dependent  care,  tax  in- 
formation, 02730 
child   care  arrangements  of  AFDC   recipients 

under  work  incentive  program,  03510 
child  care  deductions  for  income  tax,  02128 
child    care    staffing    requirements,    proposals, 

00665 
child    health    assessment,    literature    review, 

05900 
Child  nutrition  act,  amend - 
report,  00619,  06830,  07110 
veto  message,  00378 
child  nutrition  programs,  00642 
child  nutrition  programs,  continue  financing- 
law,  08709 
child  nutrition  programs,  type  A  topics,  04625 
child      support      payments      control,      Mas- 
sachusetts,  Washington,   how   they  do  it, 
illustrations   of  practice  in  administration 
of  AFDC,  10517 
children  and  State  mental  hospitals,  01425 
Children  and  youth  camp  safety  act- 
report,  02217 
children  in  custody,  report  on  juvenile  deten- 
tion   and    correctional    facility    census   of 
1971,  12613 
children  of  working  mothers,  07988 
children  today  (periodical),  03511 
children's  charities - 

hearings,  00690 
children's  sleepwear,  segregation  of  complying 
and  noncomplying  items  by  retailers,  con- 
sumer deputy  program,  11624 
clinical   programs    for   mentally   retarded  chil- 
dren, list,  10629 
conflicting    needs    and    models    in    respect   to 
delivery  of  mental  health  services  for  chil- 
dren, 01422 
diagnostic    process    and    treatment    programs, 
child  abuse  and  neglect,  10582 
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education  for  all  handicapped  children- 
hearings,  02309 
law,  01877 
report,  00567,  06849,07113 

family  background,  early  development,  and  in- 
telligence of  children  6-11  years,  08220 

handicapped  children  in  Head  Start  programs, 
00197 

Head  Start  newsletter,  03990 

Head  Start  project,  extend - 
hearings,  05529 

Headstart  program,  continue  - 
report,  05390 

Indochina  refugee  children  assistance  act- 
report,  02204,  06877,  10991 

national  conference  on  child  abuse,  summary 
report,  12940 

national  health  insurance,   shortchanging  chil- 
dren- 
hearings,  02074 

nutrition  and  special  groups  - 
hearings,  02313 

nutritional   intervention   through    supplemental 
feeding  to   save  the  children,  print  addi- 
tional copies - 
report,  11346 

pocket  guide  to  babysitting,  00199 

pocket  guide  to  babysitting,  Spanish  edition, 
00198 

prevention  of  iron-deficiency  anemia  in  infants 
and  children  of  preschool  age,  10630 

problem  is  growing,  what  are  we  waiting  for? 
report  of  conference  on  early  intervention 
with  high-risk  infants  and  children,  03095 

Project  Head  Start,  achievements  and 
problems,  GAO  report,  09731 

research  relating  to  children,  10583 

retarded  children  can  be  helped  stamp 
(poster),  06497 

school    fare     subsidy    for    transportation    of 
school  children  in  D.C.,  amend  act- 
hearings,  11089 

services  for  crippled  children,  10631 

skeletal  maturity  of  children  6-11  years,  01397 

special  summer  food  service  program  for  chil- 
dren, 06531 

study  of  child  variance,  07452 

unfair  and  deceptive  television  advertising 
aimed  at  children  (remarks),  02582 

using  title  20  to  serve  children  and  youth, 
00200 

water  in  kids  coloring  book,  04850 

we  want  you  to  know  about  preventing  child- 
hood poisonings,  05569 

WIC  women  infant  and  children  feeding  pro- 
gram, to  save  the  children,  nutritional  in- 
tervention  through   supplemental  feeding, 
print  additional  copies  - 
report,  1 1346 

see  also  Adoption-Child  labor. 
Chile: 

agricultural  commodities,  agreement,  03278 

consolidation  and  rescheduling  of  certain 
debts,  agreement,  03202 

covert  action,  1963-73,  staff  report,  07258 

economic  trends  and  their  implications  for 
United  States,  09921,  12555 

geology  of  salars  in  northern  Chile,  09805 

human  rights - 
hearings,  1 1 126 

mineral  industry,  Minerals  yearbook  chapter, 
02901 

refugee  and  humanitarian  problems- 
hearings,  11593 


United  States  and  Chile  during  Allende  years, 
1970-73- 
hearings,  05180 
Chilocco  Indian  School: 

Indian  School  journal  (periodical),  04062 
Chin,  Hae  Suk: 
relief,  10863 
Chin,  Suk: 

relief,  10863 
China: 

allocation  of  resources - 

hearings,  00266 
China  health  studies,  05947 
doing    business     with     People's     Republic    of 

China,  00817 
economic  analysis  of  cooperative  medical  ser- 
vices in  People's  Republic  of  China,  05947 
health  care,  1973,  developments- 
hearings,  11597 
one  step  further  toward  normalization,  00366 
People's  Republc,  Minerals  yearbook  chapter, 

02910 
People's  Republic  - 
background  notes,  03119 
mineral  industry,  08074 

new    industrial    power   with    strong   mineral 
base,  08061 
People's    Republic    of    China    scientific    ab- 
stracts, 04348 
People's  Republic,  translations,  04604 
People's  Republic,  world  trade  outlook,  02407 
Peoples's  Republic,  authority  to  order  use  of 

nuclear  weapons,  11124 
President's  trip,    resolution   relating  to  Amer- 
ican MIA's  and  POW's- 
report,  11390 
quarter    century    after    founding    of    People's 

Republic,  05481 
Republic - 

atomic   energy,    cooperation    for   civil   uses, 

agreement,  03145 
background  notes,  01581 
gazetteer,  official  standard  names,  02667 
scientific  cooperation,  agreement,  03266 
economic   trends  and  their  implications  for 
United  States,  01169 
United  States  and  China,  report  by  7th  con- 
gressional delegation,  00674 
world  trade  outlook,  09189 
Chinese  literature: 

Library      of      Congress      catalogs,      Chinese 
cooperative  catalog,  04159 
Chinese: 

cooly  trade  laws,  repeal- 
report,  08968 
Chippewa  County,  Wis.:  v 

special  census  of  that  part  of  Eau  Clah^City 
in  Chippewa  County,  00184 
Chippewa  Indians: 

White    Earth    Reservation,    Minnesota    Tribe, 
lands,  hold  in  trust - 
hearings,  11576 
Chiropodists: 

podiatrists,  employment  outlook,  10014 
Chiropractors: 

employment  outlook,  10010 
Chisholm  Trail: 

segment    of    national    scenic    trails    system, 
designate - 
proposal,  01942 
Chlorides: 

carbonyl  chloride  disposal  by  Defense  Dept.- 
hearings,  11478 
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Defense    Dept.    to    sell    stocks    of    carbonyl 
chloride,  authorization  - 
report,  01993 
Chlorination: 
formation  of  halogenated  organics  by  chlorina- 
tion of  water  supplies,  09370 
tissue  enzyme  assay  for  chlorinated  hydrocar- 
bon insecticides,  09399 
Chlorine: 
bench-scale  high-rate  disinfection  of  combined 
sewer     overflows      with      chlorine      and 
chlorine  dioxide,  05722 
purification  effect  on  oxidation  resistance  of 

some  mechanical  carbons,  10160 
reuse  of  battery  wash  water  and  pulp  press 
water     after     treatment     with     chlorine, 
evaluation,  sugar  beet  factory  wastes,  in- 
dustrial waste  survey  report,  06456 
sanitation   chlorine   supply   problems  in  U.S., 

10262 
testing  of  molecular  sieve  used  to  control  mer- 
cury   emission    from    chlor-alkali    plant, 
05715 
Chlorine  dioxide: 
bench-scale  high-rate  disinfection  of  combined 
sewer      overflows      with      chlorine      and 
chlorine  dioxide,  05722 
Chlorofluorocarbons: 
halocarbons  and  ozone  depletion  in  upper  at- 
mosphere- 
hearings,  02100 
Cho,  Hee  Kyung: 

relief,  10864 
Cho,  Mee  Kyung: 

relief,  10864 
Choctaw  Bayou: 
flood    plain     information,     Shreveport,     La., 

Logan  Bayou,  09252 
floods,  Logan  Bayou,  Shreveport,  La.,  09279 
Chopping  machines: 

choppers,  fact  sheet,  09106 
CHRIS  (chemical  hazards  response  information 

system),  see  Chemicals. 
Christmas: 
commemorative  postage  stamp,  1974  (poster), 

13223 
decorations,  fact  sheet,  09099 
Christmas  trees: 
Christmas   tree   harvesting  and   marketing  for 
Pacific  Northwest  growers,  12303 
Chromates: 
crystal  structure  transformations   in  inorganic 
sulfates,    phosphates,    perchlorates,    and 
chromates,  12868 
Chromatography: 
determination  of  volatile  organic  compounds  at 
mu  g/1  level  in  water  by  gas  chromatog- 
raphy, 07555 
identification  of  soil  organics  using  gas  chro- 
matographic/mass    spectrometric    method, 
05611 
rapid  procedure  for  detectionof  aflatoxins  in 
field-collected    cottonseeds    by    thin-layer 
chromatography,  08536 
single   dimension,   multiple   development  thin- 
layer  chromatography  of  sugars  for  den- 
sitometric  quantification,  01049 
specific  ion  mass  spectrometric  detection  for 
gas    chromatographic    pesticide    analysis, 
09400 
Chromic  oxide: 
COREST,    FORTRAN    computer   program    to 
analyze  paralinear  oxidation  behavior  and 


its  application  to  chromic  oxide  forming 
alloys,  12835 
Chromium: 

analytical  methods  in  water,  10270 
mineral  industry  survey,  monthly,  03512 
mineral  industry  surveys,  08025 
relation  of  structure  to  mechanical  properties 
of    thin     thoria    dispersion     strengthened 
nickel-chromium,    TD-NiCr,    alloy    sheet, 
12827 
Rhodesian  chrome,  halt  importation- 
hearings,  11066 
Chronic  diseases,  see  Diseases. 
Chrysler  Corporation: 

engine  performance  test  of  1975  Chrysler-Nis- 
san model  CN633  diesel  engine,  08475 
Chugach  National  Forest: 

additions,  proposed,  09878 
Chung,  Haw  Soon: 

relief,  10869 
Chung,  Sank  K.: 

relief,  10869 
Churches: 

U.S.  trade  embargo  of  Vietnam,  church  views, 
11135 
Cigarette  beetle: 

cigarette  beetle   larvae  responses  to  tempera- 
ture and  humidity,  08540 
toxicity  of  phosphine  at  various  concentrations 
and     temperatures     to     cigarette     beetle, 
08538 
Cigarettes: 

tar  and  nicotine  content  of  smoke  of  130  varie- 
ties of  cigarettes,  report,  09585 
Cimarron  Terrace,  Okla.: 

salt  water  detection,  09361 
Cincinnati,  Ohio: 

area  wage  survey,  02851 

status   of   urban    corridor   demonstration   pro- 
gram, 08479 
Cinnabar: 

recovery   of  mercury   from  cinnabar  ores  by 
electrooxidation,  01320 
Circuit  breakers,  see  Electric  circuit  breakers. 
Circuit  Courts  of  Appeals: 
circuit  alignment - 
hearings,  05517 
reorganization  of  5th  judicial  circuit- 
report,  07133 
see  also  Judges. 
Circuit  judges,  see  Judges. 
Circuits: 

electrical  connections  in  residential  branch  cir- 
cuit wiring,  analysis  of  current  technolo- 
gy, 06265 
electronic     circuitry     devices,     Federal     item 

identification  guide,  11746 
electronic  control  circuits,  compilation,  06193 
integrated    circuit    processing    and    assembly, 

measurement  problems,  06281 
testing  of  printed  circuit  board  solder  joints  by 
optical  correlation,  02994 
Circulation: 

demonstration    of    three    recirculating    swine 

waste  management  systems,  09401 
sinter  plant  windbox  gas  recirculation  system 

demonstration,  12026 
splanchnic  circulation  in  shock,  01756 
Cities  and  towns: 

analysis   of  intercity  passenger  transportation 

in  United  States,  13189 
area  survey,  metropolitan  areas,  United  States 

and  regional  summaries,  1972-73,  02850 
bibliography    on    new    towns    in    French    lan- 
guage, 07856 
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Canadian  new  towns,  bibliography,  07855 

city  as  biological  community,  urban 
ecosystem,  08304 

city  employment,  04834 

city  government  finances  in  1972-73,  10575 

city  managers,  employment  outlook,  09958 

city  options,  architecture  and  environmental 
arts,  01407 

cleaning  up  Great  Lakes,  United  States  and 
Canada  are  making  progress  in  controlling 
pollution  from  cities  and  towns,  GAO  re- 
port, 07812 

community  involvement  in  highway  planning 
and  design,  02515 

consumer  price  index,  CPI  detailed  report, 
03625 

contributions  of  urban  roadway  usage  to  water 
pollution,  09381 

debt  adjustment  of  major  municipalities  - 
report,  10967,  11391 

demonstration  of  acoustical  undergound  sur- 
vey system  in  Washington  metropolitan 
area,  07664 

EDA,  building  communities  with  jobs,  11935 

estimated  retail  food  prices  by  city,  03791 

estimates  of  population  of  metropolitan  areas, 
10569 

extent  and  development  of  urban  flood  plains, 
12389 

Federal  employees,  withholding  of  certain  city 
wage  taxes - 
report,  09004 

Federal   response   to  financial   emergencies   of 
cities - 
hearings,  1 1 108 

FHWA  computer  programs  for  urban  transpor- 
tation planning,  02516 

green-line  parks,  preserving  recreational  land- 
scapes in  urban  areas,  02296 

housing  and  urban  development  trends,  04048 

improving  urban  mobility  through  better  trans- 
portation management,  05790 

improving  urban  mobility,  directory  of 
research,  development  and  demonstration 
projects  in  public  transportation,  10351 

indebtedness  of  major  municipalities,  adjust- 
ment, 00387 

interim  report  on  impact  of  Public  Law  92-500 
on  municipal  pollution  control  technology, 
07571 

investigation  of  land  use  of  northern 
megalopolis  using  ERTS-1  imagery,  06155 

Job  Corps,  community  relations  manual,  06055 

let's  unravel  urban  snarl,  13203 

loan     guaranties     to     municipalities     suffering 
financial  adversities- 
hearings,  00655 

local  government  employment  in  selected 
metropolitan  areas  and  large  counties, 
00188 

low-income  neighborhoods  in  large  cities, 
06598,  10537 

1974  annual  report  on  urban  area  traffic  opera- 
tions improvement  programs,  TOPICS,  re- 
port of  Secretary  of  Transportation,  02541 

1975  annual  report  on  urban  area  traffic  opera- 
tions improvement  programs,  TOPICS,  re- 
port of  Secretary  of  Transportation,  02542 

Milliken  v.  Bradley,  implications  for 
metropolitan  desegregation,  conference 
proceedings,  00204 

municipal  capital  market,  why  it  needs  help, 
11076 


municipal  water  treatment  inventories  of 
historical  significance,  1910-15,  10257 

new  communities  program,  oversight- 
hearings,  06927 

new  communities  U.S.A.,  11077 

outpatient  health  care  in  inner  cities,  its  users, 
services  and  problems,  GAO  report,  05860 

pool  delivery  systems  for  wholesale  florists  in 
urban  areas,  00033 

productivity  in  urban  transportation - 
hearings,  01883 

rats,  fires  and  inner-city  solid  waste  storage 
practices,  09495 

school  leadership  and  the  community 
(address),  09219 

select  audiovisual  records,  photographs  of 
American  city,  01370 

selected  vital  and  health  statistics  in  poverty 
and  nonpoverty  areas  of  19  large  cities, 
08225 

simulation  city  approach  for  preparation  of 
urban  area  d-eta-basrs,  05747 

standard  metropolitan  statistical  areas,  12684 

status  of  urban  corridor  demonstration  pro- 
gram, 08479 

student  originated  studies  projects,  08310 

technology  and  cities,  partners  for  progress, 
06406 

test  plan  and  preliminary  report  of  airborne 
electromagnetic  environment  survey  over 
U.S.A.  urban  areas  0.4  to  18.0  GHz,  08125 

transportation  controls  to  reduce  automobile 
use  and  improve  air  quality  in  cities, 
05756 

union  wage  scales,  local  transit,  selected  New 
Jersey  cities,  02868 

union  wage  scales,  local  transit,  selected  New 
York  cities,  02869 

urban  atlas,  tract  data  for  standard 
metropolitan  statistical  areas,  06631-4 

urban  commuter  market,  rail  rapid  transit  and 
express  bus  service,  evaluation,  10346 

urban  corridor  demonstration  program,  03359 

urban  emergency  medical  service  in  city  of 
Leningrad,  05949 

urban  mass  transportation,  authorize  grants  to 
assure     adequate     commuter     service     in 
urban  areas - 
report,  05019,  08759 

urban  technology,  weekly  Government  ab- 
stracts, 04714 

urban  traffic  control  system,  FORTRAN  IV 
software  documentation,  01009 

urban  traffic  control  system,  FORTRAN  IV, 
software  interface  manual,  01008 

urban  transportation  policies  and  activities, 
00369 

urban  transportation  policies  and  activities,  re- 
port, 00271 

urban  transportation  policies  and  activities,  re- 
port to  Congress,  13207 

urban  travel  demand  forecasting  course,  03360 

virus-in-water  study  of  finished  water  from  6 
communities,  02457 

Voluntary  municipal  reorganization  act- 
report,  02210,  06840 

wage  trends  for  occupational  groups  in 
metropolitan  areas,  06040-2 

withholding    Federal    employees'    taxes    under 
city  ordinances- 
law,  08715 
report,  08790 

women  and  housing,  report  on  sex  discrimina- 
tion in  5  American  cities,  12481 
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Cities  Service  Oil  Company: 

delays  in  natural  gas  production  - 
report,  02077 
Citizen's  Advisory  Committee  on  Environmental 
Quality: 
recommendations  and  actions,  report,  10734 
Citizens  of  United  States: 

citizen  redress  under  fuel  allocation  program, 

05518 
citizens     view     American     Government,     con- 
fidence and  concern,  survey  of  public  at- 
titudes, hearings  - 
print  additional  copies,  report,  10884 
EPA  citizens'  bulletin,  03786 
evacuation  from  Cambodia,  use  of  U.S.  milita- 
ry forces,  10731 
foreign   tax    credit   for   U.S.    citizens   and   re- 
sident aliens,  02741 
imprisoned  in  Mexico  - 

hearings,  06977 
inspection     and     processing    of    citizens    and 
aliens  by  officers  designated  as  immigra- 
tion inspectors,  guide,  01148 
new    neighbors,    retarded    citizen    in   quest   of 

home,  03092 
Overseas  citizens  voting  rights  act- 
law,  06743 

report,  00558,  06842,  10955,  10966 
tax  guide  for  U.S.  citizens  abroad,  01157 
tax  guide  for  U.S.  citizens  employed  in  U.S. 

possessions,  02768 
temporary      assistance      for      U.S.      citizens 
returned  from  abroad  - 
report,  07101 
view   American   Government,   confidence   and 
concern,  survey  of  public  attitudes,  print 
additional  copies  - 
report,  08942 
Citrus  fruit: 
bibliography  of  nematodes  of  citrus,  01637 
citrus  fruit  appearance,  weight  loss,  and  inter- 
nal   condition    inferences    for   mechanical 
harvesting,  08545 
citrus  fruits  by  States,  03336 
effectiveness     of     3     types     of     ventilation 
openings      in      full-telescope      corrugated 
citrus  cartons,  08523 
foreign  agriculture  circulars,  03928 
City  of  Refuge  National  Historical  Park: 

general  information,  12978 
Civil  Aeronautics  Board: 

applications,  etc.,  filed  with  CAB,  03442 
appropriations,  1976- 
amendment,  proposal,  11270 
hearings,  00651 
law,  01869 
report,  00591,  01994 
member,  nomination  of  Richard  J.  O'Melia- 

hearings,  1 1505 
orders,  04329 
practices  and  procedures,  oversight - 

hearings,  07285,  11589-90 
press  releases,  04374 
ratemaking  policies  and  procedures- 
hearing,  05202 
regulations,  04463,  10584 

weekly    summary    of   orders    and    regulations, 
04719 
Civil  aircraft,  see  Aircraft. 
Civil  aviation,  see  Aeronautics. 
Civil  defense,  see  Civilian  defense. 
Civil  disturbances,  see  Riots. 


Civil  engineering: 

ASCE  Outstanding  Civil  Engineering  Achieve- 
ment Award  for  1974,  documentation  for 
nomination,  00984 

civil  engineering  general,  paints  and  protective 
coatings,  06579 

civil  engineering,  general,  guide  specifications 
for  military  family  housing,  01701 

weekly  Government  abstracts,  04696 
Civil  engineers: 

Air  Force  engineering  and  services  quarterly, 
03410 

Navy  civil  engineer  (periodical),  04272 
Civil  procedure: 

Antitrust  civil  process  act  amendment- 
hearings,  00492 

deferment  of  civil  action  for  failure  to  release 
funds,  10791,  11281 

regulations,  child  labor  violations  civil  money 
penalties,  03376 
Civil  rights: 

act  amend- 

compilation,  06997 

American  Indian  affairs,  Civil  Rights  Commis- 
sion- 
hearing,  00203 

annual  Regional  Civil  Rights  Officers'  Con- 
ference, proceedings,  00997 

aspects  of  general  revenue  sharing - 
hearings,  07005 

bridging  gap,  Twin  Cities  native  American 
community,  00201 

civil  and  human  rights  in  Oregon  State  prisons, 
06637 

civil  right,  aspects  of  general  revenue  sharing, 
11153 

civil   rights   aspects   of  general   revenue   shar- 
ing- 
hearings,  05216 

civil  rights  digest  (periodical),  03514 

equal  employment  opportunity  court  cases, 
06641 

Federal  civil  rights  enforcement  effort,  01792 

Federal  civil  rights  enforcement  effort,  to  ex- 
tend Federal  financial  assistance,  00202 

federal  higher  education  programs  institutional 
eligibility,  civil  rights  obligations  hearings, 
05166 

general  revenue  sharing  in  St.  Louis  City  and 
County,  10585 

Georgia  prisons,  report  of  Georgia  Advisory 
Committee,  10586 

human  rights  and  U.S.  assistance  in  Vietnam 
and  Korea,  05183 

human  rights  in  Africa- 
hearings,  06946 

human  rights  in  Chile - 
hearings,  11126 

human  rights  in  Haiti - 
hearings,  11127 

legal  services  manual  for  title  7  litigation, 
05764 

nationwide  roster  of  Federal  Highway  Ad- 
ministration and  State  Highway  Depart- 
ment personnel  involved  in  civil  rights 
matters,  02530 

nondiscrimination  in  federally  assisted  pro- 
grams of  Defense  Civil  Preparedness 
Agency,  00719 

prisons  in  North  Carolina,  report  of  North 
Carolina  Advisory  Committee,  10587 

privacy,  collection,   use,  and  computerization 
of  personal  data- 
hearings,  1 1553 
report,  02280 
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programs  and  functions  of  Assistant  Secretary 
for  Fair  Housing  and  Equal  Opportunity, 
09867 

protecting  inmate  rights,  report  of  Ohio  Ad- 
visory Committee,  10588-9 

reform  of  Federal  criminal  lasvs- 
hearings.  05524 

right  to  counsel  dunng  interrogations- 
hearings,  1 1 176 

sixth  annual  report  on  the  status  of  the  civil 
rights  and  equal  opportunity  program, 
02539 

toward  more  cooperative  and  productive  rela- 
tionship  among   civil   rights   agencies   and 
officials.  00206 
Civil  Rights  Commission: 

appropriations,  1976- 
hearings,  07196 
law,  01856 

appropriations,  1975- 
report.  08826-7 

Clearinghouse  publication,  04836-7 

Federal  civil  rights  enforcement  effort,  to  ex- 
tend Federal  financial  assistance,  00202 

hearings,  00203,  06638 

Milliken       v.        Bradley,       implications       for 
metropolitan     desegregation,     conference 
proceedings,  00204 
Civil  service: 

adverse  action,  law  and  regulations,  03871 

air  traffic  controllers,  opportunities  in  Federal 
Government.  06639 

announcing  EEO  courses,  EEO  Training 
Insitute,  10590 

best  opportunities  for  Federal  employment, 
03463 

civil  service  and  Nation's  progress,  01802 

civil  service  journal,  03516 

coordinated  Federal  wage  system,  03857 

current  Federal  examination  announcements, 
03639 

development  of  qualification  standards,  03859 

employment  in  National  Park  service,  03059 

employment  of  disabled  and  Vietnam  veterans 
in  Federal  government,  11619 

employment  under  executive  assignment 
system,  03863 

evaluation  of  employees  for  promotion  and  in- 
ternal placement,  03865 

examination  announcements,  current, 

Washington,     DC,      metropolitan     area, 
03700 

examining  practices,  03864 

executive  manpower  in  Federal  service,  00208 

Federal  job  information  centers  directory, 
00214 

Federal  jobs  overseas,  00216 

Federal  personnel  manual  FPM  supplement, 
08668-70 

Federal  personnel  manual,  supplements, 
03857-79 

Federal  wage  system,  nonappropriated  fund 
employees.  Federal  personnel  manual  sup- 
plement, 08670 

flexible  hours   in   Federal  service  for  persons 
unable  to  work  standard  working  hours- 
report,  05356 

handbook  X-118,  04442 

it's  right,  it's  the  law,  equal  opportunity  in 
Federal  employment,  poster,  00210 

job  grading  system  for  trades  and  labor  occu- 
pations, 03867 

laws,  Executive  orders,  rules  and  regulations, 
03877 


managers  guide  to  E.E.O.  in  Federal  Govern 
ment,  12107 

medical  and  dental  auxiliaries,  examination  an 
nouncement,  01798 

medical  certificates,  reviewing  and  acting  on 
03866 

national  emergency  readiness  of  Federal  per 
sonnel  management,  FPM  supplement 
03876 

national  emergency  standby  regulations  and  in 
structions.  03879 

NOAA  Corps,  careers  in  science  and  service 
03052 

non-appropriated  employees,  FPM  supple 
ment,  03868 

occupational  groups  and  series  of  classes 
handbook,  03988 

occupational  health  services  for  civilian  em- 
ployees. 03872 

opportunities  in  data  processing,  examination 
announcement,  00213 

part-time  career  opportunities- 
hearings,  1 1 184 

past  and  future,  remarks,  10591 

personnel  bibliography  series,  06644 

personnel  management  in  State  and  local 
government,  01803,  01805 

personnel  records  and  files,  03861 

position-classification  standards  for  white  col 
lar  positions  under  general  schedule 
04359 

processing  personnel  actions,  03862 

professional  and  administrative  career  ex 
amination,  opportunities  in  Federal 
Government,  announcement,  01810 

psychologist.  Federal  career  opportunities 
01811 

qualification  standards  for  white  collar  posi 
tions  under  general  schedule,  04442,  04839 

questions  and  answers  on  role  of  Assistant 
Secretary  of  Labor  for  labor-management 
relations  under  executive  order  11491,  as 
amended,  labor-management  relations  in 
Federal  service,  01233 

selective  placement  in  Federal  civil  service 
employment  of  physically  handicapped, 
handbook,  01799 

social  worker  and  correctional  treatment  spe- 
cialist in  Federal  Government,  examina- 
tion announcement,  10598 

stenographers  and  typists,  announcement, 
06646 

summer  jobs,  opportunities  in  Federal  Govern- 
ment, 00220 

tests  and  other  applicant  appraisal  procedures. 
Federal  personnel  manual  supplement, 
03860 

upward  mobility  career  counseling,  self-in- 
structional text  for  first-line  managers, 
00221 

veterinarian  trainees,  summer  employment  for 
sophomores  and  juniors  in  veterinary 
medicine,  0021 1 

who's  hiring  engineers,  00222 

see  also  Civil  service  pensions-Government  of- 
ficials and  employees. 
Civil  Service  Commission: 

administrator's  alert  from  Executive  Director, 
03388 
supplemental,  proposal,  11249 

appropriations,  1975- 
report,  08835,  10889 

appropriations,  1975,  supplemental - 
proposal,  04957 
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briefing  by  Civil  Service  Commission- 
hearings,  05234 

civil  service  handbook,  04839 

classification  of  Federal  white-collar  jobs 
should  be  better  controlled,  GAO  report, 
02653 

EEO  for  State  and  local  governments,  10593 

EEO  spotlight,  03761 

employment  opportunities  in  Federal  Govern- 
ment for  physically  handicapped,  GAO  re- 
port, 09734 

FED  facts,  00209 

Federal  incentive  awards  program,  achieve- 
ments, 00207 

Federal  white-collar  pay  systems  need  funda- 
mental changes,  GAO  report,  01091 

foreign  assistance  appropriations,  1976- 
hearings,  07197 

grant  awards  under  Intergovernmental  person- 
nel act,  10594 

improvements  needed  in  examining  and  select- 
ing applicants  for  Federal  employment, 
GAO  report,  09780 

improving  administration  of  uniform  plan  of 
health  insurance  for  Federal  employees 
who  retired  before  July  1,  1960,  GAO 
review,  09746 

information  on  unresolved  audit  exceptions 
with  Federal  employees  health  benefit  car- 
riers, GAO  report,  07710 

legal  limitations  on  flexible  and  compressed 
work  schedules  for  Federal  employees, 
GAO  report,  09749 

National  Aeronautics  and  Space  Administra- 
tion's equal  employment  opportunity  pro- 
gram could  be  improved,  GAO  report, 
07743 

pamphlet,  00214-7,  01799-802,  06643,  10595 

part-time  employment  in  Federal  agencies, 
GAO  report,  07747 

personnel  bibliography  series,  01803-7 

personnel  management  series,  01808 

personnel  methods  series,  00219,  01809 

poster,  00210 

progress  and  problems  in  implementing  Inter- 
governmental personnel  act,  GAO  report, 
07742 

responsibilities,  remarks,  10597 

technical  study,  10601 

telephone  directory,  06647 
Civil  service  pensions: 

civil  service  retirement  system - 
hearings,  11186 

creditable   service   of  United   States   commis- 
sioners for  purposes  of  retirement- 
hearings,  11183 

finances  of  employee-retirement  systems  of 
State  and  local  governments,  04835 

history  of  salary  and  retirement  annuity  ad- 
justments, 08909,  11191 

mandatory  retirement  at  age  70  with  5  years  of 
service - 
report,  00402 

payments  on  unfunded  liability  by  U.S.  Postal 
Service     to     Civil     Service     Retirement 
Fund- 
hearings,  11605 

restoration  of  health  benefits  coverage  when 
survivor  annuity  is  restored - 
hearings,  11187 

retirement  benefits,  03873 

retirement  credit  for  services  rendered  States 
and  other  government  instrumentalities - 
hearings,  05230 


tax   information   on   U.S.   civil  service  retire- 
ment and  disability  retirement,  02793 
time  limitations  for  application - 
law,  06725 
report,  07147 
See  also  Retirement. 
Civil  Service  Retirement  System,  Board  of  Ac- 
tuaries, see  Board  of  Actuaries  of  Civil  Ser- 
vice Retirement  System. 
Civil  War,  1861-65: 

Civil  War  Marine,  diary  of  Red  River  expedi- 
tion, 1864,  06068 
era  of  Civil  War,  1820-76,  bibliography,  06079 
Civilian  components  of  Armed  Forces: 
appropriations,  1976,  authorization - 

hearings,  11064 
occupations,       military -civilian       occupational 

source  book,  11878 
personnel  strengths  for  1976,  authorization - 
hearings,  05440 
report,  06809 
Civilian  defense: 

civil  defense  director/coordinator,   orientation 

to  position,  09127 
DCPA  attack  environment  manual,  09126 
Defense  Civil  Preparedness  Agency,  informa- 
tion bulletin,  04067 
foresight,  civil  preparedness  today,  03958 
join   radio    amateur   civil   emergency    service, 
02336 
Civilian    employees,    see    Armed    Forces-Army- 
Army     Department     Defense     Department- 
Government    officials    and    employees-Na- 
tional Guard. 
Civilians: 

advisor,  Navy  civilian  manpower  management, 

03391 
American  civilian  internees  in  southeast  Asia, 
increase  benefits - 
report,  06836 
civilian  personnel  pamphlet  CPP  series,  00077, 
01722,  06573 
Clackamas  River  and  valley: 

water    resources    appraisal    for    hydroelectric 
licensing,  appraisal  report,  09551 
Claims: 

Alaska  native  claims  settlement  act,  amend- 
law,  06744 
report,  00626,  06887 
Alaska  native  claims  settlement  act,  oversight 
on  administration - 
hearings,  08908 
American    national    claims    against    Hungary, 
settlement,     agreement     with     Hungarian 
People's  RepubHc,  02595 
audit  of  returns,  appeal  rights  and  claims  for 

refund,  02726 
audit  of  returns,  appeal  rights,  and  claims  for 

refund,  Spanish  edition,  02758 
claims  and  judgments  against  U.S.,  proposed 
supplemental  appropriation  to  pay,  02154, 
10729,  11290 
erroneous  payments  of  pay  or  allowances  to 
certain  officers  and  employees  of  legisla- 
tive branch,  waiver- 
law,  08728 
Federal  claims  collection  act  of  1966,  GAO  re- 
port, 09738 
fisheries,    consideration    of    claims    resulting 
from   damage   to   fishing   vessels   or  gear 
and  measures  to  prevent  fishing  conflicts, 
agreement  with  Union  of  Soviet  Socialist 
Republics,  03271 
improvements   needed   in   processing  widows' 
claims  for  black  lung  benefits,  01105 
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increased  profits  through  freight  claim  reduc- 
tion, 13201 
International  claims  settlement  act,  amend  - 

law,  10668 
Military    personnel    and    civilian    employees' 
claims  act,  amend - 
report,  05043,  10894 
quarterly   freight  loss  and  damage  claims  re- 
ported   by    common    and    contract    motor 
carriers  of  property,  04446 
supplemental  appropriation  to  pay  claims  and 
judgments  against  United  States  - 
proposal,  04958 
text  of  title   3   of  International  claims  settle- 
ment act  as  amended,  02595 
Trust  Territory  of  Pacific  Islands,  agreement 

with  Japan,  03307-8 
War  claims  act,  amend- 

report,  06836 
see  also  Unemployment  insurance. 
Clamps: 

hardware,  clamps,  Federal  item  identification 

guide,  09154,  11856 
shaft   collars    and   hub   clamps,    Federal   item 
identification  guide,  00761 
Clams: 

effects  of  engineering  activities  on  ecology  of 

Pismo  clams,  07509 
fish  meal,  salmon,  bottom  fish,  clam,  oyster, 
sardine,  scallop,  herring,  and  abalone  seg- 
ment of  canned  and   preserved  fish  and 
seafood  processing  industry  point  source 
category,  07542 
interstate  certified  shellfish  shippers  list,  04089 
Clanton,  Ala.: 

flood-prone  areas,  12397 
Clara  Barton  House  National  Historic  Site: 
establish  - 

hearings,  02295 
Clarion  River  and  Valley: 
water    resources    appraisal    for    hydroelectric 
licensing,  appraisal  report,  09552 
Clark  County,  Nev.: 
flood  plain  information,  Muddy  River,  vicinity 
of  Overton,  Nev.,  05635 
Clark  National  Forest: 
wilderness  areas  within,  designate - 
hearings,  07272 
report,  07167 
Clark,  Pat,  and  wife: 

land  conveyance  to,  11343 
Classification: 

American   national  standard   N540,   classifica- 
tion   of    radioactive     self-luminous    light 
sources,  08197 
data  index  system,  annual  declassification  list, 

07508 
Dewey  decimal  classification,  additions,  notes 

and  decisions,  03742 
international    patent    classification,    agreement 

with  other  governments,  13138 
Library   of   Congess,    additions    and   changes, 

quarterly  list,  04110 
list  of  classes    of  United   States   Government 
publications    available    for    selection    by 
depository  libraries,  10522 
managing  highway   maintenance,   maintenance 
activities,     work     units     and     classifying 
work,  02523 
manual  of  Navy  enlisted  manpower  and  per- 
sonnel classifications  and  occupation  stan- 
dards. Navy  enlisted  classifications,  08321 
position     classification,     pay     and     employee 
benefits,  bibliography,  01804 


position-classification  standards  for  white  col- 
lar    positions     under     general     schedule, 
04359 
qualification    standards   for   white-collar   posi- 
tions under  general  schedule,  civil  service 
handbook, 04839 
standard    terminology,    definitions,    classifica- 
tions, and  codes,  00334 
Classified  material,  see  Confidential  material. 
Classified  matter,  see  Confidential  material. 
Claudia  Footwear,  Inc.: 

Wood,  Pa.,  footwear  for  women,  workers  and 
former    workers    of    Claudia     Footwear, 
Inc.,  10339 
Clay: 

cement  and  structural  clay  products,  census  of 

manufactures,  00117 
construction    products,    current    industrial    re- 
ports, 03644 
effect  of  shearing  strain-rate  on  ultimate  shear 

resistance  of  clay,  12772 
energy  consumption,  paper,  stone,  clay,  glass, 

concrete  and  food  industries,  09397 
piping  in  earth  dams  constructed  of  dispersive 
clay,    literature    review    and     design    of 
laboratory  tests,  07536 
stone,  clay,  glass,  and  concrete  products,  cen- 
sus of  transportation,  00136 
Clay  Cut  Bayou: 

flood    plain    information.    Baton    Rouge,    La., 

Jones  Creek,  and  tributaries,  05627 
floods,   Jones   Creek,    area   of   Baton   Rouge, 
La.,  09271 
Clays: 

mineral  industry  surveys,  08026-7 
Clean  air  act,  see  Air  pollution. 
Clean  Up  America  Month,  Johnny  Horizon  '76, 

see  Special  days,  weeks,  etc. 
Cleaning: 

optimum  cleaning  of  Acala  SJ-1  cotton,  10372 
process    for   cleaning   and    removal   of   sulfur 

compounds  from  low  Btu  gases,  01814 
see  also  Plants  (industrial). 
Cleaning  compounds: 

oven  cleaners,  fact  sheet,  09118 
Clear-cutting: 

dispersal   of   mountain    hemlock    seedcrop   on 

clearcut,  09651 
dispersal  of  white  and  Shasta  red  fir  seeds  on 
clearcut,  09652 
Clearcutting,  see  Clear-cutting. 
Clemency: 

Presidential  clemency  program,  11167 
Vietnam  era  reconciliation  act- 
information,  07009 
Clergy: 

social    security    for    clergymen    and    religious 

workers,  tax  information,  02761 
social  security  for  members  of  clergy  and  reli- 
gious workers,  tax  information,  02762 
Clerical  workers,  see  Clerks. 
Clerk,  House  of  Representatives,  see  House  of 

Representatives. 
Clerks: 

employment  outlook,  hotel  front  office  clerks, 

10037 
national  survey  of  professional,  administrative, 

technical,  and  clerical  pay,  06020,  07965 
railroad  clerks,  employment  outlook,  10030 
secretarial  and  clerical  training  guide,  02760 
see  also  Law  clerks-Office   employees-Postal 
clerks-Receiving     clerks-Shipping     clerks- 
Statistical  clerks-Stock  clerks. 
Cleveland,  Ohio: 

area  wage  survey,  12662 
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extensive  1-year  survey  of  elements  and  com- 
pounds in   airborne   suspended  particulate 
matter  in  Cleveland,  Ohio,  08171 
motor    carrier    accident    investigation    report, 

02933 
municipal  government  wage  surveys,  06008 
Clevis: 

turnbuckles,  clevis/connector  rod  ends  and  tie 
rods,    Federal    item    identification    guide, 
11743 
Clifton,  N.J.: 
area  wage  survey,  07957 
area  wage  survey  report,  07948 
Climate: 

aircraft  and  effects  of  natural  climate  condi- 
tions  on    technical    state    and   operations, 
10186 
climatic  factor  in  agriculture  and  agroclimatic 

zoning,  USSR  study,  12591 
Climatic  Impact  Assessment  Program  develop- 
ment and  accomplishments,  13193 
climatological  data  by  state,  etc.,  03519-64 
climatological  data,  national  summary,  03565 
climatology  of  Lake  Erie  storm  surges  at  Buf- 
falo and  Toledo,  06378 
local  climatological  data,  04175 
monthly  data  for  world,  04225 
use  of  climatic  data  in  design  of  soils  treat- 
ment systems,  07579 
use  of  climatological  and  meteorological  data 
in    planning    and    execution    of    National 
Geodetic  Survey  field  operations,  12970 
Climatic  Impact  Assessment  Program: 

development    and    accomplishments,     1971-75, 
13193 
Climatology,  see  Climate. 
Climax,  Tex.: 

railroad    accident    investigation    summary    re- 
port, 01536 
Clinch  River  Breeder  Reactor  Demonstration 
plant  project: 
comments  on  Energy  Research  and  Develop- 
ment  Administration's   proposed   arrange- 
ment, GAO  report,  12367 
Clinical  abstracts,  see  Medicine. 
Clinical  thermometers,  see  Thermometers. 
Clinics: 
clinical  programs  for   mentally   retarded   chil- 
dren, list,  10629 
quality  of  patient  care  at  Veterans'  Adminis- 
tration clinics,  07044,  07326 
Clinton  County,  Mich.: 
water  supply  development  and  management  al- 
ternatives, 09840 
Clinton,  Iowa: 
law  enforcement  center,  Clinton,  Iowa,  design 
case  study,  02334 
Clocks  and  watches: 

watch  industry,  guides,  09583 
watches  and  watch  movements,  duty  suspen- 
sion- 
report,  00587 
watches,   clocks,   and   watchcases,   census   of 
manufactures,  001 19 
Closures: 

for     containers,     current     industrial     reports, 
03645,  08648 
Cloth,  see  Textiles. 
Clothes  dryers: 

fact  sheet,  09122 
Clothing: 

clothing     and     textile     repair     shop,     mobile, 
Federal  item  identification  guide,  11800 


coats  and  coat-like  garments.  Federal  item 
identification  guide,  02363 

demographic  characteristics  of  nonsupervisory 
employees  in  work  clothing  industry, 
00850 

evaluation  of  survival  suits  for  the  use  of  the 
crews  of  the  Great  Lakes  carriers,  01818 

men's  apparel,  current  industrial  reports, 
03664 

sewing  menswear,  pants,  08572 

survey  of  personnel  protective  clothing  and 
respiratory  apparata  for  use  by  Coast 
Guard  personnel  in  response  to  discharges 
of  hazardous  chemicals,  00246 

women's  apparel,  current  industrial  reports, 
03675 

work  clothing   manufacturing   industry,   wages 
and  demographic  characteristics,  05995 
Cloture: 

amendments  submitted  in  Senate  under  cloture 
rule,  amend  rules  - 
report,  11413 
Cloud  Peak  Wilderness: 

proposal,  00275 
Clouds. 

barium  cloud  evolution  and  striation  formation 
in  magnetospheric  release,  10171 

compatibility  of  low-cloud  vectors  and  rawins 
for  synoptic  scale  analysis,  01451 

examination  of  tropical  cloud  clusters  using 
simultaneously  observed  brightness  and 
high  resolution  infrared  data  from  satel- 
lites, 12966 

parametric  studies  with  atmospheric  diffusion 
model  that  assesses  toxic  fuel  hazards  due 
to  ground  clouds  generated  by  rocket 
launches,  06231 

project  Fog  Drops  5,  numerical  model  of  ad- 
vection  fog,  recommendations  for  sim- 
plified individual  zero-gravity  cloud 
physics  experiments,  02946 

stochastic    structure    of    cloud    and    radiation 
fields,  02999 
Clover,  see  also  Sweetclover. 
Clover-rot  borers: 

resistance  in  sweetclover  to  sweetclover  root 
borer,  08530 
Clovis,  N.Mex.: 

salt  deposits  of  Clovis-Portales  area,  east-cen- 
tral New  Mexico,  05887 
Clubs: 

club  food  service,  formerly  open  mess  food 
service,  correspondence  subcourse,  10512 

General  Federation  of  Women's  Clubs- 
law,  06693 
Clustering: 

clustering  phenomena  in  nuclei,  proceedings, 
07501 

examination  of  tropical  cloud  clusters  using 
simultaneously  observed  brightness  and 
high  resolution  infrared  data  from  satel- 
lites, 12966 

FRACTAN,    computer    code    for    analysis    of 
clusters  defined  on  unit  hemisphere,  12711 
Clutter,  see  Radar. 
Coachella  Valley: 

analog  model  study  of  ground-water  basin  of 
upper  Coachella  Valley,  Calif.,  12372 
Coagulation: 

cost  of  water  treatment  by  coagulation,  sedi- 
mentation and  rapid  sand  filtration,  13062 

magnesium  carbonate,  recycled  coagulant  for 
water  treatment,  13183 

raw  sewage  coagulation  and  aerobic  sludge 
digestion,  12032 
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Coagulation -Con. 

treatment  of  laundromat  wastes  by  coagulation 
with  alum  and  adsorption  through  ac- 
tivated charcoal,  10273 

treatment   of   textile   wastewater   by    activated 
sludge  and  alum  coagulation,  07563 
Coal: 

analyzing  syncrude  from  western  Kentucky 
coal,  07461 

anthracite,  Pennsylvania,  mineral  industry  sur- 
veys, weekly,  04347 

anticipated  socio-economic  impacts  of  coal 
development  on  Indians  of  northern  Great 
Plains,  12501 

basic  estimated  capital  investment  and  operat- 
ing costs  for  underground  bituminous  coal 
mines,  01286 

bituminous  coal  and  lignite  distribution 
(periodical),  03467 

bunker  fuels,  FT  reports,  03480 

chemicals,  mineral  industry  survey,  monthly, 
03572 

coal  conversion  processes,  assessment  of  mul- 
tienergy  processes  using  COED  char,  oil 
and  gas,  07496 

coal  processing  by  electrofluidics,  06648 

coal  resources  and  Cenozoic  geology  of  Girard 
coal  field,  Richland  County,  Mont.,  05868 

combustion  control  of  pollutants  from  multi- 
burner  coal-fired  systems,  09384 

degasification  of  Mary  Lee  coalbed  near  Oak 
Grove,  Jefferson  County,  Ala.,  10093 

design  and  operating  variables  on  NOx  from 
coal-fired  furnaces,  effects,  05703 

design  optimization  in  underground  coal 
systems,  10602 

disabling  injuries  related  to  roof  bolting  in  un- 
derground bituminous  coal  mines,  02931 

economic  analysis  of  synthoil  plant  producing 
50,000  barrels  per  day  of  liquid  fuels  from 
2  coal  seams,  Wyodak  and  Western  Ken- 
tucky, 11961 

electrophoretic  separation  method  to  remove 
pyritic  sulfur  from  coal,  evaluation,  10092 

environmental  factors  in  coal  liquefaction 
plant  design,  06649 

evaluation  of  pollution  control  in  fossil  fuel 
conversion  processes,  coal  treatment, 
00928 

Federal  coal  leasing  - 
hearing,  05192 

Federal  coal  leasing  amendments  act- 
report,  00593,  06856 

Federal  coal  leasing  program - 
hearings,  02294 

further  action  needed  on  recommendations  for 
improving  administration  of  Federal  coal- 
leasing  program,  GAO  report,  07814 

greater  coal  utilization  - 
hearings,  00681 

in  situ  combustion  of  coal  for  energy,  08106 

incendivity  of  some  coal-cutter  materials  by 
impact  abrasion  in  air-methane,  06129, 
12722 

international  trade,  monthly  inventory,  04081 

long-distance  coal  transport,  unit  trains  or  slur- 
ry pipelines,  02891 

Lurgi  process  evaluation  of  pollution  control 
in  fossil  fuel  conversion  processes  to  gas, 
12051 

mass  spectrometnc  analysis  of  product  water 
from  coal  gasification,  06133 

methanation  in  coal  gasification  processes, 
07502 


methane  in  Pittsburgh  coalbed,  Greene  Coun- 
ty, Pa.,  12726 

minerals  yearbook  chapter,  02896 

Nation's  hopes  for  coal  (remarks),  09526 

occurrence  and  distribution  of  potentially 
volatile  trace  elements  in  coal,  00930 

palynological  studies  of  coals  of  Princess 
reserve  district  in  northeastern  Kentucky, 
09808 

Pennsylvania  anthracite,  mineral  industry  sur- 
veys, 08028 

pollution  control  in  fossil  fuel  conversion 
processes,  evaluation,  09383 

potentially  hazardous  emissions  from  extrac- 
tion and  processing  of  coal  and  oil,  09398 

report,  weekly,  04684 

reserve  base  of  U.S.  coals  by  sulfur  content, 
08044 

retrofitting  industrial  processes  to  low  and  in- 
termediate energy  gas  from  coal,  problems 
and  opportunites,  09386 

rotary  drilling  holes  in  coalbeds  for  degasifica- 
tion, 12734 

slurry  pipelines - 
hearings,  07260 

tipple  and  delivered  samples  of  coal  analyses, 
12725 

twenty-five  ton  a  day  coal  gasification  process 
development  unit  for  agglomerating 
burner,  gasification  process,  design,  in- 
stallation and  operation.  04843 

university        coal        research         laboratories, 
establish  - 
hearings,  1 1558 

wage  chronology,  bituminous  coal  mine  opera- 
tors and  United  Mine  Workers  of  Amer- 
ica, 10046 

see  also  Ashes-Coal  dust-Coal  mines  and  min- 
ing-Coke-Lignite. 
Coal  beds,  see  Coal. 
Coal  County,  Okla.: 

soil  survey  report,  08373 
Coal  Creek: 

flood    hazard    analyses,    Salzer   Creek,    Lewis 
County,  Wash.,  08371 
Coal  dust: 

coal  mine  dust  incombustibles  content 
analyzer  using  gamma-ray  backscatter 
technique,  12724 

dust  generation  and  comminution  of  coal, 
08089 

improvements  still  needed  in  coal  mine  dust- 
sampling  program  and  penalty  assess- 
ments and  collections,  GAO  report,  07824 

methods  for  sampling  noncombustible  content 
of  coal  mine  dust,  02922 

prevention  and  suppression  of  dust  in  mining, 
tunneling,  and-  quarrying  in  United  States. 
International  Labor  Organization  fifth  re- 
port, 12756 
Coal  gasifier,  see  Gasifier. 
Coal  mines  and  mining: 

anthracite  mining,  census  of  mineral  indus- 
tries, 00124 

avoid  problem  spoils  through  overburden  anal- 
ysis before  strip  mining,  12288 

basic  estimated  capital  investment  and  operat- 
ing costs  for  coal  strip  mines.  01284 

basic  estimated  capital  investment  and  operat- 
ing costs  for  underground  bituminous  coal 
mines,  01286 

bituminous  coal  mine  operators  and  United 
Mine  Workers  of  America.  wage 
chronology,  10046 
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Coal  mines  and  mining-Con. 

coal  mine  combustion  products,  identification 
and  analysis,  10067 

coal  mine  dust  incombustibles  content 
analyzer  using  gamma-ray  backscatter 
technique,  12724 

coal  mine  safety  inspection  manual  for  un- 
derground mines,  12751 

coal  mines  combustion  products,  conveyor 
belts,  12743 

Crow  ceded  area  coal  lease,  Westmoreland 
resources  mining  proposal,  09874 

disabling  injuries  related  to  roof  bolting  in  un- 
derground bituminous  coal  mines,  02931 

eastern  bituminous  region,  control  of  fires  in 
abandoned  mines,  06081 

electromagnetic  noise  in  Robena  no.  4  coal 
mine,  03006 

endomycorrhizae  enhance  survival  and  growth 
of  fourwing  saltbush  in  coal  mine  spoils, 
02621 

fatalities,  MESA  safety  reviews,  04206 

Federal  interest  in  coal  mine  waste  diposal, 
12755 

field  testing  microminer,  research  continuous 
miner,  12749 

geologic  factors  affecting  mining  of  Pittsburgh 
coalbed,  08093 

geologic  investigations  of  underground  coal 
mining  problems,  08087 

improvements  still  needed  in  coal  mine  dust- 
sampling  program  and  penalty  assess- 
ments and  collections,  GAO  report,  07824 

injuries  and  worktime,  MESA  safety  reviews, 
04207 

methods  for  sampling  noncombustible  content 
of  coal  mine  dust,  02922 

multiple-orifice  feeder  for  fine  particles,  10089 

parachute  stopping,  preliminary  experiments, 
06134 

peak  methane  concentrations  during  coal  min- 
ing, analysis,  12716 

radioactive  aerosols  in  underground  coal 
mines,  evaluation,  08115 

replacing  brattice  cloth  at  coal  faces  with  air 
curtains  and  diffuser  fans,  02923 

Surface  mining  control  and  reclamation  act- 
report,  05068,  05398,  10917 
veto  message,  10752 

Surface  mining  control  and  reclamation  act, 
briefing,  05509 

Surface    mining    control   and    reclamation    act, 
justification  of  veto- 
hearings,  00472 

see  also  Mine  fires-Mine  ventilation. 
Coal  Research  Office: 

research     and     development     report,     01814, 
04843,  06648-9,  10602 
Coal  waste,  see  Culm. 
Coast  Guard: 

appropriations,  1975,  authorization 
hearings,  11500 

appropriations,  1976,  authorization  - 
report,  01955,  02185 

auxiliary  instructors  guide,  06652 

aviation  plan,  06653 

bar  guide  series,  10604-7 

boating  safety  circular,  06654 

Coast  Guard  service-wide  search  and  rescue 
statistics,  04846 

engineer's  digest  (periodical),  03566 

family  housing  manual,  06658 

miscellaenous  bills- 
hearings,  02087 


national  search  and  rescue  manual,  addendum, 
06650,  06665 

oceanographic  report,  10617 

Office  of  Research  and  Development  project 
reports,  06663 

on  scene,  National  Maritime  SAR  review, 
04325 

opportunities  after  college,  04847 

regulations,  01826 

river  currents  (periodical),  04480 

survey  of  personnel  protective  clothing  and 
respiratory  apparata  for  use  by  Coast 
Guard  personnel  in  response  to  discharges 
of  hazardous  chemicals,  00246 

this  is  seal  of  safety.  Coast  Guard  Auxiliary 
courtesy  examination,  get  free  motorboat 
examination,  01824-5 

travel  regulations,  04099,  07395 

vessel    traffic    systems,    what    is    needed    to 
prevent     and     reduce     vessel     accidents? 
GAO  report,  01103 
Coast  Guard  Academy,  New  London: 

information  bulletin  for  candidates,  08673 
Coast  Guard  Reserve: 

Coast  Guard  reservist  (periodical),  03567 
Coast  pilots: 

Pacific  Coast,  California,  Oregon,  Washington 
and  Hawaii,  06368 

United  States  coast  pilot,  06368 

United  States  coast  pilot,  Atlantic  coast.  East- 
port  to  Cape  Cod,  08262 
Coastal  Engineering  Research  Center: 

miscellaneous  paper,  00870,  07509-10,  11968 

technical  memorandum,  00871-4,  11969-73 
Coasts: 

Coastal  zone  management  act,  amend- 
hearings,  02086 

coastal  zone  management  annual  report,  12976 

coastal-estuarine  and  nearshore  processes, 
12515 

energy  facility  siting  in  coastal  areas,  11514 

North  Sea,  impact  of  development  of  gas  and 
oil  on  coastal  zone,  11515 

see  also  Shoreline  areas. 
Coated  surfaces,  see  Surfaces. 
Coating  materials: 

chemical  coating  for  airfield  runway  marking, 
development,  10307 

civil  engineering  general,  paints  and  protective 
coatings,  06579 

coatings  for  use  in  automobile  thermal  reac- 
tors, evaluation,  10162 

facilities  operations  and  maintenance, 
buildings  and  structures,  paints  and  pro- 
tective coatings,  02693-4 

low  friction  coatings  for  icebreakers,  06662 

potential  use  of  ceramic  coating  as  thermal  in- 
sulation on  cooled  turbine  hardware, 
12808 

superhard  transparent  coatings,  04796 
Coats: 

coats    and    coat-like    garments,    Federal    item 
identification  guide,  02363 
Cobalt: 

comparative  thermal  fatigue  resistances  of 
twenty-six  nickel-  and  cobalt-base  alloys, 
01360 

mineral  industry  survey,  monthly,  03568 

mineral  industry  survey,  quarterly,  03569 

mineral  industry  surveys,  08029 

minerals  yearbook  chapter,  02916 

preprint    from    Mineral    facts    and    problems, 
01289 
COBOL,  see  Programming  languages. 
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Cocaine: 

cocaine  bibliography,  nonannotated,  06348 
Cocoa: 

foreign  agriculture  circulars,  03929 
Cocoa,  Fla.: 

area  wage  survey,  02858,  07953 
CODASYL    (conference    on    data    system    lan- 
guages), see  Computer  pro- 
grams/programming. 
Code  of  Federal  regulations  see  Codes: 
Code  words: 

administrative  practices,  nicknames,  04761 
Codes: 

accounting  and  finance,  joint  uniform  military 
pay   system,   miscellaneous  codes  and  ta- 
bles, 10445 
Code  of  Federal  regulations,  01019-24,  02552- 
62,     03570,     05802-14,     09563-4,     09564, 
09564-70,  10460-4,  12208-35 
Code  of  Federal  regulations  relating  to   Indi- 
ans, 01151 
Code    of    Federal    regulations,    title    27    parts, 

01707-9 
Code  of  Federal  Regulations,  Wage  and  Hour 
Division  interpretive  bulletin,  06502,  08504 
Code  of  Federal  Regulations,  Wage  and  Hour 

Division  regulations,  03376,  08505-6 
development  of  input  data  to  energy  code  for 

analysis  of  reactor  fuel  bundles,  07468 
fuel    management    codes     for    fast    reactors, 

07464 
general  provisions,  12209 
input   and   output   codes,    Federal   manual   for 

supply  cataloging,  09133 
introduction  to  Codinvolve,  system  for  analyz- 
ing, storing,  and  retrieving  public  input  to 
resource  decisions,  09656>I041ist  of  CFR 
sections  affected,  03571 
management   information   systems,   catalog  of 

interim  data  elements  and  codes,  10498 
nongovernment  organization  codes  for  military 
standard  contract  administration 

procedures    (MILSCAP),    code    to    name, 
04299-300 
pertinent  sections  of  Federal  Regulations,  title 

21,  relating  to  devices,  05820 
potential   uses    of  functional   account   code   in 

describing  job  requirements,  06543 
standard    terminology,    definitions,    classifica- 
tions, and  codes,  00334 
universal  product  coding  system - 

hearings,  02264 
See  also  Codes  of  law. 
Codes  of  law: 

codes     and     laws,     highway     safety     program 

manual,  03023 
municipal  for  District  of  Columbia,  establish - 

report,  08801 
title    39,    United    States   Code   prior   to   Postal 

reorganization  act,  05540 
United  States  Code, title  35, patents, amend- 

law,  04893 
United  States,  1970  edition,  06675-6 
Coefficients: 

tables  of  collision   integrals  and   second   virial 
coefficients     for     [m,6,8]     intermolecular 
potential  function,  06289 
Coeur  D'Alene.  Idaho: 

conveyance  of  land  by  quitclaim  deed- 
report,  08944 
Coffee: 

foreign  agriculture  circulars,  03930 
green    coffee    inventories,    imports,    roastings, 
current  business  reports,  03632 


protocol  for  continuation  in  force  of  interna- 
tional  coffee    agreement   of    1968,   as   ex- 
tended, 05302 
Coffee  Creek: 

flood  plain  information,  East  Arm  Little  Calu- 
met   River,    Salt    Creek,    Porter    County, 
Ind.,  11982 
Coils: 

coils,  reactors,  suppressors,  and  transformers. 
Federal  item  identification  guide,  11683 
Coins: 

commemorative      medals      and      bicentennial 
coinage  - 
hearings,  02030 
outstanding    and    circulation,    monthly    state- 
ment, 04539 
Coke: 

carbonization    yields,    analyses,    and    physical 
characteristics    of    cokes    from    American 
coals,  00865 
mineral  industry  survey,  monthly,  03572 
producers,  mineral  industry  surveys,  08030 
Coke  ovens: 

coke  oven  charging  emission  control  test  pro- 
gram, 00931 
Colby,  William  E.: 

report  on  CIA,  make  available  to  House- 
hearings,  08858 
Cold  Bay,  Alaska: 

marine  casualty  report,  01482 
Cold  regions: 

controlled   perimeter  blasting  in  cold   regions, 
07525 
Cold  Regions  Research  and  Engineering 
Laboratory: 
R&D  notes,  03573 
research    report,    05606-8,    07511-2,    07514-5, 

09228,  11974 
special     report,     05609-10,     05612,     07516-24, 

09229-31,  11975-6 
technical  report,  07525-6,  09232-3,  11977 
USA  CRREL  snow  and  ice  testing  equipment, 
07516 
Cold  storage: 

report  (periodical),  03574 
Coleman,  William  T.,  jr.: 
nomination - 
hearings,  05473 
Collective  bargaining: 

characteristics   of  major  collective   bargaining 

agreements,  07963 
collective   bargaining   calendar   for   Southeast, 

06023 
collective  bargaining  in  Federal  sector,  where 
we  are,  where  we  may  be  going,  implica- 
tions for  managers,  10592 
collective  bargaining  summary  series,  07966-7 
Construction     industry     collective     bargaining 
act- 
hearings,  00692 

report,  02206.  02208,  10945,  11091 
selected  pension  plans,  digest,  03747 
State,  county  and  municipal  collective  bargain- 
ing   agreements    on    file    with    Bureau    of 
Labor  Statistics,  06037 
wage  calendar,  10049 

see   also   Industrial   arbitration-Industrial   rela- 
tions. 
Colleges  and  universities: 

assessing    Federal    program    for    strengthening 
developing    institutions    of    higher    educa- 
tion, GAO  report.  01101 
associate    degrees    and    other    formal    awards 
below  baccalaureate,  03012 
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college  student  personnel  workers  employment 
outlook,  09955 

DHEW  obligations  to  institutions  of  higher 
education  and  other  nonprofit  organiza- 
tions, 01119 

DHEW  obligations  to  institutions  of  higher 
education  and  other  nonprofit  organiza- 
tions, summary,  05898 

does  small  private  college  have  future? 
(address),  05601 

education  tuition  assistance  study,  07324 

education,  war  colleges  and  professional  mili- 
tary development,  01 184 

expenditures  for  scientific  and  engineering  ac- 
tivities, 01467 

experience  has  taught  us  about  racial  disputes 
in  high  schools  and  colleges,  06673 

Federal  higher  education  programs  institutional 
eligibility  - 
hearings,  05166,  08893 

Federal  role  in  higher  education  (speech), 
09210 

Federal  support  to  universities  and  colleges 
approached  t4.5  billion  in  fy  1974,  01473 

Federal  support  to  universities,  colleges  and 
selected  nonprofit  institutions,  1972  re- 
port, 06401 

Federal  support  to  universities,  colleges  and 
selected  nonprofit  institutions,  1973  re- 
port, 06402 

graduate  science  enrollment  in  1974  shows  first 
increase  since  1969,  01474 

grants  to  individual  colleges  and  libraries  - 
hearings,  06937 

HEGIS  9,  requirements  and  specifications  for 
survey,  08214 

Higher  education  act,  amend- 
report,  02178 

higher  education  legislation - 
hearings,  07293-4 

higher  education  oversight,  1974  — 
hearings,  05533 

higher  education,  salaries  and  fringe  benefits, 
01390 

importance  of  service,  Federal  support  for 
continuing  education,  02936 

institutional  characteristics  of  colleges  and 
universities,  08214 

jobs  for  which  college  education  is  usually 
required,  07981 

NASA's  university  program,  active  grants  and 
research  contracts,  12816 

NTIS  goes  to  college,  03063 

opportunities  after  college  in  Coast  Guard, 
04847 

projects  in  higher  education,  science,  mathe- 
matics, engineering,  08308 

rescission  of  funds  for  college  housing  direct 
loan  program,  10763 

State  land-grant.  Extension  Service  review, 
03796 

student  financial  assistance,  seminars,  11096- 
hearings,  05171 

summary  of  awards  under  supplementary  sol- 
icitation for  interdisciplinary  research, 
fiscal  year  1975  program  of  university 
research,  08466 

teachers,  employment  outlook,  09972 

see  also  Land-grant  colleges. 
Collins  County,  Tex.: 

flood  plain  information,  09249 
Collinsville,  Ala.: 

flood-prone  areas,  12398 


Collisions,  see  Aircraft  accidents-Motor  vehicle 

accidents. 
Colmesneil,  Tex.: 

railroad    accident    investigation    summary    re- 
port, 01534 
Colombia: 

agricultural  commodities,  agreement,  03128 
control  and  eradication  of  foot-and-mouth  dis- 
ease, agreement,  03178 
economic    trends    and    their    implications    for 

United  States,  09909 
mineral  industry,   Minerals  yearbook  chapter, 

02902 
new     directions     in     development     assistance, 

00474 
Peace  Corps,  agreement,  13133 
Colon  (anatomy): 

progress  against  cancer  of  colon  and  rectum, 

06297 
Colonial  National  Historic  Park: 

Yorktown's     main     street,     historic     resource 

study,  06391 
Color: 

buildings.  Army  technical  manual,  06581 

color  and  graphic  arts,  06046 

conspicuity  of  target  lights,  influence  of  color, 

02961 
Color  blindness: 

comparison  of  color  vision  tests  used  by  mili- 
tary services,  10060 
Colorado: 

carbon   black   increases   snowmelt   and   forage 

availability     on     deer     winter     range     in 

Colorado,  02623 
census  of  retail  trade,  major  retail  centers  in 

standard     metropolitan     statistical    areas, 

06604 
climatological  data,  03524 
counties    and    metropolitan    areas,    population 

estimates,  08655 
county  business  patterns,  01782 
Cumbres  and  Toltec  Scenic  Railroad  compact 

with  New  Mexico,  consent  and  approval- 
report,  08957 
demonstration     test    of    inwoods     pulp    chip 

production  in  4  corners  region,  01075 
energy  conservation  in  Colorado,  proceedings, 

07643 
Forest  Highway  route  15,  State  route  133,  final 

environmental  statement,  02517 
interstate    compact    with    New    Mexico,    ap- 
proval- 
report,  05041 
national  electric  rate  book,  01012 
population  estimates,  counties  and 

metropolitan  areas,  04827 
population,   1973,   and   1972  per  capita  income 

estimates    for   counties    and    incorporated 

places,  04813,  10564 
precipitation  data,  hourly,  04007 
precipitation-frequency       atlas       of       western 

United  States,  08268 
problems  of  elderly - 

hearings,  02009 
stratigraphic  nomenclature  of  Thirtynine  Mile 

volcanic  field,  central  Colorado,  07830 
water  for  tomorrow.  State  water  plan,  06465 
water     pollution     control     program     plan     for 

Colorado,  12061 
water  resources  data,  05891 
water  supply  outlook  and  snow  surveys,  04676 
wilderness  designations  - 
report,  00568-9 
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Colorado  River  and  Valley: 

Animas-LaPlata  pilot  project  watersheds  in  4 

corners    area    of    Colorado    River    basin, 

economic  base  study,  10259 
catalog  of  information  on   water  data,    12380, 

12387 
Colorado  River  basin  salinity  control  act- 
hearings,  08899 
report,  08816,  11352 
control  salinity  of  water  delivered  to  users  in 

United  States  and  Mexico- 
hearings.  08816,  08899 
flood  plain  information.  Country  Club  Creek, 

Austin,  Tex.,  05629 
floods.    Country    Club    Creek,    Austin,    Tex., 

how  to  avoid  damages,  09272 
ground-water   resources,    summary   appraisals, 

01116 
interstate    waters,    immediate    water    pollution 

control  needs,  09430 
proposed    Hayden-Ault    345    KV    transmission 

line    and    Ault    substation,    final   environ- 
mental statement,  05929 
upper    Colorado    region,    condition    of    major 

water    system    structures    and    facilities, 

13068 
water    for    energy    in    Upper    Colorado    River 

Basin,  report.  09881 
water  resources  of  lower  Colorado  River-Sal- 
ton  Sea  area,  02670 
water   supply    outlook    and    snow    surveys   of 

drainage  basin,  04676 
watershed   conditions   affecting   water   supply, 

04563 
wild     river     system,     inclusion     of     segment, 

authorize  - 
report,  05052 
Colorado  River  storage  project: 

condition    of    major    water    system    structures 

and     facilities,    upper    Colorado    region, 

13068 
Colorado  Springs,  Colo.: 

flood  plain  information,   Fountain  and  Jimmy 

Camp  Creeks,  09243 
floods.    Fountain    and    Jimmy    Camp    Creeks, 

09277 
Colorado-Big  Thompson  project: 

sanitary  facilities  and  pollution  contributed  to 

reservoirs  and  lakes  of,  10261 
Coloring  books,  see  Painting  books. 
Columbia  Basin  project: 
Columbia  River  Basin  project  for  water  supply 

and  water  quality  management,  10247 
O'Sullivan     Dam,     hydraulic     model     studies, 

13069 
Columbia  River  and  Valley: 
aquatic    macrophytes    from    river    drainages, 

09224 
bar  guide,  10604 
discharge     and     flow     distribution,    Columbia 

River  estuary,  0783- 
Federal  Columbia  River  Power  System,  use  of 

revenues     for    development     of     Federal 

transmission  system  in  Pacific 

Northwest- 
report,  05338 
interstate  waters  of  lower  Columbia  River  and 

tributaries,  10258 
pollution  of  interstate  waters,  Bonneville  Dam 

to  Cathlamet,   Wash.,   transcript   of  con- 
ference, 10271 
thermal  effects  study- 
biological  effects  studies,  09334 
temperature  prediction  studies,  09335 
water  supply  outlook,  04674 


see  also  Columbia  Basin  project. 
Columbia,  Mo.: 

Columbia  spillway  sampler,  08528 
Columbium,  see  Niobium. 
Columbus,  Ohio: 

municipal  government  wage  surveys,  06009 
Colville  Indian  Reservation: 

water    resources    of   Colville    Indian    Reserva- 
tion, Washington,  09839 
Combat: 

air   combat    fighter   programs,    major   systems 
acquisition  reform - 
hearings,  02279 

oblique,  all-wing,  remotely  piloted  vehicle  for 
air-to-air  combat,  10173 

types    of    Soviet    armed    forces    and    combat 
arms,  USSR  study,  02829 
Combat  areas: 

aerospace  doctrine,  doctrine  and  procedures 
for  airspace  control  in  combat  zone,  10431 

application  of  theater  of  operations  field 
available  materials  to  fortifications,  09314 

Army  air  traffic  management  in  combat  zone, 
10489 

comptroller  support  in  theaters  of  operation, 
00080 

military  police  combat  support,  divisions  and 
separate  brigades,  00081 

soil  stabilization  for  roads  and  airfields,  05669 

wood  design  parameters  for  theater  of  opera- 
tions applications,  05619 
Combustible  liquids,  see  Liquids. 
Combustion: 

analytical  study  of  mechanisms  for  nitric  oxide 
formation  during  combustion  of  methane 
in  jet-stirred  combustor,  02987 

burning  trials  in  shrubby  vegetation  desiccated 
with  herbicides,  09672 

control  of  pollutants  from  multi-burner  coal- 
fired  systems,  09384 

distributions  of  industrial  and  commercial-in- 
stitutional external  combustion  boilers, 
05713 

economic  analysis  of  oil  shale  operations 
featuring  gas  combustion  retorting,  12748 

field  testing,  application  of  combustion  modifi- 
cations to  control  NOx  emissions  from 
utility  boilers,  09387 

in  situ  combustion  of  coal  for  energy,  08106 

jet  engine  burn-through  investigation,  sonic 
analysis,  10304 

NOx  combustion  control  methods  and  costs 
for  stationary  sources,  00926 

reduction  of  atmospheric  pollution  by  applica- 
tion of  fluidized-bed  combustion  and 
regeneration  of  sulfur-containing  addi- 
tives, 00935 

S02  reduction  in  non-utility  combustion 
sources,  technical  and  economic  com- 
parison of  alternatives,  07567 

stationary,  process  modifications  for  control 
of  particulate  emissions,  09390 

summation  of  conditions  and  investigations  for 
complete  combustion  of  organic  pesti- 
cides, 07562 

survey  and  evaluation  of  kinetic  data  on  reac- 
tions in  methane/air  combustion,  12045 
Combustion  products: 

coal  mine  combustion  products,  identification 
and  analysis,  10067 

coal  mines  combustion  products,  conveyor 
belts,  12743 

decomposition  products  of  polyurethane  foam 
related  to  aircraft  cabin  flash  fires,  10312 
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Combustors: 

analytical  study  of  mechanisms  for  nitric  oxide 
formation   during  combustion  of  methane 
in  jet-stirred  combustor,  02987 
effect    of    premixing    quality     on    oxides    of 

nitrogen  in  gas  turbine  combustors,  12778 
gas  sampling  method  for  determining  pollutant 
concentrations   in  flame   zone  of  2  swirl- 
can  combustor  modules,  06208 
primary-zone  equivalence   ratio  and   hydrogen 
addition    effect    on    exhaust    emission    in 
hydrocarbon-fueled  combustor,  10120 
Comet  (M/V): 

marine  casualty  report,  08314 
Comets: 

comet  Kohoutek,  01340 
Command  (military): 
commanders  call,  03575 
commanders  digest  (periodical),  03576- 
index,  05571,  09135-6 
Command  modules,  see  Spacecraft  modules. 
Commemorative  coins,  see  Coins. 
Commemorative  medals,  see  Medals. 
Commemorative  stamps,  see  Postage  stamps. 
Commerce: 

airborne  exports  and  general  imports,  04626 
banking       and       commerce       commemorative 

stamps,  poster,  0161 1 
Bureau     of     East-West    Trade,     introduction, 

07446 
C-4  vessels  in  Guam  trade,  authorize  sale  or 
other  use- 
report,  08985 
commerce  America,  03578 
commerce  business  daily,  03579 
commercial  news  for  Foreign  Service,  03583 
cotton     velveteen    fabrics,     trade    agreement 
with- 
Italy,  10293 
country    commercial    program    for    Germany, 

01829 
country     commercial    program     for    Norway, 

01828 
detente,    prospects    for    increased    trade    with 

Warsaw  pact  countries,  06945 
development  of  agricultural  trade,  joint  state- 
ment with  Polish  People's  Republic,  03230 
domestic   waterborne  trade   of  United   States, 

01275 
East-West   trade   between    United   States   and 
nonmarket     economy     countries,     02140, 
07061 
East-West  trade,  briefing- 
hearings,  05148 
effects  of  pollution  abatement  on  international 

trade,  0891 1 
effects  of  international  technology  transfers  on 

U.S.  economy,  colloquium,  01470 
establishment  of  joint  commercial  commission, 

agreement  with  USSR,  13126 
export  mailing  list  and  FTI  data  tape  services, 

trade  list  program,  12575 
foreign  agricultural  trade,  monthly,  03924 
foreign  trade - 

by  quarters,  1 1924 
foreign  trade  organizations  in  USSR,  product 

index  and  directory,  11931 
FT  reports,  03480,  03970,  03997,  04562,  04626, 

04629-30,  04633-4,  06630 
Government  and  charitable  cargo  in  domestic 
offshore   commerce,   economic   regulation 
by  FMC- 
report,  05050 


Hawaii  and  western  islands  surface  commerce 
protection  act- 
hearings,  02071,  02262 

highlights  of  U.S.  export  and  import  trade, 
03997 

impact  of  foreign  competition  on   U.S.   small 
business- 
hearings,  07042 

importance  of  agriculture  to  world  trade 
(remarks),  10405 

international  trade  in  textiles,  agreement  with 
other  governments,  08423 

international  voluntary  standards - 
hearings,  02072 

Interstate  commerce  act- 
hearings,  05460 

Interstate  commerce  act,  amend,  10794 

Interstate  commerce  acts  annotated,  advance 
bulletin,  03390 

investment  dispute  obligations  being  resolved, 
countries  qualify  for  beneficiary  develop- 
ing country  designation,  01913 

new  products,  USA,  free  service  to  promote 
your  company's  new  products  overseas, 
07436 

Northwest  forest  industries,  trade,  04425 

protecting    ability    of   United   States   to   trade 
abroad - 
hearings,  07236 
report,  11386 

regulatory  agencies  impact  upon  commerce- 
hearings,  05466 

Saudi  Arabia  market,  guide  for  U.S.  business- 
men, 09932 

services  available  to  HUD-related  businesses 
in  international  trade,  12470 

some  dimensions  of  world  trade  impact  on 
New  York  labor  market,  07985 

Trade  act,  actions  to  be  taken - 
proposal,  01892 

Trade  act,  provisions,  07241 

Trade  act,  Senate  amendments,  07058 

trade  adjustment  assistance  program, 
guidelines  for  applicants,  05593 

trade  barriers,  Tariff  Commission  report, 
10343-4 

trade  in  cotton  textiles,  agreement  with  Egypt, 
03141,  03261 

trade  in  cotton  textiles,  agreement  with  Haiti, 
03181,  03221 

trade  in  cotton  textiles,  agreement  with  Hong 
Kong,  03191 

trade  in  cotton  textiles,  agreement  with  Hun- 
garian People's  Republic,  03177 

trade  in  cotton  textiles,  agreement  with  India, 
03206 

trade  in  cotton  textiles,  agreement  with  Jama- 
ica, 03294 

trade  in  cotton  textiles,  agreement  with  Malay- 
sia, 03258 

trade  in  cotton  textiles,  agreement  with  Malta, 
03259 

trade  in  cotton  textiles,  agreement  with  Thai- 
land, 03299 

trade  in  textiles,  agreement  with  Peru,  13143 

trade  in  textiles,  agreement  with  Hong  Kong, 
03192 

Trade  reform  act,  emigration  amendment- 
hearings,  09041 

trade  relations,  agreement  with  Socialist 
Republic  of  Romania,  13147 

trade  with  Puerto  Rico  and  U.S.  possessions, 
04633 

trade,  meat  imports,  agreement  with  Australia, 
03330 
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trade,  meat  imports,  agreement  with 
Dominican  Republic,  13136 

trade,  meat  imports,  agreement  with  El  Sal- 
vador, 03325 

trade,  meat  imports,  agreement  with  Gu- 
atemala, 03326 

trade,  meat  imports,  agreement  with  Hondu- 
ras, 03327 

trade,  meat  imports,  agreement  with 
Nicaragua,  03324 

trade,  meat  imports,  agreement  with  Panama, 
03332 

trading  with  Bulgaria,  00821 

trading  with  German  Democratic  Republic 
(East  Germany),  07440 

U.S.  balance  of  trade  and  balance  of  pay- 
ments, tables  and  statistical  material, 
07240 

U.S.  exports,  FT  reports,  04629 

U.S.  foreign  agricultural  trade  statistical  re- 
port, 07450 

U.S.  life  lines,  imports  of  essential  materials, 
and  impact  of  waterborne  commerce  on 
Nation,  06418 

U.S.  trade  and  investment  in  Soviet  Union  and 
Eastern  Eruope,  07248 

U.S.     trade     embargo    of     Vietnam,     church 
views- 
hearings,  1 1135 

U.S.  trade  status  with  Socialist  countries, 
07447,  11932 

United  States  role  in  East-West  trade, 
problems  and  prospects,  assessment, 
01835 

United  States  trade  with  major  trading  part- 
ners, 09185 

United  States  trade  with  major  world  areas, 
1968-1973.  09180 

USSR  trade  and  services,  translations,  04612 

waterborne  commerce  of  United  States,  calen- 
dar year  1973,  waterways  and  harbors, 
Great  Lakes,  02441 

waterborne  commerce  of  United  States,  calen- 
dar year  1973,  waterways  and  harbors. 
Gulf  Coast,  Mississippi  River  system,  and 
Antilles,  02440 

waterborne  commerce  of  United  States,  calen- 
dar year  1973,  waterways  and  harbors, 
Pacific  Coast,  Alaska,  and  Hawaii,  02442 

waterborne  exports  and  general  imports,  04634 

world  must  trade  (remarks),  10428 

world  trade  outlook,  09176-9 

world  trade  outlook  for  Africa,  02405 

world  trade  outlook  for  Eastern  Europe, 
Union  of  Soviet  Socialist  Republics,  and 
People's  Republic  of  China,  02407,  09189 

world  trade  outlook  for  Far  East  and  South 
Asia,  02404 

world  trade  outlook  for  Latin  America,  02408 

world  trade  outlook  for  Near  East  and  North 
Africa.  02406 

world  trade  outlook  for  Western  Europe  and 
Canada,  02403 

see  also  Exports-Imports. 
Commerce  Committee,  Senate: 

calendar,  04143 

committee  print,  05452-8,  11513-5 

expenditures    for   joint   study    of   Federal   and 
State  agencies- 
report,  00600 

hearings,  00659-64,  02256-64,  05459-63,  05465- 
73,  07219-27,  07227-31,  09038,  11499-512 


investigations    and    studies,    authorization    and 
expenses- 
report,  00599,  08953 
report.   00556,   00560,   00582,   00584-6,   00630, 
02167,    02169,    02173-4,    02185-6,    02212, 
02215,     02221-3,     05303,     05321,     05325, 
05350,  05364,  05366,  05369,  05377,  05386, 
05395,  05411,  07085,  07131,  07164,  07169, 
07174,     08939,     08964.     08985-6,     08992, 
08994,  08996,  09000,  09010,  09017,  11355, 
11359,  11376,  11406,  11417,  11432-3.  11436 
Commerce  Department: 

academic   and   military  programs  of  5  service 

academies,  GAO  report,  01090 
adjusted    taxes,     incomplete    and     inaccurate 
measure   for   revenue   sharing   allocations, 
GAO  report,  02654 
annual  report,  10618 
law,  01856 

supplemental,  proposal,  11288 
appropriations,  1  975  — 
report,  08826-7 

supplemental,  proposal,  01917,  11260 
appropriations,  1975,  amend  - 

proposal,  04933 
appropriations,  1975,  supplemental- 
proposal,  04962,  05291 
appropriations,  1976- 

amendment,  proposal,  11263 
hearings,    05118-22,    097196,    08853,    11054, 
11469 
Assistant     Secretary     and     Under     Secretary, 
nominations    of   Travis    Edwin    Reed    and 
James  A.  Baker,  Ill- 
hearings,  07230 
Assistant   Secretary   for  Tourism,    nomination 
of  Creighton  D.  Holden- 
hearings,  1 1509 
Assistant   Secretary,   nomination   of  James   L. 
Pate- 
hearings,  11505 
Assistant  Secretary,  nomination  of  Wilmer  D. 
Mizell,  sr.- 
hearing,  11609 
budget  amendments,  10749 
budget  rescissions  and  deferrals,  1975- 

hearings,  09032 
energy  conservation  programs,  06670 
export  of  U.S.  manufactured  aircraft  financing 

and  competitiveness,  GAO  report,  07760 
Federal  inventory  of  energy  related  biomedical 

and  environmental  research,  07493 
fees  for  services,  changes  - 

hearings,  07227 
food  labels,  do  they  tell  enough?,  summary  of 

report  to  Congress,  GAO  report,  07782 
history  and  programs  since  1790,  10618 
maritime    programs,    appropriations,    1974   and 
1975,  authorize- 
hearings,  07221 
report,  06782,  07085 
maritime      programs,      appropriations,      1975, 
authorization - 
law,  04901,  08742 
maritime   programs,   appropriations,    1976   and 
1977,  authorization - 
hearings,  05468 
maritime      programs,      appropriations,      1976, 
authorization - 
hearings,  05227 
law,  01862 

report.  00628,  02169,  02198,  06798 
OT  report,  00250 
press  releases,  04375 
publications,  catalog  and  index,  01830,  01834 
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status  of  efforts  to  offset  balance-of-payment 
deficit  for  fiscal  year  1974  attributable  to 
maintaining  U.S.  forces  in  Europe,  GAO 
report,  07762 
Commerce  Technical  Advisory  Board: 

national  energy  program,  panel  on  Project  In- 
dependence Blueprint,  06667 
Commercial  aviation,  see  Air  carriers. 
Commercial  banks,  see  Banks  and  banking. 
Commercial  fisheries,  see  Fish  and  fisheries. 
Commercial  policy: 

generalized    system   of   preferences   for   trade 
policy,  11221 
Commercial  practices: 

list  of  common  deceptions,  09584 

use  of  word  free  and  similar  representations, 
guide,  09578 
Commercial  products: 

banned  products,  CPSC  list,  11623 

brand  names  identical  to  products  purchased 
and  tested  for  use  by  Federal  Govern- 
ment, 05816 

causes  of  shortage  of  products,  provide  report- 
ing procedures - 
hearings,  09039 

consumer  demand  and  characteristics  of  con- 
sumption goods,  05986 

Consumer  goods  pricing  act- 
report,  06827 

Consumer  product  safety  act,  sec. 15,  substan- 
tial hazards,  fact  sheet,  09093 

Consumer  product  safety  act,  standards 
development,  fact  sheet,  09091 

consumer  products  warranties  - 
report,  08825 

corrosion  of  commercial  alloys  in  3  environ- 
ments simulating  phosphate  rock  acidula- 
tion,  10074 

export  and  import  merchandise  trade,  04562 

exports,  FT  reports,  03997,  04629 

exports,  statistical  classification,  schedule  B, 
04490 

finance,  foreign  exchange  costs  of  commodi- 
ties and  commodity-related  services, 
agreement  with  Egypt,  03286 

foreign  trade  organizations  in  USSR,  product 
index  and  directory,  11931 

handbook  and  standard  for  manufacturing 
safer  consumer  products,  11635 

how  consumers  use  product  information, 
01469 

imports,  FT  reports,  03997,  04630 

major  industrial  product  sectors,  tariffs  and 
other  trade  barriers,  10343 

merchandise  line  sale,  census  of  retail  trade, 
00132 

minor  industrial  product  sectors,  tariffs  and 
other  trade  barriers,  10344 

misuse  of  consumer  products,  09119 

new  products,  USA,  free  service  to  promote 
your  company's  new  products  overseas, 
07436 

testing  and  certification  for  export  products  in 
industrializing  countries,  12878 

U.S.  imports,  world  area  by  commodity 
groupings,  06630 

uniform    commodity    descriptions    and    tariffs 
filed  with  Federal  Maritime  Commission, 
provide  - 
report,  05321 

universal  product  coding  system  - 
hearings,  02264 
Commercial  treaties: 

international  commodity  agreements,  02270 


multilateral  trade  negotiations,  background  and 

status,  07049 
United  States  and  Romania  trade  agreement, 

01927 
United  States-Romanian  trade  agreement- 
report,  00409 
United  States-Soviet  Union  commercial  agree- 
ments, background  materials,  07234 
Comminution: 

dust    generation    and    comminution    of    coal, 
08089 
Commissaries: 

military    commissaries,    financial    support    to 
meet  pay  roll  costs - 
hearings,  11066 
military  commissary  store,  its  justification  and 
role  in  today's  military  environment,  GAO 
report,  09769 
Secretary    of   Defense    to   continue   operation 
and  maintenance  - 
hearings,  05146 
Commission    on    Bankruptcy    Laws    of    United 
States,    see    Bankruptcy    Laws    of    United 
States  Commission. 
Commission  on  Electronic  Fund  Transfers,  see 

Electronic  Fund  Transfers  Commission. 
Commission  on  Federal  Paperwork,  see  Federal 

Paperwork  Commission. 
Commission   on   Government   Procurement,   see 

Government  Procurement  Commission. 
Commission  on  Highway  Beautification: 

highway  beautification,  hearings,  05787 
Commission  on  Natural  Resources,  see  Natural 

Resources  Commission. 
Commission  on  Organization  of  Government  for 
Conduct  of  Foreign  Policy,  see  Organization 
of  Government  for  Conduct  of  Foreign  Pol- 
icy Commission. 
Commission   on  Population  Growth   and   Amer- 
ican   Future,    see    Population    Growth    and 
American  Future  Commission. 
Commission  on  Review  of  National  Policy 
Toward  Gambling: 
appropriations,  1975  — 
report,  08835,  10889 
Commission  on  Revision  of  Federal  Court  Ap- 
pellate System,  see  Revision  of  Federal  Ap- 
pellate    System     Commission-Revision     of 
Federal   Court    Appellate    System   Commis- 
sion. 
Commissioners,  see  also  United  States  commis- 
sioners. 
Committee   for  Purchase  of  Products  and   Ser- 
vices of  the  Blind  and  Other  Severely  Han- 
dicapped, see  Purchase  of  Products  and  Ser- 
vices of  the  Blind  and  Other  Severely  Han- 
dicapped, Committee  for. 
Committees: 

directory  of  Manpower  Administration  related 

committees,  12688 
organizing  safety  committee,  13027 
see  also  Advisory  committees,  Congressional 
committees. 
Committees,  Select  Committee  on,  House: 

committee  print,  02036,  05157-8,  06929,  08861- 

91,  11083-4 
hearings    and    panels,    print    as    House   docu- 
ment- 
report,  07094 
Commodities,    see    Agricultural    products-Com- 
mercial products. 
Commodity  Credit  Corporation: 

acquisition  and  disposal  of  farm  commodities, 

08556 
audit,  fy  1974,  GAO  report,  01897 
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CCC  export  sales  - 

hearings,  11048 
general  information,  01641 
sales  list,  monthly,  03501 
Commodity  Exchange  Authority: 

available  publications  of  USDA'S  Commodity 
Exchange  Authority,  08677 
Commodity  exchanges: 

available  publications  of  USDA'S  Commodity 
Exchange  Authority  on  futures  trading  in 
agricultural   commodities   regulated   under 
Commodity  exchange  act,  08677 
futures  trading,  strengthen  regulations  to  cover 
all  transactions - 
hearings,  11457-8 
report,  05371 
Commodity  Futures  Trading  Commission: 
act,  amend- 
hearings,  05104 
law,  08743 
appropriations,  1976- 
hearings,  02236 
law,  01857 
appropriations,  1977- 

hearings,  11467 
establish - 
hearings,  11457-8 
report,  05371 
Commodity  prices,  see  Prices. 
Commodity   trade   agreements,   see   Commercial 

treaties. 
Common   business   oriented   language,   see   Pro- 
gramming languages. 
Common    carriers,    see    Communications-Motor 

carriers. 
Commonwealth  Edison  Co.  of  Chicago: 

wage  chronology.  Commonwealth  Edison  Co. 
of  Chicago  and  International  Brotherhood 
of  Electrical  Workers,  10048 
Communicable  diseases,  see  Contagion  and  con- 
tagious diseases. 
Communication  Office: 

FPL,  farm  paper  letter,  03961 
Communication  satellites,  see  Satellites. 
Communications: 
act,  amend - 

hearings,  00662,  06991 
law,  04884,  06733 
report,  01995,  02212,06871 
Army  Signal  Corps,  great  place  to  get  started 

in  communications,  01721 
basic  problems  of  studying  pheromonal  com- 
munication in  insects,  USSR  study,  07895 
carriers,  discontinuance  of  service,  FCC  rules 

and  regulations,  03847 
common  carriers,  and  affiliates,  reports,  FCC 

rules  and  regulations,  03847 
common  carriers,  changes  needed  to  achieve 

effective  regulation,  06994 
common    carriers,    miscellaneous    rules,    FCC 

rules  and  regulations,  03847 
common    carriers,    preservation    of    records, 

FCC  rules  and  regulations,  03847 
communication  antenna  isolation,  study,  10319 
communications-electronics    activities,    USAF 
ground     communications-electronics     pro- 
gram implementation  management,  06557 
communications-electronics,      USAF      ground 
communications-electronics  program 

management,  06556 
Congress  and  mass  communications  study  - 

report,  00631 
direct    communications    link,    agreement    with 
Union  of  Soviet  Socialist  Republics,  03304 


Federal      Aviation      Administration      system, 

description,  10311 
industry  wage  survey,  10051 
international  communication  convention,  1973, 

08935 
Labor    Department    graphic    communications 

standards,  revised  pages,  07938 
public  media  program  guidelines.  National  En- 
dowment for  the  Arts,  0141 1 
reduction  of  costs  through  centralized  manage- 
ment of  multiplex  systems,  09778 
repeaters  for  law  enforcement  communication 

systems,  05959 
USSR,  herald  of  communications  (periodical), 

03993 
weekly  Government  abstracts,  04697 
see  also  Military  communications-Mobile  com- 
munication    systems-Optical    communica- 
tions-Radio communication-Radio- 
Telephone-Television. 
Communism: 
problems,  04421 

USSR,    Kommunist   (periodical),    translations, 
04591 
Communist  countries: 

investments    by    multinational    companies    in 

Communist  bloc  countries,  02272 
trade  between  United  States  and  nonmarketing 
economy  countries,  02140,  07061 
Communities,  see  Cities  and  towns. 
Community  Action  Administration: 
establish - 
report,  05389 
Community  action  agencies: 

census  data  for  community  action,  01776 
Federal  matching  share - 
report,  00437-8,  10963 
meeting     community     needs     through     volun- 
tarism, guide  to  ACTION'S  domestic  pro- 
grams, 10353 
selected    literature    and    information    sources, 
community  action  NCJRS,  05971 
Community  centers: 

program  impact  estimation  for  community  in- 
formation  and   service   centers   (CISC's), 
00250 
Community  development  programs: 
ACIR  State  legislative  program,  10358 
ACTION  special  volunteer  programs,  00007 
appropriations,  1976- 

amendment,  proposal,  10760 
community  development  block  grant  program, 
oversight - 
hearings,  06926 
Community  services  act- 
report,  08812 
Community  services  act,  amend- 

report,  02001 
economic  development  programs,  continue - 

report,  05390 
environmental    reviews    at    community    level, 

01123 
Federal  domestic  assistance  programs,  catalog, 

03498 
Housing  and  community  development  act- 
report,  08829 
Housing  and  urban  development  act,  amend - 

report,  10888 
housing  and  urban  development  in  Australia, 

07854 
mobilization   of   community   development   and 
assistance  services,  provide - 
report,  05389 
new  communities  program,  oversight- 
hearings,  06927 


Do  not  order  from  index;  see  indicated  entry 


Page  1-267 


Subject  Index 


Community  development  programs-Con. 

North   American   Indian,   community   develop- 
ment, bibliography,  09865 
role    of    Federal    Government    in    community 

development,  evolution,  06922 
state     of     system     (SOS)     model,     measuring 
growth    limitations    using    ecological    con- 
cepts, 05744 
statistical  profile  USA,  selected  statistical  in- 
formation   related    to    housing   and    urban 
development,  12480 
workable    program    for    community    improve- 
ment, status  report,  09873 
see  also  Redevelopment  (city  planning,  etc.). 
Community  health,  see  Health. 
Community  life: 

community   planning  guide   to   weatherization, 

10632 
recreational  community  gardening,  13030 
Community  property: 

community  property  and  Federal  income  tax, 
02731-2 
Community  relations: 

abstracts,  police-community  relations,  01211 
Community  Services  Administration: 
appropriations,  1976- 
hearings,  02242 
law,  10674  / 

report,  06860    J 
veto  message,  10804 
CSA  pamphlet,  00255,  01838,  10632 
establish - 

hearings,  05529 
personnel  abuses  - 
hearings,  02050 
Commuter  transportation,  see  Transportation. 
Compacting: 

soil  compaction  in  Salem  District,  effects  and 
observations,  07992 
Companies: 

FTC  statistical  report  on  mergers  and  acquisi- 
tions, 02572 
improving  productivity,  description  of  selected 

company  programs,  13046 
mergers  and  acquisitions,  acqusitiions  by  large 

multi-unit  companies,  01788 
new  products,   USA,  free  service  to  promote 
your  company's   new    products   overseas, 
07436 
truck    terminal    cargo    security    effectiveness 
compared      to     company-wide      security, 
03358 
Compensation,  see  Employers  liability  and  work- 
men's  compensation-Pay,   allowances,   etc- 
Pensions-Salaries- Wages. 
Compensation  (law),  see  Damages. 
Competent  authority: 
Small  Business  Administration  certificate  of 
competency  program - 
report,  01964 
Competition: 

competitive  problems  in  drug  industry - 
hearings,  00705 
summary  and  analysis,  11616 
Federal  Trade  Commission,  protector  of  con- 
sumers and  fair  competition,  09576 
foreign    competition,    impact    on    U.S.    small 
business  in  customs  brokerage,  ocean  and 
air  freight  forwarding - 
hearings,  05246 
impact  of  foreign  competition  on  U.S.   small 
business- 
hearings,  07042 


International  air  transportation  fair  competitive 
practices - 
hearings,  05464 
Complaints: 

construction  complaints  handbook,  09861 
Composing  machines: 

typewriters    and    office    composing    machines, 
Federal  item  identification  guide,  11704 
Composite  materials: 

bonding  and  compatibility  of  aluminum  oxide 

fibers  in  nickel  alloy  composites,  12799 
critical    aspect    ratio    for    tungsten    fibers    in 

copper-nickel  matrix  composites,  01354 
cyclic    debonding   of   unidirectional   composite 
bonded   to   aluminum    sheet   for  constant- 
amplitude  loading,  08180 
metal    shear   web    selectively    reinforced    with 
filamentary    composites   for   space   shuttle 
application,  evaluation,  06148 
metal-graphite    and    metal-ceramic    composites 
for  use  as  high-energy  brake  lining  materi- 
als, 10178 
photoelastic  analysis  of  shrinkage  stresses  and 
its  application  to  micromechanics  of  com- 
posites, 13017 
thermal     loading     in     laser     holography     non- 
destructive testing  of  composite  structure, 
06250 
Compost: 

composting  at  Johnson  City,  02471 
Compounds: 

extensive  1-year  survey  of  elements  and  com- 
pounds in  airborne   suspended   particulate 
matter  in  Cleveland,  Ohio,  08171 
improved  liquid-solids  separation  by  aluminum 
compound   in   activated   sludge   treatment, 
07560 
sampling    and    analytical    strategies    for    com- 
pounds   in     petroleum    refinery    streams, 
12048 
Comprehension: 

contribution  of  poorer  ear  to  binaural  intelligi- 
bility, 10055 
Comprehensive  data  handling  system,  see  Infor- 
mation storage  and  retrieval  systems. 
Comprehensive  employment  and  training  act,  see 

Employment. 
Compressed  air: 

facilities        operations        and        maintenance, 
buildings      and      structures,      mechanical, 
02688 
Compressed  gases,  see  Gases. 
Compressibility: 

testing    bulk    compressive    strength    of    rocks, 
USSR  study,  07889 
Compressing: 

compression  debarking  of  stored  wood  chips, 

09631 
effect  of  afterburner  lights  and  inlet  unstarts 
on    mixed-compression-inlet    turbofan    en- 
gine operating  at  Mach  2.5,  12790 
effect  of  porosity  on  hydrostatic  compression 
of  ice,  07518 
Compressors: 

cost  of  compressor  station  construction  under 
non-budget  pipeline  certificate  authoriza- 
tions, 09554 
cost  of  pipeline  and  compressor  station  con- 
struction under  non-budget  type  of  cer- 
tificate authorizations  as  reported  by 
pipeline  companies  in  fiscal  year  1972, 
05795 
effect  of  slotted  casing  treatment  on  per- 
formance of  multistage  compressor,  12807 
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Compressors  -  Con . 

inlet  noise  of  0.5-meter-diameter  NASA  QF-1 
fan  as  measured  in  unmodified  compres- 
sor aerodynamic  test  facility  and  in 
anechoic  chamber,  08177 

performance  of  inlet  stage  of  transonic  com- 
pressor, 12803 

performance  of  J85-I3  compressor  with  clean 
and  distorted  inlet  flow,  08139 

performance  of  1 .15-pressure-ratio  axial-flow 
fan  stage  with  blade  tip  solidity  of  0.5., 
10108 

pumps  and  compressor  components.  Federal 
item  identification  guide,  11761 

pumps  and  compressors,  current  industrial  re- 
ports. 00166 
Comptroller    General,    see    General    Accounting 

Office. 
Comptroller  of  Currency: 

administrator  of  national  banks,  1973  financial 
report.  10633 

annual  report.  10634 
Comptrollers: 

Air  Force  comptroller  (periodical),  03409 

comptroller  support   in   theaters   of  operation, 
00080 
Computations,  see  Numerical  calculations. 
Computer  assisted  instruction: 

SOPHIE,    sophisticated    instructional   environ- 
ment, 04753 
Computer    equipment    analysts,    see    Computer 

specialists. 
Computer     languages,     see     Programming     lan- 
guages. 
Computer  operators: 

employment  outlook,  09952 

opportunities   in   data  processing,  examination 
announcement,  00213,  00213 
Computer  programs/programming: 

airport  noise  reduction  forecast,  NEF  com- 
puter program  description  and  user's 
manual,  08452 

algorithms  for  linear  array  beamforming  on 
AN/UYK-17  (XB-1)  (V)  signal  processing 
element,  evaluation,  06426 

AN/UYK-17(XB-1)  (V)  signal  processing  ele- 
ment microprogramming  support  software, 
03073 

application  of  HIWAY  model  for  indirect 
source  analysis,  00893 

atmospheric  transmittance  from  0.25  to  28.5 
mum,  computer  code  LOWTRAN  3, 
00049 

automated  selection  of  VOR,  ILS  and 
TACAN/DME  frequencies,  10315 

campground  users,  computerized  method  for 
summarizing  where  they  come  from  and 
how  long  they  stay,  09680 

CODASYL  data  description  language,  journal 
of  development,  06270 

comparison  of  measured  and  computer-pre- 
dicted thermal  performance  of  4  bedroom 
wood-frame  townhouse,  06272 

comprehensive  occupational  data  analysis  pro- 
grams, CODAP,  ordering  of  hierarchically 
grouped  case  data,  KPATH,  and  print 
KPATH.  PRKPTH,  programs.  00058 

computer  code  for  calculating  doses,  popula- 
tion doses,  and  ground  depositions  due  to 
atmospheric  emissions  of  radionuclides, 
12002 

computer  input  microfilm  (CIM)  feasibility 
study,  08517 

computer  program  abstracts  (periodical),  03589 


computer  program  for  design  analysis  of  radi- 
al-inflow turbines,  12840 

computer  program  for  determination  of 
acoustic  pressure  signature  of  helicopter 
rotors  due  to  blade  thickness,  12794 

computer  program  MUST,  planning  and 
processing  multistage  samples,  09608 

computer  program  package  for  metric  conver- 
sion, 06266 

computer   programs   for  pressurization   (ramp) 
and  pressurized - 
expulsion    from    cryogenic    liquid    propellant 
tank,  10133 

computer  programs  for  structural  chemistry, 
MATCH  1  and  MATCH  2,  FORTRAN 
programs  to  predict  and  evaluate  mutual 
orientation  of  polycrystals,  08213 

computer  technique  for  simulating  combustion 
of  cellulose  and  other  fuels,  09688 

computer-aided  traffic/airway/VOR  [TAC]  net- 
work methodologies,  techniques  of  VOR- 
TAC  grid  design.  10300 

computerized  symbolic  integration  technique 
for  development  of  triangular  and  quadri- 
lateral composite  shallo"  -shell  finite  ele- 
ments, 02976 

computing  visible  areas  fron  proposed  recrea- 
tion developments,  case  J'udy,  C9677 

controlled  accessibility  workshop  report,  10191 

COREST,  FORTRAN  computer  program  to 
analyze  paralinear  oxidation  behavior  and 
its  application  to  chromic  oxide  forming 
alloys,  12835 

critique  of  role  of  time  allocation  in  river  basin 
model,  05741 

culvert  outlet  protection  design,  computer  pro- 
gram documentation,  02538 

development  of  a  computer  program  to  obtain 
ordinates  for  NACA  4-digit,  4-digit 
modified,  5-digit,  and  16-series  airfoils, 
02955 

digital  program  for  solving  linear  stochastic 
optimal  control  and  estimation  problem, 
06228 

documentation  for  HAR03,  for  modeling  water 
quality  parameters,  09355 

DYNGEN,  program  for  calculating  steady- 
state  and  transient  performance  of  tur- 
bojet and  turbofan  engines,  06236 

electronic  computer  program  for  hydraulic 
analysis  of  circular  culverts,  07660 

electronic  computer  program  for  hydraulic 
analysis  of  pipe-arch  culverts,  07661 

Federal  Power  Commission  regulatory  infor- 
mation system,  regulation  and  automation 
(address),  05796 

FHWA  computer  programs  for  urban  transpor- 
tation planning,  02516 

FHWA  program  HY  series,  07660-1 

FORTRAN  program  for  determining  aircraft 
stability  and  control  derivatives  from 
flight  data,  06230 

fortran  routine  reorganizer,  12712 

FRACTAN,  computer  code  for  analysis  of 
clusters  defined  on  unit  hemisphere,  12711 

ground-water  pumpage  in  California,  continu- 
ing program  for  estimating,  09790 

horizontal-gradient  acoustical  ray -trace  pro- 
gram TRIMAIN,  06424 

improvements  in  routing  for  packet-switched 
networks,  06429 

matrix  form  of  computing  and  programming 
problems  in  structural  mechanics  on  com- 
puters, USSR  study,  12602 
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microprogrammed  benchmarks  for  micropro- 
grammed control  unit  of  AN/UYK-17(XB- 
1)(V)  signal  processing  element,  06425 

NASA/MSFC  multilayer  diffusion  models  and 
computer  programs,  version  5,  12771 

National  Military  Command  System  informa- 
tion processing  system,  360  formatted  file 
system,  NIPS  360  FFS,  users  manual,  ter- 
minal processing,  TP,  11654 

NBS  computer  user's  guide,  06273 

NBS  FORTRAN  test  programs,  listings,  12872 

on-line  services  reference  manual,  06362 

planning  session  on  software  engineering  hand- 
book, report,  08210 

PLANS,  finite  element  program  for  nonlinear 
analysis  of  structures,  02937 

program  for  copying  GEODATA  data  tape, 
06434 

program  for  plotting  annotated  track,  06435 

reciprocal  distance  squared  method,  computer 
technique  for  estimating  areal  precipita- 
tion, 10361 

REDUCE  II,  FORMAC  program  for  symbolic 
reduction  of  large  block  diagrams,  12821 

REST,  computer  system  for  estimating  logging 
residue  by  using  line-intersect  method, 
01059 

review  of  matching  software  and  procedures, 
13208 

semiconductor  measurement  technology, 
BASIC  program  for  calculating  Dopant 
density  profiles  from  capacitance-voltage 
data,  12873 

six  data  base  management  system,  feature 
analysis  and  user  experiences,  01385 

software  for  experimental  air-ground  data  link, 
13172-4 

software  summary  for  describing  computer 
programs  and  automated  data  systems, 
06269 

SOTDAT  final  report,  00956 

urban  traffic  control  system,  FORTRAN  IV 
software  documentation,  01009 

urban  traffic  control  system,  FORTRAN  IV, 
software  interface  manual,  01008 
Computer  science: 

computer  and  information  on  systems  in 
resources  management  decisions, 

proceedings  of  workshop,  09626 

cost-benefit      analysis,      computer      graphics 
systems,  10190 
Computer      security,      see       Electronic       data 

processing  systems. 
Computer  specialists: 

opportunities  in  data  processing,  examination 
announcement,  00213 

systems  analysts  employment  outlook,  09952 
Computer  tape,  see  Magnetic  tape. 
Computer  technicians: 

employment  outlook,  05987 

opportunities  in  data  processing,  examination 
announcement,  00213 
Computerized  simulation,  see  Simulation. 
Computers: 

computers,  control  &  information  theory, 
weekly  Government  abstracts,  04698 

making  service  industries  more  productive 
through  computers  and  automation,  con- 
ference report,  06286 

see    also    Electronic    computers,    Electronic 
data       processing       systems-Information 
storage  and  retrieval  systems. 
Computing  machines,  see  Calculating  machines- 
Cybernetics. 


Concessions: 

National  Park  Service  management  of  conces- 
sion operations- 
hearings,  02052 
Concorde  (supersonic  transport): 

sound   and   vibration   measurements   for  Con- 
corde  supersonic   transport  and   subsonic 
jet  aircraft,  08454 
Concrete: 

comparison  of  performance  of  all-bituminous 
concrete  and  reduced  subgrade  strength 
highway  pavement  test  sections  under 
freezing  conditions,  07526 

concrete  work,  special  trade  contractors,  cen- 
sus of  construction  industries,  04804 

control  of  reactive  carbonate  rocks  in 
concrete,  00889 

creep  characteristics  of  polyester  concretes, 
05617 

design  and  construction  of  large-panel 
concrete  structures,  loading  conditions, 
01122 

energy  consumption,  paper,  stone,  clay,  glass, 
concrete  and  food  industries,  09397 

evaluation  of  alternate  wire  fabric  materials 
for  articulated  concrete  mattresses,  07530 

introduction  to  concrete  polymer  materials, 
07666 

lean  mass  concrete,  correlation  between  ten- 
sile and  compressive  strengths,  09305 

maintenance  and  repair  of  concrete  and 
masonry  structures,  05615 

polymer  shotcrete,  initial  development,  10276 

prestressed  concrete  pavement  construction, 
07671 

production  of  Portland  cement  concrete  by  use 
of  a  continuous  mixing  process,  07670 

rapid  testing  of  fresh  concrete,  09234 

reinforcing  bars  embedded  in  hardened 
concrete,  pullout  resistance,  05666 

safety  during  construction  of  concrete 
buildings,  status  report,  08196 

shotcrete,  investigation,  09306 

stone,  clay,  glass,  and  concrete  products,  cen- 
sus of  transportation,  00136 

use  of  belt  conveyors  to  transport  mass 
concrete,  05672 

use  of  coral  as  aggregate  for  portland  cement 
concrete  structures,  05622 

utilization  of  engineer  construction  equipment, 
08607 
Conda  mine: 

detection  and  delineation  of  faults  by  surface 
resistivity  measurements,  Caribou  County, 
Idaho,  08091 
Condemnation  of  property: 

condemnations  of  private  property  for  public 
use,  tax  information,  02733 
Condominium  housing,  see  Housing. 
Conductance,  see  Electrochemical  analysis. 
Conductivity  (electric),  see  Electric  conductivity. 
Conductors  (electric),  see  Electric  conductors. 
Conduits: 

conduit  components,  Federal  item  identifica- 
tion guide,  1 1857 

turbulent  flow   in   rectangular  outlet  conduit. 
Rend  Lake  Dam,  Big  Muddy  River,  111., 
09312 
Cones: 

production,  12-year  record,  09650 

see  also  Conifers. 
Confectionery: 

current  industrial  reports,  03647 
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Conference  committee: 

Indochina  migration  and  refugee  assistance 
act- 
report.  01960 
report,  00403.  00410,  00412,  00555,  00590, 
00613,  00617-9,  00628,  01952,  01960. 
01994,  02004-5,  02179,  02198,  02226, 
05011-2,  05015.  05033-4,  05036,  05053, 
05059,  05061-2,  05064,  05068-71,  05074-6, 
05100,  05334  5.  05343,  05345.  05371, 
05376.  05393-4,  06787,  06796,  06830, 
06835.  06844,  06847,  06849,  06851,  06853, 
06855.  06860,  06864-5,  06867-9.  06871, 
06876.  06881-2,  06884-5,  06890-1,  07083, 
07109-10,  07113,  07115.  07136,  07163, 
08813,  08822,  08839,  08845-6,  10895, 
10902,  10904-5,  10968.  10997.  11000. 
11006,  11008,  11027-8,  11412,  11420, 
11434,  11440,  11442 
Conference  of  Great  Lakes  Congressmen: 

briefing  on  Great  Lakes  water  levels,  07021 
Conference    of    State    Sanitary     Engineers,    see 

State  Sanitary  Engineers  Conference. 
Conference  on  Security  and  Co-operation  in 
Europe: 
final  act,  03121 
Conference  on  Technological  Progress  for 
Southeast: 
program  and  registration,  01371 
Conferences,  congresses,  etc.: 

business    use    of   foreign    conventions   for   tax 

deductions,  02107 
conference   on   research  to  expand  usefulness 

of  military  working  dog,  08587 
conventions    1974,    national    and    international 
unions.    State    labor   associations,    profes- 
sional   associations.    State    employee    as- 
sociations, 12670 
international   organization   and   conference   se- 
ries. 01595,  03122 
metropolis  speaks  and  listening  to  metropolis, 

executive  summary,  09854 
seminars,  student  financial  assistance - 

hearings,  05171,  11096 
supplemental    appropriations    for    international 

conferences,  proposal,  00380 
VA        Spinal       Cord        Injury        Conference, 
proceedings,  01620 
Confidence: 

consumer    confidence    and    Federal    economic 
policy,  seminar,  11498 
Confidential  material: 

confidentiality  of  tax  returns,  021  10 

data  index  system,  annual  declassification  list, 

07508 
industrial    security    manual    for    safeguarding 

classified  information,  11871 
industrial    security    manual    for    safeguarding 
classified   information,   COMSEC   supple- 
ment, 09134 
Configurations: 

advanced      supersonic      technology      concept 
study,      hydrogen     fueled      configuration, 
06172 
analytical  expressions  for  position  error  in  tri- 
angulation  solutions  of  point  in  space  for 
several  station  configurations,  10137 
study    of    technological    improvements    to    op- 
timize truck  configurations  for  fuel  econo- 
my, 08476 
Confinement: 
fusion  power  research  and  development,  sum- 
mary report  on  magnetic  confinement  ex- 
periments, 1 1960 
Conflagrations,  see  Fires. 


Conformal  maps: 

world  maps  on  August  epicycloidal  conformal 
projection,  01457 
Congress  of  United  States: 

annual  expenditure  increment,  08862 
budget  procedures  for  fiscal  year  1976,  imple- 
mentation- 
report,  02200 
committee  staffing,  (statement),  08881 
committees  on  budget,  establish- 

report,  08821 
Congress  and  mass  communications  study - 

report,  00631 
Congress    and    United    States-Soviet    relations. 

11531 
Congress  versus  budget,  08864 
Congressional  budget  act,  amend - 

report,  07138.  07142.  07150 
Congressional  budget  and  impoundment  act- 
report,  09064 
Congressional   budget   and    impoundment   con- 
trol act,  legislative  history,  07249 
Congressional   budget   and   impoundment   con- 
trol act,  1974- 
data   and    materials   for   Finance   Committee 

report,  05474 
general  provisions,  05294 
congressional    control    of    budget     execution, 

08866 
congressional  franking  reform,   legislative  his- 
tory, 07306 
congressional   oversight,    methods    and   reform 

proposals,  08867 
congressional  record- 
daily,  03591 
daily,  index,  03592 
93d   Congress,    1st   session,   bound    volume, 

01839,  04856-63,  06674,  10637 
93d    Congress,    2d    session,    bound    volume, 
01840 
congressional  record  review,  03593 
congressional    record,    sale    and     distribution 
regulations - 
law,  08702 
congressional  reform,  then  suggestions,  08887 
congressional  review  of  Presidential  decisions 
to  remove   existing  allocation   and   pricing 
controls  of  petroleum  products  - 
veto  message,  00338 
congressional    serial    set,    00256-7,    01841-51, 

06677-84,  10638-64 
cost  of  clean  air,  annual  report  of  administra- 
tor,    Environmental     Protection     Agency, 
12005 
court  proceedings  and  actions  of  vital  interest 

to  Congress,  reports,  10684 
development  and  humanitarian  assistance,  FY 
1973,    program    presentation    to   Congress, 
12576 
directory,   official   edition,   94th   Congress,   2d 

session,  10636 
discontinuance  and  modification  of  certain  re- 
ports- 
law,  04896 
food  labels,  do  they  tell  enough?,  summary  of 

report  to  Congress,  GAO  report,  07782 
franking      privilege      for      former      Members, 
prohibit - 
law,  06719 
report,  07145 
General    Accounting   Office   assistance    in    im- 
proving access  and  usefulness  to  Congress 
of  fiscal,  budgetary,   and  program-related 
information,  GAO  report,  07703,  09782 
improving  congressional  budget  process,  08870 
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improving  Federal,  fiscal,  budgetary  and  pro- 
gram        information         for         Congress, 
(statement),  08882 
improving    some    skills    of    committee    staff, 

08871 
information  systems,  revisited,  08872 
law- 

private,  04865-74,  08680-9,  10665 
public,  00258-65,  01852-77,  04875-903,  06685- 
745,  08679,  08690-745,  10666-80 
legislative  oversight  on  bureaucracy,  08873 
legislator  as  information  user,  08874 
little  legislatures  revisited,  08875 
message  from  President,  04948 
national  health  insurance  proposals,  01563 
National  ocean  policy  study  - 

planning  guidelines   and   work   schedule   for 
94th  Congress,  05456 
numerical  lists  and  schedule  of  volumes  of  re- 
ports and  documents,  10524 
office   accounts   of  Members,   revised   regula- 
tions, 00374 
organizational    means    for    improving    national 
goals,  policies,  and  programs,  (statement), 
08884 
private,  08686 
proposals     for     meeting     congressional     staff 

needs,  08876 
report  to  Congress  on  control  of  sulfur  oxides, 

09468 
reports  to  be  made  to  Congress,  01891 
representation  of  District  of  Columbia- 
hearings,  02080 
restructuring     and     strengthening     committee 

system,  (statement),  08883 
review   and   some  proposals   for  Congress  on 

State  legislative  committees,  08880 
State    Department's    oil   floor   price    proposal, 

should  Congress  endorse  it?,  06758 
structure  and  function  of  congressional  com- 
mittees, 08885 
tax   expenditures   in   relation   to   congressional 
control  over  budgetary  outlay  and  receipt 
totals,  08886 
urban  transportation  policies  and  activities,  re- 
port to  Congress,  13207 
voluntary   withholding  of   State    income   taxes 
by  Members  and  employees- 
report,  06839 
voting   representation    for   District   of   Colum- 
bia- 
report,  06872 
94th  Congress,  provide  for  2d  session - 
law,  06728 
Congressional  Budget  Office: 
committee  print,  01879-80 
establish - 

report,  08821 
oversight - 
hearings,  07212 
Congressional  committees: 

additional  assistants  for  each  committee  Sena- 
tor serves  on,  authorize  - 
hearings,  05549 
report,  02188 
committee    information,    some    comments    on 

selected  sources,  08863 
committee  organization  in  House,  hearings  and 

panel  discussions,  index,  08861 
committee  reform  amendments  in  House,  ex- 
planation, 06929 
committee  staffing,  (statement),  08881 
congressional    committees    and    executive    or- 
ganization, 08865 


congressional       committees       and       two-party 

system,  11083 
GAO  support  of  committee  oversight,  08868 
House  and  its  committees,  some  organizational 

perspectives,  08888 
House    committee    staffing,    3    major   aspects, 

08891 
House  leadership,  party  caucuses  and  commit- 
tee structure,  08869 
House,  monographs,  02036 
improving    some     skills    of    committee    staff, 

08871 
joint  items,  appropriations,  1976- 

hearings,  05128 
legislative  intelligence  and  committee  system, 

05158 
organizational    means    for    improving    national 
goals,  policies,  and  programs,  (statement), 
08884 
party     leaders     and     standing    committees    in 

House  of  Representatives,  11084 
reforming   committees   while    retaining   unique 

role  of  the  House,  08877 
restructuring       and       strengthening       system, 

(statement),  08883 
staffing  House  committees,  08879 
structure  and  function,  08885 
working  papers  on  House  committee  organiza- 
tion   and    operation,    05157-8,    08862-91, 
11083-4 
Congressional  districts: 

contest  in  21st  Congressional  District  of  State 
of  Ohio- 
report,  06896 
election  contest  in  1st  congressional  district  of 
Maine  - 
report,  06895 
election   contest   in  10th  congressional  district 
of  Illinois - 
report,  06894 
election  contest  in  3d  congressional  district  of 
Nebraska- 
report,  10995 
election  contest  in  40th  congressional  district 
of  California  - 
report,  10994 
Congressional  Operations  Joint  Committee: 
committee  print,  10684 
report,  00631 
Congressional   record,    see   Congress   of   United 

States. 
Conical  shells,  see  Shells  (structural). 
Conifers: 

analyzing  genetic  diversity,  isozyme  resolution 

by  starch  gel  electrophoresis,  09686 
harvest     counts      underestimate      impact     of 
Dioryctria    on    2d-year    slash    pine    cone 
crops,  01069 
heat  and   water   vapor  flux   in   conifer  forest 

litter  and  duff,  02641 
increase  in  conifer  seedling  survival  and  vigor 
on  east  Cascade  slope  with  soil  fumigant, 
01067 
southwestern  mixed  conifer  plantation,  02637 
stem  surface  area  equations  for  4  tree  species 
of  New  Mexico  and  Arizona,  05829 
Connecticut: 

accept  highway  statements  prepared  at  enact- 
ment   of    National    environmental    policy 
act- 
hearings,  05240 
census,  08617- 

selected    service    industries,    area    statistics, 
08623 
census  of  manufactures,  area  series,  04805 


Page  1-272 


Do  not  order  from  index;  see  indicated  entry 


January-June  1976 


Connecticut -Con. 

census  of  mineral  industries,  10534 

census    of    wholesale    trade,    area    statistics, 

00138 
changes  in  nomenclature  of  upper  Precambrian 
to     lower     Paleozoic     (?)     formations     in 
Natick    quadrangle,    eastern    Mass.,    and 
their  tentative   correlations   with   rocks   in 
Rhode  Island  and  Connecticut,  07831 
highway  project  environmental  statements- 
report,  06795 
implementation    plan    review    as    required    by 
Energy    supply    and    environmental    coor- 
dination act,  09440 
legal,    institutional    and    cost    sharing    require- 
ments for  implementing  water  supply  pro- 
jects, 09295 
national  electric  rate  book,  12173 
retail  trade,  area  statistics.  08617 
stratigraphic    and    structural    relationships    of 
Brimfield  Group  in  northeast-central  Con- 
necticut     and      adjacent      Massachusetts, 
07828 
Connecticut  River: 

microbiology,  summary  report,  12003 
Connectors  (electric): 

electrical  connectors  in  residential  branch  cir- 
cuit wiring,  current  technology,  analysis, 
06265 
electrical.    Federal    item    identification    guide, 

00739 
electrical     connectors     parts.      Federal      item 

identification  guide,  07347 
electrical  posts,  splices,  and  terminals.  Federal 
item  identification  guide,  00729,  07338 
Connectors  (structural): 

turnbuckles,  clevis/connector  rod  ends  and  tie 
rods.    Federal    item    identification    guide, 
11743 
Consciousness: 

modern   approach  to  problem   of  unconscious 
mental   activity   (the   unconscious),   USSR 
study,  0791 1 
Conscription: 

selective  service  news,  0451 1 
Conservation,  see  Natural  resources. 
Conservation  centers,  see  Job  Corps. 
Consoles,  see  Control  boards. 
Consolidated  Edison  Co.: 

construction  of  pump  storage  plant  on  Storm 
King  Mountain,  oversight  on  proposal  - 
hearings,  02088 
summer  1972  power  supply  problems  and  twen- 
ty-year expansion  plans,  review,  12203 
Constitution  of  United  States: 
analysis  and  interpretation,  11235 
debate  on  articles  of  impeachment- 
hearings,  02083 
text,  02143.  10715 
Constitutions: 

Guam,  establish - 

report.  10944 
Virgin  Islands,  establish  - 
report.  10943 
Construction,    see    Building-Construction    indus- 
try-Construction materials  Installations 
(military). 
Construction  Engineering  Research  Laboratory: 
conference  proceedings,  09234 
technical  information  pamphlet.  02428-9 
technical  manuscript,  00875-6.  02430 
technical     report.    00877-8.    02431.    05613-26. 
07527-30,  09235-7.  11978-80 
Construction  equipment,  see  Building  equipment. 


Construction         equipment         operators,         see 

Mechanics  (persons). 
Construction  industry: 

building,  construction  and  paper  segment  of 
asbestos  manufacturing  point  source 
category,  effluent  limitations  guidelines. 
05687 

census,  area  statistics,  00106 

census,  industry  series,  00107,  04802-4 

census,  special  report,  06591 

collective  bargaining  activities - 
hearings,  00692 
report,  02206,  02208.  10945,  11091 

construction  authorized,  Washington,  DC. 
area,  03597 

construction  establishments  with  or  without 
payroll,  area  statistics,  00106 

construction  establishments  with  or  without 
payroll,  statistics,  industry  series,  00107 

construction  reports,  00144-5,  03596-604,  10547 

construction  review,  03605 

cooperation  in  field  of  housing  and  other  con- 
struction, agreement  with  Union  of  Soviet 
Socialist  Republics,  03193 

equal  treatment  of  craft  and  industrial  workers 
in  building  industry - 
hearings,  02310 

feedback.  Operation  Breakthrough,  prototype 
housing  construction  and  demonstration, 
12465 

general  conditions  for  contract  and  contract 
documents,  1 1936 

GSA  system  for  construction  management, 
1 3060 

industry  wage  survey,  contract  construction, 
12665 

inspectors  employment  outlook,  09971 

legal  form  of  organization  and  specialization  in 
types  of  construction,  census  of  construc- 
tion industries,  06591 

Nassau  and  Suffolk  Counties,  NY.,  industry 
wage  survey  report,  07969 

new  residential  construction  in  selected  stan- 
dard metropolitan  statistical  areas,  03596 

New  York  area,  industry  wage  survey  report, 
07970 

Newark,  N.J.,  industry  wage  survey  report, 
07971 

OSHA  safety  and  health  standards  digest. 
06449,  13024 

requirements,  USSR  study,  02820 

value  of  new  construction  put  in  place,  re- 
ports, 03604 

see  also  Building. 
Construction  labor,  see  Labor. 
Construction  machinery,  see  Building  machinery. 
Construction  materials: 

building  stones  of  our  Nation's  Capital,  12373 

construction-mineral  aggregates  availability  in 
Baltimore,  Md.,  metropolitan  area,  12713 

effects  of  urbanization  upon  availability  of 
construction  minerals  in  southeastern 
Florida,  12710 

labor  and  material  requirements  for  public 
housing  construction.  1968.  05988 

mineral  construction  materials,  bulk.  Federal 
item  identification  guide,  07392 

miscellaneous  construction  materials.  Federal 
item  identification  guide.  07375 

use  of  coral  as  aggregate  for  Portland  cement 
concrete  structures.  05622 

waste  glass  as  raw  material  for  lightweight  ag- 
gregate. 12741 
Consular  service,  see  Consuls. 
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Consuls: 

consular    convention    with    Bulgaria,    message 

from  President  of  United  States,  08933 
consular   relations,    convention    with    People's 
Republic  of  Bulgaria,  03311 
Consultants: 

expenditures   by   Committee   on   Judiciary   for 
procurement      of      consultants,      increase 
limitation - 
report,  05380 
Federal  labor-management  consultant 

(periodical),  03853 
technical  consultations  and  training,  agreement 
with  Portugal,  03276 
Consumer  Affairs  Office: 
appropriations,  1976- 
law,  00264 
report,  00408 
Director,  resignation  of  Lee  Richardson - 

hearings,  04918 
transportation  topics  for  consumers,  04616 
Consumer  credit,  see  Installment  credit. 
Consumer  education,  see  Consumers. 
Consumer  goods,  see  Commercial  products. 
Consumer  Health  Education  and  Promotion 
Office: 
establish  - 
report,  00612 
Consumer  income,  see  Income. 
Consumer  Information  Center: 
appropriations,  1976- 
law,  00264 
report,  00408 
Consumer  Product  Safety  Commission: 
annual  report,  1 1622 
appropriations,  1976- 
law,  00264 
report,  00408 
banned  products,  CPSC  list,  11623 
banning  of  2  toys  and  certain  aerosol  spray  ad- 

hesives,  GAO  report,  07790 
catalogue,  02321 
CPSC  order,  11625 

fact  sheet,  09069-74,  09076,  09078-124,   11626- 
32- 
Spanish  edition,  11638-9 
front-end  analysis  re  CSO/CSI  training  needs, 

report  on  findings,  11642 
general  information,  11643 

general   provisions   for   fixed   price   type   con- 
tracts, 11634 
improvement  act- 
report,  00582 
NEISS  news,  04280 
oversight  - 

hearings,  06986 
press  releases,  04376 

we  care  about  you,  your  voice  counts,  05568 
Consumer  Protection  Agency: 
establish - 

report,  00427,  05403,  08844,  08996 
Consumer  Redress  Bureau: 
establish - 
report,  09017 
Consumer  sales,  see  Sales. 
Consumers: 

Agriculture    Dept.,    environmental    and    con- 
sumer protection  appropriations,  1975- 
report,  05391 
agriculture-environmental    and    consumer    pro- 
tection appropriations,  1975- 
veto,  04946 
Beef  research  and  consumer  information  act- 
report,  06867,  07117 


children's  sleepwear,  segregation  of  complying 
and  noncomplying  items  by  retailers,  con- 
sumer deputy  program,  11624 

comparative  estimates  of  post-consumer  solid 
waste,  09494 

Condominium  consumer  protection  act- 
hearings,  07208 

consumer  aid  series,  National  Highway  Traffic 
Safety  Administration,  06329,  12927 

consumer  and  marketing  reserves - 
hearings,  07185 

consumer  confidence  and  Federal  economic 
policy,  seminar,  11498 

Consumer  controversies  resolution  act- 
report,  09017 

consumer  demand  and  characteristics  of  con- 
sumption goods,  05986 

Consumer  energy  act- 
hearings,  07219 

consumer  expenditure  survey  series,  diary 
data  1972,  12673 

Consumer  home  mortgage  assistance  act- 
report,  08828 

consumer  information - 
hearings,  05151 

consumer  information  series,  01030 

consumer  information  series,  Spanish  edition, 
01031 

consumer  math,  selected  results  from  first  na- 
tional assessment  of  mathematics,  12898 

consumer  news  (periodical),  03609 

consumer  price  index,  how  will  1977  revision 
affect  it?,  01255 

consumer  price  index,  short  description,  07968 

Consumer  product  safety  act,  sec.  15,  substan- 
tial hazards,  fact  sheet,  09093 

Consumer  product  safety  act,  standards 
development,  fact  sheet,  09091 

consumer  products  warranties- 
report,  08825 

consumer  survey  handbook,  12254-6 

consumer's  guide  to  mental  health  services, 
06343 

consumers  guide  to  instructional  scientific 
equipment,  06398 

critique  of  role  of  time  allocation  in  river  basin 
model,  05741 

econometric  analysis  of  consumer  credit  mar- 
kets in  United  States,  01401 

egg  research  and  consumer  information - 
report,  05346 

egg   research   and   consumer   information   pro- 
gram- 
report,  08806,  08808 

Farmer-to-consumer  direct  marketing  act- 
report,  01988 

farmer-to-consumer     direct      marketing,     en- 
courage and  assist- 
hearings,  02017 

FDA  consumer,  03810 

Federal  Trade  Commission,  protector  of  con- 
sumers and  fair  competition,  09576 

handbook  and  standard  for  manufacturing 
safer  consumer  products,  1 1635 

household  weights  and  measures,  01381 

how  consumers  use  product  information, 
01469 

impact  on  consumers  of  administration's  ener- 
gy proposals - 
hearings,  05469 

inflation  and  consumer,  price  stability  and 
economic  growth,  06759 

it's  time  to  protect  education  consumers  too 
(address),  09212 
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lower  prices  for  consumers  - 
law,  06687 
report,  07118 

new  for  consumers,  highlights  of  new  Federal 
consumer  publications,  04281 

poison  prevention  packaging,  alternatives  for 
older  consumers  and  handicapped,  11640 

pollsters   report  on   American   consumers  and 
businessmen- 
hearings,  06757 

price  index,  CPI  detailed  report,  03625 

radiation  control  for  health  and  safety  act, 
consumer  protection,  03102 

real    estate    settlement    services,    relief    from 
lending  and  closing  practices,  provide- 
report,  08982 

service,  USDA's  report  (periodical),  04513 

State  consumer  action,  05560 

substantial  product  hazards,  sec.  15  of  Con- 
sumer product  safety  act,  05566 

to  establish  an  independent  consumer  agency - 
hearings,  05496 

transportation  topics  for  consumers  from  Of- 
fice of  Consumer  Affairs.  04616 

your  consumer  affairs  handbook,  04787 
Consumption  (economics): 

consumer  demand  and  characteristics  of  con- 
sumption goods,  05986 

energy  consumption,  chemical  industry,  09395 

energy  consumption,  paper,  stone,  clay,  glass, 
concrete  and  food  industries,  09397 

energy     consumption,     primary     metals     and 
petroleum  industries,  09396 
Contactors  (electric),  see  Electric  contactors. 
Contacts  (electric),  see  Electric  contacts. 
Contagion  and  contagious  diseases: 

CDC  veterinary  public  health  notes,  03502 

infectious  disease  research,  strep  infections, 
06338 

infectious  diseases  research  series,  10215-6 

infectious  diseases  research,  mononucleosis, 
01419 

morbidity  and  mortality  weekly  report,  04240 

review  of  selected  communicable  disease  con- 
trol efforts,  GAO  report,  09779 
Containerization: 

containerized  cargo  statistics,  12698 

exporting  dry  edible  beans  by  van  containers, 
physical  evaluation  of  three  principal 
methods.  08535 

intermodal      transport      of      frozen      poultry 
products  to  overseas  markets,  00031 
Containers: 

airdrop  of  supplies  and  equipment,  rigging 
containers,  06583 

beverage  containers,  Vermont  experience, 
07594 

chests,  cases,  packages,  special  containers, 
shipping  and  storage  containers,  Federal 
item  identification  guide,  11851 

closures,  current  industrial  reports,  03645 

glass,  current  industrial  reports,  03654 

industry  report,  0361 1 

Nonreturnable    beverage   container  prohibition 
act- 
hearings,  05462 

report  on  tests  performed  on  model  no. 3  JPDR 
pressure  container,  00853 

wooden    containers    and    miscellaneous    wood 
products,  census  of  manufactures,  00114 
Contamination: 

electrets  and  their  applications  in  contamina- 
tion studies,  08190 

see  also  Air  pollution. 


Contempt  of  Congress: 

contempt    proceedings    against    Secretary    of 
Commerce,  Rogers  C.B.  Morton- 
hearings,  06990 
Contested  elections: 

Senator  from  New  Hampshire- 
hearings,  05552,  11613-4 
open  sessions,  05551 
report,  00564,  05410 
Contests: 

tax   information   for  sponsors  of  contests  and 
sporting  events,  01158,  02773 
Continental  Congress,  1774-89: 

common    cause    of    America,    1st    Continental 
Congress  study,  06392 
Continental  Shelf: 

Federal   leasing    of   petroleum   on    outer   Con- 
tinental Shelf,  11567 
geomorphology,    shallow    structure,    and   sedi- 
ments of  Florida  inner  continental  shelf, 
Cape  Canaveral  to  Georgia,  00873 
oil   and   gas   on    Outer   Continental   Shelf,   ac- 
celeration of  development,  05452 
Outer  Continental  Shelf  leasing  program - 

hearings,  05129 
Outer    Continental    Shelf    leasing,    appropria- 
tions, 1976- 
hearings,  11052 
Outer    Continental    Shelf,    investigation    and 
study,  appropriations  - 
report,  00400 
Outer  Continental   Shelf,  oil  and   gas  general 
lease     sale,     offshore     Louisiana,     1974 
proposals,  10053 
Outer  Continental  Shelf,  R.  &  D.,  legislation- 
hearings,  02098-9 
Outer,  proposed  1974  oil  and  gas  general  lease 

sale,  offshore  Texas,  12677 
wave-refraction        program,        random-access 
technique    for    modular    bathymetry    data 
storage,  10102 
Contoocook  River  and  Valley: 

floods,     Beards     Brook,     Henniker     &     Hill- 
sborough, N.H.,  09273 
Contra  Costa  Canal: 

evaluation  of  economic  benefits  derived  from 
improvement  of  water  quality,  10254 
Contra  Costa  County,  Calif.: 

influence  of  rainfall  and  ancient  landslide 
deposits  on  recent  landslides  in  urban 
areas  of  Contra  Costa  County,  Calif., 
07827 
Suisun  Bay,  water  quality  criteria  in  vicinity  of 
waste  discharge  of  Phillips  Petroleum  Co., 
09489 
Contraceptives: 

adverse    effects    of   oral    contraceptives,    cita- 
tions from  literature  search,  06360 
Contract  administrators: 

DoD  directory  of  contract  administration  ser- 
vices components,  02345 
Contractions,  see  Abbreviations. 
Contractors: 

automotive    power   systems   contractors   coor- 
dination meeting,  summary  report,  07597 
concrete  work,  special  trade  contractors,  cen- 
sus of  construction  industries,  04804 
contractors'        independent        research        and 
development  program,  issues  and  alterna- 
tives, GAO  report,  09784 
dealer   and   contractor   guide    to    property    im- 
provement loans,  02714 
evaluation  of  contractor  projected   and  actual 
costs,  10148 
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farm  building  contractors  and  manufacturers, 
their  role  in  midwest  farm  construction, 
09630 

Farm      labor      contractor      registration      act, 
amend - 
report,  05374 
veto,  10710 

farm  labor,  registration - 
report,  08804 

federally  assisted  activities,  information  for 
construction  contractors,  02679 

general  contractors,  nonresidential  buildings, 
other  than  industrial  buildings  and 
warehouses,  census  of  construction  indus- 
tries, 04802 

improvements  needed  in  U.S.  contractor  train- 
ing of  Republic  of  Vietnam  Armed 
Forces,  GAO  report,  09744 

monitoring  contractors'  indirect  cost,  guide, 
10487 

plumbing,  heating  (except  electric)  and  air  con- 
ditioning, special  trade  contractors,  census 
of  construction  industries,  04803 

U.S.  defense  contractors'  training  of  foreign 
military  forces - 
hearings,  02067 

see  also  Government  contracts. 
Contracts: 

direct  purchase  of  U.S.  obligations  by  Federal 
reserve  banks,  extend - 
law,  01860 

general  provisions  for  cost-reimbursement  type 
supply  contracts,  13198 

industry  wage  survey,  contract  construction, 
12665 

mortgage  insurance  operations  and  contract 
authority,  summary,  04559 

summary  of  grants  and  contracts  administered 
by  National  Center  for  Health  Services 
Research,  08216 

tax  exempt  status  of  obligations  used  to  pro- 
vide certain  irrigation  facilities - 
law,  06706 
report,  07168 

union  contract  expirations  in  North  Central 
Region  5,  02860 

union  contract  expirations  in  North  Central  re- 
gion, 5,  1974,  06021 

uranium  enrichment  conference  on  modified 
contract  option,  07465 

see  also  Government  contracts-Management. 
Control,  see  Aircraft. 
Control  (vehicle),  see  Remote  control. 
Control  boards: 

consoles,    switchboards,    and   panels,    Federal 
item  identification  guide,  11773 
Control  equipment: 

particulate  sizing  techniques  for  control  device 
evaluation,  00934 
Control  systems: 

advantages  of  automated  production  control 
systems,  USSR  study,  12598 

Apollo  experience  report,  command  and  ser- 
vice module  sequential  events  control 
subsystem,  06244 

Apollo  experience  report,  guidance  and  control 
systems,  lunar  module  mission  pro- 
grammer, 06242 

Apollo  experience  report,  guidance  and  control 
systems,  lunar  module  stabilization  and 
control  system,  01361 

CAMAC  serial  system  organization,  descrip- 
tion, 00100 


closed  loop  control  of  internal  combustion  en- 
gine exhaust  emissions,  08460 
design    and    evaluation    of    sensor    fail-opera- 
tional control  system  for  a  digitally  con- 
trolled turbo  fan  engine,  08135 
design    and    performance    of    no-single-failure 
control    system    for    mini-Brayton    power 
conversion  system,  08172 
designing  for  aircraft,  missiles  and  spacecraft, 

10185 
development  and  demonstration  of  flutter-sup- 
pression   system    using    active    controls, 
08188 
electronic  control  circuit,  compilation,  06193 
evaluation  of  airport  light  control  and  display 

system,  13170 
evaluation  of  some  control-volume  techniques 
for   analysis   of   shock-boundary-layer   in- 
teractions in  supersonic  inlets,  06200 
exhaust  emission   on   motor  vehicles,   inspec- 
tor's guide,  09443 
formal  structure  for  advanced  automatic  flight 

control  systems,  12826 
FORTRAN   program   for  determining  aircraft 
stability     and     control    derivatives     from 
flight  data,  06230 
lightning  effects  on  NASA  F-8  digital-fly-by- 
wire  airplane,  06170 
miscellaneous  controls,   Federal  item  identifi- 
cation guide,  07362-3,  11771-2 
MSFC  Skylab  corollary  experiments,  10122 
operational   control   procedures    for   activated 

sludge  process,  12074 
preliminary  system  design  study  for  digital  fly- 
by-wire  flight  control  system  for  F-8C  air- 
craft, 12768 
Skylab  life  support  and  environmental  control 
systems,      flight      operations      and     per- 
formance, 10095 
steam  car  control  analysis,  08584,  12079 
vehicle  design  considerations  for  active  control 
application  to  subsonic  transport  aircraft, 
06147 
Control-towers,  see  Towers. 
Controllability: 

analytical   study   of  aircraft  lateral-directional 
handling     qualities     using    pilot     models, 
12832 
summary  of  flight  tests  to  determine  spin  and 
controllability  characteristics   of  remotely 
piloted,   large-scale    (3/8)   fighter  airplane 
rwodel,  12829 
Controlled  substances,  see  Drugs. 
Controllers,    see   Air   traffic   controllers-Electric 

controllers. 
Controls  (aircraft),  see  Aircraft. 
Convention  of  American  Instructors  of  the  Deaf: 
proceedings  of  46th  biennial  meeting,  print  as 
Senate  document - 
report,  08780 
Convention  on  Facilitation  of  International 
Maritime  Traffic: 
amended  text  to  article  7,  08929 
Convention  on  Registration  of  Objects  Launched 
into  Outer  Space: 
analysis  and  background  data,  00637 
Conventions,  see  Conferences,  congresses,  etc. 
Conversion  (industrial): 

conversion    of   cattle    feedlot    wastes    to   am- 
monia synthesis  gas,  09404 
Energy  conservation  and  conversion  act- 
hearings,  02268 
report,  05099,  10932 
pollution  control  evaluation  in  fossil  fuel  con- 
version process,  12051 


Page  1-276 


Do  not  order  from  index;  see  indicated  entry 


January-June  1976 


Converters: 

design  and  performance  of  no-single-failure 
control  system  for  mini-Brayton  power 
conversion  system,  08172 

see  also  Digital-to-analog  converters. 
Conveyers: 

belts,  transmission  and  belts,  conveyor. 
Federal  item  identification  guide,  00759 

coal  mines  combustion  products,  conveyor 
belts,  12743 

see  also  Belt  conveyers. 
Convolutions: 

fast      complex      convolution      using      number 
theoretic  transforms,  08328 
Cook.  Mario w  W.: 

nomination - 
hearings,  1 1600 
Cookery. 

Indian  food  and  cookery,  12488 
Cooking  appliances: 

counter-top  cooking  appliances  (portable),  fact 
sheet,  09120 
Cooks: 

employment  outlook,  09962 
Coolies,  see  Chinese. 
Cooling: 

analysis  of  liquid-metal-jet  impingement  cool- 
ing in  corner  region  and  for  row  of  jets, 
02985 

catalog  on  solar  energy  heating  and  cooling 
products,  00856 

comparison  of  cooling  effectiveness  of  turbine 
vanes  with  and  without  film  cooling, 
10104 

national  program  for  solar  heating  and  cooling, 
residential  and  commercial  applications, 
02423 

retrofitting  residence  for  solar  heating  and 
cooling,  01387 

similarity  constraints  in  testing  of  cooled  en- 
gine parts,  10166 

simplified  analytical  solution  for  thermal 
response  of  one-dimensional  steady-state 
transpiration  cooling  system  in  radiative 
and  convective  environment,  08181 

solar  heating  and  cooling  demonstration  pro- 
gram, residential  dwellings,  program  plan, 
05918 

solar   heating    and   cooling,    ERDA   authoriza- 
tion, 1976- 
hearings,  1 1205 

technical  and  economic  assessment  of  direct- 
cycle  gas-cooled  reactor  plant,  11964 

turbulent  boundary  layer  on  full-coverage  film- 
cooled  surface,  experimental  heat  transfer 
study  with  normal  injection,  12774 
Cooling  systems: 

cold-air  annular-cascade  investigation  of 
aerodynamic  performance  of  core-engine- 
cooled  turbine  vanes,  12791 

demand  analysis  solar  heating  and  cooling  of 
buildings.  06399 

ice  heat  cooling  sink  concepts,  experimental 
study.  11975 

low-interest  loans  for  residential  solar  heating 
and  cooling  equipment- 
hearings.  06925 

method  for  optimizing  and  evaluating  indirect 
dry-type  cooling  systems  for  large  steam- 
electric  generating  plants.  07485 

truck  noise.  Freighlliner  quieted  truck  cooling 
system.  08468 

truck  noise,  reduction  of  cooling  system  noise 
on  heavy  duty  diesel  trucks,  08450 


water  intake  structures,  minimize  adverse  en- 
vironmental impact,  09340 
Cooper  River  and  Valley: 

effects  of  proposed  rediversion  on  water  quali- 
ty in  Charleston  Harbor,  09466 
Cooperation: 

scientific        cooperation,        agreement        with 

Republic  of  China,  03266 
see  also  International  cooperation. 
Cooperative  Fishery  Units: 

annual  report,  13106 
Cooperative  housing,  see  Housing. 
Cooperatives: 

annual    meeting    guide    for    rural    electric    and 

telephone  cooperatives,  08351 
economic  analysis  of  cooperative  medical  ser- 
vices in  People's  Republic  of  China,  05947 
farm     credit     system     loans     to     rural     utility 
cooperatives - 
law,  06726 
report,  07156,  10956 
how   cooperatives   helped   farmers   in   time   of 

shortages,  05767 
HUD  condominium/cooperative  study,  01127-9 
staff  report  on  agricultural  cooperatives,  02578 
viability  of  cooperatively  coordinated  egg  com- 
plex. 10397 
see   also   Farmers'    cooperative   organizations- 
Forestry  cooperatives. 
Coordinates: 

development  of  a  computer  program  to  obtain 
ordinates      for      NACA      4-digit,      4-digit 
modified,    5-digit,    and    16-series    airfoils, 
02955 
Coordinating  Council  on  Juvenile  Delinquency 
Prevention: 
establish - 
report,  08836 
Coors,  Joseph: 
nomination - 
hearings,  11510 
Coots: 

hunting,  possession,  transportation,  and  impor- 
tation, Federal  regulations,  02584 
Copeland,  Mark  I.: 

reducing  surface  hot  shortness  of  copper-con- 
taining  steels   using   silicon   additions   and 
controlled  reheating  conditions,  06130 
Copper: 

blasting   tests    in    porphyry    copper   deposit   in 

preparation  for  in  situ  extraction,  08090 
closure  of  underground  copper  mines  - 

hearings,  09048 
containing  steels,  reducing  surface  hot  short- 
ness using  silicon - 
additions    and    controlled    reheating    condi- 
tions, 06130 
copper  cementation  in  revolving-drum  reactor, 

kinetic  study,  12735 
copper  industry,  water-pollution  control  in  pri- 
mary nonferrous-metals  industry,  09414 
copper  production,  03615 

copper-nickel  mineralization  in  drill  core  from 
Duluth    complex    of    northern    Minnesota, 
02926 
critical    aspect    ratio    for    tungsten    fibers    in 

copper-nickel  matrix  composites.  01354 
data  base,  potential  for  energy  conservation  in 

9  selected  industries,  copper,  07626 
detecting     and     sorting     disseminated     native 

copper  ores,  10076 
geochemical  exploration  techniques  applicable 

in  search  for  copper  deposits,  07845 
geologv    and    resources    of    copper    deposits, 
07845 
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grade  and  tonnage  relationships  among  copper 

deposits,  07845 
industry,    mineral    industry    survey,    monthly, 

03614 
materials  shortages,  05492 
mill  and   foundry  products,  current  industrial 

reports,  03682 
mineral  industry  surveys,  08032 
quarterly  report,  03617 
rapid   identification  of  copper-base  alloys   by 

energy  dispersion  X-ray  analysis,  10069 
zirconium-modified,  precipitation-strengthened 
nickel-30  percent  copper  alloy,  high-tem- 
perature mechanical  properties,  10111 
Copper  mills: 

inventories    of    shapes,    current    industrial    re- 
ports, 03658,  03687 
pollution  abatement  in  copper  wire  mill,  13184 
Copper  River  and  Valley: 

land  at  river's  end.  Copper  River  delta,  07681 
Copper  sulfate: 

mineral  industry  survey,  quarterly,  03616 
Copying  processes: 
chemical  compounds,  photographic   and  copy 
processing,     Federal     item     identification 
guide,  02366-7 
Copyright: 
catalog  of  copyright  entries,  00711-6,  02322-7, 

05570,  07327 
copyright  law  re  vision - 

report,  09009 
copyright  miscellany  hearings,  08907 
decisions  of  U.S.  courts,  1909-70,  cumulative 

index,  11644 
international  copyright  protection,  00718 
law  revision - 

report,  07122 
propriety  of  register  of  copyrights'  refusal  to 
renew  copyright  registration  predicated  on 
dual  basis   that  work  is  composite  work 
and  work  made  for  hire,  05966 
statutes    relating    to    copyrights,    examination 
and  review  - 
report,  05352 
Copyright  Office: 
announcements,  03437 
catalog  of  copyright  entries,  00711-6,  02322-7, 

07327 
certified  copies  of  Copyright  Office  records, 

00717 
circular,  00717-8,  02328 
compendium  of  practices,  03586 
publications  of  Copyright  Office,  02328 
Coquille  River  and  Valley: 

bar  guide,  10605 
Coral,  see  Corals. 
Coral  Sea: 

islands,  sailing  directions,  00800 
Corals: 

dimorphism  in   two  new  genera  of  Devonian 

tabulate  corals,  07841 
use  as  aggregate  for  portland  cement  concrete 
structures,  05622 
Coralville  Lake: 

general  information,  11981 
Corber,  Robert  J.: 
nomination  - 
hearings,  05473 
Cord,  see  also  Electric  cord. 
Cordage: 

fiber     cordage.     Federal     item     identification 
guide,  11717-8 


Core  drilling: 

blasting   tests   in   porphyry   copper  deposit  in 
preparation  for  in  situ  extraction,  08090 
Cores  (reactor),  see  Reactors  (atomic). 
COREST,  see  Computer  programs/programming. 
Corn: 

futures,  commitments  of  traders,  03585 
no-till  corn  planting  in  Michigan,  13093 
virus  tolerance  ratings  for  corn  strains  grown 
in  lower  corn  belt,  10362 
Corn  rootworms: 

corn     rootworms,      laboratory     rearing     and 
manipulation,  01635 
Corning,  Ark.: 

floods,  Black  River,  05648 
Corona,  Calif.: 

multiple-vehicle  collisions  in  fog,  near  Corona, 
Calif.,  13003 
Corporation  for  Public  Broadcasting,  see  Public 

Broadcasting  Corporation. 
Corporations: 

American    multinational    corporations    abroad, 
activities - 
hearings,  02061 
corporate  ownership  and  control,  07250 
corporations   and   Federal  income   tax,  01155, 

12518 
direct   investment   abroad   and   multinationals, 

effects  on  United  States  economy,  00667 
extension  of  corporate  tax  reductions,  11523 
farm  corporations  and  their  income  tax  treat- 
ment, 11940 
Federal  incorporations,  oversight- 
hearings,  07004 
financial  report  for  manufacturing,  mining,  and 

trade  corporations,  quarterly,  04445 
income  tax  returns,  statistics,  12526 
multinational  corporations   and   United   States 
Foreign  policy - 
hearings,  00670-1,  02272,  05482,  11535 
multinational  corporations  in  Brazil  and  Mex- 
ico, 00669 
multinational   corporations    in   dollar   devalua- 
tion crisis,  report  of  questionnaire,  11536 
reform  of  Federal  criminal  laws- 
hearings,  05524 
regulation  Q- 

hearings,  00461 
rental  of  railroad  rolling  stock  by  foreign  cor- 
porations- 
report,  01962,  06891,  07153,  10990 
veto  message,  10803 
State  and  Federal  legal  regulation  of  alien  and 
corporate  land  ownership  and  farm  opera- 
tion, 06515 
tax  information  on  Subchapter  S  corporations, 

02790-2 
U.S.  direct  investment  abroad,  1966  final  data, 

09191 
U.S.  trade  and  investment  in  Soviet  Union  and 
Eastern  Europe,  role  of  multinational  cor- 
porations, 07248 
withholding  of  tax  on  nonresident  aliens  and 

foreign  corporations,  12534 
see  also  Manufactures  and  manufacturers. 
Corps  of  Engineers: 

economic      and      environmental      aspects      of 
proposed  William  L.  Springer  project,  111., 
GAO  report,  12368 
economic  benefits  and  costs  of  Dickey-Lincoln 
Hydroelectric  project  in  Maine,  GAO  re- 
port, 12371 
Correctional      institutions,      see      Prisons      and 
prisoners-Reformatories. 
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Correctional  officers: 

social  worker  and  correctional  treatment  spe- 
cialist  in   Federal  Government,   examina- 
tion announcement,  10598 
Corrections,  see  Prisons  and  prisoners: 
community  action,  NCJRS   selected  literature 
and  information  sources,  05971 
Correctionville,  Iowa: 

flood-prone  areas,  12399 
Correlation  (statistics): 
tensile  and  compressive  strengths,  correlation 
for  lean  mass  concrete,  09305 
Correspondence: 
correspondence    management,    HUD    printed 

stationery,  01133 
correspondence    manual,    HQMC    supplement, 
06442 
Correspondence  schools  and  courses: 

Army   correspondence    course,    engineer   sub- 
course,  09225 
correspondence   course   program,   subcourses, 

07531 
correspondence    manual,    HQMC    supplement, 

06442 
U.S.   Army   Quartermaster  School  correspon- 
dence subcourse,  01744-6,  10512 
Corrosion  and  anticorrosives: 

analysis  of  buoy  coating  specimens  exposed  in 
seawater  at  Daytona  Beach,  Florida, 
01815 
corrosion  of  commercial  alloys  in  3  environ- 
ments simulating  phosphate  rock  acidula- 
tion,  10074 
critical   survey    of   data   source,   corrosion   of 

metals,  12871 
facilities   operations   and    maintenance,   corro- 
sion and  deposition  control,  02706-10 
Corrugated  boxes,  see  Boxes. 
Corsets: 

brassieres,  girdles,  and  allied  garments,  00158 
Cortes,  Angelo  B.: 

relief,  11302 
Cosmetics: 
commercial  import  detentions,  monthly  report, 

03582 
Federal  food,  drug,  and  cosmetic  act,  amend- 
hearings,  05459,  07288 
Cosmic  rays: 

Ames     collaborative     study     of     cosmic     ray 
neutrons,  08147 
Cosomonauts: 

my  blue  planet,  02998 
Cost  accounting,  see  Accounts  and  accounting. 
Cost  Accounting  Standards  Board: 

standards,  rules,  and  regulations,  11645 
Cost  and  standard  of  living: 
consumer  price  index,  short  description,  07968 
Department   of   State   indexes   of  living  costs 
abroad    and    living    quarters    allowances, 
04627 
impact  of  high  cost  of  living,  future  directions 
in  social  security - 
hearings,  02231-2 
living  costs  in  New  York  area,  06001 
Cost  effectiveness: 
cost-effectiveness   of   uniform   national   sulfur 

emissions  tax,  05752 
design  of  cost-effective  water  quality  surveil- 
lance systems,  05749 
Cost  of  living,  see  Cost  and  standard  of  living. 
Cost  of  living  allowances: 
Department   of   State   indexes   of  living  costs 
abroad    and    living    quarters    allowances, 
04627 


Cost  of  Living  Council: 

procedures  concerning  petroleum  price  in- 
creases hearings,  05187 

telephone  directory,  11646 
Cost-Accounting  Standards  Board: 

appropriations,  1976- 
hearings,  05128 
Costa  Rica: 

economic  trends  and  their  implications  for 
United  States,  09886 

mineral  industry.   Minerals  yearbook  chapter, 
01302 
Costs: 

contractors,  evaluation  of  projected  and  actual 
costs,  10148 
Cottage  cheese,  see  Cheese. 
Cotton: 

broadwoven  goods,  current  industrial  reports, 
03683 

cost  of  storing  and  handling  cotton  at  public 
storage  facilities,  00834 

cotton  and  wool  situation,  03618 

cotton  stripper  with  air-belt  conveyors  for  har- 
vesting variable  row-width  research  plots, 
08542 

effects  of  lint  cleaner  feed  rates  saw  cylinder, 
and  feed  roll  speeds  on  lint  quality  and 
bale  value  of  southeastern  area  cotton, 
08544 

effects  of  spindle-picker  conveying  and  gin 
processing  on  cotton  quality  and  seed 
damage,  08518 

fiber  and  processing  test  results,  03619 

foreign  agriculture  circulars,  03931 

futures,  commitments  of  traders,  03584 

history  of  acala  cotton  varieties  bred  for  San 
Joaquin  Valley,  California,  08526 

imports  of  cotton  manufactures,  general,  03970 

long  staple  cotton  review,  04177 

man-made  fiber  staple,  and  linters,  current  in- 
dustrial reports,  03649 

monthly  cotton  linters  review,  04226 

on  call  positions  in  spot  cotton  based  on  New 
York  cotton  futures  reported  by 
merchants  in  special  account  status, 
04322-3 

optimum  cleaning  of  Acala  SJ-1  cotton,  10372 

pest  management  programs  for  cotton,  pe- 
anuts, and  tobacco,  evaluation,  13035 

price  statistics,  monthly,  03622 

prices,  spot  quotations,  04535 

quality  report  for  ginnings,  04642 

surface  area  of  deltapine,  smoothleaf,  hopi- 
cala,  and  pima  S-2  cotton  plants,  08551 

target  prices  and  loan  figures - 
hearings,  06908 

textiles,  trade  agreement,  03141,  03177,  03181, 
03191,  03206,  03221,  03258,  03261,  03294 

trade  in  cotton  textiles,  agreement  with  Malta, 
03259 

trade  in  cotton  textiles,  agreement  with  Thai- 
land, 03299 

trade  in  cotton,  wool,  and  man-made  fiber  tex- 
tiles, agreement,  03316 

twenty-ninth  annual  conference  report  on  cot- 
ton insect  research  and  control,  10374 

vacuum  drying  of  cotton,  feasibility  study, 
08578 

weekly  cotton  market  review,  04687 

see  also  Velveteen. 
Cotton  gins  and  ginning: 

cotton  gin  operating  costs  in  Midsouth,  07449 

cotton  ginnings  by  counties,  03620 

cotton  ginnings  by  States,  03621 
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cotton-gin  emissions,  some  characteristic  pro- 
perties, 08537 
effects    of    spindle-picker   conveying   and   gin 
processing    on    cotton    quality    and    seed 
damage,  085 18 
properties  of  roller  gin  roller  covering  materi- 
als, 01680 
quality  report  for  ginnings,  04642 
small-scale    cotton    ginning    system,    develop- 
ment and  evaluation,  08543 
Cotton  leaf  perforators: 
development,  fecundity,  and  longevity  in  rela- 
tion to  temperature,  08549 
Cotton  pickers: 
effects   of   spindle-picker   conveying   and    gin 
processing    on    cotton    quality    and    seed 
damage,  08518 
Cottonseed: 
rapid  procedure  for  detection  of  aflatoxins  in 
field-collected    cottonseeds    by    thin-layer 
chromatography,  08536 
Cottonwood  Branch: 
flood    plain    information,    Hackberry    Creek, 
Dallas  County,  Tex.,  05631 
Cottonwood,  Ala.: 

flood-prone  areas,  12400 
Council  of  State  Governments: 

privacy,  public  concern  proceedings,  11928 
Council  on  Environmental  Quality: 
appropriations,  authorization  - 

report,  00399,  00613 
appropriations,  1976- 
law,  00264 
report,  00408 
report  to  President  and  to  Council  on  Environ- 
mental Quality,  11649 
Council  on  International  Economic  Policy: 
appropriations,  authorization  - 

report,  00397,  00623,  10931 
appropriations,  1976  and  1977,  authorize- 

hearings,  06969 
Executive  Director,  nomination  of  William  D. 
Eberle- 
hearings,  07210 
Council  on  Wage  and  Price  Stability: 
act,  amend - 

hearings,  09037 
appropriations,  1975,  supplemental- 
proposal,  04954 
press  releases,  04377 
Counseling: 
Army   recuiting   &  career  counseling  journal, 

04461 
career  counseling  manual,  13015 
equal     employment     opportunity     counseling, 

guidebook,  01809 
financial     counseling,     financial     crossroads, 

04788 
graduate  program  in  clinical  psychology,  coun- 
seling   psychology,    research    psychology, 
10514 
upward    mobility    career    counseling,    self-in- 
structional   text    for    first-line    managers, 
00221 
Counselors: 

National  Guard  technicians,  equal  employment 

opportunity  counselor's  handbook,  03019 
referral    directory    for    Navy    veterans'    coun- 
selors, 03072 
United  States  Naval  Academy,  guide  for  coun- 
selors and  candidates,  03066 
Counters: 

low-cost   counter   assembly    for   current-meter 
measurements,  09658 


Counties: 

centers  of  population  for  States  and  counties, 

01781 
county  business  patterns,  CBP  series,  00146-9, 

01782-5,  10548-50 
families  below  low-income  level  by  counties  of 

United  States,  map,  10581 
local    government     employment     in     selected 
metropolitan    areas    and    large    counties, 
00188 
provisional  patient  movement  and  administra- 
tive    data,     State     and     county     mental 
hospital  inpatient  services,  12942 
race  of  population  by  county,  10538 
regional  employment  by  industry,  00828 
State  and  county  mental  hospital  inpatient  ser- 
vices, State  trends  in  additions,  01426 
Country  Club  Creek: 

flood     plain     information,     Colorado     River, 

Austin,  Tex.,  05629 
floods,  Colorado  River,  Austin,  Tex.,  how  to 
avoid  damages,  09272 
County  governments,  see  Government. 
Courses  of  study,  see  Curriculum. 
Court  of  Claims: 
calendar,  03624 
cases  decided,  02330 
Court  of  Customs  and  Patent  Appeals: 
customs  bulletin,  weekly,  03710 
procedural  handbook,  11650 
Treasury   decisions,    customs   bulletin,    bound 
volume,  03361 
Court  of  Military  Appeals: 

judge,  nomination  of  Albert  B.  Fletcher,  jr.- 
hearings,  09036 
Court  reporters,  see  Reporters  and  reporting. 
Courts: 

community  action,  NCJRS  selected  literature 

and  information  sources,  05971 
court  leave - 

hearings,  00496 
court  proceedings  and  actions  of  vital  interest 

to  Congress,  10684 
Gimelli    system    of   multi-track    voice   writing, 
evaluation      of      new      court      reporting 
technique,  05956 
jurisdiction  of  three-judge  courts,  revise- 
report,  00577 
national  survey  of  court  organization,  02840 
suggested    energy    conservation    measures    for 
courts  and  correctional  institutions,  07930 
video  support  in  criminal  courts,  02848 
see  also  Courts  of  United  States. 
Courts  martial  and  courts  of  inquiry: 

Court  of  Military  Appeals,  judge,  nomination 
of  Matthew  J.  Perry,  jr.- 
hearings,  11484 
court-martial  reports,  holdings  and  decisions, 

02339 
report    of    Department    of    Army    review    of 
preliminary  investigations  into  My  Lai  in- 
cident, 01730 
Courts  of  Military  Review: 

court-martial  reports,   holdings  and  decisions, 
02339 
Courts  of  United  States: 
appropriations - 
hearings,  08853 
report,  08826-7 
appropriations,  1975- 

supplemental,  proposal,  01902 
appropriations,  1975  and  1976  — 

supplemental,  proposal,  00371 
appropriations,  1975,  supplemental - 
proposed,  05289 
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Courts  of  United  States-Con. 
appropriations,  1976- 
amend,  00532 

hearings,  05118,  05122,07169,  11054,  11469 
law,  01856 

request,  amendment,  10726 
supplemental,  proposal,  11295 
decisions      involving      copyright,      cumulative 

index,  1909-70,  11644 
equal    employment    opportunity    court    cases, 

06641 
Federal  judicial  system  - 

report,  11418 
Federal-State  election  law  survey,  analysis  of 
State  legislation,   Federal  legislation,   and 
judicial  decisions,  07624,  12147 
rules  of  evidence  for  use  in  courts,  05212 
third   branch,   bulletin   of   the   Federal  courts, 

04581 
uniform  code  of  evidence  for  Federal  courts, 
establish - 
report,  05384 
Coveralls: 
coveralls,    pajamas,    and    suits,    Federal    item 
identification  guide,  11792 
Covers: 
covers     and     doors,     access.     Federal     item 

identification  guide,  02353 
hospital  and  medical  bags,  cases,  covers,  and 
pads,    Federal    item    identification    guide, 
11755 
miscellaneous  covers.  Federal  item  identifica- 
tion guide,  00786 
Cowboy's  Produce  Company: 

motor    carrier    accident    investigation    report, 
01328 
Cowlitz  Indians: 

disposition  of  judgment  funds - 
report,  06832 
Cowpeas: 

canned,  instructions  for  inspection,  04739 
Cows: 

maternity  barn  for  dairy  cows,  00036 
USDA-DHIA  cow-index  list,  01636 
CPB,  see  Public  Broadcasting  Corporation. 
CPSC,  see  Consumer  Product   Safety  Commis- 
sion. 
Cracking  (fracturing): 
crack-length    determination    for    compact    ten- 
sion   specimen    using    crack-opening-dis- 
placement    calibration,      comparison     of 
COD  measured  graphically  and  from  gage 
output,  13020 
subcritical  crack  growth  in  ship  steels,  study, 

01551 
see  also  Fracture  of  metals. 
Cracking  of  metals,  see  Fracture  of  metals. 
Crafts,  protective  and  custodial  employees,  see 

Government  officials  and  employees. 
Craftsmen,  see  Indians-Labor. 
Cramer,  Howard  R.: 

Oregon    Trail,    Raft    River    to    Salmon    Falls 
Creek,  Idaho,  06044 
Cramton,  Roger  C: 
nomination - 
hearings.  11600 
Crane  Company: 

proposed    offer    to    acquire    Anaconda    Com- 
pany- 
hearings,  02284 
Crane-shovels,  see  Shovels. 
Cranes: 

crane   and   crane-shovel   attachments,    Federal 
item  identification  guide,  11849 


hunting,  possession,  transportation,  and  impor- 
tation, Federal  regulations,  02584 
Cranium,  see  Skull. 
Crashes,    see    Aircraft    accidents-Motor    vehicle 

accidents. 
Crater  Lake  National  Park: 
closure,  11557 
closure,  oversight- 
hearingss,  1 1563 
Craters: 

fallout    simulation,    nuclear    cratering    device 

simulation.  Project  Diamond  Ore,  11989 
intermediate-     and     maximum-range     missiles 
produced  by  cratering  experiments,  05667 
Crates: 

boxes  and  crates.   Federal  item   identification 
guide,  02354 
Creation  (literacy,  artistic,  etc.): 

teaching  creative  writing,  01264 
Creativity: 

partnership    in    creativity,    to    all    employees, 

00218 
see  also  Creation  (literacy,  artistic,  etc.). 
Credit: 

code  of  Federal  regulations,  12218 
compliance    with    Fair    credit    reporting    act, 

09575 
credit  buying,  financial  crossroads,  04788 
credit  by  banks  for  purpose  of  purchasing  or 

carrying  margin  stocks,  01028 
credit  by  brokers  and  dealers,  01027 
credit  flows  and  interest  costs,  04913 
creditor  compliance  with  Truth  in  lending  act, 

report  on  surveys,  09586 
equal  credit  opportunity,  02565 
Equal  credit  opportunity  act  amendments - 

report,  06807,  1 1429 
Equal  credit  opportunity  act,  amend- 

hearings,  05154 
Fair  credit  billing  act,  amend - 

hearings,  02251,  06923 
Fair  credit  reporting  act,  amend- 

hearings,  11487 
finance  companies,  monthly  report,  03904 
foreign  credits  by  United  States  Government, 

status  of  active  foreign  credits,  10347 
housing  goals  and  mortgage  credit - 

hearings,  11489 
maximize  availability  of  credit  for  national  pri- 
ority uses- 
hearings,  11073 
report,  01956,  10934 
mortgage      credit      analysis      handbook      for 
mortgage  insurance  on  1-4  family  proper- 
ties, 01138 
mortgage  increase  availability - 

heatings,  05449 
officials,  employment  outlook,  09957 
private  sector  credit  availability - 

hearings,  00270 
securities  credit  by  persons  other  than  banks, 

brokers,  or  dealers,  01025 
State  and  local  government  credit  problems- 
hearings,  10695 
tax  information  on  investment  credit,  02783 
Truth  in  lending  act,  amend - 
report,  01970,  10950,  11430 
Truth  in  lending  and  advertising  of  real  estate 

credit,  09588 
see   also   Agricultural  credit-Banks   and  bank- 
ing-Installment credit. 
Credit  selling,  see  Sales. 
Credit  unions: 

Financial  institutions  act- 
report,  02218 
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statistics  (periodical),  03626 
type-of-membership  classification  for 

Federally-insured  credit  unions,  08230 
your  insured  funds,  01406 
see  also  Federal  credit  unions. 
Creditors. 

creditor  compliance  with  Truth  in  lending  act, 
report  on  surveys,  09586 
CREEL,   see   Cold    Regions    Research   and    En- 
gineering Laboratory. 
Creep  of  materials: 

creep   characteristics    of    polyester   concretes, 
05617 
Creep  of  metals: 

tensile     and     creep     properties     of     titanium- 
vanadium,       titanium-molybdenum,       and 
titanium-niobium  alloys,  06204 
Creeping  sage: 

gibberellic  acid  breaks  dormancy  and  hastens 
germination  of  creeping  sage,  09681 
Crews,  see  also  Flight  crews. 
Cribs,  see  Beds  and  bedsteads. 
Crime  and  criminals: 

application  of  science  and  technology  to  crime 
control,  oversight  - 
hearings,  07038 
Community  anticrime  assistance  act- 

hearings,  08905 
cost  of  crimes  against  business,  05594,  07443 
crime  in  streets,  criminal  justice  program  - 

proposal,  00320 
crimes  and  victims,  report  on  Dayton-San  Jose 

pilot  survey  of  victimization,  02836 
Criminal   Investigation   Command,   general   in- 
formation, 10488 
criminal  victimization  in  United  States,  02842 
criminal  victimization  surveys  in  nation's  5  lar- 
gest cities,  02841 
dissemination  of  criminal  justice  information - 

hearings,  00490 
FBI  uniform  crime  reports,  07620-2,  12139 
Federal  crime  insurance  program,  commercial 

and  residential  policies,  09544 
high  impact  anti-crime  program,  01216 
how  criminal  justice  agencies  use  criminal  his- 
tory information,  GAO  report,  07704 
Organized  crime  control  act,  amend  - 

hearings,  08906 
Postal  Inspection  Service,  law  enforcement  re- 
port, 04115 
recommendations  of  the  Select  Committee  on 
Crime- 
hearings,  11156 
speedy  trials  to  reduce  crimes - 

report,  05337 
uniform  crime  reports,  07623 
uniform  crime  reports,  quarterly  release,  04637 
use    of    State    revenue    statutes    in    organized 

crime  prosecutions,  12632 
video  support  in  criminal  courts,  02848 
see    also    Crime    prevention-Criminal    justice 
(administration)-Criminal  law. 
Crime  prevention: 

civil  aviation  security  compliance  and  enforce- 
ment, 00971 
community   action,  NCJRS   selected  literature 

and  information  sources,  05971 
residential  security,  09870 

security  measures  and  passenger  screening  for 
scheduled  air  taxi  commercial  operators, 
12135 
truck  terminal  cargo  security  effectiveness 
compared  to  company-wide  security, 
03358 


Crime,  Select  Committee  on,  House: 
recommendations  of- 
hearings,  1 1 156 
Criminal  Investigation  Command: 

general  information,  10488 
Criminal  justice  (administration): 

ACIR  State  legislative  program,  01630 
approaches    which    work    in    criminal    justice 
system,  progress  in  determining,  GAO  re- 
port, 09759 
careers  in  criminal  justice  system,  02834 
Community  anticrime  assistance  act- 
hearings,  08905 
compendium  of   State  laws  governing  privacy 
and   security   of  criminal  justice   informa- 
tion, 02835 
crime  in  streets  program - 

proposal,  00320 
criminal  justice   agencies,   region   4,  Alabama, 
Florida,    Georgia,    Kentucky,    Mississippi, 
North  Carolina,   South  Carolina,  Tennes- 
see, 05952 
criminal  justice  agencies,  region  6,  05951 
criminal  justice  agencies,  region  7,  Iowa,  Kan- 
sas, Missouri,  Nebraska,  05953 
criminal   justice    agencies,   region   9,   Arizona, 

California,  Hawaii,  Nevada,  05954 
criminal  justice  audio-visual  materials  directo- 
ry, 05955 
criminal    justice    data    banks,    protect    privacy 
and  reputations  for  names  registered - 
hearings,  00685 
criminal  justice  evaluation,  annotated  bibliog- 
raphy, 01214 
criminal     justice     standards     and     goals     for 

Florida,  case  study,  02837 
criminal  justice  statistics,  sourcebook,  02845 
District  of  Columbia  criminal  justice  act- 
law,  04878 
expenditure  and  employment  data  for  criminal 

justice,  05965 
how  criminal  justice  agencies  use  criminal  his- 
tory information,  GAO  report,  07704 
impact  of  heroin  addiction  on  criminal  justice 
system - 
report,  05081 
intensive      evaluation      for      criminal      justice 

planning  agencies,  12622 
monitoring  for  criminal  justice  planning  agen- 
cies, 12625-6 
oversight - 

hearings,  06931-2 
policy   development   seminar   on    architecture, 

design,  and  criminal  justice,  12628 
prescriptive  packages,  list,  05969 
quantitative  tools  for  criminal  justice  planning, 

12630 
selective  notification  of  information,  05972 
standards  and  goals  for  juvenile  justice,  12502 
Criminal  law: 

reform  of  Federal  criminal  laws- 
hearings,  05524 
Criminal  procedure: 

alcohol    safety   action    projects,   evaluation   of 
operations,  1974,  detailed  analysis,  evalua- 
tion of  judicial  and  legislative  countermea- 
sure  activities,  12922 
Federal  rules  of  criminal  procedure,  amend- 
hearings,  05221 
law,  06691 

report,  00617,  01980,  10930,  10936 
tribal  judicial  reform  on  Indian  reservations- 
hearings,  05510 
Cripples: 

services  for  crippled  children,  10631 
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Crismundo,  Randy  E.: 

relief.  10879 
Criteria  and  Standards  Division: 
ORP/CSD  series,  06458 
technical  note  ORP/CSD  series,  01520-1 
Critical  path  analysis. 

property    disposition    critical    path    processing 
handbook,  01141 
Croplands,  see  Land. 
Crops,  08441 

competition  between  soybeans  and  other  crops 

in  major  U.S.  regions,  00835 
costs  of  producing  selected  crops,  11459 
crop    insurance    and    information    services    to 

control  use  of  pesticides,  00952 
crop  production  (periodical),  03627 
emergency  price  support  for  1975  crops  - 

veto  message.  01930 
farm  production,  indexes  of  total  farm  output 
and    gross    production,    by    livestock    and 
crop  groups,  01676 
field  crops,  production,  farm  use,  sales,  value, 

08434 
growth  of  released  redwood  crop  seedlings  on 

redwood  experimental  forest,  09662 
Indiana    crop    summary,    field    crops,    08435, 

08435 
insecticides,  guidelines,  08561 
labor,  indexes  of  farm  production  per  hour,  by 

livestock  and  crop  groups,  01678 
labor,    total    hours,    used    for    farmwork,    by 

livestock  and  crop  groups,  01677 
land   availability,  crop  production,   and   fertil- 
izer requirements,  02476 
seed  crops,  03341-2 

seed  crops,  field  seed  stocks  report,  04499 
seed  crops,  forecast,  04500 
seed  crops,  prices,  04501 
South  Carolina  crop  statistics,  03343 
water    quality     control     through     single     crop 

agriculture,  02464 
weather  and  crop  bulletin  (periodical),  04720 
Cross  Timbers  National  Grasslands: 

general  information,  12273 
Crosslinking: 
radiation    cross    linking    of    polyethylene    in 
heterogeneous       systems,       investigation, 
USSR  study,  12603 
Crotoxyphos: 

substitute   chemical  program,   initial   scientific 
and  minieconomic  review,  03090 
Crow  indians: 
Crow    ceded    area    coal    lease    Westmoreland 
resources  mining  proposal,  draft  environ- 
mental statement,  09874 
CRREL,   see   Cold   Regions   Research   and   En- 
gineering Laboratory. 
CRT,  see  Cathode  ray  tubes. 
Crude  oil,  see  Petroleum. 
Crude  petroleum,  see  Petroleum. 
Cruises: 

upper-surface  blowing  nacelle  design  study  for 
swept  wing  airplane  at  cruise  conditions, 
06150 
Crustaceans: 

mollusks    and    crustaceans    of   coastal    United 

States  (poster),  06365 
West   African   Myodocopid   Ostracoda,   Cylin- 
droleberididae,  08368 
Cryogenic  Data  Center: 

biweekly    cryogenics,    current    awareness    ser- 
vice, 03468 
Cryogenic  liquids,  see  Cryogenics. 
Cryogenic  temperatures,  see  Cryogenics. 


Cryogenics: 

biweekly    cryogenics,    current    awareness    ser- 
vice, 03468 
breadboard    cryogenic    propellant    conditioning 

assembly,  test  results,  10158 
cavitation    in    liquid   cryogens,   combined   cor- 
relations   for    venturi,    hydrofoil,    ogives, 
and  pumps,  06153 
cryogenic     liquid     propellant    tank,    computer 
programs    for    pressurization    (ramp)    and 
pressurized  expulsion,  10133 
cryogenic  loop  antennas  for  VLF  reception  in 

seawater,  01492 
flow     measurement     instrumentation,     ASRDI 

oxygen  technology  survey,  06186 
NBS    cryogenic     thermometry    and    proposed 

cryogenic  extension  of  IPTS,  12883 
physical    sciences,    vacuum    technology,    com- 
pilation, 06194 
pressurant  requirements  for  discharge  of  liquid 
methane   from    1 .52-meter-(5-ft)   diameter 
spherical  tank,  10146 
selected   angular   momentum,   vortex   shedding 
and  orifice  cryogenic  flowmeters,  evalua- 
tion, 12881 
storable    and   cryogenic   propellant   safety   for 

space  tugs,  06260 
surface  recession  characteristics  of  cryogenic 
insulation  subjected  to  arc-tunnel  heating, 
02956 
transport   properties   of   N2   gas   at   cryogenic 
temperatures,  10138 
Crystal  chemistry,  see  Chemistry. 
Crystal  lattices: 

use  of  iodine-125  for  interstitial  implants,  08339 
Crystal  structure: 

crystal   structure   transformations   in   inorganic 
sulfates,    phosphates,    perchlorates,    and 
chromates,  12868 
crystallochemical    features    of    some    ferrites, 
USSR  study,  07904 
Crystal  units: 

quartz,  crystal  unit.  Federal  item  identification 
guide,  11684-6 
Crystals: 

computer   programs   for   structural   chemistry, 

MATCH    1    and    MATCH    2,    FORTRAN 

programs  to   predict  and  evaluate  mutual 

orientation  of  polycrystals,  08213 

crystal  structure   transformations   in  inorganic 

nitrites,  nitrates  and  carbonates,  06291 
work-hardening   and   strain   rate   sensitivity   of 
flow     stress     in     high     purity     ice     single 
crystals,  07514 
CSA,  see  Community  Services  Administration. 
CSC,  see  Civil  Service  Commission. 
CSD,  see  Criteria  and  Standards  Division. 
CTAB,     see     Commerce     Technical     Advisory 

Board. 
Cuba: 

background  notes,  01582 

Cuban   connection   in   Puerto  Rico,   terroristic 
activity - 
hearings,  00689 
Cuban  realities,  1 1532 
Soviet  activities  in  Cuba- 
hearings,  11097 
United  States  relations  with  Cuba,  11137 
Cubans: 

refugees,  assistance,  appropriations,  1975- 
hearings,  11055 
Culm: 

fine  coal  refuse,  physical  property  data,  01318 
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Culture: 

better  chance  to  learn,  bilingual-bicultural  edu- 
cation, 04837 
cultural  relations,  agreement  with  Japan- 
report,  08987 
international  educational  and  cultural  exchange 
(periodical),  04083 
Culture  media: 

culturing  diaptomus  clavipes  and  cyclops  ver- 

nalis,  09359 
studies    to    determine    methods    for    culturing 
three     freshwater     zooplankton     species, 
09364 
Culverts: 

culvert  icing,  prevention  and  control,  09230 
culvert  outlet  protection  design,  computer  pro- 
gram documentation,  02538 
electronic    computer    program     for    hydraulic 

analysis  of  circular  culverts,  07660 
electronic    computer    program     for    hydraulic 

analysis  of  pipe-arch  culverts,  07661 
fish  passage   through   highway   culverts,   field 
evaluation,  00990 
Cumberland  River  and  Valley  : 
floods,  09274 

unsteady  flow  computations  on  river  system, 
09311 
Cumbres  and  Toltec  Scenic  Railroad: 
Colorado  and  New  Mexico  interstate  acquisi- 
tion compact  approval- 
report,  05041 
compact  between  New  Mexico  and  Colorado, 
consent  and  approval - 
report,  08957 
railroad  compact,  consent  of  Congress - 
law,  08736 
Cuming  County,  Nebr.: 

soil  survey  report,  1 3096 
Currency,  see  Money. 
Current  meters: 

low-cost   counter   assembly    for   current-meter 
measurements,  09658 
Currents,  see  Electric  currents-Ocean  currents. 
Curriculum: 
announcing     EEO     courses,     EEO     Training 

Insitute,  10590 
development  and  implementation  for  pre-col- 
lege   science  education,   National  Science 
Foundation,  11207 
office   skills   courses,   Civil   Service   Commis- 
sion, 04841 
pilot  transition  courses  for  complex  single-en- 
gine and  light  twin-engine  airplanes,  00972 
police  educational  characteristics  and  curricu- 
la, 07932 
quality  assurance  of  media  devices  and  cour- 
seware, 06541 
seminar  on  alcohol  and  safety,  training  for  so- 
cial and  health  care  personnel,  curriculum 
development,    evaluation    and    conducting 
pilot  test,  01417 
Curtis,  Thomas  B.: 
nomination - 
hearings,  05550 
Curvature  (mathematics): 
curve    fits    of    predicted    inviscid    stagnation- 
point  radiative  heating  rates,  cooling  fac- 
tors,   and    shock    standoff    distances    for 
hyperbolic  earth  entry,  10143 
Monte  Carlo  investigation  of  experimental  data 
requirements  for  fitting  polynomial  func- 
tions, 12817 
world  maps  on  August  epicycloidal  conformal 
projection,  01457 
Curves,  see  Curvature  (Mathematics). 


Cushioning  materials: 

crash  cushions,  selection,  criteria,  and  design, 
07657 
Custodians: 

building      custodians,      employment      outlook, 
09960 
Customs,  see  Tariff. 
Customs  administration: 

customs   administration   and    valuation   of   im- 
ports- 
hearings,  1 1223 
improper     practices     in     customs     house     at 
Denver,  Colo.- 
hearings,  02266 
Customs  Bureau: 

inspectors,  hazardous  duty  coverage- 
hearings,  05236 
Customs  Court: 

cases  adjudged,  Customs  Court  reports,  02331, 

09125 
Treasury    decisions,    customs    bulletin,    bound 
volume,  03361 
Customs  Service: 

agreement  with  Federal  Republic  of  Germany, 

03321 
challenge  and  change,  11651 
maritime  matters,  agreement  with  Polish  Peo- 
ple's Republic,  13120 
services  for  special  beneficiaries,  GAO  report, 
12358 
Customs-houses,  see  Customs  administration. 
Cutlery: 

cutlery,    flatware,    Federal   item    identification 
guide,  11834 
Cutting  machines: 

cutting  experiments  using  rotating  water  jet  in 

borehole,  12732 
feasibility  study  of  hydraulic  jet  kerfing  to  im- 
prove    efficiency     of     mechanical     disc 
cutting,  08461 
mechanics  of  cutting  and  boring,  1 1976 
Cutting  tools: 

cutting  tools  for  machine  tools.  Federal  item 

identification  guide,  02384 
incendivity   of   some   coal-cutter   materials   by 
impact-abrasion     in    air-methane,    06129, 
12722 
Cuttings,  see  Reproduction. 
Cuyahoga  County,  Ohio: 

flood   plain   information,    East   Branch   Rocky 
River,  City  of  North  Royalton  &  Hinckley 
Township,  Medina  County,  Ohio,  09242 
Cuyahoga  River  and  Valley: 

floods,    Franklin    TWP,    City   of    Streetsboro, 
and  Shalersville  TWP,  Ohio,  09275 
Cuyahoga  Valley  National  Historical  Park  and 
Recreation  Area: 
establish - 
hearings,  08898 
Cyanide: 

analytical  methods  in  water,  10270 
investigation  of  Orion  Research  cyanide  moni- 
tor, 00916 
Cybernetics: 

USSR    and   East    Europe   scientific   abstracts, 

04651 
USSR  and  Eastern  Europe,  translations,  04593 
Cycles,  see  Bicycles  and  tricycles. 
Cycling: 

cyclic      mechanical     tests      and      appropriate 
analytical  stress-strain  model  for  A3  steel, 
05621 
Cyclones: 

statistical  study  of  tropical  cyclone  positioning 
errors  with  economic  applications,  12973 
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see  also  Tornadoes. 
Cyclopoidae: 

cyclops  venalis,  cultunng  ecology,  09359 
Cylinders: 
cylinder    and    cylinder    assemblies,    hydraulic 
and  pneumatic.  Federal  item  identification 
guide,  00767,  02371 
Cylindrical  shells,  see  Shells  (structural). 
Cylindroleberididae,  see  Crustaeceans. 
Cyprus: 
crisis  on  Cyprus,  1976,  crucial  year  for  peace, 

11582 
crisis  on  Cyprus,   1974,  study   mission  report, 

05519 
crisis,  1974- 

hearings,  11098 
Greece  and  Cyprus.  1975.  report.  07244 
humanitarian  problems  - 

hearings,  05520 
mineral   industry,    minerals    yearbook   chapter, 

06107 
parcel  post,  agreement,  03245 
Suez  Canal  clearance   status  of  United  States 
Forces  using  British  sovereign  base  areas 
in  Cyprus,  arrangement,  03208 
Cytology: 
cancer  materials  for  cytotechnology  education, 
catalogue,  06294 
Cytospora     canker,     see     Canker     (disease     of 

plants). 
Czapowski,  Malgorzata  K.: 

relief,  10857 
Czechoslovak  Socialist  Republic,  see 

Czechoslovakia. 
Czechoslovakia: 
air  transport  services,  agreement,  13131 
background  notes,  10285 
doing  business  with  Czechoslovakia,  05590 
foreign  economic  trends  and  their  implications 

for  United  States,  05937 
mineral   industry.   Minerals   yearbook   chapter, 
02903 


D.C.,  see  District  of  Columbia. 
Dahomey: 

economic    trends    and    their    implications    for 
United  States,  01172 
Dairy  cattle,  see  Cattle-Cows. 
Dairy  herd  improvement  association: 
national  cooperative  program,  03720 
USDA-DHIA  cow-index  list,  01636 
USDA-DHIA  sire  summary  list,  00013 
Dairy  products: 
dairy  price  situation  - 

hearings,  06904 
dairy  product  processing  point  source  catego- 
ry, effluent  limitations  guidelines,  09342 
production,  etc.,  monthly  statistics,  03722 
Dairying: 
dairy      herd      improvement      letter,      national 

cooperative  improvement  program,  03720 
dairy  market  statistics,  1973,  annual  summary, 

08579 
dairy  plants  surveyed  and  approved  for  USDA 

grading  service,  list,  03721 
dairy  price  situation,  05422 
dairy  situation,  03723 
foreign  agriculture  circulars,  03932 
hearings,  05422 
Dakota  County,  Nebr.: 
soil  survey  report,  08374 


Dallas  County,  Tex.: 

flood  plain  information,  Hackberry  Creek  and 
Cottonwood  Branch,  05631 
Dallas,  Tex.: 

area  wage  survey,  12660 

status    of    urban    corridor    demonstration    pro- 
gram, 08479 
Damages: 

drought    damage    and    famine    in    sub-Sahara 

Africa,  01578 
motor  vehicle  damageability  standards  and  test 
results  - 
hearings,  06982,  07226 
oil  pollution  liability  and  compensation - 
proposal,  00335 
Dampers: 

steady-state  and  transient  analysis  of  squeeze 
film    damper    bearing    for    rotor    stability, 
06175 
Dams: 

Lower    Monumental    Lock    and    Dam,    Snake 

River,  Wash..  02433 
piping  in  earth  dams  constructed  of  dispersive 
clay,     literature     review     and     design     of 
laboratory  tests,  07536 
San  Luis  Unit  technical  record  of  design  and 
construction,    history,   general   description 
and  geology,  06464 
Dan  River: 

floods   in    South    Boston,   Va.,   Poplar  Creek, 

Lawsons  Creek,  09267 
floods,  Smith  River.  Matrimony  Creek,  Eden, 
N.C.,  09257 
Danang,  Vietnam: 

war    powers,    test    of    compliance    relative    to 
sealift- 
hearings,  00479 
Dancers: 

employment  outlook,  10024 
Dancing: 

dance  program,  guidelines,  01408 
dance  touring  program,  06318-9 
dance    touring    program,    guidelines    for    spon- 
sors, 01409 
Danger  areas: 

protection    for    workers    in    imminent    danger, 
13025 
Dangerous  articles,  see  Hazardous  substances. 
DAR,    see    National    Society    of    Daughters    of 

American  Revolution. 
Data  acquisition: 

automatic      data      acquisition     and      reduction 

system,  09716 
catalog  of  information  on   water  data,  digest, 

12456 
collection,    preparation,    translation    and    com- 
puter reduction  of  digital  hydrologic  data, 
08515 
critical    survey    of   data    source,    corrosion    of 

metals,  12871 
CTD/SV       oceanographic      data      acquisition 

system  model,  01459 
development    and    utilization    of   data    acquisi- 
tion,  computing,   and   processing   systems 
at  Morgantown  Energy  Research  Center  , 
07500 
earth   resouces   technology    satellite   data,   ex- 
tracting land  use  information  by  conven- 
tional interpretation  methods,  06225 
IFYGL  physical  data  collection  system,  inter- 
comparison  data,  12962 
oceanographic     data    exchange,     World     Data 
Center   A,   oceanography,    semiannual   re- 
port, 09323,  11993 
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pilot  survey,  collection  of  a  disaggregate  data 

set,  02533 
simulation    city    approach    for   preparation    of 

urban  area  data  bases,  05747 
system  for  radon  monitoring,  12737 
tracking  and  data  acquisition  program,  00501 
Data  compression: 
remote    sensing    of    pollutants    computerized 
reduction    of   long-path    absorption    data, 
08277 
Data  processing,  see  Electronic  data  processing 
systems-Information    storage    and    retrieval 
systems. 
Data  recorders,  see  Recording  instruments. 
Data  recording,  see  Recording  instruments. 
Data    retrieval,    see    Information    storage    and 

retrieval  systems. 
Data    security,    see    Electronic    data   processing 

systems. 
Data  storage  and  retrieval  systems,  see  Informa- 
tion storage  and  retrieval  systems. 
Data  transmission  system: 
human    factors    experiments    for    data    link, 
evaluation     of     data     link     input/output 
devices    using    airline    flight    simulators, 
13171 
software  for  experimental  air-ground  data  link, 
13172-4 
Dates  (fruit): 
date   development,   handling,   and   packing   in 
United  States,  01653 
Daughter  elements: 
sampling  mine  atmospheres  for  potential  alpha 
energy    due    to    presence    of    radon-220 
'  (thoron)  daughters,  06135 
Daughters    of    American    Revolution,    National 
Society,  see  National  Society  of  Daughters 
of  American  Revolution. 
Davenport,  Iowa: 

area  wage  survey,  10044 
DAWN  (drug  abuse  warning  network),  see  Drug 

abuse. 
Dawson  County,  Mont.: 

soil  survey  report,  08375 
Day  care  of  children: 
child  care  staffing  requirements - 

hearings,  02267 
child    care    staffing    requirements,    proposals, 

00665 
Federal  child  care  standards,  proposals,  11522 
staffing  requirements  for  child  day  care  cen- 
ters under  social  services  program,  tempo- 
rary postponement - 
report,  11431 
Day,  James  V.: 
reappointment- 
hearings,  11505 
Day's  Sportswear,  Inc.: 

relief,  10853 
Daylight  saving: 
Daylight  saving  time  act- 
hearings,  11512 
Emergency  daylight  saving  time  energy  con- 
servation act,  amend - 
report,  05032,  05366 
year-around  basis  for  two-year  trial - 
report,  08939 
Dayton,  Ohio: 
crimes  and  victims,  report  on  Dayton-San  Jose 
pilot  survey  of  victimization,  02836 
Daytona  Beach,  Fla.: 

area  wage  survey,  02855 
DCAA,  see  Defense  Contract  Audit  Agency. 
DCPA,  see  Defense  Civil  Preparedness  Agency. 


DDT: 

fate    of    DDT    and    nitrate    in    ground    water, 
09422 
de  Saint  Andre,  Lucille: 

relief,  08688 
De-icing,  see  Ice. 

DEA,  see  Drug  Enforcement  Administration. 
Dead: 

reimbursement  of  memorial  service  expenses 
of    deceased     military     members     whose 
remains   are   not  recovered,    extend   time 
limit  - 
law,  04897 
report,  05057 
Dealers: 

credit  by  brokers  and  dealers,  01027 
dealer  and   contractor  guide   to   property   im- 
provement loans,  02714 
securities  credit  by  persons  other  than  banks, 

brokers,  or  dealers,  01025 
subject  to  provisions  of  property  improvement 
and  mobile  home  regulations  (title  1,  Na- 
tional housing  act),  09850 
trading  in  municipal  securities,  regulate - 
report,  05358 
Dean,  John  W.: 

testimony       in       Presidential       impeachment 
proceedings,  11170 
Death: 

avalanche  fatalities  in  United  States,  02627 
coal    mine    fatalities,    MESA    safety   reviews, 

04206 
comparability    of    mortality    statistics    for   7th 
and  8th  revisions  of  International  classifi- 
cation of  diseases,  08218 
fatal  accidents  involving  front-end  loaders  at 
metal  and  nonmetal  mines,  analysis,  12754 
infant,    maternal,    and    childhood    mortality, 

06671 
morbidity  and  mortality  weekly  reports,  04240 
mortality  trends  for  leading  causes  of  death, 

United  States,  1950-69,  06311 
price  of  death,  survey  method  and  consumer 
guide  for  funerals,  cemeteries,  and  grave 
markers,  12256 
sudden  infant  death  syndrome,  research  activi- 
ties, provide - 
law,  08694 
surface  mine  fatalities,  health  and  safety  re- 
port reference  for  supervisors,  12752 
truck  related  fatalities  and  disabling  injuries  at 
metal  and  nonmetal  surface  mines,  analy- 
sis, 01323 
Death  Valley  Wilderness: 

proposal,  00295 
Debarking  (wood),  see  Bark. 
Debates  and  debating: 

intercollegiate   debate    topic    for   1975-76,   ex- 
cerpts and  references,  10776 
international  control  of  world  resources,  hand- 
book for  high  school  debaters,  01836 
Debits,  see  Banks  and  banking. 
Debris: 

debris  hazard  control  and  cleanup,  03026 
mass  distribution  of  orbiting  man-made  space 

debris,  08170 
waterborne    debris    in    marine    pollution    in- 
cidents, 06666 
Debt: 

consolidation     and     rescheduling     of     certain 

debts,  agreement  with  Chile,  03202 
debt  prevention,  financial  crossroads,  04788 
delinquent  international  debts  owed  to  United 
States,  mid-1974  progress  review- 
hearings,  11105 
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finance,  consolidation  and  rescheduling  of  cer- 
tain debts,  agreement  with  India,  03187 
finance,  rescheduling  of  certain  debts,  agree- 
ment with  Sri  Lanka,  03199 
municipalities,  debt  adjustment- 
report,  10967,  11391 
sales    by     class     of    customer,     credit     sales, 
receivable,  and  bad-debt  losses,  census  of 
wholesale  trade,  subject  statistics  ,  10546 
tax  information  on  deductions  for  bad  debts, 

02779 
see  also  Public  debt. 
Decade  boxes: 

decades,  electrical,  Federal  item  identification 
guide,  11745 
Deceased,  see  Dead. 
Decelerators: 

flight   investigation   of   manual   and   automatic 
VTOL  decelerating  instrument  approaches 
and  landings,  10127 
supersonic  attached  inflatable  decelerators  - 
deployment  and  performance  characteristics, 
10136 
Decimal  classification,  see  Classification. 
Decision  Information  Distribution  System: 

DIDS   materiel    management   decision   rule   ta- 
bles, 02340 
Decision  making: 
computer       and       information       systems       in 
resources  management  decisions, 

proceedings  of  workshop,  09626 
introduction  to  Codinvolve,  system  for  analyz- 
ing, storing,  and  retrieving  public  input  to 
resource  decisions,  09656 
Decision-making: 

Congress    and    its    committees,    organizational 
means  for  improving  national  goals,  poli- 
cies and  programs,  (statement),  08884 
design  option  decision  tree,  method  for  syste- 
matic analysis  of  design  problems  and  in- 
tegration of  human  factors  data,  01686 
DIDS   materiel    management   decision   rule   ta- 
bles. 02340 
interrelation    of    transportation     system    and 

project  decisions,  02520 
making  multiple  use  decisions,  07991 
urban   stormwater   management    modeling   and 
decision-making,  09412 
Decisions: 
great  decisions  in  foreign  policy  - 

hearings,  00668.  06974 
great  decisions  program - 

hearings.  1 1534 
see  also  Courts  of  United  States. 
Declaration  of  Independence: 

text,  02143 
Declaratory  judgements: 

tax-exempt  organizations,  02113 
Declination: 

sight     reduction     tables     for     air     navigation, 
latitudes  0°-39°,  declinations  0°-29°,  00812 
Decomposition: 

products  of  polyurethane  foam   related  to  air- 
craft cabin  flash  fires,  10312 
Decorating: 

thor  5  solventless  metal  decorating  for  3-piece 
cans,  12047 
Decoration  and  ornament: 

Christmas  decorations,  fact  sheet,  09099 
decorative     wall     paneling     industrv,     guides, 
09579 
Decorations  of  honor: 

proposals     to     strengthen     Foreign    gifts    and 
decorations  act,  GAO  report,  07764 


time   limit   for   awarding   military   decorations, 
extend  - 
hearings,  11057 
Deductions,  see  Income  tax. 
Deep  Fork  River  basin,  Oklahoma: 

water  resources  study,  10275 
Deep  Sea  Drilling  Project: 

cruises   of  drilling   vessel  Glomar   Challenger, 
Apra,  Guam  to  Hakodate,  Japan,  06400 
Deer: 

carbon   black   increases   snowmelt   and   forage 
availability      on     deer     winter     range     in 
Colorado,  02623 
deer  use  changes  after  root  plowing  in  Arizona 
chaparral,  09712 
Deer  Creek  Lake: 

general  information,  00879 
Defects: 

defect    testing    of    5    catalyst    equipped    Ford 

prototype  vehicles.  00898-9 
how     to     estimate     defect     in     white     fir     in 

southwest  Oregon,  01048 
prevalence    of    selected    impairments.    United 
States,  1971,  06308 
Defense,  see  National  defense. 
Defense  Advanced  Research  Project  Agency: 
ARPA/NBS       workshop        I,       measurement 
problems   in    integrated   circuit   processing 
and  seembly,  06281 
semiconductor        measurement        technology, 
BASIC    program    for    calculating    Dopant 
density   profiles   from   capacitance-voltage 
data,  12873 
Defense  Civil  Preparedness  Agency: 

buildings      with       environmental      protection, 

design  case  study,  DCS  series,  02334 
CPG  series,  00719,  09126 
DCPA  attack  environment  manual.  09126 
HS  series,  02335,  09128 
information  bulletin,  04067 
leaflet  L  series,  02336 

miscellaneous  publication  MP  series,  02337 
motion  picture  catalog,  02337 
nondiscrimination    in    federally    assisted    pro- 
grams, 00719 
technical  report  TR  series,  02338,  07328 
Defense  Communications  Agency: 

need    to    consolidate    responsibility    for    auto- 
matic   digital    network    (ALTODIN)    ter- 
minals, GAO  report,  09776 
Defense  Contract  Audit  Agency: 
DCAAM  series,  07329 

decision  to  close  branch  office  and  merge  its 
functions    with    Chicago,    111.,    branch    of- 
fice, GAO  report,  12356 
operations  auditing,  GAO  report,  07802 
Defense  contracts,  see  Government  contracts. 
Defense  Department: 

academic   and   military   programs   of  5  service 

academies,  GAO  report,  01090 
appropriations,  1974- 

report,  05319 
appropriations,    1974,    supplemental    authoriza- 
tion- 
report,  08813 
appropriations,  1975- 
hearings,  08847 

report.   05053.    05344.   08835.    10889,    10895. 
1 1 356 
appropriations,  1975,  amend- 

proposal,  04944 
appropriations,  1975,  military  construction - 
hearings,  06918 
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appropriations,     1975,     military     construction, 
authorization  - 
report,  1 1357 
appropriations,  1975,  military  procurement- 
hearings,  05140 
law,  10667 
appropriations,  1976- 

hearings,    00649,    05111-2,    02238-41,    07194, 

11051,  11470 
law,  10680 

report,  00635,  06869,  10846 
supplemental,  proposal,  00323 
appropriations,  1976,  military  construction  - 
hearings,  02023-4,  02245,  06915 
law,  01873 

report,  02209,  06844,  11385 
appropriations,     1976,     military     construction, 
authorization  - 
report,  06835 
appropriations,  1976,  military  procurement - 
hearings,     05144,     05441,     09034-5,     11064, 
11480-1 
appropriations,     1976,     military     procurement, 
authorization  - 
hearings,  05145,  05439-40,  05442-3 
report,  05409,  06809 
armed  services  procurement  regulation  supple- 
ment ASPS  series,  00720 
assessment  of  overseas  advisory  efforts,  GAO 

report,  01096 
Assistant  Secretary,   nomination   of  Frank   A. 
Shrontz- 
hearings,  1 1485 
audit  of  payments  from  special  bank  account 
to  Lockheed  Aircraft  Corporation  for  C- 
5A  aircraft  program,  GAO  report,  01085-7 
authority  for  certain  employees  to  administer 
oaths - 
report,  01961,  07148 
authorization,  1975,  military  construction- 
report,  05070,  10902 
benefits  and  drawbacks  of  U.S.   participation 
in     military     cooperative      research     and 
development   programs    with   allied   coun- 
tries, GAO  report,  09766 
carbonyl  chloride,  authority  to  sell  stocks  - 

report,  01993 
cataloging  handbook  H  series,  03889-93 
cataloging  manual  M  series,  09133 
civilians  in  DoD,  their  productivity  and  com- 
pensation, 00721 
commanders  digest  (periodical),  03576- 

index,  05571,  09135-6 
contractors'        independent        research        and 
development  program,  issues  and  alterna- 
tives, GAO  report,  09784 
cost    and    benefits    of    U.S.    participation    in 
reopening  Suez  Canal,  GAO  report,  07765 
CPG  series,  09126 

current  patent  and  licensing  policies  and  prac- 
tices, GAO  report,  07694 
DCAAM  series,  07329 

defense      integrated      data      system      (DIDS), 
procedures      manual,      05573-4,      07330-3, 
11656-7 
defense    management    education    and    training 

catalog,  00722 
defense  management  journal,  03732 
Defense  Supply  Agency  handbook  DSAH  se- 
ries, 05575-7,  11658-9 
Defense  supply  procurement  regulation,  02342 
Department  of   Defense  procedures  for  accu- 
mulating and  controlling  costs  for  aid  to 
South  Vietnam,  GAO  report,  07778 


dictionary  of  military  and  associated  terms, 
02813 

DoD  activity  address  directory,  DoDAAD, 
00727,  02343,  09139 

DoD  activity  address  directory,  DoDAAD,  zip 
code  sequence,  02344 

DoD  ammunition  and  explosives  safety  stan- 
dards, 11660 

DoD  directory  of  contract  administration  ser- 
vices components,  02345,  05579 

DoD  pamphlet,  00073,  06570,  10478 

DoD  program  for  stability  of  civilian  employ- 
ment, reduction  in  force  information 
pamphlet,  02346 

economic  and  logistical  impact  resulting  from 
announced  closure  of  Fort  MacArthur, 
GAO  report,  07696 

economic  recovery,  community  response  to 
Defense  decisions  to  close  bases,  13041 

excess  defense  articles  provision  in  proposed 
Foreign  assistance  legislation,  GAO  re- 
port, 07700 

experience  in  drug  abuse  programs,  02347 

Federal  inventory  of  energy  related  biomedical 
and  environmental  research,  07493 

Federal  item  identification  guide  FUG  series, 
00728-96,  02348-90,  07337-94,  09141, 
11661-868 

Federal  supply  catalog,  number  of  items  can 
be  reduced,  GAO  report,  09754 

foreign  assistance  appropriations,  1976- 
hearings,  07197 

General    Counsel,    nomination    of    Richard    A. 
Wiley - 
hearings,  07205 

government  support  of  shipbuilding  industrial 
base,  GAO  report,  07800 

handbook  DSAH  series,  00723-5,  02340-1, 
07334-5 

handbook  H  series,  04299-300 

High  School  News  Service  report  (periodical), 
03995 

how  to  buy  surplus  personal  property  from 
Department  of  Defense,  11870 

improvements  needed  in  making  and  in  report- 
ing on  technical  evaluations  of  noncom- 
petitive price  proposals,  GAO  report, 
05861 

improvements  still  needed  in  negotiating  prices 
of  noncompetitive  contracts,  GAO  report, 
07708 

in-depth  investigation  into  independent 
research  and  development  and  bid  and 
proposal  programs,  GAO  report,  07723 

independent  research  and  development  alloca- 
tions should  not  absorb  costs  of  commer- 
cial development  work,  GAO  report, 
12347 

index  of  specifications  and  standards,  02391 

information  on  number,  location,  and  cost  as- 
sociated with  construction  and  operation 
of  military  golf  facilities  throughout  the 
world,  GAO  report,  07709 

investigation  of  procurement  of  foreign  and 
domestic  petroleum  products,  GAO  re- 
port, 12364 

management  of  aircraft  modification  programs, 
in  Army,  Navy,  and  Air  Force,  GAO  re- 
port, 09773 

management  of  civilian  health  and  medical 
program  of  uniformed  services  needs  im- 
provement, GAO  report,  01 100 

manpower  requirements  report  for  fy  1976, 
Defense  Department,  11872 

manual  DSAM  series,  00726,  05578,  09137 
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military  commissary  store,  its  justification  and 
role  in  today's  military  environment,  GAO 
report,  09769 

military  construction  appropriations,  1975  - 
report,  05392 

military  construction,  authorization,  1976- 
report,  00565.  07109 

military  construction,  authorization,  1976- 
hearings,  05444 
report,  00565,  07109 

military  hospitals  should  be  provided  criteria 
for  Presidential  and  VIP  accommodations, 
instructed  to  discontinue  separating  of 
ficer  and  enlisted  patients,  GAO  report, 
07715 

military  standardization  handbook  M1L-HDBK 
series,  07397 

military  telecommunications  centers,  substan- 
tial staff  and  cost  reductions  possible 
through  use  of  uniform  staffing  standards, 
GAO  report,  01098 

more  improvement  needed  in  equipment 
management  practices  in  government 
laboratories,  GAO  report,  02662 

Navy  aircraft  overhaul  depots  could  be  more 
productive,  GAO  report,  07777 

Navy's  actions  to  acquire  dependents  school 
building  in  Athens,  Greece.  GAO  report, 
07716 

need  for  and  uses  of  data  recorded  on  DD 
form  214  report  of  separation  from  active 
duty.  GAO  report.  01083 

need  to  consolidate  responsibility  for  auto- 
matic digital  network  (AUTODIN)  ter- 
minals, GAO  report,  09776 

need  to  reevaluate  proposed  relocation  of 
Navy's  Fleet  Missile  Systems  Analysis 
and  Evaluation  Group,  GAO  report,  12350 

new  military  equipment,  plans  and  proposals 
for  avoiding  unnecessary  duplication  in 
developing,  GAO  report,  09781 

numerically  controlled  equipment,  progress 
and  problems,  GAO  report,  09755 

operations  auditing  by  Defense  Contract  Audit 
Agency,  GAO  report,  07802 

operations,  conclusions  and  recommendations, 
summaries,  GAO  report,  01084 

overseas  military  banking,  how  it  is  financed 
and  managed.  GAO  report,  07769 

PLASTEC  note.  09166 

Plastics  Technical  Evaluation  Center 
PLASTEC  report.  09167 

problems  in  providing  education  overseas  for 
dependents  of  U.S.  personnel,  09758 

process  for  identifying  needs  and  establishing 
requirements  for  major  weapon  systems  in 
Department  of  Defense,  GAO  report, 
07728 

procurement  from  small  and  other  business 
firms,  04424 

progress  and  problems  of  Government's  utility 
conservation  program,  GAO  report,  07780 

Project  REFLEX  (resource  flexibility), 
demonstration  of  management  through  use 
of  fiscal  controls  without  personnel 
ceilings,  GAO  report,  09777 

questionable  aspects  of  military's  study  of 
land  needs  in  Hawaii,  GAO  report,  07771 

questionable  use  of  domestic  aeromedical 
evacuation  system,  GAO  report,  07787 

reduction  of  communications  costs  through 
centralized  management  of  multiplex 
systems.  09778 

regulation  DSAR  series.  07336.  09138 


reimbursements  from  foreign  governments  for 
military  personnel  services  provided  under 
Foreign  military  sales  act.  GAO  report, 
07731 

Republic  of  Vietnam  Armed  Forces,  improve- 
ments needed  in  U.S.  contractor  training, 
GAO  report,  09744 

research  and  development  in  the  Department 
of  Defense,  a  management  overview, 
02394 

review  of  preliminary  estimates  of  evacuation 
costs,  temporary  care,  and  resettlement 
costs  of  Vietnamese  and  Cambodian  refu- 
gees, GAO  report,  07767 

Secretary,  nomination  of  Donald  Rumsfeld- 
hearings,  02250 

Secretary  of  Defense,  Deputy,  nomination  of 
Robert    Ellsworth,    Assistant,    nomination 
of  William  L.  Greener - 
hearings,  1 1484 

should  Gama  Goat  be  improved  or  replaced? 
GAO  report,  02663 

single  manager  needed  to  obtain  cost  and  fuel 
savings  in  spectrometric  oil  analysis  pro- 
gram, GAO  report,  12361 

specifications  and  standards  index,  supple- 
ments, 03735 

standardization  documents,  supply  classifica- 
tion listing,  03888 

status  of  efforts  to  offset  balance-of-payment 
deficit  for  fiscal  year  1974  attributable  to 
maintaining  U.S.  forces  in  Europe,  GAO 
report,  07762 

status  of  selected  major  weapon  systems, 
GAO  report,  09760 

stockpiling  of  war  reserve  materials  for  use  by 
United  States  allies,  GAO  report,  07693 

substantial  understatement  of  obligations  for 
separation  allowances  for  foreign  national 
employees.  Department  of  Defense,  GAO 
report.  09764 

telephone  directory,  03736 

travel  regulations,  civilian  personnel,  04100 

uniform  treatment  of  prisoners  under  Military 
correctional  facilities  act  currently  not 
being  achieved.  GAO  report.  09739 

United  States  should  recover  full  costs  of 
reimbursable  satellite  launches,  GAO  re- 
port, 05859 

unrecovered  costs  for  utility  services  furnished 
to  non-appropriated-fund  and  non-govern- 
ment activities,  GAO  report,  07773 

urgent  need  for  Department  of  Defense  mar- 
ginal performer  discharge  program,  GAO 
report,  07746 

ways  of  increasing  productivity  in  maintenance 
of  commercial-type  vehicles,  GAO  report, 
07776 

why  performance  of  automatic  voice  network 
(Autovon)  service  needs  improvement, 
GAO  report,  09783 

worldwide  communications,  review,  05141 
Defense  Documentation  Center: 

guide  for  improved  use  of  Defense  Documen- 
tation Center  by  cost  analysts,  10497 
Defense  information,  see  Military  information. 
Defense  integrated  data  system  (DIDS),  see  In- 
formation storage  and  retrieval  systems. 
Defense  Intelligence  Agency: 

intelligence  research  specialist,  exciting  career 
with  Defense  Intelligence  Agency.  11882 
Defense  Manpower  Commission: 

appropriations.  1975.  amend- 
proposals,  10702 
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Defense  Mapping  Agency: 
Hydrographic  Center,  09171 
Hydrographic    Center   publication,    00799-812, 

02395-8,  05586-7,  07405-35,  09170,  09172, 

11883-913 
Defense  production,  see  Production. 
Defense  Production  Joint  Committee: 
annual  report,  05397 
hearings,  10685 
report,  05397 
Defense  Supply  Agency: 
annual  management  report,  09130 
defense      integrated      data      system      (DIDS) 

procedures  manual,  11656-7 
DSA  fair  housing  assistance  program,  07336 
DSA  organization  directory,  00725 
Federal  item  identification  guide  FUG  series, 

00728-96,      02348-90,      07337-94,      09141, 

11661-868 
handbook    DSAH    series,    00723-5,    02340-1, 

05575-7,07334-5,  11658-9 
index  of  publications,  02341 
introduction  to  Defense  Supply  Agency,  02392 
manual  DSAM  series,  00726,  05578,  09137 
quarterly  listing  of  interim  issuances,  04448 
regulation  DSAR  series,  07336,  09138 
upward  mobility  in  DSA,  11881 
Deflection: 
electro-optical    deflection    measuring    device, 

03011 
force  modification  and  deflection  loss  compen- 
sation to  pilot's  controls,  10109 
Deformations  (mechanics): 
deformation       monitoring      of      underground 

openings     by     photographic     techniques, 

10079 
finite  elastoplastic  deformation,  FIPDEF  and 

FIPAX    programs   for   CDC    6600,    user's 

guide  for  analysis,  10101 
Deformities: 
congenital  malformations  surveillance.  Center 

for  Disease  Control,  03590 
Degasification: 
Mary  Lee  coalbed  near  Oak  Grove,  Jefferson 

County,  Ala.,  by  vertical  borehole  in  ad- 
vance of  mining,  10093 
rotary  drilling  holes  in  coalbeds  for  degasifica- 
tion, 12734 
Degradation: 
arctic  oil  biodegradation,  00232 
component    degradation    brake     system    per- 
formance, 10202 
degradation  mechanisms,  controlling  bioaccu- 

mulation  of  hazardous  materials,  12057 
thermal  degradation  of  Green  kerogen  at  150°- 

350°,  composition  of  products,  10084 
Degrees  (colleges,  universities,  etc.): 
associate    degrees    and    other    formal    awards 

below  baccalaureate,  03012 
characteristics  of  doctoral  scientists  in  United 

States,  03060 
Dehydrators,  see  Dryers  (industrial). 
Del  Rosario,  Fernando  L.: 

relief,  05316 
Delaware: 
census  of  retail  trade,  major  retail  centers  in 

standard     metropolitan     statistical    areas, 

06605 
climatological  data,  03535 
inventory  of  historic  engineering  and  industrial 

sites,  01461 
mineral  industry,  Minerals  yearbook  chapter, 

06100 
national  electric  rate  book,  12174 


population         estimates,  counties         and 

metropolitan  areas,  04831 
precipitation  data,  hourly,  04018 
resource  conservation  and  development,  first 

State's  project,  13092 
timber  resources,  05846 
water  resources  data,  12441-3 
Delaware  County,  Ind.: 

floods   in   vicinity   of   Muncie,   how   to   avoid 
damage,  09269 
Delaware  River  and  Valley: 

sediment   transport   by    streams   draining   into 
Delaware  estuary,  02676 
Delaware  River  Commission: 

public  works  appropriations,  1976- 
hearings,  02246 
Delay  lines: 

delay  lines,  Federal  item  identification  guide, 
02370 
Delfinus  delphis,  see  Dolphins. 
Delivery  of  goods: 

pool  delivery  systems  for  wholesale  florists  in 
urban  areas,  00033 
Delray  Connecting  Railroad  Company: 

railroad    employee    accident    investigation    re- 
port, 08360 
Delta  Air  Lines  Inc.: 

accident  report,  10230 
Delta  wings,  see  Wings  (aircraft). 
Demand,  see  Supply  and  demand. 
Demilitarization: 

defense  demilitarization  manual,  restructured, 
05572 
Democracy: 

District    of    Columbia     self-government    and 
governmental  reorganization  act- 
legislative  history,  committee  print,  02265 
Demography: 

demographic  characteristics  of  nonsupervisory 
employees     in     work    clothing    industry, 
00850 
wages  and  demographic  characteristics  in  work 
clothing  manufacturing  industry,  05995 
Demolition,  see  Wrecking. 
Demonstrations: 

operation,  demonstration,  01222 
Denitrification,  see  Nitrification  and  denitrifica- 

tion. 
Denmark: 

economic    trends    and    their    implications    for 

United  States,  01167 
extradition,  treaty,  03165 
marketing,  09175 
Denmark  Strait: 

Loran-A  table,  00803 
Densitometers: 

single   dimension,   multiple   development  thin- 
layer  chromatography  of  sugars  for  den- 
sitometric  quantification,  01049 
Densitometry,  see  Densitometers. 
Density: 

anomalous  flow  condition  of  Langley  pilot 
model  expansion  tube,  investigation, 
06222 
comparison  of  measured  and  predicted  sphere 
shock  shapes  in  hypersonic  flows  with 
density  ratios  from  4  to  19,  08161 
effect  of  bulk  density  on  frost  heaving  of  6 

soils  in  Arizona,  02620 
non-grazing   and    gophers   lower   bulk   density 

and  acidity  in  annual-plant  soil,  05838 
thermospheric,    new   approach   to    mass   spec- 
trometer measurements,  06223 
Density  function,  see  Probabilities  (mathematics). 
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Dental  assistants: 

employment  outlook,  10012 
legal  provisions  on  expanded  functions,  sum- 
marized by  State,  09847 
Dental  care,  see  Dentistry. 
Dental  caries,  see  Teeth. 
Dental  floss: 

waxed  dental  floss  inclusion  in  regimen  of  oral 
hygiene    of    Antarctic    personnel,    effects, 
10062 
Dental  hygienists: 
employment  outlook,  10012 
legal  provisions  on  expanded  functions,  sum- 
marized by  State,  09847 
Dental  instruments  and  apparatus: 
medical  and  dental  assemblies,  kets,  sets,  and 
units,    Federal    item    identification    guide, 
02382 
Nashville  dental  project,  educational  approach 
for     voluntary     improvement     of     radio- 
graphic practice,  01524 
Dental  insurance: 

prepared  dental  care,  glossary,  05904 
Dental  laboratories: 

technicians,  employment  outlook,  10012 
Dental  schools: 

District      of      Columbia,      Federal      financial 
assistance,  extend  - 
hearings,  11518 
extension  of  District  of  Columbia  medical  and 
dental  manpower  act- 
reports,  05016 
Dental  supplies: 
medical  and  dental  assemblies,  kits,  sets,  and 
units.    Federal    item    identification    guide, 
02382 
Dental  technicians: 
dental  removable  prosthetic  specialist,  techni- 
cal manual,  08609 
employment  outlook,  10012 
medical  and  dental  auxiliaries,  examination  an- 
nouncement, 01798 
Dentistry: 
deduction    for    medical    and    dental    expenses, 

02735 
dental  removable  prosthetic  specialist  technical 

manual,  08609 
medical,    dental,    and    hospital    benefits    for 
veterans  with  service  since  Jan.  31,  1955, 
03372 
prepaid  dental  care,  glossary,  05904 
Dentists: 

Veterans'       Administration      physicians      and 
dentists  comparability  pay  act- 
hearings,  02320 
law,  01858 
Denver  and  Rio  Grande  Western  Railroad 
Company: 
railroad    accident    investigation    summary    re- 
port. 01537 
Denver,  Colo.: 
area  wage  survey,  05992 
equal  opportunity  - 

hearings,  07015 
firearms  legislation - 

hearings,  1 1 159 
improper  practices  in  customs  house  - 

hearings.  02266 
management   practices   used   by   Veterans   Ad- 
ministration's   Denver    regional    office    in 
assisting  veterans,  GAO  report,  07713 
study    of    emissions    from    1967-74    light-duty 
vehicles.  00959 


Department  of  Transportation: 

costly  requirements  for  certain  control  towers, 
navigation   aids,   and   airport   lights,   GAO 
report,  12343 
Department  stores,  see  Stores. 
Dependents: 

child  care  and  disabled  dependent  care,  tax  in- 
formation, 02730 
Navy's  actions  to  acquire   dependents   school 
building  in  Athens,  Greece,  GAO  report, 
07716 
problems  in  providing  education  overseas  for 

dependents  of  U.S.  personnel,  09758 
see  also  Armed  Forces-Pensions-Veterans. 
Deportation: 

suspension      of      deportation      by      Attorney 
General - 
report,  05314 
Deposit  insurance: 

Federal  deposit  insurance  act,  amend- 

report,  05038 
full  coverage  and  increase  for  public  units  - 

report,  05059 
full  coverage  for  public  units  and  increase  to 
t50,000,  08990- 
report,  08765,  08770 
report,  08990 
Deposition,  see  Sedimentation  and  deposition. 
Depositories     for     public     money,     see     Public 

depositories. 
Depository  libraries,  see  Libraries. 
Depots,  see  Military  depots-Storage. 
Depreciation: 

tax  information,  02780 
Depressions: 

agriculture  and  anti-depression  act  of  1975- 
hearings,  09029 
DER,  see  Environmental  Radiation  Division. 
Dera  Ismail  Khan,  Pakistan: 

stratigraphy,  05882 
Dermatology: 

index  of  dermatology,  monthly  guide  to  litera- 
ture in  clinical  dermatology,  etc.,  O4058 
Dero  Industries,  Inc.,  New  York,  NY.: 

footwear   for   women,   Gettysburg    Shoe   Co., 
Gettysburg,  Pa.,  wholly  owned  subsidiary 
of    Dero     Industries,     Inc.,     New     York, 
NY.,  Tariff  Commission  report,  13221 
Des  Moines,  Iowa: 

impact  of  high  cost  of  living,  future  directions 
in  social  security  - 
hearings,  02232 
Desalination: 

ion-exchange      pretreatment      for      membrane 
desalting  processes,  evaluation,  08344 
Deschutes  National  Forest: 

Newberry  Crater,  general  information,  12305 
Desegregation    in   education,   see   Discrimination 

in  education. 
Deserts: 

vegetation   responses   to  grazing,   rainfall,   site 
condition,      and      mesquite      control      on 
semidesert  range,  02638 
water  quality  effect  of  diking  shallow  -region 
lake.  09407 
Desiccants: 

burning  trials  in  shrubby  vegetation  desiccated 
with  herbicides,  09672 
Design  (architectural),  see  Architecture. 
Designs: 

near-earth         environmental         criteria         for 
spacecraft   thermal  design,   definition  and 
specification,  12815 
subsonic  annular  wing  theory  with  application 
to  flov.  about  nacelles.  10145 
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transonic  off-design  drag  and  performance  of 
axisymmetric  inlet  with  40-percent  internal 
contraction  on  design,  10105 
Designs  (aircraft): 

aerodynamic  design  and  analysis  system  for 
supersonic  aircraft,  user's  manual,  06168 

consolidated  payload  requirements  on  orbiter 
aft  cabin  design  and  operations,  06140 

control  systems,  general  principles,  10185 

design  and  cold-air  performance,  turbine  for 
low-cost  turbojet  engine,  10180 

design  and  preliminary  test  of  blade  tip  air 
mass  injection  system  for  vortex  modifi- 
cation and  possible  noise  reduction  on 
full-scale  helicopter  rotor,  08142 

design  recommendation  for  lightning  elimina- 
tion system  for  FAA  category  3  instru- 
ment landing  system,  NAFEC,  13158 

non-gaussian  model  of  continuous  atmospheric 
turbulence  for  use  in  aircraft  design, 
12773 

preliminary  analysis  of  span-distributed-load 
concept  for  cargo  aircraft  design,  08144 

system  safety  checklist  Skylab  program  report, 
10126 

upper-surface  blowing  nacelle  design  study  for 
swept  wing  airplane  at  cruise  conditions, 
06150 
Designs  (industrial): 

amplified  specifications  for  final  design  of 
U.S.  channel  for  U-25,  07482 

culvert  outlet  protection  design,  computer  pro- 
gram documentation,  02538 

design  and  evaluation  of  experimental  ceramic 
automobile  thermal  reactors,  10165 

design  of  cost-effective  water  quality  surveil- 
lance systems,  05749 

design  optimization  in  underground  coal 
systems,  10602 

design  option  decision  tree,  method  for  syste- 
matic analysis  of  design  problems  and  in- 
tegration of  human  factors  data,  01686 

filter  spectrometer  concept  for  facsimile 
cameras,  design  and  evaluation,  10169 

findings,  ideas,  conclusions,  and  recommenda- 
tions developed  from  bridge  design 
review-in-depth  program  of  Bridge  Divi- 
sion, Office  of  Engineering,  00989 

hydraulic  design  series,  12154 

proceedings  of  special  session  on  plant  and 
equipment  design  features  for  radiation 
protection,  07457 

San  Luis  Unit  technical  record  of  design  and 
construction,  history,  general  description 
and  geology,  history,  general  description 
and  geology,  06464 

summary  of  proceedings  of  workshop  on  con- 
ceptual design  studies  of  experimental 
power  reactor-1,  02425 

systematic  interdisciplinary  approach  in 
highway  planning  and  design,  02540 

turbine  design  and  application,  06182 

wood  design  parameters  for  theater  of  opera- 
tions applications,  05619 
Desulfurization. 

catalytic  desulfurization  and  denitrogenation, 
07564 

demetallization  of  heavy  residual  oils,  05702 

flue  gas  desulfurization  and  sulfuric  acid 
production  via  magnesia  scrubbing,  13185 

flue  gas  desulfurization,  symposium 
proceedings,  05709 

survey  of  flue  gas  desulfurization  systems, 
00937 


Detection: 

application  of  an  automatic  level  regulator  to 

taped      contacts      in      sonar      detection 

research,  01283 
channel  simulation  for  direct-detection  optical 

communication  systems,  10147 
detection   of   stationary   targets   in    sea   clutter 

using  CW  dual-frequency  radar,  08327 
development  and  evaluation  of  incident  detec- 
tion   algorithms    on    electronic     detector 

systems  on  freeways,  08462 
hazard-detecting    instruments    and    apparatus, 

Federal  item  identification  guide,  11776 
MFPG,    detection,    diagnosis,    and    prognosis, 

08206 
of  small  aircraft  by  terminal  radar  processor, 

10323 
particle      detector      by      mechanical      impact 

sensing,  07558 
petroleum  oil  detection  buoy  system,  01822 
rapid  particle  size  analysis  by  hydrosizing  and 

nuclear  sensing,  10070 
rapid  procedure  for  detection  of  aflatoxins  in 

field-collected    cottonseeds,   by   thin-layer 

chromatography,  08536 
switch,    sensing.    Federal    item    identification 

guide,  11674 
vehicle  detection,  MGVD  development,  01002 
vehicle  detection,  SPVD  development,  01001 
walk-through     metal     detectors     for     use     in 

weapons  detection,  01220 
Detectors: 

detector  actuated  automatic  sprinkler  systems, 

12885 
particle      detector      by      mechanical      impact 

sensing,  07558 
shipboard   oil-in-water  content   monitor  based 

on    small   angle    forward   light    scattering, 

01823 
system  for  incident  detection  and  core  surveil- 
lance for  fast  reactor,  07463 
Detergents: 

soap  and  detergent  manufacturing  point  source 

category,    effluent    limitations    guidelines, 

09350 
Detonations: 

detonation   calculations   with   a   Percus-Yevick 

equation  of  state,  12721 
Detonators: 

impact  and  thermal  sensitivity  of  commercial 

detonators,  02927 
Detroit  River  and  Valley: 

remote  sensing  study  of  steam-electric  power 

plant  thermal  discharges,  12080 
Detroit,  Mich.: 

area  wage  survey,  01239 

criminal  victimization  surveys,  02841 

improving     municipal     productivity,      Detroit 

refuse  collection  incentive  plan,  01513 
Milliken       v.        Bradley,       implications       for 

metropolitan      desegregation,      conference 

proceedings,  00204 
study    of    emissions    from    1967-74    light-duty 

vehicles,  00959 
Development       (economics),       see       Economic 

development. 
Development  assistance,  see  Foreign  aid. 
Devices: 

electronic     circuitry     devices,     Federal     item 

identification  guide,  11746 
goggles  and  related  protective  devices,  Federal 

item  identification  guide,  11818 
superconducting,    quarterly    literature    survey, 

04564 


Page  1-292 


Do  not  order  from  index;  see  indicated  entry 


January-June  1976 


Devonian  period: 

dimorphism    in   two   new   genera   of  Devonian 
tabulate  corals,  07841 
Dexter  Creek  watershed: 

floods,     Dexter,     Mo.,     Dudley     Main     Ditch 
watershed,  how  to  avoid  damage,  09256 
DHEW,  see  Health,  Education,  and  Welfare  De- 
partment. 
DHIA,  see  Dairy  herd  improvement  association- 
Dairy  herd  improvement  associations. 
Diabetes: 

literature  index  (periodical),  03743 
research  and  public  education,  improve- 
law,  08725 
Diagenesis,  see  Geology. 
Diagnosis: 

diagnostic    process    and    treatment    programs, 

child  abuse  and  neglect,  10582 
MFPG,    detection,    diagnosis,    and    prognosis, 
08206 
Diagnostic  X-ray,  see  X-rays. 
Diagrams: 

REDUCE  II,  FORMAC  program  for  symbolic 
reduction  of  large  block  diagrams,  12821 
Dials: 
knobs,     dials,     and     pointers.     Federal     item 
identification  guide,  00740 
Dialysis: 
demineralization  of  wastewater  by  electrodial- 
ysis,  12031 
Diamond  Ore  Project: 
fallout    simulation,    nuclear    cratering    device 
simulation.  Project  Diamond  Ore,  11989 
Diaptomus: 

clavipes,  culturing  and  ecology,  09359 
Diaries: 

Civil  War  Marine,  diary  of  Red  River  expedi- 
tion, 1864,  06068 
Diatomaceous  earth: 

evaluating    diatomaceous    earth,    silica-aerogel 
dusts    and    malathion    to    protect    stored 
wheat  from  insects,  04748 
Diatomic  molecules,  see  Molecules. 
Diatomite: 

mineral  industry  surveys,  08033 
minerals  yearbook  chapter,  02917 
Dickey-Lincoln  Hydroelectric  project: 
economic    benefits    and    costs,    GAO    report, 
12371 
Dickinson  Dam: 
modifications - 
hearings,  02290 
report,  07158,  11443 
Dickson,  Linda  J.: 

relief,  04872 
Dictionaries: 
catalogs,  L.C.   subject  headings  used,  supple- 
ment, 04565 
Department  of  Defense  dictionary  of  military 

and  associated  terms,  02813 
discursive  dictionary  of  health  care,  11149 
hides,  skins  and  leather  trade  terms,  08563 
DIDS,    see    Decision    Information    Distribution 

System. 
Die  makers: 

employment  outlook,  09938 
Diego  Garcia  Island: 
construction,  10738 
patrol  frigate,  briefings  - 
hearings,  07242 
Dielectric  constants,  see  Dielectric  properties. 
Dielectric  properties: 
dielectric  constants  and  dissipation  factors  of 
simulated  lunar  rocks,  06127 
Dies,  see  Taps  and  dies. 


Diesel  engines: 

diesel  fuel  injection  system  simulation  and  ex- 
perimental correlation,  09354 
emissions    from    diesel    and    stratified    charge 

powered  cars,  02456 
engine  performance  test  of  1975  Chrysler-Nis- 
san model  CN633  diesel  engine,  08475 
evaluation  of  diesel  engine  performance  with 
intake     and     exhaust     system     throttling, 
08469-70 
study    of    polynuclear    aromatic    hydrocarbon 
emissions  from  heavy  duty  diesel  engines, 
02478 
truck  noise,  economics  of  quieting  Freightliner 

cab-over-engine  diesel  truck,  08455 
truck   noise,    identifying   sources   of   noise   on 

heavy  duty,  diesel  truck,  08465 
truck  noise,  reduction  of  cooling  system  noise 

on  heavy  duty  diesel  trucks,  08450 
truck   noise,   reduction  of  intake   and  exhaust 
system  noise  on  heavy  duty  diesel  trucks, 
08453 
use  as  light-duty  power  plant,  study,  09481 
Diesel  fuel,  see  Fuel  oil-Petroleum. 
Diesel  mechanics,  see  Mechanics  (persons). 
Diet: 

rearing  elm  spanworm  on  artificial  diet,  01070 
Dietitians: 

employment  outlook,  10018 
Difenoxin: 

single  convention  on  narcotic  drugs,  addition 
of  difenoxin,  agreement,  08419 
Diffraction: 

diffraction  of  electromagnetic  waves  on  con- 
ductive bodies  in  sea  water,  USSR  study, 
01207 
optical  radiation  measurements,  tables  of  dif- 
fraction losses,  06292 
quantitative   analysis  of  airborne   asbestos  by 

X-ray  diffraction,  05711 
standard    X-ray    diffraction    powder   patterns, 
12865 
Diffusers: 

effect  of  wall  edge  suction  on  performance  of 
short    annular    dump    diffuser    with    exit 
passage  flow  resistance,  12789 
replacing  brattice  cloth  at  coal  faces  with  air 
curtains  and  diffuser  fans,  02923 
Diffusion: 

elasto-chemical    theory    of    grain    boundaries, 

06432 
NASA/MSFC  multilayer  diffusion  models  and 

computer  programs,  version  5,  12771 
photometric  function  for  diffuse  reflection  by 

particulate  materials,  06237 
reacting     viscous-shock-layer     solutions     with 
multicomponent  diffusion  and  mass  injec- 
tion, 10181 
tube-wall  methanation  reactors  with  combined 
diffusion  and  kinetic  resistance,  10088 
Digestion: 

hydrochloric  acid  digestion  and  solvent  extrac- 
tion of  western  phosphate,  12745 
Digests,  see  Index  digests. 
Digger  pine,  see  Pine. 
Digital    adaptive    control    systems,    see    Control 

systems. 
Digital   computer   systems,   see   Electronic   data 

processing  systems. 
Digital  computers,  see  Electronic  computers. 
Digital-to-analog  converters: 

weather    satellite    picture    receiving    stations, 
APT  digital  scan  converter,  06249 
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Digitizers: 

common  digitizer  (FYQ-47)  radio  frequency  in- 
terference measurements  at  Elwood,  N.J., 
long  range  radar  site,  13150 
Dihedral  angle: 

normal-  and  oblique-shock  flow  parameters  in 
equilibrium    air    including    attached-shock 
solutions  for  surfaces  at  angles  of  attack, 
sweep,  and  dihedral,  02948 
Dikes  (engineering): 

water  quality  effect  of  diking  shallow  arid-re- 
gion lake,  09407 
Dillon,  Mont.: 

national  resource  lands,  map,  02877 
DIME   (Dual   Independent   Map   Encoding),   see 

Geography. 
Dimorphism  (animals): 
dimorphism   in   two   new   genera   of  Devonian 
tabulate  corals,  07841 
Dining  rooms: 

dining    facility    evaluation    and    improvement 
guide,  02431 
Dinosaur  Wilderness: 

proposal,  00287 
Diodes,  see  Thermionic  diodes. 
Dioryctria  amatella,  see  Moths. 
Dioscorea: 
tropical   yams   and   their  potential,   Dioscorea 
bulbifera,  00019 
Diplomacy: 
establishment   of  diplomatic   relations,   agreed 
minutes       with       German        Democratic 
Republic,  03226 
historical    study,    U.S.    policy    toward    Latin 
America,  1933-74,  08412 
Diplomatic    and    consular   service,    see   Govern- 
ment missions. 
Diplomats: 
diplomatic  list,  03750 

international      community      in      Washington, 
06933- 
hearings,  05159 
Directories: 
airport       directory,       airman's       information 

manual,  03423,  07600 
airport,  airman's  information  manual,  09500 
aviation  medical  examiners,  00103 
Bureau  of  Land  Management  office  directory, 

12676 
committee  memberships  of  National  Bureau  of 
Standards   staff  on  engineering  standards 
committees,  06267 
Congress  of  United  States,  94th  Congress,  2d 

session,  10636 
criminal  justice  agencies,  region  4,  Alabama, 
Florida,   Georgia,   Kentucky,   Mississippi, 
North  Carolina,   South  Carolina,  Tennes- 
see, 05952 
criminal  justice  agencies,  region  6,  05951 
criminal  justice  agencies,  region  7,  Iowa,  Kan- 
sas, Missouri,  Nebraska,  05953 
criminal  justice   agencies,   region   9,   Arizona, 

California,  Hawaii,  Nevada,  05954 
criminal  justice  audio-visual  materials  directo- 
ry, 05955 
critical    surveys    of    data    sources,    ceramics, 

08204 
directory    in    plastics    knowledgeable    govern- 
ment personnel,  09167 
directory    of    BLS    studies    in    industrial    rela- 
tions, 05998 
directory  of  environmental  life  scientists,  Ohio 

River  valley  region,  00881 
DoD    activity    address    directory,    DoDAAD, 
00727,  02343,  09139 


DoD  activity  address  directory,  DoDAAD,  zip 
code  sequence,  02344 

DoD  directory  of  contract  administration  ser- 
vices components,  02345,  05579 

domestic  programs  fact  book,  03754 

DSA  organization  directory,  00725 

Economic  Development  Administration 
directory  of  approved  projects,  02415 

education  directory,  State  governments,  05602 

Federal  agencies  engaged  in  energy  related  ac- 
tivities, 07632 

Federal  Energy  Administration,  09535 

Federal  item  name  directory  for  supply 
cataloging  alphabetic  index  of  names, 
03850 

Federal  item  name  directory  for  supply 
cataloging,  numeric  index  of  item  name 
codes  to  Federal  item  identification 
names,  etc.,  03851 

Federal  job  information  centers,  00214 

Federal  statistical  directory,  01265 

field  contacts  for  coordination  of  use  of  radio 
frequencies,  10621 

foreign  trade  organizations  in  USSR,  product 
index  and  directory,  11931 

Government  periodicals  and  subscription 
publications,  04223 

governors  and  state  officials  responsible  for 
disaster  operations,  05907 

household  furniture  and  appliances,  basic  in- 
formation sources,  11927 

improving  urban  mobility,  directory  of 
research,  development  and  demonstration 
projects  in  public  transportation,  10351 

Interior  Department  telephone  directory,  12512 

international  mail,  04086 

Job  Corps  centers,  06050 

local  employment  security  offices,  directory, 
12687 

Manpower  Administration  related  committees, 
12688 

MAPAD,  military  assistance  program  address 
directory,  05583 

mental  health  directory,  03034 

military  assistance  program  address  directory, 
00797-8,  07396,  09164,  11873-4 

national  health  related  items  code  directory, 
02590 

National  Institute  of  Law  Enforcement  and 
Criminal  Justice,  directory  of  grants,  con- 
tracts and  interagency  agreements  1969-74, 
12614 

national  ZIP  code  directory,  01614 

native  American  artists  and  craftsmen,  poten- 
tial outlets,  12506 

OMBE  funded  organizations  directory,  00249 

on-going  research  in  smoking  and  health, 
06635 

port  information  sources,  bibliography  and 
directory,  02888 

public  elementary  and  secondary  schools,  en- 
rollment and  staff  by  racial/ethnic  group, 
09844 

referral  directory  for  Navy  veterans'  coun- 
selors, 03072 

standardization  activities,  12876 

standards  activities  of  Federal  agencies,  guide, 
06668 

State  government  energy-related  agencies, 
02510 

telephone - 

Civil  Service  Commission,  06647 
Cost  of  Living  Council,  11646 
Defense  Department,  03736 
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Directories-Con. 

Department  of  Housing  and  Urban  Develop- 
ment, 09871 
Energy  Research  and  Development  Adminis- 
tration, 1 1967 
Federal  Energy  Administration,  02514 
House  of  Representatives,  04922 
NASA  headquarters,  04246 
State  Department,  Agency  for  International 
Development,  Arms  Control  and  Disar- 
mament  Agency,   Overseas   Private   In- 
vestment Corporation,  01596 
Transportation  Department,  03739 
Treasury  telephone  directory,  04620 
U.S.  export  management  companies,  09884 
urban  renewal  directory,  05921 
USAF     medical     material,     nonstock     listed 

material,  04764 
USSR    Academy    of    Sciences,    USSR    study, 
07925 
Directors: 
civil  defense   director/coordinator,  orientation 
to  position,  09127 
Directory   of  grants,   contracts   and   interagency 

agreements  1969-74,  12614 
Dirigibles,  see  Airships. 
Disability  evaluation: 
persons  injured  and  disability  days  by  detailed 

type  and  class  of  accident,  12911 
VA  proposed  revision  to  schedule  for  rating 
disabilities,  11621 
Disability  insurace: 
disability    beneficiaries   eligible    for   medicare, 

06470 
social    security,    benefit    statistics,    monthly, 

04220 
social  security  rulings,  04523 
supplemental  income  for  disabled  in  State  pro- 
grams, extend  time  for  determination - 
report,  08783 
veterans     disability     compensation     payment, 
liberalize  - 
report,  08966 
Disabled: 
child  care  and  disabled  dependent  care,  tax  in- 
formation, 02730 
Developmental  disabilities  services  and  facili- 
ties construction  act,  amend  - 
report,  05014 
first  ponder,   then  dare,  disabled  students  of 

America,  01511 
hearings  and  appeals  crisis,  studies,  11231 
jobs  for  veteran  with  disabilities,  12690 
need  for  more  uniform  application  of  presump- 
tive  disability   provision   of   supplemental 
security    income    program,    GAO    report, 
12363 
prevalence    of    selected    impairments.    United 

States,  1971,  06308 
State  disability  agencies  under  social  security 

and  SSI  programs,  00523 
see  also  Pensions-Veterans. 
Disabled  American  Veterans: 

report,  1974  convention,  04974 
Disadvantaged: 

legal  education  fellowship  program  for  persons 
from  disadvantaged  backgrounds, 

authorize  - 
law,  08717 
report,  08824 
Disarmament: 

Arms  control  and  disarmament  act,  amend - 
hearings,  05193 
law,  08713 
proposal,  01901,  04928 


report,  0501 1 ,  08977 
arms  control  and  disarmament  activities  - 

hearings,  11058 
arms   control    moving   toward    world    security, 

00074 
nuclear        disarmament        without        secrecy 
(remarks),  08593 
Disasters: 

aircraft    emergency    procedures    over    water, 

04845 
ASCS  disaster  programs,  review - 

hearings,  1 1047 
assistance    for    disaster    relief    and    rehabilita- 
tion- 
hearings,  02065,  11533 
law,  06703 

report,  02004,  02064,  02197,  071 1 1 
disaster    communications    service,    FCC    rules 

and  regulations,  12143 
disaster  temporary  housing  program,  phase  1, 

applicant  assistance,  01135 
emergency    and    disaster    assistance    available 

through  ASCS,  01645 
Emergency    compensation    and   special   unem- 
ployment assistance  extension  act- 
report,  06810 
emergency  employment  appropriations,  1975- 
report,  06789 
veto  message,  01945 
emergency  employment  appropriations,  1975- 

hearings,  05433 
emergency    vehicle    sirens,    summary    report, 

05960 
executive  orders  in  times  of  war  and  national 
emergency - 
report,  05388 
flood  disaster  protection  act- 
law,  08693 
Foreign  disaster  assistance  act- 
report,  05012,  08796 
governors   and   state   officials   responsible   for 

disaster  operations,  directory,  05907 
join    radio    amateur   civil   emergency    service, 

02336 
mine    emergency    operations    of    Mining    En- 
forcement    and     Safety     Administration, 
12753 
national  disaster  survey  report,  08265 
National  emergencies  act- 
hearings,  05222 
report,  05370,  06820 
national  emergency  readiness  of  Federal  per- 
sonnel   management,     FPM     supplement, 
03876 
national  emergency  standby  regulations  and  in- 
structions, FPM  supplement,  03879 
regional  disaster  response  operations,  07853 
tax  information  on  disasters,  casualty  losses, 

and  thefts,  01160 
United     States     post-disaster     assistance     to 

Nicaragua,  06949 
urban   emergency    medical   service    in   city   of 

Leningrad,  05949 
see  also  Relief  work. 
Disbursing  officers: 

deputy   disbursing   officer,   and   certifying   of- 
ficers    and     employees     of     Government 
Printing  Office - 
report,  05048 
DISC,  see  Domestic  International  Sales  Corpora- 
tion. 
Discharge: 

adverse    action,    law    and    regulations,    FPM 
manual  supplement,  03871 
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Discharge -Con. 

discharge     and     flow     distribution,     Columbia 

River  estuary,  07838 
information       packet       on       monitoring       for 

discharge  permit  compliance,  05734 
pressurant    requirements    for    liquid    methane 
from   1.52-meter-(5-ft-)  diameter  spherical 
tank,  10146 
see  also  Separation  (military). 
Discharges  (electric),  see  Electric  discharges. 
Disclosure  in  accounting: 

charitable  solicitations  disclosure  - 
hearings,  00483 
Discover  American  Pow  Wow  and  Travel  Mart: 

analysis,  13226 
Discrimination: 

Equal  credit  opportunity  act,  amend - 

hearings,  05154 
sex  discrimination  regulations  - 

hearings,  00466 
women  and  housing,  report  on  sex  discrimina- 
tion in  5  American  cities,  12481 
see  also  Race  problems. 
Discrimination  in  education: 

Milliken       v.        Bradley,       implications       for 
metropolitan     desegregation,     conference 
proceedings,  00204 
Discrimination  in  employment: 

affirmative     action     and     equal     employment, 

guidebook  for  employers,  02484 
Age  discrimination  in  employment  act  of  1967, 

as  amended,  03374 
announcing   EEO   courses,    EEO   Training   In- 
stitute, 10590 
complaints,   backlog,    Equal   Employment   Op- 
portunity        Commission's         plan         to 
eliminate  - 
hearings,  02042 
EEO  for  State  and  local  governments,  10593 
equal  employment  opportunity  affirmative  ac- 
tion plan,  13071 
equal     employment     opportunity     counseling, 

guidebook,  01809 
equal    employment    opportunity    court    cases, 

06641 
equal  employment  opportunity  is  law,  01230 
equal       employment       opportunity       program 

development  manual,  01215 
equal    employment    opportunity    program    for 
Federal    nonconstruction    contractors    can 
be  improved,  GAO  report,  07789 
equal  employment  opportunity  report,  job  pat- 
terns for  minorities  and  women  in  private 
industry,  09498 
equal  opportunity  and  full  employment- 
hearings,  00464,  05164-5,  11092 
equal  opportunity  in  Denver,  Colo.- 

hearings,  07015 
equal    opportunity     in     employment,     bibliog- 
raphy, 01807 
equal      opportunity/race      relations      program, 
equal  opportunity  program  specialist  con- 
sultant guide,  06421 
equal   treatment  of   craft   and   industrial   wor- 
kers- 
hearings,  02310 
facts  about  age  discrimination,  10593 
Federal     enforcement     of    equal     opportunity 
laws,  oversight- 
hearings,  02044,  11094 
investigating   complaints    of    discrimination    in 
Federal  employment  on  grounds  of  race, 
color,    religion,    sex,    age,    and    national 
origin,  00219 


it's  right,  it's  the  law,  equal  opportunity  in 
Federal  employment,  poster,  00210 

job  discrimination,  laws  and  rules  you  should 
know,  05763 

la  ley  exige  igualdad  de  oportunidad  para 
todos  en  el  empleo,  01230 

laws  pertaining  to  equal  employment  opportu 
nity,  11595 

legal  services  manual  for  title  7  litigation 
05764 

ley  sobre  la  discriminacion  por  edad  en  el  em 
pleo,  06503 

manager's/supervisor's  role  in  equal  employ 
ment  opportunity,  participant  manual 
01797 

managers  guide  to  E.E.O.  in  Federal  Govern 
ment,  12107 

National  Aeronautics  and  Space  Administra 
tion's  equal  employment  opportunity  pro 
gram  could  be  improved,  GAO  report 
07743 

National  Guard  technicians,  equal  employment 
opportunity  counselor's  handbook,  03019 

pre-seminar  manual  for  F.R.A.  equal  employ- 
ment opportunity  awareness  seminar, 
07678 

programs  and  functions  of  Assistant  Secretary 
for  Fair  Housing  and  Equal  Opportunity, 
09867 

Walter  Reed  Army  Medical  Center  affirmative 
action  plan,  04798 
Discrimination  in  housing: 

DSA  fair  housing  assistance  program,  07336 

equal  opportunity  in  housing,  bibliography  of 
research,  01124 

fair  housing  and  funding,  conference,  12464 

fair  housing  U.S.A.,  02715 

mortgage  money,  who  gets  it?  case  study  in 
mortgage  lending  discrimination  in  Hart- 
ford, Conn.,  04836 

programs  and  functions  of  Assistant  Secretary 
for  Fair  Housing  and  Equal  Opportunity, 
09867 

twenty  years  after  Brown,  equal  opportunity 
in  housing,  01793 

women  and  housing,  report  on  sex  discrimina- 
tion in  5  American  cities,  12481 
Discs,  see  Disks. 
Diseases: 

chronic  conditions  and  impairments  of  nursing 
home  residents,  10196 

comparability  of  mortality  statistics  for  7th 
and  8th  revisions  of  International  classifi- 
cation of  diseases,  08218 

disease    control     and    health    education    and 
promotion - 
report,  00612 

measures  of  chronic  illness  among  residents  of 
nursing  and  personal  care  homes,  10197 

National  health  education  and  disease  preven- 
tion act,  1 1 145 

ticks  and  tickborne  diseases,  hosts,  08553 

see   also   Contagion   and   contagious   diseases- 
Diseases  of  animals-Diseases  of  plants. 
Diseases  of  animals: 

animal  morbidity  report,  monthly,  03435 

foreign  animal  diseases  report,  03950 

Plum  Island  Animal  Disease  Center,  research 
on  foreign  diseases  of  animals,  10373 

see  also  Rinderpest. 
Diseases  of  insects: 

tickborne  diseases,  08554 
Diseases  of  plants: 

chemical  control  of  plant  diseases  and  ne- 
matodes, guidelines,  08559 
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Diseases  of  plants-Con. 

how  to  identify  lophodermium  and  brown  spot 
diseases  on  pine,  02608 

plant  disease  reporter,  04356 
Disinfection  and  disinfectants: 

bench-scale  high-rate  disinfection  of  combined 
sewer  overflows  with  chlorine  and 
chlorine  dioxide,  05722 

microstraining  and  disinfection  of  combined 
sewer  overflows,  09403 

pest  control  agents  and  disinfectants,  Federal 
item  identification  guide,  07358 
Disks: 

feasibility  study  of  hydraulic  jet  kerfing  to  im- 
prove efficiency  of  mechanical  disc 
cutting,  08461 

special  study,  turbine  engine  rotor  disk 
failures,  13004 

tunneling  machine  research  - 

size  distribution  of  rock  fragments  produced 
by  rolling  disk  cutters,  10072 
Dislocations: 

elasto-chemical    theory    of    grain    boundaries, 
06432 
Disorientation,  see  also  Spatial  disorientation. 
Dispensers: 

lubrication    and     fuel    dispensing    equipment, 
Federal  item  identification  guide,  11835 
Dispersion: 

movement  and  dispersion  of  soluble  materials 
in  Salem  Creek,  Muddy  Creek,  and  Yad- 
kin River  between  Winston-Salem  and 
Salisbury,  N.C.,  12455 

preliminary  study  of  oxide-dispersion- 
strengthened  B-1900  prepared  by  mechani- 
cal alloying,  01353 

rapid  identification  of  copper-base  alloys  by 
energy  dispersion  X-ray  analysis,  10069 

seed  production  and  dispersal  by  dwarf  mis- 
tletoe in  overstory  Jeffrey  pines  in 
California,  05833 

space  shuttle  launch  vehicle  performance 
trajectory,  exchange  ratios,  and  dispersion 
analysis,  06219 

spread  of  dwarf  mistletoe  from   discrete  seed 
sources   into   young   stands   of   ponderosa 
and  Jeffrey  pines,  09691 
Displacement: 

boundary-layer  transition  and  displacement- 
thickness  effects  on  zero-lift  drag  of  se- 
ries of  power-law  bodies  at  Mach  6  , 
06224 

crack-length  determination  for  compact  ten- 
sion specimen  using  crack-opening-dis- 
placement calibration,  comparison  of 
COD  measured  graphically  and  from  gage 
output,  13020 
Display  systems: 

computer  display  channel  or  9020E  computer 
simulator  interface  device,  13177 

evaluation  of  airport  light  control  and  display 
system,  131 70 

landing  approach  evaluation  of  integrated  CRT 
display  for  general  aviation  aircraft,  10117 
Disposal  of  wastes,  see  Waste  disposal. 
Dissertations  (academic): 

doctoral  dissertation  grant  program,  06051 

doctoral  dissertation  grant   program,   Employ- 
ment and  Training  Administration,  11952 
Distance  measuring  equipment: 

automated  selection  of  VOR,  ILS,  and 
TACAN/DME  frequencies,  10315 

precise  time-dissemination  using  DME 
(VORTAC)  synchronization,  test  and 
evaluation,  of  system,  10321 


Distances: 

curve  fits  of  predicted  inviscid  stagnation- 
point  radiative  heating  rates,  cooling  fac- 
tors, and  shock  standoff  distances  for 
hyperbolic  earth  entry,  10143 
reciprocal  distance  squared  method,  computer 
technique  for  estimating  areal  precipita- 
tion, 10361 
Distillation: 

changing   proportions   of   automotive   distillate 
and  gasoline  produced  by  petroleum  refin- 
ing, effects,  09365 
compound-type    separation    and    characteriza- 
tion  studies   for  distillate   of   Wilmington, 
Calif,  crude  oil,  12719 
compound-type    separation    and    characteriza- 
tion studies  for  370°  to  530°  C  distillate  of 
Recluse,  Wyo.,  crude  oil,  10090 
Distilled  spirits,  see  Liquors. 
Distortions: 

performance    of    1.57-pressure-ratio    transonic 
fan  stage  with  screen-induced  90°  circum- 
ferential inlet  flow  distortion,  12839 
Distribution  (economics): 
gasoline  distribution - 
hearings,  00267 
Distribution  centers: 

security  for  food  distribution  centers,  08534 
Distribution  system,  see  Military  supplies. 
Distributors  (apparatus): 

distribution  occupations,  employment  outlook, 

10028 
distributors    and    magnetos,    ignition.    Federal 
item  identification  guide,  02359 
District  of  Columbia: 

administration  of  criminal  justice,  oversight- 
hearings,  06931-2 
advisory        neighborhood        councils        issue, 
referendum - 
report,  08799 
appropriations,  1975,  02150 
area  wage  survey,  01237 
Attorney,  nomination  of  Earl  J.  Silbert- 

hearings,  07284 
bicentennial     planning     in     Washington     and 
metropolitan  area- 
hearings,  02039 
bridges  and  city  of  Washington,  12261 
budget,  1976,  10785 

Campaign    Finance    Director,    nomination    of 
Carl  H.  Mclntyre- 
hearings,  07232 
census    of    selected    service    industries,    area 

statistics,  06612 
construction  authorized,  03597 
county  business  patterns,  10548 
criminal  justice  act- 
law,  04878 
current  local  civil  service  examinations  cover- 
ing metropolitan  area,  03700 
D.C.  public  defender  service,  exemplary  pro- 
ject, 12615 
demonstration   of   acoustical   undergound    sur- 
vey   system    in    Washington    metropolitan 
area,  07664 
extension  of  District  of  Columbia  medical  and 
dental  manpower  act- 
report,  05016 
international       community       in       Washington, 
06933- 
hearings,  05159 
judges    of   Court    of    Appeals,    additional    law 
clerks- 
hearings,  02041 
law,  10672 
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District  of  Columbia-Con. 
report,  01978,  07139 
judicial  conference,  authorize- 

hearings,  02041 
judicial  conference,  establish  - 
hearings,  11516 
law,  06734 
report,  01989,  07140 
legal  adulthood - 
hearings,  11086 
local   climatological   data,    Washington,    DC, 

Dulles  International  Airport,  04175 
local   climatological   data,    Washington,    D.C., 

National  Airport,  04175 
medical  and  dental  manpower  act,  extend - 

hearings,  11518 
Motor      vehicle      safety      responsibility      act, 
amend  - 
hearings,  05162 
municipal  code,  establish- 

report,  08801 
National    Capital    Service    Area,    delete    from 
Home  rule  act- 
hearings,  11087 
National    Capital    Service    Area,    delete    from 
home  rule  bill  — 
report,  01990 
national  cemetery  site  selection  in  vicinity  of 
DC- 
hearings,  11216 
out-of-city     travel,     Department     of     Human 

Resources,  public  school  system,  12351 
People's  Counsel  for  Public  Service  Commis- 
sion, provide- 
report,  10898,  11362 
People's  Counsel  for  Public  Service  Commis- 
sion, provide, law, technical  amendment- 
report,  05060 
political  campaign  finance  practices,  regulate - 

law,  08734 
real  property  tax  revision - 
law,  04877 
report,  05034,  05343 
Refunding     bond     authorization     act,     disap- 
proval- 
hearings,  11517 
report,  07129 
regulation  of  political  campaigns  - 

hearings,  07233 
representation  in  Congress - 

hearings,  02080 
resource    management    can    be    improved    by 
greater    use    of    productivity    techniques, 
GAO  report,  07752 
revenue  act,  disapprove - 

hearings,  11088 
school    fare     subsidy    for    transportation    of 
school  children  in  D.C.  amend  act- 
hearings,  11089 
self-government  and  governmental  reorganiza- 
tion act- 
legislative  history,  committee  print,  02265 
self-government  and  governmental  reorganiza- 
tion act,  amend- 
report,  05017,  05340 
smallpox    vaccination    requirement   for   public 
school  students,  discontinue - 
report,  08798 
smallpox    vaccination    requirement   for   public 
school  students,  repeal- 
report,  09002 
solid   waste    disposal   activities,    GAO   report, 

07733 
status   of   urban    corridor   demonstration    pro- 
gram, 08479 


supplemental,  proposal,  02150 
transfer  of  real   property  of  United  States  to 
D.C.  Redevelopment  Land  Agency- 
report,  01979 
university,  establish- 

report,  11360 
voting  representation  in  Congress - 

report,  06872 
see  also  Capital  of  United  States. 
District  of  Columbia  Committee,  House: 

activities  and  summary  report,  93d  Congress  - 

report,  10908 
calendar,  04124 
committee  print,  06933 
hearings,  02037-41,  05159-62,  06930-2,  06934-5, 

08892,  11085-9 
report,     01978-9,     01989-90,     05016-7,     05060, 
08798-801,  10898,  10908 
District  of  Columbia  Committee,  Senate: 
calendar,  04144 
committee  print,  02265 
hearings,  07232-3,  11516-9 

investigations    and    studies,    authorization    and 
expenses- 
report,  00601,  11410 
report,  05328,  05340,  07129,  07139-40,  09001-2, 
11362,  11410 
District  of  Columbia  Law  Revision  Commission, 
see   Law   Revision  Commission   for  District 
of  Columbia. 
District  of  Columbia  Teachers  College: 

consolidate  into  land-grant  University  of  Dis- 
trict of  Columbia- 
hearings,  11519 
Ditching,  see  Landing  (aircraft). 
Diurnal  variation,  see  Terrestrial  magnetism. 
Divers: 

faceplate,  official  magazine  for  divers  of  U.S. 

Navy,  03798 
visual  evoked  responses  and  EEGs  for  divers 
breathing  hyperbaric  air,  assessment  of  in- 
dividual differences,  08002 
Diversification  (industrial): 

local    revenue    diversification,    income,    sales 
taxes  and  user  charges,  10359 
Diving: 

animal  saturation  diving  at  simulated  depths  of 

50  and  60  feet,  10058 
biochemical     responses     to     28-day     interval 
between    exposures    to    air   at   6.7    ATA, 
06075 
thyroid  status  of  rats  during  simulated  shallow- 
water  saturation  dives,  10063 
use  of  hydrogen  as  an  inert  gas  during  diving, 
pulmonary  functions  during  hydrogen-ox- 
ygen breathing  at  pressures  equivalent  to 
200  feet  of  sea  water,  01280 
Diving  outfits: 

marine      lifesaving      and     diving      equipment, 
Federal  item  identification  guide,  11850 
Divorce: 

statistics,  United  States,  12914 
vital  statistics  of  United  States,  06313 
Dixon,  Paul  R.: 
reappointment - 
hearings,  11505 
DME,  see  Distance  measuring  equipment. 
Doctor's  degrees,  see  Degrees  (colleges). 
Documentary  films,  see  Motion  pictures. 
Documentation: 

improvement  needed   in  documenting   Federal 
computer  systems,  09743 
Documents,  see  Records. 
DoD,  see  Defense  Department. 
Dog  food,  see  Food  for  animals. 
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Dogs: 

military  working  dog,  research  to  expand  use- 
fulness, conference,  08587 
Dogwood: 

growing  flowering  dogwood,  04745 
DOL,  see  Labor  Department. 
Dollars: 
multinational   corporations    in   dollar   devalua- 
tion crisis,  report  of  questionnaire,  11536 
petrodollars,  recycling  and  aid  prospects  - 
hearings,  11072 
Dolphins: 
main  morphological  distinctions  of  brain  and 
cranial    nerves    of    dolphins    and    other 
cetaceans,  USSR  study,  07922 
morphology     of     delphinidae,     USSR     study, 

01198 
qualitative  characteristics  of  vestibular  nuclei 
of    brain    of    dolphins    and    man,    USSR 
study,  07887 
whales  and  dolphins,  USSR  study,  01194 
Domestic  and  International  Business 
Administration: 
overseas  business  reports,  00815-23,  02402-9, 

07437-41,  11917-23.  11923-5 
overseas  business  reports,  OBR  series,  05590, 

05592 
press  releases,  04375 
Domestic  appliances,  see  Household  appliances. 
Domestic  commerce,  see  Commerce. 
Domestic  Council: 
appropriations,  1976- 
supplemental,  proposal,  10772 
Domestic  Council  Committee  on  Right  of 
Privacy: 
privacy,  public  concern  proceedings,  11928 
Domestic  International  Sales  Corporation: 
analysis  of  DISC,  00463 
U.S.  taxation  provisions,  02142 
Domestic  service,  see  Servants. 
Dominguez-Escalante  Trail: 
designate  as  national  trail  - 
report,  02201 
Dominican  Republic: 
military    assistance,    payments    under    foreign 

assistance  act,  agreement,  03215 
new    directions    in    development    assistance, 

00474 
trade,  meat  imports,  agreement,  13136 
Doors: 
acoustical  and  thermal  performance  of  exterior 
residential    walls,    doors,    and    windows, 
01373 
covers     and     doors,     access,     Federal     item 

identification  guide,  02353 
glass  doors  and  windows,  fact  sheet,  09082 
non-glass  doors,  fact  sheet,  09072 
Dope  (coating  materials): 
paints,  dopes,  varnishes,  and  related  products. 
Federal  item  identification  guide,  07386-7 
Doppler  effects: 
Laser    Doppler    System    for    aircraft    trailing, 
vortex  tracking,  and  measurement,  06255 
Dos  Palos,  Calif.: 
geology,    hydrology    and    water    quality,    San 
Joaquin  Valley,  09797 
Dosimetry: 

BWR  waste  gas  treatment  system  dose  evalua- 
tions under  upset  conditions,  00101 
DOT,  see  Transportation  Department. 
Douglas  County,  Nebr.: 

soil  survey  report,  03115 
Douglas  fir,  see  Fir. 
Douglas-fir  beetles,  see  Beetles. 


Douglas,  William  O.: 

dedicate  Chesapeake  and  Ohio  Canal  National 
Historical  Park  to  Douglas  - 
report,  11419 
Dow  Chemical  Company: 

Dowpac    HCS   performance    when    applied   to 

the  treatment  of  settled  sewage,  10267 
'evaluation  of  landing  mat,  extruded  aluminum 
2-piece  by  12-ft,(MX18-D),  05668 
Dow,  James  E.: 
nomination - 
hearings,  11505 
Draftsmen: 

employment  outlook,  09996 
illustrator  draftsman  1  &  C,  03067 
Drag  (aerodynamics): 

analysis  of  drag  coefficient  at  hurricane  wind- 
speeds     from     numerical     simulation     of 
dynamical    water   level   changes    in    Lake 
Okeechobee,  Fla.,  11969 
boundary-layer    transition    and    displacement- 
thickness  effects  on  zero-lift  drag  of  se- 
ries   of    power-law    bodies    at    Mach    6, 
06224 
effects  of  jet  exhaust  gas  properties  on  ex- 
haust    simulation     and     afterbody     drag, 
01366 
influence  of  particle  drag  coefficient  on  parti- 
cle motion  in  high-speed  flow  with  typical 
laser  velocimeter  applications,  12834 
light  aircraft  lift,  drag,  and  moment  prediction, 

review  and  analysis,  06169 
minimum-wave-drag  bodies  at  Mach  6,  10097 
theoretical    face    pressure    and    drag    charac- 
teristics of  forward-facing  steps  in  super- 
sonic turbulent  boundary  layers,  02970 
transonic  off-design  drag  and  performance  of 
axisymmetric  inlet  with  40-percent  internal 
contraction  on  design,  10105 
Drag,  Edward: 
relief,  10862 
Drainage: 

design  of  roadside  drainage  channels,  12154 
development  of  guidelines  for  design  of  sub- 
surface   drainage    systems    for    highway 
pavement  structural  sections,  00999 
drainage  around  your  home,  00027 
evaluation  of  drainage  for  salinity  control  in 

Grand  Valley,  00941 
total  salt,  specific  ion,  and  fertilizer  element 
concentrations   and  balances   in  irrigation 
and  drainage  waters  of  Twin  Falls  tract  in 
southern  Idaho,  08525 
Drains: 

surgical  catheters,   drains  and  tubes.   Federal 

item  identification  guide,  00756 
see  also  Plumbing. 
Drama: 

dramas  and  works  prepared  for  oral  delivery, 
catalog  of  copyright  entries,  00712,  02323 
Drawers  (clothing): 

drawers,    overalls,    and    shorts.    Federal    item 
identification  guide,  11798 
Drawings: 

Goodenough-Harris  drawing  test  as  measure  of 
intellectual     maturity     of     youths     12-17 
years,  10195 
scientific   and   technical   drawings,   catalog   of 
copyright  entries,  00714,  02325 
Dredges: 

comparison  of  bethic  macroinvertebrates  col- 
lected by  dredge  and  limestone  substrate 
sampler,  05757 
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Dredging: 

future    dredging    quantities    in    Great    Lakes, 

00904 
oxbow  lakes  on  Missouri  River- 
hearings,  02317 
permits  for  disposal  of  dredge  or  fill  material- 
hearings,  07028 
Dresses'. 

aprons,     dresses,     and     skirts,     Federal     item 
identification  guide,  00779,  07366 
Dried  milk,  see  Milk. 
Drill  core: 

copper-nickel  mineralization  in  drill  core  from 
Duluth   complex    of    northern    Minnesota, 
02926 
Drill  holes,  see  Boreholes. 
Drilling: 
lunar  drilling  technology  for  terrestrial  applica- 
tions, evaluation,  05624 
lunar  drilling  technology  for  terrestrial  applica- 
tions, field  study,  evaluation,  05623 
mining    and    drilling    equipment,    and    pipeline 
components,    Federal    item    identification 
guide,  11805 
rotary  drilling  holes  in  coalbeds  for  degasifica- 

tion,  12734 
tax  shelters,  oil  and  gas  drilling  funds,  02135 
see     also     Core     drilling-Rock     drilling-Well 
drilling. 
Drilling  machinery,  see  Drills  (tools). 
Drills: 

injuries     involving     jackleg     rock     drills     un- 
derground, analysis,  08114 
Drills  (tools): 
correlation  of  laboratory  cutting  data  with  tun- 
nel boring  machine  performance,  10073 
drill    bits,    counterbores,    and    countersinks, 

Federal  item  identification  guide,  00754 
drilling  equipment.  Federal  item  identification 

guide,  09150 
industrial   plant   equipment   handbook,   drilling 

and  tapping  machines,  00723 
mining    and    drilling    equipment    and    pipeline 
components,    Federal    item    identification 
guide,  00783 
noise  reduction  of  pneumatic  rock  drill,  02925 
paving    breaker    and    rock    drill    accessories, 

Federal  item  identification  guide,  11687 
rotary  drilling  holes  in  coalbeds  for  degasifica- 

tion,  12734 
tunneling  machine  research - 
interaction    between   disk-cutter   grooves   in 

rocks,  10071 
size  distribution  of  rock  fragments  produced 
by  rolling  disk  cutters,  10072 
Drinking: 
effect  of  lower  legal  drinking  ages  on  youth 

crash  involvement,  10206 
effects  of  alcohol  on  performance  in  a  driving 
simulator   of   alcoholics    and    social   drin- 
kers, 10207 
here's    looking    at    you,    drinking    American, 

01430 
how  to  talk  to  your  teenagers  about  drinking 
and  driving,  03028 
Drinking  water:  See  Water 

pilot  study  of  drinking  water  systems  in  U.S. 
Forest  Servide  system,  02469 
Drivers,   see   Automobile   drivers-Motor   vehicle 
operators-Motortruck  drivers-Taxicab 

drivers. 
Driving,  see  Automobile  driving. 
Drones,  see  Airplanes. 


Drops: 

charged   droplet    scrubbing  of   submicron   par- 
ticulate, 05705 
Droughts: 

Africa,  crisis- 
hearings,  05175 
drought    damage    and    famine    in    sub-Sahara 

Africa,  01578 
drought    recovery    program,    agreement    with 
Ethiopia,  08427 
Drug  abuse: 

alcohol   and   drug   abuse    interchange,    lessons 

learned  and  other  information,  00095 
alcohol    and    drug    abuse    interchange,    special 
edition  for  civilian  program  administrators 
and  coordinators,  10509 
assessing    prevalence    of    illicit    drug    use    in 

Army,  01742 
coming  home,  thoughtbook  for  people,  13104 
Comprehensive    drug    abuse    prevention    and 
control  act,  amend- 
report,  08997 
DACAS,      drug      abuse      current      awareness 

system,  03712 
dangerous    drugs,    identifying    and    eliminating 
sources,     efforts     being     made     but     not 
enough,  GAO  report,  09730 
drug  abuse  and  misuse,  02413 
Drug  abuse  and  treatment  act,  amend - 

report,  00411,  00580,  11028,  11442 
drug  abuse  warning  network,  phase  2  report, 

02414 
drug  themes  in  fiction,  06350 
drug  themes  in  science  fiction,  06349 
drug  use  data  base,  00054 
education  act,  amend- 

report,  09007 
education  act,  extend- 

report,  05330 
experience  in  drug  abuse  programs,  02347 
Federal  drug  enforcement- 
hearings,  02277 
Federal  strategy  for  drug  abuse  and  drug  traf- 
fic prevention,  01598 
National  Clearinghouse  for  Drug  Abuse  Infor- 
mation, report  series,  04468 
prediction    of    drug    abuse    by    social    factors 

questionnaire,  00055 
prevention  and  control  and  its  relationship  to 
pharmacist - 
hearings,  11583 
quick  evaluation  methodology,  13105 
summary  of  ARI  research  on  drug  and  alcohol 

abuse,  01732 
white  paper,  00824 
women    and    drugs,    annotated    bibliography, 

01432 
see  also  Narcotic  habit. 
Drug  Abuse  Office: 

Drug  Abuse  Office  and  treatment  act,  amend  - 
hearings,  06987 
Drug  Abuse  Prevention  Policy  Office: 
designate - 

report,  00411,  00580,  11028,  11442 
Drug  Abuse   Prevention,   Special  Action  Office 
for,    see    Special    Action    Office    for    Drug 
Abuse  Prevention. 
Drug  Enforcement  Administration: 

alleged  improper  personnel  practices,  GAO  re- 
port, 07748 
appropriations,  provide  on  continuing  basis- 
report,  08997 
DEA  registration  information,  02412 
drug  enforcement,  03756 
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Drug  Enforcement  Administration -Con. 

identifying    and    eliminating    sources    of    dan- 
gerous drugs,  efforts  being  made  but  not 
enough,  GAO  report,  09730 
regional    office,    agreement    with    Venezuela, 

03216 
registrant  facts,  04462 
RTP-TR  series,  02414 
Drugs: 

actions  of  drugs  on  male  reproductive  system, 

12019 
adverse    and    toxic    effects,    toxicity    bibliog- 
raphy, 04588 
brand  names  and  generic  drugs,  1974- 

hearings.  09055 
code  of  Federal  regulations,  05808-10,  12220-1 
commercial  import  detentions,  monthly  report, 

03582 
competitive  problems  in  drug  industry  - 
hearings,  00705 
summary  and  analysis,  11616 
Controlled  substances  act,  amend - 

hearings,  06985 
Drug  Enforcement  Administration  regional  of- 
fice, agreement  with  Venezuela,  03216 
effect  of  common  therapeutic  drugs  on  vision, 

12705 
employee    assistance    program    for   alcoholism 
and     drug     control,     supervisor's     guide, 
01639 
examination  of  pharmaceutical  industry - 

hearings,  07290-1 
FDA  drug  bulletin,  03811 

Federal  strategy  for  drug  abuse  and  drug  traf- 
fic prevention,  01598 
Food,  drug,  and  cosmetic  act,  amend - 

hearings,  05459 
guidelines  for  antipsychotic  drug  use,  13236 
narcotic  drugs,  provision  of  mobile  interdiction 

systems,  agreement  with  Mexico,  03287 
narcotics    and    dangerous    drugs,    translations, 

04600 
new    drug    research    and    development,    FDA 
regulation - 
hearings,  00694 
pertinent  sections  of  Federal  food,  drug,  and 

cosmetic  act,  as  amended,  05820 
pharmaceutical  dosage  forms,  capsules/tablets, 

Federal  item  identification  guide,  09141 
pharmaceutical  dosage  forms 

liquids/semisolids.  Federal  item  identifica- 
tion guide,  07355 
pharmaceutical    preparations,    except    biologi- 

cals,  10552 
prescription  drug  prices,  12255 
selected  technical  publications,  Food  and  Drug 

Administration,  07683 
shortages  of  prescription  drugs- 
hearings,  09058 
see  also  Drug  abuse-Narcotics. 
Drums  (containers): 

copper  cementation  in  revolving-drum  reactor. 

kinetic  study,  12735 
steel  shipping,  current  industrial  reports.  03671 
Drunkenness  (criminal  law): 

DWI    law     enforcement    training    instructor's 
manual.  12930 
Dry  cleaners  and  dyers: 

employment  outlook  for  laundry  and  dryclean- 
ing  plants,  10038 
Dry-cleaning: 
employment  outlook- 
laundry  and  drycleaning  plants.  10038 


Dry  cleaning  machines: 

laundry  and  cleaning  equipment.  Federal  item 
identification  guide,  11787 
Drydocks: 

drydocking     facilities,     design     manual     DM, 
08319 
Dryers  (industrial): 

driers,  dehydrators,  and  anhydrators,  industri- 
al plant  equipment  handbook,  05575 
Drying: 

vacuum    drying    of    cotton,    feasibility    study, 
08578 
DSA,  see  Defense  Supply  Agency. 
Dubuque  County,  Iowa: 

flood.  Little  Maquoketa  River  basin,  09793 
Ducks: 

hunting,  possession,  transportation,  and  impor- 
tation. Federal  regulations,  02584 
Ductility: 

effects  of  long-term  aging  on  ductility  of  the 
columbium  alloys  C-103,  Cb-lZr,  and  Cb- 
752  and  the  molybdenum  alloy  Mo-TZM, 
01364 
Ducts: 

evaluation       of       hemispherical       head      flow 
direction    sensor   for   in'-t   duct   measure- 
ments, 06209 
sound    propagation    in    duct,    using    -vave    en- 
velope concept,  analysis,  iOI70 
spinning  mode  sound  propagation  in  ducts  with 
acoustic  treatment,  06238 
Dudley  Main  Ditch  watershed: 

floods.  Dexter  Creek  Watershed,  Dexter,  Mo., 
how  to  avoid  damage,  09256 
Dues: 

United     States     membership     in     International 
Criminal     Police     Organization,     increase 
limit  on  dues- 
report,  05373 
Duff: 

heat   and    water    vapor   flux    in   conifer   forest 
litter  and  duff,  02641 
Dugong: 

review  of  literature  of  dugong,  12268 
Duluth,  Minn.: 

copper-nickel  mineralization  in  drill  core  from 
Duluth    complex    of    northern    Minnesota, 
02926 
ports   of   Duluth,    Minn.,   and   Superior,   Wis., 
02438 
Duluth.  Missabe,  and  Iron  Range  Railway 
Company: 
railroad    accident    investigation    summary    re- 
port, 01544 
Dummy  loads: 

dummy  load,  electrical.  Federal  item  identifi- 
cation guide,  1 1727 
Dumping  (waste  products),  see  Waste  disposal. 
Dumps: 

effect  of  wall  edge  suction  on  performance  of 
short    annular    dump    diffuser    with    exit 
passage  flow  resistance,  12789 
Duncan,  Virginia  Bauer: 
nomination - 
hearings,  07230 
Dunes: 

construction     and     stabilization      of     coastal 
foredunes   with   vegetation.   Padre   Island, 
Tex..  07510 
Dunkirk.  N.Y.: 

railroad    accident    investigation    summary    re- 
port, 01543 
Dunlop.  John  T.: 
nomination - 
hearings,  05535 
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Duplicating  machines: 

printing,   duplicating,   and   bookbinding  equip- 
ment,   Federal    item    identification    guide, 
11847 
Duplicating  processes: 
agency     printing    and    duplicating    operations 
need  management  improvements,  GAO  re- 
port, 07687 
Durham,  N.C.: 

area  wage  survey,  12652 
Durkin,  John  A.: 

petition     contesting     election     of     Louis     C. 
Wyman     as     U.S.     Senator     from     New 
Hampshire  - 
hearings,  05552,  11613-4 
report,  05410 
petition     contesting     election     of     Louis     C. 
Wyman     as     U.S.     Senator     from     New 
Hampshire  - 
open  sessions,  05551 
report,  00564 
reimburse  for  senatorial  election  - 
report,  1 1415 
Dust: 

determination   of   free    silica   in    airborne   dust 

collected  on  membrane  filters,  01322 
disposal  and  utilization  of  waste  kiln  dust  from 

cement  industry,  12058 
fugitive  dust,  investigation - 

control    strategy    and    regulatory    approach, 
09445 
multiple-orifice  feeder  for  fine  particles,  10089 
see  also  Coal  dust. 
Dust  control: 
prevention  and  suppression  of  dust  in  mining, 
tunneling,  and  quarrying  in  United  States, 
International  Labor  Organization  fifth  re- 
port, 12756 
Dusts  and  dusting: 

evaluating    diatomaceous    earth,    silica-aerogel 
dusts    and    malathion    to    protect    stored 
wheat  from  insects,  04748 
Dutch  elm  disease: 

Dutch  elm  disease  and  its  control,  00022 
proceedings  of  IUFRO  conference,  09601 
Duties,  see  Tariff. 
Dwarf  mistletoe,  see  Mistletoe. 
Dwellings,  see  Houses-Housing. 
Dwight   D.    Eisenhower,   see    Dwight   D.    Eisen- 
hower Memorial  Bicentennial  Civic  Center. 
Dwight  D.  Eisenhower  Library: 

historical  materials,  12853 
Dwight  D.  Eisenhower  Memorial  Bicentennial 
Civic  Center: 
sinking  fund,  finance- 
report,  08800 
Dyers,  see  Dry  cleaners  and  dyers. 
Dyes: 

dyes,  Federal  item  identification  guide,  02378 
Dyes  and  dyeing: 

application  of  exchange  resins  for  treatment  of 

textile  dye  wastes,  07578 
dye-dispersion  study  on  Lake  Champlain  near 

Crown  Point,  NY.,  05878 
extension   of   existing   suspension   of   duty   on 
dyeing  and  tanning  materials - 
law,  00258 
report,  06824 
Dynamic  stability,  see  Stability  (aircraft). 
Dynamics: 

analytical  model  for  determining  energy  dis- 
sipation in  dynamically  loaded  structures, 
00876 


development  and  applications  of  two  computa- 
tional procedures  for  determining  vibra- 
tion modes  of  structural  systems,  01355 

dynamic  heave-pitch  analysis  of  air  cushion 
landing  systems,  12767 

dynamic  interactions  of  PRT  vehicles  and 
elevated  guideways,  08464 

dynamic  loads  and  structural  criteria,  04794 

dynamic  stall  using  unsteady  boundary-layer 
theory,  analysis,  06157 

dynamics  of  motorcycle  impact,  10205 

ocean  as  dynamic  system,  USSR  study,  07926 

on  formulation  of  aerodynamic  characteristics 
in  aircraft  dynamics,  08189 

pavement  response  to  aircraft  dynamic  loads, 
instrumentation  systems  and  testing  pro- 
gram, 13154 

stability  valve  system  for  extending  dynamic 
range  of  supersonic  inlet,  analysis,  06205 

subsonic  and  transonic  dynamic  stability 
characteristics  of  space  shuttle  orbiter, 
08151 

supersonic  dynamic  stability  characteristics  of 
space  shuttle  orbiter,  08152 

see  also  Aerodynamics. 
DYNGEN,  see  Computer  pro- 

grams/programming. 
Dysbarism: 

hemostatic  alterations  following  severe  dysbar- 
ic  stress,  10059 
Dysprosium: 

magnetic  entropy  of  solids,  direct  measure- 
ment results  for  dysprosium  titanium 
oxide,  10155 


Eagle  Creek: 

revision      of      type      Mankomen       formation 
(Pennsylvanian  and  Permian),  Eagle  Creek 
area,  eastern  Alaska  Range,  Alaska,  12375 
Eagles: 

there  it  goes,  America!  (poster),  05819 
Eagles  Nest  Wilderness: 
designate  - 
report,  00569 
Ear: 

contribution  of  poorer  ear  to  binaural  intelligi- 
bility, 10055 
Ear  phones,  see  Headsets. 
Earnings,  see  Wages. 
Earth: 

Earth  is  home  for  nearly  4  billion  people,  book 

to  color,  09356 
earth  linings  for  seepage  control,  evaluation  of 

effectiveness  and  durability,  08550 
earth     resources,     cooperative     research     in 
remote   sensing  for  earth  surveys,  agree- 
ment with  Mexico,  03188 
extracting    land    use    information    from    earth 
resources  technology  satellite  data  by  con- 
ventional interpretation  methods,  06225 
four-D  global  reference  atmosphere,  06211-2 
improved  electrical  resistivity  field  system  for 

shallow  earth  measurements,  06131 
lunar  drilling  technology  for  terrestrial  applica- 
tions, evaluation,  05624 
lunar  drilling  technology  for  terrestrial  applica- 
tions, field  study,  evaluation,  05623 
NASA    earth    resources    survey    symposium, 

proceedings,  08133 
near-earth         environmental         criteria         for 
spacecraft   thermal  design,   definition  and 
specification,  12815 
observing  earth  from  Skylab,  08126 
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potential  value  of  earth  satellite  measurements 
to  oceanographic  research  in  southern 
ocean,  06376 

Skylab  earth  resources  data  catalog,  06257 

sonic-boom  ground  pressure  measurements 
from  launch  and  reentry  of  Apollo  16, 
10142 

weekly    Government    abstracts,    NASA    earth 
resources  survey  program,  04708 
Earth  Day,  see  Special  days,  weeks,  etc. 
Earth  sciences: 

earth  science  data  in  urban  and  regional  infor- 
mation systems,  review,  01113 
Earthmoving  equipment,  see  Building  machinery. 
Earthquakes: 

automated  earthquakes  data  file,  09317 

earthquake  information  bulletin,  03757 

earthquakes  in  United  States,  Jan-Mar.  1974, 
12391 

hazard  reduction  program,  goals,  strategy  and 
tasks.  05876 

preliminary  determination  of  epicenters, 
monthly  listing,  04368 

San  Femado,  Calif.,  earthquake  of  Feb.  9, 
1971,  utilities,  transportation  and  sociolog- 
ical aspects,  09497 

strong  motion  earthquake  data,  09321 

studies  of  earthquake  properties  on  Kamchat- 
ka Peninsula,  USSR  study,  01204 

United  States  earthquakes,  11992 
Earths,  see  Rare  earths. 
Earthwork  and  structures: 

hasty  revetments  for  parked  aircraft,  00079 
East  (Far  East): 

agricultural  situation,  review  and  outlook, 
05598-9 

market  profiles,  09186 

problems  of  Far  East  (USSR  periodical),  04422 

world  trade  outlook  for  Far  East  and  South 
Asia.  02404.  09178 
East  (Middle  East): 

accessions  list.  Library  of  Congress  Office, 
Cairo,  03385 

airlift  operations  of  Military  Airlift  Command 
during  1973  Middle  East  war,  GAO  report, 
02657 

Arab    boycott,    its    impact    on    domestic   com- 
merce  and   availability   of    information   to 
Congress  - 
hearings,  06990 

eighth  FAA  representatives  program  review 
conference,  Europe,  Africa,  and  Middle 
East  region,  07604 

events,  select  chronology  and  background 
documents,  05484 

Greece  and  Turkey,  some  military  implications 
related  to  NATO  and  Middle  East,  05177 

joint  cooperation  commissions  in  Middle  East, 
current  policy,  131 14 

military    capability    during    Middle    East    con- 
flict- 
hearings.  06919 

old  problems,  new  relationships,  study  mission 
investigation- 
report.  08837 

Palestinian    issue    in    Middle    East    peace    ef- 
forts- 
hearings,  11129 

peace  and  stability  in  Middle  East,  report, 
11537 

special      requirements      fund      appropriations, 
1975- 
hearings,  02022 


U.N.  peacekeeping- 
report,  06804,  10933 
U.S.  participation  in  Middle  East  early  warn- 
ing system,  10778 
United     Nations     Middle     East     peacekeeping 
forces,  funding- 
hearings,  05173,  11125 
United  States-Europe  relations  and  1973  Mid- 
dle East  war- 
hearings,  05182 
East  (Near  East): 

inventory    of    government-supported    research 

projects  on  foreign  affairs,  08415 
mineral   industry.    Minerals   yearbook  chapter, 

02906 
Near  East  and   North  Africa,  report  to  U.S. 

business,  07886 
translations,  04601 

world  trade  outlook  for  Near  East  and  North 
Africa.  02406,  09177 
East  (U.S.): 

field   study  of  wave  environment   vs.  boating 
activity   for   seven  sites   in   eastern   U.S., 
06659 
fires  in  abandoned  mines  in  bituminous  region, 

control,  06081 
investigation    of    ozone    and    ozone    precursor 
concentrations     at     nonurban     locations, 
00948 
vacation  travel  by  Canadians  in  United  States, 
Eastern  Gateway,  13229 
East  Arm  Little  Calumet  River: 

flood    plain    information.    Salt   Creek,    Coffee 
Creek,  Porter  County,  Ind.,  11982 
East  Asia,  see  Asia. 
East  Asia  Regional  Economic  Development 


U.S.  policy,  GAO  report,  02656 
East  Brimfield  Reservoir: 

quantity    and    value   of   water   supply   storage, 
10249 
East  Coast,  see  Atlantic  Coast. 
East  Europe,  see  Europe. 
East  Germany,  see  Germany. 
East  Granby,  Conn.: 

flood  plain  information,  09251 
East  North  Central  States,  see  Central  States. 
East  South  Central  States,  see  Central  States. 
East-West  Foreign  Trade  Board: 
quarterly  report,  00333,  00375 
East-West  trade,  see  Commerce. 
East-West  Trade  Bureau: 

introduction,  07446 
Eastern  Europe,  see  Europe-Union  of  Soviet  So- 
cialist Republics. 
Eaton  County,  Mich.: 

water  supply  development  and  management  al- 
ternatives, 09840 
Eau  Claire  City,  Wis.: 

special  census  of  that  part  in  Chippewa  Coun- 
ty, 00184 
Eau  Claire  County,  Wis.: 

special  census,  00184 
Eberle,  William  D.: 
nomination - 
hearings,  07210 
Echo  sounders: 

development      of      portable      acoustic      echo 
sounder.  06379 
Echo.  Oreg.: 

Umatilla    River,    floods    in    vicinity    of    Echo- 
Stanfield.  Oreg.,  05664 
Eckerd.  Jack  M.: 
nomination - 
hearings,  1 1 552 
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Eclipses: 
solar  eclipse  effect  on  subpolar  stratosphere, 
investigation,  08597 
Ecology: 
better  place  to  be,  environmental  learning  in 

your  classroom  guide,  05922 
chlorinated    hydrocarbons    in     Lake    Ontario 

ecosystem,  IFYGL,  12012 
city       as       biological       community,       urban 

ecosystem,  08304 

comparison  of  ecological  impacts  of  postulated 

oil   spills    at    selected    Alaskan    locations, 

00239 

diaptomus  clavipes  and  cyclops  vernalis,  09359 

ecological    research    series,    00901-6,    02452-4, 

05691-4,  07544-52,  09357-64,  12011-3 
ecological  services  bulletin,  01462,  12979 
effects  of  engineering  activities  on  ecology  of 

Pismo  clams,  07509 
environmental  modelings-ecosystems,  05738 
forest  ecosystem  of  southeast  Alaska- 
fish  habitats,  0961 1 
forest  insects,  09610 
setting,  09609 
wildlife  habitats,  09612 
invasion  and  recovery  of  vegetation  after  vol- 
canic eruption  in  Hawaii,  03058 
modeling  dynamics  of  biological  and  chemical 
components  of  aquatic  ecosystems,  05693 
more  California-poppy  in  stubble  field  than  in 

old  field,  12321 
New    York     Bight    project,     MESA     marine 

ecosystems  analysis,  00966 
ocean   dumping   research   report   to   Congress, 

01458 
some  facts  relating  to  manpower  implications 

of  ecological  issues,  06033 
state     of     system     (SOS)     model,     measuring 
growth    limitations    using    ecological    con- 
cepts, 05744 
urban  ecology  series,  08304 
vegetation      and      ecological      processes      on 

Shackleford  Bank,  N.C.,  08302 
wetlands  ecology  for  western   United   States, 
abstracted    bibliography   of   pertinent    stu- 
dies, 06045 
wildland  fires  and  dwarf  mistletoes,  literature 
review  of  ecology  and  prescribed  burning, 
02604 
ECOM,  see  Army  Electronics  Command. 
Ecomonic  Analysis  Bureau: 

press  releases,  04375 
Ecomonic  Joint  Committee: 

committee  print,  04913 
Econometrics,  see  Economics. 
Economic  aid,  see  Foreign  aid. 
Economic  Analysis  Bureau: 
area  economic  projections,  00825 
input-output  structure  of  U.S.  economy,  00826 
staff  paper  BEA-SP  series,  00829 
survey  of  current  business  supplement,  09191 
Economic  assistance,  see  Foreign  aid. 
Economic  conditions: 
agricultural  production  and  economic  recovery 

(remarks),  10419,  10421 
agriculture,    economic    backbone    of    America 

(address),  10380 
area  economic  projections,  00825 
automobile   industry   and   its   impact  upon   na- 
tion's economy- 
hearings,  00454-5 
basic  data  on  economy  of  Union  of  Soviet  So- 
cialist Republics,  00815 
budget  and  economy,  1976  fiscal  year- 
hearings,  05156,  11082 


Chesapeake  Bay  drainage  basins,  economic 
base  study,  09482 

condition  of  national  economy  and  Federal 
Reserve's  views  on  monetary  policy 
(remarks),  12245 

direct  investment  abroad  and  multinationals, 
effects  on  United  States  economy,  00667 

economic  activity  in  U.S.,  water  resources  re- 
gions and  subareas,  1972  OBERS  projec- 
tions, 01622 

economic  and  budget  outlook,  1976-80, 
seminar,  07218 

economic  briefs,  03758 

economic  impact  of  energy  shortages  on  com- 
mercial air  transportation  and  aviation 
manufacture,  07634-5 

economic  impact  of  forthcoming  OPEC  price 
rise  and  old  oil  decontrol - 
hearings,  10689 

economic  indicators  (periodical),  03759 

economic  problems  of  aging  women- 
hearings,  11032 

economic     problems     of     small     business     in 
Northwest- 
hearings,  00706 

economic  situation  - 
hearings,  06752 

economic  statistics  for  State  and  local  govern- 
ment use,  remarks,  06038 

economy  and  fiscal  policy- 
hearings,  07214 

effects  on  international  technology  transfers 
on  U.S.  economy,  colloquium,  01470 

energy  crisis  and  proposed  solutions- 
panel  discussions,  05257 

facing  economic  issue  (speech),  10388 

financial  institutions  and  nation's  economy, 
FINE,  discussion  principles,  00460 

foreign  economic  trends  and  their  implications 
for  United  States,  01165-80,  02803-5, 
03951,  05937-40,  07873-85,  09885-9930, 
09895-9930,  12537-73 

general  economic  discussion  of  effect  of  ad- 
ministration and  other  energy  programs, 
05263 

input-output  structure  of  U.S.  economy,  ta- 
bles, 00826 

international  economic  indicators  and  competi- 
tive trends,  04082 

midyear  1975,  review  of  economy,  10693 

panel  discussions  on  state  of  economy  and 
President's  1975  legislative  tax  proposals, 
summary  of  statements,  05274 

report  of  President  to  Congress- 
hearings,  00269,  01882,  08750 

SBA     loans    for    small    businesses     suffering 
economic    injury    due    to    public    utilities 
disruptions  - 
hearings,  05247 

social,  economic,  and  physiological  problems 
caused  by  industrial  noise - 
hearings,  07319 

state  of  economy  and  President's  tax 
proposals  (statement),  05255 

state  of  economy  and  President's  tax 
proposals,  compilation  of  prepared  state- 
ments, 05255 

state      of      economy      and      President's      tax 
proposals,  panel  discussions,  05271-2 
Economic  controls,  see  Economic  stabilization. 
Economic  cooperation,  see  Foreign  aid. 
Economic  development: 

agreement  with- 

United  Nations,  13141 
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current        materials,        development        digest 

(periodical),  03741 
digest   of   western   Africa   development   plans, 

00823 
economic    development   through   cooperatives, 

06532 
Elim,   Alaska,   its  resources   and   development 

potential,  12500 
long-term  economic  growth  - 

hearings,  04915 
national   growth    and    development,    report    to 
Congress - 
hearings,  02034 
price    stability    and    economic    growth,    04919, 

06759 
provide    for   financing   economic    development 
of  Indians  and  Indian  organizations  - 
report,  08793 
Public  works  and  economic  development  act, 
amend - 
hearings.  07026,  1 1 199.  1 1608 
report.  01959,  02193,  06890,  07163 
text  and  analysis,  05238 
Public  works  and  economic  development  act, 
status  and  implementation  of  title  10,  Job 
opportunities  program - 
hearings,  07027 
Public  works  and  economic  development  act, 
value  for  communities  in  Northeast  - 
hearings,  05542 
qualified     areas     under     Public      works     and 

economic  development  act,  02416,  11937 
strategy   for  balanced   population   growth  and 
economic  development- 
hearings,  07024 
university  assistance  to  economic  development 

in  recession,  00832 
see  also  Foreign  aid. 
Economic  Development  Administration: 
directory  of  approved  projects,  02415 
economic  research  studies,  00830 
EDA  grants  for  public  works  and  development 

facilities,  11933 
EDA     qualified     areas    eligible     for    financial 

assistance  and  grants  (map),  05596 
EDA  technical  assistance,  what  it  is,  how   to 

apply,  11934 
EDA,  building  communities  with  jobs,  11935 
general   conditions   for  contract   and   contract 

documents,  11936 
new  program  oversight- 
hearings,  05541 
press  releases,  04375 
title  X  projects,  guidelines,  00831 
xonomic  growth,  see  Economic  development, 
xonomic  indicators: 
international  economic  indicators,  09188 
Indicators, 
xonomic  Joint  Committee: 
committee     print,     04914,     04919-20.     06748. 

06751.  06753.     06756.     06758-9.     06761, 
10686-8,  10693-4,  10696 

committee  publications  and  policies  governing 
their  distribution,  list- 
hearings,  10687 
hearings,  00266-70,  01881-4,  04915-8,  06749-50, 

06752,  06754,  06757,  06762.  07317,  08749- 
50,  10689-90,  10695,  11075.  11482 

print,  04920 

xonomic  Opportunity  Office: 
Economic  opportunity  act,  amend - 
report,  05390 


effectiveness    of    grant    programs    aimed    at 
developing    health    maintenance    organiza- 
tions   and    community    health    networks, 
GAO  report,  02659 
Economic  policy: 

consumer    confidence    and    Federal    economic 

policy,  seminar,  11498 
economic   and   industrial   affairs,    Eastern   Eu- 
rope, translations,  04594 
economic  foreign  policy  series,  13114 
Economic  opportunity  act,  amend - 

report,  05390 
economic    policy    and    inflation,    development 
from  enactment  of  Employment  act,  1946- 
74.  04919 
economic  policy,   some  thoughts  on  long  and 

short  of  it  (remarks),  12241 
Federal  domestic  assistance  programs,  catalog, 

03498 
Federal  plan  for  marine  environmental  predic- 
tion, 12959 
guides  for  profit  planning,  13074 
International  economic  policy  act- 

hearings,  00653 
International  economic  policy  act,  amend- 

law,  08703 
International  economic   policy   act,  appropria- 
tions, authorize  - 
report,  08817 
inventory     of     economic     relations     between 
United  States  and  OPEC  countries- 
hearings,  07254 
national    growth    and    development,    report   to 
Congress- 
hearings,  02034 
President  Ford's  proposals - 

hearings,  04917 
role  of   Export-Import  Bank   and   export  con- 
trols in   U.S.   international  economic   pol- 
icy- 
hearings,  11495 
Economic  Research  Service: 

economics  of  agriculture,  reports  and  publica- 
tions, 02417 
ERS  series,  00834-5,  02417-9,  07448-9,  09201, 

11938 
ERS-foreign    series,   00836-7,   05597-8.   09202. 

11939 
foreign  agricultural  economic  report,  00838-40, 

05599-600,  11942-3 
reports,  checklist,  03509 
this  is  ERS.  08571 
Economic  stabilization: 

code  of  Federal  regulations,  12210 
economic    stabilization    program,    phase   4   oil 
regulations      and      petroleum      marketing 
problems - 
report,  06778 
Economics: 

Animas-LaPlata  pilot  project  watersheds  in  4 
corners    area    of    Colorado    River    basin, 
economic  base  study,  10259 
bioeconomic    relationships    for    Maine    lobster 

fishery,  01453 
business    &    economics,    weekly    Government 

abstracts,  04694 
cost-benefit    analysis    of    computer    systems, 

10190 
econometric  analysis  of  consumer  credit  mar- 
kets in  United  States,  01401 
econometrics     of     price     determination,     con- 
ference, 09571 
economic  analysis  of  cooperative  medical  ser- 
vices in  People's  Republic  of  China,  05947 
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economic  and  environmental  aspects  of 
proposed  William  L.  Springer  Project,  111., 
GAO  report,  12368 

economic  and  loan  problems  confronting  fishe- 
ries industry  - 
hearings,  09066 

economic  and  logistical  impact  resulting  from 
announced  closure  of  Fort  MacArthur, 
GAO  report,  07696 

economic  appraisal  of  real-time  synoptic  sea- 
state  measurements  by  over-the-horizon 
radar,  06380 

economic  benefits  and  costs  of  Dickey-Lincoln 
Hydroelectric  project  in  Maine,  GAO  re- 
port, 12371 

economic  cooperation,  agreement  minutes  with 
Iran,  03288 

economic  damages  to  household  items  from 
water  supply  use,  05740 

economic  evaluation  of  technical  systems  for 
scrap  tire  recycling,  12092 

economic  evaluation  of  total  energy  guidelines, 
12474 

economic  impact  of  capital  outlays  required  to 
attain  water  quality  standards  of  Federal 
water  pollution  control  act,  12014 

economic  impact  of  Federal  budget - 
hearings,  07213 

economic  impact  of  President  Ford's  energy 
program,  05514 

economic     issues     between     United     States, 
Japan,  and  South  Korea - 
hearings,  11099 

economic  model  of  cargo  loss,  method  for 
evaluating  cargo  loss  reduction  programs, 
13194 

Economic  opportunity  act,  amend - 
hearings,  05529 
report,  11007 

economic     problems     of     small     business     in 
Northwest- 
hearings,  00706-7 

economic  profile  of  railroads  in  United  States, 
11151 

economic  recovery,  community  response  to 
Defense  decisions  to  close  bases,  13041 

economic  research  studies  of  Economic 
Development  Administration,  00830 

economic  situation - 
hearings,  06752 

economics  of  agriculture,  reports  and  publica- 
tions issued  or  sponsored  by  Economic 
Research  Service,  02417 

economics  of  energy  and  natural  resource  pric- 
ing- 
compilation  of  reports  and  hearings,  05152 

economics  of  Federal  subsidy  programs,  com- 
pendium of  papers,  06753 

economics  of  large  wheat  farms  in  Great 
Plains,  01646 

economics  of  rural  ambulance  service  in  Great 
Plains,  00016 

geothermal  energy,  economic  potential  of 
three  sites  in  Alaska,  08043 

Government  and  charitable  cargo  in  domestic 
offshore   commerce,   economic   regulation 
by  FMC- 
report,  05050 

highway  engineering  economy,  syllabus,  00991 

international  economic  indicators,  09184 

NBS/AID/OAS  workshop  on  standardization 
and  measurement  services  in  industrializ- 
ing economies,  report,  01378 

recent  social  and  economic  trends,  10578 


report  of  President  to  Congress- 
hearings,  00269,  01882 
report    to    Congress    on    economic    impact   of 

energy  actions,  07650 
some  facts  relating  to  economic  status  of  older 

worker,  06031 
some  facts  relating  to  economic  status  of  Puer- 
to Ricans  in  New  York  City,  06032 
some   manpower   perspectives   on    New   York 

State  economy,  06035 
space     benefits,     secondary     application     of 
aerospace  technology  in  other  sectors  of 
economy,  05417 
statistical  study  of  tropical  cyclone  positioning 

errors  with  economic  applications,  12973 
substitute   chemical  program,   initial  scientific 

and  minieconomic  review,  03086-90 
technical,  environmental  and  economic  evalua- 
tion    of     wet     processing      system     for 
recovery  and  disposal  of  municipal  solid 
waste,  02472 
United  States-Poland  economic  relations,  1975, 

status,  02130 
USA,         economics,         politics,         ideology 

(periodical),  04647 
see  also  Land. 
Economics  in  National  Government: 

scorekeeping  report,  reduction  of  Federal  ex- 
penditures, 03474 
Economists: 

labor,   manpower  and  price  statistics  training 
program   for   statisticians  and   economists 
of  other  countries,  06000 
Economy: 

course    on    political    economy,    USSR    study, 
07906 
Ecosystems,  see  Ecology. 

EDA,   see   Economic   Development   Administra- 
tion. 
Eddy  diffusion,  see  Flow. 
Eden  project: 

condition    of    major   water   system    structures 
and    facilities,    upper    Colorado    region, 
13068 
Eden,  N.C.: 

floods,   Dan   River,    Smith   River,    Matrimony 
Creek,  09257 
Edison,  N.  J.: 

aircraft  accident  report,  10229 
Editing: 

from  auditing  to  editing,  01081 
Edmondson,  Ed: 

election  of  U.S.  Senator  from  Oklahoma,  peti- 
tion and  complaint- 
hearings,  11615 
Education: 

ACIR  State  legislative  program,  06511 
adult    basic    education    program,    progress    in 
reducing     illiteracy      and     improvements 
needed,  GAO  report,  09753 
adult    education    in    public    school    systems, 

00843 
Alcohol     and     drug     abuse     education     act, 
amend - 
report,  05330 
American  education,  03434 
American  students  and  teachers  abroad,  09204 
applicant  manual  for  local  educational  agency 

grants,  Emergency  school  aid  act,  00844 
Arts,  leaven  in  our  lives  (address),  09205 
assessment  of  reading  activities  funded  under 
Federal  program  of  aid  for  educationally 
deprived  children,  GAO  report,  07797 
aviation     education     series,     02491-4,     07603, 
12115 
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benefits  for  post-Vietnam  era  veterans  - 

hearings,  02105 
better  chance  to  learn,  bilingual-bicultural  edu- 
cation, 04837 
building  stronger  America  through  more  viable 

home-school  partnership  (address),  09206 
Cambodian        and        Vietnamese        refugees, 
assistance    to   local   educational   agencies, 
provide  - 
hearings,  02048 
cancer  materials  for  cytotechnology  education, 

catalogue,  06294 
career  thresholds,  longitudinal  study  of  educa- 
tional   and    labor    market    experience    of 
male  youth,  02882 
continuing  education  and  psychiatrists,  01423 
curriculum    development    and    implementation 
for    pre-college    science    education.     Na- 
tional Science  Foundation,  11207 
directory,  State  governments,  05602 
Drug  abuse  education  act,  amend - 

report,  09007 
education  amendments  of  1974- 

hearings,  02045 
education  amendments,  1974,  oversight- 
hearings,  02046 
education  around  world,  09208 
education  briefing  paper,  09209 
Education    Division   and   related   agencies   ap- 
propriations, 1976— 
hearings,  08854-5 
report,  02191 
education  of  physicians  in  high  blood  pressure, 

report,  01416 
education,    process    of    becoming    (address), 

11946 
educational  attainment,  men,  08652 
educational   principles   and   techniques   for  in- 
terpreters, 09607 
educational  system  of  Tunisia,  09208 
effective    participation    in    Federal    education 
programs,  handbook  for  private  school  ad- 
ministrators, 05603 
environmental  education  and  protection,  sub- 
ject bibliography,  01765 
exchange  programs,  agreement  with  Germany, 

Federal  Republic,  13121 
exchange   programs,    international   educational 

and  cultural  exchange  (periodical),  04083 
Federal       education       assistance       programs, 

catalog,  09207 
Federal    education    policy    in    outlying    areas, 
oversight - 
hearings,  02047 
fostering  growing  need  to  learn,  monographs 
and  annotated  bibliography  on  continuing 
education,  05899 
handicapped  children - 
hearings,  02309 
law,  01877 

report,  00567,  06849,  07113 
health  professions  educational  assistance  act- 
report,  09023 
health,  education,  and  welfare,  income  securi- 
ty,   social    services,    conference   on   infla- 
tion, 01512 
Higher  education  act,  amend - 

report,  02178 
importance    of    service.    Federal    support    for 

continuing  education,  02936 
Indian  education  accountability - 
hearings.  05521 


Indians,    maximum    participation    in    develop- 
ment of  their  own  resources - 
report,  05073 

it's  time  to  protect  education  consumers  too 
(address),  09212 

jobs  for  which  college  education  is  usually 
required,  07981 

jobs  for  which  high  school  education  is 
generally  required,  07982 

jobs  for  which  junior  college,  technical  in- 
stitute, or  other  specialized  training  is 
usually  required,  07983 

Johnson-O'Malley  act,  administration - 
hearings,  07259 

law-related  education,  developments - 
hearings,  00686 

materials  for  cancer  nursing  education, 
catalogue,  06295 

national  assessment  of  educational  progress, 
09214,  12890-904 

National  Endowment  for  the  Arts,  education 
program,  artists-in-schools  guidelines, 
06320 

National  health  education  and  disease  preven- 
tion act,  11145 

National  overseas  education  act- 
hearings,  06939 

National  Science  Foundation  and  pre-college 
science  education,  11208 

National    Science    Foundation    science    educa- 
tion programs,  oversight - 
hearings,  07039 

paid  educational  leave,  00383 

police  educational  characteristics  and  curricu- 
la, 07932 

problems  in  providing  education  overseas  for 
dependents  of  U.S.  personnel,  09758 

progress  achieved  in  education  and  training  of 
women,  minimum  targets  to  be  achieved 
during  decade,  09213 

projections  of  educational  statistics,  12906 

refugee  relief,  education  for  Palestinian  refu- 
gees, agreement  with  United  Nations  Re- 
lief and  Works  Agency,  03213 

resources  in  education,  04472 

Sharing  educational  success,  actions  on  recom- 
mendations in  report,  00321 

special  education  careers,  programs  for  profes- 
sional training  in  special  education.  09220 

tax  information  on  educational  expenses, 
02781 

ten-year  delimiting  period  for  educational  pro- 
grams  by   veterans,   wives,   and   widows, 
provide  - 
report,  09008 

title  9,  educational  amendments  of  1972, 
general  information,  09209 

training  and  education  programs  in  automatic 
data  processing,  ADP,  01813 

tuition  assistance  study,  07324 

use  your  leadership  ability  and  liberal  arts  edu- 
cation in  ACTION,  Peace  Corps/VISTA, 
00004 

veterans  education  newsletter,  04664 

Veterans'  Administration  study  of  proposed 
tuition  assistance  programs,  11218 

veterans'  education  assistance  allowances,  in- 
crease rates - 
veto,  04987 

veterans'  educational  assistance,  increase- 
report,  05036,  05345 

veterans'  educational  benefits,  terminate - 
proposal,  01936 
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see  also  Colleges  and  universities-Illiteracy-In- 
dian  schools-Military  education-Postsecon- 
dary    educationaSecondary    education-Vo- 
cational education. 
Education  and  Labor  Committee,  House: 
calendar,  04125 

committee  print,  05167-8,  05172 
hearings,  00464-7,  02042-9,  05163-6,  05169-71, 

06936-43,  08893-4,  11091-6,  11594 
investigation  and  study  of  welfare  and  pension 
plans,  authorization  and  expenses- 
report,  06811 
major  legislative  action,  93d  Congress,  summa- 
ry, 05172 
oversight  activities,93d  Congress- 
report,  05088 
report,   00437-8,   01997,   02001,   02003,   05088, 
06843,    06877-9,    08794,    08803-4,    08824, 
08836,  10998,  11010,  11013 
rules,  05168 
Education  by  television,  see  Television. 
Education  Commission  of  States: 
national   assessment   of   educational   progress, 
09214,  12890-904 
Education  Office: 
adult    basic    education    program,    progress    in 
reducing      illiteracy      and      improvements 
needed,  GAO  report,  09753 
assessing   Federal   program    for   strengthening 
developing    institutions    of    higher   educa- 
tion, GAO  report,  01101 
assessment  of  reading  activities  funded  under 
Federal  program  of  aid  for  educationally 
deprived  children,  GAO  report,  07797 
Commissioner,  nomination  of  Terrell  H.  Bell- 

hearings,  11599 
education  around  world,  09208 
education  briefing  paper,  09209 
Education   Division   and   related   agencies   ap- 
propriations- 
hearings,  08854 
effective    participation    in    Federal    education 
programs  administered  by  U.S.  Office  of 
Education,    handbook   for   private   school 
administrators,  05603 
emergency  school  aid  funds,  failure  of  Office 

of  Education,  report,  10730 
examination    of   grants    awarded    to    Berkeley 
Unified   School   District  and   to  Bilingual 
Children's  Television,   Inc.,  GAO  report, 
07699 
facts  about  Bureau  of  Occupational  and  Adult 

Education,  00845 
Follow    Through,    lessons    learned    from    its 
evaluation    and   need   to   improve   its   ad- 
ministration, GAO  report,  02658 
guide  to  OE-administered  programs,  00846 
Indian  education,  appropriations,  1976- 

hearings,  05115 
student   loan   insurance   fund,    1973,   financial 
statements,     GAO     examination,     04953, 
09737 
study  of  child  variance,  07452 
Education    Professions    Development,    National 
Advisory  Commission  on,  see  National  Ad- 
visory   Commission    on    Education    Profes- 
sions Development. 
Educational  institutions,  see  Colleges  and  univer- 
sities. 
Educational  Resources  Information  Center: 

resources  in  education,  04472 
Educational  surveys: 
pilot  study  of   State  survey  practices,  06303, 
12905 


Educators: 

NASA  report  to  educators,  04248 
EEG,  see  Electroencephalogram. 
Eel  River: 

sedimentation  in  Middle  Fork  Eel  River  basin, 
Calif.,  12430 
Effluent: 

selective  nutrient  removal  from  secondary  ef- 
fluent, 12056 

ultraviolet  disinfection  of  activated  sludge  ef- 
fluent   discharging    to    shellfish    waters, 
12034 
Effluent  Standards  and  Water  Quality  Advisory 
Committee: 

summary  of  contentions  of  industry  in  litiga- 
tion, 02455 
Effluent  Standards  and  Water  Quality 
Information  Advisory  Committee: 

annual  report,  11995 
Effluents: 

color  removal  from  kraft  pulping  effluent  by 
lime  addition,  13181 

development  document  for  effluent  limitations 
guidelines  and  new  source  performance 
standards,  02451,  05684-5,  07542 

development  document  for  interim  final  and 
proposed  effluent  limitations  guidelines 
and  new  source  performance  standards, 
00900 

development  document  for  interim  final  ef- 
fluent limitations  and  new  source  per- 
formance standards,  07543 

development  document  for  proposed  effluent 
limitations  guidelines  and  new  source  per- 
formances standards,  05686-8,  05688-5690, 
09341-9,  09350-2,  12007-8 

economical  residential  pressure  sewer  system 
with  no  effluent,  12040 

effluent  limitation  guidelines,  beet  sugar 
processing  industry,  09367 

effluent  limitations  guidelines  for  existing 
sources  and  standards  of  performance  for 
new  sources  for  28  point  source  catego- 
ries, 05755 

Effluent  Standards  and  Water  Quality  Adviso- 
ry Committee,  summary  of  contentions  of 
industry  in  litigation,  02455 

numerical  prediction  of  mesoscale  transport  of 
atmospheric  effluents,  10222 

radioactivity  distribution  in  phosphate 
products,  by-products,  effluents,  and 
wastes,  01520 

renovation  of  secondary  effluent  for  reuse  as 
water  resource,  05716 

sampling  of  Scout  D  and  Delta  launch  vehicle 
exhausts,  10100 
Egan,  John  J.: 

relief,  10854 
Egg  processing  plants,  see  Eggs. 
Eggs: 

chemical  compounds  authorized  for  use  under 
USDA  meat,  poultry,  rabbit,  and  egg 
products  inspection  programs,  list,  01714 

designing  efficient  egg  products  processing 
plant,  00030 

egg  breaking  and  processing  waste  control  and 
treatment,  07580 

egg  research   and   consumer  information  pro- 
gram- 
report,  08806,  08808 

evaluation  of  2  shell  egg  marketing  systems, 
01663 

foreign  agriculture  circulars,  03941 

futures,  commitments  of  traders,  03585 

how  to  buy  eggs,  01660 
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indemnity  payments  to  poultry  and  egg  produ- 
cers and  processors  - 
hearing.  11050 
poultry  and  egg  situation  (periodical).  04.165 
poultry   producers   and   processors,    indemnity 
payments- 
report.  08809.  08963 
production,  etc..  monthly  report.  03763 
products,     liquid,     fro/en.     dried     production 

under  Federal  inspection.  03762 
relations   between   overstory   composition    and 

gypsy  moth  egg-mass  density.  09648 
research  and  consumer  information  - 

report.  05346 
viability  of  cooperatively  coordinated  egg  com- 
plex. 10397 
Egmont  Key  National  Wildlife  Refuge: 
establish  - 
law,  08716 
Egypt: 
agricultural    commodities,    agreement,    03160, 

03312.  13140 
background  notes.  01583 
early  warning  system,  agreement.  13145 
finance,   foreign   exchange  costs  of  commodi- 
ties     and      commodity-related      services, 
agreement,  03286 
investment  guaranties,  agreement,  03169 
mineral   industry.   Minerals   yearbook  chapter, 

06099 
principles  of  relations  and  cooperation,  agree- 
ment. 03205 
Suez    Canal,    clearance    of    mines    and    unex- 

ploded  ordnance,  agreement,  03180 
Suez  Canal,  salvage  or  removal  of  navigational 

hazards,  agreement.  03161 
trade    in    cotton    textiles,    agreement,    03141, 
03261 
Eigen  values,  see  Eigenfunction. 
Eigenfunction: 
search       for       most       unstable       scales       of 
disturbances    in    three-layer    atmospheric 
models    with    shear    and    static    stability, 
procedure  and  results,  06382 
Eindhoven,  Netherlands: 
Soviet  papers  presented  at  1-3  Sept.  1975  Eind- 
hoven   meeting   of   thermionic    conversion 
specialists,  USSR  study,  12600 
EIS/P&R  (emissions  inventory/permits  and  regis- 
tration subsystem),  see  Information  storage 
and  retrieval  systems. 
Ejectors: 
supersonic  ejector  nozzle  performance,  assess- 
ment of  analytical  procedure  for  predict- 
ing. 10141 
thrust   performance   of   isolated    36-chute   sup- 
pressor   plug    nozzles    with    and    without 
ejectors  at  Mach  numbers  from  0  to  0.45  , 
01350 
ElCentro,  Calif.: 

highway  accident  report,  13002 
El  Dorado  Micellar-Polymer  Demonstration 
Project: 
description,  07462 
El  Monte.  Calif.: 
railroad    accident    investigation    summary    re- 
port. 08356 
El  Paso  County,  Colo.: 
flood  plain  information.   Fountain  and  Jimmy 

Camp  Creeks.  09243 
floods.    Fountain    and    Jimmy    Camp    Creeks, 
09277 


El  Salvador: 

mineral   industry.    Minerals   yearbook   chapter, 

01302 
trade,  meat  imports,  agreement,  03325 
Elastic  strain,  see  Strains  and  stresses. 
Elasticity: 
elasto-chemical    theory    of    grain    boundaries. 

06432 
flutter  analysis  of  2  parallel  elastically  coupled 
flat  plates,  02982 
F.lastohydrodynamics,  see  Hydrodynamics 
Elderly  people,  see  Aged. 
Elections: 

Campaign    Finance   Director   nomination.   Dis- 
trict of  Columbia  - 
hearings,  07232 
contest  in  21st  Congressional  District  of  State 
of  Ohio- 
report.  06896 
deprivation    of    employment    on     account    of 

political  contribution.  11162 
disclosure  of  campaign  finances,  10782 
document    filing    by    Federal    candidates    and 

political  committees.  10797 
election  contest  in  1st  congressional  district  of 
Maine- 
report.  06895 
election  contest  in  3d  congressional  district  of 
Nebraska - 
report,  10995 
election   contest   in   10th  congressional   district 
of  Illinois - 
report,  06894 
election  contest   in  40th  congressional  district 
of  California - 
report,  10994 
election    of    officers    of    labor    organizations, 

05974 
employee       representation,       conducted       by 

NLRB,  reports.  04244 
Federal  election  campaign  laws,  05279 
Federal    election    campaign    laws    relating    to 
U.S.    House   of   Representatives,   print  as 
House  document- 
report,  10928 
Federal-State     election     law      survey,     05854, 

07624.  09729 
filing  of  election  reports- 
report,  00428,  10951 
filing   of   election    reports   and    statements   by 
candidates- 
proposal,  00351 
office   accounts   of   Federal  and   State   incum- 
bent officeholders,  10796 
President     Nixon's     campaign     organizations, 
background  memorandum - 
hearings.  07007 
public  financing  of  Federal  elections- 
report,  08945 
public    financing    of    Federal    elections    cam- 
paigns- 
report.  05027,  05376 
regulation   of   political   campaigns,    District   of 
Columbia  - 
hearings,  07233 
report    of    Office    of    Federal    Elections    of 
General  Accounting  Office  in  administer- 
ing Federal  election  campaign  act  of  1971, 
GAO  report.  07739 
voluntary  tax  methods  to  help  finance  political 

campaigns.  02801 
see  also  Contested  elections. 
Electrets: 

electrets  and   their  applications   in   contamina- 
tion studies,  08190 
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Electric  apparatus  and  appliances: 

boxes,  electrical  components,  Federal  item 
identification  guide,  07352 

electric  and  electronic  bases,  holders  and  sup- 
ports, Federal  item  identification  guide, 
00771 

electric  lighting  and  wiring  equipment,  census 
of  manufactures,  001 18 

electrical  cable,  cord,  wire,  and  assemblies, 
Federal  item  identification  guide,  11695 

electrical  control  equipment.  Federal  item 
identification  guide,  11794 

investigation  of  21  chemicals  with  respect  to 
explosion-proof  electrical  equipment, 
01821 

post,  electrical  mechanical  equipment.  Federal 
item  identification  guide,  07357 
Electric  arc: 

electric  submerged  arc  furnaces  for  production 
of  ferroalloys,  background  information  for 
standards  of  performance,  09327 
Electric  batteries: 

catalytic  oxidation  of  trace  levels  of  methane 
in  oxygen  in  tubular  reactor,  10159 

functioning  of  inorganic/organic  battery 
separators  in  silver-zinc  cells,  12809 

internal    voltage    control    of    hydrogen-oxygen 
fuel  cells,  feasibility  study,  06247 
Electric  cables: 

cable  and  chain  fittings,  Federal  item  identifi- 
cation guide,  1 1706 

cable  assemblies,  electrical  and  electronic, 
Federal  item  identification  guide,  11863 

cable    comparison    guide,    data    pertaining    to 
electric  shipboard  cable,  13022 
Electric  circuit  breakers: 

circuit  breaker,  Federal  item  identification 
guide,  02350 

fault  interrupting  tests  on  500-KV  SF6  gas  cir- 
cuit breaker  at  Grand  Coulee  consolidated 
230-KB  switchyard,  10277 
Electric  circuits,  see  Circuits. 
Electric  coils: 

windings,    Federal    item    identification    guide, 
00762,  11739 
Electric  conductivity: 

diffraction  of  electromagnetic  waves  on  con- 
ductive bodies  in  sea  water,  USSR  study, 
01207 

ground    conductivity,    estimated    effective    in 
United  States  (map),  09515-6,  12140 
Electric  conductors: 

surface-mounted  flat  conductor  cable  for  home 
wiring,  06214 

temperature  rise  of  flat  conductor  cable  in- 
stalled under  carpet,  06213 

testing  of  flat  conductor  cable  to  Underwriters 
Laboratory  standardd  UL719  and  UL83, 
06215 

see  also  Semiconductors. 
Electric  connectors,  see  Connectors  (electric). 
Electric  contactors: 

brush,  electrical  contact.  Federal  item  identifi- 
cation guide,  02348 
Electric  contacts: 

brush,  holder,  electrical  contact  brush,  Federal 
item  identification  guide,  11734 

contact  sets,  Federal  item  identification  guide, 
02374 

contact/clip,  electrical,  Federal  item  identifica- 
tion guide,  1 1733 

holder,  electrical  contact  brush,  Federal  item 
identification  guide,  00758,  1 1735 


isothermal   elastohydrodynamic    lubrication   of 
point       contacts,       ellipticity       parameter 
results,  12841 
Electric  controllers: 

electrical     control     equipment,     Federal     item 

identification  guide,  07369,  11794-5 
electrical    controls    for    Mini-Brayton    system, 
performance,  10114 
Electric  cord: 

electrical   cable,    cord,   wire,   and    assemblies, 

Federal  item  identification  guide,  11695 
extension   cords   and  wall  outlets,   fact  sheet, 
09081 
Electric  current  converters: 

critical  electrical  measurement  needs  and  stan- 
dards for  modern  electronic   instrumenta- 
tion, 06285 
Electric  currents: 

coal  processing  by  electrofluidics,  06648 
current  from  dilute  plasma  measured  through 

holes  in  insulators,  02990 
electric  current  abroad,  11914 
Electric  discharges: 

sample  preparation  of  metal  alloys  by  electric 
discharge  machining,  08146 
Electric  energy,  see  Electricity. 
Electric  engineering: 

peripheral  equipment  for  USSR  study,  01197 
USSR  and  East  Europe  abstracts,  04652 
Electric  engineers: 

employment  outlook,  12644 
Electric   equipment,  see  Electric  apparatus  and 

appliances. 
Electric  furnaces: 

electric  submerged  arc  furnaces  for  production 
of  ferroalloys,  background  information  for 
standards  of  performance,  09327 
Electric  fuses: 

fuses,    electrical,    Federal    item    identification 

guide,  11671 
fuses.  Federal  item  identification  guide,  07340 
Electric  generators: 

effects    of    transient    operating    conditions    on 

steam-electric  generator  emissions,  07556 
remote  sensing  study  of  electric  generating  sta- 
tion thermal  discharges  to  Barnegat  Bay 
and  Great  Egg  Harbor,  N.J.,  09464 
see  also  Electric  power  plants. 
Electric  heaters: 

electric  baseboard  heaters,  fact  sheet,  09109 
space  heaters  and  wood  and  coal  burning  heat- 
ing stoves,  fact  sheet,  09095 
Electric  heating: 

electric  heating  of  hotbeds,  10394 
Electric  heating  elements: 

heating    elements    electrical,    immersion,    and 
nonimmersion,  Federal  item  identification 
guide,  00734 
Electric  insulation,  see  Insulation. 
Electric  lamps: 

current  industrial  reports,  00171,  03650,  03684, 
03686 
Electric  lighting,  see  Electricity. 
Electric  lines: 

proposed    Hayden-Ault    345    KV    transmission 
line  and  Ault  substation,  Colorado  River 
storage  project,  final  environmental  state- 
ment, 05929 
Electric  measurements: 

critical  electrical  measurement  needs  and  stan- 
dards for  modern  electronic   instrumenta- 
tion, 06285 
pyroelectric  power  meter  for  measurement  of 
low  level  laser  radiation,  08209 
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electrical  and  electronic  properties  measuring 
and  testing  instruments.  Federal  item 
identification  guide.  11824 

electrical  measuring  and  test  instruments  in- 
dustry, review  and  analysis.  07444 

industrial  plant  equipment  handbook,  electrical 
and  electronic  properties,  measuring  and 
testing  instruments,  07334 

semiconductor  measurement  technology,  06280 

semiconductor        measurement        technology, 
BASIC    program    for    calculating    Dopant 
density    profiles   from   capacitance-voltage 
data,  12873 
Electric  meters: 

multimeters,  meters  electronic/electrical,  vari- 
ous. Federal  item  identification  guide. 
02369 

pyroelectric  power  meter  for  measurement  of 
low  level  laser  radiation.  08209 
Electric  motors: 

electric  motor  and  generator  repair,  06580 
Electric  plants,  see  Electric  power  plants. 
Electric  power,  see  Electricity. 
Electric  power  plants: 

evaluation  of  power  facilities,  reviewer's  hand- 
book, executive  summary,  09851 

facilities  operations  and  maintenance,  utilities, 
electrical  maintenance  and  operation  of 
electrical  plants  and  systems  ,  02702 

gas  turbine  electric  utility  power  plants,  ex- 
haust emissions,  12078 

geologic  reconnaissance  of  proposed  powersite 
on  Maksoutof  River  near  Sitka,  southeast- 
ern Alaska,  07826 

greater  coal  utilization  as  substitute  for  fossil 
fuels- 
hearings,  00681 

method  for  optimizing  and  evaluating  indirect 
dry-type  cooling  systems  for  large  steam- 
electric  generating  plants,  07485 

phasing  out  of  natural  gas  and  oil  for  electric 
power  generation,  12200 

powerplant  occupations,  employment  outlook, 
10028 

proposed  Kaiparowits  project,  draft  environ- 
mental impact  statement,  07859 

pumped-storage  potential  of         Pacific 

Northwest,  10242 

remote  sensing  study  of  steam-electric  power 
plant  thermal  discharges  to  Lake  Erie,  and 
Detroit  and  St.  Clair  Rivers,  Ohio  and 
Mich..  12080 

report  on  improving  productivity  of  electric 
powerplants,  07649 

staff  report  on  monthly  report  of  cost  and 
quality  of  fuels  for  steam-electric  plant, 
04536 

steam-electric  plant  air  and  water  quality  con- 
trol data,  02545 

steam-electric  plant  construction  cost  and  an- 
nual production  expenses,  12167 

water  resources  appraisal  for  hydroelectric 
licensing,  Carpenter  and  Remmel 
Developments,  project  271,  owned  by  Ar- 
kansas Power  and  Light  Co.,  Quachita 
Oliver,  Ark.,  evaluation  report,  09555 

water  resources  appraisal  for  hydroelectric 
licensing,  Flint  River  Development,  pro- 
ject 1218,  owned  by  Georgia  Power  Co., 
evaluation  report,  09556 

water  resources  appraisal  for  hydroelectric 
licensing,  Mottville  Development,  project 
401,  owned   by   Michigan   Power  Co.,   St. 


Joseph   River.   Mich,   and   Ind..  evaluation 
report,  09557 

waterworks  of  thermal  electric  power  stations, 
USSR  study,  02818 
Electric  ranges,  see  Stoves. 
Electric  Reliability  Council  of  Texas: 

phasing  out  of  natural  gas  and  oil  for  electric 
power  generation,  12200 
Electric  resistance: 

detection  and  delineation  of  faults  by  surface 
resistivity  measurements,  Conda  mine, 
08091 

electrical  resistivity  of  some  palladium-silver 
alloys  containing  hydrogen  at  4.2K,  10154 

improved  electrical  resistivity  field  system  for 
shallow  earth  measurements,  06131 

radiowave  resistivity  measurements  in 
northern  Maine  for  identifying  bedrock 
type,  07522 

resistance     of     a     gamma-gamma     pnme-delta 
directionally    solidified    eutectic    alloy    to 
recrystallization,  02954 
Electric  resistors: 

miscellaneous  capacitors,  resistors,  and  at- 
tenuators. Federal  item  identification 
guide,  11793 

resistor,  thermal.  Federal  item  identification 
guide,  02357 

resistors,  fixed  and  adjustable,  Federal  item 
identification  guide,  11661 

resistors,   variable.   Federal  item   identification 
guide,  09142,  11662-4 
Electric  saws: 

power  saws  excluding  chain  saws,  fact  sheet, 
09074 
Electric  shock: 

trouble  light  shock  hazard,  fact  sheet.  09113 

TV  fire  and  shock  hazards,  fact  sheet,  09077 
Electric  sign  servicemen,  see  Electricians. 
Electric  substations: 

review   of  Consolidated  Edison  Company  1972 
summer  power  supply  problems  and  twen- 
ty-year expansion  plans,  12203 
Electric  switches,  see  Electric  switchgear-Lights 

and  lighting. 
Electric  switchgear: 

fault  interrupting  tests  on  500-KV  SF6  gas  cir- 
cuit breaker  at  Grand  Coulee  consolidated 
230-KV  switchyard,  10277 

light-switch  assembly,  Federal  item  identifica- 
tion guide,  02375,  11753 

switch,  nonrotary,  Federal  item  identification 
guide,  02352 

switch,  sensing,  Federal  item  identification 
guide,  11674-5 

switches,  RF  transmission  line  and  waveguide. 
Federal  item  identification  guide,  07351, 
11720 

transients  generated  by  345-KV  disconnect 
switches,  Grand         Island         substa- 

tion,Nebraska,  06461 
Electric  testing: 

electrical    measuring   and    test   instruments    in- 
dustry, review  and  analysis,  07444 
Electric  utilities: 

contingency  planning  of  utilities,  staff  report, 
05799 

electric  utility  automatic  fuel  adjustment 
clauses,  06993 

financial  problems- 
hearings,  02285 

industry  wage  survey,  05990 

opportunities  and  incentives  for  electric  utility 
load  management,  02508 
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proceedings  of  conference  on  challenge  of 
load  management,  07631 

productivity  in  private  electric  utility  industry, 
12202 

rate  and  fuel  adjustment  clause  increases, 
02276 

survey  of  Federal  and  electric  utility  procure- 
ments of  power  equipment,  GAO  report, 
07736 

use  of  solid  waste  as  fuel  by  investor-owned 
electric  utility  companies,  07593 
Electric  vehicles: 

Electric    vehicle    research,    development,    and 
demonstration  act- 
report,  01966,  10940 
Electric  wire  and  wiring: 

electric  lighting  and  wiring  equipment,  census 
of  manufactures,  001 18 

electrical  cable,  cord,  wire,  and  assemblies, 
Federal  item  identification  guide,  11695 

electrical  connections  in  residential  branch  cir- 
cuit wiring,  analysis  of  current  technolo- 
gy, 06265 

insulated  wire  and  cable,  current  industrial  re- 
ports, 00162 

surface-mounted  flat  conductor  cable  for  home 
wiring,  06214 
Electrical  accessories  and  appliances: 

boxes,    electrical    components,    Federal    item 
identification  guide,  00752 
Electrical  cables: 

electrical   cable,   cord,   wire,   and   assemblies, 
Federal  item  identification  guide,  11695 
Electrical  resistance: 

thermal  conductivity  and  electrical  resistivity, 
standard  reference  materials,  06279 
Electricians'. 

employment  outlook,  construction,  09986 

employment  outlook,  electric  sign  servicemen, 
10002 

employment  outlook,  maintenance  electricians, 
10052 
Electricity: 

all  electric  homes  in  United  States,  annual 
bills,  05797 

all  electric  homes  in  United  States,  annual 
bills,  cities  of  50,000  and  more,  09559 

annual  meeting  guide  for  rural  electric  and 
telephone  cooperatives,  08351 

concentration  by  competing  raw  fuel  industries 
in  energy  market  and  its  impact  on  small 
businesses,  report- 
print  additional  copies,  report,  08779 

Consolidated  Edison  Company  1972  summer 
power  supply  problems  and  twenty-year 
expansion  plans,  review,  12203 

dielectric  constants  and  dissipation  of  simu- 
lated lunar  rocks,  06127 

electric  and  gas  utility  rate  and  fuel  adjustment 
clause  increases,  02276 

electric  lighting  fixtures,  current  industrial  re- 
ports, 08642 

electric  power,  05797 

electric  power  industry,  powerplant  occupa- 
tions, transmission  and  distribution  occu- 
pations, customer  service  occupations  , 
10028 

electric  power  statistics,  03764 

Electrical  energy  conservation  act- 
hearings,  07224 

environmental  impact  of  electrical  power 
generation,  nuclear  and  fossil,  07483 

fuel  and  electrical  standards,  06654 


fuels  and  electric  energy  consumed,  census  of 
manufactures,  06594 

hydro-thermal  power  program,  Pacific 
Northwest,  regional  approach  to  meeting 
electric  power  requirements,  GAO  report, 
09757 

in  situ  combustion  of  coal  for  energy,  08106 

materials  acceptable  for  use  on  systems  of 
REA  electrification  borrowers,  list,  01531 

national  electric  rate  book,  01011-8,  02546-9, 
04253,  07674-6,  12169-96 

national  power  survey,  financial  outlook  for 
electric  power  industry,  09562 

Rural  electrification  act,  amend- 
law,  01859 
report,  00632 

rural   electrification   guaranteed   loan   program 
amendments - 
report,  08807 

rural,  materials  acceptable  for  use  on  systems 
of  REA  borrowers,  list,  04168 

sales  of  firm  electric  power  for  resale,  02544 

sales  statistics,  TVA  retail  distribution,  03765 

spacecraft  high-voltage  power  supply  construc- 
tion, 06241 

specifications  and  drawings  for  underground 
electric  distribution,  03106 

teacher's  guide,  environmental  impact  of  elec- 
trical power  generation,  nuclear  and  fos- 
sil, 07484 

Tennessee  Valley  Authority  power  annual  re- 
port, 01604 

typical  electric  bills,  12166 

water  resources  appraisal  for  hydroelectric 
licensing,  Carpenter  and  Remmel 
Developments,  project  271,  owned  by  Ar- 
kansas Power  and  Light  Company, 
Quachita  River,  Ark.,  09555 

water  resources  appraisal  for  hydroelectric 
licensing,  Clackamas  River  basin,  ap- 
praisal report,  09551 

water  resources  appraisal  for  hydroelectric 
licensing,  Clarion  River  basin,  Pa.,  ap- 
praisal report,  09552 

water  resources  appraisal  for  hydroelectric 
licensing,  Flint  River  Development,  pro- 
ject 1218,  owned  by  Georgia  Power  Co., 
Flint  River,  Ga.,  evaluation  report,  09556 

water  resources  appraisal  for  hydroelectric 
licensing,  Mottville  Development,  project 
401,  owned  by  Michigan  Power  Co.,  St. 
Joseph  River,  Mich,  and  Ind.,  evaluation 
report,  09557 

water    resources    appraisal    for    hydroelectric 
licensing,  upper  San  Joaquin  River  basin, 
Calif.,  appraisal  report,  09553 
Electro  Motive  Corp.: 

film  and  mica  capacitors,  workers  of  Electro 
Motive     Corp.,     Florence,     S.C.,     Tariff 
Commission  report,  10336 
Electrochemical  analysis: 

evaluation  of  electrochemical  nitrogen  dioxide 
analyzer,  07460 

specific    conductance    identifies    perched    and 
ground  water  lakes,  02632 
Electrochemistry: 

copper  cementation  in  revolving-drum  reactor, 
kinetic  study,  12735 

electrochemical  kinetics  of  reaction  of  titanium 
metal  with  titanium  subchlorides  in  molten 
sodium  chloride,  10082 

inorganic-organic  separator  for  electrochemical 
cells,  structure  and  function,  12788 
Electrodes: 

mixed  oxides  for  fuel  cell  electrodes,  12046 
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thermionic    performance   of   cesium    diminiode 
with   relatively    impure    110-tungsten   elec- 
trodes. 10103 
Electrodialysis,  see  Dialysis. 
Electroencephalogram: 
visual  evoked  responses  and  EEGs  for  divers 
breathing  hyperbaric  air,  assessment  of  in- 
dividual differences,  08002 
Electroencephalography : 
effect  of  simulated  sonic  boom   rise  time  and 
overpressure    on    electroencephalographic 
waveforms    and    disturbance    judgements, 
10326 
Electroforming: 
production   suitability   of   electroform   conduc- 
tive    wax     process    for    manufacture    of 
fluidic  systems,  06587 
Electrojets: 
auroral    electrojet    magnetic     activity     indices 

AE(ll)  for  1971,  C9322 
auroral  electrojet  magnetic  activity  indices  AE 
(11)  for  1973,  00891 
Electrokinetic  potential,  see  Zeta  potential. 
Electrolysis: 
lead    dioxide-plated    titanium    anode    for    elec- 
trowinning    metals    from    acid    solutions, 
12747 
lead  recovery  from  galena  by  leach  electrolysis 
procedure,  10080 
Electrolytes: 
electrolytic  treatment  of  job  shop  metal  finish- 
ing wastewater,  00920 
Electrolytic  cells: 

functioning       of       inorganic/organic       battery 
separators  in  silver-zinc  cells,  12809 
Electrolytic  iron,  see  Iron. 
Electromagnetic  compatibility: 
requirements    for   ordance    systems,    proposed 
naval  weapons  specifications,  10240 
Electromagnetic  fields: 
clinical  aspects  of  effect  of  metric  range  elec- 
tromagnetic fields.  USSR  study,  07905 
use     of     artificial     electromagnetic     fields     in 
medicine,  USSR  study,  07888 
Electromagnetic  measurements: 
electromagnetic   metrology,  current  awareness 
service,     abstracts     of     selected     articles, 
03766 
Electromagnetic  radiation: 
diffraction   of  electromagnetic   waves  on   con- 
ductive bodies  in  sea  water,  USSR  study, 
01207 
effect  of  lower  ionosphere  on  propagation  of 
waves  from  ELF/VLF  source  in  magneto- 
sphere,  06436 
effects  of  non-ionizing  electromagnetic   radia- 
tion. USSR  study,  07915 
lectromagnetic  spectrum,  see  Spectra, 
lectromagnetic      waves,     see     Electromagnetic 

radiation, 
lectromagnetics: 
electromagnetic    noise    in    Robena    no.    4    coal 

mine.  03006 
lectromagnetism: 

test  plan  and  preliminary  report  of  airborne 
electromagnetic  environment  survey  over 
U.S.A.  urban  areas  0.4  to  18.0  GHz  . 
08125 
electrometallurgy : 
lead-zinc  extraction  from  concentrates  by  elec- 
trolytic oxidation,  12730 


Electromotive  force: 

free  energies  of  formation  of  ferrous  and  fer 
ric  fluoride   by  electromotive   force   mea- 
surements, 12733 
Electron  microscopes: 

scanning    electron    microscope    evaluation    of 
fabric      in      impact-compacted      kaolinite. 
05671 
Electron  tubes: 

electronic    receiving    tubes    and    mounts,    wor- 
kers o.'  Woodbridge,  N.  J.,  plant  of  RCA 
Corps,  Tariff  Commission,  report,  10335 
Electronic  apparatus  and  appliances: 

socket,  plug-in  electronic  components.  Federal 
item  identification  guide,  00737 
Electronic  calculators,  see  Calculating  machines. 
Electronic  circuits,  see  Circuits. 
Electronic    computer    operators,    see    Computer 

operators. 
Electronic  computers: 

Agriculture     Department     proposed    computer 
acquisition  - 
hearings,  07195 

analog  model  study  of  ground-water  basin  of 
upper  Coachella  Valley,  Calif.,  12372 

applications  of  computer  graphics  in  engineer- 
ing, conference.  08129 

Army  procurement  of  computer  systems- 
hearings,  06952 

basic  routes  of  development  of  control  com- 
puter technology,  computers  of  3d  and  4th 
generations.  USSR  study,  12605 

benchmarking  and  workload  definition, 
selected  bibliography  with  abstracts,  01380 

collection,  preparation,  translation  and  com- 
puter reduction  system  of  digital  hydrolog- 
ic  data,  08515 

comparison  of  techniques  for  approximating 
ocean  bottom  topography  in  wave-refrac- 
tion computer  model,  02972 

computer  assisted  area  source  emissions 
gridding  procedure  (CAASE),  09338 

computer  display  channel  or  9020E  computer 
simulator  interface  device,  13177 

computer  simulation  of  aircraft-based  dif- 
ferential absorption  and  scattering  system 
for  retrieval  of  S02  vertical  profiles, 
08162 

computer  system  capacity  fundamentals,  01383 

computer  technology  in  industry,  USSR  study, 
07907 

computer  technology  in  transport  services, 
USSR  study,  12604 

computer-aided  environmental  impact  analysis 
for  construction  activities,  user  manual, 
05614 

computer-assisted  testing,  calibration  and 
evaluation  of  verbal  ability  bank,  10601 

computer-based  displays  as  aids  in  production 
of  Army  tactical  intelligence,  01738 

computer-based  information  resources  for 
House  of  Representatives,  06962 

controller/computer  interface  with  air-ground 
data  link,  13167-8 

design  of  computer-controlled,  random-access 
slide  projector  interface,  00056 

developing  mathematical  and  physical- 
technological  bases  for  automation  of 
design  and  manufacture  of  computers  and 
their  components,  USSR  study.  07920 

development  and  utilization  of  data  acquisi- 
tion, computing,  and  processing  systems 
at  Morgantown  Energy  Research  Center  , 
07500 
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digital  program  for  solving  linear  stochastic 
optimal  control  and  estimation  problem, 
06228 

effective  use  of  computing  technology  in  vote- 
tallying,  06288 

environmental  data  base  development  process 
for  ASUPT  CIG  system,  01691 

finite  elastroplatic  deformation,  FIPDEF  and 
FIPAX  programs  for  CDC  6600,  user's 
guide  for  analysis,  10101 

House     Appropriations     Committee,     provide 
computer  service - 
report,  10952 

matrix  form  of  computing  and  programming 
problems  in  structural  mechanics  on  com- 
puters, USSR  study,  12602 

minicomputer  application  in  laser  atmospheric 
experiments,  04772 

NBS  computer  user's  guide,  06273 

peripheral  equipment  for  USSR  study,  01197 

privacy,  collection,  use,  and  computerization 
of  personal  data- 
hearings,  1 155  3 
report,  02280 

real-time  computer  data  system  for  40-  by  80- 
foot  wind  tunnel  facility  at  Ames 
Research  Center,  06248 

technical  and  economic  analysis  of  trends  to 
develop  large  computers,  USSR  study, 
07899 

third  generation  computer  exhibit,  USSR 
study,  07912 

USSR  and  East  Europe  scientific  abstracts, 
04651 

vectorization  on  STAR  computer  of  several 
numerical  methods  for  fluid  flow  problem, 
10128 

see  also  Cybernetics. 
Electronic  data  processing  systems: 

ADP  training  course  catalog,  12516 

approaches  to  privacy  and  security  in  com- 
puter systems,  12874 

automated  aids  to  on-line  tactical  data  im- 
putting,  01740 

automatic  data  system  for  vibration  modal  tun- 
ing and  evaluation,  06240 

basic  routes  of  development  of  control  com- 
puter technology,  computers  of  3d  and  4th 
generations,  USSR  study,  12605 

CAMAC  serial  system  organization,  descrip- 
tion, 00100 

collection,  preparation,  translation  and  com- 
puter reduction  system  of  digital  hydrolog- 
ic  data,  08515 

collection,    use,    and   computerization   of   per- 
sonal data- 
hearings,  02283 

Defense  integrated  data  system  (DIDS) 
procedures  manual,  05573-4,  07330-3, 
11656-7 

detection  of  small  aircraft  by  terminal  radar 
processor,  10323 

digital  computer  basics,  rate  training  manual, 
13009 

digital  simulation  facility/system  support  facili- 
ty interface  tests,  10316 

digital-simulation  and  projection  of  water-level 
declines  in  basalt  aquifers,  09842 

effective  use  of  computer  technology  in  vote- 
tallying,  06288 

Federal  information  processing  standards 
publications,  FIPS  pub.,  01374,  06268-9 

first  thoughts  regarding  data  processing  for 
SMS/GOES  magnetometer,  05879 


geographic  base  (DIME)  file  system,  forward 
look,  conference  proceedings,  00143 

improved  planning,  must  before  department- 
wide  automatic  data  processing  system  is 
acquired  for  Department  of  Agriculture, 
GAO  report,  09748 

improvement  needed  in  documenting  computer 
systems,  GAO  report,  09743 

inventory  of  automatic  data  processing  equip- 
ment in  United  States  government,  01770- 
1 

multiyear  leasing  of  automatic  data  processing 
equipment- 
report,  05362 

need  to  consolidate  responsibility  for  auto- 
matic digital  network  terminals,  GAO  re- 
port, 09776 

opportunities  in  data  processing,  examination 
announcement,  00213 

problems  and  progress  of  U.S.  Army  Materiel 
Command's  automated  data  processing 
service  center  concept,  GAO  report, 
12352 

semiconductor  measurement  technology, 
BASIC  program  for  calculating  Dopant 
density  profiles  from  capacitance-voltage 
data,  12873 

six  data  base  management  system,  feature 
analysis  and  user  experiences,  01385 

software  summary  for  describing  computer 
programs  and  automated  data  systems, 
06269 

training  and  education  programs  in  automatic 
data  processing,  ADP,  01813 

use  of  international  system  of  units  (SI)  in 
Federal  information  processing  standards 
publications,  guide,  06268 

wind  errors  encountered  during  automatic 
processing  of  IFYGL  loran-C  data, 
preliminary  report,  12963 

see  also  Computer  programs/programming-In- 
formation  storage  and  retrieval  systems. 
Electronic  equipment: 

electric  and  electronic  bases,  holders  and  sup- 
ports, Federal  item  identification  guide, 
00771 

failure  analysis  of  electronic  parts,  laboratory 
methods,  06198 

final  report  of  joint  logistics  commanders  elec- 
tronic systems  reliability  workshop,  11869 

financial    institutions    use    of   electronic    fund 
transfer,  restrict  to  banking  premises - 
hearings,  05446 

peripheral  equipment  for  USSR  study,  01197 

principles  of  theory  of  radio  electronic 
systems  of  marine  objects,  USSR  study, 
12592 

shielding     gasket,     electronic,     Federal     item 
identification  guide,  00772 
Electronic  Fund  Transfers  Commission: 

Chairman,  nomination  of  William  B.  Widnall- 
hearings,  02252 
Electronic  measuring  instruments: 

critical  electrical  measurement  needs  and  stan- 
dards for  modern  electronic  instrumenta- 
tion, 06285 

electrical  and  electronic  properties  measuring 
and  testing  instruments,  Federal  item 
identification  guide,  11824 

industrial  plant  equipment  handbook,  electrical 
and  electronic  properties,  measuring  and 
testing  instruments,  07334 
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Electronic  switches: 

FAA   electronic   voice   switching   system   con- 
tract - 
hearings,  1 1 107 
Federal     Aviation     Administration's     procure- 
ment     of      electronic      voice      switching 
system  - 
report,  00423 
Electronics: 
communications-electronics    activities,    USAF 
ground     communications-electronics     pro- 
gram implementation  management,  06557 
communications-electronics,      USAF      ground 
communications-electronics  program 

management,  06556 
Gimelli    system    of   multi-track    voice    writing, 
evaluation       of      new       court      reporting 
technique.  05956 
global  market  survey,  electronic  components, 

05942 
impact  of  electronics  on  U.S.  calculator  indus- 
try, 02411 
industrial  plant  equipment  handbook,  electrical 
and  electronic   properties,   measuring   and 
testing  instruments,  07334 
selected  electronic  and  associated  products,  in- 
cluding telephone  and  telegraph  apparatus, 
10558 
USSR  and  East  Europe  abstracts,  04652 
Electrons: 
effects     of     1-     and     2-MeV      electrons     on 

photomultiplier  tubes,  08179 
electrophysical  considerations  of  activation  of 

sphalerite  for  flotation.  12744 
selected      specific      rates      of      reactions      of 
transients  from  water  in  aqueous  solution, 
06290 
Electrooptics: 
airborne     electro-optical     sensor     simulation, 

00060 
electro-optical     deflection     measuring    device, 
03011 
Electrophoresis: 
electrophoretic  and  filtration  studies  of  Florida 

phosphate  slime,  12727 
electrophoretic    separation   method  to   remove 
pyritic  sulfur  from  coal,  evaluation,  10092 
isozyme  resolution  by  starch  gel  electrophore- 
sis, analyzing  genetic  diversity  in  conifers, 
09686 
Electroplaters: 

employment  outlook,  09939 
Electrostatic  precipitators: 
control  of  reclamation  (sinter)  plant  emissions 

using  electrostatic  precipitators,  12044 
particulate  collection  efficiency  measurements 
on  3  electrostatic  precipitators,  02459 
Electrotechnology: 

weekly  Government  abstracts,  04699 
Electrowinning,  see  Electrolysis. 
Element  (chemical),  see  Chemical  elements. 
Elementary  education: 
basic  skills,  ESEA  Title  3  projects  in  nation's 

schools,  03097 
Elementary     and     secondary     education     act, 
amend - 
report,  07083 
preprimary  enrollment,  08215 
Elementary  schools: 
aerospace     activities     in     elementary     school, 

02493 
public  schools,  enrollment  and  staff- 
by  racial/ethnic  group/directory,  09844 
statistics     of     local     public     school     systems, 
finance,  11948 


statistics  of  public  elementary  and  secondary 

day  schools,  07451 
teachers,  employment  outlook,  09972 
Elements,  see  Chemical  elements. 
Elevations,  see  Altitudes. 

Elevator  constructors,  see  Mechanics  (persons). 
ELF  (extremely  low  frequency),  see  Frequency 

band. 
Elim,  Alaska: 

its  resources  and  development  potential,  12500 
Elkhart,  Kans.: 

release  of  restrictions  on  Government  proper- 
ty- 
report,  11017 
Ellice  Islands: 

gazetteer  official  standard  names,  01108 
Elliott,  Maria  S.  M.: 

relief,  10858 
Ellis   unit,   see    Pick-Sloan    Missouri    Basin    pro- 
gram. 
Ellsberg,  Daniel  J.: 

alleged    involvement    of    Central    Intelligence 
Agency  in  Ellsberg  matters- 
hearings,  11061 
Ellsworth,  Robert: 
nomination - 
hearings,  1 1484 
Elm  spanworms,  see  Spanworms. 
Elwood,  N.J.: 

common  digitizer  (FYQ-47)  radio  frequency  in- 
terference   measurements    at    long    range 
radar  site,  13150 
Ely,  John  Hart: 
nomination - 
hearings,  07230 
Embargo: 

U.S.  oil  companies  and  Arab  oil  embargo,  in- 
ternational  allocation   of  constricted   sup- 
plies, 09045 
U.S.  trade  embargo  of  Vietnam,  church  views, 
11135 
Embolism: 

prophylactic  therapy  of  deep  vein  thrombosis 
and    pulmonary    embolism,     proceedings, 
08235 
Embrittlement,  see  Fracture  of  metals. 
Emergencies,  see  Accidents-Disasters. 
Emergency  Loan  Guarantee  Board: 

annual  report,  02422,  07453 
Emigration,  see  Immigration  and  emigration. 
Emission: 

air    pollutant    emissions    from    burning    sugar 
cane  and  pineapple  residues  from  Hawaii, 
00892 
air  quality  and  stationary  source  emission  con- 
trol- 
report.  05548 
ambient    temperature    and    vehicle    emissions, 

07539 
application    of    HIWAY     model    for    indirect 

source  analysis,  00893 
atmospheric  emissions  from  petrochemical  in- 
dustry, survey,  09483 
background    document    for    noise    regulations, 

05679 
coke  oven  charging  emission  control  test  pro- 
gram, 00931 
comparison    of    4    methodologies    to    project 
emissions  for  St.  Louis  metropolitan  area, 
07541 
compilation  of  air  pollutant  emission   factors, 

09459.  12076 
comprehensive    data    handling    system,    emis- 
sions   inventory/permits    and    registration 


Do  not  order  from  index;  see  indicated  entrv 


Page  1-315 


Subject  Index 


Emission -Con. 

subsystem   (EIS/P&R)  program  documen- 
tation users  guide,  05681 

computer  assisted  area  source  emissions 
gridding  procedure  (CAASE),  09338 

computer  code  for  calculating  doses,  popula- 
tion doses,  and  ground  depositions  due  to 
atmospheric  emissions  of  radionuclides, 
12002 

control  of  hydrocarbon  emissions  from 
petroleum  liquids,  00924 

control  of  reclamation  (sinter)  plant  emissions 
using  electrostatic  precipitators,  12044 

control  technology  assessment  of  heavy  duty 
vehicle  engines,  09368 

cost-effectiveness  of  uniform  national  sulfur 
emissions  tax,  05752 

cotton-gin  emissions,  some  characteristic  pro- 
perties, 08537 

effect  of  fuel  sulfur  on  NOx  emissions  from 
premixed  flames,  07568 

effects  of  transient  operating  conditions  on 
steam-electric  generator  emissions,  07556 

emission  density  and  allocation  procedures  for 
maintaining  air  quality,  12016 

emissions  control  of  engine  systems,  con- 
sultant report,  05682 

emissions  from  diesel  and  stratified  charge 
powered  cars,  02456 

evaluation  of  instrumentation  for  monitoring 
total  mercury  emissions  from  stationary 
sources,  00929 

evidence  of  beam  pattern  concept  of  subsonic 
jet  noise  emission,  12833 

field  testing,  application  of  combustion  modifi- 
cations to  control  NOx  emissions  from 
utility  boilers,  09387 

fine  particulate  emission  inventory  and  control 
survey,  09425 

fluoride  emissions  from  phosphoric  acid  plant 
gypsum  ponds,  05707 

hazardous  emission  characterization  of  utility 
boilers,  12055 

manufacturability  and  costs  of  proposed  low- 
emissions  automotive  engine  systems, 
consultant  report,  12004 

measurement  of  opacity  and  mass  concentra- 
tion of  particulate  emissions  by  transmis- 
sometry,  05710 

national  emissions  report,  09450,  12072 

particulate  emissions,  process  modifications 
for  control  from  stationary  combustion, 
incineration,  and  metals,  09390 

potentially  hazardous  emissions  from  extrac- 
tion and  processing  of  coal  and  oil,  09398 

proof  testing  of  porcelain  insulators  and  appli- 
cation of  acoustic  emission,  10189 

reduced  use  of  lead  in  gasoline  on  vehicle 
emissions  and  photochemical  reactivity, 
effects,  12015 

reference  method  for  determination  of  carbon 
monoxide  emissions  from  stationary 
sources,  collaborative  study  of  method  10, 
05698 

smoke  emission  by  aircraft  interior  materials, 
physio-chemical  study,  10314 

standards  based  on  particle  size,  feasibility, 
05751 

study  of  emissions  from  1967-74  light-duty 
vehicles  in  Denver,  Houston,  and  Detroit, 
00959 

study  of  polynuclear  aromatic  hydrocarbon 
emissions  from  heavy  duty  diesel  engines, 
02478 


study  of  sector  spectrophotometer  and  auroral 
0  +  QP-2D)  emissions,  12836 

system  study  and  evaluation  of  air  pollutant 
emissions,  00965 

testing  of  molecular  sieve  used  to  control  mer- 
cury emission  from  chlor-alkali  plant, 
05715 

vinyl  chloride  emissions  in  Long  Beach  area, 
Calif.,  evaluation,  09420 

weighted  sensitivity  analysis  of  emissions  data, 
09492 
Emissivity,  see  Radiation. 
Emittance,  see  Emission. 
Employee  benefit  plans: 

Employee    retirement    income    security    act, 
amend - 
report,  01997 

Employee  security  benefit  act- 
text  of  bill,  07289 

Federal  employees  health  benefits  program, 
enrollment  and  utilization  of  health  ser- 
vices, 04853 

higher  education,  salaries  and  fringe  benefits, 
01390 

HUD,  urban  renewal  handbook,  09858 

position  classification,  pay  and  employee 
benefits,  bibliography,  01804 

wages  and  benefits  of  municipal  government 
workers  in  city  of  Newark,  06024 

wages  and  benefits  of  municipal  government 
workers  in  Jersey  City,  N.J.,  06026 

wages  and  benefits  of  New  York  City  mu- 
nicipal government  workers,  06025 

see  also  Civil  service  pensions. 
Employee  development  needs: 

managing  employee  development,  step-by-step 
approach,  10595 
Employee  training: 

administration  of  training,  bibliography,  06644 

Federal  trainer,  03895 

managing  employee  development,  step-by-step 
approach,  10595 
Employees: 

conventions  1974,  national  and  international 
unions,  State  labor  associations,  profes- 
sional associations,  State  employee  as- 
sociations, 12670 

demographic  characteristics  of  nonsupervisory 
employees  in  work  clothing  industry, 
00850 

diplomatic  missions,  list,  03767 

effectiveness  of  financial  disclosure  system  for 
employees  of  U.S.  Geological  Survey, 
GAO  report,  07744 

employee  and  OSHA,  06446 

employee  assistance  program  for  alcoholism 
and  drug  control,  supervisor's  guide, 
01639 

employee-management  agreement,  American 
Federation  of  Government  Employees  and 
9th  Headquarters  9th  Infantry  Division 
and  Fort  Lewis,  Fort  Lewis,  Wash.,  08599 

fiduciary  standards,  Employee  retirement  in- 
come security  act,  07937 

holiday  administration  overseas,  improvement 
needed  to  achieve  more  equitable  treat- 
ment of  employees,  GAO  report,  07761 

improvements  needed  in  Federal  Maritime 
Commission's  financial  disclosure  system 
for  employees,  GAO  report,  01092 

mandatory  tax  withholding  recommended  for 
agricultural  employees,  GAO  report, 
07751 

reporting  and  disclosure,  Employee  retirement 
income  security  act  of  1974,  01234 
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State   and   local   employees   political   participa- 
tion, 10599 
withholding     taxes     from     your     employees' 

wages,  02802 
see  also  Employee  benefit   plans-Government 
officials      and      employees- Railroad      ac- 
cidents-Railroad employees. 
Employees  pensions,  see  Pensions. 
Employees'  Compensation  Appeals  Board: 

decisions,  11950 
Employer-employee  relations,  see  Industrial  rela- 
tions. 
Employer's  liability  and  workmen's 
compensation: 
for   supervisors,   1974   amendments   to   Federal 
employees'  compensation  act,  01625 
Employers: 

affirmative     action     and     equal     employment, 

guidebook  for  employers,  02484 
double  up,  America,  car  pool  kit,  ride-sharing 

information  for  employers,  05785 
how  to  pool  it,  ride  sharing  manual  for  em- 
ployers, 05789 
techniques  for  obtaining  working  traits  require- 
ments from  employers,  12689 
what    every    employer    needs    to    know    about 

OSHA  recordkeeping,  07986 
worker  protection  must  be  insured  when  em- 
ployers    request     permission     to     deviate 
from    safety    and    health    standards,   GAO 
report,  07795 
Employers  liability  and  workmen's 
compensation: 
Federal  employees  compensation  act,  amend - 
text  of  bill.  07292 
Employment: 
act  of  1946,   30th  anniversary   review,  06748, 

10686 
act  of  1946,  as  amended,  with  related  laws,  an- 
notated, and  rules,  04914 
Age  discrimination  in  employment  act  of  1967, 

as  amended,  03374 
alternative  futures  for  nonmetropolitan  popula- 
tion,   income,    employment,    and    capital, 
00017 
annotated    guide    to    Williams-Steiger    occupa- 
tional safety  and  health  act  of  1970,  01497 
area  trends  in  employment  and  unemployment, 

03446 
Canadian  job  creation   model   and  its  applica- 
bility to  United  States,  10686 
census    of    governments,    public    employment, 

00108 
CETA  coordination  with  WIN,  06049 
CETA  technical  assistance  document,  11951 
city  employment,  04834 

Comprehensive  employment  and  training  act, 
amend  - 
report,  05076,  10905 
Comprehensive   employment  and  training  act, 
oversight  - 
hearings,  06941 
Comprehensive   employment  and  training  act, 

review  and  oversight,  12633 
deprivation     of    employment    on    account    of 
political  contribution  - 
hearings,  1 1 162 
economic    policy    and    inflation,    development 
from  enactment  of  Employment  act,  1946- 
74,  04919 
Emergency        employment        act,        program 

guidelines.  06052 
emergency  employment  appropriations,  1975- 
hearings,  05123,05433 


emergency  employment  appropriations,  1975- 

report,  06789 
emergency  employment,  appropriations,  1975- 

veto  message,  01945 
Emergency  jobs  and  unemployment  assistance 
act- 
report,  05076,  10905 
Emergency     rail     transportation     improvement 
and  employment  act- 
report,  00560,  10948 
employment  and  earnings  (periodical),  03768 
employment    and    earnings,    States    and   areas, 

1939-74,  12636 
employment   and    earnings.   States   and   areas, 

1939-72,  12635 
employment  and  wages,  03769 
employment    in    agricultural    and    agribusiness 

occupations.  02418,  07448,  09201 
employment     in     perspective,     unemployment 

among  household  heads,  06028 
employment  opportunities  in  IRS  for  Spanish- 
speaking  Americans,  02736 
employment  service,  01266 
employment  services  to  veterans,  06053 
employment  situation,  monthly  release,  03770 
evaluation    of    employment    opportunities    for 

newly  licensed  nurses,  12460 
expenditure  and  employment  data  for  criminal 

justice  system,  05965 
funding  of  employment  service  and  unemploy- 
ment   insurance    activities,    GAO    report, 
07788 
government    employment,    GE    series,    00187, 

04833-4,  04834 
information  on  self-employment  tax,  02749 
investigating    complaints    of    discrimination    in 
Federal  employment  on  grounds  of  race, 
color,    religion,    sex,    age,    and    national 
origin,  00219 
job  discrimination,  laws  and  rules  you  should 

know,  05763 
job    patterns    for    minorities    and    women    in 

private  industry,  09498 
job  with   Forest   Service,   guide   to   nonprofes- 
sional employment,  01665 
jobseeking   methods   used   by   American   wor- 
kers, 07962 
labor-market  policies  for  full  employment- 
hearings,  00268 
local     government     employment     in     selected 
metropolitan     areas    and    large    counties, 
00188 
Markovian  model  for  assessment  of  personnel 

hiring  plans,  12822 
mentally    handicapped    people,    fresh    views, 

special  report  (periodical),  04533 
minority      group       employment      in      Federal 

Government,  00217 
Northwest  forest  industries,  04425 
occupational  employment,  industrial  chemicals 

industry,  01254 
outlook  - 

accountants,  09953 

advertising     workers,      marketing     research 

workers,  public  relations  workers,  09954 

air-conditioning,    refrigeration,    and    heating 

mechanics,  09998 
appliance  servicemen,  09999 
architects,  10025 

asbestos  and  insulating  workers,  09981 
atomic  energy  field,  10027 
automobile  salesworkers,  09974 
automobile   service  occupations,   automobile 
body  repairmen,  mechanics,  etc.,  09997 
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bank  clerks,  bank  tellers,  bank  officers, 
10035 

barbers,  cosmetologists,  09964 

bartenders,  cooks  and  chefs,  waiters  and 
waitresses,  09962 

blacksmiths,  12639 

boat  motor  mechanics,  motorcycle 
mechanics,  12647 

boilermaking  occupations,  09940 

bookkeeping  workers,  office  machine  opera- 
tors, 12641 

bowling  pin  machine  mechanics,  10000 

bricklayers,  stonemasons,  marblesetters,  tile 
setters,  and  terrazzo  workers,  09982 

building  custodians,  09960 

business  machine  servicemen,  computer  ser- 
vice technicians,  05987 

carpenters,  painters,  and  paperhangers, 
glaziers,  09983 

cashiers,  09947 

cement  masons,  lathers,  plasterers,  cement, 
09984 

chiropractors,  10010 

city  managers,  09958  civil  aviation,  air  traf- 
fic controllers,  aircraft  mechanics,  air- 
line dispatchers,  flight  attendants,  flight 
engineers,  etc.,  12650- 

commercial  artists,  10026 

computer  and  related  occupations,  09952 

conservation  occupations,  10041 

construction  laborers,  09985 

credit  officials,  09957 

dental  occupations,  10012 

diesel  mechanics,  10040 

dietitians,  10018 

dispensing  opticians,  and  optical  mechanics, 
10001 

driving  occupations,  intercity  bus  drivers, 
local  transit  bus  drivers,  etc.,  12643 
electric  power  industry,  powerplant  oc- 
cupations, transmission  and  distribution 
occupations,  customer  service  occupa- 
tions, 10028- 

electric  sign  servicemen,  10002 

electricians,  (construction),  09986 

elevator  constructors,  structural-,  ornamen- 
tal-, and  reinforcing  iron  workers,  rig- 
gers, machine  movers,  09987 

engineers,  aerospace,  agriculture,  biomedi- 
cal, etc.,  12644 

environmental  scientists,  geologists, 

geophysicists,  meteorologists,  oceanog- 
raphers,  09994 

exterminators,  09961 

factory  production  occupations,  09939 

farm  equipment  mechanics,  10003 

FBI  special  agents,  09967 

file  clerks,  12642 

firefighters,  09968 

floor  covering  installers,  09988 

foremen,  09941 

forge  shop  occupations,  12640 

funeral  directors  and  embalmers,  09965 

furniture  upholsterers,  09942 

government,  Federal  civilian  employment, 
State  and  local  government,  Armed 
Forces,  10039 

guards  and  watchmen,  09969 

health  and  regulatory  inspectors,  construc- 
tion inspectors,  09971 

hospital  administrators,  10019 

hotels,  bellmen  and  bell  captains,  front  of- 
fice clerks,  housekeepers,  etc.,  10037 


industrial  traffic  managers,  purchasing 
agents,  09956 

instrument  repairmen,  10004 

insurance  agents  and  brokers,  10036 

jewelers,  watch  repairmen,  10005 

laundry  and  dry  cleaning  plants,  10038 

lawyers,  09959 

library  occupations,  09973 

life  science  occupations,  biochemists,  life 
scientists,  soil  scientists,  12645 

locksmiths,  10006 

machining  occupations,  09938 

maintenance  electricians,  industrial  machin- 
ing repairmen,  millwrights,  10052 

manufacturer's  salesworkers,  09975 

mathematics  occupations,  mathematicians, 
statisticians,  09995 

meat  cutters,  09963 

medical  record  administrators,  medical 
record  technicians  and  clerks,  10020 

medical  technicians,  technologists,  and 
assistant  occupations,  10016 

merchant  marine,  merchant  officers, 
merchant  seamen,  09936 

models,  09980 

motion  picture  projectionists,  09943 

nursing  occupations,  12649 

operating  engineers,  09989 

optometrists,  optometric  assistants,  10011 

paper  and  allied  products,  09935 

parking  attendents,  09993 

performing  arts,  actors  and  actresses,  dan- 
cers, musicians,  singers,  10024 

personnel  workers,  09955 

pharmacists,  10021 

physical  scientists,  astronomers,  chemists, 
food  scientists,  phycicists,  12646 

physicians,  osteopathic  physicians,  10013 

piano  and  organ  servicemen,  12648 

plumbers  and  pipfitters,  09990 

podiatrists,  10014 

police  officers,  State  police  officers,  09970 

post  office,  postal  clerks,  mail  carriers, 
12651 

private  household  workers,  09966 

radio  and  TV  broadcasting,  radio  and  TV 
announcers,  broadcast  technicians, 
10029 

railroads,  brakemen,  bridge  and  building 
workers,  clerks,  conductors,  etc.,  10030 

real  estate  salesworkers  and  brokers,  09976 

receptionists,  09948 

restaurants,  10033 

retail  food  stores,  10034 

retail  trade,  salesworkers,  09977 

roofers,  sheetmetal  workers,  09991 

sanitarians,  10022 

securities  salesworkers,  09978 

shipping  and  receiving  clerks,  09949 

shoe  repairmen,  10007 

social  workers,  social  service  aides,  10023 

stationary  engineers,  stationary  firemen, 
09944 

statistical,  09950 

stenographers,  secretaries,  tyypists,  09951 

teaching  occupations,  09972 

technician  occupations,  draftsmen,  engineer- 
ing    and     science     technicians,     food 
processing,  technicians,  surveyors, 
09996- 

telephone  industry,  telephone  craft  occupa- 
tions, etc.,  10031 

television  and  radio  service  technicians, 
10008 
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therapy      and      rehabilitation      occupations, 

10017 
tomorrow's  jobs,  09937 
trucking,  10032 

vending  machine  mechanics,  10009 
veterinarians,  10015 

waste  water  treatment  plant  operators,  09945 
welders  and  flame  cutters,  09946 
wholesale  trade  salesworkers,  09979 
business  machine  servicemen,  computer  ser- 
vice technicians,  05987 
part-time    employment    in    Federal    agencies, 

GAO  report,  07747 
political    activities    under   Comprehensive    em- 
ployment and  training  act,  06645 
predicting  employment  in  4  regions  of  Western 

United  States,  01683 
problems  in  filling  job  orders  and  placing  job 
applicants  in  Massachusetts,  GAO  report, 
07727 
progress    and    problems    in    allocating    funds 
under  titles   1  and   2,   Comprehensive  em- 
ployment  and   training   act,    GAO   report, 
077% 
projects  in  rural  areas  - 

hearings,  00646 
public  employment  and  wage  subsidies,  10696 
public  employment  in  1973,  00187 
public  employment  in  1974,  04833 
public  service  employment  and  other  respon- 
ses to  continuing  unemployment.  National 
Commission  for  Manpower  Policy  interim 
report,  01400 
Public  works  employment  act- 
hearings,  07026 

report,  01959.  02193,  06890,  07163 
public  works  jobs  on  railroads - 

hearings,  00481 
recordkeeping     and     reporting    guidelines     for 
Federal   agencies   under   Williams   Steiger 
occupational  safety  and  health  act  of  1970, 
01505 
regional  employment  by  industry,  00828 
retired    military    personnel    in    Federal    jobs, 

questions  and  answers,  08672 
self -evaluation  of  CETA  manpower  programs, 

guide  for  prime  sponsors,  11951 
sixteenth  annual  conference  of  State  employ- 
ment security  training  directors,  06061 
some  perspectives  on  current  outlook  on  em- 
ployment, earnings,  prices  and  productivi- 
ty, 06036 
State  and  local  government,  04537 
strengths  and  weaknesses  of  New   York  area 

as  employment  center,  06039 
summer  jobs,  opportunities  in  Federal  Govern- 
ment, 00220 
summer  youth  employment  and  recreation,  ap- 
propriations, 1975,  supplemental - 
report,  10937 
supprotive       service       manual       standardized 

procedure,  05791 
title  X  projects,  guidelines,  00831 
veterinarian  trainees,  summer  employment  for 
sophomores     and     juniors     in     veterinary 
medicine,  00211 
violations    and    abuses    of    merit    principles    in 

Federal  employment.  11180 
White  House  employment- 
report,  00401,  10935 
White   House    office   and   executive   residence 
personnel,    clarify    authority    for    employ- 
ment- 
report,  05010 


who's  hiring  engineers,  00222 
work  incentive/jobs  optional  program,  06065 
see   also   Civil    service-Discrimination    in   em- 
ployment-Government   officials    and    em- 
ployees-Veterans-Work. 
Employment  and  Training  Administration: 
CETA  technical  assistance  document,  11951 
doctoral  dissertation  grant  program,  11952 
ETA  interchange,  03792 
Employment  management: 

feasibility    of    estimating    personnel    turnover 
from     survey     data,     longitudinal     study, 
06544 
handbook  for  preparation  of  work  breakdown 

structures,  06142 
personnel  management  improvements  initiated 
or    needed    to    help    Farmers    Home    Ad- 
ministration   meet   its   expanded    missions, 
GAO  report,  07819 
Project       REFLEX       (resource       flexibility), 
demonstration  of  management  through  use 
of      fiscal      controls      without      personnel 
ceilings,  GAO  report,  09777 
Employment    security    offices,    see    Unemploy- 
ment insurance. 
Employment  Service: 

development   of    USES   aptitiude    test   battery 
for    central-office     operator,     information 
operator,  and  charge  operator,  01267 
development  of  USES  aptitude  test  battery  for 

production  mechanic,  tin  cans,  01268 
development  of  USES  aptitude  test  battery  for 

taper,  01269 
role   of   U.S.    Employment   Service,   remarks, 

05981 
technical  report,  01267-9 
Employment  Standards  Administration: 

bulletin,  09222 
Employment  taxes: 

employment  tax,  bulletin  index-digest  system, 

02727 
employment  taxes,  basic  volume,  01153 
internal    revenue    bulletin,    cumulative    index- 
digest  system,  03477 
IRS  looseleaf  regulations  system,  04180 
Emulsions: 

development  of  classification  scale  for  charac- 
terizing bilge  waters  used  in  evaluating  oil 
removal  techniques,  10610 
sensitized  materials,  photographic  and  copy- 
ing. Federal  item  identification  guide, 
09145 
Enamel: 

adherence   of   porcelain   enamel   to   aluminum, 
08193 
Enamels,  see  Enamel. 
Encephalomyelitis: 

origin    and    spread   of   Venezuelan    equine    en- 
cephalomyelitis, 08590 
Enclosures: 

temporary  enclosures  and  heating  during  con- 
struction, 07517 
Encoders: 

optically    coupled    digital   altitude    encoder   for 
general  aviation  altimeters,  08176 
Endocrinology: 

index  (periodical),  03772 
Endrin: 

forest  streams  contaminated  after  aerial  seed- 
ing  with    endrin-coated    Douglas-fir   seed, 
09654 
Energy: 

analysis    of    atmospheric    flow     over    surface 
protrusion  using  turbulence  kinetic  energy 


Do  not  order  from  index;  see  indicated  entry 


Page  1-319 


Subject  Index 


Energy -Con. 

equation    with    reference    to    aeronautical 
operating  systems,  02945 

see  also  Electricity-Energy  conservation-Force 
and      energy-Geothermal       energy-Power 
resources-Thermal  energy. 
Energy  Agency,  International,  see  International 

Energy  Agency. 
Energy  conservation: 

adequate  supplies  of  energy  to  tourism  indus- 
try, assure  - 
hearings,  02256 

analytical  model  for  determining  energy  dis- 
sipation in  dynamically  loaded  structures, 
00876 

assessment  of  energy  saving  potential  of  soil 
and  water  conservation,  13090 

assessment  of  potential  of  clean  fuels  and 
energy  technology,  00918 

char  oil  energy  development,  07497 

choices  for  energy  outlook  for  future,  re- 
marks, 07648 

coastal  zone  management  of  energy  resources, 
11514- 
hearings,  02086 

code  of  Federal  regulations,  12216 

Commerce  Department  programs,  06670 

comparison  of  energy  consumption  between 
West  Germany  and  United  States,  02509 

conservation  paper,  00975-8,  02508-9,  07625-31 

conserving  energy  through  telecommunica- 
tions, 10619 

conserving  energy  through  use  of  mobile 
radio,  10620 

cooperation  in  field  of  energy,  agreement  with 
Union  of  Soviet  Socialist  Republics,  03194 

data  base,  potential  for  energy  conservation  in 
9  selected  industries,  copper,  07626 

data  base,  potential  for  energy  conservation  in 
9  selected  industries,  glass,  07628 

data  base,  potential  for  energy  conservation  in 
9  selected  industries,  selected  paper 
products,  07629 

data  base,  potential  for  energy  conservation  in 
9  selected  industries,  steel,  07627 

data  base,  potential  for  energy  conservation  in 
9  selected  industries,  styrene  butadiene 
rubber,  07630 

defense,  space,  and  energy  account  for  most 
of  record  increase  in  Federal  R&D  total 
in  fy  1976,  01472 

development  of  input  data  to  energy  code  for 
analysis  of  reactor  fuel  bundles,  07468 

directory  of  Federal  agencies  engaged  in  ener- 
gy related  activities,  07632 

directory  of  State  government  energy-related 
agencies,  02510 

domestic  energy  trends,  remarks,  07647 

economic  evaluation  of  total  energy  guidelines, 
12474 

economic  impact  of  energy  shortages  on  com- 
mercial air  transportation  and  aviation 
manufacture,  07634-5 

energy  abstracts  for  policy  analysis,  03773 

energy  advisory  committees - 
hearings,  07252 

energy  alternatives,  comparative  analysis, 
02329 

energy  balance  in  large  installations  of 
Tokamak  type,  07473 

energy  conservation  in  Colorado,  proceedings, 
07643 

energy  conservation  programs  at  National  Bu- 
reau of  Standards,  12864 


energy  conservation  through  improved  solid 
waste  management,  02473 

energy  conservation  working  paper - 
hearings,  11506 

energy  conservation,  understanding  and  activi- 
ties for  young  people,  07636 

energy  consumption,  fuel  utilization  and  con- 
servation in  industry,  07573 

energy  distribution  research,  12198 

energy  impact  analysis,  profiles  of  scheduled 
air  carrier  operations  at  25  U.S.  airports, 
07605 

Energy  independence  act  of  1975  and  related 
tax  proposals,  07633 

energy  information  reported  to  Congress  as 
required  by  Public  law  93-319,  03775 

energy  legislation  in  94th  Congress,  highlights, 
07261 

energy  management  case  histories,  00975, 
07625 

Energy  policy  and  conservation  act- 
law,  06705 
report,  02005,  02226 

energy  reporter,  citizen  newsletter,  03776 

energy  requirements  for  food  and  fiber- 
hearings,  06910 

energy    research    and   development   and   small 
business  — 
hearings,  00708 

energy  research,  development,  and  demonstra- 
tion, comprehensive  plan- 
hearings,  11209 

energy  resource  fellowships,  establish - 
hearings,  11558 

energy  situation  in  international  setting,  re- 
marks, 07646 

Energy  tax  and  individual  relief  act- 
report,  00389 
summary,  07050 

executive  energy  messages,  02288 

facilities,  Project  Independence,  00980 

Federal  energy  enforcement  activities - 
hearings,  07253 

Federal  energy  management  program,  first  an- 
nual report,  fiscal  year  1974,  00979 

Federal  energy  regulation,  organizational 
study,  13043 

Federal  inventory  of  energy  related  biomedical 
and  environmental  research,  07491-3, 
11965-6 

fossil  energy  research  program  summary  status 
report,  comprehensive  addendum,  07478 

further  results  on  nonlinear  energy  transfer  in 
gravity-capillary  wave  spectra,  with 
viscous  considerations,  03074 

heating  loads  in  old  residential  structures, 
evaluation,  12476 

Home  energy  disclosure  act- 
report,  00584 

impact  of  energy  decontrol  on  agriculture - 
hearings,  07188 

increased  fuel  economy  in  transportation 
systems  by  use  of  energy  management, 
01605 

International  Energy  Agency  with  emphasis  on 
Subgroup  on  Energy  Research  and 
Development  and  Energy  Conservation 
Working  Party,  07471 

international  energy  analysis,  proceedings  of 
seminar,  07486 

international  energy  program,  agreement, 
11560 

LEAA  Emergency  Energy  Committee  energy 
report,  07929-31 

monthly  energy  review,  04228 


Page  1-320 


Do  not  order  from  index;  see  indicated  entry 


January-June  1976 


Energy  conservation -Con. 

national  energy  program,  CTAB  recommenda- 
tions, 06667 

national  power  survey,  energy  conservation, 
12197 

national  power  survey,  power  generation,  con- 
servation, health,  and  fuel  supply,  12199 

NBS  energy-related  invention  evaluation  pro- 
gram, 01377 

opportunities  and  incentives  for  electric  utility 
load  management,  02508 

outline  for  saving  energy,  lighting  and  ther- 
mostats in  commercial,  public,  and  indus- 
trial buildings,  07642 

police  cars  and  energy  conservation,  07929 

potential  for  energy  conservation  in  9  selected 
industries,  cement,  00978 

potential  for  energy  conservation  in  9  selected 
industries,  selected  plastics,  00977 

proceedings  of  conference  on  challenge  of 
load  management,  07631 

Project  Independence,  historical  perspective, 
00981 

proposed  energy  legislation,  10719 

readings,  02286 

report  to  Congress  on  economic  impact  of 
energy  actions,  07650 

report  to  Congress  on  foreign  ownership,  con- 
trol and  influence  on  domestic  energy 
sources  and  supply,  07651 

residential  energy  consumption,  multifamily 
housing  final  report,  12475 

role  of  railroads  in  meeting  nation's  energy 
requirements,  proceedings,  12206 

save  energy,  save  money,  01838 

selected  results  from  national  assessments  of 
science,  energy  questions,  12900 

siting  energy  facilities  at  Camp  Gruber,  Okla., 
07652-3 

social  impacts  of  energy  shortage,  behavioral 
and  attitude  shifts,  08473 

suggested  energy  conservation  measures  for 
courts  and  correctional  institutions,  07930 

summary  of  opportunities  to  conserve  trans- 
portation energy,  08471 

summary  report,  conference  on  industrial  and 
buildings  conservation,  relationships  with 
Federal  laboratories,  07470 

tips  for  energy  savers,  12151 

total  energy  management,  practical  handbook 
on  energy  conservation  and  management, 
07655 

U.S.  energy  policy  debate,  remarks,  07645 

unemployment  and  energy  crisis- 
hearings,  00695 

wind  energy  conversion  systems,  workshop 
proceedings,  03062 

see  also  Power  resources. 
Energy  Conservation  Working  Party: 

International  Energy  Agency  with  emphasis  on 
Subgroup      on      Energy      Research      and 
Development    and     Energy     Conservation 
Working  Party,  07471 
Energy  conversion: 

Soviet  papers  presented  at  1-3  Sept.  1975  Eind- 
hoven meeting  of  thermionic  conversion 
specialists,  USSR  study,  12600 

thermionic    performance   of   cesium    diminiode 
with   relatively   impure    110-tungsten   elec- 
trodes, 10103 
Energy  dissipation: 

cyclic  mechanical  tests  and  appropriate 
analytical  stress-strain  model  for  energy 
dissipation  in  A3  steel,  05621 


new    look    at    structural    energy     dissipation, 
05620 
Energy  Independence  Authority: 
establish  - 

proposal,  00386 
Energy  Research  and  Development 
Administration: 
appropriations,  1 975  — 

hearings.  08849 
appropriations,  1976- 

amendment,  proposal,  10765,  11269,  11277 
hearings,  1 1468 
law,  06707,  06729 
report,  00553,  00614,  06865.  10974 
appropriations,  1976,  authorization  - 

hearings,  04905-7,  05241-4,  05506,  11205 
careers,  07456  f 

comments  on  proposed  arrangement  for  Clinch 
River     Breeder     Rea"etor     Demonstration 
plant  project,  GAO  repirt,  12367 
controlling  radiation  hazard  from  uranium  mill 

tailings.  GAO  report,  12369 
cost  and  schedule  estimates  for  Nation's  first 
liquid   metal   fast  breeder  reactor  demon- 
stration power  plant,  GAO  report  ,  09762 
data  index  system,  annual  declassification  list, 

07508 
definition      report,      national      solar      energy 
research,  development,  and  demonstration 
program,  11958 
Division  of  Geothermal  Energy,  general  infor- 
mation, 00855 
efforts    to    develop    2    nuclear    concepts    that 
could   greatly    improve   this   country's   fu- 
ture energy  situation,  GAO  report,  09761 
energy  research  appropriations,  1976— 

hearings,  02247 
ERDA  critical  review  series,  11954 
ERDA     research     and     development     report, 

00851-69,  02423-5,  07457-508,  1  1955-66 
Federal  inventory  of  energy  related  biomedical 
and    environmental    research,    Division    of 
Biomedical  and  Environmental  Research, 
11965 
improvements     needed    in    land     disposal    of 

radioactive  wastes,  GAO  report,  07823 
information    from    ERDA,    weekly    announce- 
ments, 04068 
press  releases,  04378 
proceedings,  AESOP  conference,  11956 
report   of  1975   subpanel   on   new    facilities  of 
High     Energy     Physics     Advisory     Panel, 
07487 
telephone  directory,  11967 
Energy  resources,  see  Power  resources. 
Enewetak  Atoll: 

rehabilitation,  appropriations  authorization - 
hearings,  11120 
Enforcement  of  law,  see  Law  enforcement. 
Energy,  see  also  Power  resources. 
Engineering: 

Air  Force  engineering  and  services  quarterly, 

03410 
applications  of  computer  graphics  in  engineer- 
ing, conference,  08129 
architectural,   engineering,   and   land-surveying 
services,  census  of  selected  service  indus- 
tries, 10543 
biomedical  technology   &   engineering,   weekly 

Government  abstracts,  04692 
Delaware,    inventory    of    historic    engineering 

and  industrial  sites,  01461 
design    handbook,    timing    systems    and    com- 
ponents, 06571 
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effects  of  engineering  activities  on  ecology  of 
Pismo  clams,  07509 

engineering  and  cost  study  of  ferroalloy  indus- 
try, 00907 

engineering  applications  of  superconductivity 
abstracts  of  papers  for  conference,  USSR 
study,  12599 

engineering  design  handbook,  maintenance  en 
gineering  techniques,  10486 

engineering  prediction  of  turbulent  skin  fric 
tion  and  heat  transfer  in  high-speed  flow 
10135 

engineering  services  under  the  airport  develop 
ment  aid  program,  ADAP,  02496 

engineering  technical  information  system 
03778 

expenditures  for  scientific  and  engineering  ac- 
tivities at  universities  and  colleges,  01467 

facilities  engineering,  base  opera- 

tions/maintenance and  minor  construction, 
Army  National  Guard,  12919 

hydrologic  engineering  methods  for  water 
resources  development,  reservoir  yield, 
05659 

improved  Government  assistance  can  increase 
U.S.  share  of  foreign  engineering  pro- 
jects, GAO  report,  09742 

MSFC  Skylab  program  engineering  and  in- 
tegration, 12810 

ninth  symposium,  naval  hydrodynamics,  un- 
conventional ships  ocean  engineering, 
06437 

projects  in  higher  education,  08308 

review  of  engineering  experiences  with  expan- 
sive soils  in  highway  subgrades,  02536 

seismic  engineering  program  report,  12390 

technical  handbook  for  facilities  engineering 
and  construction  manual,  02679-710 

USSR  and  East  Europe  scientific  abstracts, 
04653 

USSR  state  prizes  in  science  and  engineering, 
USSR  study,  07919 

wood  as  engineering  material,  wood  handbook, 
08558 

young  and  senior  science  and  engineering 
faculty,  06407 

see  also  Aeronautical  engineering-Environmen- 
tal engineering-Industrial  engineering-Mili- 
tary engineering. 
Engineering  and  Research  Center: 

REC-ERC    series,    06461-2,    08344-6,    10276-9, 
13069 
Engineering  equipment: 

USSR   and    East   Europe    scientific   abstracts, 
04653 
Engineering  geology: 

general  geology  of  Harold  D.  Roberts  Tunnel, 
Colo.,  02673 

Straight    Creek    Tunnel    site    and    pilot    bore, 
Colo.,  engineering  geologic  investigations, 
09806 
Engineers: 

characteristics  of  doctoral  scientists  in  United 
States,  03060 

Coast  Guard  engineer's  digest  (periodical), 
03566 

employment  outlook  for  engineers,  aerospace, 
agriculture,  biomedical,  etc.,  12644 

engineering  and  scientific  occupations,  charac- 
teristics of  persons,  08666 

facilities  design  and  construction, 

architect/engineer  selection  process,  02686 


national  survey  of  compensation,  1975,  en- 
gineers and  scientists  in  research  and 
development,  07490 

racial  minorities  in  scientist  and  engineer 
population,  01475 

research  and  development  in  industry,  funds, 
scientists  and  engineers,  03061 

scientist  and  engineer  population  redefined, 
06405 

who's  hiring  engineers,  00222 

see  also  Civil  engineers. 

floodway  information,  11986 
Engineers  Corps,  Army: 

Army  correspondence  course,  engineer  sub- 
course,  09225 

Coastal  Engineering  Research  Center  miscel- 
laneous paper,  00870,  07509-10,  11968 

Coastal  Engineering  Research  Center  technical 
memorandum,  00871-4,  11969-73 

Cold  Regions  Research  and  Engineering 
Laboratory  research  report,  05606-8, 
07511-2,  07514-5,  09228,  11974 

Cold  Regions  Research  and  Engineering 
Laboratory  special  report,  05609,  05612, 
07516,  07518-24,  09230-1,  11975-7 

Cold  Regions  Research  and  Engineering 
Laboratory  technical  report,  07525-6, 
09232-3 

Cold  Regions  Research  Engineering  Laborato- 
ry special  report,  07517,  09229 

Construction  Engineering  Research  Laboratory 
technical  information  pamphlet,  02428-9 

Construction  Engineering  Research  Laboratory 
technical  manuscript,  00875-6,  02430 

Construction  Engineering  Research  Laboratory 
technical  report,  00877-8,  02431,  05614, 
05618,  05625,  07527-30,  11979-80 

Construction  Engineering  Research  Laboratory 
tecnical  report,  11978 

Construction  Engineering  Research  Laborato- 
ry, conference  proceedings,  09234 

Construction  Engineering  Research  Laborato- 
ry, technical  report,  09235-7 

correspondence  course  program,  subcourses, 
07531 

EP  series,  00880-1,  02432,  05661 

Federal  water  pollution  control  act,  implemen- 
tation of  sec. 404  concerning   permits  for 
disposal  of  dredge  or  fill  material- 
hearings,  07028 

flood  plain  information  series,  05627-34,  05635- 
47,  09238-49,  09250-4,  09293,  11982-3 

floodway  information,  11986 

historical  highlights  of  U.S.  Army  Corps  of 
Engineers,  00880 

hydrologic  engineering  methods  for  water 
resources  development  series,  05659 

memorandum,  division  engineers,  U.S.  Army 
Engineer  School,  07531 

national  efforts  to  preserve  Nation's  beaches 
and  shorelines,  continuing  problem,  GAO 
report,  05862 

oversight  - 

hearings,  02316 

pending  projects,  1974  — 
hearings,  00699 

personnel  information  systems,  Corps  of  En- 
gineers management  information  system 
for  personnel  administration,  COEMIS, 
PA  ,  02432 

port  series,  02438,  09296 

public  works  appropriations,  deferral- 
report,  10918 
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public       works      appropriations,       1974,       im- 
pounded- 
report,  06788 

public  works  appropriations,  1975- 
hearings,  05435 

public  works  appropriations,  1976- 
hearings,  02246,  02248,  05130-1 

role  in  Foster  City,  Calif.  - 
hearings,  06958 

special  flood  hazard  information  series,  05662 

special  flood  hazard  report,  09299 

U.  S.  Army  Engineers,  1965-70,  Vietnam  stu- 
dies, 01752 

Waterways  Experiment  Station  contract  re- 
port, 11988 

Waterways  Experiment  Station  miscellaneous 
paper,  05670-1,  07533,  09302-3 

Waterways  Experiment  Station  PSTIAC  re- 
port, 02443 

Waterways  Experiment  Station  research  re- 
port, 09304 

Waterways    Experiment    Station    technical    re- 
port,   00889,    02444-6,    05672-6,    07534-6, 
09305-15,  11989-90 
Engines. 

closed  loop  control  of  internal  combustion  en- 
gine exhaust  emissions,  08460 

composite  engines  for  application  to  single- 
stage-to-orbit  vehicle,  08121 

DOT/NASA  comparative  assessment  of 
Brayton  engines  for  guideway  vehicles 
and  busses,  06184 

effect  of  entry-lip  design  on  aerodynamics  and 
acoustics  of  high-throat-Mach-number  in- 
lets for  quiet,  clean,  short-haul  experimen- 
tal engine,  06207 

emissions  control  of  engine  systems,  con- 
sultant report,  05682 

engine  block,  Federal  item  identification  guide, 
11833 

engine  performance  test  of  1975  Chrysler-Nis- 
san model  CN633  diesel  engine,  08475 

engines,  turbines,  Federal  item  identification 
guide,  11803 

exhaust  emissions  from  uncontrolled  vehicles 
and  related  equipment  using  internal  com- 
bustion engines,  12078 

generator  engine  accessory.  Federal  item 
identification  guide,  11714 

heavy  duty  vehicle  engines,  emissions  control 
technology  assessment,  09368 

manufacturability  and  costs  of  proposed  low- 
emissions  automotive  engine  systems, 
consultant  report,  12004 

miscellaneous  engine  accessories,  Federal  item 
identification  guide,  11779 

performance  of  1  15-pressure-ratio  axial-flow 
fan  stage  with  blade  tip  solidity  of  0.5, 
10108 

prechamber  spark  ignition  engine  concepts, 
evaluation,  05714 

rocket  throttling  with  fluorine  liquid  oxygen, 
some  aspects,  10116 

upwash  angles  near  engine  inlets  of  externally 
blown  flap  STOL  transport,  02984 

valve,  poppet,  engine.  Federal  item  identifica- 
tion guide,  11708 

see  also  Turbines. 
Engines  (aircraft): 

aerodynamic  characteristics  of  powered,  exter- 
nally blown  flap  STOL  transport  model 
with  two  engine  simulator  sizes,  08155 

aircraft  and  aircraft  engines,  current  industrial 
report,  08650 


aircraft  engine  and  propeller  type  certificate 
data  sheets  and  specifications,  02489 

airworthiness  standards,  aircraft  engines. 
Federal  aviation  regulations,  09503 

airworthiness  standards.  Federal  aviation  regu- 
lations, 03817 

brief  study  of  effects  of  turbofan-engine 
bypass  ration  on  short-  and  long-haul 
cruise  aircraft,  02958 

cold-air  annular-cascade  investigation  of 
aerodynamic  performance  of  core-engine- 
cooled  turbine  vanes,  12791 

complete  aircraft  and  aircraft  engines,  current 
industrial  reports,  00156,  03646 

design  and  evaluation  of  sensor  fail-opera- 
tional control  system  for  a  digitally  con- 
trolled turbofan  engine,  08135 

DYNGEN,  program  for  calculating  steady- 
state  and  transient  performance  of  tur- 
bojet and  turbofan  engines,  06236 

effect  of  afterburner  lights  and  inlet  unstarts 
on  mixed-compression-inlet  turbofan  en- 
gine operating  at  Mach  2.5,  12790 

experimental  quiet  engine  program,  summary 
report,  06167 

fan  engine  model,  low-speed  wind  tunnel  test 
of  50.8  centimeter  (20-in.)  1.15  pressure- 
ratio  for  STOL  aircraft,  10110 

graphite-polyimide  composite  for  application 
to  aircraft  engines,  10161 

highly  loaded  multi-stage  fan  drive  turbine-per- 
formance of  final  three  configurations, 
06152,  12765 

isolated  rotor  noise  due  to  inlet  distortion  or 
turbulence,  06162 

jet  engine  burn-through  investigation,  sonic 
analysis,  10304 

low-speed  wind-tunnel  investigation  of  four- 
engine  upper  surface  blown  model  having 
swept  wing  and  rectangular  and  D-shaped 
exhaust  nozzles,  08157 

noise  generated  by  quiet  engine  fans,  12787 

rotor-to-stator  spacing  on  acoustic  per- 
formance of  full-scale  fan  (QF-5)  for  tur- 
bofan engines,  101 18 

similarity  constraints  in  testing  of  cooled  en- 
gine parts,  10166 

sulfur  oxide  measurement  in  aircraft  turbine 
engine  exhaust,  13165 

theoretical  surface  velocity  distributions  on 
acoustic  splitter  geometries  for  an  engine 
inlet,  10119 

thrust  and  wing  loading  requirements  for  short 
haul  aircraft  constrained  by  engine  noise 
and  field  length.  08186 

tips  on  engine  operation  in  small  general  avia- 
tion aircraft,  02503 

turbine  for  low-cost  turbojet  engine,  design 
and  cold-air  performance,  10180 

turbine  for  ordnance  turbojet  engine,  cold-air 
performance  with  opened  stator,  10144 

type  certificate  data  sheets  and  specifications, 
03419 

see  also  Turbines. 
English  Channel: 

sailing  directions,  enroute,  02396 
Engravings: 

American    prints    from    wood,    exhibition    of 
woodcuts  and  wood  engravings,  08365 
Enlisted  personnel,  see  Armed  Forces-Navy. 
Enlistment,  see  Recruiting  and  enlistment. 
Enrollment,    see    Colleges    and    universities-Ele- 
mentary education-Schools. 
Enterprises,  see  Business. 
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Entertainers: 

performance  royalty  for  recordings  - 
hearings,  02305 

performing  arts,  employment  outlook,  10024 
Entertainment,  see  Amusements. 
Entrainment: 

entrainment  separators  for  scrubbers,  05708 
Entropy: 

magnetic    entropy    of    solids,    direct    measure- 
ment    results     for     dysprosium     titanium 
oxide,  10155 
Envelopes. 

tennis  centennial  stamped  envelope  (poster), 
06499 

volunteer  yourself,   auth.   nonprofit  org.,    1.8- 
cent  precanceled  stamped  envelope,  06500 
Environment: 

ACIR  State  legislative  program,  environment, 
land  use  and  growth  policy,  06509 

aerospace  research  of  environment, 
geobotany,  soil  science,  and  hydrology, 
USSR  study,  01200 

Agriculture    Department,    environmental    and 
consumer        protection        appropriations, 
1975- 
report,  05391 

agriculture-environmental    and    consumer    pro- 
tection appropriations,  1975  — 
veto,  04946 

alternative  futures  for  environmental  policy 
planning,  03084 

analyzing  environmental  impacts  of  water  pro- 
jects, 09223 

balanced  program  plan,  analysis  for  biomedical 
and  environmental  research,  07494 

barrier-free     environment     for     handicapped, 
resolution  of  support - 
report,  00561 

better  place  to  be,  environmental  learning  in 
your  classroom  guide,  05922 

buildings  with  environmental  protection, 
design  case  study,  DCS  series,  02334 

carbon  dioxide  effects  under  conditions  of 
raised  environmental  pressure,  12704 

carrying  capacity  in  regional  environmental 
management,  02470 

city  options,  architecture  and  environmental 
arts,  01407 

code  of  Federal  regulations,  12222 

computer-aided  environmental  impact  analysis 
for  construction  activities,  user  manual, 
05614 

conceptual  model  for  movement  of  pesticides 
through  environment,  09360 

DCPA  attack  environment  manual,  09126 

directory  of  environmental  life  scientists,  Ohio 
River  valley  region,  00881 

draft  environmental  impact  statement,  07859- 
60,  12009-10 

draft  environmental  impact  statement  DES  se- 
ries, 07633,  12148 

draft  environmental  impact  statement  for 
proposed  NOAA  western  regional 
headquarters  facility  development.  Sand 
Point,  Seattle,  Wash.,  administrative  ac- 
tion, 06369 

draft  environmental  statement,  07858,  07861 

draft  environmental  statement,  Crow  ceded 
area  coal  lease  Westmoreland  resources 
mining  proposal,  09874 

Earth  is  home  for  nearly  4  billion  people,  book 
to  color,  09356 

economic  and  environmental  aspects  of 
proposed  William  L.  Springer  project,  111., 
GAO  report,  12368 


EDS,  Environmental  Data  Service,  03760 

energy  and  environmental  objectives- 
hearings,  11499 

energy,  environment,  productivity,  First  Sym- 
posium on  RANN,  research  applied  to  na- 
tional needs,  proceedings,  10225 

engineering  design  handbook,  environmental 
series,  10485 

environment  Midwest,  together,  07553 

environment  news,  03781 

environmental  aspects  of  chemical  use  in  well- 
drilling  operations,  conference 
proceedings,  00908 

environmental  base  and  management  study, 
Atchafalaya  basin,  La.,  05753 

environmental  considerations  for  oil  shale 
development,  09389 

environmental  crack-growth  behavior  of  high- 
strength  pressure  vessel  alloys,  06245 

environmental  data  base  development  process 
for  ASUPT  CIG  system,  01691 

environmental  education  and  protection,  sub- 
ject bibliography,  01765 

environmental  effects  of  Schuylkill  oil  spill, 
13246 

environmental  factors  in  coal  liquefaction 
plant  design,  06649 

environmental  facts,  03782 

environmental  health  effects  research  series, 
02457,  09369-70,  12017-8,  12020 

environmental  health  series,  water  supply  and 
pollution  control,  10250-1 

environmental  impact  analysis,  example  of 
proposed  trans- Alaska  pipeline,  05873 

environmental  impact  assessment  guidelines 
for  selected  new  source  industries,  00909 

environmental  impact  assessment  methodolo- 
gies, review,  05748,  12090 

environmental  impact  of  electrical  power 
generation,  nuclear  and  fossil,  07483 

environmental  impact  requirements  in  States, 
NEPA'S  offspring,  05750 

environmental  impact  statements - 
hearings,  1 1607 

environmental  impact  statements,  102  monitor 
(periodical),  04326 

environmental  management  and  local  govern- 
ment, 05746 

environmental  management  in  Malibu 
Watershed,  12091 

environmental  modeling-ecosystems,  05738 

environmental  monitoring  series,  00910-7, 
05696-8,  07554-5,  09373-7,  12021-4 

environmental  news,  03784 

environmental  organization  change  and  man- 
power planning  in  Ohio,  09326 

environmental  protection  technology  series, 
00918-44,  02458-65,  05700-13,  05715-23, 
07556-86,  09379-415,  12026-58 

environmental  protection,  design  for  multipro- 
tection,  07328 

environmental  quality  as  it  relates  to  health, 
selected  references,  04507 

environmental  quality,  handbook  for  environ- 
mental impact  analysis,  04785 

environmental  quality,  translations,  04597 

environmental  R.  &  D.  posture- 
hearings,  07036 

environmental  radiation  dose  commitment,  ap- 
plication to  nuclear  power  industry,  09416 

environmental  requirements  of  selected 
estuarine  ciliated  protozoa,  05692 

environmental  research  outlook,  12059 

environmental  reviews  at  community  level, 
01123 
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environmental  satellite  imagery,  03785 

environmental  satellite,  what  it  means  for 
man,  speech,  12958 

environmental  studies  of  arctic  estuarine 
system,  12013 

environmental  warfare,  questions  and  answers, 
10481 

evaluation  of  selected  satellite  communication 
systems  as  sources  of  environmental 
microwave  radiation,  03101 

fate  of  select  pesticides  in  aquatic  environ- 
ment, 05691 

Federal  environmental  pesticide  control  act, 
review,  1 1044 

Federal  inventory  of  energy  related  biomedical 
and  environmental  research,  07491-3, 
1 1965-6 

Federal  pesticide  registration  program,  is  it 
protecting  the  public  and  environment 
adequately  from  pesticide  hazards,  GAO 
report,  07820 

Federal  plan  for  marine  environmental  predic- 
tion, 12959 

field  study  of  wave  environment  vs.  boating 
activity  for  seven  sites  in  eastern  U.S., 
06659 

final  environmental  assessment,  07862-3 

final  environmental  impact  statement,  05923, 
07864-5 

final  environmental  impact  statement  Jackson 
Hole  Airport,  actions  under  consideration, 
12977 

final  environmental  statement,  02517,  05924- 
30,  07680,  07866-7,  09877-80,  12507-9 

final  environmental  statement,  land  use  plan, 
Soleduck  Planning  Unit,  Olympic  National 
Forest,  05824 

final  environmental  statement,  waste  manage- 
ment operations,  Hanford  Reservation, 
Richland,  Wash.,  07495 

flowing  environment,  effects  of  ambient  turbu- 
lence on  buoyant  jets  discharged,  05737 

fluorocarbons,   impact  on  health  and  environ- 
ment- 
hearings,  05201 

foreign  government  environmental  reports, 
summaries,  04555 

forest  products  industry  and  environment, 
selected  bibliography,  02602 

fuel  gas  environmental  impact,  12042 

GOES  data  collection  system  measurements, 
10628 

highway  statements  prepared  at  enactment  of 
National  environmental  policy  act  accept 
from   New    York,   Connecticut,   and   Ver- 
mont- 
hearings,  05240 

highways  in  river  environment,  hydraulic  and 
environmental  design  considerations, 
training  and  design  manual,  05788 

impact  of  environmental  regulations  on  small 
farms,  will  family  farm  survive  in  Amer- 
ica- 
hearings,  07321 

implementation  plan  review  as  required  by 
Energy  supply  and  environmental  coor- 
dination act.  00947,  05727-8,  05729-31. 
09432-40,  12065-6 

isolating  high-level  radioactive  waste  from  en- 
vironment, GAO  report.  07807 

land  use  and  environmental  protection.  09447 

legal  and  institutional,  Souris-Red-Rainy  River 
basins,  type  I  framework  plan  for  water 
and  related  land  resources.  09477 


legal  compilation,  statutes  and  legislative  histo- 
ry, executive  orders,  regulations, 
guidelines  and  reports,  12067 

litter  bit  is  not  enough  (address),  12069 

log  dumping  and  rafting  effects  on  marine  en- 
vironment of  southeast  Alaska,  09614 

managing  power  supply  and  environment, 
09560 

military  commissary  store,  its  justification  and 
role  in  today's  military  environment,  GAO 
report,  09769 

minimize  adverse  environmental  impact  of 
cooling  water  intake  structures,  09340 

NASA  earth  resources  survey  symposium, 
proceedings,  08133 

National  environmental  policy  act,  amend- 
report,  00399,  00613 

National  environmental  policy  act,  oversight - 
hearings,  1 1 172 

national  power  survey,  environmental 
research,  09561 

near-earth  environmental  criteria  for 
spacecraft  thermal  design,  definition  and 
specification,  12815 

New  York  Bight  project,  MESA  marine 
ecosystems  analysis,  00966 

nitrogen  in  subsurface  environment,  07551 

noise,  environmental  problem,  guide  to  OSHA 
standards,  01499 

operating  cost  and  environmental  radiation 
monitoring  at  Shippingport  Atomic  Power 
Station,  GAO  report,  12365 

outdoor  recreation  and  environment,  studies  in 
environment,  05743 

Outer  Continental  Shelf,  oil  and  gas  general 
lease  sale,  offshore  Louisiana,  1974 
proposals,  10053 

pesticides,  legal  compilation  of  statutes  and 
legislative  history,  09448 

physical  factors  of  production  environment 
and  their  effect  on  health  of  workers, 
USSR  study,  12607 

plants  for  conservation  and  quality  environ- 
ment, 13094 

pollutant  transfer  to  marine  environment, 
10228 

proceedings  of  second  international  conference 
on  nuclear  methods  in  environmental 
research,  00852 

proposed  harvesting  guides  based  upon  en- 
vironmental classification  in  South 
Umpqua  basin  of  Oregon,  01062 

proposed  1974  Outer  Continental  Shelf,  oil  and 
gas  general  lease  sale,  offshore  Texas, 
12677 

protection  of  birds  and  their  environment, 
06486 

rapid  methods  for  calculating  radiation  trans- 
port in  entry  environment,  06171 

responsibility  for  preparation  of  environmental 
impact  statements- 
report,  00412 

Salt  Creek  Lake  project,  Ohio,  preliminary  re- 
port. 09298 

second  annotated  bibliography  on  biological 
effects  of  metals  in  aquatic  environments, 
07546 

seventh  annual  awards.  1974.  highway  and  its 
environment,  01003 

Skagit,  draft  environmental  statement,  05852 

socioeconomic  environmental  studies  series, 
00952,  02470,  05740-52.  05754,  09471-4, 
1 2090-2 
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space  environment  effects  on  performance  and 
missions  of  solar  electric  propulsion  stage, 
analysis,  06218 
space  environmental  vantage  point,  06386 
State    and    regional    environmental   center   or- 
ganizations, assist  in  their  establishment  - 
report,  08993 
State  environmental  programs,  00957 
student  originated  studies  projects,  abstract  re- 
ports, 08310 
studies  in  environment- 
quality  of  life,  05742 
Sunrise  Mine  proposal  and  role  of  Forest  Ser- 
vice   in    applying   National    environmental 
policy  act,  01079 
tamano  oil  spill  in  Casco  Bay,  environmental 

effects  and  cleanup  operations,  12101 
tankers  and  marine  environment - 

hearings,  05470 
teacher's  guide,  environmental  impact  of  elec- 
trical power  generation,  nuclear  and  fos- 
sil, 07484 
technical,  environmental  and  economic  evalua- 
tion    of     wet     processing     system     for 
recovery  and  disposal  of  municipal  solid 
waste,  02472 
test  plan   and    preliminary   report   of   airborne 
electromagnetic  environment  survey  over 
U.S.A.    urban    areas    0.4   to    18.0   GHz    , 
08125 
U.S.  national  focal  point  for  United  Nations 
Environment  Program  International  Refer- 
ral System,  02479 
user  manual  for  computer-aided  environmental 

legislative  data  system,  07529 
USSR-USA  Joint  Committee  on  Cooperation 
in    Field     of    Environmental    Protection, 
02480 
water  quality  of  hydrologic  bench  marks,  in- 
dicator of  water  quality  in  natural  environ- 
ment, 05870 
Environment  Protection  Agency: 
environmental    protection    technology    series, 
05702 
Environment,    President's    Advisory    Panel    on 
Timber  and,  see  President's  Advisory  Panel 
on  Timber  and  Environment. 
Environmental    control    systems,     see    Control 

systems. 
Environmental  Data  Service: 
key    to    geophysical    records    documentation, 

09319 
key  to  oceanographic  records  documentation, 

11991 
World    Data    Center    A    for    Solar-Terrestrial 
Physics,  report  UAG  series,  00891,  05678, 
09322,  11994 
Environmental  engineering: 
engineering    design    handbook,    environmental 

series,  10485 
facilities    design    and    construction,    architec- 
tural,   environmental    hazards    protection, 
02682 
Environmental  Financing  Authority: 

operations,  examination,  10764 
Environmental  health,  see  Health. 
Environmental  laboratories: 

Southeast   Environmental   Research   Laborato- 
ry, quarterly  report,  04529 
Environmental  pollution,  see  Pollution. 
Environmental  Protection  Agency: 
aircraft  noise  control  programs  - 
hearings,  05463 


appropriations,  deferral- 
report,  10985-9 

appropriations,  1976  — 
law,  00264 
report,  00408 

awards  register,  grants  assistance  programs, 
07540,  11997 

background  document  for  noise  regulations, 
05679 

Central  Regional  Laboratory,  11999 

cleaning  up  Great  Lakes,  United  States  and 
Canada  are  making  progress  in  controlling 
pollution  from  cities  and  towns,  GAO  re- 
port, 07812 

compliance  monitoring  procedures,  09337 

composting  at  Johnson  City,  final  report  on 
joint  USEPA-TVA  project,  02471 

control  of  sulfur  oxides,  report  of  study,  05301 

cost  of  clean  air,  annual  report,  12005 

current  laws,  statutes,  and  executive  orders, 
12006 

development  document  for  effluent  limitations 
guidelines  and  new  source  performance 
standards,  02451,  05684-5,  07542 

development  document  for  interim  final  and 
proposed  effluent  limitations  guidelines 
and  new  source  performance  standards  , 
00900 

development  document  for  interim  final  ef- 
fluent limitations  and  new  source  per- 
formance standards,  07543 

development  document  for  proposed  effluent 
limitations  guidelines  and  new  source  per- 
formance standards,  05689,  12007-8 

ecological  research  series,  00901-6,  02452-4, 
05691-4,  07544-52,  09360-4,  12011-3 

environment  Midwest,  03780 

environment  Midwest,  together,  07553 

environment  news,  03781 

environmental  facts,  03782 

environmental  health  effects  research  series, 
02457,  09369-71,  12017-20 

environmental  monitoring  series,  00910-7, 
05696-8,  07554-5,  09373-7,  12021-4 

environmental  protection  technology  series, 
00918-44,  02458-65,  05700-1,  05703-6, 
05707-13,  05715-23,  07556-86,  09379-9400, 
09402-15,  12026-58 

EPA  audit,  07587 

EPA  citizens'  bulletin,  03786 

EPA  compendium  of  registered  pesticides, 
03085,  03587,  03787,  13034 

EPA  demolition  and  renovation  inspection 
procedures,  02466 

EPA  experiences  in  oxygen-activated  sludge, 
13180 

EPA  legal  authority,  index,  05732 

EPA  program  status  report,  synthetic  fuels 
program,  07566 

EPA  regulations  for  preventing  significant 
deterioration  of  air  quality,  12102 

EPA  reports  bibliography,  00945-6 

EPA  response  to  remand  ordered  by  U.S. 
Court  of  Appeals  for  District  of  Columbia 
in  Portland  Cement  Association  v. 
Ruckelshaus,  09417 

EPA  review  of  radiation  protection  activities, 
annual  report,  13064 

EPA  technical  notes,  03789 

EPA  Technology  Transfer  capsule  report, 
13181-6 

EPAlert,  03790 

Federal  guidelines,  design,  operation,  and 
maintenance  of  wastewater  treatment 
facilities,  13251 
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Federal  inventory  of  energy  related  biomedical 
and  environmental  research,  11966 

Federal  pesticide  registration  program,  is  it 
protecting  the  public  and  environment 
adequately  from  pesticide  hazards,  GAO 
report,  07820 

focus,  library  services,  07588 

grants  administration  manual,  03980 

implementation  of  Federal  water  pollution  con- 
trol act  amendments  of  1972  is  slow,  GAO 
report,  07706 

implementation  plan  review,  as  required  by 
Energy  supply  and  environmental  coor- 
dination act,  00947,  05727-31,  09432-40, 
12065-6 

journal  holdings  report,  07589 

legal  compilation,  statutes  and  legislative  histo- 
ry, executive  orders,  regulations, 
guidelines  and  reports,  12067 

legislation,  programs,  and  organization,  12025 

library  system  book  catalog  holdings,  05699, 
09378 

library  systems,  description,  09339 

lime/limestone  wet-scrubbing  test  results  at 
EPA  alkali  scrubbing  test  facility,  13186 

limestone  wet-scmbbing  test  results  at  EPA  al- 
kali scrubbing  test  facility,  13182 

LPPSD  technical  information  exchange  docu- 
ment, 07596-9 

noise,  new  Federal/EPA  regulation  governing 
interstate  motor  carriers,  09452 

Northern  Great  Plains  Resources  Program, 
cooperative  resources  study,  09453 

ORD  publications  summary,  04328 

overview  of  EPA/IERL-RTP  scrubber  pro- 
grams, 00927 

potential  of  value  analysis  for  reducing  waste 
treatment  plant  costs,  GAO  report,  05863 

press  releases,  04379 

projects  in  Industrial  Pollution  Control  Divi- 
sion, 09379 

publication  AP  series,  12076 

publication  APTD  series,  00950,  08584,  09458- 
9,  12077-9 

Research  and  Development  Office,  appropria- 
tions, 1976,  authorize- 
report,  11396,  11436 

Research  and  Development  Office,  overview 
inquiry,  07312 

review  of  automobile  fuel  economy  testing  and 
labeling  program.  GAO  report,  07732 

scientific  and  techr  :al  assessment  report 
STAR  series,  12085-6 

semi-annual  list  of  reports  prepared  for  or  by 
Office  of  Toxic  Substances,  12088 

socioeconomic  environmental  studies  series, 
00952,  02470.  05753-4,  09471-4,  12091-2 

solid  waste  management  series,  00953-5, 
02471-7.  05759-61,  07593-4,  09475,  09493- 
5,  12093-8 

Water  Program  Operations  Office  technical 
bulletin,  09484 

water    quality     management    guidance    series, 
12104-5 
Environmental  quality: 

promoting      environmental      quality      through 
urban  planning  and  controls,  05745 
Environmental  Quality  Office: 

appropriations,  authorization - 
report,  00399,  00613 
Environmental  Quality.  Citizens'  Advisory  Com- 
mittee on,  see  Citizen's  Advisory  Committee 
on  Environmental  Quality. 


Environmental  Quality,  Council  on,  see  Council 

on  Environmental  Quality. 
Environmental  Radiation  Division: 

BRH/DER  series,  09331 
Environmental    Research    Center,    National,    see 

National  Environmental  Research  Center. 
Environmental  Research  Laboratories: 

radiation    programs    requirements    and    recom- 
mendations, 06381 
Environmental  safety,  see  Safety  of  life. 
Environmental  Science  Information  Center: 
ESIC,     Environmental     Science     Information 
Center,  general  information,  05677 
Enzymes: 

tissue  enzyme  assay  for  chlorinated  hydrocar- 
bon insecticides,  09399 
EPA,  see  Environmental  Protection  Agency. 
Ephemerides: 

American    ephemeris    and    nautical    almanac, 

08320 
Army  ephemeris,  1975,  06574 
Epidemiology: 

current  bibliography  of  epidemiology,  03629 
current     bibliography     of     epidemiology     and 

guide  to  literature,  06359 
pesticides  epidemiological  field  studies,  09372 
world  epidemiology  review,  04729 
Epilepsy: 

foundation,  children's  charities- 
hearings,  00690 
Epiphanio,  Mary  A.,  see  Potter,  Lisa  M. 
Epizootics: 

International   Office   of   Epizootics,   establish, 
agreement,  13139 
Epoxy  resins,  see  Resins. 

Equal  employment  opportunity,  see  Discrimina- 
tion in  employment. 
Equal  Employment  Opportunity  Commission: 
annual  report,  06768 
appropriations,  1974- 

supplemenlal,  proposal,  11254 
appropriations,  1975- 

report,  08826-7 
appropriations,  1976- 
hearings,  07196 
law,  01856 
complaints,    backlog,    causes    and    plans    to 
eliminate  - 
hearings,  02042 
Equal  Employment  Opportunity  Training 
Institute: 
announcing  EEO  courses,  10590 
Equal  Opportunity  Office: 

Agriculture    Department,    general    information, 
01685 
Equal  pay  for  equal  work,  see  Women. 
Equal  rights,  see  Women. 
Equations: 

analysis    of    molecular    flow    parameters    with 

help  of  kinetic  Vallander  equations,  07476 

conversion  of  tree-volume  equations  to  metric 

system,  09719 
nonlinear  equations  of  motion  for  elastic  bend- 
ing   and    torsion    of    twisted    nonuniform 
rotor  blades,  06227 
reacting     viscous-shock-layer     solutions     with 
multicomponent  diffusion  and   mass  inje- 
cion,  10181 
site  index  and  maximum  gross  yield  capability 
equations    for    ponderosa    pine    in    Black 
Hills.  12310 
stem  surface  area  equations  for  4  tree  species 

of  New  Mexico  and  Arizona,  05829 
stockability    equations    for    California    forest 
land,  01063 
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volume   equations   for   2d-growth    Douglas-fir, 
01065 
Equations  of  motion: 

nonlinear  equations  of  motion  for  elastic  bend- 
ing   and    torsion    of    twisted    nonuniform 
rotor  blades,  06227 
Equations  of  state: 
detonation  calculations,  with  a  Percus-Yevick 
equation  of  state,  12721 
Equatorial  Guinea: 

Equatorial  Guinea,  background  notes,  06475 
Equilibrium: 
normal-  and  oblique-shock  flow  parameters  in 
equilibrium    air    including    attached-shock 
solutions  for  surfaces  at  angles  of  attack, 
sweep,  and  dihedral,  02948 
reacting    viscous-shock-layer     solutions     with 
multicomponent  diffusion  and  mass  injec- 
tion, 10181 
rough-to-smooth      transition      of      equilibrium 

neutral  constant  stress  layer,  02957 
statistical  equilibrium  calculations  for  silicon  in 
early-type     model     stellar     atmospheres, 
12847 
steady-state  and  transient  analysis  of  squeeze 
film    damper   bearing    for    rotor   stability, 
06175 
Equine      encephalomyelitis,      see       Encephalo- 
myelitis. 
Equipment: 

AMC   ammunition    peculiar   equipment   index, 
maintenance   of   supplies   and   equipment, 
08595 
Equipment  operators: 

military    equipment   operators    and    mechanics 

standards,  10503 
relationship  between  whole  body  vibration  and 
morbidity    patterns    among    heavy    equip- 
ment operators,  08244 
Equipments,  see  Motor  vehicles-Repair  shops. 
Erbium: 
YAG    laser    use    in    remote    sensing    of    at- 
mospheric     methane,     feasibility     study, 
04773 
ERC,  see  Engineering  and  Research  Center. 
ERCOT,    see    Electric    Reliability    Council    of 

Texas. 
ERDA,  see  Energy  Research  and  Development 

Administration. 
EREP  (earth  resources  experiment  package),  see 

Sensors. 
ERIC,   see   Educational   Resources    Information 

Center. 
Erie  Lackawanna  Railway  Company: 

railroad    accident    investigation    summary    re- 
port, 08357 
Erie,  Lake: 
climatology  of  Lake  Erie  storm  surges  at  Buf- 
falo and  Toledo,  06378 
experimental    treatment   of   Lake    Erie    water, 

Erie,  Penn.  water  plant,  12063 
remote  sensing  study  of  steam-electric  power 

plant  thermal  discharges,  12080 
time-of-travel  study,  Lake  Erie-Niagara  River 

basins,  05890 
water  quality  newsletter,  041 1 1 
Erosion: 

erosion    control    with    wood    chips    on    newly 

graded  areas,  07669 
evaluation   of   potential   use   of   vegetation   for 
erosion      control      along      Great      Lakes 
shoreline,  00870 
see  also  Beach  erosion-Wind  erosion. 


Error  analysis: 

analysis  of  errors  associated  with  determina- 
tion of  atmospheric  temperature  from  at- 
mospheric pressure  and  density  data  , 
12828 
analytical  expressions  for  position  error  in  tri- 
angulation  solutions  of  point  in  space  for 
several  station  configurations,  10137 
failure  analysis  of  electronic  parts,  laboratory 

methods,  06198 
failure  am'ysis  of  tainter  gate  cable-adjusting 

bolts,  05625 
modification      of      impulse-factoring     orbital- 
transfer   technique   to   account   for  orbit- 
determination  and  maneuver-execution  er- 
rors, 12785 
standards   for  discussion   and   presentation   in 

data,  08665 
statistical  study  of  tropical  cyclone  positioning 

errors  with  economic  applications,  12973 
upper-bound      errors      in      far-field      antenna 
parameters  determined  from  planar  near- 
field  measurements,  03008 
vertical  efficiency  of  active  and  passive  bal- 
loon tracking  systems  from  standpoint  of 
integrated  error,  08596 
wind    errors    encountered    during    automatic 
processing     of     IFYGL     loran-C     data, 
preliminary  report,  12963 
Errors,  see  Error  analysis. 
ERS,  see  Economic  Research  Service. 
ERTS  (earth  resources  technology  satellites),  see 

Satellites. 
Escambia  County,  Ala.: 

soil  survey  report,  01570 
Escanaba,  Mich.: 

port,  09296 
ESECA,  see  Power  resources. 
ESIC,    see   Environmental    Science    Information 

Center. 
ESSEA    (Elementary    and    secondary    education 

act),  see  Elementary  education. 
Essex,  Vt.: 

floods  in  Williston,  Vt.,  05649 
Estate  tax,  see  Inheritance  and  transfer  tax. 
Estill  County,  Ky.: 

soil  survey  report,  08377 
Estonia: 

sense    of    House    regarding    status    of    Baltic 
States - 
report,  02000 
Estuaries: 

coastal-estuarine     and     nearshore     processes, 

12515 
discharge     and     flow     distribution,     Columbia 

River  estuary,  07838 
environmental       requirements       of       selected 

estuarine  ciliated  protozoa,  05692 
environmental     studies     of     arctic     estuarine 

system,  12013 
methods  suitable  for  analysis  and  preservation 
of    nitrogen    forms    in    estuarine    environ- 
ment, 10264 
methods  suitable  for  analysis  and  preservation 
of    phosphorus    forms    in    estuarine    en- 
vironent,  10265 
numerical    model    for    prediction    of    transient 

water  quality  in  estuary  networks,  06384 
numerical  model  of  material  transport  in  salt- 
wedge  estuaries,  05881 
sediment    transport   by    streams    draining    into 

Delaware  estuary,  02676 
spectral    analysis,    application    to    stream    and 
estuary  field  surveys,  10251 
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tidal  flats  in  estuarine  water  quality  analysis, 
02454 
ETA,  see  Employment  and  Training  Administra- 
tion. 
Ethane: 

mineral  industry  surveys,  08096 
Ethiopia: 
drought  recovery  program,  agreement,  08427 
military    assistance,    payments    under    Foreign 

assistance  act,  agreement,  03171 
syncrisis,  dynamics  of  health,  12459 
Ethnic  types. 

Bicentennial  ethnic  racial  report,  10465 
selected     socio-economic     characteristics     of 
ethnic   minorities   based   on    1970  census, 
HEW  regional  data,  study,  09846 
Eucalyptus: 
lumber  potential  of   12-year-old   saligna  euca- 
lyptus trees  in  Hawaii,  09704 
pressure  treatment  of  robusta  and  ohia  posts, 

final  report,  09701 
variations      in      diameter      measurements     of 
robusta    eucalyptus    due    to    swelling   and 
shrinking  of  bark,  09675 
Euderma,  see  Bats. 
Eulogies,  see  Memorial  services. 
EUR  ATOM,  see  European  Atomic  Energy  Com- 
munity. 
Europe: 
Conference   on   Security   and   Co-operation   in 

Europe  final  act,  03121 
East,  scientific  abstracts,  04649-55 
Eastern,  cybernetics,  translations,  04593 
Eastern,  economic  and  industrial  affairs,  trans- 
lations, 04594 
Eastern,  political,  sociological,  military  affairs, 

translations,  04595 
Eastern,  scientific  affairs,  translations,  04596 
Eastern,  world  trade  outlook,  02407.  09189 
eighth    FAA    representatives    program    review 
conference,    Europe,    Africa,   and   Middle 
East  region,  07604 
European  experience  in  pedestrian  and  bicyle 

facilities,  05786 
European  sodium  component  testing  facilities, 

11963 
inventory    of    government-supported    research 

projects  on  foreign  affairs,  08414 
omega   propagation    correction    tables    for   3.4 

kHz,  11905 
omega  table,  northern  Europe,  11890 
south  and  east,   redefining  American  interest, 

05176 
status  of  efforts  to  offset  balance-of-payment 
deficit  for  fiscal  year  1974  attributable  to 
maintaining   U.S.  forces  in  Europe,  GAO 
report,  07762 
structural  changes  in  West   European  agricul- 
ture, 00840 
transfer  of  technology  to  Eastern  Europe  - 

hearings,  07256 
U.S.  trade  and  investment  in  Soviet  Union  and 

Eastern  Europe,  07248 
United  States-Europe  relations  and  1973  Mid- 
dle East  war- 
hearings,  05182 
western,  market  profiles,  11922 
Western,  translations,  04613 
Western,  world  trade  outlook,  02403,  09179 
European  Atomic  Energy  Community: 
enriched  uranium,  increase  supply - 
report,  07087 


uranium,    proposed    increase     in     amount    of 
uranium  which  may  be  distributed  - 
report,  00394 
Eutectics: 

resistance    of    a    gamma-gamma     prime-delta 
directionally    solidified    eutectic    alloy    to 
recrystallization,  02954 
Eutrophication: 

eutrophication      of      surface      waters,      Lake 
Tahoe's  Indian  Creek  Reservoir,  09362 
Evacuation: 

assistance  to  Indochina  evacuation,  oversight- 
report,  06805 
evacuation  risks,  evaluation,  03100 
funds   for   use  of  humanitarian   evacuation   in 
Indochina- 
proposal,  01924 
questionable     use     of    domestic     aeromedical 

evacuation  system,  GAO  report,  07787 
review  of  preliminary  estimates  of  evacuation 
costs,    temporary    care,    and    resettlement 
costs  of  Vietnamese  and  Cambodian  refu- 
gees, GAO  report,  07767 
Vietnam  humanitarian  assistance   and  evacua- 
tion act  of  1975,  10926 
Evangeline  Parish,  La.: 

soil  survey  report,  031 16 
Evaporation: 
effect    of    heated    water   on    temperature    and 

evaporation  of  Hyco  Lake,  N.C.,  09834 
monomolecular   film    in   suppressing   reservoir 
evaporation,  bibliography,  10256 
E  vapotranspiration : 

studies,  02671 
Everglades  National  Park,  Fla.: 

general  information,  08289 
Everglades  Wilderness: 

proposal,  00280 
Everglades,  Fla.: 

surface  water  records,  05892 
Everman,  Tex.: 

flood    hazard    information    report.    Chambers 
Creek,  11983 
Evidence: 

Federal  rules  of  evidence- 
report,  05384 
Federal  rules  of  evidence,  amend - 
law,  00262,  06691 
report,  00574,  01980 
looking  for  evidence  of  age,  citizenship,  rela- 
tionship?, 10577 
rules  of  evidence   for  use  in  U.S.  courts  and 
before  U.S.  magistrates,  05212 
Evolution: 

evolutionary  properties  of  meteoroids,  06183 
Examinations,  see  Civil  service. 
Excavating  machinery: 

earth     moving     and     excavating     equipment. 
Federal  item  identification  guide,  11845-6 
Excavation: 

tunnels,  machine  excavation,  rate  of  progress, 
machine  data,  10278 
Excess  property,  see  Surplus  property. 
Exchange  charges,  see  Banks  and  banking. 
Exchanges      (international),      see      International 

exchanges. 
Excise  taxes: 

bulletin  index-digest  system,  12517 

excise    taxes,    bulletin     index-digest    system, 

02728 
information  on  excise  taxes,  02748 
internal    revenue    bulletin,    cumulative    index- 
digest  system,  03478 
IRS  looseleaf  regulations  system,  04181 
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Excise  taxes-Con. 
tax  information  for  manufactures  of  firearms, 
shells  and  cartridges,  02771 
Executive  departments: 

congressional    committees    and    executive    or- 
ganization, 08865 
firefighter  personnel  of  executive  agencies,  im- 
prove   basic    workweek    and    revise    pay 
structure - 
hearings,  11185 
part-time  career  opportunities - 

hearings,  1 1 184 
reorganization    of    agencies,    reestablish    time 
period  - 
proposal,  01921 
Executive  mansion: 
comparison    of    White    House    and    Judiciary 
Committee  transcripts  of  8  recorded  Pre- 
sidential conversations  - 
hearings,  06998 
employment  of  White  House  office  and  execu- 
tive residence  personnel,   clarify  authori- 
ty- 
report,  05010 
personnel,  authorize  - 

hearings,  11603 
White  House  employment- 
report,  00401,  10935 
Executive  Office  of  the  President: 
appropriations,  1975  — 
report,  08835,  10889 
appropriations,  1976  — 
supplemental,  proposal,  10772 
Executive     orders,     see     President    of     United 

States. 
Executive  Protective  Service: 

increase  size  to  protect  foreign  diplomatic  mis- 
sions- 
law,  06737 

report,  06801,  07108,07171 
Executives: 
annuities  and  pay- 

hearings,  02090 
comparability  pay  adjustment  for  senior-level 

executives,  00348 
defining      terms      executive,      administrative, 
professional,  and  outside  salesman,  08506 
executive  manpower  in  Federal  service,  00208 
executive  manpower,  bibliography,  01806 
executive,     administrative,     professional     and 
outside   salesmen   exemptions   under   Fair 
labor  standards  act,  08503 
executive,    philosophy,    problems,    practices, 

bibliographic  survey  of  literature,  00094 
President's    executive    interchange    program, 
private  sector  executives,  03094 
Executors,  see  Administrators. 
Exercise: 
influence    of    dynamic    exercise    on    fatiguing 
isometric     exercise     and     assessment    of 
changing  levels  of  isometric  component  , 
03032 
Exhaust  emissions: 
air  quality   and    automobile   emission   control, 

09065 
automotive    lead    emissions    effect    on    public 
health - 
hearings,  00697 
chemical  and  physical  characterization  of  au- 
tomotive exhaust  particulate  matter  in  at- 
mosphere, 09333 
closed  loop  control  of  internal  combustion  en- 
gine exhaust  emissions,  08460 
control  systems,  inspector's  guidebook,  09443 


effluent  sampling  of  Scout  D  and  Delta  launch 
vehicle  exhausts,  10100 

exhaust  emissions  from  gasoline-powered  vehi- 
cles above  6,000  lb.  gross  vehicle  weight, 
00950 

from  uncontrolled  vehicles  and  related  equip- 
ment using  internal  combustion  engines, 
12078 

in-use  heavy  duty  gasoline  truck  emissions, 
mass  emissions  from  trucks  operated  over 
road  course,  09441 

monopolistic  tendencies  of  auto  emission  war- 
ranty provisions - 
hearings,  00514 
report,  06780 

primary-zone  equivalence  ratio  and  hydrogen 
addition  effect  on  exhaust  emission  in 
hydrocarbon-fueled  combustor,  10120 

sulfur  oxide  measurement  in  aircraft  turbine 
engine  exhaust,  13165 

see  also  Emission. 
Exhaust  gases: 

effects  of  jet  exhaust  gas   properties   on  ex- 
haust    simulation     and     afterbody     drag, 
01366 
Exhaust  nozzles,  see  Nozzles. 
Exhaust  systems: 

evaluation  of  diesel  engine  performance  with 
intake  and  exhaust  system  throttling, 
08469-70 

truck  noise,  reduction  of  intake   and  exhaust 
system  noise  on  heavy  duty  diesel  trucks, 
08453 
Exhibitions: 

Expo  '74,  International  Exposition,  Spokane, 
Wash.,  final  report,  05936 

indemnification   of  Metropolitan   Museum   for 
losses  suffered  in  exhibitions  in  Union  of 
Soviet  Socialist  Republics,  provide- 
report,  05379 

international  petroleum  exhibition - 
report,  02173 
Exhibits: 

third     generation     computer     exhibit,     USSR 
study,  07912 
Eximbank,   see   Export-Import   Bank   of   United 

States. 
Expansion  tubes: 

anomalous  flow  condition  of  Langley  pilot 
model  expansion  tube,  investigation, 
06222 

comparison  of  measured  and  predicted  test 
flow  in  expansion  tube  with  air  and  ox- 
ygen test  gases,  08159 

finite-difference  analysis  of  the  nozzle  starting 
process  in  an  expansion  tunnel,  08168 

relaxation    of    unsteady    turbulent    boundary 
layer    on    flat    plate    in    expansion    tube, 
10132 
Expansion  tunnels,  see  Expansion  tubes. 
Expenditures: 

capital  expenditures,  fixed  assets,  and  rental 
payments,  00133 

consumer  expenditure  survey  series,  diary 
data  1972,  12673 

estimated  Federal  expenditures  on  domestic 
transportation  capital  improvement  and 
operating  programs,  by  State,  fiscal  years 
1957-71,  13195 

expenditures  for  plant  and  equipment,  census 
of  manufactures,  10533 

farm  production  expenditures,  13148 

farm  production  expenditures  for  1971,  06488 

farmers'  expenditures  for  custom  pesticide 
services,  00018 
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Expenditures  -  Con. 

farmers'  use  of  pesticides,  expenditures,  00015 

legislative  ceiling  on  expenditures  in  Laos 
reduced  costs  but  ceiling  was  exceeded, 
09750 

national  health  expenditures,  01564 

R  and  D  expenditures  of  State  public  institu- 
tions, 06404 

universities    and    colleges,    expenditures    for 
scientific  and  engineering  activities,  01467 
Expenditures  of  United  States  Government: 

combined  statement  of  receipts,  expenditures 
and  balances,  12457 

expenditures  and  manpower  requirements  for 
selected  Federal  programs,  05993 

see  also  Budget  of  United  States. 
Experiments  and  experimentation: 

cost  assessment  of  reliability  requirements  for 
shuttle-recoverable  experiments,  01356 

experimental  evaluation  of  stresses  in  cylindri- 
cally  hollow  (drilled)  balls.  06151 

experimental  performance  of  75-millimeter- 
bore  arched  outer-race  ball  bearings  to  2.1 
million  DN,  08187 

growth  of  released  redwood  crop  seedlings  on 
redwood  experimental  forest,  09662 

MSFC  Skylab  Apollo  telescope  mount  experi- 
ment systems  mission  evaluation,  10124 

MSFC  Skylab  corollary  experiments,  10122 

tilt  precursors  in  rock  before  failure,  laborato- 
ry investigation,  12738 
Explorations: 

results  of  exploration  of  Baneberry  site,  05886 
Explosions: 

investigation  of  aircraft  fuel  tank  explosions 
and  nitrogen  inerting  requirements  during 
ground  fires,  13166 

investigation  of  21  chemicals  with  respect  to 
explosion-proof  electrical  equipment, 
01821 

see  also  Nuclear  explosions. 
Explosive  Excavation  Research  Laboratory: 

explosives     used     in     Explosive     Excavation 
Research     Laboratory     projects,     review, 
09302 
Explosives: 

bomb  summary,  comprehensive  report  of  in- 
cidents involving  explosive  and  incendiary 
devices  in  Nation,  07620-2 

detonation  calculations  with  a  Percus-Yevick 
equation  of  state,  12721 

DoD  ammunition  and  explosives  safety  stan- 
dards, 11660 

explosive  and  pyrotechnic  aging  demonstra- 
tion, 12769 

explosives  used  in  Explosive  Excavation 
Resea.ch  Laboratory  projects,  review, 
09302 

mineral  industry  surveys,  08009 

missiles  intermediate-  and  maximum-range, 
produced  by  cratering  experiments,  05667 

revenue  rulings,  etc.,  internal  revenue  bulletin, 
cumulative,  index-digest  system,  03479 
Expo-74,  see  International  Exposition  on  the  En- 
vironment. 
Export  Administration  Office: 

regulations,  05595 
Export-Import  Bank  of  United  Slates: 

act,  amend  - 
law,  08712 
report,  05061,  08839 

act,  as  amended,  12108 

appropriations,  1975- 
hearings,  11055 
report,  06790 


briefing  - 

hearings,  05149 

export  of  U.S.  manufactured  aircraft  financing 
and  competitiveness,  GAO  report,  07760 

Export-Import  Bank  act,  amend- 
report,  05393 

financial  statements,  examination,  report, 
08752 

financial  statements,  1973,  GAO  examination, 
04926 

foreign  assistance  appropriations,  1976— 
hearings,  07197 

role  of   Export-Import   Bank  and   export  con- 
trols in  U.S.   international  economic  pol- 
icy- 
hearings,  11495 
Exporters: 

U.S.  export  management  companies,  directo- 
ry, 09884 
Exports: 

airborne,  FT  reports,  04626 

Brazil,  survey  of  U.S.  export  opportunities, 
00813 

Canada's  export  market  development  for 
agricultural  products,  05600 

CCC  export  sales - 
hearings,  11048 

exemption  of  foreign-owned  reserves  from  ex- 
port controls  (remarks),  10424 

export  administration  bulletin,  03793 

export  administration  regulations,  03794,  09190 

export  administration  report  to  President  and 
Congress,  00814 

export  and  import  merchandise  trade,  04562 

export  contact  list  services,  12536 

Export  grape  and  plum  act,  amend - 
law,  04895 
report,  05065,  10899 

export  information  services  for  U.S.  business 
firms,  01164 

export     licensing     of     private     humanitarian 
assistance  to  Vietnam  - 
hearings,  06973 

export  mailing  list  and  FTI  data  tape  services, 
trade  list  program,  12575 

export  of  U.S.  manufactured  aircraft  financing 
and  competitiveness,  GAO  report,  07760 

export  opportunities  for  American  business 
through  international  development  banks, 
13213 

export  services  of  Bureau  of  International 
Commerce,  11915 

exportation  of  liquors,  01709 

exporting  dry  edible  beans  by  van  containers, 
three  principal  methods,  physical  evalua- 
tion, 08535 

fiberboard  cartons  for  exporting  grapefruit, 
08539 

fishery  products,  annual  summary,  03047 

highlights  of  U.S.  export  and  import  trade, 
03997 

international  market  study,  foreign  markets, 
export  information,  and  procedures,  12574 

International  security  assistance  and  arms  ex- 
port control  act- 
report,  11435 

licenses  approved  and  reexports  authorized, 
list,  03795 

manufacturers'  sales  and  orders  of  durable 
goods,  current  industrial  reports,  03661 

materials  on  practical  aspects  of  exporting,  in- 
ternational licensing  and  investing,  02399 

nuclear  exports,  laws  and  regulations,  01933 
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Exports-Con. 
organization  and  development  of  enumeration 
of  articles  which  would  result  in  compara- 
bility of  United  States  import,  production 
and  export  data,  02127 
overseas    export    promotion    calendar,    02410, 

04336 
peaceful      nuclear      exports      and      weapons 

proliferation,  05495 
reductions  in  export  promotion  budget- 
hearings,  07227 
statistical  classification,  schedule  B,  04490 
testing  and  certification  for  export  products  in 

industrializing  countries,  12878 
trends  in  wastepaper  exports  and  their  effects 

on  domestic  markets,  00953 
U.S.  export  sales,  04628 
U.S.  exports,  FT  reports,  04629 
waterborne  exports  and  general  imports,  04634 
Expositions,  see  Exhibitions. 
Exposure: 
air    pollution    exposure    and    immunoglobulin 

levels,  12020 
chronic   exposure   effects   of   low-level   pollu- 
tants in  environment,  00509 
data  set  for  noble  gas  plume  exposure  model 

validation,  00864 
driver  exposure,  indirect  approach  for  obtain- 
ing relative  measures,  10204 
effect   of   outdoor   exposure    at    ambient    and 
elevated   temperatures   on   fatigue   life   of 
Ti-6A1-4V  titanium  alloy  sheet  in  annealed 
and   solution-treated   and   aged   condition, 
12818 
laboratory    reactivation    of    diapausing    larch 
casebearer      larvae      following     different 
lengths  of  winter  exposure,  05831 
natural    durability    of    some    woods    used    in 
Hawaii,  results  of  9  1/2  years'  exposure, 
09708 
population    exposure   to    X    rays,    U.S.    1970, 
Public  Health  Service  study,  09455,  13066 
Extended  care  facilities,  see  Nursing  homes. 
Extension   and   Continuing   Education,   National 
Advisory  Council  on,  see  National  Advisory 
Council  on  Extension  and  Continuing  Edu- 
cation. 
Extension  Service: 
Extension  Service  review,  03796 
helping  hands,  giving  volunteer  leaders  a  place 

in  Extension  Program,  12110 
still  learning  through  extension,  08570 
Extension  work: 

learning  while  bread  bakes,  08577 
Exterminators: 

employment  outlook,  09961 
Extraction  apparatus: 
extractive   sampling   interface   parameters,   in- 
vestigation, 09388 
Extradition: 
extradition,  treaty  with  Denmark,  03165 
extradition,  treaty  with  Italy,  03298 
extradition,  treaty  with  Paraguay,  03147 
treaty  with  Australia,  08931 
treaty  with  Canada,  08932 
Extravehicular  operations,  see  Outer  space. 
Eyes: 
eye  examination  findings  among  youths  aged 
12-17  years,  08223 


F-14,  see  Fighter  planes. 

FAA,  see  Federal  Aviation  Administration. 

FA  A- AM  series,  10527 


Fabricated  materials: 

fabricated   and    reclaimed    rubber    segment  of 
rubber  processing  point  source  category, 
effluent  limitations  guidelines,  05684 
fabricated  nonmetallic  materials,  Federal  item 

identification  guide,  00789 
scanning    electron    microscope    evaluation    of 
fabric     in      impact-compacted      kaolinite, 
05671 
Fabrication: 

technology,  compilation,  06197 
Fabrics,  see  Textiles. 
Face,  see  Head. 
Facsimiles: 

filter     spectrometer     concept     for     facsimile 
cameras,  design  and  evaluation,  10169 
Factories: 

factory  production  occupations,  09939 
fats    and    oils    production,    consumption,    and 
factory  and  warehouse  stocks,  00152 
Factory  workers,  see  Labor. 
Faculty  (schools): 

young    and    senior    science    and    engineering 
faculty,  06407 
Failure  analysis,  see  Error  analysis. 
Fair  credit  reporting  act,  see  Credit. 
Fair  housing,  see  Discrimination  in  housing. 
Fair  labor  standards  act,  see  Labor  standards. 
Fair  packaging  and  labeling  act,  see  Packaging. 
Fairness     doctrine,     see     Radio     broadcasting- 
Telecasting. 
Falcons: 

habitat  management  series  for  unique  or  en- 
dangered   species,    prairie    falcon,    Falco 
mexicanus,  01259 
Fallout,  see  Radioactivity. 
Falls: 

falls  hurt,  10389 
infant  falls,  fact  sheet,  09083 
Falmouth,  Maine: 

floods,    Presumpscot    River,    Portland,    West- 
brook,  Gorham,  and  Windham,  00887 
Families: 

AFDC  quality  control  program - 

hearings,  11219 
building  stronger  America  through  more  viable 

home-school  partnership  (address),  09206 
characteristics     of     new     one-family     homes, 

10547 
Child  and  family  services  act- 
hearings,  11594 
child   care  arrangements  of  AFDC   recipients 

under  work  incentive  program,  03510 
consumer    expenditure    survey    series,    diary 

data  1972,  12673 
employment    in     perspective,     unemployment 

among  household  heads,  06028 
families  below  low-income  level,  map,  10581 
family  background,  early  development,  and  in- 
telligence of  children  6-11  years,  08220 
family  crisis  intervention,  from  concept  to  im- 
plementation, 05964 
family  economics  review,  03800 
family  housing  manual,  Coast  Guard,  06658 
family  out-of-pocket  health  expenses,  12910 
female  family  heads,  10561 
housing  for  low  income  families,  HUD's  new 
sec.   8  housing  assistance  payments  pro- 
gram, 12468 
marital  and  family  characteristics  of  workers, 

07990 
minimum  property  standards,  HUD- 
multifamily  housing,  12472 
one  and  two  family  dwellings,  12471 
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Families-Con. 

money  income  in  1974  of  families  and  persons 

in  United  States,  10574 
nutrition  and  special  groups  - 

hearings,  0231  3 
poverty  status  in  1969  and  1959  of  persons  and 
families,   for  States,   SMSA's,  central  ci- 
ties, and  counties,  06599 
residential    energy    consumption,     multifamily 

housing  final  report,  12475 
troubled  family  in  river  city,  study  of  ways  in 
which       families      with       mental       health 
problems     were     served     by     community 
agencies,  01429 
word  to  families  of  Army  Reservists,  10513 
work  incentive  program,  04726 
work     incentive     program     modifications     for 
families  receiving  aid  with  dependent  chil- 
dren- 
report,  07172 
Family  farms,  see  Farms. 
Family  planning,  see  Birth  control. 
Family  support,  see  Support  (family). 
Family     Week,     National,     see     Special     days, 

weeks,  etc.. 
Famine,  see  Relief  work. 

FAMOUS      Project,      see      Project      FAMOUS 
(French-American       Mid-Ocean       Undersea 
Study). 
Fans: 

effects   of  4   inlet   and   outlet   tip-annulus-area 
blockage    configurations    on    performance 
of  axial-flow  fan  rotor,  08182 
fans  and  impellers.  Federal  item  identification 

guide,  00747,  11698 
inlet  noise  of  0.5-meter-diameter  NASA   QF-1 
fan  as  measured  in  unmodified  compres- 
sor    aerodynamic     test     facility     and     in 
anechoic  chamber,  08177 
noise    data    from    tests    of    I  83-meter,    6-ft, 
diameter    variable-pitch    I  2-pressure-ratio 
fan  QF-9,  0§201 
noise  generated  by  quiet  engine  fans,  12787 
performance    of    1.57-pressure-ratio    transonic 
fan  stage  with  screen-induced  90°  circum- 
ferential inlet  flow  distortion,  12839 
performance    of    low-pressure    fan    stage    with 

reverse  flow,  12806 
performance     of     low-pressure-ratio     low-tip- 
speed  fan  stage  with  blade  tip  solidity  of 
0.65,  12802 
performance   of    1  15-pressure-ratio   axial-flow 
fan    stage    with   blade   tip    solidity   of   0.5, 
10108 
replacing  brattice  cloth  at  coal  faces  with  air 

curtains  and  diffuser  fans,  02923 
sound  radiation  from  high-speed  axial-flow  fan 
due  to  inlet  turbulence  quadrupole  interac- 
tion, 10153 
see  also  Turbine  fans. 
FAO,  see  Food  and  Agriculture  Organization. 
FAR,  see  Foreign  Area  Research  Coordination 

Group. 
FAR  Documentation  Center,  see  Foreign  Affairs 

Research  Documentation  Center. 
Far  East,  see  East  (Far  East). 
Farallon  National  Wildlife  Refuge: 
designate     certain     lands     as     Farallon     Wil- 
derness- 
hearings,  05499 
Farallon  Wilderness: 
establish- 
hearings,  05499 
Fares,  see  Air  carriers. 


Fargo,  N.  Dak.: 

impact     of     waste     discharges     on     interstate 
waters,  Red  River  of  North,  09431 
Farm  buildings: 

building  plan,  confinement  beef  barn,  01666 
building  plan,  hog  feeder,  00034 
building  plan,  house  for  dry  sows,  01667 
building  plan,   maternity  barn  for  dairy  cows, 

00036 
building  plans,   wagon  rack  for  silage-feeding, 

04749 
contractors    and    manufactures,    their    role    in 
midwest  farm  contstruction,  09630 
Farm   credit,   see   Agricultural   credit-Agriculture 

credit. 
Farm  Credit  Administartion: 
salary  adjustment- 
report.  10956 
Farm  Credit  Administration: 
appropriations,  1976- 
hearings,  06912,  07193 
law,  01857 
appropriations,  1977  — 

hearings,  11467 
salary  adjustment- 
report,  01986 
statistical  bulletin.  05766 
Farm     equipment,     see     Farm     imple   ients  and 

machinery. 
Farm  implements  and  machinery: 

moving  equipment?  make  sure  it's  clean  first, 
plant  pests  often  hitchhike  in  dirt,  01670 
Farm  income,  see  Income. 
Farm  labor: 

agricultural  child  labor  provisions  of  FLSA- 

hearings,  05526-7 
contractor  registration  act,  amend - 
report,  05374 
veto.  10710 
Fair    labor    standards    act,    limited    waiver   of 
child  labor  provisions  with  respect  to  cer- 
tain agricultural  hand  harvest  laborers - 
hearings,  06943 
Labor  Dept.   certification  of  use   of  offshore 
labor,  oversight- 
hearings,  00465 
labor,    total    hours,    used    for    farmwork,    by 

livestock  and  crop  groups,  01677 
migratory,  contractor  registration  act,  amend- 

report,  08804 
monthly  report.  03805 
nonimmigrant    alien    labor   program    on    Virgin 

Islands  of  United  States.  00494 
unemployment   among   agricultural   workers   in 

Hawaii,  investigation,  05167 
when  you  work  in  fields,  01567 
Farm  ponds,  see  Ponds. 
Farm  prices,  see  Prices. 
Farm  products,  see  Agricultural  products. 
Farm  supplies: 

economic  assistance,  manufacture  and  acquisi- 
tion of  agricultural  input,  agreement  v.  ith 
Bangladesh,  03232 
Farm  work,  see  Farm  labor. 
Farmer  Cooperative  Service: 

FCS  information  series,  02486,  05767 
FCS  research  report,  12111 
Farmers: 

Farmer-to-consumer  direct  marketing  act- 
report,  01988 
farmer-to-consumer      direct      marketing,      en- 
courage and  assist - 
hearings,  02017 
farmers   and   ranchers,   soil   surveys  can   help 
you,  00042 
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Farmers-Con. 

farmers'  bulletin,  00026,  01657-8,  06521 
farmers'    expenditures    for    custom    pesticide 

services,  00018 
farmers'  use  of  pesticides,  expenditures,  00015 
Federal  estate  and  gift  taxes,  impact  on  small 
businessmen  and  farmers - 
hearings,  07317 
how   cooperatives   helped   farmers   in   time   of 

shortages,  05767 
prices  received  by  farmers  for  manufacturing 
grade   milk   in  Minnesota  and  Wisconsin, 
08440 
see  also  Farmers'  cooperative  organizations. 
Farmers  Home  Administration: 
appropriations,  deferral - 

report,  10982 
emergency  loan  eligibility  requirements - 

hearings.  06902 
emergency  loan  program,  simplify - 

report,  00590,  06808,  10938 
personnel  management  improvements  initiated 
or    needed    to    help    Farmers    Home    Ad- 
ministration  meet  its  expanded   missions, 
GAO  report,  07819 
Farmers  markets,  see  Markets  and  marketing. 
Farmers'  cooperative  organizations: 

economic   development   through   cooperatives, 

06532 
news  for  farmer  cooperatives,  04290 
Farming: 

Peace  Corps  farming,  more  than  job,  00006 
SEE  Agriculture. 
Farmington,  la.: 

flood-prone  areas,  12401 
Farms: 

Consolidated  farm  and  rural  development  act, 
amend- 
hearings,  00646 
report,  00590,  06808,  10938 
Department  of   Labor's  practice   of  obtaining 
labor  union  comments  in  making  certifica- 
tions required  by  Consolidated  farm  and 
rural  development  act,  GAO  report,  12344 
farm  building  contractors  and  manufacturers, 
their  role   in   midwest   farm   construction, 
09630 
farm     characteristics,     production     and     land 
resources,   by  production   areas  of  north 
central  region,  08580 
farm  corporations  and  their  income  tax  treat- 
ment, 11940 
farm  finance,  census  of  agriculture,  10530 
farm  in  colonial  Virginia  (poster),  06389 
farm  index,  03804 
farm  population  estimates,  10377 
farm  production  expenditures,  13148 
farm  production  expenditures  for  1971,  06488 
FPL,  farm  paper  letter,  03961 
importance    of    farm    inputs,    fertilizers,    and 
farm  chemical  chemicals - 
report,  05353 
plan  for  safe  farm,  01674 

State  and  Federal  legal  regulation  of  alien  and 
corporate  land  ownership  and  farm  opera- 
tion, 06515 
tax  shelters,  farm  operations,  02133 
taxes  levied  on  farm  personal  property,  10378 
where  and  how  to  get  a  farm,  06523 
will  family  farm  survive  in  America - 
hearings,  07320-1 
Farms  and  farming: 
changes    in    farm    production    and    efficiency, 
01676-9 


economics    of    large    wheat    farms    in    Great 

Plains,  01646 
farm  production,  indexes  of  total  farm  output 
and    gross    production,    by    livestock    and 
crop  groups,  01676 
labor,  indexes  of  farm  production  per  hour,  by 

livestock  and  crop  groups,  01678 
productivity,    index    of    total    farm    input    and 
productivity,  01679 
Faroe  Islands: 

aviation,  joint  financing  of  certain  air  naviga- 
tion services  in  Greenland  and  Faroe 
Islands  and  in  Iceland,  agreements  with 
other  governments,  03157 
aviation,  joint  financing  of  certain  air  naviga- 
tion services,  agreement,  13128 
Farrior,  Joyce  A.: 

relief,  10851,  11344 
Farrior,  Sarah  E.: 

relief,  11344 
Fasteners,  see  Fastenings. 
Fastenings: 

fabrication  technology,  compilation,  06197 
fastening  devices.   Federal  item   identification 
guide,  07343,  11681 
Fatalities,  see  Death. 
Father  Marquette  National  Memorial: 
establish  - 
law,  06702 
report,  07125 
Fatigue: 

influence    of    dynamic    exercise    on    fatiguing 
isometric     exercise     and     assessment    of 
changing  levels   of  isometric   component, 
03032 
Fatigue  of  materials,  see  Strains  and  stresses. 
Fats,  see  Oils  and  fats. 
Faults  (geology): 

detection  and  delineation  of  faults  by  surface 
resistivity     measurements,    Conda    mine, 
08091 
structure    and    origin    of    Koae    fault    system, 
Kilauea  Volcano,  Hawaii,  12427 
Fauna: 

methods    for    acute    toxicity    tests    with    fish, 
macroinvertebrates  and  amphibians,  09363 
revision     of     stonefly      family      Nemouridae 
(Plecoptera),    study    of    world    fauna    at 
generic  level,  01557 
vertebrate  fauna  of  San  Joaquin  Experimental 
Range,  Calif,  checklist,  09621 
Favored  nation  clause: 

impact    on    U.S.    imports    of    granting    most- 
favored-nation     treatment     to     Romania, 
00332 
FBI,  see  Federal  Bureau  of  Investigation. 
FCC,  see  Federal  Communications  Commission. 
FCM,  see  Federal  Coordinator  for  Meteorologi- 
cal Services  Supporting  Research. 
FCS,  see  Farmer  Cooperative  Service. 
FDA,  see  Food  and  Drug  Administration. 
FDIC,  see  Federal   Deposit  Insurance  Corpora- 
tion. 
FEA,  see  Federal  Energy  Administration. 
Feather  River: 

channel  capacity  between  Oroville  and  Honcut 
Creek,  09791 
Fecundity: 

childspacing  and  current  fertility,  00125 
development,  fecundity,  and  longevity  of  cot- 
ton leaf  perforator  in  relation  to  tempera- 
ture, 08549 
fertility    history    and    prospects    of    American 
women,  10560 
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Federal  Advisory  Committees: 

annual  report.  13042 
Federal  agencies,  see  Government  offices. 
Federal  aid,  see  Grants-in-aid. 
Federal  Archives  and  Records  Center: 

National  Archives  microfilm  resources  in 
Archives  Branch,  12855 

research  opportunities.   Archives   Branch,  San 
Bruno,  CA.  12858 
Federal  assistance  programs: 

adequacy    of    Federal    response    to    housing 
needs  of  older  Americans - 
hearings,  1 1448 

assessing  Federal  program  for  strengthening 
developing  institutions  of  higher  educa- 
tion. GAO  report,  01101 

catalog  of  Federal  domestic  assistance,  up- 
date, 12686 

effective  participation  in  Federal  education 
programs,  handbook  for  private  school  ad- 
ministrators, 05603 

expenditures  and  manpower  requirements  for 
selected  Federal  programs,  05993 

factbook  for  estimating  manpower  needs  of 
Federal  programs,  05989 

Federal  civil  rights  enforcement  effort,  to  ex- 
tend Federal  financial  assistance,  00202 

Federal  education  assistance  programs, 
catalog,  09207 

federal  high  education  programs  institutional 
eligibility  hearings,  05166 

Federal  higher  education  programs  institutional 
eligibilty- 
hearings,  08893 

Federal  programs  for  neighborhood  conserva- 
tion, 00011 

Federal  research  and  development  program, 
00505 

federally  assisted  activities,  02679-80 

fundamental  changes  are  needed  in  Federal 
assistance  to  State  and  local  governments, 
GAO  report,  01094 

government  services  to  rural  America  annual 
report,  required  reporting  date,  change- 
report,  08823 

importance  of  service.  Federal  support  for 
continuing  education,  02936 

improved  Government  assistance  can  increase 
U.S.  share  of  foreign  engineering  and  con- 
struction projects,  GAO  report,  09742 

Indochina  refugee  children  assistance  act- 
report,  02204.  06877 

information  available  on  estimated  costs  to 
rehabilitate  Nation's  railroad  track  and 
summary  of  Federal  assistance  to  indus- 
try, 07821 

nondiscrimination  in  federally  assisted  pro- 
grams of  Defense  Civil  Preparedness 
Agency,  00719 

prevention  and  detection  of  fraud  and  program 
abuse,  HEW  procedures  and  resources- 
hearings,  06955 

State    and    Federal    unemployment    insurance 
programs,  remarks,  05977 
Federal  Aviation  Administration: 

aircraft  noise  control  programs - 
hearings,  05463 

airworthiness  directives  for  small  aircraft, 
summary,  12137 

airworthiness  directives,  regulations,  09504 

airworthiness  directives,  summary,  large  air- 
craft, 09513 

aviation  education  series,  02491-4,  07603, 
12115 

communication  system,  description,  10311 


contractions  used  in  air  traffic  control,  etc., 
handbook.  03612 

costly  requirements  for  certain  control  towers, 
navigation  aids,  and  airport  lights,  GAO 
report,  12343 

dealing  with  labor  unions,  guide  for  FAA  su- 
pervisors, 02495 

Deputy  Administrator,  nomination  of  James  E 
Dow- 
hearings,  1 1505 

design  recommendation  for  lightning  elimina- 
tion system  for  FAA  category  3  instru- 
ment landing  system,  NAFEC,  13158 

eighth  FAA  representatives  program  review 
conference,  Europe,  Africa,  and  Middle 
East  region,  07604 

electronic    voice    switching    system,    procure- 
ment- 
report,  00423 

FAA  air  traffic  activity,  fiscal  year  1975,  12117 

FAA  aviation  news  (periodical),  03797 

FAA  communications  system  description, 
10311 

FAA   electronic    voice   switching    system   con- 
tract- 
hearings,  11107 

FAA  emergency  operations  plan,  05772 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  AIL  Mark  1  in- 
strument landing  system,  13160 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  AIL  type  55K  in- 
strument landing  system,  13159 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  airport  surveil- 
lance radar  model  ASR-7,  13176 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  Wilcox  Mark  1/A 
instrument  landing  system,  13161 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  Wilcox  Mark  1/C 
instrument  landing  system,  13162 

FAA  statistical  handbook  of  aviation,  calendar 
year  1972.  00967 

FAA  statistical  handbook  of  aviation,  calendar 
year  .974,  12118 

FAA-AM  series,  01772,  10527 

Federal  aviation  regulations,  03812-34 

general  information,  07606 

general  rule-making  procedures,  12119 

handbook,  02498-9,  05772-4,  12128 

improved  planning  and  management  of  infor- 
mation systems  development  needed, 
GAO  report,  01097 
iroved  procedures  needed  for  implementing 
safety  recommendations,  GAO  report, 
07811 

manpower  management  review  program,  09512 

national  aviation  system  plan,  10  year  plan, 
09511 

order  series,  00970-1,  07614,  09512 

profiles  of  scheduled  air  carrier  operations  by 
stage  length.  Federal  Aviation  Administra- 
tion regions'  top  100  U.S.  airports,  12133 

regulations,  00968.  02497.  05768-71,  07607-8, 
09501-8,  12119-26 

report  FAA-E  series,  12134 

report  FAA-RD  series,  06489,  10296-328, 
13149-77 

review  of  procedures  and  policies  with  respect 
to  DC- 10  cargo  doors - 
hearings,  08901 

technical  standard  order  authorizations,  12122 
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Federal  Bank  Commission: 
establish  - 

hearings,  11488 
Federal  buildings,  see  Public  buildings. 
Federal  Bureau  of  Investigation: 
annual  report,  02504 

FBI  laboratory,  brief  outline  of  history,   ser- 
vices, and  operating  techniques,  07619 
FBI  law  enforcement  bulletin,  03808 
FBI     special     agents,     employment     outlook, 

09967 
FBI  uniform  crime  reports,  07620-2,  12139 
oversight - 
hearings,  11158 
Federal  City  College: 
consolidate  into  land-grant  University  of  Dis- 
trict of  Columbia - 
hearings,  11519 
Federal  civil  service,  see  Civil  service. 
Federal  Commuications  Commission: 

decisions  and  reports,  bound  volume,  05778 
Federal  Communications  Commission: 
appropriations,  1976  — 
hearings,  07196 
law,  01856 

supplemental,  proposal,  10774 
certain  daytime  broadcast  stations  to  operate 
before  local  sunrise,  permit  - 
report,  08939 
decisions  and  reports,  00973 
decisions  and  reports,  bound  volume,  00974, 

12141-2 
decisions,    reports,   public    notices,   and   other 

documents  (periodical),  03837 
employeee  responsibilities  and  conduct,  FCC 

rules  and  regulations,  03838 
maritime    services,    radio    stations    and    land, 
shipboard     etc.,     rules     and     regulations, 
03841 
members,  nominations  of  Robert  E.  Lee,  Glen 
O.  Robinson,  and  Abbott  Washburn - 
hearings,  11505 
memorandum  opinions,  etc.,  04203 
organization,  FCC  rules  and  regulations,  03838 
overview  - 

hearings,  1 1 143 
practice  and  procedure,  FCC  rules  and  regula- 
tions, 03838 
press  releases,  04380 
public  notices,  03836,  04380 
radio    frequency    spectrum,    little-understood 
resource,  management  and  use,  GAO  re- 
port, 09747 
rules  and  regulations,  03838-47,  12143-4 
Federal  Contract  Compliance  Office: 
questions  and  answers  on  OFCC  testing  and 
selection  order,  11953 
Federal  contracts,  see  Government  contracts. 
Federal  Coordinator  for  Meteorological  Services 
and  Supporting  Research: 
FCM  series,  01444,  03049,  06370 
Federal  Council  for  Science  and  Technology: 
automation    opportunities    in    service    sector, 

05780 
ICAS,    Interdepartmental    Committee    for    At- 
mospheric Sciences,  02506 
Federal  Council  on  Science  and  Technology: 

report,  00505 
Federal  Court  Appellate  System,  Commission  on 
Revision,  see  Revision  of  Federal  Appellate 
System  Commission. 
Federal  credit  unions: 
accounting  manual  for  Federal  credit  unions, 
01403 


accounting  manual  for  Federal  credit  unions, 

condensed  version,  01402 
bylaws,  03016 

voluntary    liquidation    procedure    for    insured 
Federal  credit  unions,  01405 
Federal  Crop  Insurance  Corporation: 

audit    report,    fiscal    year    1974,    GAO    report, 
05003 
Federal  Deposit  Insurance  Corporation: 
annual  report,  12145 

audit  for  year  ended  June  30,  1974  limited  by 
agency  restriction  on  access  to  bank  ex- 
amination records,  GAO  report,  05855 
Federal     domestic     assistance     programs,     see 

Federal  assistance  programs. 
Federal  Election  Commission: 

appropriations,  authorization,  extend- 

report,  00573 
appropriations,  1976- 

amendment,  proposal,  10755 
appropriations,  1975,  additional- 
law,  08744 
Commissioners,  nominations  of- 

hearings,  05550 
confirmation  of  nomination  for  appointment  of 
6  members,  provide- 
report,  10923 
filing  of  election  reports - 

report,  00428,  10951 
filing   of   election    reports   and    statements   by 
candidates  - 
proposal,  00351 
nominees,  confirm  ation- 

hearings,  00470 
proposal  of  2  regulations,  disapproval- 
report,  02199 
Federal  Elections  Office: 

report    of    Office    of    Federal    Elections    of 
General  Accounting  Office  in  administer- 
ing Federal  election  campaign  act  of  1971, 
GAO  report,  07739 
Federal  .employees,    see    Government    officials 

and  employees. 
Federal  employees   compensation   act,   see  Em- 
ployer's liability  and  workmen's  compensa- 
tion. 
Federal  employment,  see  Civil  service-Employ- 
ment. 
Federal  Energy  Administration: 

Administrator,  nomination  of  Frank  G.  Zarb- 

hearings,  02291 
Administrators,      nominations      of      Eric      R. 
Zausner  and  Thomas  E.  Noel- 
hearings,  02293 
appropriations,  1976- 
hearings,  11052,  11468 
law,  06707 
report,  06865 

supplemental,  proposal,  11278 
appropriations,  1975- 

hearings,  08849 
appropriations,  1975,  supplemental - 
hearings,  05429 
proposed,  05296 
Assistant    Administrator,    nomination    of   Wil- 
liam G.  Rosenberg- 
hearings,  02292 
conduct  study  of  energy  needs - 

report,  05378 
conservation  paper,  00975-8,  02508-9,  07625-31 
decision  list,  03728 
domestic  crude  oil  pricing  policy   and  related 

production,  GAO  report,  07695 
draft  environmental  impact  statement  DES  se- 
ries, 07633,  12148 
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Federal  Energy  Administration -Con. 

energy  reporter,  citizen  newsletter,  03776 

enforcement  of  petroleum  price  regulations 
hearings,  11584 

final  report  of  Solar  Energy  Task  Force  to 
Federal  Energy  Administration,  12150 

General   Counsel,    nomination   of   Michael    F. 
Butler- 
hearings,  11566 

national  energy  conservation  program 
(remarks),  09529 

Office  of  Consumer  Affairs  Director,  resigna- 
tion of  Lee  Richardson  - 
hearings.  04918 

press  releases,  04381 

problems  in  compliance  and  enforcement  ef- 
fort, GAO  report,  07726 

problems  in  implementation  of  emergency 
petroleum  allocation  programs  at  regional 
and  State  levels,  GAO  report,  07725 

problems  of  independent  refiners  and  gasoline 
retailers,  GAO  report,  07798 

Project  Independence  Blueprint,  final  task 
force  report,  00980-1,  12150 

Project  Independence  Blueprint,  transcript  of 
public  hearing,  07644 

technical  report,  02512-3 

telephone  directory,  09535-6 
7ederal  Energy  Office: 

procedures     concerning     petroleum     price     in- 
creases- 
hearings,  05187 
-ederal  expenditures,  see  Finance, 
-ederal  Government,  see  Government, 
-ederal   grading   services,   see   Grading  of   com- 
mercial products, 
-ederal  Hall  National  Memorial: 

general  information,  08290 
:ederal  Highway  Administration: 

annual  Regional  Civil  Rights  Officers'  Con- 
ference, proceedings,  00997 

appropriations,    1976,    rescission    of    part    con- 
stitutes reservation  of  budget  authority - 
report,  00314 

auditor  training  program,  career  for  accounting 
majors,  12152 

career  with  FHWA,  typists  and  stenographers, 
07656 

demonstration  project  series,  07658-9 

FHWA  computer  programs  for  urban  transpor- 
tation planning.  02516 

FHWA  motion  pictures,  list,  00986 

FHWA  program  HY  series,  07660-1 

FHWA  publications,  list,  00987-8 

final  environmental  statement,  02517 

findings,  ideas,  conclusions,  and  recommenda- 
tions developed  from  bridge  design 
review-in-depth  program  of  Bridge  Divi- 
sion, Office  of  Engineering,  00989 

highway  safety  program  standard,  07662 

hydraulic  design  series,  12154 

hydraulic  engineering  circular,  00993-4 

implementation  package  series,  00995-6,  12155 

nationwide  personal  transportation  study,  re- 
port, 02527-9.  12157 

nationwide  roster  of  Federal  Highway  Ad- 
ministration and  State  Highway  Depart- 
ment personnel  involved  in  civil  rights 
matters.  02530 

nineteen  seventy-five  Federally  coordinated 
program  of  highway  research  and  develop- 
ment. 12158 

press  releases,  04382 

report  FH  series,  02533-4.  12160 


report  FHWA-RD  series,  00999-1002,  02535-8, 

07664-6 
report  FHWA-RDDP  series,  07667-71 
sixth  annual  report  on  the  status  of  the  civil 
rights    and     equal    opportunity     program, 
02539 
supportive       service       manual       standardized 

procedure,  05791 
user     documentation      for      FHWA      carpool 
matching  program,  12162 
Federal  Home  Loan  Bank  Board: 
appropriations,  1976- 
law,  00264 
report,  00408 
economic  briefs,  03758 
Federal  Home  Loan  Bank  Board  act,  amend- 

report,  09019 
financial  statements,  1973,  GAO  examination, 

10714 
journal,  03849 

Member,       nomination       of       Benjamin       B. 
Blackburn - 
hearings,  11491 
press  releases,  04383 

statutes  and  regulations,  manual,   supplement, 
03436 
Federal  home  loan  banks: 

financial  statements,  1973,  GAO   examination, 
10714 
Federal  Home  Loan  Mortgage  Corporation: 
examination  of  financial  statements,  GAO  re- 
port, 07697 
financial  statements,   1973,  GAO  examination, 

09735 
information  on  secondary  mortgage  market  ac- 
tivities of  Federal  National  Mortgage  As- 
sociation     and      Federal      Home      Loan 
Mortgage  Corporation,  GAO  report,  07815 
Federal     Hospital     Insurance    Trust     Fund,    see 
Board   of  Trustees  of  Federal   Hospital  In- 
surance Trust  Fund. 
Federal  Housing  Administration: 

alarming    deterioration    of    reserves    of    FHA 
mortgage  funds- 
report,  05077 
appropriations,  1976- 

report,  00408 
defaults  and  insurance  funds,  status- 
hearings,  1 1492 
FHA  monthly  report  of  operation,  03902 
FHA  monthly  report  of  operations,  03901 
r-HA,  40th  anniversary.  1934-74,  12466 
financial    statements    pertaining    to    insurance 

operations,  GAO  examination,  00368 
HUD-FHA  underwriting  analysis,  01137 
low  cost  housing  trends  of  l-family  homes  in- 
sured by  FHA  under  sec. 211(d)(2),  03900 
press  releases,  04384 
questions    and    answers    on    HUD/FHA    home 

property  appraisals,  12478 
regulations.  09537-43 
seepage  beds,  report  of  study,  10263 
trends  of  home  mortgage  characteristics,  03903 
Federal    information    processing    standards,    see 
Information      services-Information      storage 
and  retrieval  systems. 
Federal  Insurance  Administration: 

examination    of    financial    statements    of    Na- 
tional Flood  Insurance  Program,  GAO  re- 
port. 07698 
financial  statements.  FAO  examination,  04972 
financial  statements,  GAO  examination.  10709 
full  insurance  availability,  report,  02543 
national   flood   insurance  program,   1974,   GAO 
examination,  00367 
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Federal  Inter-Agency  Sedimentation  Conference: 

proceedings,  13252 
Federal  item  identification  guides,  09141 
agricultural  supplies,  09149 
bearing  and  bushing,  plain,  09143 
bearing,  antifriction,  09161 
chemicals,  09147 
filters,  electrical,  09144 
gasket  and  packing  materials,  09158 
hardware,  clamps,  09154 
hardware,  seats,  shims  and  spacers,  09140 
hose,  pipe,  and  tubing,  09155 
insulation  thermal,  09156 
landholders,  09146 
lubrication    and    fuel    dispensing    equipment, 

09151 
lumber,  plywood,  and  related  products,  09148 
mining    and    drilling    equipment    and    pipeline 

components,  09150 
plumbing  fixtures  and  accessories,  09153 
resistors,  variable,  09142 

sensitivity   materials,   photographic   and  copy- 
ing, 09145 
shaft  collars  and  hub  clamps,  09157 
structural  shapes,  nonmetallic,  05580 
towbars  and  towing  equipment,  09159 
vehicular  cab,  body,  frame,  and  miscellaneous 

structural  components,  09152 
water  purification  equipment,  09160 
SEE  Military  supplies. 
Federal  Judicial  Center: 

annual  report,  12163 
Federal  Labor  Relations  Council: 

budget  amendments,  10733 
Federal  land  banks: 
characteristics    of    Federal    land    bank    loans, 
05766 
Federal  lands,  see  Public  lands. 
Federal  Library  Committee: 

newsletter,  0391 1 
Federal  Maritime  Commission: 
appropriations,  1976  — 
hearings,  07196 
law,  01856 
appropriations,  1975- 

report,  08826-7 
compensation    for    person    filling    vacancy    of 
Commissioner- 
law,  06736 
develop   and   adopt   system    of   uniform   com- 
modity descriptions  and  tariffs- 
report,  05321 
Government  and  charitable  cargo  in  domestic 
offshore   commerce,   economic   regulation 
by  FMC- 
report,  05050 
how  it  functions,  informal  explanation,  05794 
improvements    needed    in    Federal    Maritime 
Commission's  financial  disclosure  system 
for  employees,  GAO  report,  01092 
orders,  notices,  rulings  and  decisions,  04330 
press  releases,  04385 
reappointment  of  James  V.  Day- 

hearings,  1 1505 
SP  series,  09545-50 
Federal  Mediation  and  Conciliation  Service: 
appropriations,  1975- 

supplemental,  proposal,  10728 
appropriations,  1976- 
hearings,  02242 
law,  10674 
report,  06860 
veto  message,  10804 
news  release,  04292 


Federal  Metal  and  Nonmetallic  Mine  Safety 
Board  of  Review: 
abolish - 

hearings,  11555 
Federal  National  Mortgage  Association: 

information  on  secondary  mortgage  market  a 

tivities  of  Federal  National  Mortgage  A 

sociation      and      Federal      Home      Los 

Mortgage  Corporation,  GAO  report,  0781 

Federal  Paperwork  Commission: 

appropriations,  1976- 

amendment,  proposal,  10768 
supplemental,  proposal,  10781 
Federal  Pay,  Advisory  Committee   on,  see  A< 

visory  Committee  on  Federal  Pay. 
Federal  personnel  manual,  see  Civil  service. 
Federal  planning,  see  Economic  policy. 
Federal  Power  Commission: 

annual  report,  departmental  edition,  09558 
annual  report,  document  edition,  08678 
Federal  power  act,  text,  07673 
financial  management  and  program  operation 

GAO  report,  07822 
FPC     news,     weekly     compilation     of     pre; 

releases,  etc.,  03960 
FPC  R  series,  12166 
FPC  S  series,  02544-5,  12167 
Member,    nomination   of  John    H.    Hollomai 
III- 
hearings,  07230 
national  electric    rate  book,  01011-8,  02546-' 

07674-6,  12169-96 
national        power       survey,        environment 

research,  09561 
need  for  improving  regulation  of  natural  g; 
industry     and     management     of     intern 
operations,  GAO  report,  07718 
press  releases,  04386 
public  works  appropriations,  1976- 

hearings,  07199 
public  works  appropriations,  1976- 

hearings,  05133 
R  series,  05797,  09559 
regulatory  information  system,  regulation  an 

automation  (address),  05796 
reports,     opinions,     decisions,     and     order: 

03880,  12165 
staff   report   on    monthly    report   of   cost   an 
quality   of  fuels   for   steam-electric  plan 
04536 
Federal  Prevailing  Rate  Advisory  Committee: 

annual  report,  00362,  04964 
Federal  Prison  Industries,  Inc.: 
appropriations,  1975- 

report,  08826-7 
financial  statements,  GAO  examination,  00361 
Federal  Procurement  Policy  Office: 
appropriations,  1975,  supplemental - 

proposals,  04956 
establish - 
report,  08946 
Federal   programs,    see   Federal   assistance   pre 

grams. 
Federal  property,  see  Public  property. 
Federal  Railroad  Administration: 

Administrator,  nomination  of  Asaph  H.  Hall- 
hearings,  07230 
appropriations,  1975- 

hearings,  1 1471 
FRA  organization  manual,  07677 
orders,  07677 

pre-seminar  manual  for  F.R.A.  equal  emploj 
ment  opportunity  awareness  seminal 
07678 
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Federal  Register  Office. 

code  of  Federal  regulation,  05813 
code  of  Federal  regulations,  01019-24,  02552- 
62,     05802-3.     05805-12,     05814.     09563. 
09565-70.  12208-35 
Federal  Republic  of  Germany,  see  Germany. 
Federal  reserve  banks: 

authority   for  direct  purchase  of   U.S.   obliga- 
tions by  Federal  reserve  banks,  extend  - 
law,  01860 
condition  statement,  03799 
Federal  reserve  act  amend  - 

text.  09573 
Federal  reserve  act.  amend  - 
hearings,  07209 
report,  05038 
hours,    opening    and    closing,    and    holidays. 

04317 
interdistrict      settlement      fund,      transactions, 
04075 
Federal  Reserve  Board: 

regulation  writing  procedures  - 
hearings,  02251 
Federal  reserve  member  banks: 

assets,  liabilities,  monthly  report,  03454 
changes  in  State  bank  membership,  weekly  an- 
nouncement. 03507 
deposits,  reserves,  and  borrowings,  weekly  re- 
port. 03740 
member  State  banks,  equity  transactions  and 
ownership     of     directors,     etc.,     monthly 
summary,  04558 
money  stock  measures,  in  billions  of  dollars. 

etc..  04219 
reserves  of  member  banks,  regulation,  12243 
reserves,  factors  affecting,  03799 
State  member  banks,  list,  supplement.  04538 
Federal  reserve  system: 
audit  of  Federal  reserve  - 

hearings,  05147 
condition  of  national  economy   and  views  on 

monetary  policy  (remarks).  12245 
Federal  reserve  act  amend - 

text.  09573 
membership     of     State     banking     institutions. 

12244 
see  also  Banks  and  banking. 
Federal  Reserve  System  Board  of  Governors: 
annual  report.  01029 
applications  and  reports  received,  or  acted  on, 

announcement,  03443 
audits    by    General    Accounting    Office,    pro- 
vide- 
hearings,  07209 
Federal  reserve  bulletin,  03885 
historical  chart  book,  long-range  financial  and 

business  statistics,  02563 
hours,    opening    and    closing,    and    holidays, 

04317 
monthly  chart  book,  03886 
press  releases,  04371 

regulation  series,  01025-8.  02565,  12243-4 
research  library,  recent  acquisitions,  04469 
rules    regarding    availability     of     information, 

02566 
rules  regarding  delegation  of  authority,  02567 
statistical  releases,  03459 

variable  rate  mortgage  proposal  and  regulation 
Q- 
hearings.  1 1081 
views  on  proposals  to  amend  Real  estate  set- 
tlement procedures  act  (remarks),  12248 
Federal  Savings  and  Loan  Advisory  Council: 
continue  - 
report.  09019 


Federal  savings  and  loan  associations. 

combined   financial   statements,    1974,   FSLIC- 
insured    savings    and    loan     associations, 
balance    sheet    and    income    and    expense 
statements,  05792 
FSLIC  safety,  01010 
Federal  Savings  and  Loan  Insurance 
Corporation: 
authority   with  respect  to  insuranc  eof  public 
deposits,  clarify- 
law,  08737 
combined   financial   statements,    1974,   FSLIC- 
insured     savings    and    loan    associations, 
balance    sheet    and    income    and    expense 
statements,  05792 
financial  statements,  1973,  GAO  examination, 

10714 
FSLIC  safety,  01010 

statutes  and  regulations,  manual,   supplement, 
03436 
Federal  service,  see  Civil  service. 
Federal  specifications,  see  Government  supplies. 
Federal  Supplementary  Medical  Insurance  Trust 
Fund,    see    Board    of    Trustees    of    Federal 
Supplementary     Medical     Insurance     Trust 
Fund. 
Federal  Supplementary  Medical  Insurance  Trust 
Fund,    Board    of    Trustees,    see    Board    of 
Trustees  of  Federal  Supplementary  Medical 
Insurance  Trust  Fund. 
Federal    supply    catalog,    see    Government    sup- 
plies. 
Federal  supply  code,  see  Government  supplies. 
Federal  Supply  Service: 

consumer  information  series,  01030 

consumer  information  series,  Spanish  edition, 

01031 
Federal  standard,  02568-71 
Federal  test  method  standard,  12249 
GSA  supply  catalog,  12250 
Federal  Trade  Commission: 
act,  amend- 

report,  07164 
appropriations    request    for    fiscal    year    1976 

(remarks),  02579 
appropriations,   authorization   for  antitrust  en- 
forcement- 
report,  1 1406 
appropriations,  1976- 
hearings.  07196,  11469 
law,  01856 
appropriations,  1975- 

amendment,  proposal,  08927 
appropriations,  1976- 

hearings,  05121 
calendar.  03488 

consumer  survey  handbook.  12254-6 
established  by  Act  of  Congress,   protector  of 

consumers  and  fair  competition,  09576 
FTC  statistical  report  on  mergers  and  acquisi- 
tions. 02572 
mergers    and    acquisitions,    statistical    report, 

01032 
news  summary,  03894 

organization,    procedures,    and   rules   of   prac- 
tice, 02573 
oversight - 

hearings,  02257 
press  releases.  04387 
reappointment  of  Paul  Rand  Dixon  - 

hearings,  1 1505 
report  on  rates  of  return  in  selected  manufac- 
turing industries,  02575,  12260 
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Federal  Trade  Commission-Con. 
report  on  structure,  conduct,  and  performance 
of    Western    States    petroleum    industry, 
02576 
rules  and  regulations  under  Fur  products  label- 
ing act,  09587 
staff  report  on  agricultural  cooperatives,  02578 
statistical  report,  02580-1 
what  it  is  and  what  it  does,  09589 
Federal  Water  Pollution  Control  Administration: 

working  paper,  09591 
Federal-State-local    relations,    see    Intergovern- 
mental relations. 
Feed,  see  Food  for  animals-Food  for  livestock. 
Feed  grains,  see  Grain. 
Feeders: 
hog  feeder,  00034 

multiple-orifice  feeder  for  fine  particles,  10089 
Feedlots: 
conversion    of    cattle    feedlot    wastes   to    am- 
monia synthesis  gas,  09404 
feedlots  point  source  category,  effluent  limita- 
tions guidelines,  09343 
Fees: 
calibration  and  test  services  of  National  Bu- 
reau of  Standards,  fees  for  services,  12869 
facilities  design  and  construction,  cost  estimat- 
ing,   design    fees,    construction    activities 
fees,  02685 
payment  of  witness  fees,  increase  - 

report,  11372 
special    recreation     use     fees     for    additional 
Federal  campgrounds,  collect  - 
report,  08959 
Feldspar: 
and  related  minerals,  mineral  industry  surveys, 
08034 
Fellowships: 
legal  education  fellowship  program  for  persons 
from  disadvantaged  backgrounds, 

authorize - 
law,  08717 
report,  08824 
NATO    postdoctoral    fellowships    in    science, 

10226 
NATO  senior  fellowships  in  science,  10227 
visiting  fellowship  program,  01224 
White  House  fellows,  13057 
White  House  fellowships,  01519 
Felt,  see  Roofing. 
Females,  see  Women. 
Fence  posts: 
pressure  treatment  of  robusta  and  ohia  posts, 

final  report,  09701 
wood  posts  in  Hawaii,  durability  test,  09682 
Fences: 

screening    and    fencing,    mesh,    Federal    item 
identification  guide,  11699 
Fencing,  see  Fences. 
Fermentation: 
protein  production  from  acid  whey  via  fermen- 
tation, 09402 
Ferns: 
treefern,  frond  development  and  stem  growth 
in  Hawaii,  09668 
Ferric  chloride: 
ferric  chloride-brine  leaching  of  galena  concen- 
trate, 12742 
Ferrites: 
crystallochemical    features    of    some    ferrites, 
USSR  study,  07904 
Ferroalloy: 
engineering  and  cost  study  of  ferroalloy  indus- 
try, 00907 


Ferroalloys: 

electric  submerged  arc  furnaces  for  production 
of  ferroalloys,  background  information  for 
standards  of  performance,  09327 
mineral  industry  surveys,  08035 
smelting  and  slag  processing  segment  of  fer- 
roalloy      manufacturing       point       source 
category,    effluent    limitations    guidelines, 
09349 
study  of  ferroalloy  furance  product  flexibility, 
07575 
Ferrosilicon: 

mineral  industry  survey,  quarterly,  03898 
Ferrous  metals: 

free  energies  of  formation  of  ferrous  and  fer- 
ric fluoride   by  electromotive   force   mea- 
surements, 12733 
Fertility,  see  Fecundity. 
Fertilization  of  plants: 

fertilizing  and  thinning  of  dominant  Douglas-fir 

in  southwest  Oregon,  09653 
fertilizing    maple    poles,    preliminary    results, 

12311 
pine    nutrition    in    West    Gulf    Coastal    Plain, 

status  report,  12294 
pollination  and  honey  bee,  06534 
Fertilizer: 

transportation  of  fertilizer  products  in  foreign- 
flag     vessels     from     Alaska     to     Pacific 
Northwest- 
hearings,  02258 
Fertilizers: 

action!     program     for     fertilizer     industry     in 

Ghana,  03350 
basic  fertilizer  chemicals,  segment  of  fertilizer 
manufacturing  point  source  category,  ef- 
fluent limitations  guidelines,  12007 
commercial  fertilizers  (periodical),  03581 
effects  of  crown  release  and  fertilizer  on  small 

log-sized  yellow  birch,  02631 
fertilizer  abstracts  (perodical),  03899 
fertilizer   marketing   system    in    South    Korea, 

03349 
fertilizer  situation,   past,   present,   and  future, 

01107 
future  supply-demand  situation - 

hearings,  05426 
inorganic  fertilizer  materials  and  related  acids, 

current  industrial  reports,  08645 
inorganic   materials  and  related  acids,  current 

industrial  reports,  03657 
land  availability,   crop  production,   and  fertil- 
izer requirements,  02476 
serious   nature   of   supply,   demand   and   price 
situation  for  farmers - 
report,  05353 
total  salt,   specific   ion,  and  fertilizer  element 
concentrations   and   balances    in   irrigation 
and  drainage  waters  of  Twin  Falls  tract  in 
southern  Idaho,  08525 
TVA  Fertilizer  Conference,  03348 
Festivals: 

festival  USA  1976  Bicentennial  edition,  03368 
FHA,  see  Farmers  Home  Administration-Federal 

Housing  Administration. 
FHWA,  see  Federal  Highway  Administration. 
Fiber  optics,  see  Optics. 
Fiberboard,  see  Pulpboard. 
Fiberglass,  see  Glass  fibers. 
Fibers: 

asbestos  fiber  atlas,  07574 

bonding  and  compatibility  of  aluminum  oxide 

fibers  in  nickel  alloy  composites,  12799 

critical    aspect    ratio    for    tungsten    fibers    in 

copper-nickel  matrix  composites,  01354 


Page  1-340 


Do  not  order  from  index;  see  indicated  entry 


January-Junr  1976 


Fibers -Con. 

energy  requirements 

hearings.  06910 
fiber     cordage,     Federal     item      identification 

guide,  11717-8 
vegetable,  foreign  agriculture  circulars,  03947 
wood-base   fiber  and   particle   panel   materials, 
10411 
Fiction: 
drug  themes  in  fiction,  06350 
drug  themes  in  science  fiction,  06349 
Fiduciaries: 

fiduciary    standards.    Employee    retirement    in- 
come security  act,  07937 
Field  army,  see  Army. 
Field  crops,  see  Crops. 
Field  peas: 

canned,  instructions  for  inspection,  04739 
Field  theory: 

improved  electrical  resistivity  field  system  for 

shallow  earth  measurements,  06131 
relativistic  many-body  bound  systems,  06276 
Fighter  planes: 
air   combat    fighter   programs,    major   systems 
acquisition  reform - 
hearings,  02279 
Enforcer  aircraft  - 
hearings.  06919 
exhaust-nozzle  characteristics  for  twin-jet  vari- 
able-wing-sweep  fighter  airplane  model  at 
Mach  numbers  to  2.2.  10099 
F-18  Navy  air  combat  fighter  - 

hearings,  11470 
free-flight    model    investigation    of    vertical-at- 
titude   VTOL    fighter    with    twin    vertical 
tails,  02983 
lightweight  fighter  aircraft  program - 

hearings,  1 1472 
Navy  Department.  F-14/Grumman  financing- 
hearings.  07203 
summary  of  flight  tests  to  determine  spin  and 
controllability   characteristics   of  remotely 
piloted,    large-scale   (3/8)   fighter   airplane 
model,  12829 
wind-tunnel   free-flight   investigation   of  model 
of     spin-resistant     fighter     configuration, 
12824 
FUG,  see  Federal  item  identification  guides-Mili- 
tary supplies 
Fiji: 
economic    trends    and    their    implications    for 
United  States.  09893 
Filaments: 
metal   shear   web   selectively    reinforced    with 
filamentary    composites   for    space   shuttle 
application,  evaluation,  06148 
File  clerks: 

employment  outlook,  12642 
Files  and  filing  (documents): 
National   Military   Command   System   informa- 
tion processing  system   360  formatted  file 
system  (NIPS  360  FFS).  09129,  1 1655 
National   Military   Command   System   informa- 
tion processing  system.  360  formatted  file 
system.  NIPS  360  FFS,  users  manual,  ter- 
minal processing.  TP,  11654 
NIPS  formatted  file  system  (360  FFS),  instal- 
lation. 09129 
Filling: 
permits  for  disposal  of  dredge  or  fill  material - 
hearings,  07028 
Film  collections,  see  Motion  pictures. 
Film  cooling,  see  Cooling. 
Film  libraries,  see  Motion  pictures. 
Films,  see  Motion  pictures. 


Films  (coatings): 

effect  of  starvation  on  film  thickness  and  trac- 
tion under  elastohydrodynamic  rolling  and 

sliding  conditions,  01362 
film   and   mica  capacitors,   workers  of  Electro 

Motive     Corp.,     Florence,     S.C.,     Tariff 

Commission  report,  10336 
film  thickness  measurements  on  5  fluid  formu- 
lations      by       mercury       squeeze       film 

capacitance  technique,  12845 
friction  transition  in  polyimide  films  as  related 

to     molecular     relaxations     an     structure, 

06246 
monomolecular    film    in    suppressing    reservoir 

evaporation,  bibliography,  10256 
steady-state  and   transient  analysis  of  squeeze 

film    damper    bearing    for    rotor    stability, 

06175 
Films  (photography): 

U.S.  Government  films,  catalog,  03000 
see  also  Filmslides-Motion  pictures. 
Filmslides: 
catalogue  of  CPSC  slide  presentations,  02321 
looking  ahead  to  career,  slide  series,  06002 
National   Gallery    of   Art,    Extension   Service, 

slide  lectures  and  films,  06322 
Filmstrips: 

catalog  of   motion   pictures   and   filmstrips  for 

sale     by     National     Audiovisual     Center, 

03000 
energy,  use  it  wisely  around  home,  narrative 

guide    for    filmstrip    and    slide    set    C-199, 

12109 
energy,   use   it  wisely  around  home,  narrative 

guide    for    filmstrip    and    slide    set    C-199, 

05765 
films  and  filmstrips  on  occupational  safety  and 

health,  06333 
Library  of  Congress  catalogs,  04157 
Filters  and  filtration: 

centrifugals,  filters,  pressure  and  vacuum,  and 

separators.      Federal     item     identification 

guide.  11859-60 
centrifugals,    separators    and    filters,    industrial 

plant  equipment  handbook,  05577 
cost  of  water  treatment  by  coagulation,  sedi- 
mentation and  rapid  sand  filtration,  13062 
determination   of    free    silica    in   airborne   dust 

collected  on  membrane  filters,  01322 
electrophoretic  and  filtration  studies  of  Florida 

phosphate  slime,  12727 
evaluation   of  filtration  equipment   for  Cresap 

testing.  07498 
filter    elements,     Federal     item     identification 

guide.  11682 
filter  spectrometer  concept,  design  and  evalu- 

tation  for  facsimile  cameras,  10169 
filters,    electrical.    Federal    item    identification 

guide,  09144 
high-velocity,  high-efficiency  aerosol  filtration, 

12049 
microstraining    and    disinfection    of    combined 

sewer  overflows,  09403 
mobile  fabric  filter  system  design  and  field  test 

results.  00938 
organic  components  recovered  from  Jefferson 

City,  Mo.,  raw  and  finished  water  by  car- 
bon filter  technique,  10266 
plastic  membrane   vs.  glass-fiber  filter  in  han- 
dling aqueous  samples,  09487 
role  of  polyelectrolytes  in  filtration  processes, 

00942 
surface  acoustics  wave  filters  at  UHF,  design 

and  analysis,  00050 
see  also  Light  filters. 
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Filtration,  see  Filters  and  filtration. 
Finance,  04835 

accounting  and  finance  manual,  00726 

accounting  and  finance,  joint  uniform  military 
pay  system  JUMPS  AFO  procedures, 
10443 

accounting  and  finance,  joint  uniform  military 
pay  system  unit  procedures  excluding 
AFO,  10444 

accounting  and  finance,  joint  uniform  military 
pay  system,  miscellaneous  codes  and  ta- 
bles, 10445 

accounting  and  finance,  research  and  develop- 
ment, job  order  cost  accounting  system, 
04763 

actions  recommended  to  alleviate  serious 
financial  problems  facing  United  Nations, 
GAO  report,  09732 

agricultural  finance  outlook,  00833 

audit  of  financial  statements  of  Saint 
Lawrence  Seaway  Development  Corpora- 
tion, GAO  report,  07689 

aviation,  joint  financing  of  certain  air  naviga- 
tion services  in  Greenland  and  Faroe 
Islands  and  in  Iceland,  agreements  with 
other  governments,  03157 

aviation,  joint  financing  of  certain  air  naviga- 
tion services  in  Iceland,  Greenland,  and 
Faroe  Islands,  agreements  with  other 
governments,  13128 

balance  sheet  of  farming  sector,  01655 

census  of  governments,  government  finances, 
00109-10 

city  government  finances  in  1972-73,  10575 

combined  financial  statements,  1974,  FSLIC- 
insured  savings  and  loan  associations, 
balance  sheet  and  income  and  expense 
statements,  05792 

combined  statement  of  receipts,  expenditures 
and  balances  of  U.S.  Government,  12457 

consolidation  and  rescheduling  of  certain 
debts,  agreement  with  Chile,  03202 

consolidation  and  rescheduling  of  certain 
debts,  agreement  with  India,  03187 

consulting  services,  agreement  with  Portugal, 
03285 

contribution  to  multi-purpose  fund,  agreement 
with  Asian  Development  Bank,  13123 

contribution  to  multi-purpose  special  fund, 
agreement  with  Asian  Development  Bank, 
03198 

county  government  finances,  00190 

current  fiscal  position  of  State  and  local 
governments,  06751 

daily  statement  of  Treasury,  03717 

debt   financing    problems    of    State   and    local 
government- 
hearings,  00457-9 

disclosure  of  campaign  finances,  10782 

District  of  Columbia,  issuance  of  bonds  and 
examination  of  fiscal  affairs  - 
hearings,  11517 

economy  and  fiscal  policy - 
hearings,  07214 

effectiveness  of  financial  disclosure  system  for 
employees  of  U.S.  Geological  Survey, 
GAO  report,  07744 

examination  of  financial  statements  of  Federal 
Home  Loan  Mortgage  Corporation,  GAO 
report,  07697 

examination  of  financial  statements  of  Govern- 
ment National  Mortgage  Association  for 
fiscal  year  1974,  GAO  report,  09768 


examination  of  financial  statements  of  Na- 
tional Flood  Insurance  Program,  GAO  re- 
port, 07698 

examination  of  financial  statements,  Govern- 
ment Services,  Inc.,  GAO  report,  07740 

Export-Import  Bank  of  United  States,  GAO 
examination,  04926 

farm  finance,  census  of  agriculture,  10530 

Federal  outlays,  impact  by  State,  county  and 
large  city,  09192-200 

Federal  reclamation  projects,  water  and  land 
resource  accomplishments,  01526,  01528 

Federal  response  to  financial  emergencies  of 
cities- 
hearings,  11108 

finance  rate  and  other  terms  on  new  and  used 
car  installment  credit  contracts  purchased 
from  dealers  by  major  auto  finance  com- 
panies, monthly  release,  03906 

finance  rates  and  other  terms  on  selected 
categories  of  consumer  installment  credit 
extended  by  finance  companies,  03905 

finances  of  employees-retirement  systems  of 
State  and  local  governments,  04835 

finances  of  special  districts,  census  of  govern- 
ments, 10531 

financial  administration,  Army  National 
Guard,  06323 

financial  and  operating  statistics,  class  1  motor 
carriers  of  property,  02810 

financial  and  operating  statistics,  class  1  rail- 
roads, 02809 

financial  assumption  contained  in  USRA  final 
system  plan,  evaluation,  00487 

financial  crossroads,  financial  counseling,  debt 
prevention  credit  burying,  04788 

financial  disclosure  by  public  officials- 
hearings,  00679 

financial  incentives  and  pollution  control, 
09474 

Financial  institutions  act- 
report,  02218 

financial  management  of  resources,  shore  ac- 
tivities, 03079 

financial  management  requirements  for  Bureau 
of  Work  Programs  sponsors,  01270 

financial  problems  of  electric  utilities - 
hearings,  02285 

financial  statements,  Tennessee  Valley 
Authority,  GAO  examination,  10800 

financial  statement  of  Government  National 
Mortgage  Association,  GAO  report,  00319 

financial  statement  of  Saint  Lawrence  Seaway 
Development  Corporation,  GAO  report, 
00359 

financial  statement,  Federal  Housing  Adminis- 
tration insurance  operations,  GAO  ex- 
amination, 00368 

financial  statements,  04926,  05000,  09736- 
Export-Import   Bank   of  United   States,   ex- 
amination, report,  08752 
Federal  Home  Loan  Mortgage  Corporation, 
GAO  examination,  09735 

financial  statements  of  Federal  Home  Loan 
Bank  Board,  Federal  Home  Loan  Banks, 
and  Federal  Savings  and  Loan  Insurance 
Corporation  GAO  examination,  10714 

financial  statements  of  National  flood  in- 
surance program,  Federal  Insurance  Ad- 
ministration, Department  of  Housing  and 
Urban  Development,  GAO  examination, 
04972,  10709 

financial      statements      of      Saint      Lawrence 
Seaway  Development  Corporation - 
GAO  audit,  10703 
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Finance.  04835 -Con. 

financial  statements.  Atomic  Energy  Commis- 
sion. 01769 

financial  statements.  Federal  Insurance  Ad- 
ministration. GAO  examination,  00367 

financial  statements.  Federal  Prison  Industries, 
Inc.,  GAO  examination,  00361 

financial  statements,  Pennsylvania  Avenue 
Development  Corporation,  GAO  examina- 
tion, 01915 

financial  statements.  Rural  Telephone  Bank, 
GAO  examination.  01896 

financial  statements,  Tennessee  Valley 
Authority,  GAO  examination.  01919 

financial    support    fund,    authorize    U.S.    par- 
ticipation- 
hearings,  06928 

financing  condominium  housing,  05911 

financing  Project  Independence,  blueprint  final 
force  report,  05782 

fiscal  and  personnel  management.  ACIR  State 
legislative  program,  06508 

fiscal  impact  of  land  development,  critique  of 
methods  and  review  of  issues,  executive 
summary,  09852 

fiscal  relations  in  American  federal  system  - 
hearings,  1 1 109 

fluctations  in  housing  construction,  ways  to 
moderate,  09572 

foreign  exchange  costs  of  commodities  and 
commodity-related  services,  agreement 
with  Egypt,  03286 

General  Accounting  Office  assistance  in  im- 
proving access  and  usefulness  to  Congress 
of  fiscal,  budgetary,  and  program-related 
information,  GAO  report,  09782 

government  finance  GF  series,  10576 

government  finance,  census  of  governments. 
10531 

government  finances  GF  series,  00188-90 

government  finances  GF  73  series.  10575 

governmental  finances  in  1973-74,  00189 

housing  for  low-income  families,  agreement 
with  Portugal,  13124 

improved  Government  assistance  can  increase 
U.S.  share  of  foreign  engineering  and  con- 
struction projects.  GAO  report,  09742 

improvements  needed  in  Federal  Maritime 
Commission's  financial  disclosure  system 
for  employees,  GAO  report,  01092 

intelligence  costs  and  fiscal  policy,  U.S.  intel- 
ligence agencies  and  activities- 
hearings,  06964 

international  finance,  annual  report  of  Na- 
tional Advisory  Council  on  International 
Monetary  and  Financial  Policies,  06138 

JFMIP  assistance  to  agencies,  01082 

joint  financial  management  improvement  pro- 
gram, GAO  report,  12349 

low  U.S.  share  of  World  Bank-financed 
procurement,  GAO  report,  09751 

manufacturing,  mining,  and  trade  corporations, 
quarterly  financial  report,  04445 

National  flood  insurance  program,  GAO  ex- 
amination. 09736 

national  power  survey,  financial  outlook  for 
electric  power  industry,  09562 

New  York  City  financial  crisis - 
hearings,  00655 

New  York  City  3  year  financial  plan  for  debt 
financing  problems - 
hearings,  00456 

operating  budgets.  12340 


Project  REFLEX  (resource  flexibility), 
demonstration  of  management  through  use 
of  fiscal  controls  without  personnel 
ceilings,  GAO  report,  09777 

provide    for   financing   economic    development 
of  Indians  and  Indian  organizations  - 
report,  08793 

Public      Broadcasting     Corporation     financing 
act- 
hearings.  09038 

public     financing    of    Federal    election    cam- 
paigns- 
report,  05376 

public  financing  of  Federal  elections- 
report,  08945 

public    financing    of    Federal    elections    cam- 
paigns- 
report,  05027 

receipts  and  expenditures,  elections  1972  for 
U.S.  Senate.  00528 

receipts  and  outlays  of  United  States  Govern- 
ment, monthly  statement,  04236 

receipts,  selected  services,  monthly  report, 
03635 

Regulated  carriers  financial  stability  act- 
hearings,  05460 

rescheduling  of  certain  debts,  agreement  with 
Sri  Lanka,  03199 

selected  papers  in  school  finance,  11947 

State  and  local  fiscal  assistance  act,  amend, 
01928 

State  vocational  rehabilitation  agency,  program 
and  financial  plan,  06466 

statistics  of  local  public  school  systems, 
finance,  11948 

statistics.  Federal  reserve  monthly  chart  book, 
03886 

student  loan  insurance  fund,  1973,  financial 
statements,  GAO  examination,  09737 

Tennessee  Valley  Authority  financial  state- 
ments, 03346 

treasury  bulletin,  04618 

U.S.  direct  investment  abroad,  1966  final  data, 
09191 

United  States  Railway  Association,  GAO  ex- 
amination, 05000 

see  also  Accounts  and  accounting. 
Finance  Committee,  Senate: 

additional  expenditures,  authorize - 
report,  08940 

calendar,  04146 

committee  print,  00665,  02270,  05474-5,  07058, 
07234,  07237,  07240-1,  08917,  09040, 
09042,  11521-3,  11527 

data  and  materials  under  congressional  budget 
act,  05474 

hearings,  00666,  02266-9,  02271,  05476-8, 
07235-6.07318,09041,  11520,11524-6 

investigations   and    studies,   authorization   and 
expenses- 
report.  00602 

report.  00575,  00587-8,  02211,  05400,  07101-2, 
07152-5.  07168.  07172.  11344,  11386,  11431 
Finance  companies: 

lending  institution  attitudes  toward  solar  heat- 
ing and  cooling  of  residences,  06399 

monthly  report,  039O4 
Finances: 

examination  of  financial  statements.  Govern- 
ment Printing  Office,  GAO  report,  02652 

financial  management  of  resources,  06443 
Financial  assistance,  see  Grants-in-aid. 
Financial  companies,  see  Banks  and  banking. 
Financial  institutions,  see  Banks  and  banking. 
Financial  statements,  see  Finance-Finances. 
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Financial  Support  Fund: 
United  States  participation  - 
proposal,  01946 
Fine  Arts  Commission: 
appropriations,  1976- 

law,  06707 
appropriations,  1975  — 
report,  05033 
Finishes  and  finishing: 

metalworking  and  finishing  equipment,  global 

market  survey,  09931 
painting  and  finishing,  10407 
Finishing,  see  Finishes  and  finishing. 
Finite  difference  methods: 
finite-difference  analysis  of  the  nozzle  starting 

process  in  an  expansion  tunnel,  08168 
sound   propagation    in   ducts   using   wave   en- 
velope concept,  analysis,  10170 
Finite  element  method,  see  Strains  and  stresses. 
Finland: 
mineral  industry.  Minerals  yearbook  chapter, 
06102 
Fins  (aircraft): 

tip  fins  on  wing  flutter  characteristics,  10163 
FIPAX   (finite   plastic   axisymetric   deformation) 

computer  program,  see  Plasticity. 
FIPDEF  (finite  planar  plastic  deformation)  com- 
puter program,  see  Plasticity. 
FIPS,     see     Information      services-Information 

storage  and  retrieval  systems. 
Fir: 
characteristics  of  Douglas  fir  beetle  infestation 
in  northern  Idaho  resulting  from  treatment 
with  Douglure,  05828 
cytospora  canker  of  true  firs,  09602 
Douglas  dominant,  respond  to  fertilizing  and 

thinning  in  Southwest  Oregon,  09653 
Douglas-fir  survival  and  growth  in  response  to 

spring  planting  and  depth,  09661 
Douglas-fir  thinning  values  sensitive  to  price- 
diameter  relationships,  01061 
endrin-coated     Douglas-fir     seed,     endrin     in 

forest  streams  after  aerial  seeding,  09654 
evaluating  damage  caused  to  campground  by 

Douglas-fir  tussock  moth,  02616 
germination    and    survival    of    Douglas-fir    in 
northern    California,    effects    of    time    of 
seeding,  soil  type,  and  aspect,  09676 
habitat  type   and   site  preparation   affect   sur- 
vival   of    planted    Douglas-fir    in    central 
Idaho  brushfields,  01052 
how    to    estimate     defect     in     white    fir    in 

southwest  Oregon,  01048 
old-growth  coast  Douglas-fir  log  grades,  dis- 
tribution   analysis   of   existing   log   grades 
with  new  four-grade  system,  05827 
Phellinus  (Poria)  weirii  root  rot  in  Douglas-fir- 
alder  stands  10-17  years  old,  01066 
precommercial       thinning       of       Douglas-fir, 

guidelines,  09619 
spatial  distribution  of  lumber  degrade  in  white 

fir  trees,  02635 
survey    of    factors    affecting    regeneration    of 

Rocky  Mountain  Douglas-fir,  02630 
volume   equations   for   2d-growth   Douglas-fir, 

01065 
white  and  Shasta  and  red  fir  seeds  dispersal  on 
clearcut,  09652 
Fire,  see  Fires-Forest  fires. 
Fire  Administration: 
establish - 
report,  08841 
Fire  ants,  see  Ants. 
Fire  control,  see  Fires-Forest  fires. 


Fire  control  (gunnery): 

development  of  a  prototype  human  resources 
data    handbook   for   systems    engineering, 
application  to  fire  control  systems,  01700 
Fire  departments: 

fire    districts    and    departments    in    Missouri, 
compensate   for  fighting  fire,   on  Federal 
property  - 
report,  05044 
Fire  fighting,  see  Fires. 
Fire  Island  National  Seashore: 

general  information  (poster),  06390 
William  Floyd  Estate,  N.Y.,  historic  resource 
study,  06393 
Fire  prevention,  see  Fires-Forest  fires. 
Fire  protection,  see  Fires. 
Fire  resistant  material: 

coal      mine      dust      incombustibles      content 
analyzer     using     gamma-ray     backscatter 
technique,  12724 
Fire  sprinklers: 

detector  actuated  automatic  sprinkler  systems, 
12885 
Fire  trucks,  see  Firegighting  vehicles. 
Fire-cured  tobacco,  see  Tobacco. 
Fire-resistant  material: 

fire  resistance  of  wood  construction,  10406 
Fire-surfacing  material: 

fire  surfacing  materials,  Federal  item  identifi- 
cation guide,  02388 
Firearms: 

alcohol,  tobacco,  and  firearms  bulletin,  03429 
arms  sales  issues,  foreign  assistance  authoriza- 
tion- 
hearings,  11533 
commerce  in  firearms  and  ammunition,  code 

of  Federal  regulations,  10460 
control,  supplemental  appropriations,  1976- 

proposal,  00355 
International  security  assistance  and  arms  ex- 
port control  act- 
report,  11435 
legislation  - 

hearings,  00491 ,  07002,  1 1 159 
machine  guns,  destructive  devices,  and  certain 

other  firearms,  01707 
Persian  Gulf,  1975,  continuing  debate  on  arms 
sales - 
hearings,  11130 
Persian    Gulf,     money,    polities,     arms,    and 
power - 
hearings,  11100 
revenue  rulings,  etc.,  internal  revenue  bulletin, 

cumulative,  index-digest  system,  03479 
tax  information  for  manufactures  of  firearms, 

shells  and  cartridges,  02771 
United  States  arms  sales  to  Persian  Gulf  coun- 
tries, 11136 
see  also  Primers  (ammunition). 
Firefighters,  see  Firemen  (fire  fighters). 
Firefighting  apparatus: 

fire  fighting  equipment,  Federal  item  identifi- 
cation guide,  11830 
fire   vehicle   replacement,   issues,    users'views 
and  synthesis,  08212 
Firemen  (fire  fighters): 

development    of    criteria    for    industrial    and 
firefighters'      head      protective      devices, 
06334 
District  of  Columbia,  salary  increase- 
law,  04877 
report,  05034,  05343 
employment  outlook,  09968 
fire    department    ground    ladders,    results    of 
preliminary  study,  12884 
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-iremen  (fire  fighters)    Con. 
improve  basic  workweek  and  revise  pay  struc- 
ture of  firefighter  personnel  of  executive 
agencies  - 
hearings.  11185 
pay  and  retirement,  District  of  Columbia- 
hearings.  02037 
retirement  annuities  of  Federal  firefighter  per 
sonnel- 
hearings,  1 1 188 
retirement   benefits,   improve    for  certain   per- 
sonnel- 
law,  08721 
report.  09005 
iremen  (stokers). 

locomotive,  employment  outlook,  10030 
ireplaces: 
fact  sheet,  09102 
ires: 

aid    to    streamlining    fire-weather    station    net- 
works, 02606 
aircraft      cabin      flash      fires,      decomposition 

products  of  polyurethane  foam,  10312 
attacking  fire  problem,  plan  for  action,  06282 
can    southern    California    wildland    conflagra- 
tions be  stopped?,  12293 
errors    in    fire    safety    inspections    of    nursing 
homes  - 
hearings,  02051 
Federal  fire  prevention  and  control  act- 

report,  08841 
fire    damage    at    Military    Personnel    Records 
Center.  St.  Louis.  Mo.,  and  and  fire  pro- 
tection at  other  records  centers,  GAO  re- 
port. 12345 
fire    endurance    of    gypsum    board    walls    and 
chases     containing     plastic     and     metallic 
drain,   waste  and  vent  plumbing  systems, 
03002 
fire  safety  outdoors,  12282 
fire-weather     stations     in     North-Central     and 

Northeastern  United  States,  01056 
firefighter  basic  training  course,  02648 
Forest  Service  fire  protection  contracts- 
report,  10897 
forests  born  of  fire,  01046 
intermediate  fire  behavior,  02647 
investigation   of   aircraft   fuel   tank   explosions 
and  nitrogen  inerting  requirements  during 
ground  fires,  13166 
proposed    fire    legislation,    analysis    (remarks), 

08676 
rats,  fires  and  inner  city  solid  waste  storage 

practices,  09495 
reducing  fire  potential  in  lodgepole  pine  by  in- 
creasing timber  utilization,  09629 
safety,  occupational  health,  and  fire  protection 

bulletin,  VA,  04486 
TV  fire  and  shock  hazards,  fact  sheet.  09077 
using   motion    pictures   for   data    collection   on 

prescribed  burning  experiments,  02617 
wildland  fires  and  dwarf  mistletoes,  literature 
review  of  ecology  and  prescribed  burning, 
02604 
see  also  Forest  fires -Mine  fires, 
iretrees: 

coppicing  to  convert  small  cull  trees  to  grow- 
ing stock,  09693 
irewood,  see  Wood, 
ireworks: 
fact  sheet.  11628 
irms,  see  Business, 
irst  aid: 
first  aid  for  the  boatman,  01820 


First  Continental  Congress 

200th    anniversary  .commemoration    ceremony. 
04996 
Fiscal  analyses,  see  Finance. 
Fiscal  management,  see  Finance 
Fiscal  policy,  see  Finance. 
Fiscal  year: 

adjustment  act- 
report.  11393 
legislative   proposals   for   orderly    transition    to 

use  of  new  fiscal  year,  00539 
transition  act 
report.  07120 
Fish  and  fisheries: 

Alabama  landings.  03427.  10219 
Anadromous  fish  conservation  act.  amend 

report.  05325 
Anadromous  fish  conservation  act.  amend  and 
extend  authorization  for  appropriations 
law,  08730 
Anadromous  fish,  conservation- 
report.  08766 
bioeconomic    relationships    for    Maine    lobster 

fishery,  01453 
biological  effects  studies,  Columbia  River  ther- 
mal effects  study,  09334 
canned    fishery     products,     annual    summary, 

03046 
canned  fishery   products,   1973  annual  summa- 
ry. 03044 
code  of  Federal  regulations,  02562 
conservation,  international  enforcement  to  in- 
clude additional  geographic  areas- 
law.  08714 
contiguous  fisheries  zone- 

report,  08768 
current   fisheries    statistics,   01439-42,   03044-8, 
03427,  03908,  03914,  03963.  03972.  03984. 
04183,     04185,     04195-6,     04215.     04282, 
04289,  04301,  04476,  04516,  04528,  04580, 
04665,08254-60,  10217-21,  12948-55 
current  fishery  statistics.  06363 
domestic    fishing    industry,    extend    U.S.    ju- 
risdiction over  certain  ocean  areas  to  pro- 
tect- 
report.  05368.  09010 
economic     and     loan     problems     confronting 
gisheries  industry - 
hearings,  09066 
Emergency   marine   fisheries  protection  act  of 
1975- 
hearings,  02260,  02274 
report,  07114,  07134 
Feorgia  landings.  12951 
fish  and  wildlife  miscellaneous  bills - 

hearings,  05224 
fish  distribution  report,  01034 
fish    habitats,    forest    ecosystem    of    southeast 

Alaska,  09611 
fish  kills.  13249 

fish  kills  caused  by  pollution,  13247 
fish  meal,  salmon,  bottom  fish.  clam,  oyster, 
sardine,  scallop,  herring,  and  abalone  seg- 
ment  of   canned   and    preserved   fish   and 
seafood   processing   industry   point   source 
category,  07542 
fish  monitoring  investigations,  01602-3,  03909 
fish      monitoring      investigations,       Sequoyah 
Nuclear    Plant.    Chickamauga    Reservoir, 
Tenn..  01602-3 
fish    passage    through    highway    culverts,    field 

evaluation.  00990 
fisheries    in    western    regional    middle    Atlantic 
Ocean,    agreement    with    Polish    People's 
Republic.  13125 
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fisheries  jurisdiction  of  United   States  extend 
beyond  12-mile  zone- 
hearings,  07201 
report,  00416,  06828,  10949 

fisheries  of  United  States,  06363 

fisheries,  agreement  with  Union  of  Soviet  So- 
cialist Republics,  03270 

fisheries,  consideration  of  claims  resulting 
from  damage  to  fishing  vessels  or  gear 
and  measures  to  prevent  fishing  conflicts, 
agreement  with  Union  of  Soviet  Socialist 
Republics,  03271 

fisheries,  northeastern  Pacific  Ocean  off 
United  States  coast,  agreement  with 
Polish  People's  Republic,  03322 

fishery  facts,  08261 

fishery    jurisdiction,    extend    beyond    12    mile 
limit- 
hearings,  05225 

fishery  leaflets,  01035 

fishery  resources  of  waters  along  route  of 
trans-Alaska  pipeline  between  Yukon 
River  and  Atigun  Pass  in  north  central 
Alaska,  05817 

Florida  landings,  03914 

food  fish,  market  review  and  outlook,  03921 

frozen  fishery  products,  08254 

frozen  fishery  products,  preliminary,  03963 

future  investment  in  U.S.  fish  harvesting  and 
processing,  12956 

Georgia  landings,  03972 

Gulf  fisheries,  landings,  08260 

imports  and  exports  of  fishery  products,  an- 
nual summary,  03047 

industrial  fishery  products,  01439 

industrial  fishery  products,  market  review  and 
outlook,  04063 

International  Billfish  Symposium,  proceedings, 
01452 

Louisiana  landings,  04183,  12950 

Louisiana  landings,  annual  summary,  12955 

Maine  landings,  04185,  10217 

marine  fisheries  review,  04192 

Maryland  landings,  04195 

Massachusetts  landings,  04196 

methods  for  acute  toxicity  tests  with  fish, 
macroinvertebrates  and  amphibians,  09363 

Mississippi  landings,  01441,  04215 

Mississippi  landings,  annual  summary,  03048, 
12954 

New  England  fisheries,  08258 

New  Jersey  landings,  04282 

New  York  landings,  04289 

New  York  landings,  annual  summary,  12953 

North  Carolina  landings,  04301,  10220 

Northwest    Atlantic    fisheries    act    convention 
with  other  governments,  03228 
law,  08714 

ocean  pollution,  overfishing,  and  offshore 
development,  report  to  Congress,  06385 

Offshore  shrimp  fisheries  act,  amend- 
report,  00585 

pollock,  pollachuis  virens,  as  food  fish  for 
military  procurements,  00085 

progressive  fish-culturist,  04429 

propagation  and  distribution  of  fishes  from  na- 
tional fish  hatcheries,  01034 

reciprocal  fishing  privileges,  agreement  with 
Canada,  03132 

Rhode  Island  landings,  08255,  12948 

Rhode  Island,  landings,  04476 

rodenticides  and  mammal,  bird  and  fish  toxi- 
cants, EPA  compendium  of  registered 
pesticides,  03788 


sonic  boom  on  fish,  effect,  10310 

South  Atlantic  fisheries,  08259 

South    Atlantic     fisheries,     annual     summary 

03045 
South  Carolina  landings,  01442,  04528,  08256 
sport  fishery  abstracts,  04534 
sport  fishery  and  wildlife  research,  08397 
support  of  hunting  and   fishing  at  Matagord 

Island,  Tex.,  GAO  report,  07741 
Texas  landings,  04580 
Texas  landings,  annual  summary,  08257 
U.S.  fishing  industry  can  be  strengthened  b 
developing  underutilized  fish  resources 
GAO  report,  09771 
U.S. -Japan         meeting         on         aquaculture 

proceedings,  08282 
Virginia  landings,  04665,  12949 
Virginia  landings,  annual  summary,  10218 
see  also  Shellfish. 
Fish  and  Wildlife  Service: 

final  environmental  statement,  07680 

fish  distribution  report,  01034 

fishery  leaflets,  01035 

hunting  regulations,  02584 

operation  of  National  Wildlife  Refuge  System 

draft  environmental  statement,  07858 
poster,  05819 
press  releases,  04388 
resource  publication  series,  05817 
role  in  Foster  City,  Calif.  - 

hearings,  06958 
special  scientific  report,  wildlife  series,  01037 

12263-5 
technical  papers,  05818,  12266 
wildlife  research  report,  12267-8 
Fish  culture,  see  Fish  and  fisheries. 
Fish  meal: 

fish  meal  and  oil,  01440 

fish  meal,  salmon,  bottom  fish,  clam,  oystei 

sardine,  scallop,  herring,  and  abalone  seg 

ment  of  canned  and   preserved  fish  am 

seafood  processing  industry  point  sourc 

category,  07542 

production,  monthly  reports,  03908 

Fish  oil: 

production,  monthly  reports,  03908 
Fish  sticks: 

and  fish  portions,  current  fisheries  statistics 
03910 
Fisheries,  see  Fish  and  fisheries. 
Fishery  products,  see  Fish  and  fisheries. 
Fishing,  see  Fish  and  fisheries. 
Fishing  vessels: 

fisheries,    consideration    of    claims    resultin 

from   damage   to   fishing   vessels   or  gea 

and  measures  to  prevent  fishing  conflicts 

agreement  with  Union  of  Soviet  Socialis 

Republics,  03271 

Seafreeze  Atlantic,  authorization  for  employ 

ment  of  foreign  citizens  - 

law,  06692 

report,  02215 

Fishlake  National  Forest: 

Loa  Ranger  District,  map,  12300 
Fishmeal,  see  Fish  meal. 
Fishways: 

fish   passage   through   highway   culverts,   fiel 
evaluation,  00990 
Fittings  (auxiliary  parts): 

retrofitting    residence    for    solar    heating    an 

cooling,  01387 
see  also  Pipe  and  pipe  fittings. 
Flags: 

flag  and  flag-like  items.  Federal  item  identif 
cation  guide,  02372,  11747 
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flag  code  revision  - 

hearings.  07280 
our  flag,  story,  etc.,  04945 

our  flag,  story,  etc..  print  as  House  document 
and  provide  for  additional  copies - 
report,  08998 
United  States  flag  for  burial  or  memorial  pur 
poses,  13242 
Flame  cutting,  see  Metal  cutting. 
Flame  resistant  compounds: 

laundering     procedures     for     flame     retardant 
fabrics,  fact  sheet,  09086 
Flames: 

effect  of  fuel  sulfur  on   NOx  emissions   from 

premixed  flames.  07568 
gas  sampling  method  for  determining  pollutant 
concentrations   in   flame   zone   of   2   swirl- 
can  combustor  modules,  06208 
Flaming  Gorge  Reservoir: 

mathematical    simulation    of    temperatures    in 
deep  impoundments,  06462 
Flammability,  see  Inflammable  materials. 
Flammable  fabrics,  see  Textiles. 
Flammable  liquids,  see  Liquids. 
Flanges: 

flanges,     pipe,      Federal      item      identification 
guide.  07354.  11737 
Flaps  (aircraft): 

aerodynamic  characteristics  of  powered,  exter- 
nally   blown    flap    STOL    transport    model 
with  two  engine  simulator  sizes.  08155 
effectiveness   of   spoilers   on    GA(W)-1    airfoil 
with  high  performance  Fowler  flap,  06173 
Flares: 

landing  flare,  analysis  and  flight-test  investiga- 
tion. 06165 
Flat  plates,  see  Plates. 
Flat  Tops  Wilderness: 
designate - 
law,  06688 
report,  00568 
Flathead  National  Forest: 
wilderness  areas  within,  designate  - 
hearings,  07272 
report,  07167 
Flatware: 

cutlery,    flatware,    Federal    item    identification 
guide.  11834 
Flavors: 

flavor  materials,  production  and  sales,  10341 
FLC,  see  Federal  Library  Committee. 
Fleet,  see  Merchant  marine-Navy. 
Fleet  Missile  Systems  Analysis  and  Evaluation 
Group: 
need  to  reevaluate  proposed  relocation,  GAO 
report,  12350 
Fleming,  Ala.: 

railroad    accident    investigation    summary    re- 
port. 01545 
Fletcher,  Albert  B.  jr.: 
nomination - 
hearings,  09036 
Flexitime,  see  Hours  of  labor. 
Flies: 

annotated   bibliography   of  horn   fly,   including 

references  on  buffalo  fly,  10398 
field  and  laboratory  techniques  for  evaluating 

hemlock  saw  fly  infestations,  02613 
Hessian  fly  biotype  distribution,  resistant 
wheat  varities  and  control  practices  in 
Hard  Red  Winter  Wheat,  10364 
radiographing  puparia  of  tachinid  parasites  of 
gypsy  moth,  and  application  in  parasite- 
release  programs,  09649 


Might 

aerodynamics  of  tilting  proprotor  aircraft  in 
cruise  flight.  10156 

aerospace  safety  (periodical),  03394 

capabilities,  necessary  characteristics  and  ef 
fectiveness  of  pilot  ground  trainers,  flight 
instructors  view,  10302 

development  of  method  for  optimal  maneuver 
analysis  of  complex  space  missions,  06233 

enroute  sector  redesign,  field  survey  of  flight 
strip  data,  13169 

flight  assessment  of  large  supersonic  drone  air- 
craft for  research  use,  02953 

flight  instructor,  glider  written  test  guide, 
12269 

flight  instructors,  certification,  Federal  avia- 
tion regulations,  03821 

flight  investigation  of  installation  effects  on 
wedge  nozzle  installed  on  underwing 
nacelle,  06202 

flight  investigation  of  manual  and  automatic 
VTOL  decelerating  instrument  approaches 
and  landings,  10127 

flight  procedures  and  airspace.  02499 

flight  services  handbook,  01706,  10455 

flight  standards  information  manual,  09509 

flight  standards  program  guidelines,  02498 

flight  test  guide,  private  and  commercial  pilot, 
lighter-than-air  airship,  09594 

flight  test  of  Aerospatiale  SA-342  helicopter, 
00099 

foot-controlled  maneuvering  unit,  summary  re- 
port on  Skylab  experiment  T-020,  02974 

formal  structure  for  advanced  automatic  flight 
control  systems,  12826 

FORTRAN  program  for  determining  aircraft 
stability  and  control  derivatives  from 
flight  data,  06230 

free-flight  model  investigation  of  vertical-at- 
titude VTOL  fighter  with  twin  vertical 
tails.  02983 

information  manual,  international,  amend- 
ments, 04084 

landing  flare,  analysis  and  flightiest  investiga- 
tion, 06165 

lightning  effects  on  NASA  F-8  digital-fly-by- 
wire  airplane,  06170 

MAC  flyer  (periodical),  04184 

operational  flight  evaluation  of  two-segment 
approach  for  use  in  airline  service,  06164 

preliminary  system  design  study  for  digital  fly- 
by-wire  flight  control  system  for  F-8C  air- 
craft, 12768 

rotary  wing  flight,  00078 

rules.  Federal  aviation  regulations,  03824, 
05770,  09506-7 

services,  handbook,  03912.  08589 

subsonic  stability  and  control  derivatives  for 
unpowered,  remotely  piloted  3/8-scale  F-15 
airplane  model  obtained  from  flight  test, 
08185 

summary  of  flight  tests  to  determine  spin  and 
controllability  characteristics  of  remotely 
piloted,  large-scale  (3/8)  fighter  airplane 
model,  12829 

system  safety  checklist  Skylab  program  report, 
10126 

terrain  proximity  warning  system  (downward 
looking  radar)  for  possible  enhancement 
of  flight  safety,  evaluation,  10328 

tips  on  mountain  flying,  12T38 

type  rating,  airplane,  flight  test  guide.  02588 

undergraduate  pilot  training  task  maneuver 
times  study.  01693 
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United      States      standard      flight      inspection 

manual,  07618 
USAF  evaluation  of  automated  adaptive  flight 

training  system,  06545 
velocity  effects  on  jet  noise  of  several  varia- 
tions of  104-tube  suppressor  nozzle,  10107 
visual  reference  flight  maneuvers,  capabilities, 
necessary    characteristics    and    effective- 
ness of  pilot  ground  trainers,  10324 
wind-tunnel  free-flight   investigation  of  model 
of     spin-resistant     fighter     configuration, 
12824 
see  also  Space  flight. 
Flight  crews: 
airline  flight  attendant,  career  guide,  02492 
flight  crewmember  certificates,   Federal  avia- 
tion regulations,  03829-30 
flight  crewmembers  other  than  pilots,  certifica- 
tion, 05769 
flight  incentive  pay  for  aviation  crew  member 
duties  - 
report,  08979 
officer's  pay,  adjust  for  career  incentive- 
report,  08771 
other  than   pilots,  certification,   Federal  avia- 
tion regulations,  03822 
Flight  engineers: 
attendants,     flight     engineers,     ground     radio 
operators,     pilots     and     copilots,     traffic 
agents   and    clerks,   employment   outlook, 
12650 
Flight  indicators: 

evaluation   of   digital   altimeter   setting   indica- 
tors, 13163 
evaluation  of  visual  departure  path  indicator, 
13164 
Flight  instructions,  see  Flight. 
Flight  instruments,  see  Aeronautical  instruments. 
Flight  simulation,  see  Simulation. 
Flight  simulators: 
human    factors    experiments    for    data    link, 
evaluation     of     data     link     input/output 
devices     using    airline     flight    simulators, 
13171 
minimum  acceptable  level  of  longitudinal  sta- 
bility for  representative  STOL  configura- 
tion   during    landing    approach,    simulator 
study,  10175 
pilot   ground    trainers,    capabilities,    necessary 
characteristics  and  effectiveness,  phase  2, 
visual  reference  flight  maneuvers,  10324 
Flight  training,  see  Flight. 
Flint  River,  Ga.: 
water    resources    appraisal    for    hydroelectric 
licensing,    Flint  River  Development,   pro- 
ject 1218,  owned  by  Georgia  Power  Co., 
evaluation  report,  09556 
Flood: 
oyster    fishermen    of    Louisiana    damaged    by 
U.S.  floodings,  compensate- 
report,  08983 
Flood  control,  see  Floods. 
Flood  insurance,  see  National  flood  insurance. 
Floods,  09250,  09250,  09254 
after    action    report,    tropical    storm    Agnes, 

Operation  NOAH  2,  09300 
analytical  methods  in  planning  control,  09297 
Black    Hills-Rapid   City,    1972,    description   of 

storm  and  flood,  09809 
bridge  over  troubled  waters,  National  flood  in- 
surance program,  02713 
coastal  flooding,  incorporated  village  of  North 
Haven,    Suffolk    County,     Long    Island, 
N.Y.,  09241 


Contoocook    River   and    Beards    Brook,    Hen- 

niker  &  Hillsborough,  N.H.,  09273 
control,    deep    tunnel    plan    for    Chicago    land 

area,  09427 
Cumberland      River      and      Straight      Creek, 

Pineville,  Ky,  09274 
design  for  wave  protection,  flood  control,  and 
prevention  of  shoaling,  Cattaraugus  Creek 
Harbor,  N.Y.,  hydraulic  model  investiga- 
tion, 07535 
estimating   their   magnitude   and   frequency   in 

Indiana,  technical  manual,  01112 
extent  and  development  of  urban  flood  plains, 

12389 
flood  disaster  protection  act- 
law,  08693 
Flood  disaster  protection  act,  extend - 

law,  06739 
flood    hazard    analyses.    Plum    Creek,    Stark 

County,  Ohio,  10283 
flood   hazard   analyses,   Salzer,   Coal   Creeks, 

Lewis  County,  Wash.,  08371 
flood    hazard    information    report,    Chambers 

Creek,  Everman,  Tax.,  11983 
flood  maps  for  California  through  1974,  index, 

05880 
flood  plain  information,  05628,  09241,   11982- 
3- 
Arkansas  River  and  tributaries,  Little  Rock, 

Ark.,  09238 
Arkansas  River,  Caney  Bayou  and  tributa- 
ries, Pine  Bluff,  Ark.,  09248 
Bayou  Bartholomew  and  tributaries,  09247 
Brookings,   Brookings  County,   S.Dak.,   Six 

Mile  Creek,  09239 
Cache  La  Poudre  River,  Colo.,  Fort  Collins, 

Larimer  County,  09240 
East   Branch   Rocky    River,    City   of   North 
Royalton       &       Hinckley       Township, 
Cuyahoga  and  Medina  Counties,  Ohio, 
09242 
James    River,    Howardsville    to    Scottsville, 

Albermarle  County,  Va.,  09244 
Little  River,  Allen  County,  Ind.,  09255 
Marais     Des     Cygnes     River,     Ottawa     to 

Osawatomie,  Kans.,  09293 
Perry  Creek,  Sioux  City,  Iowa,  09253 
Peruque   Creek,   St.   Charles   County,   Mo., 

09250 
Plum   Creek,   Brunswick   Hills   and   Medina 
Townships,      Medina     County,      Ohio, 
09245 
Pottawatomie  Creek,  Garnett         to 

Osawatomie,  Kans.,  09246 
Rowlett  Creek,  Collin  County,  Tex.,  09249 
Salmon     Brook,     East     Branch     &     West 
Branch,     Granby     and     East     Granby, 
Conn.,  09251 
series,  09238-40,  09242-51,  09253-4,  09293 
Shreveport,  La.,  no. 3,  Logan  and  Choctaw 

Bayous,  09252 
White  River,  Second  Branch,  Third  Branch 
&  Ayers  Brook,  Randolph  and  Bethel, 
Vt.,  09254 
flood  plain  information  series,  05627,  05629-47, 

09241 
flood    plain    information,    Baton    Rouge,    La., 
Clay  Cut  Bayou,  Jones  Creek,  and  tributa- 
ries, 05627 
flood    plain    information,    Buck    Creek,    and 
Grassy  Creek,  Marion  County,  Ind.,  05628 
flood   plain   information,   Colorado   River  and 
Country  Club  Creek,  Austin,  Tex.,  05629 
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Floods.  092M).  09250.  092M     Con. 
flood  plain  information,  EaM  Arm  Little  (  ahi 

mcl     Riser.     Salt     (  reck.     Coffee    Creek. 
Porter  County.  Ind  .  I  19X2 
flood    plain    information,    East    Branch,    Per 

kiomen  Creek,  and  Indian  (.'reek.  05630 
flood  plain  information,  Hackberry  Creek  and 
Cottonwood  Branch,  Dallas  County.  Tex., 
05631 

flood  plain  information.  Little  Dry  fork    1  ovc 

Branch.    Burgher    Branch,    city    of    Rolla. 

Mo,  03632 
flood    plain    information.    Little    River.    Allen 

County.  Ind  .  05633 
flood  plain   information.   Mayfield  Creek,  and 

tributaries,     vicinity     of     Mayfield,     Ky., 

0^4 
flood  plain  information.  Muddy  River,  vicinity 

of  Overton,  Clark  County,  County,  Nev., 

05635 
flood    plain    information.    Ohio    River,    Adams 

County,  Ohio.  05636 
flood    plain    information.    Ohio    River.    Brown 

County.  Ohio.  05637 
flood    plain    information.    Ohio    River,    Carroll 

and  Gallatin  Counties.  Ky.,  05638 
flood  plain   information.  Ouachita   River,   Hot 

Springs     Creek,      Stokes     Creek.     Molly 

Creek.     Gulpha     Creek.     City     of     Hot 

Springs.  Ark  .  05639 
flood     plain     information.     Panther    and     Bear 

Branches.      Montgomery     County.     Tex., 

05640 
flood     plain     information,     Rutherford     Fork, 

Obion    River    and    tributaries,    vicinity    of 

Milan,  Tenn  .  OWI 
flood    plain    information.    San    Benito    River, 

Pajaro    River,   to   Tres    Pinos   tcreek,   San 

Benito  County.  Calif  .  05642 
flood    plain    information,    Truckee    River    and 

Martis  Creet.  Truckee.  Calif  .  05643 
flood  plain  information.  Wabash  River,  city  of 

Wabash  and  Wabash  County,  Ind..  05644 
flood    plain    information.    Walla    Walla    River, 

vicinity  of  Milton-Freewater.  Oreg..  05645 
flood  plain  information.  White   River  and  Vil- 
lage Creek.  Newport.  Ark..  05646 
flood  plain  information.  White  River,  Killbuck 

Creek.    Madison    County,    and    Anderson. 

Ind  .  05647 
flood  plain,  handle  with  care!.  05661 
flood     plains     of     Portage     River.     Livingston 

Counts.  Mich 
flood    plains    of    South    Branch    Shiawassee 

River.  Lisingston  Counts.  Mich  .  07836 
flood  profiles  and  inundated  areas  along  White 

River.  Chelan  County,  Wash  .  09835 
flood-prone  areas  of  Athens,  Ala.,  12392 
flood-prone  areas  of  Carbon  Hills,  Ala  ,  12393 
flood-prone  areas  of  C  arrollton,  Ala  .  12394 
flood-prone  areas  of  Centre.  Ala  ,  12395 
flood-prone  areas  of  Cherokee,  la..  12396 
flood-prone  areas  of  C "lanton.  Ala  .  12397 
flood-prone  areas  of  Collinsville.  Ala..  12398 
flood-prone  areas  of  Corrections  ille.  la  .  12399 
flood-prone  areas  of  Cottonwood.  Ala.,  12400 
flood-prone  areas  of  Farmington.  la.,  12401 
flood-prone  areas  of  Fort  Payne.  Ala..  12402 
flood-prone  areas  of  Gainesville,  Ala.,  12403 
flood  prone  areas  of  Garden  City.  Ala..  12404 
flood-prone  areas  of  Gordo.  Ala..  12405 
flood-prone  areas  of  Guin.  Ala..  12406 
flood-prone  areas  of  Hanceville.  Ala.,  12407 
flood-prone  areas  of  Holt.  Ala..  12408 
flood-prone  areas  of  Jasper.  Ala.,  12409 


Flood-prone  areas  of  Keosauu.ua.  la  .  12410 
(lOOd  prune  areas  of  1  ,i  I'urte  (   ii\  .   I.i   ,   12411 
flood  prone  areas  of  Leeds,  Ala  .  12412 
flood  prone  areas  of  Odcnville.  Ala  ,   I24H 
flood  prone  areas  of  Oneonta.  Ala..  12414 
flood  prone  areas  of  Piedmont,  Ala  ,  I  241*; 
flood-prone  areas  of  Pinson.  Ala  .  12416 
flood-prone  areas  of  Rock  Rapids,  In.,  12417 
flood  prone  areas  of  Town  Creek,  Ala.,  12418 
flood  prone  areas  of  Trussville,  Ala..  12419 
flood-prone  areas  of  Vinton.  la.,  12420 
flood  prone  areas  of  Wadlcy.  Ala  .  12421 
floods  in  Carroll  County.  Ky  .Ohio  River,  how 

to  avoid  damage.  05660 
floods  in  Corning.  Ark  ,  Black  River.  05648 
floods  in  Dexter.  Mo..  Dudley  Main  Ditch  and 

Dexter   Creek    watersheds,    how    to   avoid 

damage.  09256 
floods  in  F.ssex  Williston.  Vt  ,  05649 
floods     in     Franklin,     Vance,     and     Granville 

Counties,  N.C.,  Tar  River,  05650 
floods     in     Incorporated     Village     of     North 

Haven,     Suffolk     County,     Long     Island, 

NY.  09260 
floods  in  Inkom.  Idaho,  and  vicinity.  Portneuf 

River.  05651 
floods    in    Ketchum-Sun    Valley,    Idaho.    Trail 

Creek.  09261 
floods     in     Mayfield,     Ky..     Mayfield     Creek 

watershed,  how  to  avoid  damage,  09262 
floods  in  Milan,  Tenn..  Rutherford  Fork  Obion 

River   watershed,    how    to   avoid   damage, 

09263 
floods    in    South     Boston,     Va.,     Dan    River. 

Poplar  Creek.  Law  sons  Creek.  09267 
floods  in  vicinity  of  Anderson.  Madison  Coun- 
ty, Ind.,  how  to  avoid  damage,  05653 
floods   in   vicinity   of  Cambridge   &    Byesville, 

Guernsey  County,  Ohio,  09268 
floods  in  vicinity  of  Logansport,  Ind  ,  how   to 

avoid  damage.  05654 
floods  in  vicinity  of  Milton-Freewater.  Oreg.. 

Walla  Walla  River,  11984 
floods  in  vicinity  of  Muncie,  Delaware  Coun- 
ty. Ind.,  how  to  avoid  damage,  09269 
floods    in    vicinity    of    Wabash.    Ind.,    how    to 

avoid  damage.  05655 
floods  in  Westmoreland  County.  Pa  ,  05656 
floods  on  Calapooia   River,   near   Brownsville. 

Oreg  .  09270 
floods   on   Colorado   River  and   Country   Club 

Creek.      Austin.     Tex  .      how      to     avoid 

damages,  09272 
floods    on    Cuyahoga    River.    Franklin    TWP, 

City     of     Streetsboro,     and      Shalersville 

TWP.  Ohio.  09275 
floods  on  East  Branch.  Perkiomen  Creek,  and 

Indian    Creek.     Bucks    and     Montgomery 

Counties.  Pa.,  09276 
floods   on   Illinois   &   Michigan   Canal.   Thome 

Creek,  and  Rock  Run  Creek  at  Joliet,  III., 

11985 
floods  on  Lake  Beresford  and  St.  Johns  River. 

Volusia  and  Lake  Countries,  Fla..  09278 
floods   on   Ohio    River.    Adams   County.   Ohio. 

09281 
floods    on    Ohio    Riser.    Boyd    County.    Ky.. 

09282 
floods   on   Ohio    Riser.    Brown   Counts.   Ohio. 

05657 
floods    on    Saddle    Creek.    Peace    River.    Polk 

County.  Fla  .  05658 
floods    on    South    Santiam    Riser    near    Sweet 

Home.  Oreg  .  09283 
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Floods,  09250,  09250,  09254-Con. 

floods  on  Stoney  Branch  and  three  tributaries 

to  Stoney  Branch,  Rock  Hill,  S.C.,  09284 
floods   on   Swift  Creek,   Chesterfield   County, 

Va.,  09285 
floods    on    Wekiva    River,    Seminole,    Orange, 

and  Lake  Counties,  Fla.,  09286 
floods  on  Withlacoochee  River,  Sumter  Coun- 
ty, Fla.,  09287 
floods,    Big   Sandy   River,    Lawrence   County, 

Ky.,  09226 
floods,  Buck  Creek  and  Grassy  Greek,  Marion 

County,  Ind.,  09227 
floods,    Caney    Creek,    Montgomery    County, 

Tex.,  09288 
floods,  Clay  Cut  Bayou,  Jones  Creek,  area  of 

Baton  Rouge,  La.,  09271 
floods,  Eden,  N.C.,  Dan  River,  Smith  River, 

Matrimony  Creek,  09257 
floods,    Henry    County,    Va.,     Smith    River, 

00882 
floods,  Heppner,  Oreg.,  Hinton,  Shobe  &  Wil- 
low Creeks,  09258 
floods,  Logan   and  Choctaw   Bayous,  area  of 

Shreveport,  La.,  09279 
floods,    Mankato,    North    Mankato,    LeHillier, 

Minn.,    Minnesota    River   and    tributaries, 

09289 
floods,  Millington,  Tenn.,  Big  Creek  Drainage 

Canal  watershed,  how   to  avoid  damage, 

09264 
floods,    Panther    and    Bear    Branches,    Mont- 
gomery County,  Tex.,  09290 
floods,    Rolla,    Mo.,    Little    Dry    Fork,    Love 

Branch,  Burgher  Branch,  09266 
floods,    Southeast    Stream    Group,    Stockton, 

Calif.,  09291 
floods,    Truckee     River    and     Martis     Creek, 

Truckee,  Calif.,  09292 
floods,  White  River,  Newport,  Ark.,  09316 
floodway  information,  11986 
floodway    information,    San    Luis    Rey    River, 

Loretta     Street    to    eastern     city    limits, 

vicinity  of  Oceanside,  Calif.,  11986 
Fountain  and  Jimmy  Camp  Creeks,  09277 
Fourmile     Run     local     flood-control     project, 

Alexandria    and    Arlington    County,    Va., 

11990 
Harpeth    River,    mouth    to    Franklin,    Tenn., 

00885 
Hot  Springs,  Ark.,  09259 

Little  Maquoketa  River  basin,  Dubuque  Coun- 
ty, Iowa,  09793 
major  floods,   poor  land   use   delay   return  of 

sedimentation  to  normal  rates,  09690 
McCammon,     Idaho,    and    vicinity,    Portneuf 

River,  00883 
Mississippi    River    flood's    impact    on    natural 

hardwood  forests  and  plantations,  05843 
Moultrie,  Ga.,  Ochlockonee  River  and  Okapil- 

co  Creek,  00888 
National  flood  insurance - 

program,  law,  08693 
National    flood    insurance    program,    financial 

statements  GAO  examination,  04972 
national    flood    insurance    program,    financial 

statements,     GAO     examination,     00367, 

10709 
Ontario,    Oreg.,    Snake    and    Malheur    Rivers, 

05652 
Pamunkey  River,  Hanover  County,  Va.,  00886 
Patrick  and  Henry  Counties,  Va.,  South  Mayo 

River  and  North  Fork,  00884 
Pine  Bluff,  Ark.,  09265 


Presumpscot  River,  Falm  >uth,  Portland,  West- 
brook,    Gorham,    and    Windham,    Maine, 

00887 
river  forecasts  provided  by  National  Weather 

Service,  03065,  13007 
special    flood    hazard    information,    Minnesota 

River    and    tributaries,    Mankato,    North 

Mankato,  LeHillier,  Minn.,  05662 
special       flood       hazard       report,       Greater 

Anchorage,   Alaska,  area,  Chester  Creek, 

09299 
tropical    storm    Agnes,    June    1972,    basins    of 

Susquehanna    and    Potomac    Rivers    and 

Maryland  portions  of  Chesapeake  Bay  and 

Atlantic  Coast,  05663,  09301 
Umatilla    River,    floods    in    vicinity    of   Echo- 

Stanfield,  Oreg.,  05664 
Watershed    protection    and    flood    prevention 

act,  amend- 
hearings,  07313 
report,  00579 
floor  covering  installers,  see  Floor  layers. 
Floor  coverings: 

Federal    and    miliary    specifications,    review, 

12882 
see  also  Floors  and  flooring. 
Floor  layers: 

floor  covering  installers,  employment  outlook, 

09988 
Floors  and  flooring: 

comparative  in-place  cost  between  wood  and 

steel   residential   floor   and   wall   framing, 

02643 
floor    coverings.    Federal    item    identification 

guide,  11821 
floors,  fact  sheet,  09088 

local  resistance  of  conventional  plywood  sub- 
flooring     to     concentrated     load,     study, 

03001 
overview     of    floor    slip-resistance    research, 

12888 
state-of-art    of    structural    test    methods    for 

walls,      floors,      roofs,      and      complete 

buildings,  08195 
see  also  Floor  coverings. 
Flora,  see  Plants. 
Flores,  Francisco: 

Francisco     Flores     truck/pickup     truck     with 

camper     and     trailer     collision,     Bishop, 

Calif.,  13001 
Florida: 

census  of  retail  trade,  area  statistics,  00126 

climatological  data,  03525 

criminal  justice  agencies,  05952 

criminal  justice  standrds  and  goals,  case  study, 

02837 
effects    of    urbanization    upon    availability    of 

construction      minerals     in     southeastern 

Florida,  12710 
electrophoretic  and  filtration  studies  of  Florida 

phosphate  slime,  12727 
geomorphology,    shallow    structure,   and   sedi- 
ments of  Florida  inner  continental  shelf, 

Cape  Canaveral  to  Georgia,  00873 
landings,  fish  and  shellfish,  03914 
mineral  rights  conveyance - 

law,  08731 
national  electric  rate  book,  12175 
population,   1973,  and   1972  per  capita  inconu 

estimates    for   counties    and    incorporate^ 

places,  04814 
precipitation  data,  hourly,  04008 
radon  daughter  levels  in  structures  constructec 

on     reclaimed     Florida     phosphate     land 

01521 
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reserve   phosphate    interests   sell   to   John   and 
Martha  Carter - 
veto,  04966 
reserved  phosphate  interests,  sell  to  John  and 
Martha  B    Carta 
report,  05157 

solar  water  heating  in  south  Florida,  06399 

sugarcane  variety  tests  in  Florida,  harvest 
season,  10368 

water  resources  data,  05892,  12437 

water    resources    data,    streams,    northern    and 
central,  09813 
Florists: 

pool  delivery  systems  for  wholesale  florists  in 
urban  areas,  00033 
Flotation: 

bearing  capacity  of  floating  ice  plates  sub- 
jected to  static  or  quasi-static  loads,  criti- 
cal survey,  05608 

electrophysical  considerations  of  activation  of 
sphalerite  for  flotation,  12744 

treatment    of    combined    sewer    overflows    by 
dissolved  air  flotation,  00921 
Flour  mills: 

economic  organization  of  milling  and  bread  in- 
dustry, 1975  food  price  sludv  .  07304 

products,  current  industrial  reports.  03653 
Flow- 
aerodynamic   and   flow  visualization  studies  of 
variations    in   geometry    of    irretular   plan- 
form    wings    at    Mach    number    of    20.3. 
10150 

aerodynamic  heating  to  the  gaps  and  surfaces 
of  simulated  reusable-surface-insulation 
tile  arrays  in  turbulent  flow  at  Mach  6.6, 
01348 

analysis  of  atmospheric  flow  over  surface 
protrusion  using  turbulence  kinetic  energy 
equation  with  reference  to  aeronautical 
operating  systems,  02945 

analysis  of  molecular  flow  parameters  with 
help  of  kinetic  Vallander  equations,  07476 

anomalous  flow  condition  of  Langley  pilot 
model  expansion  tube,  investigation, 
06222 

assessment  of  automatic  sewer  flow  samplers, 
1 2037 

calculations  of  unsteady  turbulent  boundary 
layers  with  flow  reversal.  06174 

comparison  of  measured  and  predicted  sphere 
shock  shapes  in  hypersonic  flows  with 
density  ratios  from  4  to  19,  08161 

comparison  of  measured  and  predicted  test 
flow  in  expansion  tube  with  air  and  ox- 
ygen test  gases,  08159 

computation  of  transonic  perturbation  flow 
fields  around  two-  and  three-dimensional 
oscillating  wings.  08120 

computer  program  for  design  analysis  of  radi- 
al-inflow turbines.  12840 

curve  fits  of  predicted  inviscid  stagnation- 
point  radiative  heating  rates,  cooling  fac- 
tors, and  shock  standoff  distances  for 
hyperbolic  earth  entry.  10143 

detention  tank  for  combined  sewer  overflow  . 
1  2039 

discharge  and  flow  distribution.  Columbia 
River  estuary.  07838 

effect  of  geometric  variables  on  performance 
of  probe  for  direct  measurement  of  free- 
stream  stagnation  pressure  in  supersonic 
now.  06234 


effect  of  wall  edge  suction  on  performance  of 
short  annular  dump  diffuser  with  exit 
passage  flow   resistance,  12789 

effects  of  cold  leg  steam  and  flow  baffles  on 
l<<  delivery  in  simulated  multiloop  PWK 
geometry  with  steam  upflow  and  super- 
heated walls,  07469 

effects  of  NO.  C02  and  sampling  flow  rate  on 
arsenite  procedure  for  measurement  of 
NO,  in  ambient  air,  evaluation.  09376 

effects  of  vortex  coherence,  spacing,  and  cir- 
culation on  flow-induced  forces  on  vibrat- 
ing cables  and  bluff  structures,  13021 

effects  of  4  inlet  and  outlet  tip-annulus-area 
blockage  configurations  on  performance 
of  axial-flow  fan  rotor,  08182 

evaluation  of  hemispherical  head  flow 
direction  sensor  for  inlet  duct  measure- 
ments. 06209 

flow  of  funds,  unadjusted,  03916 

flowing  environment,  effects  of  ambient  turbu- 
lence on  buoyant  jets  discharged,  05737 

heat  transfer  and  flow  friction  performance  of 
heated  perforated  flat  plates,  09458 

heat-transfer  and  pressure  distributions  for 
laminar  separated  flows  downstream  of 
rearward-facing  steps  with  and  without 
mass  suction,  10129 

helical  bend  combined  sewer  overflow  regula- 
tor. 12035 

hot-wire  anemometry  in  hypersonic  helium 
flow.  10131 

hypersonic  ionizing  air  viscous  shock  layer 
flows  over  nonanalytic  blunt  bodies,  06176 

influence  of  particle  drag  coefficient  on  parti- 
cle motion  in  high-speed  flow  with  typical 
laser  velocimeter  applications,  12834 

inverse  solutions  for  laminar  boundary-layer 
flows  with  separation  and  reattachment, 
02992 

jets  located  more  than  one  jet  diameter  above 
wing  at  subsonic  speeds,  analytical  study 
of  effects.  10177 

longitudinal  aerodynamic  performance  of  se- 
ries of  power-law  and  minimum-wave-drag 
bodies  at  Mach  6,  10097 

low-cost  counter  assembly  foi  current-meter 
measurements,  09658 

low -flow  characteristics  of  streams  in  Willapa 
Bay  drainages,  Washington,  05894 

management  practices  affecting  qualitv  and 
quantity  of  irrigation  return  flow  .  09406 

mean  flow  field  and  surface  heating  produced 
by  unequal  shock  interactions  at  hyper- 
sonic speeds.  08164 

measurement  instrumentation.  ASRDI  oygen 
technology  survey.  06186 

measurements  of  farfield  sound  generation 
from  flow -excited  cavity,  08137 

model  investigation  of  inlet  plenum  flow 
straightening  techniques  for  altitude  test 
facility,  12805 

model  study  of  supercritical  flow  channel 
transition  for  Nichols  Creek,  Kenedy, 
Tex..  08520 

Monte  Carlo  calculations  of  diatomic  molecule 
gas  flows  including  rotational  mode  ex- 
citation. 08167 

normal-  and  oblique-shock  flow  parameters  in 
equilibrium  air  including  attached-shock 
solutions  for  surfaces  at  angles  of  attack, 
sweep,  and  dihedral.  02948 

numerical  calculation  of  laminar  boundary- 
layer  separation.  10174 
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performance  of  J85-13  compressor  with  clean 
and  distorted  inlet  flow,  08139 

performance  of  1.57-pressure-ratio  transonic 
fan  stage  with  screen-induced  90°  circum- 
ferential inlet  flow  distortion,  12839 

performance  of  low-pressure  fan  stage  with 
reverse  flow,  12806 

performance  of  1 .15-pressure-ratio  axial-flow 
fan  stage  with  blade  tip  solidity  of  0.5, 
10108 

reacting  viscous-shock-layer  solutions  of  anal- 
ysis of  interactions  that  occur  between 
outer  flow  and  hypersonic  vehicle  surface, 
10181 

relaxation  of  unsteady  turbulent  boundary 
layer  on  flat  plate  in  expansion  tube, 
10132 

return  sludge  flow  control,  operational  control 
of  activated  sludge  process,  09469 

saltation  on  Mars  and  expected  lifetime  of 
Viking  75  wind  sensors,  02968 

scientific  irrigation  scheduling  for  salinity  con- 
trol of  irrigation  return  flows,  12036 

second-order  small-disturbance  solutions  for 
hypersonic  flow  over  power-law  bodies, 
02962 

sewer  flow  measurement,  12028 

sound  radiation  from  high-speed  axial-flow  fan 
due  to  inlet  turbulence  quadrupole  interac- 
tion, 10153 

subsonic  annular  wing  theory  with  application 
to  flow  about  Nacelles,  10145 

technology  of  forced  flow  and  once  through 
boiling,  survey,  06188 

transient  gas  flow  in  vertically  fractured  reser- 
voir, combination  model  for  simulating, 
12717 

turbulent  flow  in  rectangular  outlet  conduit, 
Rend  Lake  Dam,  Big  Muddy  River,  111., 
09312 

turbulent  skin  friction  and  heat  transfer  in 
high-speed  flow,  engineering  prediction, 
10135 

turbulent  wall  jet  in  cof lowing  stream,  02967 

unsteady  flow  computations  on  Ohio-Cumber- 
land-Tennessee-Mississippi River  system, 
09311 

unsteady  subsonic  and  transonic  potential  flow 
over  helicopter  rotor  blades,  06158 

vectorization  on  STAR  computer  of  several 
numerical  methods  for  fluid  flow  problem, 
10128 

work-hardening   and   strain   rate   sensitivity   of 
flow    stress    in    high    purity    ice    single 
crystals,  07514 
Flow  meters,  see  Flowmeters. 
Flow  of  matter,  see  Rheology. 
Flow  of  water,  see  Hydraulics. 
Flowers: 

clipping  affects  flowering  of  California-poppy 
at  2  growth  stages,  02619 

growing  flowering  annuals,  10392 

livestock   grazing   not  detrimental  to   meadow 
wildf lowers,  09692 
Flowmeters: 

selected   angular   monentum,    vortex   shedding 
and  orifice  cryogenic  flowmeters,  evalua- 
tion, 12881 
Flows: 

irrigation  return  flows,  salinity  created,  12060 
Floyd,  William,  see  William  Floyd  Estate. 
Flue  gases: 

analysis  of  carbon-14  and  tritium  in  reactor 
stack  gas,  07554 


determination    of    moisture    in    stack    gases, 

00910 
flue    gas    desulfurization    and    sulfuric    acid 

production  via  magnesia  scrubbing,  13185 
flue  gas  desulfurization,  symposium  proceed- 
ing, 05709 
survey    of    flue    gas    desulfurization    systems, 
00937 
Flue-cured  tobacco,  see  Tobacco. 
Fluid  flow,  see  Flow. 
Fluid  mechanics,  see  Hydromechanics. 
Fluid  process: 

evaluation   of   pollution   control   in   fossil   fuel 
conversion  processes,  12052-3 
Fluidics: 

fluid    power    systems    equipment,    production 

and  end-use,  11916 
production   suitability  of  electroform   conduc- 
tive   wax    process    for    manufacture    of 
fluidic  systems,  06587 
Fluidization: 

coal  processing  by  electrofluidics,  06648 
environmental     factors     in     coal     liquefaction 
plant  design,  06649 
Fluidized  bed  reactors: 

comparative  thermal  fatigue  resistances  of 
twenty-six  nickel-  and  cobalt-base  alloys, 
01360 
reduction  of  atmospheric  pollution  by  applica- 
tion of  fluidized-bed  combustion  and 
regeneration  of  sulfur-containing  addi- 
tives, 00935 
Fluids: 

film  thickness  measurements  on  5  fluid  formu- 
lations      by       mercury       squeeze       film 
capacitance  technique,  12845 
fluid-solid     surface     interactions,     symposium 

proceedings,  06444 
improved  apparatus  for  pressure-injecting  fluid 

into  trees,  02612 
lubricating  oils,  greases  and  hydraulic  fluids, 
Federal  item  identification  guide,  11748 
Fluorescent  lamps,  see  Electric  lamps. 
Fluorides: 

fluoride  emissions  from  phosphoric  acid  plant 

gypsum  ponds,  05707 
free  energies  of  formation  of  ferrous  and  fer- 
ric  fluoride   by  electromotive   force  mea- 
surements, 12733 
Fluorine: 

liquid    oxygen    methane    rocket    engine    throt- 
tling, some  aspects,  10116 
selenium,    fluorine    and    arsenic     in    surficial 
materials  of  conterminous  United  States, 
05871 
Fluorocarbons: 

impact  on  health  and  environment- 

hearings,  05201 
possible   impact   of  flurocarbons  and  halocar- 
bons  on  ozone, 02506 
Fluorspar: 

mineral  industry  surveys,  08036 
mineral  industry  surveys,  quarterly,  03917 
minerals  yearbook  chapter,  06094 
Flutter  (aircraft): 

development  and  demonstration  of  flutter-sup- 
pression   system    using    active    controls, 
08188 
experimental   parametric    studies    of   transonic 

T-tail  nutter,  08158 
flutter  analysis  of  2  parallel  elastically  coupled 

flat  plates,  02982 
tip  fins  on  wing  flutter  characteristics,  effects, 
10163 
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transonic  flutter  study  of  a  50  5°  cropped  delta 
wing  with  two  rearward  mounted  nacelles. 
12819 
Flux: 

heat   and   water   vapor   flux    in   conifer   forest 

litter  and  duff.  02641 
study  of  flux  force/condensation  scrubbing  of 
fine  particles.  12027 
Flying,  see  Flight. 

FM  (radio),  see  Radio  frequency  modulation. 
FMC,  see  Federal  Maritime  Commission. 
FNS,  see  Food  and  Butntion  Service-Food  and 

Nutrition  Service. 
Foam: 

recovering     polyurethanc      foam      and     other 
plastics  from  auto-shredder  reject,  08092 
Foamed  plastics,  see  Plastics. 
Foams: 

rigid    and    flexible    urethane    foams,    physio- 
chemical  study  of  smoke  emission,  10314 
Focusing: 
refocusing    properties    of    periodic     magnetic 
fields,  12844 
Fog: 

dispersal,  thermal,  manual.  10303 
multiple-vehicle  collisions  in  fog,  near  Corona, 

Calif.,  13003 
project  Fog  Drops  5,  numerical  model  of  ad- 
vection    fog.    recommendations    for    sim- 
plified      individual       zero-gravity       cloud 
physics  experiments,  02946 
simultaneous  measurement  of  laser  extinction 
in  warm  fog  at  wavelengths  of  0.6328,  1.15, 
and  10.6  microns,  07515 
Fogarty  International  Center: 

proceedings,  02812 
Folklore: 

legend     of     Sleepy     Hollow     commemorative 
stamp  (poster),  06496 
Follow  Through: 

lessons  learned  from  its  evaluation  and  need  to 
improve   its   administration,   GAO   report, 
02658 
Food: 

animals  and  animal  food  products  in  food  re- 
lief program  s- 
hearings,  05102 
Apollo  experience  report  systems,  10179 
canning,  freezing,  and  storage  of  foods,  sub- 
ject bibliography.  01759 
code  of  Federal  regulations.  05808  10,  12220-1 
commercial  import  detentions,  monthly  report, 

03582 
consumer  and  marketing  reserves - 

hearings.  07185 
economic  report  on  food  chain  profits,  12257 
economic  report,  price  and  profit  trends  in  4 

food  manufacturing  industries,  12258 
effect  of  storage  conditions  on  quality  of  com- 
pressed food  bars,  00086 
energy  consumption,  paper,  stone,  clay,  glass, 

concrete  and  food  industries,  09397 
energy  requirements - 

hearings.  06910 
Federal  food  programs,  1975- 

heanngs,  05537,  09060 
fish  meal,  salmon,  bottom  fish,  clam,  oyster, 
sardine,  scallop,  herring,  and  abalone  seg- 
ment  of   canned   and   preserved   fish   and 
seafood   processing  industry   point  source 
category,  07542 
food  and  home  notes,  03918 
food  and  nutrition  (periodical),  03919 
food  and  nutrition,  newsletter,  03920 


food  enough  for  all,  world  food  situation  in 
perspective,  01656 

food  fur  youth,  Itttd)  guide,  07684 

food  labels,  do  they  tell  enough'1,  summary  of 
report  to  Congress,  GAO  report,  07782 

food  market  structure  and  marketing  costs  - 
hearings,  05425 

food  price  study,  07304 

food  safety  for  family,  10474 

food  scientists,  employment  outlook,  12646 

food  storage  guide  for  schools  and  institutions, 
00037 

Food,  drug,  and  cosmetic  act,  amend - 
hearings,  05459 

impact  of  grain  sales  to  Soviet  Union  on  out- 
look for  food  prices  (remarks),  12246 

in-plant  control  of  food  processing  waste- 
water. 01600 

increasing  world  food  supplies,  crisis  and  chal- 
lenge. Department  of  State  and  other 
agencies.  GAO  report,  09772 

increasing  world  food  supplies,  crisis  and  chal- 
lenge, GAO  report.  07757 

Indian  food  and  cookery,  12488 

influence  of  agricultural  practices  on  nutrient 
composition  of  foods,  proceedings,  08555 

International  development  and  food  assistance 
act- 
hearings.  02065,  11533 
law,  06703 
report,  02004,  02064.  02197.  071 1 1 

international  wheat  agreement,  modification 
and  extension  of  wheat  trade  convention 
and  food  aid  convention,  protocols,  03257 

national  food  situation,  04255 

need  for  regulating  food  salvage  industry  to 
prevent  sales  of  unwholesome  and  mis- 
branded  foods  to  public,  GAO  report. 
12362 

new  politics  of  food  (remarks),  02419,  11938 

nineteen  seventy-five  food  price  study,  11601 

nutrition  and  food  availability,  11602 

nutrition  and  food  availability,  national  nutri- 
tion policy  study  - 
hearings,  07303 

nutritive  value  of  American  foods  in  common 
units,  06519 

overseas  food  donation  programs,  its  con- 
straints and  problems,  GAO  report,  05858 

pollock,  pollachuis  Wrens,  as  food  fish  for 
military  procurements,  00085 

retail  prices  by  city,  03791 

security  for  food  distribution  centers,  08534 

selected  technical  publications.  Food  and  Drug 
Administration.  07683 

special  summer  food  service  program  for  chil- 
dren. 06531 

that   we    may   eat.   1975    yearbook    of   agricul- 
ture- 
departmental  edition,  00047 
document  edition,  00310 

this  is  a  food  bill0  let's  take  another  look, 
01684 

U.S.  food  policy  in  changing  world  (address), 
10426 

USDA  grade  standards  for  food,  06530 

USDA  standards  for  food  and  farm  products, 
list.  01650 

vegetables  in  family  meals,  guide  for  con- 
sumers. 04746 

wastewater  treatment  in  food  processing  in- 
dustry. 01601 

we  will  eat  more  meat,  not  less  (address), 
08583 

weekly  Government  abstracts,  04690 
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Food-Con. 

world  can  feed  itself  (address),  10427 

World    Food    Conference,    implementation    of 

recommendations  - 
hearings,  11462 
World  Food  Conference,  selected  materials  for 

use    of    U.S.     Congressional    delegation, 

05427 
world  food  resolution  to  reduce  risk  of  famine 

and  human  suffering - 
report,  05339 
see      also      Canned       foods-Nutrition-School 

lunches. 
Food  and  Agriculture  Organization: 

amendments  to  constitution,  adopted,  08421 
Food  and  Drug  Administration: 
appropriations,  1976- 
hearings,  07193 
law,  01857 
appropriations,  1977- 

hearings,  1 1467 
clinical  experience  abstracts,  03809 
EDRO  research  programs,  01038 
excluding  substandard  canned  pineapple  from 

United  States,  GAO  report,  07784 
extending   effective   date   of  diagnostic   X-ray 

equipment  standard,  GAO  report,  07701 
FDA  commission,   delegation   of  authority   to 

State  and  local  authorities,  09596 
FDA  consumer,  03810 
FDA  drug  bulletin,  03811 
FDA  services  guide,  02589 
Federal    pesticide    registration    program,    is    it 

protecting    the    public    and    environment 

adequately   from  pesticide  hazards,  GAO 

report,  07820 
federal  support  for  restaurant  sanitation  found 

largely  ineffective,  GAO  report,  02660 
investigation  of  defective  cardiac  pacemakers 

recalled    by    General    Electric    Company, 

GAO  report,  07791 
laws  enforced  by  FDA,  we  want  you  to  know 

about,  05821 
laws  enforced  by  FDA,  we  want  you  to  know 

what  we  know,  09597 
new  drug  research  and   development,   regula- 
tion- 
hearings,  00694 
read   the   label,    set   a   better   table,   guide   to 

nutrition  labeling,  12270 
salmonella   in   raw   meat   and   poultry,   assess- 
ment of  problem,  GAO  report,  09763 
selected  technical  publications,  07683 
use  of  advisory  committees- 
hearings,  06961,  11114-5 
Food  and  Nutrition  Service: 
annual  statistical  review,  programs,  01040 
FNS   series,  01039-40,  02591-2,   05822,  07684, 

09598 
reaching  people,  field  activities  of  Food  Stamp 

Division,  04455 
Food  conference,  World,  see  World  Food  Con- 
ference. 
Food  for  animals: 
dog  and  cat  food  industry,  guides,  09580 
wood    and    wood-based     residues    in    animal 

feeds,  05853 
Food  for  livestock: 
feed     market     news,     weekly     summary    and 

statistics,  03896 
feed  situation,  03897 

temporary  program  for  reduced  rate  beef  cat- 
tle feed,  11045 
wagon   rack   for  silage-feeding,   building  plan, 

04749 


Food  poisoning: 

prevention  of  food  poisoning,  01744 
Food  processing: 

computer  simulation  of  bacterial  growth  during 

food  processing,  00088 
decentralized  tomato  processing,  plant  design, 

costs,  and  economic  feasibility,  01649 
exemptions        applicable        to        agriculture, 
processing    of    agricultural    commodities, 
and    related    subjects,    under    Fair   Labor 
standards  act  of  1938,  06502 
food  preparation  studies,  00084 
Food    service    facilities,    see   Restaurants,    lunch 

rooms,  etc.. 
Food  stamps: 
act,  amend - 
hearings,  11049 
report,  05334 
administrative  failure  of  food  stamp  program - 

hearings,  09060 
alternatives,  07302 

bonus  food   stamps  and  cash  income  supple- 
ments, 00032 
certification  problems - 

hearings,  05537 
comparative  analysis  of  Food  stamp  act  and 

proposed  reform  legislation,  00641 
expedited  certification - 

report,  00413 
food  stamp  certification  handbook,  12271 
food      stamp      counter-points,      manual      for 

cashiers,  01672 
food      stamp      counterpoints,      manual      for 

cashiers,  06528 
food  stamp  efficiency - 

hearings,  11548 
food    stamp   facts,   household    income   deduc- 
tions, 02591,  09598 
food     stamp     facts,     recipient    responsibility, 

01039 
food  stamp  program  (remarks),  10417 
food  stamp  regulation  proposals - 

hearings,  05103 
food  stamps  for  SSI  recipients - 

report,  02176 
food  stamps  for  you,  05822 
get  ready  for  your  new  food  stamps,  02592 
National  food  stamp  reform  act- 

proposal,  00385 
nutrition  and  special  groups,  05538- 

report,  05539 
proposed    National    food    stamp    reform    act 

(remarks),  10416,  10418 
reaching  people,  field  activities  of  Food  Stamp 

Division,  04455 
reform  of  eligibility  requirements  and  adminis- 
trative responsibility - 
hearings,  11460 
shopping  with  food  stamps,  10401 
suspension  of  regulations - 
report,  00391 
Food  stores,  see  Stores. 

Food,   drug,   and   cosmetic   act,   see   Cosmetics- 
Drugs-Food. 
Foot  rot  in  sheep: 

portable    footbath    for    sheep,    building    plan, 
10399 
Foot-and-mouth  disease: 
articles  in  data  bank,  10475 
control      and      eradication,      agreement      with 

Colombia,  03178 
prevention,  agreement  with  Panama,  03185 
Football: 

football    and    football    equipment,    fact    sheet, 
09101 
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Footwear,  see  Boots  and  shoes. 
Forage  plants: 
carbon   black    increases   snowmelt   and   forage 
availability     on     deer     winter     range     in 
Colorado,  02623 
southern  range   management,  selected  bibliog- 
raphy, 09621 
wedgeleaf   ceanothus   canopy   does   not   affect 
'  total  herbage  yield,  05837 
Force  and  energy: 

computing    averaged    velocity     and    pulsation 
energy   in   turbulent  axisymmetrical   wake 
far  behind  streamlined  body,  USSR  study, 
02815 
force  modification  and  deflection  loss  compen- 
sation to  pilot's  controls,  10109 
ice  force  measurements  on  Pembina  River,  Al- 
berta, Canada, 11977 
information    from    ERDA,    weekly    announce- 
ments, 04068 
rapid   identification   of  copper-base   alloys   by 
energy  dispersion  X-ray  analysis,  10069 
Ford  Motor  Company: 

defect    testing    of    5    catalyst    equipped    Ford 
prototype  vehicles.  00898-9 
Forecasts: 

river  forecasts  provided  by  National  Weather 

Service,  13007 
see  also  Weather  forecasting. 
Foreclosure  of  mortgages,  see  Mortgages. 
Foreign  affairs,  see  International  relations. 
Foreign  Affairs  Committee,  House: 

committee  print,  05176-7,  05181,  05183,  06945, 

06949 
hearings,    05174-5,    05178-80,    05182,    05184, 

06944,  06946-8,  08895,  11097-101 
legislative  review, 93d  Congress - 

report,  05084 
report,  05025-6.  05084,  08805.  08837,  10882-3, 
10890 
Foreign  Affairs  Research  Documentation  Center: 

accessions  list,  monthly,  03923 
Foreign  agents: 
Lockheed  bribery  - 

hearings,  00654 
report  of  Attorney  General  on  administration 
of  Foreign  agents  registration  act  of  1938, 
12631 
Foreign  Agricultural  Service: 

biographic  register,  01594 
Foreign     agricultural     trade,     see     Agricultural 

products. 
Foreign  agriculture,  see  Agriculture. 
Foreign  aid: 
agricultural  programs  to  Guam,  extend  - 

report,  05020,  05351.  10891 
Angola,  restrictions  on  assistance - 

report,  07176 
assessment    of    overseas    advisory    efforts    of 
U.S.   Security  Assistance  Program,  GAO 
report,  01096 
assistance  to  Indochina  evacuation,  oversight- 
report,  06805 
assistance     to     Trust     Territory     of     Pacific 
Islands,    agreement    with    United    Nations 
Development  Programme,  03195 
beneficiary     developing     countries,     intended 

designation,  10793 
development  digest  (periodical),  03741 
economic  aid  for  South  Vietnam  - 

proposal,  01924 
economic  assistance,  appropriations,  1976  — 

proposal,  01949 
economic  assistance,  establishment  of  trust  ac- 
count, agreement  with  Bangladesh,  03209 


economic  assistance,  manufacture  and  acquisi- 
tion of  agricultural  input,  agreement  with 
Bangladesh,  03232 
economic   cooperation,   agreement   with   Saudi 

Arabia,  08430 
economic,    industrial,    and    technical    coopera- 
tion, agreement  with  Union  of  Soviet  So- 
cialist Republics,  03203 
economic,    technical,    and    related    assistance, 

agreement  with  Bangladesh,  03176 
economic,    technical,    and    related    assistance, 
agreement    with    Yemen    Arab    Republic, 
03134 
emergency    military   assistance   and   economic 
and  humanitarian  aid  to  South  Vietnam  - 
hearings,  05434 
excess  defense  articles  provision   in  proposed 
Foreign    assistance    legislation,    GAO    re- 
port. 07700 
Foreign  assistance  act,  amend - 
proposal.  00388,  01940,  10701 
report,  05075,  10904 
foreign  assistance  appropriations,  1974,  supple- 
mental- 
proposal,  10700 
foreign  assistance  appropriations,  1975- 
hearings,  02022,  11055 
report,  06790 

supplemental,  proposal,  01903 
foreign  assistance  appropriations,  1976- 

hearings,  00451,  07197 
foreign  assistance  appropriations,  1975- 
he  a  rings,  05126 
law,  04902 
report,  05402 
foreign    assistance    authorization,    examination 
of  U.S.  foreign  aid  program  and  policies - 
hearings,  1 1533 
foreign   assistance   authorization,    examination 
of   U.S.    foreign   aid    programs   and    poli- 
cies- 
hearings,  02065 
law,  06703 

report,  02004,  02064,  07111 
Foreign  disaster  assistance  act- 
report,  05012,  087%,  08976 
Greece,    economic    and    military     assistance, 

10798 
new  directions  in  development  assistance,  im- 
plementation  in  4  Latin   American  coun- 
tries. 00474 
petrodollars,  recycling  and  aid  prospects- 
hearings,  1 1072 
reimbursements  from  foreign  governments  for 
military  personnel  services  provided  under 
Foreign    military    sales   act,    GAO   report, 
07731 
security  supporting  assistance  for  Zaire - 

hearings,  1 1541 
U.S.     nonmilitary     assistance     to     Southeast 
Asia- 
hearings,  06960 
United  States  economic  assistance  to  Turkey, 

GAO  report,  09765 
United     States     post-disaster     assistance     to 

Nicaragua,  06949 
United     States     post-disaster     assistance     to 

Pakistan.  05181 
Vietnam   and   Korea,   human   rights   and   U.S. 

assistance,  05183 
withdrawal  of  designation  of  Khmer  Republic 
and      South      Vietnam      as      beneficiary 
developing  countries,  10783 
Foreign  Area  Research  Coordination  Group: 
FAR  horizons  (periodical),  03802 
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Foreign  assistance,  see  Foreign  aid. 
Foreign  assistance  programs: 

trade        adjustment        assistance        program, 
guidelines  for  applicants,  05593 
Foreign  Claims  Settlement  Commission: 

annual  report,  05823 

appropriations,  1976  — 
hearings,  07196 
law,  01856 

appropriations,  1975- 
report,  08826-7 
Foreign  commerce,  see  Commerce. 
Foreign  countries: 

alleged    assassination    plots    involving    foreign 
leaders  - 
report,  02214 

American    multinational    corporations    abroad, 
activities - 
hearings,  02061 

background,  08407 

background  notes,  01579-93,  03117-20,  06474- 
83,  08398-401,  08403-6,  08408-10,  10285-9, 
13108-13 

background  notes,  index,  08402 

country  market  survey,  CMS  (series),  03623 

delinquent  international  debts  owed  to  United 
States,  mid-1974  progress  review,  11105 

Department  of  State  indexes  of  living  costs 
abroad  and  living  quarters  allowances, 
04627 

education  around  world,  09208 

electric  current  abroad,  11914 

exemption  of  foreign-owned  reserves  from  ex- 
port controls  (remarks),  10424 

Federal  jobs  overseas,  00216 

foreign  economic  trends  and  their  implications 
for  the  United  States,  05940  12537-2573 

foreign  economic  trends  and  their  implications 
United  States,  05938 

foreign  economic  trends  and  their  implications 
United  States,  05939 

foreign  government  environmental  reports, 
summaries,  04555 

foreign  market  reports,  index,  04060 

future  construction  abroad,  quarterly  summa- 
ry, 04452 

HUD  international  country  profile,  07854 

international  conference  of  states  on  distribu- 
tion of  programme-carrying  signals  trans- 
mitted by  satellite,  08912 

investment  dispute  obligations  being  resolved, 
countries  qualify  for  beneficiary  develop- 
ing country  designation,  01913 

National  overseas  education  act- 
hearings,  06939 

NBS/AID/OAS  workshop  on  standardization 
and  measurement  services  in  industrializ- 
ing economies,  report,  01378 

passenger  travel  to  and  from  U.S.,  reports, 
04055 

political     contributions     to     foreign     govern- 
ments- 
hearings,  11535 

selected  interest  &  exchange  rates,  weekly  se- 
ries of  charts,  04503 

substantial  understatement  of  obligations  for 
separation  allowances  for  foreign  national 
employees,  Department  of  Defense,  GAO 
report,  09764 

suspend  air  service  to  any  foreign  nation  en- 
couraging hijacking,  authorize - 
law,  08732 
report,  08788 


U.S.   defense   contractors'   training  of  foreign 
military  forces- 
hearings,  02067 
USDA  and  low-income  nations,  06535 
use  of  U.S.  Armed  Forces,  background  infor- 
mation, 02063 
Foreign  currencies,  see  Money. 
Foreign  decorations,  see  Decorations  of  honor. 
Foreign  exchange: 

finance,  foreign   exchange  costs  of  commodi- 
ties     and      commodity-related      services, 
agreement  with  Egypt,  03286 
rates,  monthly,  03952 
rates,  weekly,  03953 
Foreign  investments,  see  Investments. 
Foreign  military  sales  act,  see  Foreign  aid. 
Foreign  policy,  see  International  relations. 
Foreign  Policy  Association: 
great  decisions  program - 
hearings,  1 1534 
Foreign  relations,  see  International  relations. 
Foreign  Relations  Committee,  Senate: 
background  information,  05479 
calendar,  04147 

committee  print,  00476,  00667,  00669,  00673-4, 
02273,    02275,    05479-80,    05484-5,    05481, 
05488,   07244-6,   07248,   09043-5,    11528-9, 
11531-2,  11536-7,  11539-40 
hearings,  00668,  00670-1,  02272,  02274,  05482- 
3,  05486,  07242-3,  07247,   11530,   11533-5, 
11538,  11541-2,  11544 
inquiries  and  investigations,  authorization  and 
expenses- 
report,  07090 
investigations   and   studies,   authorization   and 
expenses- 
report,  11354 
legislative  history,  93d  Congress,  05401 
report,    00557,    02190,    02197,    05317,    05329, 
05336,  05339,  05368,  05379,  05401,  07090, 
07114,  07176,  08937,  08961,  08965,  08976- 
8,    08980,    08987,    11347-8,    11354,    11390, 
11414,  11428,  11435,  11543 
subcommittees,  scope  of  coverage,  rules,  etc., 
05485,  09044 
Foreign  Scholarships  Board: 

annual  report,  02596 
Foreign  service: 

building   program,   1974,   additional   appropria- 
tions, authorize - 
report,  10883 
buildings    program,    additional   appropriations, 
authorize - 
report,  08785 
commercial  news  for  Foreign  Service,  03583 
Department  and  Foreign  Service  series,  01594, 

08411 
list,  03957 

officers,  key,  of  foreign  posts,  guide  for  busi- 
nessmen, 04108 
posts  and  State  Department  jurisdiction  (map), 

06487 
questions  and  answers  concerning  Foreign  Ser- 
vice medical  program,  13117 
Foreign  Service  Institute: 

basic  course  series,  03123 
Foreign  trade,  see  Commerce. 
Foreign  Trade  Board,  East-West,  see  East-West 

Foreign  Trade  Board. 
Foreigners,  see  Aliens. 
Foremen: 

employment  outlook,  09941 
Forest  and  forestry: 

forest  statistics   for  south  Delta  parishes  of 
Louisiana,  05851 
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Foresl  and  forestry -Con. 
research  note.  05829,  09645 
resource  bulletin.  0584  s -51 
RPA,    Nations    renewable    resources,    assess 

ment.  12^2h 
your  forestland,  enjoyment,  profit.  02649 
Forest  fires 
characteristics  of  people  who  start  fires,  some 

preliminary  findings.  05836 
fire  environmental  test  chamber,  its  design  and 

development.  09699 
fire  management  (quarterly  periodical),  03907 
fireman's  handbook,  0S825 
fires  caused  by  equipment  used  during  critical 

fire  weather  in  California,  09705 
Forest  Service  fire  protection  contracts  - 

report,  10897 
inventory  of  slash  fuels  using  3P  subsampling. 

09604 
roadside  fire  prevention  signs,  restudy  of  their 

effectiveness.  05840 
wildfire    smoke    conditions,    interior    Alaska. 

01073 
wildfire  statistics.  09728 
wildfire  statistics.  1974.  01080 
youthful  fire-setters,  exploratory  study  in  per- 
sonality and  background.  09663 
Forest    lands,    see    Forest    and    forestry-Forests 

and  forestry. 
Forest  management: 

forest  control  and  regulation,  comparison  of 

traditional  methods  and  alternatives,  09664 
forest  habitat  management  for  non-game  birds 

in  central  Appalachia,  01057 
lodgepole   pine   logging   residues,   management 

alternatives.  12324 
sensitivity     of     allowable     cuts     to     intensive 

management,  01047 
some  options  for  managing  forest  land  in  cen- 
tral Appalachians.  09606 
Forest  plantations,  see  Trees. 
Forest  planting: 

direct  seeding  trials  of  3  major  timber  species 

in  Hawaii,  09666 
Douglas-fir  survival  and  growth  in  response  to 

spring  planting  and  depth,  09661 

endrin    in   forest   streams   after   aerial   seeding 

with  endnn-coated  Douglas-fir  seed,  09654 

germination  and  survival  of  Douglas  fir,  09676 

seeding  habits  of  upper-slope  tree  species - 

dispersal  of  mountain  hemlock  seedcrop  on 

clearcut.  09651 
dispersal  of  white  and  Shasta  red  fir  seeds 

on  clearcut,  09652 
twelve-year     record     of     cone     production. 
09650 
technique  and  care  of  stock  affect  survival  of 
planted  red  pine.  12312 
Forest  products: 

forest     products    industry     and     environment, 

selected  bibliography.  02602 
harvested  in  Hawaii,  09670 
insecticides,  guide,  08561 
Forest  research,  see  Forests  and  forestry. 
Forest    Reservation    Commission,    National,    see 

National  Forest  Reservation  Commission. 
Forest  resources,  see  Forests  and  forestry. 
Forest  seeding,  see  Forest  planting. 
Forest  Service.  02619 
appropriations.  1975- 

supplemental.  hearings,  02020 
appropriations.  1976  — 
law.  06707 
report,  06865 


appropriations,  1 975  — 
report.  05033 

Cooperative  agreements  for  certain  Forest  Ser- 
vice programs  - 
law.  06690 
report.  01987,  07124 

engineering  technical  information  system  EM 
series.  12279-80 

films  available  on  loan  for  educational  pur- 
poses, 01045 

fire  protection  contracts- 
report,  10897 

forest  pest  leaflet,  01042-3.  02598-9,  09602 

forest  resource  report.  12284 

general  technical  report.  01047,  02602-6,  09603- 
23.  12287-96 

George      W.      Andrews      Forestry      Sciences 
Laboratory,  designate  - 
law.  01872 
report.  00431,  07123 

handbook,  fireman's  handbook,  05825 

health  and  safety  code,  02600 

job  with  Forest  Service,  guide  to  nonprofes- 
sional employment.  01665 

land  conveyance  to- 
law.  10669 

mining  regulations,  proposals - 
hearings.  06965 

pilot  study  of  drinking  water  systems  in  U.S. 
Forest  Servide  system,  02469 

principal  laws  relating  to  activities,  08562 

research  accomplishments,  02601 

research  bulletin,  05846 

research  note,  01049-70,  02610-8.  02620-8, 
05827-44.  08952,  09627-725,  12310-23 

research  paper.  01071-8,  02629-43.  12324 

resource  bulletin,  02644-6,  05845,  05847-51, 
12325 

Sunrise  Mine  proposal  and  role  of  Forest  Ser- 
vice in  applying  National  environmental 
policy  act,  01079 

TT  [training  text]  series,  02647-8 
Forest  thinning: 

dominant  Douglas-fir  in  southwest  Oregon, 
09653 

Douglas-fir  thinning  values  sensitive  to  price- 
diameter  relationships,  01061 

early  height  growth  of  ponderosa  pine 
forecasts  dominance  in  plantations,  05835 

growth  of  longleaf  pine  plantations  after  initial 
thinning,  09723 

growth  response  of  thinned  tropical  ash  stand 
in  Hawaii.  09660 

precommercial  thinning  of  Douglas-fir, 
guidelines,  09619 

thinning  maple  poles,  preliminary  results, 
12311 

thinning   promotes  growth  of  sprouts  on  old- 
growth  redwood  stumps,  09706 
Foresters: 

conservation  occupations,  employment  out- 
look. 10041 

guidelines  for  TSI  cost  computations,  aid  for 
Service  Foresters,  02607 
Forestry  cooperatives: 

Cooperative  agreements  for  certain  Forest  Ser- 
vice program  s- 
law ,  06690 
report.  01987.  07124 
Forests  and  forestry: 

decline  of  ohia  lehua  forests  in  Hawaii,  09622 

descriptive  analysis  of  Montana's  forest 
resources,  12325 

early  forestry  research,  12277 
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evaluation  of  ERTS-1  data  for  forest  and  ran- 
geland  surveys,  02636 

floral  greenery  from  Pacific  Northwest  forests, 
01041 

forest  and  grassland  soils,  chemical  charac- 
teristics, northeastern  Oregon,  progress  in 
defining  variability  in  Tolo  and  Klicker 
soils,  12315 

Forest  and  rangeland  renewable  resources 
planning  act,  12283 

forest  control  and  regulation,  comparison  of 
traditional  methods  and  alternatives,  09664 

forest  ecosystem  of  southeast  Alaska- 
fish  habitats,  09611 
forest  insects,  09610 
setting,  09609 
wildlife  habitats,  09612 

Forest  pest  control  act,  amend - 
report,  07089 

forest  pest  leaflet,  01042-3,  02598-9,  09602 

forest  preservation,  some  effects,  09644 

forest  recreation  research  publications,  01044 

forest  statistics  for  upper  Koyukuk  River, 
Alaska,  02645 

forest  tree  improvement  in  California,  12322 

forest  tree  seed  orchards,  12285 

forestry  aids,  conservation  occupations,  em- 
ployment outlook,  10041 

forestry  resource  report,  12284 

forestry  schools  in  United  States,  12286 

forests  born  of  fire,  01046 

general  technical  report,  12287 

growth  of  released  redwood  crop  seedlings  on 
redwood  experimental  forest,  09662 

heat  and  water  vapor  flux  in  conifer  forest 
litter  and  duff,  02641 

humidity  effects  on  properties  of  structural 
particleboards  from  forest  residues,  02629 

industries,  Northwest,  production,  prices,  era 
ployment,  and  trade,  04425 

inventory  of  slash  fuels  using  3P  subsampling 
09604 

managing  your  woodland,  how  to  do  it  guides 
12303 

mission  for  future,  statement  of  goals  and  pol 
icy  guides,  State  and  private  forestry 
02609 

Mississippi  River  flood's  impact  on  natural 
hardwood  forests  and  plantations,  05843 

northeastern  forest  tree  improvement  con- 
ference, proceedings,  07686 

red  squirrel  response  to  clearcut  and  shelter- 
wood  systems  in  interior  Alaska,  02615 

research  news  for  South,  03959 

research  note,  01049-70,  02610-28,  05827-44, 
08952,  09627-725,  12310-23 

research  paper,  01071-8,  02629-43,  12324 

resource  bulletin,  02646 

silvicultural  observations  on  relationship 
between  overstory  composition  and  gypsy 
moth  egg-mass  density,  09648 

silviculture  is  growing  trees,  12328 

southern  range  management,  selected  bibliog- 
raphy, 09623 

stockability  equations  for  California  forest 
land,  01063 

suggested  method  for  comparing  containerized 
and  bare-root  seedling  performance  on 
forest  lands,  05832 

tips  for  forest  photographers,  12332 

transferable  access  road  credits - 
hearings,  1 1 195 
law,  06696 
report,  06845 


see        also        Chaparral-Forest        fires-Forest 
products-Site  indexes. 
Forged  checks,  see  Checks. 
Forges. 

forge  shop  occupations,  employment  outlook, 
12640 
Forked  Deer  River  and  Valley, 
engineers  report - 

departmental  edition,  07532 
document  edition,  06770 
Forms,  blanks,  etc.: 

AMC  publications  and  blank  forms,  08594 
Federal    government    forms,    subject    bibliog- 
raphy, 01766 
Fort  Benning,  Ga.: 

Army  Infantry  Center  history,  08604 
Army  Infantry  Center,  history,  08603 
modern  volunteer  Army  program,  Benning  ex- 
periment, 1970-72,  10494 
Fort  Bowie  National  Historic  Site: 

master  plan,   final   environmental   assessment, 
07863 
Fort  Campbell,  Ky.: 

impact    of    all-volunteer    Army    on    discipline, 
troop   training,   and   personnel   use,   GAO 
report,  12354 
Fort  Collins,  Colo.: 

flood  plain  information,  09240 
Fort  Knox,  Ky.: 

monitoring  of  Fort  Knox  industrialized  BOQ 
project,   design   and   construction  phases, 
11978 
Fort  Lincoln: 

feasibility  of  utility  corridors,  01125 
Fort  Lincoln  New  Town: 
development- 
hearings,  05161 
Fort  MacArthur: 

economic  and  logistical  impact  resulting  from 
announced  closure,  GAO  report,  07696 
Fort  Noibrara  Wilderness: 

proposal,  00296 
Fort  Payne,  Ala.: 

flood-prone  areas,  12402 
Fort  Stanwix  National  Monument: 

casemates   and   cannonballs,   archeological   in- 
vestigations, 08300 
Fort  Union: 

coal  region,  shallow  ground  water  in  selected 
areas,  12432 
Fort  Union  National  Monument: 

general  information,  08291,  12980 
Fort  Worth,  Tex.: 

area  wage  survey,  12660 
municipal  government  wage  surveys,  06010 
Fortifications: 

application  of  field  available  materials  to  for- 
tifications, 09314 
FORTRAN,  see  Computer  pro- 

grams/programming-Programming  languages. 
Forums  (discussion  and  debate): 

White  House  public  forums  on  domestic  pol- 
icy, 11929-30 
Forwarders,  see  Freight  forwarders. 
Fossil  fuels: 

environmental     impact     of     electrical     power 

generation,  nuclear  and  fossil,  07483 
evaluation   of   pollution   control   in    fossil   fuel 

conversion  processes,  02461-2,  12052-3 
evaluation   of   pollution   control   in    fossil   fuel 
conversion      processes,     coal     treatment, 
00928 
fossil  energy  research  program  summary  status 
report,  comprehensive  addendum,  07478 
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pollution     control     evaluation     in     conversion 

processes.  12051 
pollution    control    in    fossil    fuel    conversion 

processes,  evaluation,  05704,  09383 
teacher's  guide,  environmental  impact  of  elec- 
trical power  generation,  nuclear  and  fos- 
sil. 07484 
Fossils: 

generic  names  of  fossil  plants.  1966-73,  index, 

05869 
systematics.    environment,    and    biogeography 
of  some  late  Cambrian  and  early  Ordovi- 
cian    trilobites    from    eastern    New    York 
State.  12425 
Foster  City.  Calif.: 
roles  of  Corps  of  Engineers  and  U.S.  Fish  and 
Wildlife  Service - 
hearings.  06958 
Foster  Joseph  Sayers  Reservoir: 
Centre    County,     Pa.,     prognosis    of    trophic 
characteristics.  09786 
Foster-home  care,  see  Child  placing. 
Fouling  organisms: 
EPA    compendium    of    registered    pesticides, 

10243.  13034 
EPA  compendium  of  registered  pesticides,  an- 
tifouling  compounds,  etc.,  03587 
Foundations  (charitable  and  educational): 
private  foundation  support  of  health  research 

and  development.  08249 
tax   information   for  private   foundations,   and 
foundation  managers,  02772 
Foundations  (construction): 
rock  mechanics  properties  of  typical  founda- 
tion rock  types,  10279 
Foundries: 
copper-base    products,    current    industrial    re- 
ports, 03682 
iron  and  steel  foundnes  and  steel  ingot  produ- 
cers. 00154 
Fountain  County,  Colo.: 
flood  plain  information.  Fountain  and  Jimmy 

Camp  Creeks,  09243 
floods.  Fountain  and  Jimmy  Creeks,  09277 
Fountain  Creek: 
flood  plain  information,  09243 
floods,  09277 
Four  Corners  Regional  Commission: 

press  releases.  04389 
Fourmile  Run: 
Fourmile     Run     local     flood-control     project, 
Alexandria    and    Arlington    County,    Va., 
11990 
Fourwing  saltbush,  see  Saltbush. 
Fox  Indians,  see  Sac  and  Fox  Indians. 
FPC,  see  Federal  Power  Commission. 
FRA,  see  Federal  Railroad  Administration. 
Fraction: 
heat  transfer  and  flow  friction  performance  of 
heated  perforated  flat  plates,  09458 
Fracture  of  metals: 
application  of  ion  beam  milling  to  characteriza- 
tion of  cracks  in  metals,  06283 
detection,    diagnosis,    and    prognosis,    MFPG, 

08206 
effect  of  specimen  thickness  on  fatigue  crack- 
growth    rate   in   5Ni-Cr-Mo-V    steel   com- 
parison of  heat-treated  and  stress-relieved 
specimens,  13019 
environmental  crack-growth  behavior  of  high- 
strength  pressure  vessel  alloys,  06245 
FRACTAN,    computer    code    for    analysis    of 
clusters  defined  on  unit  hemisphere,  12711 


fracture  characteristics  of  structural  steels  and 

weldments.  11979 
further    observations    on    A533-B    steel    plate 
tailored  for  improved  radiation  embrittle- 
ment  resistance,  01494 
hydrogen    environment    embrittlement    of    As- 
troloy   and   Udimet  700  (nickel-base)  and 
V-57  (iron-base)  superalloys.  08154 
investigation    of    fracture    toughness,    fatigue- 
crack  growth,  sustained-load  flaw  growth, 
and  impact  properties  of  3  pressure  vessel 
steels,  08143 
transient  gas  flow  in  vertically  fractured  reser- 
voir,  combination    model    for    simulating, 
12717 
Fractures: 

blast-produced    fractures    in    Lithonia    granite, 

06126 
SEE  Fractures  of  metals. 
Frame  houses,  see  Houses. 
Frames: 

vehicular  cab,  body,  frame,  and  miscellaneous 
structural      components,      Federal      item 
identification  guide,  11839 
France: 

air  charter  services,  agreement,  03130 
American    long    grain    rice,    sales    impact    of 

promotional  program,  10395 
authority    to   order   use   of   nuclear   weapons, 

11124 
certificates  of  airworthiness  for  imported  air- 
craft, agreement,  13119 
economic    trends    and    their    implications    for 

United  States,  12564 
relationship  between  Government  and  petrole- 
um industry,  11561 
scientist,  exchange  with  U.S.,  10224 
settlement  for  FRELOC  debt- 
he  a  rings,  1 1526 
Franchises  (business): 

franchise  opportunities  handbook,  05588 
franchised  petroleum  dealers,  provide  protec- 
tion- 
hearings,  05200 
Franking  privilege: 

campaign-fund    accounts    relating    to    use    of 

frank,  00352 
congressional  franking  reform,  legislative  his- 
tory, 07306 
former  Members  of  Congress  and  officers  of 
United  States,  prohibit- 
law,  06719 
report,  07145 
telegraph  and  telphone,  FCC  rules  and  regula- 
tions. 03847 
Franklin  County,  N.C.: 

floods    in    Vance,    and    Granville    Counties, 
N.C.,  Tar  River,  05650 
Franklin  Delano  Roosevelt  Memorial 
Commission: 
appropriations,  1976— 
law,  06707 
Franklin,  Tenn.: 

floods,  Harpeth  River  mouth,  00885 
Franklin,  Twp.,  Ohio: 

floods,  Cuyahoga  River,  City  of  Streetsboro, 
and  Shalersville  TWP,  Onio,  09275 
Fraud: 

fraud  control,  California,  New  York,  how  they 
do  it,  illustrations  of  practice  in  adminis- 
tration of  AFDC,  10518 
fraudulently  negotiated  checks,  relief  for 
payees  and  special  indorsees  by  extending 
check  forgery  insurance  fund- 
hearings,  08764 
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guard  against  phony  ads,  09577 
improvements    needed    in    Medicaid    program 
management    including    investigations    of 
suspected  fraud  and  abuse,  GAO  report, 
07792 
prevention  and  detection  of  fraud  and  program 
abuse,  HEW  procedures  and  resources- 
hearings,  06955 
Free  energy: 

free  energies  of  formation  of  ferrous  and  fer- 
ric fluoride  by  electromotive  force   mea- 
surements, 12733 
Freedom  of  the  press,  see  Liberty  of  the  press. 
Freewater,  Oreg.: 
floods,  vicinity  of  Milton,  Oreg.,  Walla  Walla 
River,  11984 
Freeways,  see  Roads  and  highways. 
Freezing: 
canning,  freezing,  and  storage  of  foods,  sub- 
ject bibliography,  01759 
comparison  of  performance  of  all-bituminous 
concrete    and    reduced    subgrade    strength 
highway    pavement    test    sections    under 
freezing  conditions,  07526 
Isua,  Greenland,  glacier  freezing  study,  09228 
spline  approximation  to   freezing  of  water  in 
cylindrical    hole    drilled   in    an   ice    sheet, 
05606 
Freight: 

economic    model   of   cargo    loss,    method    for 
evaluating  cargo  loss  reduction  programs, 
13194 
freight  commodity  statistics,  class  1  railroads, 

12580-1 
increased  profits  through  freight  claim  reduc- 
tion, 13201 
preliminary    analysis    of    span-distributed-load 

concept  for  cargo  aircraft  design,  08144 
quarterly  freight  loss  and  damage  claims  re- 
ported   by    common    and    contract    motor 
carriers  of  property,  04446 
vessel  inventory  report,   U.S.   flag  dry  cargo 

and  tanker  fleets,  07999 
vessel  inventory  report,  United  States  flag  dry 
cargo   and   tanker  fleets  1,000  gross   tons 
and  over,  01278 
Freight  forwarders: 
contracts     with     railroads     on     experimental 
basis  - 
hearings,  11508 
foreign    competition,    impact    on    U.S.    small 
business  in  customs  brokerage,  ocean  and 
air  freight  forwarding - 
hearings,  05246 
impact  of  foreign  competition  on  U.S.   small 
business  in  customs  brokerage,  ocean  and 
air  freight  forwarding  - 
hearings,  07042 
revenues,    expenses    and    statistics   of   freight 

forwarders,  05946 
transport  statistics  in  United  States,  12588 
Freight  rates: 
common  carrier  freight  tariffs  and  classifica- 
tion   publications,    regulations    to    govern 
construction,  filing  and  posting,  12586 
recyclable  materials - 

hearings,  05199 
Tariff  simplification  and  freight  rate  disparities 
act- 
report,  05321 
Freightliner  Corp.: 

truck  noise,  economics  of  quieting  Freightliner 
cab-over-engine  diesel  truck,  08455 


truck  noise,  field  test  of  Freightliner  quieted 
truck,  08467 

truck  noise,  final  configuration  of  Freightliner 
quieted  truck,  08456 

truck  noise,  Freightliner  quieted  truck  cooling 
system,  08468 

truck  noise,  source   analysis   and  experiments 
with   noise   control   treatments   applied   to 
Freightliner  quieted  truck,  08448 
French  Guiana: 

economic    trends    and    their    implications    for 
United  States,  09913 
French  language: 

bibliography  on  new  towns,  07856 
Frenchman  Flat,  Nev.: 

strain      measurement      results      from      4      un- 
derground nuclear  explosions,  12434 
Frequencies: 

critical  frequency  of  Fl  region  of  ionosphere, 
numerical  representation,  10626 

non-government  frequency  list,  land  transpor- 
tation services,  09517 

NTS-1,  TIMATION  3,  quartz-  and  rubidium- 
oscillator  frequency  stability  results,  13018 

see  also  Radio  frequencies. 
Frequency  band: 

cryogenic  loop  antennas  for  VLF  reception  in 
seawater,  01492 

detection  of  stationary  targets  in  sea  clutter 
using  CW  dual-frequency  radar,  08327 

effect  of  lower  ionosphere  on  propagation  of 
waves  from  ELF/VLF  source  in  magneto- 
sphere,  06436 

hearing  threshold  shifts  to  high  frequency 
tonal  pulses,  10064 

investigation  of  stimulation  of  ULF  waves, 
08325 

noisiness  of  low-frequency  one-third  octave 
bands  of  noise,  02969 

observations  of  ELF  signal  and  noise  variabili- 
ty on  northern  latitude  paths,  08324 

surface  acoustics  wave  filters  at  UHF,  design 
and  analysis,  00050 
Frequency     modulation,     see    Communications- 
Radio  frequency  modulation. 
Frequency  standards: 

status  report  of  primary  frequency  standards, 
12880 

time  and  frequency,  theory  and  fundamentals, 
10187 
Fresh  fruit,  see  Fruit. 
Fresno,  Calif.: 

area  wage  survey,  07960 
Friction: 

development  document  for  effluent  limitations 
guidelines  and  new  source  performance 
standards,  02451 

effect  of  nature  of  oxygen  interactions  on  fric- 
tion of  titanium,  aluminum,  and  molyb- 
denum, 08178 

friction  differences  between  aliphatic  and  aro- 
matic structures  in  lubrication  of  titanium, 
08163 

friction  transition  in  polyimide  films  as  related 
to  molecular  relaxations  and  structure, 
06246 

low  friction  coatings  for  icebreakers,  06662 

overview  of  floor  slip-resistance  research, 
12888 

standardization  of  friction  testing  of  industrial 
working  surfaces,  08242 

see  also  Skin  friction  (aircraft). 
Friction  layer: 

structure  of  atmospheric  turbulence  in  friction 
layer  below  500  meters,  12777 
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Friendship: 

Japan-United  States  friendship  act,  08987- 
law,  00265 
report,  02190 
Fringe  benefits,  see  Employee  benefit  plans. 
Frizzell,  Dale  Kent: 
nomination  - 
hearings.  1 1570 
Front  Range: 
geology    and    hydrology,    bibliography    and    in- 
dexes, 05867 
Frost: 
effect  of   bulk   density   on   frost   heaving  of  6 

soils  in  Arizona,  02620 
frost   penetration   measurements   at   USAF   in- 
trusion sensor  site,  Rome.  NY.,  07519 
predicting      frost     heaving      susceptibility      of 

Arizona  soils.  02622 
roadway  design  in  seasonal  frost  areas,  09233 
Frozen  foods: 

frozen  fishery  products,  08254 

home  care  of  purchased  frozen  foods,  10391 

intermodal      transport      of      frozen      poultry 

products  to  overseas  markets.  00031 
warehousing    frozen    pork    bellies    and    hams, 

08514 
see  also  Cold  storage. 
Frozen  ground: 

hydrologic  effects  of  frozen  ground,  09231 
Fructose: 

replacement  of  sugar  syrup  with  high-fructose 
syrup  in  imitation  maple  syrup,  10495 
Fruits: 

canned,  foreign  agriculture  circulars,  03927 
deciduous,  foreign  agriculture  circulars,  03933 
dried,  foreign  agriculture  circulars,  03934 
fresh      fruit      and      vegetable      prices,      1973, 

wholesale,  00045 
fresh     fruit    and     vegetable     shipment     totals, 

01632 
fresh  fruit  and   vegetable   unloads.  FVUS   se- 
ries. 04737-8 
fresh,  market  news,  weekly  summary,  03962 
fresh,  unloads,  forty-one  cities,  04738 
fresh,   unloads,    southern   cities,   by  commodi- 
ties. States  and  months,  04737 
fruit  situation,  03964 
marketing  agreements  and  orders  for  fruits  and 

vegetables,  06533 
marketing  losses  of  selected  fruits  and  vegeta- 
bles, 01662 
noncitrus  fruits  and  nuts,  03339,  08439 
pollution  abatement  in  fruit  and  vegetable  in- 
dustry, 01599-601 
standards   for  grades   of  processed   fruits   and 
vegetables     and    certain     other    products, 
08510 
Fryingpan-Arkansas  project: 

annual  operating  plan,  06459 
FSLIC,  see  Federal  Savings  and  Loan  Insurance 

Corporation. 
FSS,  see  Federal  Supply  Service. 
FTC,  see  Federal  Trade  Commission. 
Fuel: 

advanced      supersonic      technology      concept 
study,      hydrogen      fueled      configuration. 
06172 
aircraft  fuel  efficiency  program  - 

hearings.  1 1444 
assessment    of    potential    of    clean    fuels    and 

energy  technology,  00918 
automobile    fuel    economy    and    research    and 
development- 
hearings.  05471 


Automobile    fuel    economy    and    research    and 
development  act- 
report,  02186 

characterizing  combustible  portions  of  urban 
refuse  for  potential  use  as  fuel,  02921 

citizen  redress  under  fuel  allocation  program - 
hearings,  05518 

computer  technique  for  simulating  combustion 
of  cellulose  and  other  fuels.  09688 

concentration  by  competing  raw  fuel  industries 
in  energy  market  and  its  impact  on  small 
business,  report - 
print  additional  copies,  report.  08779 

dispensing  equipment,  Federal  item  identifica- 
tion guide,  09151 

economic  analysis  of  synthoil  plant  producing 
50,000  barrels  per  day  of  liquid  fuels  from 
2  coal  seams,  Wyodak  and  Western  Ken- 
tucky, 11961 

effect  of  fuel  additives  study,  00933 

effect  of  fuel  sulfur  on  NOx  emissions  from 
premixed  flames,  07568 

electric  and  gas  utility  rate  and  fuel  adjustment 
clause  increases,  02276 

electric  utility  automatic  fuel  adjustment 
clauses,  06993 

energy  consumption,  fuel  utilization  and  con- 
servation in  industry,  07573 

EPA  program  status  report,  synthetic  fuels 
program,  07566 

facilities  operations  and  maintenance,  utilities, 
fuels,  02703 

Federal    nonnuclear    energy    and    development 
act- 
report,  05071 

fuel  and  electrical  standards,  06654 

fuel  and  energy  data.  United  States  by  States 
and  regions,  06084 

fuel  gas  environmental  impact,  12042 

fuel  problems  and  their  impact  on  air  transpor- 
tation industry,  1 1 196 

fuel  problems  of  nation's  public  transportation 
system     resulting     from     current     energy 
shortage - 
hearings,  05461 

fuels  and  electric  energy  consumed,  census  of 
manufactures,  06594 

fuels,  liquid  and  solid.  Federal  item  identifica- 
tion guide.  02380 

future  supply-demand  situation - 
hearings,  05426 

impact  of  automotive  fuel  changes  on  U.S. 
refining  industry.  11962 

increased  fuel  economy  in  transportation 
systems  by  use  of  energy  management, 
01605 

inventory  of  slash  fuels  using  3P  subsampling, 
09604 

lubrication  and  fuel  dispensing  equipment, 
Federal  item  identification  guide,  11835 

mixed  oxides  for  fuel  cell  electrodes.  12046 

National  fuel  economy  testing  act- 
hearings.  1 1501 

national  power  survey,  power  generation,  con- 
servation, health,  and  fuel  supply,  12199 
parametric  studies  with  atmospheric  diffusion 
model  that  assesses  toxic  fuel  hazards  due 
to    ground    clouds    generated    by    rocket 
launches,  06231 
primary-zone   equivalence   ratio   and   hydrogen 
addition    effect    on    exhaust    emission    in 
hydrocarbon-fueled  combustor,  10120 
recommendations  for  synthetic  fuels  commer- 
cialization program,  03096,  13054 
retail  prices  and  indexes.  04474 
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review  of  automobile  fuel  economy  testing  and 

labeling  program,  GAO  report,  07732 
Senate's    national    fuels    and    energy     policy 

study,  publications  list,  09049 
single  manager  needed  to  obtain  cost  and  fuel 
savings  in  spectrometric  oil  analysis  pro- 
gram, GAO  report,  12361 
staff   report   on    monthly    report   of   cost   and 
quality   of   fuels   for   steam-electric   plant, 
04536 
study    of   technological    improvements   to   op- 
timize truck  configurations  for  fuel  econo- 
my, 08476 
summary  report  on  modeling  analysis  of  power 

plants  for  fuel  conversion,  00964 
synthetic  gasoline  - 

hearings,  06959 
use  of  solid  waste  as  fuel  by  investor-owned 

electric  utility  companies,  07593 
wall  boundary-layer  thickness   ratio  effect  to 
jet      diameter      on      mixing      of      normal 
hydrogen  jet  in  supersonic  stream,  12786 
waste  lubricating  oil  research,  some  innovative 
approaches   to  reclaiming   used  crankcase 
oil,  10085 
see  also  Motor  fuels -Reactor  fuels. 
Fuel  cells,  see  Electric  batteries. 
Fuel  oil: 

diesel  fuel  oils,  1975,  07459 
Fuel  systems: 
diesel  fuel  injection  system  simulation  and  ex- 
perimental correlation,  09354 
Fuel  tanks,  see  Tanks  (containers). 
Functional  analysis: 

potential   uses   of  functional   account   code   in 
describing  job  requirements,  06543 
Functions  (mathematical),  see  Mathematics. 
Functions  (mathematics),  see  Mathematics. 
Funds: 

appropriations,  1977,  short  term  credit  invest- 
ment fund,  banks  for  cooperative  invest- 
ment fund- 
hearings,  1 1467 
budget  authority  for  fiscal  year,  1975,  cumula- 
tive report,  04984 
budget  rescissions  and  impoundments,  04965 
Comptroller  General  report  on  impoundment, 

04985 
Comptroller   General   views   on    Impoundment 

control  act,  04991 
congressional  budget  and  impoundment  act- 
report,  09064 
congressional   budget   and    impoundment   con- 
trol- 
report,  08821 
Congressional   budget   and   impoundment  con- 
trol act- 
data   and   materials   for   Finance   Committee 
report,  05474 
Congressional   budget   and   impoundment  con- 
trol act,  amend- 
report,  07177,  11427 
Congressional   budget   and   impoundment   con- 
trol act,  legislative  history,  07249 
court  challenges  to  executive  branch  impound- 
ments    of     appropriated     funds,     report, 
10684 
deferrals  of  budget  authority,   review,  04982, 

04986 
Electronic  funds  transfer  moratorium  act- 
hearings,  05446 
emergency  school  aid  funds,  failure  of  Office 
of  Education,  report,  10730 


expenditure    of    Federal    funds    in    support    of 
Presidential  properties - 
report,  08811 

fair  housing  and  funding,  conference,  12464 

Federal  R&D  funding  by  function,  analysis, 
06397 

Federal-State  partnership,  program  and  fund- 
ing information,  01410 

finance,  contribution  to  multi-purpose  special 
fund,  agreement  with  Asian  Development 
Bank,  13123 

flow  of  funds,  seasonally  adjusted,  03915 

flow  of  funds,  unadjusted,  03916 

funding  and  reporting  of  Agency  for  Interna- 
tional Development  overhead  costs  should 
be  more  realistic,  GAO  report,  07763 

funding  of  cooperation  in  science  and 
technology,  agreement  with  Polish  Peo- 
ple's Republic,  03224 

Gongressional   budget  and   impoundment  con- 
trol act,  1974- 
general  provisions,  05294 

impounded  budget  authority  and  legislative 
recommendation,  10802,  11297 

Impoundment  control  act.  Comptroller 
General's  views,  11243 

impoundment,  Comptroller  General  report 
11241 

Management  and  Budget  Office,  failure  to 
complete  apportionment  of  funds,  report 
10717,  11245 

onchocerciasis,  agreement  with  other  govern 
ments,  03234 

President  failing  to  deferral  budget  authority 
04981 

progress  and  problems  in  allocating  funds 
under  titles  1  and  2,  Comprehensive  em 
ployment  and  training  act,  GAO  report 
07796 

release  of  funds  proposed  for  rescission  and 
notice  of  deferment  of  civil  action  for 
failure  to  release  funds,  10791,  11281 

requisition  fund  codes,  05584 

rescission  and  deferrals,  revision  of  proposals, 
04980 

rescission  or  deferral  of  certain  budget 
authority,  additional  proposals,  04968, 
10707 

rescissions  and  deferrals  of  budget  authority 
for  Nov.  1974,  04983 

research  and  development  in  industry,  funds, 
03061 

tax  shelters,  oil  and  gas  drilling  funds,  02135 

use  of  statutory  authority  for  providing  inmate 
release  funds,  GAO  report,  07737 
Funeral  rites  and  ceremonies: 

funeral  financing,  District  of  Columbia- 
hearings,  06930 

price  of  death,  survey  method  and  consumer 
guide  for  funerals,  cemeteries,  and  grave 
markers,  12256 

see  also  Memorial  services. 
Fungi: 

how  to  identify  lophodermium  and  brown  spot 
diseases  on  pine,  02608 
Fungicides: 

EPA  compendium  of  registered  pesticides  fun- 
gicides and  nematicides,  03787 

Federal  insecticide,  fungicide,  and  rodenticide 
act,  amend - 
hearings,  00643 
law,  00259,  01875 
report,  02213,  06851,  10941 

fungicides  and  numaticides,  EPA  compendium 
of  registered  pesticides,  03085 
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Fungicides     Con 
incremental  cost  impacts  of  W72  Federal  msec 
licide,    fungicide,    and    rodenticide    act    as 
amended,  I  3036 
Fur: 

rules  and  regulations  under  I  ur  products  label 
ing  act.  09587 
Furnaces: 

design   and   operating   variables   on    NOx   from 

coal-fired  furnaces,  effects.  05703 
evaluation  of  refractories  for  mineral  wool  fur 

naces.  12729 
furnaces    and     space     heaters.     Federal     item 

identification  guide.  11670 
industrial    furances,    kilns,    lehrs,    and    ovens. 

Federal  item  identification  guide,  00787 
study  of  ferroalloy  furance  product  flexibility, 

07575 
see  also  Electric  furnaces 
Furnishings  (household),  see  Household  goods. 
Furniture: 

facilities    design    and    construction,    architec- 

tural,  laboratory   furniture  design,  layout. 

and  contract  drawing  requirements,  02683 

household   furniture   and   appliances,   basic    in 

formation  sources.  11927 
household  furniture  industry,  guides.  09581 
manufacturing  interior  furniture  parts.  02634 
miscellaneous.      Federal      item      identification 

guide.  07377 
upholstered  furniture,  fact  sheet.  09108 
vehicular   and   aircraft   furniture   and   accesso- 
ries.    Federal     item     identification     guide. 
11842 
Fuseholders: 

Federal  item  identification  guide.  00733 
Fuses  (ignition  devices): 
fuzes  and  primers.  Federal  item  identification 
guide.  11810 
Fuses  (safety  devices),  see  Electric  fuses. 
Fusion: 
inert-gas-fusion        and        modified        Kjeldahl 
techniques    for  determination   of   nitrogen 
in  niobium  alloys,  101 12 
Fusion  (nuclear),  see  Nuclear  fusion 
Futuna  Island: 

gazetteer,  official  standard  names,  01109 
Futures,  see  Commodity  exchanges-Speculation 


jabon: 
background  notes.  06476 

economic    trends    and    their    implications    for 
United  States.  12544-5 
3age  blocks: 
gage  block   measurement  process  using  single 
wavelength  interferometry,  03003 
iaging  stations: 
crest-stage-gage  data  in   New    York,  summary 

and  evaluation.  05889 
hydraulic  model  studies  of  Little  River  gaging 
station  B.  10370 
jainesville.  Ala 

flood-prone  areas.  12403 
jainesville.  Fla.: 

area  wage  survey.  07954.  12658 
jalena: 
feme  chloride-brine  leaching  of  galena  concen- 
trate. 12742 
recovery  of  lead  from  galena  by  leach  electrol- 
ysis procedure.  10080 
Sallatin  County.  Ky\: 
flood   plain    information.    Ohio    River.   Carroll 
County.  K\..  05638 


(lallinules 

hunting,  possession,  transportation,  and  impor- 
tation. Federal  regulations.  <)2<K4 
Gallium 

mineral   facts   and   problems,   chapter  preprint 

02893 
mineral    industry.    Minerals    yearbook   chapter 
08081 
(iani.1  Goat,  M  561.  see  Motortrucks 
Gambel  oak.  see  Oak 
Game  and  game  birds 

national  poultry  improvement  plan,  national 
plan  hatcheries,  national  plan  dealers,  and 
independent  flocks,  egg-type  and  meat 
type  chickens,  turkeys,  waterfowl,  exhibi- 
tion poultry  and  game  birds,  participants, 
08532 
Gamma  ra\s 

coal      mine      dust      incombustibles      content 
analyzer     using     gamma-ray     backscattcr 
technique.  12724 
plastic      scintillators      for      detecting      prompt 
gamma  rays  in  continuous  analysis  of  bulk 
materials.  10083 
potential      radiological      impact      of     airborne 
releases  and  direct  gamma  radiation  to  in- 
dividuals living  near  inactive  uranium  mill 
tailings  piles.  13065 
GAO.  see  General  Accounting  Office 
Garbage,  see  Refuse. 
Garden  City,  Ala  : 

flood-prone  areas,  12404 
Garden  City.  La.: 

natural  gas  supplies,  declining  deliverability  at 
Garden  City,  La..  00488 
Gardenias: 

growing  gardenias,  01661 
Gardening,  see  Gardens. 
Gardens 

ants  in  home  and  garden,  how  to  control  them, 

01659 
home    and    garden    bulletin.    00027.    01659-61. 

04745-6.  06522.  08654-6,  10390-3 
minigardens  for  vegetables.  08566 
recreational  community  gardening,  13030 
seeds  and  plants  for  home  gardens - 
hearings,  1 1046 
Garments,  see  Clothing. 
Garnishment,  fee  Attachment. 
GatTett  County.  Md.: 

soil  survey  report,  01571 
Garza.  Angela: 
relief.  11306 
Gas: 

adequacy  of  U.S.  oil  and  gas  reserves 

hearings.  06749 
Alaskan    natural    gas    transportation    systems. 

12503 
Cities  Service  Oil  Company  delays  in  produc- 
tion of  natural  gas 
report.  02077 
coal  conversion  processes,  assessment  of  mul- 
tienergy   processes  using  COED  char,  oil 
and  gas.  07496 
continuous  gas  monitoring  using  tube  bundles 

at  Joanne  Mine  fire.  02930 
continuous  measurement  of  total  gas  flow  rate 

from  stationary  sources.  05'I2 
continuous  radon  gas  survey  of  Twilight  Mine. 

1  2750 
coping  with  possible  natural  gas  shortage  this 
winter- 
hearings.  1 1 1 1 1 
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crude  petroleum,  petroleum  products,  and 
natural-gas-liquids,  monthly  statement, 
03753,  04354 

deregulation  of  natural  gas  prices,  proposed, 
05923 

economic  analysis  of  oil  shale  operations 
featuring  gas  combustion  retorting,  12748 

fault  interrupting  tests  on  500-kv  SF6  gas  cir- 
cuit breaker  at  Grand  Coulee  consolidated 
230-KV  switchyard,  10277 

fuel  gas  environmental  impact,  1 2042 

gas   and   other   energy    sources,   energy   crisis 
and  proposed  solutions  - 
panel  discussions,  05259 

gas  and  other  energy  sources,  energy  crisis 
and  proposed  solutions,  05262 

gas  inclusions  in  Antarctic  ice  sheet  and  their 
significance,  07512 

gas  phase  titration  technique  as  used  for 
calibration  of  nitrogen  dioxide  chemilu- 
minescence  analyzers,  evaluation,  12023 

gas  sampling  method  for  determining  pollutant 
concentrations  in  flame  zone  of  2  swirl- 
can  combustor  modules,  06208 

gas  supplies  of  interstate  natural  gas  pipeline 
companies,  12168 

gas-kinetic  analysis  of  multicomponent 
vacuum  systems  by  method  kf  equivalent 
surfaces,  07477 

Gasification,  pollution  control  evaluation  in 
fossil  fuel  conversion  processes,  12051 

hydrogen  sulfide  removal  from  hot  producer 
gas  by  solid  absorbents,  10091 

initial  report  on  oil  and  gas  resources, 
reserves,  and  productive  capacities,  07640 

liquid  and  gas  flow,  liquid  level,  and  mechani- 
cal motion  measuring  instruments.  Federal 
item  identification  guide,  11782 

main  line  natural  gas  sales  to  industrial  users, 
02890 

major  natural  gas  pipelines  (map),  05798 

mass  spectrometric  analysis  of  product  water 
from  coal  gasification,  06133 

methanation  in  coal  gasification  processes, 
07502 

Monte  Carlo  calculations  of  diatomic  molecule 
gas  flows  including  rotational  mode  ex- 
citation, 08167 

national  gas  survey,  02550 

national  gas  survey  and  synthetic  fuel  develop- 
ment, concentration  by  competing  raw 
fuel  industries  in  energy  market  and  its 
impact  on  small  business,  report,  print  ad- 
ditional copies,  report,  08779 

Natural  gas  emergency  act- 
hearings,  00663 
report,  06893,  10975 

Natural  gas  emergency  standby  act  of  1975, 
draft  environmental  impact  statement, 
12148 

natural  gas  industries,  regulation  and  deregula- 
tion- 
hearings,  07219 

natural  gas  liquids,  mineral  industry  surveys, 
monthly,  04263 

natural  gas  liquids,  minerals  yearbook  chapter, 
06119 

Natural  gas  pipeline  safety  act,  amend - 
hearings,  06984 
report,  05035,  11355 

Natural  gas  production  act- 
bill  and  explanation,  05453 


Natural  gas  production  and  conservation  act, 

0541 1  - 
description,     text,     and     proposed     amend- 
ments, 05453 
hearings,  07225 
natural     gas     production     and     consumption, 

mineral  industry  surveys,  08057 
natural  gas  story,  02511 
natural  gas  supplies- 
hearings,  11147 
natural  gas  supplies,  declining  deliverability  at 

Bastian  Bay  Field,  La.,  06996 
natural  gas  supplies,  declining  deliverability  at 

Garden  City,  La.,  00488 
natural,  liquefied,  quarterly  literature  survey, 

04166 
natural,  mineral  industry  surveys,  04264 
natural,       uniform       system       of       accounts 

prescribed  for  companies,  04639 
need  for  improving  regulation  of  natural  gas 

industry     and     management     of     internal 

operations,  GAO  report,  07718 
New  Mexico,  oil  and  gas  lease- 
report,  07121 
North  Sea,  impact  of  development  of  gas  on 

coastal  zone,  11515 
oil  and  gas  on   Outer  Continental   Shelf,   ac- 
celeration of  development,  05452 
oil  and  gas  resources,  reserves,  and  productive 

capacities,  final  report,  07638-9 
Outer  Continental  Shelf,   oil  and  gas  general 

lease     sale,     offshore     Louisiana,      1974 

proposals,  10053 
phasing  out  of  natural  gas  and  oil  for  electric 

power  generation,  12200 
pollution    control    in    fossil    fuel    conversion 

processes,  evaluation,  09383 
production  and  supplies- 
hearings,  11511 
production  of  oil  and  gas  on  public  lands - 

hearings,  05189,  05511 
proposed  1974  Outer  Continental  Shelf,  oil  and 

gas    general    lease    sale,    offshore    Texas, 

12677 
report,  05411 

retrofitting  industrial  processes  to  low  and  in- 
termediate energy  gas  from  coal,  problems 

and  opportunities,  09386 
secondary    and    tertiary    recovery    of   oil   and 

natural  gas- 
hearings,  07274 
selected  list  of  Bureau  of  Mines  publications 

on  petroleum  and  natural  gas,  07458 
shut-in    oil    and    gas    production    on    public 

lands - 
hearings,  00471 
sinter  plant  windbox  gas  recirculation  system 

demonstration,  12026 
specific   ion   mass   spectrometic   detection   for 

gas    chromatographic    pesticide    analysis, 

09400 
tax  shelters,  oil  and  gas  drilling  funds,  02135 
test  data  for  NOx  control  in  gas-  and  oil-fired 

utility  boilers,  analysis,  09392 
tracer  gas  as  aid  in  mine  ventilation  analysis, 

10081 
transient  gas  flow  in  vertically  fractured  reser- 
voir,   combination    model    for    simulating, 

12717 
underground    storage    of    natural    gas    by    in- 
terstate pipeline  companies,  05800,  12204 
Gas  chromatography,  see  Chromatography. 
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Gas  dynamics: 

improved   curve   fits   for   thermodynamic   pro- 
perties of  equilibrium  air  suitable  for  nu- 
merical calculation,  06160 
Gas  generators: 

feasibility    of   directly    applying   gas   generator 
systems  to  space  shuttle  mechanical  func- 
tions, 06154 
Gas  heaters: 

gas  water  heaters,  fact  sheet,  091 16 
Gas  pipe  lines,  see  Pipe  lines. 
Gas  purification,  see  Gas. 
Gas  ranges,  see  Stoves. 
Gas  turbines,  see  Turbines. 
Gas  utilities: 

industry  wage  survey,  05990 

rate    and    fuel    adjustment    clause    increases, 
02276 
Gases: 

comparison  of  measured  and  predicted  test 
flow  in  expansion  tube  with  air  and  ox- 
ygen test  gases,  08159 

gases,  compressed  and  liquefied,  Federal  item 
identification  guide,  02377,  11757 

industrial,  current  industrial  reports,  03655 

photon  gas  formulation  of  thermal  radiation, 
02996 

procedures  for  measurement  in  stratified 
gases,  05706 

process  for  cleaning  and  removal  of  sulfur 
compounds  from  low  Btu  gases,  01814 

see     also     Liquefied     petroleum     gases-Noble 
gases. 
Gasification,  see  Gas. 
Gasifiers: 

trace  element  and  major  component  balances 
around  SYNTHANE  PDU  gasifier.  00866 

twenty-five  ton  a  day  coal  gasification  process 
development       unit       for       agglomerating 
burner,    gasification    process,    design,    in- 
stallation and  operation,  04843 
Gaskets: 

Federal  item  identification  guides,  09158 

gasket  and  packing  material,  Federal  item 
identification  guide,  00764 

shielding     gasket,     electronic,      Federal     item 
identification  guide,  00772,  1  1754 
Gasoline: 

automobile  efficiency  and  conservation,  ener- 
gy crisis  and  proposed  solutions,  08915 

changing  proportions  of  automotive  distillate 
and  gasoline  produced  by  petroleum  refin- 
ing, effects,  09365 

distribution - 
hearings,  00267 

exhaust  emissions  from  gasoline-powered  vehi- 
cles above  6,000  lb.  gross  vehicle  weight, 
00950 

hazards  of  flammable  liquids,  05562 

in-use  heavy  duty  gasoline  truck  emissions, 
09441 

light-duty  gasoline-powered,  motor  vehicles, 
inspection  and  maintenance,  09442 

motor  gasolines,  summer  1975,  1 1955 

motor  gasolines,  summer,  1974,  petroleum 
products  survey,  06087 

motor,  petroleum  products  survey,  winter, 
10065 

nineteen  seventy-five  gas  mileage  guide  for 
new  car  buyers,  02481 

nineteen  seventy-six  gas  mileage  guide  for  new 
car  buyers.  02482 

petroleum  market  shares,  historical  report  on 
refiners  and  importers  of  motor  gasoline. 
12149 


problems  of  independent  refiners  and  gasoline 

retailers,  GAO  report,  07798 
reduced    use    of    lead    in    gasoline    on    vehicle 
emissions    and    photochemical    reactivity, 
effects,  12015 
study   of  vapor   control   methods   for  gasoline 

marketing  operations,  00960-1 
synthetic  gasoline  - 

hearings,  06959 
test  for  lead  in  gasoline  by  atomic  absorption 

spectrometry,  05697 
see  also  Gas. 
Gasoline  service  stations,  see  Service  stations. 
Gastroenterology,  see  Gastrointestinal  tract. 
Gastrointestinal  tract: 

gastroenterology  abstracts  and  citations,  03967 
Gates: 

failure  analysis  of  tainter  gate  cable-adjusting 
bolts,  05625 
GATT,    see    General    agreement    on    tariffs    and 

trade. 
Gazetteers,  see  Geographical  names. 
Gears: 

tiedown  and  bench  testing  of  grease-lubricated 
helicopter  tail  and  intermediate  gearboxes, 
04795 
Geese: 

hunting,  possession,  transportation,  and  impor- 
tation. Federal  regulations,  02584 
Gems,  see  Precious  stones. 
General  Accounting  Office: 

answers  to  frequently  asked  questions,  12339 
appropriations,  1976- 

hearings,  05128 
assistance  in  improving  access  and  usefulness 
to  Congress  of  fiscal,  budgetary,  and  pro- 
gram-related    information,     GAO     report. 
09782 
assistance    to    Congress    in    improving    access 
and    usefulness    to    Congress    of    fiscal, 
budgetary,    and    program-related    informa- 
tion, 07703 
audit  standards  supplement  series,  12336 
briefing  by  Comptroller  General - 

hearings,  05232 
Comptroller  General  report  on  impoundment, 

04985 
Comptroller   General    views   on    Impoundment 

control  act.  04991 
Comptroller  General,  appointment  by  Speaker 
of   House   and   President   pro   tempore   of 
Senate - 
hearings.  02278 
Comptroller     General,     decisions,     B-(senes), 

03588 
Comptroller  General,  decisions,  digests,  03748 
Comptroller     General,      decisions,      monthly. 

03729 
digests    of    unpublished    decisions    of    Comp- 
troller General,  02650 
foreign  assistance  appropriations,  1976- 

hearings,  07197 
GAO  review  (periodical).  03966 
Impoundment       control       act.       Comptroller 

General's  views.  11243 
impoundment.     Comptroller     General     report. 

11241 
miscellaneous  bills - 

heanngs.  11104 
monthly  list  of  GAO  reports.  04230 
policy  and  procedures  manual  for  guidance  of 

Federal  agencies.  03968 
publications.  1233? 
publications,  list.  12338 
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quarterly  digest  of  unpublished  decisions  of 
Comptroller  General  of  United  States, 
personnel  law,  civilian  personnel,  04443 
quarterly  digest  of  unpublished  decisions  of 
Comptroller  General  of  United  States, 
procurement  law,  04444 
report    by    Comptroller    General    of    United 

States,  07687-825,  12341-7,  12349-71 
report    of    Office    of    Federal    Elections    of 
General  Accounting  Office  in  administer- 
ing Federal  election  campaign  act  of  1971, 
GAO  report,  07739 
report  to  Congress,  by  Comptroller  General  of 
United  States,  01085-102,  02651-64,  05855- 
64,  09730-42,  09742-83 
summaries   of   GAO   conclusions   and   recom- 
mendations  on   appropriation   matters   for 
civil  departments  and  agencies,  GAO  re- 
port, 07786 
support  of  committee  oversight,  08868 
General  agreement  on  tariffs  and  trade: 
declaration  on  provisional  accession  of  Philip- 
pines, 03148 
extension  of  declaration  on  provisional  acces- 
sion of  Tunisia  to  agreement,  03126 
General  Electric  Co.: 

Food  and  Drug  Administration's  investigation 
of  defective  cardiac  pacemakers  recalled, 
GAO  report,  07791 
standard  safety  analysis  report,  fiche  index  for 
nuclear  dockets,  10525 
General  Federation  of  Women's  Clubs: 
changing  value  of  buildings  - 
law,  06693 
General  Industries,  Inc.: 
motor    carrier    accident    investigation    report, 
01326 
General  Services  Administration: 
acquisition    of    building    in    Laguna    Niguel, 
Calif.,  in  exchange  for  government-owned 
properties,  GAO  report,  07774 
acquisition    of    property    at    Laguna    Niguel, 
Calif. - 
hearings,  11102 
Administrator,      nomination      of      Jack      M. 
Eckerd- 
hearings,  11552 
appropriations,  1975- 
report,  10889 

supplemental,  proposal,  00529 
appropriations,  1976- 
amendment,  proposal,  10767 
supplemental,  proposal,  11283 
transfer  authority,  11284 
appropriations,  1975- 

report,  08835 
appropriations,  1975,  supplemental - 

proposed  Federal  buildings  fund,  05295 
budget  amendment,  10739 
Federal  supply  catalog,  number  of  items  can 

be  reduced,  GAO  report,  09754 
fire    damage    at    Military    Personnel    Records 
Center,  St.   Louis,  Mo.,  and  fire  protec- 
tion at  other  records  centers,  GAO  report, 
12345 
GSA  report  for  '74,  02666 
GSA    system    for    construction    management, 

13060 
improved  procedures  needed  for  justifying 
lease  acquisitions  for  Federal  buildings, 
GAO  report,  07772 
methods  for  computing  rent  for  Federally  oc- 
cupied buildings  need  further  improve- 
ment, GAO  report,  07775 


minorities  in  America,  annotated  bibliograph 

of  materials  in  GSA  library,  09785 
more     improvement     needed     in     equipmen 
management     practices      in     governmen 
laboratories,  GAO  report,  02662 
Presidential  recording  and  materials  preserva 
tion        act,        disapproving        regulation 
proposed  by  GSA  implementing- 
report,  00420  i 

Presidential  recordings  and  materials  preserva 
tion  act,  GSA  regulations  implementing 
hearings,  00469 
press  releases,  04390 

progress  and  problems  of  Government's  utiliti 

conservation  program,  GAO  report,  07780 

reduction    of    communications    costs    througl 

centralized      management     of      multiple? 

systems,  09778 

stockpile  imformation,  04544 

supply  catalog,  1 2250 

ways  of  increasing  productivity  in  maintenance 

of  commercial-type  vehicles,  GAO  report 

07776 

Generative  organs: 

actions  of  pesticides  and  other  drugs  on  male 
reproductive  system,  12019 
Generators: 

electric  motor  and  generator  repair,  06580 
generator     engine     accessory.     Federal     item 

identification  guide,  11714 
motors  and   generators,  current   industrial  re- 
ports, 10557 
see  also  Electric  generators. 
Genetics: 

analyzing      genetic      diversity      in      conifers, 
isozyme    resolution    by    starch    gel    elec- 
trophoresis, 09686 
breeding   blister   rust   resistant   western   white 

pine,  first  results,  09627 
genetic  engineering,  evolution  of  technological 

issue,  11203 
genetics  of  pitch  pine,  01078 
research  on  man,  genetic  engineering,  USSR 
study,  02831 
Geneva  conventions: 

Geneval   protocol   of   1925   prohibiting  use   of 
chemical  warfare - 
report,  05025 
Geneva,  Switzerland: 

United  Nations  Law  of  the  Sea  Conference - 
hearings,  00661 
report,  00673 
Geobotany,  see  Phytogeography. 
Geochemical  prospecting,  see  Geochemistry. 
Geochemistry: 

chemical    weathering,    soil    development,    and 
geochemical  fractionation  in  part  of  White 
Mountains,  09800 
geochemical  exploration  techniques  applicable 

in  search  for  copper  deposits,  07845 
geology  and  geochemistry  of  Goldfield  Mining 

District,  Nev.  series,  12426 
new  and  refined  methods  of  trace  analysis  use- 
ful in  geochemical  exploration,  07834 
GEODATA,  see  Computer  pro- 

grams/program m  ing . 
Geographic  names: 

British  Solomon  Islands  Protectorate  and  Gil- 
bert and  Ellice  Islands,   official  standard 
names  gazetteer,  01108 
New  Hebrides,  official  standard  names,  gazet- 
teer, OHIO 
Geographic  Names  Board: 
decision  list,  03730 
gazetteers,  01108-10,  02667 
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Geographical  atlases,  see  Atlases. 
Geographical  names: 

China,  Republic,  official  standard  names 
gazetteer,  02667 

decision  list,  03730 

gazetteers,  01108-10,  02667 

Library  of  Congress  name  headings  with 
references,  04162 

New  Caledonia  and  Wallis  and  Futuna,  official 
standard  names,  gazetteer,  01109 
Geography: 

computerized  geographic  coding  series  GE  60, 
00143 

geographic  base  (DIME)  file  system,  forward 
look,  conference  proceedings,  00143 

geographic  note,  GE  series,  03971 

Geography  and  Map  Division,  Library  of  Con- 
gress, guide  to  collections  and  services, 
06047 

vital  statistics,   vital  records  geographic   clas- 
sification, 01394 
Geohydrology,  see  Hydrogeology. 
Geological  Survey: 

bulletin,  01111,  05867-9,  07826-34,  12374-5 

changes  in  stratigraphic  nomenclature  by 
Geological  Survey,  07833 

circular,  01112-4,  02668,  05870-7,  09787-8, 
12389-91 

effectiveness  of  financial  disclosure  system  for 
employees,  GAO  report,  07744 

general  information,  11579 

geological  investigations  in  Pakistan,  05882 

grants  for  scientific  research,  12422 

journal  of  research,  04106 

popular  publications,  01 1 15 

press  releases,  04391 

professional  paper,  01116,  02670-3,  05882-4, 
07838-47,  09800-9,  12423-9 

publications,  monthly  list,  04286 

reports  and  maps  released  only  in  open  files, 
list,  05874 

sources  of  information  and  services,  12433 

techniques  of  water-resources  investigations, 
01117-8 

water  resources  investigations,  05894,  09835-8, 
12455 

water  supply  paper,  02676,  05895-6,  07849, 
09840-2 

water-resources,  12456 
Geologists: 

employment  outlook,  09994 
Geology: 

bibliography  of  published  reports  by  U.S. 
Geological  Survey  personnel  on  geology 
and  hydrology  of  Amchitka  supplementary 
test  area,  Aleutian  Islands,  Alaska,  05866 

effect  of  sedimentation  and  diagenesis  on  trace 
elements  composition  of  water-laid  tuff  in 
Keg  Mountain  area,  Utah,  05884 

Front  Range  Urban  Corridor,  Colo.,  bibliog- 
raphy and  index,  05867 

general  geology  of  Harold  D.  Roberts  Tunnel, 
Colo.,  02673 

geologic  factors  affecting  mining  of  Pittsburgh 
coalbed,  08093 

geologic  investigations  of  underground  coal 
mining  problems,  08087 

geologic  literature  on  California  Continental 
Borderland  and  adjacent  areas,  05877 

geologic  reconnaissance  of  proposed  powersite 
on  Maksoutof  River  near  Sitka,  southeast- 
ern Alaska,  07826 

geologic  story  of  Canyonlands  National  Park, 
01111 

geological  investigations  in  Pakistan,  05882 


geology  and  geochemistry  of  Goldfield  Mining 
District,  Nev.  series,  12426 

geology  and  ground  water  of  Pajaro  Valley 
area,  09796 

geology  and  ore  deposits  of  Rico  district, 
Colo.,  09804 

geology  and  resources  of  base-metal  vanadate 
deposits,  07846 

geology  and  resources  of  copper  deposits, 
07845 

geology  and  resources  of  vanadium  deposits, 
07846-7 

geology  of  Carlin-Pinon  Range  area,  Nev.  se- 
ries, 12428 

geology  of  sedimentary  rocks  in  southern  Yel- 
lowstone National  Park,  Wyo.,  02672 

geology  of  southern  Salinas  Valley  area, 
California.  12424 

geology  of  waterpower  sites  in  Alaska  (series), 
07826 

geology  of  Yellowstone  National  Park,  02672 

geomorphology,  shallow  structure,  and  sedi- 
ments of  Florida  inner  continental  shelf 
Cape  Canaveral  to  Georgia,  00873 

Ice  Age  National  Scientific  Reserve  of 
Wisconsin,  08301 

journal  of  research  of  U.S.  Geological  Survey, 
04106 

NASA  earth  resources  survey  symposium, 
proceedings,  08133 

shorter  contributions  to  general  geology,  07842 

Skagway  B-3  and  B-4  quadrangles,  southeast- 
ern Alaska,  09807 

southern  Himalaya  in  Hazara,  Pakistan  and 
adjacent  areas,  12423 

stratigraphic  and  structural  relationships  of 
Brimfield  Group  in  northeast-central  Con- 
necticut and  adjacent  Massachusetts, 
07828 

subsurface  geology  of  water-bearing  deposits, 
northern  San  Joaquin  Valley,  Calif.,  09794 

Tracy-Dos  Palos  area,  San  Joaquin  Valley, 
Calif.,  09797 

see  also  Cenozoic  era-Engineering  geology-Ju- 
rassic period-Paleozoic  era-Stratigraphy. 
Geometry: 

aerodynamic  and  flow-visualization  studies  of 
variations  in  geometry  of  irregular  plan- 
form  wings  at  Mach  number  of  20.3, 
10150 

effect  of  geometric  variables  on  performance 
of  probe  for  direct  measurement  of  free- 
stream  stagnation  pressure  in  supersonic 
flow,  06234 

effects  of  cold  leg  steam  and  flow  baffles  on 
ECC  delivery  in  simulated  multiloop  PWR 
geometry   with   steam   upflow    and   super- 
heated walls,  07469 
Geomorphology,  see  Geology. 
Geophysical  instruments: 

geophysical,  astronomical,  and  meteorological 
instruments,    Federal    item    identification 
guide,  07371,  11806 
Geophysicists: 

employment  outlook,  09994 
Geophysics: 

application  of  surface  geophysics  to  ground- 
water investigations,  01 1 18 

key  to  geophysical  records  documentation, 
09319 

marine  geophysical  data  catalog,  09319 

solar-geophysical  data  (periodical),  04526 

Straight  Creek  Tunnel  site  and  pilot  bore, 
Colo.,  investigations,  09806 
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terrestrial  photovoltaic  measurements, 

workshop  proceedings,  08148 
USSR  and  Eastern  Europe  scientific  abstracts, 

04656 
World    Data    Center    A    for    Solar-Terrestrial 
Physics,  report  UAG  series,  00891,  05678, 
078538,  09322,  11994 
George  C.  Marshall  Space  Flight  Center  see 

Marshall  Space  Flight  Center: 
George  W.  Andrews  Forestry  Sciences 
Laboratory: 
designate  - 
law,  01872 
report,  00431,  07123 
Georgia: 
census  of  selected  service  industries,  06613 
climatological  data,  03526 
county  business  patterns,  00146 
criminal  justice  agencies,  05952 
Federal  outlays,  impact  by  State,  county  and 

large  city,  09192 
geomorphology,    shallow    structure,    and    sedi- 
ments of  Florida  inner  continental  shelf, 
Cape  Canaveral  to  Georgia,  00873 
landings,  fish  and  shellfish,  03972,  12951 
national  electric  rate  book,  12176 
population  of  counties  and  metropolitan  areas, 

estimates,  10571 
precipitation  data,  hourly,  04009 
prisons,  report  of  Georgia  Advisory  Commit- 
tee, 10586 
water  resources  data,  09814 
water  supply  program,  evaluation,  05725 
Georgia  Power  Company: 

water    resources    appraisal    for    hydroelectric 
licensing,   Flint  River  Development,   pro- 
ject 1218,  Flint  River,  Ga.,  evaluation  re- 
port, 09556 
Geostrophic  wind,  see  Winds. 
Geothermal  energy: 
development  in  southern  Idaho - 

hearings,  11568 
economic   potential  of  three   sites   in   Alaska, 

08043 
ERDA  authorization,  1976- 

hearings,  05242 
extracting    minerals    from    geothermal    brines, 
literature  study,  12709 
Geothermal  Energy  Division: 
general  information,  00855 
Gerevas,  Ronald  E.: 
nomination - 
hearings,  02312 
German  Democratic  Republic,  see  Germany. 
Germanium: 
comparison     of     germanium      detectors     for 
neutron   activation   analysis   for   mercury, 
00939 
Germany: 

country  commercial  program,  01829 
Democratic  Republic  (East  Germany),  trading, 

07440 
Democratic    Republic,    economic    trends    and 
their  implications  for  United  States,  09900 
economic    trends    and    their    implications    for 

United  States,  12568 
establishment   of  diplomatic   relations,   agreed 
minutes       with       German       Democratic 
Republic,  03226 
Federal  Republic - 

air  charter  services,  agreement,  03124 
comparison  of  energy  consumption  between 
West  Germany  and  United  States,  02509 
customs  services,  agreement,  03321 


Federal     Republic     space     research     project, 

agreement,  08420 
Federal  Republic,  area  handbook,  00092 
Federal     Republic,     education,     financing    of 

exchange  programs,  agreement,  13121 
Federal  Republic,  marketing,  00818 
Federal      Republic,      marketing      in      Federal 
Republic    of    Germany    and    West   Berlin, 
02409 
relationships    between    Federal    Republic    and 
petroleum  industry,  07262 
Germination: 

germination    and    survival    of    Douglas    fir    in 

northern  California,  09676 
gibberellic  acid  breaks  dormancy  and  hastens 

germination  of  creeping  sage,  09681 
phytotoxic   grass   residues   reduce   germination 
and  initial  root  growth  of  ponderosa  pine, 
02642 
variability  in  digger  pine  in  California,  12319 
Gettysburg  National  Military  Park: 

general  information,  12981 
Gettysburg  Shoe  Co.: 

footwear  for  women,  Gettysburg,   Pa.,  Tariff 
Commission  report,  10338,  13221 
Ghana: 

action  program  for  fertilizer  industry,  03350 
mineral  industry,   minerals  yearbook  chapter, 
06104 
Ghitescu,  Alexander: 

relief,  08685 
Ghitescu,  Serban  G.: 

relief,  08685 
Ghitescu,  Viorica  A.: 

relief,  08685 
Gibberellic  acid: 

breaks  dormancy  and  hastens  germination  of 
creeping  sage,  09681 
Gibson,  Victor  H.  C: 

relief,  10824,  11305,  11331 
Gift  tax,  see  Inheritance  and  transfer  tax. 
Gifts: 

proposals    to    strengthen    Foreign    gifts    and 

decorations  act,  GAO  report,  07764 
travel,   entertainment,   and  gift  expenses,   tax 
information,  02797 
Gila  River  and  Valley: 

Gila  River  phreatophyte  project  (series),  09803 
vegetation  changes,  quantitative  and  historical 
evidence,  09803 
Gila  Wilderness: 

proposal,  00306 
Gilbert  Islands: 

gazetteer  official  standard  names,  01108 
Ginnings,  see  Cotton  gins  and  ginning. 
Gins,  see  Cotton  gins  and  ginning. 
Girard  coal  field: 

coal  resources  and  Cenozoic  geology  of  Girard 
coal  field,  Richland  County,  Mont.,  05868 
Girdles,  see  Corset. 
Girl  Scouts  of  U.S.A.: 
annual  report,  04931 
Glacial  deposits: 

soil  water  depletion  by  lodgepole  pine  on  gla- 
cial till,  01053 
Glacial  period: 

Geology     of     Ice     Age     National     Scientific 
Reserve  of  Wisconsin,  08301 
Glacier  Bay  National  Monument: 

general  information,  08292 
Glaciers: 

Isua,  Greenland,  glacier  freezing  study,  09228 
Glass: 

data  base,  potential  for  energy  conservation  in 
9  selected  industries,  glass,  07628 
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Glass -Con. 
doors  and  windows,  fact  sheet,  09082 
energy  consumption,  paper,  stone,  clay,  glass, 

concrete  and  food  industries,  09397 
fabricated    and    window    observation.    Federal 

item  identification  guide,  1 1716 
flat    glass,    segment    of    glass    manufacturing 
point  source  category,  effluent  limitations 
guidelines,  09344 
flat,  current  industrial  reports,  03685 
glass  filters   for  spectrophotometry,   selection, 

preparation,  certification,  08203 
glass.  Federal  item  identification  guide,  11665 
glass,   figured,    corrugated,    plate,    sheet,    and 
spandrel,       Federal      item       identification 
guide.  07337 
standard   reference   materials,   calibrated   glass 

standards  for  fission  track  use,  08202 
stone,  clay,  glass,  and  concrete  products,  cen- 
sus of  transportation,  00136 
waste  glass  as  raw   material  for  lightweight  ag- 
gregate, 12741 
see  also  Glass  fibers. 
Glass  fibers: 

holgraphic   nondestructive   tests   performed  on 
composite     samples     of     ceramic -epoxy- 
fiberglass  sandwich  structure,  12846 
insulation  fiberglass  manufacturing  segment  of 
glass  manufacturing  point  source  catego- 
ry, effluent  limitations  guidelines,  05688 
plastic  membrane  vs.  glass-fiber  filter  in  han- 
dling aqueous  samples,  comparison,  09487 
Glass  furnaces: 

industrial    furances.    kilns,    lehrs,    and    ovens, 
Federal  item  identification  guide,  00787 
Glaziers: 

employment  outlook,  09983 
Glendenen,  Koviljka  C: 

relief,  10876 
Gliders  (aircraft): 

flight    instructor,    glider    written     test    guide, 
12269 
Global    market    survey,    electronic    components. 

05942 
Globulin: 

air    pollution    exposure    and    immunoglobulin 
levels,  12020 
Glockner,  Ivy  M.: 
permanent  residence,  grant  status,  05304 
relief,  08687 
Glomar  Challenger  (drilling  vessel): 

leg  31  of  cruises,  June-Aug.  1973,  Apra,  Guam 
to  Hakodate,  Japan,  06400 
Glossaries: 

administrative  practices,  US  Air  Force  glossa- 
ry of  standardized  terms,  10432 
prepared  dental  care,  05904 
terms  and  abbreviations  for  use  in  transporta- 
tion preparedness  planning,  13199 
terms  used  in   Federal-State   market  news  re- 
ports, 04735 
Gloves: 

gloves  and  mittens,  current  industrial  reports, 

00157 
gloves,    mittens,    and    sleeves.    Federal    item 
identification  guide,  00780 
Glue: 

effect    of    mechanical    loads    on    destruction 
processes    of    medical    polyurethane    glue 
KL-3,  USSR  study,  02832 
GOES   (geostationary  operational   environmental 

satellite),  see  Satellites. 
Goggles,  see  Spectacles. 


Gold: 

distribution  of  gold  and  other  ore-related  ele- 
ments near  ore  bodies  in  oxidized  zone  at 
Goldfield,  Nev..  12426 
gold  and  inflation  (remarks),  10349 
mineral  industry  surveys,  08039 
mineral     industry     surveys,     monthly     report, 

03974 
minerals  yearbook  chapter,  06095 
oxygen  reduction  on  several  gold  alloys  in   I- 

molar  potassium  hydroxide,  06206 
preprint    from    Mineral    facts    and    problems, 

01290 
water  pollution  control  in  primary  nonferrous 
metals  industry,  09415 
Gold  (money): 

International    Monetary    Fund    agreement    on 
gold,  proposal,  10694 
Golden  Gate  National  Recreation  Area: 
establish- 

hearings,  05499 
Golden  nematode,  see  Nematoid  worms. 
Goldfield,  Nev.: 

distribution  of  gold  and  other  ore-related  ele- 
ments near  ore  bodies  in  oxidized  zone  at 
Goldfield,  Nev..  12426 
Golf: 

information  on  number,  location,  and  cost  as- 
sociated  with   construction   and   operation 
of   military   golf  facilities   throughout   the 
world,  GAO  report.  07709 
Gonzales,     Abram     A.,     see     Aguirre-Gonzalez, 

Abram. 
Good  Neighbor  Day,  see  Special  days,  weeks, 

etc.. 
Goodenough-Harris  test,  see  Mental  tests. 
Gophers: 

non-grazing   and    gophers    lower   bulk   density 
and  acidity  in  annual-plant  soil,  05838 
Gordo,  Ala.: 

flood-prone  areas,  12405 
Gorham,  Maine: 

floods,    Presumpscot    River,    Falmouth,    Port- 
land,   Westbrook,    and    Windham,    Maine, 
00887 
Government: 

ACIR  State  legislative  program  - 

guide,  06504 
alternate  work  schedules  and  part-time  career 
opportunities  in  Federal  Government- 
hearings,  11184 
census  of  governments,  10531 
census   of   governments,    public    employment, 

00108 
census,  government  finances,  00109-10 
changing  public  attitudes  on  governments  and 

taxes.  00008 
citizens    view     American    Government,    con- 
fidence and  concern,  survey  of  public  at- 
titudes   analysis    with    compilation    of    all 
relevant  data- 
print  additional  copies,  report,  10884 
citizens     view     American     Government,     con- 
fidence and  concern,  survey  of  public  at- 
titudes, print  additional  copies  - 
report,  08942 
city  employment,  04834 
city  government  finances  in  1972-73,  10575 
county  government  finances,  00190 
current    fiscal    position    of    State    and    local 

governments,  06751 
debt    financing    problems    of    State    and    local 
government.  New  York  City  case- 
hearings,  00456-9 
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directory  of  State  government  energy-related 
agencies,  02510 

economic  statistics  for  State  and  local  govern- 
ment use,  remarks,  06038 

education  directory.  State  governments,  05602 

education,  ACIR  State  legislative  program, 
06511 

EEO  for  State  and  local  governments,  10593 

effect  of  inflation  and  recession  on  State  and 
local  governments- 
hearings,  05489 

environment,  land  use,  and  growth  policy, 
06509 

environmental  management  and  local  govern- 
ment, 05746 

Federal  energy  management  program,  first  an- 
nual report,  fiscal  year  1974,  00979 

Federal  government  and  future  of  urban  life  — 
hearings,  02031 

Federal  government  forms,  subject  bibliog- 
raphy, 01766 

Federal  Government  should  adopt  comprehen- 
sive program  to  control  land  use, 
resolved,  10776 

Federal  inventory  of  energy  related  biomedical 
and  environmental  research,  07491 

Federal  noise  effects  research,  09369 

Federal  R&D  funding  by  function,  analysis, 
06397 

Federal  strategy  for  drug  abuse  and  drug  traf- 
fic prevention,  01598 

Federal-aid  highway  program  and  Federal- 
State  relationship,  00985 

Federal-State  election  law  survey,  analysis  of 
State  legislation,  Federal  legislation,  and 
judicial  decisions,  07624,  12147 

Federal-State  election  law  survey,  State 
legislation.  Federal  legislation  and  judicial 
decisions,  analysis,  05854 

Federal,  civilian  employment,  state  and  local 
government,  Armed  Forces,  employment 
outlook,  10039 

Federal,  domestic  assistance  programs, 
catalog,  03498 

finances  of  county  governments,  00109 

fiscal  and  personnel  management,  ACIR  State 
legislative  program,  06508 

fiscal  relations  in  American  federal  system  - 
hearings,  11109 

foreign  credits  by  U.S. Government,  status  of 
active  foreign  credits,  10347 

France,  relationship  between  Government  and 
petroleum  industry,  11561 

fundamental  changes  are  needed  in  Federal 
assistance  to  State  and  local  governments, 
GAO  report,  01094 

general  Government  appropriations,  continue, 
1975,  08707 

general  Government  appropriations,  1975- 
report,  10889 

general  Government  appropriations,  1975- 
report,  08835 

general  government  appropriations,  1976- 
hearings,  05138-9 

general  Government  matters,  digests  of  un- 
published decisions  of  Comptroller 
General,  02650 

government  can  save  more  under  composite 
check  program,  GAO  report,  01088 

government  finances  GF  series,  00188-90, 
10576 

government  finances  GF  73  series,  10575 

government  finances,  census  of  governments, 
10531 


government  finances,  GF  series,  04835 

Government  inventions  for  licensing,  weekly 
Government  abstracts,  04702 

government  services  to  rural  America,  annual 
report,  04998 

Government's  response  to  elderly - 
hearings,  02006-7,  11034-5 

governmental  finances  in  1973-74,  00189 

health,  ACIR,  State  legislative  program,  06510 

housing  and  community  development,  ACIR 
State  legislative  program,  10358 

how  and  why  Federal  Government  acquires 
property  for  public  purposes,  05957 

how  passenger  sedans  in  Federal  government 
are  used  and  managed,  GAO  report,  07705 

inventory  of  government-supported  research 
projects  on  foreign  affairs,  08413-6 

IPA  grant  activity,  record,  04842 

local  government  employment  in  selected 
metropolitan  areas  and  large  counties, 
00188 

local  government  modernization,  06506 

local,  employment  and  payrolls,  monthly, 
04537 

management  of  Federal  Government- 
proposal,  10704 

management-labor  relations  in  State  and  local 
governments,  00108 

managers  guide  to  E.E.O.  in  Federal  Govern- 
ment, 12107 

manpower  programs,  new  role  for  States  and 
localities,  05978 

metropolis  speaks  and  listening  to  metropolis, 
09854 

minority  group  employment  in  Federal 
Government,  00217 

municipal  government  wage  surveys,  01252, 
02859,  06006-19,  12671 

Our  American   Government,   what   is  it?  how 
does  it  function?  revised  edition,  print  as 
House  document- 
report,  07093 

our  American   Government,    what   is   it?   how 
does  it  work?  print  revised  edition - 
report,  05009,  08999 

performance  controls  for  sensitive  lands,  prac- 
tical guide  for  local  administrators,  09473 

personnel  management  in  State  and  local 
government,  01803,  01805 

policy  and  tole  of  Federal  government  in  tour- 
ism- 
report,  05377 

preventive  health  programs  that  primarily  af- 
fect children,  role  of  government- 
hearings,  02074 

problem-solving  technology  for  State  &  local 
governments,  weekly  Government  ab- 
stracts, 04712 

professional  and  administrative  career  ex- 
amination, opportunities  in  Federal 
Government,  announcement,  01810 

progress  and  problems  of  Government's  utility 
conservation  program,  GAO  report,  07780 

reducing  costs  of  legal  services  by  Federal 
Government,  09054 

replacement  of  State  and  local  publicly  owned 
facilities  acquired  for  Federal-aid 
highways,  00998 

research  and  development  in  State  government 
agencies,  06403 

revenue  sharing  and  local  government 
modernization,  GAO  conference  report, 
12357 

role  of  Federal  Government  in  housing  and 
community  development,  evolution,  06922 
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solar  energy  projects  of  Federal  government 
07654 

Slate  actions  1973,  toward  full  partnership 
00010 

State  and  Federal  legal  regulation  of  alien  and 
corporate  land  ownership  and  farm  opera 
lion,  06515 

State  and  local  doing  business  taxes  on  out-of 
State  financial  depositories,  00657 

State  and  local  employees  political  participa 
lion,  10599 

State  and  local  fiscal  assistance  act,  amend. 
01928 

State  and  local  government  credit  problems - 
hearings.  10695 

State  and  local  revenues,  06507 

State  and  local,  construction  expenditure. 
03595 

State  disability  agencies  under  social  security 
and  SSI  programs,  00523 

State  government  structure  and  processes, 
06505 

State,  county  and  municipal  collective  bargain- 
ing agreements  on  file  with  Bureau  of 
Labor  Statistics.  06037 

summer  jobs,  opportunities  in  Federal  Govern- 
ment, 00220 

supervisor's  guide  to  labor  relations  in  Federal 
Government,  01812 

U.S.  transportation  system,  Federal  govern- 
ment's role  and  current  policy  issues, 
staff  paper.  02665 

use  of  current   population  data   in  administra- 
tion of  Federal  laws- 
report.  07149 

wages  and  benefits  of  municipal  government 
workers  in  city  of  Newark,  06024 

wages  and  benefits  of  municipal  government 
workers  in  Jersey  City,  N.J.,  06026 

wages   and   benefits   of   New    York   City    mu- 
nicipal government  workers,  06025 
Government  agencies,  see  Government  offices. 
Government  contracts: 

AEC  contracts  arrangements  for  uranium  en- 
riching services,  proposed  changes- 
hearings.  04912 

Air  Force  should  review  contracting  out  for 
services  at  McGuire  Air  Force  Base,  GAO 
report,  12341 

causes  of  excessive  profits  on  defense  and 
space  contracts,  GAO  report,  07804 

code  of  Federal  regulations,  12223 

contracting  with  United  States  Department  of 
Transportation,  13191 

daily  congressional  notification  of  grants  and 
contracts  awarded,  03713 

defense  contract  audit  manual,  07329 

DoD  directory  of  contact  administration  ser- 
vices components,  05579 

emergency     relief    for    small    business     from 
fixed-price  government  contracts - 
hearings,  05245 

equal  employment  opportunity  program  for 
Federal  nonconstruction  contractors  can 
be  improved,  GAO  report,  07789 

examination  into  administration  of  Air  Force 
indicator  repair  contracts  with  Pantronics, 
Inc.,  GAO  report,  07799 

FAA   electronic    voice   switching   system   con- 
tract - 
hearings,  1 1107 

Federal  contract  compliance  activities- 
hearings,  10690 


Forest  Service  fire  protection  cont 

report,  10897 
general  coaditioni   fur  contract   .md  contract 

documents,  1 1936 

general  provisions  fur  fixed  price  type  con- 
tract. 11634 

housing  authorized  by  public  contracts,  con 
struction  report.  03598 

how  to  do  business  with  Dill  W.  09X4*; 

how  to  do  business  with  GPO,  05897 

identical  bidding  in  public  procurement,  report 
of  Attorney  General,  01217 

improvements  still  needed  in  negotiating  prices 
of  noncompetitive  contracts,  GAO  report, 
07708 

in-depth  investigation  into  independent 
research  and  development  and  bid  and 
proposal  programs.  GAO  report,  07723 

liquidate     contract     authorization,     appropria- 
tions, 1976- 
report,  00591 

MILSCAP  military  standard  contract  adminis- 
tration procedures,  05585 

MILSCAP,  military  standard  contract  adminis- 
tration procedures,  nongovernment  or- 
ganization codes.  United  States  and 
Canada,  code  to  name,  09132 

monitoring  contractors'  indirect  cost,  guide. 
10487 

NASA  procurement  directive,  04247 

NASA  procurement  regulation.  04250 

National  Institute  of  Law  Enforcement  and 
Criminal  Justice,  directory  of  grants,  con- 
tracts and  interagency  agreements  1969-74, 
12614 

Navy    contract     for    salvage     services,     west 
coast  - 
hearings.  02053 

nongovernment  organization  codes  for  military 
standard  contract  administration 

procedures    (MILSCAP).    code    to    name, 
04299-300 

observations  on  sole-source  procurement  and 
overruns,  GAO  report,  07755 

persons  or  firms  currently  debarred  for  viola- 
tions of  various  public  contracts  acts  in- 
corporating labor  standards  provisions, 
list.  03594 

Postal  Service's  contracting  and  procurement 
policies,  07020 

procurement  from  small  and  other  business 
firms,  04424 

procurement  invitations,  subcontracting  leads, 
etc..  Commerce  business  daily.  03579 

property  administration,  00720 

regulations,  labor  standards  applicable  to  con- 
tracts covering  Federally  financed  and 
assisted  construction,  08505 

Renegotiation  act  of  1951  as  amended.  01529 

Renegotiation  act  of  1951.  as  amended,  regula- 
tions. 04465 

Renegotiation  act,  amend- 
law.  06727 
report,  10969 

Renegotiation  act,  extend.  08814 

renegotiation  process,  staff  review  of  recom- 
mendations made  for  improvement,  08917 

report.  08814 

ship  repair  contracting  manual,  06440 

survey  of  procurement  statistics,  04570 

U.S.    Department    of    Labor,    what    it    buys, 
05983 
Government  corporations,  see  Corporations. 
Government    employees,    see    Government    offi- 
cials and  employees 
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Government  employment,  see  Employment. 
Government  missions: 

employees  of  diplomatic  missions,  list,  03767 
privileges     and     immunities,     agreement     with 

Union  of  Socialist  Republics,  03334 
protection  for  foreign  diplomatic  missions- 
law,  06737 

report,  06801,  07108,  07171 
Government  National  Mortgage  Association: 
appropriations,  1976- 
law,  00264 
report,  00408 
financial  statement  audit,  GAO  report,  00319 
Government  offices: 

activities     of     Federal     agencies     concerning 

selected  high  volume  chemicals,  09324 
Army   involuntarily  discharge  regular  officers 
in  grades  below  major  during  reduction  in 
force,  authorization  - 
hearings,  02025 
budgetary,  organizational,  and  personnel  data 
on   departments   and  agencies  performing 
police  or  investigative  activities,  00675 
bureaucratic  accountability  act  of  1974,  05214 
catalog  of  Federal  pesticide  monitoring  activi- 
ties, 09592 
concept,  cost,  and  management  of  administra- 
tive support  services  provided  by  Depart- 
ment of  State  to  other  Federal  agencies 
overseas,  GAO  report,  07768 
directory  of  Federal  agencies  engaged  in  ener- 
gy related  activities,  07632 
directory  of  field  contacts  for  coordination  of 

use  of  radio  frequencies,  10621 
DoD  program  for  stability  of  civilian  employ- 
ment,    reduction     in     force     information 
pamphlet,  02346 
Federal  agency  occupational  safety  and  health 

programming,  08330 
Federal  civil  rights  enforcement  effort  to  regu- 
late in  public  interest,  01792 
Federal    safety,    accomplishments    and    chal- 
lenges (speech),  09934 
General      Accounting      Office      policy      and 
procedures     manual     for     guidances     of 
Federal  agencies,  03968 
government  secrecy - 

hearings,  05491 
hearings,  05214 

legislative  branch  officers  and  employees,  er- 
roneous payments  of  pay  or  allowances, 
waiver  of  claims - 
law,  08728 
legislative  oversight  on  bureaucracy,  08873 
National   Institute   of   Law    Enforcement   and 
Criminal  Justice,  directory  of  grants,  con- 
tracts and  interagency  agreements  1969-74, 
12614 
part-time    employment    in    Federal    agencies, 

GAO  report,  07747 
purpose  and  current  effectiveness  of  Federal 
agencies - 
report,  00600 
recordkeeping    and    reporting    guidelines    for 
Federal   agencies   under   Williams   Steiger 
occupational  safety  and  health  act  of  1970, 
01505 
regulations  of  various  Federal  regulatory  agen- 
cies and  their  effect  on  small  business  - 
hearings,  07040 
regulatory  agencies  impact  upon  commerce - 

hearings,  05466 
regulatory  reform,  1974- 
hearings,  1 1554 


services  budget,  1977,  economic  evaluation, 
10688 

services  budget,  1977,  estimates,  11285 

standards  activities  of  Federal  agencies,  guide, 
06668,  06668 

Standards  and  standardization,  06668 

status,  progress,  and  problems  in  Federal 
agency  accounting,  GAO  report,  1089, 
07734 

substantial  improvements  needed  in  Govern- 
ment Printing  Office's  services  to  Federal 
departments  and  agencies,  GAO  report, 
07779 

summaries  of  GAO  conclusions  and  recom- 
mendations of  appropriation  matters  for 
civil  departments  and  agencies,  GAO  re- 
port, 07786 

telephone    monitoring    practices    by    Federal 
agencies - 
hearings,  00468 

use    of    polygraphs    and    similar    devices    by 
Federal  agencies- 
report,  11001 
Government  officials  and  employees: 

achievements,  Federal  incentive  awards  pro- 
gram, 00207 

allotments  and  assignments  of  payments  from 
civil  service  retirement  annuities - 
hearings,  11178 
law,  06708 
report,  07144 

alternate  work  schedules  and  part-time  career 
opportunities  in  Federal  government - 
hearings,  1 1 184 

applicants  for  Federal  employment,  improve- 
ments needed  in  examining  and  selecting, 
GAO  report,  09780 

city  employment,  04834 

collective  bargaining  in  Federal  sector,  where 
we  are,  where  we  may  be  going,  implica- 
tions for  managers,  10592 

comparability     adjustment     for     Federal    pay 
system,  04967- 
report,  08758 

comparability  pay  adjustment  for  senior-level 
executives  and  judges,  00348 

court  leave - 
hearings,  00496 

court  leave  for  Federal  employees - 
report,  11009 

crafts,  protective  and  custodial  employees 
coordinated  Federal  wage  system,  FPM 
supplement,  03857 

directory  in  plastics  knowledgeable  govern- 
ment personnel,  09167 

DoD  program  for  stability  of  civilian  employ- 
ment, reduction  in  force  information 
pamphlet,  02346 

effects  of  Indian  preference  on  employees  of 
Indian  agencies,  07308 

employment  and  wages,  03769 

employment  of  women  in  Federal  Govern- 
ment, 1973  study,  06643 

employment  opportunities  in  Federal  Govern- 
ment for  physically  handicapped,  GAO  re- 
port, 09734 

facts  about  age  discrimination,  10593 

FED  facts,  00209 

Federal  civilian  manpower  statistics,  monthly 
release,  04232 

Federal  employees  compensation  act,  amend - 
text  of  bill,  07292 

Federal  employees  health  benefits  program  en- 
rollment and  utilization  of  health  services, 
04853 
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Federal  employees  health  benefits  program,  in- 
crease Government  contributions- 
hearings.  02089 
Federal    employees    health    benefits    program, 
oversight  - 
hearings.  02091 
Federal  employees  pay  adjustment,  disapprove 
postponement- 
report.  05355 
Federal  employees,  ceiling  on  pay  increases- 
proposal,  01910 
Federal  employees'   group   life   insurance   pro- 
gram- 
hearings.  1 1 177 
Federal  employees'   life   insurance  value  after 
retirement  - 
hearings.  07017 
Federal  employees'  political  activities  act- 
hearings.  05235.  07309 
report.  01967,  07132,  10942 
Federal     employees'     political     activities     act, 

documentary  background,  07307 
Federal    health    benefits    program,    access    to 
psychologists  and  optometrists- 
report,  05007 
Federal  news  clip  sheet,  03856 
Federal  pay  adjustment,  Oct.  1975,  documents, 

11192 
Federal    pay    comparability    alternative    plan, 

00353 
Federal  statutory  pay  reduction,  disapproval- 
report,  11378 
Federal  trainer,  03895 
finances    of    employee-retirement    systems    of 

State  and  local  governments,  04835 
financial  disclosure  by  public  officials- 
hearings,  00679 
for   supervisors,   1974   amendments  to   Federal 

employees'  compensation  act,  01625 
group  life  insurance,  FPM  manual  supplement, 

03874 
handbook     for     nonappropriated     fund     em- 
ployees, 00077 
hazardous  duty  coverage  for  U.S.  customs  and 
immigration  inspectors  - 
hearings,  05236 
health     benefits,     FPM     manual     supplement, 

03875 
help  for  troubled  employee,  troubled  employee 

program  supervisor's  guide,  02723 
improving   administration    of   uniform    plan    of 
health    insurance    for    Federal    employees 
who    retired    before    July    1.    1960,    GAO 
review,  09746 
individuals    adversely    affected    by    pay    com- 
parability    adjustment, prevent    reductions 
in  pay- 
report,  05055 
information    on    unresolved    audit    exceptions 
with  Federal  employees  health  benefit  car- 
riers, GAO  report,  07710 
Interagency   Auditor  Training  Center  bulletin, 

01832,  06669 
interagency  training  program,  supervision  and 
group     performance,     instructor's     guide, 
01795 
legal   limitations    on   flexible   and   compressed 

work  schedules.  GAO  report,  09749 
management   by   objectives,    training  available 

to  Federal  employees,  00212 
mental    health     benefits    under    Federal    em- 
ployees' program,  utilization - 
hearings,  11175 


occupation.il  alcoholism  programs  f>>t  I  cdcrul 
employees 
report,  05042 

occupations  of  Federal  v.  hue  -collar  workers, 
01801 

on  incentive  awards  program,  00209 

outstanding  handicapped  Federal  employee 
1973  award  program.  08671 

outstanding  handicapped  Federal  employees 
for  1974  award  program,  00215 

partnership  in  creativity,  to  all  employees, 
00218 

pay  of  Government  prevailing  rate  or  blue  col- 
lar employees - 
hearings,  11189 

pay  raise  deferral  for  90  days  and  comparabili- 
ty alternative  plan,  04952 

per  diem  and  mileage  expenses,  increase 
report.  06781 

per  diem  travel  allowances,  increase - 
hearings.  06953 

permit  waiver  of  any  portion  of  Federal  com- 
pensation- 
hearings,  02092 

position  classification,  pay  and  employee 
benefits,  bibliography,  01804 

position-classification  standards  for  white  col- 
lar positions  under  general  schedule, 
04359 

postal  employees,  instructions  and  informa- 
tion, 04360 

President's  executive  interchange  program, 
private  sector  executives,  03094 

professional  and  administrative  career  ex- 
amination, opportunities  in  Federal 
Government,  announcement,  01810 

public  employment  in  1974,  04833 

right  to  counsel  during  interrogations - 
hearings,  1 1 176 

salary  schedules  of  Federal  officers  and  em- 
ployees together  with  history  of  salary 
and  retirement  annuity  adjustments, 
08909,  1 1 191 

selected  public  employee  retirement  systems, 
holding.  Governments  quarterly  report, 
04000 

substantial  understatement  of  obligations  for 
separation  allowances  for  foreign  national 
employees.  Department  of  Defense,  GAO 
report,  09764 

supervisor's  guide  to  labor  relations  in  Federal 
Government,  01812 

tax  information  for  U.S.  Government  civilian 
employees  stationed  abroad.  02774-5 

uniform  Government-wide  overseas  benefits 
and  allowances  system.  fundamental 
changes  needed  to  achieve,  GAO  report, 
09770 

wages  and  benefits  of  municipal  government 
workers  in  city  of  Newark,  06024 

wages  and  benefits  of  municipal  government 
workers  in  Jersey  City,  N.J  ,  06026 

wages  and  benefits  of  New  York  City  mu- 
nicipal government  workers.  06025 

withholding    Federal    employees'    taxes    under 
city  ordinances - 
law.  08715 
report.  08790 

withholding  of  certain  city  wage  taxes- 
report,  09004 

you  and  VA,  employee  information,  13238 

see  also  Civil  service  pensions 
Government  Operations  Committee,  House: 

activities,  93d  Congress,  05186- 
report,  00422.  05087 
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Government  Operations  Committee,  House-Con. 
calendar,  04126 
committee  print,  05186 
hearings,  00468,  02050,  02052-4,  05185,  05187- 

8,  06950-61,  08896,  11102-15 
report,   00423-4,   02051,   04926,    05000,   05042, 
05045-8,   05077-8,   05080-1,   05087,   06779, 
06781 ,  08773,  0881 1 ,  10906,  1 1001 
Government  Operations  Committee,  Senate: 
activities  for  93d  Congress,  00678 
calendar,  04148 
.committee  print,  00675-6,  00678,  02276,  02280- 
1,  05490,   05492,  05495,  07249-50,  07257, 
09047,  11545,  11547 
expenditures    for   joint   study   of   Federal   and 
State  agencies  - 
report,  00600 
hearings,     00677,     00679,     02277-9,     02282-4, 
05489,    05491,    05493-4,    05496,    07251-6, 
09039,09046,  11511,  11546,  11548,  11550-5 
inquiry   and   investigations  authorization,   sup- 
plemental expenditures - 
report,  05347 
investigations    and    studies,    authorization    and 
expenses- 
report,  00603,  08947 
report,    00616,    05347,    05362,    05370,    05403, 
07107,  07119-20,  08946,  09020,  11393 
Government  Operations  with  Respect  to 

Intelligence  Activities,  Select  Committee  to 
Study,  Senate: 
report,  02214 
Government  Printing  Office: 
appropriations,  1976- 

hearings,  05128 
daily  depository  shipping  list,  03714 
disbursing  officer,   deputy   disbursing  officer, 
and    certifying    officers    and    employees, 
revise  United  States  Code  concerning- 
report,  05048 
examination  of  financial  statements,  GAO  re- 
port, 02652 
functions       of       disbursing       officer, deputy 
disbursing    officer, and    certifying   officers 
and     employees, revised      United      States 
Code  concerning- 
law,  04882 
how  to  do  business  with  GPO,  05897 
pricing  of  publications  sold  to  public,  GAO  re- 
port, 07724 
seals  and  other  devices  in  use,  02678 
substantial   improvements    needed   in   Govern- 
ment Printing  Office's  services  to  Federal 
departments   and   agencies,    GAO   report, 
07779 
Government  Procurement  Commission: 

acquisition  of  major  systems,  extract  from  re- 
port, 05490 
executive  branch  action  on  recommendations 
of  Commission  on  Government  Procure- 
ment, GAO  report,  07801,  07803 
Government    programs,    see    Federal    assistance 

programs. 
Government  property,  see  Public  property. 
Government  publications: 

Government  reports  announcements  &  index, 

03976 
Government    reports,    index,    annual    cumula- 
tion, 06408 
list  of  classes   of   United   States   Government 
publications    available     for    selection     by 
depository  libraries,  10522 
monthly  catalog,  04223 
price  list  PL  series,  01758 
public  documents  highlights,  04434 


selected,  list  (periodical),  04509 

State  publications,  monthly  checklist,  04224 

Subcommittee  on  Constitutional  Rights,  Judici- 
ary Committee,  Senate,  list,  09052 

weekly  Government  abstracts,  04869-714- 
Government  regulation  and  control: 

enough  (address),  10387 
Government  reorganization  plans: 

Voluntary  municipal  reorganization  act- 
report,  02210,  06840 
Government  securities: 

yields  and  prices,  04631 
Government  Services,  Inc.: 

examination  of  financial  statements,  GAO  re- 
port, 07740 
Government  supplies: 

acquisition  of  major  system.  Government 
Procurement  Commission  report,  05490 

defense  integrated  data  system  (DIDS) 
procedures  manual,  05573-4,  07331,  11656- 
7 

Federal  drug  procurement  and  purchase  poli- 
cies, 11616 

Federal  item  identification  guide,  05580-1, 
09140,  09142-61 

Federal  procurement  regulations,  FPR  amend- 
ments, 03882 

Federal  specifications  and  standards,  index, 
12251 

Federal  specifications  and  standards,  index, 
supplements,  04059 

Federal  supply  catalog,  number  of  items  can 
be  reduced,  GAO  report,  09754 

Federal  supply  classification  handbook, 
alphabetic  index,  supplements,  03890 

Federal  supply  classification  handbook,  nu- 
meric index  of  classes,  03889 

Federal  supply  code  for  manufacturers,  ex- 
cluding United  States  and  Canada,  03891 

Federal  supply  code  for  manufacturers,  United 
States  and  Canada,  code  to  name,  03892 

Federal  supply  code  for  manufacturers.  United 
States  and  Canada,  name  to  code,  03893 

Federal  test  method  standard,  12249 

floor  coverings,  Federal  and  military  specifica- 
tions, review,  12882 

GSA  supply  catalog,  03983,  12250 

input  and  output  codes,  Federal  manual  for 
supply  cataloging,  09133 

NASA  procurement  regulation,  02947,  04250 

NASA  procurement  regulation  directive,  04247 

NASA  source  evaluation  board  manual,  08127 

Navy  procurement  directives,  04274 

nongovernment  organization  codes  of  military 
standard  contract  administration 

procedures  MILSCAP,  United  States  and 
Canada,  code  to  name,  09132 

Postal  Service's  contracting  and  procurement 
policies,  07020 

procurement  invitations,  subcontracting  leads, 
etc.,  Commerce  business  daily,  03579 

simplified  purchase  procedures- 
law,  08726 

see  also  Military  supplies. 
Governmental  Operations  with  Respect  to 

Intelligence  Activities,  Select  Committee  to 
Study,  Senate: 

committee  print,  07258 

investigations    and    studies    relating    to    intel- 
ligence activities  carried  out  by  or  on  be- 
half of  Federal  government,  authorization 
and  expenses - 
report,  02187 
Graders: 

unitized  brush  grader-sizer  for  apple,  08548 
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Grading  (earthwork): 

airport  design  standards,  airports  served  by  air 
carriers,  surface  gradient  and  line-of-sight. 
12114 
Grading  (earthworks): 

erosion    control    with    wood    chips    on    newly 
graded  areas,  07669 
Grading  of  commercial  products: 

dairy  plants  surveyed  and  approved  for  USDA 

grading  service,  03721 
meat  grading  standards,  review  - 
hearings,  06903 
Graduate  schools,  see  Colleges  and  universities. 
Graduate  students,  see  Students. 
Graduates: 

occupational    outlook    for    college    graduates. 
10042 
Grain: 

diverter-type    mechanical    sampling    of    grain. 

cost  analysis,  01648 
dynamic  world  grain  market  (remarks),  10386 
foreign  agriculture  circulars,  03936 
grain  crop  quality,  06513 
grain     inspection     system     (remarks),     10423, 

10425 
impact  of  grain  sales  by  Soviet  Union  on  out- 
look for  food  prices  (remarks),  12246 
international     grain     reserves     system,     U.S. 

proposal,  1 1 134 
market  news,  weekly  summary   and  statistics, 

03977 
official     United     States    standards    for    grain, 

01633 
restore  confidence  in  grain  inspection  system - 

hearings,  02235,  11461 
Russian  grain  sale- 

hearings,  07191 
small   business    problems    involved   in    market- 
ing- 
report,  08843 
Soviet  research  on  cereal  grains,  USSR  study. 

12594 
stocks,    in    deliverable    positions    for   Chicago 

Board  of  Trade,  weekly  report,  04545 
stocks,  quarterly  report,  03978 
target  prices  and  loan  figures  - 

hearings,  06908 
U.S.  grain  standards  act,  amend  - 

hearings,  06907 
United   States    grain   and   oil   agreements   with 
Soviet  Union- 
hearings.  06978 
Grain  aphids,  see  Grain  lice. 
Grain  boundary  diffusion,  see  Diffusion. 
Grain  lice: 

preventing  greenbug  outbreaks,  04747 
Granby.  Conn.: 

flood  plain  information,  09251 
Grand  Calumet  River: 
pollution  of  interstate  waters,  progress  evalua- 
tion meeting,  summary,  09457 
Grand  Canyon  National  Park: 
enlargement  act,  amend- 

report.  1 1371 
Grand     Canyon     Complex.     Ariz.,     proposed 
master    plan,    final    environmental    state- 
ment. 07866 
3rand  Coulee  Dam: 
fault  interrupting  tests  on  500-KV  SF6  gas  cir- 
cuit     breaker     at     consolidated      230-KV 
switchyard.  10277 
jrand  Island.  Nebr.: 
transients    generated    by    345-KV    disconnnect 
switches  at  substation,  06461 


Grand  Junction,  Colo.: 

release  of  restrictions  on  Government  proper 
ty- 
report,  11018 
Grand  Portage  Indian  Reservation 

statistical  data  for  planning,  12491 
Grand  Portage  National  Monument: 

general  information,  08293 
Grand  Teton  National  Park,  Wyo.: 

Jackson     Hole     Airport,    actions     under    con- 
sideration   final   environmental    statement, 
12977 
Grand  Valley,  Colo.: 

evaluation    of    drainage    for    salinity    control. 
00941 
Granite: 

blast-produced  fractures  in  Lithonia  granite. 
06126 

manufactured  granite.  Tariff  Commission  re- 
port, 10340 

recovery     of     silicon     carbide     from     granite 
sludge.  01319 
Grants-in-aid: 

acquiring  your  real  property  for  Federal-aid 
highways.  00982 

applicant  manual  for  local  educational  agency 
grants.  Fmergency  school  aid  act.  00844 

awards  register,  grants  assistance  programs, 
07540,  11997 

bicycles  and  pedestrian  facilities  in  Federal-aid 
highway  program,  00983 

community  action  programs.  Federal  matching 
share  - 
report,  00437-8.  10963 

community  development  block  grant  program, 
oversight - 
hearings,  06926 

daily  congressional  notification  of  grants  and 
contracts  awarded,  03713 

doctoral  dissertation  grant  program.  Employ- 
ment and  Training  Administration,  1 1952 

EDA  grants  for  public  works  and  development 
facilities,  11933 

EDA  qualified  areas  eligible  for  financial 
assistance  (map).  05596 

effectiveness  of  grant  programs  aimed  at 
developing  health  maintenance  organiza- 
tions and  community  health  networks, 
GAO  report,  02659 

emergency  assistance  to  Northeast  railroads  - 
hearings.  05203 
report.  10913 

examination  of  grants  awarded  to  Berkeley 
Unified  School  District  and  to  Bilingual 
Children's  Television,  Inc..  GAO  report. 
07699 

Federal  aid  to  States.  12458 

Federal  civil  rights  enforcement  effort,  to  ex- 
tend Federal  financial  assistance,  00202 

Federal  formula  grant-in-aid  programs  that  use 
population  as  factor  in  allocating  funds. 
07018 

federal  support  to  universities  and  colleges  ap- 
proached M.5  billion  in  fy  1974.  01473 

Federal-aid  highway  act- 
hearings,  07029-30 
report.  02216.  06874.  10976 

Federal-aid  highway  program  and  Federal- 
State  relationship.  00985 

Federal-aid  highways  budget  amendments. 
10741 

financial  circumstances,  findings  of  1973 
AFDC  study.  01399 

financial  management  for  planning  and  action 
grants,  guideline  manual.  12617 
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Grants-in-aid  -  Con. 
Geological      Survey      grants      for      scientific 

research,  12422 
grant  awards  under  Intergovernmental  person- 
nel act,  10594 
grants  administration  manual,  03979 
grants  administration  manual,  circular,  03981 
grants  to  individual  colleges  and  libraries  - 

hearings,  06937 
guide      for     discretionary      grant     programs, 

guideline  manual,  12618-9 
historic  preservation  grants-in-aid,  12982 
historic       preservation,       grants-in-catalogue, 

12983 
how  States  plan  for  and  use  Federal  formula 

grant    funds    to    provide    health    services, 

GAO  report,  07794 
increasing  federal  matching  share  for  highway 

construction - 
report,  07099 
IP  A  grant  activity,  report,  04842 
National   Institute   of   Law    Enforcement   and 

Criminal  Justice,  directory  of  grants,  con- 
tracts   and    and    interagency    agreements 

1969-74,  12614 
National    Institutes    of    Health    international 

awards     for     biomedical     research     and 

research  training,  05948 
nonprofit  organization  grant  applicants,  05604 
private  foundation  support  of  health  research 

and  development,  08249 
Public    Health    Service    grants    and    awards, 

06352-3 
Public    Health    Service    grants    and    awards, 

training,    construction,    medical    libraries, 

01435 
publicly  owned   wastewater  treatment  works, 

allotment  of  grant  funds  for  construction, 

11200 
replacement  of  State  and  local  publicly  owned 

facilities        acquired        for        Federal-aid 

highways,  00998 
State    municipal    project    priority    list    grants 

assistance  programs,  12100 
State      planning      agency      grants,      guideline 

manual,  12620-1 
status   of   water   pollution    construction    grant 

program  - 
hearings,  09063 
student  financial  assistance - 

hearings,  05170-1,  11096 
student  financial  assistance  (institutional  aid)- 

hearings,  05169 
summary  of  grants  and  contracts  administered 

by   National   Center   for   Health   Services 

Research,  08216 
U.S.    Air    Force    grants    for    basic    research, 

10451 
wastewater  treatment  construction  grants  data 

base,  04669 
Granville  County,  N.C.: 

floods  in  Franklin  County,  Vance  County,  Tar 

River,  05650 
Grapefruit: 

canned  for  salad,  standards  for  grades,  04741 
fiberboard    cartons    for    exporting    grapefruit, 

08539 
Grapes: 

growing  American  bunch  grapes,  01657 
minimum  grade  standards  - 
law,  04895 
report,  05065,  10899 
Graphic  arts,  see  Art. 


Graphic  methods: 

applications  of  computer  graphics  in  engineer- 
ing, conference,  08129 
cost-benefit    analysis    of    computer    graphics 
systems,  10190 
Graphite: 

graphite-polyimide    composite    for    application 

to  aircraft  engines,  10161 
metal-graphite    and   metal-ceramic    composites 
for  use  as  high-energy  brake  lining  materi- 
als, 10178 
natural  graphite,  suspension  of  duty- 
law,  01855 
report,  06823 
natural,  mineral  industry  surveys,  08058 
purification  effect  on  oxidation  resistance  of 
some  mechanical  carbons,  10160 
Grasses: 

controlling  grass  tetany,  00028 

early  growth  tolerances  of  grasses  to  boron  in 

tunnel  spoil,  09665 
managing  semidesert  grass-shrub  ranges,  08581 
phytotoxic  grass   residues  reduce  germination 
and  initial  root  growth  of  ponderosa  pine, 
02642 
Grasslands: 

forest   and   grassland    soils,    chemical   charac- 
teristics, northeastern  Oregon,  progress  in 
defining   variability    in   Tolo   and    Klicker 
soils,  12315 
Grassy  Creek: 

flood  plain  information,  Buck  Greek,  Marion 

County,  Ind.,  05628 
floods,    Buck    Creek,    Marion    County,    Ind., 
09227 
Gratuities: 

reporting  your  tips  for  Federal  tax  purposes, 
02756 
Gravel: 

mineral  industry  surveys,  08098-9 
Gravestones,  see  Tombstones. 
Gravimeters: 

airborne  gravimeter  apparatus  based  on  string 

sensors,  USSR  study,  02826 
marine  gravimeters,  USSR  study,  02830 
temperature  stability  of  gravimeters,  investiga- 
tions, USSR,  01193 
Gravimetry: 

gravimetric    instrumentation    and    observations 
on  research  vessel  Vityaz',  USSR  study, 
02816 
gravimetric  investigations,  USSR  study,  07916 
marine    gravimetric     research,     USSR     study, 
12601 
Gravitation: 

gravitational       forces       and       moments       on 
spacecraft,  08122 
Gravity: 

further  results  on  nonlinear  energy  transfer  in 
gravity-capillary      wave      spectra,      with 
viscous  considerations,  03074 
gravity-flow    sampler    for    watershed    runoff, 

08521 
tornadolike  gravity-driven  vortex  model,  10176 
Grays  Harbor,  Wash.: 

maintenance      studies      of      25-ft-deep      MSL 
navigation    channel,    hydraulic    model    in- 
vestigation, 02444 
Grazing: 

livestock   grazing   not   detrimental   to   meadow 

wildflowers,  09692 
vegetation     responses    to    grazing,     managing 
semidesert  grass-shrub  ranges,  08581 
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Grazing-Con. 

vegetation   responses  to  grazing,   rainfall,   site 
condition,      and      mesquite      control      on 
semidesert  range,  02638 
Grease: 

lubricating  oils,  greases  and  hydraulic  fluids. 
Federal  item  identification  guide,  11748 

tiedown  and  bench  testing  of  grease-lubricated 
helicopter  tail  and  intermediate  gearboxes, 
04795 
Great  Basin: 

catalog  of  information  on  water  data,  12379 
Great  Bear  area: 

designate  as  wilderness  area- 
report,  07167 
Great  Britain: 

air  charter  services,  agreement,  03143,  03293, 
03323.  10290 

authority  to  order  use  of  nuclear  weapons, 
11124 

background  notes,  08410 

defense,  ballistic  missile  early  warning  station, 
at  Fylingdales  Moor,  Yorkshire,  agree- 
ment, 03235 

foreign  economic  trends  and  their  implications 
for  United  States,  07884 

mineral  industry,  minerals  yearbook  chapter, 
06109 

Suez  Canal  clearance  status  of  United  States 
Forces  using  British  sovereign  base  areas 
in  Cyprus,  arrangement,  03208 

United   Kingdom,   economic   trends   and   their 
implications  for  United  States,  09903 
Great  Egg  Harbor: 

remote  sensing  study  of  electric  generating  sta- 
tion thermal  discharges,  09464 
Great  Lakes: 

bathing  water  quality  and  health,  10244 

cleaning  up  Great  Lakes,  United  States  and 
Canada  are  making  progress  in  controlling 
pollution  from  cities  and  towns,  GAO  re- 
port. 07812 

evaluation  of  potential  use  of  vegetation  for 
erosion  control  along  Great  Lakes 
shoreline,  00870 

evaluation  of  survival  suits  for  the  use  of  the 
crews  of  the  Great  Lakes  carriers,  01818 

Federal  water-related  research,  development, 
and  management  programs,  02505 

future  dredging  quantities  in  Great  Lakes, 
00904 

Great  Lakes  pilot,  06366 

International  Field  Year  for  Great  Lakes, 
IFYGL  bulletin,  03050,  06372 

light  list.  10614 

telecommunications  promotion  of  safety  on 
Great  Lakes  by  means  of  radio,  agree- 
ment with  Canada.  08422 

water  levels,  07021 

waterborne  commerce  of  United  States,  calen- 
dar   year    1973,    waterways    and    harbors. 
Great  Lakes,  02441 
jreat  Lakes  Basin  Commission: 

annual  report,  00341 
jreat  Lakes  States: 

Great  Lakes  region  aviation  system,  10  year 
plan,  1976-85,  07611 

Lakes  State  roundwood  pulpwood  markets, 
short-term  outlook,  09641 

pulpwood  production  in  Lake  States  by  coun- 
ty, 09640 

vacation  travel  by  Canadians  in  United  States, 
Great  Lakes  country,  01617,  13232 


Great  Plains 

anticipated    socio-economic    impacts    of    coal 
development  on  Indians  of  northern  Great 
Plains,  12501 
economics  of  large  wheat  farms,  01646 
economics  of  rural  ambulance  service  in  Great 

Plains,  00016 
northern.  Federal  coal  leasing  program  - 

hearings,  02294 
provisional  tree  and  shrub  seed  zones.  02639 
Great  Smok>  Mountains  Wilderness 

proposal,  00298 
Great  Western  Sugar  Company: 

industrial  waste  survey  report,  10252 
Greater  Southeast  Community  Hospital 
Foundation: 
land  conveyance - 
hearings,  02295 
Greece: 

economic  and  military  assistance,  10798 
economic    trends    and    their    implications    for 

United  States,  09898,  09930 
foreign  economic  trends  and  their  implications 

for  United  States,  07885 
Greece  and  Cyprus,  1975,  report,  07244 
Greece  and  Turkey,  some  military  implications 

related  to  NATO  and  Middle  East,  05177 
marketing  in.  09187 
redefining  American  interest,  05176 
Greek  language: 

Greek,  guide  to  spoken  language,  04793 
Green  Bay,  Wis.: 

area  wage  survey,  01247 
port,  092% 
Green  bugs,  see  Grain  lice. 
Green  River  formation: 

thermal  degradation  of  Green  River  kerogen  at 
150°-350°    C,    composition    of    products, 
10084 
Green,  Edith: 
nomination - 
hearings,  11600 
Greenbrier: 

rooting  common  and  cat  greenbrier,  09647 
Greene  County,  Pa.: 

methane  in  Pittsburgh  coalbed,  Greene  Coun- 
ty, Pa..  12726 
Greener,  William  I.: 
nomination - 
hearings,  11484 
Greenhouses: 

building  hobby  greenhouses,  10384 
Greenland: 

aviation,  joint  financing  of  certain  air  naviga- 
tion services  in  Greenland  and  Faroe 
Islands  and  in  Iceland,  agreements  with 
other  governments,  03157 
aviation,  joint  financing  of  certain  air  naviga- 
tion services,  agreement,  13128 
omega   propagation   correction   tables   for  10.2 

kHz.  11893 
tide   tables,    high    and   low    water    predictions, 
east   coast   of   North   America   and   South 
America,  06367 
west  coast,  sailing  directions.  09170-1 
Greensboro,  N.C.: 

aircraft  accident  report,  10233 
area  wage  survey.  01249 
Greenville.  S.C.: 

area  wage  survey,  01246 
Gregg,  Lucius  Pen-y,  jr.: 
nomination - 
hearings,  07230 
Grenades: 

Federal  item  identification  guide,  07365,  11785 
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Gresham,  Robert  C: 
nomination  - 
hearings,  11  SOS 
Grids: 
computer     assisted     area     source     emissions 
gridding  procedure  (CAASE),  09338 
Grievance  procedures: 

NASA  grievance  system  manual,  06181 
Grinders: 
fact  sheet,  09106 

grinding,     threading,     honing,     and     buffing 
machines,      Federal     item      identification 
guide,  11831 
Grinding  and  polishing: 
grinding,     threading,     honing,     and     buffing 
machines,      Federal     item      identification 
guide,  11831 
Grinding  machines,  see  Grinders. 
Groceries: 
methods  and  costs  for  warehouse  assembly  of 
grocery  orders  for  small  stores,  10396 
Grocery  stores,  see  Stores. 
Gross  income,  see  Income. 
Gross  national  product: 
reliability    of    quarterly    national    income    and 
product  accounts,  1947-71,  00829 
Ground  anchors,  see  Anchors. 
Ground  conductivity,  see  Electric  conductivity. 
Ground  effect  machines: 

ground      proximity     effect     on      longitudinal 
aerodynamic - 
characteristics  of   aspect-ratio    1    wing   with 
and  without  wing-tip  blowing,  10106 
Ground  instructors: 

Federal  aviation  regulations,  03834 
Ground  support  equipment: 
payload  requirements  for  prelaunch,  post  land- 
ing, ground  support  facilities,  06253-4 
Ground  water,  see  Water. 
Grounds,  see  Public  property. 
Group  behavior: 
optimum    selection    and    recruitment    problem 
for    student    academic    groups    process, 
USSR  study,  12606 
Group  insurance,  see  Life  insurance. 
Grouting: 
epoxy    pressure    grouting,    maintenance    and 
repair  of  concrete  and  masonry  structures, 
05615 
Groves,  Anna: 
relief,  11330 
Groves,  Janice  E.: 

relief,  11330 
Growth: 
algal  assays,  application,  12011 
broadcast  applications  of  herbicides  to  control 

scrub  oak  regrowth,  09683 
early  growth  tolerances  of  grasses,  shrubs  and 

trees  to  boron  in  tunnel  spoil,  09665 
early     height     growth     of     ponderosa     pine 

forecasts  dominance  in  plantations,  05835 
estimating    site    index    of    ponderosa    pine    in 
northern  California,  standard  curves,  soil 
series,  stem  analysis,  09687 
growing  media  affect  size  of  container-grown 

red  pine,  09634 
growth  of  longleaf  pine  plantations  after  initial 

thinning,  09723 
growth  response  of  thinned  tropical  ash  stand 

in  Hawaii,  09660 
national   growth    and    development,    report    to 
Congress - 
hearings,  02034 
rate  of   increase   interpretations,    handy   guide 
for  trees,  09645 


state     of     system     (SOS)     model,     measuring 
growth    limitations    using    ecological    con- 
cepts, 05744 
toward    national    growth    policy    Federal    and 
State    developments    in     1973,    print    as 
Senate  document- 
report,  05381 
tube  lengths,  site  treatments,  and  seedling  ages 
affect     survival     and     growth     of     con- 
tainerized southern  pines,  05842 
Gruening,  Ernest: 

memorial     service,      printing     of     legislative 
proceedings - 
report,  09015 
Grumman  Aerospace  Corp.: 

Navy  Department,  F-14/financing- 
hearings,  07203 
GSA,  see  General  Services  Administration. 
Guadalupe  Mountains  National  Park: 
exchange  of  land  - 
law,  06716 
report,  02181,  06857 
Guadeloupe: 

economic    trends    and    their    implications    for 
United  States,  09913 
Guam: 

agricultural  programs,  extend - 

report,  05020,  05351,  10891 
appropriations,  1976- 

hearings,  05115 
C-4's  of  Pacific  Far  East  Line,  Inc.  authorize 
sale  or  other  use- 
report,  08985 
Constitution,  establish - 

report,  10944 
conversion  and  operation  of  exchange  vessels 
in    unsubisdized    service    between    U.S. 
west  coast  and  Guam- 
law,  08696 
county  business  patterns,  01785 
disposal    of    excess    and     surplus    property, 
11106- 
report,  05045 
hearings,  02262 
jurisdiction  of  surrounding  submerged  land- 

report,  05361 
land  conveyance - 

report,  08791 ,  10886 
Organic  act,  amend- 

report,  02177 
shipping    between    Hawaii,    Guam,    American 
Samoa,    or    Trust    Territory     of    Pacific 
Islands  and  West  Coast,  prevent  interrup- 
tion, 02262- 
hearings,  02071 
submerged  lands  legislation  affecting - 

hearings,  11577 
waiver  of  nonimmigrant  visas - 
report,  10999 
Guaranteed  minimum  income,  see  Income. 
Guaranties  and  sureties: 

investment  guaranties,  agreement  with  Egypt, 

03169 
investment  guaranties,  agreement  with  Nigeria, 

03265 
investment   guaranties,   agreement   with   Saudi 
Arabia,  03291 
Guards  (persons): 

guards  and  watchmen - 

employment  outlook,  09969 
Guatemala: 

economic    trends    and    their    implications    for 

United  States,  07881 
military    assistance,    payments    under    Foreign 
assistance  act,  agreement,  03222 
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mineral  industry,  Minerals  yearbook  chapter, 

01302 
new     directions    in    development    assistance, 

00474 
trade,  meat  imports,  agreement,  03326 
Guayanilla,  Puerto  Rico: 

marine  casualty  report,  01487 
Guernsey  cattle,  see  Cattle. 
Guernsey  County,  Ohio: 
floods  in  vicinity  of  Cambridge  &   Byesville, 
09268 
Guerrilla  warfare: 

guerrilla  warfare  in  Latin  America,  01704 
Guidance: 

effects  of  accession  quality  on  TOPCAP  ob- 
jective force  structure,  04751 
upward    mobility    career    counseling,    self-in- 
structional   text    for    first-line    managers, 
00221 
Guidance  systems: 

Apollo  experience  report,  guidance  and  control 
systems,      lunar     module     mission     pro- 
grammer, 06242 
booster  rocket  guidance  system,  USSR  study, 

07892 
four-dimensional  guidance  algorithms  for  air- 
craft  in   air   traffic    control    environment, 
06229 
Guin,  Ala.: 

flood-prone  areas,  12406 
Guinea: 
agricultural    commodities,    agreement,    03146, 

03162,  03229 
area  handbook  for  Guinea,  06576 
see  also  Equatorial  Guinea. 
Gulf  Coast: 

light  list,  Atlantic  and  Gulf  Coast  and  Antilles, 

10612 
shrimp  data,  03984,  12952 
shrimp  data,  annual  summary,  10221 
West  Gulf  Coastal  Plain,  pine  nutrition,  12294 
West  Gulf,  slash  pine  site  index,  09720 
Gulf  of  Maine,  see  Maine,  Gulf  of. 
Gulf  of  Mexico,  see  Mexico,  Gulf  of. 
Gulf  of  St.  Lawrence,  see  Saint  Lawrence,  Gulf 

of. 
Gulf  Stream: 

gulf  stream,  03985 
Gulpha  Creek: 

flood  plain  information,  05639 
Gunite: 

polymer  shotcrete,  initial  development,  10276 
shotcrete,  investigation,  09306 
Guns: 

guns    and    related    components,    Federal    item 
identification  guide,  11760 
Gusts,  see  Winds. 
Guthrie  County,  Iowa: 

soil  survey  report,  08378 
Gutierrez,  Melissa  C: 

relief,  04871 
Gutierrez,  Milagros  C: 

relief,  04871 
Guyana: 

background  notes,  13110 
Gypsum: 

fluoride  emissions  from  phosphoric  acid  plant 

gypsum  ponds,  05707 
mineral  industry  surveys,  03986 
see  also  Plaster  boards. 
Gypsy  moths: 

radiographing  puparia  of  tachinid  parasites  of 
gypsy  moth,  and  application  in  parasite- 
release  programs,  09649 


relationship    between    overstory     composition 
and  gypsy  moth  egg-mass  density,  09648 
Gyroscopes: 

gyroscopic   systems  and  instruments  of  preci- 
sion mechanics,  USSR  study,  07914 

probability     methods     in     applied     theory     of 
gyroscopes,  USSR  study,  02821 

H 

Hackberry  Creek: 

flood  plain  information,  Cottonwood  Branch, 
Dallas  County,  Tex.,  05631 
Hafnium: 

effects  of  carbon  and  hafnium  concentrations 
in  wrought  powder-metallurgy  superalloys 
based  on  NASA  2B-11  alloy,  08173 
mineral  industry  surveys,  08113 
minerals  yearbook  chapter,  06125 
Hafnium  carbide: 

compositional  effects  on  mechanical  properties 
of   hafnium    carbide    strengthened   molyb- 
denum alloys,  06210 
Hair,  see  Wigs. 
Haiti: 

background  notes,  08400 

economic    trends    and    their    implications    for 

United  States,  12546 
human  rights  - 

hearings,  1 1127 
trade    in    cotton    textiles,    agreement,    03181, 
03221 
Halfway  houses: 

Federal  guidance  needed  if  halfway  houses  are 
to  be  viable  alternative  to  prison,  GAO  re- 
port, 09740 
reference  data  on  halfway  houses  for  mentally 
ill  and  alcoholics,  03035 
Hall,  Asaph  H.: 
nomination - 
hearings,  07230 
Halocarbons: 

halocarbons  and  ozone  depletion  in  upper  at- 
mosphere- 
hearings,  02100 
Halogens: 

formation  of  halogenated  organics  by  chlorina- 
tion  of  water  supplies,  09370 
Ham: 

warehousing    frozen    pork    bellies    and    hams, 
08514 
Hammers: 

fact  sheet,  09123 
Hampton  National  Historic  Site: 

general  information,  08294 
Hanceville,  Ala.: 

flood-prone  areas,  12407 
Hand  grenades,  see  Grenades. 
Hand  tools: 

hand      tools,      powered      and      non-powered, 
Federal   item    identification   guide,   00791, 
11836-7 
Handcuffs: 

metallic  handcuffs,  12623 
Handicapped: 

barrier  free  site  design,  05906 
barrier-free    environment,    resolution    of    sup- 
port- 
report,  00561 
day  on  wheels,  1  3059 
education  for  all  handicapped  children- 
hearings,  02309 
law,  01877 
report,  00567,  06849,  07113 
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employment  opportunities  in  Federal  Govern- 
ment for  physically  handicapped,  GAO  re- 
port, 09734 

equalizing  the  handicap,  guide  to  regulating  of 
affirmative  action  requirements  of  Reha- 
bilitation act,  03091 

guide  to  sheltered  workshop  certification, 
13245 

guidebooks  for  handicapped  travelers,  list, 
01515 

handicapped  children  in  Head  Start  programs, 
00197 

housing  for  elderly  or  handicapped  program, 
impoundment  of  budget  authority,  11274 

outstanding  handicapped  Federal  employee 
1973  award  program,  08671 

outstanding  handicapped  Federal  employees 
for  1974  award  program,  00215 

performance,  (periodical),  04349 

poison  prevention  packaging,  alternatives  for 
older  consumers  and  handicapped,  11640 

prevalence  of  selected  impairments,  United 
States,  1971,  06308 

programs  for  the  handicapped  (periodical), 
04428 

selective  placement  in  Federal  civil  service 
employment  of  physically  handicapped, 
handbook,  01799 

special  education  careers,  programs  for  profes- 
sional training  in  special  education,  09220 

transportation  for  handicapped,  selected 
references,  08445 

Wagner  O'Day  act  amendments- 
law,  08727 

Wagner-O'Day  act,  amend - 
report,  08773 
Handkerchiefs: 

bands,  neckwear,  and  handkerchiefs,  Federal 
item  identification  guide,  11820 
Handling  equipment: 

weight-handling  equipment  and   service  craft, 
03069 
Handling  qualities,  see  Controllability. 
Handw  heels: 

handcranks    and    handwheels,     Federal    item 
identification  guide,  02368 
Hanford  Reservation,  Richland  Wash.: 

final  environmental  statement,  waste  manage- 
ment   operations,    Hanford    Reservation, 
Richland,  Wash.,  07495 
Hangers,  see  Pipe  hangers. 
Hanover  County,  Va.: 

floods  on  Pamunkey  River,  00886 
Hansen,  Morella: 

background    information    on    Committee    on 
Foreign  Relations,  U.S.  Senate,  05479 
Harbors: 

Los  Angeles  and  Long  Beach  harbors  model 
study,  observations  of  ship  mooring  and 
movement,  09313 

shoaling,  remedial  plans  for  prevention.  Port 
Orford,  Ore.,  hydraulic  model  investiga- 
tion, 09308 

waterborne  commerce  of  United  States,  calen- 
dar year  1973,  waterways  and  harbors, 
Great  Lakes,  02441 

waterborne  commerce  of  United  States,  calen- 
dar year  1973,  waterways  and  harbors, 
Gulf  Coast,  Mississippi  River  system,  and 
Antilles,  02440 

waterborne  commerce  of  United  States,  calen- 
dar year  1973,  waterways  and  harbors, 
Pacific  Coast,  Alaska,  and  Hawaii,  02442 

see  also  Ports. 


Hard  wheat,  see  Wheat. 
Harden,  Howard  D.: 
relief,  10816,  11319 
Hardware: 

clamps,     Federal     item     identification    guide, 

09154 
hardware,  bands,  straps,  strapping,  and  com- 
ponents. Federal  item  identification  guide, 
07391,  11853-5 
hardware,  clamps,  Federal  item  identification 

guide,  11856 
hardware,    protective    devices,    Federal    item 

identification  guide,  11852 
miscellaneous  hardware,  Federal  item  identifi- 
cation guide,  00794 
seats,  shims  and  spacers,  Federal  item  identifi- 
cation guide,  09140 
ship    and    marine    equipment    and    hardware, 
Federal   item   identification   guide,   07379, 
11828 
Hardwoods: 

better  use  of  hardwoods,  02597 
influence     of     residual      stand      density     on 
regeneration      of      northern      hardwoods, 
01072 
mechanical  properties  of  23  species  of  eastern 

hardwoods,  02610 
Mississippi    River    flood's    impact    on    natural 

hardwood  forests  and  plantations,  05843 
weight/volume    ratios    for    Appalachian    hard- 
woods, 01058 
Harlan  County,  Nebr.: 

soil  survey  report,  13097 
Harmon,  Hubert  R.: 

memorial  lectures  in  military  history,  04750 
Haro,  Maria  G.: 

relief,  10827,  11321 
Harold  D.  Roberts  Tunnel,  Colo.: 

general  geology,  02673 
Harpeth  River  and  Valley: 

floods,  mouth  to  Franklin,  Tenn.,  00885 
Harris  Fork  Creek: 
engineers  report- 
departmental  edition,  07532 
document  edition,  06770 
Harris,  Thomas  E.: 
nomination - 
hearings,  05550 
Harry  S.  Truman  Library: 

historical  materials,  list,  01369 
Harry  S.  Truman  Scholarship  Foundation: 
establish - 

hearings,  02043 
Hartford,  Conn.: 

mortgage  money,  who  gets  it?  case  study  in 
mortgage  lending  discrimination,  04836 
Harvesting: 

Christmas   tree   harvesting  and   marketing  for 

Pacific  Northwest  growers,  12303 
cotton  stripper  with  air-belt  conveyors  for  har- 
vesting variable  row-width  research  plots, 
08542 
Fair   labor    standards    act,    limited    waiver   of 
child  labor  provisions  with  respect  to  cer- 
tain agricultural  hand  harvest  laborers - 
hearings,  06943 
proposed    harvesting   guides    based    upon    en- 
vironmental      classification       in       South 
Umpqua  basin  of  Oregon,  01062 
soybean  harvesting,  08512 
Harvesting  machinery: 

citrus  fruit  appearance,  weight  loss,  and  inter- 
nal condition  inferences  for  mechanical 
harvesting,  08545 
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Harwood,  Susan  R.: 

relief,  10859 
Hatch  act,  see  Politics. 
Hatcheries,  see  Fish  and  fisheries. 
Hathaway,  Stanley  K.: 
nomination - 
hearings,  05503 
Hats: 
development    of    criteria    for    industrial    and 
firefighters'      head      protective      devices, 
06334 
Havasu  National  Wildlife  Refuge: 

mammals,  09593 
Hawaii: 
adaptability   of  tree   species   to   hydrol  humic 

latosol  soils  in  Hawaii,  09667 
air    pollutant    emissions    from    burning    sugar 

cane  and  pineapple  residues,  00892 
black  twig  borer,  tree  killer  in  Hawaii,  09694 
census  - 

retail  trade,  area  statistics,  08619 

selected    service    industries,    area    statistics, 

08624 
wholesale  trade,  area  statistics,  08632 
census  of  retail  trade,  major  retail  centers  in 
standard     metropolitan     statistical    areas, 
06606 
coast  pilot,  06368 
county  business  patterns,  10549 
criminal  justice  agencies,  05954 
decline  of  ohia  lehua  forests,  09622 
direct  sedding  trials  of  3  major  timber  species 

in  Hawaii,  09666 
durability  test  of  wood  posts,  09682 
effects  of  spacing  on  loblolly  pine  in  Hawaii 

after  11  years,  12323 
forest  products  harvested  in  Hawaii,  09670 
frond     development     and     stem     growth     of 

treefern,  09668 
growth  response  of  thinned  tropical  ash  stand 

after  5  years,  09660 
hearings,  02262 

invasion  and  recovery  of  vegetation  after  vol- 
canic eruption  in  Hawaii,  03058 
lumber  potential  of   12-year-old   saligna  euca- 
lyptus trees  in  Hawaii,  09704 
natural    durability    of    some    woods    used    in 
Hawaii,  results  of  9-1/2  years'  exposure, 
09708 
paintability  of  four  woods,  09689 
population  estimates,  counties         and 

metropolitan  areas,  04829 
population,   1973,  and  1972  per  capita  income 

estimates  for  counties,  04815 
precipitation  data,  hourly,  04010 
problems  of  elderly - 

hearings,  11037-8 
questionable    aspects    of    military's    study    of 

land  needs  in  Hawaii,  GAO  report,  07771 
shipping    between    Hawaii,    Guam,    American 
Samoa,    or    Trust    Territory    of    Pacific 
Islands  and  West  Coast,  prevent  interrup- 
tion, 02262- 
hearings,  02071 
structure    and    origin    of    Koae    fault    system, 

Kilauea  Volcano,  12427 
survival    of    tropical    ash    planted    in    tordon- 

treated  soils,  09685 
transfer  of  railway  equipment  to  National  Rail- 
way Historical  Society - 
hearings,  11112 
unemployment   among  agricultural  workers  in 
Hawaii,  investigation,  05167 


waterborne  commerce  of  United  States,  calen- 
dar   year    1973,    waterways    and    harbors, 

Pacific  Coast,  Alaska,  and  Hawaii,  02442 
Hawaii  and  Pacific: 

climatological  data,  03527 
Hawaii  Volcanoes  National  Park: 

proposed    master    plan,    final    environmental 

statement,  07867 
Hawaii  Volcanoes  Wilderness: 

proposal,  00283 
Hawk  missiles,  see  Missiles. 
Hayden,  Colo.: 

proposed    Hayden-Ault    345-K.V    transmission 

line  and  Ault  substation,  Colorado  River 

storage  project,  05929 
Hazara,  Pakistan: 

geology    of    southern    Himalaya    in    Hazara, 

Pakistan  and  adjacent  areas,  12423 
Hazardous  articles: 

banned  products,  CPSC  list,  11623 
Hazardous  occupations,  see  Occupations. 
Hazardous  substances: 

CHRIS  hazardous  chemical  data,  10609 
degradation   mechanisms,   controlling  bioaccu- 

mulation  of  hazardous  materials,  12057 
evaluation  of  hazardous  wastes  emplacement 

in  mined  openings,  12029 
evaluation  of  the  hazard  of  bulk  water  trans- 
portation of  industrial  chemicals,  01819 
Federal    pesticide    registration    program,    is    it 

protecting    the    public    and    environment 

adequately  from  pesticide  hazards,  GAO 

report,  07820 
fifth  annual  report  of  Secretary  of  Transporta- 
tion on  hazardous  materials  control,  13196 
Hazardous       materials       transportation       act, 

amend - 
report,  02174 
Hazardous     materials     transportation     control 

act,  amend  - 
hearings,  11141 

report,  05369,  06821,  08815,  08834 
hazardous     waste     management     facilities    in 

U.S.,  05761 
job  health  hazards  series,  03081 
manual  for  safe  handling  of  inflammable  and 

combustible    liquids   and   other  hazardous 

products,  10615 
methods  of  determining  harmful  substances  in 

air,  USSR  study,  02823 
oil  spills  and  spills  of  hazardous   substances 

08508,  13250 
potentially   hazardous   emissions   from   extrac 

tion  and  processing  of  coal  and  oil,  09398 
repurchase   of  banned   hazardous    substances 

fact  sheet,  09092 
substantial  product  hazards,  sec.    15  of  Con 

sumer  product  safety  act,  05566 
transportation     of    dangerous     articles,     etc. 

Federal  aviation  regulations,  03826 
transportation  of  hazardous  materials  by  air- 
hearings,  11113 
Hazards: 

controlling  radiation  hazard  from  uranium  mill 

tailings,  GAO  report,  12369 
debris  hazard  control  and  cleanup,  03026 
evaluation    and    control    of    radon    daughter 

hazards  in  uranium  mines,  08241 
flood    hazard    analyses,    Plum    Creek,    Stark 

County,  Ohio,  10283 
hazard   analysis   of  injuries   relating  to  cribs, 

11636 
hazard  analysis  of  television  sets,  00710 
hazard  analysis,  injuries  associated  with  airless 

paint  sprayers,  11637 
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hazard-detecting  instruments  and  apparatus, 
Federal  item  identification  guide,  11776 

hazardous  emission  characterization  of  utility 
boilers,  12055 

hazards  of  flammable  liquids,  05562 

parametric  studies  with  atmospheric  diffusion 
model  that  assesses  toxic  fuel  hazards  due 
to  ground  clouds  generated  by  rocket 
launches,  06231 

substantial  hazards,  sec.  15  of  Consumer 
product  safety  act,  fact  sheet,  09093 

target  industries,  profiles  of  5  hazardous  occu- 
pations, 01506 
Head: 

structure  and  innervation  of  nasolabial  region 
in    certain     mammals     and     man,     USSR 
study,  07923 
Head  Start  Project,  see  Children. 
Headgear: 

development  of  criteria  for  industrial  and 
firefighters'  head  protective  devices, 
06334 

Federal  item  identification  guide,  05581 
Headsets: 

Federal  item  identification  guide,  11691 

headset,  electrical,  Federal  item  identification 
guide,  02356 
Headstart  program,  see  Children. 
Health: 

access  to  psychologists  and  optometrists  under 
Federal  health  benefits  program - 
report,  05007 

ACIR  State  legislative  program,  06510 

activities  of  International  Development  Agen- 
cy, report,  12577 

acts  within  jurisdiction  of  Committee  on  In- 
terstate and  Foreign  Commerce,  compila- 
tion, 00486 

alcohol  health  and  research  world,  03428 

animal  health  research  funding - 
veto,  04950 

annotated  guide  to  Williams-Steiger  occupa- 
tional safety  and  health  act  of  1970,  01497 

barriers  to  health  care   for  older  Americans, 
09026- 
hearings,  09025,  09027,  1 1449 

bathing  water  quality  and  health,  Great  Lakes, 
10244 

bibliography  of  epidemiology,  preventive 
medicine,  and  public  health,  06359 

biochemical  profiles  of  submariners,  longitu- 
dinal health  study,  08001 

BRH  technical  information  accession  bulletin, 
03472 

CDC  veterinary  public  health  notes,  03502 

China  health  studies,  05947 

China,  public  health  care,  1973- 
hearings,  11597 

code  of  Federal  regulations,  02552 

construction  safety  and  health  regulations, 
01501 

current  bibliography  of  epidemiology,  03629 

directory  of  on-going  research  in  smoking  and 
health,  06635 

discursive  dictionary  of  health  care,  11149 

documents  related  to  health  manpower 
planning,  bibliography,  02712 

effect  of  remuneration  upon  response  in  health 
and  nutrition  examination  survey,  study, 
01395 

effects  of  task  delegation  on  requirements  for 
selected  health  manpower  categories, 
05901 


environmental  health  effects  research  series, 
02457,  09369-72,  12017-20 

environmental  health  perspectives,  03783 

environmental  health  series,  water  supply  and 
pollution  control,  10250-1 

environmental  quality  as  it  relates  to  health, 
selected  references,  04507 

family  out-of-pocket  health  expenses,  12910 

Federal  agency  occupational  safety  and  health 
programming,  08330 

Federal  health  policies  in  rural  areas - 
hearings,  00446 

Federal  investigations  into  certain  health, 
safety,  quality  control,  and  criminal  al- 
legations at  Kerr-McGee  Nuclear  Cor- 
poration, GAO  report,  12370 

films  and  filmstrips  on  occupational  safety  and 
health,  06333 

fluorocarbons,  impact  on  health  and  environ- 
ment- 
hearings,  05201 

Forest  Service  health  and  safety  code,  02600 

fostering  growing  need  to  learn,  monographs 
and  annotated  bibliography  on  health  man- 
power, 05899 

health  and  regulatory  inspectors  employment 
outlook,  09971 

health  attitudes  and  behavior  of  youths  12-17 
years,  08221 

health  care  screening  and  developmental  as- 
sessment, 06344 

health  consequences  for  sulfur  oxides,  errata, 
09371 

health  effects  of  environmental  pollution, 
12064 

Health  manpower  act- 
report,  05101 

health  planning,  weekly  Government  abstracts, 
04703 

health  resources  news,  03991 

health  resources  statistics,  health  manpower 
and  health  facilities,  01393 

health    revenue    sharing    and    Health    services 
act- 
report,  01958,  05097 

health  service  programs - 
hearings,  11144 

health  services  in  rural  America,  10385 

health,  education,  and  welfare,  income  securi- 
ty, social  services,  conference  on  infla- 
tion, 01512 

hearings,  09026 

how  States  plan  for  and  use  Federal  formula 
grant  funds  to  provide  health  services, 
GAO  report,  07794 

Indian  health  care  improvement  act- 
hearings,  02058,  05502 

information  on  unresolved  audit  exceptions 
with  Federal  employees  health  benefit  car- 
riers, GAO  report,  07710 

job  health  hazards  series,  03081 

job  safety  &  health,  04098 

longitudinal  health  study,  visual  characteristics 
of  750  submariners,  06077 

longshoring  industry,  OSHA  safety  and  health 
standards,  01498 

management  of  civilian  health  and  medical 
program  of  uniformed  services  needs  im- 
provement, GAO  report,  01100 

manpower- 
hearings,  05532 

Maritime  employment,  safety  and  health  regu- 
lations, 06447 

metal  and  nonmetal  mine  health  and  safety 
standards  and  regulations,  guide,  12757 
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monographs  and  data  for  health  resources 
planning  series,  02712 

National  health  education  and  disease  preven- 
tion act- 
hearings,  1 1 145 

national  health  expenditures,  01564 

National      health      planning      and      resources 
development  act- 
report,  01952 
text  and  summary  of  legislation,  09059 

National  health  policy,  planning,  and  resources 
development  act- 
report,  10896 

national  health  related  items  code  directory, 
02590 

national  power  survey,  power  generation,  con- 
servation, health,  and  fuel  supply,  12199 

neighborhood  health  centers,  summary  of  pro- 
ject data,  04279 

news  of  cooperative  health  statistics  system, 
04291 

Nurse  training  and  health  revenue  sharing  and 
health  services  act- 
report,  05399 
veto  message,  00540 

nutrition  and  health,  national  policy  study  - 
hearings,  00696 

nutrition  and  health,  with  an  evaluation  of 
nutritional  surveillance,  07305 

occupational  health  experience  with  uranium, 
conference,  07488 

occupational  health  services  for  civilian  em- 
ployees, FPM  supplement,  03872 

Occupational  safety  and  health  act,  amend - 
hearings,  05536,  07299 
report,  00615,  06843 

Occupational  safety  and  health  act,  effects  of 
administration  on  small  business- 
hearings,  07041 

occupational  safety  and  health  effects  as- 
sociated with  reduced  levels  of  illumina- 
tion, proceedings  of  symposium,  06335 

occupational  safety  and  health  regulations  and 
procedures,  04313 

occupational  safety  and  health  regulations 
OSHA  series,  01501,  06447 

occupational  safety  and  health  statistics,  con- 
cepts and  methods,  02861 

occupational  safety  and  health,  general  indus- 
try standards  and  interpretations,  01500, 
08331 

occupational  safety  and  health,  manual,  12073 

occupational  safety  and  health,  maritime  stan- 
dards and  interpretations,  08332 

OSHA  safety  and  health  standards  digest, 
01502,  06445,  06450,  13024 

pesticides  abstracts,  04351 

physical  factors  of  production  environment 
and  their  effect  on  health  of  workers, 
USSR  study,  12607 

preliminary  findings  of  first  health  and  nutri- 
tion examination  survey,  06309 

principles  and  practices  of  occupational  safety 
and  health,  student  manual,  06451 

private  foundation  support  of  health  research 
and  development,  08249 

program  in  health  services  research,  01391 

programmed  instruction  course,  principles  and 
practices  of  occupational  safety  and 
health,  administrator's  manual,  01503 

programmed  instruction  course,  principles  and 
practices  of  occupational  safety  and 
health,  student  manual,  01504 


protein  supplement  health  hazards  and  market- 
ing deceptions,  02574 

public  health  - 
laws,  consolidate  and  revise,  law,  08724 

public  health  reports  (periodical),  04435 

Public  Health  Service  act,  amend - 
law,  08723,  08725 

radiation  control  for  health  and  safety  act, 
consumer  protection,  03102 

Radiation  health  and  safety  act- 
hearings,  II 148 

recordkeeping  and  reporting  guidelines  for 
Federal  agencies  under  Williams  Steiger 
occupational  safety  and  health  act  of  1970, 
01505 

resources  for  health  R&D  report,  03040, 
08249 

restoration  of  health  benefits  coverage  when 
survivor  annuity  is  restored- 
hearings,  11187 

safety,  occupational  health,  and  fire  protection 
bulletin,  VA,  04486 

selected  vital  and  health  statistics  in  poverty 
and  nonpoverty  areas  of  19  large  cities, 
08225 

self-reported  health  behavior  and  attitudes  of 
youths  12-17  years,  06310 

services,  research  and  development  programs, 
revise - 
law,  08724 

smoking  and  health  bulletin,  04519 

social  and  health  indicators  system  — 
Atlanta,  Ga.,  08640 

Soviet  public  health  (USSR  periodical),  04531 

surface  mine  fatalities,  health  and  safety  re- 
port reference  for  supervisors,  12752 

syncrisis,  dynamics  of  health,  analytic  series 
on  interactions  of  health  and 
socioeconomic  development,  01120, 
07850,  12459 

troubled  family  in  river  city,  study  of  ways  in 
which  families  with  mental  health 
problems  were  served  by  community 
agencies,  01429 

vital  and  health  statistics  series,  current  listing 
and  topical  index,  01392,  06306 

vital  and  health  statistics,  data  evaluation  and 
methods  research,  01395,  08217-8,  12909 

vital  and  health  statistics,  data  from  national 
health  survey.  01396-8,  06308,  06310, 
08219-24,  10193-7,  12910-3 

vital  and  health  statistics,  data  from  national 
vital  statistics  system,  06311,  08225 

voluntary  health  agency  support  of  health 
research  and  development,  03040 

worker  protection  must  be  insured  when  em- 
ployers request  permission  to  deviate 
from  safety  and  health  standards,  GAO 
report,  07795 

see  also  Medical  care. 
Health  care  institutions,  see  Health  centers. 
Health  centers: 

better  controls  needed  for  health  maintenance 
organizations  under  Medicaid  in  Califor- 
nia, GAO  report,  07691 

effectiveness  of  grant  programs  aimed  at 
developing  health  maintenance  organiza- 
tions and  community  health  networks, 
GAO  report,  02659 

health  care  resources  in  Veterans'  Administra- 
tion, 05555 

health  maintenance  organization  amendments- 
hearings,  00485 

health  resources  statistics,  health  manpower 
and  health  facilities,  01393 
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innovative  alternatives  to  institutionalization  in 
health  care  institutions - 
hearings,  00445 
medicare,  participating  health  facilities,  06468 
National      health      planning      and      resources 
development  act- 
text  and  summary  of  legislation,  09059 
National  labor   relations   act  jurisdiction   over 

health  care  institutions,  12946 
need    to    more    consistently    reimburse    health 
facilities    under   Medicare    and    Medicaid, 
GAO  report,  07721 
neighborhood  health  centers,  summary  of  pro- 
ject data,  04279 
""    problems  and  issues  in  health  care  organiza- 
tion, delivery,  and  financing,  02120 
youth  health  center,  01576 
Health    Education    and    Promotion    Center,    see 
Center  for  Health  Education  and  Promotion. 
Health  insurance: 
Chairman      Rostenkowski's      suggested      bill 
providing  health  insurance  to  unemployed, 
05254 
coverage  of  unemployed,  basic  facts,  05273 
digest  of  selected  health  and  insurance  plans, 

03746 
Federal   employees   and    health    benefits    pro- 
gram, enrollment  and  utilization  of  health 
services,  04853 
Federal  employees  health  benefits  program,  in- 
crease Government  contributions - 
hearings,  02089 
Federal    employees    health    benefits    program, 
oversight- 
hearings,  02091 
Federal  employees,  Federal  personnel  manual, 

supp.,  03875 
getting  ready  for  national  health  insurance,  un- 
necessary surgery - 
hearings,  00484 
health  insurance  and  unemployed - 

hearings,  05476 
health  insurance  and  unemployed,  background 

information,  05475 
health  insurance  for  unemployed - 

hearings,  05206 
health  insurance  statistics,  HI  series,  06468-71 
hearings  on  national  health  insurance,  00520-2 
improving  administration  of  uniform  plan,  for 
Federal  employees  retired  before  July   1 , 
1960,  GAO  review,  09746 
medicare,  health  insurance  for  the  aged,  par- 
ticipating providers,  06472 
mental      health      benefits      utilization      under 
Federal  employees'  program - 
hearings,  11 175 
national  health  insurance - 

hearings,  00518,  02118 
national   health   insurance   hearings,   summary 
of  testimony  and  questions  and  answers, 
05275 
national  health  insurance  proposals,  01563 
national  health   insurance,   shortchanging  chil- 
dren- 
hearings,  02074 
panel  discussions  on  national  health  insurance, 

02120 
public   hearings   on  national  health  insurance, 

02124-6,  07054-6,  11228-30 
social  security  rulings,  04523 
unemployment  and  sickness  benefits  for  rail- 
road workers,  08341 


unresolved    audit    exceptions    of    Blue    Cross- 
Blue  Shield - 
hearings,  05229 
USHBP,    uniformed    services    health    benefits 

program,  including  CHAMPUS,  06569 
see    also    Old-age,    survivors,    disability,    and 
health  insurance. 
Health    maintenance    organizations,    see    Health 

centers. 
Health  personnel,  see  Medical  personnel. 
Health  professionals,  see  Medical  personnel. 
Health  professions,  see  Medical  personnel. 
Health  Resources  Administration: 
health  resources  news,  03991 
HRA   scientific    colloquium    series,    summary, 

01121 
public  advisory  committees  authority  structure 
functions  roster,  04051 
Health  Resources  Development  Bureau: 

monographs    and    data    for    health    resources 
planning  series,  02712 
Health  Services  Administration: 
appropriations,  1975- 

report,  05033 
public  advisory  committees  authority  structure 
functions  roster,  04051 
Health  technicians,  see  Social  health  technicians. 
Health,  Education,  and  Welfare  Department: 
appropriations,  1976,  education - 

report,  02191 
appropriations,  1974,  decrease- 
proposal,  08921 
appropriations,  1975- 

amendment,  proposal,  05284 
amendment,  request,  05287 
hearings,  05430-2 
law,  06707,  10674 
report,  05064,  06860,  08835,  10889 
supplemental,  proposal,  01920 
veto  message,  10804 
appropriations,  1975,  amend - 

proposal,  04936 
appropriations,  1975,  supplemental - 

hearings,  05429 
appropriations,  1976- 

amendment,  proposal,  11272 
hearings,  02242-4,  05116-7,  08852 
assessing    Federal    program    for   strengthening 
developing    institutions    of   higher    educa- 
tion, GAO  report,  01101 
assessment  of  reading  activities  funded  under 
Federal  program  of  aid  for  educationally 
deprived  children,  GAO  report,  07797 
assessment    of    work    incentive    program    in 

Washington  State,  GAO  report,  07688 
Assistant  Secretary  for  Education,  nomination 
of  Virginia  Y.  Trotter- 
hearings,  11599 
better  controls  needed  for  health  maintenance 
organizations   under  Medicaid   in  Califor- 
nia, GAO  report,  07691 
budget  rescissions  and  deferrals,  1975- 

hearings,  09032 
charges  against  National  Accreditation  Council 
for     Agencies     Serving     the     Blind     and 
Visually  Handicapped,  GAO  report,  12342 
DHEW    obligations    to    institutions    of    higher 
education    and    other    nonprofit   organiza- 
tions, 01119,  05898 
document,  05287 

effectiveness  of  grant  programs  aimed  at 
developing  health  maintenance  organiza- 
tions and  community  health  networks, 
GAO  report,  02659 
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examination  of  grants  awarded  to  Berkeley 
Unified  School  District  and  to  Bilingual 
Children's  Television,  Inc.,  GAO  report, 
07699 

excluding  substandard  canned  pineapple  from 
United  States,  GAO  report,  07784 

extending  effective  date  of  Food  and  Drug  Ad- 
ministration's diagnostic  X-ray  equipment 
standard.  GAO  report.  07701 

facilities  operations  and  maintenance,  pollution 
abatement,  air  pollution  projects  at 
DHEW-owned  sites,  02704 

federal  support  for  restaurant  sanitation  found 
largely  ineffective,  GAO  report,  02660 

Follow  Through,  lessons  learned  from  its 
evaluation  and  need  to  improve  its  ad- 
ministration, GAO  report,  02658 

Food  and  Drug  Administration's  investigation 
of  defective  cardiac  pacemakers  recalled 
by  General  Electric  Company,  GAO  re- 
port, 07791 

food  labels,  do  they  tell  enough?,  summary  of 
report  to  Congress,  GAO  report,  07782 

foreign  assistance  appropriations,  1976- 
hearings,  07197 

from  welfare  to  self-sufficiency,  assessment  of 
work  incentive  program  in  Wayne  Co., 
Mich.,  GAO  report,  07702 

grants  administration  manual,  03979 

HEW  now,  03994 

how  Federal  efforts  to  coordinate  programs  to 
mitigate  juvenile  delinquency  proved  inef- 
fective, GAO  report,  05857 

how  States  plan  for  and  use  Federal  formula 
grant  funds  to  provide  health  services, 
GAO  report,  07794 

how  to  do  business  with  DHEW,  09845 

implementation  of  Hill-Burton  act  amendments 
of  1970- 
hearings,  05534 

improvements  needed  in  Medicaid  program 
management,  GAO  report,  07792 

improvements  still  needed  in  coal  mine  dust- 
sampling  program  and  penalty  assess- 
ments and  collections,  GAO  report,  07824 

information  memorandum,  04070 

lengthy  delays  in  processing  of  overpayments 
under  part  A  of  Medicare  program  may 
result  in  losses  of  millions  of  dollars 
GAO  report,  07825 

need  for  more  uniform  application  of  presump 
tive  disability  provision  of  Supplemental 
Security  Income  program,  GAO  report 
12363 

need  for  regulating  food  salvage  industry  to 
prevent  sales  of  unwholesome  and  mis 
branded  foods  to  public,  GAO  report 
12362 

need  to  more  consistently  reimburse  health 
facilities  under  Medicare  and  Medicaid 
GAO  report,  07721 

outpatient  health  care  in  inner  cities,  its  users 
services  and  problems,  GAO  report,  05860 

press  releases  [HEW  news],  04392 

prevention  and  detection  of  fraud  and  program 
abuse,  HEW  procedures  and  resources- 
hearings,  06955 

problems  in  work  incentive  program  in  Los 
Angeles  and  San  Diego,  GAO  report, 
07783 

program  instruction,  04426 

program  regulation  guide,  04427 

release  of  funds,  00531 


review  of  preliminary  estimates  of  evacuation 
costs,  temporary  care,  and  resettlement 
costs  of  Vietnamese  and  Cambodian  refu- 
gees, GAO  report,  07767 

Secretary,      nomination      of      Forrest      David 
Mathews- 
hearings,  07235 

security  controls  for  methadone  distribution 
need  improving,  GAO  report,  07750 

selected  socio-economic  characteristics  of 
ethnic  minorities  based  on  1970  census, 
HEW  regional  data,  study,  09846 

slow  implementation  of  work  incentive  pro- 
gram, GAO  report,  07785 

substantial  improvements  needed  in  work  in- 
centive program,  Atlanta,  Ga.,  GAO  re- 
port, 07735 

syncrisis,  dynamics  of  health,  analytic  series 
on  interactions  of  health  and 
socioeconomic  development,  01120,  07850 

technical  handbook  for  facilities  engineering 
and  construction  manual,  02679-710 

this  is  HEW,  0271 1 

transfer  authority   and  appropriation  language 
change,  11259 
Hearing: 

early  auditory  studies,  activities  in  psychology 
laboratories  of  American  universities, 
01560 

hearing  sensitivity  and  related  medical  findings 
among  youths  12-17  years,  08222 

hearing  threshold  shifts  to  high  frequency 
tonal  pulses,  10064 

morphofunctional  features  of  hearing  organ  in 
terrestrial,  semiaquatic,  and  aquatic  mam- 
mals, USSR  study,  12596 

persons  with  impaired  hearing,  08219 

poorer  ear  contribution  to  binaural  intelligibili- 
ty. 10055 

role  of  vision  and  audition  in  truck  and  bus 
driving,  01329 
Hearing  aids: 

problems  of  hearing  aid  industry - 
hearings,  11617 
Heart: 

fact  sheet,  extras y stoles,  06326 

Food  and  Drug  Administration's  investigation 
of  defective  cardiac  pacemakers  recalled 
by  General  Electric  Company,  GAO  re- 
port, 07791 

National  biomedical  heart,  lung,  blood,  blood 
vessel,  and  research  training  act- 
report,  07130,  10947 

see  also  Artificial  heart. 
Heart  diseases: 

cardiopathy  of  aging,  symposium,  03371 

factors  affecting  rehabilitation  after  myocardi- 
al infarct,  USSR  study.  02825 
Heat: 

comparison  of  measured  and  computer-pre- 
dicted thermal  performance  of  4  bedroom 
wood-frame  townhouse,  06272 

heat  and  water  vapor  flux  in  conifer  forest 
litter  and  duff.  02641 

process  for  cleaning  and  removal  of  sulfur 
compounds  from  low  Btu  gases,  01814 

single-reading   heat   stress   instrument,   evalua- 
tion, 12935 
Heat  capacities: 

low -temperature   heat  capacities   of  sphalerite 
and  wurtzite,  12723 
Heat  flux,  see  Heat  transfer. 
Heat  pipes,  see  Pipe  and  pipe  fittings. 
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Heat  pumps: 

facilities        operations        and        maintenance, 
buildings      and      structures,      mechanical, 
02689 
Heat  sinks: 

analysis  and  conceptual  of  practical  ice-water 
heat  sinks,  05612 

annular  flow  ice-water  model  heat  sink,  07520 

ice    heat    sink    concepts,    experimental    study, 
11975 
Heat  transfer: 

acoustical  and  thermal  performance  of  exterior 
residential  walls,  doors,  and  windows, 
01373 

curve  fits  of  predicted  inviscid  stagnation- 
point  radiative  heating  rates,  cooling  fac- 
tors, and  shock  standoff  distances  for 
hyperbolic  earth  entry,  10143 

effect  of  heated  water  on  temperature  and 
evaporation  of  Hyco  Lake,  N.C.,  09834 

heat  transfer  and  flow  friction  performance  of 
heated  perforated  flat  plates,  09458 

heat  transfer  and  thermodynamics,  06192 

heat  transfer  characteristics  of  bubble-induced 
water  jet  impinging  on  ice  surface,  11974 

heat  transfer  in  atmosphere,  12848 

interference  heating  from  interactions  of  shock 
waves  with  turbulent  boundary  layers  at 
Mach  6,  10149 

laminar  separated  flows  downstream  of  rear- 
ward-facing steps  with  and  without  mass 
suction,  10129 

similarity  constraints  in  testing  of  cooled  en- 
gine parts,  10166 

simplified  analytical  solution  for  thermal 
response  of  one-dimensional  steady-state 
transpiration  cooling  system  in  radiative 
and  convective  environment,  08181 

thermal  conductance  of  and  heat  generation  in 
tire-pavement  interface  and  effect  on  air- 
craft braking,  08165 

thermal  conductivity  and  electrical  resistivity, 
standard  reference  materials,  06279 

turbulent  boundary  layer  on  full-coverage  film- 
cooled  surface,  experimental  heat  transfer 
study  with  normal  injection,  12774 

see  also  Thermal  radiation. 
Heaters: 

furnaces  and  space  heaters,  Federal  item 
identification  guide,  11670 

see    also    Electric    heaters-Gas    heaters-Water 
heaters. 
Heating: 

catalog  on  solar  energy  heating  and  cooling 
products,  00856 

demand  analysis  solar  heating  and  cooling  of 
buildings,  06399 

facilities  operations  and  maintenance, 
buildings  and  structures,  mechanical, 
space  heating,  02690 

heating  loads  in  old  residential  structures, 
evaluation,  12476 

home  heating  efficiency  act  of  1975- 
hearings,  05153 

interference  heating  from  interactions  of  shock 
waves  with  turbulent  boundary  layers  at 
Mach  6,  10149 

ion  plating  with  induction  heating  source, 
12796 

low-interest  loans  for  residential  solar  heating 
and  cooling  equipment  - 
hearings,  06925 

mean  flow  field  and  surface  heating  produced 
by  unequal  shock  interactions  at  hyper- 
sonic speeds,  08164 


national  program  for  solar  heating  and  cooling, 
residential  and  commercial  applications, 
02423 

outline  for  saving  energy,  lighting  and  ther- 
mostats in  commercial,  public,  and  indus- 
trial buildings,  07642 

plumbing,  heating  (except  electric)  and  air  con- 
ditioning, special  trade  contractors,  census 
of  construction  industries,  04803 

plumbing,  heating,  and  sanitation  equipment, 
Federal  item  identification  guide,  07361, 
11765 

reducing  surface  hot  shortness  of  copper-con- 
taining steels  using  silicon  additions  and 
controlled  reheating  conditions,  06130 

retrofitting  residence  for  solar  heating  and 
cooling,  01387 

solar  energy  school  heating  augmentation  ex- 
periment, 01476 

solar  heating  and  cooling  demonstration  pro- 
gram, residential  dwellings,  program  plan, 
05918 

solar   heating   and   cooling,    ERDA    authoriza- 
tion, 1976- 
hearings,  1 1205 

solar  heating  proof-of-concept  experiment  for 
public  school  building,  01477 

solar  water  heating  in  south  Florida,  06399 

surface  recession  characteristics  of  cryogenic 
insulation  subjected  to  arc-tunnel  heating, 
02956 

temporary  enclosures  and  heating  during  con- 
struction, 07517 

see  also  Aerodynamic  heating. 
Heating  apparatus  and  supplies: 

selected  heating  equipment,  00164 

welding  and  heat  treating  equipment,  Federal 
item  identification  guide,  00792 
Heating  elements,  see  Electric  heating  elements. 
Heating  mechanics,  see  Mechanics  (persons). 
Heavy  ions,  see  Ions. 
Heavy  metals,  see  Metals. 
Hedge  trimmers,  see  Trimmers. 
Hedonics: 

place-to-place  rent  comparisons  using  hedonic 
quality  adjustment  techniques,  05985 
Helicopters: 

Bell  205A-1  turbojet  helicopter  and  spray 
system  for  forest  application  of  insecti- 
cide, evaluation,  09657 

computer  program  for  determination  of 
acoustic  pressure  signature  of  helicopter 
rotors  due  to  blade  thickness,  12794 

design  and  preliminary  test  of  blade  tip  air 
mass  injection  system  for  vortex  modifi- 
cation and  possible  noise  reduction  on 
full-scale  helicopter  rotor,  08142 

development  of  advanced  anti-icing/deicing 
capability  for  U.S.  Army  helicopters, 
06585-6 

flight  investigation  of  manual  and  automatic 
VTOL  decelerating  instrument  approaches 
and  landings,  10127 

flight  test  of  Aerospatiale  SA-342  helicopter, 
00099 

for  logging,  characteristics,  operation  and 
safety  considerations,  12290 

investigation  of  accelerated  life  prediction 
techniques,  01747 

narcotic  drugs,  provision  of  helicopters  and  re- 
lated assistance,  agreement  with  Burma, 
03184 

narcotic  drugs,  provision  of  helicopters  and  re- 
lated assistance,  agreement  with  Jamaica, 
03247 
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narcotic  drugs,  provision  of  helicopters  and  re- 
lated assistance,  agreement  with  Mexico, 
03200-1.  03239,  03256 
rotary  wing  flight,  00078 

theory  of  noise  generation  from  moving  bodies 
with     application     to     helicopter     rotors, 
02995 
tiedown  and  bench  testing  of  grease-lubricated 
helicopter  tail  and  intermediate  gearboxes, 
04795 
unsteady  subsonic  and  transonic  potential  flow 
over  helicopter  rotor  blades,  06158 
Helium: 

incident     shock-wave     characteristics     in     air, 
argon,    carbon    dioxide,     and    helium     in 
shock   tube   with  unhealed   helium   driver, 
08166 
Helium  flow,  see  Flow. 
Hells  Canyon  National  Recreation  Area: 
establish - 
law,  06740 

report,  00432.  09018,  10962 
Helmets: 

riot  helmets,  05962 
Hematology,  see  Blood. 
Hemisphere,  Northern: 
daily  synoptic  weather  maps,  03715 
monthly  winter  snowline  variation  in  Northern 
Hemisphere  from  satellite  records,  01446 
Hemisphere,  Western: 

agricultural  production  excluding  United  States 

and  Cuba,  1963-72.  indices,  09202 
agricultural   situation   in   Western   Hemisphere, 
review  of  1974  and  outlook  for  1975,  1 1943 
Hemlock: 
mountain,   dispersal  of  seedcrop  on  clearcut, 
09651 
Hemlock  sawflies,  see  Flies. 
Hemostatics: 
hemostasis      and      thrombosis,      bibliography, 

03992 
hemostatic  alterations  following  severe  dysbar- 
ic  stress,  10059 
Hennepin  County,  Minn.: 
managing    intake    process    in    income    main- 
tenance, 10519 
Henniker,  N.H.: 

floods,  Contoocook  River  and  Beards  Brook, 
Hillsborough.  N.H.,  09273 
Henrico  County,  Va.: 

soil  survey  report,  08379 
Henry  County,  Mo.: 

soil  survey  report,  13098 
Henry  County,  Va.: 
floods,    Patrick    County,    Va.,    South    Mayo 

River  and  North  Fork,  00884 
floods,  Smith  River,  00882 
Heppner,  Oreg.: 

floods,  Hinton,  Shobe  &  Willow  Creeks,  09258 
Herbage: 

two-stage  stratified  sampling  to  estimate  herb- 
age yield,  09697 
wedgeleaf   ceanothus   canopy   does   not   affect 
total  herbage  yield,  05837 
Herbicides: 
broadcast  applications  of  herbicides  to  control 

scrub  oak  regrowth,  09683 
burning  trials  in  shrubby  vegetation  desiccated 

with  herbicides,  09672 
herbicidal    drift    control,    aerial    spray    equip- 
ment, formulations  and  supervision.  09616 
recovery   of   young  ponderosa   pines   damaged 
by  herbicide  spraying.  09678 


soil-applied  herbicides  for  control  of  red  oaks 
and  hickories  in  Boston  Mountains  of  Ar- 
kansas, 05844 
Heritage,  see  Tradition 
Herndon,  Lillie  E.: 
nomination  - 
hearings.  07230 
Heroin: 

impact  of  heroin  addiction  on  criminal  justice 
system - 
report,  05081 
Herring: 

fish  meal,  salmon,  bottom  fish,  clam,  oyster, 
sardine,  scallop,  herring,  and  abalone  seg- 
ment of  canned  and  preserved  fish  and 
seafood  processing  industry  point  source 
category,  07542 
Hessian  flies,  see  Flies. 
Heuristics: 

development      of      heuristic      procedures      to 
analyze  production-transportation 

problem,  00875 
HEW,  see  Health,  Education,  and  Welfare  De- 
partment. 
Heyman,  Barbara: 

relief,  10815.  1 1316 
Hickory: 

soil-applied  herbicides  for  control  of  red  oaks 
and  hickories  in  Boston  Mountains  of  Ar- 
kansas, 05844 
Hides  and  skins,  see  Leather,  hides,  and  skins. 
High  blood  pressure,  see  Blood  pressure. 
High  energy  physics,  see  Atomic  energy. 
High  Energy  Physics  Advisory  Panel: 

report  of  1975  subpanel  on  new  facilities,  07487 
High  frequency,  see  Frequency  band. 
High  Point.  N.C.: 

area  wage  survey,  01249 
High  School  News  Service: 
report  (periodical),  03995 
High  schools: 

experience  has  taught  us  about  racial  disputes 

in  high  school  and  colleges,  06673 
jobs     for    which     high     school     education     is 

generally  required,  07982 
national  longitudinal  study,  09215 
public  secondary  schools  enrollment  and  staff 

by  racial/ethnic  group,  directory,  09844 
schools   for  careers,  analysis  of  occupational 
courses   offered   by   secondary   and   post- 
secondary  schools,  06302,  12907 
statistics  of  public  elementary   and   secondary 

day  schools,  07451 
teachers,  employment  outlook,  09972 
High  speed  ground  transportation: 

fourth  report  on   High  speed  ground  transpor- 
tation act  of  1965,  13197 
High-school  students,  see  Students. 
Higher  education,  see  Colleges  and  universities. 
Highland,  Minn.: 

railroad    accident    investigation    summary    re- 
port, 01544 
Highway  bridges,  see  Bridges. 
Highway  construction,  see  Roads  and  highways. 
Highway  safety,  see  Safety  of  life 
Highways,  see  Roads  and  highways. 
Hijacking,  see  Air  piracy. 
Hill-Burton  program: 
Hill-Burton  act,  amend- 
hearings,  05534 
Hill,  Lister: 

scholarship  act- 
report,  00571 
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Hills,  Roderick  M.: 
nomination - 
hearings,  00656 
Hillsborough,  N.H.: 

floods,  Contoocook  River  and  Beards  Brook, 
Henniker,  N.H.,  09273 
Hillyer  Brown  (vessel): 

marine  casualty  report,  01482 
Himalayas: 
geology    of    southern    Himalaya    in    Hazara, 
Pakistan  and  adjacent  areas,  12423 
Hinck,  Dorothy: 

relief,  10817,  11322 
Hinckley  Township,  Ohio: 
flood   plain   information,   East   Branch   Rocky 
River,  City  of  North  Royalton,  Cuyahoga 
and  Medina  Counties,  Ohio,  09242 
Hines,  111.: 

low    rents    charged    at   personnel    quarters    of 
Veterans    Administration    Hospital,    GAO 
report,  07711 
Hinges: 

Federal  item  identification  guide,  00763,  11740 
Hinton  Creek: 
floods,    Heppner,    Oreg.,    Shobe    &    Willow 
Creeks,  09258 
Hiring  practices,  see  Employment. 
Hispanic  Americans,  see  Spanish  Americans. 
Histopathology,  see  Pathology. 
Historic  Preservation,  Advisory  Council  on,  see 

Advisory  Council  on  Historic  Preservation. 
Historic  sites: 

Delaware,    inventory    of    historic    engineering 

and  industrial  sites,  01461 
historic  places,  introduction  to  National  Park 

Service  preservation  programs,  08295 
historic  preservation  grants-in-aid,  12982 
historic       preservation,       grants-in-catalogue, 

12983 
John  Fitzgerald  Kennedy  Lugar  Historico  Na- 

cional,  Spanish  edition,  08296 
national  historic  preservation  fund,  establish - 

hearings,  00682,  05504,  07267 
national  historic  preservation  program  today, 
11571 
History: 

documents  from  America's  past,  reproductions 
of     historical     documents      in     National 
Archives,  01368 
historic  resource  study,  06391-3 
historical   highlights   of   U.S.    Army  Corps   of 

Engineers,  00880 
historical  materials  in  Harry  S.  Truman  Libra- 
ry, 01369 
Marine   Corps   historical   publications  catalog, 

02885 
Petroleum  Reserves  Corp.,  1943-44,  09043 
Smithsonian    opportunities    for    research    and 

study  in  history,  art,  science,  01558 
Smithsonian  studies  in  history  and  technology, 
01559-60,  03112,  06467 
HIWAY,  see  Computer  programs/programming. 
Hobbies: 

building  hobby  greenhouses,  10384 
Hoffman,  Joseph: 

relief,  10822,  11314 
Hogs,  see  Swine. 
Hoists: 
block   and   tackle.   Federal   item    identification 

guide,  11711 
capstans,     hoists,    winches,    and    windlasses, 
Federal  item  identification  guide,  02349 
Holden,  Creighton  D.: 
nomination - 
hearings,  11509 


Holders: 

electric  and  electronic  bases,  holders  and  sup- 
ports,   Federal    item    identification    guide, 
00771 
holder,  electrical  contact  brush,  Federal  item 

identification  guide,  00758,  11734-5 
holders,  supports,  and  brackets,  electrical  and 
electronic.      Federal     item      identification 
guide,  11861-2 
laboratory  holders  and  retainers,  Federal  item 
identification  guide,  11866 
Holding  companies: 

multi-bank  holding  companies,  dictator  or  ser- 
vant to  public  interest  (remarks),  12242 
Holidays: 

holiday  administration  overseas,  improvement 
needed   to   achieve   more   equitable   treat- 
ment of  employees,  GAO  report,  07761 
Holloman,  John  H.,  Ill: 
nomination - 
hearings,  07230 
Holloway,  Marian  L.: 

relief,  05308 
Holmquist,  Richard  C: 
nomination - 
hearings,  11525 
Holography: 

holgraphic   nondestructive  tests  performed  on 
composite     samples     of     ceramic-epoxy- 
fiberglass  sandwich  structure,  12846 
thermal    loading     in    laser    holography    non- 
destructive testing  of  composite  structure, 
06250 
Holstein  cattle,  see  Cattle. 
Holt,  Ala.: 

flood-prone  areas,  12408 
Home: 

Home  energy  disclosure  act- 
report,  00584 
Home  economics: 

employment  outlook,  hotels,  bellmen  and  bell 
captains,  front  office  clerks,  housekeepers 
assistants,  etc.,  10037 
energy,    use    it    wisely    around    home,    05765, 

12109 
family  economics  review,  03800 
food  and  home  notes,  03918 
home    and    garden    bulletin,    00027,    01659-61, 

04745-6,  06522,  10390-3 
learning  while  bread  bakes,  08577 
new    horizons,     household    employment    and 
home-related  arts  (address),  05979 
Home  of  Franklin  D.  Roosevelt  National 
Historic  Site: 
acceptance - 

report,  02170 
additional  lands - 
law,  08692 
Home  rule  for  cities,  see  Municipal  home  rule. 
Home  sewing,  see  Sewing. 
Homemaking,  see  Home  economics. 
Homeowners,  see  Homes. 
Homes: 

all    elecrric    homes    in    United    States,    annual 

bills,  05797 
all   electric    homes    in    United    States,    annual 

bills,  cities  of  50,000  and  more,  09559 
ants  in  home  and  garden,  how  to  control  them, 

01659 
business  use  of  home  and  vacation  homes  for 

tax  deductions,  02107 
drainage  around  your  home,  00027 
energy  crisis  and  proposed  solutions - 
panel  discussions,  05260 
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energy,  use  it  wisely  around  home,  05765, 
12109 

FHA  regulations,  mortgage  insurance,  09537-9 

FHA  trends,  characteristics  of  insured 
mortgages,  03903 

home  buyer's  vocabulary,  05913 

Home  mortgage  disclosure  act 
report,  00421,  01974,  02189.  06884 

home  mortgage  programs,  FHA  monthly  re- 
port of  operations,  03901 

homeownership  assistance  program,  resolution 
disapproving  deferral   of   budget   authori- 
ty- 
report,  02163 

industrial,  agriculture,  and  home  energy 
problems,  energy  crisis  and  proposed 
solutions,  05264 

low-rent  housing  homeownership  opportuni- 
ties, 01147 

miscellaneous  type  home  mortgage  insurance, 
01140 

new  neighbors,  retarded  citizen  in  quest  of 
home,  03092 

one-family,  insured  by  FHA  under  sec. 221 
(d)(2),  trends,  03900 

questions  and  answers  on  HUD/FHA  home 
property  appraisals,  12478 

surface-mounted  flat  conductor  cable  for  home 
wiring,  06214 

tax  credit  for  new  home  buyer,  02767 

tax  information  for  homeowners,  02770 

tax  information  on  deductions  for 
homeowners,  01159 

tax  information  on  operating  business  in  your 
home,  02786 

tax  information  on  selling  your  home,  02789 

veterans  home  loan  programs - 
law,  08738 

veterans'    home    loan    guaranty    program,    im- 
prove- 
report,  05022 

see  also  Housing. 
Honcut  Creek: 

channel    capacity    of    Feather    River   between 
Oroville  and  Honcut  Creek,  09791 
Honduras: 

agricultural  commodities,  agreement,  03284 

economic  trends  and  their  implications  for 
United  States,  12565 

mineral  industry,  Minerals  yearbook  chapter, 
01302 

trade,  meat  imports,  agreement,  03327 
Honey: 

foreign  agriculture  circulars,  03937 

market  news,  monthly  report,  04001 
Honey  bees,  see  Bees. 
Hong  Kong: 

background  notes,  08401 

economic  trends  and  their  implications  for 
United  States,  12558 

marketing,  00820 

Trade  in  cotton  textiles,  agreement,  03191 

trade  in  textiles,  agreement,  03192 
Honing  machines: 

grinding,      threading,     honing,     and     buffing 
machines.      Federal      item      identification 
guide,  11831 
Hoopeston,  111.: 

railroad    employee    accident    investigation    re- 
port, 08359 
Hoover  Institution  on  War,  Revolution,  and 
Peace,  Stanford  University: 

appropriations,  1976— 
request,  amendment,  10766 


Hoover,  J.  Edgar: 

commemorative  medal- 
law,  08697 
congressional  eulogies  and  other  tributes,  print 
as  congressional  document- 
report,  08782 
Hopi  Indians: 

partition  of  surface  rights  of  Navajo-Hopi  In- 
dian land- 
report,  05008,  11358 
Hops: 

foreign  agriculture  circulars,  03938 
stocks,  03337 
Horn  fly,  see  Flies. 
Horses: 

Horse  protection  act- 

report,  05386 
Horse  protection  act,  amend - 
report,  00630 
Horsetooth  Reservoir: 

mathematical    simulation    of    temperatures    in 
deep  impoundments,  06462 
Hose: 

Federal  item  identification  guide,  09155 
fittings,    hose,    pipe    and    tube.    Federal    item 

identification  guide,  07393 
hose,  air  duct,  and  air  breathing,  Federal  item 

identification  guide,  00760 
hose,    pipe,    and    tube    fittings,    Federal    item 

identification  guide,  11696 
hose,  pipe,  and  tube  fittings,  quick  disconnect 
and   self-sealing,    Federal   item    identifica- 
tion guide,  02362,  07353,  11731 
hose,  pipe,  and  tube  specialities.  Federal  item 

identification  guide,  00793 
hose,  pipe,  and  tubing.  Federal  item  identifica- 
tion guide,  11858 
hose,  tubing,  and  hose  and  tubing  assemblies. 
Federal   item    identification   guide,   00746, 
11697 
rubber  and  plastics,  hose,  and  belting,  00160 
Hospital  administrators: 

employment  outlook,  10019 
Hospital  apparatus  and  supplies: 

hospital  and  medical  bags,  cases,  covers,  and 
pads.  Federal  item  identification  guide, 
11755 
seismic  protection  provisions  for  furniture, 
equipment  and  supplies  for  VA  hospitals, 
study  to  establish,  13237 
Hospital  beds: 

psychiatric  bed  needs,  01424 
Hospital     facilities,      veterans,      see     Veterans 

hospitals. 
Hospital  insurance,  see  Medicare. 
Hospitals: 

American     hospitals    abroad,     appropriations, 
1976- 
hearings,  00451 
county  and  metropolitan  area  data  book,  06307 
hospital  and  medical  bags,  cases,  covers,  and 
pads,    Federal    item    identification    guide, 
11755 
inpatient  utilization  of  short-stay  hospitals  by 

diagnosis,  12912 
medical  facilities  in  rural  areas - 

hearings,  00646 
new    kidney,   new    life,   collaborative   hospital 

organ  donor  program,  10515 
nonprofit   hospitals,   coverage   under  National 
labor  relations  act- 
legislative  history,  07296 
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nonprofit,  coverage  under  National  labor  rela- 
tions act- 
law,  08729 
outpatient  health  care  in  inner  cities,  its  users, 
services  and  problems,  GAO  report,  05860 
quality   control   in   hospital   discharge    survey, 

12909 
solid  wastes  handling,  09476 
see  also  Veterans  hospitals. 
Host  (biology): 
ecology  and  behavior  of  subsocial  pentatomid 
bug  and  two  scelionid  wasps,  strategy  and 
counterstrategy  in  host  and  its  parasites, 
03110 
host  records  for  Lepidoptera  reared  in  eastern 
North  America,  06539 
Hostages: 
hostage  defense  measures;  terroristic  activity- 
hearings,  02308 
Hostetter,  Amos  B.,  jr.: 
nomination - 
hearings,  07230 
Hot  shortness,  see  Brittleness. 
Hot  Springs  Creek: 

flood  plain  information,  05639 
Hot  Springs,  Ark.: 
flood  plain  information,  Ouachita  River,  Hot 
Springs     Creek,     Stokes     Creek,     Molly 
Creek,  Gulpha  Creek,  05639 
floods,  09259 
Hotbeds: 

electric  heating  of  hotbeds,  10394 
Hotel  housekeepers: 
employment       outlook,       housekeepers      and 
assistants,  10037 
Hotel  managers,  see  Managers. 
Hotels: 
census  of  selected  service  industries,  06614 
employment  outlook,  10037 
hotels  and  motels  under  Fair  labor  standards 
act,  01621 
Hours  of  labor: 

flexitime,  guide,  04840 

Government    officials    and    employees,    FPM 

supplement,  03878 
hours  of  service  of  drivers.  Federal  motor  car- 
rier safety  regulations,  01324 
legal   limitations   on   flexible   and   compressed 
work    schedules    for    Federal    employees, 
GAO  report,  09749 
overtime  compensation  under  Fair  labor  stan- 
dards act  of  1938,  as  amended,  08504 
revised  workweek,  results  of  pilot  study  of  16 

firms,  12656 
standardization  of  work  measurement,  defense 
work    measurement    standard    time    data 
program,     machine     trades     occupations, 
09169 
union  wages  and  hours,  building  trades,  07964 
Housatonic  River  and  Valley: 

designate    segment   as   part   of   National   Wild 
and  Scenic  Rivers  System - 
hearings,  07277 
House: 

report,  05058- 
public  bill,  05031 
House  Administration  Committee,  House: 
calendar,  04127 
committee  print,  06962 

computer   service,   funds   for  service   and   im- 
provement- 
report,  10952 
hearings,  00469-70,  06963 


investigations   and    studies,   authorization   and 
expenses- 
report,  05037 

report,  00400,  00420,  05009,  05023-4,  05037, 
05067,  06786,  06791-3,  06811-3,  06819, 
06839,  06842,  06852,  06873,  06894-6, 
08775-7,  08779-82,  08789,  10881,  10884, 
10892,  10900,  10916,  10923-4,  10928, 
10951-2,  10955,  10973,  10979,  10992, 
10994-5,  11029-31 
House  care,  see  Home  economics. 
House  of  Representatives: 

appropriations,  1975,  supplemental- 
proposed,  05292 

appropriations,  1976- 
hearings,  05128 

authorizing  Speaker  to  administer  oath  of  of- 
fice to  John  P.  Murtha- 
report,  10881 

calendars  and  history  of  legislation,  04123 

Clerk  of  the  House,  semiannual  report,  08757 

committee  organization,  hearings  and  panel 
discussions,  index,  08861 

committee  reform  amendments,  explanation, 
06929 

committee  staffing,  (statement),  08881 

committee  staffing,  3  major  aspects,  08891 

committees,  monographs,  02036 

computer-based  information  resources,  06962 

conference    reports    and    motions    to    suspend 
rules,  consideration - 
report,  10993 

document,  00271-388,  01885-951,  04923-32, 
04934-5003,  06763-77,  08678,  08751-8, 
10698-810 

Federal    election    campaign    laws    relating    to 
U.S.   House   of  Representatives,  print  as 
House  document- 
report,  10928 

Federal  regulation  of  lobbying  act,  difficulties 
in  enforcement  and  administration,  GAO 
report,  07754 

history  and  operation  of  House  majority  whip 
organization,     94th     Congress,     print     as 
House  document- 
report,  07095 

history  of  United  States  House  of  Representa- 
tives,   revised    edition,    print    as    House 
document- 
report,  07104 

House  and  its  committees,  some  organizational 
perspectives,  08888 

House  leadership,  party  caucuses  and  commit- 
tee structure,  08869 

House   Publications   Distribution    Service   em- 
ployees, compensation,  increse- 
report,  08789 

House  version  of  Tax  reduction  act  of  1975 
(H.R.2166)  and  possible  alternatives,  anal- 
ysis, 09040 

information  systems  support  to  House  of 
Representatives,  05157 

journal,  93d  Cong.,  1st  sess.,  04921 

journal,  93d  Congress,  2d  session,  10697 

Party  leaders  and  standing  committees,  11084 

prayers  offered  by  Chaplain  Edward  Gardiner 
Latch,  92d  and  93d  Congresses,  00309 

printed  hearings  of  House  of  Representatives 
found  among  its  committee  records  in  Na- 
tional Archives,  1824-1958,  12859 

public  bill,  05043 

reforming  committees  while  retaining  unique 
role  of  the  House,  08877 

report,  05043,  05058,  05077- 

private  bill,  05004-5,  08760-2,  10811-80 
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public  bill,  00389-4430,  01952-20059,  05006- 
281,  05032-79,  05093,  05039-427,  05044- 
571,  05059-761,  05078-840,  05086-91, 
05093-101,  06778-898,  08759,  08763-822, 
08824-9,  08830-46,  09012,  10881-978. 
10970- 
rules,  10715 
rules,  amend- 

report,  05058,  109% 
special  counsel  to  represent  House  and  Com- 
mittee   on    Interstate    and    Foreign    Com- 
merce- 
report,  10992 
staffing  House  committees,  08879 
standing  and  select  committees,  authorization 
of  funds- 
report,  10973 
telephone  directory,  04922 
television      and      radio      coverage      on      any 
proceedings   in   House  of  Representatives 
to  impeach  the  President,  provide  - 
report,  05030 
toward  House  of  worse  repute  or  how  to  be 

rubber  stamp  with  honor,  08889 
working  papers  on  House  committee  organiza- 
tion    and     operation,     05157-8,    08862-91, 
11083-4 
House  Publications  Distribution  Service: 
employees,  compensation,  increase  - 
report,  08789 
House-boats: 

waste  characteristics  and  treatment,  09428 
Household  appliances: 
economic    damages    from    water    supply    use, 

05740 
employment  outlook  for  appliance  servicemen, 

09999 
household  furniture  and  appliances,  basic  in- 
formation sources,  11927 
Household  employees,  see  Servants. 
Household  goods: 
household  furniture  and  appliances,  basic   in- 
formation sources,  11927 
lost  or  damaged  household  goods,  prevention 

and  recovery,  05945 
poisonous    household    products,     fact    sheet, 

09084 
see  also  Furniture. 
Household  management,  see  Home  economics. 
Household  workers,  see  Servants. 
Households: 
employment     in     perspective,     unemployment 

among  household  heads,  06028 
estimates  of  number  of  households  for  States, 

04811 
food   stamp   facts,    household    income   deduc- 
tions. 02591.09598 
household  money  income  in  1973  and  selected 
social    and    economic    characteristics    of 
households,  08662 
household     moving     and     storage,     Syracuse, 

N.Y.,  industry  wage  survey  report,  07977 
household    moving    and    storage,    Utica-Rome. 

N.Y.,  industry  wage  survey  report,  07978 
household  travel  in  United  States,  02527 
household  weights  and  measures,  01381 
insecticides,  guidelines,  08561 
Housekeepers,  see  Hotel  housekeepers. 
Housekeeping,  see  Home  economics. 
Houses: 
comparison    of    measured    and    computer-pre- 
dicted thermal  performance  of  4  bedroom 
wood-frame  townhouse,  06272 


four    bedroom    house    with    2    baths,    building 

plan,  06525 
heating    loads    in    old    residential    structures, 

evaluation,  12476 
house  for  dry  sows,  building  plan,  01667 
lending  institution  attitudes  toward  solar  heat- 
ing and  cooling  of  residences,  06399 
low-interest  loans  for  residential  solar  heating 
and  cooling  equipment  - 
hearings,  06925 
national  program  for  solar  heating  and  cooling, 
residential    and    commercial    applications, 
02423 
new  life  for  old  dwellings,  appraisal  and  reha- 
bilitation, 01652 
one  and  two  family  dwellings,  HUD  minimum 

property  standards,  05915 
one-story    and   split-level    residential   plumbing 
systems  with   reduced-size  vents,   hydrau- 
lic performance,  laboratory  studies,  12862 
people  live   in   houses,   profiles  of  community 
residences      for     retarded     children     and 
adults,  13050 
premises  occupied  by  Chief  of  Naval  Opera- 
tions,   designate    as   official    residence   of 
Vice  President  - 
report,  08819 
residential  alteration  and  repair,  expenditures, 

etc.,  construction  reports,  00145 
residential    energy    consumption,    multifamily 

housing  final  report,  12475 
residential  security,  09870 
retrofitting    residence    for    solar    heating    and 

cooling,  01387 
standards    and     other    information    on    ther- 
moplastic  piping   in   residential   plumbing, 
review,  12863 
wind-resistant  design  concepts  for  residences, 
guidelines   for   homeowners   and   builders, 
02338 
Housing: 

ACIR  State  legislative  program,  10358 

act  of   1949,  title   1,  amended,  urban  renewal 

operations,  report,  09872 
adequacy    of    Federal    response     to    housing 
needs  of  older  Americans- 
hearings,  02230,  11448 
annual  housing  survey,  indicators  of  housing 

and  neighborhood  quality,  00151 
annual  housing  survey,  new  look  in  evaluation 

future  needs,  12463 
authorized  by  building  permits  and  public  con- 
tracts, construction  reports,  03598 
benefits  for  post-Vietnam  era  veterans- 
hearings,  07043 
census,  procedural  history,  10536 
characteristics     of     new     one-family     homes, 

10547 
civil  engineering,  general,  guide  specifications 

for  military  family  housing,  01701 
comparative  costs  of  Department   of  Housing 
and  Urban  Development's  sections  8  leas- 
ing and  236  rental  housing  programs,  GAO 
report,  12366 
completions,  construction  reports,  03599 
Condominium  consumer  protection  act- 
hearings,  07208 
congregate  housing  for  older  adults - 
hearings,  00639 
report,  11395 
construction  complaints  handbook,  09861 
cooperation  in  field  of  housing  and  other  con- 
struction, agreement  with  Union  of  Soviet 
Socialist  Republics,  03193 
current  housing  market  situation,  05793 
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current  housing  market  situation,  Brunswick, 
Ga.,  05793 

current  housing  reports,  00151 

current  reports,  housing  characteristics,  04049 

current  reports,  housing  vacancies,  03640 

current  reports,  market  absorption  of  apart- 
ments, 03641 

dealers  and  individuals  subject  to  provisions  of 
property  improvement  and  mobile  home 
regulations  (title  1,  National  housing  act), 
09850 

development  of  self-help  trusses  for  rural 
houses  and  service  buildings,  10366 

digest  of  insurable  loans,  01136 

disaster  temporary  housing  program,  phase  1, 
applicant  assistance,  01135 

economic  evaluation  of  total  energy  guidelines, 
12474 

elderly,  proposed  sec.  202  of  regulations  - 
hearings,  11450-1 

Emergency  housing  act- 
report,  10925 

Emergency    housing    act,    implementation    of 
sec.  8- 
hearings,  06924 

emergency  housing  and  housing/energy  - 
hearings,  05447 

emergency  housing  assistance - 
hearings,  08859 

Emergency  middle-income  housing  act- 
report,  00403 
veto  message,  00322 

equal  opportunity  in  housing - 
hearings,  1 1 155 

family  housing  manual,  Coast  Guard,  06658 

fast  housing  action,  guide  for  mortgage  len- 
ders, 05909 

feedback,  Operation  Breakthrough,  prototype 
construction  and  demonstration,  12465 

FHA,  40th  anniversary,  1934-74,  12466 

finance  for  low-income  families,  agreement 
with  Portugal,  13124 

financing  condominium  housing,  05911 

fluctations  in  construction,  ways  to  moderate, 
09572 

goals  and  mortgage  credit - 
hearings,  11489 

homeownership   assistance   program,   National 
housing  act,  resolution  disapproving  defer- 
ral of  budget  authority - 
report,  02163 

Housing  and  community  development  act- 
report,  08829 

housing  and  community  development  programs 
(remarks),  09869 

housing  and  planning  references  (periodical), 
04047 

Housing  and  urban  development  act,  amend - 
report,  10888 

housing  and  urban  development  in  Australia, 
07854 

housing  and  urban  development  trends,  04048 

housing  assistance  program,  oversight  of  sec. 
8- 
hearings,  11079 

housing  for  elderly  or  handicapped  program, 
impoundment  of  budget  authority,  11274 

housing  for  low  income  families,  HUD's  new 
sec.  8  housing  assistance  payments  pro- 
gram, 12468 

housing  in  seventies,  report  of  National  Hous- 
ing Policy  Review,  01126 

housing  units  authorized  for  demolition  in  per- 
mit-issuing places,  00144 


HUD  condominium/cooperative  housing  study, 

01127-9 
HUD  program,  oversight- 
hearings,  11492 
HUD's  response   to  housing  needs  of  senior 
citizens  - 
hearings,  02008 
increase    availability    of    mortgage    credit    for 
financing  - 
report,  08828 
labor    and    material    requirements    for    public 

housing  construction,  1968,  05988 
Let's  consider  cooperatives,  05916 
local  authorities  participating  in  low-rent  hous- 
ing programs  as  of  June  30,  1973,  09864 
low  cost,  trends  of  1-family  homes  insured  by 

FHA  under  sec. 221(d)(2),  03900 
low-income  groups  not  helped  by  Agency  for 
International    Development's    Housing   In- 
vestment Guaranty  program,  GAO  report, 
07712 
low-rent  housing  accounting  handbook,  09859 
low-rent    housing    homeownership    opportuni- 
ties, 01147 
low-rent  housing  modernization  program,  pro- 
gram participants  and  HUD  staff,  05914 
management       of       HUD-held       multifamily 
mortgages - 
hearings,  06956 
management,      foreclosures,      and      abandon- 
ments- 
hearings,  00652 
military  construction,  authorization,  1975- 
he  a  rings,  06918 

report,  05070,  05392,  10902,  11357 
military  construction,  authorization,  1976- 
hearings,     00565,     02023-4,     02245,     05444, 

06835,  06915,07109 
law,  01873 

report,  02209,  06844,  11385 
minimum  property  standards,  HUD- 
multifamily  housing,  12472 
one  and  two  family  dwellings,  12471 
minimum  property  standards,  HUD,  one  and 

two  family  dwellings,  05915 
national  goal,  annual  report,  00311 ,  00349 
National  housing  act,  amend - 
law,  06715,  08737 
report,  00417,  07137 
national  housing  goals,  oversight- 
hearings,  11494 
new  one-family  homes  sold  and  for  sale,  con- 
struction reports,  03601 
place-to-place  rent  comparisons  using  hedonic 

quality  adjustment  techniques,  05985 
price   index   of   new   one-family   houses   sold, 

construction  reports,  03602 
property    disposition    critical    path    processing 

handbook,  01141 
protecting  your  housing  investment,  12477 
regional  disaster  response  operations,  07853 
regulation  Q- 

hearings,  00461 
rescission  of  funds  for  college  housing  direct 

loan  program,  10763 
residential    energy    consumption,    multifamily 

housing  final  report,  12475 
role  of  Federal  Government  in  housing,  evolu- 
tion, 06922 
rural  housing  programs,  oversight- 
hearings,  05450 
selected    annotated    bibliography    on    housing 
and  planning,  07857 
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solar  heating  and  cooling  demonstration  pro- 
gram, residential  dwelling,  program  plan, 
05918 

soldiers'  attitudes  toward  troop  housing,  sur- 
vey, 09235 

starts,  construction  reports,  03600 

statistical  profile  USA,  selected  statistical  in- 
formation related  to  housing  and  urban 
development,  12480 

Tax  reduction  act,  amend - 
report,  10929 

tax-exempt  status  of  condominiums  and 
homeowner  associations,  02113 

training  manual  for  inspection  for  decent,  safe, 
and  sanitary  housing,  07672 

urban  renewal  directory,  05921 

Veterans  Administration  guidelines,  minimum 
porperty  standards,  03373 

Veterans  housing  act- 
hearings,  09067 
law,  08738 

see   also   Apartment   houses-Discrimination   in 
housing-Homes. 
Housing  and  Urban  Development  Department: 

action  being  taken  to  correct  weaknesses  in 
system  of  paying  taxes  on  acquired  re- 
sidential properties,  GAO  report,  02651 

annual  report,  departmental  edition,  09849 

appropriations,  1976- 

amendment,  proposal,  10760 

law,  00264 

report,  00408 

supplemental,  proposal,  00537,  00552 

appropriations,  1975,  amend- 
proposal,  04938,  04961 

appropriations,  1976- 
hearings,  05113-4,  08848 

Assistant  Secretary  for  Fair  Housing  and 
Equal  Opportunity,  programs  and  func- 
tions, 09867 

Assistant  Secretary  for  Legislative  Affairs,  or- 
ganization, 09862 

budget  rescissions  and  deferrals,  1975- 
hearings,  09032 

comparative  costs  of  sections  8  leasing  and 
236  rental  housing  programs,  GAO  report, 
12366 

correspondence  management,  HUD  printed 
stationery,  01133 

employee  benefit  plans,  09858 

examination  of  financial  statements  of  Govern- 
ment National  Mortgage  Association  for 
fiscal  year  1974,  GAO  report,  09768 

examination  of  financial  statements  of  Na- 
tional Flood  Insurance  Program,  GAO  re- 
port, 07698 

executive  summary  of  HUD  research  project 
report,  09851-5 

financial  statements,  GAO  examination,  04972, 
10709 

fincancial  statements,  05910 

foreign  publications  accessions  list,  03956 

Greater  benefits  can  be  derived  from  improved 
HUD  audits  of  program  participants, 
GAO  report,  07806 

handbook,  05914,  12469 

high  priority  programs  for  HUD  (statement), 
05920,  12479 

housing  for  low  income  families,  HUD's  new 
sec.  8  housing  assistance  payments  pro- 
gram. 12468 

housing     needs     of     senior    citizens,     HUD's 
response - 
hearings,  02008 


housing  programs,  oversight - 
hearings,  11492 

HUD  challenge,  04052 

HUD  condominium  study,  01128 

HUD  condominium/cooperative   study,  01127, 
01129 

HUD  handbook,  01130-47,  07853,  09857-62 

HUD  handbooks,  04646 

HUD  international  country  profile,  07854 

HUD   international   information   series,   07855, 
09863 

HUD  international  information  sources  series, 
07856-7 

HUD  international  special  report,  12470 

HUD  minimun  property  standards,  05915 

HUD  Statistical  yearbook,  12473 

HUD-FHA  underwriting  analysis,  01137 

intradepartmental    committees,    councils    and 
boards,  12469 

laws    enacted    in    1973    of    interest    to    HUD, 
05919 

local  authorities  participating  in  low-rent  hous- 
ing programs  as  of  June  30,  1973,  09864 

low-rent  housing  modernization  program,  pro- 
gram participants  and  HUD  staff,  05914 

management       of       HUD-held       multifamily 
mortgages - 
hearings,  06956 

minimum  property  standards,  HUD- 
multifamily  housing,  12472 
one  and  two  family  dwellings,  12471 

minimum  property  standards,   HUD,  one  and 
two  family  dwellings,  05915 

multifamily  mortgages  held  by  HUD,  deficien- 
cies in  overall  management- 
report,  06779 

need   for  improvements   in   automated  payroll 
system,  GAO  report,  12353 

newsletter,  04053 

organizational    policies,    HUD    standards    and 
procedures,  01130 

personnel  operations  manual,  09860 

press  releases,  04393 

promoting   use   and   insuring   access   to   HUD 
publications  (speech),  09868 

questions   and   answers   on    HUD/FHA   home 
property  appraisals,  12478 

report  HUD-DSC  series,  12474 

report  HUD-HAI  series,  12475-6 

services  available  to  HUD-related   businesses 
in  international  trade,  12470 

urban  transportation  policies  and  activities,  re- 
port, 00271 

urban  transportation  policies  and  activities,  re- 
port to  Congress,  13207 
Housing  insurance,  see  Mortgage  insurance. 
Houston,  Tex.: 

area  wage  survey,  07952 

study    of    emissions    from    1967-74    light-duty 
vehicles,  00959 
Howard  County,  Ark.: 

soil  survey  report,  01572 
HQMC,  see  Marine  Corps. 
HRA,  see  Health  Resources  Administration. 
Hu,  Teh-wei,: 

economic  analysis  of  cooperative  medical  ser- 
vices in  People's  Republic  of  China,  05947 
Hubs: 

hub  clamps.  Federal  item  identification  guide, 
09157 

shaft   collars    and    hub   clamps,    Federal   item 
identification  guide,  00761 
Huckleberries,  see  Blueberries. 
HUD,  see  Housing  and  Urban  Development  De- 
partment. 
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Huebner,  Jiri  E.: 

relief,  11309 
Hughes  County,  S.  Dak.: 

soil  survey  report,  08396 
Hull,  Cordell: 

registers  of  papers  in  Manuscript  Division  of 
Library  of  Congress,  07994 
Human  Development  Office: 
Project      Head      Start,      achievements      and 
problems,  GAO  report,  09731 
Human  engineering: 
experimental    studies    for   determining   human 
discomfort  response  to  vertical  sinusoidal 
vibration,  02971 
human    factors    experiments    for    data    link, 
evaluation     of     data     link     input/output 
devices    using    airline    flight    simulators, 
13171 
some  NASA   contributions   to   human   factors 
engineering,  survey,  08131 
Human    factors    engineering,    see     Human    en- 
gineering. 
Human  factors  in  engineering  design,  see  Human 

engineering. 
Human  race,  see  Man. 
Human  relations: 
effective       human      relations       commissions, 
guidelines,      organization,       membership, 
budget,  staff,  goals,  programs,  00254 
Human  resources,  see  Ability. 
Human  rights,  see  Civil  rights. 
Humanitarianism: 
development  and  humanitarian  assistance,  FY 
1973,   program   presentation    to  Congress, 
12576 
export     licensing     of     private     humanitarian 
assistance  to  Vietnam - 
hearings,  06973 
refugee  and  humanitarian  problems  in  Chile, 

11593 
Vietnam  humanitarian  assistance  and  evacua- 
tion act  of  1975  - 
report,  10926 
Humanities: 
Division  of  Research  Grants  research  program. 
National     Endowment     for     Humanities, 
06321 
Humidity: 
cigarette  beetle   larvae  responses  to  tempera- 
ture and  humidity,  08540 
humid  measure-control,  pressure,  temperature, 
instruments,    Federal    item    identification 
guide,  11797 
humidity    effects   on   properties    of   structural 
particleboards  from  forest  residues,  02629 
Humus: 
adaptability   of   tree   species   to   hydrol   humic 
latosol  soils  in  Hawaii,  09667 
Hungarian  People's  Republic,  see  Hungary. 
Hungary: 
air  transport  services,  air  transport  services, 

agreement,  03319 
American   national   claims,    settlement,   agree- 
ment with   Hungarian   People's  Republic, 
02595 
Hungarian  People's  Republic,  trade  in  cotton 

textiles,  agreement,  03177 
redefining  American  interest,  05176 
settlement  of  claims,  United  States-Hungarian 
claims  agreement- 
law,  10668 
Hunger: 

famine  prevention  and  freedom  from  hunger - 

report,  02064 
war  on  hunger,  report,  04668 


Hunting: 

hunter  safety  programs,  tax  on  bows  and  ar- 
rows to  provide  funds  delay  6  months - 
law,  08701 

hunting  regulations,  02584 

migratory  birds.  Federal  regulations,  02584 

proposed  use  of  steel  shot  for  hunting  water- 
fowl in  United  States,  final  environmental 
statement,  07680 

support  of  hunting  and  fishing  at  Matagorda 
Island,  Tex.,  GAO  report,  07741 
Hurricanes: 

Agnes  tropical  storm,  June  1972,  basins  of 
Susquehanna  and  Potomac  Rivers  and 
Maryland  portions  of  Chesapeake  Bay  and 
Atlantic  Coast,  05663,  09301 

analysis  of  drag  coefficient  at  hurricane  wind- 
speeds  from  numerical  simulation  of 
dynamical  water  level  changes  in  Lake 
Okeechobee,  Fla.,  11969 

Hurricane  Agnes,  Operation  NOAH  2,  after 
action  report,  09300 

naming  of  hurricanes,  13005 

national  hurricane  operations  plan,  06370 
Husbands  and  wives: 

Navy  wifeline,  04276 
Huygens,  Christian: 

Huygens'     principle    algorithum     for    general 
class  of  routing  problems,  12820 
Hyco  Lake: 

effect   of   heated    water   on    temperature    and 
evaporation  of  Hyco  Lake,  N.C.,  09834 
Hydraulic  brakes,  see  Brakes. 
Hydraulic  cylinder,  see  Cylinders. 
Hydraulic  engineering: 

circular,  00993-4 
Hydraulic  fluids,  see  Fluids. 
Hydraulic  systems: 

use  of  hydrochemistry  for  interpreting  ground- 
water   flow    systems    in    central    Nevada, 
12435 
Hydraulic  turbines,  see  Turbines. 
Hydraulics: 

characterists  of  streamflow  and  ground-water 
conditions  in  Boise  River  Valley,  Idaho, 
09837 

cylinder  and  cylinder  assemblies,  hydraulics 
and  pnematics,  02371 

design  for  wave  protection,  flood  control,  and 
prevention  of  shoaling,  Cattaraugus  Creek 
Harbor,  N.Y.,  hydraulic  model  investiga- 
tion, 07535 

electronic  computer  program  for  hydraulic 
analysis  of  circular  culverts,  07660 

electronic  computer  program  for  hydraulic 
analysis  of  pipe-arch  culverts,  07661 

expansion  of  Port  Hueneme,  Calif.,  hydraulic 
model  investigation,  05675 

feasibility  study  of  hydraulic  jet  kerfing  to  im- 
prove efficiency  of  mechanical  disc 
cutting,  08461 

Fourmile  Run  local  flood-control  project, 
Alexandria  and  Arlington  County,  Va., 
11990 

Grays  Harbor  estuary,  Wash.,  maintenance 
studies  of  35-ft-deep  MSL  navigation 
channel,  hydraulic  model  investigation, 
02444 

highways  in  river  environment,  hydraulic  and 
environmental  design  considerations, 
training  and  design  manual,  05788 

hydraulic  characteristics  and  water-supply 
potential  of  aquifers  in  vicinity  of  waste- 
water treatment  plant,  South  Bend,  Indi- 
ana, 09838 
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hydraulic  design  series,  12154 

hydraulic  model  investigation,  harbor  shoaling, 
remedial  plans  for  prevention,  Port  Or- 
ford,  Ore..  09308 

hydraulic  model  studies - 

O'Sullivan    Dam,    Columbia    Basin    Project, 
13069 

hydraulic  model  studies  of  Little  River  gaging 
station  B.  10370 

navigation  conditions  at  Cannelton  Locks  and 
Dam,  Ohio  River,  hydraulic  model  in- 
vestigation, 05674 

navigation  conditions  at  Uniontown  Locks  and 
Dam,  Ohio  River,  hydraulic  model  in- 
vestigation. 05676 

performance  of  one-story  and  split-level  re- 
sidential plumbing  systems  with  reduced- 
size  vents,  laboratory  studies.  12862 

selected  bibliography  of  hydraulic  and 
hydrologic  subjects.  00993 

shore  effect  model,  Atlantic  Generating  Sta- 
tion, Hydraulic  model  investigation.  02445 

time-of-travel  study.  Lake  Erie-Niagara  River 
basins,  05890 

turbulent  flow  in  rectangular  outlet  conduit. 
Rend  Lake  Dam,  Big  Muddy  River.  III.. 
09312 

Westport    Small-Boat     Basin     revision    study, 
hydraulic  model  investigation,  07533 
Hydroacoustics,  see  Sound. 
Hydrocarbons: 

chlorinated  hydrocarbons  in  Lake  Ontario 
ecosystem.  IFYGL.  12012 

control  of  hydrocarbon  emissions  from 
petroleum  liquids,  00924 

primary-zone  equivalence  ratio  and  hydrogen 
addition  effect  on  exhaust  emission  in 
hydrocarbon-fueled  combustor,  10120 

study  of  polynuclear  aromatic  hydrocarbon 
emissions  from  heavy  duty  diesel  engines, 
02478 

tissue  enzyme  assay  for  chlorinated  hydrocar- 
bon insecticides,  09399 
Hydrochemistry: 

use  of  hydrochemistry  for  interpreting  ground- 
water   flow    systems    in    central    Nevada, 
12435 
Hydrochloric  acid: 

hydrochloric  acid  digestion  and  solvent  extrac- 
tion of  western  phosphate.  12745 
Hydrodynamics: 

effect  of  starvation  on  film  thickness  and  trac- 
tion under  elastohydrodynamic  rolling  and 
sliding  conditions,  01362 

isothermal  elastohydrodynamic  lubrication  of 
point  contacts,  ellipticity  parameter 
results,  12841 

ninth      symposium.      naval      hydrodynamics, 
06437-8 
Hydroelectric  power,  see  Electricity. 
Hydroelectric   power  plants,   see  Electric  power 

plants. 
Hydrogen: 

absolute  calibration  of  hydrogen  discharge 
lamp  in  vacuum  ultraviolet,  08145 

advanced  supersonic  technology  concept 
study,  hydrogen  fueled  configuration, 
06172 

electrical  resistivity  of  some  palladium-silver 
alloys  containing  hydrogen  at  4.2  K.  10154 

hydrogen  environment  embrittlement  of  As- 
troloy  and  Udimet  700  (nickel-base)  and 
V-57  (iron-base)  superalloys,  08154 


hydrogen  technological  survey,  thermophysical 
properties,  01345 

internal  voltage  control  of  hydrogen-oxygen 
fuel  cells,  feasibility  study.  06247 

primary-zone  equivalence  ratio  and  hydrogen 
addition  effect  on  exhaust  emission  in 
hydrocarbon-fueled  combustor,  10120 

production,  utilization,  and  effects  on  energy 
economy  - 
hearings,  1 1210 

register  of  hydrogen  technology  experts,  01336 

selected  specific  rates  of  reactions  of 
transients  from  water  in  aqueous  solution, 
06290 

use  of  hydrogen  as  an  inert  gas  during  diving, 
pulmonary  functions  during  hydrogen-ox- 
ygen breathing  at  pressures  equivalent  to 
200  feet  of  sea  water,  01280 

wall   boundary-layer   thickness   ratio   effect   to 
jet      diameter      on      mixing      of      normal 
hydrogen  jet  in  supersonic  stream,  12786 
Hydrogen  isotopes: 

properties    below    their    critical    temperatures, 
survey.  12879 
Hydrogen  peroxides: 

precipitation  of  uranium,  10086 
Hydrogen  sulfide: 

removal  from  hot  producer  gas  by  solid  absor- 
bents. 10091 
Hydrogen-ion  concentration: 

standardization  of  pH  measurements,  standard 
reference  materials,  03004 
Hydrogeology: 

geohydrology  and  artificial-recharge  potential 
of  Irvine  area,  Orange  County,  Calif., 
09795 

geohydrology  of  Yuma  area,  Ariz,  and  Calif., 
02670 
Hydrographic  Center: 

publication,      00799-812.      02395-8.      05586-7, 
07405-35,  09170-2,  11883-913 
Hydrology: 

aerospace  research  of  environment, 
geobotany,  soil  science,  and  hydrology, 
USSR  study.  01200 

and  some  effects  of  urbanizatiion  on  Long 
Island,  NY.  (series),  title  page  and  table 
of  contents,  09802 

bibliography  of  published  reports  by  U.S. 
Geological  Survey  personnel  on  geology 
and  hydrology  of  Amchitka  supplementary 
test  area,  Aleutian  Islands,  Alaska,  05866 

collection,  preparation,  translation  and  com- 
puter reduction  system  of  digital  hydrolog- 
ic data,  08515 

Front  Range  Urban  Corridor,  Colo.,  bibliog- 
raphy and  index,  05867 

hydrologic  effects  of  frozen  ground,  09231 

hydrologic  effects  of  land  use,  02676 

hydrologic  engineering  methods  for  water 
resources  development,  reservoir  yield, 
05659 

hydrological  data,  ground  water,  Michigan 
1972,  09811 

hydrology  of  highway  stream  crossing,  00994 

impact  of  hydrologic  modifications  on  water 
quality,  02458 

journal  of  research  of  U.S.  Geological  Survey, 
04106 

Lost  River  system,  hydrologic  model,  09429 

marine  hydrophysical  research,  USSR  study, 
07913 

meteorology  and  hydrology,  04208 

river  forecasts  provided  by  National  Weather 
Service,  13007 
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selected      bibliography      of      hydraulic      and 

hydrologic  subjects,  00993 
Straight    Creek    Tunnel    site    and    pilot    bore, 

Colo.,  investigations,  09806 
Tracy-Dos    Palos    area,    San    Joaquin    Valley, 

Calif.,  09797 
tropical    storm    Agnes,    June    1972,    basins    of 
Susquehanna    and    Potomac     Rivers    and 
Maryland  portions  of  Chesapeake  Bay  and 
Atlantic  Coast,  05663 
USDAHL-74     revised     model     of    watershed 

hydrology,  01682 
volcanic-rock  terranes  (series),  title  page  and 

table  of  contents,  09801 
water  quality  of  hydrologic  bench  marks,  in- 
dicator of  water  quality  in  natural  environ- 
ment, 05870 
Hydromechanics: 
cubic    spline    approximation    for    problems    in 
fluid  mechanics,  01365 
Hydrometallurgy: 
recovery   of  mercury   from   cinnabar  ores  by 
electrooxidation,  01320 
Hydrostatics: 
effect  of  porosity  on  hydrostatic  compression 
of  ice,  07518 
Hyperbaric  atmosphere,  see  Atmosphere. 
Hypercapnia: 
body  fluid  distribution   in  acute   hypercapnia, 

01282 
effect  of  chronic   hypercapnia   on  body   tem- 
perature regulation,  06074 
Hypersonic  aircraft,  see  Aircraft. 
Hypersonic  flow,  see  Flow. 
Hypersonic  speed,  see  Air  speed. 
Hypoglycemia: 
oral  hypolyemic  drugs,   competitive  problems 
in  drug  industry - 
hearings,  00705 

/ 

IAEA,  see  Internation  Atomic   Energy  Agency- 
International  Atomic  Energy  Agency. 
IAG,  see  Interagency  Advisory  Group. 
ICAS,  see  Interdepartmental  Committee  for  At- 
mospheric Sciences. 
ICC,  see  Interstate  Commerce  Commission. 
Ice: 
airborne   infrared   imagery   of   Arctic   Sea   ice 

thickness,  08281 
analysis  and  conceptual  design  of  practical  ice- 
water  heat  sinks,  05612 
annular  flow  ice-water  model  heat  sink,  07520 
arching  of  fragmented  ice  covers,  09229 
bearing   capacity    of   floating   ice    plates    sub- 
jected to  static  or  quasi-static  loads,  criti- 
cal survey,  05608 
conditions,       weather      and      crop      bulletin 

(periodical),  04720 
control    of    snow    and    ice    on    missile    fields, 

07523 
deicing  chemicals,  manual,  07582-3 
development     of    advanced     anti-icing/deicing 
capability     for    U.S.     Army     helicopters, 
06586 
development    of    advanced    anti-icing/deicing 
capability    for    U.S.    Army    helocopters, 
06585 
effect  of  porosity  on  hydrostatic  compression 

of  ice,  07518 
gas  inclusions  in  Antarctic  ice  sheet  and  their 
significance,  07512 


heat  transfer  characteristics  of  bubble-induced 
water  jet  impinging  on  ice  surface,  1 1974 

ice  force  measurements  on  Pembina  River,  Al- 
berta, Canada,  11977 

ice  heat  sink  concepts,  experimental  study, 
11975 

ice  thickness  observations,  North  American 
Arctic  and  subarctic,  05609 

interpretation  of  young  ice  forms  in  Gulf  of 
St.  Lawrence  using  side-looking  airborne 
radar  and  infrared  imagery,  07511 

nineteen  seventy-four  ice  breakup  on  Chena 
River,  07524 

prevention  and  control  of  culvert  icing,  09230 

prevention  of  preferential  bridge  icing  using 
heat  pipes,  07665 

spline  approximation  to  freezing  of  water  in 
cylindrical  hole  drilled  in  an  ice  sheet, 
05606 

USA  CRREL  snow  and  ice  testing  equipment, 
07516 

work-hardening  and   strain  rate   sensitivity  of 
flow    stress     in    high    purity    ice    single 
crystals,  07514 
Ice  age,  see  Glacial  period. 
Ice  Age  National  Scientific  Reserve: 

geology,  08301 
Ice  breakers: 

evaluation  of  mechanical  ice  cutter  concept  for 
use  in  domestic  icebreaking  service,  00241 

low  friction  coatings  for  icebreakers,  06662 
Icebreakers,  see  Ice  breakers. 
Iceland: 

aviation,  joint  financing  of  certain  air  naviga- 
tion services  in  Greenland  and  Faroe 
Islands  and  in  Iceland,  agreements  with 
other  governments,  03157 

aviation,  joint  financing  of  certain  air  naviga- 
tion services,  agreement,  13128 

defense,  agreement,  03250 

economic    trends    and    their    implications    for 
United  States,  01174,  05938 
ICPO,    see    International    Criminal    Police    Or- 
ganization. 
Idaho: 

census- 
retail  trade,  area  statistics,  08615 

census  of  retail  trade,  major  retail  centers  in 
standard  metropolitan  statistical  areas, 
01777 

characteristics  of  Douglas-fir  beetle  infestation 
in  northern  Idaho  resulting  from  treatment 
with  Douglure,  05828 

climatological  data,  03528 

employment  in  agricultural  and  agribusiness 
occupations,  09201 

Federal  outlays,  impact  by  State,  county  and 
large  city,  09193 

flight  and  attack  behavior  of  mountain  pine 
beetles  in  lodgepole  pine  of  northern  Utah 
and  southern  Idaho,  09628 

geothermal  development- 
hearings,  11568 

ground-water  levels  and  well  records  for  cur- 
rent observation  wells,  09798 

habitat  type  and  site  preparation  affect  sur- 
vival of  planted  Douglas-fir  in  central 
Idaho  brushfields,  01052 

Hells     Canyon     National     Recreation     Area, 
establish - 
law,  06740 

national  electric  rate  book,  01013 

Oregon  Trail,  Raft  River  to  Salmon  Falls 
Creek,  06044 
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population,   1973,  and   1972  per  capita  income 
estimates    for    counties    and    incorporated 
places,  04816 
precipitation  data,  hourly,  04011 
precipitation-frequency       atlas       of       western 

United  States,  08270 
remote  sensing  report.  Pacific  Northwest  area, 

0946? 
Spokane   basin,   inventory   and   assessment  of 
solid    waste    disposal    sites    in    Spokane 
County  and  northern  Idaho,  09479 
water  resources  data,  12438 
water  supply  outlook  and  snow  surveys,  04677 
Idaho  Falls,  Idaho: 

National  Reactor  Testing  Station  waste  treat- 
ment and  disposal  operations,  12062 
Identification: 

identification   standards   manual.   Job   Service, 

09221 
rapid   identification  of  copper-base   alloys   by 
energy  dispersion  X-ray  analysis,  10069 
Identification  cards: 

issuance  of  D.C.  Special  identification  cards  in 
place  of  drivers  licenses  - 
hearings,  OS  162 
Ideology: 

USA;         economics,         politics,         ideology 
(periodical),  04647 
IDOE,  see  International  Decade  of  Ocean   Ex- 
ploration. 
IERL,    see    Industrial    Environmental    Research 

Laboratory. 
IFR,  see  Instrument  flight  rules. 
IFTGL,  see   International   Field   Year  for  Great 

Lakes. 
IFYGL,  see  International  Field  Year  for  Great 

Lakes. 
Igneous  rocks: 

hydrology    of    volcanic-rock    terranes    (series), 
title  page  and  table  of  contents,  09801 
Ignition: 
distributors    and    magnetos,    ignition.    Federal 

item  identification  guide,  02359 
incendivity   of   some   coal-cutter   materials   by 
impact-abrasion     in     air-methane,     06129, 
12722 
prechamber    spark    ignition    engine    concepts, 
evaluation.  05714 
Iliamna  National  Resource  Range: 

proposed,  05927 
Illinois: 
adequacy  of  air  service  in  Illinois - 

hearing,  05467 
census    of    selected    service    industries,    area 

statistics,  04806 
climatological  data,  03529 

economic      and      environmental     aspects     of 
proposed     William    L.     Springer    project, 
GAO  report,  12368 
election  contest  in  10th  congressional  district - 

report,  06894 
Federal  outlays,  impact  by  State,  county  and 

large  city,  09194 
national  electric  rate  book,  12177-8 
pesticides  in  Illinois  waters  of  Lake  Michigan, 

00901 
precipitation  data,  hourly,  04012 
Illinois  &  Michigan  Canal: 
floods,  Thorne  Creek  and  Rock  Run  Creek  at 
Joliet,  111.,  11985 
Illiteracy: 
adult    basic    education    program,    progress    in 
reducing      illiteracy      and      improvements 
needed,  GAO  report,  09753 


Illumination,  see  Lights  and  lighting. 
Illustrators: 

illustrator  draftsman  I  &  C,  03067 
ILS,  see  Landing  (aircraft). 
Image  interpreters: 

educational   principles   and   techniques   for  in- 
terpreters, 09607 
parametric  analysis  of  imaging  radar  for  use  as 
independent  landing  monitor.  10152 
Imagery: 

airborne    infrared    imagery   of   Arctic   Sea   ice 

thickness,  08281 
environmental  satellite  imagery,  03785 
investigation      of      land      use      of      northern 
megalopolis  using  ERTS-1  imagery,  06155 
Images: 

environmental  data  base  development  process 
for  ASUPT  CIG  system,  01691 
IMCO,    see    Intergovernmental    Maritime    Con- 
sultative Organization. 
IMF,  see  International  Monetary  Fund. 
Imides: 

graphite-polyimide    composite    for    application 
to  aircraft  engines,  10161 
Immigration  and  emigration: 

administrative  decisions  under  immigntion  and 
nationality    laws    of    L  S.,    supplemental 
index,  12484-5 
alien  child  adopted  by  unmarried  citizen,  grant 
same  immigrant  status  as  one  adopted  by 
citizen  and  his  spouse  - 
law,  06697 
report,  11392 
immigration  laws,  general  information,  01149 
our  immigration,  brief  account  of  immigration 

to  United  States,  12483- 
Trade  reform  act,  emigration  amendment- 
hearings,  09041 
United  States  immigration  laws,  general  infor- 
mation, 12486 
Immigration  and  Naturalization  Service: 
highway  accident  report,  13002 
I  &  N  reporter,  04054 
interim  decisions,  04077 
oversight - 

hearings,  07000 
regional  office  operations - 
hearings,  08896 
Immigration  inspectors: 

hazardous  duty  coverage  for  U.S.  customs  and 
immigration  inspectors - 
hearings,  05236 
inspection    and    processing    of    citizens    and 
aliens  by  officers  designated  as  immigra- 
tion inspectors,  guide.  01148 
Immunity,  see  Privileges  and  immunities. 
Immunobiology: 

air    pollution    exposure    and    immunoglobulin 
levels.  12020 
Impact: 

dynamics  of  motorcycle  impact,  10205 

impact  and  thermal  sensitivity  of  commercial 

detonators,  02927 
intermediate-     and     maximum-range     missiles 
produced  by  cratering  experiments,  05667 
investigation    of    fracture    toughness,    fatigue- 
crack  growth,  sustained-load  flaw  growth, 
and  impact  properties  of  3  pressure  vessel 
steels,  08143 
reproducibility    of    liquid    oxygen    impact   test 

results,  12825 
scanning    electron    microscope    evaluation    of 
fabric      in      impact-compacted      kaolinite, 
05671 
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Impacted  areas: 

educational  impact  aid  laws,  oversight- 
hearings,  02045 
Impairments,  see  Injuries. 
Impeachments: 

debate  on  articles  of  impeachment- 
hearings,  02083 
impeachment  inquiry  of  Richard  M.  Nixon- 
hearings,  00493 
impeachment  of  Richard  M.  Nixon,  summary 
of  information - 
hearings,  07008 
impeachment      of     the      President,      minority 
memorandum  on  facts  and  law- 
hearings,  07006 
impeachment  of  the  President,   White   House 
staff  and  President  Nixon's  campaign  or- 
ganizations, background  memorandum - 
hearings,  07007 
Presidential         impeachment,         investigation, 
testimony  of  witnesses  - 
hearings,  11169-70 
procedure  and  guidelines  of  impeachment  tri- 
als in  Senate,  07064 
Richard  M.  Nixon - 

report,  04951,  08838 
Senate  rules  and  precedents  applicable  to  im- 
peachment trials  - 
hearings,  02318 
television  and  radio  coverage  on  proceedings 
in  House  of  Representatives  to  impeach 
the  President,  provide - 
report,  05030 
Impedance: 
measurement  of  lumped  parameter  impedance, 

metrology  guide,  10188 
organizational  maintenance   manual,  radio  set 
AN/ARC-114,  network,  impedance 

matching,  01736 
Impellers: 
fans  and  impellers,  Federal  item  identification 
guide,  00747,  11698 
Impingement: 
analysis  of  liquid-metal-jet  impingement  cool- 
ing in  corner  region  and  for  row  of  jets, 
02985 
heat  transfer  characteristics  of  bubble-induced 
water  jet  impinging  on  ice  surface,  11974 
Implants: 

use  of  iodine-125  for  interstitial  implants,  08339 
Imported  fire  ants,  see  Ants. 
Imports: 
airborne,  FT  reports,  04626 
commercial  import  detentions,  monthly  report, 

03582 
customs   administration   and   valuation   of  im- 
ports - 
hearings,  11223 
export  and  import  merchandise  trade,  04562 
fishery  products,  annual  summary,  03047 
highlights   of   U.S.   export   and   import   trade, 

03997 
if  imports  cost  you  your  job  apply  for  worker 

adjustment  assistance,  07454 
impact    on    U.S.    imports    of    granting    most- 
favored-nation     treatment     to     Romania, 
00332 
importation    of    distilled    spirits,    wines,    and 

beer,  code  of  Federal  regulations,  10464 
imports  of  cotton  manufactures,  general,  03970 
organization  and  development  of  enumeration 
of  articles  which  would  result  in  compara- 
bility of  United  States  import,  production 
and  export  data,  02127 


petroleum  import  license  fees,  proposal- 
hearings,  11226 
restriction  of  oil  imports,  05967 
steel  demand,   capital  costs,   and   imports   im 
pact    on    steel    industry's    capital    needs 
07445 
steel   shipments    from    exporting   countries   b; 
category  of  TSUSA  number  and  type  o 
steel,  04543 
U.S.  foreign  trade  by  quarters,  11924 
U.S.  general  imports,  FT  reports,  04630 
U.S.  general  imports,  world  area  by  commodi 

ty  groupings,  06630 
U.S.  life  lines,  imports  of  essential  materials 
and   impact   of  waterborne   commerce   oi 
Nation,  06418 
waterborne  exports  and  general  imports,  04634 
see  also  Commerce-Tariff. 
Impounded  funds,  see  Funds. 
Impounded  water,  see  Water. 
Imprisonment: 

children  in  custody,  report  on  juvenile  deten 
tion    and    correctional    facility    census    o 
1971,  12613 
U.S.  citizens  imprisoned  in  Mexico- 
hearings,  06977 
Inaugural  Ceremonies  Committee: 

preliminary  inventory  of  records  of  1965  Inau 
gural  Committee,  12856 
Incendiary  bombs,  see  Bombs. 
Incendivity,  see  Ignition. 
Incentive  awards,  see  Rewards  (prizes,  etc.). 
Incentive  payments: 

flight  incentive  pay  for  aviation  crew  members 
duties - 
report,  08979 
work  incentive  program,  04726 
Incentives  in  industry: 

improving     municipal     productivity,     Detroi 

refuse  collection  incentive  plan,  01513 
incentives  to  carpooling,  13200 
management  of  social  incentives  in  Air  Forc< 
technical  training,  field  experiment,  00053 
work  incentive/jobs  optional  program,  06065 
Incinerators: 

determination   of   incinerator  operating  condi 
tions  necessary  for  safe  disposal  of  pesti 
cides,  12030 
process  modifications  for  control  of  particulate 

emissions  from  incineration,  09390 
technology   for  use   of  incinerator   residue   a; 

highway  material,  02537 
updated  cost  evaluation  of  metal  and  minera 
recovery  process  for  treating  municipal  in 
cinerator  residues,  08042 
Incombustible  material,  see  Fire  resistant  materi 

al. 
Income: 

administration    of    supplemental    security    in 
come  program  - 
hearings,  07047-8 
alternative  futures  for  nonmetropolitan  popula- 
tion,   income,    employment,    and    capital, 
00017 
bonus  food  stamps  and  cash  income  supple- 
ments, 00032 
computing   your   tax   under  income   averaging 

method,  01154,  07870 
consumer  income,  series,  08652,  08662 
District  of  Columbia   tax   laws,   amend   those 
applicable  to  unincorporated  business  in 
come,  11088 
double   taxation,    earnings   from    operation   ol 
ships  and  aircraft,  agreement  with  Jordan 
03260 
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Employee    retirement    income     security     act, 
amend - 
report,  01997 

estate  tax  returns,  statistics,  1972,  12527 

families  below  low-income  level,  map,  10581 

family  (money)  income  1947-71,  summarizing 
twenty-five  years  of  summary  statistic, 
01790 

farm  income  situation,  11941 

fiduciary  standards.  Employee  retirement  in- 
come security  act.  07937 

financing  retirement  income,  issues,  06761 

food  stamp  facts,  household  income  deduc- 
tions, 09598 

guides  to  improving  income  maintenance 
worker's  manual,  10516 

health,  education,  and  welfare,  income  securi- 
ty, social  services,  conference  on  infla- 
tion, 01512 

household  money  income  in  1973,  08662 

housing  for  low  income  families,  HUD's  new 
sec.  8  housing  assistance  payments  pro- 
gram, 12468 

important  information  about  your  supplemen- 
tal security  income  payments,  13077 

income  security  for  Americans,  recommenda- 
tions of  public  welfare  study,  06756 

increasing  income  into  social  security  trust 
funds,  00516 

introducing  supplemental  security  income, 
13078 

low-income  neighborhoods  in  large  cities, 
06597-8,  10537 

managing  intake  process  in  income  main- 
tenance in  Washington  State  and  Hennipin 
County,  Minn..  10519 

men,  annual  mean,  lifetime,  08652 

model  income  supplement  bill,  studies  in 
public  welfare,  06760 

money  income  in  1974  of  families  and  persons 
in  United  States,  10574 

Nebraska,  estimates  of  population,  counties, 
10566 

need  for  more  uniform  application  of  presump- 
tive disability  provision  of  Supplemental 
Security  Income  program,  GAO  report, 
12363 

Ohio,  estimates  of  population,  counties,  10567 

population.  1973,  and  1972  per  capita  income 
estimates  for  counties  and  incorporated 
places  in  Colorado,  10564 

population,  1973,  and  per  capita  income, 
08653,  08663 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties  and  incorporated 
places  in  Florida,  04814 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties  and  incorporated 
places  and  selected  minor  civil  divisions  in 
New  York.  04820 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties  and  incorporated 
places  in  California.  04812 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties  and  incorporated 
places  in  Colorado,  04813 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties  and  incorporated 
places  in  Idaho,  04816 

population.  1973.  and  1972  per  capita  income 
estimates  for  counties  and  incorporated 
places  in  Iowa,  04818 

population,  1973.  and  1972  per  capita  income 
estimates  for  counties  in  Hawaii.  04815 


population,   1973,  and   1972  per  capita  income 

estimates   for  counties,   and   incorporated 

places  in  Oregon,  04821 
population,   1973,  and   1972  per  capita  income 

estimates      for      counties,      incorporated 

places  and  selected  minor  civil  divisions  in 

Indiana,  04817,  04819 
population,   1973,  and   1972  per  capita  income 

estimates      for      counties,      incorporated 

places,  and   selected  minor  civil  divisions 

in  South  Dakota,  04822 
population,   1973,  and   1972  per  capita  income 

estimates   for  countires   and    incorporated 

places  in  Washington,  04823 
public    income    transfer    programs,     1975    for 

guaranteed  minimum  income,  04920 
reliability    of    quarterly    national    income    and 

product  accounts,  1947-71,  00829 
reporting  and  disclosure.  Employee  retirement 

income  security  act  of  1974,  01234 
reporting  your  tips  for  Federal  tax  purposes, 

02756 
social  security  rulings,  04523 
statistics  of  income  1971,   corporation   income 

tax  returns,  12526 
supplemental  security  income,  guide,  13076 
tax  benefit  for  low-income  individuals,  02764 
tax  information  on  investment  income  and  ex- 
penses, 07872,  12530 
taxable  income  and  nontaxable  income,  027%, 

12533 
Income  tax: 

adjustments  to  income  tax  for  sick  pay,  02724 
administration's  tax  cut  recommendations  and 

possible  alternatives,  analysis,  05251 
amortization    of    pollution    control    facilities, 

02725 
antirecession  tax  cut,  11527- 
hearings,  11520 
report,  05092,  05400 
Armed  Forces  Federal  income  tax  for  1975  in- 
come tax  returns,  02833 
audit  of  returns,  appeal  rights  and  claims  for 

refund,  02726 
audit  of  returns,  appeal  rights,  and  claims  for 

refund,  Spanish  edition,  02758 
business   use   of   home,   vacation   homes,   and 

foreign     conventions     as     deductions     on 

returns,  02107 
case  for  providing  pay-as-you-go  priviliges  to 

military  personnel  for  state  income  taxes, 

GAO  report,  01095 
child  care  and  disabled  dependent  care,  tax  in- 
formation, 02730 
collection  process,  income  tax  accounts,  05934 
community  property  and  Federal  income  tax, 

02731-2 
computing   your   tax   under  income   averaging 

method.  01154.  07870 
condemnations  of  private  property  for  public 

use.  02733 
confidentiality  of  tax  returns,  02110 
convention    with    Polish    People's    Republic, 

07080 
corporations  and    Federal   income   tax,  01155, 

12518 
credit  for  purchase  of  new  principal  residence, 

amend - 
report,  10929 
deduction  for  interest  expense,  02745 
deduction    for    medical    and    dental    expenses 

02735 
deductions,  organizations  contributions  which 

are  deductible,  list,  supplements.  03628 
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double  taxation,  taxes  on  income,  agreement 
with  Italy,  03320 

extension  of  individual  and  corporate  tax 
reductions,  11523 

farm  corporations  and  their  income  tax  treat- 
ment, 11940 

Federal  employees,  withholding  of  certain  city 
wage  taxes  - 
report,  09004 

Federal  use  tax  on  civil  aircraft,  02737 

filing  and  dependency  information  for  students 
and  parents,  02739 

food  stamp  facts,  household  income  deduc- 
tions, 02591 

foreign  scholars  and  educational  and  cultural 
exchange  visitors,  tax  information,  02740 

guide  for  preparing  individual  Federal  income 
tax  return,  Spanish  edition,  12520 

guide  to  preparing  form  1040,  02742 

highlights  of  1975  changes  in  tax  law,  12521 

how  to  apply  for  recognition  of  exemption  for 
an  organization,  02743 

income  deduction  for  taxes,  02746 

income  tax  deduction  for  contributions,  02744 

income  tax  deductions  for  alimony  payments, 
02747 

index-digest  system,  internal  revenue  bulletin, 
01153,  02727-8,05933,  12517 

individual  income  tax  reductions,  02114 

information  on  self-employment  tax,  02749 

internal  revenue  bulletin,  cumulative  index- 
digest  system,  03475 

Internal  Revenue  Code  provisions,  change - 
law,  06706 
report,  07168 

IRS  looseleaf  regulations  system,  04178 

jeopardy  and  termination  assessments  by  IRS, 
02116 

local  revenue  diversification,  income,  sales 
taxes  and  user  charges,  10359 

losses  from  operating  business,  02750,  12523 

mandatory  tax  withholding  recommended  for 
agricultural  employees,  GAO  report, 
07751 

Members  and  employees  of  Congress,  volunta- 
ry withholding  of  State  income  tax- 
report,  06839 

minimum  income  tax  changes  and  limits  on 
itemized  deductions,  02109 

older  Americans,  protect  against  overpayment, 
checklist  of  itemized  deductions,  print  ad- 
ditional copies - 
report,  08948 

other  miscellaneous  deductions,  tax  informa- 
tion, 02751 

President's  tax  program  and  related  materials, 
05270 

President's  1975  tax  proposals - 
digest  of  public  testimony,  05256 

private  letter  rulings  of  IRS,  02122 

questions  and  answers  regarding  original  issue 
discount  on  savings  deposit  arrangements, 
02752 

recordkeeping  for  small  business,  02753 

recordkeeping  requirements  and  guide  to  tax 
publications,  02754 

reimbursement  of  income  taxes,  agreement 
with  UNESO,  03313 

rental  income  and  royalty  income,  tax  infor- 
mation, 02755 

retirement  income  credit,  01156,  02757 

retirement  income  credit,  child  care  deduction, 
qualified  stock  options,  and  sick  pay  ex- 
clusion, 02128 


return  preparers,  assessments  in  case  of 
mathematical  or  clerical  errors  and 
withholding  tax  provisions,  02113 

sale  or  other  disposition  of  business  or  busi- 
ness interest,  tax  information,  02759 

simplification  of  tax  return,  02129 

state      of      economy      and      President's      tax 
proposals - 
panel  discussions,  05271-2 

State  taxation  of  Federal  tax  rebates - 
report,  07102 

statistics  of  income  1971,  corporation  income 
tax  returns,  12526 

sxbTax  returns,  02110 

tax  benefit  for  low-income  indiviudals,  02764 

tax  benefits  for  older  Americans,  02765 

tax  guide  for  U.S.  citizens  abroad,  01157 

tax  guide  for  U.S.  citizens  employed  in  U.S. 
possessions,  02768 

tax  information  for  American  scholars  in  U.S. 
and  abroad,  02769 

tax  information  for  homeowners,  02770 

tax  information  for  private  foundations,  and 
foundation  managers,  02772 

tax  information  for  sponsors  of  contests  and 
sporting  events,  01 158,  02773 

tax  information  for  U.S.  Government  civilian 
employees  stationed  abroad,  02774-5 

tax  information  for  visitors  to  the  United 
States,  12532 

tax  information  for  visitors  to  United  States, 
02776 

tax  information  on  accounting  periods  and 
methods,  07871 

tax  information  on  business  expenses,  02777 

tax  information  on  condominiums  and 
cooperative  apartments,  02778 

tax  information  on  deductions  for  bad  debts, 
02779 

tax  information  on  deductions  for 
homeowners,  01159 

tax  information  on  disasters,  casualty  losses, 
and  thefts,  01160 

tax  information  on  educational  expenses, 
02781 

tax  information  on  individual  retirement 
savings  programs,  12529 

tax  information  on  installment  and  deferred- 
payment  sales,  02782 

tax  information  on  investment  income  and  ex- 
penses, 07872,  12530 

tax  information  on  moving  expenses,  02784 

tax  information  on  mutual  fund  distributions, 
02785,  12531 

tax  information  on  partnership  income  and 
losses,  02787 

tax  information  on  pension  and  annuity  in- 
come, 02788 

tax  information  on  repairs,  replacements,  and 
improvements,  01161 

tax  information  on  selling  your  home,  02789 

tax  information  on  Subchapter  S  corporations, 
02790-2 

tax  information  on  U.S.  civil  service  retire- 
ment and  disability  retirement,  02793 

tax  information  on  United  States  saving 
bonds,  02794 

Tax  reduction  act,  1975- 
brief  summary,  05253 
major  provisions,  summary,  08918 

tax  shelter  investments,  analysis  of  64  returns, 
00526 

tax  shelters,  farm  operations,  02133 

tax  shelters,  movie  films,  02134 

tax  shelters,  oil  and  gas  drilling  funds,  02135 
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tax  shelters,  overview,  021 19 
tax  shelters,  prepaid  interest,  02136 
tax  shelters,  real  estate,  02137 
tax  shelters,  use  of  limited  partnerships,  02138 
tax  treatment  of  members,  Armed  Forces  and 
civilian   employees   who   are   prisoners   of 
war  or  missing  in  action  - 
law.  04890 
tax   withholding   and  declaration   of  estimated 

tax,  02795 
taxable  income  and  nontaxable  income,  027%, 

12533 
U.S.  taxation  of  foreign  source  income,  02139, 

02141-2 
United  States  tax  guide  for  aliens,  02799 
withholding   Federal   employees'    taxes    under 
city  ordinances- 
law,  08715 
report,  08790 
withholding     taxes     from     your     employees' 

wages.  02802 
your    Federal    income    tax,    tax    information, 
01163 
Indemnity: 
Arts  and  artifacts  indemnity  act- 
law,  06700 
report,  02003 
increases  in  indemnity  compensation,  DIC,  for 
service-connected    disabled     and    certain 
veterans'  survivors- 
hearings,  02103 
increases     in     non-service-connected    pension 
rates   and    in   dependency    and   indemnity 
compensation  rates  for  certain  dependent 
parents - 
hearings,  02104 
indemnification   of  Metropolitan   Museum   for 
losses  suffered  in  exhibitions  in  Union  of 
Soviet  Socialist  Republics,  provide - 
report,  05379 
Price-Anderson    nuclear   indemnity   act,   over- 
sight- 
hearings,  11122 
Price-Anderson   provisions   of   Atomic   energy 
act,  amend,  phase  out  of  governmental  in- 
demnity- 
report,  10964 
Price-Anderson    provisions   of   Atomic   energy 
act,  amend,  phaseout  of  governmental  in- 
demnity- 
hearings,  01878 
law,  06738 
report,  01998,  07112 
Independence  (SS): 
foreign  sale,  authorize - 

report,  09000 
sales  to  alien  with  transfer  to  foreign  registry, 
authorize - 
law,  08711 
Independence  National  Historical  Park: 
common    cause    of   America,    1st   Continental 

Congress,  study,  06392 
general  information  and  map,  03054-5 
poster,  01463 
Independence,    Project    (energy    program),    see 

Project  Independence  (energy  program). 
Index  digests: 
consolidated    index-digest    of    reports    of    In- 
terstate Commerce  Commission  involving 
rates  and  practices,  12578 
index-digest  system,  internal  revenue  bulletin, 

01153,  02727-8,  05933,  12517 
index-digest  system,  internal  revenue  bulletin, 
cumulative,  03475-9 


Indexes: 

administrative  decisions  under  immigration  and 
nationality  laws  of  U.S.,  supplemental 
index,  12484-5 

agricultural  production.  Western  Hemisphere, 
excluding  United  States  and  Cuba,  09202 

air  pollution  indices,  compendium  and  assess- 
ment of  indices  used  in  United  States  and 
Canada,  11647 

AMC  ammunition  peculiar  equipment  index, 
maintenance  of  supplies  and  equipment, 
08595 

AMC  publications  and  blank  forms,  08594 

Army  motion  pictures  for  public  non-profit 
use,  04783 

auroral  electrojet  magnetic  activity  indices  AE 
(11)  for  1973,  00891 

background  notes,  06477,  08402 

biomedical  research  index,  population 
sciences,  04358 

classified  index  of  National  Labor  Relations 
Board  decisions  and  related  court  deci- 
sions. 06355,  08250 

code  of  Federal  regulations,  12208 

commanders  digest  (periodical),  05571,  09135-6 

Commerce  Department  publications,  01830, 
01834 

committee  organization  in  House,  hearings  and 
panel  discussions,  08861 

congressional  record,  daily,  03592 

consumer  price  index,  how  will  1977  revision 
affect  it?,  01255 

consumer  price  index,  short  description,  07968 

data  index  system,  annual  declassification  list, 
07508 

decisions  of  U.S.  courts  involving  copyright, 
11644 

Defense  Department  index  of  specifications 
and  standards,  02391 

Defense  Department  specifications  and  stan- 
dards, supplements,  03735 

Defense  Supply  Agency  publications,  02341 

Department  of  State  indexes  of  living  costs 
abroad  and  living  quarters  allowances, 
04627 

diabetes  literature,  03743 

digest  and  index  of  published  decisions  of 
Assistant  Secretary  of  Labor  for  Labor- 
Management  Relations  pursuant  to  Execu- 
tive order  1 1491,  as  amended,  supplement, 
07940 

endocrinology  index,  03772 

EPA  legal  authority,  statutes  and  legislative 
history,  executive  orders,  regulations, 
05732 

export  mailing  list  and  FTI  data  tape  services, 
trade  list  program,  12575 

farm  production,  indexes  of  total  farm  output 
and  gross  production,  by  livestock  and 
crop  groups,  01676 

Federal  advisory  committees,  report  of  Pre- 
sident to  Congress,  00676 

Federal  item  name  directory  for  supply 
cataloging  alphabetic  index  of  names, 
03850 

Federal  item  name  directory  for  supply 
cataloging,  numeric  index  of  item  name 
codes  to  Federal  item  identification 
names,  etc.,  03851 

Federal  register,  03884 

Federal  specifications  and  standards,  12251 

Federal  specifications  and  standards,  supple- 
ments, 04059 

Federal  supply  classification  handbook,  nu- 
meric index  of  classes,  03889 
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Federal  supply  classification,  alphabetic  index, 
supplements,  03890 

fiche  index  for  nuclear  dockets,  00858-62, 
04799,  10525 

flood  maps  for  California  through  1974,  05880 

foreign  market  reports,  index,  04060 

foreign  trade  organizations  in  USSR,  product 
index  and  directory,  11931 

generic  names  of  fossil  plants,  1966-73,  index, 
05869 

geology  and  hydrology,  Front  Range  Urban 
Corridor,  Colo.,  05867 

Government  reports  announcements  &  index, 
03976 

Government  reports,  index,  annual  cumula- 
tion, 06408 

hourly  earnings  index,  1964-Aug.  1975,  12669 

index  medicus,  04056 

index  medicus,  abridged,  03378 

index  of  dermatology,  monthly  guide  to  litera- 
ture in  clinical  dermatology,  etc.,  04058 

index  of  recipes,  Armed  Forces  recipe  service, 
04792 

index  to  publications  of  Manpower  Adminis- 
tration, 06054 

index-catalogue  of  medical  and  veterinary 
zoology,  01638 

indexed  bibliography  of  Office  of  Research 
and  Development  reports,  05733 

labor,  indexes  of  farm  production  per  hour,  by 
livestock  and  crop  groups,  01678 

medical  and  veterinary  zoology,  index- 
catalogue,  08554 

medical  and  veterinary  zoology,  ticks  and 
tickborne  diseases,  hosts,  08553 

military  periodicals,  Air  University  Library, 
03416 

NASA  tech  briefs,  1974,  02950 

National   Aeronautics   and   Space   Administra- 
tion, appropriations,  1975,  authorization  - 
hearings,  11446 

National  Labor  Relations  Board  decisions  and 
related  court  decisions,  classified  index, 
03042 

nuclear  science  abstracts,  02426,  04310 

productivity  indexes  for  selected  industries, 
1975  edition,  12667 

productivity,  index  of  total  farm  input  and 
productivity,  01679 

Rehabilitation  Services  Administration,  quar- 
terly indices,  04464 

scientific  and  technical  aerospace  reports, 
semiannual  indexes,  04492 

selected  1970  census  reports,  01787 

statistical  notes,  compilation,  01428 

student  financial  assistance  - 
hearings,  05170 

subject  and  name  indexes  to  publications  of 
Commission  on  Population  Growth  and 
American  Future,  11193 

USDA-DHIA  cow-index  list,  01636 

Veterans  Administration  publications,  08498 

vital  and  health  statistics  series,  current  listing 
and  topical  index,  01392 

vital  and  health  statistics  series,  current  listing 
and  topical  index,  1962-73,  06306 
Indexing: 

adjustment  of   wages,   prices,   and  other  pay- 
ments with  rate  of  inflation - 
hearings,  1 1490 
India: 

accessions  list,  Library  of  Congress  Office, 
New  Delhi,  03383 

agricultural  commodities,  agreement,  03275 


economic    trends    and    their    implications    for 

United  States,  02805,  09904 
finance,  consolidation  and  rescheduling  of  cer- 
tain debts,  agreement,  03187 
marketing,  07441 

surplus  property  settlement,  agreement,  03282 
trade  in  cotton  textiles,  agreement,  03206 
Indian  Affairs  Bureau: 

land  management  activities  on  3  Indian  reser- 
vations in  South  Dakota  can  be  improved, 
GAO  report,  07816 
Planning  Support  Group  report,  12491-501 
press  releases,  04394 
Indian  agencies: 

effects  of  Indian  preference  on  employees  of 
Indian  agencies- 
hearings,  07308 
Indian  Arts  and  Crafts  Board: 

fact  sheet,  12506 
Indian  Claims  Commission: 
annual  report,  09875 
appropriations,  1976- 

law,  06707 
appropriations,  1976,  authorization  - 

report,  00625,  06818 
appropriations,  1976- 
hearings,  05501 
Indian  Creek: 

flood    plain    information,    East    Branch,    Per- 
kiomen    Creek,    Montogomery    Counties, 
Pa.,  05630 
floods,  East  Branch,  Perkiomen  Creek,  Bucks 
and  Montgomery  Counties,  Pa.,  09276 
Indian  Creek  Reservoir: 

eutrophication  of  surface  waters,  09362 
Indian  Health  Service: 
act,  amend- 

report,  05407 
appropriations,  1976- 
hearings,  05115 
Indian  lands: 

exclude   from   gross   income   gains   from   con- 
demnation of  certain  forest  lands  held  in 
trust  for  Klamath  Indian  tribe - 
report,  00404 
Indian  submarginal  lands  transfer  act- 

law,  00263 
Interior  Department  decisions,  04078 
land  held  in  trust  for  Pueblo  of  Laguna- 
law,  01852 
report,  00562,  06831 
Indian  Nations  Scenic  Trail: 
establish - 
report,  07097 
Indian  Ocean: 

omega   propagation  correction  tables   for  10.2 

kHz,  11898-9 
omega   propagation   correction   tables   for   3.4 

kHz,  11907 
tide  tables,  01443 
Indian  reservations: 

disposal  of  excess  property  located  within - 

hearings,  06954 
disposal  of  excess  property  located  within  In- 
dian reservations - 
report,  05047 
jurisdiction  over  offenses  concerning  Indians, 
grant  to  some  States,  background  report 
on  Public  law  280,  05497 
land  management  activities  on  3  Indian  reser- 
vations in  South  Dakota  can  be  improved, 
GAO  report,  07816 
law  enforcement,  appropriations,  1976- 
amendment,  proposal,  10732 
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need     for     law     enforcement     and     judicial 
reform  - 
hearings.  05510 
Indian  schools: 

Indian       self-determination       and       education 
assistance  act- 
hearings,  02056 
Indiana: 
chmatological  data.  03530 
crop  summary,  field  crops,  08435,  08435 
Federal  outlays,  impact  by  State,  county  and 

large  city,  09195 
floods,      estimating      their      magnitude      and 

frequency,  technical  manual,  01112 
lamb  crop  continues  to  decline,  08436 
livestock    inventory,    livestock    values    show 

mixed  changes,  08437 
population,   1973  and   1972  per  capita  income 
estimates      for      counties,      incorporated 
places  and  selected  minor  civil  divisions  in 
Indiana,  04817 
precipitation  data,  hourly,  04013 
sheep   and   lambs,   sheep   and   lambs  on   feed 
down    6    percent,    U.S.    off    22    percent, 
08438 
water  resources  data,  09815,  12439 
Indiana  Dunes  National  Lakeshore: 
establish  - 

hearings,  07264 
expand  - 
hearings,  08900 
Indiana  Harbor,  Ind.: 

port,  09296 
Indianapolis,  Ind.: 
area  wage  survey,  12663 
municipal  government  wage  surveys,  06011 
Indians: 
anticipated    socio-economic    impacts    of    coal 
development  on  Indians  of  northern  Great 
Plains,  12501 
book  list  for  young  readers,  12487 
bridging    gap.    Twin    Cities    native    American 

community,  00201 
Civil  Rights  Commission  hearings,  06638 
civil  rights  of  American  Indians,  Civil  Rights 
Commission- 
hearing.  00203 
disposal      of      Federal      property      for      any 
group,  band,  or  tribe  of  Indians,  provide  — 
law,  04892 
education  accountability - 

hearings,  05521 
effects  of  Indian  preference  on  employees  of 
Indian  agencies- 
hearings,  07308 
health  care  improvement  act- 
hearings,  05502 
report,  05407 
Indian       business       development       program, 
establish  within  Interior  Department- 
report,  08793 
Indian  financing  act- 
report,  08793 
Indian  food  and  cookery,  12488 
Indian  health  care  improvement  act- 
hearings,  02058 
Indian   leader  (Haskell   Indian   Junior  College 

periodical),  04061 
Indian  religions  and  ceremonials,  12490 
Indian  School  journal  (periodical),  04062 
Indian       self-determination       and      education 
assistance  act- 
hearings,  02056 


Indian  tribes  and  Alaskan  native  villages,  entit- 
lements. 13215 
Indians    in    United    States,    select    audiovisual 

records,  06262 
Inter-Tribal  Council,  Inc.,  land  conveyance- 
law,  08739 
Johnson-O'Malley  act,  administration - 

hearings,  07259 
Kappler's    Indian    affairs,    laws    and    treaties, 

01151 
laws  relating  to  Indian  health,  text,  00486 
native  American  artists  and  craftsmen,  poten- 
tial outlets,  directory,  12506 
North   American   Indian,  community   develop- 
ment, bibliography,  09865 
omnibus  submarginal  land  transfers  to  certain 
tribes - 
report,  06833 
self  determination  and  education  program - 

report,  05073 
skeletal   remains    from    Mesa    Verde   National 

Park,  Colo.,  12987 
submarginal  lands  and  trust  lands  for  certain 
Indian  tribes - 
hearings,  11576 
see  also  Indian  lands. 
Indicators: 

indicating    levels,    Federal    item    identification 

guide,  07390 
international  economic  indicators  and  competi- 
tive trends,  04082 
social  and   health   indicators  system,   Atlanta, 

Ga.,  08640 
see  also  Flight  indicators. 
Indium: 

preprint  from  Bulletin  667,  Mineral  facts  and 
problems,  01291 
Individuality: 

biographical  treatment  of  creative   individual, 
USSR  study,  07890 
Indochina,  01960 

appropriations,     reductions     in     supplemental 

requests,  10736 
assistance  to  evacuation,  oversight- 
report,  06805 
funds  for  use  of  humanitarian  evacuation  in 
Indochina- 
proposal,  01924 
Indochina    migration    and    refugee    assistance 
act,  10737- 
report,  00557 
postwar    reconstruction    assistance    appropria- 
tions, 1975- 
hearings,  02022 
postwar     reconstruction     funds     to     finance 
evacuation  from  South  Vietnam - 
proposal,  00317 
refugee  children  assistance  act- 
report,  10991 
refugee  children  assistance  program - 

report,  02204,  06877 
refugees - 
hearings,  05219 
Indonesia: 

agricultural  commodities,  agreement,  13132 

background  notes,  08403 

economic    trends    and    their    implications    for 

United  States,  01170,  12539 
launching  and  associated  services  for  Indone- 
sian satellites,  agreement,  03300 
mineral    industry,    Mineral   yearbook   chapter, 

02904 
regional  markets,  00822 
Induction  heating,  see  Heating. 
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Industrial  agreements: 
characteristics    of   agreements    covering    1,000 

workers  or  more,  12654 
characteristics   of  major  collective  bargaining 
agreements,  07963 
Industrial  arbitration: 
arbitration  board  to  settle  disputes  for  postal 
supervisors,  establish- 
report,  08832 
Federal    Mediation    and    Conciliation    Service 
news  release,  04292 
Industrial  capacity: 
capacity  utilization  in  manufacturing,  quarterly 

averages,  seasonally  adjusted,  03495 
initial     report     on     oil     and     gas     resources, 
reserves,  and  productive  capacities,  07640 
Industrial  chemistry: 
evaluation  of  the  hazard  of  bulk  water  trans- 
portation of  industrial  chemicals,  01819 
industrial  organic  chemicals,  census  of  manu- 
factures, 00115 
occupational  employment,  industrial  chemicals 
industry,  01254 
Industrial  dryers,  see  Dryers  (industrial). 
Industrial  engineering: 

weekly  Government  abstracts,  04704 
Industrial  engineers: 

employment  outlook,  12644 
Industrial  Environmental  Research  Laboratory: 
overview    of    EPA/IERL-RTP    scrubber    pro- 
grams, 00927 
Industrial  equipment,  see  Production  equipment. 
Industrial  machinery,  see  Machinery. 
Industrial  materials,  see  Materials. 
Industrial  plants,  see  Plants  (industrial). 
Industrial  Pollution  Control  Division: 
projects  in  Industrial  Pollution  Control  Divi- 
sion, 09379 
Industrial  procurement: 
low    U.S.     share     of    World     Bank-financed 
procurement,  09751 
Industrial  production,  see  Production. 
Industrial  products,  see  Commercial  products. 
Industrial  relations: 
Brookside    Mine    labor-management    dispute, 
oversight - 
hearings,  06940 
court  decisions  relating  to  National  labor  rela- 
tions act,  01436 
dealing  with  labor  unions,  guide  for  FA  A  su- 
pervisors, 02495 
digest   and    index    of    published    decisions    of 
Assistant  Secretary  of  Labor  for  Labor- 
Management  Relations  pursuant  to  Execu- 
tive order  1 1491 ,  as  amended,  supplement, 
07940 
directory    of    BLS    studies    in    industrial   rela- 
tions, 05998 
employee-management    agreement,    American 
Federation  of  Government  Employees  and 
Headquarters    9th    Infantry    Division    and 
Fort  Lewis,  Fort  Lewis,  Wash.,  08599 
employee-management  relations  in  public  ser- 
vice, bibliography,  12634 
Federal  labor-management  consultant 

(periodical),  03853 
help  for  troubled  employee,  troubled  employee 

program  supervisor's  guide,  02723 
labor  laws  pertaining  to  labor  relations,  00691, 

11595 
Labor    management    relations    act,    rules    of 

NLRB,  04485 
labor-management     relations     and     spirit     of 
cooperation,  remarks,  05980 


labor-management  relations  program  provi- 
sions and  technical  guidance,  03869 

management-labor  relations  in  State  and  local 
governments,  00108 

National  labor  relations  act  jurisdiction  over 
health  care  institutions,  12946 

National  labor  relations  act,  coverage  of  non- 
profit hospitals - 
law,  08729 
legislative  history,  07296 

National  Labor  Relations  Board  casehandling 
manual,  unfair  labor  practice  proceedings, 
08252 

Public  Sector  Labor  Relations  Information 
Exchange,  calendar  of  events,  04440 

questions  and  answers  on  role  of  Assistant 
Secretary  of  Labor  for  labor-management 
relations  under  executive  order  1 1491,  as 
amended,  labor-management  relations  in 
Federal  service,  01233 

supervisor's  guide  to  labor  relations  in  Federal 
Government,  01812 

texto  de  la  ley  de  relaciones  obrero-patronales, 
1947,  segun  enmendada,  01437 
Industrial  safety,  see  Safety  of  life. 
Industrial  security: 

industrial  security  manual  for  safeguarding 
classified  information,  11871 

industrial    security    manual    for    safeguarding 
classified   information,   COMSEC   supple- 
ment, 09134 
Industrial  traffic  managers,  see  Managers. 
Industrial  wastes: 

biological  effects  of  industrial  wastes 
discharged  to  North  Platte  River,  09328 

facilities  operations  and  maintenance,  corro- 
sion and  deposition  control,  industrial 
water  treatment,  02707 

industrial  waste  survey  report,  study  of 
characteristics  of  liquid  wastes  from  in- 
tegrated steel  mill,  Bethlehem  Steel  Co., 
Lackawanna,  N.Y.,  06457 

industrial  waste  survey  report,  study  of 
characteristics  of  liquid  wastes  from  in- 
tegrated steel  mill  Geneva  Works,  Colum- 
bia-Geneva Division,  U.S.  Steel  Co., 
06455 

projects  in  Industrial  Pollution  Control  Divi- 
sion, 09379 

sugar  beet  factory  wastes,  Buckeye  Sugar  Co., 
industrial  waste  survey  report,  06456 

waste  discharges  on  effects  water  quality, 
Snake  River  and  Rock,  Twin  Falls  area, 
Idaho,  09465 

see  also  Waste  products. 
Industrial  workers,  see  Labor. 
Industry: 

annual  survey  of  manufactures,  genera' 
statistics  for  industry  groups  and  indus- 
tries, 00104 

Business  and  Industry  Conference  on  Infla- 
tion, transcripts,  00253 

computer  technology  in  industry,  USSR  study, 
07907 

current  industrial  reports,  00152-72,  03643-76, 
03678-98,  10551-9 

data  base,  potential  for  energy  conservation  in 
9  selected  industries,  copper,  07626 

data  base,  potential  for  energy  conservation  in 
9  selected  industries,  glass,  07628 

data  base,  potential  for  energy  conservation  in 
9  selected  industries,  selected  paper 
products,  07629 

data  base,  potential  for  energy  conservation  in 
9  selected  industries,  steel,  07627 
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data  base,  potential  for  energy  conservation  in 
9  selected  industries,  styrcne  butadiene 
rubber.  07630 

Delaware,  inventory  of  historic  engineering 
and  industrial  sites,  01461 

development  of  criteria  for  industrial  and 
firefighters'  head  protective  devices. 
06334 

economic  and  industrial  affairs.  Eastern  Eu- 
rope, translations.  04594 

economic  report.  U.S.  sugar  industry,  12259 

Effluent  Standards  and  Water  Quality  Adviso- 
ry Committee,  summary  of  contentions  of 
industry  in  litigation.  02455,  02455 

energy  consumption,  fuel  utilization  and  con- 
servation in  industry,  07573 

energy  crisis  and  proposed  solutions  - 
panel  discussions,  05260 

engineering  and  cost  study  of  ferroalloy  indus- 
try, 00907 

environmental  impact  assessment  guidelines 
for  selected  new  source  industries,  00909 

forest  products  industry  and  environment, 
selected  bibliography.  02602 

fuel  problems  and  their  impact  on  air  transpor 
tation  industry,  11 196 

general  industry,  OSHA  safety  and  health 
standards  digest.  01502,  06445.  06450 

government  support  of  shipbuilding  industrial 
base,  GAO  report,  07800 

identification  of  emerging  technology  and 
demonstration  opportunities  in  prevention 
of  air  pollution  by  industries,  09385 

industrial  outlook.  1976,  with  projections  to 
1985,  07442 

industrial  preparedness  planning  manual,  09137 

industrial  reorganization  act- 
hearings.  09051 

industrial,  agriculture,  and  home  energy 
problems,  energy  crisis  and  proposed 
solutions.  05264 

industry  report,  03611.  04441 

industry  reports,  04420 

industry  wage  surve>  report,  07969-80 

industry  wage  survey,  contract  construction. 
12665 

industry  wage  survey,  leather  tanning  and 
finishing.  05991 

industry  wage  survey,  meat  products.  Mar. 
1974,  12668 

industry  wage  survey,  pulp,  paper,  and  paper- 
board  mills,  12655 

inflationary  impact  of  pricing  by  concentrated 
industries  - 
hearings,  08749 

innovations  in  industrial  construction.  USSR 
study,  07893 

input-output  structure  of  U.S.  economy 
transactions  data  for  detailed  industries, 
00826 

job  patterns  for  minorities  and  women  in 
private  industry.  09498 

machinery  manufacturing  industry  wage  sur- 
vey and  other  industry  studies,  list,  07984 

migrant  response  to  industrialization  in  4  rural 
areas.  01647 

miscellaneous  subjects,  census  of  selected  ser- 
vice industries,  10544 

NBS/AID/OAS  workshop  on  standardization 
and  measurement  services  in  industrializ- 
ing economies,  report,  01378 

occupational  safety  and  health,  general  indus- 
try standards  and  interpretations,  08331 


outlook    for   prices   and   supplies    of   industrial 
raw  materials- 
hearings,  04916 

People's  Republic  of  China,  new  industrial 
power  with  strong  mineral  base,  08061 

pollution  abatement  in  fruit  and  vegetable  in- 
dustry, 01599-601 

potential  for  energy  conservation  in  9  selected 
industries,  cement,  00978 

potential  for  energy  conservation  in  9  selected 
industries,  selected  plastics,  00977 

productivity  indexes  for  selected  industries, 
1975  edition,  12667 

readings  in  industrial  psychology,  USSR 
study,  07917 

regional  employment  by  industry,  00828 

report  of  Federal  Trade  Commission  on  rates 
of  return  in  selected  manufacturing  indus- 
tries, 02575,  12260 

report  to  Federal  Trade  Commission  on  struc- 
ture, conduct,  and  performance  of 
Western  States  petroleum  industry,  02576 

research  and  development  in  industry,  03061 

retrofitting  industrial  processes  to  low  and  in- 
termediate energy  gas  from  coal,  problems 
and  opportunities,  09386 

social,   economic,   and   physiological  problems 
caused  by  industrial  noise - 
hearings.  07319 

standard  industrial  classification,  handbook, 
05999 

summary  report,  conference  on  industrial  and 
buildings  conservation,  relationships  with 
Federal  laboratories,  07470 

target  industries,  profiles  of  5  hazardous  occu- 
pations, 01506 

U.S.  direct  investment  abroad,  1966  final  data, 
09191 

USSR  industrial  affairs,  translations,  04608 

veneer  industry  in  northeast,  1972,  05847 

wage  survey,  05990- 

nursing  homes  and  related  facilities,  05994 

wage  survey,  metal  mining,  10050 

wastewater  treatment  in  food  processing  in- 
dustry, 01601 

water-pollution  control  in  primary  nonferrous- 
metals  industry,  copper,  zinc  &  lead  in- 
dustries. 09414 

see  also  Manufactures  and  manufacturers. 
Industry  safety,  see  Safety  of  life. 
Inert  gases,  see  Noble  gases. 
Inertia: 

evaluation    of    inertia!    and    laser    profilometer 
systems,  13157 
Infantry  : 

Army  Infantry  Center  history,  08604 

Army  Infantry  Center,  history,  08603 

First   Infantry    Division.   U.S.    Forces  in   Viet- 
nam,    erection     of     monument     to    dead, 
authorize - 
report,  05024.  10892 

marine  regiment.   Fleet  Marine  Force  manual, 
06070 
Infants: 

baby  walkers,  fact  sheet,  09117 

infant  falls,  fact  sheet,  09083 

infant,  maternal,  and  childhood  mortality, 
06671 

pocket  guide  to  babysitting,  00199 

pocket  guide  to  babysitting,  Spanish  edition, 
00198 

prevention  of  iron-deficiency  anemia  in  infants 
and  children  of  preschool  age,  10630 


Do  not  order  from  index;  see  indicated  entry 


Page  1-405 


Subject  Index 
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problem  is  growing,  what  are  we  waiting  for? 
report  of  conference  on  early  intervention 
with  higherisk  infants  and  children,  03095 
sudden    infant    death    syndrome,    instructor's 

guide  for  film,  after  our  baby  died,  04854 
sudden  infant  death  syndrome,  research  activi- 
ties, provide  - 
law,  08694 
WIC  women  infant  and  children  feeding  pro- 
gram, to  save  the  children,  nutritional  in- 
tervention  through   supplemental  feeding, 
print  additional  copies - 
report,  11346 
Infection: 

national  nosocomial  infections  study,  04260 
Infectious  disease,  see  Contagion  and  contagious 

diseases. 
Infectious   diseases,   see   Contagion   and   conta- 
gious diseases. 
Infectious  mononucleosis: 
mononucleosis,    infectious    diseases    research, 
01419,  10215 
Inflammable  liquids,  see  Liquids. 
Inflammable  materials: 

tent  flammability,  fact  sheet,  09071 
Inflation  (finance): 
Business   and   Industry   Conference   on   Infla- 
tion, transcripts,  00253 
conference  on  inflation,  01510 
economic    policy    and    inflation,    development 
from  enactment  of  Employment  act,  1946- 
74,  04919 
effect  of  inflation  and  recession  on  State  and 
local  governments  - 
hearings,  05489 
Federal  budget  and  inflation - 

hearings,  07215 
fight  inflation  - 

proposals,  04969 
health,  education,  and  welfare,  income  securi- 
ty,  social   services,   conference   on   infla- 
tion, 01512 
indexing    adjustment    of    wages,    prices,    and 
other  payments  with  rate  of  inflation - 
hearings,  11490 
inflation    and    consumer,    price    stability    and 

economic  growth,  06759 
inflationary  impact  of  pricing  by  concentrated 
industries  - 
hearings,  08749 
labor  conference  on  inflation,  report,  01514 
1976  Federal  budget  and  inflation  - 

hearings,  02254 
natural  resources  and  recreation,   conference 
on  inflation,  01518 
Influenza: 
question   of  endemic   nature   of   influenza   A, 
USSR  study,  07897 
Information,  see  Public  information. 
Information  for  Armed  Service,  Office  of: 

poster,  09876 
Information  processing,  see  Information  storage 

and  retrieval  systems. 
Information   retrieval   systems,   see   Information 

storage  and  retrieval  systems-News  letters. 
Information  services: 
computer-based     information     resources     for 

House  of  Representatives,  06962 
crop    insurance    and    information    services    to 

control  use  of  pesticides,  00952 
export  information  services  for  U.S.  business 

firms,  01164 
Federal     information     processing     standards 
publication,  FIPS  pub,  01374 


Federal  information  processing  standards 
publications,  FIPS  pub.,  06268-9 

Geological  Survey,  sources  of  information  and 
services,  12433 

information  and  referral  program  configura- 
tion, guide  for  statewide  planning,  00012 

legislator  as  information  user,  08874 

LPPSD  technical  information  exchange  docu- 
ment, 07596-9 

National  Technical  Information  Service 
general  catalog,  0831 1 

NTIS  information  services,  many  new  items, 
08312 

program  impact  estimation  for  community  in- 
formation and  service  centers  (CISC's), 
00250 

selective  notification  of  information,  National 
Criminal  Justice  Reference  Service,  05972 

summary  report  of  Automotive  Power  Systems 
Contractors  coordination  meeting,  07599 
Information  storage  and  retrieval  systems: 

action  plan  for  national  network  of  transporta- 
tion research  information  services 
(TRISNET),  08447 

automated  earthquake  data  file,  09317 

central  processing  and  analysis  of  geostationa- 
ry satellite  data,  06377 

comprehensive  data  handling  system,  air  quali- 
ty data  handling  subsystem  (AQDHS-II) 
program  documentation  and  user's  guide, 
05680 

comprehensive  data  handling  system,  emis- 
sions inventory/permits  and  registration 
subsystem  (EIS/P&R)  program  documen- 
tation users  guide,  05681 

comprehensive  occupational  data  analysis  pro- 
grams, CODAP,  ordering  of  hierarchically 
grouped  case  data,  KPATH,  and  print 
KPATH,  PRKPTH,  programs,  00058 

computer  and  information  systems  in 
resources  management  decisions, 

proceedings  of  workshop,  09626 

cost  recovery  in  pricing  and  capacity  decisions 
for  automated  information  systems,  12886 

crest-stage-gage  data  in  New  York,  summary 
and  evaluation,  05889 

criminal   justice    data   banks,   protect   privacy 
and  reputations  for  names  registered- 
hearings,  00685 

Defense  integrated  data  system  (DIDS) 
procedures  manual,  05573-4,  07330-3, 
11656-7 

earth  science  data  in  urban  and  regional  infor- 
mation systems,  review,  01113 

Environmental  Protection  Agency's  in-house 
library  systems,  description,  09339 

Federal  Government's  first  public  sale  of  500 
computer  searches  into  advanced 
technology,  12991 

Federal  information  processing  standards 
publication,  FIPS  pub.,  01374 

Federal  information  processing  standards 
publications,  FIPS  pub.,  06268-9 

FLITE  newsletter,  Federal  legal  information 
through  electronics,  03913 

for  life  expectancy  of  facilities,  05626 

improved  planning  and  management  of  infor- 
mation systems  development  needed, 
GAO  report,  01097 

information  retrieval  capabilities,  National  En- 
vironmental Research  Center,  library, 
09471 

information  systems  for  Congress  revisited, 
08872 
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Information  storage  and  retrieval  systems-Con. 

information  systems  support  to  House  of 
Representatives,  05157 

introduction  to  Codinvolve.  system  for  analyz- 
ing, storing,  and  retrieving  public  input  to 
resource  decisions.  09656 

library  and  information  sciences,  weekly 
Government  abstracts,  04705 

management  information  systems,  catalog  of 
interim  data  elements  and  codes,  10498 

management  information  systems,  information 
processing  systems  exchange.  01725 

management  introduction  to  word  processing, 
04786 

NASA  earth  resources  survey  symposium, 
proceedings,  08133 

National  Military  Command  System  informa- 
tion processing  system  360  formatted  file 
system.  09129,  11655 

National  Military  Command  System  informa- 
tion processing  system,  360  formatted  file 
system,  NIPS  360  FFS,  users  manual,  ter- 
minal processing,  TP.  11654 

new  data  available  on  solar  and  interplanetary 
phenomena,  09320 

NIPS  formatted  file  system  user's  manual, 
utility  support,  11655 

NIPS  formatted  file  system,  installation,  09129 

oil  and  hazardous  materials  technical 
assistance  data  system,  02468 

personnel,  advanced  personnel  data  system 
APDS.  MAJCOM  interim,  10435-6 

personnel,  advanced  personnel  data  system, 
APDS,  AFMPC/HAF/MAJCOM  data 
retrieval,  06547 

personnel,  military  personnel  data  system, 
10433-4 

pilot  survey,  collection  of  a  disaggregate  data 
set,  02533 

program  for  copying  GEODATA  data  tape, 
06434 

special  report  writer,  flexible  information 
management  system,  documentation  and 
users  manual,  12804 

strong  motion  earthquake  data,  09321 

U.S.  national  focal  point  for  United  Nations 
Environment  Program  International  Refer- 
ral System,  02479 

use  of  international  system  of  units  (SI)  in 
Federal  information  processing  standards 
publications,  guide,  06268 

user  manual  for  computer-aided  environmental 
legislative  data  system,  07529 

water  use  inventory  data,  09591 

WATSTORE,  02677 

wilderness  management,  computerized  system 
for  summarizing  permit  information,  12292 
Information  theory: 

computers,     control     &     information     theory, 
weekly  Government  abstracts,  04698 
Infrared  rays: 

AFCRL  infrared  skv  survey,  catalog  of  obser- 
vations at  4,  11,  and  20  microns.  0005: 

airborne  infrared  imagery  of  Arctic  Sea  ice 
thickness,  08281 

examination  of  tropical  cloud  clusters  using 
simultaneously  observed  brightness  and 
high  resolution  infrared  data  from  satel- 
lites, 12966 

interpretation  of  young  ice  forms  in  Gulf  of 
St.  Lawrence  using  side-looking  airborne 
radar  and  infrared  imagery,  07511 

near-infrared  spectra  of  Jupiter,  Saturn,  and 
Uranus,  08130 


Ingham  County,  Mich.: 

water  supply  development  and  management  al- 
ternatives, 09840 
Inheritance  and  transfer  tax: 

estate   and  gift   tax,   internal   revenue   bulletin, 

cumulative  index-digest  system,  03476 
estate    tax    returns,   1972   statistics    of   income. 

12527 
Federal  estate  and  gift  taxes,  impact  on  small 
businessmen  and  farmers- 
hearings,  07317 
Federal  tax  guide  for  survivors,  executors,  and 

administrators,  12519 
IRS  looseleaf  regulations  system,  04179 
Injection  wells,  see  Wells. 
Injections: 

sources  of  solids  in  injection  waters,  Wilming- 
ton Field.  Calif.,  12728 
Injectors: 

nonreactive    mixing   study   of   scramjet   swept- 
strut  fuel  injector,  08160 
Injuries: 

analysis  of  vehicle  injury  sources,  10199 
bathtub  and  shower  injuries,  fact  sheet,  09070 
coal-mine  injuries  and  worktime,  MESA  safety 

reviews,  04207 
disabling  injuries  related  to  roof  bolting  in  un- 
derground bituminous  coal  mines,  02931 
hazard   analysis   of  injuries   relating  to  cribs, 

11636 
hazard  analysis,  injuries  associated  with  airless 

paint  sprayers,  11637 
impairments  due  to  injury,  10193 
injuries     involving     jackleg     rock     drills     un- 
derground, analysis,  08114 
injury    causation,    tri-level   accident    investiga- 
tion summaries,  08240 
prevalence    of    selected    impairments.    United 

States,  1971,  06308 
together  we  can  reduce  accidents - 

Spanish  edition,  05563 
truck  related  fatalities  and  disabling  injuries  at 
metal  and  nonmetal  surface  mines,  analy- 
sis, 01323 
VA       Spinal       Cord       Injury       Conference, 

proceedings,  01620 
see  also  Accidents. 
Ink: 

Federal  item  identification  guide,  11721 
Inkom.  Idaho: 

floods,  vicinity,  Portneuf  River,  05651 
Inland  Empire: 

timber     resources     in     Inland     Empire     area, 
Washington,  05848 
Inland  waterways: 

factors  to  be  considered  in  setting  future  pol- 
icy for  use  of  inland  waterways,  GAO  re- 
port, 02664 
Inlets.  \<r  Air  inlets   I  aircraft  i   see  also  Air  in- 
lets. 
Inner-city,  see  Cities  and  towns. 
Inorganic  compounds: 

crystal  structure   transformations   in  inorganic 

nitrites,  nitrates  and  carbonates,  06291 
inorganic -organic  separator  for  electrochemical 

cells,  structure  and  function,  12788 
major  inorganic  products  segment  of  inorganic 
chemicals     manufacturing     point     source 
category,    effluent    limitations    guidelines, 
12008 
Input-output      routing,      see      Computer      pro- 
grams/programming. 
Insect  pests,  see  Insects. 
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Insect  repellants: 

equipment   for   releasing   lure-toxicant   treated 
twine  from  aircraft  for  control  of- 
selected  insects,  08547 
Insect  traps: 

modifications  in  Malaise  insect  trap,  02626 

summary   of   investigations    of   electric    insect 
traps,  01681 
Insecticides: 

Bell  205 A- 1  turbojet  helicopter  and  spray 
system  for  forest  application  of  insecti- 
cide, evaluation,  09657 

characteristics  of  Douglas  fir  beetle  infestation 
in  northern  Idaho  resulting  from  treatment 
with  Douglure,  05828 

chemical  insecticides,  field  evaluation  for  con- 
trol of  cabbage  caterpillars,  08541 

contact  toxicity  of  14  insecticides  tested  on 
pine  butterfly  larvae,  09679 

contact  toxicity  of  17  insecticides  applied  topi- 
cally to  adult  bark  beetles,  05834 

contact  toxicity  of  40  insecticides  tested  on 
pandora  moth  larvae,  12318 

EPA  compendium  of  registered  pesticides, 
10243, 13034 

evaluating  diatomaceous  earth,  silica-aerogel 
dusts  and  malathion  to  protect  stored 
wheat  from  insects,  04748 

fact  sheet,  11630 

Federal  insecticide,  fungicide,  and  rodenticide 
act,  amend  - 
hearings,  00643 
law,  00259,  01875 
report,  02213,  06851,  10941 

incremental  cost  impacts  of  1972  Federal  insec- 
ticide, fungicide,  and  rodenticide  act  as 
amended,  13036 

oak  leaf  roller,  contact  toxicity  of  4  insecti- 
cides applied  to  larvae,  09707 

tissue  enzyme  assay  for  chlorinated  hydrocar- 
bon insecticides,  09399 

toxicity  of  insecticide  aerosols  to  needle  miner 
adults  of  genus  Coleotechnites,  09674 

use  of  insecticides  to  control  insects  affecting 
crops,  etc.,  guidelines,  08561 

see  also  Aerosols-Dusts  and  dusting. 
Insects: 

basic  problems  of  studying  pheromonal  com- 
munication in  insects,  USSR  study,  07895 

cooperative  economic  insect  report,  03613 

ecology  and  behavior  of  subsocial  pentatomid 
bug  and  two  scelionid  wasps,  03110 

equipment   for   releasing   lure-toxicant   treated 
twine  from  aircraft  for  control - 
of  selected  insects,  08547 

evaluating  diatomaceous  earth,  silica-aerogel 
dusts  and  malathion  to  protect  stored 
wheat  from  insects,  04748 

forest  ecosystem  of  southeast  Alaska,  09610 

imported  fire  ant,  rural  and  residential  pest, 
00039 

little  bug  wins  big  victory  against  alligator- 
weed,  08574 

malathion,  protectant  for  natural  raisins 
against  insect  infestation,  10371 

twenty-ninth  annual  conference  report  on  cot- 
ton insect  research  and  control,  10374 
Insignia: 

Armed  Forces  insignia,  poster,  09876 
Inspection  (industrial): 

domesticated  rabbit  meat  inspection - 
report,  01991 

effect  of  commercial  vehicle  systematic 
preventive  maintenance  on  specific  causes 
of  accidents,  08117 


light-duty  gasoline-powered  motor  vehicles,  in- 
spection and  maintenance,  09442 
restore  confidence  in  grain  inspection  system  - 

hearings,  02235,  11461 
techniques  of  final  preseal  visual  inspection, 

06199 
see  also  Coal  mines  and  mining. 
Inspection  services: 

periodic  motor  vehicle  inspection,  03022 
self-instructional    guide,    declared    count,    in- 
spection   of    domestic    meat    and    poultry 
products,  01715 
statistical  summary,  Federal  meat  and  poultry 
inspection,  01717 
Inspector  General  of  Foreign  Assistance  Office: 

review  and  evaluation,  GAO  report,  12359 
Inspectors: 

employment  outlook,  09939,  09971 
guidebook  for  exhaust  emission  on  motor  vehi- 
cles, 09443 
Installations  (military): 

construction,  appropriations,  1975  — 

hearings,  06918 
construction,  appropriations,  1976- 
hearings,  02023-4,  02245,  06915 
law,  01873 

report,  02209,  06844,  11385 
construction,  authorization,  1975  — 

report,  10902,  11357 
construction,  authorization,  1976- 

report,  00565,  07109 
construction,  authorization,  1975- 

report,  05070 
construction,  authorization,  1976- 

hearings,  05444 
construction,  authorize  - 

report,  05029 
construction,  1976,  authorization - 

report,  06835 
definitive   designs   for   Naval   shore   facilities, 

08318 
design  of  structures  to  resist  effects  of  atomic 

weapons,  04790 
design  of  structures  to  resist  effects  of  atomic 
weapons,    buried    and    semiburied    struc- 
tures, 10510 
development     of     installation     surfaced     area 
maintenance      and      repair      management 
system,  02429 
facilities  engineering,  base  opera- 

tions/maintenance and  minor  construction, 
Army  National  Guard,  12919 
facility  design  and  planning,  Air  Force  design 
manual,   definitive   designs   of   Air   Force 
structures,  06555 
installation     solid     waste     survey     guidelines, 

07528 
installations,  training  site  general   information 

summary,  12918 
land  operational  facilities,  03068 
military  construction  appropriations,  1975- 

report,  05392 
military  petroleum  pipeline  systems,  00097 
monitoring  of  Fort  Knox  industrialized  BOQ 
project,   design   and   construction   phases, 
11978 
shear  wall  structures  design  to  resist  effects  of 

atomic  weapons,  08608 
Southeast  Asia,  building  bases,  history  of  con- 
struction, 06415 
specification  preparation  methods,  state  of  the 

art,  00878 
storage  management  at  installation  and  depot 
levels,  01746 
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Installations  (military)    Con. 

United  States  Army  installations  and  major  ac- 
tivities, 10502 
water  front  operational  facilities,  1 301 1 
Installations  (naval),  see  Installations  (military). 
Installment  credit: 

automobile  credit  developments.  0345  ^ 
commercial   banks,   holdings,   monthly   report, 

03608 
consumer  credit,  monthly  release,  03606 
econometric  analysis  of  consumer  credit  mar- 
kets in  United  States.  01401 
finance  rate  and  other  terms  on  new  and  used 
car  installment  credit  contracts  purchased 
from  dealers  by  major  auto  finance  com- 
panies, monthly  release,  03906 
finance    rates    and    other    terms    on    selected 
categories  of  consumer  installment  credit 
extended  by  finance  companies,  03905 
tax   information   on   installment   and  deferrcd- 
payment  sales.  02782 
Institute  for  Continuing  Studies  of  Prevention  of 
Juvenile  Delinquency: 
establish  - 
report.  08836 
Institute  for  Medical  Research  and  Occupational 
Medicine: 
Yugoslav  Academy  of  Sciences  and  Art- 
report  on  1974  research  and  project  plan  for 
1975.  East  European  study,  12593 
Institute  of  Medicine: 
annual  report - 
document  edition.  07072 
Institutions: 

auditing  of  nursing  homes  and  alternatives  to 
institutionalization  - 
hearings.  00444 
Federal   materials   research   and   development, 
modernizing  institutions  and  management, 
GAO  report,  02661 
food  storage  guide  for  schools  and  institutions, 

00037 
innovative    alternatives    to    institutionalization 
for  aged- 
hearings,  00445 
legal    and    institutional    environments,    Souris- 
Red-Rainy  River  basins  type  I  framework 
plan  for  water  and  related  land  resources, 
09477 
legal    and    institutional    issues    of    carpooling, 

13202 
list  of  LEEP  participating  institutions,  01221 
R  and  D  expenditures  of  State  public  institu- 
tions, 06404 
nstruction,  see  Learning-Teaching, 
nstruction  reports: 

Waterways  Experiment  Station,  05665.  05665 
nstructional  materials: 
quality  assurance  of  media  devices  and  cour- 
seware, 06541 
see  also  Teaching. 
nstructional  systems,  see  Teaching, 
nstructors,  see  Teachers, 
nstrument  flight  rules: 
IFR  altitudes.  12124 
IFR  off -airway  routes,  06566 
simulated  ground-level   STOL  runway/aircraft 
evaluation,  10325 
nstrument  landing,  see  Landing  (aircraft), 
strument  makers: 

mechanical,  employment  outlook,  09938 
nstrument  panels: 
monitor    and    control    instrumentation    panels 
and  displays.  USSR  study,  07898 
nstrument  repairmen,  see  Instrumentmen. 


Instrumental  analysis: 

analytical     techniques     and     instrumentation, 
compilation,  06190 
Instrumentation: 

analytical  techniques  and  instrumentation, 
compilation,  06190-1 

CAMAC  serial  system  organization,  descrip- 
tion. 00100 

evaluation  of  instrumentation  for  monitoring 
total  mercury  emissions  from  stationary 
sources,  00929 

flow  measurement  instrumentation,  ASRDI 
oxygen  technology  survey,  06186 

gravimetric  instrumentation  and  observations 
on  research  vessel  Vityaz',  USSR  study, 
02816 

instrumentation  and  methodology  for  collec- 
tion and  analysis  of  mercury,  improve- 
ment. 09393 

monitor  and  control  instrumentation  panels 
and  displays.  USSR  study.  07898 

recommended  design  of  sample  intake  systems 
for  automatic  instrumentation,  12021 

shuttle      propellant      loading      instrumentation 
development,  06216 
Instrumentmen: 

employment    outlook,    instrument    repairmen, 
10004 
Instruments: 

geophysical,  astronomical,  and  meteorological 
instruments.  Federal  item  identification 
guide,  07371 

hazard-detecting  instruments  and  apparatus. 
Federal  item  identification  guide,  11776 

instrument  fact  sheet  IFS  series,  01459-60 

preliminary  operational  evaluation  of  au- 
diovisual instrument  trainer,  01694 

single-reading  heat  stress  instrument,  evalua- 
tion, 12935 

see  also  Aeronautical  instruments. 
Insulation: 

aerodynamic  heating  to  the  gaps  and  surfaces 
of  simulated  reusable-surface-insulation 
tile  arrays  in  turbulent  flow  at  Mach  6.6, 
01348 

aeroihermal  performance  and  structural  in- 
tegrity of  Rene  41  thermal  protection 
system  at  Mach  6.6,  02960 

electrical  insulators  and  insulation  materials. 
Federal  item  identification  guide,  00795, 
07394 

electrical.  Federal  item  identification  guide, 
00730 

insulated  wire  and  cable,  current  industrial  re- 
ports, 00162 

insulating  workers,  employment  outlook,  09981 

insulation  fiberglass  manufacturing  segment  of 
glass  manufacturing  point  source  catego- 
ry, effluent  limitations  guidelines.  05688 

insulation,  sleeving,  electrical,  Federal  item 
identification  guide,  00757 

potential  use  of  ceramic  coating  as  thermal  in- 
sulation on  cooled  turbine  hardware, 
12808 

surface  recession  characteristics  of  cryogenic 
insulation  subjected  to  arc-tunnel  heating, 
02956 

thermal  insulation,  10410 

thermal  insulation,  roofing,  siding,  wallboard, 
Federal  item  identification  guide,  11817 

thermal  performance  of  vehicles  used  to  trans- 
port perishable  foods,  comparison  of  test- 
ing methods,  08533 

thermal.  Federal  item  identification  guide, 
09156 
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Insulators: 

current  from  dilute  plasma  measured  through 
holes  in  insulators,  02990 

electrical  insulators  and  insulation  materials, 
Federal  item  identification  guide,  00795, 
07394,  11864 

proof  testing  of  porcelain  insulators  and  appli- 
cation of  acoustic  emission,  10189 
Insurance: 

annual  report  of  insurance  business  transacted 
in  Canal  Zone,  10528 

Canal  Zone,  annual  report,  08612 

crop  insurance  and  information  services  to 
control  use  of  pesticides,  00952 

digest  of  insurable  loans,  01136 

Federal  crime  insurance  program,  commercial 
and  residential  policies,  09544 

full  insurance  availability,  Federal  Insurance 
Administration  report,  02543 

industry,  employment  outlook  for  claims  ad- 
justers, claim  examiners,  underwriters, 
actuaries,  insurance,  and  brokers,  10036 

student  loan  insurance  fund,  01899 

student  loan  insurance  fund,  1973,  financial 
statement,  GAO  examination,  04963 

student  loan  insurance  fund,  1973,  financial 
statements,  GAO  examination,  09737 

see   also   Health   insurance-Marine   insurance- 
Mortagage    insurance-National    flood    in- 
surance-War risk  insurance. 
Insurance   agents,   see  Salesmen  and  salesman- 
ship. 
Insurance  companies: 

claims  adjusters,  claim  examiners,  un- 
derwriters, actuaries,  insurance  agents, 
and  brokers,  employment  outlook,  10036 

laws  concerning  licensing  of  insurance  compa- 
nies in  Canal  Zone,  10528 
Insured  savings,  see  Banks  and  banking. 
Integrals: 

tables  of  collision  integrals  and  second  virial 
coefficients     for     [m,6,8]     intermolecular 
potential  function,  06289 
Integration  (mathematics): 

transient  response  of  shells  of  revolution  by 
direct  integration  and  modal  superposition 
methods,  10098 
Intellect: 

can  intellect  be  measured,  USSR  study,  12597 

family  background,  early  development,  and  in- 
telligence of  children  6-1 1  years,  08220 

Goodenough-Harris  drawing  test  as  measure  of 
intellectual  maturity  of  youths  12-17 
years,  10195 

possibility    of    intelligent    life    elsewhere    in 
universe,  07033 
Intelligence: 

can  intellect  be  measured,  USSR  study,  12597 

see  also  Intellect. 
Intelligence  (military),  see  Military  intelligence. 
Intelligence  service: 

budgetary,  organizational,  and  personnel  data 
on  departments  and  agencies  performing 
police  or  investigative  activities,  00675 

Internal   Revenue   Service   intelligence   opera- 
tions- 
hearings,  02115 

investigations    and    studies    relating    to    intel- 
ligence activities  carried  out  by  or  on  be- 
half of  Federal  government,  authorization 
and  expenses - 
report,  02187 

legislative  intelligence  and  committee  system, 
05158 


nationwide  drive  against  law  enforcement  in 
telligence  operations - 
hearings,  02304,  11586 
political  intelligence  in  Internal  Revenue  Ser 

vice,  Special  Service  Staff,  09053 
Soviet     intelligence     and     security     services 

bibliography,  00688 
terrorist  bombings  and  law  enforcement  intel 
ligence,  terroristic  activity  - 
hearings,  07286 
U.S.  intelligence  agencies  and  activities, - 

hearings,  11117 
U.S.  intelligence  agencies  and  activities,  cos 
and  fiscal  policy  - 
hearings,  06964 
U.S.  intelligence  agencies  and  activities,  per 
formance  of  intelligence  community - 
hearings,  11116 
U.S.  intelligence  agencies  and  activities,  risk: 
and  control  of  foreign  intelligence  - 
hearings,  11118 
Intelligence,  Select  Committee  on,  House: 
establish - 

report,  01954,  10914,  11024 
hearings,  06964,  11116-8 
report,  06861,  11024 
Intelligibility,  see  Comprehension. 
Inter-American  Development  Bank: 
appropriations,  1975- 

hearings,  11055 
budget  amendment,  Fund  for  Special  Opera 

tions,  10750 
export    opportunities    for    American    busines: 
through  international  development  banks 
13213 
membership  expansion,  00357 
participation  by  United  States,  increase- 
report,  01971 
Inter-American  Foundation: 
appropriations,  1975- 

hearings,  11055 
foreign  assistance  appropriations,  1976- 
hearings,  07197 
Inter-American  relations,  see  American  states. 
Inter-Tribal  Council,  Inc.: 
land  conveyance - 
law,  08739 
Interagency  Advisory  Group: 

annual  report,  01794 
Interagency  Advisory  Group  Personnel  Directors 
Conference: 
report,  01794 
Interagency  Auditor  Training  Center: 

bulletin,  01832,  06669 
Interagency  training  programs,  see  Government 

officials  and  employees. 
Intercommunicating  systems: 

intercommunication  and  paging  systems,  01612 
intercommunication       and       public       address 
systems,  Federal  item  identification  guide 
07370 
Intercommunication,  see  Radio  communication. 
Interdepartmental  Committee  for  Atmospheric 
Sciences: 
ICAS  report,  02506 
Interest  and  usury: 

bank    failures,     regulatory    reform,    financial 
privacy - 
hearings,  02029 
credit  flows  and  interest  costs,  04913 
impact   of   NOW    accounts   in    Massachusetts 
and  New  Hampshire - 
hearings,  07207 
income    tax    deduction    for   interest   expense, 
02745 
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Interest  and  usury -Con. 

interest    on    Library    of    Congress    trust    fund 

deposited  with  United  States  Treasury  - 

report.  1  1402  -1 

interest  rate  ceilings  on  deposits  at  commercial 

banks,  savings  and  loan  associations,  and 

mutual  savings  banks  (remarks),  12247 

interest    rates    charged    on    selected    types    of 

bank  loans,  monthly  release.  04076 
interest   rates   on   deposits   and   share  accounts 
in  depository  institutions,  extend  authority 
for  flexible  regulation - 
law.  10673 
low-interest  loans  for  residential  solar  heating 
and  cooling  equipment  - 
hearings,  06925 
lower  interest  rates  - 
hearings,  1 1496 
report,  02165 
need   for  uniform   method   for   paying   interest 
on  Government  trust  funds,  GAO  report, 
07719 
regulation  Q- 

hearings.  00461 
selected  interest  &  exchange  rates,  weekly  se- 
ries of  charts,  04503 
tax  shelters,  prepaid  interest,  02136 
Interest  rates,  see  Interest  and  usury. 
Interfaces: 
computer  display  channel  or  9020E  computer 

simulator  interface  device,  13177 
controller/computer   interface    with   air-ground 

data  link.  13167-8 
design  of  computer-controlled,   random-access 

slide  projector  interface.  00056 
digital  simulation  facility/system  support  facili- 
ty interface  tests.  10316 
extractive    sampling    interface    parameters,    in- 
vestigation, 09388 
Interference,  see  Radar  interference-Radio  inter- 
ference. 
Interferometers: 
gage  block   measurement  process  using  single 
wavelength  interferometry,  03003 
Intergovernmental  Maritime  Consultative 
Organization: 
adoption  of  amended  text  to  art. 7  of  Conven- 
tion     on      Facilitation      of      International 
Maritime  Traffic,  08929 
Intergovernmental    Personnel    Policy,    Advisory 
Council  on.  see  Advisory  Council  on  Inter- 
governmental Personnel  Policy. 
Intergovernmental  relations: 

Civil  Service  Commission  grant  awards  under 

Intergovernmental  personnel  act,  10594 
Federal-State   partnership,   program   and   fund- 
ing information,  01410 
Intergovernmental      anti-recession      assistance 
act- 
report,  07107 
intergovernmental  use  of  Federal  R&D  labora- 
tories, 02507 
IPA  grant  activity,  report,  04842 
summary  of  selected  IPA  products,  10600 
Intergovernmental  Relations,  Advisory  Commis- 
sion on,  see  Advisory  Commission  on  Inter- 
governmental Relations. 
Interim  Compliance  Panel: 

annual  report  to  Congress,  02717-21 
Interior  and  Insular  Affairs  Committee  Senate: 

report,  00563 
Interior  and  Insular  Affairs  Committee,  House: 
calendar,  04128 

hearings.  00471-2,  02055-8,  05189-92.  06965-8. 
08897-900.  11119-22 


investigations    and    studies,    authorization    and 
expenses- 
report.  06793 
legislative  and  review-activities,  93d  Congress  - 

report.  05091.  10910 
report.    00406.    00418,    00432.    05005.    05008. 
05018.  05052,  05066,  05073,  05091.  06802- 
3.  06818.  06831-4.  06838.  06856-8.  06862  3. 
06870.  06887.  08763,  08791,  08793.   10880. 
10886,  10910,  10917,  10943-4,  11002 
Interior  and  Insular  Affairs  Committee,  Senate: 
additional   expenditures   for   routine   purposes, 
authorize  - 
report.  1 1373 
additional  expenses,  authorize- 

report,  08972 
briefing.  05509 
calendar.  04149 

committee   print.   02286.   02288,   02296.   02298, 
02302,    05497.    05513.    07261-2,    09049-50. 
11556-7.    11559-61.    11567,    11571.    11575. 
11579 
hearings.  00680-3.  02059.  02285.  02287,  02289- 
93.  02295.  02297.  02299-301.  02303.  05499- 
508,  05510-1,  05514-6.  07259-60.  07263-78. 
07320,    09048,    11558.    11562-6,    11568-70, 
11572-4.  11576-8 
investigation  and  studies,  supplemental  expen- 
ditures, authorize - 
report,  05331 
investigations    and    studies,    authorization    and 
expenses- 
report,  02194 
investigations    and    studies,    authorization    and 

expenses,  report,  05320 
report.  00562.  00566,  00568-9,  00581,  00589, 
00593.  00614.  00621.  00624,  00626,  00629, 
02170-1.  02177.  02180-1.  02201-3.  02219- 
20.  02294,  05308.  05331-3.  05338.  05348-9. 
05357,  05361.  05375.  05378.  05383.  05387, 
05398.  05407.  05498.  07097-8,  07121, 
07126-8,  07151.  07157-8.  07165.  07167, 
07170,  07173.  07175.  08944.  08993.  09018. 
11345.  11351-3,  11358.  11371,  11377, 
11384.  11407,  11419.  11424.  11426.  11443 
Interior  Department: 

appropriations      for      Walla      Walla      project, 
authorization    without   reference   to   agen- 
cies involved - 
law.  06717 
report,  06863 
appropriations,  1975- 

heanngs.  02020 
appropriations,  1976- 

amendment,  proposal,  11271 
hearings,  02021,  11052,  11468 
law.  06707 
report,  06865 

supplemental,  proposal.  00542.  00551 
appropriations,  1977- 

heanngs,  11053 
appropriations,  1975- 
hearings,  08849 
proposal,  amendment,  05281 
report.  05033 
appropriations,  1975.  amend - 

proposal.  04934-5.  04937 
appropriations,  1975.  supplemental- 
hearings,  05429 
proposed,  05297 
appropriations.  1976- 

hearings.  05115.  08850 
appropriations.  1976,  public  works- 
hearings,  051  32 
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Interior  Department-Con. 

Assistant   Secretary,   nomination   of  Jack   W. 
Carlson  - 
hearings,  07265 

code  of  Federal  regulations,  01019 

Commissioner   of   Fish   and   Wildlife,   abolish 
position  - 
law,  08695 

cooperation  between  Secretary  of  Interior  and 
States  with  respect  to  regulation  of  sur- 
face coal  mining  operations,  10720 

decisions,  04078 

decisions  of  Department  of  Interior,  12505 

draft  environmental  impact  statement,  07859- 
60 

draft  environmental  statement,  07858,  07861 

effectiveness  of  financial  disclosure  system  for 
employees  of  U.S.  Geological  Survey, 
GAO  report,  07744 

fact  sheet,  12506 

Federal  inventory  of  energy  related  biomedical 
and  environmental  research,  07493 

final  environmental  assessment,  07862-3 

final  environmental  impact  statement,  05923, 
07864-5 

final  environmental  statement,  05925-9,  07866- 
7,  09877-80,  12507-9 

further  action  needed  on  recommendations  for 
improving  administration  of  Federal  coal- 
leasing  program,  GAO  report,  07814 

improvements  needed  in  making  benefit-cost 
analyses  for  Federal  Water  Resources 
projects,  GAO  report,  09745 

improvements  still  needed  in  coal  mine  dust- 
sampling  program  and  penalty  assess- 
ments and  collections,  GAO  report,  07824 

inside  Interior,  employee  newsletter,  04072 

land  management  activities  on  3  Indian  reser- 
vations in  South  Dakota  can  be  improved, 
GAO  report,  07816 

managing  recreation  facilities  at  Bureau  of 
Reclamation  reservoirs,  GAO  report, 
07714 

more  effective  procedures  are  needed  for 
establishing  payment  terms  and  develop- 
ment periods  for  irrigation  projects,  GAO 
report,  07818 

Northern  Great  Plains  Resources  Program, 
cooperative  resources  study,  09453 

operations  of  John  F.  Kennedy  Center  for  Per- 
forming Arts,  GAO  report,  07749 

OWRT/WRSIC  series,  07868 

Pacific  Northwest  hydro-thermal  power  pro- 
gram, regional  approach  to  meeting  elec- 
tric power  requirements,  GAO  report, 
09757 

press  releases,  04396 

proposed  acceleration  of  development  of  oil 
and  gas  on  Outer  Continental  Shelf,  05452 

Secretary,       nomination       of       Stanley       K. 
Hathaway - 
hearings,  05503 

Southeastern  Federal  Power  Program,  finan- 
cial management  and  program  operations, 
GAO  report,  07822 

telephone  directory,  12512 

Under    Secretary,    nomination    of   Dale    Kent 
Frizzell- 
hearings,  11570 
Interlocking  directorates: 

communications    carriers,    applications,    FCC 
rules  and  regulations,  03847 
Intermodalism,  see  Containerization . 


Intermountain  Forest  and  Range  Experiment 
Station: 
recent  reports,  list,  04458 
Internal  combustion  engines,  see  Engines. 
Internal  revenue,  09567 
code  amend - 

report,  05092,  05400 
code   of   Federal   regulations,   05802,  05811-4, 

09566,  09568-9 
code    of    Federal    regulations,    title    27    parts, 

01707-9,  10460-4 
code,  amend,  11527- 

hearings,  11520 
internal  revenue  bulletin,  04079 
internal    revenue    bulletin,    cumulative    index- 
digest  system,  03475-9 
internal  revenue  bulletin,  index  digest  system, 

05933 
internal  revenue  bulletin,  index-digest  system, 

01153,  02727-8,  12517 
internal  revenue  bulletin,  semiannual,  cumula- 
tive, 12522 
internal  revenue  bulletin,  semiannual,  cumula- 
tive, 09883 
Internal  Revenue  Service: 

audit  by  Comptroller  General - 

hearings,  02278 
audit  by  GAO- 
hearings,  06951 
report,  00424 
bulletin   index-digest   system,   01153,   02727-8, 

12517 
bulletin    index-digest    system,    service    series, 

05933 
careers  in  taxation,  02729 

employment  opportunities  in  IRS  for  Spanish- 
speaking  Americans,  02736 
intelligence  operations- 
hearings,  02115 
looseleaf  regulations  system,  employment  tax, 

04180 
looseleaf  regulations  system,  estate  amd  gift 

tax,  04179 
looseleaf    regulations    system,    excise    taxes, 

04181 
looseleaf     regulations     system,     income     tax, 

04178 
looseleaf    regulations    system,    procedure    and 

administration,  04182 
mandatory  tax  withholding  recommended  for 
agricultural      employees,      GAO      report, 
07751 
multi-regional  agreement  with  National  Treasu- 
ry Employees  Union,  12524 
press  releases,  04397 

procedures,  administrative  changes, 

proposals - 
hearings,  02123 
public  inspection  of  IRS  private  letter  rulings - 

hearings,  02271 
Special    Service    Staff,    political    intelligence, 

09053 
telephone  assistance  to  taxpayers  can  be  im- 
proved, GAO  report,  01104 
Internal  Revenue  Taxation  Joint  Committee: 

committee  print,  00527,  08919 
Internal  Revenue  Service: 

technical  information  release,  04576 
Internal  security,  see  National  security. 
Internal  Security  Committee,  House: 
committee  print,  02060 
report,  05079 
report  of  activities - 
report,  05079 
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International  Affairs  Office 

foreign  publications  accessions  list,  03956 
International  agreements: 
amendment   of    single   convention   on    narcotic 

drugs,  agreement,  08426 
international  commodity  agreements,  02270 
international      energy      program,      agreement. 

11560 
International    science   and    technology    transfer 
act- 
hearings,  02095 
international  trade  in  textiles.  08423 
international    wheat    agreement,     modification 
and  extension  of  wheat  trade  convention 
and   food   aid  convention,   protocols   with 
other  governments.  03257 
Secretary  of  Agriculture  to  participate  in  inter- 
national   agricultural    commodity    negotia- 
tions- 
report.  11383 
space   laboratory  cooperative   program,   agree- 
ment with  other  governments,  08418 
treaties    and    other    international    acts    series, 

03124-334,  08418-32.  13118-47 
U.S.-U.S.S.R.      cooperative      agreements      in 
science      and      technology,      background 
materials,  11206 
International  Atomic  Energy  Agency: 

atomic    energy,    application    of    safeguards    by 
IAEA  to  United  States-Israel  Cooperation 
Agreement,  03297 
atomic  energy,   application  of  safeguards  pur- 
suant to  non-proliferation  treaty,  03241 
atomic  energy,   application  of  safeguards  pur- 
suant to  non-proliferation  treaty,  protocol 
with  Sweden,  03295 
atomic  energy,   application  of  safeguards  pur- 
suant to  non-proliferation   treaty,   suspen- 
sion    of    agreement     with     Iran.    03142, 
03144,  03155.03166 
atomic     energy,     application     of     safeguards, 
cooperation  agreement  with  South  Africa, 
03154 
enriched  uranium,  increase  supply- 
report,  07086 
atomic  energy,  cooperation  in  peaceful  appli- 
cation, agreement,  03158 
uranium,     proposed     increase     in     amount    of 
uranium  which  may  be  distributed - 
report.  00393 
International  Bank  for  Reconstruction  and 
Development: 
export    opportunities    for    American    business 
through  international  development  banks. 
13213 
low     U.S.     share     of     World     Bank-financed 
procurement,  GAO  report,  09751 
International  Billfish  Symposium: 

proceedings,  01452 
International  Broadcasting  Board: 
annual  report,  12535 
appropriations.  1976- 
hearings,  07196.  11469 
law.  01856 
appropriations,  1976  and  1977  — 

hearings,  06970 
appropriations,  1975- 
report,  05336,  08826-7 
International  Brotherhood  of  Electrical  Workers: 
wage  chronology.  Commonwealth  Edison  Co. 
Of  Chicago  and  International  Brotherhood 
of  Electrical  Workers.  10048 
International  Bureau  of  Weights  and  Measures: 
contennial  volume,  12877 


International  Centre  for  Study  of  Preservation 
and  Restoration  of  Cultural  Property: 
Cieneral  Assembly  report,  00462 
International  co-operation: 

Conference   on    Security   and   Co-operation    in 
Europe  final  act,  03121 
International  Commerce  Bureau: 
export  services,  I  1915 

foreign  economic  trends  and  their  implications 
for     United     States.     01165-80.     02803-5, 
05937-40.  07873-85,  09885-930.  12539-73 
International  Commission  for  Northwest  Atlantic 
Fisheries: 
conservation,  international  enforcement  to  in- 
clude additional  geographic  areas  - 
law,  08714 
International  Commission  of  Jurists: 
human  rights  in  Africa,  report- 
hea rings.  06946 
International  Committee  of  Red  Cross: 

refugee  relief  in  Republic  of  Viet-Nam,  Laos, 

and    Khmer    Republic,    agreement,    03179, 

03214.  03280.  03314,  03331 

Refugee  relief  in  Republic  of  Viet-Nam,  Laos, 

Khmer  Republic,  agreement,  13134 

International  conferences,  etc.,  see  Conferences, 

congresses,  etc. 
International  Convention  for  Conservation  of 
Atlantic  Tunas: 
Atlantic  tunas  convention  act- 
report.  00407 
International  cooperation: 

American  students  and  teachers  abroad,  09204 
atomic  energy,  cooperation  in  peaceful  appli- 
cation,     agreement      with      International 
Atomic  Energy  Agency,  03158 
cooperation    in    artificial    heart    research    and 
development,    agreement    with    Union    of 
Soviet  Socialist  Republics,  03167 
cooperation  in  field  of  energy,  agreement  with 
Union  of  Soviet  Socialist  Republics,  03194 
cooperation  in  field  of  housing  and  other  con- 
struction, agreement  with  Union  of  Soviet 
Socialist  Republics,  03193 
cooperation,  agreement  with  Iran,  03248 
funding     of     cooperation      in      science     and 
technology,    agreement    with    Polish    Peo- 
ple's Republic,  03224 
international  copyright  protection,  00718 
joint  cooperation  commissions  in  Middle  East, 

current  policy,  13114 
military  cooperative  research  and  development 
programs    with    allied    countries,    benefits 
and     drawbacks     of     U.S.     participation, 
GAO  report.  09766 
Patent  Cooperation  Treaty,  implement- 
hearings.  11160 
law.  01866 
report,  06837 
principles  of  relations  and  cooperation,  agree- 
ment with  Egypt,  03205 
U.S.  proposal  for  international  grain  reserves 

system,  11134 
U.S.-U.S.S.R.      cooperative      agreements      in 
science      and      technology,      background 
materials,  11206 
International  Court  of  Justice: 

submission    of    U.S.    Territorial    disputes,    ex- 
press sense  of  Senate- 
report.  08980 
International  Criminal  Police  Organization: 

United   States   membership,   increase  limit  on 
dues- 
report,  05373 
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International  Criminal  Police  Organization-Con. 
United    States    participation    in    INTERPOL, 
review  - 
hearings,  07198 
International  Decade  of  Ocean  Exploration: 

mid-term  review,  01330 
International  Development  Agency: 
A.I.D.    research    and    development   abstracts, 

03377 
activities  of  International  Development  Agen- 
cy, report,  12577 
biographic  register,  01594 

cost    and    benefits    of    U.S.    participation    in 
reopening  Suez  Canal,  GAO  report,  07765 
cost  and  use  of  personnel,  GAO  report,  07692 
field  staff,  Foreign  Service  list,  03957 
foreign  assistance  appropriations,  1976- 

hearings,  07197 
funding  and  reporting  of  Agency  for  Interna- 
tional Development  overhead  costs  should 
be  more  realistic,  GAO  report,  07763 
how  to  improve  management  of  U.S.  financed 
programs    to    develop    free    labor    move- 
ments in  less  developed  countries,  GAO 
report,  07770 
low-income  groups  not  helped  by  Housing  In- 
vestment Guaranty  program,  GAO  report, 
07712 
NBS/AID/OAS    workshop   on   standardization 
and  measurement  services  in  industrializ- 
ing economies,  report,  01378 
press  releases,  04398 
telephone  directory,  01596,  01596 
U.S.  policy  for  East  Asia  Regional  Develop- 
ment Program,  what  should  it  be?,  GAO 
report,  02656 
use  of  United  States-owned  foreign  currencies, 

GAO  report,  07738 
war  on  hunger,  monthly  report,  04668 
International  Development  Association: 
appropriations,  1975- 

hearings,  11055 
participation,  increase - 
hearings,  08860 
International  education,  see  Education. 
International  Energy  Agency: 
International  Energy  Agency  with  emphasis  on 
Subgroup      on      Energy      Research     and 
Development    and    Energy    Conservation 
Working  Party,  07471 
legislation  - 

hearings,  05195 
U.S.  policy  and  International  Energy  Agency - 
hearings,  05179 
International  exchanges: 
education,    financing   of   exchange    programs, 
agreement       with       Germany,       Federal 
Republic,  13121 
Foreign      Scholarships      Board,      report      on 

exchanges,  annual  report,  02596 
international  educational  and  cultural  exchange 
(periodical),  04083 
International  Exposition  on  the  Environment: 
Expo  '74,  International  Exposition,  Spokane, 
Wash.,  final  report,  05936 
International  Field  Year  for  Great  Lakes: 
chlorinated    hydrocarbons    in    Lake    Ontario 

ecosystem,  IFYGL,  12012 
IFYGL  bulletin,  03050,  06372 
IFYGL  physical  data  collection  system,  inter- 
comparison  data,  12962 
wind    errors    encountered    during    automatic 
processing     of     IFYGL     loran-C     data, 
preliminary  report,  12963 


International  finance: 

aspects   of  energy   crisis   and   proposed   solu- 
tions, 05265 
aspects  of  enerlgy  problem,  energy  crisis  and 
proposed  solutions - 
panel  discussions,  05258 
delinquent  international  debts  owed  to  United 

States,  mid-1974  progress  review,  11105 
international  economic  indicators  and  competi- 
tive trends,  04082 
international   monetary   reform   and   exchange 
rate  management- 
hearings,  11075 
National    Advisory    Council    on    International 
Monetary    and    Financial   Policies    annual 
report,  12764 
International  Hydrological  Decade,  1965-74: 

IFYGL  bulletin,  03050 
International  investments,  see  Investments. 
International  Labor  Organization: 

prevention  and  suppression  of  dust  in  mining, 
tunneling,  and  quarrying  in  United  States, 
International  Labor  Organization  fifth  re- 
port, 12756 
International  Labor  Organization  Convention: 
paid  educational  leave,  00383 
recommendation  for  prevention  and  control  of 
occupational     hazards     caused     by     car- 
cinogenic substances,  00382 
International  law: 

international  legal  and  institutional  aspects  of 
stratosphere  ozone  problem,  00638 
International  Monetary  Fund: 

considerations  on  increased  quotas  for  Interna- 
tional Monetary  Fund,  01106 
proposed  IMF  agreement  on  gold,  10694 
International  Narcotics  Control  Program: 
appropriations,  1975- 
hearings,  11055 
International  Ocean  Exposition: 
U.S.  participation - 
report,  08937 
International  Office  of  Epizootics: 

establish,  agreement,  13139 
International  organizations: 
appropriations,  1976- 

hearings,  00451 
foreign  trade  organizations  in  USSR,  product 

index  and  directory,  11931 
international  organization  and  conference  se- 
ries, 01595,  03122 
managing    U.S.    participation    in    international 
organizations,     numerous     improvements 
still  needed,  GAO  report,  09756 
numerous  improvements  still  needed  in  manag- 
ing U.S.  participation  in  international  or- 
ganizations, GAO  report,  07722 
supplemental  appropriations  for  1976,  proposal, 

00380 
U.S.    missions,    field    staffs.    Foreign   Service 

list,  03957 
United  States  contributions  to  international  or- 
ganizations, 10810 
International  postal  service: 

directory  of  international  mail,  04086 
International  relations: 

appropriations,     authorization,     foreign     rela- 
tions, 1976  and  1977- 
report,  06847 
appropriations,     authorization,     foreign     rela- 
tions, 1976  and  1977- 
law,  01876 
Asia  in  new  era,  implications  for  future  U.S. 
policy,  11123 
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chronologies      of      major      developments      in 

•elected  are.is,  03313 
code  of  Federal  regulations.  0580} 
complex  of  United  States  Portuguese  relations, 
before  and  after  soup 
hearings.  05174 
Congress  and   United   states  Soviet  relations, 

11331 
current  policy.  HI  14 
economic  foreign  policy  series.  13114 
fisheries    jurisdiction   of    United    States   extend 
beyond    12-mile    zone,    impact    on    foreign 
relations 
hearings.  07201 
report,  00416.  06828.  10949 
foreign     affairs     of     United     States,     subject 

bibliography,  0176? 
foreign  affairs  research  papers  available,  list. 

03923 
foreign  policy  of  U.S.,  Stale  Department  bul- 
letin. 03737 
general    foreign    policy    series,    03121.    06484, 

131 15 
gist,  quick  reference  aid  on  U.S.  foreign  rela- 
tions. 03973 
great  decisions  in  foreign  policy  - 

hearings,  00668 
great  decisions  in  US    foreign  policy - 

hearings.  06974 
historical    study.    U.S.    policy    toward    Latin 

America.  1933-74.  08412 
International  economic  policy  act- 

hearings.  00653 
International   economic   policy   act,   appropria- 
tions, authorize  - 
report,  08817 
international   energy   analysis,    proceedings   of 

seminar,  07486 
international    patent    classification,    agreement 

with  other  governments.  13138 
inventory    of    government-supported    research 

projects  on  foreign  affairs.  08413-6 
Japan-United  States  friendship  act- 
law,  00265 
report.  02190 
joint  cooperation  commissions  in  Middle  East, 

current  policy.  13114 
multinational   corporations   and    United   States 
foreign  policy - 
hearings,  00670-1 ,  02272,  05482,  1 1535 
negotiation  and  statecraft - 

hearings,  1 1551 
nuclear  proliferation,  future  U.S.  foreign  pol- 
icy implications,  1 1 128 
perspectives  on  ocean  policy.  12990 
principles  of  relations  and  cooperation,  agree- 
ment with  Egypt,  03205 
reassessment  of  U.S.  foreign  policy- 
hearings,  06976 
relations,      joint      US. -Jordanian      statement, 

03182 
rental  of  railroad  rolling  stock  by  foreign  cor- 
porations- 
report,  01962.  06891.  07153.  10990 
veto  message.  10803 
review  of  foreign  policy,  01922 
role   of  advisory   committees   in    U.S.   foreign 

policy.  022^3 
security  assistance  to  Spain.  10740 
southern  Africa,  U.S.  policy- 
hearings.  1 1544 
study  of  U.S.  foreign  policy,  authorization  - 

report,  07090 
U.S.  foreign  policy,  overview,  13115 


U.S.    foreign    policy,    supplemental    funds    for 
study 
report.  11354 
United     States    and     United     Nations,     special 

bibliography.  08586 
United  States  foreign  policy  toward  Portugal  - 

hearings,  06980 
I'nited  States  foreign  policy,  overview,  06484 
United  States  relations  with  Cuba,  1 1 137 
I'nited  States-Europe  relations  and   1973  Mid 
die  East  war- 
heanngs,  05182 
winds   of   change,    evolving   relations   and    in- 
terests in  Southeast  Asia.  02275 
see  also  Diplomacy-International  cooperation. 
International  Relations  Committee,  House: 
calendar.  04129 

committee  print.  00473-4.  00476,  00674.  02063- 
4.02273,03513.  11123-4.  11132-4,  11136-7 
hearings,  00475,  00477,  00479,  02061-2,  02065, 
02067,  05173,  05193-5,  06969-80,  11125-31, 
11135.  11138 
report.   00397,    00416.   02000,   06804-5.   06815. 
06817.  06826,  06854,  06875 
International  security: 

arms   control    moving   toward   world   security, 

00074 
International  security  assistance  and  arms  ex- 
port control  act- 
report,  11435 
International   system   of  units,  see   Weights  and 

measures. 
International  trade,  see  Commerce. 
International  Trade  Commission: 
appropriations,  1976- 
law,  01856 

supplemental,  proposal,  01934 
international  commodity  agreements,  02270 
International  Union  of  Forest  Research 
Organizations: 
dutch  elm  disease,  proceedings  of  1UFRO  con- 
ference, 09601 
International  Vehicle  and  Highway  Safety 
Conference: 
proceedings,  01606 
International  Whaling  Commission: 

whaling,  convention  amendments  to  schedule, 

agreement,  03225 
whaling,  convention,  amendments  to  schedule, 
agreement,  03243 
International  Women's  Year  Conference: 
send  congressional  delegation - 
report,  01957 
Internees: 

American  civilian  internees  in  southeast  Asia, 
increase  benefits- 
report,  06836 
Interparliamentary  Union: 

conference,  report  of  United  States  delegation, 
07245 
Interpol,    see   International   Criminal    Police   Or- 
ganization. 
Interpreters,  see  Image  interpreters 
Interstate  agreements: 

Cumbres  and  Toltec  Scenic  Railroad  compact, 
consent  of  Congress- 
law.  08736 
Interstate  and  Foreign  Commerce  Committee. 
House: 
activity,  93d  Congress - 

report,  00390 
calendar,  04130 

committee  print,  00486-7,  02068,  02078,  05196- 
8,06981,06993-6,  11139-40.  11149-52 
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Interstate  and  Foreign  Commerce 
House-Con. 
hearings,  00480-5,  02069-76,  05199-210,  06982- 

92,  089012,  11141-8 
investigations   and   studies,    authorization   and 
expenses- 
report,  06792 
report,    00390,    00411,    05032,    05035,    05049, 
05096-7,     05101,     06799,     06836,     06880, 
06883,  06897,  08788,  08792,  08815,  08825, 
10896,  10901,  10975 
special  counsel  to  represent - 

report,  10992 
subcommittee  print,  00488 
Interstate  and  Foreign  Commerce  Committee, 
Senate: 
committee  print,  02077 
Interstate  commerce: 
chemical   analysis   of  interstate   carrier  water 

supply  system,  09332 
inventory    of    interstate    carrier   water   supply 

systems,  09444 
SEE  Commerce. 
Interstate  Commerce  Commission: 
annual  report- 
departmental  edition,  02807,  12579 
document  edition,  01886,  10780 
appropriation,  1976  — 

amendment,  proposal,  11264 
appropriations,  1976- 
hearings,  00651 
law,  01869 
report,  00591,  01994 
Commissioner,      nomination     of     Robert     J. 
Corber- 
hearings,  05473 
consolidated  index-digest  of  reports  involving 

rates  and  practices,  12578 
decisions  (separates),  finance,  04090 
decisions  (separates),  motor  carrier,  04091 
decisions   (separates),   motor  carrier,   finance, 

04092 
decisions  (separates),  traffic,  04093 
decisions,  finance  reports,  02806 
guide  for  Joint  Board  memebers,  12582 
guide  for  preparation  and  submission  of  quar- 
terly and  annual  reports,  02811 
member,  nomination  of  Robert  C.  Gresham- 

hearings,  11505 
motor  carrier  cases,  decisions,  12583 
public  advisory  series,  05944-5 
requested  legislation - 

hearings,  11508 
tariff  circular  MF  series,  12586 
Interstate  Commerce  Committee: 
appropriations,  1974- 
hearings,  08851 
Interstate  Commission  on  Potomac  River  Basin: 
public  works  appropriations,  1976- 
hearings,  02248 
Interstate  compacts,  see  Interstate  agreements. 
Interstitial  atoms,  see  Crystal  lattices-Implants. 
Intertribal  Council,  Inc.: 
Miami,  Okla.  conveyance  of  land- 
report,  05349 
Interviewing: 
interviewing    in    public    welfare    for   eligibility 
determination,  10521 
Inventions: 
Government  inventions  for  licensing,   weekly 

Government  abstracts,  04702 
NBS  energy-related  invention  evaluation  pro- 
gram, 01377 


Inventories: 

annual    survey     of    manufactures,     value    of 

manufacturers'  inventories,  01774 
Delaware,    inventory    of    historic    engineering 

and  industrial  sites,  01461 
facilities    engineering    and    management,    real 

property  inventory  system,  02681 
fine  particulate  emission  inventory  and  control 

survey,  09425 
government-supported    research    projects    on 

foreign  affairs,  08413-6 
green  coffee,  current  business  reports,  03632 
Indiana,  livestock  inventory,  livestock  values 

show  mixed  changes,  08437 
manufacturers',     current     industrial     reports, 

03662,  03691 
monthly  wholesale  trade,  current  business  re- 
ports, 03636 
municipal     water     treatment     inventories     of 

historical  significance,  1910-15,  10257 
National     Archives     and      Records     Service 

preliminary  inventory  series,  12856 
national  boiler  inventory,  evaluation,  07565 
national     marine     data     inventory     summary, 

11991 
plant  inventory,  material  introduced,  00014 
real    property    owned    by    U.S.     throughout 

world,  report,  05865 
storage  and  retrieval  system  of  water  use  in- 
ventory data,  09591 
vessel  inventory   report,   U.S.   flag  dry  cargo 

and  tanker  fleets,  07999 
vessel  inventory  report,  United  States  flag  dry 

cargo   and  tanker  fleets  1,000  gross  tons 

and  over,  01278 
Invertebrates: 

comparison  of  benthic  macroinvertebrates  col- 
lected by  dredge  and  limestone  substrate 

sampler,  05757 
methods    for    acute    toxicity    tests    with    fish, 

macroinvertebrates  and  amphibians,  09363 
Investigators: 

accident/incident  investigation  manual,  for  use 

in  conjunction  with  management  oversight 

and  risk  tree,  11959 
front-end  analysis  re  CSO/CSI  training  needs, 

report  on  findings,  11642 
investigate  before  you  invest,  message  for  in- 
vestors, 01550 
Investment  companies: 

look  at  how  Small  Business  Administration's 

investment  company  program  for  assisting 

disadvantaged    businessmen    is    working 

GAO  report,  01093 
tax   information   on  mutual  fund   distribution 

12531 
tax  information  on  mutual  fund  distributions 

02785 
Investments: 

basic  estimated  capital  investment  and  operat 

ing  costs  for  coal  strip  mines,  01284 
basic  estimated  capital  investment  and  operat 

ing  costs  for  underground  bituminous  coal 

mines,  01286 
direct   investment  abroad   and   multinationals 

effects  on  United  States  economy,  00667 
foreign    direct    investment    in    United    States 

01831 
Foreign  investment  act,  1975- 

report,  11441 
foreign  investment  act,  1975- 

hearings,  05448 
foreign  investment  in  United  States- 
hearings,  02032 


Page  1-416 


Do  not  order  from  index;  see  indicated  entry 


January-June  1976 


Investments -Con. 

Foreign  investment  study  act- 

report,  05028 
foreign  investment  study  act  of  1974- 

report,  08994 
foreign  investments  in  United  States- 
hearings.  00659 
foreign  portfolio  investment,  interim  report  to 

Congress,  13216 
future  investment  in  U.S.   fish  harvesting  and 

processing.  12956 
invest  in  USA.  01181 

investment  dispute  obligations  being  resolved, 
countries  qualify  for  beneficiary  develop- 
ing country  designation.  01913 
investment  guaranties,  agreement  with  Egypt, 

03169 
investment  guaranties,  agreement  with  Nigeria, 

03265 
investment   guaranties,   agreement   with   Saudi 

Arabia.  03291 
maritime  capital  construction  fund  withdrawals 
for  investment  tax  credit,  eligibility - 
hearings,  11225 
materials  on  practical  aspects  of  exporting,  in- 
ternational licensing  and  investing,  02399 
multinational    companies    in    Communist    bloc 
countries  - 
hearings.  02272 
national     public     works     investment     policy, 

07023,  07025 
national     public     works     investment     policy, 
strategy    for   balanced   population   growth 
and  economic  development- 
hearings,  07024 
protecting  your  housing  investment,  12477 
Pyramid  sales  act- 

report,  00556 
regulation  Q- 

hearings.  00461 
report  to  Congress  on  foreign  ownership,  con- 
trol   and    influence    on    domestic    energy 
sources  and  supply,  07651 
Small  business  and  small  business  investment 
act,  amend - 
report,  02223 
tax  information  on  investment  credit,  02783 
tax  information  on  investment  income  and  ex- 
penses, 07872 
tax  shelter  investments,  analysis  of  64  returns, 

00526 
U.S.  direct  investment  abroad,  1966  final  data, 

09191 
U.S.  trade  and  investment  in  Soviet  Union  and 
Eastern  Europe,  07248 
Investors: 

investigate  before  you  invest,  message  for  in- 
vestors, 01550 
Invoices: 

all    electric    homes    in    United    States,    annual 

bills,  05797 
Fair  credit  billing  act,  amend- 

hearings,  06923 
this   is   a   food    bill?   let's   take    another   look, 

01684 
typical  electric  bills,  12166 
Iodine: 

mineral  facts  and  problems,  chapter  preprint, 

08068 
mineral  industry  surveys,  08046 
Iodine  isotopes: 

use  of  iodine-125  for  interstitial  implants,  08339 
Ion  beams: 

application  of  ion  beam  milling  to  characteriza- 
tion of  cracks  in  metals,  06283 


Ion  plating,  see  Plating 
Ionian  Sea: 

aircraft  accident  report,  06410 
Ionization: 

hypersonic    ionizing    air    viscous    shock    layer 
flows  over  nonanalytic  blunt  bodies,  06176 
Ionizing  radiation: 

effects  of  non-ionizing  electromagnetic  radia- 
tion, USSR  study,  07915 
Ionosphere: 

critical  frequency  of  Fl  region,  numerical 
representation,  10626 

effect  of  lower  ionosphere  on  propagation  of 
waves  from  ELF/VLF  source  in  magneto- 
sphere,  06436 

implements  and  techniques  for  analysis  of 
radio  propagation  through  Arctic  iono- 
sphere using  three-dimensional  ray  trac- 
ing, 00051 

ionospheric  measurements,  10184 
Ions: 

investigation  of  ion  removal  from  water  and 
wastewater,  00903 

ion-exchange  pretreatment  for  membrane 
desalting  processes,  evaluation,  08344 

nucleon  and  heavy-ion  total  and  absorption 
cross  section  for  selected  nuclei,  08169 

specific  ion  mass  spectrometric  detection  for 
gas  chromatographic  pesticide  analysis, 
09400 

total  salt,   specific   ion,  and   fertilizer  element 
concentrations  and   balances   in   irrigation 
and    drainage    waters    of    Twin    Falls    in 
Southern  Idaho,  08525 
Iowa: 

climatological  data,  03531 

criminal  justice  agencies,  05953 

employment  in  agricultural  and  agribusiness 
occupations,  07448 

Federal  outlays,  impact  by  State,  county  and 
large  city,  091% 

mineral  industry.  Mineral  yearbook  chapter, 
01303 

national  electric  rate  book,  01014 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties  and  incorporated 
places,  04818 

precipitation  data,  hourly,  04014 

problems  of  elderly - 
hearings,  11039-40 

water  and  related  land  resource - 
Big  Sioux  River  basin,  10284 
IPA  (Intergovernmental  personnel  act),  see  Inter- 
governmental relations. 
IPTS  (International  practical  temperature  scale), 

see  Temperature. 
Iran: 

agricultural  production  and  trade,  Iran,  05597 

atomic  energy,  application  of  safeguards  pur- 
suant to  non-proliferation  treaty,  suspen- 
sion of  agreement,  03142 

background  notes,  13111 

cooperation,  agreement,  03248 

economic  cooperation,  agreement,  03288 

economic  trends  and  their  implications  for 
United  States,  09908,  12556 

furnishing  Federal  catalog  data  and  services, 
agreement,  03281 

military  mission  to  Iran,  agreement,  03277 

United  States  arms  sales,  11136 
Iraq: 

background  notes,  10286 

mineral  industry,  08072 

mineral  industry,  minerals  yearbook  chapter, 
06118 
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Ireland: 

air  charter  service,  agreement,  03293 
economic    trends    and    their    implications    for 

United  States,  09915,  12553 
mineral  industry,   Minerals   yearbook  chapter, 
06101 
Iron: 

alloy  softening  in  binary  iron  solid  solutions, 

12842 
and     steel    scrap,     mineral     industry     survey, 

monthly,  04094 
anomalous  concentrations  of  several  metals  in 
iron-formation,  Blue  Lead  Mountain  area, 
Pennington  County,  S.Dak.,  02668 
electrolytic    iron    SRM's    and    797    from    4    to 
1000K,      standard      reference      materials, 
06279 
hydrogen    environment    embrittlement    of    As- 
troloy   and   Udimet  700  (nickel-base)  and 
V-57  (iron-base)  superalloys,  08154 
investigation  of  railroad  freight  rate  structure, 

02808 
iron  and  steel  foundries  and  steel  ingot  produ- 
cers, 00154 
iron  and  steel  scrap,  mineral  industry  surveys, 

08048 
iron  ores,  census  of  mineral  industries,  00123 
mineral  industry  surveys,  08047 
ore,  mineral  industry  survey,  monthly,  04095 
removal   of   lead   and    zinc    from    steelmaking 
wastes  and  production  of  prereduced  pel- 
lets, 10094 
slag,     iron     and     steel,     Minerals     yearbook 
chapter,  02920 
Iron  castings,  see  Castings. 
Iron  deficiency  anemia,  see  Anemia. 
Iron  ores,  see  Iron. 
Iron  oxide: 

pigments,  Minerals  yearbook  chapter,  08077 
Iron  workers,  see  Ironworkers. 
Irons: 

electric  irons,  fact  sheet,  09124 
Ironworkers: 

employment  outlook,  structural-,  ornamental-, 
and  reinforcing  iron  workers,  09987 
Irradiation,  see  Radiation. 
Irrigation: 

controlling    wind    erosion    on    irrigated    land, 

13091 
management    practices    affecting    quality    and 

quantity  of  irrigation  return  flow,  09406 
more    effective    procedures    are    needed    for 
establishing  payment  terms   and  develop- 
ment periods  for  irrigation  projects,  GAO 
report,  07818 
return  flows,  salinity  created,  12060 
scheduling  irrigations  using  programmable  cal- 
culator, 08527 
scientific  irrigation  scheduling  for  salinity  con- 
trol of  irrigation  return  flows,  12036 
total  salt,  specific  ion,  and  fertilizer  element 
concentrations   and   balances   in   irrigation 
and  drainage  waters  of  Twin  Falls  tract  in 
southern  Idaho,  08525 
see  also  Reclamation  of  land. 
Irrigation  projects,  see  Reclamation  of  land. 
IRS,     see     Internal     Revenue     Service-Landing 

(aircraft). 
Irvine,  Calif.: 
geohydrology  and  artificial-recharge  potential, 
09795 
Irvine,  William  A.: 
nomination - 
hearings,  09061 


Isentropic  process: 

relationships    between    motion    on    isentropic 
surfaces   from    3-H    rawinsonde   data   and 
radar  echoes,  06177 
Islamic  Republic  of  Mauritania,  see  Mauritania. 
Isolation: 

communication  antenna  isolation,  study,  10319 
Isometric  exercise,  see  Exercise. 
Isotopes: 

use     of     radioisotopic     sand     tracer,     RIST, 
system,  00872 
Israel: 

agricultural  commodities,  agreement,  03255 
atomic    energy,    application    of   safeguards   by 
IAEA  to  United  States-Israel  Cooperation 
Agreement,  03297 
atomic    energy,    cooperation    for    civil    uses, 

agreement,  03269 
atomic    energy,    cooperation    for    civil    uses, 
research  agreement,  extend  - 
report,  00392 
atomic      energy,      research      agreement      for 
cooperation  for  civil  uses,  extend  - 
report,  11366 
background  notes,  10287 

certificates  of  airworthiness  for  imported  air- 
craft, appliances,  and  components,  agree- 
ment with  Israel,  03217 
early    warning    system    in    Sinai,    implement, 
00260- 
hearings,  07243 
early  warning  system,  agreement,  13144 
economic  trends  and  their  implications  for  the 

United  States,  05940 
foreign  assistance  appropriations,  1975- 

hearings,  05126 
marketing,  05592 

presentation    by    United    States    of    statue    of 
Abraham  Lincoln  to  Israel- 
hearings,  11131 
law,  10676 
report,  11428 
presentation  of  statue  of  Abraham  Lincoln - 
report,  06875 
Isua,  Greenland: 

glacier  freezing  study,  09228 
Italy: 

cotton     velveteen     fabrics,     trade     agreement, 

10293 
double  taxation,  taxes  on  income,  agreement, 

03320 
economic    trends    and    their    implications    for 

United  States,  12551 
extradition  treaty,  03298 
launching  of  NASA  satellites  from  San  Marco 

Range,  agreement,  03253 
marketing,  02402,  11925 
ITT  Rayonier,  Inc.: 

ITT  Rayonier,  Inc.  Outfall,  Port  Angeles  Har- 
bor, Wash.,  evaluation,  09418 
IUFRO,     see     International     Union     of    Forest 
Research  Organizations. 


J.  Allen  Frear  Building: 
designate - 
report,  11401 
J.N.  Ding  Darling  Wilderness: 

proposal,  00292 
Jacks: 

injuries     involving     jackleg     rock     drills     un- 
derground, analysis,  08114 
jacks    and    plugs,    Federal    item    identification 
guide,  00738,  07341 
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Jackson  Hole  Airport 

actions  under  consideration,  final  environmen- 
tal statement.  12977 
Jackson.  Clarence: 

relief.  05103 
Jacksonville.  Fla.: 

area  wage  survey,  10041 
Jails,  see  Prisons  and  prisoners. 
Jamaica: 

agricultural  commodities,  agreement,  13130 

background  notes,  06478 

narcotic  drugs,  provision  of  helicopters  and  re 

lated  assistance,  agreement,  03247 
trade  in  cotton  textiles,  agreement.  03294 
James    Madison    Memorial    Building.    Library   of 
Congress,    see    Library    of   Congress   James 
Madison  Memorial  Building. 
James  River  and  Valley: 

flood  plain  information.  09244 
Jams: 

how  to  make  at  home.  08564 
how    to    make    jellies,    jams   and    preserves    at 
home,  10390 
Janklow.  William  J.: 
nomination - 
hearings.  11600 
Japan: 

claims.    Trust    Territory    of    Pacific     Islands. 

03308 
claims.    Trust    Territory    of    Pacific     Islands, 

agreement,  03307 
distribution,    relative    abundance,    and    move- 
ment     of      skipjack      tuna.      Katsuwonus 
pelamis,     in     Pacific     Ocean     based     on 
Japanese  tuna  longline  catches,  01456 
economic      issues      between      United      States, 
Japan,  and  South  Korea  - 
hearings,  1 1099 
economic    trends    and    their    implications    for 

United  States.  12573 
Japan-United  States  friendship  act.  08987 
Kwajalein   Island  tracking  station,  agreement, 

08424 
protection    of    birds    and    their    environment, 

agreement,  06486 
U.S. -Japan    conference    on    sewage    treatment 

technology  proceedings,  09485 
U.S. -Japan  meeting         on         aquaculture, 

proceedings,  08282 
United  States  friendship  act- 
law  ,  00265 
report.  02190 
United      States-Japan      cooperative      medical 

science  program,  00328 
whaling,  international  observer  scheme,  agree- 
ment, 03136 
Japanese: 
cooly  trade  laws,  repeal  - 
report,  08968 
Jars: 

bottles    and    jars.    Federal    item    identification 
guide,  11767 
Jasper,  Ala.: 

flood-prone  areas,  12409 
JCS,  see  Joint  Chiefs  of  Staff 
Jefferson  City,  Mo.: 

organic  components   recovered   from   raw    and 
finishing  water  by  carbon  filter  technique, 
10266 
Jefferson  County,  Ala.: 

degasification  of  Mary  Lee  coalbed  near  Oak 
Grove,  Ala.,  Jefferson  County,  Ala., 
10093 


Jefferson  National  1  orest 

Appalachian        Trail.       general        information. 
09599I04general  information.  12299 
Jefferson.  Thomas: 

Jefferson's   manual   of   parliamcntar>    practice. 
text.  10715 
Jefferson's  manual: 

text.  0214.3 
Jeffrey  pine,  see  Pine. 
Jelly: 

how    to    make    jellies,    jams,    and    preserves   at 
home.  10390 
Jeopardy  assessments,  see  Income  tax. 
Jersey  cattle,  see  Cattle 
Jersey  City,  N.J.: 

municipal  government  wage  surveys,  02859 
wages   and   benefits   of   municipal   government 
workers  in  Jersey  City,  N.J.,  06026 
Jet  aircraft,  see  Aircraft. 
Jet  airplanes,  see  Fighter  planes. 
Jet  engines,  see  Engines  (aircraft) 
Jet  fuel,  see  Fuel. 
Jet  noise,  see  Aircraft. 
Jets: 

buoyant  jets  discharged  into  flowing  environ- 
ment,    effects     of     ambient     turbulence, 
05737 
cutting  experiments  using  rotating  water  jet  in 

borehole.  12732 
effects  of  jet   exhaust  gas   properties   on   ex- 
haust    simulation     and     afterbody     drag, 
01366 
evidence  of  beam  pattern  concept  of  subsonic 

jet  noise  emission,  12833 
feasibility  study  of  hydraulic  jet  kerfing  to  im- 
prove     efficiency      of      mechanical      disc 
cutting.  08461 
heat  transfer  characteristics  of  bubble-induced 

water  jet  impinging  on  ice  surface,  1 1974 
located  more  than  one  jet  diameter  above  wing 
at  subsonic  speeds,  analytical  study  of  ef- 
fects, 10177 
theoretical  study  of  refraction  effects  on  noise 

produced  by  turbulent  jets,  08124 
turbulent  wall  jet  in  coflowing  stream,  02967 
wall  boundary-layer  thickness   ratio  effect  to 
jet      diameter      on      mixing      of      normal 
hydrogen  jet  in  supersonic  stream,  12786 
Jewelers: 

employment  outlook,  10005 
Jewelry: 

census  of  manufactures,  06593 
Jiminez-Alcala,  Maria  G.,  see  Haro,  Maria  G.. 
Jimmy  Camp  Creek: 

flood  plain  information,  09243 
floods,  09277 
Joanne  Mine: 

continuous  gas  monitoring  using  tube  bundles 
at  Joanne  Mine  fire,  02930 
Job  analysis: 

job  grading  standard  for  railroad  maintainance 

vehicle  operator,  08668 
job  grading  standards,  civil  service,  air  condi- 
tioning equipment  operator,  08669 
job  grading  system  for  trades  and  labor  occu- 
pations, 03867 
let's    take    a    minute    to    compare,    see    how 
benefits  of  what  you're  doing  now  add  up 
against  job  in  today's  Army,  00083 
method     of    determining    desirable     task     ex- 
periences for  first-line  supervisors,  01690 
potential   uses   of   functional   account   code   in 

describing  job  requirements,  06543 
undergraduate    pilot    training    task    frequency 
study,  01689 
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Job  analysis -Con. 

upward    mobility    through    job    restructuring, 
01808 
Job  Corps: 

community  relations  manual,  06055 

directory  of  Job  Corps  centers,  06050 

general  information,  01271 

JCH  series,  05976 

occupational    training    program,    occupational 

training  guides,  05976 
tiene    usted    un    hijo?    usted    puede    ayudarlo, 
anime  a  su  hijo  ingresar  en  el  Job  Corps, 
06063 
tiene   usted    una   hija?   usted   puede   ayudarla, 
anime  a  su  hija  a  que  ingrese  en  el  Job 
Corps,  12691 
usted  puede,  ingresar  en  el  Job  Corps,  06064 
you  can  help  her,  join  Job  Corps,  06066 
you  can  help  him,  join  Job  Corps,  06067 
you  can   help  them,  guide   for  social  service 
workers,  community  and  church  leaders, 
school  teachers,  guidance  counselors,  ju- 
venile court  officials,  12693 
you  can,  join  Job  Corps,  12692 
Job  seekers,  see  Unemployed. 
Job  Service: 
identification   standards   manual.  Job  Service, 
09221 
Job  setters  (machine  shop): 

employment  outlook,  09938 
Jobs: 

job  health  hazards  series,  03081 
see  also  Civil  Service-Employment-Job  analy- 
sis-Occupations-Training-Work. 
John  E.  Fogarty  International  Center  for 
Advanced  Study  in  Health  Sciences: 
China  health  studies,  05947 
John  F.  Kennedy  Center  for  Performing  Arts: 
appropriations    for    nonperforming    arts    func- 
tions- 
law,  01854 
report,  00405,  00622 
operations,  GAO  report,  07749 
John  F.  Kennedy  National  Historic  Site: 

general  information,  Spanish  edition,  08296 
John  F.  Kennedy  Space  Center: 

high-pressure   liquid   and  gaseous  oxygen  im- 
pact sensitivity  evaluation  of  materials  for 
use  at  Kennedy  Space  Center,  12838 
John  H.  Kerr  project: 

Roanoke  River  basin,  investigation  of  John  H. 
Kerr  project  effects,  10253 
John  Swenson  Granite  Co.,  Inc.: 

Concord,  N.H.,   manufactured  granite,  Tariff 
Commission  report,  10340 
Johnny  Horizon  '76  Clean  Up  America  Month, 

see  Special  days,  weeks,  etc.. 
Johnson  City,  Tenn.: 

composting  at  Johnson  City,  02471 
Johnson  Sea  Link  (submarine  boat): 

marine  casulaty  report,  01479 
Johnson-O'Malley  act: 
administration - 
hearings,  07259 
Johnson,  Lyndon  B.,  National  Historic  Site,  see 

Lyndon  B.  Johnson  National  Historic  Site. 
Johnston,  Robert  M.: 
relief,  10814,  11332 
Joint  Chiefs  of  Staff: 
JCS  pub.,  02813 

nomination  of  George  S.  Brown  as  chairman- 
hearings,  07204 


Joint  Federal-State  Land  Use  Planning 
Commission  for  Alaska: 
appropriations,  1976- 
law,  06707 
report,  06865 
appropriations,  1975- 

report,  05033 
continue  authority - 
law,  06744 
report,  00626 
Joint  Financial  Management  Improvement 
Program : 
operating  budgets,  12340 
Joint  Oceanographic  Institutions  for  Deep  Earth 
Sampling: 
Deep  Sea  Drilling  Project,  cruises  of  drilling 
vessel  Glomar  Challenger,  Apra,  Guam  to 
Hakodate,  Japan,  06400 
Joint  Publications  Research  Service: 

JPRS    series,    01188-91,    01193-210,    02814-32, 
03993,   04348,   04422,   04531-2,   04591-613, 
04647,    04649-56,    04661-2,    04729,    05950, 
07887-926,  09933,  12591-610 
Joint  US-USSR  Commercial  Commission: 

establishment,  agreement,  13126 
Joints: 

analysis  of  bonded  joints,  06232 
welding  and  joining,  compilation,  02952 
Joliet,  111.: 

floods,    Illinois    &    Michigan    Canal,    Thome 
Creek  and  Rock  Run  Creek,  1 1985 
Jones  Creek: 

and  tributaries,  flood  plain  inform aiton,  Baton 

Rouge,  La.,  and  Clay  Cut  Bayou,  05627 
floods,  Clay  Cut  Bayou,  area  of  Baton  Rouge, 
La.,  09271 
Jones,  David  C: 
nomination - 
hearings,  07204 
Jordan: 

agricultural  commodities,  agreement,  03296 
double   taxation,    earnings   from    operation   of 

ships  and  aircraft,  agreement,  03260 
economic    trends    and    their    implications    for 

United  States,  01165 
military    assistance,    payment    under    Foreign 

assistance  act,  agreement,  03212 
mineral  industry,   Minerals  yearbook  chapter, 

02906 
nonscheduled  air  services,  agreement,  03238 
relations,     joint      U.S. -Jordanian      statement, 

03182 
sale  of  Hawk  missiles  to  Jordan,  10777 
sales     of     Hawk     and     Vulcan     air    defense 
systems - 
hearings,  00475 
Journals: 

Antarctic  journal  of  United  States,  03438 
civil  service,  03516 

Federal  Home  Loan  Bank  Board,  03849 
highway    safety    literature,    abstract    journal, 

03998 
House  of  Representatives,  04921,  10697 
journal  holdings  report,  07589 
journal  of  research  of  U.S.  Geological  Survey, 

04106 
journal  of  research,  National  Bureau  of  Stan- 
dards, 04104-5 
Library  of  Congress  quarterly,  04447 
National  Cancer  Institute,  04102 
Navy  lifeline,  naval  safety  journal  (periodical), 

04273 
prologue,  journal  of  National  Archives,  04430 
Supreme  Court,  04568 
JPRS,  see  Joint  Publications  Research  Service. 
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Juan  Fernandez  Islands 

mosses  of,  01  553 
Judge  Advocate  General: 

manual  of  Judge  Advocate  General.  12611 
Judge  Advocate  General.  Air  Force: 

law  review,  0341 1 
Judge  Advocate  General,  Army: 
legal  service,  pamphlets,  04107 
Judge  Advocate  General's  Corps: 

Army     lawyer,     history     of    Judge     Advocate 
General's  Corps,  1775  1975,  07927 
Judges: 

comparability     pay     adjustment     for     judges. 

00348 
District  of  Columbia,  additional  lav.  clerks  for 
judges  of  Court  of  Appeals  - 
hearings.  02041 
law,  10672 
report,  01978,  07139 
judicial  disqualification  - 

hearings,  1 1 154 
jurisdiction  of  three-judge  courts,  revise- 
report,  00577 
Kentucky  judgeships- 

hearings,  07282 
manual  for  administrative  law  judges,  10356 
omnibus  circuit  judgeship  bill- 
report,  11381 
reforming     judicial     survivors'     annuity     pro- 
gram - 
hearings,  02307 
Second    Circuit    sentencing    study,    report    to 
judges  of  Second  Circuit,  12164 
Judgments,  see  Claims. 

Judicial  Circuits   of  United   States,   Commission 
on   Revision,   see   Revision   of  Judicial   Cir- 
cuits of  United  States,  Commission  on. 
Judicial  Conference  of  United  States: 
proceedings.  06765 
proceedings,  report - 

departmental  edition,  10357 
document  edition,  10771 
Judicial  conferences: 

judicial    conference   of    District    of   Columbia, 
establish - 
hearings,  11516 
law,  06734 
report,  01989.  07140 
Judicial  procedure,  see  Criminal  procedure. 
Judiciary,  see  Courts  of  United  States. 
Judiciary  Committee,  House: 

activities,  summary  94th  Congress,  05213 

calendar,  04131 

committee  print,  00494,  05211-3.  07009.  08903. 

11153,  11166-8 
comparison    of    White    House    and    Judiciary 
Committee  transcripts  of  8  recorded  Pre- 
sidential conversations  - 
hearings,  06998 
hearings,  00489-93,  02079-83,  05214-22.  06998- 

7008.  08904-7.  1 1 154-65,  1 1 169-70 
investigations    and    studies,    authorization   and 
expenses  - 
report,  06791 
report.    00395.    00419.    01980.    05004.    05041. 
05043-4,     06794.     06800.     06827.     06837. 
06859,     06872.     08760-2.     08778.     08838. 
08840,    10811-76.    10878-9,     10894,    10903, 
10930,  10999,  11007 
report  on  activities  - 
report,  08840 
Judiciary  Committee,  Senate: 

Antitrust  and  Monopoly  Subcommittee  activi- 
ties report - 
report,  11408 


calendar.  04150 

committee  pnnt.  00688,  05519.  05522-3.  05525, 

09052-4.  11582.  11585.  1 1 592 
Criminal   Laws  and   Procedures,   Special  Sub- 
committee on,  activities- 
report,  11389 
expenditures   for   procurement  of  consultants, 
increase  limitation - 
report,  05380 
hearings,     00684-6,     00689,     00694,     02304-5, 
02307-8,    05517-8.   05520-1.    05524.   07181. 
07280.     07282-6.     08764.     09051,     09058. 
11553,  11580-1,  11583-4,  11586-91,  11593 
investigation  and   study,  authorize  supplemen- 
tal expenditures - 
report.  05382 
investigations    and    studies,    authorization    and 
expenses- 
report,   00604,    05363,   08971,    11425    report, 
00574,     00577,     00592,     00627,     00636, 
02162,  02192,  02283,  05304-7,  05309-16, 
05337,  05352,  05359-60,  05363,  05372-3, 
05384,    07118.    07122,    07133,    08957-8, 
08968,     08997,     09009,     09013,     09021, 
11301-42,   11363,   11367,   11375,   11381-2, 
11389.     11391-2.     11406,     11408,     11418. 
11421.  11437,  11439 
routine      purposes,     additional     expenditures, 
authorize - 
report,  1 1404 
Subcommittee  on  Constitutional  Rights,  list  of 

publications,  09052 
Subcommittee  on  Separation  of  Powers,  list  of 

publications,  05522 
Subcommittee  to  investigate  Administration  of 
Internal  Security   Act  and  Other  Internal 
Security  Laws- 
report,  05525 
Jugements,  see  Claims. 
Jumpers  (clothing): 

jumpers,    sweaters,    and    undershirts.    Federal 
item  identification  guide,  11789 
JUMPS,  see  Pay,  allowances,  etc.. 
Junction  boxes: 

junction    boxes.     Federal    item     identification 
guide,  11688 
Junior  colleges: 

jobs    for    which    junior    college,    technical    in- 
stitute,   or    other    specialized    training    is 
usually  required,  07983 
Juniper,  see  Cedar. 
Jupiter  (planet): 

near-infrared    spectra   of   Jupiter,    Saturn,   and 
Uranus,  08130 
Jurassic  period: 

lithology  and  uranium  potential  of  Jurassic  for- 
mations  in   San   Ysidro-Cuba   and   Majors 
Ranch  areas,   northwestern   New    Mexico, 
1 2374 
Jurisdiction: 

three-judge  courts,  revise- 
report,  00577 
United  States  magistrates- 
report.  11439 
Jury: 

selection  and  service  act,  amend - 
report.  00627 
Justice: 

dissemination  of  criminal  justice  information- 
hearings,  00490 
juvenile    justice    and    delinquency    prevention 
and  runaway  youth - 
hearings,  06938 
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Justice  Department: 

administration  of  alien  labor  certification  pro- 
gram should  be  strengthened,  GAO  re- 
port, 07781 
alleged  improper  personnel  practices  at  Drug 
Enforcement  Administration,  GAO  report, 
07748 
annual    report    of    Attorney    General,    01213, 

12612 
approaches    which    work    in    criminal    justice 
system,  progress  in  determining,  GAO  re- 
port, 09759 
appropriations,   authorization  for  antitrust  en- 
forcement- 
report,  11406 
appropriations,  1976- 

hearings,     05118,     05120-2,     07196,     08853, 

11054,  11469 
law,  01856 

supplemental,  proposal,  00534 
appropriations,  1975- 
amendment,  proposal,  05283,  08926 
report,  08826-7 
transfer  authority,  11252 

Attorney      General,      salary      to      remain      as 
prescribed  on  Jan.  1,  1969- 
report,  07084,  08938 
attorneys.  Tax  Division,  05968 
budget  rescissions  and  deferrals,  1975  — 

hearings,  09032 
criminal  justice  agencies,  05952-4 
Deputy     Attorney     General,     nomination     of 
Harold  R.  Tyler,  jr.- 
hearings,  11587 
exemplary  project,  12615 

Federal  regulation  of  lobbying  act,  difficulties 
in  enforcement  and  administration,  GAO 
report,  07754 
how  Federal  efforts  to  coordinate  programs  to 
mitigate  juvenile  delinquency  proved  inef- 
fective, GAO  report,  05857 
law    enforcement    standards    program,    LESP- 

RPT  series,  05959-1 
law  enforcement  standards  program,  NILECJ- 

STD  series,  12623 
monograph  series,  05964,  07932-3 
National    Criminal    Justice    Information    and 

Statistics  Service  report,  02840-5 
opinion  of  Attorney  General,  05966-7,  12627 
report  of  Attorney  General  on   administration 
of  Foreign  agents  registration  act  of  1938, 
12631 
research  series,  05970 
security    controls    for    methadone    distribution 

need  improving,  GAO  report,  07750 
use  of  statutory  authority  for  providing  inmate 
release  funds,  GAO  report,  07737 
Juvenile  courts: 

prosecution   in   juvenile  courts,   guidelines  for 

future,  07933 
standards  and  goals  for  juvenile  justice,  12502 
Juvenile  delinquency: 

drug  abuse  prevention  and  control  and  its  rela- 
tionship to  pharmacist - 
hearings,  11583 
how  Federal  efforts  to  coordinate  programs  to 
mitigate  juvenile  delinquency  proved  inef- 
fective, GAO  report,  05857 
investigation  and  study  - 

report,  11363 
Juvenile    justice    and    delinquency    prevention 

act,  indexed  legislative  history,  01218 
juvenile    justice    and    delinquency    prevention 
and  runaway  youth - 
hearings,  06938 


prevention  act- 
report,  05039,  10893 
prevention  act,  amend - 

report,  08836 
standards  and  goals  for  juvenile  justice,  12502 
Juvenile  Delinquency  Prevention  Administration: 
establish - 
report,  08836 
Juvenile  detention  homes,  see  Imprisonment. 


Kahn,  Stephanie: 

relief,  10815,  11316 
Kaiparowits  Plateau,  Utah: 

proposed   Kaiparowits   project,   draft  environ- 
mental impact  statement,  07859 
Kaiser  Wilderness  area: 

inclusion   in   national   wilderness    preservation 
system  - 
hearings,  07266 
Kalman  filters: 

Kalman  filter  estimation  of  human  pilot-model 
parameters,  02966 
Kamchatka  Peninsula: 

studies  of  earthquake  properties  on  Kamchat- 
ka Peninsula,  USSR  study,  01204 
Kaniksu  National  Forest: 

land  exchange  procedures,  clarify - 
law,  04889 
Kansas: 

climatological  data,  03532 
criminal  justice  agencies,  05953 
early  survival  and  growth  of  ponderosa  pine 
provenances  in  east-central  Kansas,  02624 
employment    in    agricultural    and    agribusiness 

occupations,  07448 
Federal  outlays,  impact  by  State,  county  and 

large  city,  09197 
implementation    plan    review    as    required    by 
Energy    supply    and   environmental   coor- 
dination act,  09432 
Kansas    hard    winter    wheat    commemorative 

stamp  (poster),  06495 
mineral  industry,   Minerals  yearbook  chapter, 

08080 
national  electric  rate  book,  01015 
precipitation  data,  hourly,  04015 
water  resources  data,  09491,  12440 
Kansas  City,  Kans.: 

area  wage  survey,  07958 
Kansas  City,  Mo.: 

area  wage  survey,  07958 

Missouri  River  navigation  charts,  Kansas  City, 

Mo.,  to  mouth,  02434 
Missouri  River  navigation  charts,  Sioux  City, 
Iowa,  to  Kansas  City,  02435 
Kaolinite: 

scanning    electron    microscope    evaluation    of 
fabric     in      impact-compacted      kaolinite, 
05671 
Katmai  National  Monument: 

Alaska,    proposed    wilderness,    final    environ- 
mental statement,  12507 
Katsuwonus  pelamis,  see  Tuna  fish. 
Keg  Mountain: 

effect  of  sedimentation  and  diagenesis  on  trace 
elements  composition  of  water-laid  tuff  in 
Keg  Mountain  area,  Utah,  05884 
Kellogg  reservoir: 

water  quality  control  project,  evaluation  of 
economic  benefits  derived  from  improve- 
ment of  water  quality  in  Contra  Costa 
Canal,  10254 
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Kenai  Wilderness: 
proposal,  00274 
Kenedy,  Tex.: 
model    study     of    supercritical     flow    channel 
transition     for     Nichols    Creek,     Kenedy, 
Tex..  08520 
Kennedy    Space    Center,   see   John    F     Kennedy 

Space  Center. 
Kennedy,  David  D.: 

relief.  04975 
Kenosha,  Wis 
biological  treatment  of  combined  sewer  over- 
flow, 09410 
Kentucky: 
analyzing    syncrude    from    western    Kentucky 

coal,  07461 
climatological  data,  03533 
counties,  and  metropolitan  areas- 
population  estimates,  08659 
criminal  justice  agencies,  05952 
judgeships  - 

hearings,  07282 
national  electric  rate  book,  07676,  12179 
precipitation  data,  hourly,  04016 
Princess  reserve  district,  palynological  studies 

of  coal,  09808 
starling  and  blackbird  control  - 
law,  10675 
Kenya: 

background  notes,  031 18 
basic  agricultural  resources,  00836 
mineral   industry,   minerals    yearbook   chapter, 
12715 
Keosauqua,  la.: 

flood-prone  areas,  12410 
Kerogen: 

thermal  degradation  of  Green  River  kerogen  at 
150°-350°  C,  10084 
KerT-McGee  Nuclear  Corporation: 

Federal     investigations     into     certain     health, 
safety,    quality   control,    and   criminal    al- 
legations, GAO  report,  12370 
Ketchum,  Idaho: 

floods,  Sun  Valley,  Idaho,  Trail  Creek,  09261 
Kettle  River  and  Valley: 

wild  river  system,  inclusion,  authorize- 
report,  05052 
Key  West,  Fla.: 

marine  casualty  report,  01479 
Khmer  Republic: 
agricultural  commodities,  agreement,  03263 
military    assistance    payments    under    Foreign 

assistance  act  of  1973,  agreement,  03197 
refugee   relief   in   Khmer  Republic,   agreement 
with     International     Committee     of     Red 
Cross,  03179,  03214,  03280,  03331,  13134 
refugee  relief  in  Republic  of  Viet-Nam,  Laos, 
and  Khmer  Republic,  agreement  with  In- 
ternational    Committee     of     Red     Cross, 
03314 
withdrawal     of     designation      as     beneficiary 
developing  country,  10783 
Kidnaping: 

Federal  kidnaping  statute,  amendments - 
hearings,  07001 
Kidneys: 

medicare's  end-stage  renal  disease  program - 

hearings,  07053 
new    kidney,    new    life,    collaborative    hospital 
organ  donor  program,  10515 
Kikla,  Ludwik: 
relief,  11327 
Kilauea  Volcano: 

structure    and    origin    of    Koae    fault    system, 
12427 


Killbuck  Creek: 

flood  plain  information.  White  River,  Madison 
County,  and  Anderson,  Ind.,  05647 
Kilns: 

disposal  and  utilization  of  waste  kiln  dust  from 

cement  industry,  12058 
industrial    furances,    kilns,    lehrs,    and    ovens, 
Federal  item  identification  guide,  00787 
Kim,  Chu  Wol: 
relief.  10875 
Kim,  Heung  S.: 

relief.  10868 
Kim,  Sun  Mi 

relief,  10865,  11338 
Kim,  Sun  Yang: 

relief.  10865,  11338 
Kindergarten: 

teachers,  employment  outlook,  09972 
Kindred,  N.  Dak.: 

predictive  modeling  of  effects  of  planned  Kin- 
dred   Lake    on    ground-water    levels    and 
discharge,     southeastern     North     Dakota, 
09836 
Kinematics: 

kinematic  stability  of  roller  pairs  in  free-rolling 

contact,  12837 
kinematics    of    transverse    rotation    machines, 
11976 
Kinetics: 

analysis  of  atmospheric  flow  over  surface 
protrusion  using  turbulence  kinetic  energy 
equation  with  reference  to  aeronautical 
operating  systems,  02945 
analysis  of  molecular  flow  parameters  with 
help  of  kinetic  Vallander  equations,  07476 
copper  cementation  in  revolving-drum  reactor, 

kinetic  study,  12735 
electrochemical  kinetics  of  reaction  of  titanium 
metal  with  titanium  subchlorides  in  molten 
sodium  chloride,  10082 
gas-kinetic       analysis       of       multicomponent 
vacuum  systems  by  method  of  equivalent 
surfaces,  07477 
high-temperature  chemical  kinetic  study  of  H2- 

CO-C02-NO  reaction  system,  06235 
survey  and  evaluation  of  kinetic  data  on  reac- 
tions in  methane/air  combustion,  12045 
tube-wall  methanation  reactors  with  combined 
diffusion  and  kinetic  resistance,  10088 
King  Cove,  Alaska: 

aircraft  accident  report,  10232 
King,  Martin  Luther: 

bust  or  statue  to  be  placed  in  Capitol  - 
report,  10979 
Kingston,  N.Y.: 

metalworking  industries,  industry  wage  survey 
report,  07980 
Kissinger,  Henry  A.: 
proceedings  against- 
report,  06861 
Kitchen  range,  see  Stoves. 
Kites: 

moored  balloons,  kites,  unmanned  rockets  and 
unmanned  free  balloons,  12125 
Kits: 

sets,  kits  and  outfits,   Federal  item   identifica- 
tion guide,  1 1738 
Kittitas  County,  Wash.: 

soil  survey  report,  06473 
Kjeldahl  method  of  determination,  see  Nitrogen. 
Klamath  Indians: 

exclude    from    gross   income   gains    from    con- 
demnation of  certain  forest  lands  held  in 
trust- 
report,  00404 


Do  not  order  from  index;  see  indicated  entry 


Page  1-423 


Subject  Index 


Klondike  Gold  Rush  National  Historical  Park: 
establish- 
report,  00566 
Kluane,  Lake: 

seismograph   station,   Yukon  Territory,  agree- 
ment with  Canada,  13135 
Knebel,  John  A.: 
nomination - 
hearings,  1 1464 
Knecht,  William  L.: 
nomination  - 
hearings,  11600 
Kneebone,  Kristen  M.: 

relief,  11337 
Knit  goods: 

knit   fabric    production,   current   industrial   re- 
ports, 03688 
see  also  Textiles. 
Knobcone  pine,  see  Pine. 
Knobs: 
knobs,     dials,     and     pointers,     Federal     item 
identification  guide,  00740 
Knox  County,  Tenn.: 
demonstration   of  developed   methodology  for 
ultimate  disposal  of  residual  wastes,  12104 
Knoxville,  Tenn.: 

demonstration   of  developed   methodology   for 
ultimate  disposal  of  residual  wastes,  12104 
Kohoutek,  see  Comets. 
Korea: 
area  handbook  for  South  Korea,  10506 
economic     issues     between     United     States, 
Japan,  and  South  Korea - 
hearings,  11099 
economic    trends    and    their    implications    for 

United  States,  09927 
human  rights  and  U.S.  assistance,  05183 
marketing,  11917 
North,  translations,  04602 
Republic  - 
agricultural  commodities,  agreement,  03272 
atomic   energy,   cooperation   for  civil   uses, 

agreement,  03149 
background  notes,  13113 
Republic,  military  assistance,  payments  under 

Foreign  assistance  act,  agreement,  03170 
Republic,  mineral  industry,  minerals  yearbook 

chapter,  06108 
South,  fertilizer  marketing  system,  03349 
Koreans: 
dream  unfulfilled,  Korean  and  Pilipino  health 
professionals  in  California,  04838 
Korhonen, Michael  A.: 

relief,  04868 
Koshkonong  Nuclear  Plant: 

fiche  index  for  nuclear  dockets,  00859 
Koyukuk  National  Wildlife  Refuge: 

proposed,  09879 
Koyukuk  River  and  Valley: 
forest    statistics    for    upper    Koyukuk    River, 
Alaska,  02645 
KPATH,  see  Computer  programs/programming. 
Kroll,  Lester  H.: 

relief,  08683 
Kuru: 

bibliography,  12943 
Kutak,  Robert  J.: 
nomination - 
hearings,  11600 
Kuwait,  05939 

background  note,  06479 

economic    trends    and    their    implications    for 

United  States,  09895 
mineral  industry,  02905,  08073 


provision  of  defense  articles  and  services  and 
establishment  of  liaison  office,  agreement 
with  Kuwait,  03310 
United  States  arms  sales,  11136 
Kwajalein  Island: 

tracking  station,  agreement  with  Japan,  08424 
Kyanite: 

and  related  minerals,  mineral  industry  surveys, 
08049 


La  Porte  City,  la.: 

flood-prone  areas,  12411 
Labels: 

acceptable  common  names  and  chemical 
names  for  ingredient  statement  on  pesti- 
cide labels,  13032 

catalog  of  copyright  entries,  02326 

commercial  prints  and  labels,  catalog  of  copy- 
right entries,  00715 

Fair  packaging  and  labeling  act,  amend - 
hearings,  05459 

food  labels,  do  they  tell  enough?,  summary  of 
report  to  Congress,  GAO  report,  07782 

model  state  packaging  and  labeling  regulation 
as  adopted  by  National  Conference  on 
Weights  and  Measures,  01376 

read  the  label,  set  a  better  table,  guide  to 
nutrition  labeling,  12270 

review  of  automobile  fuel  economy  testing  and 
labeling  program,  GAO  report,  07732 

Wool     products     labeling     act,     amend     with 
respect  to  recycled  wool- 
hearings,  02069 
Labor: 

administration  of  alien  labor  certification  pro- 
gram should  be  strengthened,  GAO  re- 
port, 07781 

biologic  standards  for  industrial  worker  by 
breath  analysis,  trichloroethlene,  01418 

career  thresholds,  longitudinal  study  of  educa- 
tional and  labor  market  experience  of 
male  youth,  02882 

celebrate  the  American  worker,  07936 

craft  and  industrial  workers,  protect  economic 
rights - 
hearings,  06936 
report,  02205,  02207,  06864,  07136 

craftsmens  measuring  tools.  Federal  item 
identification  guide,  11838 

employment  outlook  for  construction  laborers, 
09985 

equal   treatment   of  craft   and   industrial   wor- 
kers- 
hearings,  02310 

how  to  improve  management  of  U.S.  financed 
programs  to  develop  free  labor  move- 
ments in  less  developed  countries,  GAO 
report,  07770 

if  imports  cost  you  your  job  apply  for  worker 
adjustment  assistance,  07454 

international  labor,  04085 

job  tenure  of  American  workers,  07989 

jobseeking  methods  used  by  American  wor- 
kers, 07962 

labor  and  material  requirements  for  public 
housing  construction,  1968,  05988 

labor  conference  on  inflation,  report,  01514 

labor  management  case  finder,  FPM  supple- 
ment, 03870 

labor  offices  in  United  States  and  Canada, 
09222 

labor,  indexes  of  farm  production  per  hour,  by 
livestock  and  crop  groups,  01678 
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labor,  manpower  and  price  statistics  training 
program  for  statisticians  and  economists 
of  other  countries.  06000 

management  operating  data  system  for  MOD  I 
offices.  01613 

marital  and  family  characteristics  of  workers, 
07990 

minimum  personnel  for  municipal  waste  treat- 
ment works,  recommendations.  09460 

monthly  labor  review.  04229 

monthly  labor  review,  reprint,  06004-5 

National   productivity   and   quality   of  working 
life- 
hearings,  05493 

National  productivity   and   quality   of   working 
life  act- 
law,  01871 
report,  00415.  00616.  01972 

physical  factors  of  production  environment 
and  their  effect  on  health  of  workers, 
USSR  study,  12607 

potential  outlets  for  native  American  artists 
and  craftsmen,  directory,  12506 

protection  for  workers  in  imminent  danger, 
13025 

selected  papers  from  North  American  Con- 
ference on  Labor  Statistics,  06030 

some  dimensions  of  world  trade  impact  on 
New  York  labor  market.  07985 

some  facts  relating  to  economic  status  of  older 
worker.  06031 

special  labor  force  report.  07988-90 

standardization  of  work  measurement,  bench 
work  occupations,  09168 

techniques  for  obtaining  working  traits  require- 
ments from  employers,  12689 

title  X  projects,  guidelines,  00831 

total  hours,  used  for  farmwork,  by  livestock 
and  crop  groups,  01677 

wage  chronology,  Martin  Marietta  Aerospace 
and  auto  workers,  Mar.  1944-Nov.  1975, 
12666 

work  stoppages,  04727 

see  also  Child  labor-Farm  labor-Unemployed. 
Labor  and  Public  Welfare  Committee,  Senate: 

calendar,  04151 

committee  print.  00691,  05531,  07289,  07292, 
07295-6.  07300-1.  09059.  11595-6 

hearings.  00690,  00692-5,  02309-12,  05526-30, 
05532-3,  05535-6,  07287-8,  07290-1,  07293- 
4,  07297-9,  09055-8,  11594.  11597-600 

investigations   and   studies,    authorization   and 
expenses- 
report,  00605 

legislative  review  activity,  93d  Congress- 
report,  05405 

report.  00554,  00560-1,  00567,  00571.  00578. 
00580,  00583,  00612.  02164,  02178.  02204- 
8.  02217,  05326,  05330,  05354,  05354, 
05367,  05374.  05389-90,  05405.  05534. 
07130.  08943.  08981,  09007,  09023 

abor  consultants,  see  Consultants, 
^abor  Department. 

administration  of  alien  labor  certification  pro- 
gram should  be  strengthened,  GAO  re- 
port, 07781 

annual  report,  01235 

appropriations,  1976- 

amendment,  proposal,  11267 

hearings,  02242-4,  051 16,  08852 

law,  10674 

report,  06860 

supplemental,  proposal,  00379,  11279 

veto  message.  10804 


appropriations,  1975- 
hearings,  05430-2 
report,  05064 

appropriations,  1975,  supplemental,  05288- 
heanngs,  05429 

appropriations,  1974,  supplemental 
proposal,  04930 

assessment  of  work  incentive  program  in 
Washington  State,  GAO  report,  07688 

black  news  digest,  03469 

budget  proposed  for  Department  of  Labor  and 
related  agencies,  fiscal  year  ending  June 
30,  1974,  01228 

certification   of    use    of   offshore    labor,   over- 
sight- 
hearings.  00465 

current  bibliographies  prepared  by  library, 
12634 

data  available  to  measure  impact  of  minimum 
and  overtime  wage  provisions  of  Fair 
labor  standards  act  on  working  parents 
employing  domestic  service  workers  as 
babysitters.  GAO  report,  07793 

Department  of  Labor's  practice  of  obtaining 
labor  union  comments  in  making  certifica- 
tions required  by  Consolidated  farm  and 
rural  development  act,  GAO  report,  12344 

digest  and  index  of  published  decisions  of 
Assistant  Secretary  of  Labor  for  Labor- 
Management  Relations  pursuant  to  Execu- 
tive order  I  1491.  as  amended,  supplement, 
07940 

DOL  triangle,  handy  guide  to  Labor  Depart- 
ment buildings  and  environs,  05973 

equal  employment  opportunity  program  for 
Federal  nonconstruction  contractors  can 
be  improved,  GAO  report,  07789 

from  welfare  to  self-sufficiency,  assessment  of 
work  incentive  program  in  Wayne  Co., 
Mich,  GAO  report,  07702 

funding  of  employment  service  and  unemploy- 
ment insurance  activities,  GAO  report, 
07788 

graphic  communications  standards,  revised 
pages,  07938 

Library,  list  of  recent  additions,  04504 

MA  handbook  series.  12689 

management  process,  management  by  objec- 
tives, 01231 

manpower  research  monograph,  06058 

noticias  de  la  semana,  news  summary  for 
Hispanos,  weekly,  04304 

press  release,  04399 

problems  in  filling  job  orders  and  placing  job 
applicants  in  Massachusetts,  GAO  report, 
07727 

problems  in  work  incentive  program  in  Los 
Angeles  and  San  Diego,  GAO  report, 
07783 

progress  and  problems  in  allocating  funds 
under  titles  1  and  2,  Comprehensive  em- 
ployment and  training  act,  GAO  report, 
077% 

proposed,  05288 

publications,  list,  04285 

questions  and  answers  on  role  of  Assistant 
Secretary  of  Labor  for  labor-management 
relations  under  executive  order  I  1491.  as 
amended,  labor-management  relations  in 
Federal  service,  01233 

right  job.  Labor  Department  guide  for  return- 
ing veterans,  02849 

Secretary,  nomination  of  John  T.  Dunlop- 
hearings,  05535 
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slow    implementation   of   work   incentive   pro- 
gram, GAO  report,  07785 
substantial  improvements  needed  in  work  in- 
centive program,  Atlanta,  Ga.,  GAO  re- 
port, 07735 
U.S.    Department    of    Labor,    what    it    buys, 

05983 
Under    Secretary    of    Labor,    nomination    of 
Robert  O.  Aders- 
hearings,  07297 
women  &  work,  news  service,  04725 
worker  protection  must  be  insured  when  em- 
ployers    request    permission     to     deviate 
from   safety   and   health   standards,   GAO 
report,  07795 
Labor  disputes: 
National  Labor  Relations  Board  casehandling 

manual,  04256 
National  Labor  Relations  Board  casehandling 
manual,  representation  proceedings,  08253 
see     also     Industrial     arbitration-Strikes     and 
lockouts. 
Labor  force,  see  Labor. 
Labor  laws: 

Federal  labor  laws,  administered  by  Wage  and 
Hour    Division    with    regulations    and    in- 
terpretations, 03852 
labor  laws  pertaining  to  labor  relations,  00691, 

11595 
texto  de  la  ley  de  relaciones  obrero-patronales, 

1947,  segun  enmendada,  01437 
see  also  Child  labor. 
Labor  management  relations,  see  Industrial  rela- 
tions. 
Labor  markets,  see  Labor-Labor  supply-Men. 
Labor  organizations,  see  Labor  unions. 
Labor  relations,  see  Industrial  relations. 
Labor  standards: 
data  available  to  measure  impact  of  minimum 
and    overtime    wage    provisions    of    Fair 
labor   standards   act   on   working   parents 
employing    domestic    service    workers    as 
babysitters,  GAO  report,  07793 
executive,     administrative,     professional     and 
outside   salesmen   exemptions   under   Fair 
labor  standards  act,  08503 
exemptions        applicable        to        agriculture, 
processing    of    agricultural    commodities, 
and    related    subjects,    under    Fair   Labor 
standards  act  of  1938,  06502 
Fair    labor    standards    act,    agricultural    child 
labor  provisions- 
hearings,  05526 
Fair  labor  standards  act,  amend- 

report,  08797 
Fair  labor  standards  act,  examination  of  provi- 
sions against  exploitation  of  child  labor  in 
agriculture  - 
hearings,  05527 
Fair   labor    standards    act,    limited    waiver   of 
child  labor  provisions - 
hearings,  06943 
federally    assisted    activities,    information    for 
applicants  on  Federal  wage  rate  and  labor 
standards  requirements,  02680 
handy  reference  guide  to  Fair  labor  standards 

act,  03375 
hotels  and  motels  under  Fair  labor  standards 

act,  01621 
laws  pertaining  to  labor  standards,  11595 
overtime  compensation  under  Fair  labor  stan- 
dards act  of  1938,  as  amended,  08504 


public  contracts  acts  incorporating  labor  stan- 
dards provisions,  list  of  persons  or  firms 
currently  debarred  for  violations,  03594 

regulations,  labor  standards  applicable  to  con- 
tracts   covering    Federally    financed    and 
assisted  construction,  08505 
Labor  Statistics  Bureau: 

area  wage  survey  advance  report,  07941 

area  wage  survey  report,  07942,  07944-51 

BLS  staff  paper,  05985 

BLS  working  papers,  05986 

bulletin,  01237-51,  02850-8,  05987-96,  07952-65, 
09935-91,  09993-10052,  12635-69 

collective  bargaining  summary  series,  07966-7 

directory  of  BLS  studies  in  industrial  rela- 
tions, 05998 

industry  wage  survey  report,  07969-80 

major  programs,  06027 

monthly  labor  review,  reprint,  06004-5 

municipal  government  wage  surveys,  01252, 
02859,  06006-19,  12671 

north  central  regional  report,  02860,  06021 

regional  report,  06023-6,  07985,  12672 

report,  01254-5,  02861,  06027-8,  07986,  12673 

special  labor  force  report,  07988-90 

State,  county  and  municipal  collective  bargain- 
ing  agreements    on    file    with    Bureau    of 
Labor  Statistics,  06037 
Labor    Statistics,    North    American    Conference 
on,    see    North    American    Conference    on 
Labor  Statistics. 
Labor  supply: 

labor-market  policies  for  full  employment- 
hearings,  00268 
Labor  turnover: 

feasibility    of    estimating    personnel    turnover 
from     survey     data,     longitudinal    study, 
06544 
Labor  unions: 

conventions  1974,  national  and  international 
unions,  State  labor  associations,  profes- 
sional associations,  State  employee  as- 
sociations, 12670 

dealing  with  labor  unions,  guide  for  FAA  su- 
pervisors, 02495 

Department  of  Labor's  practice  of  obtaining 
labor  union  comments  in  making  certifica- 
tions required  by  Consolidated  farm  and 
rural  development  act,  GAO  report,  12344 

election  of  officers  of  labor  organizations, 
05974 

relationships  with  labor  organizations,  06573 

union  contract  expirations  in  North  Central 
Region  5,  02860,  06021 

see  also  Collective  bargaining. 
Labor-management  relations,  see  Industrial  rela- 
tions. 
Labor-management   relations  act,   see  Industrial 

relations. 
Labor-management  reporting  and  disclosure  act: 

compliance,  enforcement,  and  reporting  under 
Labor-management  reporting  and  disclo- 
sure act,  01229 

election  of  officers  of  labor  organizations, 
05974 

text,  as  amended,  07939 
Laboratories: 

early  auditory  studies,  activities  in  psychology 
laboratories  of  Americcan  universities, 
01560 

facilities    design    and    construction,    architec- 
tural, laboratory  furniture  design,  layout, 
and  contract  drawing  requirements,  02683 
FBI  laboratory,   brief  outline  of  history,  ser- 
vices, and  operating  techniques,  07619 
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field    laboratories    of    Bureau    of    Reclamation, 

survey.  08346 
handbook  of  procedures  for  MINI   laboratory, 

06582 
minimum     laboratory     control     for     municipal 
waste  treatment  works,  recommendations. 
09460 
more      improvement      needed      in     equipment 
management      practices      in      government 
laboratories.  GAO  report,  02662 
portable     water     laboratory      kit,     evaluation. 

09419 
soil  samples,  list  of  approved  laboratories  for 

receipt  of  certain  soil  samples.  01716 
summary  report,  conference  on  industrial  and 
buildings  conservation,   relationships   with 
Federal  laboratories,  07470 
see    also    Environmental    laboratories-Medical 
laboratories. 
Laboratory  apparatus  and  supplies: 
concept     verification     test,     general     purpose 
laboratory     simulator,     users'     handbook. 
06139 
laboratories    and    related    apparatus.    Federal 

item  identification  guide.  007% 
laboratory    aids,    and    devices,    Federal    item 

identification  guide,  11868 
laboratory    equipment    and    supplies.    Federal 

item  identification  guide,  11826 
laboratory  holders  and  retainers.  Federal  item 
identification  guide.  11866 
Lacassine  Wilderness 

proposal.  00288 
Lacquer  and  lacquering: 

current  industrial  reports.  03667,  08646 
Ladders: 

fire    department    ground    ladders,    results    of 

preliminary  study,  12884 
ladders.     Federal     item     identification     guide. 
11844 
LAGEOS     (laser     aerodynamic     satellite),     see 

Satellites. 
Laguna  Indians: 
land  held  in  trust  for  Pueblo  of  Laguna - 
law.  01852 
report.  00562,  06831 
Laguna  Niguel,  Calif.: 
acquisition     of     building     in     Laguna     Niguel, 
Calif  ,  in  exchange  for  government-owned 
properties,  GAO  report,  07774 
property   acquisition  by  General  Services   Ad- 
ministration- 
hearings,  11102 
..ake  Beresford,  see  Beresford,  Lake: 
ake  Champlain,  see  Champlain.  Lake: 
..ake  County,  Fla.: 
floods  on  Wekiva  River.  Seminole  and  Orange 

Counties.  Fla..  09286 
floods.   Lake   Beresford   and   St.   Johns   River, 

Volusia  County.  Fla  .  09278 
soil  survey  report,  08388 
.ake  Erie,  see  Erie.  Lake: 
ake  Kluane,  see  Kluane.  Lake, 
.ake  Michigan,  see  Michigan,  Lake, 
.ake  Oahe,  see  Oahe.  Lake, 
.ake  Ontario,  see  Ontario,  Lake 
.ake  Placid.  NY.: 
Olympic   games,   winter,   1980,   bid   to   interna- 
tional committee - 
report,  11347 
|.ake  States,  see  Great  Lake  States. 
.ake  Tahoe,  see  Tahoe,  Lake: 
.ake  Traverse  Reservation,  see  Sisseton  Reser- 
vation 


Lake  Woodruff  Wilderness 

proposal,  00300 
lakes 

dredging  on  Missouri  River  oxbow   lakes 
hearings,  02317 

estimating  nutrient  loadings  of  lakes  from  non- 
point  sources.  00902 

nutrient  inactivation  as  lake  restoration 
procedure.  07550 

physical  and  chemical  characteristics  of  20 
(  ..lifornia  lakes.  09810 

predictive  modeling  of  effects  of  planned  Kin- 
dred Lake  on  ground-water  levels  and 
discharge,  southeastern  North  Dakota. 
09836 

silt  removal  from  lake  bottom,  07549 

specific  conductance  identifies  perched  and 
ground  water  lakes,  026^2 

water  quality  effect  of  diking  shallow   and  re 
gion  lake,  09407 
Lambs: 

Indiana,  lamb  crop  continues  to  decline.  08436 

Indiana,  sheep  and  lambs,  sheep  and  lambs  on 
feed  down  6  percent,  U.S.  off  22  percent, 
08438 

sheep   and   lambs   on   feed,   7   selected   States, 
08442 
Laminar  boundary  layer,  see  Boundary  layer. 
Laminar  flow,  see  Flow. 
Laminated  materials: 

modified  woods  and  paper-base  laminates. 
10412 

shear-flexible        finite-element        models       of 
laminated    composite    plates     and    shells, 
08153 
Lamp  holders: 

Federal  item  identification  guide,  09146 

lampholders.  Federal  item  identification  guide, 
00748,  07346 
Lampholders,  see  Lamp  holders. 
Lampreys'. 

control    of    sea    lamprey,    amend    and    extend 
Anadromous  fish  conservation  act- 
law,  08730 

sea  lamprey,  01035 
Lamps: 

absolute  calibration  of  hydrogen  discharge 
lamp  in  vacuum  ultraviolet,  08145 

see  also  Electric  lamps. 
Land: 

acquisition  of  U.S.  land  for  public  airports. 
00968 

architectural,  engineering,  and  land-surveying 
services,  census  of  selected  service  indus- 
tries. 10543 

can  southern  California  wildland  conflagra- 
tions be  stopped0,  12293 

conquest  of  land  through  7,000  years.  00021 

control  of  water  pollution  from  cropland, 
10360 

controlling  wind  erosion  on  irrigated  land. 
13091 

environment,  land  use  and  growth  policy, 
ACIR  State  legislative  program,  06509 

evaluation  of  land  application  systems,  13251 

extracting  land  use  information  from  earth 
resources  technology  satellite  data  by  con- 
ventional interpretation  methods.  06225 

farm  characteristics,  production  and  land 
resources,  by  production  areas  of  north 
central  region.  08580 

Federal  Government  should  adopt  comprehen- 
sive program  to  control  land  use, 
resolved.  10776 
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fiscal  impact  of  land  development,  critique  of 
methods  and  review  of  issues,  executive 
summary,  09852 

hydrologic  effects  of  land  use,  02676 

improvements  needed  in  land  disposal  of 
radioactive  wastes,  GAO  report,  07823 

influences  on  wastewater  management  on  land 
use,  Tahoe  basin,  1950-1972,  09472 

investigation  of  land  use  of  northern 
megalopolis  using  ERTS-1  imagery,  06155 

Land  and  water  conservation  act,  amend  - 
hearings,  00682,  05504 

Land     and     water     conservation     fund     act, 
amend - 
hearings,  07267 
report,  07098,  08959 

land  application  systems,  evaluation,  09484 

land  at  river's  end,  Copper  River  delta,  07681 

land  availability,  crop  production,  and  fertil- 
izer requirements,  02476 

land  management  activities  on  3  Indian  reser- 
vations in  South  Dakota  can  be  improved, 
GAO  report,  07816 

land  operational  facilities,  03068 

land  planning  analysis,  principles  and 
procedures  for  project  mortgage  in- 
surance, 01 143 

land  subsidence  due  to  ground-water 
withdrawal,  Arvin-Maricopa  area,  Calif., 
07839 

land  title  records  and  recording  procedures  in 
U.S.,  11944 

land  use  and  environmental  protection,  09447 

land  use  plan,  final  environmental  statement, 
Soleduck  Planning  Unit,  Olympic  National 
Forest,  05824 

land-use  planning,  systems  analysis,  concep- 
tual development,  09620 

liners  for  land  disposal  sites,  assessment, 
05759 

major  floods,  poor  land  use  delay  return  of 
sedimentation  to  normal  rates,  09690 

measuring  impacts  of  land  development,  initial 
approach,  executive  summary,  09853 

modeling  pesticides  and  nutrients  on  agricul- 
tural lands,  12050 

NASA  earth  resources  survey  symposium, 
proceedings,  08133 

Niobrara  River  basin,  resources,  08568 

non-government  frequency  list,  land  transpor- 
tation services,  09517 

our  land  and  water  resources,  08567 

performance  controls  for  sensitive  lands,  prac- 
tical guide  for  local  administrators,  09473 

questionable  aspects  of  military's  study  of 
land  needs  in  Hawaii,  GAO  report,  07771 

radon  daughter  levels  in  structures  constructed 
on  reclaimed  Florida  phosphate  land, 
01521 

recommendations  on  prime  lands,  10404 

research  status  on  effects  of  land  application 
of  animal  wastes,  07577 

resources,  Federal  reclamation  projects, 
08342-3 

Scotlandville  before  highway,  analysis  of  land 
use,  population  density  and  minority  busi- 
ness before  Scotlandville  Bypass  ,  08457 

Snoqualmie  Pass,  growing  populace  within 
forest  environment,  intensive  land  classifi- 
cation study,  09726 

soil  conservation  (periodical),  04525 

State  and  Federal  legal  regulation  of  alien  and 
corporate  land  ownership  and  farm  opera- 
tion, 06515 


State-required  impact  evaluation  of  land 
developments,  executive  summary,  09855 

submerged   lands    legislation    affecting   Guam 
Virgin  Islands,  and  American  Samoa - 
hearings,  11577 

trench  incorporation  of  sewage  sludge  in  mar 
ginal  agricultural  land,  00922 

water  and  land  resource  accomplishments 
Federal  reclamation  projects,  01526-8 

water  and  related  land  resources,  Central 
Lahontan  Basin,  Calvada  Subbasin,  Nev. 
Calif.,  08582 

water  and  related  land  resources,  Souris-Red 
Rainy  River  basins  type  I  framework  plan 
09477 

wildland  fires  and  dwarf  mistletoes,  literature 
review  of  ecology  and  prescribed  burning, 
02604 

see  also  Public  lands. 
Land  Management  Bureau: 

draft  environmental  impact  statement,  07859- 
60 

multiple  use  management  plans,  07991 

office  directory,  12676 

press  releases,  04400 

technical  note,  01257-60,  07992 
Land  policy,  see  Land. 
Land  titles,  see  Land. 
Land-grant  colleges: 

land-grant  University  of  District  of  Columbia, 
establish - 
hearings,  11519 
Landfills,  see  Sanitary  fills. 
Landing  (aircraft): 

aircraft,  launching,  landing,  and  ground  han- 
dling equipment,  Federal  item  identifica- 
tion guide,  11819 

automated  selection  of  VOR,  ILS,  and 
TACAN/DME  frequencies,  10315 

design  recommendation  for  lightning  elimina- 
tion system  for  FAA  category  3  instru- 
ment landing  system,  NAFEC,  13158 

ditching  investigation  of  a  1/20-scale  model  of 
space  shuttle  orbiter,  01334 

dynamic  heave-pitch  analysis  of  air  cushion 
landing  systems,  12767 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  AIL  Mark  1  in- 
strument landing  system,  13160 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  AIL  type  55K  in- 
strument landing  system,  13159 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  Wilcox  Mark  1/A  J 
instrument  landing  system,  13161 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  Wilcox  Mark  1/Cj 
instrument  landing  system,  13162 

flight  investigation  of  manual  and  automatic 
VTOL  decelerating  instrument  approaches  i 
and  landings,  10127 

landing  approach  evaluation  of  integrated  CRT! 
display  for  ILS  general  aviation  aircraft,! 
10117 

landing  flare,  analysis  and  flight-test  investiga- 
tion, 06165 

longitudinal  stability  for  representative  STOL 
configuration  during  landing  approach, 
simulator  study  of  minimum  acceptable 
level,  10175 

operational  flight  evaluation  of  two-segment 
approach  for  use  in  airline  service,  06164 

parametric  analysis  of  imaging  radar  for  us  as 
indepentent  landing  monitor,  10152 
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payload  requirements  for  prelaunch,  post  land- 
ing,  ground    support    facilities,    summary, 
06253-4 
simulated   ground-level   STOL   runway/aircraft 

evaluation,  10325 
terrain   proximity   warning   system   (downward 
looking   radar)   for   possible    enhancement 
of  flight  safety,  evaluation,  10328 
visual   aids    to    alleviate    spatial    disorientation 

during  landing,  10309 
visual    approach    slope    indicator    (VASI)    im- 
provements, 10320 
Landing  craft: 

landing  vessels  and  small  craft.   Federal  item 
identification  guide,  11802 
Landing  gear: 
mathematical  model  of  active  control  landing 
gear   for  load   control   during   impact   and 
roll-out.  12831 
Landing  ramps,  see  Ramps. 
Landing  strips,  see  Runways  (aeronautics). 
Landing  vessels,  see  Landing  craft. 
Landmarks,  see  Historic  sites. 
LANDSAT,  see  Satellites. 
Landscape: 

green-line  parks,  preserving  recreational  land- 
scapes in  urban  areas,  02296 
Landscape  gardening: 

facilities  operations  and  maintenance,  grounds 
and  pavement,  landscaping,  02696-8 
Landslides: 

general  information,  07837 

influence    of    rainfall    and    ancient    landslide 
deposits    on    recent    landslides    in    urban 
areas   of   Contra   Costa   County,   Calif.    , 
07827 
landsliding  in  Allegheny  County,  Pa.,  01114 
numerical  model  for  predicting  effects  of  land- 
slide-generated water  waves,  09304 
slump   blocks    in   Atlantic    Highlands   of   New 
Jersey,  12429 
Langley  hotshot  tunnel: 

anomalous    flow    condition    of    Langley    pilot 
model      expansion      tube,      investigation, 
06222 
Langley  Research  Center: 
calibration  of  16-ft.  Transonic  tunnel  with  test 
section  air  removal,  10182 
IjTjj  Language  and  languages: 

better  chance  to  leam,  bilingual-bicultural  edu- 
cation, 04837 
concept  development  for  structures  on  expan- 
sive   soils    by    pattern    language    design 
methodology,  00877 
language    development   and    reading,    perspec- 
tives   on    linguistically    different    learner, 
06056 
JJ3  Lao  language: 

reading  Lao,  programmed  introduction,  03123 
j [C  [Laos: 
pt  .    economic    trends    and    their    implications    for 

United  States,  09902 
m<    law.  08679 

legislative    ceiling    on    expenditures    in    Laos 
reduced   costs  but  ceiling   was  exceeded, 
.;  >  09750 

,,;,J  i    one  citizen   to   be   received   for   instruction   at 
United  States  Military  Academy,  08679- 
.,  i        report.  08818 

'■'t,s  refugee  relief  in  Laos,  agreement  with  Interna- 
tional Committee  of  Red  Cross,  03179, 
03214,  03280,  03331,  13134 


refugee  relief  in  Laos,  agreement  with  United 
Nations  High  Commissioner  for  Refugees. 
03290 

refugee  relief  in  Republic  of  Viet-Nam,  Laos, 
and  Khmer  Republic,  agreement  with  In- 
ternational    Committee     of     Red     Cross, 
03314 
LaPlata  River  and  Valley: 

Animas-LaPlata   pilot  project  watersheds  in  4 
corners    area    of    Colorado    River    basin, 
economic  base  study,  10259 
Lara-Otoya,  Nestor  M.: 

relief.  05312 
Larch: 

litter  removal  has  no  significant  effect  on  ru- 
noff, 09632 
Larch  casebearers: 

laboratory    reactivation    of    diapausing    larch 
casebearer      larvae      following      different 
lengths  of  winter  exposure,  05831 
Larimer  County,  Colo.: 

flood  plain  information,  09240 
LaRue,  Fred  C: 

testimony        in        Presidential        impeachment 
proceedings,  11169 
Larvae: 

cigarette  beetle  larvae  responses  to  tempera- 
ture and  humidity,  08540 

contact  toxicity  of  14  insecticides  tested  on 
pine  butterfly  larvae,  09679 

contact  toxicity  of  40  insecticides  tested  on 
pandora  moth  larvae,  12318 

laboratory  reactivation  of  diapausing  larch 
casebearer  larvae  following  different 
lengths  of  winter  exposure,  05831 

oak   leaf  roller,   contact  toxicity  of  4  insecti- 
cides applied  to  larvae,  09707 
Larynx: 

progress  against  cancer  of  larynx,  06298 
Las  Vegas,  Nev.: 

highway  connection  between  Interstate  15  and 
U.S.  95  in  Las  Vegas.  Nev.- 
hearings,  1 1610 
Lasers: 

erbium/YAG  laser  used  in  remote  sensing  of 
atmospheric  methane,  feasibility  study, 
04773 

evaluation  of  inertial  and  laser  profilometer 
systems,  13157 

industrial  plant  equipment  handbook,  stimu- 
lated coherent  radiation  devices,  lasers, 
00724 

influence  of  particle  drag  coefficient  on  parti- 
cle motion  in  high-speed  flow  with  typical 
laser  velocimeter  applications,  12834 

Laser  Doppler  System  for  aircraft  trailing, 
vortex  tracking,  and  measurement,  06255 

laser  sounding  of  atmosphere,  USSR  study, 
12595 

laser-fusion  studies  at  NRL,  report  to  AEC, 
06427 

lidar  measurement  of  temperature,  new  ap- 
proach, 04771 

minicomputer  application  in  laser  atmospheric 
experiments,  04772 

pyroelectric  power  meter  for  measurement  of 
low  level  laser  radiation,  08209 

shipboard  oil-in-water  content  monitor  based 
on  small  angle  forward  light  scattering, 
01823 

simultaneous  measurement  of  laser  extinction 
in  warm  fog  at  wavelengths  of  0.6328,  1.15, 
and  10.6  microns,  07515 
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thermal    loading    in    laser    holography     non- 
destructive testing  of  composite  structure, 
06250 
Latch,  Edward  G.: 
prayers  offered  in  House  of  Representatives, 
92d  and  93d  Congresses,  00309 
Lateral  control,  see  Aircraft. 
Lathers: 

employment  outlook,  09984 
Lathes: 

duty    on    copying    shoe    lathes,    extension    of 
suspension - 
law,  08698 
Latin  America: 

appropriations,  1976- 

hearings,  00451 
guerrilla  warfare  in  Latin  America,  01704 
historical    study,    U.S.    policy    toward    Latin 

America,  1933-74,  08412 
new    directions    in    development    assistance, 

00474 
translations,  04598 

world  trade  outlook  for  Latin  America,  02408 
Latin  American  literature: 
archive  of  Hispanic  literature  on  tape,  descrip- 
tive guide,  10054 
Latitude: 
observations  of  ELF  signal  and  noise  variabili- 
ty on  northern  latitude  paths,  08324 
sight    reduction     tables     for     air    navigation, 
latitudes  0°-39°,  declinations  0°-29°,  00812 
sight  reduction   tables   for   marine  navigation, 
latitudes  15°-30°,  inclusive,  00811 
Latosol,  see  Soils. 
Lattice  theories: 
NASTRAN  user's  guide,  06163 
vortex  lattice  method  for  rotor-vortex  interac- 
tion problem,  06149 
Latvia: 
sense    of    House    regarding    status    of    Baltic 
States - 
report,  02000 
Launch  vehicles,  see  Spacecraft. 
Launchers: 
warheads,     rockets,     launchers,     and     com- 
ponents, Federal  item  identification  guide, 
07389 
Launches: 
United    States    should    recover    full    costs    of 
reimbursable  satellite  launches,  GAO  re- 
port, 05859 
Launching: 
aircraft,  launching,  landing,   and  ground  han- 
dling equipment,  Federal  item  identifica- 
tion guide,  11819 
launching  and  associated  services  for  Indone- 
sian satellites,  agreement  with  Indonesia, 
03300 
parametric  studies  with  atmospheric  diffusion 
model  that  assesses  toxic  fuel  hazards  due 
to    ground    clouds    generated    by    rocket 
launches,  06231 
payload  requirements  for  prelaunch,  post  land- 
ing, ground  support  facilities,  06253-4 
sonic-boom     ground    pressure     measurements 
from    launch   and   reentry    of   Apollo    16, 
10142 
Laundries,  see  Laundry  and  laundries. 
Laundry  and  laundries: 
bath,    delousing,    and    laundry    operations    in 

field,  01745 
employment  outlook,  laundry  and  drycleaning, 
plants,  10038 


laundering    procedures     for    flame    retardant 

fabrics,  fact  sheet,  09086 
treatment  of  laundromat  wastes  by  coagulation 

with    alum    and    adsorption    through    ac- 
tivated charcoal,  10273 
Laundry  machine  operators: 

employment  outlook  for  laundry  and  dryclean- 
ing plants,  10038 
Laundry  machines: 

laundry  and  cleaning  equipment,  Federal  item 

identification  guide,  11787 
Law: 

Age  discrimination  in  employment  act  of  1967, 

as  amended,  03374 
Air  Force  law  review,  03411 
Black  lung  benefits  act  of  1972,  first  annual  re- 
port on  administration,  07455 
collection  of  legal  opinions,  00895 
compendium    of    law    suits    establishing    legal 

rights  of  mentally  retarded  citizens,  13040 
compilation  of  Federal,  State,  and  local  laws 

controlling  nonpoint  pollutants,  02449 
contemporary       overview      of      traffic      law 

uniformity  in  United  States,  12928 
copyright  law  revision- 

report,  07122 
current  laws,   statutes,  and  executive  orders, 

Environmental  Protection  Agency,  12006 
D.C.  public  defender  service,  exemplary  pro- 
ject, 12615 
EPA  legal  authority,  index,  05732 
equal  employment  opportunity  is  law,  01230 
Federal-State  election  law  survey,  analysis  of 

State  legislation,   Federal  legislation,   and 

judicial  decisions,  07624 
Federal-State     election     law     survey.     State 

legislation,  Federal  legislation  and  judicial 

decisions,  analysis,  05854 
FLITE   newsletter.   Federal   legal   information 

through  electronics,  03913 
how  our  laws  are  mad,  print  revised  edition  as 

House  document- 
report,  05327 
Interstate  and  Foreign  Commerce  Committee, 

acts   within    its    jurisdiction,    compilation, 

00486 
job  discrimination,  laws  and  rules  you  should 

know,  05763 
Judge       Advocate      legal       service,       Army 

pamphlets,  04107 
la    ley    exige    igualdad    de    oportunidad    para 

todos  en  el  empleo,  01230 
land  title  records  and  recording  procedures  in 

U.S.,  11944 
law    and    procedure    in    NLRB    representation 

cases,  outline,  06358 
law-related  education,  developments - 

hearings,  00686 
laws    enacted    in    1973    of    interest    to    HUD, 

05919 
laws  enforced  by  FDA,  we  want  you  to  know 

about,  05821 
laws  enforced  by  FDA,  we  want  you  to  know 

what  we  know,  09597 
laws  relating  to  rail  passenger  service  including 

Rail   passenger   service   act   as   amended, 

05455 
legal    and    institutional    environments,    Souris- 

Red-Rainy  River  basins  type  I  framework 

plan  for  water  and  related  land  resources, 

09477 
legal    and    intitutional    issues    of    carpooling, 

13202 
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legal  compilation,  statutes  and  legislative  histo- 
ry, executive  orders,  regulations, 
guidelines  and  reports,  12067 

legal  education  fellowship  program  for  persons 
from  disadvantaged  backgrounds, 

authorize  - 
law,  08717 
report,  08824 

legal  limitations  on  flexible  and  compressed 
work  schedules  for  Federal  employees 
GAO  report,  09749 

legal  services  manual  for  title  7  litigation 
05764 

legal  services,  census  of  selected  service  in 
dustries.  10542 

ley  sobre  la  discriminacion  por  edad  en  el  em 
pleo,  06503 

liquor  laws  and  regulations  for  retail  dealers 
10459 

more  effective  public  service,  legal 
framework,  guide,  06642 

personnel  law,  civilian  personnel,  quarterly 
digest  of  unpublished  decisions  of  Comp- 
troller General  of  United  States,  04443 

procurement  law,  quarterly  digest  of  un- 
published decisions  of  Comptroller 
General  of  United  States,  04444 

slip  law  (private)  93d  Congress,  04865-74, 
04888,  08680-6,  08688,  10665 

slip  law  (public)  93d  Congress,  04875-87, 
04889-97,  08679,  08687.  08689.  08693-740, 
10668-9 

slip  law  (public)  94th  Congress,  00258-65, 
01852-77,  04436,  04898-903,  06685-745, 
08690-2,  08741-5,  10666-7,  10670-80 

social  security  law  in  USSR,  study,  01210 

State  and  Federal  legal  regulation  of  alien  and 
corporate  land  ownership  and  farm  opera- 
tion, 06515 

State  veterans'  laws,  digest,  02319 

systems  analysis  of  traffic  law  system,  10214 

traffic  laws  commentary,  03030-1 ,  08239 

use  of  current  population  data  in  administra- 
tion of  Federal  laws- 
report,  07149 

you  and  law  overseas,  06570 

see  also  Administrative  law -Codes  of  law- 
Criminal  law-Legislation-Maritime  law- 
Military  law-Statutes  at  large. 

aw  clerks: 

District  of  Columbia,  additional  law  clerks  for 
judges  of  Court  of  Appeals - 
hearings,  02041,  11516 
law,  10672 
report,  01978,  07139 

aw  enforcement: 

alcohol  safety  action  projects,  evaluation  of 
operations,  1974,  detailed  analysis,  evalua- 
tion of  enforcement  countermeasure  ac- 
tivities, 12921 

alcohol,  tobacco,  and  firearms  summary 
statistics,  10457 

automatic  vehicle  location  techniques  for  law 
enforcement  use,  05958 

community  action,  NCJRS  selected  literature 
and  information  sources,  05971 

DWI  law  enforcement  training  instructor's 
manual,  12930 

FBI  law  enforcement  bulletin,  03808 

Federal  civil  rights  enforcement  effort,  01792 

Federal  civil  rights  enforcement  effort,  to  ex- 
tend Federal  financial  assistance,  00202 

Federal  energy  enforcement  activities - 
hearings,  07253 


Federal  enforcement  of  equal  employment  op- 
portunity laws,  oversight- 
hearings.  02044,  11094 

Indian     reservations,     law     enforcement,     ap- 
propriations, 1976- 
amendment,  proposal,  10732 

law  enforcement  center,  Clinton,  Iowa,  design 
case  study,  02334 

law  enforcement  officers  killed,  summary, 
12139 

law  enforcement  standards  program,  LESP- 
RPT  series.  02838,  05958-61 

law  enforcement  standards  program,  NILECJ- 
STD  series,  01219-20,  05962-3,  12623 

LEEP.  step  ahead.  02839 

life  cycle  costing  techniques  applicable  to  law 
enforcement  facilities,  05961 

list  of  LEEP  participating  institutions,  01221, 
12624 

literature  search,  law  enforcement  facilities, 
planning,  design,  construction,  08211 

narcotic  drugs,  equipment  and  training  to  curb 
illegal  traffic,  agreement  with  Mexico, 
13129 

nationwide   drive   against   law   enforcement   in- 
telligence operations - 
hearings,  02304,  11586 

need  for  Indian   law   enforcement  and  judicial 
reform  on  Indian  reservation  - 
hearings,  05510 

petroleum  allocation  and  pricing  regulations 
for  law  enforcement  agencies,  07931 

problems  in  administering  programs  to  im- 
prove law  enforcement  education,  GAO 
report,  05856 

repeaters  for  law  enforcement  communication 
systems,  05959 

retirement   annuities   of   Federal   law    enforce- 
ment personnel- 
hearings,  11188 

retirement   benefits,    improve   for   certain   per- 
sonnel- 
law,  08721 
report,  09005 

riot  helmets,  standard,  05962 

selective  notification  of  information,  05972 

statistical  summary,  air  carrier  enforcement 
cases,  1972,  07616 

terrorist  bombings  and  law   enforcement  intel- 
ligence, terroristic  activity - 
hearings,  07286 
Law  Enforcement  Assistance  Administration: 

annual  report,  01223 

approaches  which  work  in  criminal  justice 
system,  progress  in  determining,  GAO  re- 
port, 09759 

equal  employment  opportunity  program 
development  manual,  01215 

Federal  guidance  needed  if  halfway  houses  are 
to  be  viable  alternative  to  prison,  GAO  re- 
port, 09740 

financial  management  for  planning  and  action 
grants,  guideline  manual,  12617 

guide  for  discretionary  grant  programs, 
guideline  manual,  12618-9 

LEAA  Emergency  Energy  Committee  energy 
report,  07929-31 

LEAA  news  release,  04116 

LEAA  newsletter,  04117 

list  of  LEEP  participating  institutions,  01221 

prescriptive  package  series,  07934-5 

problems  in  administering  programs  to  im- 
prove law  enforcement  education,  GAO 
report,  05856 

research  series,  05970 
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Law  Enforcement  Assistance  Admin.  — Con. 
State      planning      agency      grants,      guideline 
manual,  12620-1 
Law  enforcement  standards  program,  05962 
Law  Revision  Commission  for  District  of 
Columbia: 
establish- 
report,  08801 
Law  suits,  see  Actions  at  law. 
Lawn  mowers: 
look  at  it  this   way,   it's   a  cutting   machine, 

05565 
power  lawn  mowers,  fact  sheet,  11626- 
Spanish  edition,  11638 
Lawrence  County,  Ky.: 

floods,  Big  Sandy  River,  09226 
Laws,  see  Codes  of  law-Labor  laws-Law. 
Lawsons  Creek: 
floods    in    South    Boston,    Va.,    Dan    River, 
Poplar  Creek,  09267 
Lawyers: 
Army  lawyer  (periodical),  03449 
employment  outlook  for  lawyers,  09959 
incentives    to    enter    and    remain    in    Armed 
Forces  - 
hearings,  11069 
Justice  Department,  Tax  Division,  opportuni- 
ties for  attorneys,  05968 
reducing  costs  of  legal  services,  11592 
reducing   costs    of   legal    services   by    Federal 

Government,  09054 
special  counsel  to  represent  House  and  Com- 
mittee   on    Interstate    and    Foreign    Com- 
merce- 
report,  10992 
United  States  attorney,  nomination  of  Earl  J. 
Silbert- 
hearings,  07283 
see  also  Public  defenders. 
Layout  men  (machine  shop): 
employment  outlook,  09938 
LC,  see  Library  of  Congress. 
LEAA,   see   Law    Enforcement   Assistance   Ad- 
ministration. 
Leaching: 
compilation  of  methodology  used  for  measur- 
ing    pollution      parameters      of     landfill 
leachate,  07547 
ferric  chloride-brine  leaching  of  galena  concen- 
trate, 12742 
lead  recovery  from  galena  by  leach  electrolysis 

procedure,  10080 
sanitary    landfill    stabilization    with    leachate 

recycle  and  residual  treatment,  07561 
use  of  water  balance   method   for  predicting 
leachate     generation     from     solid     waste 
disposal  sites,  02477 
Lead: 
availability    of    U.S.    primary   lead   resources, 

08041 
improved   properties   of   lead-antimony   alloys 

by  thermomechanical  treatments,  12731 
lead   dioxide-plated   titanium    anode   for   elec- 
trowinning    metals    from    acid    solutions, 
12747 
lead  industry,  water-pollution  control  in  prima- 
ry nonferrous-metals  industry,  09414 
lead  segment  of  nonferrous  metals  manufac- 
turing,     proposed      effluent      limitations 
guidelines,  05689 
lead-zinc  extraction  from  concentrates  by  elec- 
trolytic oxidation,  12730 
mineral  industry  surveys,  08050 
mineral  industry  surveys,  monthly,  04118-9 


recovery  from  galena  by  leach  electrolysis 
procedure,  10080 

reduced  use  of  lead  in  gasoline  on  vehicle 
emissions  and  photochemical  reactivity, 
effects,  12015 

removal  from  iron  and  steelmaking  wastes  and 
production  of  prereduced  pellets,  10094 

test  for  lead  in  gasoline  by  atomic  absorption 
spectrometry,  05697 
Lead  poisoning: 

fact  sheet,  09079 

watch  out  for  lead  paint  poisoning,  04855 
Leadership: 

challenges  in  leadership,  text  for  U.S.  Marine 
Corps  Junior  ROTC,  12694 

helping  hands,  giving  volunteer  leaders  a  place 
in  Extension  Program,  12110 

House  leadership,  party  caucuses  and  commit- 
tee structure,  08869 

leadership  in  action,  text  for  U.S.  Marine 
Corps  junior  ROTC,  01274 

military,  08602 

party  leaders  and  standing  committees  in 
House  of  Representatives,  11084 

school  leadership  and  the  community 
(address),  09219 

use  your  leadership  ability  and  liberal  arts  edu- 
cation in  ACTION,  Peace  Corps/VISTA, 
00004 
Learning: 

fostering  growing  need  to  learn,  monographs 
and  annotated  bibliography,  05899 

learning  while  bread  bakes,  08577 

our  schools  and  lifelong  learning  (address), 
09218 

second  report  on  learning  through  aviation, 
07603 

still  learning  through  extension,  08570 

systematic  variations  of  instructional  variables 
on    learner    performance,    aircraft    instru- 
ment comprehension  task,  04752 
Learning  task,  see  Psychology. 
Leases: 

comparative  costs  of  Department  of  Housing 
and  Urban  Development's  sections  8  leas- 
ing and  236  rental  housing  programs,  GAO 
report,  12366 

Federal  coal  leasing - 
hearing,  05192 

Federal  coal  leasing  amendments  act- 
report,  00593,  06856 

Federal  coal  leasing  program - 
hearings,  02294 

Federal  leasing  of  petroleum  on  outer  Con- 
tinental Shelf,  11567 

further  action  needed  on  recommendations  for 
improving  administration  of  Federal  coal- 
leasing  program,  GAO  report,  07814 

improved  procedures  needed  for  justifying 
lease  acquisitions  for  Federal  buildings, 
GAO  report,  07772 

multiyear  leasing  of  automatic  data  processing 
equipment- 
report,  05362 

oil  and  gas  lease  New  Mexico- 
report,  07121 

Outer  Continental  Shelf  leasing  program - 
hearings,  05129 

Outer  Continental  Shelf,  oil  and  gas  general 
lease  sale,  offshore  Louisiana,  1974 
proposals,  10053 

proposed  1974  Outer  Continental  Shelf,  oil  and 
gas  general  lease  sale,  offshore  Texas, 
12677 
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purchase  or  lease  of  National   resource   lands 

for  recreation  and  public  purposes,  02879 
renewal - 

hearings.  07310 
stripper  well  lease  exemption,  10751,  10792 
stripper   well    lease   exemption,    amend   exten- 
sion, 01947 
tax  shelters,  equipment  leasing,  02132 
truth-in-leasing  - 

report,  01970.  10950,  11430 
Leather,  hides,  and  skins: 
dictionary   of  terms   used   in   hides,   skins   and 

leather  trade,  08563 
leather    tanning    and    finishing,    industry    wage 

survey,  05991 
stuffing    materials    and    leather,    Federal    item 
identification  guide,  11781 
Leave  of  absence: 

accounting  and  finance,  joint  uniform  military 
pay   system   leave   policy   and  procedures, 
06558 
hearings,  00496 
court  leave  for  Federal  employees- 
report,  11009 
Government    officials    and    employees,    FPM 

supplement.  03878 
limit    cumulative    entitlement    to    payment    for 
unused  accrued  leave  to  60  days- 
hearings,  00453 
report,  00441 
restoration  of  excess  annual  leave  lost  due  to 
certain  personnel  actions- 
law.  06714 
hearings,  07012 
report,  07143 
Leaves: 

relationship    between    overstory    composition 
and  gypsy  moth  egg-mass  density,  09648 
Lebanon: 

economic    trends    and    their    implications    for 

United  States,  12559 
mineral   industry.   Minerals   yearbook   chapter, 
02906 
Lectures,  see  Addresses,  lectures,  etc.. 
Lee  County,  Ky.: 

soil  survey  report,  08377 
Lee,  Mi  Yun: 
relief,  10870 
Lee,  Robert  E.: 
nomination - 
hearings,  11505 
Lee,  Tze  Tsun,  see  Li,  Tze  Tsun. 
Leech  Lake  Indian  Reservation: 

statistical  data  for  planning,  12492 
Leeds,  Ala.: 

flood-prone  areas.  12412 
LEEP   (Law    enforcement    education    program), 

see  Law  enforcement. 
Leetsdale,  Pa.: 
railroad    accident    investigation    summary    re- 
port. 01542 
Legal  aid: 

improving  legal  representation  for  older  Amer- 
icans- 
hearings,  07181 
right  to  counsel  during  interrogations - 
hearings,  1 1 176 
Legal  Counsel  to  Congress  Office: 
establish - 

hearings.  00679 
Legal  documents,  see  Law. 
Legal  procedures,  see  Law. 
Legal  services,  see  Law-Lawyers. 


Legal  Services  Corporation: 
act  amendment- 
hearings,  02082 
appropriations,  1976- 
hearings,  11054,  11469 
law.  01856 
Members,  nominations- 
hearings,  1 1600 
Legend  of  Sleepy  Hollow  commemorative 
stamp: 
Sleepy  Hollow - 
legend,  06496 
Leggings: 

leggings,    socks,    and    related    items.    Federal 
item  identification  guide,  00781 
Legislation: 

ACIR  State  legislative  program - 
education,  0651 1 
environment,    land    use    and    growth    policy, 

06509 
fiscal  and  personnel  management,  06508 
guide,  06504 
health.  06510 

housing  and  community  development,  10358 
local  government  modernization,  06506 
State  and  local  revenues,  06507 
State    government    structure    and    processes, 
06505 
ACIR     State     legislative     program,     criminal 

justice,  01630 
ACIR    State    legislative    program,    transporta- 
tion, 01629 
alcohol   safety   action   projects,   evaluation   of 
operations,  1974,  detailed  analysis,  evalua- 
tion of  judicial  and  legislative  countermea- 
sure  activities,  12922 
commodity    programs    and    related    legislation 

through  years,  01643,  06514,  08557 
compendium   of   model  correctional  legislation 

and  standards,  07928 
current  program  of  legislative  priorities,  04979 
Federal  assistance  for  Presidential  transitions, 
recommendations   for   changes   in   legisla- 
tion, GAO  report,  07756 
Federal-State  election  law   survey,  analysis  of 
State   legislation.   Federal  legislation,   and 
judicial  decisions,  07624,  12147 
legislative  oversight  on  bureaucracy,  08873 
minimum   wage  legislation  and  youth  pay  dif- 
ferential remarks,  05982 
pension  reform  legislation,  remarks,  05975 
problems  and  legislative  opportunities  in  basic 

materials  industries,  07034 
Public  Works  Committee,  Legislative  history, 

93d  Congress,  05239 
user  manual  for  computer-aided  environmental 

legislative  data  system.  07529 
see  also  Law. 
Legislative  appropriations,  see  Appropriations. 
Legislative  bodies: 

legislative  intelligence  and  committee  system, 

05158 
legislator  as  information  user,  08874 
little  legislatures  revisited,  08875 
State  legislative  committees,  review   and  some 

proposals  for  Congress,  08880 
trends  in  organization  of  State  legislative  com- 
mittees, 08890 
LeHillier,  Minn.: 

floods,  Mankato,   North  Mankato,   Minnesota 

River  and  tributaries,  09289 
special    flood    hazard    information,    Minnesota 
River  and  tributaries - 
Mankato,  North  Mankato,  Minn.M,  05662 
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Lehman,  John  F.,  jr.: 
nomination  - 
hearings,  05483 
Lehrs,  see  Glass  furnaces. 
Leningrad,  Russian  SFSR: 
construction    and    architecture    of    Leningrad, 

USSR  study,  01196 
urban   emergency   medical   service   in   city   of 
Leningrad,  05949 
Lenses: 
lens,     lighting,     Federal     item     identification 
guide,  00744 
Lepidoptera: 
host  records  for  Lepidoptera  reared  in  eastern 
North  America,  06539 
Leptospirosis: 

surveillance,  annual  summary,  00195 
Letters: 
letterwriting   for   secretaries,   student   manual, 

01796 
private  letter  rulings  of  IRS,  02122 
public  inspection  of  IRS  private  letter  rulings - 
hearings,  02271 
Lettuce: 

lettuce  production  in  United  States,  04744 
Leukemia: 
progress   against  leukemias,   lymphomas,   and 
multiple  myeloma,  06300 
Levels: 
indicating    levels,    Federal    item    identification 
guide,  07390 
Lewis  County,  Wash: 
flood   hazard   analyses,   Salzer,   Coal  Creeks, 
08371 
Lewis,  Fort: 
Headquarters,     9th     Infantry     Division,     em- 
ployee-management agreement  with  Amer- 
ican    Federation     of     Government     Em- 
ployees, 08599 
Lexington  County,  S.C.: 

soil  survey  report,  13099 
Li,  Tze  Tsun: 
relief,  10836 
Liability  (law): 
liability  for  loss  or  damage  from  certain  rocket 

launches,  agreement  with  Canda,  03262 
oil  pollution  liability  and  compensation  - 
proposal,  00335 
Liaison  officers: 
provision  of  defense  articles  and  services  and 
establishment  of  liaison  office,  agreement 
with  Kuwait,  03310 
LIBEC  (light  behind  camera  photography),  see 

Photography. 
Liberia: 
economic    trends    and    their    implications    for 

United  States,  09923 
mineral  industry,  minerals  yearbook  chapter, 
06117 
Liberty  of  the  press: 
Panel  on  International  Freedom  to  Write  and 
Publish,  negotiation  and  statecraft- 
hearings,  11551 
Librarians: 
employment  outlook,  09973 
vacancy  roster,  Federal  Government  libraries, 
03911 
Libraries: 
agricultural  libraries  information  notes,  03398 
depository  libraries,  daily  shipping  list,  03714 
depository   libraries,    law   governing   and   list, 

08920 
depository  libraries,  list,  04223,  10523 
Environmental    Protection    Agency's    in-house 
library  systems,  description,  09339 


Federal  Government,  roster  of  libraries  and 
vacancies,  03911 

field  library  guidelines,  01134 

focus,  library  services,  07588 

grants  to  individual  colleges  and  libraries - 
hearings,  06937 

Library  services  and  construction  act,  amend- 
report,  11010 

medical  libraries  assistance  program,  extend 
law,  08724 

national  inventory  of  library  statistics  prac- 
tices, data  collection  on  national,  State, 
and  local  levels,  02421 

new  serial  titles,  classed  subject  arrangement, 
04287 

new  serial  titles,  union  list,  alphabetical  ar- 
rangement, 04288 

notes  for  medical  catalogers  (periodical),  06361 

occupations,  employment  outlook,  09973 

survey  of  Federal  libraries,  03013 
Libraries    and    Information    Science,    National 
Commission   on,   see  National   Commission 
on  Libraries  and  Information  Science. 
Library  accessions: 

Adjutant  General's  Office,  Army  Library, 
04502 

BRH  technical  information  accession  bulletin, 
03472 

Eastern  Africa,  Library  of  Congress  National 
Program  for  Acquisitions  and  Cataloging, 
Nairobi,  Kenya,  03382 

foreign  acquisitions  program  newsletter,  03922 

Foreign  Affairs  Research  Documentation 
Center,  monthly  list,  03923 

foreign  publications  accessions  list,  HUD, 
03956 

India,  Library  of  Congress  Office,  New  Delhi, 
03383 

Labor  Department  Library,  04504 

Middle  East,  Library  of  Congress  Office, 
Cairo,  03385 

Pakistan,  Library  of  Congress  Office,  Karachi, 
03386 

Southeast  Asia,   Library  of  Congress  Office, 
Jakarta,  Indonesia,  03381 
Library  Committee,  Federal,  see  Federal  Library 

Committee. 
Library  of  Congress: 

accessions,  Eastern  Africa,  National  Program 
for  Acquisitions  and  Cataloging,  Nairobi, 
Kenya,  03382 

accessions,  India,  03383 

accessions,  Middle  East,  03385 

accessions,  Pakistan,  03386 

accessions,  Southeast  Asia,  03381 

annual  report  of  Librarian  of  Congress- 
departmental  edition,  01261 
document  edition,  00350 

appropriations,  1976- 
hearings,  05128 

cataloging  service  bulletin,  03499 

catalogs,  books,  subjects,  07995 

catalogs,  Chinese  cooperative  catalog,  04159 

catalogs,  dictionary,  subject  headings  used, 
supplement,  04565 

catalogs,  films  and  other  materials  for  projec- 
tion, 04157 

catalogs,  national  union  catalog,  04158 

catalogs,  national  union  catalog,  register  of  ad- 
ditional locations,  07996 

catalogs,  subject  catalog,  04160 

circular,  00717-8,  02328 

classification,  additions  and  changes,  quarterly 
-list,  04110 
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Library  of  Congress-Con. 

establishment    of    American     Folklife    Center 
within  - 
hearings,  06963,  07315 
law,  06741 
report,  06819 
foreign  acquisition  program  newsletter,  03922 
geographical  atlases,  list,  12679 
Geography  and  Map  Division,  collections  and 

services  guide,  06047 
information  bulletin,  04161 

interest   on   trust  fund  deposited   with   United 
States  Treasury  - 
report.  11402-3 
LC    and    you,    handbook    of    information    for 

staff,  06048 
Librarian  of  Congress,  nomination  of  Daniel  J. 
Boorstin- 
hearings,  00703 
name  headings  with  references,  04162 
National      Program      for      Acquisitions      and 
Cataloging.       accessions       list,       Eastern 
Africa,  03382 
newspapers  received  currently,  01263 
press  releases,  04401 
Public  law  480  project,  accessions  list.  Middle 

East,  03385 
Public     law     480     project,     accessions     list, 

Pakistan,  03386 
quarterly  journal,  04447 
Library  of  Congress  James  Madison  Memorial 
Building: 
authorization  - 
report,  11004 
Library  science: 
library     and     information     sciences,     weekly 
Government  abstracts,  04705 
Libya: 
background  notes,  08404 

mineral  industry,  minerals   yearbook  chapter, 
06114 
Libyan  Arab  Republic,  see  Libya. 
Lice: 
bath,    delousing,    and    laundry    operations    in 
field,  01745 
Licenses: 

Broadcast  license  renewal  act- 
hearings,  02259 
report,  11359 
Department  of   Defense's   current  patent  and 
licensing  policies  and  practices,  GAO  re- 
port, 07694 
export      licenses     approved      and      reexports 

authorized,  list,  03795 
export     licensing     of     private      humanitarian 
assistance  to  Vietnam - 
hearings,  06973 
Government   inventions   for  licensing,   weekly 

Government  abstracts,  04702 
licenses  for  amateur  stations  for  aliens,  grant- 
law,  04884 
materials  on  practical  aspects  of  exporting,  in- 
ternational licensing  and  investing,  02399 
nuclear  powerplant  siting  and  licensing- 

hearings,  04909 
petroleum  import  fees,  proposal- 
hearings,  11226 
summary    statistics    of    public    TV    licensees, 

00849 
water    resources    appraisal    for    hydroelectric 

licensing,  appraisal  report,  09551 
water    resources    appraisal    for    hydroelectric 
licensing.    Clarion    River   basin.    Pa.,    ap- 
praisal report,  09552 


water    resources    appraisal    for    hydroelectric 
licensing,  upper  San  Joaquin  River  basin, 
Calif.,  appraisal  report,  09553 
see  also  Marriage-Patents. 
Lidar,  see  Radar. 
Life: 

investigation     of     accelerated     life     prediction 

techniques,  01747 
quality  of  life,  studies  in  environment,  05742 
see  also  Longevity. 
Life  cycle  costing: 

life  cycle  costing  techniques  applicable  to  law 
enforcement  facilities,  05961 
Life  insurance: 

digest  of  selected  health  and  insurance  plans, 

03746 
Federal     employees     group     insurance,     FPM 

manual  supplement,  03874 
Federal  employees'   group  life   insurance  pro- 
gram- 
hearings,  11 177 
Federal  employees'  life  insurance   value  after 
retirement- 
hearings,  07017 
national  service  life  insurance,  information  and 
premium  rates  for  RH  policies  for  service- 
disabled  veterans,  13243 
service-disabled  veterans  insurance,  RH,  infor- 
mation and  premium  rates,  08502 
service's  group   life   insurance,   increase   max- 
imum to  t20,000- 
report,  08956 
veterans  dependency  and  indemnity  compensa- 
tion payments,  liberalize  - 
report,  08966 
Life  on  other  planets: 

possibility    of    intelligent    life    elsewhere    in 
universe,  07033 
Life  sciences: 

directory  of  environmental  life  scientists,  Ohio 

River  valley  region,  00881 
occupations,  employment  outlook,  12645 

employment  outlook,  12645 
veterinarian  trainees,  summer  employment  for 
sophomores     and     juniors     in     veterinary 
medicine,  00211 
Life  support  systems: 

Skylab  life  support  and  environmental  control 
systems,      flight      operations      and      per- 
formance, 10095 
Life  tables: 

vital  statistics  of  U.S.,  1972,  06314 
Life-cycle  costing: 

digital  avionics  information  system  preliminary 

life-cycle-cost  analysis,  00059 
information   storage   and   retrieval   system   for 
life  expectancy  of  facilities,  05626 
Lifesaving  apparatus: 

man  overboard  system  feasibility  study,  00244 
marine     lifesaving     and     diving     equipment, 
Federal  item  identification  guide.  11850 
Lift  (aerodynamics): 

adaptation  of  Theodorsen  theory  to  represen- 
tation of  airfoil  as  combination  of  lifting 
line  and  thickness  distribution,  08175 
boundary-layer  transition  and  displacement- 
thickness  effects  on  zero-lift  drag  of  se- 
ries of  power-law  bodies  at  Mach  6,  06224 
light  aircraft  lift,  drag,  and  moment  prediction, 

review  and  analysis,  06169 
longitudinal    aerodynamic     characteristics     of 
deflected-thrust    propulsive-lift    transport 
model,  08134 
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Light: 

American  national  standard  N540,  classifica- 
tion of  radioactive  self-luminous  light 
sources,  08197 

examination  of  tropical  cloud  clusters  using 
simultaneously  observed  brightness  and 
high  resolution  infrared  data  from  satel- 
lites, 12966 

shipboard  oil-in-water  content  monitor  based 
on  small  angle  forward  light  scattering, 
01823 

sound  and  light  performance  on  east  front  of 
Capitol - 
hearings,  11201 

see  also  Remote  sensing. 
Light  filters: 

glass  filters  for  spectrophotometry,  selection, 
preparation,  certification,  08203 
Lighters,  see  Mechanical  lighters. 
Lighthouse  Service: 

benefits    payable    to    widows    of    former    em- 
ployees, increase  - 
hearings,  02087 
law,  06712 

retired  pay  of  former  members,  increase - 
law,  06720 
Lighting,  see  Lights  and  lighting. 
Lighting  fixtures: 

light-switch  assembly,  Federal  item  identifica- 
tion guide,  02375 

nonelectrical    lighting    fixtures,    Federal    item 
identification  guide,  00788 
Lightning: 

design  recommendation  for  lightning  elimina- 
tion system  for  FAA  category  3  instru- 
ment landing  system,  NAFEC,  13158 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  AIL  Mark  1  in- 
strument landing  system,  13160 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  AIL  type  55K  in- 
strument landing  system,  13159 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  airport  surveil- 
lance radar  model  ASR-7,  13176 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  Wilcox  Mark  1/A 
instrument  landing  system,  13161 

FAA  lightning  protection  study,  lightning  pro- 
tection requirements  for  Wilcox  Mark  1/C 
instrument  landing  system,  13162 

lightning  effects  on  NASA  F-8  digital-fly-by- 
wire  airplane,  06170 
Lights  and  lighting: 

Coast  Guard  list,  Atlantic  Coast,  06661 

conspicuity  of  target  lights,  influence  of  color, 
02961 

control  light,  Federal  item  identification  guide, 
11694 

costly  requirements  for  certain  control  towers, 
navigation  aids,  and  airport  lights,  GAO 
report,  12343 

evaluation  of  airport  light  control  and  display 
system,  13170 

lens,  lighting,  Federal  item  identification 
guide,  00744 

light  list,  Atlantic  and  Gulf  Coast  and  Antilles, 
10612 

light  list,  Great  Lakes,  10614 

light  list,  Pacific  Coast  and  Pacific  Islands, 
10613 

light-switch  assembly,  Federal  item  identifica- 
tion guide,  11753 

lighting  and  thermal  operations,  guidelines, 
00976 


occupational    safety    and    health    effects    as- 
sociated with  reduced   levels   of  illumina- 
tion, proceedings  of  symposium,  06335 
outline   for   saving   energy,   lighting   and   ther- 
mostats in  commercial,  public,  and  indus- 
trial buildings,  07642 
short  course  in  highway  lighting,  01004 
trouble  light  shock  hazards,  fact  sheet,  09113 
visual    approach    slope    indicator    (VASI)    im- 
provements, 10320 
warning   lights    for   special   purpose    vehicles, 

08239 
see  also  Electric  lamps. 
Lignite: 

fusibility  of  ash  from  lignite  and  its  correlation 

with  ash  composition,  07499 
technology    and    use    of    lignite,    symposium 

proceedings,  01285 
see  also  Coal. 
Lime: 

color  removal  from  kraft  pulping  effluent  by 

lime  addition,  13181 
lime  use  in  wastewater  treatment,  design  and 

cost  data,  07559 
lime/limestone    wet-scrubbing    test    results    at 

EPA  alkali  scrubbing  test  facility,  13186 
mineral  industry  surveys,  monthly,  04164 
minerals  yearbook  chapter,  06096 
Limestone: 

comparison  of  benthic  macroinvertebrates  col- 
lected by  dredge  and  limestone  substrate 
sampler,  05757 
lime/limestone    wet-scrubbing    test    results    at 

EPA  alkali  scrubbing  test  facility,  13186 
limestone  wet-scrubbing  test  results  at  EPA  al- 
kali scrubbing  test  facility,  13182 
scale     control     in    limestone     wet     scrubbing 
systems,  09394 
Limitations  (law): 

statute  of  limitations  for  retirement  benefits - 
report,  07147 
Limnology: 

limnological      investigation      of      Yellowstone 
River  related  to  taste  and  odor  problems 
in  domestic  water  supplies,  10255 
Lincoln  County,  Idaho: 

soil  survey  report,  08385 
Lincoln  Home  National  Historic  Site: 

general  information,  08297 
Lincoln,  Abraham: 
preservation  of  his  statue  by  United  States  to 
Israel - 
hearings,  11131 
law,  10676 
report,  11428 
presentation  of  statue  to  Israel - 
report,  06875 
Linden  Flight  Service,  Inc.: 

accident  report,  10229 
Line  spectra,  see  Spectral  lines. 
Linear  antennas,  see  Antennas. 
Linear   programming,    see   also    Computer   pro- 
grams/programming . 
Linear  systems: 

analytical  method  for  determining  stability  of 
linear  retarded  systems  with  two  delays, 
02991 
comparison  of  some  biased  estimation 
methods,  including  ordinary  subset  regres- 
sion, in  linear  model,  06239 
Linemen: 

linemen  and  cable  splicers,  employment  out- 
look, 10031 
Liners,  see  Linemen-Lining. 
Lines,  see  Telephone  lines. 


Page  1-436 


Do  not  order  from  index;  see  indicated  entry 


January-June  1976 


Linings: 

earth  linings  for  seepage  control,  evaluation  of 

effectiveness  and  durability,  08550 
lining  and  shoe,  friction.  Federal  item  identifi- 
cation guide.  02365 
liners    for    land    disposal    sites,    assessment, 
05759 
Lint,  see  Cotton. 
Linters,  see  Cotton. 
Lipscomb  County,  Tex.: 

soil  survey  report,  08380 
Liquefied       gases,       see       Gas-Gases-Liquefied 

petroleum  gases. 
Liquefied  petroleum  gases: 

sales,  mineral  industry  surveys,  080% 
vapor-measuring  devices  for  liquefied  petrole- 
um gas,  examination  manual,  08198 
Liquid  fuels: 

fuels,  liquid  and  solid.  Federal  item  identifica- 
tion guide,  02380 
Liquid  metals,  see  Metals. 
Liquid  oxygen,  see  Oxygen. 
Liquid  process,  see  Fluid  process. 
Liquid  wastes,  see  Sewage. 
Liquidation: 

voluntary    liquidation    procedure    for    insured 
Federal  credit  unions,  01405 
Liquids: 
flammable  liquids,  fact  sheet,  09085 
hazards  of  flammable  liquids,  05562 
improved  liquid-solids  separation  by  aluminum 
compound   in  activated   sludge   treatment, 
07560 
liquid  and  gas  flow,  liquid  level,  and  mechani- 
cal motion  measuring  instruments.  Federal 
item  identification  guide,  11782 
manual  for  safe  handling  of  inflammable  and 
combustible    liquids   and   other   hazardous 
products,  10615 
wet  scrubber  liquid  utilization,  00936 
Liquors: 
alcohol,     tobacco,     and     firearms     summary 

statistics,  10457 
distilled  spirits  plants,  code  of  Federal  regula- 
tions, 10461 
effect  of  lower  legal  drinking  ages  on  youth 

crash  involvement,  10206 
exportation  of  liquors,  01709 
importation    of    distilled    spirits,    wines,    and 

beer,  code  of  Federal  regulations,  10464 
liquor  dealers,  title  27,  code  of  Federal  regula- 
tions, 01708 
liquor  laws  and  regulations  for  retail  dealers, 

10459 
seminar  on  alcohol  and  safety,  training  for  so- 
cial   and    health    care    personnel,    manual, 
06332 
Literacy,  see  Illiteracy. 
[Literature: 

child  health  assessment,  review,  05900 
extracting    minerals    from    geothermal    brines, 

literature  study,  12709 
literature  search  series,  06360 
literature    search,    law    enforcement    facilities, 

planning,  design,  construction,  08211 
nematology  literature  list,  10365 
Lithium: 

mineral  industry  surveys,  08051 
Lithographs: 

Air  Force  lithograph  series,  aircraft,  10448 
Jthology,  see  Rocks, 
ithuania: 

sense    of    House    regarding    status    of    Baltic 
States - 
report,  02000 


Litigation,  see  Actions  at  law. 
Little  Calumet  River  and  Valley: 

pollution  of  interstate  waters,  progress  evalua- 
tion meeting,  summary,  09457 
Little  Dry  Fork: 

flood  plain  information,  05632 
floods,  Rolla,  Mo.,  Love  Branch  and  Burgher 
Branch,  09266 
Little  Maquoketa  River  and  Valley: 

flood,  Dubuque  County,  Iowa,  09793 
Little  River  and  Valley: 

flood   plain    information,    Allen   County,    Ind., 

05633 
flood    plain    information.    Little    River,    Allen 
County,  Ind.,  how  to  avoid  damage,  09255 
hydraulic  model  studies  of  Little  River  gaging 
station  B,  10370 
Little  Rock,  Ark.: 

flood  plain  information,  09238 
Live  stock,  see  Livestock. 
Livestock: 

Emergency  livestock  credit  act,  amend- 

report,  02179,  06797 
farm  credit  and  livestock  situations  - 

hearings,  05424 
farm  production,  indexes  of  total  farm  output 
and   gross    production,    by    livestock    and 
crop  groups,  01676 
foreign  agriculture  circulars,  03939 
guaranteed  livestock  loans - 

hearings,  07187 
Indiana,  livestock  inventory,  livestock  values 

show  mixed  changes,  08437 
insecticides,  guidelines,  08561 
labor,  indexes  of  farm  production  per  hour,  by 

livestock  and  crop  groups,  01678 
labor,    total    hours,    used    for    farmwork,    by 

livestock  and  crop  groups,  01677 
livestock  and  meat  situation,  04172 
livestock   grazing   not  detrimental   to   meadow 

wildf lowers.  09692 
market  news,  weekly  summary  and  statistics, 

04173 
marketing- 
hearings,  00645,  11463 
slaughter,  monthly  report,  04174 
see  also  Cattle-Food  for  livestock. 
Living  costs,  see  Cost  and  standard  of  living. 
Livingston  County,  Mich.: 

flood  plains  of  Portage  River,  07835 
flood    plains    of    South    Branch,     Shiawassee 
River.  07836 
Lizards: 

habitat  management  series  for  endangered  spe- 
cies,      blunt       nosed       leopard       lizard, 
Crotaphytus  silus,  01257 
LMFBR  (Liquid  metal  fast  breeder  reactor),  see 

Reactors  (atomic). 
Load  (aerodynamics): 

dynamic  loads  and  structural  criteria.  04794 
Load  (mechanics): 

analytical   model   for  determining   energy   dis- 
sipation in  dynamically  loaded  structures, 
00876 
bearing    capacity    of    floating    ice    plates    sub- 
jected to  static  or  quasi-static  loads,  criti- 
cal survey,  05608 
cyclic   debonding   of   unidirectional   composite 
bonded   to   aluminum    sheet   for  constant- 
amplitude  loading,  08180 
design       and      construction      of      large-panel 
concrete    structures,    loading    conditions, 
01122 
effect    of    axial    load    on    mode    shapes    and 
frequencies  of  beams,  02989 
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effect  of  mechanical  loads  on  destruction 
processes  of  medical  polyurethane  glue 
KL-3,  USSR  study,  02832 

investigation  of  fracture  toughness,  fatigue- 
crack  growth,  sustained-load  flaw  growth, 
and  impact  properties  of  3  pressure  vessel 
steels,  08143 

local  resistance  of  conventional  plywood  sub- 
flooring  to  concentrated  load,  study, 
03001 

low-speed  wind-tunnel  investigation  of  span 
load  alteration,  forward-located  spoilers, 
and  splines  as  trailing-vortex-hazard  al- 
leviation devices  on  transport  aircraft 
model,  08183 

mathematical  model  of  active  control  landing 
gear  for  load  control  during  impact  and 
roll-out,  12831 

pavement  response  to  aircraft  dynamic  loads, 
instrumentation  systems  and  testing  pro- 
gram, 13154 

prediction  of  span  loading  of  straight- 
wing/propeller  combinations  up  to  stall, 
02939 

rotocraft  external-load  operations,  Federal 
aviation  regulations,  03831 

thermal     loading     in     laser     holography     non- 
destructive testing  of  composite  structure, 
06250 
Loaders  (mechanical): 

fatal  accidents  involving  front-end  loaders  at 
metal  and  nonmetal  mines,  analysis,  12754 

production  efficiency  study  on  large-capacity, 
rubber-tired  front-end  loaders,  07667 
Loading,  see  Load  (mechanics). 
Loan  companies,  see  Finance  companies. 
Loans: 

automobile  loans  by  major  finance  companies, 
monthly  release,  03456 

bank  rates  on  short-term  business  loans,  03460 

characteristics  of  Federal  land  bank  loans, 
05766 

commercial  and  industrial,  outstanding  by  in- 
dustry, 03580 

dealer  and  contractor  guide  to  property  im- 
provement loans,  02714 

digest  of  insurable  loans,  01 136 

displaced  small  business  economic  injury  loans 
and  management  and  technical  assistance, 
01552 

economic  and  loan  problems  confronting  fishe- 
ries industry - 
hearings,  09066 

Emergency     loan     guaranty     act,     Lockheed 
bribery  - 
hearings,  00654 

emergency    loan    program    of    Farmers    Home 
Administration,  simplify- 
report,  00590,  06808,  10938 

examination   of  guaranteed   student  loan  pro- 
gram, 1974- 
hearings,  05530 

farm    credit    system    loans    to     rural    utility 
cooperatives - 
law,  06726 
report,  07156,  10956 

feed  grains  and  cotton,  target  prices  and  loan 
figures  - 
hearings,  06908 

FHA  emergency  loan  eligibility  requirements - 
hearings,  06902 

guaranteed  livestock  loans  - 
hearings,  07187 


guaranteed  student  loans,  1974  appropriations 
available  - 
report,  08845,  08943 
guaranties  to  municipalities  suffering  financial 
adversities  - 
hearings,  00655 
Indian  revolving  loan  fund,  provide  for  financ- 
ing economic  development  of  Indians  and 
Indian  organizations  - 
report,  08793 
information  on  loan  guarantee  programs  under 
Rail  passenger  service   act  and   Regional 
rail  reorganization  act,  GAO  report,  07810 
interest    rates   charged    on    selected    types    of 

bank  loans,  monthly  release,  04076 
low-interest  loans  for  residential  solar  heating 
and  cooling  equipment- 
hearings,  06925 
mortgage  money,  who  gets  it?  case  study  in 
mortgage    lending   discriminaton   in   Hart- 
ford, Conn.,  04836 
price   support  and  other  loan,  purchase,  and 

payment  programs,  01642 
property    improvement   loan    insurance,    FHA 

regulations,  09543 
RE  A  program,  amend - 

report,  08807 
report   on    study    of   tax    and   loan    accounts, 

13217 
rescission  of  funds  for  college  housing  direct 

loan  program,  10763 
rural  electrification  loan  program - 
law,  01859 
report,  00632 
SB  A  loans  for  OSHA  compliance,  13026 
SBA    loans    for    small    businesses    suffering 
economic    injury    due    to    public    utilities 
disruptions - 
hearings,  05247 
student    loan    insurance    fund,    01899,    04963, 

09737 
tax  and  loan  accounts  legislation - 

hearings,  02035 
title    1   property    improvement   loan    operating 

handbook,  01144 
veterans  home  loan  programs  - 

law,  08738 
Veterans'    Administration   loan   guaranty    pro- 
gram- 
hearings,  1 1217 
veterans'   home   loan  guaranty   programs,   im- 
prove- 
report,  05022 
ways  to  moderate  fluctations  in  housing  con- 
struction, 09572 
Lobbying: 

Federal  regulation  of  lobbying  act,  difficulties 
in  enforcement  and  administration,  GAO 
report,  07754 
public  disclosure  of  lobbying  activities  in  Con- 
gress and  executive  branch- 
hearings,  11550 
Loblolly  pine,  see  Pine. 
Lobsters: 

bioeconomic    relationships    for   Maine   lobster 
fishery,  01453 
Local  government,  see  Government. 
Local  transit: 

dynamic    interaction    of    PRT    vehicles    and 
elevated  guideways,  08464 
Federal  mass  transportation  act- 
report,  05031 
national        transit        marketing        conference, 
proceedings,  03370 
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Local  transit -Con. 

para-transit,      summary      assessment     of     ex- 
perience and  potential.  03357 
rail   rapid   transit   and   express   hys   service   in 
urban  commuter  market,  evaluation,  10346 
transit/taxi  coordination,  13210 
union   wage    scales,    local    transit.    New    York 

City.  02867 
union  wage  scales,  local  transit,  selected  New 

Jersey  cities,  02868 
union  wage  scales,  local  transit,  selected  New 

York  cities.  02869 
Urban  mass  transportation  act,  amend- 
report.  06886 
Location  identifiers: 

airport,  etc..  handbook.  04176 
automatic  vehicle  location  techniques  for  law 
enforcement  use,  05958 
Locator,  see  Aviation  radar  locator. 
Lockheed  Aircraft  Corporation 

audit  of  payments  from  special  bank  account 
to  Lockheed  Aircraft  Corporation  for  C- 
5A  aircraft  program.  GAO  report,  01085-7 
bribery  charges  - 
hearings,  00654 
Locks  (hydraulic  engineering): 

existing  lock  facilities,  use  of  tow   sequencing 

procedures  to  increase  capacity.  09309 
Lower    Monumental    Lock    and    Dam.    Snake 
River.  Wash  ,  02433 
Locks  and  keys: 

locksmiths,  employment  outlook.  10006 
Locomotive  engineers: 

locomotive,  employment  outlook,  10030 
Lodgepole  needle  miner: 

toxicity  of  insecticides  aerosols  to  needle 
miner  adults  of  genus  Coleotechnites. 
09674 

Lodgepole  pine,  see  Pine. 
Logan  Bayou: 

flood     plain     information.     Shreveport.     La., 

Choctaw  Bayou.  09252 
floods,    Choctaw     Bayou.     Shreveport,     La., 
09279 
Logan  County,  Nebr.: 

soil  survey  report,  01573 
Logansport,  Ind.: 

floods,  how  to  avoid  damage.  05654 
Logging,  see  Lumbering, 
ogistics: 

Army  logistician  (periodical),  03450 
economic  and  logistical  impact  resulting  from 
announced    closure    of    Fort    MacArthur. 
GAO  report,  07696 
final  report  of  joint  logistics  commanders  elec- 
tronic systems  reliability  workshop,  11869 
logistics.      Army      maintenance      management 

system.  TAMMS.  03018 
Vietnam  studies,  logistics  support.  01751 
see  also  Naval  art  and  science. 
ogs: 
effect  on  diameter  estimates  of  rounding  rules 

in  scaling.  01060 
effects  of  crown  release  and  fertilizer  on  small 

log-sized  yellow  birch.  02631 
old-growth   coast   Douglas-fir   log   grades,   dis- 
tribution   analysis    of   existing   log   grades 
with  new  four-grade  system,  05827 
ong  Beach,  Calif.: 

Los  Angeles  and  Long  Beach  harbors  model 
study,   observations  of  ship   mooring  and 
movement,  09313 
vinyl  chloride  emissions  in  Long  Beach  area. 
Calif.,  evaluation.  09420 


Long  Island,  NY 

hydrology  and  some  effects  of  urbanization  on 
Long  Island,  NY    (series),  title  page  and 
table  of  contents.  09802 
Long  range  aid  to  navigation,  see  Loran 
Longevity: 

development,  fecundity,  and  longevity  of  cot- 
ton leafperforator  in  relation   to  tempera- 
ture, 08549 
investigation    of    accelerated    life    prediction 
techniques,  01747 
Longleaf  pine,  see  Pine 
Longshoremen: 

longshoring  industry,  OSHA  safety  and  health 
standards.  01498 
Loops: 

closed  loop  control  of  internal  combustion  en- 
gine exhaust  emissions.  08460 
Lopez  Leonor: 
relief.  11329 
Lopez.  Jacinta  R.  G.: 

relief.  10821 
Lophodermium,  see  Fungi. 
Loran: 

Loran  table.  North  Atlantic,  07408 

Loran-A  table,  central  Pacific,  rate  1H2,  07410 

Loran-A  table.  Denmark  Strait,  00803 

Loran-A  Uble,  Gulf  of  Maine.  07409 

Loran-A  table,  North  Atlantic,  07407 

Loran-A  Uble.  North  Pacific.  07412 

Loran-A  Uble.  South  Pacific.  00804 

rate    1H5    Loran    table,    West   Coast,    U.S.A., 

07411 
wind     errors     encountered     during     automatic 
processing      of      IFYGL      loran-C      daU, 
preliminary  report,  12963 
Los  Angeles,  Calif.: 

aircraft  accident  report,  10234 
basin  standard  air  traffic  model- 
card    deck/character    Upe     version,     user's 

manual  for  computer  tapes,  10318 
user's  manual  for  computer  tapes,  10317 
criminal  victimization  surveys,  02841 
impact  of  high  cost  of  living,  future  directions 
in  social  security - 
hearings.  02231 
Los  Angeles  and   Long  Beach  harbors  model 
study,  observations  of  ship  mooring  and 
movement,  09313 
municipal  government  wage  surveys,  06012-3 
problems    in   work    incentive    program    in   Los 
Angeles    and    San    Diego.    GAO    report, 
07783 
Lost  Creek  Lake: 

general  information.  11987 
Lost  River  and  Valley: 

hydrologic  model,  09429 
Lotteries: 

exemption  from  lottery  prohibitions  granted  to 
newspapers    and   to   radio   and    television, 
make  parallel  - 
report.  11437 
State  conducted  lotteries  - 

hearings,  02079 
State    conducted    lotteries,    repeal    of    present 
taxes,  proposals.  02116 
Louis  Shoe  Co..  Inc.: 

footwear  for  women,  former  workers,  Ames- 
bury,    Mass.,    Tariff    Commission    report, 
10337 
Louisiana: 

climatological  data.  03534 
criminal  justice  agencies,  region  6,  05951 
forest    statistics    for    south    Delta    parishes    of 
Louisiana,  05851 
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Louisiana -Con. 
implementation    plan    review    as    required    by 
Energy    supply    and    environmental   coor- 
dination act,  05730 
landings,    fish    and    shellfish,    04183,     12950, 

12955 
national  electric  rate  book,  12180 
Outer  Continental  Shelf,  oil  and  gas  general 
lease     sale,     offshore     Louisiana,     1974 
proposals,  10053 
population   and   per  capital   income   estimates 
for    parishes    and     incorporated     places, 
10565 
precipitation  data,  hourly,  04017 
water  resources  data,  09816 
Louisville  and  Nashville  Railroad  Company: 
railroad    employee    accident    investigation    re- 
port, 08359 
Louisville,  Ky.: 
status   of   urban   corridor   demonstration   pro- 
gram, 08479 
Love  Branch: 
flood  plain  information,  05632 
floods,  Rolla,  Mo.,  Little  Dry  Fork,  Burgher 
Branch,  09266 
Low  frequency,  see  Frequency  band. 
Low-rent  housing,  see  Housing. 
Lowell  Historic  Canal  District  Commission: 
appropriations,  1976- 
law,  06707 
report,  06865 
Lower  Monumental  Lock  and  Dam: 
Snake     River,     Wash.,     general     description, 
02433 
Lower  Sioux  Indian  Reservation: 
statistical    data    for    planning    Lower    Sioux 
Reservation,  12493 
LOWTRAN,  see  Computer  pro- 

grams/programming. 
Lubricants: 
liquid    lubricant    technology,    interdisciplinary 

approach,  12781 
lubricating    oils.    Federal    item    identification 

guide,  00769 
lubricating  oils,  greases  and  hydraulic  fluids, 

Federal  item  identification  guide,  11748 
tiedown  and  bench  testing  of  grease-lubricated 
helicopter  tail  and  intermediate  gearboxes, 
04795 
waste  lubricating  oil  research,  some  innovative 
approaches  to  reclaiming  used  crankcase 
oil,  10085 
Lubricating  oils,  see  Lubricants. 
Lubrication: 
effect  of  starvation  on  film  thickness  and  trac- 
tion under  elastohydrodynamic  rolling  and 
sliding  conditions,  01362 
friction  differences  between  aliphatic  and  aro- 
matic structures  in  lubrication  of  titanium, 
08163 
isothermal   elastohydrodynamic    lubrication   of 
point      contacts,      ellipticity      parameter 
results,  12841 
lubrication    and     fuel    dispensing    equipment, 
Federal   item   identification    guide,   09151, 
11835 
lubrication  fittings.  Federal  item  identification 
guide,  11715 
Lucht,  David  A.: 
nomination - 
hearings,  07230 
Lucky  Peak  Nursery: 

winter  storage  and  packaging  effects  on  Lucky 
Peak  seedlings,  01050 


Lumber: 

lumber  and  plywood  used  in  California  apart- 
ment construction,  09698 
lumber  potential   of   12-year-old   saligna  euca- 
lyptus trees  in  Hawaii,  09704 
lumber  production  and  mill  stocks,  current  in- 
dustrial reports,  10551 
lumber,     plywood,     and     related      products, 
Federal   item    identification   guide,   09148, 
11722-4 
profits    in    wood    products    marketing,    simple 

technique  to  increase,  09673 
spatial  distribution  of  lumber  degrade  in  white 
fir  trees,  02635 
Lumbering: 

helicopters  for  logging,  characteristics,  opera- 
tion and  safety  characteristics,  12290 
lodgepole  pine  logging  residues,   management 

alternatives,  12324 
log  dumping  and  rafting  effects  on  marine  en- 
vironment of  southeast  Asia,  09614 
REST,  computer  system  for  estimating  logging 
residue    by    using    line-intersect    method, 
01059 
understanding  interlock  yarders,  09655 
Luminescence: 

collaborative  test  of  chemiluminescent  method 
for  measurement  of  N02  in  ambient  air, 
00912 
gas    phase    titration    technique    as    used    for 
calibration    of    nitrogen    dioxide    chemilu- 
minescence  analyzers,  evaluation,  12023 
see  also  Light. 
Lunar  modules,  see  Spacecraft  modules. 
Lunar  orbits,  see  Orbits. 
Lunar  science: 

dielectric  constants  and  dissipation  factors  of 
simulated  lunar  rocks,  06127 
Lunar  topography: 

lunar  drilling  technology  for  terrestial  applica- 
tions, evaluation,  05624 
Lunches,  see  School  lunches. 
Lungs: 

National  biomedical  heart,  lung,  blood,  blood 
vessel,  and  research  training  act- 
report,  07130,  10947 
trace  element  analysis  of  normal  lung  tissue 
and   hilar  lymph   nodes   by   spark   source 
mass  spectrometry,  08246 
Lurgi  process,  see  Coal. 
Luxembourg: 

background  notes,  01584 

economic    trends    and    their    implications    for 

United  States,  01166 
marketing,  09183 
Lygus: 

sources  of  resistance  in  alfalfa  to  Lygus  her- 
perus  knight,  08552 
Lymph  glands: 

trace  element  analysis  of  normal   lung  tissue 
and   hilar  lymph   nodes   by   spark   source 
mass  spectrometry,  08246 
Lymph  nodes,  see  Lymph  glands. 
Lymphomas,  see  Tumors. 
Lyndon  B.  Johnson  National  Historic  Site: 

general  information,  12984 
Lyndon  Baines  Johnson  Memorial  Grove  on 
Potomac: 
development  and  authorization - 
law,  06704 
report,  06858,  07141 
Lyne,  Hendrika  K.: 
relief,  10825,  11318 
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Lynn,  James  T.: 
nomination  - 
hearings,  05494 


M 


MA,  see  Manpower  Administration. 
MAC,  see  Military  Airlift  Command. 
Macao: 

background  notes,  08405 

parcel  post,  agreement,  03244 
Mach  numbers: 

effect  of  slot  width  on  transition  and  noise  at- 
tenuation of  flat  sound  shield  in  Mach  6 
wind  tunnel,  02980 

effects  of  propulsion-induced  aerodynamic 
forces  of  vectoring  partial-span  rectangu- 
lar jet  at  Mach  numbers  from  0.40  to  1.20, 
08150 

experimental  aerodynamic  charactistics  for 
slender  bodies  with  thin  wings  at  angles  of 
attack  from  0°  to  58°  and  Mach  numbers 
from  0.6  to  2.0.  08140 

interference  heating  from  interactions  of  shock 
waves  with  turbulent  boundary  layers  at 
Mach  6,  10149 

longitudinal  aerodynamic  performance  of  se- 
ries of  power-law  and  minimum-wave-drag 
bodies  at  Mach  6,  10097 

popper  valve  control  of  throat  stability  bypass 
to    increases    stable    airflow     range    of    a 
Mach    2.5    inlet   with   60   percent   internal 
contraction,  01349 
Machine  guns: 

machine  guns,  destructive  devices,  and  certain 
other  firearms,  01707 
Machine  movers,  see  Riggers. 
Machine  tool  operator: 

employment  outlook.  09938 
Machine  tools: 

cutting  tools  for  machine  tools.  Federal  item 
identification  guide,  02384 

machine  tools  and  fixtures,  compilation,  02951 
Machinery: 

automatic  produce-bagging  machine  that  uses 
factory-roll  polythylene  net  tubing,  08522 

facilities  operations  and  maintenance, 
buildings  and  structures,  02690-1 

facilities  operations  and  maintenance, 
buildings  and  structures,  mechanical, 
02688-9 

kinematics  of  transverse  rotation  machines, 
11976 

look  at  it  this  way,  it's  a  cutting  machine, 
05565 

machinery  manufacturing  industry  wage  sur- 
vey and  other  industry  studies,  list.  07984 

man  converses  with  machine,  USSR  study. 
07901 

post,  electrical  mechanical  equipment.  Federal 
item  identification  guide,  07357 

special  industry  machinery.  Federal  item 
identification  guide,  07384 

tax  shelters,  mechanical  equipment  leasing, 
02132 

wrapping    and    packaging    machinery.    Federal 
item  identification  guide,  07368 
Machines,  see  Machinery. 
Machining: 

occupations,  employment  outlook,  09938 

sample  preparation  of  metal  alloys  by  electric 
discharge  machining,  08146 
Machinists: 

11-round,  employment  outlook,  09938 


standardization  of  work  measurement,  defense 
work    measurement    standard    time    data 
program,     machine     trades     occupations, 
09169 
Macrofauna,  see  Fauna 
Macrophytes,  see  Aquatic  plants. 
Madagascar: 

Malagasy  Republic  background  notes,  01585 
Madden.  Ray  J.: 

portrait  presentation,  04943 
Madison  County.  Fla.: 

transfer  to  northern  judicial  district  - 

report.  02192 

transfer     to      northern      judicial      district     of 

Florida - 

report.  09021 

Madison  County,  I  ml 

flood  plain  information.  White  River,  Killbuck 

Creek,  and  Anderson,  Ind.,  05647 
floods  in  vicinity  of  Anderson,  Madison  Coun- 
ty, Ind.,  how  to  avoid  damage,  05653 
Madison  County,  Iowa: 

soil  survey  report.  08381.  13100 
Madison  Gas  and  Electric  Company: 

fiche  index  for  nuclear  dockets.  00859 
Magistrates,  see  United  States  magistrates. 
Magnesia,  see  Magnesium  oxide. 
Magnesium: 

magnesium  compounds,  mineral  industry  sur- 
veys, 08052 
mineral  industry  surveys,  08052 
primary,  quarterly  report,  04419 
Magnesium  carbonates: 

magnesium  carbonate,   recycled  coagulant  for 

water  treatment,  13183 
plant    scale    studies    of    magnesium    carbonate 
water  treatment  process,  05717 
Magnesium  oxide: 

flue     gas     desulfurization     and     sulfuric     acid 

production  via  magnesia  scrubbing,  13185 
magnesia  scrubbing  process  as  applied  to  oil- 
fired  power  plant,  02460 
Magnetic  amplifiers,  see  Amplifiers. 
Magnetic  fields: 

refocusing    properties    of    periodic     magnetic 
fields.  12844 
Magnetic  materials: 

transportation       of       magnetized       materials. 
Federal  aviation  regulations,  03826 
Magnetic  storms: 

auroral  electrojet  magnetic  activity  indices  AE 

(11)  for  1971.  09322 
auroral  electrojet  magnetic  activity  indices  AE 
(11)  for  1973,  00891 
Magnetic  tape: 

card  deck/character  tape  version  for  Los  An- 
geles basin  standard  traffic  model,  user's 
manual.  10318 
program    for   copying   GEODATA    data    tape, 

06434 
public  access  to  Watergate  tapes- 
report,  09020 
tape,  audio,  magnetic,  Federal  standard,  02571 
Magnetic  torque,  see  Torque. 
Magnetism: 

magnetic    entropy    of    solids,    direct    measure- 
ment    results     for     dysprosium     titanium 
oxide,  10155 
Magnetite: 

vanadium    resources   in   titaniferous   magnetite 
deposits,  07847 
Magnetohydrodynamics: 

amplified    specifications    for    final    design    of 
U.S.  channel  for  U-25,  07482 
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Magnetometers: 

first    thoughts    regarding    data    processing    for 
SMS/GOES  magnetometer,  05879 
Magnetos: 

distributors    and    magnetos,    ignition,    Federal 
item  identification  guide,  02359 
Magnetosphere: 

barium  cloud  evolution  and  striation  formation 
in  magnetospheric  release,  10171 

effect  of  lower  ionosphere  on  propagation  of 
waves  from  ELF/VLF  source  in  magneto- 
sphere,  06436 
Mail  carriers: 

employment  outlook,  12651 
Mail  matter: 

DoD  activity  address  directory,  02343-4,  09139 

law  enforcement  report,  04115 

mailing  permits,  06492 

military  assistance  program  address  directory, 
00797,  05583,  07396,  09164,  11873-4 

missent  mail,  contributing  factor  to  mail  delay 
and  increased  costs,  GAO  report,  09752 

packaging  for  mailing,  1 3224 
Mailers: 

instructions  for  mailers,  04073,  10350 
Mails,  see  International  postal  service-Postal  ser- 
vice. 
Maine: 

census  of  mineral  industries,  10534 

census,  retail  trade,  area  statistics,  08613 

census  of  retail  trade,  major  retail  centers  in 
standard  metropolitan  statistical  areas, 
06607 

economic  benefits  and  costs  of  Dickey-Lincoln 
Hydroelectric  project,  GAO  report,  12371 

election  contest  in  1st  congressional  district - 
report,  06895 

landings,  fish  and  shellfish,  04185,  10217 

Maine  Facility,  R&D  facility  for  your  use  in 
all  seasons  for  many  reasons,  03354 

national  electric  rate  book,  12181 

State  monitoring  of  local  office  performance, 
how  they  do  it,  illustrations  of  practice  in 
administration  of  AFDC,  10520 
Maine,  Gulf  of: 

Loran-A  table,  07409 
Maintenance: 

aircraft  maintenance,  preventative  main- 
tenance, etc.,  Federal  aviation  regulations, 
03820 

concrete  and  masonry  structures,  05615 

development  of  installation  surfaced  area 
maintenance  and  repair  management 
system,  02429 

development  of  sample  air  quality  maintenance 
plan  for  San  Diego,  09353 

effect  of  commercial  vehicle  systematic 
preventive  maintenance  on  specific  causes 
of  accidents,  08117 

engineering  design  handbook,  maintenance  en- 
gineering techniques,  10486 

equipment  maintenance,  maintenance  manage- 
ment, aircraft  maintenance,  10441 

equipment  maintenance,  maintenance  manage- 
ment, avionics  maintenance,  06550 

equipment  maintenance,  maintenance  manage- 
ment, consolidated  maintenance,  06551 

equipment  maintenance,  maintenance  manage- 
ment, organizational  maintenance,  06549 

equipment  maintenance,  maintenance  manage- 
ment, policy,  10440 

facilities  engineering,  base  opera- 

tions/maintenance and  minor  construction, 
Army  National  Guard,  12919 


federal  guidelines,  operation  and  maintenance 

of  wastewater  treatment  facilities,  09424 
general  aviation  aircraft,  maintenance  records, 

09510 
Grays    Harbor    estuary,    Wash.,    maintenance 

studies    of     35-ft-deep     MSL     navigation 

channel,     hydraulic     model    investigation, 

02444 
highway     design,     construction,     and     main- 
tenance, 07662 
light-duty    gasoline-powered    motor    vehicles, 

09442 
logistics,      Army      maintenance      management 

system,  TAMMS,  03018 
maintenance  facilities,  13012 
maintenance  handbook,  series  MS,  01612 
maintenance  management  of  public  works  and 

public  utilities,  13013 
maintenance  review  board  report,  Boeing  747 

maintenance  program,  12130 
managing    highway    maintenance,    instructor's 

guide    for    training    in    managing    highway 

maintenance,  02522 
managing  highway   maintenance,   maintenance 

activities,     work     units     and     classifying 

work,  02523 
managing  highway  maintenance,  standards  for 

maintenance  work,  02524 
managing  highway  maintenance,  training  guide 

and  catalog,  07663 
Mech,     naval    aviation    maintenance     safety, 

04201 
motor    vehicle    maintenance    and    repair   shop 

equipment,     Federal     item     identification 

guide,  02385 
operation   and   maintenance   manager's   guide, 

12850 
organizational  and  direct  support  maintenance 

repair  parts  and  special  tools  list,  sewing 

machines  for  repair  of  parachutes  and  al- 
lied equipment,  Singer  models,  01734 
organizational  maintenance  manual,  radio  set 

AN/ARC-114,  network,  impedance 

matching,  01736 
organizational  maintenance,  military  petroleum 

pipelines,    tanks    and    related    equipment, 

08601 
supplies  and  equipment,  08595 
water    operation     and    maintenance    bulletin, 

04670 
ways  of  increasing  productivity  in  maintenance 

of  commercial-type  vehicles,  GAO  report, 

07776 
Maintenance        mechanics,        see        Mechanics 

(persons). 
Maintenance  shops: 

miscellaneous       equipment,       Federal       item 

identification  guide,  11829 
Maintenance  technicians: 

employment  outlook,  maintenance  electricians, 

industrial  machining  repairmen,  10052 
Majors  Ranch  areas: 

lithology  and  uranium  potential  of  Jurassic  for- 
mations,     northwestern      New      Mexico, 

12374 
Malagasy  Republic,  see  Madagascar. 
Malathion: 

malathion,     protectant     for     natural     raisins 

against  insect  infestation,  10371 
substitute   chemical  program,   initial  scientific 

and  minieconomic  review,  03087 
Malaysia: 

economic    trends    and    their    implications    for 

United  States,  09912,  12572 
marketing,  11918 
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Malaysia-Con. 

regional  markets,  00822 

trade  in  cotton  textiles,  agreement,  03258 

trade  in  cotton,  wool,  and  man-made  fiber  tex- 
tiles, agreement.  03316 

trade    in    wool    and    man-made    fiber    textile 
products,  agreement,  03318 
Males,  see  Men. 
Malheur  River: 

floods  in  Ontario,  Oreg.,  05652 
Malibu  Watershed: 

environmental  management,  12091 
Malpractice: 

National  Conference  on  Medical  Malpractice, 
proceedings,  06995 

overview  of  medical  malpractice,  05198 
Malta: 

background  notes,  08406 

trade  in  cotton  textiles,  agreement,  03259 
Mammals: 

Havasu  National  Wildlife  Refuge,  09593 

morphofunctional  features  of  hearing  organ  in 
terrestrial,  semiaquatic.  and  aquatic  mam- 
mals, USSR  study,  12596 

rodenticides  and  mammal,  bird  and  fish  toxi- 
cants, EPA  compendium  of  registered 
pesticides,  03788 

structure  and  innervation  of  nasolabial  region 
in     certain     mammals     and     man,     USSR 
study,  07923 
Man: 

characteristics  of  people  who  start  fires,  some 
preliminary  findings,  05836 

human  capacity  for  work  under  special  condi- 
tions in  hermetic  chamber,  USSR  study, 
02814 

humanitarian  problems  on  Cyprus  - 
hearings,  05520 

man  converses  with  machine,  USSR  study, 
07901 

microwaves  and  human  safety,  USSR  study, 
01188 

planning  for  wildlife  and  man,  01036 

qualitative  characteristics  of  vestibular  nuclei 
of  brain  of  dolphins  and  man,  USSR 
study,  07887 

research  on  man,  genetic  engineering,  USSR 
study,  02831 

scientific  and  technological  revolution  and  for- 
mation of  new  man,  USSR  study,  07894 

state  of  man,  06137 

structure  and  innervation  of  nasolabial  region 
in    certain     mammals    and     man,     USSR 
study,  07923 
Management: 

base  level  management  analysis  program, 
01703 

communications-electronics  activities,  USAF 
ground  communications-electronics  pro- 
gram implementation  management,  06557 

computer  and  information  systems  in 
resources  management  decisions, 

proceedings  of  workshop,  09626 

concept,  cost,  and  management  of  administra- 
tive support  services  provided  by  Depart- 
ment of  State  to  other  Federal  agencies 
overseas,  GAO  report,  07768 

defense  management  education  and  training 
catalog.  00722 

Department  of  Navy  RDT&E  management 
guide,  03078 

employee-management  agreement,  American 
Federation  of  Government  Employees  and 
9th  Headquarters  9th  Infantry  Division 
and  Fort  Lewis,  Fort  Lewis,  Wash.,  08599 


environmental  management  and  local  govern- 
ment. 05746 

equipment  maintenance,  maintenance  manage- 
ment, aircraft  maintenance.  10441 

equipment  maintenance,  maintenance  manage- 
ment, avionics  maintenance,  06550 

equipment  maintenance,  maintenance  manage- 
ment, consolidated  maintenance,  06551 

equipment  maintenance,  maintenance  manage- 
ment, organizational  maintenance,  06549 

equipment  maintenance,  maintenance  manage- 
ment, policy,  10440 

Federal  materials  research  and  development, 
modernizing  institutions  and  management, 
GAO  report.  02661 

financial  management  of  resources,  shore  ac- 
tivities, 03079 

financial  management  requirements  for  Bureau 
of  Work  Programs  sponsors,  01270 

GSA  system  for  construction  management, 
13060 

integrated  management  information  systems 
for  community  mental  health  centers, 
12938 

job  analysis  for  human  resource  management, 
06058 

joint  financial  management  improvement  pro- 
gram, GAO  report,  12349 

labor  management  case  finder,  FPM  supple- 
ment. 03870 

logistics.  Army  maintenance  management 
system,  TAMMS,  03018 

management  agencies  handbook  for  section 
208  areawide  waste  treatment  manage- 
ment, 02467 

management  by  objectives,  corrections  per- 
spective, 07934 

management  information  systems,  information 
processing  systems  exchange,  01725 

management  of  aircraft  modification  programs 
in  Army,  Navy,  and  Air  Force,  GAO  re- 
port. 09773 

management  of  Federal  Government- 
proposal,  10704 

management  of  social  incentives  in  Air  Force 
technical  training,  field  experiment,  00053 

management  practices  used  by  Veterans  Ad- 
ministration's Denver  regional  office  in 
assisting  veterans,  GAO  report,  07713 

management  process,  management  by  objec- 
tives, 01231 

managing  highway  maintenance,  instructor's 
guide  for  training  in  managing  highway 
maintenance,  02522 

managing  highway  maintenance,  maintenance 
activities,  work  units  and  classifying 
work,  02523 

managing  highway  maintenance,  standards  for 
maintenance  work,  02524 

managing  highway  maintenance,  training  guide 
and  catalog,  07663 

manpower  management  review  program, 
Federal  Aviation  Administration,  09512 

MSFC  Skylab  corollary  experiments,  10122 

National  Park  Service  management  of  conces- 
sion operations - 
hearings,  02052 

Navy  human  resource  management  survey, 
01491 

opportunities  and  incentives  for  electric  utility 
load  management,  02508 

personal  property  traffic  management  regula- 
tion. 02393 

proceedings  of  conference  on  challenge  of 
load  management,  07631 
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reduction  of  communications  costs  through 
centralized  management  of  multiplex 
systems,  09778 

research  and  development  in  the  Department 
of  Defense,  a  management  overview, 
02394 

single  manager  needed  to  obtain  cost  and  fuel 
savings  in  spectrometric  oil  analysis  pro- 
gram, GAO  report,  12361 

Small  Business  Administration  free  manage- 
ment assistance  publications,  08362 

southern  range  management,  selected  bibliog- 
raphy, 09623 

spectrum  management  career  guide,  13187 

storage  management  at  installation  and  depot 
levels,  01746 

total  energy  management,  practical  handbook 
on  energy  conservation  and  management, 
07655 

urban  stormwater  management  modeling  and 
decision-making,  09412 

see  also  Administrative  management- Employ- 
ment    management-Forest     management- 
Materials  management-Planning. 
Management  and  Budget  Office: 

classification  of  Federal  white-collar  jobs 
should  be  better  controlled,  GAO  report, 
02653 

Director,  nomination  of  James  T.  Lynn- 
hearings,  05494 

failure  to  complete  apportionment  of  funds, 
report,  10717,  11245 

fundamental  changes  are  needed  in  Federal 
assistance  to  State  and  local  governments, 
GAO  report,  01094 

part-time  employment  in  Federal  agencies, 
GAO  report,  07747 

seventy  issues,  fiscal  year  1977  budget,  12682 
Management  consultants,  see  Consultants. 
Management  Improvement,  President's  Advisory 
Council  on,  see  President's  Advisory  Coun- 
cil on  Management  Improvement. 
Managers: 

and  assistants,  employment  outlook,  10037 

city  managers,  employment  outlook,  09958 

collective  bargaining  in  Federal  sector,  where 
we  are,  where  we  may  be  going,  implica- 
tions for  managers,  10592 

industrial  traffic  managers,  employment  out- 
look, 09956 

managers  guide  to  E.E.O.  in  Federal  Govern- 
ment, 12107 

operation  and  maintenance  manager's  guide, 
12850 

tax  information  for  private  foundations,  and 
foundation  managers,  02772 

upward    mobility    career    counseling,    self-in- 
structional   text    for    first-line    managers, 
00221 
Manalo,  Maria  L.  R.: 

relief,  11339 
Manalo,  Rogena  R.: 

relief,  11339 
Manatra  II  (vessel): 

inspection     and     manning    requirements,     ex- 
empt- 
hearings,  02087 

inspection,  and  licensing  as  passenger-carrying 
vessel,  permit,  08769 
Maneuverability: 

effect  of  canard  location  and  size  on  canard- 
wing  interference  and  aerodynamic-center 
shift  related  to  maneuvering  aircraft  at 
transonic  speeds,  10134 


modification      of      impulse-factoring     orbital 

transfer   technique   to   account   for  orbit 

determination  and  maneuver-execution  er 

rors,  12785 
Maneuvers,  see  Flight. 
Manganese: 

comparative  tolerances  of  lodgepole  pine  and 

thin-leaved  huckleberry  to  boron  and  man 

ganese,  02614 
mineral  industry  surveys,  08053 
mineral  industry  surveys,  monthly,  04186 
scientific     and     technical    assessment    repon 

STAR  series,  12085 
Manistee  River  and  Valley: 

wild     river     system,     inclusion     of     segment 

authorize - 

report,  05052 

Manitowoc,  Wis.: 

port,  09296 
Mankato,  Minn.: 

floods.  North  Mankato,  LeHillier,  Minnesot; 

River  and  tributaries,  09289 
special    flood    hazard    information,    Minnesot; 

River  and  tributaries.  North  Mankato,  L< 

Hillier,  Minn.,  05662 
Mankomen  formation: 

revision      of      type      Mankomen      formatioi 

(Pennsylvanian  and  Permian),  Eagle  Creel 

area,  eastern  Alaska  Range,  Alaska,  1237' 
Manmade  fiber  broad  woven  goods,  see  Textiles. 
Manners  and  customs: 

social      and      economic      characteristics      o 

households,  08662 
Manpower: 

advisor,  Navy  civilian  manpower  management 

03391 
analysis    of    nuclear    related    technician    mar 

power  in  Western  States  for  region  serve 

by    Western     Interstate    Nuclear    Board 

02424 
career  area  rotation  model,  01695 
Defense     Department     appropriations,     197( 

authorization  - 
hearings,  05440 
documents      related      to      health      manpowt 

planning,  bibliography,  02712 
effects  of  task  delegation  on  requirements  f< 

selected     health     manpower     categorie: 

05901 
environmental   organization   change   and   mai 

power  planning  in  Ohio,  09326 
executive  manpower  in  Federal  service,  0020* 
executive  manpower,  bibliography,  01806 
expenditures  and   manpower  requirements  f< 

selected  Federal  programs,  05993 
factbook   for   estimating    manpower   needs 

Federal  programs,  05989 
Federal  civilian  manpower  statistics,  month 

release,  04232 
fostering  growing  need  to  learn,   monograpl 

and  annotated  bibliography  on  health  ma 

power,  05899 
health  manpower,  1974  — 
hearings,  05532,  11598 
Health  manpower  act- 
report,  05101 
health  manpower  programs- 
hearings,  05204 
health    resources    statistics,   health    manpow 

and  health  facilities,  01393 
implementing        comprehensive         manpow 

legislation,  07295 
labor,   manpower  and  price   statistics  traini 

program   for   statisticians  and   economii 

of  other  countries,  06000 
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manpower  management  review  program, 
Federal  Aviation  Administration,  09512 

manpower  program  coordination,  special  re- 
port, 08228 

manpower  programs,  new  role  for  States  and 
localities,  05978 

manpower  projections  for  Nassau-Suffolk 
area,  06003 

manpower  R&D  monograph,  02882,  06057, 
12690 

manpower  requirements  report  for  fy  1976, 
Defense  Department,  11872 

manpower  research  monograph,  06058 

manual  of  Navy  enlisted  manpower  and  per- 
sonnel classifications  and  occupation  stan- 
dards, Navy  enlisted  classifications,  08321 

national  emergency  standby  regulations  and  in- 
structions, FPM  supplement,  03879 

national  survey  of  manpower  utilization  and 
future  needs  of  firms  engaged  in  manufac- 
ture of  water  and  wastewater  equipment 
and  supplies,  00949 

report  of  the  President  - 
document  edition,  08755 

self-evaluation  of  CETA  manpower  programs, 
guide  for  prime  sponsors,  11951 

some  facts  relating  to  manpower  implications 
of  ecological  issues,  06033 

some  manpower  perspectives  for  teachers, 
06034 

some   manpower  perspectives   on   New   York 

State  economy,  06035 
lanpower  Administration: 

directory  of  related  committees,  12688 

Employment  Service  technical  report,  01267-9 

index  to  publications,  06054 

JCH  series,  05976 

MA  handbook  series,  12689 

manpower  R&D  monograph,  02882,  06057, 
12690 

manpower  research  monograph,  06058 
fanufacturers,  see  Manufactures  and  manufac- 
turers, 
lanufactures  and  manufacturers: 

annual  survey  of  manufactures,  expenditures 
for  new  plant  and  new  equipment,  01775 

annual  survey  of  manufactures,  general 
statistics  for  industry  groups  and  indus- 
tries, 00104 

annual  survey  of  manufactures,  value  of 
manufacturers'  inventories,  01774 

annual  survey  of  manufactures,  value  of 
product  shipments,  00105 

basic  fertilizer  chemicals,  segment  of  fertilizer 
manufacturing  point  source  category,  ef- 
fluent limitations  guidelines  ,  12007 

building,  construction  and  paper  segment  of 
asbestos  manufacturing  point  source 
category,  effluent  limitations  guidelines, 
05687 

capacity  utilization  in  manufacturing,  quarterly 
averages,  seasonally  adjusted,  03495 

census,  area  series,  001 1 1 ,  04805 

census,  general  summary,  06595 

:ensus,  industry  series,  00112-9,  06592-3, 
10532 

l;ensus,  special  report  series,  00120-1,  06594 
Census,  subject  series,  00122,  06595-6,  10533 

Concentration  ratios  in  manufacturing,  00120 
"jlevelopment  document  for  effluent  limitations 
guidelines    and    new    source    performance 
*\        standards,  02451 

Economic  report,  price  and  profit  trends  in  4 
food  manufacturing  industries,  12258 


expenditures  for  plant  and  equipment,  census 
of  manufactures,  10533 

farm  building  contractors  and  manufacturers, 
their  role  in  midwest  farm  construction, 
09630 

Federal  supply  code  for  manufacturers,  ex- 
cluding United  States  and  Canada,  03891 

Federal  supply  code  for  manufacturers,  United 
States  and  Canada,  code  to  name,  03892 

Federal  supply  code  for  manufacturers.  United 
States  and  Canada,  name  to  code,  03893 

financial  report  for  manufacturing,  mining,  and 
trade  corporations,  quarterly,  04445 

flat  glass,  segment  of  glass  manufacturing 
point  source  category,  effluent  limitations 
guidelines,  09344 

FTC  statistical  report  on  mergers  and  acquisi- 
tions, 02572 

handbook  and  standard  for  manufacturing 
safer  consumer  products,  11635 

insulation  fiberglass  manufacturing  segment  of 
glass  manufacturing  point  source  catego- 
ry, effluent  limitations  guidelines,  05688 

large  mergers  in  manufacturing  and  mining, 
02580 

lead  segment  of  nonferrous  metals  manufac- 
turing, proposed  effluent  limitations 
guidelines,  05689 

machinery  manufacturing  industry  wage  sur- 
vey and  other  industry  studies,  list,  07984 

major  industrial  product  sectors,  tariffs  and 
other  trade  barriers,  10343 

major  inorganic  products  segment  of  inorganic 
chemicals  manufacturing  point  source 
category,  effluent  limitations  guidelines, 
12008 

major  organic  products  segment  of  organic 
chemicals  manufaturing  point  source 
category,  effluent  limitations  guidelines, 
09345 

manufacturer's  salesworkers,  employment  out- 
look, 09975 

manufacturers'  inventory  and  sales  expecta- 
tions, current  industrial  reports,  03691 

manufacturers'  pollution  abatement  capital  ex- 
penditures and  operating  costs,  00167 

manufacturers'  shipments,  inventories,  and  or- 
ders, current  industrial  reports,  03662 

manufacturing  interior  furniture  parts,  02634 

mergers  and  acquisitions,  acquired  large  manu- 
facturing establishments,  01788 

minor  industrial  product  sectors,  tariffs  and 
other  trade  barriers,  10344 

national  survey  of  manpower  utilization  and 
future  needs  of  firms  engaged  in  manufac- 
ture of  water  and  wastewater  equipment 
and  supplies,  00949 

nongovernment  organization  codes  for  military 
standard,  contract  administration 

procedures  MILSCAP  United  States  and 
Canada,  code  to  name,  09132 

parts  manufacturer  approvals,  12132 

phosphorus  derived  chemicals  segment  of 
phosphate  manufacturing  point  source 
category,  effluent  limitations  guidelines, 
05690 

primary  aluminum  smelting,  subcategory  of 
aluminum  segment  of  nonferrous  metals 
manufacturing  point  source  category,  ef- 
fluennt  limitations  guidelines,  09347 

report  of  Federal  Trade  Commission  on  rates 
of  return  in  selected  manufacturing  indus- 
tries, 02575,  12260 
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secondary  aluminum  smelting  subcategory  of 
aluminum  segment  of  nonferrous  metals 
manufacturing  category,  effluent  limita- 
tions guidelines,  09348 

significant  organic  products  segment  of  or- 
ganic chemical  manufacturing  point  source 
category,  07543 

smelting  and  slag  processing  segment  of  fer- 
roalloy manufacturing  point  source 
category,  effluent  limitations  guidelines, 
09349 

soap  and  detergent  manufacturing  point  source 
category,  effluent  limitations  guidelines, 
09350 

synthetic  resins  segment  of  plastics  and 
synthetic  materials  manufacturing  point 
source  category,  effluent  limitations 
guidelines,  09351 

water  use  in  manufacturing,  00121 

work  clothing   manufacturing  industry,   wages 
and  demographic  characteristics,  05995 
Manufacturing,  see  Manufactures  and  manufac- 
turers. 
Manuscripts: 

manuscript      holdings      of      military      history 
research  collection,  08004 
MAP  (military  assistance  program),  see  Military 

aid. 
MAPAD    (military    assistance    program    address 

directory),  see  Military  aid. 
Maple: 

physical  characteristics  of  seasoning  discolora- 
tions  in  sugar  maple  sapwood,  01071 

poles,  fertilizing  and  thinning,  preliminary 
results,  12311 

soft  maple  volume  tables  for  furniture-type, 
flat,  4/4-inch  dimension  from  small  low- 
quality  trees,  09637 

sugar  maple  sap  volume  increases  as  vacuum 
level  is  increased,  02611 

sugar  maple  softwood  cuttings,  shoot  size  sig- 
nificantly affects  rooting  response,  05830 
Maple  sirup: 

replacement  of  sugar  syrup  with  high-fructose 
syrup  in  imitation  maple  syrup,  10495 
Maps  and  charts: 

Air  Force,  aeronautical  charts,  latest  editions, 
04114 

American  ephemeris  and  nautical  almanac, 
08320 

catalog  of  copyright  entries,  02324 

daily  weather  map,  explanation,  09318 

flood  maps  for  California  through  1974,  index, 
05880 

Geography  and  Map  Division,  Library  of  Con- 
gress, guide  to  collections  and  services, 
06047 

Geological  Survey  reports  and  maps  released 
only  in  open  files,  list,  05874 

Gros  Ventre  Ranger  District,  12297 

ground  conductivity  in  United  States,  FCC 
figure  M3,  estimated  effective,  09515-6, 
12140 

H-alpha  synoptic  charts  of  solar  activity  dur- 
ing first  year  of  solar  cycle  20,  05678 

H-alpha  synoptic  charts  of  solar  activity  for 
period  of  Skylab  observations,  11994 

Loa  Ranger  District,  12300 

maps  and  atlases,  catalog  of  copyright  entries, 
00713 

maps  and  mapping,  selected  bibliography, 
12431 

National  Cartographic  Information  Center 
newsletter,  04251 


National   Ocean    Survey,    aeronautical   charts, 

dates  of  latest  editions,  03727 
national    parks    of    United    States,    map    and 

guide,  08298 
selected  interest  &  exchange  rates,  weekly  se- 
ries of  charts,  04503 
synoptic  weather  maps,  daily  series,  03715 
system  to  geometrically  rectify  and  map  air- 
borne   scanner    imagery    and    to    estimate 
ground  area,  06156 
Twin  Falls  Ranger  District,  12333 
United  States  maps  GE  series,  10581 
universal  mapping  code,  7  1/2-minute  quadran- 
gle identification  system,  03351 
world  maps  on  August  epicycloidal  conformal 
projection,  01457 
Marais  Des  Cygnes  River: 

flood        plain        information,        Ottawa        to 
Osawatomie,  Kans.,  09293 
Marble: 

setter,  employment  outlook,  09982 
Margins  (securities)  trading,  see  Securities. 
Mariana  Islands: 

Commonwealth  of  Northern  Mariana  Islands, 
convenant  to  establish  - 
hearings,  00683,  11530 
proposal,  00330 
report,  11384 
Maricopa,  Calif.: 

land       subsidence       due       to       ground-water 
withdrawal,    Arvin-Maricopa   area,   Calif., 
07839 
Marihuana: 

marihuana  and  question  of  personnel  security, 
11585 
Marine  accidents: 

boating       accident       investigation        seminar 

proceedings,  00233 
man  overboard  system  feasibility  study,  00244 
marine  casualty  report,  01478-87,  08314-5 
waterborne    debris    in    marine    pollution    in- 
cidents, 06666 
Marine  aids,  see  Navigation. 
Marine  Corps: 

appointment   of    Marine   Corps   officer   to   be 
Assistant      Commandant      in      grade      of 
general  - 
report,  07162,  11011 
bicentennial  medals,  striking - 

law,  01853 
challenges  in  leadership,  text  for  U.S.  Marine 

Corps  Junior  ROTC,  12694 
Civil  War  Marine,  diary  of  Red  River  expedi- 
tion, 1864,  06068 
commemoration  of  200th  anniversary - 

report,  00636 
correspondence    manual,    HQMC    supplement, 

06442 
disability  retirement  of  Earl  E.  Anderson - 

hearings,  11067 
Fleet    Marine    Force    manual    FMFM    series, 

01272-3,  06069-70,  12695-6 
infantry  regiment.  Fleet  Marine  Force  manual, 

06070 
Joseph  Henry  Pendleton,  1860-1942,  register  of 

his  personal  papers,  02884 
leadership    in    action,    text    for    U.S.    Marine 

Corps  junior  ROTC,  01274 
Marine  Corps   historical  publications  catalog, 

02885 
Marine  division,   Fleet  Marine  Force  manual, 

02883 
marine  rifle  squad,  12695 

one  hundred  eighty  landings  of  Marines,  1800- 
1934,  06071 
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travel  regulations,  04099,  07395 
Marine  Corps  Reserve: 

reserve  marine  (periodical),  04471 
Marine  Corps,  Navy: 

Fleet    Marine    Force    manual    FMFM    series, 
02883 
Marine  EcoSystems  Analysis  Program: 

MESA  report,  08264 
Marine  engineering: 
ocean     technology     &     engineering,     weekly 

Government  abstracts,  04710 
shipbuilding  technology  in  developing  offshore 
equipment     to    exploit     riches    of    world 
ocean,  USSR  study,  07924 
Marine  environment,  see  Environment. 
Marine  fauna: 

new  species  of  marine  mollusks  from  Pitcairn 

Island  and  Marquesas,  01556 
see  also  Benthos. 
Marine  insurance: 

marine  insurance  industry,  report,  12702 
Marine  invertebrates,  see  Marine  fauna. 
Marine  Mammal  Commission: 
appropriations,  1975- 

report,  08826-7 
appropriations,  1976- 
hearings,  07196 
law,  01856 
Marine  phytoplankton,  see  Phytoplankton. 
Marine  pollution,  see  Water  pollution. 
Marine  resources  conservation: 

Emergency  marine  fisheries  protection  act  of 
1975- 
hearings,  02260,  02274 
report,  07114,  07134 
Marine    protection,    research    and    sanctuaries 
act,  amend - 
hearings,  02085,  07229 
report,  00396,  00586 
NASA    earth    resources    survey    symposium, 
proceedings,  08133 
Marine  Safety  Council: 

proceedings,  04423 
Marine   sanctuaries,  see  Marine   resources  con- 
servation. 
Marine  science,  see  Oceanography. 
Marine  water  pollution,  see  Water  pollution. 
Marines,  see  Marine  Corps. 
Marion  County,  Fla.: 

soil  survey  report,  08388 
Marion  County,  Ind.: 

floods.  Buck  Creek,  and  Grassy  Creek,  09227 
Marital  status,  see  Marriage. 
Maritime  Administration: 
appropriations,    1974   supplemental,   authoriza- 
tion- 
report,  08986 
annual  report,  06072 
appropriations,  1975,  authorization  - 
law,  08742 
report,  07085 
appropriations,  1976  and  1977,  authorizations - 

hearings,  05468 
government  support  of  shipbuilding  industrial 

base,  GAO  report,  07800 
hightlights  of  MarAd  port  activities,  03996 
index  of  current  regulations,  01277 
press  releases,  04375 
publications,  07998 

lantime  Consultative  Organization,  Intergovern- 
mental, see  Intergovernmental  Maritime 
Consultative  Organization. 


Maritime  education: 

safety  at  sea  education - 
hearings,  1 1 171 
Maritime      industry,      see      Merchant      marine- 
Shipping. 
Maritime  law: 

Geneva.   3rd  United  Nations  Law  of  the  Sea 
Conference - 
hearings,  00661 
report,  00673 
Law  of  Sea  Conference - 

report,  05487 
Law  of  Sea  Conference,  status  report- 
hearings,  07275 
Maritime  navigation,  see  Navigation. 
Maritime  services,  see  Shipping. 
Maritime  Subsidy  Board: 

index  of  current  regulations,  01277 
operating-differential  subsidy,  12701 
Markers: 

bands,    markers,    plates,    and    signs.    Federal 
item  identification  guide,  00753,  11725 
Market  research: 

measuring   markets,   guide   to   use   of   Federal 
and  State  statistical  data,  02400 
Marketing,  see  Markets  and  marketing. 
Marketing  research: 

international    market    study,    foreign    markets, 
export  information,  and  procedures,  12574 
Markets  and  marketing: 

broiler  marketing  facts,  03473 

Canada's     export     market     development     for 

agricultural  products,  05600 
Christmas   tree   harvesting   and   marketing   for 

Pacific  Northwest  growers,  12303 
consumer  and  marketing  reserves- 
hearings,  07185 
country  market  survey,  CMS  (series),  03623 
current  housing  market  situation,  05793 
econometric  analysis  of  consumer  credit  mar- 
kets in  United  States,  01401 
evaluation  of  2   shell  egg  marketing  systems, 

01663 
fair  marketing  of  petroleum  products - 

hearings,  11507 
Farmer-to-consumer  direct  marketing  act- 

report,  01988 
farmer-to-consumer     direct      marketing,      en- 
courage and  assist,  02017 
fertilizer   marketing   system    in    South   Korea, 

03349 
fire-cured  and  dark  air-cured  tobacco  market 

review,  04736 
food  market  structure  and  marketing  costs - 

hearings,  05425 
foreign  market  reports,  index,  04060 
global  market  survey,  09931 
grain   and  other   commodities,   small  business 
problems    involved    in    marketing    report, 
08843 
intermodal      transport      of      frozen      poultry 

products  to  overseas  markets,  00031 
international    market    study,    foreign    markets, 
export  information,  and  procedures,  12574 
livestock  marketing - 

hearings,  00645,  11463 
market  profiles  for  Africa,  07437 
market  profiles  for  Asia  and  Oceania,  11921 
market  profiles  for  Far  East,  09186 
market     profiles     for     western     Europe     and 

Canada,  11922 
marketing  agreements  and  orders  for  fruits  and 

vegetables,  06533 
marketing  and  transportation,  04194 
marketing  bulletin,  00029 
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marketing  California  raisins,  00029 

marketing  challenge,  distributing  increased 
production  in  developing  nations,  11942 

marketing  in  Algeria,  05591 

marketing  in  Belgium/Luxembourg,  09183 

marketing  in  Botswana,  07439 

marketing  in  Cameroon,  00819 

marketing  in  Denmark,  09175 

marketing  in  Federal  Republic  of  Germany  and 
West  Berlin,  00818,  02409 

marketing  in  Greece,  09187 

marketing  in  Hong  Kong,  00820 

marketing  in  India,  07441 

marketing  in  Israel,  05592 

marketing  in  Italy,  02402,  11925 

marketing  in  Korea,  11917 

marketing  in  Malaysia,  11918 

marketing  in  Pakistan,  05589 

marketing  in  Philippines,  00816 

marketing  in  Saudi  Arabia,  11920 

marketing  in  South  Africa,  09181 

marketing  in  Swaziland,  11919 

marketing  in  Sweden,  09182 

marketing  in  Taiwan,  07438 

marketing  in  Yugoslavia,  09174,  11923 

marketing  losses  of  selected  fruits  and  vegeta- 
bles, 01662 

marketing  practices  and  price  spreads  for 
sugar,  1960-72,  04743 

marketing  research  report,  00030-3,  01662-3, 
04748,  06524,  10395-7 

marketing  research  workers  employment  out- 
look, 09954 

minority  markets,  02401 

national  market  system,  establish  - 
hearings,  00482 

national  transit  marketing  conference, 
proceedings,  03370 

Near  East  and  North  Africa,  report  to  U.S. 
business,  07886 

petroleum  market  shares,  historical  report  on 
refiners  and  importers  of  motor  gasoline, 
12149 

profits  in  wood  products  marketing,  simple 
technique  to  increase,  09673 

protein  supplement  health  hazards  and  market- 
ing deceptions,  02574 

recycled  materials  markets,  12098 

regional  markets  in  Southeast  Asia,  Singapore, 
Indonesia,  Malaysia,  00822 

Riceland  Foods,  innovative  cooperative  in  in- 
ternational market,  02486 

Saudi  Arabia  market,  guide  for  U.S.  business- 
men, 09932 

study  of  vapor  control  methods  for  gasoline 
marketing  operations,  00960-1 

sugar  marketing  situation,  review  - 
hearings,  00448 

terms  used  in  Federal-State  market  news  re- 
ports, glossary,  04735 

trends  in  wastepaper  exports  and  their  effects 
on  domestic  markets,  00953 
Markov  processes: 

Markovian  model  for  assessment  of  personnel 
hiring  plans,  12822 
Marquesas  Islands: 

new  species  of  marine  mollusks  from  Pitcairn 
Island  and  Marquesas,  01556 
Marriage: 

amending    marriage    license    requirement    that 
applicant's    race   be   included   on   applica- 
tion- 
report,  05328 


marital  and  family  characteristics  of  workers, 

07990 
marital  status  and  living  arrangements,  06621 
marital  status  and  living  arrangements,  popula- 
tion characteristics,  00173 
marriage    licenses,    Canal    Zone    issuance    and 
recording,    transfer   functions    from   Clerk 
of   United   States   District  Court  to  Civil 
Affairs   Director  of  Canal  Zone  Govern- 
ment- 
law,  04883 
vital  statistics  of  United  States,  06313,  12914 
Marrow: 

system    for    estimation    of    mean    active    bone 
marrow  dose,  01525 
Mars  (planet): 

saltation    on    Mars    and    expected    lifetime    of 
Viking  75  wind  sensors,  02968 
Marshall  Space  Flight  Center: 

MSFC  Skylab  Apollo  telescope  mount  experi- 
ment systems  mission  evaluation,  10124 
MSFC    Skylab    attitude    and    pointing   control 

systems  mission  evaluation,  12814 
MSFC  Skylab  corollary  experiment,  10122 
MSFC  Skylab  orbital  workshop,  10123,  12811- 

3 
NASA/MSFC  multilayer  diffusion  models  and 

computer  programs,  version  5,  12771 
organization  handbook,  06252 
Marshals: 

deputy  U.S.,  reclassification  of  positions - 
veto,  04949 
Marshes: 

salt    marsh    establishment    and    development, 
00871 
Martin  City,  Mo.: 

railroad    accident    investigation    summary    re- 
port, 01540 
Martin  County,  Tex.: 

soil  survey  report,  08382 
Martin  Marietta  Aerospace: 

wage  chronology,  Martin  Marietta  Aerospace 
and   auto   workers,   Mar.   1944-Nov.   1975, 
12666 
Martinez,     Hilario     A.,     see     Aguirre-Martinez, 

Hilario. 
Martinez,  Marica  D.C.A.: 

relief,  10872 
Martinique: 

background  notes,  01586 

economic    trends    and    their    implications  for 
United  States,  09913 
Martis  Creek: 

flood      plain      information,     Truckee     River, 

Truckee,  Calif.,  05643 
floods,  Truckee  River,  Truckee,  Calif.,  09292 
Maryland: 

area      wage      survey,       Washington,      D.C., 

metropolitan  area,  01237 
census  of  retail  trade,  major  retail  centers  in 
standard     metropolitan     statistical     areas, 
06608 
climatological  data,  03535 

implementation    plan    review    as    required    by 
Energy    supply    and    environmental    coor- 
dination act,  05729 
landings,  fish  and  shellfish,  04195 
local   sources   of   black   walnut   recommended 

for  planting,  09643 
mineral  industry,   Minerals  yearbook  chapter, 

06103 
population  estimates,  counties         and 

metropolitan  areas,  04824 
precipitation  data,  hourly,  04018 
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remote  sensing  report,   Baltimore  Harbor  and 

Wicomico  River  Basin,  Maryland,  09462 
tropical    storm    Agnes,    June    1972,    basins    of 
Susquehanna    and    Potomac     Rivers    and 
Maryland  portions  of  Chesapeake  Bay  and 
Atlantic  Coast,  09301 
water  resources  data,  12441-3 
Maryland  (vessel): 

marine  casulaty  report,  01481 
Maryland  Medical-Legal  Foundation: 

multidisciplinary  accident  investigation,  10210 
Marzano,  Marisa: 

relief,  10830 
Masonry: 
maintenance     and     repair     of     concrete     and 

masonry  structures,  05615 
waterproofing     materials     for    prevention     of 
windblown       rain       penetration       through 
masonry  walls,  05618 
Masons: 

cement  masons,  employment  outlook,  09984 
stonemasons,  employment  outlook,  09982 
Mass  (chemistry): 

reacting     viscous-shock-layer     solutions     with 
multicomponent  diffusion  and  mass  injec- 
tion, 10181 
Mass  (physics): 

mass  distribution  of  orbiting  man-made  space 

debris,  08170 
measurement  of  opacity  and  mass  concentra- 
tion of  particulate  emissions  by  transmis- 
sometry,  05710 
theoretical    monochromatic-wave-induced    cur- 
rents in  intermediate  water  with  viscosity 
and  nonzero  mass  transport,  08141 
Mass  media,  see  Communications. 
Mass  spectrometers,  see  Chromatography-Spec- 

trometers. 
Mass  spectrometry,  see  Spectrometry. 
Mass  transit,  see  Local  transit. 
Massachusetts: 
assessment  of  impact  of  NOW  accounts- 
hearings,  07207 
census  of  mineral  industries,  10534 
census  of  retail  trade,  area  statistics,  06600 
census    of    selected    service    industries,    area 

statistics,  08625 
changes  in  nomenclature  of  upper  Precambrian 
to    lower     Paleozoic     (?)     formations     in 
Natick    quadrangle,    eastern    Mass.,    and 
their  tentative  correlations   with  rocks  in 
Rhode  Island  and  Connecticut,  07831 
child  support  payments  control,  how   they  do 
it,  illustrations  of  practice   in  administra- 
tion of  AFDC,  10517 
East  Brimfield  and  Westville  Reservoirs,  quan- 
tity  and   value   of   water   supply   storage, 
Quninebaug  River,  10249 
landings,  fish  and  shellfish,  04196 
mineral    industry.    Mineral    yearbook    chapter, 

01304 
national  cemetery,  establish- 

report,  01982 
national  electric  rate  book,  12182 
problems  in  filling  job  orders  and  placing  job 

applicants,  GAO  report,  07727 
stratigraphic    and    structural    relationships    of 
Brimfield  Group  in  northeast-central  Con- 
necticut     and      adjacent      Massachusetts, 
07828 
water  resources  data,  09817 
Massachusetts  Avenue: 

architecture,  Washington,  D.C.,  02583 


Matagorda  Island,  Tex.: 

support  of  hunting  and  fishing,  GAO  report, 
07741 
Matches: 

matches  and  lighters,  fact  sheet,  11632 
Materials: 

application  of  field  available  materials  to  for- 
tifications, 09314 

compilation,  06196 

crack  propagation  at  interface  between  two 
dissimilar  media,  characteristics,  06428 

demolition  materials.  Federal  item  identifica- 
tion guide,  07367 

electrical  insulators  and  insulation  materials. 
Federal  item  identification  guide,  07394 

energy  and  raw  material  potentials  of  wood 
residue  in  Pacific  Coast  States,  09613 

for  oxygenated  wastewater  treatment  plant 
construction,  09449 

freight  rates  for  recyclable  materials - 
hearings,  05199 

leaky  shower  rooms,  problems,  repair 
methods,  materials,  and  equipment,  09236 

materials  acceptable  for  use  on  telephone 
systems  of  REA  borrowers,  list,  03105 

materials  sciences,  weekly  Government  ab- 
stracts, 04706 

materials  shortages - 
hearings,  07255 
report,  02281 

need  for  national  materials  policy - 
hearings,  00698 

plastic  scintillators  for  detecting  prompt 
gamma  rays  in  continuous  analysis  of  bulk 
materials,  10083 

problems  and  legislative  opportunities  in  basic 
materials  industries,  07034 

products  and  materials  shortages  research  and 
development - 
hearings,  05465 

recycled  materials  markets,  12098 

science,  USSR  and  East  Europe  scientific  ab- 
stracts, 04654 

sciences  programs,  08611 

selected  materials  consumed,  census  of  manu- 
factures, 06596 

sensitized  materials,  photographic  and  copy- 
ing, Federal  item  identification  guide, 
02358 

shortages,  copper,  05492 

standard  reference  materials  and  meaningful 
measurements,  proceedings,  12875 

superconducting,  quarterly  literature  survey, 
04564 

synthetic  resins  segment  of  plastics  and 
synthetic  materials  manufacturing  point 
source  category,  effluent  limitations 
guidelines,  09351 

see  also  Strategic  materials. 
Materials  management: 

DIDS    materiel   management   decision   rule   ta- 
bles, 02340 
Materials  Policy,   National  Commission  on,  see 

National  Commission  on  Materials  Policy. 
Materiel    management,    see    Materials    manage- 
ment. 
Maternal  mortality,  i?<.Mothers. 
Mathematical  models: 

career  area  rotation  model,  01695 

catalyst  deactivation  in  hot-gas-recycle 
methanation  reactors,  mathematical 
model,  07503 

comparison  of  some  biased  estimation 
methods,  including  ordinary  subset  regres- 
sion, in  linear  model,  06239 
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HAR03  documentation,  computer  program  for 
modeling  water  quality  parameters,  09355 

mathematical  model  of  active  control  landing 
gear  for  load  control  during  impact  and 
roll-out,  12831 

mathematical  modeling  of  photochemical 
smog,  workshop,  05696 

mathematical  modeling  of  simulated 
photochemical  smog,  00913 

mathematical  simulation  of  smog  chamber 
photochemical  experiments,  0091 1 

mathematical  simulation  of  temperatures  in 
deep  impoundments,  06462 

numerical  model  for  predicting  effects  of  land- 
slide-generated water  waves,  09304 

numerical  model  for  prediction  of  transient 
water  quality  in  estuary  networks,  06384 

numerical  model  of  material  transport  in  salt- 
wedge  estuaries,  05881 

search  for  most  unstable  scales  of 
disturbances  in  three-layer  atmospheric 
models  with  shear  and  static  stability, 
procedure  and  results,  06382 

temperature  prediction  studies,  Columbia 
River  thermal  effects  study,  09335 

transient  gas  flow  in  vertically  fractured  reser- 
voir, combination  model  for  simulating, 
12717 

use  of  tow  sequencing  procedures  to  increase 
capacity  of  existing  lock  facilities,  analyti- 
cal model,  09309 
Mathematicians: 

employment  outlook,  09995 

transactions    of    20th    conference    of    Army 
mathematicians,  04769 
Mathematics: 

algorithm  for  general  class  of  routing  problems 
derived  from  Huygens'  principle,  12820 

algorithms  for  linear  array  beamforming  on 
AN/UYK-17  (XB-1)  (V)  signal  processing 
element,  evaluation,  06426 

basic  mathematics,  programmed  text,  09225 

comparison  of  some  biased  estimation 
methods,  including  ordinary  subset  regres- 
sion, in  linear  model,  06239 

development  and  evaluation  of  incident  detec- 
tion algorithms  on  electronic  detector 
systems  on  freeways,  08462 

employment  outlook  for  mathematics  occupa- 
tion, 09995 

four-dimensional  guidance  algorithms  for  air- 
craft in  air  traffic  control  environment, 
06229 

mathematical  sciences,  journal  of  research, 
04105 

national  assessment  of  educational  progress, 
consumer  math,  selected  results  from  first 
national  assessment  of  mathematics,  12898 

national  assessment  of  educational  progress, 
first  national  assessment  of  mathematics, 
12897 

projects  in  higher  education,  08308 

tables  of  collision  integrals  and  second  virial 
coefficients  for  [m,6,8]  intermolecular 
potential  function,  06289 

timeline  algorithm  for  astronomy  missions, 
06220 

transformation  method  for  constrained-func- 
tion minimization,  02964 

USSR  and  East  Europe  scientific  abstracts, 
04655 

see  also  Equations-Numerical  calculations-Su- 
perposition (mathematics)- Variables 
(mathematics). 


Mathews,  Forrest  D.: 
nomination - 
hearings,  07235 
Matrices  (mathematics): 

matrix    form   of   computing   and   programming 
problems  in  structural  mechanics  on  com- 
puters, USSR  study,  12602 
Matrimony  Creek: 

Floods,  Dan  River,  Smith  River,  Eden,  N.C., 
09257 
Mats: 

evaluation  of  Dow  Chemical  Company  ex- 
truded aluminum  2-piece  2-  by  12-ft.  land- 
ing mat  (MX18-D),  05668 
installation  of  heavy-duty  truss-web  extruded 
aluminum  airfield  landing  mat,  errata, 
05665 
Mattamuskeet  Wilderness: 

proposal,  00290 
Mattresses: 

current  industrial  reports,  03663 
Mattresses  (hydraulic  engineering): 

evaluation   of   alternate   wire   fabric    materials 
for  articulated  concrete  mattresses,  07530 
Maturation  (psychology): 

Goodenough-Harris  drawing  test  as  measure  of 
intellectual  maturity  of  youth,  10195 
Mauritania: 

background  notes,  06480 
Mayaguez  (S.S.): 

use  of  U.S.  military  forces  in  recovery,  10748 
war   powers,    test   of   compliance    relative   to 
Mayaguez  incident- 
hearings,  00479 
Mayaguez,  Puerto  Rico: 

soil  survey  report  of  area,  08383 
Mayfield  Creek: 

flood  plain  information,  05634 
floods,    Mayfield,    Ky.,    watershed,    how    to 
avoid  damage,  09262 
Mayfield,  Ky.: 

flood  plain  information,  Mayfield  Creek,  05634 
floods,    Mayfield    Creek    watershed,    how    to 
avoid  damage,  09262 
McAdams,  Francis  H.: 
nomination - 
hearings,  11505 
McCammon,  Idaho: 

and  vicinity,  floods,  Portneuf  River,  00883 
McCracken  County,  Ky.: 

soil  survey  report,  13095 
McGuire  Air  Force  Base,  New  Jersey: 

Air  Force   should  review  contracting  out  for 
services,  GAO  report,  12341 
Mclntire,  Clifford  G.: 
nomination - 
hearings,  11505 
Mclntyre,  Carl  H.: 
nomination - 
hearings,  07232 
McKay  Dam: 

reauthorize  and  modify- 
hearings,  02297 
McNamara,  Robert  S.: 

from  Root  to  McNamara,  Army  organization 
and  administration,  1900-63,  12707 
Meadows: 

shorthair    meadows    in    high    Sierra    Nevada, 
hypothesis  of  their  development,  09700 
Meals,  see  Food. 
Measurements: 

advances  in  measurement  of  rf  power  and  at- 
tenuation using  SQUIDS,  03007 
automated  pilot  aptitude  measurement  system, 
01696 


Page  1-450 


Do  not  order  from  index;  see  indicated  entry 


January-June  1976 


Measurements  -  Con. 

gage  block  measurement  process  using  single 
wavelength  interferometry,  03003 

improved  electrical  resistivity  field  system  for 
shallow  earth  measurements,  06131 

integrated  circuit  processing  and  assembly, 
measurement  problems,  06281 

ionospheric  measurements,  10184 

Laser  Doppler  System  for  aircraft  trailing, 
vortex  tracking,  and  measurement,  06255 

low-cost  counter  assembly  for  current-meter 
measurements,  09658 

lumped  parameter  umpedance,  metrology 
guide,  10188 

mass  spectrometer  measurements  of  thermo- 
spheric  density,  new  approach,  06223 

measurement  assurance  program,  case  study, 
length  measurements,  08200 

measurement  technology,  compilation,  12783 

measuring  respiratory  rates  and  volumes  of  ex- 
perimental swine,  08513 

microwave  attenuation  measurement  system, 
series  substitution,  06293 

NBS/AID/OAS  workshop  on  standardization 
and  measurement  services  in  industrializ- 
ing economies,  report,  01378 

noise  performance  factors,  metrology  guide, 
12866 

ozone  measurement  systems  improvement  stu- 
dies, 06226 

procedures  for  measurement  in  stratified 
gases,  05706 

species  trials  at  Waiakea  Arboretum,  tree  mea- 
surements in  1970,  09671 

standard  reference  materials  and  meaningful 
measurements,  proceedings,  12875 

techniques  and  standards  of  electromagnetic 
quantities  from  DC  to  millimeter-wave 
frequencies,  abstracts  of  selected  articles, 
03766 

total  ozone  at  White  Sands  Missile  Range, 
N.Mex.,  04770 

upper-bound  errors  in  far-field  antenna 
parameters  determined  from  planar  near- 
field  measurements,  03008 

vapor-measuring  devices  for  liquefied  petrole- 
um gas,  examination  manual  for  weights 
and  measures  officials,  08198 

water  vapor  measurements  over  eastern 
Pacific  Ocean  at  180-millibar  pressure 
level,  06430 

see  also  Electric  measurements. 
Measures,  see  Metric  system-Weights  and  mea- 
sures. 
Measuring  instruments: 

craftsmens  measuring  tools,  Federal  item 
identification  guide,  11838 

humid  measure-control,  pressure,  temperature, 
instruments,  Federal  item  identification 
guide,  11797 

liquid  and  gas  flow,  liquid  level,  and  mechani- 
cal motion  measuring  instruments,  Federal 
item  identification  guide,  11782 

measurement  technology,  compilation,  12783 

see  also  Electric  measuring  instruments-Elec- 
tromagnetic measurements-Electronic 
measuring  instruments. 
Measuring  tools,  see  Measuring  instruments. 
Measuring  wires: 

hot-wire    anemometry    in    hypersonic    helium 
now,  10131 
Meat: 

chemical  compounds  authorized  for  use  under 
USDA  meat,  poultry,  rabbit,  and  egg 
products  inspection  programs,  list,  01714 


domesticated  rabbit  meat  inspection - 
report,  01991 

Federal  meat  and  poultry  inspection,  10473 

foreign  agriculture  circulars,  03939 

grading  standards,  review  - 
hearings,  06903 

industry  wage  survey,  meat  products.  Mar. 
1974,  12668 

issuances  of  meat  and  poultry  inspection  pro- 
gram, 04097 

livestock  and  meat  situation,  04172 

market  news,  weekly  summary'  and  statistics, 
04173 

meat  and  poultry  inspection  manual,  04199 

meat  and  poultry  inspection  regulations,  04200, 
10476 

meat  products  industry,  collective  bargaining 
summary,  07967 

meat  products,  census  of  manufactures,  00112 

Tenderer  segment  of  meat  products  and  render- 
ing processing  point  source  category,  ef- 
fluent limitations  guidelines,  05685 

rising  cost,  study  of  causes- 
hearings,  02012 

salmonella  in  raw  meat  and  poultry,  assess- 
ment of  problem,  GAO  report,  09763 

self-instructional  guide,  declared  count,  in- 
spection of  domestic  meat  and  poultry 
products,  01715 

statistical  summary,  Federal  meat  and  poultry 
inspection,  01717 

trade,  meat  imports,  agreement  with 
Dominican  Republic,  13136 

we    will    eat    more    meat,    not   less    (address), 
08583 
Meat  cutters: 

employment  outlook,  09963 
Meat  packing  plants,  see  Packing  industry. 
Mechanical  engineering: 

weekly  Government  abstracts,  04704 
Mechanical  engineers: 

employment  outlook,  12644 
Mechanical  equipment,  see  Machinery. 
Mechanical  Failures  Prevention  Group: 

MFPG,    detection,    diagnosis,    and    prognosis, 
08206 
Mechanical  lighters: 

matches  and  lighters,  fact  sheet,  11632 
Mechanical  mobility: 

measuring   soil   properties   in   vehicle   mobility 
research,  09315 
Mechanical  properties: 

comparative  thermal  fatigue  resistances  of 
twenty-six  nickel-  and  cobalt-base  alloys, 
01360 

compositional  effects  on  mechanical  properties 
of  hafnium  carbide  strengthened  molyb- 
denum alloys,  06210 

high-temperature  mechanical  properties  of  zir- 
conium-modified, precipitation- 
strengthened  nickel-30  percent  copper 
alloy,  10111 

mechanical  properties  of  23  species  of  eastern 
hardwoods,  02610 

relation  of  structure  to  mechanical  properties 
of  thin  thoria  dispersion  strengthened 
nickel-chromium,  TD-NiCr,  alloy  sheet, 
12827 

rock  mechanics   properties  of  typical  founda- 
tion rock  types,  summarizing  physical  and 
mechanical  tests,  10279 
Mechanical  samplers,  see  Samplers. 
Mechanics  (persons): 

air  conditioning,  refrigeration,  and  heating 
mechanics,  employment  outlook,  09998 
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development  of  USES  aptitude  test  battery  for 
production  mechanic,  tin  cans,  01268 

employment  outlook,  appliance  servicemen, 
09999 

employment  outlook,  automobile,  truck,  and 
bus  mechanics,  09997 

employment  outlook,  boat  motor  mechanics, 
motorcycle  mechanics,  12647 

employment  outlook,  bowling  pin  machine 
mechanics,  10000 

employment  outlook,  diesel  mechanics,  10040 

employment  outlook,  elevator  constructors, 
09987 

employment  outlook,  farm  equipment 
mechanics,  10003 

employment  outlook,  industrial  machining 
repairmen,  millwright,  10052 

employment  outlook,  optical  mechanics,  10001 

employment  outlook,  piano  and  organ  ser- 
vicemen, 12648 

employment  outlook,  vending  machine 
mechanics,  10009 

military  equipment  operators  and  mechanics 
standards,  10503 

national  apprenticeship  and  training  standards 
for  automobile  mechanic,  body  repairman, 
and  painter,  10477 

nineteen        seventy-five        annual        aviation 
mechanic  safety  awards  program,  07613 
Mechanics  (science): 

Greenhill's  formula  and  mechanics  of  cable 
hockling,  08329 

liquid  and  gas  flow,  liquid  level,  and  mechani- 
cal motion  measuring  instruments.  Federal 
item  identification  guide,  11782 

mechanics  of  cutting  and  boring,  11976 

Straight    Creek    Tunnel    site    and    pilot    bore, 
rock-mechanics  investigation,  09806 
Medals: 

commemorative      medals      and      bicentennial 
coinage - 
hearings,  02030 

commemorative,  J.  Edgar  Hoover- 
law,  08697 

Ethnic    heritage    bicentennial    commemorative 
medals  act- 
report,  02183 

President  of  United  States  to  present  medal  to 
Charles  E.  Yeager- 
law,  06721 
report,  11423 

striking  of  medals  in  commemoration  of  bicen- 
tennials  of   United   States   Army,   United 
States   Navy,   and   United    States   Marine 
Corps  - 
law,  01853 

see  also  Decorations  of  honor. 
Mediation,  see  Industrial  arbitration. 
Medicaid: 

better  controls  needed  for  health  maintenance 
organizations  under  Medicaid  in  Califor- 
nia, GAO  report,  07691 

improvements  needed  in  Medicaid  program 
management  including  investigations  of 
suspected  fraud  and  abuse,  GAO  report, 
07792 

long  term  care  under  medicaid,  trends - 
hearings,  11455 

long-term  care,  trends - 
hearings,  07184 

need  to  more  consistently  reimburse  health 
facilities  under  Medicare  and  Medicaid, 
GAO  report,  07721 

nursing  homes,  background  report,  02068 


Medical  assistance: 

financed  under  title  XIX  of  Social  security  act, 
04202 
Medical  care: 

allied  wartime  forces,  medical  care  for  certain 
members- 
report,  05021 
barriers  to  health  care  for  older  Americans - 

hearings,  09025-7,  11449 
deduction    for    medical    and    dental   expenses, 

02735 
economic  analysis  of  cooperative  medical  ser- 
vices in  People's  Republic  of  China,  05947 
management    of    civilian    health    and    medical 
program  of  uniformed  services  needs  im- 
provement, GAO  report,  01100 
medical  benefits  to  survivors  of  total  and  per- 
manent        service-connected         disabled 
veterans - 
report,  10970 
medical  care  expenditures,  prices,  and  costs, 

background  book,  01561 
medical  service,  radiologic  technology,  04760 
medical,    dental,    and    hospital    benefits    for 
veterans  with  service  since  Jan.  31,  1955, 
03372 
national     ambulatory     medical     care     survey, 

08224 
national     ambulatory     medical     care     survey, 

symptom  classification,  08217 
outpatient  health  care  in  inner  cities,  its  users, 
services  and  problems,  GAO  report,  05860 
questions  and  answers  concerning  Foreign  Ser- 
vice medical  program,  13117 
report  of  military  health  care  study,  11879-80 
specialized    medical   services,   better   planning 
and  management  needed  by  Veterans  Ad- 
ministration to  improve  use,  GAO  report, 
09767 
standards  for  good  medical  care,  01565 
urban   emergency    medical   service    in   city   of 

Leningrad,  05949 
USHBP,    uniformed    services    health    benefits 

program,  including  CHAMPUS,  06569 
see  also  Health  insurance-Medicaid. 
Medical  centers: 

Walter   Reed   Army   Medical  Center  progress 
notes,  04667 
Medical  certificates: 

medical    standards    and    certification.    Federal 

aviation  regulations,  12123 
reviewing  and  acting  on,  FPM  manual  supple- 
ment, 03866 
Medical  Corps,  Army: 

handbook  of  procedures  for  MUST  laboratory, 

06582 
medical  training  in  World  War  II,  04797 
Medical  Department  (Army),  see  Army  Medical 

Department. 
Medical  Department,  Navy: 

manual  of  Medical  Department,  06073 
Medical   devices,    see   Medical   instruments   and 

apparatus. 
Medical  education,  see  Medicine. 
Medical  equipment,  see  Medical  instruments  and 

apparatus-Medical  supplies. 
Medical  examiners: 

aviation,  directory,  00103 
Medical  facilities,  see  Health  centers-Hospitals. 
Medical  instruments  and  apparatus: 
census  of  manufactures,  00119 
devices,    pertinent    sections    of    Federal    food, 
drug,  and  cosmetic  act,  as  amended,  and 
Code    of    Federal    Regulations,    title    21, 
05820 
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medical  and  dental  assemblies,  kits,  sets,  and 
units,    Federal    item    identification    guide, 
02382 
medical  and   surgical  instruments,  equipment, 
and    supplies,    Federal    item    identification 
guide,  07364 
medical  device  amendments - 
hearings,  02073 
report,  02164 
Medical  insurance,  see  Medicare. 
Medical     Insurance     Trust     Fund,     Board     of 
Trustees    of     Federal    Supplementary,    see 
Board  of  Trustees  of  Federal  Supplementary 
Medical  Insurance  Trust  Fund. 
Medical  laboratories: 

standard   reference   materials,   description   and 
use  of  precision  thermometers  for  clinical 
laboratory,  SRM  933  and  SRM  934,  08201 
Medical  libraries,  see  Libraries. 
Medical  literature: 

bibliography  of  medical  reviews,  04056,  04222 
Medical  material,  see  Medical  supplies. 
Medical  Museum: 

Billings     microscope     collection     of     Medical 
Museum,     Armed     Forces     Institute     of 
Pathology,  09131 
Medical  occupations,  see  Medical  personnel. 
Medical  officers: 
continuation     pay     for     medical     officers     of 
uniformed   services  who  are  in  initial  re- 
sidency training- 
report,  05341 
medical  training  World  War  II,  04797 
uniformed   services,  revise   special  pay  struc- 
ture- 
report,  08787,  08842,  08846 
Medical  personnel: 
dream  unfulfilled,  Korean  and  Pilipino  health 

professionals  in  California,  04838 
effects  of  task  delegation  on  requirements  for 
selected     health     manpower     categories, 
05901 
geographic     analysis     of     physician     shortage 
areas  and  the  problem  of  specialty  maldis- 
tribution- 
hearings,  11598 
health   and   allied   health    professions   training 
programs,  revise  - 
hearings,  05532 
Health  manpower  act- 

report,  05101 
health  manpower  programs - 

hearings,  05204 
health  professions  educational  assistance  act- 
report,  09023 
medical  and  health  professionals  in  ACTION, 

Peace  Corps/VISTA.  00002 
medical  careers  in  Army  Reserve,  01724 
physican  shortage  areas  for  purposes  of  can- 
cellation   of    health    professions    student 
loans,  05903 
Medical  practice,  see  Medicine. 
Medical  radiology: 
medical    X-ray    photo-optical   systems   evalua- 
tion, proceedings,  01523 
see  also  Radiology. 
Medical  records: 

administrators,  technicians  and  clerks,  employ- 
ment outlook,  10020 
Medical  research  see  Medicine: 
Medical  schools: 
District      of      Columbia,      Federal      financial 
assistance,  extend  - 
hearings,  11518 


extension  of  District  of  Columbia  medical  and 
dental  manpower  act- 
report,  05016 
Medical  services,  see  Medical  care. 
Medical  Services  Bureau. 

chance  to  grow,  careers  for  nurses,  08000 
Medical  statistics: 

news  of  cooperative  health  statistics  system, 
04291 
Medical  supplies: 

hospital  and  medical  bags,  cases,  covers,  and 
pads,    Federal    item    identification    guide, 
11755 
USAF  medical  material,  directory  of  nonstock 
listed  material,  04764 
Medical  technicians: 

emergency  medical  technical  crash  victim  ex- 
trication training  course,  12931 
employment  outlook,  10016 
medical  and  dental  auxiliaries,  examination  an- 
nouncement, 01798 
Medical  technologists: 

and    assistant    occupations,    employment    out- 
look, 10016 
Medical  zoology,  see  Zoology. 
Medicare: 
amendments- 
law,  06724 
report,  01992,  07154 
annual  report,  00312,  08754 
benefits  used  under  medicare,  06471 
disability   beneficiaries  elegible   for  Medicare, 

06470 
efficiency  and  effectiveness  of  pt.  B  section  of 
medicare  program - 
hearings,  07251 
health  insurance  statistics,  HI  series,  06468-9, 

06471 
hospital  insurance  coverage  for  unemployed- 
hearings,  05476 
issues- 
hearings,  07057 
kidney  disease  benefits  program - 

hearings,  07053 
lengthy  delays  in  processing  of  overpayments 
under  part  A   of  Medicare  program   may 
result    in    losses    of    millions    of    dollars, 
GAO  report,  07825 
medicare,  health   insurance  for  the  aged,  par- 
ticipating providers,  06472 
need    to    more    consistently    reimburse    health 
facilities    under   Medicare    and    Medicaid, 
GAO  report,  07721 
number  of  persons  insured,  06469 
participating  health  facilities,  06468 
time  limitations,  background  material,  02106 
your  medicare  handbook,  13080 
Medicine: 

aerospace  medicine  and  biology,  bibliography, 

03393 
aging  research  program 

report,  08792 
Army  medical  research,  bibliography,  08610 
associate    training    programs    in    medical    and 
biological   sciences   at  National   Institutes 
of  Health,  08248 
bibliography      of      epidemiology,      preventive 

medicine  and  public  health,  06359 
China,  1973,  developments- 
hearings,  11597 
current  bibliography  of  epidemiology,  03629 
effect    of    mechanical    loads    on    destruction 
processes    of    medical    polyurethane    glue 
KL-3,  USSR  study,  02832 
FAA-AM  series,  01772,  10527 
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Family   practice  of  medicine  act,  deferral  of 

budget  authority,  11237 
Family   practice   of  medicine   act,   deferral  of 
funds  - 
proposal,  10712 
FDA  clinical  experience  abstracts,  03809 
index  medicus,  04056 
index  medicus,  abridged,  03378 
medical  handbook  for  pilots,  00969 
medical  research  in  Veterans'  Administration, 

05248 
medical  subject  headings,  04056 
medical  training  in  World  War  II,  Medical  De- 
partment, Army,  04797 
Navy,  statistics,  quarterly,  04542 
operation  of  VA  medical  program - 

hearings,  00515 
report  of  military  health  care  study,  1 1879-80 
safety    standards    for   research    involving    on- 

goenic  viruses,  06301 
space  biology  and  aerospace  medicine,  04532 
U.S.  Navy  medicine  (periodical),  04632 
undersea  medicine,  06078 
United      States-Japan      cooperative      medical 

science  program,  00328 
use     of     artificial     electromagnetic     fields     in 

medicine,  USSR  study,  07888 
use  of  vestibular  tests  in  civil  aviation  medical 
examinations,    survey    of    practices    and 
proposals  by  aviation  medical  examiners, 
10527 
USSR,  Academy  of  Medical  Sciences,  vestnik, 

04661 
VA  program  for  sharing  medical  information, 

annual  report,  07322 
VA  program  for  sharing  medical  resources,  an- 
nual report,  07323 
Walter  Reed   Army   Medical  Center  progress 

notes/04667 
weekly  Government  abstracts,  04707 
X-ray    investigation    in    aviation    and    space 

medicine,  01367 
see  also  Malpractice. 
Medicine  and  Surgery  Bureau,  Navy: 
Naval  Submarine  Medical  Research  Laborato- 
ry NSMRL  memorandum  report,  01283 
Naval  Submarine  Medical  Research  Laborato- 
ry   report,     01279-82,    06074-7,    08001-3, 
12704-5 
Medicine  Lake  Wilderness: 

proposal,  00297 
Medina  County,  Ohio: 

East    Branch    Rocky    River,    City    of    North 
Royalton  &  Hinckley  township,  Cuyahoga 
County,  Ohio,  09242 
flood  plain  information,  09245 
Medina  Township,  Ohio: 

flood  plain  information,  09245 
Mediterranean  Sea: 
omega  propagation  correction   tables  for  10.2 
kHz,  11894 
Meetings,  see  Conferences,  congresses,  etc.. 
Megalopolis,  see  Cities  and  towns. 
Meidcare: 

health  insurance  statistics,  HI  series,  06470 
Meinecke,  William  H.: 
nomination  - 
hearings,  02312 
Melbourne,  Fla.: 

area  wage  survey,  02858,  07953 
Member    banks,    see    Federal    reserve    member 

banks. 
Membrane  filters,  see  Filters  and  filtration. 


Membranes: 

comparative  performance  of  structural  layers 
in    pavement    systems,    design    and    con- 
struction of  MESL,  13152 
ion-exchange      pretreatment      for      membrane 

desalting  processes,  evaluation,  08344 
preliminary     performance     criteria     for     bitu- 
minous membrane  roofing,  08194 
Memorial  services: 

Ernest      Gruening,      printing      of      legislative 
proceedings - 
report,  09015 
Hoover,   J.Edgar,   congressional   eulogies   and 
other  tributes,  print  as  Senate  document - 
report,  08782 
Karl      E.      Mundt,      printing      of      legislative 
proceedings  - 
report,  09016 
reimbursement  of  memorial   service  expenses 
of    deceased     military     members     whose 
remains   are    not   recovered,    extend   time 
limit- 
law,  04897 
report,  05057 
Saylor,   John   P.,    memorial   services   together 

with  tributes  presented  in  eulogy,  04864 
United  States  flag  for  burial  or  memorial  pur- 
poses, 13242 
Memorials,      see      National      monuments      and 

memorials. 
Memphis,  Tenn.: 

area  wage  survey,  12653 
Men: 

actions  of  pesticides  and  other  drugs  on  male 

reproductive  system,  12019 
annual    mean    income,    lifetime    income,    and 

educational  attainment,  08652 
career  thresholds,  longitudinal  study  of  educa- 
tional   and    labor    market    experience    of 
male  youth,  02882 
pre-retirement    years,    longitudinal    study    of 

labor  market  experience  of  men,  06057 
travel  patterns  and  problems  of  suburban  high 
school  males,  12160 
Men's  clothing,  see  Clothing. 
Mendocino  National  Forest: 

wilderness  area  within,  designate- 
report,  11377 
hearings,  07272 
Menominee  River  and  Valley: 

pollution  of  interstate  waters,  09843,  10248 
Mental  disorders: 

antipsychotic  drug  use,  guidelines,  13236 
Mental  health: 

careers  in  mental  health,  12937 
conflicting    needs    and    models    in    respect    to 
delivery  of  mental  health  services  for  chil- 
dren, 01422 
consumer's   guide   to   mental   health   services, 

06343 
cooperative     studies     in     mental     health    and 
behavioral     sciences,    annotated    bibliog- 
raphy, 08499 
directory,  03034 

Federal    employees'    program,    utilization    of 
mental  health  benefits - 
hearings,  11175 
litigation  and  mental  health  services,  12939 
modern  approach  to  problem  of  unconscious 
mental  activity  (the  unconscious),   USSR 
study,  07911 
newsletter  for  research  in  mental  health  and 

behavioral  sciences,  04294 
parents  are  people,  too,  12941 
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statistics,  conference  or  committee  reports, 
and  analytical  reviews  of  literature,  01424 

troubled  family  in  river  city,  study  of  ways  in 
which  families  with  mental  health 
problems  were  served  by  community 
agencies.  01429 

Veterans     Administration     studies     in     mental 
health    and    behavioral    sciences,    annual 
conference  highlights.  08500 
Mental  health  centers,  see  Mental  institutions. 
Mental  hospitals,  see  Mental  institutions. 
Mental  institutions: 

children  and  State  mental  hospitals,  01425 

community  mental  health  center  program, 
need  for  more  effective  management. 
GAO  report.  09774 

integrated  management  information  systems 
for  community  mental  health  centers, 
12938 

provisional  patient  movement  and  administra- 
tive data.  State  and  county  mental 
hospital  inpatient  services,  12942 

staffing  of  State  and  county  mental  hospitals, 
01427 

State  and  county  mental  hospital  inpatient  ser- 
vices. State  trends  in  additions,  01426 
Mental  retardation: 

MR  74,  report  of  President's  Committee  on 
Mental  Retardation,  01516 

new  neighbors,  retarded  citizen  in  quest  of 
home,  03092 

PCMR  message,  04344 

problem  is  growing,  what  are  we  waiting  for? 
report  of  conference  on  early  intervention 
with  high-risk  infants  and  children,  03095 

programs  for  the  handicapped,  04428 
Mental   Retardation,   President's   Committee   on, 
see  President's  Committee  on  Mental  Retar- 
dation. 
Mental  tests: 

Goodenough-Harris  drawing  test  as  measure  of 
intellectual     maturity     of     youths     12-17 
years,  10195 
Mentally  handicapped: 

fresh    views    on    employment,    special    report 
(periodical),  04533 
Mentally  ill: 

bright  future,  your  guide  to  work,  13039 

reference  data  on  halfway  houses  for  mentally 
ill  and  alcoholics,  03035 
Mentally  restored: 

selective    placement    in    Federal    civil    service 
employment,  handbook,  01799 
Mentally  retarded: 

care,    treatment,    habilitation    and    protection, 
provide  - 
report,  05014 

clinical  programs  for  mentally  retarded  chil- 
dren, list,  10629 

compendium  of  law  suits  establishing  legal 
rights  of  mentally  retarded  citizens,  13040 

guide  to  establishing  activity  center  for  men- 
tally retarded  persons,  13045 

Mental  retardation  facilities  and  community 
mental  health  centers  construction  act, 
text,  00486 

people  live  in  houses,  profiles  of  community 
residences  for  retarded  children  and 
adults,  13050 

planning  and  organizing  sheltered  workshop 
for  mentally  retarded  persons,  13051 

selective  placement  in  Federal  civil  service 
employment,  handbook,  01799 


Menus: 

menu     planning     guide     for     type     A     school 
lunches.  00040 
Merchandise,  see  Commercial  products. 
Merchant  marine: 

act,  and  related  acts  as  amended  through  93d 

Congress,  05223 
act,  amend  — 
law,  04894 
capital        construction        fund,        tax-deferral 

privileges,  12697 
data  sheet,  04204 
foreign    flag   merchant   ships   owned   by    U.S. 

parent  companies,  12699 
marine  insurance  industry,  report,  12702 
maritime  capital  construction  fund  withdrawals 
for  investment  tax  credit,  eligibility - 
hearings,  1 1225 
Maritime  employment,  safety  and  health  regu- 
lations, 06447 
maritime  matters,  agreement  with  Polish  Peo- 
ple's Republic,  13120 
maritime  programs  of  Commerce  Department, 
appropriations,  1974  and  1975,  authorize- 
hearings,  07221 
maritime  programs  of  Commerce  Department, 
appropriations,  1975,  authorization - 
law,  04901 
report,  07085 
maritime  programs  of  Commerce  Department, 
appropriations,  1975,  authorize - 
report,  06782 
maritime  programs  of  Commerce  Department, 
appropriations,  1976,  authorization - 
hearings,  05227 
maritime  programs  of  Commerce  Department, 
appropriations,  1976,  authorize  - 
law,  01862 

report,  00628,  02169,  02198,  06798 
merchant   marine   officers,   merchant   seamen, 

employment  outlook,  09936 
officer    requirement    of    U.S.    flag    merchant 
marine  fleet - 
hearings,  11171 
vessel  inventory   report,   U.S.   flag  dry  cargo 

and  tanker  fleets,  07999 
vessel  inventory  report.  United  States  flag  dry 
cargo  and   tanker  fleets   1,000  gross  tons 
and  over,  01278 
see  also  Shipping. 
Merchant  Marine  and  Fisheries  Committee, 
House: 
calendar,  04132 
committee  print,  02084,  05223 
hearings,     00495,     02085-8,     05224-7,     07010, 

08908,  11171-2 
investigations   and    studies,   authorization   and 
expenses- 
report,  08775 
report,   00396,   00398-9,   00407,   01955,   05006, 
05050,  06782,  06795,  06798,  06828,  06848, 
08766-9,  11014 
Merchant  ships,  see  Ships. 
Merchant  vessels,  see  Ships. 
Merchants,  see  Wholesale  trade. 
Mercury: 

comparison  of  germanium  detectors  for 
neutron  activation  analysis  for  mercury, 
00939 
evaluation  of  instrumentation  for  monitoring 
total  mercury  emissions  from  stationary 
sources,  00929 
film  thickness  measurements  on  5  fluid  formu- 
lations by  mercury  squeeze  film 
capacitance  technique,  12845 
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instrumentation    and    methodology   for   collec- 
tion   and    analysis   of   mercury,    improve- 
ment, 09393 
mercury,  job  health  hazards  series,  03081 
metabolism  of  mercury  compounds  in  microor- 
ganisms, 07545 
mineral  industry  surveys,  08054 
mineral  industry  surveys,  quarterly,  04205 
recovery   of  mercury   from   cinnabar  ores  by 

electrooxidation,  01320 
testing  of  molecular  sieve  used  to  control  mer- 
cury   emission    from    chlor-alkali    plant, 
05715 
water  pollution  control  in  primary  nonferrous 
metals  industry,  09415 
Mergers,  see  Business  consolidations. 
Merit  systems: 
violations   and   abuses   of   merit   principles   in 
Federal  employment- 
hearings,  11180 
MESA,   see  Marine   EcoSystems   Analysis  Pro- 
gram-Mining   Enforcement   and   Safety    Ad- 
ministration. 
Mesa  Verde  National  Park: 

skeletal  remains,  Indians,  12987 
Mescalo- Apache  Indian  Reservation: 

soil  survey  report  of  area,  08384 
Mesikepp,  Peter  O.: 

relief,  10834 
Mesquite: 
vegetation  responses  to  grazing,  rainfall,  site 
condition,      and     mesquite      control     on 
semidesert  range,  02638 
vegetation     responses     to     mesquite    control, 
managing   semidesert   grass-shrub   ranges, 
08581 
Messes: 
club  food   service,  formerly   open  mess  food 
service,  correspondence  subcourse,  10512 
dining    facility    evaluation    and    improvement 

guide,  02431 
manual  for  messes  ashore,  06420 
Metabolism: 
metabolic  and  hematologic  factors  in  chronic 

air  saturation  at  2.5  ATA,  10061 
metabolism  of  mercury  compounds  in  microor- 
ganisms, 07545 
Metal  and   Nonmetallic   Mine   Safety   Board   of 
Review,    Federal,    see    Federal    Metal    and 
Nonmetallic  Mine  Safety  Board  of  Review. 
Metal  cutting: 
flame  cullers,  employment  outlook,  09946 
secondary       metal       forming       and      cutting 
machines,      industrial      plant     equipment 
handbook,  11658 
Metal  finishing: 

electrolytic  treatment  of  job  shop  metal  finish- 
ing wastewater,  00920 
reclamation  of  metal  values  from  metal-finish- 
ing waste  treatment  sludges,  05721 
Metal  forming: 

secondary       metal      forming       and       cutting 
machines,      industrial      plant     equipment 
handbook,  11658 
Metal  mills: 
nonferrous  metal  mills  and  miscellaneous  pri- 
mary metal  products,  census  of  manufac- 
tures, 10532 
Metal  mines  and  mining: 

industry  wage  survey,  10050 
metal   and   nonmetal   mine   health   and   safety 
standards  and  regulations,  guide,  12757 


truck  related  fatalities  and  disabling  injuries  at 
metal  and  nonmetal  surface  mines,  analy- 
sis, 01323 
Metal  shapes,  see  Shape  (metal). 
Metallurgical  engineers: 

employment  outlook,  12644 
Metallurgy: 

effects  of  carbon  and  hafnium  concentrations 
in  wrought  powder-metallurgy  superalloys 
based  on  NASA  2B-11  alloy,  08173 

metallurgical  processing  and  superconducting 
parameters  of  the  V3Ga  A15  phase,  01493 

USSR   and   East   Europe   scientific   abstracts, 
04654 
Metals: 

analysis  of  liquid-metal-jet  impingement  cool- 
ing in  corner  region  and  for  row  of  jets, 
02985 

anomalous  concentrations  of  several  metals  in 
iron-formation,  Blue  Lead  Mountain  area, 
Pennington  County,  S.Dak.,  02668 

application  of  ion  beam  milling  to  characteriza- 
tion of  cracks  in  metals,  06283 

critical  survey  of  data  source,  corrosion  of 
metals,  12871 

demetallization  of  heavy  residual  oils,  05702 

detection,  diagnosis,  and  prognosis,  MFPG, 
08206 

energy  consumption,  primary  metals  and 
petroleum  industries,  09396 

geology  and  resources  of  base-metal  vanadate 
deposits,  07846 

heavy  metals  pollution  in  upper  Arkansas 
River  of  Colorado,  assessment,  08345 

lead  dioxide-plated  titanium  anode  for  elec- 
tro winning  metals  from  acid  solutions, 
12747 

lead  segment  of  nonferrous  metals  manufac- 
turing, proposed  effluent  limitations 
guidelines  and  new  source  performance 
standards,  05689 

materials,  compilation,  06196 

metal  cans,  summary  for  1974,  00155 

metal  materials,  ores,  minerals,  and  alloys, 
Federal  item  identification  guide,  02379 

metal  recovery  by  dismantling  of  scrapped 
starters  motors,  auto  generators,  and  al- 
ternators, 12746 

metal  shear  web  selectively  reinforced  with 
filamentary  composites  for  space  shuttle 
application,  evaluation,  06148 

metal-graphite  and  metal-ceramic  composites 
for  use  as  high-energy  brake  lining  materi- 
als, 10178 

metallic  materials  and  elements  for  aerospace 
vehicle  structures,  07397 

primary  aluminum  smelting,  subcategory  of 
aluminum  segment  of  nonferrous  metals 
manufacturing  point  source  category,  ef- 
fluent limitations  guidelines,  09347 

process  modifications  for  control  of  particulate 
emissions  from  plants  processing  metal, 
09390 

rare  earths  minerals  and  metals,  Minerals  year- 
book chapter,  08082 

reclamation  of  metal  values  from  metal-finish- 
ing waste  treatment  sludges,  05721 

sample  preparation  of  metal  alloys  by  electric 
discharge  machining,  08146 

second  annotated  bibliography  on  biological 
effects  of  metals  in  aquatic  environments, 
07546 

secondary  aluminum  smelting  subcategory  of 
aluminum   segment  of  nonferrous   metals 
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manufacturing    category,    effluent    limita- 
tions guidelines,  09348 

updated  cost  evaluation  of  metal  and  mineral 
recovery  process  for  treating  municipal  in- 
cinerator residues.  08042 

walk-through  metal  detectors  for  use  in 
weapons  detection,  01220 

waste-plus-wastc  process  for  recovering  metals 
from  electroplating  and  other  wastes, 
development  and  application,  10068 

water  pollution  control  in  primary  nonferrous 
metals  industry,  aluminum,  mercury,  gold, 
silver,  molybdenum,  and  tungsten,  09415 

water-pollution  control  in  primary  nonferrous- 
metals  industry,  copper,  zinc  and  lead  in- 
dustry .  094 1 4 
Metalworking: 

metalworking  industries,  Binghamton,  N.Y., 
industry  wage  survey  report,  07979 

metalworking  industries,  Poughkeepsie-King- 
ston-New  burgh,  NY.,  industry  wage  sur- 
vey report,  07980 

selected  metalworking  operations,  00122 
Metalworking  machinery: 

current  industrial  reports,  03692,  10559 

metalworking  and  finishing  equipment,  global 
market  survey,  09931 
Meteoroids,  see  Meteors. 
Meteorological  apparatus  and  instruments: 

geophysical,  astronomical,  and  meteorological 
instruments,  Federal  item  identification 
guide,  07371,  11806 

study  of  air-to-ground  sound  propagation  using 
an     instrumented     meteorological     tower, 
01335 
Meteorological        Services        and        Supporting 
Research,  Federal  Coordinator,  see  Federal 
Coordinator     for     Meteorological     Services 
Supporting  Research. 
Meteorologists: 

employment  outlook,  09994 
Meteorology: 

artificial  modification  of  atmospheric 
processes,  USSR  study.  02822 

economic  appraisal  of  real-time  synoptic  sea- 
state  measurements  by  over-the-horizon 
radar,  06380 

environmental  satellite  imagery,  03785 

Federal  meteorological  handbooks.  10622 

Federal  plan  for  meteorological  service  and 
supporting  research,  06371 

H-alpha  synoptic  charts  of  solar  activity  dur- 
ing first  year  of  solar  cycle  20,  05678 

H-alpha  synoptic  charts  of  solar  activity  for 
period  of  Skylab  observations,  11994 

high  altitude  meteorological  data,  report,  03725 

meteorological  support  for  civil  aviation, 
manual,  USSR  study,  01201 

meteorology  and  hydrology,  04208 

possible  relationships  between  solar  activity 
and  meteorological  phenomena,  symposi- 
um. 08128 

river  forecasts  provided  by  National  Weather 
Service,  13007 

surface  observations,  handbook,  10622 

synoptic  observations  of  solar  corona  during 
Carrington  rotations,  07538 

tornado  outbreak  of  Apr.  3-4,  1974,  synoptic 
analysis,  12975 

tropical  storm  Agnes,  June  1972,  basins  of 
Susquehanna  and  Potomac  Rivers  and 
Maryland  portions  of  Chesapeake  Bay  and 
Atlantic  Coast,  05663 


use  of  climatological  and   meteorological  data 
in    planning    and    execution    of    National 
Geodetic  Survey  field  operations,  12970 
Meteors: 

evolutionary  and  physical  properties  of  meteo- 
roids. 06183 

physical    and    dynamical    studies    of    meteors, 
02941 
Meterological  rockets,  see  Rockets. 
Meiers: 

miscellaneous  meters,  Federal  item  identifica- 
tion guide,  00777.  11777-8 

multimeters,  meters  electronic/electrical,  vari- 
ous.    Federal    item     identification    guide, 
02369 
Methadone: 

Beazcr  v.  New  York  City  Transit  Authority, 
landmark  decision  on  methadone  main- 
tenance, 01431 

methadone  and  pregnancy,  bibliography,  08247 

security    controls    for    methadone    distribution 
need  improving,  GAO  report,  07750 
Methane. 

analytical  study  of  mechanisms  for  nitric  oxide 
formation  during  combustion  of  methane 
in  jet-stin-ed  combustor,  02987 

atmospheric  methane,  remote  sensing  using  er- 
bium/YAG  laser,  feasibility  study,  04773 

catalyst  deactivation  in  hot-gas-recycle 
methanation  reactors,  mathematical 
model,  07503 

catalytic  oxidation  of  trace  levels  of  methane 
in  oxygen  in  tubular  reactor,  10159 

fluorine  liquids  oxygen  rocket  engine  throt- 
tling, some  aspects,  10116 

incendivity  of  some  coal-cutter  materials  by 
impact-abrasion  in  air-methane,  06129, 
12722 

methanation  in  coal  gasification  processes, 
07502 

methane  in  Pittsburgh  coalbed,  Greene  Coun- 
ty, Pa.,  12726 

peak  methane  concentrations  during  coal  min- 
ing, analysis,  12716 

pressurant  requirements  for  discharge  from 
1.52-meter-(5-ft-)  diameter  spherical  tank, 
10146 

tube-wall  methanation  reactors  with  combined 
diffusion  and  kinetic  resistance,  10088 
Methodology: 

analytical  methodology  for  pesticide  residue 
monitoring,  guidelines,  07679 

Census  Bureau  methodological  research,  1974, 
annotated  list  of  papers  and  reports,  10529 

comparison  of  4  methodologies  to  project 
emissions  for  St.  Louis  metropolitan  area, 
07541 

environmental  impact  assessment  methodolo- 
gies, review,  05748,  12090 

quick  evaluation  methodology,  13105 

vortex  lattice  method  for  rotor-vortex  interac- 
tion problem,  06149 
Methozyclor: 

mirex  and  methoxychlor  on  striped  mulles,  ef- 
fects, 05694 
Methyl  parathion: 

substitute   chemical  program,   initial  scientific 
and  minieconomic  review,  03086 
Metric  Board,  United  States,  see  United  States 

Metric  Board. 
Metric  system: 

computer  program  package  for  metric  conver- 
sion, 06266 

conversion  of  tree-volume  equations  to  metric 
system,  09719 
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conversion   to    metric   system   of   weights   and 
measures  - 
hearings,  005 10 
household  weights  and  measures,  01381 
Metric  conversion  act- 
law,  06710 

report,  01965,  01968,  02222 
some  references  on  metric  information,  03005 
successful  experiences  in  teaching  metric,  con- 
ference proceedings,  08208 
Metropolitan  areas,  see  Cities  and  towns. 
Metropolitan  Museum: 

indemnification  for  loss  suffered  in  exhibitions 
in    Union    of   Soviet   Socialist   Republics, 
provide  - 
report,  05379 
Metula  (VLCC): 

VLCC  'Metula'  oil  spill,  01827 
Mexico: 

air  transport  services,  agreement,  03183 
area  handbook,  00091 

Colorado  River  Basin  salinity  control  act- 
report,  11352 
control   salinity    of   water   delivered   to   users 
from  Colorado  River  basin - 
hearings,  08899 
report,  08816 
earth     resources,     cooperative     research     in 
remote  sensing  for  earth  surveys,  agree- 
ment, 03188 
economic    trends    and    their    implications    for 

United  States,  09905,  12541 
frequency     modulation     broadcasting,     agree- 
ment, 13142 
geographic  variation  in  Myotis  californicus  in 
southwestern   United   States  and  Mexico, 
12267 
illegal  entry  of  migratory  workers,  agreement, 

08432 
mineral  industry,  Minerals  yearbook  chapter, 

01305 
multinational  corporations,  00669 
narcotic    drugs,    cooperative    arrangements    to 

curb  illegal  traffic,  agreement,  03329 
narcotic  drugs,  detection  of  opium  poppy  cul- 
tivation, agreement,  03164,  03240 
narcotic  drugs,  equipment  and  training  to  curb 

illegal  traffic,  agreement,  08428,  13129 
narcotic  drugs,  provision  of  helicopter  and  re- 
lated assistance,  agreement,  03239 
narcotic  drugs,  provision  of  helicopters  and  re- 
lated    assistance,     agreement,      03200-1, 
03256 
narcotic  drugs,  provision  of  mobile  interdiction 

systems,  agreement,  03287 
passport  visas,  agreement,  03153 
U.S.  citizens  imprisoned  in  Mexico- 
hearings,  06977 
weather  stations,  agreement,  03218 
Mexico,  Gulf  of: 
gulf  fisheries,  1973,  08260 
marine  casualty  report,  01486,  08315 
surface  water  supply  of  U.S.,  South  Atlantic 
slope  and  eastern  Gulf  of  Mexico  basins, 
from  Ogeechee  River  to  Carrabelle  River, 
05895 
waterborne  commerce  of  United  States,  calen- 
dar   year    1973,    waterways    and    harbors, 
Gulf  Coast,  Mississippi  River  system,  and 
Antilles,  02440 
MHD,  see  Magnetohydrodynamics. 
MIA  (missing  in  action),  see  Missing  persons. 


Miami,  Fla.: 

low-income     neighborhoods     in     large     cities, 
10537 
Mica: 

capacitors,  workers  of  Electro  Motive  Corp., 
Florence,  S.C.,  Tariff  Commission  report, 
10336 
mineral  industry  surveys,  08055-6 
minerals  yearbook  chapter,  06097 
Micellar  theory: 

El    Dorado    Micellar-Polymer    Demonstration 
Project,  description,  07462 
Michigan: 

climatological  data,  03536 

convey    public    lands   to    Wisconsin    Michigan 

Power  Co.,  04874 
cooperative  State  audit  agreement  with  Trea- 
sury Deparetment  (remarks),  10348 
county  business  patterns,  00147 
estimates  of  population  of  Michigan  counties 

and  metropolitan  areas,  08657 
ground-water  data  for  Michigan,  02669 
hydrological  data,  ground  water,  09811 
no-till  corn  planting,  13093 
population         estimates,         counties         and 

metropolitan  areas,  04830 
precipitation  data,  hourly,  04019 
remote  sensing  study  of  steam-electric  power 

plant  thermal  discharges,  12080 
water  resources  data,  09818,  12444-5 
Michigan  Power  Company: 

water    resources    appraisal    for    hydroelectric 
licensing,  Mottville  Development,  project 
401,   St.   Joseph   River,   Mich.,   and   Ind., 
evaluation  report,  09557 
Michigan,  Lake: 

pesticides  in  Illinois  waters  of  Lake  Michigan, 

00901 
pollution  of  interstate  waters,  progress  evalua- 
tion meeting,  summary,  09457 
ports,  09296 
Micro-organisms: 

metabolism  of  mercury  compounds  in  microor- 
ganisms, 07545 
micro-organism   culture   collections,   acronyms 
and- 
abbreviations,  08529 
microstraining   and    disinfection    of   combined 

sewer  overflows,  09403 
miscellaneous       microbes,       non-conformists, 
03033 
Microbes,  see  Micro-organisms. 
Microbiology: 

Connecticut  River,  summary  report,  12003 
Microfiche: 

guide    to     microfiche    accessory     equipment, 
12616 
Microfilms: 

computer    input    microfilm    (CIM)    feasibility 

study,  08517 
National     Archives     microfilm     resources     in 
Archives    Branch,    Federal    Archives   and 
Records  Center,  12855 
Microflora,  see  Bacteria  and  bacteriology. 
Microforms: 

microform  system  characteristics  and  potential 
Senate  applications,  11612 
Micromechanics: 

photoelastic  analysis  of  shrinkage  stresses  and 
its  application  to  micromechanics  of  com- 
posites, 13017 
Micronesia: 

flora         of         Micronesia,         Casuarinaceae, 
Piperaceae,  and  Myricaceae,  08367 
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Micronesian  Claims  Commission: 

annual  report,  05823 
Microorganisms 
pathogens    from    economically    important    bee- 
tles. 08546 
Microphones: 

microphone  and  microphone  elements,  Federal 
item  identification  guide,  11689-90 
Microprogramming,         see        Computer         pro- 
grams/programming. 
Microscopes: 

Billings     microscope     collection     of     Medical 
Museum,      Armed      Forces      Institute     of 
Pathology.  09131 
see  also  Electron  microscopes. 
Microwave  spectroscopy,  see  Spectroscopy. 
Microwaves: 

Active  microwave  workshop  report,  01342 
applications  of  microwaves  to  remote  sensing 

of  terrain,  02938 
evaluation  of  selected  satellite  communication 
systems     as     sources     of     environmental 
microwave  radiation,  03101 
measurement     techniques     and     standards     of 
electromagnetic    quantities    from    DC    to 
millimeter-wave   frequencies,   abstracts  of 
selected  articles,  03766 
microwave    attenuation    measurement    system, 

series  substitution,  06293 
microwave  spectral  line  listing,  01359 
microwaves   and  human   safety,    USSR   study, 

01188 
radiometric  technology  model  of  ocean  surface 

in  microwave  region,  summary,  1 2969 
tactical  microwaves  radio  (TMR)  for  transmis- 
sion of  weather  radar  data,  potential  use, 
04774 
Middle  classes: 

Emergency  middle-income  housing  act- 
report,  00403 
veto  message,  00322 
Middle  East,  see  East  (Middle  East). 
Middle  Fork  Reservoir: 

proposed    reservoir,    draft    environmental    im- 
pact statement,  07860 
Midshipmen,  see  Navy. 
Midwest  (U.S.): 

farm   building  contractors   and   manufacturers, 
their   role    in   midwest   farm    construction, 
09630 
public    response    to   Secretary   of  Transporta- 
tion's rail  services  report,  12584-5 
rail    reorganization,    effects    of    proposals    on 

rural  areas,  05423 
see  also  Central  States. 
Migrant  labor: 
illegal  entry  of  migratory  workers,  agreement 
with  Mexico,  08432 
Migrants: 

assistance,  appropriations.  1975- 

hearings.  11055 
Indochina    migration    and    refugee    assistance 
act- 
report,  00557,  01960 
migrant  response  to  industrialization  in  4  rural 
areas,  01647 
Migration: 

Indochina    migration    and    refugee    assistance 

act,  10737 
migratory  routes  of  adult  sockeye  salmon,  On- 
corhynchus  nerka,  in  eastern  Bering  Sea 
and  Bristol  Bay,  01454 
Migratory  workers,  see  Migrant  labor. 


Milan,  Tenn.: 

flood     plain     information,     Rutherford     Fork, 

Obion  River  and  tributaries,  05641 
floods,       Rutherford       Fork       Obion       River 

watershed,  how  to  avoid  damage,  09263 
Mileage,  see  Pay,  allowances,  etc. -Travel. 
Military: 

women  in  military,  bibliography,  10429 
Military  Academy,  West  Point: 

receive  for  instruction  student  from  Laos- 

report,  08818 
receive     for     instruction     one     student     from 

Laos- 
law,  08679 
Military  aid: 

Cambodia,  supplemental  assistance  - 

hearings,  05486 
emergency    military    assistance    and    economic 

and  humanitarian  aid  to  South  Vietnam - 
hearings,  05434 
foreign  assistance  appropriations,  1975  — 

report,  06790 
MAPAD,   military  assistance  program   address 

directory,  05583 
military  assistance  in  South  Vietnam - 

proposal,  01924-5 
military    assistance    payments    under    Foreign 

assistance    act    of    1973,    agreement    with 

Khmer  Republic.  03197 
military  assistance  program  address  directory, 

00797-8,  07396,  09164,  11873-4 
military  assistance,  appropriations,  1975- 

hearings.  11055 
military  assistance,  appropriations,  1976- 

proposal,  01949 
military    assistance,    payment    under    Foreign 

assistance  act,  agreement  with  Nicaragua, 

03175 
military    assistance,    payments    under    Foreign 

assistance    act,    agreement    with    Bolivia, 

03190 
military    assistance,    payments    under    foreign 

assistance  act,  agreement  with  Dominican 

Republic.  03215 
military    assistance,    payments    under   Foreign 

assistance   act,   agreement   with   Ethiopia, 

03171 
military    assistance,    payments    under   Foreign 

assistance  act,  agreement  with  Guatemala, 

03222 
military    assistance,    payments    under   Foreign 

assistance    act    agreement    with    Jordan, 

03212 
military    assistance,    payments    under   Foreign 

assistance    act,    agreement    with    Panama, 

03254 
military    assistance,    payments    under   Foreign 

assistance  act,  agreement  with  Paraguay, 

03172 
military    assistance,    payments    under    Foreign 

assistance   act,   agreement   with   Portugal, 

03315 
military    assistance,    payable    under    Foreign 

assistance  act,  agreement  with  Republic  of 

Korea,  03170 
military    assistance,    payments    under   Foreign 

assistance  act,  agreement  with  the  Philip- 
pines, 03174 
military    assistance,    payments    under   Foreign 

assistance    act,    agreement    with    Turkey, 

03223 
MILSTRIP,    military    standard    reguisitioning 

and  issue  procedures,  09163 
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purchase    of    defense    articles    and    services, 
agreement    with    United    Arab    Emirates, 
13137 
Vietnam  and  Cambodia,  proposed  increases  in 
military  assistance,  04923 
Military  aircraft,  see  Aircraft. 
Military  Airlift  Command: 

airlift  operations  of  Military  Airlift  Command 
during  1973  Middle  East  war,  GAO  report, 
02657 
MAC  flyer  (periodical),  04184 
Military  art  and  science: 

administrative  practices,  nicknames,  04761 
automated    aids    to   on-line    tactical    data    im- 

putting,  01740 
basic  principles  of  operational  art  and  tactics, 

(Soviet  view),  08588 
computer-based  displays  as  aids  in  production 

of  Army  tactical  intelligence,  01738 
Department  of  Defense  dictionary  of  military 

and  associated  terms,  02813 
Soviet  military  thought  series,  08588 
tank    employment/antimechanized    operations, 

12696 
USSR  military  affairs,  translations,  04609 
Military  assistance,  see  Military  aid. 
Military  bases: 

economic    recovery,    community    response    to 

Defense  decisions  to  close  bases,  13041 
Southeast  Asia,  building  bases,  history  of  con- 
struction, 06415 
Military  communications: 
Department  of  Defense  worldwide  communi- 
cations, review,  05141 
military  telecommunications  centers,  substan- 
tial   staff    and    cost    reductions    possible 
through  use  of  uniform  staffing  standards, 
GAO  report,  01098 
Military   construction,   see   Building-Installations 

(military). 
Military  courts,  see  Courts  martial  and  courts  of 

inquiry. 
Military  depots: 
Navy  aircraft  overhaul  depots  could  be  more 

productive,  GAO  report,  07777 
product    assurance,    depot    quality    assurance 
system,  04775 
Military  education: 
academic  and  military  programs  of  5  service 

academies,  GAO  report,  01090 
defense    management    education    and    training 

catalog,  00722 
education,  war  colleges  and  professional  mili- 
tary development,  01184 
management  of  social  incentives  in  Air  Force 
technical  training,  field  experiment,  00053 
military  training  student  loads,  appropriations, 
1976,  authorization - 
hearings,  11064 
report,  06809 
soldiers  guide   to  educational  development  in 

Army,  00096 
U.S.  defense  contractors'  training  of  foreign 
military  forces - 
hearings,  02067 
Military  engineering: 
utilization  of  engineer  construction  equipment, 
08607 
Military  equipment,  see  Military  supplies. 
Military  establishment,  see  Armed  Forces. 
Military  facilities: 
estimating  life  expectancy  of  facilities,  09237 


information  on  number,  location,  and  cost  as- 
sociated  with  construction   and  operation 
of   military   golf   facilities   throughout   the 
world,  GAO  report,  07709 
maintenance  facilities,  13012 
military  commissary  store,  its  justification  and 
role  in  today's  military  environment,  GAO 
report,  09769 
Military  governments: 

overseas  military  banking  facilities,  11080  i 

Military  history: 

Army    Military    History    Research    Collection, 

special  bibliographic  series,  06079 
Harmon  memorial  lectures  in  military  history, 

04750 
manuscript      holdings      of      military      history 
research  collection,  08004 
Military  History,  Center  of.  Army: 

publications,  1975-76,  12706 
Military  History,  Office  of  Chief  of,  Army: 
Army    Military    Research    Collection    special 

bibliography  series,  08004 
special  studies,  12707 
Military  hospitals: 

military  hospitals  should  be  provided  criteria 
for  Presidential  and  VIP  accommodations, 
instructed  to  discontinue  separating  of- 
ficer and  enlisted  patients,  GAO  report, 
07715 
Military  housing,  see  Housing. 
Military  index: 

Defense   Department   specifications   and   stan- 
dards, supplements,  03735 
Military  information: 

access  of  service  Secretaries  to  military  infor- 
mation - 
hearings,  06950 
Greece  and  Turkey,  some  military  implications 

related  to  NATO  and  Middle  East,  05177 
information  guidance  series,  04069 
military  affairs.  Eastern  Europe,  translations, 
04595 
Military  installations,  see  Installations  (military). 
Military  intelligence: 

computer-based  displays  as  aids  in  production 

of  Army  tactical  intelligence,  01738 
intelligence  research  specialist,  exciting  career 

with  Defense  Intelligence  Agency,  11882 
intelligence.  Fleet  Marine  Force  manual,  06069 
subjective  interpretation  of  reliability  and  ac- 
curacy scales  for  evaluating  military  intel- 
ligence, 01739 
Military  justice,  see  Military  law. 
Military  law: 

Army    lawyer,     history    of    Judge    Advocate 

General's  Corps,  1775-1975,  07927 
military  justice  trial  procedure,  10500 
military  law  administrative  handbook,  10499 
review,  Army  Dept.  pamphlet.,  04210 
summary     of     ARI     research     on     military 
delinquency,  01731 
Military  medicine,  see  Medicine. 
Military  missions: 

military  mission  to  Iran,  agreement,  03277 
Military  occupational  specialities: 

military  occupational  specialties  manual,  MOS 

manual,  02886 
occupations,       military-civilian       occupational 
source  book,  11878 
Military  operations,  see  Military  art  and  science. 
Military  pay,  see  Pay,  allowances,  etc.. 
Military  personnel,  see  Air  Force-Armed  Forces- 
Army. 
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Military  Personnel  Records  Center: 

fire  damage,  and  fire  protection  at  other  GSA 
records  center,  GAO  report,  12345 
Military  planning,  see  Military  art  and  science. 
Military  police: 

military   police   combat  support,   divisions   and 

separate  brigades,  00081 
military  police  traffic  accident  leports  and  in- 
vestigation. 10490 
Military  prisoners: 

uniform  treatment  of  prisoners  under  Military 
correctional    facilities    act    currently     not 
being  achieved,  GAO  report.  09739 
Military  publications: 

index  of  AMC   publications  and  blank  forms, 

08594 
military  publications,  index  of  publications  and 
blank  forms,  04768 
Military  research: 

Army  research  and  development,  03452 
Defense    Department    research,    development, 
test  and  evaluation,  1975,  authorization  - 
hearings,  05140 
law,  10667 
Defense    Department    research,    development, 
test  and  evaluation,  1976  authorization  - 
hearings,  05144,  05439,  05440-3.  11400-1 
report,  05409,  06809 
military  cooperative  research  and  development 
programs    with    allied    countries,    benefits 
and     drawbacks     of     U.S.     participation, 
GAO  report,  09766 
military  review,  04211 

research    to    expand    usefulness    of    military 
working  dog,  conference,  08587 
Military  Sealift  Command: 

sealift,  04494 
Military  service: 
development    of    field    grade    officer    require- 
ments by  military  services,  GAO  report, 
07745 
see  also  Armed  Forces. 
Military    standards,    see    Standards    and    stan- 
dardization. 
Military  supplies: 

airdrop  of  supplies  and  equipment,  rigging  Air 
Force    communication    control    vehicles, 
04780 
airdrop  of  supplies  and  equipment,  rigging  for 

platforms,  08605 
airdrop  of  supplies  and  equipment,  rigging  1/4 

ton  trucks,  04779 
appropriations,  1976,  military  procurement- 
hearings,  05144 
Armed    services    procurement    regulation,    Air 

Force  ASPR  supplement,  03408 
Armed      services      procurement      regulations, 

03447 
Defense    Department    index    of    specifications 

and  standards,  02391 
Defense   Department   specifications   and   stan- 
dards index,  supplement,  03735 
Defense     Department     standardization     docu- 
ments, classifications  listing,  03888 
Defense      integrated      data      system      (DIDS) 

procedures  manual,  07330-3,  11656-7 
Defense     integrated     data      system     (DIDS), 

procedures  manual,  05573-4 
defense  procurement  circular,  03733 
Defense  supply  procurement  regulation,  02342 
Department    of    Defense    stockpiling    of    war 
reserve  materials  for  use  by  United  States 
allies,  GAO  report,  07693 


Federal   item   identification   guide    FUG   series. 
00728-96,      02348-90,      07337-94,      09141, 
11661-868 
Federal     item      name     directory      for     supply 
cataloging     alphabetic     index     of     names, 
03850 
Federal     item     name     directory      for     supply 
cataloging,    numeric    index    of    item    name 
codes      to      Federal      item      identification 
names,  etc.,  03851 
Federal  manual  for  supply  calaloging- 

input  and  output  codes,  09133 
Federal  supply  catalog,  number  of  items  can 

be  reduced,  GAO  report,  09754 
floor  coverings.  Federal  and  military  specifica- 
tions, review,  12882 
grants    of    military    equipment    and    materiel, 

agreement  with  Tunisia,  03246 
improvements  needed  in  making  and  in  report- 
ing on  technical  evaluation  of  noncompeti- 
tive price  proposals,  05861 
maintenance  of  supplies  and  equipment,  08595 
major  systems  acquisition  reform - 

hearings,  02279 
measuring  price   changes   of   military    expendi- 
tures, 00827 
military  assistance  program  address  Jirectory, 

00797-8,  07396,  11874 
MILSTRIP,     military     standard    requisitioning 

and  issue  procedures,  05582,  09163 
plans  and  proposals  for  avoiding  unnecessary 
duplication     in    developing    new     military 
equipment,  GAO  report,  09781 
pollock,    pollachuis    virens,    as    food   fish   for 

military  procurements,  00085 
procurement    appropriations,    1976,    authoriza- 
tion- 
hearings,  05439,  05441-3,  09034-5 
report,  05409 
procurement    from    small    and    other   business 

firms,  04424 
procurement  of  petroleum  products  by  milita- 
ry- 
staff  study,  09047 
procurement,   appropriations,   1975,   authoriza- 
tion- 
law,  10667 
procurement,   appropriations,   1976,   authoriza- 
tion- 
hearings,  11480-1 
report.  06809 
recording  of  user  interest,  09138 
supply  operations  manual,  distribution  system 

procedures,  05578 
survey  of  procurement  statistics,  04570 
transfer  of  military  scrap,  agreement,  03237 
world   military   expenditures   and    arms   trade, 
00075 
Military  Traffic  Management  Command: 

transportation    and    travel,    MTMC    port   han- 
dling billing  rates,  10501 
Military  training,  see  Military  education. 
Military  transportation,  see  Transportation. 
Militaty  aid: 

military    assistance,    payments    under   Foreign 
assistance    act,    agreement    with    Tunisia, 
03189 
Milk: 

emergency  price  support  for  1975- 

veto  message,  01930 
Federal  milk  order  market  statistics,  summary, 

monthly,  03854 
fluid  milk,  Buffalo,  N.Y.,  industry  wage  sur- 
vey report,  07975 
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fluid   milk,   New   York   metropolitan   area,   in- 
dustry wage  survey  report,  07976 
investigative    study    of    development    of    dry 
whole  milk  substitute  for  ration  use,  00087 
milk  fund  investigation,  Presidential  campaign 
activities  - 
hearings,  02315 
milk  pricing,  06516 

prices  received  by  farmers  for  manufacturing 
grade   milk   in   Minnesota   and  Wisconsin, 
08440 
production,  monthly  report,  04212 
special  milk  programs  - 

report,  05334 
support  prices,  quarterly  adjustments  - 
report,  00435,  01996,  06868,  06881 
Milking  Shorthorn  cattle,  see  Cattle. 
Mille  Lacs  Indian  Reservation: 

statistical  data  for  planning,  12494 
Miller,  Edward  Alan: 
nomination - 
hearings,  11483 
Millimeter  waves,  see  Microwaves. 
Milling  (metallurgy): 
application  of  ion  beam  milling  to  characteriza- 
tion of  cracks  in  metals,  06283 
oxide  dispersion  strengthened  nickel  produced 
by  nonreactive  milling,  12797 
Millington,  Tenn.: 
floods,  Big  Creek  Drainage  Canal  watershed  - 
how  to  avoid  damage,  09264 
Millrights: 

employment  outlook,  10052 
Mills,  see  Copper  mills-Flour  mills-Metal  mills- 
Uranium  mills., -Flour  mills-Paper  mills. 
Millwork: 

Federal  item  identification  guide,  07385 
MILSBILLS  (military   standard  billing  system), 

see  Requisitions. 
MILSCAP  (Military   standard   contract   adminis- 
tration   procedures),    see   Government   con- 
tracts. 
MILSTAMP    (Military    standard    transportation 
and  movement  procedures),  see  Transporta- 
tion. 
MILSTRIP  (Military  standard  requisitioning  and 

issue  procedures),  see  Military  supplies. 
Milton-Freewater.Oreg.: 
flood   plain    information,    Walla    Walla    River, 
05645 
Milton,  Oreg.: 
floods,    vicinity    of    Freewater,    Oreg.,    Walla 
Walla  River,  11984 
Milwaukee,  Wis.: 
decision  to  close  branch  office  and  merge  its 
functions   with   Chicago,    111.,   branch   of- 
fice, GAO  report,  12356 
detention  tank  for  combined  sewer  overflow, 

12039 
municipal  government  wage  surveys,  06014 
urban      atlas,       tract      data      for      standard 
metropolitan  statistical  areas,  06631 
Mindanao: 

sailing  directions,  07406,  11888 
Mine  accidents: 
coal-mine  injuries  and  worktime,  MESA  safety 

reviews,  04207 
fatal  accidents   involving  front-end  loaders  at 
metal  and  nonmetal  mines,  analysis,  12754 
Mine  explosions: 
coal      mine      dust      incombustibles      content 
analyzer     using     gamma-ray     backscatter 
technique,  12724 


Mine  fires: 

continuous  gas  monitoring  using  tube  bundles 

at  Joanne  Mine  fire,  02930 
control  of  fires  in  abandoned  mines  in  eastern 
bituminous- 
region  of  United  States,  06081 
Mine  props: 

mine     roof     reinforcement     by      specifically 
designed  epoxy  resin  systems,  10078 
Mine  rescue  work: 

development  of  two  new  oxygen  self -rescuers, 
12739 
Mine  roof  bolts,  see  Bolts  and  nuts. 
Mine  roofs: 

mine     roof     reinforcement     by      specifically 
designed  epoxy  resin  systems,  10078 
Mine  safety,  see  Safety  of  life. 
Mine   Safety   Board   of   Review,   Federal   Metal 
and    Nonmetallic,    see    Federal    Metal    and 
Nonmetallic  Mine  Safety  Board  of  Review. 
Mine  ventilation: 

replacing  brattice  cloth  at  coal  faces  with  air 

curtains  and  diffuser  fans,  02923 
tracer  gas  as  aid  in  mine  ventilation  analysis, 
10081 
Mine  water,  see  Water. 
Mineral  industries,  see  Minerals. 
Mineral  lands: 
Grace  F.  Sisler- 

relief,  04865 
mineral  interests,  convey  to  record  owners  of 
land  in  South  Carolina - 
report,  11351 
mineral   rights    in    Florida,    convey    to   record 
owner  of  land- 
law,  08731 
Mineral  wool: 

evaluation  of  refractories  for  mineral  wool  fur- 
naces, 12729 
Minerals: 

Alaskan  mineral  resource  assessment  program, 

Nabesna  quadrangle,  09788 
census  of  mineral  industries,  general  summary, 

10535 
census,  area  series,  10534 
census,  industry  series,  00123-4 
census,  subject  series,  10535 
commodity  data  summaries,  1975,  06080 
construction-mineral  aggregates  availability  in 

Baltimore,  Md.,  metropolitan  area,  12713 
desilication  with  sulfur  and  carbon,  prelimina- 
ry investigation,  10066 
effects    of    urbanization    upon    availability    of 
construction      minerals     in     southeastern 
Florida,  12710 
extraction   from    geothermal   brines,   literature 

study,  12709 
industries,  annual  preliminary  reports,  04213 
industry,  Minerals  yearbook  chapter- 
Alabama,  08069 
Alaska,  08070 
Angola,      Mozambique,      and      Portuguese 

Guinea,  02897 
Arizona,  08071 
Arkansas,  02898 

Australia,  02899  Bahrain,  Jordan,  Lebanon, 
Oman,  People's  Democratic  Republic  of 
Yemen,    Qatar,    Syrian   Arab   Republic, 
United  Arab  Emirates,  and  Yemen  Arab 
Republic,  02906- 
Belize,  Costa  Rica,  El  Salvador,  Guatemala, 
Honduras,      Nicaragua,     and     Panama, 
01302 
Bolivia,  06098 
Bulgaris,  08079 
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Canada,  02900 
Chile.  02901 
Colombia,  02902 
Cyprus,  06107 
Czechoslovakia,  02903 
Delaware.  06100 
Egypt.  06099 
Finland.  06102 
Ghana.  06104 
Indonesia,  02904 
Iowa.  01303 
Iraq.  06118.  08072 
Ireland.  06101 
Kansas,  08080 
Kenya,  12715 

Kuwait,  and  Saudi  Arabia.  02905.  08073 
Liberia.  06117 
Libya,  06114 
Maryland.  06103 
Massachusetts,  01304 
Mexico,  01305 
Morocco.  061 16 
Nebraska.  01306 
Nevada.  01307 
New  York,  01308 
New  Zealand,  06115 
Nigeria.  06113 
North  Carolina,  01309 
North  Dakota.  02907 
Oklahoma,  02908 
Oregon.  02909 

People's  Republic  of  China.  02910,  08074 
Peru,  01310 
Portugal,  06112 

Puerto    Rico,    Panama    Canal    Zone,    Virgin 
Islands,  Pacific  Island,  Possessions,  and 
Trust     Territory     of     Pacific     Islands, 
08078- 
Republic  of  Korea,  06108 
Romania,  02911 
Sierra  Leone,  06105 
South  Carolina,  01311 
South  Dakota,  01312 
South-West  Africa,  06106 
Spain.  06110 
Thailand,  02912 
Turkey.  06111 
United  Kingdom.  06109 
Vermont.  02913 
metal    materials,    ores,    minerals,    and    alloys, 

Federal  item  identification  guide,  02379 
mineral   construction   materials,    bulk,   Federal 

item  identification  guide,  07392 
mineral  facts  and  problems,  chapter  preprint, 

01287-301,  02892-4,  08067-8 
mineral  industry  surveys,  08005-18,  08020-39, 
08046-60,     08062-6,     08084-6.     08094-105, 
08107-13 
mineral  leasing  act,  amend- 
hearings,  05192 
report,  00593,  06856 
mineral    recovery    from    noncombustible    frac- 
tion of  municipal  solid  waste,  12095 
mineral    resources,    potentials    and    problems, 

05875 

mineral  trade  notes,  monthly  inventory,  04214 

People's    Republic    of    China,    new    industrial 

power  with  strong  mineral  base,  08061 

[rare      earths      minerals.      Minerals      yearbook 

chapter,  08082 
I  scarcity,  oversight  - 
l      hearings,  02055 
^status  of  mineral  industries,  06132 


U.S.  Antarctic  policy  in  mineral  exploration- 
hearings,  1 1542 

updated  cost  evaluation  of  metal  and  mineral 
recovery  process  for  treating  municipal  in- 
cinerator residues,  08042 

yearbook,  1972,  preprint,  08069-74 

yearbook,  1973,  preprint,  01302-7,  01309-12, 
02896-905,  02907-13,  06088-125.  08075-80, 
12715 

yearbook,    1974,    preprint.    01313-6,    02914-20, 
08081-3 
Miners,  see  Coal   mines  and   mining-Mines  and 

mining. 
Mines  (ordnance): 

Suez    Canal,    clearance    of    mines    and    unex- 
ploded   ordnance,   agreement   with   Egypt, 
03180 
Mines  and  mining: 

abandoned    mines,    acquisition    and    reclama- 
tion- 
report,  05068 

artificial  and  natural  ventilation  of  open-pit 
mines,  investigating  effectiveness,  12610 

closure  of  underground  copper  mines - 
hearings,  09048 

cooperation  between  Secretary  of  Interior  and 
States  with  respect  to  regulation  of  sur- 
face coal  mining  operations,  10720 

deep  seabed  mining,  current  developments- 
hearings,  07263 

degasification  of  Mary  Lee  coalbed  near  Oak 
Grove,  Jefferson  County,  Ala.,  10093 

evaluation  of  hazardous  wastes  emplacement 
in  mined  openings,  12029 

fatal  accidents  involving  front-end  loaders  at 
metal  and  nonmetal  mines,  analysis,  12754 

financial  report  for  manufacturing,  mining,  and 
trade  corporations,  quarterly,  04445 

Forest  Service  mining  regulations,  proposals- 
hearings,  06965 

FTC  statistical  report  on  mergers  and  acquisi- 
tions, 02572 

geologic  factors  affecting  mining  of  Pittsburgh 
coalbed,  08093 

large  mergers  in  manufacturing  and  mining, 
02580 

mine  emergency  operations  of  Mining  En- 
forcement and  Safety  Administration, 
12753 

mine  spoil  potentials  for  soil  and  water  quali- 
ty, 05719 

miners,  social  security  rulings,  04523 

mining  and  drilling  equipment,  and  pipeline 
components.  Federal  item  ^identification 
guide,  00783,  11805 

oil  shale,  mining  and  energy - 
hearings,  05190 

ore  mining  and  dressing  industry  point  source 
category,  00900 

parachute  stopping,  preliminary  experiments, 
06134 

Pittsburgh  Mining  and  Safety  Research  Center, 
activities,  06083 

prevention  and  suppression  of  dust  in  mining, 
tunneling,  and  quarrying  in  United  States, 
International  Labor  Organization  fifth  re- 
port, 12756 

regulation  of  mining  activities  within  areas  of 
national  park  system  - 
hearings,  11573 
report,  07165 

sampling  mine  atmospheres  for  potential  alpha 
energy  due  to  presence  of  radon-220 
(thoron)  daughters,  06135 
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strip-mine  discharges  on  marine  environment, 

effects  at  Cape  Rosier,  Me.,  09366 
Sunrise  Mine  proposal  and  role  of  Forest  Ser- 
vice   in    applying   National   environmental 

policy  act,  01079 
surface  mine   fatalities,   health  and  safety  re- 
port reference  for  supervisors,  12752 
truck  related  fatalities  and  disabling  injuries  at 

metal  and  nonmetal  surface  mines,  analy- 
sis, 01323 
see  also  Coal  mines  and  mining-Metal  mines 

and  mining. 
Mines  Bureau: 

appropriations,  rescind- 

law,  10671 
energy  program,  06086 
information  circular,  01284-6,  02889-91,  06081- 

608040-4,  12708-14 
mineral  industry  surveys,  08005-18,  08020-39, 

08046-60,     08062-6,     08084-6,     08094-105, 

08107-13 
mineral   industry   surveys,   annual  preliminary 

reports,  04213 
preprint  from  Bulletin  667,  Mineral  facts  and 

problems,  01287-301,  02892-5,  08067-8 
preprint  from  1972  Minerals  yearbook,  08069- 

74 
preprint  from  1973  Minerals  yearbook,  01302-7, 

01309-12,     02896-905,     02907-13,     06118, 

06088-9,  06095-113,  06116-7,  06119,  06121- 

2,08075-80,  12715 
preprint  from  1974  Minerals  yearbook,  01313-6, 

02914-20,  08081-3 
press  releases,  04402 
publications,  monthly  list,  04283 
report    of    investigations,    01317-21,    02921-6, 

02928-9,  06126-9,  06131,  08087-93,   10066- 

94,  12716-47 
selected  list  of  publications  on  petroleum  and 

natural  gas,  07458 
technical     progress     report,     02930,     06133-4, 

08106,  12748-50 
technology    and    use    of    lignite,    symposium 

proceedings,  01285 
Municipal  wastes: 
recommendations     for     minimum     personnel, 

laboratory   control   and   records,   for  mu- 
nicipal waste  treatment  works,  09460 
Minidoka  County,  Idaho: 

soil  survey  report  of  area,  08385 
Minimum  wage,  see  Wages. 
Mining,  see   Coal   mines  and   mining-Mines   and 

mining. 
Mining  Enforcement  and  Safety  Administration: 
MESA    informational    report,    01322-3,    02931, 

12753-6 
MESA  informational  report  IR   series,  06135, 

08114-6 
MESA    safety    reviews,    coal-mine    fatalities, 

04206 
MESA  safety  reviews,  coal-mine  injuries  and 

worktime,  04207 
mine  emergency  operations,  12753 
press  releases,  04403 
Mining  engineering: 
deformation       monitoring      of      underground 

openings      by     photographic     techniques, 

10079 
elastic-plastic   stability  analysis  of  mine-waste 

embankments,  02924 
Mining  engineers: 

employment  outlook,  12644 


Mining  machinery: 

field  testing  microminer,  research  continuous 
miner,  12749 

mining    and    drilling   equipment,    and    pipeline 
components,    Federal    item    identification 
guide,  09150,  11805 
Minks: 

production,  03338 
Minneapolis  Age  &  Opportunity  Center,  Inc.: 

innovative  alternatives  to  institutionalization  - 
hearings,  00445 
Minneapolis,  Minn.: 

bridging  gap,  Twin  Cities  native  American 
community,  00201 

Status   of   urban   corridor  demonstration   pro- 
gram, 08479 
Minnesota: 

climatological  data,  03537 

implementation  plan  review,  as  required  by 
Energy  supply  and  environmental  coor- 
dination act,  00947 

national  electric  rate  book,  02546 

precipitation  data,  hourly,  04020 

prices  received  by  farmers  for  manufacturing 
grade  milk  in  Minnesota  and  Wisconsin, 
08440 

quality  of  interstate  waters,  Red  River  of  the 
North,  report,  10268 

supervisory  case  review  system,  06589 

water  and  related  land  resources,  Big  Sioux 
River  basin,  10284 

water  resources  data,  09819 
Minnesota  River  and  Valley: 

and  tributaries,  floods,  Mankato,  North  Man- 
kato,  LeHillier,  Minn.,  09289 

and  tributaries,  special  flood  hazard  informa- 
tion, Mankota,  North  Makato,  Le  Hillier, 
Minn.,  05662 
Minorities: 

building  minority  business  enterprise,  00248 

equal     opportunity     for     women,     displaced 
homemakers  and  minority  women - 
hearings,  11033 

jobs  patterns  for  minorities  in  private  industry, 
09498 

minorities  in  America,  annotated  bibliography 
of  materials  in  GSA  library,  09785 

minority    enterprise    and    allied    problems    of 
small  business  - 
hearings,  11212 

minority  group  employment  in  Federal 
Government,  00217 

minority  markets,  02401 

minority-owned  business  enterprises  survey, 
special  report,  00191-3 

nutrition  and  special  groups- 
hearings,  02313 

progress  of  minority  business  enterprise  pro- 
gram, 00251 

racial  minorities  in  scientist  and  engineer 
population,  01475 

Scotlandville  before  highway,  analysis  of  land 
use,  population  density  and  minority  busi- 
ness before  Scotlandville  Bypass,  08457 

selected     socio-economic     characteristics     of 
ethnic    minorities   based   on    1970  census, 
HEW  regional  data,  study,  09846 
Minority  Business  Enterprise  Office: 

access  (periodical),  03380 

OMBE  funded  organizations  directory,  00249, 
10624 

press  releases,  04375 
Mint  Bureau: 

annual  report,  12758-9 
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negotiated  agreement  between  Bureau  of  Mint 
and  Mint  Council  on  behalf  of  American 
Federation     of    Government     Employees, 
02932 
Mint  Council: 
negotiated  agreement  between  Bureau  of  Mint 
and  Mint  Council  on  behalf  of  American 
Federation     of    Government     Employees, 
02932 
Mints: 
construction  of  mint  buildings- 
report.  06822 
Mirex: 
mirex  and  methoxychlor  on  striped  mulles,  ef- 
fects, 05694 
Miss  Keku  (MS): 
document  as  United  States  vessel- 
relief.  05303 
Missile  bases: 
control    of    snow    and    ice    on    missile    fields, 
07523 
Missiles: 
anti-ballistic  missile  systems,  protocol  to  treaty 
with  Union  of  Soviet  Socialist  Republics 
on  limitation,  08934 
control    of    ballistic    missiles    and    spacecraft, 

USSR  study,  07891 
intermediate-     and     maximum-range     missiles 
produced  by  cratering  experiments,  05667 
sale  of  Hawk  missiles  to  Jordan,  10777 
sales    to    Jordan    of    Hawk    and    Vulcan    air 
defense  systems- 
hearings,  00475 
stability   and   control   characteristics   at   Mach 
numbers   from  0.20  to  4.63   of  cruciform 
air-to-air    missile    with    triangular    canard 
controls  and  trapezoidal  wing,  10113 
warheads,     rockets,     launchers,     and     com- 
ponents. Federal  item  identification  guide. 
02389-90.  07389 
hissing  persons: 
Americans  missing  in  Southeast  Asia- 
hearings,  1 1173-4 
appoint  to  Navy  and  Marine  Corps  active  lists 
Reserves  formerly  POS/MIA  in  Southeast 
Asia,  authorize  - 
law,  04891 
changing     of     status     of     military     personnel 
missing  in  action,  prohibit- 
hearings,  02026 
resolution  relating  to  President's  trip  to  China 
and  American  MIA's- 
report,  11390 
tax  treatment  of  members,  Armed  Forces  and 
civilian   employees   who   are   prisoners  of 
war  or  missing  in  action - 
law,  04890 
hissing  Persons  in  Southeast  Asia,  Select 
Committee  on,  House: 
hearings,  11173-4 
Missions,  see  Space  flight-Space  missions. 
Missions,    Government,    see    Government    mis- 
sions. 
Mississippi: 
census  of  retail  trade,  major  retail  centers  in 
standard     metropolitan     statistical     areas, 
00129 
climatological  data,  03538 
criminal  justice  agencies,  05952 
landings,    fish     and    shellfish,    01441,    03048, 

04215,  12954 
national  electric  rate  book.  12183-4 
Normapolles   pollen   from    Mississippi   embay- 
ment,  07843 


precipitation  data,  hourly,  04021 
Mississippi  River  and  Valley: 

barge  operations  on  Mississippi  River- 
hearings,  11503 

catalog  of  information  on  water  data,  12381, 
12388 

comprehensive  calendar  of  Bicentennial  events 
for  States  east  of  Mississippi  River,  10467 

comprehensive  calendar  of  Bicentennial  events 
for  States  west  of  Mississippi  River,  10468 

flood  control  appropriations,  deferral - 
report,  10918 

Mississippi  River  flood's  impact  on  natural 
hardwood  forests  and  plantations,  05843 

Missouri-Mississippi  River  summary  and 
forecasts,  04216 

unsteady  flow  computations  on  river  system, 
09311 

upper  Mississippi,  wild  and  scenic  river  study, 
report  of  study  progress,  08334 

waterborne  commerce  of  United  States,  calen- 
dar   year    1973,    waterways    and    harbors, 
Gulf  Coast,  Mississippi  River  system,  and 
Antilles,  02440 
Missouri: 

climatological  data,  03539 

compensate  fire  districts  and  departments  for 
fighting  fire  on  Federal  property - 
report,  05044 

criminal  justice  agencies,  05953 

eastern  Ozarks,  timber  resource,  05845 

employment  in  agricultural  and  agribusiness 
occupations,  07448 

national  electric  rate  book,  02547 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties,  incorporated 
places  and  selected  minor  civil  divisions, 
04819 

precipitation  data,  hourly,  04022 
Missouri  Pacific  Railroad  Company: 

railroad  accident  investigation  summary  re- 
port. 01538,  01540 

railroad    employee    accident    investigation    re- 
port, 01549 
Missouri  River  and  Valley: 

basin,  quality  of  surface  waters,  05896 

catalog  of  information  on  water  data,  12382 

coal  resources  and  Cenozoic  geology  of  Girard 
coal  field,  Richland  County,  Mont.,  05868 

dredging  on  oxbow  lakes - 
hearings,  02317 

main  stem  reservoirs,  annual  operating  plan 
and  summary  of  actual  operations,  09294 

Missouri  River  navigation  charts,  Kansas  City, 
Mo.,  to  mouth.  02434 

Missouri  River  navigation  charts,  Sioux  City, 
Iowa,  to  Kansas  City,  Mo.,  02435 

Missouri-Mississippi  River  summary  and 
forecasts,  04216 

segment   as   component   of   national   wild   and 
scenic  rivers  system,  designate - 
hearings.  11578 
report,  11407 

winter  discharge   necessary  for  pollution  con- 
trol between   Fort  Randall,   S.D.  and  the 
mouth.  13063 
Missouri  River  Basin  Commission: 

annual  report,  00344 
Mistletoe: 

dwarf  mistletoe  in  overstory  Jeffrey  pines  in 
California,  seed  production  and  dispersal, 
05833 

mistletoes  on  introduced  trees  of  world,  10382 
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spread  of  dwarf  mistletoe  from  discrete  seed 
sources  into  young  stands  of  ponderosa 
and  Jeffrey  pines,  09691 
wildland  fires  and  dwarf  mistletoes,  literature 
review  of  ecology  and  prescribed  burning, 
02604 
Mitchell,  John  N.: 

testimony        in       Presidential        impeachment 
proceedings,  11170 
Mittens: 
gloves  and  mittens,  current  industrial  reports, 

00157 
gloves,    mittens,    and    sleeves,    Federal    item 
identification  guide,  00780 
Mixers  (machinery),  see  Mixing  machinery. 
Mixing: 

production  of  Portland  cement  concrete  by  use 
of  a  continuous  mixing  process,  07670 
Mixing  machinery: 

mixers,  fact  sheet,  09106 
Mizell,  Ga.: 
railroad    accident    investigation    summary    re- 
port, 01541 
Mizell,  Wilmer: 
nomination - 
hearing,  11609 
Mobile  communication  systems: 

airdrop  of  supplies  and  equipment,  rigging  Air 
Force    communication    control    vehicles, 
04780 
conserving    energy    through    use    of    mobile 
radio,  10620 
Mobile  homes,  see  Trailers. 
Mobile  shop's,  see  Repair  shops. 
Mobility: 

improving  urban  mobility  through  better  trans- 
portation management,  05790 
mobility  of  population  of  United  States,  00174 
upward    mobility    career    counseling,    self-in- 
structional   text    for    first-line    managers, 
00221 
upward  mobility  in  DSA,  11881 
upward    mobility    through    job    restructuring, 

01808 
see  also  Mechanical  mobility. 
Mobility  and  Environmental  Systems 
Laboratory: 
studies,  bibliography,  02443 
Modal  interference: 
automatic  data  system  for  vibration  modal  tun- 
ing and  evaluation,  06240 
Modeling: 
analog  model  study  of  ground-water  basin  of 

upper  Coachella  Valley,  Calif.,  12372 
analytical   model  for  determining  energy   dis- 
sipation in  dynamically  loaded  structures, 
00876 
analytical   study   of  aircraft   lateral-directional 
handling     qualities     using     pilot     models, 
12832 
annular  flow  ice-water  model  heat  sink,  07520 
bidirectional    plant    canopy    reflection    models 
derived  from  radiation  transfer  equation, 
02988 
cepheid  modeling,  01344 

comparison    of    techniques    for    approximating 
ocean  bottom  topography  in  wave-refrac- 
tion computer  model,  02972 
computer     assisted     area     source     emissions 

gridding  procedure  (CAASE),  09338 
conceptual  model  for  movement  of  pesticides 
through  environment,  09360 


economic  model  of  cargo  loss,  method  for 
evaluating  cargo  loss  reduction  programs, 
13194 

environmental  modelings-ecosystems,  05738 

Fourmile  Run  local  flood-control  project, 
Alexandria  and  Arlington  County,  Va., 
11990 

free-flight  model  investigation  of  vertical-at- 
titude VTOL  fighter  with  twin  vertical 
tails,  02983 

Grays  Harbor  estuary,  Wash.,  maintenance 
studies  of  35-ft-deep  MSL  navigation 
channel,  hydraulic  model  investigation, 
02444 

high  Reynolds  number  tests  of  C-141A  aircraft 
semispan  model  to  investigate  shock-in- 
duced separation,  02940 

Kalman  filter  estimation  of  human  pilot-model 
parameters,  02966 

Los  Angeles  and  Long  Beach  harbors  model 
study,  observations  of  ship  mooring  and 
movement,  09313 

low-speed  wind-tunnel  investigation  of  span 
load  alteration,  forward-located  spoilers, 
and  splines  as  trailing-vortex-hazard  al- 
leviation devices  on  transport  aircraft 
model,  08183 

model  for  using  qualitative  variables  as 
covariates  in  analysis  of  covariance,  01743 

model  investigation  of  inlet  plenum  flow 
straightening  techniques  for  altitude  test 
facility,  12805 

modeling  dynamics  of  biological  and  chemical 
components  of  aquatic  ecosystems,  05693 

navigation  conditions  at  Cannelton  Locks  and 
Dam,  Ohio  River,  hydraulic  model  in- 
vestigation, 05674 

parametric  studies  with  atmospheric  diffusion 
model  that  assesses  toxic  fuel  hazards  due 
to  ground  clouds  generated  by  rocket 
launches,  06231 

shear-flexible  finite-element  models  of 
laminated  composite  plates  and  shells, 
08153 

statistical  questions  relating  to  validation  of  air 
quality  simulation  models,  09374 

subsonic  stability  and  control  derivatives  for 
unpowered,  remotely  piloted  3/8-scale  F-15 
airplane  model  obtained  from  flight  test, 
08185 

summary  of  flight  tests  to  determine  spin  and 
controllability  characteristics  of  remotely 
piloted,  large-scale  (3/8)  fighter  airplane 
model,  12829 

twin-jet  variable-wing-sweep  fighter  airplane 
model  at  Mach  numbers  to  2.2,  exhaust- 
nozzle  characteristics  for,  10099 

urban  stormwater  management  modeling  and 
decision-making,  09412 

vulnerability  model,  simulation  system  for  as- 
sessing damage  resulting  from  marine 
spills,  00247 

Westport    Small-Boat    Basin    revision    study, 
hydraulic  model  investigation,  07533 
Models  (clothing): 

employment  outlook,  09980 
Models  (layout): 

Los  Angeles  basin  standard  traffic  model - 
card    deck/character    tape    version,    user's 

manual  for  computer  tapes,  10318 
user's  manual  for  computer  tapes,  10317 
Models       (mathematical),       see       Mathematical 
models. 
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Models  (structural): 

hydraulic  model  studies  of  Little  River  gaging 

station  B,  10370 
hydraulic    model   studies   of   O'Sullivan    Dam, 

Columbia  Basin  Project,  13069 
numerical    solution    schemes    for    highly    non- 
linear static  structural  behavior,  02430 
shore   effect   model,    Atlantic   Generating   Sta- 
tion, Hydraulic  model  investigation,  02445 
Modernization,  see  Renovizing. 
Mohair: 

mohair  histogenesis,  maturation,  and  shedding 

in  angora  goat,  06537 
wool  and  mohair,  03345 
Mohogany: 

relationship  of  root  length  to  stem  diameter  in 
curlleaf  mountain-mohogany,  01068 
Moisture: 
determination    of    moisture    in    stack    gases, 
00910 
Mokelumne  River: 

channel  capacity  downstream  from  Camanche 
Dam.,  09792 
Molar  volume: 

oxygen  reduction  on  several  gold  alloys  in   1- 
molar  potassium  hydroxide,  06206 
Molasses: 

market  news,  weekly,  04217 
Molecular  sieves,  see  Adsorbents. 
Molecular  structure: 

friction  transition  in  polyimide  films  as  related 
to    molecular    relaxations    and    structure, 
06246 
Molecules: 
analysis    of    molecular   flow    parameters    with 
help  of  kinetic  Vallander  equations,  07476 
Monte  Carlo  calculations  of  diatomic  molecule 
gas   flows    including   rotational   mode   ex- 
citation, 08167 
Moline,  111.: 

area  wage  survey,  10044 
Molluscacides: 
EPA    compendium    of    registered    pesticides, 
03587,  10243,  13034 
Molluscicides,  see  Molluscacides. 
Mollusks: 

mollusks    and    crustaceans    of   coastal    United 

States  (poster),  06365 
new  species  of  marine  mollusks  from  Pitcairn 
Island  and  Marquesas,  01556 
Molly  Creek: 

flood  plain  information,  05639 
Molybdenum: 
compositional  effects  on  mechanical  properties 
of   hafnium    carbide    strengthened   molyb- 
denum alloys,  06210 
effect  of  nature  of  oxygen  interactions  on  fric- 
tion  of   titanium,   aluminum,   and   molyb- 
denum, 08178 
effects  of  long-term  aging  on  ductility  of  the 
columbium     alloys     C-103,     CblZr,     and 
Cb/752   and   the   molybdenum   alloys   Mo- 
TZM,  01364 
recovery   and   separation  of  molybdenum   and 

rhenium  from  process  solution,  02929 
report,  monthly,  04218 

tensile     and     creep     properties     of     titanium- 
vanadium,       titanium-molybdenum,       and 
titanium-niobium  alloys,  06204 
toxicological  appraisal,  12017 
water  pollution  control  in  primary  nonferrous 
metals  industry,  09415 
Moments: 
gravitational       forces       and       moments       on 
spacecraft,  08122 


light  aircraft  lift,  drag,  and  moment  prediction, 
review  and  analysis,  06169 
Momentum,  see  Angular  momentum. 
Monarch  Wilderness: 

proposal,  00278 
Monel  metal: 

zirconium-modified,   precipitation-strengthened 
nickel-30  percent  copper  alloy,  high-tem- 
perature mechanical  properties,  10111 
Monetary  policy,  see  Money. 
Monetary  problems,  see  Money. 
Money: 

components  of  money  stock  measures  and  re- 
lated items,  04219 

condition  of  national  economy  and  Federal 
Reserve's  views  on  monetary  policy 
(remarks),  12245 

conduct  of  monetary  policy  to  lower  interest 
rates  - 
hearings,  1 1496 
report,  02165 

currency  and  coin,  outstanding  and  in  circula- 
tion, monthly  statement,  04539 

flow  of  funds,  seasonally  adjusted,  03915 

foreign  exchange  rates,  monthly,  03952 

foreign  exchange  rates,  weekly,  03953 

household  money  income  in  1973,  08662 

international    monetary    reform    and   exchange 
rate  management- 
hearings,  11075 

international  monetary  situation- 
hearings,  01881 

money  income  in  1974  of  families  and  persons 
in  United  States,  10574 

open  market  rates  and  bond  prices,  monthly, 
04327 

Persian    Gulf,     money,    politics,     arms,    and 
power- 
hearings,  11100 

selected  interest  &  exchange  rates,  weekly  se- 
ries of  charts,  04503 

stock  measures,  in  billions  of  dollars,  04219 

stone  money  of  Yap,  numismatic  survey, 
01559 

use  of  United  States-owned  foreign  currencies, 
GAO  report,  07738 

world     monetary     conditions     in     relation     to 
agricultural  trade,  00842,  02420 
Mongolia: 

translations,  04599 
Monitoring: 

analytical  methodology  for  pesticide  residue 
monitoring,  guidelines,  07679 

automatic  air  monitoring  instruments,  specifi- 
cation for  development  of  instruction 
manuals,  09478 

catalog  of  Federal  pesticide  monitoring  activi- 
ties, 09592 

compliance  monitoring  procedures,  09337 

deformation  monitoring  of  underground 
openings  by  photographic  techniques, 
10079 

environmental  monitoring  series,  00910-7, 
05696-8,  07554-5,  09373-6,  12021-4 

evaluation  of  Coast  Guard  oil-water  separator 
and  monitor  systems,  06656 

evaluation  of  instrumentation  for  monitoring 
total  mercury  emissions  from  stationary 
sources,  00929 

fish  monitoring  investigations,  01602-3 

highway  air  quality,  design  of  air  monitoring 
surveys,  00995 

highway  air  quality,  monitoring  manual,  00996 

information  packet  on  monitoring  for 
discharge  permit  compliance,  05734 
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introduction    to    radiological    monitoring,    pro- 
grammed home  study  course,  02335 
investigation  of  Orion  Research  cyanide  moni- 
tor, 00916 
model  State  water  monitoring  program,  12070 
monitor    and    control    instrumentation    panels 

and  displays,  USSR  study,  07898 
monitoring     and     air    quality     trends     report, 

05735-6 
monitoring    contractors'    indirect    cost,    guide, 

10487 
monitoring  disposal-well  systems,  00917 
monitoring  for  criminal  justice  planning  agen- 
cies, 12625-6 
monitoring  of  Fort  Knox  industrialized  BOQ 
project,   design   and  construction   phases, 
11978 
monitoring  radon  222  content  of  mine  waters, 

08116 
on-line     mass     spectrometric     monitoring     of 
polymerization      of     phenolic-resin-based 
material,  02979 
selecting  sites  for  carbon  monoxide  monitor- 
ing, 12087 
shipboard  oil-in-water  content  monitor  based 
on  light  scattering  at  ninety  degrees,  06664 
shipboard   oil-in-water  content  monitor  based 
on   small   angle   forward   light   scattering, 
01823 
waterfowl  monitoring  investigations,  03352 
see  also  Radiation  monitoring-Telephone. 
Monitors: 

suspended  solids  monitor,  09408 
Monitors  (aeronautic): 
parametric  analysis  of  imagining  radar  for  use 
as  independent  landing  monitor,  10152 
Monnet,  Jean: 
honor  him  - 
report,  06826 
Monomolecular  film,  see  Films  (coatings)  . 
Monongahela  National  Forest: 

general  information,  12304 
Monongahela  River  and  Valley: 

navigation  charts,  02427 
Mononucleosis,  see  Infectious  mononucleosis. 
Monopolies: 
Antitrust  and  Monopoly  Subcommittee  activi- 
ties report- 
report,  11408 
monopolistic  tendencies  of  auto  emission  war- 
ranty provisions - 
hearings,  00514 
report,  06780 
Monroe,  Raymond: 

relief,  10812,  11323 
Montague  Nuclear  Power  Station: 
Northeast    Nuclear    Energy    Company,    fiche 
index  for  nuclear  dockets,  00860 
Montana: 

Box   Elder   District,   national   resource   lands, 

map,  02876 
census  of  retail  trade,  major  retail  centers  in 

standard  metropolitan 
census    of    wholesale    trade,    area    statistics, 

08633statistical  areas,  01778 
climatological  data,  03540 
descriptive     analysis     of     Montana's     forest 

resources,  12325 
Dillon  District,   national  resource  lands,  map, 

02877 
implementation    plan    review,    as    required    by 
Energy    supply    and    environmental   coor- 
dination act,  12065 


limnological      investigation      of      Yellowstone 
River  related  to  taste  and  odor  problems 
in  domestic  water  supplies,  10255 
national  electric  rate  book,  01016 
Northern    Great    Plains    Resources    Program, 

cooperative  resources  study,  09453 
Park  District,  national  resource  lands,  02878 
population       estimates       of       counties      and 

metropolitan  areas,  00182 
precipitation  data,  hourly,  04023 
precipitation-frequency      atlas      of      western 

United  States,  08266 
water  resources  data,  02675,  09820-1,  12446 
water  supply  outlook  and  snow  surveys,  04678 
Yellowstone     River,     quality     of     interstate 
waters,  10269 
Monte  Carlo  method: 

Monte  Carlo  calculations  of  diatomic  molecule 
gas  flows  including  rotational  mode  ex- 
citation, 08167 
Monte  Carlo  investigation  of  experimental  data 
requirements  for  fitting  polynomial  func- 
tions, 12817 
Monte  Carlo  investigation  of  thrust  imbalance 

of  solid  rocket  motor  pairs,  06144 
particle-transport  simulation  with  Monte  Carlo 
method,  11954 
Montejano,  Rodolfo: 
nomination - 
hearings,  11600 
Monterey  Bay: 

type  16  flood  insurance  study,  tsunami  predic- 
tions   for    Monterey    and    San    Francisco 
Bays  and  Puget  Sound,  07534 
Monterey  County,  Calif.: 

geology   and   ground   water  of   Pajaro   Valley 
area,  09796 
Monterey  pine,  see  Pine. 
Montgomery  County,  Miss.: 

soil  survey  report,  08386 
Montgomery  County,  Pa.: 

flood    plain    information.    East    Branch,    Per- 
kiomen   Creek   and   Indian   Creek,   Bucks 
and  Montgomery  Counties,  Pa.,  05630 
floods,  East  Branch,  Perkiomen  Creek  and  In- 
dian Creek,  Bucks  County,  Pa.,  09276 
Montgomery  County,  Tex.: 

flood    plain    information,    Panther    and    Bear 

Branches,  05640 
floods,  Caney  Creek,  09288 
floods,  Panther  and  Bear  Branches,  09290 
Montgomery,  Robert  E.,  jr: 

statement,  09534 
Moon: 

lunar  drilling  technology  for  terrestrial  applica- 
tions, field  study,  evaluation,  05623 
Moore,  George,  jr.: 

relief,  11320 
Moore,  Ursula  E.: 

relief,  04866 
Moorer,  Thomas  H.: 

speeches  and  statements,  01187 
Mops: 

brooms,     mops,     sponges,     and     squeegees, 
Federal  item  identification  guide,  07383 
Morale: 

welfare,    recreation,    and    morale,    unit    level 
recreational  sports,  04782 
Morbidity: 

morbidity  and  mortality  weekly  report,  04240 
relationship  between  whole  body  vibration  and 
morbidity    patterns    among    heavy    equip- 
ment operators,  08244 
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relationship  between  whole-body  vibration  and 
morbidity    patterns    among    motor    coach 
operators,  06336 
Morelos,  Jose  Ismarnardo  Reyes: 

relief,  05307 
Morgantown  Energy  Research  Center: 

development    and    utilization    of    data    acquisi- 
tion,  computing,   and   processing   systems 
at   Morgantown   Energy   Research  Center. 
07500 
Morocco: 

economic  trends  and  their  implications  for 
United  States.  07876,  09922 

mineral   industry,   minerals   yearbook   chapter, 
06116 
Morphogenesis: 

morphofunctional  features  of  hearing  organ  in 
terrestrial,  semiaquatic,  and  aquatic  mam- 
mals. USSR  study,  12596 
Morphology: 

main  morphological  distinctions  of  brain  and 
cranial  nerves  of  dolphins  and  other 
cetaceans,  USSR  study,  07922 

morphology     of     delphinidae,     USSR     study, 
01198 
Morris  County,  Kans.: 

soil  survey  report,  13101 
Mortality,  see  Death. 
Mortgage  insurance: 

alarming    deterioration    of    reserves    of    FHA 
mortgage  insurance  funds  - 
report,  05077 

cost  estimation  for  project  mortgage  in- 
surance, 01 142 

directory  of  mutufamily  project  mortgage  in- 
surance programs  by  project  status,  03752 

financial  statements,  05910 

home  mortgage  insurance,  FHA  regulations, 
09537-9 

housing  assistance  payments  program,  housing 
finance  and  development  agencies 
processing  handbook,  01146 

housing  for  low  income  families,  HUD's  new 
sec.  8  housing  assistance  payments  pro- 
gram. 12468 

HUD-FHA  underwriting  analysis.  01137 

land       planning      analysis,       principles      and 
procedures      for      projectmortgage      in- 
surance, 01 143 

miscellaneous  type  home  mortgage  insurance, 
01140 

mortgage  credit  analysis  handbook  for 
mortgage  insurance  on  1-4  family  proper- 
ties. 01138 

mortgage  insurance  operations  and  contract 
authority,  summary,  04559 

project  mortgage  insurance,  FHA  regulations, 
09540-2 

questions  and  answers  on  HUD/FHA  home 
property  appraisals,  12478 

selected  multifamily  status  reports,  mortgage 
insurance  programs  by  name  and  location 
of  each  project,  04505 

single   family   underwriting   reports  and   forms 
catalog,  01139 
Mortgages: 

amortization  of  pollution  control  facilities, 
02725 

emergency  housing  assistance  - 
hearings,  08859 

fast  housing  action,  guide  for  mortgage  len- 
ders,05909 

FHA  monthly  report  of  operations,  03901-2 


fluctations    in    housing   construction, ways    to 

moderate,  09572 
Home  mortgage  disclosure  act- 
law.  10673 

report,  00421,  01974,  02189,  06884 
home,  FHA  trends,  03903 
housing  goals  and  mortgage  credit  - 

hearings.  11489 
housing  management,  foreclosures,  and  aban- 
donments- 
hearings.  00652 
HUD-held  multifamily  mortgages,  deficiencies 
in  overall  management- 
report,  06779 
increase    availability    of    mortgage    credit    for 
financing  of  housing- 
report,  08828 
information  on  secondary  mortgage  market  ac- 
tivities of  Federal  National  Mortgage  As- 
sociation     and      Federal      Home      Loan 
Mortgage  Corporation,  GAO  report,  07815 
management       of       HUD-held        multifamily 
mortgages - 
hearings,  06956 
mortgage      credit      analysis      handbook      for 
mortgage   insurance  on  1-4  family  proper- 
ties, 01138 
mortgage  credit,  increase  availability - 

hearings,  05449 
mortgage     money,     who     gets     it?     study     in 
mortgage   lending   discrimination   in   Hart- 
ford Conn.,  04836 
real  estate  settlement  costs  in  federally  related 
transactions,  regulate - 
report,  08982 
variable  rate  authorization  of  FHLBB- 

report,  02182 
variable  rate  mortgage  proposal  and  regulation 

Q- 
hearings,  11081 
variable   rate   mortgages  proposed   by   Federal 
Home  Loan  Bank  Board  - 
hearings,  05155.  11497 
see  also  Loans-Mortgage  insurance. 
Morton,  Rogers  C.B.: 

contempt  proceedings  against- 
hearings,  06990 
MOS,  see  Military  occupational  specialties, 
Mosses: 

mosses  of  Juan  Fernandez  Islands,  01555 
Most  favored  nation  clause,  see  Favored  nation 

clause. 
Motels,  see  Motor  courts. 
Mothers: 

assistance  for  children  and  mothers,  agreement 
with    United     Nations    Children's    Fund, 
03251,  03279 
children  of  working  mothers,  07988 
infant,     maternal,     and    childhood     mortality, 
06671 
Moths: 

contact   toxicity    of   40   insecticides    tested    on 

pandora  moth  larvae,  12318 
harvest     counts      underestimate      impact     of 
Dioryctria    on    2d-year    slash    pine    cone 
crops,  01069 
oak  leaf  roller,   contact  toxicity  of  4  insecti- 
cides applied  to  larvae,  09707 
sexing  large  aspen  tortrix  pupae,  02625 
see  also  Gypsy  moths. 
Motion: 

advanced  simulation  in  undergraduate  pilot 
training,  motion  system  development, 
01697 
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liquid  and  gas  flow,  liquid  level,  and  mechani- 
cal motion  measuring  instruments,  Federal 
item  identification  guide,  11782 

relationships  between  motion  on  isentropic 
surfaces  from  3-H  rawinsonde  data  and 
radar  echoes,  06177 

strong  motion  earthquake  data,  09321 
Motion  picture  projectionists: 

employment  outlook,  09943 
Motion  pictures: 

catalog  of  copyright  entries,  00716,  02327 

catalog  of  motion  pictures  and  filmstrips  for 
sale  by  National  Audiovisual  Center, 
03000 

catalog,  bicentennial,  environmental,  and  natu- 
ral resources  films,  12510 

catalogue  of  CPSC  films,  02321 

census  of  selected  service  industries,  06615 

Defense  Civil  Preparedness  Agency  catalog, 
02337 

FHWA  motion  pictures,  list,  00986 

films  and  filmstrips  on  occupational  safety  and 
health,  06333 

Forest  Service  films  available  on  loan  for  edu- 
cational purposes,  01045 

index  of  Army  motion  pictures  for  public  non- 
profit use,  04783 

instructor's  guide  for  film  on  sudden  infant 
death  syndrome,  after  our  baby  died, 
04854 

Library  of  Congress  catalog,  04157 

Mines  Bureau  films  catalog,  08019 

tax  shelters,  movie  films,  02134 

USIA  film,  Wilma  Rudolph  Olympic  champion, 
make  available  - 
report,  06854 

using   motion   pictures   for  data   collection   on 
prescribed  burning  experiments,  02617 
Motivation  (psychology): 

management  of  social  incentives  in  Air  Force 
technical  training,  field  experiment,  00053 
Motive  power,  see  Power. 
Motor  bus  drivers: 

intercity  bus  drivers,  local  transit  bus  drivers - 
employment  outlook,  12643 
Motor  buses,  see  Motorbuses. 
Motor  Carrier  Safety  Bureau: 

bulletin,  on  guard,  04324 

motor  carrier  accident  investigation  report, 
02933,  06136 

motor  carrier  investigation  report,  01326-8 
Motor  carriers: 

common  carrier  freight  tariffs  and  classifica- 
tion publications,  regulations  to  govern 
construction,  filing  and  posting,  12586 

Federal  motor  carrier  safety  regulations,  08118 

financial  and  operating  statistics,  class  1  motor 
carriers  of  property,  02810 

guide  for  preparation  and  submission  of  quar- 
terly and  annual  reports  to  Interstate 
Commerce  Commission,  classes  1  and  2 
motor  carriers  of  property,  0281 1 

hours  of  service  of  drivers,  Federal  motor  car- 
rier safety  regulations,  01324 

minimum  age  requirements  of  Federal  motor 
carrier  safety  regulations,  01325 

motor  carrier  cases,  decisions.  Interstate  Com- 
merce Commission  reports,  12583 

Motor  carrier  reform  act,  10794 

noise,  new  Federal/EPA  regulation  governing 
interstate  motor  carriers,  09452 

non-government  frequency  list,  land  transpor- 
tation services,  09517 


nonregulated  motor  carriers,  census  of 
selected  service  industries,  06617 

quarterly  freight  loss  and  damage  claims  re- 
ported by  common  and  contract  motor 
carriers  of  property,  04446 

through  routes  and  joint  rates  between  motor 
carriers  of  property,  establish  - 
hearings,  11508 

transport  statistics  in  United  States,  01182 

uniform  system  of  accounts  for  class  1  and 
class  2  common  and  contract  motor  car- 
riers of  property,  12589-90 

see  also  Motor  vehicle  accidents. 
Motor  courts: 

hotels  and  motels  under  Fair  labor  standards 
act,  01621 

motels,  census  of  selected  service  industries, 
06614 
Motor  fuel: 

alternative  fuels  for  automotive  transportation, 
feasibility  study,  09423 

ASTM  manual  for  rating  motor,  diesel,  and 
aviation  fuels,  10511 

nonreactive  mixing  study  of  scramjet  swept- 
strut  fuel  injector,  08160 

see  also  Gasoline. 
Motor  trucks  see  Motortrucks. 
Motor  vehicle  accidents: 

accident  investigation  and  reporting,  03031, 
08237 

alcohol  crash  story,  news  media  guide,  06328 

analysis  of  problems  on  application  of  radar 
sensors  to  automotive  collision  preven- 
tion, 10198 

analysis  of  vehicle  injury  sources,  10199 

applications  of  accident  data  on  young  driver 
research,  12924 

basic  research  in  crashworthiness,  12926 

control  of  large  commercial  vehicle  accidents 
caused  by  front  tire  failures,  12760 

crash  cushions,  selection,  criteria,  and  design, 
07657 

development  of  anticipatory  automobile  crash 
sensors,  12929 

development  of  techniques  to  prevent  occu- 
pant ejection  during  rollover,  10203 

effect  of  commercial  vehicle  systematic 
preventive  maintenance  on  specific  causes 
of  accidents,  08117 

effect  of  lower  legal  drinking  ages  on  youth 
crash  involvement,  10206 

emergency  medical  technical  crash  victim  ex- 
trication training  course,  12931 

highway  accident  report  NTSB-HAR  series, 
13001-3 

injury  causation,  tri-level  accident  investiga- 
tion summaries,  08240 

1973  accidents  of  motor  carriers  of  property, 
02934 

military  police  traffic  accident  reports  and  in- 
vestigation, 10490 

MMF  (Maryland  Medical-Legal  Foundation) 
1971  multidisciplinary  accident  investiga- 
tion, 10210 

motor  carrier  accident  investigation  report, 
01326-8,  02933,  06136 

multidisiplinary  accident  investigations,  DOT 
HS  series,  04243 

multiple-vehicle  collisions  in  fog,  near  Corona, 
Calif.,  13003 

rear  end  structural  crashworthiness  of  unitized 
construction  vehicles,  10212-3 

structural  crashworthiness  system  for  standard 
size  automobile,  development  and  evalua- 
tion, 06330 
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Motor  Vehicle  Emissions  Committee: 

emissions  control  of  engine  systems,  conusl- 
tant  report.  OSr.82 

manufacturability  and  costs  of  proposed  low- 
emissions     automotive     engine     systems, 
consultant  report,  12004 
Motor  vehicle  operators 

alcohol  crash  story,  news  media  guide,  06328, 
06328 

driver  exposure,  indirect  approach  for  obtain- 
ing relative  measures,  10204 

driver,  traffic  safety  magazine  for  military 
driver,  03755 

hours  of  service  of  drivers.  Federal  motor  car- 
rier safety  regulations.  01324 

liquors.  06328 

relationship  between  whole-body  vibration  and 
morbidity  patterns  among  motor  coach 
operators,  06336 

seminar  on  alcohol  and  safety,  training  for  so- 
cial   and    health    care    personnel,    manual, 
06332 
Motor  vehicles: 

Administrative  Adjudication  Bureau  of  New 
York  State  Department  of  Motor  Vehi- 
cles, 01212 

air  pollution  on  wheels,  transportation  controls 
in  southwestern  Pennsylvania,  09325 

contributions  of  advisory  groups  to  Federal 
motor  vehicle  and  traffic  safety  programs, 
GAO  report,  07808 

delays  in  establishing  uniform  quality  grading 
system  for  motor  vehicle  tires,  GAO  re- 
port, 07813 

DOT/NASA  comparative  assessment  of 
Brayton  engines  for  guideway  vehicles 
and  busses,  06184 

effect  of  commercial  vehicle  systematic 
preventive  maintenance  on  specific  causes 
of  accidents,  08117 

Federal  safety  standards  and  regulations  with 
amendments  and  interpretations,  03855 

highway  safety  literature,  abstract  journal, 
03998 

improvements  needed  in  planning  and  using 
motor  vehicle  safety  research,  GAO  re- 
port, 07707 

International  Vehicle  and  Highway  Safety 
Conference,  proceedings,  01606 

light-duty  gasoline-powered,  inspection  and 
maintenance,  09442 

measuring  soil  properties  in  vehicle  mobility 
research,  09315 

motor  gasolines,  winter,  10065 

Motor    vehicle    information    and    cost    savings 
act,  amend  - 
hearings,  06992 
report,  06897 

motor    vehicle    information    and    cost    savings 
act,  1974  report  on  activities - 
document  edition,  06772 

Motor    vehicle    information    and    cost    savings 
act,  oversight - 
hearings,  06982,  07226 

motor  vehicle  maintenance  and  repair  shop 
equipment.  Federal  item  identification 
guide,  02385 

motors  and  generators,  current  industrial  re- 
ports, 10557 

National  traffic  and  motor  vehicle  safety  act, 
1974  report  on  activities - 
document  edition,  06772 

National  traffic  and  motor  vehicle  safety  act, 
yearly  activities  of  Transportation  Dept., 
01888 


need     to     improve     benefit-cost     analyses     in 

setting    motor    vehicle    safety    standards, 

GAO  report,  07720 
periodic  motor  vehicle  inspection,  03022 
prechamber    spark    ignition    engine    concepts. 

evaluation.  05714 
prohibit    unlawful    use    of    rented    motor   vehi- 
cle- 
hearings,  06935 
research  safety  vehicles,  03029 
safety  defect  recall  campaign  reported  to  Na- 
tional Highway  Traffic  Safety  Administra- 
tion, 04242 
safety  responsibility  act  of  D.C.  amend- 

hearings,  05162 
see  also  Automobiles-Motor  vehicle  accidents. 
Motorboats: 

this  is   seal  of  safety,  Coast  Guard   Auxiliary 

courtesy  examination,  get  free  motorboat 

examination,  01824-5 
Motorbus  drivers: 

school  bus  driver  training  program - 
report,  05072 
Motorbuses: 
buspools,  13190 

carpool  and  buspool  matching  guide,  12153 
DOT/NASA       comparative       assessment       of 

Brayton    engines    for    guideway    vehicles 

and  busses.  06184 
increase  width  - 
report,  05072 
rail   rapid   transit   and   express   bus   service   in 

urban  commuter  market,  evaluation,  10346 
role   of   vision   and  audition   in   truck  and  bus 

driving,  01329 
vanpools,  1321 1 
Motorcycles: 

acceleration  and  passing  ability,  comparison  of 

passenger  cars  and  motorcycles,  12927 
brakes,    comparison    of   braking    performance 

for  1975  passenger  cars  and  motorcycles, 

06329 
dynamics  of  motorcycle  impact,  10205 
motorcycle  mechanics- 
employment  outlook,  12647 
Motors: 

Monte  Carlo  investigation  of  thrust  imbalance 

of  solid  rocket  motor  pairs,  06144 
Motortruck  drivers: 

local  truck  drivers,  long  distance  truck  drivers, 

employment  outlook,  12643 
union  wage  scales,  local  truckdrivers,  Buffalo, 

N.Y..  02870 
union    wage    scales,    local    truckdrivers.    New 

York  City,  02871 
union  wage  scales,  local  truckdrivers,  Newark, 

N.J.,  02872 
union      wage      scales,      local      truckdrivers, 

Rochester,  NY.,  02873 
union       wage       scales,       local       truckdrivers, 

Syracuse,  N.Y.,  02874 
union  wage  scales,  local  truckdrivers,  Trenton, 

N.J.,  02875 
Motortrucks: 

airdrop  of  supplies  and  equipment,  rigging  1/4 

ton  trucks,  04779 
control  of  large  commercial  vehicle  accidents 

caused  by  front  tire  failures,  12760 
Francisco     Flores     truck/pickup     truck     with 

camper     and     trailer     collision,     Bishop, 

Calif..  13001 
in-use  heavy  duty  gasoline  truck  emissions- 
trucks    operated    over    road    course,    mass 
emissions,  09441 
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inventory  and  use  survey,  08628- 
U.S.  summary,  08628 

light  duty,  exhaust  emission  controls,  inspec- 
tor's guidebook,  09443 

nineteen  seventy-five  gas  mileage  guide  for 
new  car  buyers,  02481 

procurement  of  20-ton  dump  trucks,  GAO  re- 
port, 07730 

proposed  medium  and  heavy  truck  noise  regu- 
lations, background  document,  05679 

role  of  vision  and  audition  in  truck  and  bus 
driving,  01329 

should  Gama  Goat  be  improved  or  replaced? 
GAO  report,  02663 

spectral  and  directional  characteristics  of  noise 
generated  by  truck  tires,  03353 

study  of  technological  improvements  to  op- 
timize truck  configurations  for  fuel  econo- 
my, 08476 

truck  noise  2,  interior  and  exterior  A-weighted 
sound  levels  of  typical  highway  trucks, 
08478 

truck  noise,  economics  of  quieting  Freightliner 
cab-over-engine  diesel  truck,  08455 

truck  noise,  experimental  investigation  of 
truck  tire  sound  and  vibration,  08459 

truck  noise,  field  test  of  Freightliner  quieted 
truck,  08467 

truck  noise,  final  configuration  of  Freightliner 
quieted  truck,  08456 

truck  noise,  Freightliner  quieted  truck  cooling 
system,  08468 

truck  noise,  identifying  sources  of  noise  on 
heavy  duty,  diesel  truck,  08465 

truck  noise,  noise  evaluation  tests  of  military 
truck  tires,  08449 

truck  noise,  reduction  of  cooling  system  noise 
on  heavy  duty  diesel  trucks,  08450 

truck  noise,  reduction  of  intake  and  exhaust 
system  noise  on  heavy  duty  diesel  trucks, 
08453 

truck  noise,  source  analysis  and  experiments 
with  noise  control  treatments  applied  to 
Freightliner  quieted  truck,  08448 

truck  related  fatalities  and  disabling  injuries  at 
metal  and  nonmetal  surface  mines,  analy- 
sis, 01323 

truck  terminal  cargo  security  effectiveness 
compared  to  company-wide  security, 
03358 

trucking,  employment  outlook,  10032 

trucks,  Federal  standard,  02570 
Mottville,  Mich.: 

water    resources    appraisal    for    hydroelectric 
licensing,  project  401,  owned  by  Michigan 
Power  Co.,  St.  Joseph  River,  Mich.,  and 
Ind.,  evaluation  report,  09557 
Moultrie,  Ga.: 

floods,     Ochlockonee     River     and     Okapilco 
Creek,  00888 
Mount  Abbot  quadrangle: 

central   Sierra    Nevada,    Calif.,    analytic    data, 
07842 
Mount  McKinley  National  Park: 

how   to   travel    in   Mount   McKinley   National 
Park,  Alaska,  06394 
Mount  Rainier  Wilderness: 

proposal,  00273 
Mount  Rogers  National  Recreation  Area: 

Appalachian  Trail,  general  information,  09599 
Mountain  hemlock,  see  Hemlock. 
Mountain  pine  beetles,  see  Beetles. 


Mountains: 

slope  stability  problems  associated  with  timber 
harvesting     in     mountainous     regions     of 
western  United  States,  09618 
tips  on  mountain  flying,  12138 
Mounts,  see  Supports. 
Mouth: 

structure  and  innervation  of  nasolabial  region 
in     certain     mammals     and     man,     USSR 
study,  07923 
waxed  dental  floss  inclusion  in  regimen  of  oral 
hygiene    of    Antarctic    personnel,    effects, 
10062 
Moving,  see  Transportation. 
Moving  pictures,  see  Motion  pictures. 
Mozambique,  see  Portuguese  East  Africa. 
MSFC,    see   George    C.    Marshall    Space    Flight 

Center-Marshall  Space  Flight  Center. 
Mt.  Vernon,  N.Y.: 

railroad    accident    investigation    summary    re- 
port, 10281 
MTMC,  see  Military  Traffic  Management  Com- 
mand. 
Muddy  Creek,: 

movement  and  dispersion  of  soluble  materials 
in  Salem  Creek,  Muddy  Creek,  and  Yad- 
kin   River    between    Winston-Salem    and 
Salisbury,  N.C.,  12455 
Muddy  River: 

flood   plain   information,   vicinity   of  Overton, 

Clark  County,  Nev.,  05635 
floods,    vicinity    of    Overton,    Clark    County, 
Nev.,  09280 
Mugil  cephalus,  see  Mullets. 
Mulching: 

mulching  planted  ponderosa  pine  seedlings  in 
Arizona  gives  mixed  results,  09714 
Mullets: 

mirex  and  methoxychlor  on  striped  mulles,  ef- 
fects, 05694 
Multimeters: 

multimeters,  meters  electronic/electrical,  vari- 
ous,   Federal    item    identification    guide, 
02369 
Multiple  myeloma: 

progress   against   leukemias,   lymphomas,   and 
multiple  myeloma,  06300 
Muncie,  Ind.: 

floods  in  vicinity  of  Delaware  County,  Ind.- 
how  to  avoid  damage,  09269 
Mundt,  Karl  E.: 

memorial     services,     printing     of     legislative 
proceedings - 
report,  09016 
Municipal  governments,  see  Government. 
Municipal  home  rule: 

District  of  Columbia  home  rule  act,  amend - 

report,  05017,  05340 
National    Capital    Service    Area,    delete    from 
District  of  Columbia  home  rule  bill- 
report,  01990 
Municipal  wastes: 

demonstrated   technology   and   research   needs 

for  reuse  of  municipal  wastewater,  09413 
recommendations     for     minimum     personnel, 

laboratory  control  and  records  09460 
water  quality  management  planning  for  urban 

runoff,  05758 
see  also  Waste  products. 
Municipalities,  see  Cities  and  towns. 
Munitions: 

armament    and    operational    training    devices, 
Federal  item  identification  guide,  11823 
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purchase    of    defense    articles    and    services, 
agreement    with    United    Arab    Emirates. 
13137 
types    of    Soviet    armed    forces    and    combat 

arms,  USSR  study,  02829 
world    military    expenditures    and    arms    trade, 
00075 
vlurphy,  Betty  Southard 
nomination  - 
hearings.  07298 
vlurtha,  John  P.: 
authorizing  Speaker  of  House  of  Representa- 
tives to  administer  oath  of  office  to  new 
Member- 
report.  10881 
Museums: 
Army  museum  newsletter,  03451 
conservation   orientation   for   museum    person- 
nel, video  tape  series.  01553 
improvement  of  museum  services  - 
law,  06700 
report,  02003 
museum    program.    National    Endowment    for 

the  Arts  guidelines,  03017 
museums  USA,  survey  report,  12916 
dusic: 
national   assessment   of   educational   progress, 
assessment    of    attitudes     toward    music, 
12891 
national    assessment    of    educational   progress, 
first   national  assessment  of   musical   per- 
formance, 12890 
national   assessment   of   educational   progress, 

music  technical  report,  12892-3 
see  also  Bands  (music). 
Music    in   Our   Schools    Day,    see    Special   days, 

weeks,  etc. 
Musical  instruments: 
musical   instruments,   phonographs,   and   home 
radios,   Federal   item   identification   guide, 
11764 
Musicians: 

employment  outlook,  10024 
Muskegon  Heights,  Mich.: 
area  wage  survey,  01240 
Muskegon,  Mich.: 
area  wage  survey,  01240 
port.  09296 
Mussels: 

interstate  certified  shellfish  shippers  list,  04089 
ifUST   (medical    unit   self-contained   transporta- 
ble), see  Medical  Corps,  Army. 
MUST  (multistage  sampling),  see  Computer  pro- 
grams/programming. 
Mutation,  see  Variation  (biology). 
Mutual  defense,  see  Military  aid. 
Mutual  funds,  see  Investment  companies. 
My  Lai,  Vietnam: 
report    of    Department    of    Army    review    of 
preliminary  investigations  into  My  Lai  in- 
cident, 01730 
Mycobacteric  and  mycobacteriology: 

Army  medical  research,  bibliography,  08610 
Mycorrhiza: 
endomycorrhizae  enhance  survival  and  growth 
of  fourwing  saltbush  in  coal  mine  spoils, 
02621 
Mydocopa,  see  Crustaeceans. 
Myocardial  infarct,  see  Heart  diseases. 
Myotis  californicus,  see  Bats. 
Myrica  faya,  see  Firetrees. 


N 

N.L.R.B.,  see  National  Labor  Relations  Board. 
N-body  problem: 

relativistic  many-body  bound  systems.  06276 
Nabesna  quadrangle: 

Alaskan  mineral  resource  assessment  program, 

09788 

NAC,    see    National    Accreditation    Council    for 

Agencies    Serving    the    Blind    and    Visually 

Handicapped. 

NACEDC,    see    National    Advisory    Council    on 

Education  of  Disadvantaged  Children. 
Nacelles: 

flight    investigation    of    installation    effects    on 
wedge     nozzle     installed     on     underwing 
nacelle.  06202 
subsonic  annular  wing  theory  with  application 

to  flow  about  nacelles,  10145 
transonic  flutter  study  of  a  50.5°  cropped-delta 
wing  with  two  rearward-mounted  nacelles, 
12819 
upper-surface  blowing  nacelle  design  study  for 
swept  wing  airplane  at  cruise  conditions, 
06150 
NACOA,  see  National   Advisory  Committee  on 

Oceans  and  Atmosphere. 
NADB,  see  National  Air  Data  Branch. 
NADC,  see  National  Animal  Disease  Center. 
NAFEC,  see  National  Aviation  Facilities  Experi- 
mental Center. 
Names  (geographical),  see  Geographical  names. 
Names  (personal): 

Library    of    Congress     name     headings     with 

references,  04162 
naming  of  hurricanes,  13005 
Namgyal,  Hope: 

relief,  11340 
Nantucket  Sound  Islands  Trust: 
establish - 
report,  07126 
Narcotic  habit: 

impact  of  heroin  addiction  on  criminal  justice 
system - 
report,  05081 
narcotic  addiction  treatment  and  rehabilitation 
program  s- 
hearings,  08904 
narcotic    drugs,    cooperative    arrangements    to 
curb  illegal  traffic,  agreement  with  Mex- 
ico, 03329 
Narcotics: 

amendment   of   single   convention    on   narcotic 

drugs,  agreement,  08426 
and  dangerous  drugs,  translations,  04600 
cooperative  arrangements  to  curb  illegal  traf 

fie,  agreement  with  Mexico,  03329 
narcotic  drugs,  detection  of  opium  poppy  cul 
tivation,   agreement   with   Mexico,   03164 
03240 
narcotic  drugs,  equipment  and  training  to  curb 
illegal    traffic,    agreement    with    Mexico 
08428,  13129 
narcotic  drugs,  provision  of  helicopters  and  re 
lated   assistance,   agreement   with   Burma 
03184 
narcotic  drugs,  provision  of  helicopters  and  re 
lated  assistance,  agreement  with  Jamaica 
03247 
narcotic  drugs,  provision  of  helicopters  and  re 
lated  assistance,  agreement  with  Mexico 
03200,  03239,  03256 
narcotic  drugs,  provision  of  mobile  interdiction 
systems,  agreement  with  Mexico,  03287 
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narcotic,  drugs  provision  of  helicopters  and  re- 
lated assistance,  agreement  with  Mexico, 
03201 
single  convention  on  narcotic  drugs,  addition 

of  difenoxin,  agreement,  08419 
single   convention   on   narcotic   drugs,   amend- 
ments and  additions  to  schedules,  notifica- 
tion by  United  Nations,  03231 
NASA,  see  National  Aeronautic  and  Space  Ad- 
ministration-National Aeronautics  and  Space 
Administration       contractor       report       CR 
(series). 
Nashville,  Tenn.: 

dental  project,  educational  approach  for  volun- 
tary   improvement    of    radiographic    prac- 
tice, 01524 
Nassau  County,  N.Y.: 
area  wage  survey  report,  07945 
construction    industry,    industry    wage    survey 

report,  07969 
department   stores,   industry   wage   survey   re- 
port, 07973 
manpower     projections     for     Nassau-Suffolk 
area,  06003 
Nassif  Parking  Garage: 
service  to  clientele - 
hearings,  07310 
Natality,  see  Birth. 
Natick  Laboratories: 

technical  report,  00084-8,  10495 
Natick  quadrangle: 

changes  in  nomenclature  of  upper  Precambrian 
to    lower     Paleozoic     (?)     formations     in 
Natick    quadrangle,    eastern    Mass.,    and 
their  tentative  correlations   with  rocks   in 
Rhode  Island  and  Connecticut,  07831 
National  resources,  see  Natural  resources. 
National  Institute  of  Education: 
education    division    and    related    agencies    ap- 
propriations- 
hearings,  08855 
National  Academy  of  Engineering: 

air  quality  and  stationary  source  emission  con- 
trol, 05548 
annual  report - 
document  edition,  07072 
National  Academy  of  Sciences: 

air  quality  and  stationary  source  emission  con- 
trol, 05548 
annual  report - 

document  edition,  07072 
National  Accreditation  Council  for  Agencies 
Serving  the  Blind  and  Visually 
Handicapped: 
charges   made  by  National   Federation  of  the 
Blind,  GAO  report,  12342 
National  Advisory  Commission  on  Education 
Professions  Development: 
recommendations  and  actions,  report,  10758 
National  Advisory  Committee  on  Oceans  and 
Atmosphere: 
appropriation  authorization,  increase- 
report,  00398 
recommendations,  01914 
National  Advisory  Council  on  Adult  Education: 
annual  report,  04947 

recommendations  and  actions,  report,  10757 
National  Advisory  Council  on  Aging: 
establish  - 

report,  08792,  08802 
National  Advisory  Council  on  Child  Nutrition: 
annual  report,  1  2761 


National  Advisory  Council  on  Economic 
Opportunity: 
annual  report - 

document  edition,  10775 
National  Advisory  Council  on  Education  of 
Disadvantaged  Children: 
annual  report,  12763 
National  Advisory  Council  on  Extension  and 
Continuing  Education: 
annual  report,  02936 

recommendations  and  actions,  report,  10761 
National  Advisory  Council  on  Indian  Education: 

annual  report,  01331 
National  Advisory  Council  on  International 
Monetary  and  Financial  Policies: 
international    finance,    annual    report,    06138, 

12764 
report  on  expansion  of  membership  of  Inter- 
American  Development  Bank  and  lending 
to  Caribbean  Development  Bank,  00357 
National  Advisory  Council  on  Supplementary 
Centers  and  Services: 
actions     on     recommendations     from     report, 
Sharing  educational  success,  00321 
National  Advisory  Committee  on  Oceans  and 
Atmosphere: 
annual  report,  02935 

mid-term    review    of   International    Decade   of 
Ocean  Expoloration,  01330 
National  Advisory  Council  on  Economic 
Opportunity: 
annual  report - 

departmental  edition,  12762 
National  Aeronautics  and  Space  Administration: 
announcement   of   opportunities   for  participa- 
tion AO  series,  08119 
applications  technology  satellite,  authorize  ap- 
propriations- 
hearings,  02228 
apply  scientific  and  technological  expertise  to 
solution  of  national  problems - 
report,  05364 
appropriations,  1975,  authorization - 

index,  1 1446 
appropriations,  1976- 
law,  00264 
report,  00408 
appropriations,  1975,  authorization  - 

report,  08970 
appropriations,  1975,  authorize- 

law,  08704 
appropriations,  1976,  authorization - 
hearings,  05413-4,  09024 
report,  05093,  05406 
contractor  report  CR  series,  01333-6,  02937-46, 

06144-58,  06160-77,  08120-5,  12765-78 
DOT/NASA      comparative      assessment      of  I 
Brayton    engines    for    guideway    vehicles 
and  buses,  06184 
dsx  NASA,  06223 

effects  of  carbon  and  hafnium  concentrations 
in  wrought  powder-metallurgy  superalloys 
based  on  NASA  2B-11  alloy,  08173 
EP  series,  01338 
equal  employment  opportunity  program  could 

be  improved,  GAO  report,  07743 
Federal  inventory  of  energy  related  biomedical 

and  environmental  research,  07492 
financial  report  formats,  06141 
handbook  for  preparation  of  work  breakdown 

structures,  06142 
headquarters  telephone  directory,  04246 
index  to  NASA  tech  briefs,  02950 
launching  of  NASA  satellites  from  San  Marco 
Range,  agreement  with  Italy,  03253 
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National  Aeronautics  and  Space  Administration 
lightning  effects  on   NASA    F-8  digital-fly-by- 
wire  airplane.  06170 
NASA,  10137.  10157,  10160,  10168.  10172 
NASA  activities  (periodical),  04245 
NASA  aeronautics,  poster,  12779 
NASA      earth      resources      survey      program, 

weekly  government  abstracts,  04708 
NASA    earth    resources    survey    symposium, 

proceedings.  08 133 
NASA  EP  series.  01337,  06178 
NASA  facts.  01339,  06179-80,  08126.  12779 
NASA  grievance  system  manual,  06181 
NASA  procurement  regulation.  02947 
NASA  publications  manual,  1974,  08132 
NASA  report  to  educators,  04248 
NASA  source  evaluation  board  manual,  08127 
NASA  SP  series,  03393 
NASA  tech  brief.  04249 
NASA  technical  report  R  series.  06250-1 
NASA  thesaurus.  12784 
NASA/MSFC  multilayer  diffusion  models  and 

computer  programs,  version  5,  12771 
NASA's  university  program,  active  grants  and 

research  contracts,  12816 
NASTRAN  user's  guide.  06163 
organization  handbook.  06252 
pressure  contact  sounding  data  for  NASA's  at- 
mospheric variability  experiment,  AVE  3, 

02986 
procurement  regulation,  04250 
procurement  regulation,  directive,  04247 
review   of   NASA   V-G/VGH   general  aviation 

program,  08156 
some   NASA   contributions   to   human   factors 

engineering,  survey,  08131 
SP  series.  01340-7.  02948-52,  06182-99.  08128- 

32,  12780-4 
Space  Telescope  project,  GAO  report,  07805 
technical  memorandum,  10096-100,  10102-26 
technical    memorandum   TM    series,   01348-54, 

02953-7,      06200-20.      08133-7,     08139-48, 

12785-816 
technical  memoranudum,  10101 
technical  note  R  series,  02994 
technical  note  TN  series.  01355-64,  02958-90, 

06221-49,08149-87,  10127-80,  12817-45 
technical    report    R    series,    01365-6.    02991-7, 

08188-90.  10181-2.  12846-7 
technical  translation  TT  series,  01367,  02998-9, 

10183-6,  12848-9 
United    States    should    recover    full    costs    of 

reimbursable   satellite   launches,   GAO   re- 
port. 05859 
National  Agricultural  Library: 
agricultural  libraries  information  notes,  03398 
press  releases,  04404 
National  Air  Data  Branch: 

status  of  NADB  data  systems.  00958 
National  Airlines,  Inc.: 

accident  report,  10235 
National  American  Women  Suffrage 
Association: 
registers  of  papers  in  Manuscript  Division  of 

Library  of  Congress,  07993 
National  Animal  Disease  Center: 

publications,  10363 
National  Arboretum: 
gifts,  acceptance  and  administration - 
law,  01864 
report.  00434,  00610 
National  Archives: 
documents  from  America's  past,  reproductions 

of      historical      documents      in      National 

Archives,  01368 


(Jonmicrofilm      resources     in      Archives     Branch, 
Federal    Archives    and    Records    Center, 
12855 
National  Archives  inventory  series,  12854 
population  census  records,  use  and  transfer  to 
National  Archives - 
hearings,  11181 
printed  hearings  of  House  of  Representatives 
found  among  its  committee  records  in  Na- 
tional Archives.  1824-1958,  12859 
prologue,  journal  of  National  Archives,  04430 
National  Archives  and  Records  Service: 
general  information  leaflet,  12852 
National  Archives  inventory  series,  12854 
preliminary  inventory  series,  12856 
record     groups     of     National     Archives     and 

Records  Service,  list,  06261 
reference  information  paper,  12857 
special  list,  12859 
staff  information  paper,  12860 
territorial  papers  of  United  States,  12861 
National  Audiovisual  Center: 

catalog  of  motion   pictures  and   filmstrips  for 
sale     by     National     Audiovisual     Center, 
03000 
National  Aviation  Facilities  Experimental 
Center: 
design   recommendation   for  lightning  elimina- 
tion  system    for  FAA   category   3   instru- 
ment landing  system,  NAFEC,  13158 
National  banks: 

foreign  activities  of  national  banks,  01026 
National  Bureau  of  Standards: 
annual  report,  06271,  08192 
ARPA/NBS       workshop        I,       measurement 
problems   in   integrated  circuit  processing 
and  assembly,  06281 
building  science  series,  01373,  03001-2,  06265, 

08193,  08195,  12862-3 
calibration  and  test  services,  06277 
calibration  and  test  services,  fees  for  services, 

12869 
Center  for  Building  Technology,  project  sum- 
maries, 06287 
dimensions,    NBS,    monthly    news    magazine, 

03749 
directory    of    staff    on    engineering    standards 

committees,  06267 
energy  conservation  programs,  12864 
Federal      information      processing      standards 

publication,  FIPS  pub.  01374,  06268-9 
general  information,  08205 
handbook,  06270,  08197-8 
journal  of  research,  04104-5,  08199 
measurements  for  safe  use  of  radiation  call  for 
papers,    NBS    symposium    announcement, 
01375 
monograph.    03003.    06274-6,    08200.    10187-8. 

12865-6 
National    Bureau    of    Standards    at    a    glance. 

12867 
NBS  building  science  series,  06272 
NBS  computer  user's  guide,  06273 
NBS  energy-related  invention  evaluation  pro- 
gram, 01377 
NBS  reactor,  summary  of  activities,  12889 
NBS  special  publication,  06277,  06279,  06282 
NBS/AID/OAS    workshop   on    standardization 
and  measurement  services  in  industrializ- 
ing economies,  report,  01378 
NBSIR  series,  01378,  06286-8,  10189 
new  publications  from  NBS,  04284 
NSRDS-NBS  series.  06289-91.  12868 
press  releases,  04375 
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productivity    measurement    in    R&D   program, 

01386 
publications  newsletter,  04277 
special  publication,  01379-81,  03004-5,  06278, 

06280-1,  08201-8,  12869-78 
Standard    reference    data    act,    appropriations, 
authorization  - 
hearings,  00512 
standard  reference  materials,  glass  filters  for 
spectrophotometry,  selection,  preparation, 
certification,  08203 
standard    reference    materials,    standardization 

of  pH  measurements,  03004 
standards  reference  materials,   1975  price  list, 

supplement,  06278 
technical    note,    01382-7,    03006-11,    06283-5, 
06292-3,  08194,  08196,  08209-13,   10190-1, 
12879-89 
National  calendar  of  bicentennial  events,  01712 
National  Cancer  Advisory  Board: 

National  Cancer  Program,  annual  report,  06296 
National  Cancer  Institute: 
journal,  04102 
NCI  monograph,  10192 
National  Capital  Planning  Commission: 
appropriations,  1976— 
law,  06707 
report,  06865 
National  Capital  region,  see  District  of  Colum- 
bia. 
National  Cartographic  Information  Center: 

newsletter,  04251 
National  cemeteries: 
California  and  Massachusetts,  establish  - 

report,  01982 
California  cemetery  site  selection,  proposal  - 

hearings,  07046 
National  cemetery  system  study,  05554 
site   selection,    Pennsylvania,    and   vicinity   of 
District  of  Columbia - 
hearings,  11216 
National  Center  for  Health  Services  Research: 
program  in  health  services  research,  01391 
summary  of  grants  and  contracts,  08216 
National  Center  for  Health  Services  Research 
and  Development: 
publications,  report,  06304 
National  Center  for  Health  Statistics: 
activities  report,  1974  fiscal  year,  12908 
data  preparation  instruction  manual,  01394 
news  of  cooperative  health  statistics  system, 

04291 
vital  and  health  statistics  series,  current  listing 

and  topical  index,  1962-73,  06306 
vital  and  health  statistics,  data  evaluation  and 

methods  research,  01395,  08217-8,  12909 
vital  and  health  statistics,  data  from  national 
health     survey,     01396-8,     06308,    06310, 
08219-24,  12910-3 
vital  and  health  statistics,  data  from  national 

vital  statistics  system,  08225 
vital  statistics  of  United  States,  12914 
National  Center  for  Productivity  and  Quality  of 
Working  Life: 
establish  - 
hearings,  05493 
law,  01871 

report,  00415,  00616,  01972 
National  Center  for  Productivity  and  Work 
Quality: 
establish - 

hearings,  09046 
National  Center  for  Scientific  Research: 

France,  exchange  of  scientist  with  U.S.,  10224 


National  Center  for  Social  Statistics: 

applications   and    case   dispositions   for   public 
assistance,  03441 
National  Clearinghouse  for  Drug  Abuse 
Information: 
report  series,  04468 
National  Clearinghouse  for  Poison  Control 
Centers: 
bulletin,  04252 
National  Clearinghouse  on  Aging: 
Government's  response  to  elderly - 
hearings,  02007 
National  Commission  for  Manpower  Policy: 
interim  report,  01400 

public  service  employment  and  other  respon- 
ses to  continuing  unemployment,  01400 
special  report,  08228 
National  Commission  for  Review  of  Federal  and 
State  Laws  Relating  to  Wiretapping  and 
Electronic  Surveillance: 
appropriations,  1976- 
hearings,  07196 
law,  01856 
appropriations,  1975- 

report,  08826-7 
authority,  extend - 
law,  06718 
National  Commission  of  Productivity  and  Work 
Quality: 
extend- 
law,  08699 
National  Commission  on  Consumer  Finance: 

technical  studies,  01401 
National  Commission  on  Electronic  Fund 
Transfers: 
extend- 
law,  10673 

report,  00421  01974,  06884 
National  Commission  on  Libraries  and 
Information  Science: 
appropriations,  1976- 
hearings,  02242 
law,  10674 
report,  06860 
veto  message,  10804 
National  Commission  on  Materials  Policy: 

actions  on  recommendations,  01929 
National  Commission  on  Olympic  Games: 
create - 

report,  08964 
establish - 
report,  11348 
National  Commission  on  Productivity  and  Work 
Quality: 
national  policy  for  productivity  improvement, 
statement,  01517 
National  Commission  on  Regulatory  Reform: 
establish  - 

hearings,  05466 
National  Commission  on  Small  Business  in 
America: 
establish - 
report,  02223 
National  Commission  on  Supplies  and  Shortages: 
appropriations,  1975- 

extend  availability,  11292 
appropriations,  1975,  amend - 

proposal,  02153 
appropriations,  1976- 

supplemental,  proposal,  11293 
establish - 
report,  08992 
National  Commission  on  Water  quality: 
staff  draft  report,  03014-5 
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National  Conference  on  Medical  Malpractice: 

proceedings,  06995 
National  Conference  on  Weights  and  Measures: 
announcement,  01372,  06264 
model  state  packaging  and  labeling  regulation 
adopted.  01376 
National  Council  on  Aging: 

review  of  public  policy  on  aged- 
hearings,  02010 
National  Credit  Union  Administration: 
NCUA  quarterly,  04278 
rules  and  regulations,  01404,  06316-7,  08229 
National  Criminal  Justice  Information  and 
Statistics  Service: 
report,  02840-5 
SD-EE  series,  05965 
National  Criminal  Justice  Reference  Service: 
community   action,   NCJRS   selected  literature 

and  information  sources,  05971 
selective  notification  of  information,  05972 
National  debt,  see  Public  debt. 
National  defense: 
advanced  naval  base  defense,  01273 
apportionment  of  funds  for  national  system  of 
interstate  and  defense  highways- 
report,  06889 
defense  demilitarization   manual,  restructured, 

05572 
defense  indicators,  03731 
Defense  officer  personnel  management  act- 
hearings,  11059 
defense  priorities  system  - 

hearings,  10685 
Defense  production  act,  amend- 
law,  06694-5,  08690,  08740 
report,   00430,  02195,   06855,   07115,   08995, 
10957 
Defense  production  act.  amend  and  extend- 

report.  08831 
defense,  agreement  with  Iceland,  03250 
defense,  space,  and  energy  account  for  most 
of  record  increase  in  Federal  R&D  total 
in  fy  1976,  01472 
industrial  preparedness  planning  manual,  09137 
provision  of  defense  articles  and  services  and 
establishment  of  liaison  office,  agreement 
with  Kuwait,  03310 
relinquishment  of  certain  land  at  Camp  Wal- 
lace, agreement  with  Philippines,  08425 
standardization  of  work  measurement,  defense 
work    measurement    standard    time    data 
program,      machine     trades     occupations, 
09169 
National  Defense  Reserve  Fleet: 
acquire  vessels  in  exchange  for  obsolete  ves- 
sels- 
law,  04894 
National  economy,  see  Economic  conditions. 
National  Electronic  Injury  Surveillance  System: 

NEISS  news,  04280 
National  Emergencies  and  Delegated  Emergency 
Powers,  Special  Committee  on: 
report.  05388 
National  Emissions  Data  System: 

national  emissions  report,  09450,  12072 
National  Endowment  for  the  Arts: 
dance  touring  program,  06318-9 
education  program,  artists-in-schools 

guidelines,  06320 
museum  program,  guidelines.  03017 
public  media  program  guidelines,  0141 1 
theatre  program  guidelines,  01412 
National  Endowment  for  the  Humanities: 

Division  of  Research  Grants  research  program, 
06321 


program  announcement,  01414 
National  Energy  Production  Board: 
establish - 

hearings.  05505,  07268 
National  Enforcement  Investigations  Center: 

general  information,  07590 
National  Environmental  Research  Center: 

Corvallis,    Southeast    Environmental   Research 

Laboratory,  quarterly  summary,  04529 
environmental  news,  03784 
information  retrieval  capabilities,  National  En- 
vironmental     Research     Center,     library, 
09471 
Las  Vegas,  quarterly  activities  report,  04254 
National  Family  Week,  see  Special  days,  weeks, 

etc. 
National  Federation  of  the  Blind: 

charges  against  National  Accreditation  Council 
for     Agencies     Serving     the     Blind     and 
Visually  Handicapped,  GAO  report,  12342 
National  Fertilizer  Development  Center: 

research  and  development  program,  abstracts, 
relating  to  objectives,  03899 
National  Fire  Academy: 
establish  - 
report,  08841 
National  Fire  Prevention  and  Control 
Administration: 
Administrator      and      Deputy      Administrator, 
nominations    of    Howard    D.    Tipton    and 
David  A.  Lucht- 
hearings,  07230 
press  releases,  04375 
National  flood  insurance: 

areas  eligible  for  flood  insurance,  07852 
bridge  over  troubled  waters,  National  flood  in- 
surance program,  02713 
examination    of    financial    statements    of    Na- 
tional Flood  Insurance  Program,  GAO  re- 
port, 07698 
Federal  flood  insurance  program - 

hearings,  1 1074 
Federal  flood  insurance  program,  oversight  - 

hearings,  1 1493 
type  16  flood  insurance  study,  tsunami  predic- 
tions   for    Monterey    and    San    Francisco 
Bays  and  Puget  Sound,  07534 
National  Flood  Insurance  Program: 

financial   statement,    1973,   GAO   examination, 
09736 
National  Forest  Reservation  Commission: 
annual  report,  08922,  11276 
annual    report,    1974,    print    as    Senate    docu- 
ment- 
report,  11380 
annual  report,  print  additional  copies- 
report,  08973 
National  forests: 

backpacking  in  national  forests,  family  adven- 
ture. 00038.  01668 
see  also  Wilderness. 
National  Foundation  on  Arts  and  Humanities: 
act,  amend- 
hearings,  05528 
law.  06700 
report,  02003 
appropriations,  1976- 
law,  06707 
report.  06865 
appropriations,  1975- 
report,  05033 
National  Gallery  of  Art: 
appropriations,  1976- 
law,  06707 
report,  06865 
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National  Gallery  of  Art-Con. 
appropriations,  1975- 

report,  05033 
Extension    Service    slide    lectures    and    films, 
06322 
National  Geodetic  Survey: 

use  of  climatological  and  meteorological  data 
in    planning    and    execution    of    National 
Geodetic  Survey  field  operations,  12970 
National  Geophysical  and  Solar-Terrestrial  Data 
Center: 
marine  geophysical  data  catalog,  09319 
National  Guard: 

air  reservist  (periodical),  03414 
facilities  engineering,  base  opera- 

tions/maintenance and  minor  construction, 
Army  National  Guard,  12919 
financial       administration,       Army       National 

Guard,  06323 
National  Guard  personnel  management  evalua- 
tion plan,  03020 
National  Guard  technicians,  equal  employment 

opportunity  counselor's  handbook,  03019 
National  Guard  Technicians,  technician  hand- 
book, 06324 
new  minutemen,  01415 
quick  run  through  basic  training,  12920 
retirement  of   technicians,   correct  certain   in- 
equities for  credit  in  civil  service  system  - 
law,  01861 
retirement    of    technicians,    correct    inequities 
for  credit  in  civil  service  system - 
report,  00570 
technician      personnel      pamphlet,      03019-20, 

06324,  08231 
technicians,  supervisor's  handbook,  08231 
National  Guard  Bureau: 
annual  report,  fiscal  year  1975,  12917 
manual  ANGM  series,  01703 
NGB  pamphlet,  03018,  06323,  12918-9 
technician      personnel      pamphlet,      03019-20, 
06324,  08231 
National  Health  Service  Corps: 
practice  management  guide  book,  01837 
programs  and  scholarship  training,  revise  - 

hearings,  05532 
revise    program    and    its    scholarship    training 
programs - 
report,  09023 
National  health  survey: 

vital  and  health  statistics,  10193-7 
National  Heart  and  Lung  Advisory  Council: 

annual  report,  01938,  04929 
National  Heart  and  Lung  Institute: 
Director,  first  annual  report,  06327 
working     conference     on     health     behavior, 
proceedings,  03021 
National  Highway  Institute: 

general  information,  02525-6 
National  Highway  Traffic  Safety  Administration: 
auto  safety   program,   identifying  defects  and 
recalling  defective  vehicles,  GAO  report, 
07809 
consumer  aid  series,  06329,  12927 
contributions    of   advisory    groups   to    Federal 
motor  vehicle  and  traffic  safety  programs, 
GAO  report,  07808 
delays  in  establishing  uniform  quality  grading 
system  for  motor  vehicle  tires,  GAO  re- 
port, 07813 
highway     safety     program     manual,     03022-7, 

08236-7,  12932 
improvements    needed    in   planning   and   using 
motor   vehicle   safety   research,   GAO   re- 
port, 07707 


National  traffic  safety  newsletter,  04262 
need    to     improve    benefit-cost    analyses    in 
setting    motor    vehicle    safety    standards, 
GAO  report,  07720 
traffic  laws  commentary,  03030-1,  08239 
tri-level     accident     investigation      summaries, 
08240 
National  housing  act,  see  Housing. 
National  Hunting  and  Fishing  Day,  see  Special 

days,  weeks,  etc. 
National  income,  see  Income. 
National  Inconvenienced  Sportsmen's 
Association: 
incorporate  in  District  of  Columbia - 
hearings,  11085 
National  Institute  for  Occupational  Safety  and 
Health: 
Federal  inventory  of  energy  related  biomedical 

and  environmental  research,  07492 
NIOSH  research  report,  01418,  06334,  08242 
subfile  of  NIOSH  toxic  substances  list,  08245 
National  Institute  of  Dental  Research: 

programs,  fiscal  year  1973  funds,  12936 
National  Institute  of  Education: 
general  information,  06340 
information,  quarterly  journal,  04071 
National  Institute  of  Law  Enforcement  and 
Criminal  Justice: 
directory  of  grants,  contracts  and  interagency 

agreements  1969-74,  12614 
exemplary  projects  program,  12629 
law    enforcement    standards    program,    LESP- 

RPT  series,  05960 
law    enforcement    standards    program    LESP- 

RPT  series,  02838,  05958-9 
law    enforcement    standards    program,    LESP- 

RPT  series,  05961 
law  enforcement  standards  program,  NILECJ- 

STD  series,  01219-20,  05962-3,  12623 
monograph  series,  05964,  07932-3 
NILECJ  evaluation  program,  02846 
operation,  demonstration,  01222 
prescriptive  package  series,  07934-5 
prescriptive  packages,  list,  05969 
research  series,  05970 
selected  literature  on  evaluation,  02847 
visiting  fellowship  program,  01224 
National  Institute  of  Mental  Health: 

mental  health  statistics,  conference  or  commit- 
tee   reports,    and    analytical    reviews    of 
literature,  01424 
statistical  note,  01425-7,  12942 
statistical  notes,  compilation,  01428 
National  Institute  of  Neurological  Diseases  and 
Stroke: 
NINDS  stroke  research  program,  03037 
research,  summary,  03036 
National  Institute  on  Aging: 
establish  - 

hearings,  05419 
report,  08792,  08802 
National  Institute  on  Alcohol  Abuse  & 
Alcoholism: 
NIAAA  information  &  feature  service,  04295 
National  Institute  on  Drug  Abuse: 
research  issues,  06348-50 
special  bibliographies,  01432,  08247 
National  Institutes  of  Health: 

associate    training    programs    in    medical    and 

biological  sciences,  08248 
Federal  inventory  of  energy  related  biomedical 

and  environmental  research,  07492 
international   awards   for   biomedical   research 
and  research  training,  05948 
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National  Institutes  of  Health-Con. 
oversight  - 

hearings.  05209 
publications  list.  01434 
research  advances,  06^4 
research  and  development  contracts,  06353 
resources    for    health    R&D    report,    03040, 
08249 
National  labor  relations  act.  see  Industrial  rela- 
tions. 
National  Labor  Relations  Board: 
annual  report,  03043 
annual  report,  fiscal  year  1975,  08251 
appropriations,  1976- 
hearings,  02242 
lav.,  10674 
report,  06860 
veto  message.  10804 
casehandling  manual.  04256 
casehandling  manual.  representation 

proceedings,  08253 
casehandling     manual,     unfair    labor    practice 

proceedings,  08252 
classified  index  of  decisions  and  related  court 

decisions.  06355 
classified   index    of   National    Labor   Relations 
Board    decisions    and    related    court    deci- 
sions, 08250 
decision  and  orders  of  National  Labor  Rela- 
tions Board,  12945 
decisions  and  orders,  06356,  12944 
decisions  and  orders,  bound  volume,  06357 
decisions    and    related    court    decisions,    clas- 
sified index.  03042 
election  reports,  04244 
law    and    procedure    in    representation    cases, 

outline,  06358 
Member,      nomination      of      Betty      Southard 
Murphy- 
hearings,  07298 
press  releases,  04405 
rules     and     regulations     and     statements     of 

procedures,  12947 
rules     and     regulations     relative     to     Labor 

management  relations  act,  04485 
statistical  summary,  quarterly.  04297 
weekly  summary  of  cases,  04718 
National  Library  of  Medicine: 
bibliography  of  medical  reviews,  04222 
catalog,  cumulative  listing,  04258 
general  information,  01438 
literature  search  series,  06360 
on-line  services  reference  manual,  06362 
National  Marine  Fisheries  Service: 

cun-ent  fisheries   statistics,   01439-42,  03044-8, 

08254-60,  12948-55 
current  fishery  statistics,  06363 
data  report  NMFS-DR  series,  06364 
fishery  facts,  08261 
posters,  06365 
report,  01466 

U.S.  fishering  industry  can  be  strengthened  by 
developing    underutilized    fish    resources, 
GAO  report,  09771 
National  Market  Board: 
establish  - 

hearings,  00482 
National  Mediation  Board: 
appropriations,  1976- 
hearings,  02242 
law,  10674 
veto  message,  10804 


National  Military  Command  System  Support 
Center: 
information    processing    system    360   formatted 

file  system  (NIPS  360  FFS),  09129,  11655 
National  Military  Command  System  informa- 
tion processing  system,  360  formatted  file 
system,  NIPS  360  FFS,  users  manual,  ter- 
minal processing.  TP,  11654 
NIPS  formatted  file  system  (360  FFS),  instal 

lation,  09129 
NIPS  formatted  file  system  (360  FFS),  user's 
manual,  1 1655 
National  monuments  and  memorials: 

First   Infantry   Division,   U.S.    Forces   in   Viet- 
nam,    erection     of     monument     to     dead 
authorize  - 
report,  05024 
First   Infantry   Division,   U.S.    Forces   in  Viet- 
nam,    erection     of    monument    to    dead, 
authorize - 
report,  10892 
101st  Airborne  Division  memorial  - 
law,  10679 
report,  07127 
National  Mortgage  Association: 

examination  of  financial  statements  of  Govern- 
ment   National    Mortgage    Association    for 
fiscal  year  1974,  GAO  report,  09768 
National  Motor  Vehicle  Safety  Advisory  Council 

annual  report,  13205 
National  Museum: 

appropriations,  1974- 

additional,  authorization,  report.  08984 

appropriations,  1974,  additional  authorization  - 
law,  08718 
National  Ocean  Survey: 

NOAA's  National  Ocean  Survey,  introduction, 
08263 

United  States  coast  pilot,  06368 
National  Oceanic  and  Atmospheric 
Administration: 

draft  environmental  impact  statement  for 
proposed  NOAA  western  regional 
headquarters  facility  development,  06369 

FCM  series,  03049 

Federal  Coordinator  for  Meteorological  Ser- 
vices and  Supporting  Research  FCM  se- 
ries, 01444 

national  disaster  survey  report,  08265 

NOAA  (periodical),  04298 

NOAA  atlas,  08266-75 

NOAA  careers  and  challenges,  03051 

NOAA  Corps,  careers  in  science  and  service, 
03052 

NOAA  polar  satellite  system,  operation, 
01445,  12967 

NOAA  technical  report,  06382-3 

NOAA's  National  Ocean  Survev,  introduction, 
08263 

press  releases,  04375 

snow  depth  and  snow  extent  using  VHRR  data 
from  NOAA-2  satellite,  12968 

technical  memorandum,  01445-6,  06374-8, 
10222-3,  12960-73 

technical  report.  01447-57,  06379-81,  08276-82, 
1 2974-5 

travel  regulations,  uniformed  services,  04099 
National  Oceanic  and  Atmospheric 
Administration  Corps: 

travel  regulations,  07395 
National  Oceanographic  Data  Center: 

national  marine  data  inventory  summary, 
11991 

publication,  10238 
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National  Oceanographic  Instrument  Center: 
instrument  fact  sheet  IFS  series,  01459-60 
National  Park  Service: 
archeology  publications,  12988 
draft  environmental  statement,  07861 
ecological  services  bulletin,  01462,  12979 
final  environmental  assessment,  07862-3 
final  environmental  impact  statement,  07864 
final  environmental  statement,  07866-7 
historic    places    introduction    to    preservation 

programs,  08295 
management  of  concession  operations  - 

hearings,  02052 
Office  of  Chief  scientist  annual  report,  08299 
operations  of  John  F.  Kennedy  Center  for  Per- 
forming Arts,  GAO  report,  07749 
poster,  01463,  06389,  06390,  06395,  08283 
press  releases,  04406 
publications  in  archeology,  08300,  12987 
scientific  monograph  series,  03058,  08301-2 
seasonal  employment,  03059 
urban  ecology  series,  08304 
National  parks: 
Bicentennial  and  national  parks,  08286 
designate  certain  lands  in  national  park  system 
as  wilderness  areas  - 
hearings,  08897 
map  and  guide,  08298 

mining    activities,    regulation    within    national 
park  system - 
hearings,  11573 
report,  07165 
public    use    of    National    Park    System,    1974 

fiscal  year  report,  06396 
volunteers    in    parks    program,    appropriation 
authorization  - 
law,  01863 
report,  00418,  02171 
National  Poison   Prevention   Week,   see  Special 

days,  weeks,  etc. 
National  Portrait  Gallery: 
act,  amend  - 
law,  10677 
report,  00595,  06873 
checklist  of  permanent  collection,  01465 
National  poultry  improvement  plan,  see  Poultry. 
National  Rail  Planning  Conference: 

proceedings,  02551 
National  Railroad  Passenger  Corporation: 
Amtrak  authorization  - 

hearings,  05205 
Amtrak  train,  review  of  Inter-American,  02078 
appropriation,  1975  supplemental - 
proposed,  05293 
National  Railway  Historical  Society,  Inc.: 
receive  surplus  railway  equipment  for  Hawaii 
chapter- 
hearings,  11112 
National  Reactor  Testing  Station,  Idaho: 
waste  treatment  and  disposal  operations,  ex- 
amination, 12062 
National  Research  Council: 
air  quality  and  stationary  source  emission  con- 
trol, 05548 
annual  report  - 

document  edition,  07072 
emissions    control    of    engine    systems,    con- 
sultant report,  05682 
manufacturability   and   cost  of  proposed   low- 
emissions     automotive     engine     systems, 
consultant  report,  12004 
National  resources,  see  Natural  resources. 
National  Saint  Elizabeth  Seton  Day,  see  Special 
days,  weeks,  etc. 


National  Science  Board: 
annual  report,  01912 
NSB  series,  08307 
National  Science  Foundation: 
appropriations,  1976- 
law,  00264 
report,  00408 
appropriations,  1976,  authorization  - 
hearings,  02311 
report,  00554,  00618 
appropriations,  1975,  authorization - 

report,  08981 
appropriations,  1976- 

hearings,  05113 
appropriations,  1976,  authorization  - 

report,  05094-5 
briefing     to     Committee     on     Science     and 
Technology  - 
hearings,  07035 
curriculum    development    and    implementation 

for  pre-college  science  education,  11207 
daily  congressional  notification  of  grants  and 

contracts  awarded,  03713 
databook,  12989 
Federal  inventory  of  energy  related  biomedical 

and  environmental  research,  07493 
guide  to  programs,  08306 
mosaic,  04241 

NACOA    mid-term    review    of    International 
Decade      of      Ocean      Exploration      for 
Director,  01330 
National  Science   Foundation  and  pre-college 

science  education,  11208 
NSB  series,  08307 
NSF  bulletin,  04305 
press  releases,  04407 
report  by  Committee  to  Review  U.S.  Medium 

Energy  Science,  04801 
reviews  of  data  on  resources,  06404 
science  education  programs,  oversight- 
hearings,  07039 
science  resources  studies  highlights,  06405 
National  security: 

Conference   on   Security  and  Co-operation  in 

Europe  final  act,  03121 
imperatives   of   national   security,    view    from 

Capitol  Hill,  01186 
marihuana  and  question  of  personnel  security, 

11585 
security   supporting  assistance  appropriations, 
1975- 
hearings,  02022 
Soviet     intelligence     and     security     services, 

bibliography,  00688 
Subcommittee  to  Investigate  Administration  of 
Internal  Security  Act  and  Other  Internal 
Security  Laws- 
report,  05525 
400-megaton  misunderstanding,  01185 
National  Security  Council: 

membership  for  Secretary  of  Treasury- 
hearings,  07202 
report,  06888 
National    service    life    insurance,    see    Life    in- 
surance. 
National  Shipping  authority: 

index  of  current  regulations,  01277 
National  Society  of  Daughters  of  American 
Revolution: 
annual  report,  00633,  05290 
National  Standard  Reference  Data  System: 

NSRDS-NBS  series,  06289-91,  12868 
National  Student  Volunteer  Program: 
synergist  (periodical),  04571 
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National  Technical  Information  Service: 
EPA  reports  bibliography,  00945-6 
general  catalog,  0831 1 
NTIS  goes  to  college.  03063 
NTIS  information  services,   many  new   items, 

08312 
NTIS  monthly  marketing,  04306 
selected  reports,  best  new  research  titles  from 

NTIS.  04508 
weekly  Government  abstracts,  04690-714- 
administ ration,  04689 
National  Transportation  Safety  Board: 
appropriations,  1976- 

amendment,  proposal,  11266 
hearings,  00650-1 
law.  01869 
report.  00591,  01994 
appropriations,  1974- 

hearings.  08851 
highway    accident    report    NTSB-HAR    series, 

13001-3 
improved  procedures  needed  for  implementing 
safety     recommendations,     GAO     report, 
07811 
marine  casualty  report,  01478-87,  08314-5 
Member,  nomination  of  Isabel  Burgess- 
hearings,  07231 
members,  nomination  of  Francis  H.  McAdams 
and  Louis  M.  Thayer- 
hearings,  1 1505 
NTSB-AAR  series.  06410,  08313,  10229-35 
NTSB-AAS  series,  13004 
NTSB-BA  series.  03418 
press  releases,  04408 
railroad/highway   accident   report   NTSB-RHR 

series,  08316 
review  of  procedures  and  policies  with  respect 
to  DC- 10  cargo  doors  - 
hearings,  08901 
safety  recommendations,  04487 
National  Treasury  Employees  Union: 
multi-regional        agreement       with       Internal 
Revenue  Service,  12524 
National  warning  system,  see  Warning  systems. 
National  Weather  Service: 
public      severe      thunderstorm      and     tornado 
watches  within  National  Weather  Service, 
1969  and  1970.  10223 
river  forecasts,  03065 
river  forecasts  provided,  13007 
National  Wild  and  Scenic  Rivers  System. 

Skagit,        draft        environmental        statement, 
proposal  for  classification  under  Wild  and 
scenic  rivers  act,  05852 
National  Wilderness  Preservation  System: 
deferred  and  unsuitable  areas,  00307-8 
include  additional  lands - 

report,  08967 
thirty-seven   additions  to  system,  communica- 
tion  from    President   proposing   additions, 
00272-306 
National  Wildlife  Refuge  Bureau: 
establish - 

hearings.  00495 
National  Wildlife  Refuge  Service: 
establish - 

hearings,  02261 
National  Wildlife  Refuge  System: 
operation,      draft      environmental      statement, 
07858 
National  Women's  Conference: 
convene,  00439- 
hearings,  06957 
law.  06709 
report,  00422 


report,  00439 
National  Zoological  Park: 

eighteen  month  report,  01554 
Nationality: 

administrative  decisions  under  immigration  and 
nationality  laws  of  U.S.,  supplemental 
index,  12484-5 

aliens  and  nationality,  code  of  Federal  regula- 
tions, 12215 
Native  races: 

potential    outlets    for    native    American    artists 
and  craftsmen,  directory,  12506 
NATO,  see  North  Atlantic  Treaty  Organization. 
Natural  areas,  see  Wilderness- Wilderness  areas. 
Natural  gas,  see  Gas. 
Natural  history: 

nature    of    Shenandoah,    naturalist's    story    of 
mountain  park,  03056 
Natural  resources: 

agricultural  conservation  program,  01644 

computer  and  information  systems  in 
resources  management  decisions, 

proceedings  of  workshop,  09626 

conservation  highlights,  summary  of  activities 
of  Soil  Conservation  Service,  08370 

conservation   programs   on   military   and   other 
Federal  lands- 
report,  08767 

descriptive  analysis  of  Montana's  forest 
resources,  12325 

earth  resources  technology  satellite  data,  ex- 
tracting land  use  information  by  conven- 
tional interpretation  methods,  06225 

economic  value  of  ocean  resources  to  United 
States,  11513 

economics  of  energy  and  natural  resource  pric- 
ing- 
compilation  of  reports  and  hearings,  05152 

Elim,  Alaska,  its  resources  and  development 
potential,  12500 

energy  conservation  commemorative  stamp 
(poster).  06494 

energy  consumption,  fuel  utilization  and  con- 
servation in  industry,  07573 

first  State's  project,  resource  conservation  and 
development,  13092 

Forest  and  rangeland  renewable  resources 
planning  act,  12283 

initial  report  on  oil  and  gas  resources, 
reserves,  and  productive  capacities,  07640 

international  control  of  world  resources,  hand- 
book for  high  school  debaters,  01836 

management  proposals,  Uncompahgre  &  Wil- 
son Mountains  Primitive  areas  and  con- 
tiguous lands,  09624 

meeting  America's  resource  needs- 
hearings.  06920 
report,  02027 

NASA  earth  resources  survey  program, 
weekly  government  abstracts,  04708 

NASA  earth  resources  survey  symposium, 
proceedings,  08133 

national  resource  lands  in  Montana,  map, 
02876-8 

nationwide  survey  of  resource  recovery  activi- 
ties, 05760 

natural  resources  and  recreation,  conference 
on  inflation,  01518 

Niobrara  River  basin  resources,  08568 

ocean  data  resources,  09518 

oil  and  gas  resources,  reserves,  and  productive 
capacities,  final  report,  07638-9 

plants  for  conservation  and  quality  environ- 
ment, 13094 
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protein   resources  and  technology,   status  and 

research  needs,  08309 
purchase  or  lease  of  National  resource  lands 

for  recreation  and  public  purposes,  02879 
recovering   resources   from    solid   waste   using 

wet-processing,  12093 
resource  bulletin,  02644-5,  05845-51,  12325 
Resource   conservations   and   energy   recovery 
act- 
report,  05350 
resource    management    can    be    improved    by 
greater    use    of    productivity    techniques, 
GAO  report,  07752 
resource  publication  series,  05817,  13107 
resource  recovery  plant  cost  estimates,  00955 
resource  recovery  plant  implementation,  00954 
RPA,    Nation's    renewable    resources,    assess- 
ment, 12326 
Skylab  earth  resources  data  catalog,  06257 
some    questions    of    investigating    natural    re- 
surces  with  aid  of  space  stations,  USSR 
study,  02824 
Soviet      Union      and      China,      allocation      of 
resources - 
hearings,  00266 
student  originated  studies  projects,  abstract  re- 
ports, 08310 
timber  resource  statistics  for  Oregon,  02646 
timber    resource     statistics     for     Washington, 

January  1,  1973,  02644 
USSR  resources,  translations,  04611 
water    and    related    land    resources,    Central 
Lahontan  Basin,  Calvada  Subbasin,  Nev., 
Calif.,  08582 
weekly  Government  abstracts,  04709 
your   woodland,    your   conservation    program, 

01673 
Youth  Conservation  Corps,  12335 
see  also  Land-Water. 
Natural  Resources  Commission: 
air  quality  and  stationary  source  emission  con- 
trol, 05548 
Naturalization: 
naturalization  requirements  and  general  infor- 
mation, 12482 
Nature: 

national  parks  (poster),  06395 
see  also  Natural  history. 
Nautical  charts,  see  Maps  and  charts. 
Navajo  and  Hopi  Relocation  Commission: 
appropriations,  1976- 

supplemental,  proposal,  00542 
Navajo  Indians: 

partition  of  surface  rights  of  Navajo-Hopi  In- 
dian land- 
report,  05008,  11358 
Naval  Academy,  Annapolis: 
United  States  Naval  Academy,  guide  for  coun- 
selors and  candidates,  03066 
Naval  Academy,  Board  of  Visitors,  see  Board  of 

Visitors  to  United  States  Naval  Academy. 
Naval  and  Marine  Museum: 
establish - 
report,  11368 
Naval  art  and  science: 

naval  research  logistics  quarterly,  04267 
one  hundred  eighty  landings  of  United  States 
Marines,  1800-1934,  06071 
Naval  aviation,  see  Aeronautics. 
Naval  bases: 

advanced  naval  base  defense,  01273 
Naval  education: 

rate    training    manual,    01496,    03067,    06441, 
13009-10 


Naval  Education  and  Training  Command: 

rate  training  manual,  03067,  13009-10 
Naval  Facilities  Engineering  Command: 

design    manual     DM    series,    03068-9,    08319, 
13011-2 
Naval  installations,  see  Installations  (military). 
Naval  Internal  Relations  Activity: 

All  hands,  03430 
Naval  Observatory: 

publications  of  Naval  Observatory,  01489 
Naval  Operations  Office: 
All  hands,  03430 
posters,  13014 
Naval  Personnel  Bureau: 

Bureau  of  Naval  Personnel  manual,  06419 
manual,  01490,  03483 
Naval  petroleum  reserves: 

explore,  develop  and  produce  all  reserves- 
hearings,  11063 
Naval  Research  Laboratory: 

laser-fusion   studies  at  NRL,  report  to  AEC, 

06427 
NRL  report,  01492-4,  030%3-4,  08322-9,  13017- 

21 
progress,  report,  monthly,  04466 
report  series,  06423-36 
Naval  Research  Office: 

NRL     report,     01492-4,     03073-4,     06423-33, 

08322-9,  13017-21 
ONR  report  ACR  series,  06437-9 
Naval  reserve: 

naval  reservist,  04268 

register  of  retired  commissioned   and  warrant 
officers,    regular    and    reserve    of    Navy, 
06422 
Naval  Safety  Center: 

fathom  (periodical),  03806 

Navy  lifeline,  naval  safety  journal  (periodical), 
04273 
Naval  Sea  Systems  Command: 

professional  opportunities  in  NAVSEA,  01495 
Naval  Shipyard  : 

Navy  actions  related  to  Philadelphia's  efforts 
to    collect    delinquent    wage    taxes    from 
Naval  Shipyard,  12355 
Naval  stores: 

report,  monthly,  04269 
Naval  Submarine  Medical  Center: 

report,  10058-64 
Naval  Submarine  Medical  Research  Laboratory: 
NSMRL  memorandum  report,  01283 
report,    01279-82,    06074-7,    08001-3,    10055-7, 
12704-5 
Naval  supplies,  see  Military  supplies. 
Naval  Training  Command: 

rate  training  manual,  01496,  06441 
Naval  vessels,  see  Ships. 
Naval  Weapons  Laboratory,  Dahlgren,  Va.: 

NWL  technical  report  TR  series,  10239 
Navigation: 

aids  to  navigation  bulletin,  00223-31 

aids  to  navigation  manual,  04844 

Allegheny  and  Monongahela  Rivers  navigation 

charts,  02427 
application  of  area  navigation  in  national  air- 

sprace  system,  07602 
Grays    Harbor    estuary,    Wash.,    maintenance 
studies     of     35-ft-deep     MSL     navigation 
channel,     hydraulic     model    investigation, 
02444 
Missouri  River  navigation  charts,  Kansas  City, 

Mo.,  to  mouth,  02434 
Missouri  River  navigation  charts,  Sioux  City, 
Iowa,  to  Kansas  City,  Mo.,  02435 
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navigation  condition*  at  t'annelton  Lockl  and 
Dam.  Ohio  River,  hydraulic  model  in- 
vestigation. 05674 

navigation  conditions  at  L'niontown  Locks  and 
Dam,  Ohio  River,  hydraulic  model  in- 
vestigation. 05676 

notices  to  mariners,  coastal  and  ocean  regions 
of  world.  04302 

Ohio  River  navigation  charts.  Pittsburgh,  Pa., 
to  New  Martinsville,  W.Va.,  02417 

omega  propagation  correction  tables,  00807, 
02397-8 

omega  propagation  correction  tables  for  10.2 
kHz,  00809,  07414.  07416.  07418.  07422-3. 
11891.  11893-5,  11897-904 

Omega  propagation  correction  tables  for  10.2 
kHz,  05586 

Omega  propagation  correction  tables  for  3.4 
kHz.  05587,  07427-32.  07433-5.  11905-12 

omega  propagation  correction  tables  for  3.4 
kHz.  area  08.  Asia.  00810 

omega  table,  07417,  07420.  07424-6,  11892, 
11896 

omega  table,  Alaska,  07415 

omega  table,  area  11,  North  America,  00808 

omega  table,  area  03,  eastern  USSR.,  00805 

omega  table,  area  09.  northwest  Pacific,  00806 

omega  table,  Asia,  07419,  07421 

omega  table,  north  polar  pair,  07413 

omega  table,  northern  Europe,  11890 

sight  reduction  tables  for  air  navigation, 
latitudes  0°-39°,  declinations  0°-29°,  00812 

sight  reduction  tables  for  marine  navigation, 
latitudes  15°-30°,  inclusive,  00811 

Suez  Canal,  salvage  or  removal  of  navigational 
hazards,  agreement  with  Egypt,  03161 

Van  Buren  Reach,  Arkansas  River  navigation 
project,  09310 

see  also  Air  navigation-Loran. 
Navigation  instruments,  see  Aeronautical  instru- 
ments. 
Navigators: 

procurement  of  ground  simulators  for  naviga- 
tor  training    by    Air   Force,    GAO   report, 
07729 
NAVSEA,  see  Naval  Sea  Systems  Command. 
Navy: 

advisor,  Navy  civilian  manpower  management, 
03391 

appropriations,  1976,  military  construction - 
law,  01873 

appropriations,     1976,     military     procurement, 
authorization - 
hearings,  05145 

aviation  midshipman,  credit  service  for  retire- 
ment and  pay  purposes,  05056- 
law.  04888 

bicentennial  medals,  striking - 
law,  01853 

career  counseling  manual.  13015 

civil  engineer  (periodical),  04272 

definitive  designs  for  Naval  shore  facilities, 
08318 

F-18  Navy  air  combat  fighter- 
hearings,  11470 

faceplate,  official  magazine  for  divers  of  U.S. 
Navy,  03798 

financial  management  of  resources,  shore  ac- 
tivities, 03079 

fleet  guide,  Bermuda,  11913 

link,  enlisted  personnel  distribution  bulletin, 
04165 

management  of  aircraft  modification  programs, 
GAO  report,  09773 


manual  for  messes  ashore.  06420 

manual  of  Navy  enlisted  manpower  and  per- 
sonnel classifications  and  occupation  stan- 
dards. Navy  enlisted  classifications,  08321 

medicine,  statistics,  quarterly.  04542 

Naval  actions  in  American  Revolution,  color 
prints.  13014 

Navy  actions  related  to  Philadelphia's  efforts 
to  collect  delinquent  wage  taxes  from 
Naval  Shipyard  employees,  GAO  report, 
12355 

Navy  aircraft  overhaul  depots  could  be  more 
productive,  GAO  report,  07777 

Navy  human  resource  management  survey, 
01491 

Navy's  actions  to  acquire  dependents  school 
building  in  Athens,  Greece,  GAO  report, 
07716 

need  to  reevaluate  proposed  relocation  of 
Navy's  Fleet  Missile  Systems  Analysis 
and  Evaluation  Group,  GAO  report,  12350 

ninth  symposium,  naval  hydrodynamics, 
06437-8 

nuclear-qualified  naval  officers,  extend  special 
pay- 
report,  00443,  00611 

procurement  directives,  04274 

rate  training  manual,  01496.  03067,  06441, 
13009-10 

referral  directory  for  Navy  veterans'  coun- 
selors, 03072 

register  of  retired  commissioned  and  warrant 
officers,  regular  and  reserve.  Navy,  06422 

report,  05056 

travel  regulations,  04099,  07395 

U.S.  Navy  medicine  (periodical),  04632 

weapons  specification,  electromagnetic  com- 
patibility requirements  for  ordance 
systems,  10240 

wifeline,  04276 

your  career  planner,  13016 
Navy  Department: 

appropriations,  1975,  military  construction- 
hearings.  06918 

appropriations,     1975,     military     construction, 
authorization - 
report.  11357 

appropriations,  1976- 
hearings,  02239 

appropriations,  1976,  military  construction- 
hearings,  02023-4,  02245,  06915 
report,  02209,  06844,  11385 

authorization,  1975,  military  construction- 
report,  10902 

authorization,  1975,  military  construction- 
report,  05070 

development  of  field  grade  officer  require- 
ments by  military  services,  GAO  report, 
07745 

direction,  Navy  Public  Affairs  monthly,  03751 

equal  opportunity/race  relations  program, 
equal  opportunity  program  specialist  con- 
sultant guide,  06421 

F-14/Grumman  financing- 
hearings,  07203 

field  staff.  Foreign  Services  list,  03957 

navnews,  poster/clipsheet  service,  04271 

Navy    contract     for    salvage     services,    west 
coast - 
hearings,  02053 

procurement  statistics,  survey,  04570 

RDT&E  management  guide,  03078 

status  of  shipbuilders'  claims  for  price  in- 
creases, GAO  report,  01102 
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Navy  Supply  Corps: 
newsletter,  04275 
NBS,  see  Buffers-National  Bureau  of  Standards. 
NCJRS,  see  National  Criminal  Justice  Reference 

Service. 
NCUA,  see  National  Credit  Union  Administra- 
tion. 
Neah  Bay,  Wash.: 

boating    safety    guide.    Cape    Flattery,    Neah 
Bay,  10608 
Near  East,  see  East  (Near  East). 
Nebraska: 
census  of  retail  trade,  major  retail  centers  in 
standard     metropolitan     statistical    areas, 
00130 
climatological  data,  03541 
counties,  population  estimates,  10566 
criminal  justice  agencies,  05953 
election  contest  in  3d  congressional  district - 

report,  10995 
employment    in    agricultural    and    agribusiness 

occupations,  07448 
groundwater  levels,  1973,  09799 
mineral   industry,   Mineral   yearbook   chapter, 

01306 
national  electric  rate  book,  12185 
Northern    Great    Plains    Resources    Program, 

cooperative  resources  study,  09453 
population  estimates,  counties         and 

metropolitan  areas,  04828,  10572 
precipitation  data,  hourly,  04024 
water  resources  data,  09822 
Neckwear: 
bands,  neckwear,  and  handkerchiefs,  Federal 
item  identification  guide,  11820 
Nectarines: 

growing  nectarines,  00025 
NEDS,  see  National  Emissions  Data  System. 
Needle  blight,  see  Red  band  needle  blight. 
Needle  miner,  see  Lodgepole  needle  miner. 
Negotiation: 
negotiation  and  statecraft  - 

hearings,  11551 
Secretary  of  Agriculture  to  participate  in  inter- 
national   agricultural   commodity    negotia- 
tions- 
report,  11383 
Negroes: 
black  news  digest,  03469 
minority-owned  businesses,  00191 
social  and  economic   status   of  black  popula- 
tion, 06623 
treatment  and  survival  patterns  for  black  and 
white  cancer  patients  1955-64,  01389 
Negros  Island: 

sailing  directions,  07406,  11887 
Nehalem  River  and  Valley: 

bar  guide,  10606 
Neighborhoods: 

Federal  programs  for  neighborhood  conserva- 
tion, 0001 1 
indicators  of  housing  and  neighborhood  quali- 
ty, 00151 
low-income     neighborhoods     in     large    cities, 

06597-8,  10537 
neighborhood  health  centers,  summary  of  pro- 
ject data,  04279 
neighborhood    perservation,    catalog    of    local 

programs,  executive  summary,  05917 
neighborhood  team  policing,  07935 
neighborly  aide,  picture  story,  08573 
NEISS,  see  National  Electronic  Injury  Surveil- 
lance System. 
Nematicides,  see  Nematocides. 


Nematocides: 

EPA  compendium  of  registered  pesticides  fun- 
gicides and  nematicides,  03787 
fungicides  and  nematicides,  EPA  compendium 
of  registered  pesticides,  03085 
Nematodes,  see  Nematoid  worms. 
Nematoid  worms: 

annotated     bibliography     of     nematodes     of 

soybeans,  01634 
bibliography  of  nematodes  of  citrus,  01637 
chemical    control    of   plant    diseases    and    ne- 
matodes, guidelines,  08559 
golden   nematode    of   potatoes   and   tomatoes, 

06526 
nematology  literature  list,  10365 
parasite-subject      catalogue,      parasites,      Ne- 
matoda  and  Acanthocephala,  01638 
NEPA,  see  Environment. 
Nepal: 

economic    trends    and    their    implications    for 
United  States,  01177 
Neptune  (planet): 

discussion  of  observations  of  Neptune,  06417 
Nerves: 

splanchnic  circulation  in  shock,  01756 
structure  and  innervation  of  nasolabial  region 
in    certain     mammals    and    man,    USSR 
study,  07923 
Nervous  system: 

cerebrovascular  bibliography,  including  neu- 
rological, vascular,  hematological  aspects, 
03506 
main  morphological  distinctions  of  brain  and 
cranial  nerves  of  dolphins  and  other 
cetaceans,  USSR  study,  07922 
Netherlands: 

certificates  of  airworthiness  for  imported  air- 
craft   products    and    components,    agree- 
ment, 03168 
economic    trends    and    their    implications    for 
United  States,  09914 
Netherlands  Antilles: 

background  notes,  10288 
Nett  Lake  Indian  Reservation: 

statistical  data  for  planning,  12495 
Nettleton,  Mo.: 

railroad    employee    accident    investigation    re- 
port, 10282 
Networks: 

action  plan  for  national  network  of  transporta- 
tion      research       information       services 
(TRISNET),  08447 
aid   to    streamlining   fire-weather    station    net- 
works, 02606 
analysis  and  evaluation  of  past  experience  in 

rationalizing  railroad  networks,  13192 
computer-aided  traffic/airway/VOR  [TAC]  net- 
work methodologies,  10300 
effectiveness    of    grant    programs    aimed    at 
developing   health   maintenance   organiza- 
tions   and    community    health    networks, 
GAO  report,  02659 
improvements   in   routing  for  packet-switched 
networks,  06429 
Neurological  diseases,  see  Nervous  system. 
Neurology,  see  Nervous  system. 
Neutrons: 

Ames     collaborative     study     of     cosmic     ray 

neutrons,  08147 
comparison      of      germanium      detectors      for 
neutron   activation   analysis   for  mercury, 
00939 
standard  reference  materials,  calibrated  glass 
standards  for  fission  track  use,  08202 
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Nevada: 
census 

retail  trade,  area  statistics.  08616 
climatological  data.  03542 
counties    and    metropolitan    areas,    population 

estimates.  08654 
criminal  justice  agencies,  05954 
Federal  outlays,  impact  by  State,  county  and 

large  city,  09198 
mineral  industry  of  Nevada,  01307 
precipitation  data,  hourly,  04025 
precipitation-frequency       atlas       of       western 

United  States,  08272 
problems  of  elderly - 

hearings,  1 1041-2 
stratigraphy  of  Paleozoic  rocks  in  Carlin-Pinon 

Range  area,  12428 
test    site,     models    for    predicting    wind    and 
potential     radiological     fields     over     site, 
10222 
use  of  hydrochemistry  for  interpreting  ground- 
water   flow    systems    in    central    Nevada, 
12435 
water    and     related    land     resources.    Central 
Lahontan  Basin,  Calvada  Subbasin,  08582 
water  resources  data,  09823 
Nevada  University: 

recognize  centennial  anniversary - 
report,  05359 
New  Caledonia: 

gazetteer,  official  standard  names,  01109 
New  England: 

census  of  mineral  industries,  10534 

climatological  data,  03543 

Federal  water  project  recreation  act,  operation 

in  New  England  division,  11575 
fisheries,  landings,  08258 
hearings,  11121 
job    patterns    for    minorities    and    women    in 

private  industry    09498 
occupational  projections  to  1980,  12672 
precipitation  data,  hourly,  04026 
public    response    to   Secretary    of  Transporta- 
tion's  rail   services   report,   rail   service   in 
Midwest  and  Northeast  region,  12584 
regional  nuclear  power  issues,  1 1 121 
vacation  travel  by  Canadians  in  United  States, 
13228 
New  England  River  Basins  Commission: 

annual  report,  00340 
New  Hampshire: 
assessment  of  impact  of  NOW  accounts- 
hearings,  07207 
census - 

selected    service    industries,    area    statistics, 

08626 
wholesale  trade,  area  statistics,  08634 
census  of  mineral  industries,  10534 
census  of  retail  trade,  major  retail  centers  in 
standard     metropolitan     statistical     areas, 
06609 
petition  of  John  A.  Durkin  contesting  election 
of  Louis  C.  Wyman  as  U.S.  Senator  from 
State  of  New  Hampshire,  05552- 
hearings,  1 1613-4 
open  sessions,  05551 
report,  00564,  05410 
waste  water  collection  and  treatment  facilities, 

12009 
water  resources  data,  09817 
New  Hebrides: 

gazetteer,  official  standard  names,  OHIO 
New  Jersey: 

area    wage    survey,    New     York    metropolitan 
area,  02854 


climatological  data,  03544 

counties  and  metropolitan  areas,  population 
estimates,  08658 

county  business  patterns,  01783 

landings,  fish  and  shellfish,  04282 

legal,  institutional  and  cost  sharing  require- 
ments for  implementing  water  supply  pro- 
jects, 09295 

national  electric  rate  book,  12186 

precipitation  data,  hourly,  04027 

remote  sensing  study  of  electric  generating  sta- 
tion thermal  discharges,  Barnegat  Bay  and 
Great  Egg  Harbor,  09464 

slump  blocks  in  Atlantic  Highlands,  12429 

union  wage  scales,  local  transit,  selected  New 
Jersey  cities.  02868 
New  London,  Minn.: 

railroad    accident    investigation    summary    re- 
port, 01539 
New  Martinsville,  W.Va.: 

Ohio  River  navigation  charts,  Pittsburgh,  Pa., 
to  New  Martinsville,  W.Va..  02437 
New  Mexico: 

Cambrian  and  Ordovician  rocks  of  southern 
Arizona  and  New  Mexico  and  western- 
most Texas,  07844 

census- 
wholesale  trade,  area  statistics,  08635 

census  of  retail  trade,  area  statistics,  10539 

census  of  retail  trade,  major  retail  centers  in 
standard  metropolitan  statistical  areas, 
01779 

climatological  data,  03545 

criminal  justice  agencies,  region  6,  05951 

Cumbres  and  Toltec  Scenic  Railroad  compact 
with  Colorado,  consent  and  approval - 
report,  08957 

demonstration  test  of  inwoods  pulp  chip 
production  in  4  corners  region,  01075 

interstate  compact  with  Colorado,  approval- 
report,  05041 

lithology  and  uranium  potential  of  Jurassic  for- 
mations in  San  Ysidro-Cuba  and  Majors 
Ranch  areas,  12374 

oil  and  gas  lease  - 
report,  07121 

population  of  counties  and  metropolitan  areas, 
estimates,  10570 

precipitation  data,  hourly,  04028 

precipitation-frequency  atlas  of  western 
United  States,  08269 

stem  surface  area  equations  for  4  tree  species, 
05829 

water  resources  data.  07848,  09824,  12447 

water  supply  outlook  and  snow  surveys,  04676 
New  Orleans,  La.: 

area  wage  survey,  10045 

municipal  government  wage  surveys,  01252 
New  York: 

climatological  data,  03546 

legal,    institutional    and    cost    sharing   require- 
ments for  implementing  water  supply  pro- 
jects, 09295 
New  York  City: 

area  wage  survey,  02854 

area  wage  survey  report,  07946 

construction  industries,  industry  wage  survey 
report,  07970 

criminal  victimization  surveys,  02841 

debt    financing    problems    of    State    and    local 
government- 
hearings,  00457-9 

department  stores,  industry  wage  survey  re- 
port, 07974 


Do  not  order  from  index;  see  indicated  entry 


Page  1-485 


Subject  Index 


New  York  City -Con. 

financial  crisis - 
hearings,  00655 

fiscal  crisis,  effects  on  small  business - 
report,  10959 

fluid  milk,  industry  wage  survey  report,  07976 

fresh  fruit  and  vegetable  prices,  1973, 
wholesale,  00045 

large  commercial  banks,  weekly  condition  re- 
port, 04686 

living  costs  in  New  York  area,  06001 

long-term  care  under  medicaid,  trends - 
hearings,  07184 

low-income  neighborhoods  in  large  cities, 
06597 

municipal  government  wage  surveys,  12671 

New  York  Bight - 
physical  oceanography  data  collected,  sum- 
mary and  analysis,  08264 
suspended  particulate  matter  in  apex,  08280 

New  York  Bight  MESA  project,  00966 

ocean  dumping  in  New  York  Bight,  01447 

offshore  dumping  in  New  York  Bight,  assess- 
ment, 01448 

railroad  accident  investigation  summary  re- 
port, 08353 

seasonal  financing,  provide - 
law,  06685 
report,  06840,  10960 

slow  implementation  of  work  incentive  pro- 
gram, GAO  report,  07785 

some  dimensions  of  world  trade  impact  on 
New  York  labor  market,  07985 

some  facts  relating  to  economic  status  of  Puer- 
to Ricans  in  New  York  City,  06032 

specification  for  expanded  ARTS  3A  system 
for  New  York  TRACON,  12134 

status  of  urban  corridor  demonstration  pro- 
gram, 08479 

strengths  and  weaknesses  of  New  York  area 
as  employment  center,  06039 

three   year   financial   plan    for   debt   financing 
problems - 
hearings,  00456 

union  wage  scales,  local  transit,  02867 

union  wage  scales,  local  truckdrivers,  02871 

union  wage  scales,  printing  trades,  02863 

wages   and   benefits   of   New    York   City    mu- 
nicipal government  workers,  06025 
New  York  City  Transit  Authority: 

Beazer  v.  New  York  City  Transit  Authority, 
landmark  decision  on  methadone  main- 
tenance, 01431 

railroad    accident    investigation    summary    re- 
port, 08353 
New  York  State: 

accept  highway  statements  prepared  at  enact- 
ment   of    National    environmental    policy 
act- 
hearings,  05240 

Administrative  Adjudication  Bureau  of  New 
York  State  Department  of  Motor  Vehi- 
cles, 01212 

fraud  control,  how  they  do  it,  illustration  of 
practice  in  administration  of  AFDC,  10518 

highway  project  environmental  statements - 
report,  06795 

implementation  plan  review  as  required  by 
Energy  supply  and  environmental  coor- 
dination act,  09438 

Lake  Erie  intake  water  quality,  09446 

landings,  fish  and  shellfish,  04289 

landings,  fish  and  shellfish,  annual  summary, 
12953 


mineral  industry.  Mineral  yearbook  chapter, 
01308 

national  electric  rate  book,  01017,  12187 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties,  incorporated 
places  and  selected  minor  civil  divisions, 
04820 

precipitation  data,  hourly,  04029 

some  manpower  perspectives  on  New  York 
State  economy,  06035 

systematics,  environment,  and  biogeography 
of  some  late  Cambrian  and  early  Ordovi- 
cian  trilobites,  12425 

union  wage  scales,  local  transit,  selected  New 
York  cities,  02869 

water  resources  data,  09825 
New  Zealand: 

background  notes,  01587 

mineral  industry,  minerals  yearbook  chapter, 
06115 

scientific    and    technical    cooperation,    agree- 
ment, 06485 
Newark,  N.J.: 

area  wage  survey  report,  07947 

construction  industry,  industry  wage  survey 
report,  07971 

union  wage  scales,  local  truckdrivers,  02872 

union  wage  scales,  printing  trades,  02864 

wages  and  benefits  of  municipal  government 
workers  in  city  of  Newark,  06024 
Newberry  Crater: 

Deschutes   National   Forest,   general   informa- 
tion, 12305 
Newburgh,  N.Y.: 

metalworking  industries,  industry  wage  survey 
report,  07980 
Newport,  Ark.: 

flood  plain  information,  White  River  and  Vil- 
lage Creek,  05646 

floods,  White  River,  09316 
News  agencies: 

alcohol  crash  story,  news  media  guide,  06328 
News  digest: 

Securities  and  Exchange  Commission,  04497 
News  letters: 

consumer  news  (periodical),  03609 

engineering  technical  information  system, 
03778 

Federal  Library  Committee,  0391 1 

FLITE  newsletter,  03913 

food  and  nutrition,  03920 

foreign  acquisition  program  newsletter,  03922 

Head  Start  Project,  03990 

health  resources  news,  03991 

HEW  now,  03994 

information,  quarterly  journal  of  National  In- 
stitute of  Education,  04071 

LEAA  (Law  Enforcement  Assistance  Ad- 
ministration), 04117 

Navy  Supply  Corps,  04275 

NBS  publications  newsletters,  04277 

President's  Council  ON  Physical  Fitness  and 
Sports,  04293 

research  in  mental  health  and  behavioral 
science,  04294 

RIF  (Reading  is  fundamental)  newsletter, 
04479 

State  Department,  03738 
News  media,  see  News  agencies. 
News  reporters,  see  Reporters  and  reporting. 
News  summary: 

Federal  Trade  Commission,  03894 
Newsletters,  see  New  letters-News  letters. 
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Newspapers. 

exemption  from  lottery  prohibitions  granted  to 
newspapers    and   to   radio   and   television, 
make  parallel- 
report,  11437 

foreign  newspaper  report,  03955 

received  currently  in  Library  of  Congress, 
01263 

separating  paper  at  waste  source  for  recycling, 
120% 
Newsprint,  see  Paper 
Newsreels,  see  Motion  pictures. 
NFB,  see  National  Federation  of  the  Blind. 
NGB,  see  National  Guard  Bureau. 
NGPRP.    see    Northern    Great    Plains    Resource 

Program. 
NIAAA,     see     National     Institute     on     Alcohol 

Abuse  &  Alcoholism. 
Niagara  River: 

time-of-travel  study.  Lake  Erie-Niagara  River 
basins,  05890 
Nicaragua: 

economic  trends  and  their  implications  for 
United  States,  12562 

Foreign  disaster  assistance  act  - 
report,  08976 

military  assistance,  payments  under  Foreign 
assistance  act,  agreement,  03175 

mineral  industry.  Minerals  yearbook  chapter, 
01302 

Nicaraguan  building  regulatory  system,  techni- 
cal review,  01384 

syncrisis,  dynamics  of  health,  analytic  series 
on  interactions  of  health  and 
socioeconomic  development,  07850 

trade,  meat  imports,  agreement,  03324 

United  States  post-disaster  assistance,  06949 
Nichols  Creek: 

model    study     of    supercritical    flow     channel 
transition     for    Nichols    Creek,     Kenedy, 
Tex.,  085 2C 
Nickel: 

bonding  and  compatibility  of  aluminum  oxide 
fibers  in  nickel  alloy  composites,  12799 

comparative  thermal  fatigue  resistances  of 
twenty-six  nickel-  and  cobalt-base  alloys, 
01360 

copper-nickel  mineralization  in  drill  core  from 
Duluth  complex  of  northern  Minnesota, 
02926 

critical  aspect  ratio  for  tungsten  fibers  in 
copper-nickel  matrix  composites,  01354 

effects  of  composition  and  testing  conditions 
on  oxidation  behavior  of  4  cast  commer- 
cial nickel-base  superalloys,  10164 

hydrogen  environment  embrittlement  of  As- 
troloy  and  Udimet  700  (nickel-base)  and 
V-57  (iron-base)  superalloys,  08154 

mineral  industry  surveys,  08059 

mineral  industry  surveys,  monthly,  042% 

nickel-base  alloy, NASA  WAZ-16,  with  poten- 
tial for  gas  turbine  stator  vane  application, 
06221 

oxide  dispersion  strengthened  nickel  produced 
by  nonreactive  milling,  12797 

relation  of  structure  to  mechanical  properties 
of  thin  thoria  dispersion  strengthened 
nickel-chromium,  TD-NiCr,  alloy  sheet, 
12827 

thermogravimetric  study  of  reduction  of  ox- 
ides present  in  oxidized  nickel-base  alloy 
powders.  12801 

zirconium-modified,  precipitation-strengthened 
nickel-30  percent  copper  alloy,  high-tem- 
perature mechanical  properties,  10111 


Nicotine: 

tar  and  nicotine  content  of  smoke  of  130  varie- 
ties of  cigarettes,  report,  09585 
NIE,  see  National  Institute  of  Education 
Niger: 

economic    trends    and    their    implications    for 
United  States,  12537 
Nigeria: 

economic    trends    and    their    implications    for 

United  Stales,  12570 
investment  guaranties,  agreement,  03265 
mineral   industry,    minerals   yearbook   chapter, 

06113 
report   of   civil    aviation    activities    of    Federal 
government  of  Nigeria,  07615 
Night  vision,  see  Sight. 
Nightwear: 

knit,  current  industrial  reports,  03689 
NILECJ,  see  National  Institute  of  Law  Enforce- 
ment and  Criminal  Justice. 
Nimbus  spacecraft,  see  Satellites. 
NINDS,   see   National   Institute   of   Neurological 

Diseases  and  Stroke. 
Niobium: 

effects  of  long-term   aging  on  ductility  of  the 
columbium  alloys  C-103,  Cb-lZr,  and  Cb- 
752  and  the  molybdenum  alloy  Mo-TZM, 
01364 
inert-gas-fusion        and       modified        Kjeldahl 
techniques    for   determination    of   nitrogen 
in  niobium  alloys,  10112 
mineral  industry  surveys,  08031 
nitride  intermediates  in  preparation  of  colum- 
bium,   vanadium,    and    tantalum     metals, 
12740 
tensile  and  creep  properties  of  titanium-vandi- 
um,    titanium-molybdenum,    and   titanium- 
niobium  alloys,  06204 
Niobrara  River: 

water  and  related  land  resources,  08568 
NIOSH,  see  National  Institute  for  Occupational 

Safety  and  Health. 
NIPS  (National  Military  Command  System  Sup- 
port Center  information  processing  system), 
see      Information      storage      and      retrieval 
systems. 
Nitidulidae,  see  Beetles. 
Nitrates: 

crystal   structure   transformations   in  inorganic 

nitrites,  nitrates  and  carbonates,  06291 
fate    of    DDT    and    nitrate    in    ground    water, 
09422 
Nitric  oxide,  see  Nitrogen  dioxide. 
Nitrides: 

nitride  intermediates  in  preparation  of  colum- 
bium,   vanadium,    and    tantalum    metals, 
12740 
see  also  Silicon  nitrides. 
Nitrification  and  denitrification: 

catalytic    desulfurization   and   denitrogenation, 
07564 
Nitrites: 

crystal  structure   transformations   in  inorganic 
nitrites,  nitrates  and  carbonates,  06291 
Nitrogen: 

inert-gas-fusion  and  modified  Kjeldahl 
techniques  for  determination  of  nitrogen 
in  niobium  alloys,  10112 
investigation  of  aircraft  fuel  tank  explosions 
and  nitrogen  inerting  requirements  during 
ground  fires,  13166 
methods  suitable  for  analysis  and  preservation 
of  nitrogen  forms  in  estuarine  environ- 
ment, 10264 
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microwave  spectra  of  some  sulfur  and  nitrogen 

compounds,  10130 
nitrogen  in  subsurface  environment,  07551 
transport  properties   of   N2   gas   at   cryogenic 
temperatures,  10138 
Nitrogen  dioxide: 
analytical  study  of  mechanisms  for  nitric  oxide 
formation  during  combustion  of  methane 
in  jet-stirred  combustor,  02987 
collaborative  test  of  chemiluminescent  method 
for  measurement  of  N02  in  ambient  air, 
00912 
effects  of  NO,  C02  and  sampling  flow  rate  on 
arsenite    procedure    for    measurement    of 
N02  in  ambient  air,  09376 
evaluation  of  electrochemical  nitrogen  dioxide 

analyzer,  07460 
field  testing,  application  of  combustion  modifi- 
cations  to    control   NOx   emissions   from 
utility  boilers,  09387 
gas    phase    titration    technique    as    used    for 
calibration    of   nitrogen    dioxide    chemilu- 
minescence  analyzers,  evaluation,  12023 
N02  actinometer  for  field  use,  00914 
Nitrogen  mustards: 
potential  transport  forms  of  nitrogen  mustard, 
East  European  study,  12609 
Nitrogen  oxides: 
design  and  operating  variables  on  NOx  from 

coal-fired  furnaces,  effects,  05703 
effect  of  fuel  sulfur  on  NOx  emissions  from 

premixed  flames,  07568 
effect    of    premixing    quality    on    oxides    of 

nitrogen  in  gas  turbine  combustors,  12778 
effects  of  NO,  C02  and  sampling  flow  rate  on 
arsenite    procedure    for    measurement    of 
NO,  in  ambient  air,  evaluation,  09376 
NOx   combustion  control   methods   and  costs 

for  stationary  sources,  00926 
test  data  for  NOX  control  in  gas-  and  oil-fired 
utility  boilers,  analysis,  09392 
Nixon,  Richard  M.: 
debate  on  articles  of  impeachment - 

hearings,  02083 
expenditure   of   Federal   funds   in   support   of 

Presidential  properties,  0881 1 
impeachment- 
report,  08838 
impeachment  inquiry - 

hearings,  00493 
pardon - 

hearings,  05215 
Presidential  recordings  and  materials  preserva- 
tion act- 
report,  05067,  10900 
see  also  President  of  United  States. 
NLRB,  see  National  Labor  Relations  Board. 
NMCS,  see  National  Military  Command  System 

Support  Center. 
NMCSSC,     see     National     Military     Command 

System  Support  Center. 
No-fault  motor  vehicle  insurance,  see  Automo- 
bile insurance. 
NOAA,  see  National  Oceanic  and  Atmospheric 

Administration. 
Noble  gases: 
data  set  for  noble  gas  plume  exposure  model 

validation,  00864 
inert-gas-fusion       and       modified       Kjeldahl 
techniques   for  determination  of  nitrogen 
in  niobium  alloys,  10112 
symposium,  07591 


use  of  hydrogen  as  an  inert  gas  during  diving, 
pulmonary  functions  during  hydrogen-ox- 
ygen breathing  at  pressures  equivalent  to 
200  feet  of  sea  water,  01280 
Nobles  County,  Minn.: 

soil  survey  report,  08387 
Node  (astronomy): 

optimal  three-dimensional  reusable  tug  trajec- 
tories   for    planetary    missions    including 
correction  for  nodal  precession,  12843 
Noel,  Thomas  E.: 

nomination - 
hearings,  02293 
Noise: 

acoustical  and  thermal  performance  of  exterior 
residential  walls,  doors,  and  windows, 
01373 

aircraft  noise  control  programs - 
hearings,  05463 

airport  noise  reduction  forecast,  NEF  com- 
puter program  description  and  user's 
manual,  08452 

airport  noise  reduction  forecast,  summary  re- 
port for  23  airports,  08451 

assessment  of  Federal  noise  research,  develop- 
ment, and  demonstration  activities,  00919 

background  document  for  noise  regulations, 
05679 

computer  program  for  determination  of 
acoustic  pressure  signature  of  helicopter 
rotors  due  to  blade  thickness,  12794 

control  of  snowmobile  noise,  02450 

design  and  preliminary  test  of  blade  tip  air 
mass  injection  system  for  vortex  modifi- 
cation and  possible  noise  reduction  on 
full-scale  helicopter  rotor,  08142 

effect  of  entry-lip  design  on  aerodynamics  and 
acoustics  of  high-throat-Mach-number  in- 
lets for  quiet,  clean,  short-haul  experimen- 
tal engine,  06207 

effect  of  slot  width  on  transition  and  noise  at- 
tenuation of  flat  sound  shield  in  Mach  6 
wind  tunnel,  02980 

electromagnetic  noise  in  Robena  no.  4  coal 
mine,  03006 

evidence  of  beam  pattern  concept  of  subsonic 
jet  noise  emission,  12833 

experimental  quiet  engine  program,  summary 
report,  06167 

facilities  operations  and  maintenance,  pollution 
abatement,  noise  pollution,  02705 

Federal  aircraft  noise  research,  development 
and  demonstration  programs,  09380 

Federal  noise  effects  research,  09369 

Federal  surface  vehicle  noise  research, 
development  and  demonstration  programs, 
05701 

fundamentals  and  abatement  of  highway  traf- 
fic noise,  noise  barrier  design  and  exam- 
ple abatement  measures,  02518 

fundamentals  and  abatement  of  highway  traf- 
fic noise,  noise  prediction  charts  and  sam- 
ple problem,  02519 

generated  by  quiet  engine  fans,  12787 

handbook  for  shipboard  airborne  noise  con- 
trol, 10611 

inlet  noise  of  0.5-meter-diameter  NASA  QF-1 
fan  as  measured  in  unmodified  compres- 
sor aerodynamic  test  facility  and  in 
anechoic  chamber,  08177 

isolated  rotor  noise  due  to  inlet  distortion  or 
turbulence,  06162 

legal  compilation,  statutes  and  legislative  histo- 
ry, executive  orders,  regulations, 
guidelines  and  reports,  12067 
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low-speed        wind-tunnel        investigation       of 

aerodynamic  and  acoustic  performance  of 

several   sonic   inlet   takeoff   and  approach 

geometries,  12798 
measurement    of    noise    performance    factors, 

metrology  guide,  12866 
Noise  control  act- 

legislative  history,  07311 
noise  control  act,  amend  - 
hearings,  05207 
report,  06799,  11398 
Noise   control    act,    materials   on    implementa- 
tion, 111  52 
noise    data    from    tests    of    1.83-meter,    6-ft. 

Diameter   variable-pitch    1  2-pressure-ratio 

fan  QF-9,  06201 
noise     measurement     techniques,     equipment 

systems,    and    data    interpretation,    noise 

demonstration  equipment,  07659 
noise  reduction  of  pneumatic  rock  drill,  02925 
noise  source  regulation  in  State  and  local  noise 

ordinances,  07592 
noise   standards,   aircraft   type   and   airworthi- 
ness certification,  07607 
noise,  environmental  problem,  guide  to  OSHA 

standards.  01499 
noise,  new   Federal/EPA   regulation  governing 

interstate  motor  carriers,  09452 
noisiness    of    low-frequency    one-third    octave 

bands  of  noise,  02969 
non-engine  aerodynamic  noise  investigation  of 

large  aircraft,  06146 
observations  of  ELF  signal  and  noise  variabili- 
ty on  northern  latitude  paths,  08324 
operational    flight   evaluation    of    two-segment 

approach  for  use  in  airline  service,  06164 
population    distribution    of    United    States    as 

function  of  outdoor  noise  level,  09454 
porous   friction   courses   and   roadway   surface 

noise,  12155 
reliability  of  laboratory  tests  of  VSTOL  and 

other  long-duration  noises,  06161 
reverberant   sound   power   measurement   stan- 
dard   and    recommendations    for    further 

research,  03010 
rotor-to-stator      spacing      on      acoustic      per- 
formance of  full-scale  fan  (QF-5)  for  tur- 

bofan  engines,  10118 
social,   economic,   and  physiological  problems 

caused  by  industrial  noise- 
hearings,  07319 
spectral  and  directional  characteristics  of  noise 

generated  by  truck  tires,  03353 
standards,   aircraft   type   certification.    Federal 

aviation  regulations,  03818 
theoretical  study  of  refraction  effects  on  noise 

produced  by  turbulent  jets,  08124 
thrust  and  wing  loading  requirements  for  short 

haul  aircraft  constrained  by  engine  noise 

and  field  length,  08186 
truck  noise  2,  interior  and  exterior  A-weighted 

sound    levels   of   typical    highway    trucks, 

08478 
truck  noise,  economics  of  quieting  Freightliner 

cab-over-engine  diesel  truck,  08455 
truck     noise,     experimental     investigation     of 

truck  tire  sound  and  vibration,  08459 
truck  noise,   field  test  of  Freightliner  quieted 

truck.  08467 
truck  noise,  final  configuration  of  Freightliner 

quieted  truck,  08456 
truck  noise,  Freightliner  quieted  truck  cooling 

system.  08468 


truck    noise,    identifying   sources    of   noise   on 

heavy  duty,  diesel  truck,  08465 
truck  noise,  noise  evaluation  tests  of  military 

truck  tires,  08449 
truck  noise,  reduction  of  cooling  system  noise 

on  heavy  duty  diesel  trucks,  08450 
truck   noise,   reduction  of  intake   and  exhaust 
system  noise  on  heavy  duty  diesel  trucks, 
08453 
truck  noise,   source  analysis  and   experiments 
with   noise   control   treatments   applied   to 
Freightliner  quieted  truck,  08448 
United  States  and  foreign  open   literature  on 

noise,  abstracts,  07569-70 
see  also  Sonic  boom. 
Noise  generators: 

theory  of  noise  generation  from  moving  bodies 
with     application     to     helicopter     rotors, 
02995 
Noise  suppressors: 

flight  velocity  effects  on  jet  noise  of  several 
variations  of  104-tube  suppressor  nozzle, 
10107 
thrust  performance  of  isolated  36-chute  sup- 
pressor plug  nozzles  with  and  without 
ejectors  at  Mach  numbers  from  0  to  0.45, 
01350 
Nolichuckey  River  and  Valley: 

wild  river  system,  inclusion,  authorize - 
report,  05052 
Nomenclature: 

Brussels     tariff     nomenclature     format,     tariff 

schedules,  draft  conversion,  10331-4 
changes  in  nomenclature  of  upper  Precambrian 
to  lower  Paleozoic  (?)  formations  in 
Natick  quadrangle,  eastern  Mass.,  and 
their  tentative  correlations  with  rocks  in 
Rhode  Island  and  Connecticut,  07831 
changes     in     stratigraphic     nomenclature     by 

Geological  Survey,  07829,  07833 
stratigraphic  nomenclature  of  Thirtynine  Mile 
volcanic  field,  central  Colorado,  07830 
Nominations: 

Federal  Election   Commission  nominees,  con- 
firmation- 
hearings,  00470 
Non-discrimination,  see  Race  problems. 
Nonappropriated  funds: 

employee   under   Federal   wage   system,   FPM 

supplement,  08670 
handbook      for      nonappropriated      fund     em- 
ployees, 00077 
Nonferrous  castings,  see  Castings. 
Nonferrous  metals,  see  Metals. 
Nonlinear  equations,  see  Equations. 
Nonlinear  theories: 

in-flight    simulation    of    lateral    control    non- 
linearities,  02944 
numerical    solution    schemes    for    highly    non- 
linear static  structural  behavior,  02430 
PLANS,  finite  element  program  for  nonlinear 
analysis  of  structures,  02937 
Nonmetallic  materials,  see  Nonmetals. 
Nonmetals: 

fabricated  nonmetallic  materials.  Federal  item 

identification  guide,  00789 
structural    shapes,    nonmetallic    Federal    item 
identification  guide.  05580 
Nonprofit  organizations: 

DHEW  obligations  to  institutions  of  higher 
education  and  other  nonprofit  organiza- 
tions, 01119 
DHEW  obligations  to  institutions  of  higher 
education  and  other  nonprofit  organiza- 
tions, summary,  05898 
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Federal   support  to   universities,   colleges   and 
selected    nonprofit    institutions,    1972    re- 
port, 06401 
Federal  support  to  universities,   colleges  and 
selected    nonprofit    institutions,    1973    re- 
port, 06402 
nonprofit  organization  grant  applicants,  05604 
1.8-cent       precanceled       stamped       envelope, 
(poster),  06500 
Nonpublic  education,  see  Private  schools. 
Norfolk  and  Western  Railway  Company: 

railroad    accident    investigation    summary    re- 
port, 01546 
Norfolk,  Va.: 
atmospheric  particulate  measurements  in  Nor- 
folk, Virginia,  08136 
North  Africa,  see  Africa. 
North  America: 

east   coast,    including   Greenland,   tide   tables, 

high  and  low  water  predictions,  06367 
host  records  for  Lepidoptera  reared  in  eastern 

North  America,  06539 
ice   thickness    observations,    North    American 

arctic  and  subarctic,  05609 
Omega  propagation  correction  tables  for  10.2 

kHz,  05586 
Omega   propagation  correction   tables  for  3.4 

kHz,  05587,  07428-9 
omega  table,  00808,  11896 
North  American  Conference  on  Labor  Statistics: 

selected  papers,  06030 
North    Atlantic    Assembly,    see    North    Atlantic 

Treaty  Organization. 
North  Atlantic  Ocean,  see  Atlantic  Ocean. 
North  Atlantic  Treaty  Organization: 
cost-sharing  6th  quarterly  report,  10753 
French  settlement  for  FRELOC  debt- 
hearings,  11526 
Greece  and  Turkey,  some  military  implications 

related  to  NATO  and  Middle  East,  05177 
NATO    postdoctoral    fellowships    in    science, 

10226 
NATO  senior  fellowships  in  science,  10227 
NATO,  pressures  from  southern  tier,  00473 
North  Atlantic  Assembly,  19th  meeting  of  U. 

S.  delegation,  07246 
North  Atlantic  Assembly,  20th  meeting,  report 
of  U.S.  delegation,  05488 
North  Carolina: 

census  of  retail  trade,  area  statistics,  06601 
census    of    wholesale    trade,    area    statistics, 

06618 
climatological  data,  03547 
counties,  population  estimates,  08656 
criminal  justice  agencies,  05952 
implementation    plan    review    as    required    by 
Energy    supply    and    environmental    coor- 
dination act,  05731 
landings,  fish  and  shellfish,  04301- 

annual  summary,  10220 
mineral    industry,    Mineral    yearbook    chapter, 

01309 
precipitation  data,  hourly,  04030 
prisons,    report    of    North    Carolina    Advisory 

Committee,  10587 
Roanoke   River,  investigation  of  lower  basin, 
10253 
North  Central  States,  see  Central  States. 
North  Dakota: 

climatological  data,  03548 

Mineral  industry,  Minerals   yearbook  chapter, 

02907 
Northern    Great    Plains    Resources    Program, 
cooperative  resources  study,  09453 


population,   1973,  and   1972  per  capita  income 

estimates      for      counties,      incorporated 

places,  and  selected  minor  civil  divisions, 

08663 

precipitation  data,  hourly,  04031 

quality  of  interstate  waters,  Red  River  of  the 

North,  report,  10268 
twelve  papers  on  Lake  Oahe,  North  and  South 

Dakota,  12266 
water  pollution  control  program  plan,  09421 
water  resources  data,  12448 
Yellowstone      River,      quality      of      interstate 
waters,  10269 
North  Fork: 

floods,    Patrick    and    Henry    Counties,    Va., 
South  Mayo  River,  00884 
North  Haven,  N.Y.: 

flood  plain  information,  coastal  flooding  incor- 
porated   village,    Suffolk    County,    Long 
Island,  N.Y.,  09241 
floods,  Incorporated  Village,  Suffolk  County, 
Long  Island,  N.Y.,  09260 
North  Korea,  see  Korea. 
North  Mankato,  Minn.: 

floods,   Mankato,   LeHillier,   Minnesota  River 

and  tributaries,  09289 
special    flood    hazard    information,    Minnesota 
River  and  tributaries,  05662 
North  Platte  River  and  Valley: 

biological  effects  of  wastes  discharged,  09328 
biological  effects   of  wastes  discharged,  Tor- 
rington,  Wyo. -Bridgeport,  Neb.,  10246 
North  Royalton,  Ohio: 

flood   plain   information,   East  Branch   Rocky 
River      city      of      Hinckley      Township, 
Cuyahoga    and    Medina    Counties,    Ohio, 
09242 
North  Sea: 

oil  and  gas,  impact  of  development  on  coastal 

zone,  11515 
sailing  directions,  11889 
sailing  directions,  planning  guide,  00802 
Northeast  (U.S.): 

emergency  assistance  to  northeast  railroads- 
hearings,  05203 
report,  10913 
fire-weather    stations    in    North-Central    and 

Northeastern  United  States,  01056 
public    response    to   Secretary   of   Transporta- 
tion's rail  services  report,  rail  service  in 
Midwest  and  Northeast  region,  12584 
Public  works  and  economic  development  act, 
value  for  communities  in  Northeast - 
hearings,  05542 
rail  problems,  background  information,  05197 
rail    reorganization,    effects    of    proposals    on 

rural  areas,  05423 
restructuring  railroads  in  Northeast  and  Mid- 
west pursuant  to  Regional  rail  reorganiza- 
tion act,  03367 
shrubs    and    vines    for    northeastern    wildlife, 

09605 
veneer  industry  in  northeast,  1972,  05847 
Northeast  Corridor  Transportation  Project: 
implementation - 
hearings,  07228 
Northeast  Nuclear  Energy  Company: 

fiche  index  for  nuclear  dockets,  00860 
Northeastern  States,  see  Northeast  (U.S.). 
Northern  Great  Plains  Resource  Program: 

cooperative  resources  study,  09453 
Northern        Hemisphere,        see        Hemisphere, 

Northern. 
Northern  Ireland,  see  Great  Britain. 
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Northern  States  Power  Company: 

fiche  index  for  nuclear  dockets,  00858 
Northwest  (U.S.): 
catalog  of  information  on  water  data.  12383 
Christmas   tree    harvesting   and    marketing   for 

Pacific  Northwest  growers,  12303 
economic  problems  of  small  business- 
hearings,  00706-7 
floral  greenery  from  Pacific  Northwest  forests. 

01041 
forest  industries,  production,   prices,   employ- 
ment, and  trade.  04425 
Pacific  Northwest- 

hydro-thermal  power  program,  regional  ap- 
proach     to      meeting      electric      power 
requirements,  GAO  report,  09757 
Pacific   Northwest   water  resources  summary, 

04338 
Pacific  Northwest  water  resources,  weekly  ru- 
noff report,  04339 
Pacific      Northwest,      current      discharge      at 

selected  stations.  03638 
Pacific  Northwest,  river  temperatures,  04482-3 
pumped-storage         potential         of         Pacific 

Northwest,  10242 
remote  sensing  report.  Pacific  Northwest  area, 

Washington,  Oregon.  Idaho,  09463 
research      natural     area      needs      in     Pacific 

Northwest,  02603 
use  of  Federal  Columbia  River  Power  System 
revenues     for    development     of    Federal 
transmission         system  in         Pacific 

Northwest- 
report,  05338 
Norway: 
country  commercial  program,  01828 
sailing    directions    for    northwest    and    north 

coasts,  11884 
sailing  directions  for  southwest  coast,  00799 
Nose: 

structure  and  innervation  of  nasolabial  region 
in    certain     mammals    and     man,    USSR 
study.  07923 
Nosocomial  infections,  see  Infection. 
Notice  to  airmen: 

international  notice  to  airmen,  04088 
Notice  to  mariners: 

coastal  and  ocean  regions  of  world,  04302 
Notifiable    diseases,   see   Contagion    and    conta- 
gious diseases. 
Nova  Scotia: 
oceanographic    observations.    Nova   Scotia   to 

Cape  Hatteras,  N.C.,  10617 
sailing  directions,  10238 
Noxubee  Wilderness: 

proposal,  00302 
Nozzles: 

exhaust-nozzle  characteristics  for  twin-jet  vari- 
able-Wing-sweep  fighter  airplane  model  at 
Mach  numbers  to  2.2,  10099 
experimental  and  numerical  investigation  of 
boundary-layer  development  and  transi- 
tion on  walls  of  Mach  5  nozzle,  02963 
finite-difference  analysis  of  the  nozzle  starting 

process  in  an  expansion  tunnel,  08168 
flight   investigation    of    installation    effects   on 
wedge    nozzle    installed    on    under    wing 
nacelle.  06202 
flight   Reynolds   number  effects   on  a  fighter- 
type,  circular-arc-19°  conic  boattail  nozzle 
at  subsonic  speeds,  10121 
flight  velocity  effects  on  jet  noise  of  several 
variations  of   104-tube  suppressor  nozzle, 
10107 


low-speed    wind  tunnel    investigation    of    four- 
engine  upper  surface  blown  model  having 
swept  wing  and  rectangular  and  \)  shaped 
exhaust  nozzles,  08157 
revolving  sintered-sleeve  nozzle  for  generating 

pesticide  spray  particles,  08519 
supersonic  ejector  nozzle  performance,  assess 
ment  of  analytical  procedure  for  predict- 
ing. 10141 
thrust   performance   of   isolated   36-chute   sup- 
pressor   plug    nozzles    with    and    without 
ejectors  at  Mach  numbers  from  0  to  0.45, 
01350 
NRC,  see  Nuclear  Regulatory  Commission. 
NRL,  see  Naval  Research  Laboratory. 
NSB,  see  National  Science  Board. 
NSF.  see  National  Science  Foundation. 
NSLI,  see  Life  insurance. 
NSMRL,       see       Naval       Submarine       Medical 

Research  Laboratory. 
NSRDS.  see  National  Standard  Reference  Data 

System. 
NTIS,  see  National  Technical  Information  Ser- 
vice. 
NTSB,     see     National     Transportation     Safety 

Board. 
Nuclear  armament: 

nuclear        disarmament        without        secrecy 

(remarks),  08593 
nuclear  proliferation,  11547 
nuclear  proliferation,  future  U.S.  foreign  pol- 
icy implications,  11128 
Nuclear  energy,  see  Atomic  energy. 
Nuclear  engineering: 

enrollments  and  degrees,  04800 
twenty  years  of  atomic  energy,  USSR  study, 
01192 
Nuclear  explosions: 

fallout    simulation,    nuclear    cratering    device 

simulation.  Project  Diamond  Ore,  11989 
strain     measurement     results     from     4     un- 
derground   nuclear    explosions    in    Yucca 
and  Frenchman  Flats,  Nev.,  12434 
Nuclear  fission: 

standard  reference  materials,  calibrated  glass 
standards  for  fission  track  use,  08202 
Nuclear  fuel,  see  Reactor  fuels. 
Nuclear  fusion. 

controlled  fusion  and  plasma  research,  litera- 
ture search,  07506 
fusion  power  research  and  development,  sum- 
mary report  on  magnetic  confinement  ex- 
periments, 11960 
laser-fusion  studies  at  NRL,  report  to  AEC, 

06427 
plasma    physics    and    problems    of    controlled 
thermonuclear  fusion,  07475 
Nuclear  physics: 

relativistic  many-body  bound  systems,  06276 
Nuclear  power,  see  Atomic  energy. 
Nuclear  power  plants,  see  Nuclear  reactor  power 

plants. 
Nuclear  powered  ships: 

nuclear-qualified  naval  officers,  extend  special 
pay- 
report.  00443.  00611 
warship  reactor  incidents,  U.S.  liability- 
report,  05063 
Nuclear  radiation,  see  Radiation. 
Nuclear  reactions: 

plasma    physics    and    problems    of    controlled 
thermonuclear  fusion,  07475 
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Nuclear  reactor  power  plants: 

cost  and  schedule  estimates  for  Nation's  first 
liquid  metal  fast  breeder  reactor  demon- 
stration power  plant,  GAO  report,  09762 

environmental  impact  of  electrical  power 
generation,  nuclear  and  fossil,  07483 

fish  monitoring  investigations,  03909 

fish  monitoring  investigations,  Sequoyah 
Nuclear  Plant,  Chickamauga  Reservoir, 
Tenn.,  01602-3 

nuclear  power  industry,  application  of  environ- 
mental radiation  dose  commitment,  09416 

nuclear  powerplant  siting  and  licensing  - 
hearings,  04909 

power  plant  capital  costs,  current  trends  and 
sensitivity  to  economic  parameters,  00102 

radiological  surveillance  studies  at  Boiling 
Water  nuclear  power  reactor,  09331 

standards  for  calculating  strength  of  reactor 
components,  steam  generators,  vessels, 
and  piping  of  atomic  power  stations,  test 
and  research  reactors,  and  installations, 
07472 

teacher's  guide,  environmental  impact  of  elec- 
trical power  generation,  nuclear  and  fos- 
sil, 07484 

technical  and  economic  assessment  of  direct- 
cycle  gas-cooled  reactor  plant,  11964 

turbines  for  nuclear  power  stations,  USSR 
study,  01195 

waterfowl  monitoring  investigations  - 
wood  duck,  shorebirds  populations  surveys 
at  proposed  and  existing  nuclear  steam 
plant  sites,  10345 

waterfowl    monitoring    investigations,    migrant 
and    wintering    populations,    steam    plant 
sites,  03352 
Nuclear  reactors,  see  Reactors  (atomic). 
Nuclear  Regulatory  Commission: 

appropriations,  1976,  authorization  - 
report,  02184,  06814 

appropriations,  1975,  supplemental- 
law,  08691 

appropriations,    1975,   supplemental  authoriza- 
tion- 
hearings,  0491 1 

appropriations,  1976,  authorization - 
hearings,  04910 

controlling  radiation  hazard  from  uranium  mill 
tailings,  GAO  report,  12369 

energy  research  appropriations,  1976- 
hearings,  02248 

improvements  needed  in  land  disposal  of 
radioactive  wastes,  GAO  report,  07823 

public  works  appropriations,  1976- 
hearings,  07199 

public  works  appropriations,  1976- 
hearings,  05133 

Reactor  Safety  Research  Division,  reactor 
safety  research  program,  description, 
13023 

rules  and  regulations,  04307 
Nuclear  science: 

abstracts,  04309 

abstracts,  indexes,  04310 

analysis  of  nuclear  related  technician  man- 
power in  Western  States  for  region  served 
by  Western  Interstate  Nuclear  Board, 
02424 

fiche  index  for  nuclear  dockets,  00858-62, 
04799,  10525 

nuclear  science  abstracts,  index,  02426 

nuclear  science  technology  information, 
memorandum  understanding,  agreement 
with  other  governments,  03227 


peaceful  nuclear  exports  and  weapons 
proliferation,  05495 

proceedings  of  second  international  conference 
on     nuclear     methods     in     environmental 
research,  00852 
Nuclear  warfare,  see  Atomic  warfare. 
Nuclear  weapons,  see  Weapons. 
Nuclei: 

clustering  phenomena  in  nuclei,  proceedings, 
07501 

nucleon    and    heavy-ion    total    and    absorption 
cross  section  for  selected  nuclei,  08169 
Nucleons: 

nucleon    and    heavy-ion    total    and    absorption 
cross  section  for  selected  nuclei,  08169 
Nuclides,  see  Radionuclides. 
Numbers: 

fast     complex      convolution      using     number 
theoretic  transforms,  08328 
Numerical  analysis,  see  Numerical  calculations. 
Numerical  calculations: 

computing  averaged  velocity  and  pulsation 
energy  in  turbulent  axisymmetrical  wake 
far  behind  streamlined  body,  USSR  study, 
02815 

detonation  calculations  with  a  Percus-Yevick 
equation  of  state,  12721 

development  and  applications  of  two  computa- 
tional procedures  for  determining  vibra- 
tion modes  of  structural  systems,  01355 

guidelines  for  TSI  cost  computations,  02607 

numerical  prediction  of  mesoscale  transport  of 
atmospheric  effluents,  10222" 

numerical  representation  of  critical  frequency 
of  Fl  region  of  ionosphere,  10626 

numerical  solution  schemes  for  highly  non- 
linear static  structural  behavior,  02430 

of  laminar  boundary-layer  separation,  10174 

rapid  methods  for  calculating  radiation  trans- 
port in  entry  environment,  06171 

rate  of  increase  interpretations  for  forest 
growth,  09645 

unsteady  flow  computations  on  Ohio-Cumber- 
land-Tennessee-Mississippi River  system, 
09311 

vectorization   on    STAR   computer   of   several 
numerical  methods  for  fluid  flow  problem, 
10128 
Numismatics: 

stone    money    of    Yap,    numismatic    survey, 
01559 
Nurses  and  nursing: 

challenge  of  cancer  nursing,  01433 

chance  to  grow,  careers  for  nurses  in  Bureau 
of  Medical  Services,  08000 

employment  outlook,  nursing  occupations,  re- 
gistered nurses,  licensed  practical  nurses, 
nursing  aides,  orderlies,  and  attendants, 
12649 

evaluation  of  employment  opportunities  for 
newly  licensed  nurses,  12460 

factors  affecting  staffing  levels  and  patterns  of 
nursing  personnel,  05902 

materials  for  cancer  nursing  education, 
catalogue,  06295 

Nurse  training  act- 
report,  10901 

Nurse  training  and  health  revenue  sharing  and 
health  services  act- 
report,  05399 
veto  message,  00540 

nurse  training,  1974,  report  to  Congress,  09848 

open  up  your  world  in  Air  Force  Reserve, 
10449 

source  book,  nursing  personnel,  07851 
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Nursing,  see  Nurses  and  nursing 
Nursing  homes: 

auditing  of  nursing  homes  and   alternatives  to 
institutionalization 
hearings.  00444 
background  report,  02068 
chronic  conditions  and  impairments  of  nursing 

home  residents,  10196 
fire   safety   inspections  of   nursing  homes,   er- 
rors- 
hearings.  02051 
industry  wage  survey,  05994 
long  term  care  under  medicaid,  trends- 
hearings,  11455 
long-term    care    facility    improvement    study, 

03099 
measures  of  chronic  illness  among  residents  of 

nursing  and  personal  care  homes.  10197 
nursing  home  care  in  United  States,  failure  in 
public  policy,  11452-3- 
hearings,  00640 
nursing  home  care,  failure  in  public  policy - 

hearings,  09022 
selected      operating      and      financial      charac- 
teristics, 12913 
Nutrients,  see  Nutrition. 
Nutrition: 

activities  of  International  Development  Agen- 
cy, report,  12577 
Army  Medical  Research  &  Nutrition  Laborato- 
ry, bibliography,  08610 
biostimulation-nutrient    assessment    workshop, 

proceedings,  00906 
Child  nutrition  act,  amend - 
law,  08709 

report.  00619.  06830,  071 10 
veto  message,  00378 
child  nutrition  programs,  00642 
child  nutrition  programs,  type  A  topics,  04625 
effect  of  remuneration  upon  response  in  health 
and   nutrition   examination   survey,   study, 
01395 
estimating  nutrient  loadings  of  lakes  from  non- 
point  sources,  00902 
foliar  nutrient  variation  in  4  species  of  upland 

oaks,  02633 
food  and  nutrition  (periodical),  03919 
food  and  nutrition,  newsletter,  03920 
influence  of  agricultural  practices  on  nutrient 

composition  of  foods,  proceedings,  08555 
modeling  pesticides   and   nutrients   on   agricul- 
tural lands,  12050 
national  nutrition  policy  study  - 
hearings,  00696,  02313.  07303 
nutrient      inactivation      as      lake      restoration 

procedure,  07550 
nutrient  requirements  in  adolescence,  01420 
nutrimeter,  student's  guide,  00035 
nutrition  and  food  availability,  11602 
nutrition    and    health,    with    an    evaluation    of 

nutritional  surveillance,  07305 
nutrition  and  special  groups,  05538- 

hearings,  02313 
nutrition  and  special  groups,  food  stamps  - 

report.  05539 
nutrition  program  news,  04311 
nutritional    intervention    through    supplemental 
feeding   to    save   the   children,   print   addi- 
tional copies - 
report,  11346 
nutritive  value  of  American  foods  in  common 

units,  06519 
pine    nutrition    in    West    Gulf    Coastal    Plain, 
status  report,  12294 


preliminary   findings  of   first   health   and   nutri- 
tion examination  survey,  06309 
prognosis   of   trophic   characteristics   of   Foster 
Joseph   Sayers  Reservoir,  Centre  County. 
Pa.,  chemical,  09786 
program  for  the  elderly- 

report,  08794 
read    the    label,    set    a    better    table,    guide    to 

nutrition  labeling.  12270 
selective  nutrient  removal  from  secondary  ef- 
fluent. 12056 
special  summer  food  service  program  for  chil- 
dren. 06531 
Nutrition  and  Human  Needs,  Select  Committee 
on.  Senate: 
committee     print,     05538-9,     07302,     07304-5. 

11601-2 
hearings.  006%,  02313.  05537.  07303,  09060 
investigations    and    studies,    authorization    and 
expenses  - 
report.  08941 
Nuts: 

Federal  item  identification  guide.  11672 
foreign  agriculture  circulars.  03940 
noncitrus  fruits  and  nuts.  03339,  08439 
Nuts  (machinery),  see  Bolts  and  nuts. 
NWL,    see    Naval    Weapons    Laboratory,    Dahl- 
gren,  Va. 


O'Brien,  Paul: 

testimony        in        Presidential        impeachment 
proceedings,  11 169 
O'Hare  Airport: 

Chicago,   111.,  enroute   radar  beacon   test   site, 
10313 
O'Melia,  Richard  J.: 
nomination - 
hearings,  1 1505 
O'Sullivan  Dam: 

hydraulic  model  studies,  Columbia  Basin  Pro- 
ject, 13069 
Oahe,  Lake: 

twelve  papers  on  Lake  Oahe,  North  and  South 
Dakota.  12266 
Oak: 

abstract  bibliography  of  gambel  oak,  12272 
foliar  nutrient  variation  in  4  species  of  upland 

oaks,  02633 
scrub,  broadcast  applications  of  herbicides  to 

control  growth.  09683 
site    index    curves    for    unmanaged    stands    of 

California  black  oak.  09684 
soil-applied  herbicides  for  control  of  red  oaks 
and  hickories  in  Boston  Mountains  of  Ar- 
kansas, 05844 
Oak  Grove,  Ala.: 

degasification  of  Mary  Lee  coalbed  near  Oak 
Grove,  10093 
Oak     leaf     rollers     (Archips     semiferanus),     see 

Moths. 
OAS,  see  Organization  of  American  States. 
Oaths: 

authority    for    certain    employees    of    Defense 
Dept.  to  administer  oaths- 
report.  01961.  07148 
authorizing  Speaker  of  House  of   Representa- 
tives to  administer  oath  of  office  to  John 
P.  Murtha- 
report,  10881 
Public   Printer   to   designate   employees   to   ad- 
minister oaths,  authorize- 
report,  11379 
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Oats: 

futures,  commitments  of  traders,  03585 
Obion  River  and  Valley: 
engineers  report- 
departmental  edition,  07532 
document  edition,  06770 
flood  plain  information,  05641 
Oblate  spheroids,  see  Spheroids. 
Obligations,  see  Contracts. 
Observations: 

discussion  of  observations  of  Neptune,  06417 
Ocala  National  Forest: 
canoeing,  general  information,  12274 
soil  survey  report  of  area,  08388 
Occupational  and  Adult  Education  Bureau: 

facts  about,  00845 
Occupational  health,  see  Health-Safety  of  life. 
Occupational  safety,  see  Safety  of  life. 
Occupational  Safety  and  Health  Administration: 
employee  and  OSHA,  06446 
job  health  hazards  series,  03081 
longshoring  industry,  OSHA  safety  and  health 

standards,  01498 
noise,  environmental  problem,  guide  to  OSHA 

standards,  01499 
occupational    safety    and    health    regulations 

OSHA  series,  01501,  06447 
occupational  safety  and  health,  general  indus- 
try standards  and  interpretations,  08331 
occupational  safety  and  health,  maritime  stan- 
dards and  interpretations,  08332 
OSHA  advisory  committee  support  and  opera- 
tions manual,  06448 
OSHA    safety    and    health    standards    digest, 

01502,  06445,  06449-50,  13024 
policy  and  programs  series,  13025-6 
regulations,  04313 
safety  management  series,  13027 
SB  A  loans  for  OSHA  compliance,  13026 
technical  notes,  04577 
what   every    employer   needs   to   know    about 

OSHA  recordkeeping,  07986 
worker  protection  must  be  insured  when  em- 
ployers   request    permission    to    deviate 
from   safety   and   health   standards,   GAO 
report,  07795 
Occupational  Safety  and  Health  Review 
Commission: 
appropriations,  1976- 
hearings,  02242 
law,  10674 
veto  message,  10804 
appropriations ,  1 975  - 

report,  05064 
decisions,  01507,  06453,  13028-9 
OSAHRC  reports,  01507,  04331,  06453,  13028- 
9 
Occupational  therapists: 

and  assistants,  employment  outlook,  10017 
Occupational  training,  see  Training. 
Occupations: 
airline  flight  attendant,  career  guide,  02492 
area    wage    surveys,    descriptions   of   occupa- 
tions, 05984 
Army  recruiting  &  career  counseling  journal, 

04461 
auditor  training  program,  career  for  accounting 

majors,  12152 
career - 

this  is  ERS,  08571 
career  area  rotation  model,  01695 
career  counseling  manual,  13015 
career  thresholds,  longitudinal  study  of  educa- 
tional   and    labor    market    experience    of 
male  youth,  02882 


career  with  FHWA,  typists  and  stenographers, 
07656 

careers  in  criminal  justice  system,  02834 

careers  in  mental  health,  12937 

careers  in  Soil  Conservation  Service,  01664 

careers  in  taxation,  IRS,  02729 

chance  to  grow,  careers  for  nurses  in  Bureau 
of  Medical  Services,  08000 

classification  of  Federal  white-collar  jobs 
should  be  better  controlled,  GAO  report, 
02653 

commercial  airlines  and  airports,  careers  in 
transportation,  grades  3  and  4,  teachers 
resource  guide,  12115 

comprehensive  occupational  data  analysis  pro- 
grams, CODAP,  ordering  of  hierarchically 
grouped  case  data,  KPATH,  and  print 
KPATH,  PRKPTH,  programs,  00058 

conservation,  employment  outlook,  10041 

employment  outlook,  electric  power  industry, 
powerplant  occupations,  transmission  and 
distributions  occupations,  customer  ser- 
vice occupations,  10028 

employment  outlook,  telephone  craft,  central 
office  craft  occupations  - 
central  office  equipment  installers,  10031 

Energy  Research  and  Development  Adminis- 
tration careers,  07456 

engineering  and  scientific  occupations,  charac- 
teristics of  persons,  08666 

Federal,  occupational  groups  and  series  of 
classes,  handbook,  03988 

hazardous  duty  coverage  for  U.S.  customs  and 
immigration  inspectors - 
hearings,  05236 

intelligence  research  specialist,  exciting  career 
with  Defense  Intelligence  Agency,  11882 

job  analysis  for  human  resource  management, 
06058 

job  grading  system  for  trades  and  labor  occu- 
pations, 03867 

job  opportunities   program,  status   and  imple- 
mentation- 
hearings,  07027 

job  tenure  of  American  workers,  07989 

job  with  Forest  Service,  guide  to  nonprofes- 
sional employment,  01665 

jobs  for  which  college  education  is  usually 
required,  07981 

jobs  for  which  high  school  education  is 
generally  required,  07982 

jobs  for  which  junior  college,  technical  in- 
stitute, or  other  specialized  training  is 
usually  required,  07983 

looking  ahead  to  career,  slide  series,  06002 

manual  of  Navy  enlisted  manpower  and  per- 
sonnel classifications  and  occupation  stan- 
dards, Navy  enlisted  classifications,  08321 

military-civilian  occupational  source  book, 
11878 

national  survey  of  professional,  administrative, 
technical  and  clerical  pay,  06020 

New  England  occupational  projections  to  1980, 
12672 

NOAA  careers  and  challenges,  -03051 

NOAA  Corps,  careers  in  science  and  service, 
03052 

occupational  alcoholism  programs  for  Federal 
employees- 
report,  05042 

occupational  employment,  industrial  chemicals 
industry,  01254 

occupational  outlook  for  college  graduates, 
10042 

occupational  outlook  for  mid-1980's,  01253 
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Occupations  -  Con . 

occupational  safety  and  health  regulations 
OSHA  series,  01501 

occupational  training  program,  occupational 
training  guides.  Job  Corps,  05976 

occupations  of  Federal  white-collar  workers, 
01801 

on  giving  a  job.  implementation  and  allocation 
of  public  service  employment.  06748 

outdoors  and  your  career,  06022 

outlook  - 

handbook.  12638 

outlook,  quarterly,  04312 

schools  for  careers,  analysis  of  occupational 
courses  offered  by  secondary  and  post- 
secondary  schools,  06302,  12907 

science  and  your  career,  06029 

social  science  and  your  career,  07987 

spectrum  management  career  guide,  13187 

standardization  of  work  measurement,  bench 
work  occupations,  09168 

target  industries,  profiles  of  5  hazardous  occu- 
pations, 01506 

tomorrow's  jobs,  employment  outlook,  09937 

vocational  and  occupational  education  - 
hearings,  00467,  02049 

wage  trends  for  occupational  groups  in 
metropolitan  areas,  06040-2 

your  career  planner,  13016 

see     also     Agricultural     occupations-Employ- 
ment-Military occupational  specialties. 
Ocean: 

characteristics  of  tether  line  for  airborne  vehi- 
cles at  sea.  08323 

contiguous  fisheries  zone- 
report,  08768 

data  resources,  05457,  09518 

deep  sea  tide  and  current  observations  in  Gulf 
of  Alaska  and  northeast  Pacific,  12971 

deep  seabed  mining,  current  developments- 
hearings,  07263 

deep-sea  tide  observations  off  southeastern 
United  States,  12972 

detection  of  stationary  targets  in  sea  clutter 
using  CW  dual-frequency  radar,  08327 

development  of  high  seas  oil  recovery  system, 
06663 

domestic    fishing    industry,    extend    U.S.    ju- 
risdiction over  certain  ocean  areas  to  pro- 
tect- 
report,  05368 

domestic    fishing    industry,    extend    U.S.    ju- 
risdiction over  certain  ocean  to  protect- 
report,  09010 

economic  appraisal  of  real-time  synoptic  sea- 
state  measurements  by  over-the-horizon 
radar,  06380 

economic  value  of  ocean  resources  to  United 
States,  11513 

endangered  sea  (remarks),  05695 

evaluation  of  the  strength  and  seakeeping  abili- 
ty of  pollution  control  barriers,  06657 

Federal  ocean  program,  annual  report,  13044 

marine  weather  services,  06412 

National  ocean  policy  study,  planning 
guidelines  and  work  schedule  for  94th 
Congress,  05456 

ninth  symposium,  naval  hydrodynamics,  un- 
conventional ships  ocean  engineering, 
06437 

ocean  as  dynamic  system,  USSR  study,  07926 

ocean  dumping  research  report  to  Congress, 
01458 

ocean  dumping,  effects  on  marine  life  — 
hearings,  02085 


ocean     pollution,     overfishing,     and    offshore 

development,  report  to  Congress,  06385 
perspectives  on  ocean  policy,  12990 
pollutant     transfer     to     marine     environment, 

10228 
radiometric  technology  model  of  ocean  surface 

in  microwave  region,  summary,  12969 
shipbuilding  technology  in  developing  offshore 
equipment     to    exploit     riches     of    world 
ocean,  USSR  study,  07924 
simplified  method  for  estimating  refraction  and 

shoaling  effects  on  ocean  waves,  1 1972 
Soviet  ocean  activities,  05458 
stochastic  sea  state  for  SRB  studies,  12776 
vulnerability  model,  simulation  system  for  as- 
sessing   damage     resulting     from     marine 
spills,  00247 
see  also  Oceanography-Waves. 
Ocean  bottom: 

comparison    of    techniques    for   approximating 
ocean  bottom  topography  in  wave-refrac- 
tion computer  model,  02972 
Ocean  currents: 

deep  sea  tide  and  current  observations  in  Gulf 

of  Alaska  and  northeast  Pacific,  12971 
effect    of    breakwater   on    nearshore    currents 

due  to  breaking  waves,  11970 
fast  current  oil  response  system,  00242 
geostrophic     motion     for     BOMEX     oceanic 

volume,  06374 
surf  observations   and  longshore   current  pre- 
diction, 11971 
theoretical    monochromatic-wave-induced   cur- 
rents in  intermediate  water  with  viscosity 
and  nonzero  mass  transport,  08141 
Ocean    Exposition,    International,    see    Interna- 
tional Ocean  Exposition. 
Ocean  Science  and  Technology  Division: 

report  availability  notice,  06439 
Ocean  temperature: 
gulf  stream,  03985 
Ocean  transportation,  see  Shipping. 
Ocean  80  (barge): 

marine  casualty  report,  01480 
Oceania: 

agricultural   situation,   Far  East  and  Oceania, 

05598 
agricultural     situation,     review    and    outlook, 

05599 
market  profiles,  11921 
Oceanographer  of  Navy,  Office  of: 
pamphlet,  01508 
pamphlets,  10241 
Oceanographers: 

employment  outlook,  09994 
Oceanography: 

apparatus  for  testing  oceanographic  resistance 

thermometers,  12887 
CTD/SV      oceanographic      data      acquisition 

system  model,  01459 
IDOE,    International    Decade    of    Ocean    Ex- 
ploration, progress  report,  00890 
key  to  oceanographic  records  documentation, 

11991 
manned    undersea    science    and     technology, 

06373 
marine  geophysical  data  catalog,  09319 
marine  gravimeters,  USSR  study,  02830 
marine    gravimetric    research,    USSR    study, 

12601 
marine   hydrophysical   research,   USSR   study, 

07913 
marine    science    activities    establishing    ocean 
data  resources,  05457 
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Oceanography  -  Con. 
miscellaneous  bills - 

hearings,  05226 
National  Oceanographic   Data  Center  publica- 
tion, 10238 
ocean  affairs  in  93d  Congress,  02084 
Ocean  Science  and  Technology  Division  report 

availability  notice,  06439 
ocean     technology     &     engineering,     weekly 

Government  abstracts,  04710 
oceanographic     data    exchange,     World     Data 

Center   A,    Oceanography,    report,   09323, 

11993 
oceanographic    observations,    Nova   Scotia    to 

Cape  Hatteras,  N.C.,  10617 
oceanographic  report,  10617 
oceanographic  ship  operating  schedules,  01508, 

10241 
offshore  dumping  in  New  York  Bight,  techni- 
cal     background,      physical,      geological, 

chemical  oceanography,  01448 
physical  oceanography  data  collected  in  New 

York  Bight  apex,  summary  and  analysis, 

08264 
potential  value  of  earth  satellite  measurements 

to    oceanographic    research    in    southern 

ocean,  06376 
preliminary    LIBEC/FAMOUS    cruise    results, 

08322 
principles     of     theory     of     radio     electronic 

systems  of  marine  objects,  USSR  study, 

12592 
profiles  in  lowest  300  meters  of  marine  tropi- 
cal planetary  boundary  layer,  12960 
summary,  1 1991 
see  also  Ocean. 
Oceanside,  Calif: 
floodway   information,    vicinity   of,   San   Luis 

Rey  River,  Loretta  Street  to  eastern  city 

limits,  11986 
Ochlockonee  River  and  Valley: 
floods,    Moultrie,    Ga.,    and   Okapilco   Creek, 

00888 
Odenville,  Ala.: 

flood-prone  areas,  12413 
Odessa,  Washington: 
digital-simulation  and  projection  of  water-level 

declines  in  basalt  aquifers,  09842 
Odors: 
domestic     water     supplies,     limnological     in- 
vestigation    of     Yellowstone     River     for 

problems,  10255 
OFCC,  see  Federal  Contract  Compliance  Office. 
Office  buildings: 
PBS     building     systems     program     and     per- 
formance       specification        for        office 

buildings,  13061 
Office  employees: 
better     office     skills     and     service,     student 

manual,  06640 
Office    equipment,    see    Office    furniture    and 

equipment. 
Office  furniture  and  equipment: 
business  machines,  Federal  item  identification 

guide,  02376 
office   devices   and  accessories,   Federal  item 

identification  guide,  07381-2 
office  excellence,  furniture,  12252 
office,   computing,   and   accounting   machines, 

current  industrial  reports,  10556 
typewriters    and    office    composing    machines, 

Federal  item  identification  guide,  11704 
typewriters,    office    furniture    and    equipment, 

Federal  item  identification  guide,  11703 


equip- 


Office  machine  operators: 

employment  outlook,  12641 
Office  machines,  see  Office  furniture 

ment. 
Office     of    Federal     Procurement     Policy,     see 

Federal  Procurement  Policy  Office. 
Office  of  Information  for  Armed  Forces: 

information  guidance  series,  04069 
Office  of  Management  and  Budget: 

Federal  white-collar  pay  systems  need  funda- 
mental changes,  GAO  report,  01091 
Office  of  Science  and  Technology,  see  Science 

and  Technology  Office. 
Office  of  Toxic  Substances: 

semi-annual  list  of  reports,  12088 
Office  practice: 

office    skills   courses,   Civil   Service   Commis- 
sion, 04841 
Office  supplies: 

office   devices   and   accessories,   Federal  item 
identification  guide,  07381-2 
Office-machine  servicemen: 
employment  outlook- 
business  machine  servicemen,  05987 
Officers,  see  Air  Force-Armed  Forces-Command 
(military)-Merchant   marine-National  Guard- 
Safety  officers. 
Officials,    see    Government    officials  and    em- 
ployees. 
Ogden,  Utah: 
postal  facilities  - 
hearings,  1 1604 
Ohia: 

decline  of  ohia  lehua  forest  in  Hawaii,  09622 
pressure  treatment  of  robusta  and  ohia  posts, 
final  report,  09701 
Ohio: 

census  of  retail  trade,  area  statistics,  00127 
climatological  data,  03549 
counties,  population  estimates,  10567 
county  business  patterns,  01784 
election  contest  in  21st  congressional  District- 
report,  06896 
environmental   organization   change  and   man- 
power, 09326 
Lake  Erie  intake  water  quality,  09446 
national  electric  rate  book,  12188 
precipitation  data,  hourly,  04032 
remote  sensing  study  of  steam-electric  power 

plant  thermal  discharges,  12080 
Salt  Creek  Lake  project,  preliminary  environ- 
mental report,  09298 
water  resources  data,  09826 
Ohio  River: 

flood  plain  information,  Adams  County,  Ohio, 

05636 
flood  plain  information,  Brown  County,  Ohio, 
05637 
Ohio  River  and  Valley: 

directory     of     environmental     life     scientists, 

00881 
flood  plain   information,   Carroll   and  Gallatin 

Counties,  Ky.,  05638 
floods    in    Carroll    Co.,    Ky.,    how    to    avoid 

damage,  05660 
floods,  Adams  County,  Ohio,  09281 
floods,  Boyd  County,  Ky.,  09282 
floods,  Brown  County,  Ohio,  05657 
navigation  conditions  at  Cannelton  Locks  and 
Dam,    Ohio    River,    hydraulic    model    in- 
vestigation, 05674 
navigation  conditions  at  Uniontown  Locks  and 
Dam,    Ohio    River,    hydraulic    model    in- 
vestigation, 05676 
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Ohio  River  and  Valley-Con. 

Ohio  River  basin  report  for  President's  Water 
Resources  Policy  Commission,  10260 

Ohio  River  navigation  charts,  Pittsburgh,  Pa., 
to  New  Martinsville.  W.Va.,  02437 

Ohio  River  summary  and  forecasts,  0432C 

unsteady  computations  on  river  system,  0931 1 
Ohio  River  Basin  Commission: 

annual  report,  00343 
Oil: 

oil  spills  and  spills  of  hazardous  substances, 
08508 

see  Oils  and  fats-Petroleum. 
Oil  burners: 

ranges,  electric,  gas  and  oil  burning,   Federal 
item  identification  guide,  11678 
Oil    pollution    of    rivers,    harbors,    etc.,    see    Oil 

spills-Water  pollution. 
Oil  shale: 

economic  analysis  of  oil  shale  operations 
featuring  gas  combustion  retorting,  12748 

environmental  considerations  for  oil  shale 
development,  09389 

oil  shale,  mining  and  energy - 
hearings,  05190 

technology  - 

hearings,  05512,  11204 
Oil  spills: 

arctic  oil  biodegradation,  00232 

chemical  additives  for  improvement  of  oil  spill 
control,  00237 

comparison  of  ecological  impacts  of  postulated 
oil  spills  at  selected  Alaskan  locations, 
00239 

crude  oil  spills  research,  08088 

design  and  construction  of  an  oil  slick  sam- 
pling device,  00240 

development  of  a  prototype  airborne  oil  sur- 
veillance system,  06655 

development  of  classification  scale  for  charac- 
terizing bilge  waters  used  in  evaluating  oil 
removal  techniques,  10610 

development  of  high  seas  oil  recovery  system, 
06663 

environmental  effects  of  Schuylkill  oil  spill, 
13246 

evaluation  of  Coast  Guard  oil-water  separator 
and  monitor  systems,  06656 

fast  current  oil  response  system,  00242 

geographical  analysis  of  oil  spill  potential  as- 
sociated with  Alaskan  oil  production  and 
transportation  systems,  06660 

oil  and  hazardous  materials  technical 
assistance  data  system,  02468 

oil  pollution  liability  and  compensation- 
proposal,  00335 

oil  spill  and  oil  pollution  reports,  07585 

oil  spills  and  spills  of  hazardous  substances, 
13250 

pollution,  contingency  plans  for  spills  of  oil 
and  other  noxious  substances,  agreement 
with  Canada,  03163 

shipboard  oil-in-water  content  monitor  based 
on  small  angle  forward  light  scattering, 
01823 

tamano  oil  spill  in  Casco  Bay,  12101 

VLCC  'Metula'  oil  spill,  01827 

waterborne     debris     in     marine     pollution     in- 
cidents, 06666 
Oil  tankers,  see  Tankers. 
Oils  and  fats: 

fats  and  oils  production,  consumption,  and 
factory  and  warehouse  stocks,  00152 

fats  and  oils  situation,  03807 

fish  meal  and  oil,  01440 


lubricating   oils,    greases   and    hydraulic    fluids, 

Federal  item  identification  guide,  11748 
miscellaneous    waxes,    oils    and    fats,    Federal 
item    identification    guide,    00774,    07359, 
11759 
oilseed    crushings,    current    industrial    reports, 

03651 
production,   consumption   and   stocks,   current 

industrial  reports,  03652 
Tenderer  segment  of  meat  products  and  render- 
ing processing  point  source  category,  ef- 
fluent limitations  guidelines,  05685 
Oilseeds: 

foreign  agriculture  circulars,  03949 
Okami,  Kiyonao: 

relief,  05317 
Okapilco  Creek: 

floods,    Moultrie,    Ga.,    Ochlockonee    River, 
00888 
Okeechobee,  Lake: 

analysis  of  drag  coefficient  at  hurricane  wind- 
speeds     from     numerical     simulation     of 
dynamical    water    level   changes    in    Lake 
Okeechobee,  Fla.,  11969 
surface  water  records,  05892 
Okefenokee  National  Wildlife  Refuge: 
designate  as  wilderness  area- 
report,  05348 
Okinawa: 

facts  you  need  to  know,  01727 
Oklahoma: 

climatological  data,  03550 
criminal  justice  agencies,  region  6,  05951 
election  of  U.S.  Senator  from  Oklahoma,  peti- 
tion and  complaint  of  Ed  Edmondson- 
hearings,  11615 
Federal  outlays,  impact  by  State,  county  and 

large  city,  09199 
mineral  industry,   Minerals  yearbook  chapter, 

02908 
precipitation  data,  hourly,  04033 
water  resources  data,  12449 
Oklahoma  City,  Okla.: 

area  wage  survey,  01251 
Old  age,  survivors,  disability,  and  health 
insurance: 
benefit  statistics,  monthly,  01562,  04220 
social  security  rulings,  04523 
Older  persons,  see  Aged. 
Older  workers,  see  Labor-Men. 
Oliver  County,  N.Dak.: 

soil  survey  report,  08389 
Olympic  games: 

National  Olympic  Commission  act- 
report,  08964 
U.S.    participation,   review    and    recommenda- 
tions, provide  - 
report,  11348 
winter,  1980,  at  Lake  Placid,  NY.,  bid  to  in- 
ternational committee- 
report,  11347 
Olympic   Games,   National  Commission  on,  see 

National  Commission  on  Olympic  Games. 
Olympic  National  Forest: 
general  information,  12306 
Soleduck    Planning   Unit,    final   environmental 
statement,  land  use  plan,  05824 
Olympic  National  Park: 

Olympic,    promise    of    wilderness,    map    and 
general  information,  03057 
Omaha,  Nebr.: 

area  wage  survey,  12657 

social  statistics  for  elderly,  10579 
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Oman: 

economic    trends    and    their    implications    for 

United  States,  12563 
mineral  industry,   Minerals   yearbook  chapter, 
02906 
Oman,  Gulf  of: 

sailing    directions    for    Persian    Gulf,    includes 

Gulf    of    Oman    and    northern    shore    of 

Arabian  Sea  eastward  to  Ras  Muari,  02395 

OMBE,  see  Minority  Business  Enterprise  Office. 

Omega  navigation  system,  see  Naviation-Naviga- 

tion. 
Omniranges: 
automated     selection     of     VOR,     ILS,  and 
TACAN/DME  frequencies,  10315 
Onchocerciasis: 

fund,     agreement     with     other     governments, 

03234 
Onchocerciasis    fund,    agreement    with    other 
governments,  13127 
Oncogenic  viruses,  see  Viruses. 
Oncology: 

safety    standards    for    research    involving    on- 
cogenic viruses,  06301 
Oncorhynchus  nerka,  see  Salmon. 
Oneonta,  Ala.: 

flood-prone  areas,  12414 
ONR,  see  Naval  Research  Office. 
Ontario,  Lake: 
basin,  overland  precipitation,  06375 
chlorinated    hydrocarbons    in    Lake    Ontario 

ecosystem,  IFYGL,  12012 
phosphorus  uptake  and  release  by  Lake  On- 
tario sediments,  00905 
Ontario,  Oreg.: 

floods,  Snake  and  Malheur  Rivers,  05652 
Opacity: 

measurement  of  opacity  and  mass  concentra- 
tion of  particulate  emissions  by  transmis- 
sometry,  05710 
OPEC,  see  Organization  of  Petroleum  Exporting 
Countries-Organization  of  Petroleum  Report- 
ing Countries. 
Open-pit  mining,  see  Mines  and  mining. 
Operating  engineers: 

employment  outlook,  09989 
Operating  table  pads,  see  Pads. 
Operation  Noah: 
tropical    storm    Agnes,    after    action    report, 
09300 
Operation  Turnaround: 

good  turnaround,  09856 
Operations  research,  see  Administrative  manage- 
ment. 
Ophthalmic  products: 
advertising  of  ophthalmic  goods  and  services, 

12253 
see  Spectacles. 
Ophthalmology: 
advertising  of  ophthalmic  goods  and  services, 
12253 
Opium: 
effectiveness  of  Turkish  opium  control- 
hearings,  06971-2 
narcotic  drugs,  detection  of  opium  poppy  cul- 
tivation,  agreement   with   Mexico,   03164, 
03240 
negotiations  on  Turkish  opium  ban- 

report,  05026 
Turkish  opium  ban  negotiations - 

hearings,  06947 
Turkish  opium  poppy  control,  10799 
Optical  communications: 

channel  simulation  for  direct-detection  optical 
communication  systems,  10147 


cost  model  for  optical  waveguide  communica- 
tion systems,  10627 
Optical  instruments  and  apparatus: 

optical  instruments,  Federal  item  identification 

guide,  00790,  11827 
opticians  instruments,  equipment  and  supplies, 
Federal  item  identification  guide,  11783 
Optical  measurements: 

development  of   ground-based   optical   method 
for     measuring     atmospheric     turbulence 
aloft,  08276 
electro-optical    deflection    measuring    device, 
03011 
Optical  mechanics,  see  Mechanics  (persons). 
Optical  radiation,  see  Radiation. 
Optical  systems: 

optical   methods    of   signal   processing,   USSR 
study,  12608 
Optical  targets,  see  Targets. 
Opticians: 

dispensing,  employment  outlook,  10001 
Optics: 

optically   coupled   digital   altitude   encoder  for 

general  aviation  altimeters,  08176 
telecommunications    by    optical    fibers,    world 

wide  study,  01189 
testing  of  printed  circuit  board  solder  joints  by 

optical  correlation,  02994 
see  also  Electrooptics-Optical  measurements. 
Optimal  control: 

algorithm  for  general  class  of  routing  problems 

derived  from  Huygens'  principle,  12820 
development  of  method  for  optimal  maneuver 
analysis  of  complex  space  missions,  06233 
digital   program    for   solving   linear   stochastic 
optimal   control   and   estimation   problem, 
06228 
Optimization: 

design      optimization      in      underground     coal 

systems,  10602 
potential  problems  and  optimum  opportunities 
in  retrofitting  industrial  processes  to  low 
and    intermediate    energy   gas    from   coal, 
09386 
Optometrists: 

Armed  Forces,  extend  special  pay  provisions, 

11065 
Federal    health    benefits    program,    access    to 

psychologists  and  optometrists,  05007 
optometrists    and    optometric    assistants,    em- 
ployment outlook,  10011 
special  pay,  extend  for  Armed  Forces - 
report,  00443 
Oral  hygiene,  see  Mouth. 
Orange  County,  Calif.: 

geohydrology   and   artificial-recharge   potential 
of  Irvine  area,  09795 
Orange  County,  Fla.: 

floods  on  Wekiva  River,  Seminole  and  Lake 
Counties,  Fla.,  09286 
Orange  juice: 

frozen  concentrated,  futures,  commitments  of 
traders,  03584 
Oranges: 

canned  for  salad,  standards  for  grades,  04741 
Orbits: 

abort  separation   study  of  shuttle  orbiter  and 

external  tank  at  hypersonic  speeds,  06203 
analytical   and   experimental   vibration   studies 

of  1/8-scale  shuttle  orbiter,  08149 
consolidated  payload  requirements  on  orbiter 

aft  cabin  design  and  operations,  06140 
modification      of      impulse-factoring     orbital- 
transfer   technique   to   account   for   orbit- 
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Orbits -Con. 

determination  and  maneuver-execution  er- 
rors. 12785 

MSFC  Skylab  orbital  workshop,  10123.  12811- 
3 

NOAA  polar  satellite  system,  operation, 
01445,  12967 

orbital  operation  for  large  automated  satellites, 

ioi:<; 

space  flight  investigations  and  mission  defini- 
tion study  for  lunar  polar  orbiter,  LPO, 
08119 

supersonic  dynamic  stability  characteristics  of 
space  shuttle  orbiter.  08152 
Orchards: 

forest  tree  seed  orchards,  12285 
Ordinance  of  1787: 

text,  02143 
Ordinates,  see  Coordinates. 
Ordnance: 

electromagnetic  compatibility  requirements  for 
ordance  systems,  proposed  - 
naval  weapons  specification,  10240 

turbine   for  ordnance  turbojet  engine,  cold-air 
performance,  10144 
Ordovician  period: 

Cambrian  and  Ordovician  rocks  of  southern 
Arizona  and  New  Mexico  and  western- 
most Texas,  07844 

systematics,    environment,    and    biogeography 
of  some  early  Ordovician  trilobites,  12425 
Ore  bodies,  see  Ores. 
Ore  body,  see  Ores. 
Oregon: 

census  - 

wholesale  trade,  area  statistics,  08636 

census  of  retail  trade,  major  retail  centers  in 
standard  metropolitan  statistical  areas, 
06610 

civil  and  human  rights  in  Oregon  State  prisons. 
06637 

climatological  data,  03551 

coast  pilot,  06368 

economic  problems  of  small  business- 
hearings,  00707 

employment  in  agricultural  and  agribusiness 
occupations,  09201 

Federal  research  natural  areas  in  Oregon  and 
Washington,  guidebook  for  scientists  and 
educators.  12281 

Hells     Canyon     National     Recreation     Area, 
establish  - 
law,  06740 

how  to  estimate  defect  in  white  fir.  01048 

implementation  plan  review  as  required  by 
Energy  supply  and  environmental  coor- 
dination act.  05728 

mineral  industry,  Minerals  yearbook  chapter, 
02909 

national  electric  rate  book,  02548 

Newberry  Crater,  general  information,  12305 

population,  1973.  and  1972  per  capita  income 
estimates  for  counties  and  incorporated 
places.  04821 

precipitation  data,  hourly,  04034 

precipitation-frequency  atlas  of  western 
United  States.  08274 

proposed  harvesting  guides  based  upon  en- 
vironmental classification  in  South 
Umpqua  basin  of  Oregon,  01062 

remote  sensing  report,  Pacific  Northwest  area, 
Washington.  Oregon,  Idaho,  09463 

solute  balance  at  Abert  and  Summer  Lakes, 
07840 


southwest,  dominant  Douglas-fir  respond  to 
fertilizing  and  thinning,  09653 

timber  resource  statistics,  02646 

water  resources  data.  12450-1 

water  supply  outlook  and  snow  survey,  04679 
Oregon  Trail: 

Raft    River    to    Salmon    Falls    Creek,    Idaho. 
06044 
Ores: 

detecting  and  sorting  disseminated  native 
copper  ores,  10076 

distribution  of  gold  and  other  ore-related  ele- 
ments near  ore-bodies  in  oxidized  zone  at 
Goldfield.  Nev.,  12426 

geology  and  ore  deposits  of  Rico  district, 
Colo.,  09804 

metal  materials,  ores,  minerals,  and  alloys. 
Federal  item  identification  guide,  02379 

ore  mining  and  dressing  industry  point  source 
category,  00900 
Organ  Pipe  Cactus  Wilderness: 

proposal,  00291 
Organic  chemistry: 

industrial  organic  chemicals,  census  of  manu- 
factures, 001  15 

significant    organic    products    segment    of    or- 
ganic chemical  manufacturing  point  source 
category,  07543 
Organic  compounds: 

analysis  of  organic  compounds  in  2  kraft  mill 
wastewaters,  00915 

automated  analysis  of  individual  refractory  or- 
ganics  in  polluted  water,  02463 

determination  of  volatile  organic  compounds  at 
mu  g/1  level  in  water  by  gas  chromatog- 
raphy, 07555 

formation  of  halogenated  organics  by  chlorina- 
tion  of  water  supplies,  09370 

identification  of  soil  organics  using  gas  chro- 
matographic/mass  spectrometric  method, 
05611 

inorganic -organic  separator  for  electrochemical 
cells,  structure  and  function,  12788 

major  organic  products  segment  of  organic 
chemicals  manufacturing  point  source 
category,  effluent  limitations  guidelines, 
09345 

synthetic  organic  chemicals,  production, 
preliminary  report,  04369 

synthetic  organic  chemicals,  United  States 
production  and  sales,  08495 

synthetic    organic    chemicals.    United    States 
production  and  sales  series,  10341-2 
Organic  matter: 

effects  of  organic  solutes  on  chemical  reac- 
tions of  aluminum,  07849 

oxidation  in  sediments,  09358 

significant  organic  products  segment  of  or- 
ganic chemical  manufacturing  point  source 
category,  07543 

Wildlife  refuges  and  organic  act- 
hearings,  00495 
Organic  wastes,  see  Waste  products. 
Organization: 

committee  organization  in  House,  hearings  and 
panel  discussions,  index,  08861 

congressional  committees  and  executive  or- 
ganization, 08865 

DSA  organization  directory,  00725 

from  Root  to  McNamara,  Army  organization 
and  administration,  1900-63,  12707 

House  and  its  committees,  some  organizational 
perspectives,  08888 

see  also  Planning. 


Do  not  order  from  index;  see  indicated  entry 


Page  1-499 


Subject  Index 


Organization  charts: 

Air  Staff,  Air  Force  Department,  03415 
see  Air  Force  Department. 
Organization  of  American  States: 

NBS/AID/OAS    workshop    on    standardization 
and  measurement  services   in  industrializ- 
ing economies,  report,  01378 
Organization  of  Government  for  Conduct  of 
Foreign  Policy  Commission: 
appropriations,  1975- 
report,  08826-7 
Organization  of  Petroleum  Exporting  Countries: 
economic   impact  of  forthcoming  OPEC  pric-j 
rise  and  old  oil  decontrol - 
hearings,  10689 
political  and  financial  consequences  of  OPEC 
price  increases - 
hearings,  00671 
Organization  of  Petroleum  Reporting  Countries: 
inventory     of     economic     relations     between 
United  States  and  OPEC  countries- 
hearings,  07254 
Organizations: 

contributions  which  are  deductible  for  income 

tax  purposes,  list,  supplements,  03628 
declaratory  judgements  in  case  of  tax-exempt 

organizations,  02113 
OMBE  funded  organizations  directory,  00249, 

10624 
see  also  Nonprofit  organizations. 
Organized  crime,  see  Crime  and  criminals. 
Organs: 
new   kidney,    new   life,   collaborative   hospital 
organ  donor  program,  10515 
Organs  (musical  instruments): 

servicemen,  employment  outlook,  12648 
Orifices: 

angular  momentum,   vortex   shedding  and  ori- 
fice    cryogenic     flowmeters,     evaluation, 
12881 
multiple-orifice  feeder  for  fine  particles,  10089 
Oroville,  Calif.: 
channel    capacity    of    Feather    River   between 
Oroville  and  Honcut  Creek,  09791 
ORP,  see  Radiation  Programs  Office. 
Ortique,  Revius  O.: 
nomination - 
hearings,  11600 
OSAHRC,  see  Occupational  Safety  and  Health 

Review  Commission. 
Osawatomie,  Kans.: 

flood    plain    information,    Marais    Des    Cygnes 

River,  Ottawa,  Kans.,  09293 
flood  plain  information,  Pottawatomie  Creek, 
Garnett,  Kans.,  09246 
Osceola  National  Forest: 

canoeing,  general  information,  12274 
Oscillations: 
computation    of    transonic    perturbation    flow 
fields   around  two-   and   three-dimensional 
oscillating  wings,  08120 
investigation   of   interaction   of  high-frequency 
oscillations      in      decimeter      range      with 
plasma  in  Tokamak  TM-3  unit,  07474 
Oscillators: 

NTS-1,   TIMATION    3,   quartz-   and   rubidium- 
oscillator  frequency  stability  results,  13018 
OSHA,  see  Occupational  Safety  and  Health  Ad- 
ministration. 
Osteopathic  physicians: 
employment  outlook,  10013 
U.S.,  1971  survey  report,  12461 
OT,  see  Telecommunications  Office. 
OT  report,  see  Telecommunications  Office. 


Otero  County,  N.  Mex.: 

soil  survey  report,  08384 
Otoya,  Nestor  M.L.,  see  Lara-Otoya,  Nestor  M. 
Ottawa  Indians: 

Cowlitz  and  Grand  River  Band,  disposition  ol 
judgment  funds- 
hearings,  1 1565 
Grand    River    Band,    disposition    of    judgmem 
funds  - 
report,  1 1424 
Ottawa,  Kans.: 

flood    plain    information,    Marais    Des   Cygnes 
River,  Osawatomie,  Kans.,  09293 
Ouachita  National  Forest: 

general  information,  12307 
Ouachita  River: 

flood  plain  information,  05639 
Outdoor  education: 

outdoors  and  your  career,  06022 
Outdoor  recreation,  see  Recreation. 
Outdoor  Recreation  Bureau: 

focal  point  for  outdoor  America,  03082 
press  releases,  04409 
technical  assistance  bulletin,  13030 
Outer  Continental  Shelf  land  act,  see  Cortinental 

Shelf. 
Outer  Continental  Shelf  Research  Management 
Advisory  Board: 
annual  report,  12511 
Outer  space: 

aerospace     activities     in     elementary     school, 

02493 
aerospace  companies,  backlog  of  orders,  cur- 
rent industrial  reports,  03679 
aerospace    disturbances,    transfer    of    research 

facility,  agreement  with  Australia,  03289 
aerospace         research         of         environment, 
geobotany,    soil    science,    and    hydrology, 
USSR  study,  01200 
aerospace  safety  (periodical),  03394 
annular  suspension  and  pointing  (ASP)  system 
for     space     experiments     and     predicted 
pointing  accuracies,  02993 
Apollo  experience  report,  development  of  the 

extravehicular  mobility  unit,  01363 
defense,  space,  and  energy  account  for  most 
of  record  increase  in  Federal  R&D  total 
in  fy  1976,  01472 
exploration  of  the  solar  system,  01338 
future    aeronautics    and    space    opportunities, 

0'332 
future  space  programs,  00506-7- 

hea rings,  00511 
inhabited  space,  12849 
mass  distribution  of  orbiting  man-made  space 

debris,  08170 
new  horizons,  NASA  programs,  01337 
scientific     and    technical    aerospace     reports 

04493 
scientific     and    technical    aerospace    reports 

semiannual  indexes,  04492 
space   exploration,   role   of  vestibular  organs 

5th  symposium,  12780 
space  research  program,  agreement  with  Aus 

tralia,  03219 
space  research  project,  agreement  with  Brazi 

and  Federal  Republic  of  Germany,  08420 
USSR  and  Eastern  Europe  scientific  abstracts 

04656 
why  survey  from  space?,  01339 
Outer  Space,  Convention  on  Registration  of  Ob 
jects  Launched  into,  see  Convention  on  Re 
gistration   of  Objects   Launched   into  Outer 
Space. 
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Outlet  boxes: 

extension  cords  and  wall  outlets,  09081 
Outlets,  see  also  Outlet  boxes. 
Outlying  possessions 

Federal    education    policy    in    outlying    areas, 
oversight 
hearings,  02047 
tax  guide  for  U.S.  citizens  employed  in  U.S. 

possessions,  02768 
trade  with  Puerto  Rico  and  U.S.  possessions, 
04633 
Output,  see  Production. 
Ovens 

industrial    furances,    kilns,    lchrs.    and    ovens, 

Federal  item  identification  guide.  00787 
oven  cleaners,  fact  sheet.  09118 
oven,  crystal.  Federal  item  identifiction  guide, 
11713 
Overalls: 

drawers,    overalls,    and    shorts.    Federal    item 
identification  guide,  11798 
Oversea  service: 

Armed    Forces    overseas    touring    shows    pro- 
gram. 01720 
tax  information  for  U.S.  Government  civilian 
employees  stationed  abroad,  02774-5 
Overseas    administration,    see    Military    govern- 
ments. 
Overseas    information    programs,     see     Interna- 
tional cooperation 
Overseas  Private  Investment  Corp.: 
appropriations,  1975- 
heanngs,  11055 
Overseas  Private  Investment  Corporation: 
biographic  register,  01594 
extend  authority  - 

report.  08805.  08810 
telephone  directory,  01596 
Overseas  service: 

Federal  jobs  overseas.  00216 

problems  in  providing  education  overseas  for 

dependents  of  U.S.  personnel,  09758 
report,  09770 

uniform    Government-wide    overseas    benefits 
and    allowances    system    for    U.S.    em- 
ployees,  fundamental   changes   needed   to 
achieve,  GAO  report.  09770 
you  and  law  overseas,  06570 
Overtime,  see  Hours  of  labor. 
Overton,  Nev.: 

flood  plain   information,   Muddy    River,   Clark 

County,  Nev.,  05635 
floods  on  Muddy  River,  09280 
Owls: 
habitat  management   series   for  unique  or  en- 
dangered species  bun-owing  owl,  Speotyto 
cunicularia  hypugaea,  01260 
Ownership,  see  Property. 

OWRT,  see  Water  Research  and  Technology  Of- 
fice. 
Oxidation: 

catalytic  oxidation  of  trace  levels  of  methane 

in  oxygen  in  tubular  reactor,  10159 
comparative     thermal    fatigue     resistances    of 
twenty-six  nickel-  and  cobalt-base  alloys, 
01360 
COREST,    FORTRAN    computer   program    to 
analyze  paralinear  oxidation  behavior  and 
its   application   to  chromic   oxide   forming 
alloys,  12835 
effects  of  composition  and  testing  conditions 
on  oxidation  behavior  of  4  cast  commer- 
cial, 10164 
lead-zinc  extraction  from  concentrates  by  elec- 
trolytic oxidation,  12730 


optimizing  petrochemical  waste  bio-oxidation 
system  through  automation,  07581 

organic  matter  in  sediments,  09358 

purification  effect  on  oxidation  resistance  of 
some  mechanical  carbons,  10160 

recovery   of   mercury   from   cinnabar   ores   by 
electrooxidation,  01320 
Oxides 

addition  of  oxygen  to  and  distribution  of  ox- 
ides in  tantalum  alloy  Till  at  low  concen- 
trations. 01352 

effects  of  composition  and  testing  conditions 
on  oxidation  behavior  of  4  cast  commer- 
cial- 
nickel-base  superalloys,  10164 

mixed  oxides  for  fuel  cell  electrodes,  12046 

oxide  dispersion  strengthened  nickel  produced 
by  nonreactive  milling,  12797 

preliminary  study  of  oxide-dispersion- 
strengthened  B-1900  prepared  by  mechani- 
cal alloying.  01353 

reaction  of  alkylene  oxides  with  wood.  05826, 
12309 

thermogravimetric    study   of   reduction   of   ox- 
ides present  in  oxidized  nickel-base  alloy 
powders,  12801 
Oxygen: 

addition  of  oxygen  to  and  distribution  of  ox- 
ides in  tantalum  alloy  T-lll  at  low  concen- 
trations, 01352 

ASRDI  oxygen  technology  survey,  oxygen 
systems  engineering  review,  01346 

ASRDI  technology  survey.  06186 

catalytic  oxidation  of  trace  levels  of  methane 
in  oxygen  in  tubular  reactor,  10159 

comparison  of  measured  and  predicted  test 
flow  in  expansion  tube  with  air  and  ox- 
ygen test  gases.  08159 

controlling  sulfides  in  sanitary  sewers  using  air 
and  oxygen,  02465 

development  of  two  new  oxygen  self -rescuers, 
12739 

effect  of  nature  of  oxygen  interactions  on  fric- 
tion of  titanium,  aluminum,  and  molyb- 
denum. 08178 

EPA  experiences  in  oxygen-activated  sludge, 
13180 

high-pressure  liquid  and  gaseous  oxygen  im- 
pact sensitivity  evaluation  of  materials  for 
use  at  Kennedy  Space  Center,  12838 

internal  voltage  control  of  hydrogen-oxygen 
fuel  cells,  feasibility  study,  06247 

materials  for  oxygenated  wastewater  treatment 
plant  construction,  09449 

oxygen  reduction  on  several  gold  alloys  in  1- 
molar  potassium  hydroxide,  06206 

reproducibility  of  liquid  oxygen  impact  test 
results,  12825 

study  of  reaction  of  atomic  oxygen  with 
aerosols,  12766 

use  of  hydrogen  as  an  inert  gas  during  diving, 
pulmonary  functions  during  hydrogen-ox- 
ygen breathing  at  pressures  equivalent  to 
200  feet  of  sea  water.  01280 
Oysters: 

fish  meal,  salmon,  bottom  fish,  clam,  oyster, 
sardine,  scallop,  herring,  and  abalone  seg- 
ment of  canned  and  preserved  fish  and 
seafood  processing  industry  point  source 
category,  07542 

fishermen    of    Louisiana    damaged    by     U.S. 
floodings,  compensate - 
report,  08983 

interstate  certified  shippers  list,  04089 
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Ozark  Air  Lines,  Inc.: 

aircraft  accident  report,  10231 
Ozark  Leather  Co.: 

Waco,  Tex.,  international  market  study,  12574 
Ozark  National  Scenic  Riverways: 

general  information,  12986 
Ozarks  region: 
eastern    Ozarks,    Missouri,    timber    resource, 
05845 
Ozarks  Regional  Commission: 

press  releases,  04410 
Ozone: 
halocarbons  and  ozone  depletion  in  upper  at- 
mosphere- 
hearings,  02100 
international  legal  and  institutional  aspects  of 

stratosphere  ozone  problem,  00638 
investigation    of   ozone    and    ozone   precursor 
concentrations    at    nonurban    locations    in 
Eastern  United  States,  00948 
measurement  of  total  at  White  Sands  Missile 

Range,  N.  Mex.,  04770 
ozone  measurement  systems  improvement  stu- 
dies, 06226 
possible  impact  of  flurocarbons  and  halocar- 
bons on  ozone,  02506 
stratospheric  ozone  depletion - 

hearings,  02229,  11447 
study  of  lower  stratospheric  thermal  structure 
and    total    ozone    from    Nimbus-4    IRIS, 
08184 


P.R.  Spring: 
Utah  tar  sands  properties,  Three  mile  Canyon 
area,  06128 
Pacific  Coast: 
light   list,   Pacific   Coast   and   Pacific   Islands, 

10613 
Navy    contract    for    salvage    services,    west 
coast - 
hearings,  02053 
rate   1H5    Loran    table,    West   Coast,   U.S.A., 

07411 
trans-Alaska  pipeline  and  west  coast  petroleum 

supply,  11559 
waterborne  commerce  of  United  States,  calen- 
dar   year    1973,    waterways    and    harbors, 
Pacific  Coast,  Alaska,  and  Hawaii,  02442 
Pacific  Far  East  Line,  Inc.: 
C-4's  in  Guam  trade,  authorize  sale  or  other 
use- 
report,  08985 
Pacific  Islands: 
light   list,    Pacific   Coast   and   Pacific   Islands, 

10613 
possessions,  mineral  industry,   Minerals  year- 
book chapter,  08078 
sailing    directions,    western    groups,    including 

Solomon  Islands,  11886 
south-central  groups,  sailing  directions,  11885 
Pacific  Islands  Trust  Territory,  see  Trust  Territo- 
ry of  Pacific  Islands. 
Pacific  Northwest,  see  Northwest  (U.S.). 
Pacific  Northwest  Environmental  Research 
Laboratory : 
PNERL  working  paper,  05737-9 
Pacific  Northwest  Forest  &  Range  Experiment 
Station: 
early  forestry  research,  12277 
publications,  list,  04167 
Pacific  Northwest  River  Basins  Commission: 
annual  report,  00342 


Pacific  Northwest  Trail: 

designate    as    component    of    national    scenk 
trails  system  - 
hearings,  00682 
report,  02202 
Pacific  Ocean: 

Central  and  Western  tide  tables,  01443 

central,  Loran-A  table,  rate  1H2,  07410 

central,  omega  table,  07424 

deep  sea  tide  and  current  observations  in  Gulf 
of  Alaska  and  northeast  Pacific,  12971 

distribution,  relative  abundance,  and  move- 
ment of  skipjack  tuna,  Katsuwonus 
pelamis,  in  Pacific  Ocean  based  on 
Japanese  tuna  longline  catches,  01456 

fisheries,  northeastern  Pacific  Ocean  off 
United  States  coast,  agreement  with 
Polish  People's  Republic,  03322 

Loran-A  table,  north,  07412 

Loran-A  table,  South  Pacific,  00804 

northwest,  omega  propagation  correction  ta- 
bles for  3.4  kHz,  07427 

omega  propagation  correction  tables,  00807 

omega  propagation  correction  tables  for  10.2 
kHz,  02397,  11901-2 

omega  propagation  correction  tables  for  3.4 
kHz,  11906,  11908-11 

omega  table,  area  09,  northwest  Pacific,  00806 

water     vapor     measurements     over     eastern 
Pacific    Ocean    at    180-millibar    pressure 
level,  06430 
Pacific  States: 

analysis  of  nuclear  related  technician  man- 
power in  Western  States  for  region  served 
by  Western  Interstate  Nuclear  Board, 
02424 

job  patterns  for  minorities  and  women  in 
private  industry,  09498 

Pacific  Coast  States,  energy  and  raw  material 
potentials  of  wood  residue,  09613 
Packages: 

chests,  cases,  packages,  special  containers, 
shipping  and  storage  containers,  Federal 
item  identification  guide,  11851 

pollution  control  technology  for  pesticide  for- 
mulators  and  packagers,  09405 
Packaging: 

converted  flexible  packaging  products,  current 
industrial  reports,  03678 

Fair  packaging  and  labeling  act,  amend - 
hearings,  05459 

industry  report,  0361 1 

model  state  packaging  and  labeling  regulation 
as  adopted  by  National  Conference  on 
Weights  and  Measures,  01376 

packaging  for  mailing,  13224 

packaging  sleeves,  Federal  item  identification 
guide,  11848 

poison  prevention  packaging,  alternatives  for 
older  consumers  and  handicapped,  11640 

poison  prevention  packaging,  fact  sheet,  09103 

poison  prevention  packaging,  what  phar- 
macists should  know,  11641 

winter  storage  and  packaging  effects  on  Lucky 
Peak  seedlings,  01050 

wrapping   and    packaging   machinery,    Federal 
item  identification  guide,  07368 
Packers: 

Packers  and  stockyards  act,  amend - 
hearings,  06909 

Packers  and  stockyards  act,  fair  plan  in  mar- 
ketplace, 06529 

packers  and  stockyards  resume,  04340 
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Packing: 
date   development,    handling,    and    packing    in 

United  States,  01653 
gasket    and    packing    material.     Federal    item 

identification  guide,  00764 
materials,    Federal    item    identification    guide, 

09158 
wrapping   and    packaging    machinery.    Federal 
item  identification  guide,  07368 
Packing  industry: 

U.S.  inspected  meatpacking  plants,  06518 
Packing  materials: 
packing  and   packing  bulk   materials,   Federal 
item  identification  guide,  00776 
Padre  Island,  Tex.: 
construction      and      stabilization      of     coastal 
foredunes   with  vegetation.   Padre   Island, 
Tex.,  07510 
Padro,  Marta  L.  C: 

relief,  10829 
Pads: 
hospital  and  medical  bags,  cases,  covers,  and 
pads.    Federal    item    identification    guide, 
11755 
Pails: 

steel  shipping,  current  industrial  reports,  03671 
Paint: 
civil  engineering  general,  paints  and  protective 

coatings,  06579 
current  industrial  report,  08646 
current  industrial  reports,  03667 
facilities  operation  and  maintenance,  buildings 
and     structures,     paints     and     protective 
coatings,  02694 
facilities        operations        and        maintenance, 
buildings   and  structures,   paints  and  pro- 
tective coatings,  02693 
paintability  of  four  woods  in  Hawaii,  09689 
paints,  dopes,  varnishes,  and  related  products. 

Federal  item  identification  guide,  07386-7 
watch  out  for  lead  paint  poisoning,  04855 
Paint  sprayers: 

hazard  analysis,  injuries  associated  with  airless 
paint  sprayers,  1 1637 
Painters: 
employment  outlook,  09983,  09997 
national  apprenticeship  and  training  standards 
for  automobile  mechanic,  body  repairman, 
and  painter,  10477 
Pennsylvania      Academy      moderns,      1910-40, 

12915 
production  painters - 
employment  outlook,  09939 
Painting: 

painting  and  finishing,  10407 
Painting  books: 

Earth  is  home  for  nearly  4  billion  people,  book 

to  color,  09356 
water  in  kids  coloring  book,  04850 
Paintings: 

Peggy  Bacon,  personalities  and  places,  08227 
Pennsylvania      Academy      moderns,      1910-40, 

12915' 
soldier   artist    series    no.    2,    Army   artist    pro- 
gram, posters  from  paintings,  01733 
Paiute  Indians: 

land  allotments   from   Navajo   and   Hopi   Indi- 
ans- 
report,  05008,  11358 
Pajamas: 

children's  sleepwear,  segregation  of  complying 
and  noncomplying  items  by  retailers,  con- 
sumer deputy  program.  1 1624 
coveralls,    pajamas,    and    suits.    Federal    item 
identification  guide.  11792 


Pajaro  River  and  Valley: 

flood  plain  information,  05642 
geology  and  ground  water,  09796 
Pakistan: 

accessions   list.    Library   of   Congress   Office, 

Karachi.  03386 
agricultural    commodities,    agreement,    03173, 

03252.  03273.  03309,  10291 
economic    trends    and    their    implications    for 

United  States,  01 176,  09892,  09924 
Foreign  disaster  assistance  act- 
report.  08976 
geological  investigations  in  Pakistan,  05882 
marketing  in  Pakistan,  05589 
United     States     post-disaster     assistance     to 
Pakistan,  05181 
Palawan: 

sailing  directions,  11888 
Paleontology: 

contributions  to  paleontology,  07841 
Paleozoic  era: 

changes  in  nomenclature  of  upper  Precambrian 
to  lower  Paleozoic  (?)  formations  in 
Natick  quadrangle,  eastern  Mass.,  and 
their  tentative  correlations  with  rocks  in 
Rhode  Island  and  Connecticut,  07831 
stratigraphy  of  Paleozoic  rocks  in  Carlin-Pinon 
Range  area,  Nevada,  12428 
Palestine: 

refugee     relief     in     Palestine     education     for 
Palestinian      refugees,      agreement      with 
United  Nations  Relief  and  Works,  03213 
Palladium: 

electrical   resistivity   of   some   palladium-silver 
alloys  containing  hydrogen  at  4.2  K,  10154 
Palynology: 

coal    studies    of    Princess    reserve    district    in 
northeastern  Kentucky,  09808 
Pamphlets: 

catalog  of  copyright  entries,  0071 1 
Pamunkey  River  and  Valley: 

floods,  Hanover  County,  Va.,  00886 
Panama: 

air  transport  services,  agreement,  03283 
military    assistance,    payments    under    Foreign 

assistance  act,  agreement,  03254 
mineral  industry.   Minerals  yearbook  chapter, 

01302 
prevention  of  foot-and-mouth  disease  and  rin- 
derpest, agreement,  03185 
trade,  meat  imports,  agreement,  03332 
Panama  Canal: 

appropriations,  1976- 
law,  01869 
report,  00591 
Panama  Canal  review,  periodical,  01773 
Panama  Canal  spillway,  04341 
Panama  Canal  Company: 
annual  report,  06590 
appropriations,  1976- 

hearings,  00650 
Panama  Canal  spillway,  04341 
Panama    Canal    Zone,    see   Canal    Zone-Panama 

Canal. 
Pandora  moths,  see  Moths. 
Panel  boards  (electricity): 

consoles,    switchboards,    and    panels.    Federal 
item  identification  guide.  11773 
Panel  on  Social  Security  Financing: 

report,  07237 
Panels  and  paneling: 

decorative     wall     paneling     industry,     guides, 
09579 
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Panels  and  paneling-Con. 
design     and     construction     of     large-panel 
concrete    structures,    loading    conditions, 
01122 
Panther  Branch: 
flood  plain  information,  05640 
floods.    Bear    Branch    Montgomery    County, 
Tex.,  09290 
Pantronics,  Inc.: 
examination  into  administration  of  Air  Force 
indicator    repair   contracts,    GAO    report, 
07799 
Pants,  see  Trousers. 
Papago  Indians: 

general  information,  01150 
Paper: 
building,   construction   and   paper  segment  of 
asbestos      manufacturing      point      source 
category,    effluent   limitations    guidelines, 
05687 
current  industrial  reports,  03669 
data  base,  potential  for  energy  conservation  in 
9     selected     industries,     selected     paper 
products,  07629 
energy  consumption,  paper,  stone,  clay,  glass, 

concrete  and  food  industries,  09397 
Government    specification    standards,    03975, 

05278 
industry  report,  04441 
materials  shortages  - 

hearings,  07255 
paper  and  paperboard,  Federal  item  identifica- 
tion guide,  11700-1 
pulp,    paper,    and   board,    summary    for   1974, 

00153 
pulp,   paper,    and   paperboard    mills,    industry 

wage  survey,  12655 
residential  paper  recovery,  02475 
separating  paper  at  waste  source  for  recycling, 

12096 
see     also     Building     paper-Papermaking     and 
trade. 
Paper  birch,  see  Birch. 
Paper  making,  see  Papermaking  and  trade. 
Paper  mills: 
analysis  of  organic  compounds  in  2  kraft  mill 
wastewaters,  00915 
Paper  pulp,  see  Pulp. 
Paperboard: 
current  industrial  reports,  03669 
industry  report,  04441 

paper  and  paperboard,  Federal  item  identifica- 
tion guide,  11700-1 
pulp,   paper,    and   paperboard    mills,    industry 
wage  survey,  12655 
Paperhangers: 

employment  outlook,  09983 
Papermaking  and  trade: 
paper   and   allied   products,    employment   out- 
look, 09935 
Papers: 
public  access  to  Watergate  papers - 

report,  09020 
see  Records. 
Paperwork  (office  practice): 

Federal  paperwork,  efforts  to  reduce - 

hearings,  11546 
Federal  reporting  and  recordkeeping  as  it  af- 
fects small  businesses - 
hearings,  07316 
Papua  New  Guinea: 
background  notes,  01588 

economic    trends    and    their    implications    for 
United  States,  12550 
Parabolic  dish  antennas,  see  Antennas. 


Parachute  jumping,  see  Parachuting. 
Parachute  riggers: 

parachute         rigger         certification         guide, 
senior/master,  12131 
Parachutes: 

organizational  and  direct  support  maintenance 
repair  parts  and  special  tools  list,  sewing 
machines  for  repair  of  parachutes  and  al- 
lied equipment,  Singer  models,  01734 

parachute  stopping,  preliminary  experiments, 
06134 

parachutes,     aerial    pick    up,    delivery,    and 
recovery,      Federal      item      identification 
guide,  00775 
Parachuting: 

parachute    jumping,    Federal    aviation    regula- 
tions, 03827 
Parachutists: 

history  of  smoke  jumping,  12298 
Paraguay: 

background  notes,  08407 

economic  trends  and  their  implications  for 
United  States,  09919 

extradition,  treaty,  03147 

military    assistance,    payments   under   Foreign 
assistance  act,  agreement,  03172 
Parallaxes: 

third    catalog    of    trigonometric    parallaxes    of 
faint  stars,  01489 
Parameters: 

compilation  of  methodology  used  for  measur- 
ing pollution  parameters  of  landfill 
leachate,  07547 

experimental  parametric  studies  of  transonic 
T-tail  flutter,  08158 

extractive  sampling  interface  parameters,  in- 
vestigation, 09388 

measurement  of  lumped  parameter  impedance, 
metrology  guide,  10188 

normal-  and  oblique-shock  flow  parameters  in 
equilibrium  air  including  attached-shock 
solutions  for  surfaces  at  angles  of  attack, 
sweep,  and  dihedral,  02948 

parametric  analysis  of  imaging  radar  for  use  as 
independent  landing  monitor,  10152 

parametric  studies  with  atmospheric  diffusion 
model  that  assesses  toxic  fuel  hazards  due 
to  ground  clouds  generated  by  rocket 
launches,  06231 

upper-bound  errors  in  far-field  antenna 
parameters  determined  from  planar  near- 
field  measurements,  03008 

wood  design  parameters  for  theater  of  opera- 
tions applications,  05619 
Parasites: 

ecology  and  behavior  of  subsocial  pentatomid 
bug  and  two  scelionid  wasps,  strategy  and 
counterstrategy  in  host  and  its  parasites, 
03110 

parasite-subject  catalogue,  parasites,  Ne- 
matoda  and  Acanthocephala,  01638 

radiographing  puparia  of  tachinid  parasites  of 
gypsy   moth,   and  application   in  parasite- 
release  programs,  09649 
Parasitic  diseases: 

parasitic    roundworm    disease,    infectious   dis- 
ease research,  10216 
Parcel  post: 

agreement  with  Cyprus,  03245 

agreement  with  Macao,  03244 
Parents: 

data  available  to  measure  impact  of  minimum 
and  overtime  wage  provisions  of  Fair 
labor    standards    act   on    working    parents 
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employing    domestic    service    workers    as 
babysitters.  GAO  report.  07793 
filing  and  dependency  information  for  students 

and  parents,  02719 
increases     in     non-service-connected     pension 
rates    and    in    dependency    and    indemnity 
compensation  rates  for  certain  dependent 
parents  - 
hearings.  02104 
parent  ratings  of  behavioral  patterns  of  youths 

12-17  years.  10194 
parents  are  people,  too,  12941 
Paris,  France: 

peace  agreement  of  1973.  furnish  certain  infor- 
mation to  House,  08858 
Park,  Mont.: 

national  resource  lands,  map,  02878 
Parker  River  Wilderness: 

proposal,  00282 
Parking  areas: 
application    of     HIWAY     model    for    indirect 
source  analysis,  00893 
Parking  of  vehicles: 
parking      attendents.      employment      outlook, 
09993 
Parkinson's  disease,  see  Parkinsonism. 
Parkinsonism: 

Parkinson's  disease  &   related  disorders,   cita- 
tions from  literature,  04342 
Parks: 

America's      park      and      recreation      heritage, 

chronology.  08333 
green-line  parks,  preserving  recreational  land- 
scapes in  urban  areas,  02296 
see  also  National  parks. 
Parloff,  Morris  B.: 

psychotherapy  change  measures,  06345 
Parole: 
need     for     improved     outreach     efforts     for 
veterans  in  prison  or  on  parole,  GAO  re- 
port, 07717 
reorganization  act  of  1975- 
report.  06794.  06800,  11027 
Part-time  jobs,  see  Employment. 
Particleboard,  see  Pulpboard. 
Particles: 

atmospheric  particulate  measurements  in  Nor- 
folk, Virginia,  08136 
charged  droplet   scrubbing  of  submicron   par- 
ticulate. 05705 
chemical  and  physical  characterization  of  au- 
tomotive exhaust  particulate  matter  in  at- 
mosphere, 09333 
emission    standards    based    on    particle    size, 

feasibility,  05751 
evaluation  of  particulate  scrubber  on  coal-fired 

utility  boiler,  12041 
evaluation  of  sonics  for  fine  particle  control, 

12043 
experimental   methods   for  charged-particle   ir- 
radiations, proceedings.  07467 
extensive  1-year  survey  of  elements  and  com- 
pounds  in   airborne   suspended  particulate 
matter  in  Cleveland,  Ohio,  08171 
fine  particulate  emission  inventory  and  control 

survey,  09425 
influence  of  particle  drag  coefficient  on  parti- 
cle motion  in  high-speed  flow  with  typical 
laser  velocimeter  applications,  12834 
measurement  of  opacity  and  mass  concentra- 
tion of  particulate  emissions  by  transmis- 
sometry,  05710 
multiple-orifice  feeder  for  fine  particles,  10089 


particle  detector  by  mechanical  impact 
sensing,  07558 

particle-transport  simulation  with  Monte  Carlo 
method,  11954 

particulate  collection  efficiency  measurements 
on  3  electrostatic  precipitators,  02459 

particulate  emissions,  process  modifications 
for  control  from  stationary  combustion, 
incineration,  and  metals,  09390 

particulate  sizing  techniques  for  control  device 
evaluation,  00934 

photometric  function  for  diffuse  reflection  by 
particulate  materials,  06237 

physical  and  settling  characteristics  of  particu- 
lates in  storm  and  sanitary  wastewaters, 
09409 

rapid  size  analysis  of  metals  by  hydrosizing 
and  nuclear  sensing,  10070 

revolving  sintered-sleeve  nozzle  for  generating 
pesticide  spray  particles,  08519 

study  of  flux  force/condensation  scrubbing  of 
fine  particles,  12027 

suspended  particulate  matter  in  New  York 
Bight  apex.  08280 

symposium     on     fine    particles,     proceedings, 
12033 
Partnerships: 

partnership  in  creativity,  to  all  employees, 
00218 

State  actions  1973,  toward  full  partnership, 
00010 

tax  information  on  partnership  income  and 
losses,  02787 

tax  shelter  investments,  analysis  of  24  returns, 
00526 

tax  shelters,  use  of  limited  partnerships,  02138 
Parts: 

antenna  parts.  Federal  item  identification 
guide.  11709-10 

countermen,  employment  outlook,  09997 

parts  manufacturer  approvals,  12132 
Pascua,  Dino  M.: 

relief,  10866,  11304 
Pasion,  Andres  B.: 

relief,  11303 
Passaic,  N.J.: 

area  wage  survey,  07957 

area  wage  survey  report,  07948 
Passenger  cars,  see  Automobiles. 
Passenger  traffic: 

U.S.  and  foreign  countries,  reports,  04055 
Passenger  vessels,  see  Ships. 
Passengers: 

analysis  of  intercity  passenger  transportation 
in  United  States,  13189 

arrangement  of  passenger  transportation,  cen- 
sus of  selected  service  industries,  06616 

development  of  techniques  to  prevent  occu- 
pant ejection  during  rollover,  10203 

emergency  rail  passenger  service- 
report,  06886 

evaluate  airbag  restraints  for  subcompact  car 
passengers,  10208 

information  on  loan  guarantee  programs  under 
Rail  passenger  service  act  and  Regional 
rail  reorganization  act,  GAO  report,  07810 

laws  relating  to  rail  passenger  service  including 
Rail  passenger  service  act  as  amended, 
05455 

security  measures  and  passenger  screening  for 
scheduled  air  taxi  commercial  operators, 
12135 

travel  between  U.S.  and  foreign  countries,  re- 
ports, 04055 
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Passports: 

passport  visas,  agreement  with  Mexico,  03153 
summary  of  statistics,  04560 
waiver  of  nonimmigrant  visas- 
hearings,  11161 
report,  10999 
you  and  your  passport,  08433 
Pate,  James  L.: 
nomination - 
hearings,  11505 
Patent  and  Trademark  Office: 
official  gazette,  patents,  04314 
official  gazette,  trademarks,  04315 
Patent  examiners: 
examiners  in-chief  appointed  under  classified 
civil  service - 
report,  08778 
manual  of  procedure,  04189 
Patent  Office: 

administration    of   Patent   Office,   examination 
and  review - 
report,  05352 
Deputy  Commissioner,  provide - 

report,  08778 
press  releases,  04375 
Patents: 
classification  manual,  04188 
Department  of   Defense's  current  patent  and 
licensing  policies  and  practices,  GAO  re- 
port, 07694 
examining  procedure,  manual,  04189 
international    patent   classification,    agreement 

with  other  governments,  13138 
manual  of  classification,  01509 
official  gazette  of  Patent  and  Trademark  Of- 
fice, 04314 
official  journal  of  the  Plant  Variety  Protection 

Office,  04316 
Patent  Cooperation  Treaty,  implement- 
hearings,  11160 
law,  01866 
report,  06837 
patent    issue    fees,    acceptance    of    late    pay- 
ment- 
report,  08778 
petition  for  patent  waivers,  12851 
questions  and  answers  about  patents,  08336 
statutes   relating  to  patents,   examination  and 
review  - 
report,  05352 
United  States  Code,  title  35,  amend- 
law,  04893 
Paterson,  N.J.: 
area  wage  survey,  07957 
area  wage  survey  report,  07948 
Pathogens,  see  Microorganisms. 
Pathology: 
atlas  of  radiation  histopathology,  00869 
list  of  educational  aids,  1975,  10479 
Patients: 
inpatient  utilization  of  short-stay  hospitals  by 

diagnosis,  12912 
patient  classification  for  long-term  care,  user's 

manual,  05905 
provisional  patient  movement  and  administra- 
tive    data.     State     and     county     mental 
hospital  inpatient  services,  12942 
State  and  county  mental  hospital  inpatient  ser- 
vices, State  trends  in  additions,  01426 
treatment  and  survival  patterns  for  black  and 
white  cancer  patients  1955-64,  01389 
Patrick  County: 
floods,  Henry  County,  Va.,  South  Mayo  River 
and  North  Fork,  00884 


Patternmakers: 

patternmaker    3    &    2,    rate    training    manual, 
06441 
Patterns: 

concept  development  for  structures  on  expan- 
sive   soils    by    pattern    language    design 
methodology,  00877 
standard    X-ray    diffraction    powder    patterns, 
12865 
Pavements: 

comparative  performance  of  structural  layers 
in    pavement    systems,    design    and    con- 
struction of  MESL,  13152 
comparison  of  performance  of  all-bituminous 
concrete    and    reduced    subgrade    strength 
highway    pavement    test    sections    under 
freezing  conditions,  07526 
development  of  guidelines  for  design  of  sub- 
surface   drainage    systems    for    highway 
pavement  structural  sections,  00999 
development     of     installation     surfaced     area 
maintenance      and      repair      management 
system,  02429 
facilities  operations  and  maintenance,  grounds 

and  pavement,  02695-9 
nondestructive    vibratory    testing    of    airport 

pavements,  13153 
pavement  inspection  reference  manual,  02428 
pavement  response  to  aircraft  dynamic  loads, 
instrumentation   systems   and   testing  pro- 
gram, 13154 
prestressed    concrete    pavement    construction, 

07671 
rigid  pavements  for  roads,  streets,  walks,  and 

open  storage  areas,  00098 
sand-sulfur-asphalt  paving  materials,  02928 
thermal  conductance  of  and  heat  generation  in 
tire-pavement  interface  and  effect  on  air- 
craft braking,  08165 
Pavements  and  Soil  Trafficability  Information 
Analysis  Center: 
PSTIAC  report,  02443 
Paving,  see  Pavements. 
Paving  breakers: 

paving    breaker    and    rock    drill    accessories, 
Federal  item  identification  guide,  11687 
Pawcatuck  River  and  Valley: 

availability    of   ground    water   in    lower   Paw- 
catuck River  basin,  Rhode  Island,  09841 
Pawnee  County,  Nebr.: 

soil  survey  report,  13102 
Pawtucket,  R.I: 

area  wage  survey,  02852 
Pay,  see  Salaries- Wages. 
Pay  rolls: 

military    commissaries,    financial    support    to 

meet  pay  roll  costs,  1 1066 
need  for  improvements  in  automated  payroll 
system    of    Department    of    Housing    and 
Urban  Development,  GAO  report,  12353 
Senate - 

expenditures        from        contingent       fund, 
authorize,  report,  08975 
State  and  local  government,  04537 
Pay,  allowances,  etc.: 

accounting  and  finance,  joint  uniform  military 
pay  system  JUMPS  AFO  procedures, 
10443 
accounting  and  finance,  joint  uniform  military 
pay  system  leave  policy  and  procedures, 
06558 
accounting  and  finance,  joint  uniform  military 
pay  system  unit  procedures  excluding 
AFO,  10444 
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accounting  and  finance,  joint  uniform  military 
pay   system,   miscellaneous   codes   and   ta- 
bles, 10445 
adjustments  to  income  tax  for  sick  pay,  02724 
Air  Force  officers  flight  pay.  adjust  for  career 
incentive - 
report.  08771 
American   Battle   Monuments   Commission   per 
diem- 
report.  00429 
Armed  Forces,  veterinarians  and  optometrists, 
extend  special  pay  provisions  - 
hearings,  1 1065 
civilians  in  DoD,  their  productivity  and  com- 
pensation. 00721 
comparability     adjustment     for     Federal     pay 

system,  04967 
continuation     pay     for     medical     officers     of 
uniformed   services   who  are   in   initial  re- 
sidency training 
report,  05341 
continuation  pay  for  physicians  of  uniformed 
services  in  initial  residency  - 
law,  04875 
Federal  employees  adversely  affected  by  pay 
comparability    adjustment. prevent    reduc- 
tions in  pay- 
report,  05055 
flight  incentive  pay  for  aviation  crew  member 
duties - 
report.  08979 
legislative  branch  officers  and  employees,  er- 
roneous    payments,     waiver     of     claims, 
authorize  - 
law,  08728 
medical  officers  of  uniformed  services,  revise 
special  pay  structure  - 
report,  08842,  08846 
medical  officers  of  uniformed  services,  revised 
special  pay  structure - 
report,  08787 
naval  aviation   midshipman,  credit  service  for 
retirement  and  pay  purposes  - 
law,  04888 
report,  05056 
nuclear-qualified  naval  officers,  extend  special 
pay- 
report.  00443.  00611 
paytips,   JUMPS.   Joint   uniform    military   pay 

system,  04762 
per  diem  and  mileage  expenses  of  government 
employees,  increase- 
report,  06781 
per  diem  expenses  of  members  of  uniformed 
services  traveling  on  official  business- 
hearings,  00453 
report,  00440 
per   diem    travel    allowances    for    Government 
employees,  increase- 
hearings,  06953 
refine   procedures   for  adjustments   in   military 
compensation  - 
law.  04879 
sick  pay  exclusions  for  income  tax,  02128 
substantial   understatement   of   obligations   for 
separation  allowances  for  foreign  national 
employees.  Department  of  Defense,  GAO 
report.  09764 
uniform    Government-wide    overseas    benefits 
and    allowances     system     for    U.S.     Em- 
ployees,  fundamental   changes   needed   to 
achieve,  09770 
see  also  Salaries. 


Payloads: 

comparison    of    vibrations    of    combination    of 
solid-rocket    launch    vehicle    and    payload 
during  ground  firing  and  launching,  02978 
consolidated   payload   requirements  on   orbiter 

aft  cabin  design  and  operations,  06140 
handbook      for     space      processing     sounding 

rocket  science  payloads,  06143 
payload  requirements  for  prelaunch,  post  land- 
ing, ground  support  facilities,  06253 
payload  requirements  for  prelaunch,  post  land- 
ing,   ground    support    facilities,    summary, 
06254 
spacelab    payload    accommodation    handbook, 
06259 
Payments: 

advance  payment  of  subscription  charges  for 

audio  publications,  11103 
allotments  and  assignments  of  payments  from 
civil  service  retirement  annuities,  11178- 
law,  06708 
report,  07144 
audit  of  payments  from  special  bank  account 
to  Lockheed   Aircraft  Corporation   for  C- 
5A  aircraft  program,  GAO  report,  01085-7 
current    issues    in    development    of    payments 

system  (remarks),  12240 
important  information  about  your   supplemen- 
tal security  income  payments,  13077 
lengthy  delays  in  processing  of  overpayments 
under  part   A    of   Medicare   program   may 
result    in    losses    of    millions    of    dollars, 
GAO  report,  07825 
more    effective     procedures    are     needed    for 
establishing  payment  terms  and  develop- 
ment periods  for  irrigation  projects,  GAO 
report.  07818 
price   support  and  other  loan,   purchase,  and 

payment  programs,  01642 
training  guide  implementing  direct  deposit  pro- 
gram    for    Federal    recurring    payments, 
12262 
Payne,  Samuel  B.: 
nomination - 
hearings,  11505 
Payrolls,  see  Pay  rolls. 

PBGC,  see  Pension  Benefit  Guaranty  Corpora- 
tion. 
PBS,  see  Public  Buildings  Service. 
PCMR,    see    President's    Committee    on    Mental 

Retardation. 
Peace: 

funding,     U.S.,     Middle     East     peacekeeping 
forces - 
hearings,  05173,  11125 
Middle  East,  peace  and  stability,  report,  11537 
Palestinian  issue  in  Middle  East  peace  efforts, 

11129 
peaceful       nuclear      exports      and       weapons 

proliferation,  05495 
U.N.  peacekeeping  in  Middle  East- 
report.  06804,  10933 
Peace  Corps: 

ACTION,     message    to    underclassmen    from 

Peace  Corps  and  VISTA,  00005 
agreement  with  Colombia,  13133 
appropriations,  1974,  additional - 

report,  10887 
appropriations,  1975- 

hearings,  11055 
appropriations,  1976,  authorization - 
hearings,  11538 
law,  01865 
report,  06817 
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appropriations,  1975,  authorization  - 

report,  08965 
biographic  register,  01594 
medical  and  health  professionals  in  ACTION, 

Peace  Corps/VISTA,  00002 
Peace  Corps  farming,  more  than  job,  00006 
physical  education  in  Peace  Corps,  10354 
share    your   skills   in   ACTION,    VISTA/Peace 

Corps,  01626 
use  your  leadership  ability  and  liberal  arts  edu- 
cation in  ACTION,  Peace  Corps/VISTA, 
00004 
Peace  River: 
floods   on   Saddle   Creek,   Polk   County,   Fla., 
05658 
Peanuts: 

market  news,  weekly  report,  04345 
pest    management    programs    for    cotton,    pe- 
anuts, and  tobacco,  evaluation,  13035 
shrinkage  of  peanuts  in  storage  in  Southeast, 

08524 
Spanish    peanut    varieties,    spancross    and    tif- 

span,  10369 
stocks  and  processing,  04346 
transfer  of  allotments  - 
report,  11387 
Peas,  see  also  Cowpeas-Field  peas. 
Peat: 
producers  in   United  States,   mineral  industry 
surveys,  08060 
Pebble  Springs  Nuclear  Plant,  Oreg.: 
Portland    General    Electric    Company,    Oreg., 
fiche  index  for  nuclear  dockets,  00861 
Pedestrianism,  see  Walking. 
Pedology  (soil  science),  see  Soils. 
Pellets: 

production  of  prereduced  pellets  from  iron  and 

steelmaking  wastes,  10094 
proposed  use  of  steel  shot  for  hunting  water- 
fowl in  United  States,  final  environmental 
statement,  07680 
Pembina  River  and  Valley: 

ice  force  measurements  on  Pembina  River,  Al- 
berta, Canada,  11977 
Penalties: 

improvements  still  needed  in  coal  mine  dust- 
sampling    program    and    penalty    assess- 
ments and  collections,  GAO  report,  07824 
regulations,  child  labor  violations  civil  money 
penalties,  03376 
Pendleton  Joseph  H.: 
Joseph  Henry  Pendleton,  1860-1942,  register  of 
his  personal  papers,  02884 
Penn  Central  Transportation  Company: 
accident  investigation  summary  report,  10280-1 
railroad    accident    investigation    summary    re- 
port, 01542-3 
Pennington  County,  S.Dak.: 
anomalous  concentrations  of  several  metals  in 
iron-formation,  Blue  Lead  Mountain  area, 
Pennington  County,  S.Dak.,  02668 
Pennsylvania: 

air  pollution  on  wheels,  transportation  controls 

in  southwestern  Pennsylvania,  09325 
climatological  data,  03552 
Lake  Erie  intake  water  quality,  09446 
national  cemetery  site  selection - 

hearings,  11216 
northeast,  area  wage  survey,  02856 
outlet    works    for    Beltzville    Dam,    Pohopoco 

Creek,  05673 
population       estimates       of       counties       and 

metropolitan  areas,  00180 
precipitation  data,  hourly,  04035 


Pennsylvania  Academy  of  Fine  Arts: 

Pennsylvania      Academy      moderns,      1910-40, 
12915 
Pennsylvania  anthracites,  see  Coal. 
Pennsylvania  Avenue  Development  Corporation: 
act,  amend  - 

report,  05018 
annual  report,  13031 
appropriations,  1976- 
law,  06707 
report,  06865 
appropriations,  1976-80,  authorization  - 

report,  07170 

development    plan    for   Pennsylvania    Avenue, 

oversight  - 

hearings,  02057 

financial  statements,  GAO  examination,  01915 

Pennsylvanian  period: 

revision      of      type       Mankomen      formation 
(Pennsylvanian  and  Permian),  Eagle  Creek 
area,  eastern  Alaska  Range,  Alaska,  12375 
Pens: 

certain  writing  instruments  and  nibs  therefore, 
Tariff  Commission  report,  10330 
Pension  Benefit  Guaranty  Corporation: 

annual  report,  08337 
Pensions: 

administration   of   Welfare   and  pension  plans 
disclosure  act,  calendar  year  1973,  annual 
report  of  Secretary  of  Labor,  01226 
digest  of  selected  pension  plans,  05997 
Employment    retirement   income   security   act, 
oversight - 
hearings,  11095 
equal      opportunity      for     women,      displaced 
homemakers  and  minority  women- 
hearings,  11033 
increases    in    compensation    and    dependency 
and    indemnity    compensation,    DIC,    for 
service-connected     disabled     and    certain 
veterans'  survivors - 
hearings,  02103 
increases     in     non-service-connected    pension 
rates   and   in    dependency   and   indemnity 
compensation  rates  for  certain  dependent 
parents - 
hearings,  02104 
law    enforcement    and    firefighting    personnel, 
improve  retirement  benefits - 
law,  08721 
report,  09005 
pension  problems  of  older  women - 

hearings,  11036 
pension  reform  legislation,  remarks,  05975 
private  pension  tax  reform  - 

text  of  bill,  07289 
reform  act- 

hea rings,  02121 
selected    plans    under    collective    bargaining, 

digest,  03747 
study  of  welfare  and  pension  plans - 

report,  06811 
tax    information    on    pension    and    annuity    in- 
come, 02788 
veterans  and  survivors  non-service-connected 
pension  legislation- 
hearings,  05556 
Veterans    and    survivors    pension    adjustment 
act- 
law,  06711 

report,  01981,  02227,  07166 
see  also  Civil  service  pensions-Retirement. 
Pentagon  U.  S.  Army  Health  Clinic: 
formulary,  pharmacy  service,  01755 
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People's  Counsel: 

Public    Service    Commission,    DC      establish, 
law.  technical  amendment- 
report,  05060 
Public  Service  Commission,  DC.  establish  - 
report,  10898,  11362 
People's    Democratic    Republic    of    Yemen,    see 

Yemen. 
People's  Republic  of  Bulgaria,  see  Bulgaria 
People's  Republic  of  China,  see  China 
Perception 
contribution  of  poorer  ear  to  binaural  intelligi- 
bility. 10055 
perception     of     audio-visual     stimuli,     USSR 
study.  07908 
Perchlorates: 
crystal   structure  transformations   in   inorganic 
sulfates,     phosphates,     perchlorates.    and 
chromates.  12868 
Perez,   Jacinta    R.    Armstrong-,    see    Armstrong 

Perez,  Jacinta  K 
Performance  tests  (engineering,  mechanical, 
etc.): 
Brayton  power  system  with  space  type  radia- 
tor, performances,  10167 
component     degradation     brake     system     per- 
formance. 10202 
design   and   cold-air  performance,   turbine   for 

low-cost  turbojet  engine,  10180 
flight   operations   and   performance   of   Skylab 
life    support    and    environmental    control 
systems,  10095 
longitudinal   aerodynamic    performance   of   se- 
ries of  power-law  and  minimum-wave-drag 
bodies  at  Mach  6,  10097 
MSFC    Skylab    program    engineering    and    in- 
tegration, 12810 
space  environment  effects  on  performance  and 
missions  of  solar  electric  propulsion  stage, 
analysis,  06218 
supersonic  ejector  nozzle  performance,  assess- 
ment of  an  analytical  procedure  for  pre- 
dicting, 10141 
turbine  for  ordnance  turbojet  engine,  cold-air 
performance,  10144 
Performing  artists,  see  Entertainers. 
Perfumes: 

perfume  materials,  production  and  sales,  10341 
Periodic  functions: 
experimental    studies    for   determining    human 
discomfort  response  to  vertical  sinusoidal 
vibration,  02971 
Periodicals: 
catalog  of  copyright  entries,  0071 1 
government   periodicals   and   subscription   ser- 
vices, price  list,  01758 
military.  Air  University  Library  index,  03416 
Perishables,  see  Agricultural  products. 
Perkiomen  Creek,  East  Branch: 

flood  plain  information,   Indian  Creek,  Bucks 

and  Montgomery  Counties,  Pa.,  05630 
floods,  Indian  Creek,  Bucks  and  Montgomery 
Counties,  Pa.,  09276 
Perlite: 

mineral  industry  surveys,  08062 
minerals  yearbook  chapter,  02918 
Permian  period: 
revision      of      type      Mankomen      formation 
(Pennsylvanian  and  Permian),  Eagle  Creek 
area,  eastern  Alaska  Range,  Alaska,  12375 
Perry  Creek: 

flood  plain  information,  09253 
Perry,  Fla.: 

motor    carrier    accident    investigation    report. 
01327 


Perry,  Matthew,  jr  : 
nomination 

hearings,  11484 
Persian  Gulf: 

arms  sales,  1975,  continuing  debate - 

hearings.  1 1 130 
money,  politics,  arms,  and  power- 

heanngs.  11100 
sailing   directions    for    Persian    Gulf,    includes 
Gulf    of    Oman    and    northern    shore    of 
Arabian  Sea  eastward  to  Ras  Muari,  02395 
United  States  arms  sales  to  Persian  Gulf  coun- 
tries. 1 1 136 
Personal  affairs: 

privacy,   collection,   use,   and   computerization 
of  personal  data- 
hearings,  1 1553 
report,  02280 
Personal  property: 

acquiring    and    managing    nonexpendable    per- 
sonal   property    overseas,    GAO    report, 
07766 
credit   sales   by   dealers   in   personal   property, 

02734 
how    to   buy    surplus   personal   property    from 

Department  of  Defense,  11870 
personal  property   traffic   management  regula- 
tion, 02393 
residential  security,  09870 
taxes  levied  on  farm  personal  property,  10378 
Personality: 

optimum    selection    and    recruitment    problem 
for    student     academic    groups    process, 
USSR  study,  12606 
youthful  fire-setters,  exploratory  study  in  per- 
sonality and  background,  09663 
Personnel     administration,     see     Administrative 

management. 
Personnel      management,      see      Administrative 

management-Employment  management. 
Personnel  manual,  see  Civil  service. 
Personnel  records: 

and  files,  FPM  supplement,  03861 
personnel,    advanced    personnel   data    system, 
APDS,       AFMPC/HAF/MAJCOM       data 
retrieval,  06547 
Personnel  workers: 

employment  outlook,  09955 
Perturbations: 

computation    of    transonic    perturbation    flow 
fields  around  two-  and  three-dimensional 
oscillating  wings,  08120 
Peru: 

mineral    industry,    Minerla    yearbook   chapter, 

01310 
trade  in  textiles,  agreement,  13143 
Peruque  Creek: 

flood  plain  information  series,  09250 
Pesticide  Programs  Office: 

substitute   chemical   program,   initial   scientific 
and  minieconomic  review,  03086-90 
Pesticides: 

acceptable     common     names     and     chemical 
names   for  ingredient   statement  on  pesti- 
cide labels,  13032 
actions  on  male  reproductive  system,  12019 
analytical    methodology    for    pesticide    residue 

monitoring,  guidelines,  07679 
apply  pesticides  correctly,  11996 
behavior  of  pesticides  in  plants,  12289 
benefit-cost    system    for    chemical    pesticides, 

13033 
catalog  of  Federal  pesticide  monitoring  activi- 
ties, 09592 
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conceptual  model  for  movement  of  pesticides 
through  environment,  09360 

crop  insurance  and  information  services  to 
control  use  of  pesticides,  00952 

determination  of  incinerator  operating  condi- 
tions necessary  for  safe  disposal  of  pesti- 
cides, 12030 

disposal  of  small  quantities  of  unused  pesti- 
cides, guidelines,  07586 

EPA    compendium    of    registered    pesticides, 
03085,  13034- 
insecticides,    acaricides,    molluscicides,    and 
antifouling  compounds,  10243 

EPA  compendium  of  registered  pesticides, 
fungicides  and  nematicides,  03787 

EPA  compendium  of  registered  pesticides,  in- 
secticides, acaricides,  molluscicides  and 
antifouling  compounds,  03587 

EPA  compendium  of  registered  pesticides, 
rodenticides  and  mammal,  bird  and  fish 
toxicants,  03788 

fact  sheet,  11630 

farmers'  expenditures  for  custom  pesticide 
services,  00018 

farmers'  use  of  pesticides,  expenditures,  00015 

fate  of  select  pesticides  in  aquatic  environ- 
ment, 05691 

Federal   environmental    pesticide    control   act, 
review  - 
hearings,  11044 

Federal  pesticide  registration  program,  is  it 
protecting  the  public  and  environment 
adequately  from  pesticide  hazards,  GAO 
report,  07820 

future  supply-demand  situation - 
hearings,  05426 

legal  compilation  of  statutes  and  legislative 
history,  executive  orders,  regulations, 
guidelines  and  reports,  09448 

lethal  dietary  toxicities  of  environmental  pollu- 
tants to  birds,  12264 

modeling  pesticides  and  nutrients  on  agricul- 
tural lands,  12050 

monitoring  journal  (periodical),  04352 

pesticides  abstracts,  04351 

pesticides  and  their  use  (remarks),  10422 

pesticides  epidemiological  field  studies,  09372 

pesticides  in  Illinois  waters  of  Lake  Michigan, 
00901 

pollution  control  technology  for  pesticide  for- 
mulators  and  packagers,  09405 

principles  of  pesticide  use,  handling,  and  appli- 
cation, 13037 

revolving  sintered-sleeve  nozzle  for  generating 
pesticide  spray  particles,  08519 

specific  ion  mass  spectrometric  detection  for 
gas  chromatographic  pesticide  analysis, 
09400 

summation  of  conditions  and  investigations  for 
complete    combustion    of    organic    pesti- 
cides, 07562 
Pests: 

agricultural  pest  control - 
report,  00433,  11008 

Forest  pest  control  act,  amend  - 
report,  07089 

forest  pest  leaflet,  01042-3,  02598-9,  09602 

intercepted  plant  pests,  1972,  list,  01713 

moving  equipment?  make  sure  it's  clean  first, 
plant  pests  often  hitchhike  in  dirt,  01670 

moving,  traveling,  trading  plants,  leave  pests 
behind,  10402 

pest  control  agents  and  disinfectants,  Federal 
item  identification  guide,  07358 


pest    management    programs    for    cotton,    pe- 
anuts, and  tobacco,  evaluation,  13035 
standard   tests   to  characterize   pest  resistance 

in  alfalfa  varieties,  08531 
see  also  Insects. 
Petrochemicals: 

atmospheric  emissions  from  petrochemical  in- 
dustry, survey,  09483 
materials  shortages- 
report,  02281 
optimizing   petrochemical   waste   bio-oxidation 
system  through  automation,  07581 
Petroleum: 

adequacy  of  U.S.  oil  and  gas  reserves  - 

hearings,  06749 
administration's  oil  floor  price  proposal - 

hearings,  01881 
analyzing    syncrude    from    western    Kentucky 

coal,  07461 
ASTM   manual   for  rating  motor,   diesel,   and 

aviation  fuels,  10511 
char  oil  energy  development,  07497 
coal  conversion  processes,  assessment  of  mul- 
tienergy  processes  using  COED  char,  oil 
and  gas,  07496 
compound-type    separation    and    characteriza- 
tion studies  for  370°  to  530°  C  distillate  of 
Recluse,  Wyo.,  crude  oil,  10090 
congressional  review  of  Presidential  decisions 
to  remove  existing  allocation  and  pricing 
controls  of  petroleum  products - 
veto  message,  00338 
control      of      hydrocarbon      emissions      from 

petroleum  liquids,  00924 
crude  oil— 

compound-type  separation  and  characteriza- 
tion studies  for  distillate  of  Wilmington, 
Calif.,  12719 
crude  oil  spills  research,  08088 
crude    petroleum,    petroleum    products,    and 
natural-gas-liquids,      monthly      statement, 
04354 
crude    petroleum,    petroleum    products,    and 
natural-gas-liquids,     monthly     statements, 
03753 
deepwater  ports,  construction  and  operation - 

report,  05074,  05394 
demetallization  of  heavy  residual  oils,  05702 
depth    and    producing    rate    classification    of 
petroleum    reservoirs    in    United    States, 
02889 
diesel  fuel  oils,  07459,  08063 
domestic  crude  oil  pricing  policy  and  related 

production,  GAO  report,  07695 
economic  impact  of  forthcoming  OPEC  price 
rise  and  old  oil  decontrol - 
hearings,  10689 
emergency  petroleum  allocation  act  extension 

(statement),  09534 
Emergency  petroleum  allocation  act,  amend - 
hearings,  02287 
law,  01868 
report,  10961 
Emergency     petroleum     allocation     extension 
act- 
report,  00581 
veto  message,  00545 
energy     consumption,     primary     metals     and 

petroleum  industries,  09396 
energy  sources  in  agriculture,  supply-demand 

outlook  (statement),  09532 
enforcement  of  petroleum  price  regulations - 

hearings,  11584 
evaluation  of  Coast  Guard  oil-water  separator 
and  monitor  systems,  06656 
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fair  marketing  of  petroleum  products  - 
hearings,  1 1507 

feasibility  test  program  of  application  of 
coalescing  phase  oil/water  separators  to 
self  compensating  fuel  tanks  in  surface 
ships,  0024? 

Federal  leasing  of  petroleum  on  outer  Con- 
tinental Shelf.  11567 

franchised  petroleum  dealers,   provide  protec- 
tion- 
hearings.  05200 

geographical  analysis  of  oil  spill  potential  as- 
sociated with  Alaskan  oil  production  and 
transportation  systems.  06660 

import  license  fees,  proposal - 
hearings,  1 1226 

improvements  needed  in  controls  and  account- 
ing for  ground  vehicle  petroleum.  GAO 
report,  12360 

industries,  regulation  and  deregulation- 
hearings,  07219 

initial  report  on  oil  and  gas  resources, 
reserves,  and  productive  capacities,  07640 

international  petroleum  annual,  08045 

international  petroleum  exhibition - 
report.  02173 

inventory     of     economic     relations     between 
United  States  and  OPF.C  countries  - 
hearings,  07254 

investigation  of  procurement  of  foreign  and 
domestic  petroleum  products.  GAO  re- 
port, 12364 

market      performance      and      competition      in 
petroleum  industry  - 
hearings.  00680 

military  petroleum  pipeline  systems,  00097 

monthly  petroleum  statistics  report,  04231 

multinational   corporations    and    United    States 
foreign  policy - 
hearings.  00670-1,  05482 

national  gas  survey  and  synthetic  fuel  develop- 
ment, concentration  by  competing  raw 
fuel  industries  in  energy  market  and  its 
impact  on  small  business,  report,  print  ad- 
ditional copies,  report,  08779 

national  petroleum  product  supply  and  de- 
mand, 02512-3 

national  petroleum  reserve,  establish- 
hearings,  11062-3 

New  Mexico,  oil  and  gas  lease  - 
report,  07121 

nineteen  seventy-two  petroleum  supply  and 
demand  in  non-Communist  world,  07641 

North  Sea,  impact  of  development  of  oil  on 
coastal  zone,  11515 

oil  and  gas  on  Outer  Continental  Shelf,  ac- 
celeration of  development,  05452 

oil  and  gas  resources,  reserves,  and  productive 
capacities,  final  report,  07638-9 

oil  in  arctic,  08674 

oil  pollution  research  newsletter,  04321 

oil  price  decontrol- 
hearings.  02289 

old  oil  price  ceilings,  phase  out,  00337,  00346 

Operation  Independence,  briefing- 
hearings,  05150 

organizational  maintenance,  military  petroleum 
pipelines,  tanks  and  related  equipment, 
08601 

Outer  Continental  Shelf,  oil  and  gas  general 
lease  sale,  offshore  Louisiana,  1974 
proposals,  10053 

petrodollars,  recycling  and  aid  prospects- 
hearings.  11072 


petroleum  allocation  and  pricing  regulations 
for  law  enforcement  agencies,  07931 

petroleum  bulk  stations  and  terminals.  00142 

petroleum  industry,  vertical  integration - 
hearings,  1 1591 

petroleum  market  shares,  historical  report  on 
refiners  and  importers  of  motor  gasoline, 
12149 

petroleum  oil  detection  buoy  system,  01822 

petroleum  products  survey  series,  06087 

petroleum  situation  report,  04353 

petroleum  supply,  energy  crisis  and  proposed 
solutions,  05267 

petroleum  terminal  and  pipeline  operations, 
01723 

phase  4  oil  regulations  and  petroleum  market- 
ing problems - 
report,  06778 

phasing  out  of  natural  gas  and  oil  for  electric 
power  generation,  12200 

potentially  hazardous  emissions  from  extrac- 
tion and  processing  of  coal  and  oil,  09398 

preprint  from  Bulletin  667,  Mineral  facts  and 
problems,  01292 

President's  energy  program  (remarks),  09525 

President's  program  for  energy  (remarks), 
05784 

President's     proposal     to     decontrol     old     oil 
prices,  disapproved  - 
report,  00589 

presidential    authority    to    impose    oil    import 
fees,  suspend - 
hearings,  05477 
report,  1091 1 
veto  message,  01906 

price  increase  limitation  act- 
hearings,  05515 

price   increases.   Cost  of  Living   Council   and 
Federal  Energy  office  procedures  - 
hearings,  05187 

problems  in  Federal  Energy  Office's  imple- 
mentation of  emergency  petroleum  alloca- 
tion programs  at  regional  and  State  levels, 
GAO  report,  07725 

procurement  of  petroleum  products  by  milita- 
ry- 
staff  study,  09047 

production  of  oil  and  gas  on  public  lands - 
hearings,  05189,  05511 

products - 

survey  series,  10065 

Project  Independence  Blueprint,  public  hearing 
(remarks),  09524 

proposed  1974  Outer  Continental  Shelf,  oil  and 
gas  general  lease  sale,  offshore  Texas, 
12677 

relationships  between  Federal  Republic  of 
Germany  and  petroleum  industry,  07262 

relationships  between  Government  and 
petroleum  industry  in  selected  foreign 
countries,  1 1561 

report  to  Federal  Trade  Commission  on  struc- 
ture, conduct,  and  performance  of 
Western  States  petroleum  industry,  02576 

restriction  of  oil  imports,  05967 

secondary  and  tertiary  recovery  of  oil,  07031 

secondary    and    tertiary    recovery    of   oil    and 
natural  gas- 
hearings,  07274 

selected  list  of  Bureau  of  Mines  publications 
on  petroleum  and  natural  gas,  07458 

shipboard  oil-in-water  content  monitor  based 
on  light  scattering  at  ninety  degrees,  06664 
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shut-in    oil    and    gas    production    on    public 
lands  - 
hearings,  00471 
single  manager  needed  to  obtain  cost  and  fuel 
savings  in  spectrometric  oil  analysis  pro- 
gram, GAO  report,  12361 
State    Department's   oil    floor   price    proposal, 

should  Congress  endorse  it?,  06758 
stripper  well  lease  exemption,  10751,  10792 
stripper  well   lease   exemption,   amend   exten- 
sion, 01947 
supply,  energy  crisis  and  proposed  solutions  - 

panel  discussions,  05259 
tax  shelters,  oil  and  gas  drilling  funds,  02135 
test  data  for  NOx  control  in  gas-  and  oil-fired 

utility  boilers,  analysis,  09392 
trans-Alaska  pipeline  and  west  coast  petroleum 

supply,  11559 
U.S.  oil  companies  and  Arab  oil  embargo,  in- 
ternational  allocation  of  constricted   sup- 
plies, 09045 
United    States    grain    and    oil   agreement    with 
Soviet  Union - 
hearings,  06978 
Utah  tar  sands  properties.  Three  mile  Canyon 
area- 
P.R.  Spring  deposit,  06128 
weekly  petroleum  statistics  report,  04715 
world   crude   oil  production,   mineral   industry 

surveys,  081 1 1 
worldwide     search    for    petroleum    offshore, 
status  report  for  quarter  century,  1947-72, 
05872 
see  also  Naval  petroleum  reserves-Oil  shale. 
Petroleum  as  fuel: 
bunker  oil,  FT  reports,  03480 
fuel  oils  by  sulfur  content,   monthly,  mineral 
industry  surveys,  03965 
Petroleum  gases,  see  Liquefied  petroleum  gases. 
Petroleum  products,  see  Petroleum. 
Petroleum  refineries: 

changing   proportions   of   automotive   distillate 
and  gasoline  produced  by  petroleum  refin- 
ing, effects,  09365 
impact  of   automotive   fuel   changes   on   U.S. 

refining  industry,  11962 
National    independent    refinery    development 
act- 
hearings,  05516 
petroleum  market  shares,  historical  report  on 
refiners  and  importers  of  motor  gasoline, 
12149 
petroleum   refining  point  source   category,  ef- 
fluent limitations  guidelines,  09346 
problems  of  independent  refiners  and  gasoline 

retailers,  GAO  report,  07798 
refinery    catalytic    cracker    regenerator    SOx 

control  process  survey,  00932 
sampling    and    analytical    strategies    for    com- 
pounds   in    petroleum    refinery    streams, 
12048 
Small  refiners  exemption  act- 
hearings,  02287 
United  States  and  Puerto  Rico,  mineral  indus- 
try surveys,  08064 
Petroleum  Reserves  Corp.: 

documentary  history,  1943-44,  09043 
Petrology,  see  Rocks. 
pH,  see  Hydrogen-ion  concentration. 
Pharmaceutical  industry,  see  Drugs. 
Pharmaceuticals,  see  Drugs. 
Pharmacists: 

drug  abuse  prevention  and  control- 
hearings,  11583 


employment  outlook,  10021 
poison     prevention     packaging,      what     phar- 
macists should  know,  11641 
Pharmacy: 

formulary,    pharmacy    service,    Walter    Reed 
Army  Medical  Center,  Andrew  Rader  U. 
S.   Army   Health  Clinic,   Pentagon   U.   S. 
Army  Health  Clinic,  01755 
Phelps,  Sheila  J.: 

relief,  11341 
Phenolic  resin,  see  Resins. 
Phenoxy  herbicides: 

using  phenoxy  herbicides  effectively,  06521 
Pheromones: 

basic  problems  of  studying  pheromonal  com- 
munication in  insects,  USSR  study,  07895 
Philadelphia,  Pa.: 

area  wage  survey,  01241 
criminal  victimization  surveys,  02841 
Navy  actions  related  to  Philadelphia's  efforts 
to    collect    delinquent    wage    taxes    from 
Naval  Shipyard  employees,  GAO  report, 
12355 
status    of   urban    corridor   demonstration    pro- 
gram, 08479 
Philbin,  Philip  J.: 

unveiling    of    portrait    honoring    his    memory, 
ceremonies,  10698 
Philippine  Islands,  see  Philippines. 
Philippines: 

agricultural  commodities,  agreement,  03135 
air     transport     services,     interim     agreement, 

03210 
atomic  energy,  application  of  safeguards  pur- 
suant to  non-proliferation  treaty,  03241 
defense,    relinquishment    of    certain    land    at 

Camp  Wallace,  agreement,  08425 
economic    trends    and    their    implications    for 

United  States,  02803 
general     agreement     on     tariffs      and     trade, 
declaration      on     provisional      accession, 
03148 
marketing,  00816 
military    assistance,    payments    under    Foreign 

assistance  act,  agreement,  03174 
sailing  directions,  07406,  11888 
sailing   directions,   northern   islands,   including 
western     Negros     and     northern     Samar, 
11887 
Phillips  Petroleum  Co.: 

Avon  Refinery,  water  quality  criteria  in  vicini- 
ty   of    waste    discharge    in    Suisun    Bay, 
09489 
Phillips,  Valerie  A.: 

relief,  10841 
Phnom  Penh,  Cambodia: 

war   powers,    test    of   compliance    relative    to 
evacuation - 
hearings,  00479 
Phoenix,  Ariz.: 

Civil  Rights  Commission  hearing,  00203 
urban       data,       tract       data       for       standard 
metropolitan  statistical  areas,  06632 
Phomopsis     canker,     see     Canker     (disease     of 

plants). 
Phosphate     rock,      see     Rock     phosphate-Rock 

phosphates. 
Phosphates: 

crystal  structure  transformations  in  inorganic 
sulfates,     phosphates,     perchlorates,     and 
chromates,  12868 
electrophoretic  and  filtration  studies  of  Florida 

phosphate  slime,  12727 
hydrochloric  acid  digestion  and  solvent  extrac- 
tion of  western  phosphate,  12745 
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phosphorus     derived     chemicals     segment     of 
phosphate     manufacturing     point     source 
category,    effluent    limitations    guidelines, 
05690 
radioactivity        distribution        in        phosphate 
products,      by-products,      effluents,      and 
wastes.  01520 
radon  daughter  levels  in  structures  constructed 
on     reclaimed     Florida     phosphate     land, 
01521 
rapid     analysis     of     silicate,     carbonate,     and 

phosphate  rocks,  07812 
reduction  of  tetravalent  cerium  and  its  applica- 
tion      to       stripping       from       tri-n-butyl 
phosphate.  10077 
reserve    phosphate    Lands    in    Florida    sell    to 
John  and  Martha  B    Carter  - 
veto.  04966 
reserved  phosphate  interests  in  Florida  sell  to 
John  and  Martha  B    Carter- 
report.  05357 
superphosphates,    current    industrial    reports, 
03657 
Phosphine: 

toxicity  of  phosphine  at  various  concentrations 
and     temperatures     to     cigarette     beetle, 
08538 
Phosphoric  acid: 

fluoride  emissions  from  phosphoric  acid  plant 

gypsum  ponds,  05707 
phosphoric      acid     by      direct      sulfuric      acid 
digestion    of    Florida    land-pebble    matrix, 
01321 
pilot    plant    optimization    of    phosphoric    acid 
recovery  process,  00944 
Phosphors: 

American    national   standard   N540.   classifica- 
tion    of     radioactive     self-luminous     light 
sources.  08197 
Phosphorus: 

methods  suitable  for  analysis  and  preservation 
of  phosphorus  forms  in  estuarine  environ- 
ment, 10265 
phosphorus     derived     chemicals     segment     of 
phosphate     manufacturing     point     source 
category,    effluent    limitations    guidelines, 
05690 
phosphorus   uptake   and   release   by   Lake  On- 
tario sediments,  00905 
Photochemistry: 
mathematical         modeling         of         simulated 

photochemical  smog,  00913 
mathematical     simulation     of    smog    chamber 

photochemical  experiments.  00911 
mathmatical  modeling  of  photochemical  smog, 

workshop,  05696 
reduced    use    of   lead    in    gasoline    on    vehicle 
emissions    and    photochemical    reactivity, 
effects.  12015 
Photoelasticity: 

photoelastic  analysis  of  shrinkage  stresses  and 
its  application  to  micromechanics  of  com- 
posites. 13017 
Photographers 

tips  for  forest  photographers,  12332 
Photographic  apparatus  and  supplies: 

photographic      equipment      and      accessories. 

Federal  item  identification  guide.  00778 
photographic   equipment,   census   of   manufac- 
tures. 00119 
sensitivity    materials,   photographic   and   copy- 
ing- 
Federal  item  identification  guide.  09145 
Photographic  cameras,  see  Cameras. 


Photographic  emulsions,  see  Fmulsions. 
Photographic  intrepretalion  (military  science): 
effects  of  ancillary  information  upon  pholoin- 
terpreter  performance.  01737 
Photographic  papers 

sensitivity    materials,   photographic    and   copy- 
ing- 
Federal  item  identification  guide.  09145 
Photographic  processes,  see  Photography 
Photographic  processing,  see  Photography. 
Photographs 

catalog  of  copyright  entries,  02325 
photographic   works,  catalog  of  copyright  en- 
tries. 00714 
select     audiovisual    records,     photographs    of 

American  city,  01370 
weather    satellite     picture    receiving    stations. 
APT  digital  scan  converter.  06249 
Photography: 

chemical  compounds,  photographic  and  copy 
processing.  Federal  item  identification 
guide.  02366-7 
deformation  monitoring  of  underground 
openings  by  photographic  techniques, 
10079 
preliminary    LIBFC/FAMOUS    cruise    results, 

08322 
producing   high-quality    negatives    from    ERTS 

black-and-white  transparencies,  09703 
sensitized    materials,    photographic    and   copy- 
ing,    Federal     item     identification     guide. 
02358 
tips  for  forest  photographers,  12332 
see  also  Aerial  photography. 
Photointerpretation.  see  Photographic  intrepreta- 
lion (military  science). 
Photometry: 

photometric  function  for  diffuse  reflection  by 
particulate  materials,  06237 
Photomultiplier  tubes,  see  Tubes. 
Photons: 

photon   gas   formulation   of  thermal   radiation, 
02996 
Photovoltages: 

terrestrial  photovoltaic  measurements, 

workshop  proceedings,  08148 
Phreatophytes: 

Gila  River  phreatophyte  project  (series),  09803 
PHS,  see  Public  Health  Service. 
Physical  chemistry: 

investigation    of    radiation    cross    linking    of 
polyethylene    in    heterogeneous    systems, 
USSR.  12603 
Physical  education  and  training: 

pahysical  education  in  Peace  Corps,  10354 
Physical  examinations: 

military  personnel,  physical  evaluation  for  re- 
tention, retirement,  and  separation,  10438 
Physical  fitness: 

physical  fitness  program,  13072 
Physical  geography: 

slump   blocks    in    Atlantic    Highlands   of   New 
Jersey.  12429 
Physical  properties: 
California  lakes.  09810 
hydrogen  technological  survey,  thermophysical 

properties.  01345 
meteoroids.  06183 

physical    characterization    of    automotive    ex- 
haust   particulate    matter    in    atmosphere. 
09333 
physical  properties  testing  equipment.  Federal 

item  identification  guide,  11825 
physical    property    data    on    fine    coal    refuse. 
01318 
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rock  mechanics  properties  of  typical  founda- 
tion rock  types,  summarizing  physical  and 
mechanical  tests,  10279 
Physical  research: 
physical    research,    nuclear    materials.    ERDA 
authorization,  1976- 
hearings,  04906 
solar  and  physical  research,  ERDA  authoriza- 
tion, 1976- 
hearings,  05243 
Physical  sciences,  see  Science. 
Physical  therapists: 

and  assistants,  employment  outlook,  10017 
Physically  handicapped,  see  Handicapped. 
Physicians: 

continuation  pay  for  physicians  of  uniformed 
services  in  initial  residency - 
law,  04875 
doctors  in  nursing  homes,   shunned  responsi- 
bility, failure  in  public  policy,  11453 
education  of  physicians  in  high  blood  pressure, 

report,  01416 
employment  outlook,  10013 
geographic     analysis    of    physician     shortage 
areas  and  the  problem  of  specialty  maldis- 
trubution- 
hearings,  11598 
physician  shortage  areas  for  purposes  of  can- 
cellation   of    health    professions    student 
loans  and  repayment  of  educational  loans, 
05903 
Veterans'      Administration      physicians      and 
dentists  comparability  pay  act- 
hearings,  02320 
law,  01858 
volume  of  physician  visits,  01396 
see  also  Osteopathic  physicians. 
Physicists: 

employment  outlook,  12646 
high  energy  physicists  and  graduate  students, 
1975  census,  07489 
Physics: 
journal  of  research,  National  Bureau  of  Stan- 
dards, 04104,  08199 
solar-terrestrial    phenomena    and    Space    En- 
vironment   Services   Center,    introduction, 
06383 
synoptic  observations  of  solar  corona  during 

Carrington  rotations,  07538 
USSR   and   East   Europe   scientific   abstracts, 

04655 
weekly  Government  abstracts,  04711 
World    Data    Center    A    for    Solar-Terrestrial 

Physics  report  UAG  series,  09322,  11994 
World    Data    Center    A    for    Solar-Terrestrial 

Physics,  report  UAG  series,  00891 
World      Data      Center      A      Solar-Terrestrial 

Physics,  report  UAG  series,  07538 
see  also  Plasma. 
Physiological  reactions: 
bedrest   effects   on   crew   performance   during 

simulated  shuttle  reentry,  06145 
biochemical     responses     to     28-day     interval 
between    exposures    to    air    at   6.7    ATA, 
06075 
comparison  of  biochemical  responses  between 
single  and  repeated  exposures  to  air  at  6.7 
ATA,  08003 
experimental    studies    for    determining    human 
discomfort  response  to  vertical  sinusoidal 
vibration,  02971 
physical    factors    of    production    environment 
and    their    effect    on    health    of    workers, 
USSR  study,  12607 


repetition    and    dark    adaptation     effects    on 

visual  evoked  responses  in  rat,  10057 
social,  economic,  and  physiological  problems 
caused  by  industrial  noise - 
hearings,  07319 
Physiology: 

preliminary  findings  of  first  health  and  nutri- 
tion examination  survey,  06309 
Phytogeography: 

aerospace         research         of         environment, 
geobotany,    soil    science,    and    hydrology, 
USSR  study,  01200 
Phytoplankton: 

phytoplankton    pigment   and    production    mea- 
surements   in    California    current    region, 
06364 
Phytotoxins,  see  Toxin. 
Pianos: 

servicemen,  employment  outlook,  12648 
Pick-Sloan  Missouri  Basin  program: 
annual  operating  plan,  06460 
Dickinson  Dam  and  Pollock-Herreid  unit- 
hearings,  02290 
report,  11443 
proposed  Ellis  unit.  Smoky  Hill  Division,  Kan- 
sas, final  environmental  statement,  05928 
Pictorial  services,  see  Motion  pictures. 
Pictures: 

pictures  of  American  West   1848-1912,   select 

audiovisual  records,  06263 
see  also  Photographs. 
Piedmont  Airlines: 

aircraft  accident  report,  10233 
Piedmont,  Ala.: 

flood-prone  areas,  12415 
Pigments: 

iron  oxide,  Minerals  yearbook  chapter,  08077 
phytoplankton    pigment   and   production    mea- 
surements   in    California    current    region, 
06364 
Pigs,  see  Swine. 
Pilipinos: 

dream  unfulfilled,  Korean  and  Pilipino  health 
professionals  in  California,  04838 
Pillowcases: 

current  industrial  reports,  03695 
Pilot  guides,  see  Coast  pilots. 
Pilot  plants: 

pilot    plant    optimization    of    phosphoric    acid 
recovery  process,  00944 
Pilots  and  pilotage: 

advanced    simulation    in    undergraduate    pilot 
training,    automatic    instructional    system, 
00062 
advanced    simulation    in    undergraduate    pilot 

training,  G-seat  development,  01698 
advanced    simulation    in    undergraduate    pilot 
training,     motion     system     development, 
01697 
advanced    simulation    in    undergraduate    pilot 

training,  systems  integration,  00063 
AFHRL/FT  capabilities  in  undergraduate  pilot 
training     simulation     research,     executive 
summary,  00057 
airline  transport   pilot,  airplane,  practical  test 

guide,  02585-6 
airline    transport    pilot,    airplane,    written    test 

guide,  02587 
analytical   study    of   aircraft   lateral-directional 
handling     qualities     using     pilot     models, 
12832 
automated  pilot  aptitude  measurement  system, 

01696 
certification,      Federal     aviation      regulations, 
03821 
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environmental  data  base  development  process 

for  ASUPT  CK3  system.  01691 
fixed-base    simulator    study    of    the    effect    of 

time  delays  in  visual  cues  on  pilot  tracking 

performance,  01357 
flight  test  guide,  private  and  commercial  pilot, 

lighter  than  air  airship,  09594 
Kalman  filter  estimation  of  human  pilot-model 

parameters,  02966 
medical  handbook  for  pilots,  00969 
pilot  transition  courses  for  complex  single-en- 
gine and  light  twin-engine  airplanes,  00972 
pilots  and  copilots,  traffic   agents  and  clerks, 

employment  outlook.  12650 
to  see  or  not  to  see,  visual  acuity  of  pilots  in- 
volved in  midair  collisions,  01772 
type  rating,  airplane,  flight  test  guide,  02588 
undergraduate    pilot    training    task    frequency 

study.  01689 
undergraduate    pilot    training    task    maneuver 

times  study.  01693 
see  also  Aviators. 
Pinaceae,  see  Pine. 
Pine: 

abandoned    mountain    pine    beetle   galleries    in 

lodgepole  pine,  01051 
breeding   blister    rust    resistant    western    white 

pine  first  results,  09627 
comparative  tolerances  of  lodgepole  pine  and 

thin-leaved  huckleben-y  to  boron  and  man- 
ganese, 02614 
damage  to  knobcone  X  Monterey  pine  hybrids 

and  parents  by  red  band  needle  blight  in 

California  redwood  sites,  12317 
digger,  variability  of  germination  in  California, 

12319 
early   survival  and  growth  of   ponderosa  pine 

provenances  in  east-central  Kansas,  02624 
effects  of  spacing  on  loblolly  pine  in  Hawaii 

after  11  years.  12323 
genetics  of  pitch  pine,  01078 
growth  of  longleaf  pine  plantations  after  inital 

thinning.  09723 
harvest      counts      underestimate      impact      of 

Dioryctria    on    2d-year    slash    pine    cone 

crops,  01069 
height    intercept   for   estimating    site    index   in 

young    ponderosa    pine    plantations    and 

natural  stands,  09695 
how  to  identify  lophodermium  and  brown  spot 

diseases  on  pine,  02608 
Jeffrey,    seed    production    and    dispersal    by 

dwarf   mistletoe   in   overstory,   California, 

05833 
lodgepole  - 
flight  and  attack  behavior  of  mountain  pine 
beetles   in  northern   Utah   and  southern 
Idaho,  09628 
independence  of  point-to-point  variations  in 
windspeed    and    temperature    in    stand, 
09715 
reducing  fire  potential  by  increasing  timber 

utilization,  09629 
variation   of   windspeed    with   canopy   cover 
within  stand,  09718 
lodgepole   pine    logging   residues,   management 

alternatives,  12324 
machine  boring  of  southern  pine,  06538 
nutrition  in  West  Gulf  Coastal  Plain,  status  re- 
port, 12294 
performance  of  pine  and  yellow-poplar  planted 

on  low-quality  sites  in  central  Tennessee, 

09724 


phytotoxic   grass    residues   reduce   germination 
and  initial  root  growth  of  ponderosa  pine, 
02642 
pinyon  needle  scale.  02599 
ponderosa - 

bibliography.  09603 

early  brush  control  promotes  growth  on  bull- 
dozed site,  09669 
high  yields  from  100-year-olds.  12316 
ponderosa   pine,   northern  California,   estimat- 
ing site  index.  09687 
ponderosa  planted   seedlings  in  Arizona  gives 
mixed  results  - 
mulching,  09714 
ponderosa,     early     height     growth     forecasts 

dominance  in  plantations,  05835 
ponderosa.  recovery  of  young  pines  damaged 

by  herbicide  spraying,  09678 
red- 

growing    media    affect    size    of    container 
grown.  09634 
red    imported    fire    ant,    predator    of    direct- 
seeded  longleaf  pine,  09725 
red  pine,  planting  technique  and  care  of  stock 

affect  survival,  12312 
seedling     age     influences     survival     of     con- 
tainerized loblolly  pines,  09722 
site  index  and  maximum  gross  yield  capability 
equations    for    ponderosa    pine    in    Black 
Hills,  12310 
slash  - 
regeneration   development  beneath   oversto- 

ries,  09721 
site  index  in  West  Gulf,  09720 
soil  water  depletion  by  lodgepole  pine  on  gla- 
cial till.  01053 
spread  of  dwarf  mistletoe  from  discrete  seed 
sources   into    young   stands   of  ponderosa 
and  Jeffrey  pines,  09691 
timing  cacodylic  acid  treatments  for  control  of 
mountain    pine    beetles    in    infested    pon- 
derosa pines,  09717 
tube  lengths,  site  treatments,  and  seedling  ages 
affect     survival     and     growth     of     con- 
tainerized southern  pines,  05842 
variations  of  air  temperature  and  canopy  clo- 
sure in  lodgepole  line  stand,  09710 
xylem  resin  in  resistance  of  pinaceae  to  bark 
beetles,  12291 
Pine  Bluff,  Ark.: 

flood  plain  information,  09247-8 
floods.  09265 
Pine  butterfly,  see  Butterflies. 
Pine  root  collar  weevil,  see  Weevils. 
Pineapples: 

air    pollutant    emissions    from    burning    sugar 
cane  and  pineapple  residues  from  Hawaii, 
00892 
excluding  substandard  canned  pineapple  from 
United  States,  GAO  report,  07784 
Pineda,  Jesus  C: 

relief.  10867.  11307 
Pineville,  Ky.: 

floods.  Cumberland  River  and  Straight  Creek, 
09274 
Pinson,  Ala.: 

flood-prone  areas,  12416 
Pinyon  pine,  see  Pine. 
Pipe  and  pipe  fittings: 

Federal  item  identification  guide,  09155 
fittings,    hose,    pipe    and    tube.    Federal    item 

identification  guide,  07393 
flanges,     pipe,     Federal     item     identification 
guide,  07354,  11737 
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hose,  air  duct,  and  air  breathing,  Federal  item 
identification  guide,  00760 

hose,  pipe,  and  tube  fittings,  Federal  item 
identification  guide,  11696 

hose,  pipe,  and  tube  fittings,  quick  disconnect 
and  self-sealing.  Federal  item  identifica- 
tion guide,  02362,  07353,  11731 

hose,  pipe,  andMube  specialities,  Federal  item 
identification  guide,  00793 

hose,  pipe,  and  tubing.  Federal  item  identifica- 
tion guide,  11858 

pipe  and  tube  metallic.  Federal  item  identifica- 
tion guide,  00728 

piping  in  earth  dams  constructed  of  dispersive 
clay,  literature  review  and  design  of 
laboratory  tests,  07536 

prevention  of  preferential  bridge  icing  using 
heat  pipes,  07665 

soil  pipe  fittings,  Federal  item  identification 
guide,  11732 

standards  and  other  information  on  ther- 
moplastic piping  in  residential  plumbing, 
review,  12863 

standards  for  calculating  strength  of  reactor 
components,  steam  generators,  vessels, 
and  piping  of  atomic  power  stations,  test 
and  research  reactors,  and  installations, 
07472 
Pipe  fitters: 

employment  outlook,  09990 
Pipe  hangers: 

miscellaneous    retainers,    hangers,    and    sup- 
ports,   Federal   item    identification    guide, 
02387 
Pipe  lines: 

Alaskan  natural  gas  transportation  systems, 
12503 

coal  slurry  pipelines  - 
hearings,  07260 

cost  of  pipeline  and  compressor  station  con- 
struction under  non-budget  type  of  cer- 
tificate authorizations  as  reported  by 
pipeline  companies  in  fiscal  year  1972, 
05795 

cost  under  non-budget  pipeland  certificate 
authorizations,  09554 

environmental  impact  analysis,  example  of 
proposed  trans-Alaska  pipeline,  05873 

facilities  operations  and  maintenance,  corro- 
sion and  deposition  control,  distribution 
(piping),  02708 

fishery  resources  of  waters  along  route  of 
trans-Alaska  pipeline  between  Yukon 
River  and  Atigun  Pass  in  north  central 
Alaska,  05817 

gas  supplies  of  interstate  natural  gas  pipeline 
companies,  12168 

long-distance  coal  transport,  unit  trains  or  slur- 
ry pipelines,  02891 

major  natural  gas  pipelines  (map),  05798 

military  petroleum  pipeline  systems,  00097 

mining  and  drilling  equipment,  and  pipeline 
components,  Federal  item  identification 
guide,  11805 

Natural  gas  pipeline  safety  act,  amend - 
hearings,  06984 
report,  05035,  11355 

organizational  maintenance,  military  petroleum 
pipelines,  08601 

petroleum  terminal  and  pipeline  operations, 
01723 

pipeline  components,  Federal  item  identifica- 
tion guide,  09150 


trans-Alaska  pipeline  and  west  coast  petroleum 

supply,  11559 
Trans-Alaska      pipeline      authorization      act, 
waiver  of  60-day  notice  period - 
hearings,  07278 
underground    storage    of    natural    gas    by    in- 
terstate pipeline  companies,  05800,  12204 
Pipefitters,  see  Pipe  fitters. 
Pipeline,  see  Pipe  lines. 
Pipelines,  see  Pipe  lines. 
Pisgah  National  Forest: 

N.C.,  Tenn.,  Appalachian  Trail,  general  infor- 
mation, 09600 
Shining  Rock  Wilderness,  general  information, 
12327 
Pitcairn  Island: 

new  species  of  marine  mollusks  from  Pitcairn 
Island  and  Marquesas,  01556 
Pitch: 

noise    data    from    tests    of    1.83-meter,    6-ft, 
diameter    variable-pitch    1.2-pressure-ratio 
fan  QF-9,  06201 
Pitch  (motion): 

dynamic   heave-pitch   analysis   of   air  cushion 
landing  systems,  12767 
Pitch  pine,  see  Pine. 
Pittsburgh  Mining  and  Safety  Research  Center: 

research  and  development  activies,  06083 
Pittsburgh,  Pa.: 

geologic  factors  affecting  mining  of  Pittsburgh 

coalbed,  08093 
Ohio  River  navigation  charts,  Pittsburgh,  Pa., 
to  New  Martinsville,  W.Va.,  02437 
Place-names,  see  Geographical  names. 
Placement: 

selective    placement    in    Federal   civil    service 

employment,  handbook,  01799 
tests  and  other  applicant  appraisal  procedures, 
Federal    personnel    manual     supplement, 
03860 
Plague: 

bibliography,     Russian     literature,     1740-1964, 

USSR  study,  02828 
bibliography,     Russian     literature,     1974-1964, 
USSR  study,  02827 
Planers: 

planers  and  shapers,  industrial  plant  equipment 
handbook,  07335 
Planetary  atmosphere,  see  Atmosphere. 
Planetary  science: 
hearings,  05416 

planetary     science     and     earth's     upper     at- 
mosphere, 05416 
Planetary-interplanetary  program: 

new  data  available  on  solar  and  interplanetary 
phenomena,  09320 
Planets: 

my  blue  planet,  02998 

optimal  three-dimensional  reusable  tug  trajec- 
tories   for    planetary    missions    including 
correction  for  nodal  precession,  12843 
Planforms: 

aerodynamic  and  flow-visualization  studies  of 
variations   in   geometry   of  irretular  plan- 
form    wings    at    Mach    number    of    20.3, 
10150 
Plankton,  see  also  Zooplankton. 
Planning: 

analytical  methods  in  planning  flood  control, 

09297 
community   involvement   in   highway   planning 

and  design,  02515 
community  planning  guide  to  weatherization, 
10632 
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environmental    organization    change   and    man- 
power planning  in  Ohio,  09326 
FHWA  computer  programs  for  urban  transpor- 
tation planning,  02516 
improved   planning  and   management  of  infor- 
mation     systems      development      needed, 

GAO  report,  01097 
improved    planning    must    before    department 

wide  automatic  data  processing  system  is 

acquired    for    Department    of    Agriculture. 

09748 
industrial  preparedness  planning  manual,  09137 
information    and    referral    program    configura- 
tion, guide  for  statewide  planning,  00012 
literature    search,    law    enforcement    facilities. 

planning,  design,  construction.  08211 
low  to  develop  and  apply  work  plans,  Federal 

supervisor's  guide,  09162 
Markovian  model  for  assessment  of  personnel 

hiring  plans.  12822 
national     profile     of     Section     208,     areawide 

managment  planning  agencies,  12071 
selected    annotated    bibliography    on    housing 

and  planning,  07857 
simulation    city    approach    for    preparation    of 

urban  area  planning  data  bases,  05747 
State  vocational  rehabilitation  agency,  program 

and  financial  plan,  06466 
systematic       interdisciplinary       approach       in 

highway  planning  and  design,  02540 
Planning  (economics),  see  Economic  policy. 
Planning       (programming),       see       Programming 

(planning). 
Plans,         see         Architecture-Computer         pro- 
grams/programming. 
Plant  diseases: 
forest  diseases,  forest  ecosystem  of  southeast 

Alaska,  09615 
see  Diseases  of  plants. 
Plant  pests,  see  Pests. 
Plant  Variety  Protection  Office: 

official  journal.  04316 
Plantations: 
growth  of  longleaf  pine  plantations  after  initial 

thinning,  09723 
Mississippi    River    flood's    impact    on    natural 

hardwood  forests  and  plantation,  05843 
southwestern  mixed  conifer  plantation,  02637 
Planters  (seed): 

growing  media  affect  size  of  container-grown 

red  pine,  09634 
Planting: 

facilities  operations  and  maintenance,  grounds 

and      pavement,      landscaping,      planting 

design,  02696 
Maryland,     local     sources     of     black     walnut 

recommended,  09643 
see  Forest  planting. 
Plants: 
behavior  of  pesticides  in  plants,  12289 
collecting  and  preserving  plants,  guide,  09646 
endangered  and  threatened  species  of  United 

States - 
report,  04999,  10722 
flora         of         Micronesia,         Casuarinaceae, 

Piperaceae,  and  Myricaceae,  08367 
floral  greenery  from  Pacific  Northwest  forests, 

01041 
generic  names  of  fossil  plants,  1966-73,  index, 

05869 
moving,   traveling,   trading  plants,   leave   pests 

behind,  10402 
official  journal  of  the  Plant  Variety  Protection 

Office,  04316 


plant  inventory,  material  introduced,  00014 

plant  protection  through  chemistry.  USSR 
study,  07910 

plants  for  conservation  and  quality  environ- 
ment, 13094 

seeds  and  plants  for  home  gardens,  11046 

subarctic  plant  communities  and  associated 
litter  and  soil  profiles  in  Caribou  Creek 
research  watershed,  interior  Alaska,  05607 

see  also  Diseases  of  plants. 
Plants  (industrial): 

annual  survey  of  manufactures,  expenditures 
for  new  plant  and  new  equipment,  01775 

control  of  reclamation  (sinter)  plant  emissions 
using  electrostatic  precipitators,  12044 

distilled  spirits  plants,  code  of  Federal  regula- 
tions, 10461 

employment  outlook- 
laundry  and  dr> cleaning  plants,  10038 

environmental  factors  in  coal  liquefaction 
plant  design,  06649 

expenditures  for  plant  and  equipment,  census 
of  manufactures,  10533 

facilities  operations  and  maintenance,  plant 
management  systems,  02687 

fluoride  emissions  from  phosphoric  acid  plant 
gypsum  ponds,  05707 

in-plant  control  of  food  processing  waste- 
water, 01600 

industrial  plant  equipment  handbook,  aircraft 
maintenance  and  repair  shop  specialized 
equipment,  05576 

industrial  plant  equipment  handbook,  centrifu- 
gals, separators  and  filters,  05577 

industrial  plant  equipment  handbook,  driers, 
dehydrators,  and  anhydrators,  05575 

industrial  plant  equipment  handbook,  drilling 
and  tapping  machines,  00723 

industrial  plant  equipment  handbook,  electrical 
and  electronic  properties,  measuring  and 
testing  instruments,  07334 

industrial  plant  equipment  handbook,  seconda- 
ry metal  forming  and  cutting  machines, 
11658 

industrial  plant  equipment  handbook,  stimu- 
lated coherent  radiation  devices,  lasers, 
00724 

molecular  sieve  control  process  in  sulfuric  acid 
plants,  12038 

planers  and  shapers,  industrial  plant  equipment 
handbook, 07335 

plant  scale  studies  of  magnesium  carbonate 
water  treatment  process,  05717 

proceedings  of  special  session  on  plant  and 
equipment  design  features  for  radiation 
protection,  07457 

resource  recovery  plant  cost  estimates,  00955 

resource  recovery  plant  implementation,  00954 

sinter  plant  windbox  gas  recirculation  system 
demonstration,  12026 

survey  of  plant  capacity,  current  industrial  re- 
ports, 00168 

testing  of  molecular  sieve  used  to  control  mer- 
cury    emission     from     chlor-alkali     plant, 
05715 
Plasma: 

barium  cloud  evolution  and  striation  formation 
in  magnetospheric  release,  10171 

controlled  fusion  and  plasma  research,  litera- 
ture search,  07506 

current  from  dilute  plasma  measured  through 
holes  in  insulators,  02990 

investigation  of  interaction  of  high-frequency 
oscillations  in  decimeter  range  with 
plasma  in  Tokamak  TM-3  unit,  07474 
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Plasma -Con. 

ionospheric  measurements,  10184 

plasma    physics    and    problems    of    controlled 
thermonuclear  fusion,  07475 
PLASTEC,    see    Plastics    Technical    Evaluation 

Center. 
Plaster  boards: 

fire    endurance    of   gypsum    board    walls    and 
chases    containing    plastic     and    metallic 
drain,  waste  and  vent  plumbing  systems, 
03002 
Plasterers: 

employment  outlook,  09984 
Plasticity: 

finite  elastoplastic  deformation,   FIPDEF  and 
FIPAS    programs    for   CDC    6600,    user's 
guide  for  analysis,  10101 
Plastics: 

clinical  evaluation  of  acrylic  pontic  adhesively 
bonded  to  uncut  abutment  teeth,  06076 

directory  in  plastics  knowledgeable  govern- 
ment personnel,  09167 

fact  sheet,  09100 

fire  endurance  of  gypsum  board  walls  and 
chases  containing  plastic  and  metallic 
drain,  waste  and  vent  plumbing  systems, 
03002 

PLASTEC  note,  09166 

PLASTEC  report,  09167 

plastic  membrane  vs.  glass-fiber  filter  in  han- 
dling aqueous  samples,  09487 

plastic  scintillators  for  detecting  prompt 
gamma  rays  in  continuous  analysis  of  bulk 
materials,  10083 

polyurethane  foam  decomposition  products  re- 
lated to  aircraft  cabin  flash  fires,  10312 

potential  for  energy  conservation  in  9  selected 
industries,  selected  plastics,  00977 

production  and  sales,  10342 

recovering  polyurethane  foam  and  other 
plastics  from  auto-shredder  reject,  08092 

rubber  and  plastics,  hose,  and  belting,  00160 

shipments  of  selected  plastics  products,  00161 

shipments  of  selected  plastics  products,  cur- 
rent industrial  reports,  10553 

standards  and  other  information  on  ther- 
moplastic piping  in  residential  plumbing, 
review,  12863 

synthetic     resins     segment     of     plastics     and 
synthetic    materials    manufacturing    point 
source      category,      effluent      limitations 
guidenes,  09351 
Plastics  Technical  Evaluation  Center: 

PLASTEC  note,  09166 

PLASTEC  report,  09167 
Plate  glass,  see  Glass. 
Plates: 

bands,  markers,  plates,  and  signs,  Federal 
item  identification  guide,  00753,  11725 

flutter  analysis  of  2  parallel  elastically  coupled 
flat  plates,  02982 

heat  transfer  and  flow  friction  performance  of 
heated  perforated  flat  plates,  09458 

metal  bars,  rods,  wires,  sheets,  plates,  and 
shapes,  Federal  item  identification  guide, 
07348 

relaxation  of  unsteady  turbulent  boundary 
layer  on  flat  plate  in  expansion  tube, 
10132 

shear-flexible       finite-element       models       of 
laminated    composite    plates    and    shells, 
08153 
Plating: 

ion  plating  with  induction  heating  source, 
12796 


plated  ware,  census  of  manufactures,  06593 
Platinum: 

catalysts  of  platinum  used  in  producing  capro- 
lactam,  suspension  of  duty- 
report,  05013 
catalysts  used  in  producing  caprolactam,  duty 
suspension - 
report,  00588 
platinum-group   metals,    mineral   industry   sur- 
vey, quarterly,  04357 
platinum-group   metals,   mineral   industry   sur- 
veys, 08065 
Playgrounds: 

facilities  operations  and  maintenance,  grounds 
and  pavement,  play  areas  and  equipment, 
02699 
playground  equipment,  fact  sheet,  11631 
Plotting  boards  and  plotting: 

program  for  plotting  annotated  track,  06435 
Plowing,  see  Tillage. 
Plugs: 

caps    and    plugs,    Federal    item    identification 

guide,  00755 
jacks    and    plugs,    Federal    item    identification 

guide,  00738,  07341 
socket,  plug-in  electronic  components,  Federal 
item  identification  guide,  00737 
Plum  Creek: 

flood    hazard    analyses,    Plum    Creek,    Stark 

County,  Ohio,  10283 

flood  plain  information,  09245 

Plum  Island  Animal  Disease  Center: 

research  on  foreign  diseases  of  animals,  10373 
Plumbers: 

employment  outlook,  09990 
Plumbers'  supplies: 

plumbing    fixtures    and    accessories,    Federal 

item  identification  guide,  09153 
plumbing   fixtures,   current   industrial   reports, 

00170,  03693 
plumbing,  heating,   and   sanitation   equipment, 
Federal  item  identification  guide,  07361 
Plumbing: 

fire    endurance    of   gypsum    board    walls    and 
chases    containing    plastic    and    metallic 
drain,  waste  and  vent  plumbing  systems, 
03002 
one-story   and  split-level  residential  plumbing 
systems  with  reduced-size  vents,  hydrau- 
lic performance,  laboratory  studies,  12862 
plumbing,  heating  (except  electric)  and  air  con- 
ditioning, special  trade  contractors,  census 
of  construction  industries,  04803 
plumbing,   heating,  and   sanitation   equipment, 

Federal  item  identification  guide,  11765 
standards    and    other    information    on    ther- 
moplastic  piping  in  residential  plumbing, 
review,  12863 
Plumbing  fixtures,   s<ee  Plumbers  supplies-Plum- 
bers' supplies. 
Plumes: 

adaptation  of  Gaussian  plume  model  to  incor- 
porate multiple  station  data  input,  02452-3 
data  set  for  noble  gas  plume  exposure  model 
validation,  00864 
Plumonary  functions,  see  Respiratory  system. 
Plums: 

minimum  grade  standards - 
law,  04895 
report,  05065,  10899 
Plutonium: 

plutonium    and    other   transuranium    elements, 
proceedings  of  public  hearings,  Washing- 
ton, D.C.,  06458 
transplutonium  elements,  bibliography,  07504-5 
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Plywood: 

Federal  item  identification  guide.  09148 
local  resistance  of  conventional  plywood  sub- 
flooring     to     concentrated     load,     study, 
03001 
lumber  and  plywood  used  in  California  apart- 
ment construction,  09698 
lumber,      plywood,      and      related      products, 
Federal  item  identification  guide,  11722-4 
PNERL,   see    Pacific    Northwest    Environmental 

Research  Laboratory. 
Pneumoconiosis: 

Black  lung  benefits  act  of  1972,  first  annual  re- 
port on  administration,  07455 
Black  lung  benefits  reform  act- 

report.  10998 
field   testing   microrr.iner,   research  continuous 

miner,  12749 
improvements    needed    in    processing   widows' 
claims  for  black  lung  benefits,  01 105 
PNG,  see  Papua  New  Guinea 
Podiatrists,  see  Chiropodists. 
Pohopoco  Creek: 

outlet    works    for    Beltzville    Dam.    Pohopoco 
Creek,  Pa.,  05673 
Point  Judith,  R.I.: 

marine  casualty  report,  08314 
Poisoning: 

we  want  you  to  know  about  preventing  child- 
hood poisonings,  05569 
Poisonous  gases: 

prohibition    of    use    in    war    of    asphyxiating, 
poisonous    or    other    gases,    and    of    bac- 
teriological methods  of  warfare,  protocol, 
03306 
Poisons: 

contact   toxicity   of    14   insecticides   tested   on 

pine  butterfly  larvae,  09679 
contact  toxicity  of  17  insecticides  applied  topi- 
cally to  adult  bark  beetles,  05834 
contact   toxicity   of  40   insecticides   tested   on 

pandora  moth  larvae,  12318 
lethal  dietary  toxicities  of  environmental  pollu- 
tants to  birds,  12264 
locked  up  poisons  prevent  tragedy,  05564 
methods    for    acute    toxicity    tests    with    fish, 
macroinvertebrates  and  amphibians,  09363 
National    Clearinghouse    for    Poison    Control 

Centers,  bulletin,  04252 
oak   leaf  roller,   contact   toxicity   of  4  insecti- 
cides applied  to  larvae,  09707 
parametric  studies  with  atmospheric  diffusion 
model  that  assesses  toxic  fuel  hazards  due 
to    ground    clouds    generated    by    rocket 
launches,  06231 
poison  prevention  packaging,   alternatives  for 

older  consumers  and  handicapped,  11640 
poison  prevention  packaging,  fact  sheet,  09103 
poison     prevention     packaging,     what     phar- 
macists should  know,  11641 
poisonous    household    products,    fact    sheet, 

09084 
registry    of    toxic    effects    of    chemical    sub- 
stances. 08243 
I      rodenticides  and  mammal,  bird  and  fish  toxi- 
cants,   EPA    compendium    of    registered 
pesticides,  03788 
subfile  of  NIOSH  toxic  substances  list,  08245 
Toxic  substances  control  act- 

hearings,  06988 
toxicity  bibliography,  04588 
toxicity  of  phosphine  at  various  concentrations 
and     temperatures     to     cigarette     beetle, 
08538 


toxicity       of       stabilized       and       unstabilized 
pyrethrins  applied  to  western  spruce  bud 
worm,  12320 
see  Pesticides. 
Poland: 

economic    trends    and    their    implications    for 

United  States,  07883 
fisheries  in  western  region  of  middle  Atlantic 

Ocean,  agreement,  13125 
fisheries,     northeastern     Pacific     Ocean     off 

United  States  coast,  agreement,  03322 
Income  Tax  Convention  with  Polish  People's 

Republic,  07080 
maritime  matters,  agreement,  13120 
Polish     People's     Republic,     development    of 

agricultural  trade,  joint  statement,  03230 
United  States-Poland  economic  relations,  1975, 
status,  02130 
Polar  bears,  see  Bears. 
Polar  orbits,  see  Orbits. 
Polar  regions,  see  Arctic  regions. 
Polarization  (light): 

polarized  reflected  light  in  remote   sensing  of 
soil  moisture,  potential  use,  08598 
Polarization  (radio): 

digitizer    performance     under    conditions    of 
linear   and    circular    antenna    polarization, 
10322 
Polecat  Bench  area: 

Shoshone,     Wyo.,     construct,     operate,     and 
maintain  - 
report,  00621 
Poles: 

poles,  piles  and  ties,  10409 
Police: 

abstracts,  police-community  relations,  01211 
budgetary,  organizational,  and  personnel  data 
on   departments   and   agencies   performing 
police  or  investigative  activities,  00675 
District  of  Columbia,  salary  increase - 
law,  04877 
report,  05034,  05343 
family  crisis  intervention,  from  concept  to  im- 
plementation, 05964 
International     Criminal     Police     Organization 
United  States  participation  review - 
hearings,  07198 
law    enforcement    officers    killed,    summary, 

12139 
Metro  Transit  police  force,  establish- 

hearings,  02040 
neighborhood  team  policing,  07935 
pay  and  retirement,  District  of  Columbia- 
hearings,  02037 
police  cars  and  energy  conservation,  07929 
police  educational  characteristics  and  curricu- 
la, 07932 
police  officers,  State  police  officers,  employ- 
ment outlook,  09970 
police  traffic  services,  08236 
retirement   annuities   of   Federal   law   enforce- 
ment personnel- 
hearings.  11188 
terms   and   definitions   for  police   patrol  cars, 
02838 
Polish  People's  Republic: 

funding     of     cooperation     in      science     and 

technology,  agreement,  03224 
see  Poland. 
Political  activity,  see  Politics. 
Political  campaigns,  see  Elections. 
Political  conventions: 

delegate  selection,  10787 
Political  economy,  see  Economy. 
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Political  parties: 

congressional       committees       and      two-party 

system,  11083 
document    filing    by    Federal    candidates    and 

political  committees,  10797 
House  leadership,  party  caucuses  and  commit- 
tee structure,  08869 
party    leaders     and    standing    committees    in 
House  of  Representatives,  11084 
Political  science: 

legislative  oversight  on  bureaucracy,  08873 
Politics: 

deprivation    of    employment    on    account    of 
political  contribution  - 
hearings,  1 1 162 
Eastern  Europe,  translations,  04595 
Federal  employees'  political  activities  act- 
hearings,  07309 
Federal  employees'  political  activities  act- 
hearings,  05235 
report,  01967,  07132,  10942 
Federal    employees'     political    activities     act, 

documentary  background,  07307 
Persian     Gulf,     money,     politics,     arms,     and 
power  - 
hearings,  11100 
political   activities   under   Comprehensive   em- 
ployment and  training  act,  06645 
political     contributions     to     foreign     govern- 
ments- 
hearings,  1 1535 
political  contributions,  tax  deduction  and  tax 

credit,  02801 
political  intelligence  in  Internal  Revenue  Ser- 
vice, Special  Service  Staff,  09053 
shape    of    the    future    for    American    political 

system,  08878 
State  and  local  employees  political  participa- 
tion, 10599 
toward  House  of  worse  repute  or  how  to  be 

rubber  stamp  with  honor,  08889 
USA,         economics,         politics,         ideology 

(periodical),  04647 
USSR,  political  and  sociological  affairs,  trans- 
-      lations,  04610 
Polk  County,  Fla.: 

floods   on    Saddle    Creek,    Peace    River,    Fla., 
05658 
Polk  County,  Nebr.: 

soil  survey  report,  13103 
Pollack: 
pollock,    pollachuis    virens,    as    food    fish   for 
military  procurements,  00085 
Pollen: 

Normapolles   pollen   from    Mississippi   embay- 
ment,  07843 
Pollination,  see  Fertilization  of  plants. 
Pollock,  see  Pollack. 
Pollock-Herreid    unit,    see    Pick-Sloan    Missouri 

Basin  program. 
Polls,  see  Public  opinion  polls. 
Pollutants: 
movement  and  dispersion  of  soluble  materials 
in  Salem  Creek,  Muddy  Creek,  and  Yad- 
kin   River    between    Winston-Salem    and 
Salisbury,  N.C.,  12455 
Pollution: 
amortization    of    pollution    control    facilities, 

02725 
basics  of  pollution  control,  01599 
chronic    exposure   effects   of   low-level   pollu- 
tants in  environment,  00509 
cleaning   up  Great  Lakes,   United   States  and 
Canada  are  making  progress  in  controlling 


pollution  from  cities  and  towns,  GAO  re- 
port, 07812 

combustion  control  of  pollutants  from  multi- 
burner  coal-fired  systems,  09384 

compilation  of  Federal,  State,  and  local  laws 
controlling  nonpoint  pollutants,  02449 

compilation  of  methodology  used  for  measur- 
ing pollution  parameters  of  landfill 
leachate,  07547 

control    facilities,    Tennessee    Valley    Authori- 
ty- 
report,  10885 

control  technology  for  pesticide  formulators 
and  packagers,  09405 

control,  deep  tunnel  plan  for  Chicago  land 
area,  09427 

effects  of  pollution  abatement  on  international 
trade,  08911 

endangered  sea  (remarks),  05695 

environmental  pollution  and  control,  weekly 
Government  abstracts,  04701 

evaluation  of  pollution  control  in  fossil  fuel 
conversion  processes,  02461-2,  12052-3 

evaluation  of  pollution  control  in  fossil  fuel 
conversion  processes,  coal  treatment, 
00928 

evaluation  of  the  strength  and  seakeeping  abili- 
ty of  pollution  control  barriers,  06657 

facilities  operations  and  maintenance,  pollution 
abatement,  02704 

facilities  operations  and  maintenance,  pollution 
abatement,  noise  pollution,  02705 

financial  incentives  and  pollution  control, 
09474 

fish  kills,  13249 

fish  kills  caused  by  pollution,  13247 

gas  sampling  method  for  determining  pollutant 
concentrations  in  flame  zone  of  2  swirl- 
can  combustor  modules,  06208 

health  effects  of  environmental  pollution, 
12064 

high-temperature  chemical  kinetic  study  of  H2- 
CO-C02-NO  reaction  system,  06235 

interim  report  on  impact  of  Public  Law  92-500 
on  municipal  pollution  control  technology, 
07571 

lethal  dietary  toxicities  of  environmental  pollu- 
tants to  birds,  12264 

litter  bit  is  not  enough  (address),  12069 

LPPSD  technical  information  exchange  docu- 
ment, 07596-9 

manufacturers'  pollution  abatement  capital  ex- 
penditures and  operating  costs,  00167 

pollutant  analysis  cost  survey,  09391 

pollution  abatement  in  copper  wire  mill,  13184 

pollution  abatement  in  fruit  and  vegetable  in- 
dustry, 01599-601 

pollution  control  in  fossil  fuel  conversion 
processes,  evaluation,  05704 

reduction  of  atmospheric  pollution  by  applica- 
tion of  fluidized-bed  combustion  and 
regeneration  of  sulfur-containing  addi- 
tives, 00935 

remote  sensing  of  pollutants  computerized 
reduction  of  long-path  absorption  data, 
08277 

SBA  assistance   for  agricultural  concerns  and 
to  meet  pollution  standards - 
hearings,  11213 

symposium  on  low  pollution  power  systems 
development,  07598 

see  also  Air  pollution-Water  pollution. 
Polyelectrolytes: 

role  of  polyelectrolytes  in  filtration  processes, 
00942 
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Polyester  concretes,  see  Resins. 
Polyethylene: 
automatic   produce-bagging   machine  that   uses 
factory-roll  polyethylene  net  tubing,  08522 
radiation    cross     linking    of     polyethylene     in 
heterogeneous       systems,       investigation, 
I  SSK  study.  12603 
Polygraphs: 
use    of    polygraphs    and    similar    devices    by 
Federal  agencies - 
report,  II 00 1 
Polyimides,  see  Amides 
Polymers  and  polymerization: 

El    Dorado    Miccllar-Polymer     Demonstration 

Project,  description.  07462 
graphite  polyimide    composite    for    application 

to  aircraft  engines.  10161 
introduction    to    concrete    polymer    materials. 

07666 
materials,  compilation,  06196 
on-line     mass     spectrometric     monitoring     of 
polymerization      of      phenolic-resin-based 
material.  02979 
polymer  shotcrete,  initial  development,  10276 
Polynomials: 

Monte  Carlo  investigation  of  experimental  data 
requirements  for  fitting  polynomial  func- 
tions, 12817 
Polynuclear  hydrocarbons,  see  Hydrocarbons. 
Polyurethane,  see  Urethanes 
Polyurethanes,  see  Urethanes. 
Pond,  Ivy  M.,  see  Glockner.  Ivy  M. 
Ponderosa  pine,  see  Pine. 
Ponds: 

fluoride  emissions  from  phosphoric  acid  plant 

gypsum  ponds,  05707 
sealing  stock  pond  bottoms,  08576 
Pontics,  see  Teeth. 
Pooling: 
buspools.  13190 
incentives  to  carpooling,  13200 
legal    and    institutional    issues    of    carpooling, 

13202 
manual  carpool  matching  methods,  13204 
organization  for  carpooling,  13206 
pooling  arrangement  between  minor  carriers  - 

hearings.  11508 
review  of  matching  software  and  procedures, 

13208 
transit/taxi  coordination.  13210 
vanpools.  1  321 1 
Poor: 

D.C.  public  defender  service,  exemplary  pro- 
ject. 12615 
low-income  groups  not  helped  by  Agency  for 
International  Development's  Housing  In- 
vestment Guaranty  program.  GAO  report, 
07712 
nutrition  and  special  groups  - 

hearings,  02313 
outpatient  health  care  in  inner  cities,  its  users, 
services  and  problems,  GAO  report,  05860 
Popcorn: 

acreage  increases.  03340 
Pope.  Eileen  W    K  : 

relief.  04975 
Poplar  Creek: 

floods  in  South  Boston,  Dan  River,  Lawsons 
Creek,  09267 
Popo  Agie  Wilderness: 

proposal,  00289 
Poppet  valves,  see  Valves. 
Poppy: 

clipping  affects  flowering  of  California-poppy 
at  2  growth  stages.  02619 


more  California  poppy  in  stubble  field  than  in 
old  field.  12321 

narcotic  drugs,  detection  of  opium  poppy  cul- 
tivation, agreement  with  Mexico,  03164. 
03240 

Turkish  opium  poppy  control.  10799 
Population,  06627 

activities  of  International  Development  Agen- 
cy, report,  12577 

alternative  futures  for  nonmetropolitan  popula 
tion,  income,  employment,  and  capital. 
00017 

census   records,   use  and   transfer   to   National 
Archives- 
hearings,  1 1 181 

census,  procedural  history.  10536 

census,  subject  reports.  00125 

census,  supplementary  report,  06597-9,  10537-8 

centers  of  population  for  States  and  counties, 
01781 

Colorado  counties  and  metropolitan  areas, 
estimates,  08655 

compilation  of  current  data  on  total  population 
between  censuses  - 
hearings.  07013 

critique  of  role  of  time  allocation  in  river  basin 
model.  05741 

current  population  reports.  Federal-State 
cooperative  program  for  population  esti- 
mates, 08659 

current  population  reports.  03701-8- 

population  estimates  and  projections,  series, 
04808.  04810 

current  population  reports,  population  esti- 
mates and  projections,  0481 1 

current  population  reports,  consumer  income, 
series,  08652.  08662 

current  population  reports,  Federal-State 
cooperative  program  for  population  esti- 
mates. 00180-2.  04826-32,  08654-63.  10570- 
2 

current  population  reports,  population  charac- 
teristics, 00173-5,  06621,  10560 

current  population  reports,  population  esti- 
mates and  projections,  00177-9,  00185, 
01786,  04812-25.  06624-8,  08653.  08663. 
10562-9 

current  population  reports,  special  censuses, 
10573 

current  population  reports,  special  studies. 
00176,  06622-3,  10561 

current  population  reports, population  esti- 
mates and  projections,  series,  04809 

Eau  Claire  County  and  that  part  of  Eau  Claire 
City  in  Chippewa  County,  Wis.,  special 
census,  00184 

estimated.  Hawaii  counties  and  metropolitan 
areas.  04829 

estimates  of  population  of  States  with  com- 
ponents of  change,  1970-73,  01786 

estimates  of  population  of  United  States, 
04810 

estimates  of  population  of  United  States,  cur- 
rent population  reports,  04825 

estimates  of  population,  counties,  04809 

estimates.  Arkansas  counties  and  metropolitan 
areas.  04832 

estimates,  Colorado  counties  and  metropolitan 
areas,  04827 

estimates,  Delaware  counties  and  metropolitan 
areas.  04831.  04831 

estimates.  Maryland  counties  and  metropolitan 
areas,  04824 

estimates,  Michigan  counties  and  metropolitan 
areas,  04830 
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Population,  06627-Con. 
estimates,  Nebraska  counties  and  metropolitan 

areas,  04828 
estimates.      South      Dakota      counties      and 

metropolitan  areas,  04826 
exposure  to  X-rays,  U.S.  1970,  Public  Health 

Service  study,  09455 
exposure  to  X-rays,  U.S.  1970,  Public  Health 

Service  study,  13066 
fact  sheet,  08417 
farm  population  estimates,  1037"/ 
Federal  formula  grant-in-aid  programs  that  use 

population   as  factor  in   allocating  funds, 

07018 
Georgia  counties  and  metropolitan  areas,  esti- 
mates, 10571 
Kentucky  counties  and  metropolitan  areas  esti- 
mates, 08659 
Louisiana,  population  and  per  capita  income 

estimates    for   praishes    and    incorporated 

places,  10565 
Michigan    counties    and    metropolitan    areas, 

estimates,  08657 
mobility  of  population  of  United  States,  00174 
Montana  counties  and  metropolitan  areas,  esti- 
mates, 00182 
national    growth    policy,    Federal    and    State 

developments    in    1973,    print    as    Senate 

document - 
report,  05381 
Nebraska    counties    and    metropolitan    areas, 

estimates,  10572 
Nebraska,   estimates  of  population,  counties, 

10566 
Nevada  counties  and  metropolitan  areas,  esti- 
mates, 08654 
New  Jersey  counties  and  metropolitan  areas, 

estimates,  08658 
New  Mexico  counties  and  metropolitan  areas, 

estimates,  10570 
North    Carolina    counties    and     metropolitan 

areas,  estimates,  08656 
Ohio,  estimates  of  population,  counties,  10567 
Pennsylvania  counties  and  metropolitan  areas, 

estimates,  00180 
population    distribution    of    United    States    as 

function  of  outdoor  noise  level,  09454 
population,  1973,  and  1972  per  capita  income 

estimates    for   counties    and    incorporated 

places  in  Colorado,  10564 
population,  1973,  and  1972  per  capita  income 

estimates    for   counties   and    incorporated 

places  and  selected  minor  civil  divisions  in 

New  York,  04820 
population,  1973,  and  1972  per  capita  income 

estimates    for   counties    and    incorporated 

places  in  California,  04812 
population,  1973,  and  1972  per  capita  income 

estimates    for   counties    and    incorporated 

places  in  Colorado,  04813 
population,  1973,  and  1972  per  capita  income 

estimates    for   counties    and    incorporated 

places  in  Florida,  04814 
population,  1973,  and  1972  per  capita  income 

estimates    for   counties   and    incorporated 

places  in  Idaho,  04816 
population,  1973,  and  1972  per  capita  income 

estimates    for   counties    and    incorporated 

places  in  Iowa,  04818 
population,  1973,  and  1972  per  capita  income 

estimates    for   counties    and    incorporated 

places  in  Tennessee,  08653 
population,   1973,  and  1972  per  capita  income 

estimates    for   counties    and    incorporated 

places  in  Washington,  04823 


population,  1973,  and  1972  per  capita  income 
estimates  for  counties,  and  incorporated 
places  in  Oregon,  04821 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties,  incorporated 
places  and  selected  minor  civil  divisions  in 
Indiana,  04817,  04819 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties,  incorporated 
places,  and  selected  minor  civil  divisions 
in  South  Dakota,  04822,  08663 

projections  of  population  of  United  States, 
00178 

projections  of  population  of  voting  age,  for 
States,  10562 

race  of  population  by  county,  10538 

Sarpy  County,  Nebr.,  special  census,  10573 

sciences,  biomedical  research  index,  04358 

Scotland ville  before  highway,  analysis  of  land 
use,  population  density  and  minority  busi- 
ness before  Scotlandville  Bypass,  08457 

social  and  economic  characteristics  of  older 
population,  00176 

social  and  economic  status  of  black  popula- 
tion, 06623 

South  Carolina  counties  and  metropolitan 
areas,  estimates,  00181 

special  censuses,  summary,  00183 

strategy  for  balanced  population   growth  and 
economic  development- 
hearings,  07024 

summary  of  special  censuses,  06629 

tabulations  of  population  for  State  legislative 
apportionment  or  districting - 
hearings,  07011 
law,  06713 
report,  00425,  07146 

United  States  estimates,  00177,  00179,  00185 

United  States,  estimates,  04808,  06624,  06628, 
10568 

United  States,  estimates  and  components  of 
change,  10563 

United  States,  estimates  of  population,  06625 

United  States,  illustrative  projections  of  first 
births,  06626 

United  States,  trends  and  prospects,  06622 

use  of  current  population  data  in  administra- 
tion of  Federal  laws- 
report,  07149 

Washington  counties  and  metropolitan  areas, 
estimates,  08660 
Population  Growth  and  American  Future 
Commission: 

subject    and    name    indexes    to    publications, 
11193 
Porcelain: 

proof  testing  of  porcelain  insulators  and  appli- 
cation of  acoustic  emission,  10189 
Porcelain  enamel,  see  Enamel. 
Pork: 

frozen  pork  bellies,  commitments  of  traders, 
03585 

warehousing    frozen    pork    bellies    and    hams, 
08514 
Porosity: 

effect  of  porosity  on  hydrostatic  compression 
of  ice,  07518 
Porous  materials: 

porous  friction  courses  and  roadway  surface 
noise,  12155 
Porphyries: 

blasting  tests  in  porphyry  copper  deposit  in 
preparation  for  in  situ  extraction,  08090 
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Port  Angeles  Harbor,  Wash  : 

ITT  Rayonier,  Inc    Outfall,  Port  Angeles  Har- 
bor, Wash  .  evaluation,  09418 
Port  Angeles,  Wash.: 
land  conveyance- 
hearings,  1 1562 
Port  Hueneme,  Calif.: 
expansion  of  Port  Hueneme.  Calif  ,  hydraulic 
model  investigation.  05675 
Port  Orford,  Ore.: 

harbor  shoaling,  remedial  plans  for  prevention, 
hydraulic  model  investigation,  09308 
Portage  River: 

flood    plains    of    Portage     River,     Livingston 
County,  Mich.,  07835 
Portales,  N.  Mex.: 

salt  deposits  of  Clovis-Portales  area,  east-cen- 
tral New  Mexico.  05887 
Porter  County.  Ind.: 

flood  plain  information,  East  Arm  Little  Calu- 
met   River.    Salt    Creek.    Coffee    Creek. 
11982 
Porters: 

employment    outlook,    bellmen    and    bell    cap- 
tains, 10037 
Portland  cement,  see  Cement. 
Portland  Cement  Association: 

EPA    response    to    remand    ordered    by    U.S. 
Court  of  Appeals  for  District  of  Columbia 
in      Portland      Cement      Association      v. 
Ruckelshaus,  09417 
Portland  General  Electric  Company,  Oreg.: 

fiche  index  for  nuclear  dockets,  00861 
Portland,  Maine: 

floods,   Presumpscot   River,   Falmouth,   West- 
brook,  Gorham.  and  Windham.  00887 
Portland,  Oreg.: 

municipal  government  wage  surveys,  06015 
Portneuf  River  and  Valley: 

floods  in  Inkom,  Idaho,  and  vicinity,  05651 
floods,  McCammon,  Idaho,  and  vicinity,  00883 
Portraits: 
checklist    of    permanent    collection,    National 

Portrait  Gallery,  01465 
late  Philip  J.   Philbin,  presentation  of  portrait 
to  House  Committee  on  Armed  Services, 
10698 
Leonor    K.    Sullivan,    unveiling    of    portrait, 

04995 
Ray  J.  Madden  portrait  presentation,  04943 
Ports: 
construction     of     deepwater     port     facilities 

(remarks),  09545 
deepwater  ports,  07865 
deepwater  ports,  construction  and  operation  - 

report,  05074,  05394 
highlights  of  MarAd  port  activities,  039% 
port    information    sources,    bibliography    and 

directory,  02888 
port  series,  02438.  092% 
Ports  and  waterways  safety  act,  amend- 
hearings,  05470 
Portugal: 
atomic    energy,    cooperation    for    civil    uses, 

agreement,  03150 
complex  of  United  States-Portuguese  relations, 
before  and  after  coup- 
hearings,  05174 
finance,  consulting  services,  agreement,  03285 
finance,     housing     for     low-income     families, 

13124 
foreign  assistance  appropriations,  1975- 

hearings,  05126 
in  transition,  11539 


military    assistance,    payments    under    Foreign 

assistance  act.  agreement,  03315 
mineral   industry,    minerals   yearbook   chapter, 

06112 
redefining  American  interest,  05176 
technical    consultations    and    training,    agree- 
ment, 03276 
United  States  policy  toward  Portugal - 
hearings,  06980 
Portuguese  East  Africa: 

economic    trends    and    their    implications    for 

United  States,  12542 
foreign  assistance  appropriations,  1975- 

hearings.  05126 
mineral   industry.    Minerals   yearbook  chapter, 
02897 
Portuguese  Guinea,  see  Portuguese  West  Africa. 
Portuguese  literature: 

archive  of  Hispanic  literature  on  tape,  descrip- 
tive guide,  10054 
Portuguese  West  Africa: 

foreign  assistance  appropriations,  1975- 

hearings,  05126 
mineral   industry.   Minerals   yearbook  chapter, 

02897 
restrictions  on  assistance- 
report,  0176 
Position  classification,  see  Classification. 
Position  finding: 

analytical  expressions  for  position  error  in  tri- 
angulation  solutions  of  point  in  space  for 
several  station  configurations.  10137 
Position  transmitters: 

emergency  locator  transmitters - 
hearings,  00664 
Possessions  of  United  States,  see  Outlying  pos- 
sessions. 
Post  cards: 

postcard  voter  registration - 
report,  06852 
Post  Office  and  Civil  Service  Committee,  House: 
activities,  94th  Congress,  1st  session,  summa- 
ry, 11194 
calendar,  04133 

committee  print.  07018-20,  08909,  11191-4 
hearings,   00496,   02089-93,  05228-36,   07011-7, 

08910,  11175-90 
investigations    and    studies,    authorization    and 
expenses- 
report,  08952 
legislative  review,  93d  Congress - 

report,  05083 
report,   00401-2,    00414,   01961 .   01963.   01967, 
05010,  05055,  05083,  06829,  08790,  08832, 
11009,  11012 
Post  Office  and  Civil  Service  Committee, 
Senate: 
calendar,  04152 

committee  print,  05540.  07306-7 
hearings,  02314,  07308-9,  09061,  11603-6 
investigations    and    studies,    authorization    and 
expenses - 
report,  00606 
report,    00570.    00615,    05355.    07084,    07132, 
07143-9.    08938,    08%2,    09004-5,    09011, 
11378 
Post  Office  Department: 

title   39,   United   States  Code,   prior  to  Postal 
reorganization  act,  05540 
Post  offices: 

employment  outlook- 
postal  clerks,  mail  carriers,  12651 
GAO's  recommendation  that  12.000  small  post 
offices  be  closed - 
hearings,  07016 
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national  ZIP  code  directory,  01614 
postal  contracting  manual,  04361 
postal  service  manual,  04363 
small  post  office  closings,  criteria- 
hearings,  11190 
Postage: 
postal  rate  adjustments,  extend  - 
law,  08710 

report,  08820,  08962,  09011 
Postage  stamps: 
banking      and       commerce      commemorative 

stamps,  poster,  01611 
Chautauqua    movement,    10c.    commemorative 

stamp  (poster),  06493 
Christmas  postage  stamps,  1974  (poster),  13223 
commemorative,  posters,  03577 
Kansas    hard    winter    wheat    commemorative 

stamp,  06495 
legend     of     Sleepy     Hollow     commemorative 

stamp  (poster),  06496 
ninteen  seventy-six  treasury  of  stamps,  03366 
precanceled    bulk    rate    stamp    6.3c.    (poster), 

06498 
retarded     children     can     be     helped     stamp 
(poster),  06497 
Postal  bulletin,  see  Postal  service. 
Postal  carriers,  see  Mail  carriers. 
Postal  clerks: 

employment  outlook,  12651 
Postal  contracts,  see  Postal  service. 
Postal  Inspection  Service: 

law  enforcement  report,  04115 
Postal  rates,  see  Postage. 
Postal  service: 
air  service  instructions,  08496 
employment   outlook   for   Post   Office,   postal 

clerks,  mail  carriers,  12651 
forecast    of    Postal    Service     self-sufficiency 

potential,  GAO  report,  07753 
mailing  permits,  06492 
Ogden  postal  service  facilities  - 

hearings,  1 1604 
one  hundred  million  dollars  could  be  saved  an- 
nually in  postal  operations  in  rural  Amer- 
ica without  affecting   quality   of   service, 
09741 
postal  bulletin,  04360 
postal  contracting  manual,  04361 
Postal  Customers   Councils,   your  pipeline   to 

Postal  Service,  13225 
postal  field  hearing- 
hearings,  1 1606 
postal    life,    magazine    for    postal    employees, 

04362 
postal  service  manual,  04363 
postal   service    manual,   excerpts,   instructions 

for  mailers,  04073 
postal  service  manual,  instructions  for  mailers, 

10350 
sales  of  postal  related  items,  report,  07019 
voter  registration  by  mail- 

hearings,  02314 
see  United  States  Postal  Service.,  see  also  In- 
ternational    postal     service-Mail     matter- 
•     Postmasters-United  States  Postal  Service. 
Posters: 
American    Revolution    Bicentennial    Commis- 
sion, 04766-7,  10469 
Civil  Service  Commission,  00210 
Fish  and  Wildlife  Service,  05819 
information    for    Armed    Forces,    Office    of, 

09876 
NASA  aeronautics,  12779 
National  Marine  Fisheries  Service,  06365 


National  Park  Service,  01463,  06389-90,  08283 
National  Parks  Service,  06395 
Naval  Operations  Office,  13014 
poster,  06500- 

commemorative  stamp  series,  06500 
soldier   artist    series    no.    2,    Army    artist   pro- 
gram, posters  from  paintings,  01733 
United  States  Postal  Service- 
commemorative     stamp     series,     06493-500, 
13223 
United  States   Postal  Service  commemorative 

stamp  series,  01611 
United  States  Postal  Service,  commemorative 
stamps,  03577 
Postmaster   General,    see    United    States    Postal 

Service. 
Postmasters: 

certain  postmasters  charged  with  postal  defi- 
ciencies, relief,  10850 
Posts: 

post,  electrical  mechanical  equipment.  Federal 
item  identification  guide,  07357 
Posts  (fences),  see  Fence  posts. 
Postsecondary  education: 

District    of    Columbia    public    postsecondary 
education  act- 
report,  11360 
Potash: 

mineral  industry  surveys,  08066 
preprint    from    Mineral    facts    and    problems, 
01294 
Potassium: 

potassium  topping  cycles  for  stationary  power, 
06166 
Potassium  hydroxide: 

oxygen  reduction  on  several  gold  alloys  in  1- 
molar  potassium  hydroxide,  06206 
Potatoes: 
distribution - 

report,  07096 
futures,  commitments  of  traders,  03584 
golden   nematode    of  potatoes   and   tomatoes, 

06526 
potato  stocks,  04364 

precutting    seed    potatoes    for    higher    quality 
seed  and  greater  returns,  06524 
Potawatomi  Indians: 

general  information,  12489 
Potential: 

lumber  potential   of   12-year-old   saligna  euca- 
lyptus trees  in  Hawaii,  09704 
tables  of  collision  integrals  and  second  virial 
coefficients     for     [m,6,8]     intermolecular 
potential  function,  06289 
Potomac  Heritage  Trail: 

designate    as    component    of    national    scenic 
trails  system  - 
hearings,  00682 
Potomac  River  and  Valley: 

tropical  storm  Agnes,  June  1972,  basins  of 
Susquehanna  and  Potomac  Rivers  and 
Maryland  portions  of  Chesapeake  Bay  and 
Atlantic  Coast,  05663,  09301 
Washington  metropolitan  area,  pollution  of  in- 
terstate waters,  10272 
Pottawatomie  Creek: 

flood       plain        information,       Garnett       to 
Osawatomie,  Kans.,  09246 
Potter,  Lisa  M.: 

relief,  11326 
Poughkeepsie,  N.Y.: 

metalworking  industries,  industry  wage  survey 
report,  07980 
Poultry: 

broiler  marketing  facts,  03473 
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chemical  compounds  aulhon/cd  for  use  under 
USDA  meat,  poultry,  rabbit,  and  egg 
products  inspection  programs,  list,  01714 

Federal  meat  and  poultry  inspection,  1047} 

foreign  agriculture  circulars.  03941 

indemnity  payments  to  poultry  and  egg  produ- 
cers and  processors  - 
hearing.  11050 

intermodal  transport  of  fro/en  poultry 
products  to  overseas  markets.  00031 

issuances  of  meat  and  poultry  inspection  pro- 
gram, 04097 

meat  and  poultry  inspection  manual.  04199 

meat  and  poultry  inspection  regulations.  04200. 
10476 

national  poultry  improvement  plan,  national 
hatcheries,  national  plan  dealers,  and  in- 
dependent flocks,  egg-type  and  meat-type 
chickens,  turkeys,  waterfowl,  exhibition 
poultry  and  game  birds,  participants, 
08532 

poultry  and  egg  situation  (periodical),  04365 

producers     and     processors,     indemnity     pay- 
ments- 
report,  08809,  08%  3 

protect  against  tuberculosis,  do's  and  don'ts 
for  swine,  for  cattle,  for  poultry,  00041 

salmonella  in  raw  meat  and  poultry,  assess- 
ment of  problem.  GAO  report,  09763 

self-instructional  guide,  declared  count,  in- 
spection of  domestic  meat  and  poultry 
products.  01715 

slaughter,  under  Federal  inspection,  monthly 
report,  04366 

statistical  summary.  Federal  meat  and  poultry 
inspection,  01717 
Poverty: 

equal  opportunity  and  full  employment- 
hearings.  00464 

low -income  neighborhoods  in  large  cities. 
10537 

poverty  status  in  1969  and  1959  of  persons  and 
families,  for  States,  SMSA's.  central  ci- 
ties, and  counties,  06599 

selected   vital  and  health   statistics  in  poverty 
and   nonpoverty    areas   of   19   large   cities. 
08225 
POW,  see  Prisoners  of  war 
Powder  metallurgy,  see  Metallurgy 
Powder  River  and  Valley: 

proposed  reservoir  on  Middle  Fork  of  Powder 
River,    draft   environmental    impact   state- 
ment, 07860 
Powders: 

standard    X-ray    diffraction    powder    patterns. 
1  2865 
Power: 

advances  in  measurement  of  rf  power  and  at- 
tenuation using  SQUIDS,  03007 

appropriations,       1975,      water      and      power 
development- 
hearings.  05436 

automotive  power  systems  contractors  coor- 
dination meeting,  summary  report,  07597 

design  and  performance  of  no-single-failure 
control  system  for  mini-Brayton  power 
conversion  system.  08172 

information  on  selected  aspects  of  power 
operations  of  Tennessee  Valley  Authority, 
GAO  report.  07817 

LPPSD  technical  information  exchange  docu- 
ment, 07596-9 

public  works  appropriations,  1976- 
heanngs.  02246-8,  07199.  11473-5 


la*.  06722 
report,  02224 
public  works  appropriations.  1975,  08856- 

hearings.  05435.  05417 
public  works  appropriations,  1976- 

hearings,  05130 -3,  0513"; 
pyroelectric  power  meter  for  measurement  of 

low  level  laser  radiation,  08209 
study   of  integrated  power,   water   and   uastc 

water  utility  complex,  00943 
survey  of  Federal  and  electric  utility  procure- 
ments of  power  equipment.  GAO  report. 
07736 
symposium    on    low    pollution    power   systems 

development,  07598 
systems    engineering    for    power,    status    and 

prospects,  proceedings.  07466 
see      also      Atomic      energy-Electricity-Power 
plants. 
Power  meters,  see  Electric  meters. 
Power  plants: 

coal    fired    power   plant    trace    element    study. 

12000-1 
diesel  engine  as  light-duty  power  plant,  study, 

09481 
magnesia  scrubbing  process  as  appl;  d  to  oil- 
fired  power  plant.  02460 
potassium  topping  cycles  for  station'. y  power, 

06166 
summary  of  proceedings  of  workshop  on  con- 
ceptual   design    studies    of    experimental 
power  reactor-1,  02425 
summary  report  on  modeling  analysis  of  power 

plants  for  fuel  conversion,  00964 
summary     report     on     modeling     analysis     of 
selected  power  plants  in  128   AQCRs  for 
evaluation  of  impact  on  ambient  S02  con- 
centrations, 00962-3 
see  also  Electric  power  plants-Nuclear  reactor 
power  plants. 
Power  resources: 

alternatives    for   consideration    in    energy   pro- 
gram. 05250 
comprehensive  energy  plan,  04992 
concerning  energy  crisis,  04925 
conservation  and  efficient  use  of  energy  - 

report,  05078 
Consumer  energy  act- 

heanngs,  07219 
economic    impact   of   President   Ford's   energy 
program  - 
hearings,  05514 
economics  of  energy  and  natural  resource  pric- 
ing- 
compilation  of  reports  and  hearings,  05152 
efforts    to    develop    2    nuclear    concepts    that 
could   greatly    improve   this   country's   fu- 
ture energy  situation,  GAO  report,  09761 
Emergency   daylight   saving   time   energy   con- 
servation act  amend - 
report.  05366 
Emergency   daylight   saving  time   energy   con- 
servation act.  amend - 
report,  05032 
emergency  housing  and  housing/energy  - 

hearings,  05447 
energy  and  environmental  objectives- 
hearings,  11499 
energy   and   raw    material   potentials   of   wood 

residue  in  Pacific  Coast  States.  09613 
Energy  conservation  and  conversion  act- 
heanngs.  02268 
report.  05099.  10932 
energy     conservation     commemorative     stamp 
(poster),  06494 
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Energy  conservation  in  buildings  act- 
report,  10939,  11438 
energy  conservation  working  paper,  05454- 

hearings,  1 1506 
energy  consumption,  chemical  industry,  09395 
energy  consumption,  paper  stone,  clay,  glass, 

concrete  and  food  industries,  09397 
energy     consumption,     primary     metals     and 

petroleum  industries,  09396 
energy  crisis  and  proposed  solutions,  05261-9, 
08915- 
panel  discussions,  05257-60,  05276 
energy  efficiency  and  environment  (remarks), 

09522 
energy  emergency  management,  conservation, 
and  research- 
report,  08772 
energy  emergency  management,  conservation, 

and  research  plans  (remarks),  09527 
energy  industry,  industrial  reorganization  act- 

hearings,  09051 
energy     related     research     and     development, 
committee  print,  print  additional  copies - 
report,  08988 
energy   research   and  development,  appropria- 
tions, 1975- 
report,  08991 
energy  research  appropriations,  1976- 
hearings,  02246-8,  07199,  11473-5 
law,  06722 
report,  02224 
energy  research  appropriations,  1976- 

hearings,  05130,  05132-5 
energy  research,  appropriations,  1976- 

hearings,  05131 
energy  resources,  review  as  of  1972,  09050 
energy   statistics,   supplement   to   summary   of 

national  transportation  statistics,  08472 
energy-related     research     and     development, 

05412 
energy,  code  of  Federal  regulations,  05806 
energy,  environment,  productivity,  First  Sym- 
posium on  RANN,  research  applied  to  na- 
tional needs,  proceedings,  10225 
energy,    use    it    wisely    around    home,    05765, 

12109 
energy,  weekly  Government  abstracts,  04700 
Federal    Energy    Administration    decision    list, 

03728 
Federal     Energy    Administration     to    conduct 
study  of  energy  needs  - 
report,  05378 
Federal     nonnuclear     energy     research     and 
development  act- 
report,  05071 
financing    requirements    of   energy   industries, 
and  capital   needs  and   policy  choices   in 
energy    industries,    Project    Independence 
blue  print  final  task  force  report,  05782 
fuel  and  energy  data,  United  States  by  States 

and  regions,  06084 
fuel  problems  of  nation's  public  transportation 
system     resulting     from     current     energy 
shortage - 
hearings,  05461 
impact  on  consumer  of  administration's  energy 
proposals - 
hearings,  05469 
implementation    plan    review    as    required    by 
energy    supply    and    environmental    coor- 
dination act,  05727-31,  09432-40 
implementation    plan    review,    as    required    by 
Energy    supply    and    environmental    coor- 
dination act,  00947,  12065-6 


institutional  and  legal  constraints  to  coopera- 
tive energy  research  and  development, 
06409 

managing  power  supply  and  environment, 
09560 

Mines  Bureau,  energy  program,  06086 

monthly  energy  review,  09523 

national  energy  conservation  program  of 
Federal  Energy  Administration  (remarks), 
09529 

national  power  survey,  energy  conservation, 
12197 

national  power  survey,  energy  distribution 
research,  12198 

national  power  survey,  power  generation, 
12199 

oil  shale,  mining  and  energy - 
hearings,  05190 

President's  energy  program  (remarks),  09525 

President's  program  for  energy  (remarks), 
05784 

report  to  Congress  on  foreign  ownership,  con- 
trol and  influence  on  domestic  energy 
sources  and  supply,  07651 

Resources   conservation   and   energy   recovery 
act  of  1974- 
report,  05350 

retrofitting  industrial  processes  to  low  and  in- 
termediate energy  gas  from  coal,  problems 
and  opportunities,  09386 

rising   energy    costs,    impact   on   older   Amer- 
icans- 
hearings,  05420-1 

role  of  nuclear  energy  in  Project  Independence 
(remarks),  09530 

Senate's  national  fuels  and  energy  policy 
study,  publications  list,  09049 

spacecraft  attitude  control  and  energy  storage 
system,  10139 

Standby  energy  authorities  act- 
law,  06705 
report,  02005,  02226 

State  roles  in  expanding  energy  resources 
(remarks),  09531 

strategies  in  curbing  energy  waste  (address), 
09528 

superports  as  an  energy  resource  (address), 
09547 

water  and  energy  self-sufficiency,  05513 

water  for  energy  in  Upper  Colorado  River 
Basin,  report,  09881 

world  energy  resources,  bibliography,  07481 

see  Energy  conservation. 
Power  tools: 

hand  tools,  powered  and  non-powered, 
Federal  item  identification  guide,  00791 

see  Tools. 
Power  transmission: 

miscellaneous  power  transmission  equipment, 
Federal  item  identification  guide,  00784, 
11812 

vehicular     power     transmission     components. 
Federal  item  identification  guide,  11840 
Power  truck  operators: 

employment  outlook,  09939 
Power,  Balance  of,  see  Balance  of  power. 
Powerplants,  see  Power  plants. 
Practitioners: 

practitioner's  guide  to  diagnostic  x-ray  equip- 
ment standard,  13067 
Prairie  Island  Indian  Reservation: 

statistical  data  for  planning,  12496 
Prayers: 

offered  by  House  Chaplain  Edward  Gardiner 
Latch,  92d  and  93d  Congresses,  00309 
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Pre-C'ambnan  period 
changes  in  nomenclature  of  upper  Precambrian 
lo     lower     Paleo/oic      (?)     formations      in 
Natick    quadrangle,     eastern     Mass  .     and 
their   tentative   correlations    with    rocks    in 
Rhode  Island  and  Connecticut.  07831 
f*recious  -stones: 
gem  stones,  mineral  industr>  surveys.  08037-8 
gem  stones,  Minerals  yearbook  chapter.  08076 
Precipitation: 
hourly  data,  by  States,  etc..  04003-46 
Lake    Ontario    basin,    overland    precipitation. 

06375 
Pacific  Northwest,  monthly,  04338 
precipitation-frequency       atlas       of       western 

United  States.  08266-75 
reciprocal  distance  squared  method,  computer 
technique    for   estimating   areal    prccipita 
tion.  10361 
Tennessee  River  basin,  monthly.  04367 
vegetation   responses  to  precipitation,   manag 
ing  semidesert  grass-shrub,  ranges.  08581 
>recipitation  (chemistry): 
hydrogen    peroxide    precipitation    of    uranium 

10086 
zirconium-modified,   precipitation -strengthened 
nickel-30  percent  copper  alloy,  high-tern 
porature  mechanical  properties,  101 II 
Precipitation  gages: 
sleeved    pit    gage    for    summer    precipitation 
09713 
*recipitators,  see  Electrostatic  precipitators, 
decision  instruments: 
gyroscopic  systems  and  instruments  of  preci 

sion  mechanics,  USSR  study,  07914 
standard   reference   materials,   description   and 
use  of  precision  thermometers  for  clinica 
laboratory.  SRM  933  and  SRM  934,  08201 
•redators: 
red    imported    fire    ant,    predator    of    direct 
seeded  longleaf  pine.  09725 
*rediction: 
engineering   prediction   of   turbulent   skin   fric 
tion  and  heat  transfer  in  high-speed  flow 
10135 
Federal  plan  for  marine  environmental  predic- 
tion. 12959 
framework  for  predicting  external  impacts  of 

railroad  abandonment,  06491 
investigation     of    accelerated     life     prediction 

techniques,  01747 
predicting     supersonic     ejector     nozzle     per- 
formance,      assessment       of       analytical 
procedure,  10141 
three-P     sampling,     annotated     bibliography, 
07685 
*regnancy: 
childspacing  and  current  fertility,  00125 
methadone  and  pregnancy,  bibliography.  08247 
Premiums  (insurance),  see  Life  insurance, 
•reparedness,      see     Civilian      defense-National 

Defense. 
Preschool  children,  see  Children. 
*rescriptions: 
prescription  drug  prices.  12255 
shortages  of  prescription  drugs - 
hearings,  09058 
•reservation  of  food,  see  Food, 
♦reservation  of  plants,  see  Plants 
•reservation  of  wood,  see  Wood 
•reservatives: 
preservative  and  sealing  components,   Federal 

item  identification  guide,  11766 
see  also  Wood  preservatives. 


Preserves 

how  to  make  at  home,  08564 
how   to   make   jellies,    jams,    and    preserves   at 
home,  10390 
President  of  United  States: 

administration     officials     outlining     President's 
energy      proposals,      energy      crisis      and 
proposed  solutions,  05261 
comparison    of    White    House    and    Judiciary 
Committee  transcripts  of  8  recorded  Pre- 
sidential conversations- 
hearings,  06998 
economic   impact   of   President    Ford's   energy 
program  - 
hearings,  05514 
economic  report,  1974- 

hearings,  01882 
economic  report,  1975- 

hea rings.  00269 
energy  messages.  02288 

executive  orders  in  times  of  war  and  national 
emergency - 
report,  05388 
failure  to  transmit  deferral  of  budget  authority 

message,  report,  11242 
Federal  assistance  for  Presidential  transitions, 
recommendations    for   changes    in   legisla- 
tion. GAO  report.  07756 
Ford's  economic  proposals  - 

hearings,  04917 
impeachment  of  Richard  M.  Nixon - 

report,  04951 
impeachment  of  Richard  M.  Nixon,  summary 
of  information - 
hearings.  07008 
impoundments    of    appropriated    funds,    court 

challenges,  report,  10684 
message  to  Congress,  04948 
Nixon    administration,    expenses    for   custody, 
security,      and     access     to      Presidential 
materials,  10739 
panel   discussions   on    state    of   economy   and 
President's   1975  legislative  tax  proposals, 
summary  of  statements,  05274 
President  failing  to  deferral  budget  authority, 

04981 
President's  1975  tax  proposals - 

digest  of  public  testimony,  05256 
President's  Oct.  1975  tax  cut  and  spending  ceil- 
ing proposals - 
hearings,  00519 
President's  tax  program  and  related  materials, 

05270 
President's  veterans  program,  06059 
presidential  transition,  supplemental  appropria- 
tions- 
proposal.  04953 
presidential    authority    to    impose    oil    import 
fees,  suspend - 
hearings,  05477 
report,  10911 
Presidential  clemency  program,  11167 
Presidential    documents,    weekly    compilation. 

04685 
Presidential        impeachment,         investigation, 

testimony  of  witnesses.  11169-70 
Presidential  impeachment,  minority  memoran- 
dum on  facts  and  law  - 
hearings,  07006 
Presidential   impeachment,   White   House   staff 
and  President  Nixon's  campaign  organiza- 
tions, background  memorandum - 
hearings.  07007 
Presidential  protection  assistance  act  of  1975- 
hearings.  02282 
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Presidential  recording  and  materials  preserva- 
tion       act,        disapproving        regulations 
proposed  by  GSA  implementing- 
report,  00420 
Presidential  recordings  and  materials  preserva- 
tion act,  GSA  regulations  implementing  - 
hearings,  00469 
public  papers,  Richard  Nixon,  12237-8 
report  to  President  and  to  Council  on  Environ- 
mental Quality,  11649 
resolution  to  decontrol  old  oil  prices,  disap- 
proved- 
report,  00589 
state      of     economy      and      President's      tax 
proposals - 
panel  discussions,  05271-2 
state      of     economy     and      President's      tax 

proposals  (statement),  05255 
state      of     economy      and      President's     tax 
proposals,  compilation  of  prepared  state- 
ments, 05255 
state  of  the  Union  message  from  the  President 

of  United  States,  01889 
television  and  radio  coverage  on  proceedings 
in  House  of  Representatives  to  impeach 
the  President,  provide  - 
report,  05030 
trip  to  China,  resolution  relating  to  American 
MIA's  and  POW's- 
report,  11390 
veto    message    congressional    review    of    Pre- 
sidential decisions  to  remove  existing  allo- 
cation and  pricing  controls  of  petroleum 
products,  00338- 
Departments   of  Labor  and  Health,  Educa- 
tion,   and    Welfare    appropriations    act, 
1976,  10804 
Emergency  agricultural  act,  01930 
emergency       employment       appropriations, 

01945 
Emergency      middle-income      housing     act, 

00322 
Emergency  petroleum  allocation  act,  00545 
National  school  lunch  act  and  Child  nutri- 
tion act,  amend,  00378 
presidential  authority   to  impose  oil  import 

fees,  suspend,  01906 
Public  Health  Service  act,  00540 
Revenue  adjustment  act,  10803 
Surface  mining  control  and  reclamation  act, 

10752 
tobacco  price  support  calculation,  00376 
tourist     travel     promotion,     appropriations, 
authorize,  01944 
veto    message    Freedom    of    information    act, 

04997 
veto    message,    agriculture-environmental    and 
consumer       protection,       appropriations, 
1975,  04946 
veto  message,  animal  health  research,  04950 
veto  message,  Atomic  energy  act,  Prince-An- 
derson provisions,  amend,  04971 
veto  message.  Farm  labor  contractor  registra- 
tion act,  amend,  10710 
veto   message,    Freedom    of    information    act, 

10711 
veto    message,    further    continuing    appropria- 
tions for  1975,  04970,  04973 
veto  message,  National  wildlife  refuge  system 

administration  act,  04978 
veto  message,  Railroad  retirement  act,  amend, 

10708 
veto  message,   reclassificiation  of  positions  of 
U.S.  deputy  marshals,  04949 


veto     message,     Rehabilitation     act,     amend, 

04977 
veto   message,   sale  of  reserve   phosphate   in- 
terests in  Florida  to  John  and  Martha  B. 
Carter,  04966 
veto  message,  Vietnam  era  veterans'  readjust- 
ment assistance  act,  04987 
President  of  United  States: 
economic  report,  08750 
hearings,  08750 
President's  Advisory  Committee  on  Refugees: 
Interagency   Task    Force,   background  papers, 
03093 
President's  Advisory  Council  on  Management 
Improvement: 
recommendations  and  actions,  00365 
recommendations  and  actions,  report,  10743 
recommendations  and  actions,  reports,  10725 
President's  Advisory  Panel  on  Timber  and 
Environment: 
report,  01918 
President's  Committee  on  Employment  of  the 
Handicapped: 
awards  program  at  glance,  13038 
performance,  (periodical),  04349 
press  releases,  0441 1 

special  report,  fresh  views  on  employment  of 
mentally  handicapped  people  (periodical), 
04533 
President's  Committee  on  Food: 
relating  to  its  establishment- 
report,  05353 
President's  Committee  on  Mental  Retardation: 
actions  on  recommendations,  01931 
PCMR  message,  04344 
report,  01516 
President's  Council  on  Physical  Fitness  and 
Sports: 
newsletter,  04293 

organization,    objectives,    programs,    situation 
report,  13052 
President's  Disaster  Relief  Fund: 
appropriations,  1975,  amend- 
proposa.,  04938 
President's  National  Commission  on 
Productivity: 
designate  National  Commission  on  Productivi- 
ty and  Work  Quality  - 
law,  08699 
President's  Panel  on  Federal  Compensation: 
report  to  President,  13055 
staff  report,  1 3056 
President's  Water  Resources  Policy  Commission: 

Ohio  River  basin  report,  10260 
Presidential  Campaign  Activities,  Select 
Committee  on,  Senate: 
hearings,  02315 

recommendations,  implement- 
hearings,  00679 
Presidential  Clemency  Board: 

report  to  President,  13053 
Pressure: 

analysis  of  errors  associated  with  determina- 
tion of  atmospheric  temperature  from  at- 
mospheric pressure  and  density  data, 
12828 
bearing  capacity  of  floating  ice  plates  sub- 
jected to  static  or  quasi-static  loads,  criti- 
cal survey,  05608 
carbon    dioxide    effects    under    conditions    of 

raised  environmental  pressure,  12704 
distributions     for     laminar     separated     flows 
downstream  of  rearward-facing  steps  with 
and  without  mass  suction,  10129 
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Pressure -Con. 

effect  of  geometric  variables  on  performance 
of  probe  for  direct  measurement  of  free 
stream  stagnation  pressure  in  supersonic 
flow,  06214 

epoxy  pressure  grouting,  maintenance  and 
repair  of  concrete  and  masonry  structures. 
05615 

high-pressure  liquid  and  gaseous  oxygen  im- 
pact sensitivity  evaluation  of  materials  for 
use  at  Kennedy  Space  Center,  I281K 

performance  of  low-pressure  fan  stage  with 
reverse  flow,  12806 

performance  of  low-pressure-ratio  low -tip- 
speed  fan  stage  with  blade  tip  soliditv  of 
0.65,  12802 

pressurant  requirements  for  discharge  of  liquid 
methane  from  I  52-meter-(5-ft-)  diameter 
spherical  tank.  10146 

pressure  distributions  for  rectangular  super- 
sonic inlet  at  subsonic  speeds,  12792 

pressure,  temperature,  humid  measure-control 
instruments,  Federal  item  identification 
guide.  11797 

results  of  airblast  overpressure  measurement 
program  at  Project  R    D.  Bailey,  09303 

silicon  nitride-aluminum  oxide  solid  solution 
(SiAION)  formation  and  densification  by 
pressure  sintering,  01351 

sonic-boom     ground     pressure     measurements 
from    launch    and    reentry    of    Apollo    16, 
10142 
Pressure  chambers: 

report  on  tests  performed  on  model  no. 3  JPDR 
pressure  container,  00853 
Pressure  cookers: 

fact  sheet.  09115 
Pressure  vessels: 

environmental  crack-growth  behavior  of  high- 
strength  pressure  vessel  alloys,  06245 

investigation    of    fracture    toughness,    fatigue- 
crack  growth,  sustained-load  flaw  growth, 
and  impact  properties  of  3  pressure  vessel 
steels.  08143 
Pressurization: 

pressure  treatment  of  robusta  and  ohia  posts, 
final  report,  09701 
Presumpscot  River  and  Valley: 

floods,   Falmouth,  Portland,  Westbrook,  Gor- 
ham,  and  Windham,  Maine,  00887 
Prevention  of  accidents,  see  Accidents 
Preventive  medicine,  see  Medicine. 
Price  controls,  see  Prices. 
Price  supports,  see  Prices. 
Price-Anderson  act,  see  Indemnity. 
Prices: 

administration's  oil  floor  price  proposal- 
hearings,  01881 

agricultural  digest  for  reporters.  03744 

agricultural  prices  (periodical),  03401 

availability  of  advertised  items  at  advertised 
prices,  12254 

chartbook  on  prices,  wages,  and  productivity, 
03508 

congressional  review   of  Presidential  decisions 
to  remove   existing  allocation  and  pricing 
controls  of  petroleum  products - 
veto  message,  00338 

Consumer  Goods  pricing  act- 
report.  06827 

consumer  price  index,  CPI  detailed  report, 
03625 

consumer  price  index,  how  will  1977  revision 
affect  K?,  01255 

consumer  price  index,  short  description,  07968 


cost  recovery  in  pricing  and  capacity  decisions 
for  automated  infoimation  systems,  12886 

dairy  price  situation - 
hearings,  05422 

demand  and  price  situation.  03734 

deregulation  of  natural  gas  prices,  proposed. 
05923 

domestic  crude  oil  pricing  policy  and  related 
production.  GAO  report.  07695 

Douglas-fir  thinning  values  sensitive  to  pnee- 
diameter  relationships,  01061 

econometrics  of  price  determination,  con- 
ference, 09571 

economic  report,  price  and  profit  trends  in  4 
food  manufacturing  industries.   12258 

economics  of  energy  and  natural  resource  pric- 
ing- 
compilation  of  reports  and  hearings.  05152 

emergency  price  support  for  1975  crops- 
veto  message.  01930 

emergency     relief    for    small    business    from 
fixed-price  government  contracts  - 
hearings,  05245 

FCBA  (Fair  credit  billing  act)  2-tier  pricing- 
hearings,  02251 

feed  grains  and  cotton,  target  prices  and  loan 
figures - 
hearings,  06908 

fresh  fruit  and  vegetable  prices,  1973, 
wholesale,  00045 

general  provisions  for  fixed  price  type  con- 
tracts, 11634 

impact  of  grain  sales  to  Soviet  Union  on  out- 
look for  food  prices  (remarks),  12246 

improvements  needed  in  making  and  in  report- 
ing on  technical  evaluations  of  noncom- 
petitive price  proposals,  GAO  report, 
05861 

improvements  still  needed  in  negotiating  prices 
of  noncompetitive  contracts,  GAO  report, 
07708 

indexing    adjustment    of    wages,    prices,    and 
other  payments  with  rate  of  inflation - 
hearings,  11490 

labor,  manpower  and  price  statistics  training 
program  for  statisticians  and  economists 
of  other  countries,  06000 

lower  prices  for  consumers - 
law,  06687 
report,  07118 

marketing  practices  and  price  spreads  for 
sugar,  1960-72,  04743 

measuring  price  changes  of  military  expendi- 
tures, 00827 

milk  pricing,  06516 

milk,  quarterly  adjustments  of  support  prices- 
report.  00435.  01996,  06868.  06881 

Northwest  forest  industries,  04425 

oil  price  decontrol - 
hearings.  02289 

old  oil  price  ceilings,  phase  out.  00337,  00346 

petroleum  allocation  and  pricing  regulations 
for  law  enforcement  agencies,  07931 

prescription  drug  prices,  12253 

price  index  of  new  one-family  houses  sold, 
construction  reports.  03602 

price  stability  and  economic  growth.  04919, 
06759 

price  support  and  other  loan,  purchase,  and 
payment  programs.  01642 

prices  received  by  farmers  for  manufacturing 
grade  milk  in  Minnesota  and  Wisconsin. 
08440 

pricing  of  publications  sold  to  public,  GAO  re- 
port, 07724 


Do  not  order  from  index;  see  indicated  entry 


Page  1-529 


Subject  Index 


Prices -Con. 
Robinson-Patman  is  not  dead  (remarks),  02577 
shadow    price    of    electromagnetic    spectrum, 

08675 
some  perspectives  on  current  outlook  on  em- 
ployment, earnings,  prices  and  productivi- 
ty, 06036 
spot  market  price  indexes  and  prices,  04623 
status    of    shipbuilders'    claims    for    price    in- 
creases, GAO  report,  01102 
tobacco  price  support  calculation  - 

veto  message,  00376 
wholesale  price  index,  summary,  04722 
wholesale  prices  and  price  indexes,  monthly, 

04723 
wholesale,  index  numbers,  04057 
see    also    Inflation    (finance)-Supply    and    de- 
mand. 
Pricing  policy,  see  Prices. 
Primary  grades,  see  Elementary  education. 
Primates: 
nonhuman  primates,  usage  and  availability  for 
biomedical  programs,  08305 
Primers  (ammunition): 
fuzes  and  primers,  Federal  item  identification 
guide,  11810 
Primitive  areas,  see  Wilderness. 
Princess  reserve  district: 
palynological  studies  of  coals   in  notheastern 
Kentucky,  09808 
Princeton  University  Transportation  Program: 
evaluation  of  financial  assumptions  contained 
in  USRA  final  system  plan,  00487 
Principe,  Benedicto: 

relief,  11310 
Principe,  Erlinda  M.: 

relief,  11310 
Printed  circuits,  see  Circuits. 
Printing: 
agency    printing    and    duplicating    operations 
need  management  improvements,  GAO  re- 
port, 07687 
industry  report,  04420 

printing,   duplicating,   and  bookbinding  equip- 
ment,   Federal   item    identification   guide, 
11847 
union  wage   scales,  printing  trades,   Buffalo, 

N.Y.,  02862,  12675 
union  wage  scales,  printing  trades,  New  York 

City,  02863 
union  wage   scales,   printing  trades,   Newark, 

N.J.,  02864 
union  wage  scales,  printing  trades,  Rochester, 

N.Y.,  02865 
union  wage  scales,  printing  trades,  Syracuse, 

N.Y.,  02866 
union  wage   scales,   printing   trades,  Trenton, 
N.J.,  12674 
Printing  Joint  Committee: 
committee  print,  08920 

Government    paper    specification     standards, 
05278 
Prints: 
American  prints  from  wood,  08365 
commercial  prints  and  labels,  catalog  of  copy- 
right entries,  00715 
commercial,     catalog     of     copyright     entries, 

02326 
prints    and    pictoral    illustrations,    catalog    of 

copyright  entries,  00714,  02325 
see  also  Lithographs. 
Prior  Lake  Indian  Reservation: 
statistical  data  for  planning,  12497 


Priorities: 

defense  priorities  system  - 
hearings,  10685 
Prisoners,  see  Prisons  and  prisoners. 
Prisoners  of  war: 

appoint  to  Navy  and  Marine  Corps  active  lists 
Reserves        formerly        POW/MIA        in 
Southeast  Asia,  authorize  - 
law,  04891 
resolution  relating  to  President's  trip  to  China 
and  American  POW's- 
report,  11390 
tax  treatment  of  members,  Armed  Forces  and 
civilian  employees   who   are   prisoners  of 
war  or  missing  in  action - 
law,  04890 
veterans,  exclusion  of  period  detained  in  com- 
puting 10-year  educational  assistance  eligi- 
bility- 
report,  09008 
Prisons  and  prisoners: 

civil  and  human  rights  in  Oregon  State  prisons, 

06637 
community  action,  NCJRS  selected  literature 

and  information  sources,  05971 
compendium  of  model  correctional  legislation 

and  standards,  07928 
Federal  guidance  needed  if  halfway  houses  are 
to  be  viable  alternative  to  prison,  GAO  re- 
port, 09740 
Georgia  prisons,   report  of  Georgia  Advisory 

Committee,  10586 
island  lantern  (periodical),  04096 
jail   operations,    training   course   for   officers, 
programmed  instruction,  correctional  his- 
tory and  philosophy - 
Spanish  edition,  13058 
management   by    objectives,    corrections    per- 
spective, 07934 
need     for     improved     outreach     efforts     for 
veterans  in  prison  or  on  parole,  GAO  re- 
port, 07717 
prison  construction  plans  and  policy - 

hearings,  02081 
prisons   in   North    Carolina,    report   of   North 

Carolina  Advisory  Committee,  10587 
protecting  inmate   rights,  report  of  Ohio  Ad- 
visory Committee,  10588-9 
suggested    energy    conservation   measures   for 
courts  and  correctional  institutions,  07930 
uniform  treatment  of  prisoners  under  Military 
correctional    facilities    act    currently    not 
being  achieved,  GAO  report,  09739 
use  of  statutory  authority  for  providing  inmate 
release  funds,  GAO  report,  07737 
Prisons  Bureau: 

use  of  statutory  authority  for  providing  inmate 
release  funds,  GAO  report,  07737 
Privacy: 

approaches   to   privacy   and   security   in  com- 
puter systems,  12874 
bank    failures,     regulatory    reform,    financial 
privacy - 
hearings,  02029 
collection,   use,    and   computerization   of  per- 
sonal data- 
hearings,  02283,  11553 
report,  02280 
compendium  of  State  laws  governing  privacy 
and  security  of  criminal  justice  informa- 
tion, 02835 
dissemination  of  criminal  justice  information - 

hearings,  00490 
protecting    privacy    of   information    about    in- 
dividuals, 00970 
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protecting    your    right    to    privacy,    digest    of 
systems  of  records,  agency  rules,  research 
aids.  12236 
public  concern,  proceedings.  11928 
Privacy  Protection  Study  Commission 
appropriations,  1976- 
law,  01856 
proposal.  10773 
Private  enterprise,  see  Business 
Private  laws,  see  Law. 
Private  property,  see  Property. 
Private  schools: 

private    school    administrators,    handbook    for 
effective    participation    in    Federal    educa- 
tion programs,  05603 
State   and   Federal   laws   relating   to   nonpublic 
schools.  05605 
Privileges  and  immunities: 
diplomatic    and    consular    service,    agreement 
with  Union  of  Soviet  Socialist  Republics, 
03334 
newsmen's  privilege  - 
hearings,  1 1 163 
Prizes,  see  Rewards  (prizes,  etc.). 
PRKPTH,  see  Computer  programs/programming. 
Probabilities  (mathematics): 

approximate     methods    of    analyzing    random 

processes.  USSR  study,  01208 
probability     methods     in     applied     theory     of 

gyroscopes.  USSR  study,  02821 
semiconductor        measurement        technology, 
BASIC    program    for    calculating    Dopant 
density   profiles   from   capacitance-voltage 
data,  12873 
three-P     sampling,     annotated      bibliography, 
07685 
Probation: 

Federal  probation  (periodical),  03881 
Probes: 

effect  of  geometric   variables  on  performance 
of  probe  for  direct  measurement  of  free- 
stream   stagnation   pressure   in   supersonic 
now,  06234 
parabolic  antenna  as  wave  probes,  wind  wave 

studies,  06431 
sturdy   probe   for   measuring   deep   snowdrifts, 
02628 
Problem  solving: 
problem-solving  technology  for  State  &  Local 
Governments,     weekly     Government     ab- 
stracts, 04712 
Procedures,  see  Administrative  management. 
Processing  machines: 

management  introduction  to  word  processing, 
04786 
Processing  of  food,  see  Food  processing. 
Processors,  see  Signal  processors. 
Procurement,    see    Armed   Forces-Army    Depart- 
ment-Government        contracts-Government 
supplies-Industrial  procurement-Military 
supplies-Navy-Defense  Department 
Produce,  see  Agricultural  products. 
Production: 

changes    in    farm    production    and    efficiency, 

01676-9 
chartbook  on  prices,  wages,  and  productivity. 

03508 
civilians  in  DoD,  their  productivity  and  com- 
pensation. 00721 
costs  of  producing  selected  crops,  1 1459 
Defense  production  act,  amend - 
law.  04900,  06694-5.  08740 
report.   00430.  02195.   06855.   07115.   08995. 
10957 


Defense  production  act.  amend  and  extend- 
report.  08831 

electric  submerged  arc  furnaces  for  production 
of  ferroalloys,  background  information  for 
standards  of  performance.  09327 

energy,  environment,  productivity.  First  Sym 
posium  on  RANN,  research  applied  to  na- 
tional needs,  proceedings,  10225 

farm  characteristics,  production  and  land 
resources,  by  production  areas  of  north 
central  region,  08580 

farm  production  costs - 
hearings,  07186 

farm  production  expenditures,  13148 

farm  production  expenditures  for  1971,  06488 

farm  production,  indexes  of  total  farm  output 
and  gross  production,  by  livestock  and 
crop  groups,  01676 

fluid  power  systems  equipment,  production 
and  end-use,  11916 

improving  municipal  productivity,  Detroit 
refuse  collection  incentive  plan.  01513 

improving  productivity,  description  of  selected 
company  programs,  13046 

industrial  production,  04064,  09574 

input-output  structure  of  U.S.  economy,  00826 

integration  of  science  and  production,  USSR 
study.  01209 

jurisdictional  guide  to  productivity  improve- 
ment projects,  13047-8 

knit  fabric  production,  current  industrial  re- 
ports. 03688 

land  availability,  crop  production,  and  fertil- 
izer requirements,  02476 

making  service  industries  more  productive 
through  computers,  and  automation,  con- 
ference report,  06286 

national  policy  for  productivity  improvement, 
01517 

National  productivity  act- 
hearings.  05493.  09046 

National  productivity  and  quality  of  working 
life  act- 
law,  01871 
report.  00415,  00616,  01972 

Northwest  forest  industries,  04425 

oil  and  gas  on  public  lands - 
hearings,  05189 

organization  and  development  of  enumeration 
of  articles  which  would  result  in  compara- 
bility of  United  States  import,  production 
and  export  data,  02127 

physical  factors  of  production  environment 
and  their  effect  on  health  of  workers, 
USSR  study.  12607 

phytoplankton  pigment  and  production  mea- 
surements in  California  current  region, 
06364 

producing  high-quality  negatives  from  ERTS 
black-and-white  transparencies,  09703 

production  efficiency  study  on  large -capacity, 
rubber-tired  front-end  loaders,  07667 

productivity  (address),  10403 

productivity  in  private  electric  utility  industry, 
12202 

productivity  indexes  for  selected  industries, 
1975  edition.  12667 

productivity  measurement  in  R&D  programs  at 
National  Bureau  of  Standards,  01386 

productivity,  index  of  total  farm  input  and 
productivity.  01679 

report  on  improving  productivity  of  electric 
powerplants,  07649 

research  report,  08578 
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resource    management    can    be    improved    by 
greater    use    of    productivity    techniques, 
GAO  report,  07752 
retrofitting  industrial  processes  to  low  and  in- 
termediate energy  gas  from  coal,  problems 
and  opportunities,  09386 
some  perspectives  on  current  outlook  on  em- 
ployment, earnings,  prices  and  productivi- 
ty, 06036 
ways  of  increasing  productivity  in  maintenance 
of  commercial-type  vehicles,  GAO  report, 
07776 
see  also  Gross  national  product. 
Production  control: 
advantages   of   automated   production   control 
systems,  USSR  study,  12598 
Production  credit  associations: 
access  to  Federal  district  courts,  enlarge  - 
law,  06726 
report,  10956 
Production  equipment: 
numerically    controlled    industrial    equipment, 
progress     and     problems,     GAO     report, 
09755 
Production  specialists: 
development  of  USES  aptitude  test  battery  for 
production  mechanic,  tin  cans,  01268 
Productive  capacity,  see  Industrial  capacity. 
Productivity,  see  Production. 
Productivity  and  Quality  Working  Life,  National 
Center  for,  see  National  Center  for  Produc- 
tivity and  Quality  of  Working  Life. 
Products,  see  Commercial  products. 
Professional  papers: 

Geological  Survey,  09800-8 
Professional  workers: 
defining      terms      executive,      administrative, 
professional,  and  outside  salesman,  08506 
executive,     administrative,     professional     and 
outside   salesmen   exemptions   under   Fair 
labor  standards  act,  08503 
medical  and  health  professionals  in  ACTION, 

Peace  Corps/VISTA,  00002 
national  survey  of  professional,  administrative, 

technical,  and  clerical  pay,  06020,  07965 
professional    and    administrative    career    ex- 
amination,      opportunities       in       Federal 
Government,  announcement,  01810 
professional  workers  in  State  agricultural  ex- 
periment  stations   and    other   cooperating 
State  institutions,  10381 
real  professionals,  U.S.  Army  Audit  Agency, 
01729 
Professions: 
implementation  of  PSRO  legislation - 

hearings,  00666 
professional     opportunities      in      Naval     Sea 
Systems  Command,  01495 
Profiles: 

semiconductor        measurement        technology, 
BASIC    program    for    calculating    Dopant 
density  profiles  from  capacitance-voltage 
data,  12873 
Profiling  machines: 
evaluation    of   inertial   and   laser   profilometer 
systems,  13157 
Profit: 
causes   of   excessive   profits   on   defense   and 

space  contracts,  GAO  report,  07804 
economic  report  on  food  chain  profits,  12257 
economic  report,  price  and  profit  trends  in  4 

food  manufacturing  industries,  12258 
guides  for  profit  planning,  13074 


increased  profits  through  freight  claim  reduc- 
tion, 13201 

report  of  Federal  Trade  Commission  on  rates 
of  return  in  selected  manufacturing  indus- 
tries, 02575,  12260 

wood  products  marketing  simple  technique  to 
increase  profits,  09673 
Prognostication: 

MFPG,    detection,    diagnosis,    and    prognosis, 
08206 
Programmed  instruction: 

basic  mathematics,  09225 

domestic  programs  fact  book,  03754 

principles  and  practices  of  occupational  safety 
and  health,  student  manual,  06451 

programmed  instruction  course,  principles  and 
practices  of  occupational  safety  and 
health,  administrator's  manual,  01503 

programmed  instruction  course,  principles  and 
practices  of  occupational  safety  and 
health,  student  manual,  01504 

reading  Lao,  programmed  introduction,  03123 

SOPHIE,   sophisticated   instructional  environ- 
ment, 04753 
Programmers: 

Apollo  experience  report,  guidance  and  control 
systems,  lunar  module  mission  pro- 
grammer, 06242 

employment  outlook,  09952 
Programming    (computers),    see    Computer   pro-      j 

grams/program  ming . 
Programming  (mathematics): 

algorithm  for  general  class  of  routing  problems 
derived  from  Huygens'  principle,  12820 
Programming  (planning): 

planning  session  on  software  engineering  hand- 
book, report,  08210 
Programming  languages: 

COBOL,  FIPS  pubs,  01374 

CODASYL  data  description  language,  journal 
of  development,  06270 

NBS  FORTRAN  test  programs,  listings,  12872 
Programs,  see  Federal  assistance  programs. 
Project  Apollo  (man-in-space  program): 

Apollo  experience  report,  command  and  ser- 
vice module  sequential  events  control 
subsystem,  06244 

Apollo  experience  report,  development  of  the 
extravehicular  mobility  unit,  01363 

Apollo  experience  report,  food  systems,  10179 

Apo'lo  experience  report,  guidance  and  control 
systems,  lunar  module  mission  pro- 
grammer, 06242 

Apollo  experience  report,  guidance  and  control 
systems,  lunar  module  stabilization  and 
control  system,  01361 

Apollo  experience  report,  mission  evaluation 
team  postf light  documentation,  01358 

Apollo  experience  report,  safety  activities, 
06243 

Apollo  Soyuz  test  project,  06179 

Apollo,  general  information,  06178 

biomedical  results  of  Apollo,  01341 

MSFC  Skylab  Apollo  telescope  mount  experi- 
ment systems  mission  evaluation,  10124 

sonic    boom    ground    pressure    measurement 

from    launch    and   reentry   of    Apollo    16, 

10142 

Project  Diamond  Ore,  see  Diamond  Ore  Project. 

Project  FAMOUS  (French-American  Mid-Ocean 

Undersea  Study): 

preliminary    LIB  EC/FAMOUS   cruise   results, 
08322 
Project  Head  Start,  see  Children. 
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Project  Independence: 
CTAB       Panel      on       Project       Independence 

Blueprint  recommendations,  06667 
facilities,  00980 
historical  perspective,  00981 
Project   Independence   Blueprint,   transcript  of 

public  hearing,  Seattle,  Wash.,  07644 
reappraisal  of  Blueprint  - 
hearings.  01884 
Project  Independence  (energy  program): 
blueprint  of  project  - 

hearings,  05191 
blueprint,  final  task  report,  finance,  05782 
Blueprint,    second    public    heating,    transcript. 

05783 
briefing  on  Operation  Independence  - 
hearings.  05150 
Project  Lost  Creek: 

Project   Lost   Creek,    field    tests   of   mounding 
and  controlled  blasting.  09307 
Project  REFLEX  (resource  flexibility),  see  Em- 
ployment management. 
Projection,  see  also  Maps  and  charts 
Projection  apparatus: 

projection-viewer  for  microscale  aerial  photog- 
raphy. 09696 
Prolate  spheroids,  see  Spheroids. 
Promotions: 

evaluation  of  employees  for  promotion  and  in- 
ternal placement.  03865 
Propagation: 
crack    propagation    at    interface    between   two 

dissimilar  media,  characteristics.  06428 
rooting  common  and  cat  greenbrier.  09647 
sound    propagation    in    ducts    using   wave    en- 
velope concept,  analysis,  10170 
Propagation  of  sound,  see  Sound. 
Propellant  tanks,  see  Tanks  (containers). 
Propellants: 

breadboard    cryogenic    propellant    conditioning 

assembly,  test  results,  10158 
explosive    and    pyrotechnic    aging   demonstra- 
tion, 12769 
shuttle     propellant     loading      instrumentation 

development,  06216 
storable   and   cryogenic   propellant   safety   for 
space  tugs,  06260 
Propellers: 
aircraft  engine   and   propeller  type   certificate 

data  sheets  and  specifications,  02489 
aircraft,     type     certificate     data     sheets     and 

specifications,  03419 
dynamics  of  tilting  proprotor  aircraft  in  cruise 

night.  10156 
prediction      of      span      loading      of      straight- 
wing/propeller   combinations    up   to   stall, 
02939 
Properties,  see  also  Real  estate 
Property: 

action   being   taken   to   correct   weaknesses   in 
system    of    paying   taxes    on    acquired    re- 
sidential properties,  GAO  report,  02651 
corporate  ownership  and  control,  07250 
dealer   and   contractor  guide   to   property   im- 
provement loans,  02714 
dealers  and  individuals  subject  to  provisions  of 
property    improvement    and    mobile    home 
regulations   (title    I,   National  housing  act, 
09850 
housing  management,  foreclosures,  and  aban- 
donments- 
hearings,  00652 
how    and    why    Federal   Government   acquires 
property  for  public  purposes,  05957 


management,     code     of     Federal     regulations. 

12223 
property    tax    circuit-breakers,    current    status 

and  policy  issues,  00009 
quarterly   freight    loss   and   damage   claims   re- 
ported   by    common    and    contract    motor 
carriers  of  property,  04446 
uniform  system  of  accounts,  class  1  and  class  2 
common    and    contract    motor    carriers   of 
property,  12590 
uniform    system    of  accounts,   for   class   I   and 
class  2  common  and   contract   motor  car- 
riers of  property,  12589 
valuation  of  donated  property,  02800 
see  Personal  property.,  see  also  Public  proper- 
ty-Real estate. 
Prophylaxis: 

prophylactic  therapy  of  deep  vein  thrombosis 
and    pulmonary    embolism,    proceedings, 
08235 
Proportions: 

three-P      sampling,      annotated      bibliography, 
07685 
Propulsion: 

effects  of  propulsion-induced  aerodynamic 
forces  of  vectoring  partial-span  rectangu- 
lar jet  at  Mach  numbers  from  0.40  to  1.20, 
08150 
space  environment  effects  on  performance  and 
missions  of  solar  electric  propulsion  stage, 
analysis,  06218 
Propulsion  systems: 

breadboard     cryogenic     auxiliary     propulsion 
systems  propellant  conditioning  assembly, 
10158 
Prostate  gland: 

progress  against  cancer  of  prostate,  06299 
Protection  equipment,  see  Safety  equipment  and 

appliances. 
Protective  clothing,  see  Clothing. 
Protective  coatings,  see  Coating  materials. 
Protective  devices,  see  Safety  equipment  and  ap- 
pliances. 
Protective  hats,  see  Hats. 
Proteins: 

edible    soy    protein,    operational    aspects    of 

producing  and  marketing,  12111 
protein   production   from   whey   via   fermenta- 
tion, 09402 
protein  resources   and  technology,   status  and 

research  needs,  08309 
protein  supplement  health  hazards  and  market- 
ing deceptions,  02574 
Protozoa: 

environmental   requirements  of  selected  estu- 
rine  ciliated  protozoa,  05692 
Providence,  R.I.: 

area  wage  survey,  02852 
Pruning: 

tree  repair,  12979 
PSRO's  (Professional  standards  review  organiza- 
tions), see  Professions. 
PSTIAC,  see  Pavements  and  Soil  Trafficability 

Information  Analysis  Center. 
Psychiatric  beds,  see  Hospital  beds. 
Psychiatrists: 

continuing  education  and  psychiatrists,  01423 
Psychiatry: 

handbook  of  psychiatry,  USSR  study,  01205-6 
Psychoacoustics: 

long-duration    noises,    reliability    of    tests    of 
VSTOL  and  others,  06161 
Psychologists: 

Federal  career  opportunities,  0181 1 
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Federal    health    benefits    program,    access    to 
psychologists  and  optometrists - 
report,  05007 
Psychology: 
early  auditory  studies,  activities  in  psychology 
laboratories     of     Americcan     universities, 
01560 
graduate  program  in  clinical  psychology,  coun- 
seling   psychology,    research    psychology, 
10514 
readings     in     industrial     psychology,     USSR 

study,  07917 
systematic  variations  of  instructional  variables 
on    learner    performance,     aircraft    com- 
prehension task,  04752 
Psychopharmacology : 
abstracts  (periodical),  04431 
bulletin  (periodical),  04432 
Psychosis,  see  Mental  disorders. 
Psychotherapy: 
change  measures,  report  of  outcome  measures 
project,  06345 
Public  address  systems: 
intercommunication       and       public       address 
systems,  Federal  item  identification  guide, 
07370,  11804 
Public  affairs,  see  Public  information. 
Public  assistance,  see  Public  welfare. 
Public  Broadcasting  Corporation: 
appropriations,  1975- 

report,  05064 
Board    of    Directors,    nomination    of    Joseph 
Coors- 
hearings,  11510 
Board  of  Directors,  nominations  of  W.  Allan 
Wallis,  Virginia  Bauer  Duncan,  Robert  S. 
Benjamin,  Amos  B.  Hostetter,  jr.,  Lucius 
Perry  Gregg,  jr.,  Lillie  E.   Herndon,  and 
Donald  E.  Santarelli- 
hearings,  07230 
financing,  extend - 

hearings,  09038 
Public  broadcasting  financing  act  of  1975- 
law,  06733 

report,  01995,  02212,  06871 
summary    statistics    of    CPB-qualified    public 

radio  stations,  00848 
summary    statistics    of    public    TV    licensees, 
00849 
Public  buildings: 
alterations  of  Federal  buildings - 

hearings,  07310 
Federal    building    construction    prospectuses, 
proposals - 
report,  06801,  07171 
General  Services  Administration's  methods  for 
computing    rent    for    Federally    occupied 
buildings  need  further  improvement,  GAO 
report,  07775 
improved    procedures    needed    for    justifying 
lease   acquisitions   for   Federal   buildings, 
GAO  report,  07772 
Public  buildings  cooperative  use  act- 
report,  00620 
various  pending  building  projects - 
hearings,  05543 
Public  Buildings  Service: 
PBS     building     systems     program     and     per- 
formance       specification        for       office 
buildings,  13061 
Public  contracts,  see  Government  contracts. 


Public  debt: 

debt    financing    problems    of    State    and    local 
government- 
hearings,  00456-9 
increase  in  ceiling - 

law,  08708 
increase  in  ceiling,  request- 
hearings,  11226 
indebtedness   of   major  municipalities,   adjust- 
ment, 00387 
limitation,  temporary  imcrease  and  extension  - 

hearings,  05477 
limitation,  temporary  increase - 
hearings,  02269,  11524 
law,  01867 

report,  01975,  06816,  06841,  10958,  11026 
limitation,  temporary  increase  and  extension - 

report,  10912 
monthly   statement  of  public   debt  of   United 

States,  04235 
reduction,  appropriations,  1976— 

report,  00591 
Treasury      Department      circular,      01607-10, 
03362-3,  08481-3 
Public  Debt  Bureau: 

focus  on  women,  03098 
Public  defenders: 

counsel  to  be  assigned  to  indigent  criminal  de- 
fendants in  D.C.- 
law,  04878 
D.C.  public  defender  service,  exemplary  pro- 
ject, 12615 
Public  depositories: 

full  deposit  insurance  coverage  for  public  units 
and  increase  to  1 50,000- 
report,  08990 
Public  documents,  see  Government  publications. 
Public    Documents    Department,    see    Assistant 
Public    Printer    (Superintendent    of    Docu- 
ments). 
Public  employment,  see  Employment. 
Public  health,  see  Health. 
Public  Health  Service: 
act,  amend- 

hearings,  05532,  06987,  11144,  11598 

law,  08724 

report,   00612,   01958,  05097,   05399,  08792, 

08802,  09023,  10896,  10901 
veto  message,  00540 
act,  text,  00486 
establishments    and    products    licensed    under 

sec.  351  of  PHS  act,  09595 
grants    and    awards,    National    Institutes    of 
Health    research    and    development    con- 
tracts, 06353 
grants  and  awards,  research  grants,  06352 
grants    and    awards,     training,     construction 

medical  libraries,  01435 
travel   regulations,   uniformed   service,   04099 
07395 
Public  housing,  see  Construction  materials-Hous 

ing-Labor. 
Public  information: 

annual  report  on  public  information  and  educa 
tion  countermeasure  of  alcohol  safety  ac 
tion  projects,  12923 
committee    information,    some    comments    on 

selected  sources,  08863 
compendium  of  State  laws  governing  privacy 
and  security  of  criminal  justice  informa- 
tion, 02835 
direction,  Navy  Public  Affairs  monthly,  03751 
Freedom  of  information  act,  amend - 
veto,  04997 
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Freedon  of  information  act,  amend  - 

veto.  10711 
government  secrecy - 
hearings,  05491 
I     HUD  international  information  sources  series, 
07855-7 
Presidential  recordings  and  materials  preserva- 
tion act- 
report,  05067 
rules   regarding   access   to  and   review   of  per- 
sonal  information   in   systems  of  records, 
02566 
rules     regarding    availability     of     information, 
02566 
■     summary    of   information    for   investigation    of 
grounds  for  Presidential  impeachment  - 
hearings.  07008 
Public  lands: 

code  of  Federal  regulations.  01019.  12224 
conservation   programs   on    military   and   other 
Federal  lands  - 
report.  08767 
conveyance  - 

hearings.  1 1  562 
Federal    property    and    administrative    services 
act,  amend  - 
hearings,  06954 
have  you  taken  advantage  of  public  lands  and 
water      supply      resources      for      outdoor 
recreation'1,  03083 
Interior  Department  decisions,  04078 
national    resource    lands    in    Montana,    map, 

02876-8 
omnibus  submarginal  land   transfers  to  Indian 
tribes  - 
report,  06833 
our  public  lands  (periodical),  04332 
production  of  oil  and  gas  on  public  lands  - 

hearings,  05189,  05511 
purchase  or  lease  of  National  resource  lands 

for  recreation  and  public  purposes.  02879 
range  condition  report,  12678 
require  payment  of  fair  market  value  of  rights- 
of-way  in  wildlife  refuge  areas  - 
law,  04885 
restoration   of  lost  or  obliterated   corners  and 
subdivision    of    sections,    guide    for    sur- 
veyors. 01256 
shut-in     oil     and    gas     production     on     public 
lands - 
hearings,  00471 
status  of  Federal  lands  in  Alaska- 
hearings,  05508 
transfers  of  wildlife  refuge  rights-of-way - 
report,  05006 
Public  law  480,   see   Agricultural  trade  develop- 
ment and  assistance  act  of  1954. 
Public  laws,  see  Law. 

Public  management,  see  Administrative  manage- 
ment. 
Public  opinion: 
changing  public  attitudes  on  governments  and 
taxes,  00008 
Public  opinion  polls: 
pollsters   report   on   American   consumers  and 
businessmen - 
hearings.  06757 
Public  policy: 
assessment   of   research   in   relation   to  public 
policy  needs,  how  consumers  use  product 
information,  01469 
White  House  public  forums  on  domestic  pol- 
icy. 11929-30 


Public  property: 

acquisition     of     building     in     Laguna     Niguel, 
Calif.,  in  exchange  for  government-owned 
properties,  GAO  report,  07774 
facilities  operations  and  maintenance,  grounds 

and  pavement,  02695-9 
Federal    property    and    administrative    services 
act,  amend- 
law,  04892,  08726 
property  administration,  00720 
replacement  of  State  and  local  publicly  owned 
facilities        acquired        for        Federal-aid 
highways,  00998 
see  also  Property. 
Public  relations: 

workers,  employment  outlook,  09954 
Public  roads,  see  Roads  and  highways. 
Public  safety,  see  Safety  of  life. 
Public  Schools,  see  Elementary  schools-Schools- 
Students. 
Public  service: 

employee-management  relations  in  public  ser- 
vice, bibliography,  12634 
employment- 
report,  05076,  10905 
more       effective        public        service,        legal 

framework,  guide,  06642 
on  giving  a  job.  implementation  and  allocation 

of  public  service  employment,  06748 
public  service  employment  and  other  respon- 
ses to  continuing  unemployment,  National 
Commission  for  Manpower  Policy  interim 
report,  01400 
reform  of  Federal  criminal  laws- 
hearings,  05524 
Public  Service  Commission: 

District  of  Columbia,   People's  Counsel,  pro- 
vide- 
report,  10898,  11362 
District  of  Columbia,   People's  Counsel,  pro- 
vide,law,  technical  amendment- 
report,  05060 
Public  utilities: 

accounts,  uniform  system,  04640 

holding  companies,   security   transactions  and 

holdings,  04319 
maintenance  management  of  public  works  and 

public  utilities,  13013 
SBA    loans    for    small    businesses    suffering 
economic    injury    due    to    public    utilities 
disruptions - 
hearings,  05247 
uniform    systems    of   accounts    prescribed    for 
public  utilities  and  licensees,  12205 
Public  welfare: 

AFDC  quality  control  program - 

hearings.  11219 
applications    and    case    dispositions   for   public 

assistance,  03441 
assistance  for  children  and  mothers,  agreement 
with    United     Nations    Children's    Fund, 
03251.  03279 
child   care   arrangements   of   AFDC   recipients 

under  work  incentive  program,  03510 
code  of  Federal  regulations,  02553,  12225-7 
development  and  humanitarian  assistance,  FY 
1973,    program    presentation    to   Congress, 
12576 
fair  hearings  in  public  assistance,  06315 
Federal  domestic  assistance  programs,  catalog, 

03498 
findings  of  1973  AFDC  study,  financial  circum- 
stances, 01399,  08226 
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from  welfare  to  self-sufficiency,  assessment  of 
work    incentive    program    in    Wayne    Co., 
Mich.,  GAO  report,  07702 
health,  education,  and  welfare,  income  securi- 
ty,  social    services,   conference   on    infla- 
tion, 01512 
how  they  do  it,  illustrations  of  practice  in  ad- 
ministration of  AFDC,  06589 
how  they  do  it,  illustrations  of  practice  in  ad- 
ministration of  AFDC,  child  support  pay- 
ments   control,    Massachusetts,    Washing- 
ton, 10517 
how  they  do  it,  illustrations  of  practice  in  ad- 
ministration    of    AFDC,     fraud    control, 
California,  New  York,  10518 
how  they  do  it,  illustrations  of  practice  in  ad- 
ministration   of    AFDC,    managing    intake 
process  in  income  maintenance,  10519 
how  they  do  it,  illustrations  of  practice  in  ad- 
ministration of  AFDC,  State  monitoring  of 
local  office  performance,  10520 
interviewing    in    public    welfare    for   eligibility 

determination,  10521 
medical  assistance  financed  under  title  XIX  of 

Social  security  act,  04202 
public  assistance  statistics,  monthly,  04433 
recommendations  of  public  welfare  study,  in- 
come security  for  Americans,  06756 
studies  in  public  welfare  - 
handbook    of    public    income    transfer    pro- 
grams, 04920 
public    employment    and    wage    subsidies, 
10696 
studies  in  public  welfare,  issues  in  financing 

retirement  income,  06761 
studies  in  public  welfare,  model  income  sup- 
plement bill,  06760 
work  incentive  program,  04726 
Public  works: 
appropriations,  1976,  water  and  power  develop- 
ment and  energy  research - 
hearings,  02246-8,  07199i  11473-5 
law,  06722 
report,  02224 
appropriations,  1975  — 
water    and    power    development,    hearings, 
08856 
appropriations,      1975,      water      and      power 
development- 
hearings,  05435-7 
appropriations,      1976,      water      and      power 
development- 
hearings,  05130-1,  05134 
appropriations,      1976,      water      and      power 
development  and  energy  research- 
hearings,  05132-3,  05135 
EDA  grants  for  public  works  and  development 

facilities,  1 1933 
employment  act- 
hearings,  07026 

report,  01959,  02193,  06890,  07163 
maintenance  management  of  public  works  and 

public  utilities,  13013 
national     public     works     investment     policy, 

07023,  07025 
national     public     works     investment     policy, 
strategy   for  balanced   population   growth 
and  economic  development- 
hearings,  07024 
project  and  program  acceleration - 

hearings,  00498 
Public  works  and  economic  development  act, 
amend - 
hearings,  11199,  11608 


text  and  analysis,  05238 
Public  works  and  economic  development  act, 
status  and  implementation  of  title  10,  Job 
opportunities  program - 
hearings,  07027 
Public   works  and  economic  development  act, 
value  for  communities  in  northeast,  05542 
public  works  jobs  on  railroads - 

hearings,  00481 
qualified     areas     under     Public     works     and 
economic  development  act,  02416,  11937 
Public  Works  and  Transportation  Committee, 
House: 
calendar,  04134 

committee  print,  00499,  11196,  11200 
hearings,     00497-8,     00500,    02094,     07026-30, 

11195,  11197-9,  11201-2 
investigations   and   studies,   authorization   and 
expenses- 
report,  06785 
report,   00405,    01976,   06801,   06822,   06845-6, 
06874,  06886,  06889,  10965,  11004,  11015- 
22 
Public  Works  Committee,  House: 

committee     print,     05238-9,     07021-3,     07025, 

08911 
hearings,  05237,  07024 
legislative  history,  93d  Congress,  05239- 

report,  10909 
report,  05072,  10885,  10909 
structure  and  function,  1883  to  present,  07022 
Public  Works  Committee,  Senate: 
calendar,  04153 

committee  print,  05547-8,  07311-2,  09064-5 
hearing,  11609 

hearings,  00681,   00697-701,  02316-7,  05541-6, 
07310,    07313,    07321,    09062-3,    11607-8, 
11610 
inquiries  and  investigations,  authorize  supple- 
mental expenditures - 
report,  05385 
investigations   and   studies,   authorization   and 
expenses- 
report,  11405 
investigations   and    studies,   authorization   and 

expenses,  report,  08955 
legislative  activities  and  accomplishments,93d 

Congress, summary,  05547 
report,    00620,    00622,    02193,    02196,    02216, 
07099,  07108,  07116,  07171,  07178,  08983, 
11396-401 
Public  works  for  water  and  power  development 

and  energy  research  appropriations,  02246 
Publications: 

advance  payment  of  subscription  charges  for 
audio  publications - 
hearings,  11103 
auditory  and  visual  usage,  advance  payment  of 
subscription  charges - 
report,  05046 
available  publications  of  USDA's  Agricultural 

Marketing  Service,  06512 
Banking  and  Currency  Committee,  list,  11071 
General  Accounting  Office,  12337-8 
highlights  of  new   Federal  consumer  publica- 
tions, new  for  consumers,  04281 
Marine   Corps   historical   publications   catalog, 

02885 
NIH  publications  list,  01434 
ORD  publications  summary,  04328 
pricing  of  publications  sold  to  public,  GAO  re- 
port, 07724 
promoting   use   and   insuring   access   to   HUD 
publications  (speech),  09868 
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propriety  of  register  of  copyrights'   refusal   to 
renew  copyright  registration  predicated  on 
dual    basis    that    work    is    composite    work 
and  work  made  for  hire.  05966 
see  also  Government  publications 
Published  works,  see  Publications. 
Publishing 

industry  report,  04420 
Pueblo  Indians: 
repeal  act  of  May  10.  1926.  condemning  certain 
Pueblo  lands 
report.  0056?,  11002 
see  Laguna  Indians 
Pueblos,  see  also  Acoma  Pueblo 
Puerto  Ricans: 

some  facts  relating  to  economic  status  of  Puer 
to  Ricans  in  New  York  City.  06032 
Puerto  Rico: 

climatological  data,  035S3 

compact    of    permanent     union     with     United 
States  - 
hearings.  07273 
county  business  patterns.  01785 
Cuban   connection   in    Puerto    Rico,   terroristic 
activity - 
hearings,  00689 
finances.  00110 
mineral   industry.   Minerals   yearbook   chapter, 

08078 
petroleum  refineries,  mineral  industry  surveys, 

08064 
precipitation  data,  hourly.  04036 
sugarcane    farming   industry    and    sugar   manu- 
facturing      industry       in       Puerto      Rico, 
economic  report,  06501 
trade  with  Puerto  Rico  and  U.S.  possessions. 

04633 
trees  of  Puerto  Rico  and  Virgin  Islands.  08560 
water  resources  data.  09827 
western,    Mayaguez    area,    soil    survey    report, 
08383 
Puget  Sound: 
type  16  flood  insurance  study,  tsunami  predic- 
tions   for    Monterey    and    San    Francisco 
Bays  and  Puget  Sound.  07534 
Pulmonary  diseases: 
current   pulmonary   research   programs,   analy- 
sis, 06325 
Pulp: 
color  removal   from   kraft   pulping  effluent  by 

lime  addition.  13181 
current  industrial  reports.  03669 
industry  report.  04441 
pulp,    paper,    and    board,    summary    for    1974, 

00153 
pulp,    paper,    and    paperboard    mills,    industry 

wage  survey.  12655 
reuse  of  pulp  press  water  after  treatment  with 
chlorine,    evaluation,    sugar    beet    factory 
wastes,    industrial    waste    survey    reptort, 
06456 
Pulp  mills: 
wastes    effect    on    receiving    waters    at    Ward 
Cove.  Alaska.  09590 
Pulp  wood,  see  Wood  pulp. 
Pulpboard: 
current  industrial  reports,  03669 
fiberboard    cartons    for    exporting    grapefruit. 

08539 
humidity  effects  on  properties  of  structural 
particleboards  from  forest  residues,  02629 
roofing,  siding,  wallboard,  building  paper,  and 
thermal  insulation.  Federal  item  identifica- 
tion guide.  11817 


Pulpwood,  see  Wood  pulp 
I'ulscs 

hearing    threshold     shifts     to     high     frequency 

tonal  pulses,  10064 
simple  and  inexpensive  pulsing  device  for  data 
recording  cameras,  12314 
Pulses  (seeds) 

dried,  foreign  agriculture  circulars,  0393 ^ 
Pumice 

mineral  industry  surveys,  08084-5 
Pumping: 

ground  water   pumpage   in   California,   continu- 
ing program  for  estimating.  09790 
Pumping  plants,  see  Pumping  stations 
Pumping  stations: 

pumped-storage  potential         of         Pacific 

Northwest.  10242 
Pumps 

pumps    and    compressor   components,    Federal 

item  identification  guide.  11761 
pumps  and  compressors,  current  industrial  re- 
ports. 00166 
pumps,   liquid,   general   purpose.   Federal   item 

identification  guide,  11726 
vacuum    pumps.     Federal    item     identification 
guide.  02355 
Pupae: 

radiographing  puparia  of  tachinid   parasites  of 
gypsy    moth,    and   application    in   parasite- 
release  programs.  09649 
Pupils,  see  Students. 

Purchase  of  Products  and  Services  of  the  Blind 
and  Other  Severely  Handicapped, 
Committee  for: 
appropriation  authorization  - 

law  ,  08727 
appropriations,  1975  — 

report,  10889 
appropriations,  1974  and  1975,  authorize- 

report,  08773 
appropriations,  1975- 

report,  08835 
change  name  to  Purchases  from  the  Blind  and 
Other  Severely  Handicapped - 
report,  05326 
Purchases  from  the  Blind  and  Other  Severely 
Handicapped  Committee: 
appropriations,  1975,  authorization  - 

report,  05326 
redesignate      from      name      of      Purchase      of 
Products   and   Services   of   the    Blind   and 
Other  Severely  Handicapped - 
report,  08773 
Purchasing: 

buying  for  retail  stores,  bibliography,  08364 
how    to    buy    surplus    personal    property    from 

Department  of  Defense.  1 1870 
purchase  or  lease  of  National   resource   lands 

for  recreation  and  public  purposes,  02879 
simplified  purchase  procedures - 

law,  08726 
U.S.    Department    of    Labor,    what    it    buys, 

05983 
U.S.  obligations  by  Federal  reserve  banks,  ex- 
tending authority  for  direct  purchase  - 
law.  01860 
what  you  should  know  about  firewood  before 
you  buy.  13188 
Purchasing  agents: 

employment  outlook.  09956 
home  buyer's  vocabulary,  05913 
Purification  of  graphite,  see  Graphite 
Putnam  County.  Fla.: 

soil  survey  report,  08388 
PWR,  see  Reactors  (atomic). 
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Pyrethrins,  see  Pyrethrum. 
Pyrethrum: 
toxicity       of       stabilized       and       unstabilized 
pyrethrins  applied  to  western  spruce  bud- 
worm,  12320 
Pyrites: 
electrophoretic    separation   method   to   remove 
pyritic  sulfur  from  coal,  evaluation,  10092 
Pyroelectricity: 
pyroelectric  power  meter  for  measurement  of 
low  level  laser  radiation,  08209 
Pyrophyllite: 

mineral  industry  surveys,  08104-5 
Pyrotechnics: 
explosive    and    pyrotechnic    aging    demonstra- 
tion, 12769 


Qatar: 

mineral  industry,   Minerals   yearbook  chapter, 
02906 
Quachita  River: 

water  resources  appraisal  for  hydroelectric 
licensing,  Carpenter  and  Remmel 
Developments,  project  271,  owned  by  Ar- 
kansas Power  and  Light  Co.,  evaluation 
report,  09555 
Quality  assurance: 

guidelines     for    development    of    quality    as- 
surance program,  00910,  05697 
product    assurance,    depot    quality    assurance 

system,  04775 
quality  assurance  of  media  devices  and  cour- 
seware, 06541 
radiation    quality    assurance     intercomparison 
studies,  12022 
Quality  control: 

Federal     investigations     into     certain     health, 
safety,    quality   control,    and   criminal   al- 
legations   at    Kerr-McGee    Nuclear    Cor- 
poration, GAO  report,  12370 
place-to-place  rent  comparisons  using  hedonic 

quality  adjustment  techniques,  05985 
quality   control   in   hospital   discharge    survey, 

12909 
standards  activities  of  Federal  agencies,  guide, 
06668 
Quantum  electronics: 
advances  in  measurement  of  rf  power  and  at- 
tenuation using  SQUIDS,  03007 
Quantum  field  theory: 

relativistic  many-body  bound  systems,  06276 
Quarries  and  quarrying: 
alibates    flint    quarries,    general    information, 

08284 
prevention  and  suppression  of  dust  in  mining, 
tunneling,  and  quarrying  in  United  States, 
International  Labor  Organization  fifth  re- 
port, 12756 
Quarterly  freight  loss  and  damage  claims,  04446 
Quartz: 
NTS-1,  TIMATION   3,  quartz-  and  rubidium- 
oscillator  frequency  stability  results,  13018 
quartz,  crystal  unit.  Federal  item  identification 
guide,  11684-6 
Questionnaires: 

food  price  factors,  questionnaire  approach  to 

determine,  11601 
prediction    of    drug    abuse    by    social    factors 
questionnaire,  00055 
Quijano,  Denis  Y.: 

relief,  11325 

Quijano,  Paul  Y.: 

relief,  11325 


Quijano,  Ramon  Y.: 

relief,  11325 
Quijano,  Rosario  Y.: 

relief,  11325 
Quijano,  Tarcisus  Y.: 

relief,  11325 
Quijano,  Walter  Y.: 

relief,  11325 
Quinebaug  River: 

East  Brimfield  and  Westville  Reservoirs,  quan- 
tity and  value  of  water  supply  storage, 
Quinebaug  River,  10249 


R.  E.  Bob  Woodruff  Lake: 

designate - 
report,  11400 
Rabbits: 

chemical  compounds  authorized  for  use  under 
USDA  meat,  poultry,  rabbit,  and  egg 
products  inspection  programs,  list,  01714 

domesticated  rabbit  meat  inspection  - 
report,  01991 
Race  problems: 

equal  opportunity/race  relations  program, 
equal  opportunity  program  specialist  con- 
sultant guide,  phase  2,  06421 

experience  has  taught  us  about  racial  disputes 
in  high  schools  and  colleges,  06673 

it  isn't  easy  for  people  caught  up  in  racial 
dispute  to  find  a  way  out,  06672 

Milliken  v.  Bradley,  implications  for 
metropolitan  desegregation,  00204 

nondiscrimination  in  federally  assisted  pro- 
grams of  Defense  Civil  Preparedness 
Agency,  00719 

Route  128,  Boston's  road  to  segregation,  00205 
Races  of  man: 

Bicentennial  ethnic  racial  report,  10465 

public  schools,  enrollment  and  staff  by  ra- 
cial/ethnic group,  09844 

race  of  population  by  county,  10538 

report  on   participation   in  ASCS   county  pro- 
grams  and    operations    by    racial   groups, 
10375 
Racks: 

wagon  rack  for  silage-feeding,   building  plan, 
04749 
Radar: 

airport  surveillance  radar,  measurement  and 
analyses  of  system  error,  10296 

analysis  of  problems  on  application  of  radar 
sensors  to  automotive  collision  preven- 
tion, 10198 

atmospheric  temperature  measurements  using 
Raman  lidar,  10157,  12823 

common  digitizer  (FYQ-47)  radio  frequency  in- 
terference measurements  at  Elwood,  N.J., 
long  range  radar  site,  13150 

detection  of  small  aircraft  by  terminal  radar 
processor,  10323 

detection  of  stationary  targets  in  sea  clutter 
using  CW  dual-frequency  radar,  08327 

digitizer  performance  under  conditions  of 
linear  and  circular  antenna  polarization, 
10322 

economic  appraisal  of  real-time  synoptic  sea- 
state  measurements  by  over-the-horizon 
radar,  06380 

enroute  radar  beacon  test  site,  O'Hare  Air- 
port, Chicago,  111.,  10313 

field  evaluation  of  ARTS  2  (TRACAB,  ter- 
minal radar  approach  control  cab),  10327 
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interpretation  of  young  ice  forms  in  Gulf  of 
St.  Lawrence  using  side-looking  airborne 
radar  and  infrared  imagery,  0751 1 

lidar  measurement  of  temperature,  new  ap- 
proach. 04771 

parametric  analysis  of  imagining  radar  for  use 
as  independent  landing  monitor.  10152 

radar  derived  spatial  statistic l  of  summer  rain, 
experiment  description,  01  ttt 

radar  equipment.  Federal  item  identification 
guide.  11809 

relationships     between     motion     on     isentropic 
surfaces    from    J-H    rawinsonde    data    and 
radar  echoes.  06177 
1     specification   for  expanded    ARTS    JA    system 
for  New  York  TRACON.  12134 

system  integration  and  system  shakedown 
tests.  NAS  enroute  stage  A  model  A3dl, 
13151 

terrain  proximity  warning  system  (downward 
looking  radar)  for  possible  enhancement 
of  flight  safety,  evaluation.  10328 

weather   radar    data,    potential    use   of   tactical 
microwave  radio  (TMR)  for  transmission. 
04774 
Radar  interference. 

extended      avionics      interference      prediction 
model.  10305 
Radar  simulators 

digital  simulation  facility/system  support  facili- 
ty interface  tests.  10316 
Radial  flow,  tee  Flow 
Radiation: 

atlas  of  radiation  histopathology ,  00869 

bidirectional  plant  canopy  reflection  models 
derived  from  radiation  transfer  equation. 
02988 

biomedical  aspects  of  nonionizing  radiation. 
10239 

BRH  technical  information  accession  bulletin. 
03472 

controlling  radiation  hazard  from  uranium  mill 
tailings,  GAO  report.  12369 

environmental  radiation  dose  commitment,  ap- 
plication to  nuclear  power  industry,  09416 

Environmental  Research  Laboratories  radia- 
tion programs  requirements  and  recom- 
mendations. 06381 

EPA  review  of  radiation  protection  activities, 
annual  report.  13064 

evaluation  of  selected  satellite  communication 
systems  as  sources  of  environmental 
microwave  radiation,  03101 

experimental  methods  for  charged-particle  ir- 
radiations, proceedings,  07467 

Federal/State  rediation  control  legislation. 
08338 

further  observations  on  A533-B  steel  plate 
tailored  for  improved  radiation  embrittle- 
ment  resistance.  01494 

industrial  plant  equipment  handbook,  stimu- 
lated coherent  radiation  devices,  lasers, 
00724 

measurements  for  safe  use  of  radiation  call  for 
papers,  NBS  symposium  announcement, 
01375 

nuclear  safety,  technical  progress  review. 
04308 

optical  radiation  measurements  describing 
spectrophotometry  measurements.  01382 

optical  radiation  measurements,  tables  of  dif- 
fraction losses.  06292 


proceedings  Of  special  session  on  plant  and 
equipment  design  features  for  radiation 
protection,  07457 

radiation  control  for  health  and  safety  act, 
consumer  protection,  03102 

radiation  cross  linking  of  polyethylene  in 
heterogeneous  systems,  investigation. 
1   SSR  study.  12603 

radiation  data  and  reports  (periodical),  04454 

Radiation  health  and  safety  act- 
hearings,  1 1 148 

radiation  quality  assurance  intercomparison 
studies.  12022 

radiation  technology,  translation,  00851 

radiological  surveillance  studies  at  Boiling 
Water  nuclear  power  reactor,  09331 

role  of  multiple  scattering  in  one-dimensional 
radiative  transfer,  02981 

see  also  Alpha  particles-Electromagnetic  radia- 
tion-Thermal radiation. 
Radiation  detection  instruments: 

operating    cost    and    environmental    radiation 
monitoring  at  Shippingport  Atomic  Power 
Station.  GAO  report,  12365 
Radiation  doses,  see  Radiation 
Radiation  environment,  see  Environment. 
Radiation  exposure,  see  Radiation. 
Radiation  fields: 

stochastic    structure    of    cloud    and    radiation 
fields.  02999 
Radiation  monitoring: 

introduction  to  radiological  monitoring,  pro- 
grammed home  study  course,  09128 

see  also  Radiation  detection  instruments. 
Radiation  Programs  Office: 

technical  note  ORP/CSD  series.  01520-1,  06458 
Radiation  transfer: 

rapid   methods   for  calculating  radiation   trans- 
port in  entry  environment,  06171 
Radiative  cooling,  see  Cooling. 
Radiators  (spacecraft): 

Brayton  power  system  with  space  type  radia- 
tor, performances,  10167 

Space  radiators,  10167 
Radio: 

all-channel  radio- 
hearings,  11142 

all-Union  radio  day  scientific  meeting,  09933 

catalogue  of  CPSC  radio-TV  spots,  02321 

exemption  from  lottery  prohibitions  granted  to 
newspapers    and   to    radio    and    television, 
make  parallel - 
report,  11437 

implements  and  techniques  for  analysis  of 
radio  propagation  through  Arctic  iono- 
sphere using  three-dimensional  ray  trac- 
ing, 00051 

join  radio  amateur  civil  emergency  service, 
02336 

musical  instruments,  phonographs,  and  home 
radios.  Federal  item  identification  guide, 
11764 

organizational  maintenance  manual,  radio  set 
AN/ARC-114,  network,  impedance 

matching.  01736 

partial  revision  of  radio  regulations,  Geneva 
1959.  final  protocol,  07081 

principles  of  theory  of  radio  electronic 
systems  of  marine  objects,  USSR  study, 
12592 

radio  coverage   on  any   proceedings   in   House 
of    Representatives    to    impeach    the    Pre- 
sident, provide - 
report,  05030 

see  also  Radio  communication 
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Radio  broadcasting: 

Broadcast  license  renewal  act- 
hearings,  02259 
report,  11359 

employment  outlook,  radio  and  TV  broadcast- 
ing, Radio  and  TV  announcers,  broadcast 
technicians,  10029 

experimental,  auxiliary,  and  special  services, 
FCC  rules  and  regulations,  03840 

fairness  doctrine - 
hearings,  00662 

farm  broadcasters  letter,  03803 

frequency  modulation  broadcasting,  agreement 
with  Mexico,  13142 

Public  broadcasting  financing  act  of  1975- 
law,  06733 
report,  01995,  02212,  06871 

public  broadcasting  overview - 
hearings,  08902 

public  notices,  Federal  Communications  Com- 
mission, 03836 

services,  FCC  rules  and  regulations,  03840 

Sports  broadcasting  act- 
hearings,  06991 

telecommunication,  pre-sunrise  operation  of 
certain  standard  radio  broadcasting  sta- 
tions, agreement  with  Bahamas,  03220 

third  class  broadcast  operator  permit  study 
guide,  05779 

see  also  Radio  stations. 
Radio  communication: 

air  traffic  control  systems  interference  con- 
siderations, 10297 

amateur  service,  FCC  rules  and  regulations, 
03843 

aviation,  public  safety,  industrial,  and  land 
transportation  services,  FCC  rules  and 
regulations,  03842 

citizens  radio  service  and  amateur  radio  ser- 
vice, FCC  rules  and  regulations,  12143 

citizens  radio  service,  FCC  rules  and  regula- 
tions, 03843 

conserving  energy  through  use  of  mobile 
radio,  10620 

domestic  public  radio  services,  and  interna- 
tional fixed  radiocommunication  services, 
FCC  rules  and  regulations,  12144 

domestic,  public  services,  FCC  rules  and  regu- 
lations, 03844 

experimental  services,  FCC  rules  and  regula- 
tions, 03839 

industrial,  scientific,  and  medical  services, 
FCC  rules  and  regulations,  03839 

intercommunication  and  public  address 
systems,  Federal  item  identification  guide, 
11804 

international  fixed  public  services,  FCC  rules 
and  regulations,  03844 

public  notices,  Federal  Communications  Com- 
mission, 03836 

radiotelegraph  carriers,  uniform  system  of  ac- 
counts, FCC  rules  and  regulations,  03846 

short  wave  radio  communications  systems, 
USSR  study,  02817 

telecommunications  promotion  of  safety  on 
Great  Lakes  by  means  of  radio,  agree- 
ment with  Canada,  08422 

treaty    matters,    FCC    rules    and    regulations, 
03839 
Radio  Free  Europe: 

appropriations,  1975  — 
report,  05336 

operation  and  mission,  review,  12535 


Radio  frequencies: 

advances  in  measurement  of  rf  power  and  at- 
tenuation using  SQUIDS,  03007 

allocations,  FCC  rules  and  regulations,  03839 

common  digitizer  (FYQ-47)  radio  frequency  in- 
terference measurements  at  Elwood,  N.J., 
long  range  radar  site,  13150 

devices,  FCC  rules  and  regulations,  03839 

directory  of  field  contacts  for  coordination  of 
use,  10621 

manual  of  regulations  and  procedures  for  radio 
frequency  management,  04190 

radio  frequency  spectrum  planning -automated 
selection  of  VOR,  ILS  and  TACAN/DME 
frequencies,  10315 

radio  frequency  spectrum,  little -understood 
resource,  management  and  use,  GAO  re- 
port, 09747 

RFI  shielding  effectiveness  of  steel  sheets 
with  partly  welded  seams,  11980 

switches,  RF  transmission  line  and  waveguide. 
Federal  item  identification  guide,  07351, 
11720 

users  of  services  of  radio  stations  WWV  and 
WWVH,  report  on  survey,  03009 
Radio  frequency  modulation: 

broadcasting,  agreement  with  Mexico,  13142 

fixed  and  base  station  FM  transmitters,  05963 
Radio  interference: 

air  traffic  control  interference  considerations, 
10297 

common  digitizer  (FYQ-47)  radio  frequency  in- 
terference measurements  at  Elwood  N.J., 
long  range  radar  site,  13150 

RFI    shielding    effectiveness    of    steel    sheets 
with  partly  welded  seams,  11980 
Radio  Liberty: 

appropriations,  1975- 
report,  05336 

operation  and  mission,  review,  12535 
Radio  operators: 

amateur  alien  operators,  grant  licenses- 
law,  04884 

commercial,  FCC  and  regulations,  03838 

employment  outlook,  12650 

third    class    broadcast    operator    permit    study 
guide,  05779 
Radio  service  technicians: 

employment  outlook,  10008 
Radio  services,  see  Radio  communication. 
Radio  signals: 

repeaters  for  law  enforcement  communication 
systems,  05959 

signal  selection  and  transmission,  USSR  study, 
05950 
Radio  spectrum,  see  Radio  frequencies. 
Radio  stations: 

broadcasting  stations  of  world,  02593-4 

licenses  for  amateur  stations  for  aliens,  grant- 
law,  04884 

maritime  services  on  land,  shipboard,  etc., 
FCC  rules  and  regulations,  03841 

short  wave  radio  communications  systems, 
USSR  study,  02817 

summary  statistics  of  CPB-qualified  public 
radio  stations,  00848 

users  of  services  of  radio  stations  WWV  and 
WWVH,  report  on  survey,  03009 
Radio  waves: 

critical  frequency  of  Fl  region  of  ionosphere, 
numerical  representation,  10626 

economic  appraisal  of  real-time  synoptic  sea- 
state  measurements  by  over-the-horizon 
skywave  radar,  06380 
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radiowave        resistivity        measurements        in 
northern    Maine    for    identifying    bedrock 
type,  07s:: 
see  also  Microwaves 
Radioactive  substances 

American    national   standard    N540.   riutifka 
tion     of     radioactive     self  luminous     light 
sources,  08197 
radioactive     aerosols     in     underground     coal 

mines,  evaluation,  08115 
transportation  of  radioactive   material  by  pas- 
senger aircraft.  06747 
Radioactive  waste  disposal: 

improvements     needed     in     land     disposal     of 

radioactive  wastes,  GAO  report,  07823 
isolating  high-level  radioactive  waste  from  en- 
vironment. GAO  report,  07807 
storage  and  disposal  of  radioactive  waste  - 
hearings.  10683 
Radioactivity: 

fallout    simulation,    nuclear    cratenng    device 

simulation,  Project  Diamond  Ore,  11989 
radioactivity        distribution        in        phosphate 
products,      by-products,      effluents,      and 
wastes,  01520 
terrestrial       and       freshwater       radioecology . 
selected  bibliography.  00868 
Radiobiology: 

USSR  periodical,  translations,  00854 
Radioecology: 

terrestrial       and       freshwater       radioecology. 
selected  bibliography,  00868 
Radiography: 
Nashville  dental  project,  educational  approach 
for     voluntary     improvement     of     radio- 
graphic practice,  01524 
radiographing  puparia  of  tachinid  parasites  of 
gypsy   moth,   and   application   in   parasite- 
release  programs,  09649 
stereoradiographic     technique     for     observing 
seeds  at  short  viewing  distance,  05841 
Radioisotopes,  see  Isotopes 
Radiological  health,  see  Health-Radiation. 
Radiological  Health  Bureau: 
BRH  bulletin,  03471 

BRH  technical  information  accession  bulletin, 
03472 
Radiological  monitoring,  see  Radiation  monitor- 
ing 
Radiology: 

introduction    to    radiological    monitoring,    pro- 
grammed home  study  course,  02335 
medical  service,  radiologic  technology,  04760 
potential   radiological  fields  over  Nevada  test 

site,  models  for  predicting,  10222 
potential      radiological      impact      of     airborne 
releases  and  direct  gamma  radiation  to  in- 
dividuals living  near  inactive  uranium  mill 
tailings  piles,  13065 
Radiometers: 

snow  depth  and  snow  extent  using  VHRR  data 
from  NOAA-2  satellite.  12968 
Radiometry: 

radiometric  technology  model  of  ocean  surface 
in  microwave  region,  summary.  1 2969 
Radionuclides: 
computer  code   for  calculating  doses,  popula- 
tion doses,  and  ground  depositions  due  to 
atmospheric    emissions    of    radionuclides, 
12002 
environmental  radiation  dose  commitment,  ap- 
plication to  nuclear  power  industry.  09416 


Radium: 

radium   removal    from   uranium   ores   and   mill 
tailings.  12736 
Radon: 

continuous  radon  gas  survey  of  Twilight  Mine. 

12750 
data-acquisition  system  for  radon   monitoring, 

12737 
evaluation     and     control    of    radon    daughter 

hazards  in  uranium  mines.  08241 
monitoring  radon  222  content  of  mine  waters. 

08116 
radon  daughter  levels  in  structures  constructed 
on     reclaimed     Florida     phosphate     land, 
01521 
sampling  mine  atmospheres  for  potential  alpha 
energy     due     to    presence    of    radon-220 
(thoron)  daughters,  06135 
Rafting: 

log  dumping  and  rafting  effects  on  marine  en- 
vironment of  southeast  Asia,  09614 
Rail  Services  Planning  Office: 

U.S.  Railway  Association's  preliminary  system 
plan,  report.  05943 
Rail  terminals,  see  Terminals  (transportation). 
Railings: 

stairs,    ramps,    handrails,    and    landings,    fact 
sheet.  09073 
Railroad  accidents: 

all  line-haul  and  switching  and  terminal  compa- 
nies, summary,  04557 
investigation  summary  reports,  10280-2 
railroad    accident    investigation    summary    re- 
port, 01533-46,  08353-8 
railroad    employee    accident    investigation    re- 
port, 08359-60 
railroad/highway    accident   report    NTSB-RHR 
series.  08316 
Railroad  cars 

rental  of  railroad  rolling  stock  by  foreign  cor- 
porations- 
report.  01962.  06891.  07153.  10990 
veto  message,  10803 
transport  statistics  in  United  States,  12587 
Railroad  conductors: 

employment  outlook,  10030 
Railroad  employees: 

new  Railroad  retirement  act,  questions  and  an- 
swers, 07301 
railroad    employee    accident    investigation    re- 
port, 01547-9.  08360 
railroad    maintainance    vehicle    operator,    job 

grading  standard.  08668 
Railroad  retirement  act,  amend- 
law,  04881 
report,  05049,  05051 
veto,  10708 
railroad     retirement     and     unemployment     in- 
surance     programs,      benefit      statistics, 
monthly.  04221 
Railroad  unemployment  insurance  act  amend- 
ments, background  information,  11139 
Railway   labor  act  and  cuirent  railway  labor- 
management  dispute,  06981 
restructuring  of  railroad  retirement  system - 

hearings.  05367,  09056-7 
retirement   and   survivor  benefits   for  workers 

and  their  families.  08340 
unemployment  and  sickness  benefits  for  rail- 
road workers.  08341 
women  and  railroad  retirement - 
hearings.  1 1043 
Railroad  equipment,  see  Railroad  supplies. 
Railroad  labor  act,  see  Railroad  employees. 
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Railroad     retirement    acts,     see     Railroad     em- 
ployees. 
Railroad  Retirement  Board: 

annual  report,  statistical  supplement,  03103 
appropriation,  1 975  — 

report,  05064 
appropriations,  1976- 
hearings,  02242 
law,  10674 
veto  message,  10804 
quarterly  review,  04484 

railroad     retirement    and     unemployment     in- 
surance     programs,      benefit      statistics, 
monthly,  04221 
Railroad  supplies: 
donation    of    surplus    railway    equipment    to 
Hawaii     chapter     of     National     Railway 
Historical  Society  - 
hearings,  11112 
railway  equipment,  Federal  item  identification 
guide,  00785 
Railroad  trackman: 

track  workers,  employment  outlook,  10030 
Railroads: 
analysis  and  evaluation  of  past  experience  in 

rationalizing  railroad  networks,  13192 
appropriations,  1976,  supplemental- 
report,  11023 
automation  of  railroad  shunting  yards,  USSR 

study,  07918 
branch  line  and  rural  commuter  lines - 

hearings,  07228 
contracts   with   freight  forwarders  on  experi- 
mental basis- 
hearings,  11508 
emergency  rail  passenger  service - 

report,  06886 
Emergency    rail    transportation    improvement 
and  employment  act- 
report,  00560,  10948 
employment    outlook,    brakemen,    bridge    and 
building      workers,      clerks      conductors, 
locomotive  engineers,  locomotive  firemen, 
shoprades,  etc.,  10030 
Federal  railroad  safety  act,  amend - 
hearings,  11141 

report,  02174,  05369,  06821,  08815,  08834 
financial  and  operating  statistics,  class  1  rail- 
roads, 02809 
framework  for  predicting  external  impacts  of 

railroad  abandonment,  06491 
freight  commodity  statistics,  class  1  railroads, 

12580-1 
Government  regulation  effects  and  economic 
profile  of  railroads  in  United  States,  11151 
impact  of  deteriorating  rail  service  upon  rural 
communities  and  small  business  - 
hearings,  0210) 
information    available    on    estimated   costs    to 
rehabilitate    Nation's    railroad    track    and 
summary  of  Federal  assistance  to  indus- 
try, 07821 
information  on  loan  guarantee  programs  under 
Rail  passenger  service   act   and  Regional 
rail  reorganization  act,  GAO  report,  07810 
investigation  of  railroad  freight  rate  structure, 

02808 
keeping  railroads  on  track,  13049 
laws  relating  to  rail  passenger  service  including 
Rail   passenger   service   act   as   amended, 
05455 
long-distance  coal  transport,  unit  trains  or  slur- 
ry pipelines,  02891 
non-government  frequency  list,  land  transpor- 
tation services,  09517 


Northeast-Midwest    rail    reorganization, effects 

of  proposals  on  rural  areas,  05423 
proceedings  of  the  1975  National  Rail  Planning 

Conference,  02551 
public    response    to   Secretary   of   Transporta- 
tion's rail  services  report,  12584-5 
public  works  jobs  on  railroads - 

hearings,  00481 
Rail  passenger  service  act,  amend - 

hearings,  05205 
rail  problems,  background  information,  05197 
Rail  revitalization  and  regulatory  reform  act- 

report,  06883,  10978,  10997 
Rail  services  act- 
law,  10678 

report,  02221,  11000,  11434 
Railroad  revitalization  act- 
proposal,  01939 
railroad-highway  crossings  demonstration  pro- 
ject,   withholding    of    funds    constitutes 
reservation  of  budget  authority  - 
report,  00314 
Railway     Association's     preliminary     system 

plan,  evaluation  report,  05943 
Regional  rail  reorganization  act,  amend - 
hearings,  05203 
report,  10913 
Regional  rail  reorganization  act,  oversight- 
hearings,  02070 
restructuring  railroads  in  Northeast  and  Mid- 
west pursuant  to  Regional  rail  reorganiza- 
tion act,  03367 
role   of   railroads   in   meeting  nation's   energy 

requirements,  proceedings,  12206 
test    train    program,     fifth    progress    report, 

05801,  12207 
USRA  final  system  plan- 
hearings,  02075 
see   also   High    speed   ground    transportation- 
Railroad  employees. 
Rails  (birds): 

hunting,  possession,  transportation,  and  impor- 
tation, Federal  regulations,  02584 
literature  of  California  black  rail,  1 2263 
Railway  Association,  United  States,  see  United 

States  Railway  Association. 
Railway  equipment,  see  Railroad  supplies. 
Rain: 

influence    of    rainfall    and    ancient    landslide 

deposits    on    recent    landslides    in    urban 

areas    of    Contra    Costa    County,    Calif., 

07827 

radar  derived  spatial  statistics  of  summer  rain, 

experiment  description,  01333 
transient  response  of  layered   soil  to  natural 
rainfall  in  presence  of  shallow  water  table, 
08516 
vegetation  responses  to  grazing,   rainfall,  site 
condition,      and      mesquite      control     on 
semidesert  range,  02638 
waterproofing     materials     for    prevention    of 
windblown      rain      penetration      through 
masonry  walls,  05618 
see  also  Precipitation. 
Rain  gages,  see  Precipitation  gages. 
Rainfall,  see  Rain. 
Rainy  River  and  Valley: 

catalog  of  information  on  water  data,  12385 
type  I  framework  plan  for  water  and  related 
land  resources,  09477 
Raisins: 

malathion,     protectant     for     natural     raisins 

against  insect  infestation,  10371 
marketing  California  raisins,  00029 
Raman  spectrum,  see  Spectra. 
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Ramps 

stairs,    ramps,     handrails,    and    landings,    fact 
sheet.  09073 
Ranchers,  see  Stockmen 
Randolph  Sheppard  act.  see  Blind 
Randolph.  Vt 

flood  plain  information,  09254 
Random  processes.  see  Probabilities 

(mathematics). 
Range  lands: 
evaluation  of  ERTS-I  data  for  forest  and  ran- 

geland  surveys.  02636 
Forest     and     rangeland     renewable     resources 

planning  act.  12283 
managing  semidesert  grass-shrub  ranges.  08581 
range  condition  report.  12678 
RPA,    Nation's    renewable    resources,    assess- 
ment, 12326 
southern   range   management,   selected  bibliog- 
raphy,  09623 
Range  management  specialists. 

employment  outlook,  10041 
Rangelands,  see  Range  lands 
Rankin  cycles: 

rankin    engines,    advanced    automotive    power 
systems  contractors  coordination  meeting. 
07596 
RANN  (research  applied  to  national  needs),  see 

Research. 
Ransom  County,  N.Dak.: 
Sheyenne  National  Grassland  area,  soil  survey 
report,  08390 
Rapid  City.  S.  Dak.: 
flood.  1972,  09809 
Rapid  transit,  see  Local  transit. 
Rare  earths: 

elements,  mineral  industry  surveys.  08086 
minerals      and      metals,      Minerals      yearbook 

chapter.  08082 
preprint    from     Mineral    facts    and    problems, 
01295 
Rate    Advisory    Committee,    Federal    Prevailing. 
see  Federal  Prevailing  Rate  Advisory  Com- 
mittee. 
Rate  computations,  see  Numerical  calculations. 
Rates,  see  Electricity-Telephone. 
Rathbun.  Agnes  J 

relief,  10665 
Rathbun.  Emmett  A.: 

relief.  10665 
Ratings: 
comparative    analysis    of    relative    validity    for 

subjective  time  rating  scales,  01699 
ratings    of    first-term    airmen    on    supervisory 
potential     and     technical     competence     in 
AFSCs  462XO  and  812XO.  10430 
type  rating,  airplane,  flight  test  guide.  02588 
Ratio  and  proportion: 
concentration  ratios  in  manufacturing,  00120 
weight/volume    ratios    for    Appalachian    hard- 
woods. 01058 
Rations: 

investigative    study    of    development    of    dry 
whole  milk  substitute  for  ration  use,  00087 
Rats: 

rats,   fires   and    inner-city    solid    waste   storage 

practices,  09495 
repetition     and     dark     adaptation     effects     on 

visual  evoked  responses,  10057 
thyroid  status  of  rats  during  simulated  shallow- 
water  saturation  dives,  10063 
Raw  materials: 

outlook   for   prices   and    supplies   of   industrial 
raw  materials  - 
hearings,  04916 


producing  alumina  from  raw  materials,  revised 
and  updated  cost  estimates.  06085 
RAWARC  (radar  and  warning  coordination  tele- 
typewriter circuit),  see  Warning  systems 
Kawin  system: 

compatibility  of  low-cloud  vectors  and  raw  ins 
for  synoptic  scale  analysis.  01451 
Kdwinsonde: 

relationships    between    motion    on    isentropic 
surfaces    from    3-H    rawinsonde    data   and 
radar  echoes,  06177 
Rawlins.  Fdward  W.: 

relief.  11336 
Rays,  see  Beams. 
RCA  Corp.: 

electronic    receiving    tubes    and    mounts,    wor- 
kers   of    Woodbridge.    N.J.,    plant.   Tariff 
Commission  report,  10335 
REA.  see  Rural  Electrification  Administration. 
Reaction  kinetics,  see  Kinetics. 
Reactions  (chemical),  see  Chemical  reactions. 
Reactor  fuels: 

development  of  input  data  to  energy  code  for 

analysis  of  reactor  fuel  bundles.  07468 
fuel     management     codes     for    fast    reactors. 

07464 
Nuclear  fuel  assurance  act- 
hearings,  10682 
proposal.  00325 
private  sector  of  uranium  enrichment  industry, 
establish - 
proposal,  00324 
Reactor  power  plants,  see  Nuclear  reactor  power 

plants. 
Reactor  safety,  see  Safety  of  life 
Reactor  Safety  Research  Division: 

Nuclear  Regulatory  Commission  reactor  safety 
research  program,  description,  13023 
Reactors: 

analysis    of    carbon-14    and    tritium    in    reactor 

stack  gas,  07554 
catalytic  oxidation  of  trace  levels  of  methane 

in  oxygen  in  tubular  reactor,  10159 
coils,  reactors,  suppressors,  and  transformers, 

Federal  item  identification  guide,  11683 
saturable    reactors    and    magnetic    amplifiers, 
Federal    item    identification    guide.    11702. 
11707 
Reactors  (atomic): 

advanced       nuclear      reactors,       introduction, 

07479-80 
automobile  thermal  reactors,  evaluation  of  al- 
loys and  coatings  for  use.  10162 
BWR  waste  gas  treatment  system  dose  evalua- 
tions under  upset  conditions,  00101 
catalyst       deactivation       in       hot-gas-recycle 
methanation         reactors.         mathematical 
model,  07503 
cost  and  schedule  estimates  for  Nation's  first 
liquid   metal   fast   breeder  reactor  demon- 
stration power  plant,  GAO  report,  09762 
effects  of  cold  leg  steam  and  flow  baffles  on 
ECC  delivery  in  simulated  multiloop  PWR 
geometry    with    steam    upflow    and    super- 
heated walls.  07469 
energy      balance      in      large      installations      of 

Tokamak  type,  07473 
experimental  ceramic  automobile  thermal  reac- 
tors, design  and  evaluation,  10165 
fuel     management    codes     for    fast    reactors, 

07464 
NBS  reactor,  summary  of  activities,  12889 
nuclear  reactor  safety  status - 
hearings,  08746-7 
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Reactors  (atomic)-Con. 
nuclear  reactors  built,  being  built,  or  planned 
in    United    States,    as   of   June    30,    1975, 
07507 
nuclear  warships  reactor  incidents,  U.S.  liabili- 
ty- 
report,  05063 
operating   history,    U.S.    nuclear   power   reac- 
tors, 1 1957 
reactor  safety   research  program,  description, 

13023 
standards   for   calculating   strength   of  reactor 
components,    steam    generators,    vessels, 
and  piping  of  atomic  power  stations,  test 
and   research   reactors,   and   installations, 
07472 
summary  of  proceedings  of  workshop  on  con- 
ceptual   design    studies    of    experimental 
power  reactor-1,  02425 
system  for  incident  detection  and  core  surveil- 
lance for  fast  reactor,  07463 
technical  and  economic  assessment  of  direct- 
cycle  gas-cooled  reactor  plant,  11964 
Reactors  (chemical): 
tube-wall  methanation  reactors  with  combined 
diffusion  and  kinetic  resistance,  10088 
Reading: 
assessment  of  reading  activities  funded  under 
Federal  program  of  aid  for  educationally 
deprived  children,  GAO  report,  07797 
getting  down   to  basics   in   reading  (address), 

09211 
language   development   and   reading,   perspec- 
tives   on    linguistically    different    learner, 
06056 
national      reading      improvement      program, 
amend - 
law,  06735 
report,  06878 
reading  Lao,  programmed  introduction,  03123 
RIF    (Reading     is     fundamental)     newsletter, 
04479 
Real  estate: 
acquiring   your   real  property   for   Federal-aid 

highways,  00982 
facilities    engineering    and    management,    real 

property  inventory  system,  02681 
minimum  property  standards,  HUD- 
multifamily  housing,  12472 
one  and  two  family  dwellings,  05915,  12471 
mortgage      credit      analysis      handbook      for 
mortgage  insurance  on  1-4  family  proper- 
ties, 01138 
property    disposition    critical    path   processing 

handbook,  01141 
providing  for  greater  disclosure  of  nature  and 
cost  of  settlement  services - 
report,  05069,  05324 
questions   and   answers   on   HUD/FHA   home 

property  appraisals,  12478 
Real  estate  settlement  procedures  act- 
report,  08982 
real    property    owned    by     U.S.     throughout 

world,  inventory  report,  05865 
real  property  tax  revision  in  District  of  Colum- 
bia- 
law,  04877 
report,  05034,  05343 
salesworkers  and  brokers  - 

employment  outlook,  09976 
settlement  procedures  act,  amend - 
hearings,  02033,  07211 
law,  06745 
report,  06850 
tax  shelters,  02137 


title    1    property    improvement   loan    operating 

handbook,  01 144 
Truth  in  lending  and  advertising  of  real  estate 

credit,  09588 
views    of    Board    of    Governors    of    Federal 
Reserve   System   on   proposals   to   amend 
Real    estate     settlement    procedures    act 
(remarks),  12248 
see  also  Property. 
Real  property,  see  Real  estate. 
REC,    see    Engineering    and    Research    Center- 
Reclamation  Bureau. 
Receipts  and  expenditures,  see  Finance. 
Receivers  (television),  see  Television. 
Receiving  clerks: 

employment  outlook,  09949 
Receptionists: 

employment  outlook,  09948 
Recession,  see  Business  recession. 
Recharge: 

geohydrology   and  artificial-recharge   potential 
of   Irvine   area,   Orange   County,   Calif., 
09795 
Recipes:  . 

index  of  recipes.  Armed  Forces  recipe  service, 

04792 
vegetables  in  family  meals,  04746 
Recirculation,  see  Circulation. 
Reclaimed  rubber,  see  Rubber. 
Reclamation  Bureau: 

appropriations,  deferral- 
report,  10919-22 
appropriations,  1976- 

supplemental,  proposal,  01908 
field  laboratories,  survey,  08346 
managing    recreation    facilities    at    reservoirs, 

GAO  report,  07714 
more    effective    procedures    are    needed    for 
establishing  payment  terms  and  develop- 
ment periods  for  irrigation  projects,  GAO 
report,  07818 
press  releases,  04412 
public  works  appropriations,  1976- 

he  a  rings,  02248 
REC-ERC    series,   06461-2,   08344-6,    10276-9, 

13069 
reclamation  research  in  the  seventies,  progress 

report,  06463 
research  report,  06463 
safety  news  (periodical),  04460 
water    operation     and    maintenance    bulletin, 
04670 
Reclamation  of  land: 

avoid  problem  spoils  through  overburden  anal- 
ysis before  strip  mining,  12288 
Federal  projects  water  and  land  resource  ac- 
complishments, 08342-3 
Federal  reclamation  policy,   Westlands  Water 
District,  will  family  farm  survive  in  Amer- 
ica- 
hearings,  07320 
land  at  river's  end,  Copper  River  delta,  07681 
making  multiple  use  decisions,  07991 
operation   and   maintenance  of  existing  recla- 
mation projects - 
hearings,  07269 
Reclamation  authorization  act- 

report,  06862 
reclamation  era,  water  review  quarterly,  04459 
Small  reclamation  projects  act,  amend - 
law,  06723 
report,  07151 
Surface  mining  control  and  reclamation  act- 
report,  05068,  05398,  10917 
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Reclamation  of  land -Con. 

Surface    mining   control   and    reclamation   act, 
justification  of  veto- 
heanngs.  00472 

tax  exempt  status  of  obligations  used  to  pro- 
vide certain  irrigation  facilities - 
law,  06706 
report,  07168 

water    and    land    resource    accomplishments, 
Federal  projects,  01526-8 
Reclamation  projects,  see  Reclamation  of  land. 
Recluse,  Wyo.: 

compound-type    separation    and    characteriza- 
tion  studies  for  370°  to  530°  C  distillate 
crude  oil,  10090 
Recorders,  see  Recording  instruments. 
Recording  cameras,  see  Cameras. 
Recording  instruments: 

automatic  data  acquisition  and  reduction 
system,  09716 

automotive  recorder  research  and  its  effects 
on  future  vehicle  safety,  10200 

automotive  recorder  research  disc  recorder 
pilot  project,  12925 

basic  research  in  crashworthiness,  12926 

collection,  preparation,  translation  and  com- 
puter reduction  system  of  digital  hydrolog- 
ic  data,  08515 

universal  graphic  recorder   model   UGR-196C, 
01460 
Recordings,  see  Sound  recordings. 
Records: 

access  to  records  maintained  by  Government 
agencies - 
hearings,  05185 

American  Commission  to  Negotiate  Peace, 
12854 

astronomical  papers  prepared  for  use  of  Amer- 
ican ephemeris  and  nautical  almanac, 
06417 

documents  from  America's  past,  reproductions 
of  historical  documents  in  National 
Archives,  01368 

Federal  reporting  and  recordkeeping  as  it  af- 
fects small  businesses  - 
hearings,  07316 

Joseph  Henry  Pendleton,  1860-1942,  register  of 
his  personal  papers,  02884 

land  title  records  and  recording  procedures  in 
U.S.,  11944 

looking  for  evidence  of  age,  citizenship,  rela- 
tionship?, 10577 

minimum  records  for  municipal  waste  treat- 
ment works,  09460 

printed  hearings  of  House  of  Representatives 
found  among  its  committee  records  in  Na- 
tional Archives,  1824-1958,  12859 

public  access  to  Watergate  documents - 
report,  09020 

record  groups  of  National  Archives  and 
Records  Service,  list,  06261 

recording  of  user  interest,  09138 

recordkeeping  for  small  business,  02753 

recordkeeping  for  small  business,  tax  informa- 
tion, 12525 

recordkeeping  in  Department  of  State,  12857 

recordkeeping  requirements  and  guide  to  tax 
publications,  02754 

rules  regarding  access  to  and  review  of  per- 
sonal information  in  systems  of  records, 
02566 

what  every  employer  needs  to  know  about 
OSHA  recordkeeping,  07986 

what  records  shall  we  preserve?,  12860 

see  also  International  relations. 


Recreation: 

America's  park  and  recreation  heritage, 
chronology,  08333 

Appalachian  Trail - 
Jefferson   National    Forests,    Mount   Rogers 
National   Recreation   Area   Va.,  general 
information,  09599 
Pisgah  &  Cherokee  National  Forest,  N.C., 
Tenn.,  general  information,  09600 

Army  recreation  and  travel  guide,  00089 

design  guidelines  for  recreational  roads,  07527 

Federal  water  project  recreation  act,  studies, 
11575 

forest  recreation  research  publications,  01044 

have  you  taken  advantage  of  public  lands  and 
water  supply  resources  for  outdoor 
recreation?,  03083 

indoor    recreation    areas,    authorize    develop- 
ment- 
report,  07098 

management  proposals,  Uncompahgre  &  Wil- 
son Mountains  Primitive  Areas  and  con- 
tiguous lands,  09624 

managing  recreation  facilities  at  Bureau  of 
Reclamation  reservoirs,  GAO  report, 
07714 

nationwide  outdoor  recreation  plans,  02298 

natural  resources  and  recreation,  conference 
on  inflation,  01518 

new  Federal  requirements  for  recreeational 
boats,  10616 

outdoor- 
recreation  and  environment,  05743 

outdoor  recreation  action,  04333 

outdoor  recreation  briefing - 
hearings,  05507 

Outdoor  Recreation  Bureau,  focal  point  for 
outdoor  America,  03082 

outdoor,  grant-in-aid  manual,  04334 

planning  and  design  of  outdoor  recreation 
facilities,  01735 

purchase  or  lease  of  National  resource  lands 
for  recreation  and  public  purposes,  02879 

recreation  on  water  supply  reservoirs,  hand- 
book for  increased  use,  1 1648 

recreational  and  athletic  equipment,  Federal 
item  identification  guide,  11768-9 

recreational  community  gardening,  13030 

small  business  enterprises  in  outdoor  recrea- 
tion and  tourism,  08913 

Snoqualmie  Pass,  growing  populace  within 
forest  environment,  09726 

special  recreation  use  fees,  collect - 
report,  08959 

summer  youth  employment  and  recreation,  ap- 
propriations, 1975,  supplemental- 
report,  10937 

welfare,    recreation,    and    morale,    unit    level 
recreational  sports,  04782 
Recreational  areas  and  demonstration  projects: 

ACTION  special  volunteer  demonstration  pro- 
grams, 00007 

computing  visible  areas  from  proposed  recrea- 
tion developments,  case  study,  09677 

green-line  parks,  preserving  recreational  land- 
scapes in  urban  areas,  022% 
Recruiting  and  enlistment: 

Air  Force  officers,  adjust  flight  pay  for  career 
incentive - 
report,  08771 

Army  recruiting  &  career  counseling  journal, 
04461 

fiscal  management  guide  for  State  recruiting 
and  retention  officers,  06323 

join  people  who've  joined  Army,  10493 


Do  not  order  from  index;  see  indicated  entry 


Page  1-545 


Subject  Index 


Recruiting  and  enlistment-Con. 

modern  volunteer  Army  program,  Benning  ex- 
periment, 1970-72,  10494 
nuclear-qualified  naval  officers,  extend  special 
pay- 
report,  00443,  00611 
take  a  look  at  all  the  things  you've  been  taking 

for  granted  in  the  Army,  06577 
trying  to  enlist?  reemployment  rights,  01236 
Recrystallization: 

resistance    of     a    gamma-gamma    prime-delta 
directionally    solidified    eutectic    alloy    to 
recrystallization,  02954 
Rectum: 
progress  against  cancer  of  colon  and  rectum, 
06297 
Recycle  operations  (chemical  technology): 
catalyst       deactivation       in       hot-gas-recycle 
methanation        reactors,        mathematical 
model,  07503 
recovery  and  separation  of  molybdenum  and 

rhenium  from  process  solution,  02929 
separating  paper  at  waste  source  for  recycling, 

12096 
updated  cost  evaluation  of  metal  and  mineral 
recovery  process  for  treating  municipal  in- 
cinerator residues,  08042 
waste-plus-waste  process  for  recovering  metals 
from    electroplating    and    other    wastes, 
development  and  application,  10068 
water  reuse,  bibliography,  05931 
Recycled  materials,  see  Materials. 
Red  band  needle  blight: 
damage  to  knobcone  X  Monterey  pine  hybrids 
and  parents  in  California  redwood  sites, 
12317 
Red  Cross,  International  Committee,  see  Interna- 
tional Committee  of  Red  Cross. 
Red  Dane  Cattle,  see  Cattle. 
Red  oak,  see  Oak. 
Red  pine,  see  Pine. 
Red  River  and  Valley: 
catalog  of  information  on  water  data,  12385 
Civil  War  Marine,  diary  of  Red  River  expedi- 
tion, 1864,  06068 
type  I  framework  plan  for  water  and  related 
land  resources,  09477 
Red  River  of  North: 
impact      of      Fargo,      N.      Dakota's      waste 

discharges,  09431 
quality  of  interstate  waters,  report,  10268 
Red  wheat,  see  Wheat. 
Redevelopment  (city  planning,  etc.): 
contribution  of  urban  planning  to  air  quality, 

05683 
displaced  small  business  economic  injury  loans 
and  management  and  technical  assistance, 
01552 
EDA    qualified    areas    eligible    for    financial 

assistance  (map),  05596 
evaluating    local    urban    projects,    simplified 

manual,  05908 
feasibility  of  utility  corridors  at  Fort  Lincoln, 

01125 
Federal  Government  and  future  of  urban  life- 

hearings,  02031 
fiscal  impact  of  land  development,  critique  of 

methods  and  review  of  issues,  09852 
futrue  of  local  urban  redevelopment,  guide  for 

community  policy  makers,  05912 
going  it  alone?  case  study  of  planning  and  im- 
plementation at  local  level,  12467 
housing  act  of   1949,  title   1,  amended,  urban 
renewal  operations,  report,  09872 


housing  and  community  development  programs 

(remarks),  09869 
measuring  impacts  of  land  development,  initial 

approach,  executive  summary,  09853 
metropolis  speaks,  and  listening  to  metropolis, 

executive  summary,  09854 
neighborhood    perservation,    catalog    of    local 

programs,  executive  summary,  05917 
promoting      environmental      quality      through 

urban  planning  and  controls,  05745 
relocation  policies  and  procedures,  01131-2 
State-required     impact     evaluation     of     land 

developments,  executive  summary,  09855 
urban  renewal  directory,  05921 
urban  renewal  handbook,  01145,  04646,  09857- 

8 
water  quality   managment  planning  for  urban 
runoff,  05758 
Redevelopment  Land  Agency: 

transfer  of  real  property  of  United  States  to 
District  of  Columbia- 
report,  01979 
Reduction  (chemical): 

coreduction     of     titanium,      aluminum,     and 

vanadium    chlorides   to   produce   titanium 

alloy  sponge,  10087 

of   tetravalent   cerium    and    its   application   to 

stripping  from  tri-n-butyl  phosphate,  10077 

oxygen  reduction  on  several  gold  alloys  in  1- 

molar  potassium  hydroxide,  06206 
thermogravimetric   study   of  reduction  of  ox- 
ides present  in  oxidized  nickel-base  alloy 
powders,  12801 
Reduction  of  Federal  Expenditures  Joint 
Committee: 
committee  print,  03474 
Reductions  in  force,  see  Government  offices. 
Redwood: 

growth  of  released  redwood  crop  seedlings  on 

redwood  experimental  forest,  09662 
in    and    near   Redwood    National    Park,    gross 

volume  tables,  05839 
old-growth        redwood        stumps,        thinning 
promotes  growth  of  sprouts,  09706 
Redwood  Experimental  Forest: 

damage  to  knobcone  X  Monterey  pine  hybrids 
and  parents  by  red  band  needle  blight  in 
California  redwood  sites,  12317 
Redwood  National  Park: 

redwood  trees,  gross  volume  tables,  05839 
Reed,  Thomas  G.: 
nomination - 
hearings,  11484 
Reed,  Travis  Edwin: 
nomination - 
hearings,  07230 
Reefs: 

how  to  build  marine  artificial  reefs,  08261 
Reels: 

reels   and   spools,    Federal   item   identification 
guide,  11774 
Reemployment  of  veterans,  see  Veterans. 
Reenlistment,  see  Recruiting  and  enlistment. 
Reentry  into  atmosphere,  see  Atmospheric  entry. 
Reese,  Steve  P.: 

relief,  10823,  11317 

Referees  in  bankruptcy: 

appropriations,  1976- 

supplemental,  proposal,  00318 
Reference  books: 

consolidated  master  cross  reference  list,  sub- 
ject bibliography,  01761 
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Referendum: 
District   of  Columbia,   advisory   neighborhood 
councils  issue  - 
report,  08799 
Refineries,  see  Petroleum  refineries. 
Reflection  (light): 
bidirectional    plant    canopy    reflection    models 
derived  from  radiation  transfer  equation, 
02988 
photometric  function  for  diffuse  reflection  by 

particulate  materials,  06237 
polarized  reflected  light  in  remote  sensing  of 
soil  moisture,  potential  use,  08598 
Reformatories: 
children  in  custody,  report  on  juvenile  deten- 
tion   and    correctional    facility    census    of 
1971,  12613 
Refraction: 

simplified  method  for  estimating  refraction  and 

shoaling  effects  on  ocean  waves,  11972 
theoretical  study  of  refraction  effects  on  noise 
produced  by  turbulent  jets,  08124 
Refractories,  see  Refractory  materials. 
Refractory  materials: 
evaluation  of  refractories  for  mineral  wool  fur- 
naces, 12729 
refractories,  current  industrial  reports,  03694 
Refrigeration        mechanics,       see       Mechanics 

(persons). 
Refrigerators: 

fact  sheet,  09114 
Refugees: 
appropriations   for  special  assistance  to  refu- 
gees from  Cambodia  and  Vietnam  - 
report,  02175 
assistance  and  relief  in  South  Vietnam,  supple- 
mental appropriations - 
proposal,  01925 
assistance,  appropriations,  1975  — 

hearings,  1 1055 
education  of  Cambodian  and  Vietnamese  refu- 
gees, assistance  to  local  educational  agen- 
cies, provide - 
hearings,  02048 
Indochina    migration    and    refugee    assistance 
act,  10737- 
report,  00557,  01960 
Indochina  refugee  children  assistance  act- 

report,  10991 
Indochina  refugees - 

hearings,  05219 
Indochina    refugees,    supplemental    appropria- 
tions, 10736 
Indochina,   Cambodian   and   Vietnamese   refu- 
gee children  assistance  program - 
report,  02204,  06877 
refugee  and  humanitarian  problems  in  Chile - 

hearings,  11593 
refugee  relief  in  Republic  of  Viet-Nam,  Laos, 
and  Khmer  Republic,  agreement  with  In- 
ternational    Committee     of     Red     Cross, 
03179,  03214,  03314,  03331,  13134 
refugee   relief  in   South   Viet-Nam   and   Laos, 
agreement     with     United     Nations     High 
Commissioner  for  Refugees,  03290 
refugee  relief,  education  for  Palestinian  refu- 
gees, agreement  with  United  Nations  Re- 
lief and  Works  Agency,  03213 
review  of  preliminary  estimates  of  evacuation 
costs,    temporary    care,    and    resettlement 
costs  of  Vietnamese  and  Cambodian  refu- 
gees, GAO  report,  07767 
Somalia,   activities   related   to   resettlement  of 
refugees,  07200 
Refuges,  see  Wildlife  refuges. 


Refunds  of  taxes,  see  Tax  refunds. 
Refuse,  see  Waste  products. 
Regeneration  (biology): 

coppicing  to  convert  small  cull  trees  to  grow- 
ing stock,  09693 
influence      of     residual      stand      density     on 
regeneration      of      northern      hardwoods, 
01072 
seed  production   and  dispersal  by   dwarf  mis- 
tletoe    in     overstory     Jeffrey     pines     in 
California,  05833 
slash  pine   regeneration  development  beneath 
overstories,  09721 
Regional  Civil  Rights  Conference: 

toward  more  cooperative  and  productive  rela- 
tionship  among  civil  rights   agencies  and 
officials,  00206 
Regional  Civil  Rights  Officers'  Conference: 

proceedings,  00997 
Regionalism: 

environmental   center   organizations,    assist   in 
their  establishment- 
report,  08993 
Registers: 

awards    register,    grants   assistance    programs, 

07540 
biographic     register,     State    Department    and 

other  foreign  affairs  agencies,  01594 
Federal  register,  03883 
Federal  register  index,  03884 
hydrogen  technology  experts,  01336 
master  register  of  Bicentennial  projects,  10470 
register  of  retired  commissioned  and  warrant 
officers,  regular  and  reserve,  Navy,  06422 
U.S.  Army  register- 
departmental  edition,  01628 
document  edition,  01887 
United  States  civil  aircraft  register,  07617 
Registration: 

DEA  registration  information,  02412 
Farm      labor      contractor      registration      act, 
amend - 
report,  05374 
veto,  10710 
Federal  aviation   regulations,  aircraft  registra- 
tion, 03812 
Federal    pesticide    registration    program,    is   it 
protecting    the    public    and    environment 
adequately  from  pesticide  hazards,  GAO 
report,  07820 
low    compliance    rates   at   unmanned    trail   re- 
gisters, 01054 
postcard  voter  registration - 

report,  06852 
propriety  of  register  of  copyrights'  refusal  to 
renew  copyright  registration  predicated  on 
dual  basis   that  work   is   composite   work 
and  work  made  for  hire,  05966 
voter  registration  by  mail- 

hearings,  02314 
see  also  Patents. 
Regression  (statistics): 

comparison      of      some      biased      estimation 
methods,  including  ordinary  subset  regres- 
sion, in  linear  model,  06239 
regression  sampling  in  natural  resources,  09702 
Regulators: 

helical  bend  combined  sewer  overflow  regula- 
tor, 12035 
Regulatory  agencies,  see  Government  offices. 
Rehabilitation: 

information  available  on  estimated  costs  to 
rehabilitate  Nation's  railroad  track  and 
summary  of  Federal  assistance  to  indus- 
try, 07821 
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Rehabilitation     Con. 
social    and    rehabilitation    record    (periodical), 
04521 
Rehabilitation  of  criminals: 
protecting  inmate   rights,   report  of  Ohio  Ad- 
visory Committee.  10588-9 
selective    placement    in    Federal    civil    service 
employment,  handbook,  01799 
Rehabilitation  of  the  disabled: 
Comprehensive  alcohol  abuse  and  alcoholism 
prevention,    treatment    and    rehabilitation 
act  of  1970,  as  amended- 
text,  11596 
equalizing  the   handicap,   guide   to   regulations 
of    affirmative    action     requirements     of 
Rehabilitation  act,  03091 
factors  affecting  rehabilitation  after  myocardi- 
al infarct,  USSR  study,  02825 
narcotic   addition  treatment  and   rehabilitation 
programs - 
hearings,  08904 
Rehabilitation  act  amendments - 

report,  11006,  11440 
Rehabilitation  act,  amend - 
report,  05062,  05354,  06879 
veto,  04977 
State  vocational  rehabilitation  agency,  program 

and  financial  plan,  06466 
veterans,   vocational  rehabilitation   assistance, 
allowances,  increase  rates  - 
veto,  04987 
veterans,   vocational  rehabilitation   assistance, 
increase  - 
report,  05036,  05345 
Rehabilitation  Services  Administration: 
establish - 

report,  05062 
information  memorandum,  04070 
program  instruction,  04426 
program  regulation  guide,  04427 
quarterly  indices,  04464 

transfer  out  of  Social  and  Rehabilitation  Ser- 
vice- 
report,  05354,  05354 
Reimbursement: 
general  provisions  for  cost-reimbursement  type 

supply  contracts,  13198 
John    A.    Durkin    and    Louis    C.    Wyman    for 
senatorial  election  - 
report,  11415 
reimbursements  from  foreign  governments  for 
military  personnel  services  provided  under 
Foreign   military   sales   act,   GAO   report, 
07731 
Reinforced  concrete,  see  Concrete. 
Reinforcements: 
metal   shear   web   selectively    reinforced    with 
filamentary   composites   for   space  shuttle 
application,  evaluation,  06148 
Relativity  (physics): 

relativistic  many-body  bound  systems,  06276 
Reliability  (mechanical): 
cost  assessment  of  reliability  requirements  for 

shuttle-recoverable  experiments,  01356 
final  report  of  joint  logistics  commanders  elec- 
tronic systems  reliability  workshop,  11869 
Relief  work: 
disaster  communications,  FCC  rules  and  regu- 
lations, 03843 
drought    damage    and    famine    in    sub-Sahara 

Africa,  01578 
famine  prevention  and  freedom  from  hunger- 
report,  02064 
Foreign  disaster  assistance  act- 
report,  08976 


refugee  relief  in  Republic  of  Viet-Nam,  Laos, 
and  Khmer  Republic,  agreement  with  In- 
ternational Committee  of  Red  Cross, 
03179,  03214,  03280,  03314,  03331 

refugee  relief,  education  for  Palestinian  refu- 
gees, agreement  with  United  Nations  Re- 
lief and  Works  Agency,  03213 

regional  disaster  response  operations,  07853 
Religions: 

Indian  religions  and  ceremonials,  12490 
Religious  bodies: 

new  hope-  new  possibilities,  report  to  religious 
communities  on  alcohol  safety  action  pro- 
jects (ASAP),  10211 
Relocation    (housing),   see   Redevelopment   (city 

planning,  etc.). 
Remains,  see  Dead. 
Remmel,  Ark.: 

water  resources  appraisal  for  hydroelectric 
licensing,  Carpenter  and  Remmel 
Developments,  project  271,  owned  by  Ar- 
kansas Power  and  Light  Co.,  Quachita 
River,  Ark.,  evaluation  report,  09555 
Remote  control: 

oblique,  all-wing,  remotely  piloted  vehicle  for 
air-to-air  combat,  10173 

sewerage  system  monitoring  and  remote  con- 
trol, 09411 

subsonic   stability   and  control  derivatives  for 
unpowered,  remotely  piloted  3/8-scale  F-15 
airplane  model  obtained  from   flight  test, 
08185 
Remote  sensing: 

acquisition  of  satellite  data,  agreement  with 
Zaire,  08431 

applications  of  microwaves  to  remote  sensing 
of  terrain,  02938 

atmospheric  methane  using  erbium/YAG  laser, 
feasibility  study,  04773 

earth  resources,  cooperative  research  in 
remote  sensing  for  earth  surveys,  agree- 
ment with  Mexico,  03188 

economic  appraisal  of  real-time  synoptic  sea- 
state  measurements  by  over-the-horizon 
radar  remote  sensing,  06380 

polarized  reflected  light  in  sensing  of  soil 
moisture  potential  use,  08598 

remote  sensing  of  pollutants  computerized 
reduction  of  long-path  absorption  data, 
08277 

remote  sensing  study  of  electric  generating  sta- 
tion thermal  discharges  to  Barnegat  Bay 
and  Great  Egg  Harbor,  N.J.,  09464 

remote  sensing  study  of  steam-electric  power 
plant  thermal  discharges  to  Lake  Erie,  and 
Detroit   and    St.    Clair   Rivers,   Ohio   and 
Mich.,  12080 
Renal  diseases,  see  Kidneys. 
Rend  Lake  Dam: 

turbulent  flow   in   rectangular  outlet  conduit, 
Rend  Lake   Dam,  Big  Muddy  River,  111., 
09312 
Rendering,  see  Oils  and  fats. 
Rendezvous  (space): 

modification      of      impulse-factoring     orbital- 
transfer   technique   to   account   for  orbit- 
determination  and  maneuver-execution  er- 
rors, 12785 
Rene  41: 

aerothermal    performance    and    structural    in- 
tegrity   of    Rene    41    thermal    protection 
system  at  Mach  6.6,  02960 
Renegotiation,  see  Government  contracts. 
Renegotiation  Board: 

annual  report,  08348 
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Renegotiation  Board -Con. 
appropriations,  1976- 
hearings,  07196 
law,  01856 
causes   of   excessive    profits    on    defense    and 

space  contracts,  GAO  report,  07804 
Chairman  and  Deputy  Special  Representative, 
nominations    of    Richard    C.     Holmquist, 
Clayton  Yeutter,  and  William  N.  Walker- 
hearings,  11525 
Renovation: 

EPA    demolition    and    renovation    inspection 

procedures.  02466 
residential  alteration  and  repair,  expenditures, 
etc.,  construction  reports,  00145 
Renovizing: 
low-rent  housing  modernization  program,  pro- 
gram participants  and  HUD  staff,  05914 
Rent: 

capital  expenditures,   fixed   assets,  and   rental 

payments,  00133 
General  Services  Administration's  methods  for 
computing    rent    for    Federally    occupied 
buildings  need  further  improvement,  GAO 
report,  07775 
low    rents    charged    at    personnel    quarters    of 
Veterans  Administration  Hospital,  Hines, 
111..  GAO  report,  07711 
place-to-place  rent  comparisons  using  hedonic 

quality  adjustment  techniques,  05985 
railroad   rolling   stock,   rental   by   foreign   cor- 
porations- 
report,  01962,  06891,  07153,  10990 
veto  message,  10803 
rental  income   and  royalty   income,  tax   infor- 
mation, 02755 
Rental  Accomodations  Commission: 
establish,  District  of  Columbia- 
hearings,  06934 
Rental  housing,  see  Housing. 
Reorganization    of    Government    activities,    see 

Government  reorganization  plans. 
Repair  parts: 

aircraft,  certification  procedures  for  products 
and  parts,   Federal   Aviations   regulations, 
03814 
organizational  and  direct  support  maintenance 
repair  parts  and  special  tools  list,  sewing 
machines  for  repair  of  parachutes  and  al- 
lied equipment,  Singer  models,  01734 
Repair  shops: 
clothing     and     textile     repair     shop,     mobile. 

Federal  item  identification  guide,  11800 
miscellaneous       equipment,       Federal       item 

identification  guide,  11829 
motor    vehicle    maintenance    and    repair    shop 
equipment,     Federal     item     identification 
guide,  02385 
Repair  stations,  see  Aircraft  repair  stations. 
Repairing: 

acceptable  methods,  techniques,  and  practices, 

aircraft  inspection  and  repair,  02487 
concrete  and  masonry  structures,  05615 
development     of     installation     surfaced     area 
maintenance      and      repair      management 
system,  02429 
electric  motor  and  generator  repair,  06580 
examination   into  administration   of  Air  Force 
indicator  repair  contracts  with  Pantronics, 
Inc.,  GAO  report,  07799 
general  repair  of  tents,  canvas,  and  webbing, 

08600 
leaky      shower      rooms,      problems,      repair 
methods,  materials,  and  equipment,  09236 


residential  alteration  and  repair,  expenditures, 

etc.,  construction  reports,  00145 
tax  information  on  repairs,  replacements,  and 
improvements,  01161 
Repairmen,  see  Mechanics  (persons). 
Repairs,  see  Repairing. 
Repatriation: 

temporary      assistance      for      U.S.      citizens 
returned  from  abroad - 
report,  07101 
Repeaters  (radio): 

repeaters  for  law   enforcement  communication 
systems,  05959 
Reporters  and  reporting: 

agricultural  digest  for  reporters,  03744 
Gimelli    system    of    multi-track    voice    writing, 
evaluation       of      new      court       reporting 
technique,  05956 
newsmen's  privilege  - 
hearings,  II 163 
Reports: 

discontinuance  and  modification  of  certain  re- 
ports to  Congress - 
law,  04896 
Government  reports  announcements  &  index, 
03976 
Reproducing   instruments,    see    Sound    recording 

and  reproducing  equipment. 
Republic  of  Guinea,  see  Guinea. 
Republic  of  Korea,  see  Korea. 
Requisitions: 

MILSBILLS,  military  standard  billing  system, 

07398-403 
MILSTRIP,  military  standard  requisitioning  & 
issue  procedures,  operation  manual,  05582 
MILSTRIP,    military    standard    requisitioning 

and  issue  procedures,  09163 
requisition  fund  codes,  05584 
Rescue  equipment  and  appliances: 

development  of  two  new  oxygen  self-rescuers, 
12739 
Rescue  operations,  see  Search  and  rescue  opera- 
tions. 
Rescue  work,  see  Search  and  rescue  operations. 
Research: 

A.I.D.    research    and    development    abstracts, 

03377 
balanced  program  plan,  analysis  for  biomedical 

and  environmental  research,  07494 
Beef  research  and  consumer  information  act- 
report,  06867,  07117 
Census  Bureau  methodological  research,  1974, 
annotated  list  of  papers  and  reports,  10529 
contractors'       independent       research       and 
development  program,  issues  and  alterna- 
tives, GAO  report,  09784 
Department    of    Navy    RDT&E    management 

guide,  03078 
energy     related     research    and    development, 
committee  print,  print  additional  copies- 
report,  08988 
energy  research  appropriations,  1976- 
hearings.  02246-8,  07199.  11473-5 
law,  06722 
report,  02224 
energy-related     research     and     development, 

05412 
energy,  environment,  productivity, 

proceedings,    proceedings    of    First    Sym- 
posium on  RANN.  10225 
Environmental  Research  Laboratories,  02483 
Federal    plan    for    meteorological    service   and 

supporting  research,  06371 
Federal   R&D   funding  by   function,   analysis, 
06397 
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Research -Con. 

Federal  research  and  development  program, 
00505 

Forest  Service  research  accomplishments, 
02601 

in-depth  investigation  into  independent 
research  and  development  and  bid  and 
proposal  programs,  GAO  report,  07723 

independent  research  and  development- 
hearings,  1 1482 

independent  research  and  development  alloca- 
tions should  not  absorb  costs  of  commer- 
cial development  work,  GAO  report, 
12347 

Justice  Department  research  series,  05970 

laboratory  studies  of  hydraulic  performance  of 
one-story  and  split-level  residential  plumb- 
ing systems  with  reduced-size  vents, 
12862 

NASA's  university  program,  active  grants  and 
research  contracts,  12816 

naval,  reviews  (periodical),  04266 

nineteen  seventy-five  Federally  coordinated 
program  of  highway  research  and  develop- 
ment, 12158 

PDR,  policy  development  and  research, 
research  and  technology  program,  09866 

productivity  measurement  in  R&D  programs  at 
National  Bureau  of  Standards,  01386 

products  and  materials  shortages  research  and 
development- 
hearings,  05465 

proposer's  guide  to  AFOSR  research  program, 
10450 

protein  resources  and  technology,  status  and 
research  needs,  08309 

R  and  D  expenditures  of  State  public  institu- 
tions, 06404 

research  and  development  in  industry,  03061 

research  and  development  in  State  government 
agencies,  06403 

research  and  development  in  the  Department 
of  Defense,  a  management  overview, 
02394 

research  opportunities.  Archives  Branch, 
Federal  Archives  and  Records  Center, 
San  Bruno,  Calif.,  12858 

research  relating  to  children,  10583 

resources  for  health  R&D  report,  03040, 
08249 

role  of  research  in  agriculture  (remarks),  10414 

soybean  research  in  Soviet  Far  East,  USSR 
study,  07903 

summary  of  awards  under  supplementary  sol- 
icitation for  interdisciplinary  research, 
fiscal  year  1975  program  of  university 
research,  08466 

today's  R&D,  building  base  for  better  trans- 
portation, 08480 

U.S.  Air  Force  grants  for  basic  research, 
10451 

see  also  Conferences,  congresses,  etc. -Military 
research-Scientific  research. 
Research  and  Development  Office,  EPA: 

indexed  bibliography  of  Office  of  Research 
and  Development  reports,  05733 

overview  inquiry,  07312 
Research  and  Statistics  Office: 

health  insurance  statistics,  HI  series,  06468-71 
Research  institutions: 

aerospace    disturbances,    transfer   of   research 
facility,  agreement  with  Australia,  03289 
Research  laboratories: 

intergovernmental  use  of  Federal  R&D  labora- 
tories, 02507 


reclamation  research  in  the  seventies,  progress 
report,  06463 
Research  Triangle  Park,  N.C.: 

overview    of    EPA/IERL-RTP    scrubber    pro- 
grams, 00927 
Reserve  banks,  see  Federal  reserve  banks. 
Reserve  components  of  Armed  Forces: 

appoint  to  Navy  and  Marine  Corps  active  lists 
Reserves         formerly         POW/MIA        in 
Southeast  Asia, authorize  - 
law,  04891 
facilities  construction,  appropriations,  1975- 

he  a  rings,  06918 
facilities  construction,  appropriations,  1976  — 
hearings,  02023-4,  02245,  06915 
law,  01873 

report,  02209,  06844,  11385 
facilities  construction,  authorization,  1975  — 

report,  05070,  10902,  11357 
facilities  construction,  authorization,  1976- 
hearings,  05444 
report,  00565,  07109 
military  construction  appropriations,  1975- 

report,  05392 
military      construction      appropriations,     1976, 
authorization - 
report,  06835 
personnel  strength  for  1975,  authorization - 

law,  10667 
personnel  strength  for  1976,  authorization - 
hearings,    05144,    05439-43,    09034-5,    11064, 

11480-1 
report,  05409,  06809 
reserve  call-up - 
hearings,  07206 
report,  11422 
see    also    Air    Force    Reserve-Army    Reserve- 
Naval  reserve. 
Reserve  Officers  Training  Corps: 

analysis    of    AFROTC    detachment    viability, 

01688 
Army  ROTC  facts,  06572 
challenges  in  leadership,  text  for  U.S.  Marine 

Corps  Junior  ROTC,  12694 
leadership    in    action,    text    for    U.S.    Marine 

Corps  junior  ROTC,  01274 
master  plan,  Air  Force  ROTC  4-year  program, 
00070 
Reserves  (accounting): 

alarming    deterioration    of    reserves    of    FHA 
mortgage  insurance  funds- 
report,  05077 
Reservoirs: 

depth    and    producing    rate    classification    of 
petroleum    reservoirs    in    United    States, 
02889 
managing    recreation    facilities    at    Bureau    of 
Reclamation      reservoirs,     GAO     report, 
07714 
Missouri  River  main   stem   reservoirs,   annual 
operating    plan    and    summary    of    actual 
operations,  09294 
monomolecular   film    in    suppressing   reservoir 

evaporation,  bibliography,  10256 
recreation   on   water  supply   reservoirs,   hand- 
book for  increased  use,  1 1648 
reservoir       yield,        hydrologic        engineering 
methods  for  water  resources  development, 
05659 
transient  gas  flow  in  vertically  fractured  reser- 
voir,   combination    model    for    simulating, 
12717 
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Resettlement: 

review  of  preliminary  estimates  of  evacuation 
costs,    temporary    care,    and    resettlement 
costs  of  Vietnamese  and  Cambodian  refu- 
gees, GAO  report,  07767 
Residences,  see  Houses-Housing. 
Resident  physicians,  see  Physicians. 
Residential  construction,  see  Construction  indus- 
try. 
Resins: 
application  of  exchange  resins  for  treatment  of 

textile  dye  wastes,  07578 
creep    characteristics    of    polyester   concretes, 

05617 
epoxy    pressure    grouting,     maintenance    and 
repair  of  concrete  and  masonry  structures, 
05615 
holygraphic    non-destructive    tests    performed 
on   composite   samples  of  ceramic -epoxy- 
fiberglass  sandwich  structure,  12846 
on-line     mass     spectrometric     monitoring     of 
polymerization      of      phenolic-resin-based 
material,  02979 
production  and  sales,  10342 
specifically    designed    epoxy     resin    systems, 

mine  roof  reinforcement,  10078 
xylem  in  resistance  of  pinaceae  to  bark  bee- 
tles, 12291 
Resistance,  see  Electric  resistance. 
Resistance  thermometers,  see  Thermometers. 
Resistivity,  see  Electrical  resistance. 
Resistors,  see  Electric  resistors. 
Resolutions: 
digest,  03745 
history,  03592 
see  also  Law. 
Resolvers: 

synchros  and  resolvers.  Federal  item  identifi- 
cation guide,  00745 
Resource  management  systems: 

financial  management  of  resources,  06443 
Resources,     see     Forests     and     forestry-Natural 

resources. 
Respiration: 

biologic    standards    for    industrial    worker  by 

breath  analysis,  trichloroethylene,  01418 
measuring  respiratory  rates  and  volumes  of  ex- 
perimental swine,  08513 
use  of  hydrogen  as  an  inert  gas  during  diving, 
pulmonary   functions  during  hydrogen-ox- 
ygen breathing  at  pressures  equivalent  to 
200  feet  of  sea  water.  01280 
visual  evoked  responses  and  EEGs  for  divers 
breathing  hyperbaric  air,  assessment  of  in- 
dividual differences,  08002 
Respiratory  equipment: 
development  of  two  new  oxygen  self -rescuers, 

12739 
survey    of   personnel    protective    clothing    and 
respiratory    apparata    for    use    by    Coast 
Guard  personnel  in  response  to  discharges 
of  hazardous  chemicals,  00246 
Respiratory  system: 
cun-ent   pulmonary   research   programs,   analy- 
sis, 06325 
use  of  hydrogen  as  an  inert  gas  during  diving, 
pulmonary   functions  during  hydrogen-ox- 
ygen breathing  at  pressures  equivalent  to 
200  feet  of  sea  water,  01280 
Responses: 

DYNGEN,  program  for  calculating  steady- 
state  and  transient  performance  of  tur- 
bojet and  turbofan  engines.  06236 


steady-state  and  transient  analysis  of  squeeze 
film    damper    bearing    for    rotor    stability, 
06175 
transient   response  of  layered,   sloping  soil  to 
natural    rainfall    in    presence    of    shallow 
water  table,  08516 
transient   response   of  shells   of  revolution   by 
direct  integration  and  modal  superposition 
methods,  10098 
Responses  (physiological),  see  Physilogical  reac- 
tions. 
Rest: 

bedrest    effects    on   crew    performance   during 
simulated  shuttle  reentry,  06145 
Restaurants,  lunchrooms,  etc.: 

club   food   service,   formerly   open    mess   food 
service,  correspondence  subcourse,  10512 
employment  outlook,  10033 
federal  support  for  restaurant  sanitation  found 
largely  ineffective,  GAO  report,  02660 
Restoration: 

nutrient      inactivation      as      lake      restoration 

procedure,  07550 
restoration  of  lost  or  obliterated   corners  and 
subdivision    of    sections,    guide    for    sur- 
veyors, 01256 
Restraint  apparatus: 

development   of    techniques   to   prevent   occu- 
pant ejection  during  rollover,  10203 
evaluate  airbag  restraints  for  subcompact  car 

passengers,  10208 
general    aviation    occupant    restraint    systems, 

comparison,  13149 
improved  air  bag  restraints  for  front  seat  com- 
pact car  occupants,  10209 
inflatable  restraint  concept  for  general  aviation 
aircraft,  06489 
Retail  prices,  see  Prices. 
Retail  stores,  see  Stores. 
Retail  trade: 

buying  for  retail  stores,  bibliography,  08364 
census,  area  statistics,  00126-8,  06600-1,  08613- 

22,  10539-40 
census,     major     retail     centers     in     standard 
metropolitan     statistical    areas,    00129-31, 
01777-9.  06602-10,  10541 
census,  merchandise  line  sales,  U.S.  summary, 

00132 
census,  miscellaneous  subjects,  06611 
census,  subject  series,  00133.  0661 1 
children's  sleepwear,  segregation  of  complying 
and  noncomplying  items  by  retailers,  con- 
sumer deputy  program,  11624 
cun-ent  business  reports,  00150,  03630,  03634, 

03637,  04807 
liquor  laws  and  regulations  for  retail  dealers, 

10459 
retailing,  bibliography,  08363 
salesworkers,  employment  outlook,  09977 
Retainers: 

laboratory  holders  and  retainers,  Federal  item 

identification  guide,  11866 
miscellaneous     retainers,     hangers,     and    sup- 
ports,   Federal    item    identification    guide, 
02387 
Retaliation  (economics),  see  Tariff. 
Retired  pay,  see  Annuities. 
Retirement: 

allotments  and  assignments  of  payments  from 
civil  service  retirement  annuities,  11178- 
law.  06708 
report.  07144 
Employee     retirement     income     security     act, 
amend - 
report.  01997 
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Retirement-Con. 

Federal  employees'  life  insurance  value  after 
retirement  - 
hearings,  07017 
fiduciary   standards.   Employee   retirement  in- 
come security  act,  07937 
financing  retirement  income,  issues,  06761 
handbook    on    retirement    services    for    Army 

personnel  and  their  families,  00093 
income  credit  for  income  tax,  02128 
individual  retirement  accounts,  00524- 

hearings,  07051 
mandatory  retirement  at  age  70  with  5  years  of 
service - 
hearings,  08910 
report,  00402 
military  personnel,  physical  evaluation  for  re- 
tention, retirement,  and  separation,  10438 
police  and  firemen's  pay  and  retirement,  Dis- 
trict of  Columbia - 
hearings,  02037 
Postal  Service  payments  to  civil  service  retire- 
ment fund,  increase - 
law,  08720 
pre-retirement     years,    longitudinal    study    of 

labor  market  experience  of  men,  06057 
reporting  and  disclosure,  Employee  retirement 

income  security  act  of  1974,  01234 
retirement  and   survivor  benefits   for  railroad 

workers  and  their  families,  08340 
retirement  income  credit,  02757 
retirement    income    credit,     tax     information, 

01156 
selected  public  employee  retirement  systems, 
holdings,    Governments    quarterly    report, 
04000 
tax     information     on     individual     retirement 

savings  programs,  12529 
your  social  security  rights  and  responsibilities, 

retirement  and  survivors  benefits,  13087 
see  also  Armed  Forces-Civil  service  pensions- 
Marine    Corps-National    Guard-Navy-Pen- 
sions-Railroad employees. 
Reusable  surface  insulation,  see  Insulation. 
Revenue: 
aspects     of    anti-skyjacking     proposal,     H.R. 

19444,  summary  of  testimony,  08919 
local    revenue    diversification,    income,    sales 

taxes  and  user  charges,  10359 
Revenue  act,  District  of  Columbia  - 

hearings,  11088 
Revenue  adjustment  act- 
report,  06891,  07153,  10990 
veto  message,  10803 
revenue  producing  systems  in  selected  air  pol- 
lution control  agencies,  09470 
unemployment    compensation    program    costs 
and  tax  revenues,  07063,  11232- 
report,  06892 
use    of    State    revenue    statutes    in    organized 

crime  prosecutions,  12632 
see  also  Revenue  sharing. 
Revenue  sharing: 
adjusted    taxes,    incomplete    and    inaccurate 
measure   for  revenue   sharing  allocations, 
GAO  report,  02654 
as  it  affects  elderly - 

hearings,  11035 
civil  right  aspects  of  general  revenue  sharing, 

11153 
civil   rights   aspects  of  general    revenue   shar- 
ing- 
hearings,  05216,  07005 


cooperative    State    audit    agreement    between 
Treasury   Dept.   and   Michigan   (remarks), 
10348 
general  revenue  sharing,  13214 
general  revenue  sharing  in  St.  Louis  City  and 

County,  10585 
general  revenue  sharing  program - 

hearings,  06754 
general    revenue    sharing    research    utilization 

project,  01468 
health    revenue    sharing    and    Health    services 
act- 
report,  01958,  05097 
Indian  tribes  and  Alaskan  native  villages,  entit- 
lements, 13215 
Nurse  training  and  health  revenue  sharing  and 
health  services  act- 
report,  05399 
veto  message,  00540 
revenews,      Office      of      Revenue      Sharing 

newsletter,  04475 
revenue      sharing      and      local      government 
modernization,    GAO    conference    report, 
12357 
revenue  sharing,  1975- 

hea rings,  00677 
State  and  local  revenues,  06507 
Revenue  Sharing  Office: 

annual  report,  13218 
Revetments,  see  Shore  protection. 
Revision  of  Federal  Appellate  System 
Commission: 
extend  term- 

report,  08958 
increase  appropriations  and  extend  time  for  re- 
port- 
hearings,  06999 
recommendations  and  actions,  00331 
Revision  of  Judicial  Circuits  of  United  States, 
Commission  on: 
act  establishing,  amend - 
law,  04880 
Revolution,  1775-83: 

American  revolution  today,  04750 
military  bands  to   make  recordings  and  tapes 
for     commercial     sales     commemorating 
bicentennial  celebration,  authorize- 
report,  05054 
Naval  actions  in  American  Revolution,  color 

prints,  13014 
our  revolutionary  heritage,  some  thoughts  on 

meaning  of  American  Revolution,  12985 
see  Bicentennial  celebrations. 
Revolutions: 

scientific  and  technological  revolution  and  for- 
mation of  new  man,  USSR  study,  07894 
Rewards  (prizes,  etc.): 

achievements,   Federal  incentive   awards   pro- 
gram, 00207 
awards  program  at  glance,  13038 
awards    register,    grants    assistance    programs, 

07540 
effect  of  remuneration  upon  response  in  health 
and  nutrition   examination  survey,   study, 
01395 
financial     incentives     and     pollution     control, 

09474 
grant  awards  under  Intergovernmental  person- 
nel act,  10594 
nineteen        seventy-five        annual        aviation 

mechanic  safety  awards  program,  07613 
on  incentive  awards  program,  00209 
outstanding   gasoline    service    stations,    annual 
highway  awards  competition  1971,  12159 
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Rewards  (prizes,  etc.)-Con. 
outstanding    handicapped    Federal    employees 

for  1974  award  program,  00215 
partnership    in    creativity,    to    all    employees, 

00218 
Public     Health    Service    grants    and    awards, 

06352-3 
seventh  annual  awards,  1974,  highway  and  its 

environment,  01003 
summary  of  awards  under  supplementary  sol- 
icitation    for     interdisciplinary     research, 
fiscal    year    1975    program    of    university 
research,  08466 
USSR  state  prizes  in  science  and  engineering, 
USSR  study,  07919 
Reyes-Morelos,   Jose   Ismarnardo,   see  Morelos, 

Jose  Ismarnardo  Reyes. 
Reynolds  numbers: 
flight  Reynolds  number  effects  on  a  fighter- 
type,  circular-arc- 19°  conic  boattail  nozzle 
at  subsonic  speeds,  10121 
high  Reynolds  number  tests  of  C-141A  aircraft 
semispan    model   to   investigate    shock-in- 
duced separation,  02940 
longitudinal   aerodynamic   performance   of  se- 
ries of  power-law  and  minimum-wave-drag 
bodies  at  Mach  6,  10097 
RF,  see  Radio  frequencies. 
Rhenium: 

mineral  industry  surveys,  08094 

mineral  industry,  Minerals  yearbook  chapter, 

08083 
recovery   and   separation  of  molybdenum   and 
rhenium  from  process  solution,  02929 
Rheology: 
solid    waste    estimation    procedure,    material 
flows  approach,  09493 
Rhizomes: 
observations  on  rhizomes  and   roots  of  Vac- 
cinium  membranaceum,  02618 
Rhode  Island: 
availability    of    ground    water    in    lower    Paw- 

catuck  River  basin,  Rhode  Island,  09841 
census  - 

retail  trade,  area  statistics,  08614 
wholesale  trade,  area  statistics,  08639 
census  of  mineral  industries,  10534 
changes  in  nomenclature  of  upper  Precambrian 
to    lower     Paleozoic     (?)     formations     in 
Natick    quadrangle,    eastern    Mass.,    and 
their  tentative   correlations   with  rocks  in 
Rhode  Island  and  Connecticut,  07831 
landings,  08255 

landings,  fish  and  fisheries,  04476 
landings,  fish  and  shellfish,  12948 
national  electric  rate  book,  12189 
water  resources  data,  09817 
Rhodesia: 

halt  importations  of  Rhodesian  chrome - 

hearings,  11066 
sanctions  bill  — 

hearings,  00477,  05178 
Rice: 
act- 

report,  05040 
American    long    grain    rice,    sales    impact    of 

promotional  program  in  France.  10395 
foreign  agriculture  circulars,  03942 
improve  program  for  producers  and  consumers 
of  rice- 
hearings.  09031 
market  news,  04477 
production  act- 
hearings,  1 1466 
report,  00436,  00442.  07159 


Soviet  rice  research.  USSR  study,  07921 
stocks,  rough  and  milled,  04478 
Riceland  Foods: 

Riceland  Foods,  innovative  cooperative  in  in- 
ternational market,  02486 
Richard  B.  Russell  Federal  Office  Building: 
construction  proposal - 
hearings,  11198 
Richardson,  Lee: 
resignation - 
hearings,  04918 
Richland  County,  Mont.: 
coal  resources  and  Cenozoic  geology  of  Girard 
coal  field.  05868 
Richland  County,  N.Dak.: 
soil  survey  report,  08390 
Richmond,  Ivy  M.,  see  Glockner,  Ivy  M.. 
Richmond,  Va.: 

area  wage  survey,  01245 
Rickover,  Hyman  G.: 
testimony - 
hearings,  11051 
Rico,  Colo.: 

geology  and  ore  deposits,  09804 
Riddick,  Floyd  M.: 

tributes  upon  retirement  from  Senate,  05299 
Riddle,  J.  B.: 
relief,  08681 
RIF  (Reading  is  fundamental),  see  Reading. 
Rifle  company: 

marine  rifle  squad,  12695 
Riggers: 

employment  outlook,  C9987 
Rigging: 

airdrop  of  supplies  and  equipment,  rigging  Air 
Force    communication    control    vehicles, 
04780 
airdrop    of    supplies    and    equipment,    rigging 

containers,  06583 
airdrop  of  supplies  and  equipment,  rigging  1/4 

ton  trucks,  04779 
airdrop  operations,  platforms,  08605 
Right  of  privacy,  see  Privacy. 
Rights  (civil),  see  Civil  rights. 
Rights-of-way,  see  Public  lands. 
Rike,  Arthur: 
relief,  11301 
Rinderpest: 

prevention,  agreement  with  Panama,  03185 
Rings: 

rings,  wiping  and  sealing,  Federal  item  identifi- 
cation guide,  07345 
wearing     rings,     Federal     item     identification 
guide,  11728-9 
Rio  de  la  Plata: 

sailing  directions,  11883 
Rio  Grande  and  Valley: 

catalog  of  information  on  water  data,  12384 
summary   appraisals  of  nation's   ground-water 
resources,  Rio  Grande  region,  05883 
Riots: 

riot  helmets,  05962 
RIS  (Regulatory  information  system),  see  Com- 
puter programs/programming. 
Risk: 

accident/incident  investigation  manual,  for  use 
in  conjunction  with  management  oversight 
and  risk  tree,  11959 
anatomy  of  risk,  02448 
evacuation  risks,  evaluation,  03100 
Rites  and  ceremonies: 

Indian  religions  and  ceremonials.  12490 
Rituals,  see  Rites  and  ceremonies. 
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River  Rouge,  Mich 

railroad    employee    accident    investigation    re- 
port, 08360 
Rivers: 

concentration  of  minor  elements  in  California 
streams,  09789 

daily  weather  and  river  bulletin,  Albuquerque, 
N.  Mex..  03718 

endrin  in  forest  streams  after  aerial  seeding 
with  endrin-coated  Douglas-fir  seed,  09654 

extended  aeration  plants  and  intermittent 
watercourses,  10250 

highways  in  river  environment,  hydraulic  and 
environmental  design  considerations, 
training  and  design  manual,  05788 

hydrology  of  highway  stream  crossing,  00994 

Lost  River  system,  hydrologic  model,  09429 

low-cost  counter  assembly  for  current-meter 
measurements,  09658 

low-flow  characteristics  of  streams  in  Willapa 
Bay,  drainages,  Washington,  05894 

Missouri  River,  designate  as  component  of  na- 
tional wild  and  scenic  rivers  system  - 
hearings,  11578 
report,  11407 

river  basin  commissions,  annual  report,  00339- 
45 

river  forecasts  provided  by  National  Weather 
Service,  03065,  13007 

river  summary  and  forecasts,  daily,  04481 

sediment  transport  by  streams  draining  into 
Delaware  estuary,  02676 

spectral  analysis,  application  to  stream  and 
estuary  field  surveys,  10251 

temperatures.  Pacific  Northwest,  04482-3 

water  sampler  for  obtaining  river  water  sam- 
ples under  severe  winter  conditions,  09467 

Wild  and  scenic  rivers  act  amend - 
report,  00624 

Wild  and  scenic  rivers  act,  amend - 
hearings,  07276-7 
report,  05052,  08763 

wild  and  scenic  rivers  systems,  authorized  by 
Public  law,  08335 
Rivets: 

rivets,   rivet   caps,   and   collars,    Federal   item 
identification  guide,  07342 
Roads  and  highways: 

acquiring  your  real  property  for  Federal-aid 
highways,  00982 

Alaska  highway  repair- 
report,  07178 

apportionment  of  funds  for  national  system  of 
interstate  and  defense  highways- 
report,  06889 

ASCE  Outstanding  Civil  Engineering  Achieve- 
ment Award  for  1974,  documentation  for 
nomination,  00984 

bicycles  and  pedestrian  facilities  in  Federal-aid 
highway  program,  00983 

Colorado  Forest  Highway  route  15,  State  route 
133,  final  environmental  statement,  02517 

community  involvement  in  highway  planning 
and  design,  02515 

comparison  of  performance  of  all-bituminous 
concrete  and  reduced  subgrade  strength 
highway  pavement  test  sections  under 
freezing  conditions,  07526 

contributions  of  urban  roadway  usage  to  water 
pollution,  09381 

debris  hazard  control  and  cleanup,  03026 

design  guidelines  for  recreational  roads,  07527 

design  of  roadside  drainage  channels,  12154 


development  and  evaluation  of  incident  detec- 
tion algorithms  on  electronic  detector 
systems  on  freeways,  08462 

development  of  guidelines  for  design  of  sub- 
surface drainage  systems  for  highway 
pavement  structural  sections,  00999 

enhancing  public  share  of  highway  benefits, 
02534 

Federal-aid  highway  act- 
hearings,  07029-30 
proposal,  00327 
report,  02216,  06874,  10976 

Federal-aid  highway  act,  amend- 
report,  05072 

Federal-aid  highway  program  and  Federal- 
State  relationship,  00985 

Federal-aid  highways  budget  amendments, 
10741 

fish  passage  through  highway  culverts,  field 
evaluation,  00990 

freeway  on-ramp  traffic-responsive  control 
methodology,  08463 

fundamentals  and  abatement  of  highway  traf- 
fic noise,  noise  barrier  design  and  exam- 
ple abatement  measures,  02518 

fundamentals  and  abatement  of  highway  traf- 
fic noise,  noise  prediction  charts  and  sam- 
ple problem,  02519 

future  of  highway  program - 
hearings,  00700-1 

highway  accident  report  NTSB-HAR  series, 
13001-3 

highway  air  quality,  design  of  air  monitoring 
surveys,  00995 

highway  air  quality,  monitoring  manual,  009% 

highway  beautification,  hearings,  05787 

highway  connection  between  Interstate  15  and 
U.S.  95  in  Las  Vegas,  Nev.- 
hearings,  11610 

highway  design,  construction,  and  main- 
tenance, 07662 

highway  engineering  economy,  syllabus,  00991 

highway  projects  environmental  statements  - 
report,  06795 

Highway  safety  act,  1974  report  on  activities  - 
document  edition,  06772 

Highway  safety  act,  yearly  activities  of  Trans- 
portation Dept.,  01888 

highway  safety  literature,  abstract  journal, 
03998 

highway  safety  program  manual,  03022-7, 
08236-7,  12932 

highway  trust  fund,  financial  condition  and 
operations,  annual  report,  01904 

highways  in  river  environment,  hydraulic  and 
environmental  design  considerations, 
training  and  design  manual,  05788 

hydrology  of  highway  stream  crossing,  00994 

improved  subsurface  investigation  for  highway 
tunnel  design  and  construction,  new 
acoustic  techniques  suitable  for  use  in 
soil,  01000 

increase  Federal  share  of  highway  projects - 
hearings,  05240 

increasing  federal  matching  share  for  highway 
construction - 
report,  07099 

introducing  roadway  design  system,  02521 

Maine  Facility,  R&D  facility  for  your  use  in 
all  seasons  for  many  reasons,  03354 

managing  highway  maintenance,  instructor's 
guide  for  training  in  managing  highway 
maintenance,  02522 
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managing  highway    maintenance,    maintenance 

activities,      work     units     and     classifying 

work,  02323 
managing  highway  maintenance,  standards  for 

maintenance  work,  02524 
managing  highway  maintenance,  training  guide 

and  catalog.  07663 
mass  diagram   in  timber  access  road  analysis, 

01064 
mass    emissions    from    trucks    operated    over 

road  course,  09441 
mission  66  bypass  at  Vicksburg,  completion  - 

report,  07128 
National   Highway    Institute,   general   informa- 
tion. 02525-6 
national    system     of    interstate     and    defense 

highways,  12156 
national    system     of    interstate     and    defense 

highways,    revised    estimate    of    cost    of 

completing.  00499 
nineteen    seventy-five    Federally    coordinated 

program  of  highway  research  and  develop- 
ment. 12158 
outstanding   gasoline    service    stations,    annual 

highway  awards  competition  1971.  12159 
porous  friction   courses   and   roadway   surface 

noise,  12155 
process     guidelines,     action     plan,     highway 

planning,  02531 
protection  of  critical  highway  facilities  guide, 

02532 
public  roads,  journal  of  highway  research  and 

development,  04439 
railroad/highway   accident   report   NTSB-RHR 

series.  08316 
reconstruction  of  Alaska  highway  in  Canada - 
law,  06689 
report,  02196,  06846 
replacement  of  State  and  local  publicly  owned 

facilities        acquired        for        Federal-aid 

highways,  00998 
review  of  engineering  experiences  with  expan- 
sive soils  in  highway  subgrades,  02536 
rigid  pavements  for  roads,  streets,  walks,  and 

open  storage  areas,  00098 
roadside  safety  design.  12161 
roadway  design  in  seasonal  frost  areas,  09233 
rules  of  the  road  rated.  03030 
Scotlandville  before  highway,  analysis  of  land 

use,  population  density  and  minority  busi- 
ness before  Scotlandville  Bypass,  08457 
seventh  annual  awards,  1974,  highway  and  its 

environment,  01003 
short  course  in  highway  lighting,  01004 
Smith   River  Highway   Visual   Analysis   study, 

12280 
Snake  River  highway  bridge,  construct- 

hearings,  09062 
soil    stabilization    for    roads    and    airfields    in 

theater  of  operations,  05669 
supportive       service       manual       standardized 

procedure.  05791 
systematic       interdisciplinary       approach       in 

highway  planning  and  design.  02540 
technology   for   use   of   incinerator   residue   as 

highway  material.  02537 
thermodynamics    of    bridges,    roadways,    and 

runways,  08458 
transferable  forest  access  road  credits - 
hearings,  1 1 195 
law,  06696 
report,  06845 


trust   fund   share   of  other  highway   programs, 
withholding   of   funds   constitutes   reserva- 
tion of  budget  authority - 
report,  00314 
Roadsides,  see  Roads  and  highways 
Roane  County,  Tenn.: 
assistance  payments 
hearings,  10681 
Roanoke  River  and  Valley: 

investigation  of  lower  basin,  10253 
Roberts.  Harold  D.,  see  Harold  D.  Roberts  Tun- 
nel, Colo.. 
Robinson-Patman  act,  see  Prices. 
Robinson,  Glen  O.: 
nomination - 
hearings.  11505 
Robusta  eucalyptus,  see  Eucalyptus. 
Rochester,  NY.: 

union  wage  scales,  local  truckdrivers,  02873 
union  wage  scales,  printing  trades,  02865 
Rock,  see  Rocks 
Rock  bolts,  see  Bolts  and  nuts. 
Rock  bursts: 

tilt  precursors  in  rock  before  failure,  laborato- 
ry investigation,  12738 
Rock  County,  Wis.: 

soil  survey  report,  08391 
Rock  Creek: 

waste    discharges    effect    on    water    quality, 
09465 
Rock  drilling: 

tilt  precursors  in  rock  before  failure,  laborato- 
ry investigation,  12738 
Rock  drills,  see  Drills-Drills  (tools). 
Rock  Hill.  S.C  : 

floods,   Stoney    Branch   and   tributaries,   Rock 
Hill.  S.C.  09284 
Rock  Island  RR: 
financial  condition - 
hearings,  05472 
Rock  Island.  III.: 

area  wage  survey,  10044 
Rock  phosphate: 

preprint    from    Mineral    facts    and    problems, 
01293 
Rock  phosphates: 

corrosion  of  commercial  alloys   in   3  environ- 
ments simulating  phosphate  rock  acidula- 
tion,  10074 
phosphate  rock,  04355 
Rock  Rapids.  la.: 

flood-prone  areas,  12417 
Rock  Run  Creek: 

floods,    Illinois    &    Michigan    Canal.    Thome 
Creek  at  Joliet  111..  11985 
Rockefeller,  Nelson  A.: 

confirmation    as    Vice    President    of    United 
States - 
report,  10903 
nomination - 
debate.  05211 
hearings.  00704 
proposal,  04932 
nominee  for  Vice  President  of  United  States, 

selected  issues  and  positions,  11168 
nominee     for     Vice     President,     analysis     of 
philosophy  and  public  record,  08903 
Rocket  boosters,  see  Rockets. 
Rocket  launchers: 

liability  for  loss  or  damage  from  certain  rocket 

launches,  agreement  with  Canada,  03262 
warheads,      rockets,      launchers,      and      com- 
ponents. Federal  item  identification  guide, 
02389-90 
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Rockets: 

booster  rocket  guidance  system,  USSR  study, 
07892 

comparison  of  vibrations  of  combination  of 
solid-rocket  launch  vehicle  and  payload 
during  ground  firing  and  launching,  02978 

diurnal  experiment  data  report,  02949 

FLOX-METHANE  engine  throttling,  some 
aspects,  10116 

handbook  for  space  processing  sounding 
rocket  science  payloads,  06143 

Monte  Carlo  investigation  of  thrust  imbalance 
of  solid  rocket  motor  pairs,  06144 

moored  balloons,  kites,  unmanned  rockets  and 
unmanned  free  balloons,  12125 

parametric  studies  with  atmospheric  diffusion 
model  that  assesses  toxic  fuel  hazards  due 
to  ground  clouds  generated  by  rocket 
launches,  06231 

solid  rocket  booster  verification  plan,  06256 

stochastic  sea  state  for  SRB  studies,  12776 

warheads,  rockets,  launchers,  and  com- 
ponents, Federal  item  identification  guide, 
02389-90,  07389 

area  wage  survey  report,  07951 
Rocks: 

Bureau  of  Mines  test  procedures  for  rocks, 
08040 

Cambrian  and  Ordovician  rocks  of  southern 
Arizona  and  New  Mexico  and  western- 
most Texas,  07844 

changes  in  nomenclature  of  upper  Precambrian 
to  lower  Paleozoic  (?)  formations  in 
Natick  quadrangle,  eastern  Mass.,  and 
their  tentative  correlations  with  rocks  in 
Rhode  Island  and  Connecticut,  07831 

control  of  reactive  carbonate  rocks  in 
concrete,  00889 

deformation  monitoring  of  rock  movement 
around  underground  openings  by  photo- 
graphic techniques,  10079 

dielectric  constants  and  dissipation  factors  of 
simulated  lunar  rocks,  06127 

interaction  between  disk-cutter  grooves  in 
rocks,  tunneling  machine  research,  10071 

lithology  and  uranium  potential  of  Jurassic  for- 
mations in  San  Ysidro-Cuba  and  Majors 
Ranch  areas,  northwestern  New  Mexico, 
12374 

rapid  analysis  of  silicate,  carbonate,  and 
phosphate  rocks,  07832 

rock  mechanics  properties  of  typical  founda- 
tion rock  types,  10279 

serrated  soft-rock  cut  slopes,  07668 

Straight  Creek  Tunnel  site  and  pilot  bore, 
rock-mechanics  investigation,  09806 

stratigraphy  of  Paleozoic  rocks  in  Carlin-Pinon 
Range  area,  Nevada,  12428 

testing  bulk  compressive  strength  of  rocks, 
USSR  study,  07889 

tunneling  machine  research,  size  distribution 
of  rock  fragments  produced  by  rolling 
disk  cutters,  10072 

see  also  Sedimentary  rocks. 
Rocky  Mountain  Forest  and  Range  Experiment 
Station  : 

publications  list,  04170 
Rocky  Mountain  States: 

job    patterns    for    minorities    and    women    in 
private  industry,  09498 
Rocky  Mountains: 

survey  of  factors  affecting  regeneration  of 
Rocky  Mountain  Douglas-fir,  02630 


Rocky  River,  Ohio: 

East  Branch,  flood  plain  information,  city  ol 
North    Royalton    &    Hinckley    Township, 
Cuyahoga    and    Medina    Counties,    Ohio 
09242 
Rodenticides: 

Federal  insecticide,  fungicide,  and  rodenticide 
act,  amend - 
hearings,  00643 
law,  00259,  01875 
report,  02213,  06851,  10941 
incremental  cost  impacts  of  1972  Federal  insec- 
ticide,  fungicide,   and   rodenticide   act  as 
amended,  13036 
rodenticides  and  mammal,  bird  and  fish  toxi- 
cants,   EPA    compendium    of    registered 
pesticides,  03788 
Rodriguez,  Marcos  R.: 

relief,  08684,  08762 
Rodriguez,  Raul  A.: 

relief,  10819,  11311 
Rods: 

metal   bars,   rods,   wires,    sheets,    plates,   and 
shapes,  Federal  item  identification  guide, 
07348 
see  also  Tie  rods. 
ROFMAC  (formula  manipulation  compiler),  see 

Computer  programs/programming. 
Roll: 

roll-axis    hydrofluidic    stability    augmentation 
system  development,  01749 
Roll  stability,  see  Stability  (aircraft). 
Rolla,  Mo.: 

flood  plain  information,  Little  Dry  Fork,  Love 

Branch,  Burgher  Branch,  05632 
floods,    Little    Dry    Fork,    Love    Branch    and 

Burgher  Branch,  09266 
release  of  restrictions  on  Government  proper- 
ty- 
report,  11015 
Rollers: 

kinematic  stability  of  roller  pairs  in  free-rolling 

contact,  12837 
properties  of  roller  gin  roller  covering  materi- 
als, 01680 
Rolling  stock,  see  Railroad  cars. 
Romania:  see  Rumania. 
Rome,  N.Y.: 

area  wage  survey,  01248 

frost  penetration   measurements  at  USAF  in- 
trusion sensor  site,  Rome,  N.Y.,  07519 
household  moving  and  storage,  industry  wage 
survey  report,  07978 
Roof  supports,  see  Mine  props. 
Roofers: 

employment  outlook,  09991 
Roofing: 

builders   paper   and    roofing    felt    segment    of 

builders    paper    and    board     mills    poim 

source      category,      effluent      limitations 

guidelines,  05686 

facilities        operations       and        maintenance 

buildings  and  structures,  roofing,  02692 
fatigue  tests  of  bituminous  membrane  roofinj 

specimens,  06284 
preliminary     performance     criteria     for    bitu 

minous  membrane  roofing,  08194 
roofing,  siding,  wallboard,  building  paper,  an 
thermal  insulation,  Federal  item  identifica 
tion  guide,  1 1817 
Roofs: 

disabling  injuries  related  to  roof  bolting  in  ur 
derground  bituminous  coal  mines.  0293" 
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Roofs -Con. 
state-of-art    of    structural    test    methods    for 
walls,      floors,      roofs,      and      complete 
buildings.  08195 
Rooms: 
leaky      shower      rooms,      problems,      repair 
methods,  materials,  and  equipment,  09236 
Roosevelt,   Franklin   D.,  see   Home  of  Franklin 

D.  Roosevelt  National  Historic  Site. 
Root  borers,  see  also  Clover-rot  borers. 
Root  rot: 

Phellinus  (Poria)  weirii  root  rot  in  Douglas-fir- 
alder  stands  10-17  years  old,  01066 
Root,  Elihu: 
from  Root  to  McNamara,  Army  organization 
and  administration,  1900-63,  12707 
Roots: 
common  and  cat  greenbrier,  rooting,  09647 
observations  on   rhizomes  and   roots  of  Vac- 

cinium  membranaceum,  02618 
phytotoxic  grass  residues  reduce  germination 
and  initial  root  growth  of  ponderosa  pine, 
02642 
relationship  of  root  length  to  stem  diameter  in 
curlleaf  mountain-mohogany,  01068 
Rope: 

rope,   cable   and   chain   fittings.    Federal   item 
identification  guide,  00750,  11706 
Rosario,  Fernando  L.D.,  see  Del  Rosario,  Fer- 
nando L.. 
Rosenberg,  William  G.: 
nomination - 
hearings,  02292 
Rostenkowski,  Dan: 
Status  of  United  States-Poland  economic  rela- 
tions, 02130 
suggested    bill    providing   health    insurance    to 
unemployed,  05254 
Rosters: 
nationwide    roster    of    Federal    Highway    Ad- 
ministration   and   State    Highway    Depart- 
ment   personnel    involved    in    civil    rights 
matters,  02530 
Rotary  drills,  see  Drills  (tools). 
Rotation: 
kinematics    of    transverse    rotation    machines, 

11976 
Monte  Carlo  calculations  of  diatomic  molecule 
gas    flows    including   rotational    mode    ex- 
citation, 08167 
ROTC,  see  Reserve  Officers  Training  Corps. 
Rotorcraft: 
airworthiness  standards,  transport  category  ro- 
torcraft, 02497,  12121 
briefs  of  accidents  involving  rotorcraft,   U.S. 

general  aviation,  1974,  12994 
external-load      operations,      Federal      aviation 
regulations,  03831 
Rotors: 

computer  program  for  determination  of 
acoustic  pressure  signature  of  helicopter 
rotors  due  to  blade  thickness,  12794 
design  and  preliminary  test  of  blade  tip  air 
mass  injection  system  for  vortex  modifi- 
cation and  possible  noise  reduction  on 
full-scale  helicopter  rotor,  08142 
dynamics  of  tilting  proprotor  aircraft  in  cruise 

night,  10156 
effects  of  4  inlet  and  outlet  tip-annulus-area 
blockage    configurations    on    performance 
of  axial-flow  fan  rotor,  08182 
isolated  rotor  noise  due  to  inlet  distortion  or 
turbulence.  06162 


nonlinear  equations  of  motion  for  elastic  bend- 
ing and  torsion  of  twisted  nonuniform 
rotor  blades,  06227 
rotor-to-stator  spacing  on  acoustic  per- 
formance of  full  scale  fan  (QF-5)  for  tur- 
bofan  engines,  101 18 
special     study,     turbine     engine     rotor     disk 

failures,  13004 
steady-state  and  transient  analysis  of  squeeze 
film    damper    bearing   for   rotor    stability, 
06175 
theory  of  noise  generation  from  moving  bodies 
with     application     to     helicopter     rotors, 
02995 
unsteady  subsonic  and  transonic  potential  flow 

over  helicopter  rotor  blades,  06158 
vortex  lattice  method  for  rotor-vortex  interac- 
tion problem,  06149 
Roundworms: 

parasitic    roundworm    disease,    infectious    dis- 
ease research,  10216 
Routemen,  see  Salesmen  and  salesmanship. 
Routing: 

improvements   in   routing  for  packet-switched 

networks,  06429 
MILSTRIP,  military  standad  requisi.  oning  & 
issue  procedures,  DoD  operatin'    manual, 
05582 
through  routes  and  joint  rates  between  motor 
carriers  of  property,  establish  - 
hearings,  11508 
Rowlett  Creek: 

flood  plain  information,  09249 
Royalties: 

performance  royalty  for  recordings - 

hearings,  02305 
rental  income  and  royalty  income,  tax  infor- 
mation, 02755 
RRB,  see  Railroad  Retirement  Board. 
RTP,  see  Research  Triangle  Park.  N.C.. 
Rubber: 

fabricated   and   reclaimed   rubber    segment   of 
rubber  processing  point  source  category, 
effluent  limitations  guidelines,  05684 
rubber  and  plastics,  hose,  and  belting,  00160 
rubber,    supply,    and    distribution    for    United 
States,  00159 
Rubidium: 

mineral  industry  surveys,  C8023-4 
NTS-1,  TIMATION   3,  quartz-  and  rubidium- 
oscillator  frequency  stability  results,  13018 
preprint  from  Bulletin  667,  Mineral  facts  and 
problems,  012% 
Ruckelshaus,  William  D.: 

EPA    response    to    remand    ordered    by    U.S. 
Court  of  Appeals  for  District  of  Columbia 
in      Portland      Cement      Association      v. 
Ruckelshaus,  09417 
Rudolph,  Wilma: 

USIA  film,  Wilma  Rudolph  Olympic  champion, 
make  available- 
report.  06854 
Rugs: 

carpet    and    rugs,    current    industrial    reports, 

00169 
current  industrial  reports,  03680 
Rules  and  Administration  Committee,  Senate: 
additional  expenditures  for  routine  purposes  - 

report,  11361 
calendar,  04154 
committee  print,  11611-2 

expenditures,     increase     limitation     for     con- 
sultants- 
report,  1 1 365 
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Rules  and  Administration  Committee,  Sen.  — Con. 

hearings,  00703-4,  02318,  05549-52,  07315, 
11613-5 

investigations   and   studies,   authorization   and 
expenses- 
report,  08974 

report,  00558-9,  00564,  00573,  00594-609, 
00633-4,  02161,  02187-8,  02194,  02199, 
05320,  05323,  05327,  05365,  05380-2, 
09014-9016,  11346,  11349,  11361,  11364-5, 
11369-70,  11372-3,  11379-80,  11402-5, 
11413,  11415,  11425 
Rules  Committee,  House: 

calendar,  04155 

report,  00425-8,  00439,  00442,  01954,  01957-9, 
01968-2,  01974-5,  01983-4,  01995-6,  05014, 
05027-31,  05038-9,  05051,  05058,  06809, 
06821,  06893,  06898,  08759,  08770,  08772, 
08774,  08784-6,  08795-7,  08808-10,  08812, 
08816-21,  08827,  08829,  08834-5,  08841-2, 
08844,  10887,  10893,  10911-5,  10925-6, 
10929,  10931-6,  10938-40,  10942,  10945-9, 
10956-8,  10960-4,  10966-7,  10974,  10976-8, 
10990-1,  10993,  10996 

reports,  consideration - 
report,  06898 
Rum: 

distribution  and  use  of  denatured  alcohol  and 
rum,  code  of  Federal  regulations,  10462 

rum    distillery    slops    treatment    by    anaerobic 
contact  process,  00940 
Rumania: 

air  traansport  services,  agreement,  03196 

impact  on  U.S.  imports  of  granting  most- 
favored-nation  treatment  to  Romania, 
00332 

mineral  industry,  Minerals  yearbook  chapter, 
02911 

trade  agreement  with  United  States,  01927, 
13147 

United  States-Romanian  trade  agreement- 
report,  00409 
Rumsfeld,  Donald: 

nomination  — 
hearings,  02250 
Runoff: 

bench-scale  high-rate  disinfection  of  combined 
sewer  overflows  with  chlorine  and 
chlorine  dioxide,  05722 

biological  treatment  of  combined  sewer  over- 
flow at  Kenosha,  Wis.,  09410 

gravity-flow  sampler  for  watershed  runoff, 
08521 

latch  litter  removal  has  no  significant  effect  on 
runoff,  09632 

traversing-slot  runoff  sampler  for  small 
watersheds,  10367 

water  quality  management  planning  for  urban 
runoff,  05758 
Runways  (aeronautics): 

airfield  runway  marking,  development  of 
chemical  coating,  10307 

evaluation  of  Dow  Chemical  Company  ex- 
truded aluminum  2-piece  2-  by  12-ft  land- 
ing mat  (MX18-D),  05668 

installation  of  heavy-duty  truss-web  extruded 
aluminum - 
airfield  landing  mat,  errata,  05665 

runway  length  requirements  for  airport  design, 
02501 

thermodynamics  of  bridges,  roadways,  and 
runways,  08458 


Rural  communities: 

alternative  futures  for  nonmetropolitan  popula- 
tion,   income,    employment,    and    capital, 
00017 
ambulance  services  in  rural  areas - 

hearings,  11456 
effects    of    proposed    Northeast-Midwest    rail 

reorganization  on  rural  areas,  05423 
Federal  health  policies  in  rural  areas - 

hearings,  00446 
government  services  to  rural  America,  annual 

report,  04998 
health  services  in  rural  America,  10385 
impact  of  deteriorating  rail  service  upon  rural 
communities  and  small  business- 
hearings,  02101 
impact  of  transportation  policies  - 

hearings,  06906 
investigation    of    ozone    and    ozone    precursor 
concentrations    at   nonurban    locations    in 
Eastern  United  States,  00948 
medical  facilities,  concerted  services,  and  em- 
ployment projects  in  rural  areas- 
hearings,  00646 
migrant  response  to  industrialization  in  4  rural 

areas,  01647 
one  hundred  million  dollars  could  be  saved  an- 
nually in  postal  operations  in  rural  Amer- 
ica without   affecting   quality   of   service, 
09741 
rural  development  literature,  annotated  bibliog- 
raphy, 08191 
rural  housing  programs,  oversight- 
hearings,  05450 
student  originated  studies  projects,  08310 
transportation     in     countryside,     needs     and 
problems,  06911 
Rural  development  programs: 

Consolidated  farm  and  rural  development  act, 
amend  - 
report,  00590,  06808,  10938 
Department  of  Labor's  practice   of  obtaining 
labor  union  comments  in  making  certifica- 
tions required  by  Consolidated  farm  and 
rural  development  act,  GAO  report,  12344 
government  services  to  rural  America  annual 
report,  required  reporting  date,  change - 
report,  08823 
Rural  development  act- 
guide,  05428 
Rural  development  act,  administration  and  ex- 
penditures- 
hearings,  02014 
Rural  development  act,  amend - 
hearings,  00646 
report,  01983 
Rural  development  act,  implementation - 

hearings,  00644,  09030 
rural   development   information   and   technical 
assistance    delivered    by    Department    of 
Agriculture,  10415 
Rural  Development  Service: 

reports,  checklist,  03509 
Rural  electricity,  see  Electricity. 
Rural  Electrification  Administration: 
act,  amend- 

hearings,  02016 
annual  statistical  report,  1973,  rural  telephone 

borrowers,  03104 
annual  statistical  report,  1974,  rural  telephone 

borrowers,  01530 
highlights  of  REA's  1974  community  develop- 
ment survey,  13070 
materials    acceptable   for   use   on    systems   of 
RE  A  electrification  borrowers,  list,  01531 
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materials    acceptable     for    use    on    telephone 
systems    of    REA    borrowers,    list,    01532, 
03105,  08349-50 
REA  bulletin,  08351.  08351 
REA  loan  program,  amend 

report,  08807 
report  of  Administrator,  08352 
Rural  housing,  see  Housing. 
Rural  telephone  bank: 
audit  report,  08756 
capitalization  status,  00354 
financial  statements,  GAO  examination,  01896 
Russian  literature: 

plague    bibliography,    1740-1964,    USSR    study. 
02827-8 
Rutherford  Fork: 

flood  plain  information,  05641 
Rutherford  Fork,  Obion  River  and  Valley: 
floods,   Milan,   Tenn.,   how   to   avoid   damage, 
09263 
Rwanda: 
background  notes,  01589 

economic    trends    and    their    implications    for 
United  States,  12571 


Sabotage: 
protection  of  critical  highway  facilities  guide, 
02532 
Sac  and  Fox  Indians: 
judgment  fund  distribution  act- 
hearings,  06968 
law,  06731 

report.  06870.  07157,  11564 
Sacramento  County,  Calif.: 
channel     capacity     of     Mokelumne     River     in 
Sacramento  County,  09792 
Sacramento,  Calif.: 
area  wage  survey,  07956 

urban       atlas,       tract       data       for       standard 
metropolitan  statistical  areas,  06633 
Saddle  Creek: 
floods    on    Peace    River,    Polk    County,    Fla., 
05658 
Safety  at  sea,  see  Safety  of  life. 
Safety  equipment  and  appliances: 
handbook     and     standard     for     manufacturing 

safer  consumer  products,  1 1635 
hardware,    protective    devices,    Federal    item 

identification  guide,  11852 
protection    for    workers    in    imminent   danger, 
13025 
Safety  helmets,  see  Helmets. 
Safety  in  the  air,  see  Safety  of  life. 
Safety  of  life: 
aerospace  safety  (periodical),  03394 
air  safety,  naval  aviation  safety  review,  03444 
alcohol  in  relation  to  highway  safety,  03025 
alcohol    safety    action    projects,    evaluation   of 
operations,  1974,  detailed  analysis,  evalua- 
tion   of   enforcement    countermeasure    ac- 
tivities, 12921 
alcohol    safety    action    projects,    evaluation   of 
operations,  1974,  detailed  analysis,  evalua- 
tion of  judicial  and  legislative  countermea- 
sure activities,  12922 
annotated    guide    to    Williams-Steiger    occupa- 
tional safety  and  health  act  of  1970,  01497 
annual  report  on  public  information  and  educa- 
tion countermeasure  of  alcohol  safety  ac- 
tion projects.  12923 
Apollo    experience    report,    safety    activities, 
06243 


auto  safety  program,  identifying  defects  and 
recalling  defective  vehicles,  GAO  report, 
07809 

automotive  recorder  research  and  its  effects 
on  future  vehicle  safety,  10200 

boating  safety  guide.  Cape  Flattery,  Neah 
Bay,  10608 

boating  statistics,  00234-6 

coal  mine  safety  inspection  manual  for  un- 
derground mines,  12751 

Coast  Guard  Boating  safety  circular,  06654 

codes  and  laws,  highway  safety  program 
manual,  03023 

construction  safety  and  health  regulations, 
01501 

Consumer  product  safety  act,  sec.  15,  substan- 
tial hazards,  fact  sheet,  09093 

Consumer  product  safety  act,  standards 
development,  fact  sheet,  09091 

contributions  of  advisory  groups  to  Federal 
motor  vehicle  and  traffic  safety  programs, 
GAO  report,  07808 

convention  for  safety  of  life  at  sea,  1960, 
amendments,  08936 

cosmetic  safety  amdts- 
hearings,  07288 

crash  cushions,  selection,  criteria,  and  design, 
07657 

debris  hazard  control  and  cleanup,  03026 

DoD  ammunition  and  explosives  safety  stan- 
dards, 11660 

driver,  traffic  safety  magazine  for  military 
driver,  03755 

errors    in    fire    safety    inspections    of    nursing 
homes - 
hearings,  02051 

evaluation  and  control  of  radon  daughter 
hazards  in  uranium  mines,  08241 

Federal  agency  occupational  safety  and  health 
programming,  08330 

Federal  boat  safety  act- 
hearings,  02087 

Federal  boat  safety  act,  amend- 
report,  06848 

Federal  investigations  into  certain  health, 
safety,  quality  control,  and  criminal  al- 
legations at  Kerr-McGee  Nuclear  Cor- 
poration, GAO  report,  12370 

Federal  motor  carrier  safety  regulations,  081 18 

Federal  motor  vehicle  safety  standards  and 
regulations  with  amendments  and  in- 
terpretations, 03855 

Federal  railroad  safety  act,  amend - 
report,  02174,  06821 

Federal  safety,  accomplishments  and  chal- 
lenges (speech),  09934 

films  and  filmstrips  on  occupational  safety  and 
health,  06333 

fire  safety  outdoors,  12282 

food  safety  for  family,  10474 

Forest  Service  health  and  safety  code,  02600 

front-end  analysis  re  CSO/CSI  training  needs, 
report  on  findings,  11642 

hazard  analysis  of  injuries  relating  to  cribs, 
11636 

hazard  analysis,  injuries  associated  with  airless 
paint  sprayers,  11637 

Hazardous     materials     transportation     control 
act,  amend- 
report,  05369 

Highway  safety  act.  1974  report  on  activities- 
document  edition,  06772 

highway  safety  literature,  abstract  journal, 
03998 
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highway  safety  program  manual,  03022-7, 
08236-7,  12932 

highway  safety  program  standard,  07662 

highway  safety  standard  for  bicycle  facilities, 
00992 

hours  of  service  of  drivers.  Federal  motor  car- 
rier safety  regulations,  01324 

hunter  safety  programs,  tax  on  bows  and  ar- 
rows to  provide  funds,  delay  6  months - 
law,  08701 

improved  procedures  needed  for  implementing 
safety  recommendations,  GAO  report, 
07811 

improvements  needed  in  planning  and  using 
motor  vehicle  safety  research,  GAO  re- 
port, 07707 

International  Vehicle  and  Highway  Safety 
Conference,  proceedings,  01606 

job  safety  &  health,  04098 

locked  up  poisons  prevent  tragedy,  05564 

longshoring  industry,  OSHA  safety  and  health 
standards,  01498 

manual  for  safe  handling  of  inflammable  and 
combustible  liquids  and  other  hazardous 
products,  10615 

MarAd  safety  review,  04191 

marihuana  and  question  of  personnel  security, 
11585 

Maritime  employment,  safety  and  health  regu- 
lations, 06447 

measurements  for  safe  use  of  radiation  call  for 
papers,  NBS  symposium  announcement, 
01375 

Mech,  naval  aviation  maintenance  safety, 
04201 

metal  and  nonmetal  mine  health  and  safety 
standards  and  regulations,  guide,  12757 

microwaves  and  human  safety,  USSR  study, 
01188 

minimum  age  requirements  of  Federal  motor 
carrier  safety  regulations,  01325 

motor  vehicle  safety  defect  campaigns  re- 
ported to  National  Highway  Traffic  Safety 
Administration,  04242 

Motor     vehicle      safety      responsibility      act, 
amend - 
hearings,  05162 

National  traffic  and  motor  vehicle  safety  act, 
1974  report  on  activities - 
document  edition,  06772 

National  traffic  safety  newsletter,  04262 

Natural  gas  pipeline  safety  act,  amend - 
hearings,  06984 
report,  05035,  11355 

Navy  lifeline,  naval  safety  journal, 
(periodical),  04273 

need  to  improve  benefit-cost  analyses  in 
setting  motor  vehicle  safety  standards, 
GAO  report,  07720 

new  Federal  requirements  for  recreational 
boats,  10616 

new  hope-  new  possibilities,  report  to  religious 
communities  on  alcohol  safety  action  pro- 
jects (ASAP),  10211 

new  look  at  pedestrian  safety,  08238 

nineteen  seventy-five  annual  aviation 
mechanic  safety  awards  program,  07613 

nuclear  reactor  safety  status - 
hearings,  08746-7 

nuclear  safety,  technical  progress  review, 
04308 

Occupational  safety  and  health  act,  amend - 
hearings,  05536,  07299 
report,  06843 


Occupational  safety  and  health  act,  effects  o! 

administration  on  small  business- 
hearings,  07041 
occupational    safety    and    health    effects    as 

sociated  with  reduced  levels  of  illumina 

tion,  proceedings  of  symposium,  06335 
occupational  safety  and  health  regulations  anc 

procedures,  04313 
occupational     safety     and     health     regulation; 

OSHA  series,  01501,  06447 
occupational  safety  and  health  statistics,  con 

cepts  and  methods,  02861 
occupational  safety  and  health,  general  indus 

try   standards   and   interpretations,   01500 

08331 
occupational  safety  and  health,  manual,  12073 
occupational  safety  and  health,  maritime  stan 

dards  and  interpretations,  08332 
occupational  safety  provisions  for  postal  ser 

vice  employees - 
report,  00615 
on  guard,  Bureau  of  Motor  Carrier  Safety  bul 

letin,  04324 
organizing  safety  committee,  13027 
OSAHRC   reports,   decisions   of   the   Occupa 

tional  Safety  and  Health  Review  Commis 

sion,  04331 
OSHA    safety    and    health    standards    digest 

01502,  06445,  06449-50,  13024 
outdoor  safety  tips,  01669 
pedestrian  and  bicycle  safety  study,  Highway 

safety  act  of  1973,  06331 
pedestrian  safety,  12932 
periodic  motor  vehicle  inspection,  03022 
Pittsburgh  Mining  and  Safety  Research  Center 

activities,  06083 
plan  for  safe  farm,  01674 
principles  and  practices  of  occupational  safet; 

and  health,  student  manual,  06451 
programmed  instruction  course,  principles  anc 

practices     of     occupational     safety     am 

health,  administrator's  manual,  01503 
programmed  instruction  course,  principles 

practices     of     occupational     safety     an< 

health,  student  manual,  01504 
protection    for   workers    in    imminent   dangei 

13025 

public  notices,  Federal  Communications  Con- 
mission,  03836 
pupil  transportation  safety,  03027 
radiation    control    for   health    and    safety   ac 

consumer  protection,  03102 
Radiation  health  and  safety  act- 

hearings,  11148 
railroad  safety  and  hazardous  materials  tran 

portation  control - 
report,  08815,  08834 
reactor  safety  research  program,   descriptioi 

13023 
reclamation  safety  news  (periodical),  04460 
recordkeeping    and    reporting    guidelines    f 

Federal   agencies   under   Williams   Steig 

occupational  safety  and  health  act  of  197 

01505 
report  on  administrative  adjudication  of  trafl 

infractions,    Highway   safety   act  of  197 

12933 
research  safety  vehicle,  03029 
residential  security,  09870 
roadside  safety  design,  12161 
safety      during      construction      of      concn 

buildings,  status  report,  08196 
safety  in  Federal  workplace - 

hearings,  02054 
safety  management  series,  13027 
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safety  management  training  program,  12083-4 

safety  recommendations,  04487 

safety  standards  for  backyard  boat  builders, 
04849 

safety  standards  for  research  involving  on- 
cogenic viruses,  06301 

safety,  occupational  health,  and  fire  protection 
bulletin,  VA,  04486 

seminar  on  alcohol  and  safety,  training  for  so- 
cial and  health  care  personnel,  curriculum 
development,  evaluation  and  conducting 
pilot  test,  01417 

seminar  on  alcohol  and  safety,  training  for  so- 
cial and  health  care  personnel,  manual, 
06332 

sheet  metal  safety,  it's  working  (address), 
06452 

standard  safety  analysis  report  (GESSAR), 
General  Electric  Company,  fiche  index  for 
nuclear  dockets.  10525 

storable  and  cryogenic  propellant  safety  for 
space  tugs,  06260 

substantial  product  hazards,  sec. 15  of  Con- 
sumer product  safety  act.  05566 

surface  mine  fatalities,  health  and  safety  re- 
port reference  for  supervisors,  12752 

surface  ship  &  submarine  safety  review, 
fathom  (periodical),  03806 

system  safety  checklist  Skylab  program  report, 
10126 

telecommunications  promotion  of  safety  on 
Great  Lakes  by  means  of  radio,  agree- 
ment with  Canada,  08422 

terrain  proximity  warning  system  (downward 
looking  radar)  for  possible  enhance  of 
flight  safety,  evaluation,  10328 

this  is  seal  of  safety,  Coast  Guard  Auxiliary 
courtesy  examination,  get  free  motorboat 
examination,  01824-5 

tornado  safety  rules  in  schools,  06414 

traffic  courts,  03024 

training  manual  for  inspection  for  decent,  safe, 
and  sanitary  housing,  07672 

vessel  traffic  systems,  what  is  needed  to 
prevent  and  reduce  vessel  accidents'1 
GAO  report,  01103 

water  in  kids  coloring  book,  04850 

we  care  about  you,  your  voice  counts,  05568 

why  doesn't  somebody  do  something,  05567 

worker  protection  must  be  insured  when  em- 
ployers request  permission  to  deviate 
from  safety  and  health  standards,  GAO 
report,  07795 

Youth  camp  safety  act- 
report,  02217 
Safety  Office: 

railroad  accident  investigation  summary  re- 
port, 01533-46,  08353-8 

railroad    employee    accident    investigation    re- 
port, 01547-9,  08359-60 
Safety  officers: 

front-end  analysis  re  CSO/CSI  training  needs, 
report  on  findings,  11642 

Public  safety  officers  benefits  act- 
heanngs,  07003 
Saginaw,  Mich.: 

area  wage  survey,  07955 
Sahara  Desert: 

drought    damage    and    famine    in    sub-Sahara 
Africa,  01578 
Sahel,  see  Africa. 


Saigon,  Vietnam: 

war    powers,    test    of    compliance    relative    to 
evacuation - 
hearings,  00479 
Sailing  directions. 

east  coast  of  Australia,  Sydney  to  Cape  York, 

including  islands  in  Coral  Sea,  00800 
enroute,  for  English  Channel,  02396 
North  Sea  and  Baltic  Sea,  00802,  1 1889 
northern,  U.S.S.R.,  09172 
Norway,  northwest  and  north  coasts,  11884 
Nova  Scotia,  10238 

Pacific  Islands,  south-central  groups,  11885 
Pacific     Islands,     western     groups,     including 

Solomon  Islands,  11886 
Persian    Gulf,    includes    Gulf    of    Oman    and 
northern  shore  of  Arabian  Sea  eastward  to 
Ras  Muari,  02395 
Philippine    Islands,    central    islands,    including 
eastern     Negros,     southern     Samar,     and 
northern  Mindanao,  07406 
Philippine  Islands,  northern  islands,  including 
western     Negros     and     northern     Samar, 
11887 
Philippine    Islands,    southern    Mindanao,    Sulu 

Archipelago,  and  Palawan,  11888 
Soenda    Strait    and    western    and    northeast 
coasts    of    Borneo    and    off-lying    islands, 
07405 
South   America,    east   coast   from    Venezuelan 
border  to  and  including  Rio  de  la  Plata, 
11883 
southwest  coast  of  Australia,  Cape  Northum- 
berland     to      Port      Jackson,      including 
Tasmania,  00801 
southwest  coast  of  Norway,  00799 
west  coast  of  Greenland,  09170-1 
Sailors: 

merchant  seamen,  employment  outlook,  09936 
Saint  Andre,  Lucille  de,  see  de  Saint  Andre,  Lu- 
cille. 
Saint  Charles  County,  Mo.: 

flood  plain  information,  09250 
Saint  Clair  River  and  Valley: 

remote  sensing  study  of  steam-electric  power 
plant  thermal  discharges,  12080 
Saint  Croix  National  Scenic  Riverway: 

master    plan,    draft   environmental    statement, 
07861 
Saint  Elizabeth  Seton  Day,  National,  see  Special 

days,  weeks,  etc. 
Saint  Johns  River: 

floods.    Lake    Beresford,    Volusia    and    Lake 
Counties,  Fla.,  09278 
Saint  Joseph  River: 

water    resources    appriaisal    for    hydroelectric 
licensin,  Mottville  Development,  09557 
Saint  Lawrence  River  and  Valley: 

marine  casualty  report,  01484 
Saint  Lawrence  Seaway  Development 
Corporation: 
annual  report - 

document  edition,  00360 
appropriations,  1976- 

hearings,  00650 
financial  statement  audit,  GAO  report,  00359, 
07689,  10703 
Saint  Lawrence,  Gulf  of: 

interpretation  of  young  ice  forms   in  Gulf  of 
St.   Lawrence  using  side-looking  airborne 
radar  and  infrared  imagery,  0751 1 
Saint  Louis,  Mo.: 

aircraft  accident  report,  10231 
comparison  of  4  methodologies  to  projet  emis- 
sions, 07541 
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fire    damage    at    Military    Personnel    Records 
Center,  St.  Louis,  Mo.,  and  and  fire  pro- 
tection at  other  records  centers,  GAO  re- 
port, 12345 
general  revenue  sharing,  10585 
Saint  Paul,  Minn.: 
bridging    gap,    Twin    Cities    native    American 
community,  00201 
Saipan: 
characteristics     of     lower     atmosphere     near 
Saipan,  Apr.  29-May  16,  1945,  12961 
Salaries: 
Attorney  General,  salary  remain  as  prescribed 
on  Jan.  1,  1969- 
report,  07084,  08938 
comparability     adjustment     for     Federal    pay 
system  - 
report,  08758 
comparability  pay  adjustment  for  senior-level 

executives  and  judges,  00348 
District    of    Columbia    police,    firemen,    and 
teachers  increase  - 
law,  04877 
report,  05034,  05343 
executive  annuities  and  pay- 

hearings,  02090 
Federal  employees,  ceiling  on  pay  increases- 
proposal,  01910 
Federal    employees'    pay    adjustment,    disap- 
prove postponement- 
report,  05355 
Federal     officers     and     employees,     current 
schedules  together  with  history  of  salary 
and  retirement  annuity  adjustments,  08909 
Federal  pay  adjustment,  Oct.  1975,  documents, 

11192 
Federal    pay    comparability    alternative    plan, 

00353 
federal  pay  raise  deferral  for  90  days  and  com- 
parability alternative  plan,  04952 
Federal  statutory  pay  reduction,  disapproval  - 

report,  11378 
Federal  white-collar  pay  systems  need  funda- 
mental changes,  GAO  report,  01091 
Government    officials    and    employees,    FPM 

supplement,  03878 
higher  education,  salaries  and  fringe  benefits, 

01390 
House   Publications   Distribution    Service   em- 
ployees, compensation,  increase- 
report,  08789 
national    survey    of    compensation,    1975,    en- 
gineers   and    scientists    in    research    and 
development,  07490 
national  survey  of  professional,  administrative, 

technical  and  clerical  pay,  06020 
permit  waiver  of  any  portion  of  Federal  com- 
pensation- 
hearings,  02092 
police  and  firemen's  pay  and  retirement,  Dis- 
trict of  Columbia - 
hearings,  02037 
position     classification,     pay     and     employee 

benefits,  bibliography,  01804 
salaries  and  expenses  of  referees  in  bankrupt- 
cy  and   U.S.    magistrates   budget   amend- 
ments, 00318 
salary  schedules  of  Federal  officers  and  em- 
ployees   together   with    history    of    salary 
and  retirement  annuity  adjustments,  11191 
Veterans'  Administration  physician  pay  com- 
parability act- 
hearings,  02320 
law,  01858 


see  also  Wages. 
Salars: 

geology  of  salars  in  northern  Chile,  09805 
Salem  Creek: 

movement  and  dispersion  of  soluble  materials 
in  Salem  Creek,  Muddy  Creek,  and  Yad- 
kin   River    between    Winston-Salem    and 
Salisbury,  N.C.,  12455 
Salem  Nuclear  Generating  Station: 

units  1  and  2,  fiche  index  for  nuclear  dockets, 
04799 
Salem,  111.: 

statue  of  William  Jennings  Bryan,  convey  - 
report,  05023,  05365 
Salem,  Oreg.: 

soil  compaction  in  Salem  District,  effects  and 
observations,  07992 
Sales: 

American    long    grain    rice,    sales    impact    of 

promotional  program  in  France,  10395 
commodity    line    sales,    census    of    wholesale 

trade,  06619 
credit  sales  by  dealers  in  personal  property, 

02734 
department  store  sales,  selected  areas,  current 

business  reports,  03633 
manufacturers',     current     industrial     reports, 

03691 
monthly  wholesale  trade,  current  business  re- 
ports, 03636 
need  for  regulating  food   salvage   industry  to 
prevent   sales   of  unwholesome   and   mis- 
branded    foods    to    public,    GAO    report, 
12362 
Pyramid  sales  act- 

report,  00556 
pyramid  sales,  prohibit- 

hearings,  11502 
sale  or  other  disposition  of  business  or  busi- 
ness interest,  tax  information,  02759 
sales    by    class    of    customer,    credit    sales, 
receivable,  and  bad-debt  losses,  census  of 
wholesale  trade,  subject  statistics,  10546 
sales  of  firm  electric  power  for  resale,  02544 
tax  information   on  installment  and  deferred- 
payment  sales,  02782 
tax  information  on  selling  your  home,  02789 
Sales  tax: 

local    revenue    diversification,    income,    sales 
taxes  and  user  charges,  10359 
Salesmen  and  salesmanship: 

defining      terms      executive,      administrative, 
professional,  and  outside  salesman,  08506 
employment  outlook,  12643- 
automobile  sales  workers,  09974 
insurance   industry,   claims  adjusters,  claim 
examiners,    underwriters,   actuaries,   in 
surance  agents  and  brokers,  10036 
manufacturer's  salesworkers,  09975 
real  estate  salesworkers  and  brokers,  09976 
retail  trade,  salesworkers,  09977 
securities  salesworkers,  09978 
wholesale  trade  salesworkers,  09979 
executive,     administrative,     professional     and 
outside   salesmen   exemptions   under  Fair 
labor  standards  act,  08503 
Salesworkers,  see  Salesmen  and  salesmanship. 
Salinas  River  and  Valley: 

geology    of    southern     Salinas     Valley    area, 
California,  12424 
Saline  water,  see  Sea  water-Water. 
Saline  Water  Office: 

catalog  of  research  projects,  02722 
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Salinity: 
Colorado  River  Basin  salinity  control  act- 
report,  11352 
created  by  irrigation  return  flows,  evaluation, 

12060 
evaluation   of  drainage   for   salinity   control   in 

Grand  Valley.  00941 
scientific  irrigation  scheduling  for  salinity  con- 
trol of  irrigation  return  flows,  12036 
semiclosed    seawater    system    with    automatic 
salinity,    temperature,    and    turbidity    con- 
trol, 01455 
Saliva: 
comparison    of    two    methods    for    dispersing 
whole  human  saliva  for  microflora!  assay, 
01281 
Salmon: 
fish  meal,  salmon,  bottom  fish,  clam,  oyster, 
sardine,  scallop,  herring,  and  abalone  seg- 
ment  of   canned   and   preserved   fish   and 
seafood   processing  industry   point  source 
category,  07542 
migratory  routes  of  adult  sockeye  salmon,  On- 
corhynchus   nerka,   in  eastern   Bering  Sea 
and  Bristol  Bay,  01454 
Salmon  Brook,  East  Branch: 

flood  plain  information,  09251 
Salmon  Brook.  West  Branch: 

flood  plain  information,  09251 
Salmon  River  Wilderness: 

proposal.  00281 
Salmonella: 
in    raw     meat    and    poultry,    assessment    of 

problem,  GAO  report,  09763 
salmonella  surveillance  report,  001%,  04488 
Salt: 
deposits   of   Clovis-Portales   area,    east-central 

New  Mexico.  05887 
electrochemical  kinetics  of  reaction  of  titanium 
metal  with  titanium  subchlorides  in  molten 
sodium  chloride,  10082 
mineral  facts  and  problems,  chapter  preprint, 

02894 
mineral  industry  surveys.  08097 
numerical  model  of  material  transport  in  salt- 
wedge  estuaries,  05881 
total  salt,   specific   ion.   and  fertilizer  element 
concentrations   and   balances   in   irrigation 
and  drainage  waters  of  Twin  Falls  tract  in 
southern  Idaho,  08525 
Salt  Creek: 
flood  plain  information.  East  Arm  Little  Calu- 
met River,  Coffee  Creek,  Porter  County, 
Ind..  11982 
Salt  Creek  Lake  project: 

preliminary  environmental  report,  09298 
Salt  Lake  City.  Utah: 
economic  impact  of  Federal  budget- 
hearings.  0721  3 
Salt  Lake  Valley: 
improving   ATC    system   in   Salt   Lake   Valley, 
1974-83,  12129 
Salt  water,  see  Water. 
Saltbush: 
endomycorrhizae  enhance  survival  and  growth 
of  fourwing  saltbush  in  coal  mine  spoils. 
02621 
Saltcedar.  see  Tamarix 
Salton  Sea: 
water  resources  of  lower  Colorado  River-Sal- 
ton  Sea  area.  02670 
Salvage: 
Navy    contract     for    salvage     services,     west 
coast  - 
hearings.  02053 


need  for  regulating  food  salvage  industry  to 
prevent  sales  of  unwholesome  and  mis- 
branded  foods  to  public.  GAO  report, 
12362 

Suez  Canal  salvage  operations  in  1974,  03077 

Suez  Canal,  salvage  or  removal  of  navigational 
hazards,  agreement  with  Egypt,  03161 
Salvaging: 

waste-plus-waste  process  for  recovering  metals 
from     electroplating     and     other     wastes, 
development  and  application,  10068 
Salzer  Creek: 

flood    hazard    analyses.    Coal    Creek,    Lewis 
County,  Wash..  08371 
Samar  Island: 

sailing  directions,  07406.  11887 
Samplers: 

application  and  procurement  of  automatic 
waste  water  samplers,  09377 

water  sampler  for  obtaining  river  water  sam- 
ples under  severe  winter  conditions,  09467 

see  also  Sampling  devices. 
Samples: 

development  of  sample  air  quality  maintenance 
plan  for  San  Diego.  09353 
Sampling: 

area  frame  sampling  in  agriculture,  01597 

comparison  of  manual  (grab)  and  vacuum  type 
automatic  sampling  techniques  on  in- 
dividual and  composite  sample  basis, 
09336 

diverter-type  mechanical  sampling  of  grain, 
cost  analysis,  01648 

effluent  sampling  of  Scout  D  and  Delta  launch 
vehicle  exhausts,  10100 

extractive  sampling  interface  parameters,  in- 
vestigation, 09388 

gas  sampling  method  for  determining  pollutant 
concentrations  in  flame  zone  of  2  swirl- 
can  combuslor  modules,  06208 

improvements  still  needed  in  coal  mine  dust- 
sampling  program  and  penalty  assess- 
ments and  collections,  GAO  report,  07824 

methods  for  sampling  noncombustible  content 
of  coal  mine  dust,  02922 

multistage  samples,  planning  and  processing 
with  computer  program  MUST,  09608 

performance  of  ISCO  model  1391  water  and 
wastewater  sampler,  12024 

sampling  and  analytical  strategies  for  com- 
pounds in  petroleum  refinery  streams, 
12048 

sampling  of  wastewater,  06490 

three-P  sampling,  annotated  bibliography, 
07685 

two-stage  stratified  sampling  to  estimate  herb- 
age yield,  09697 
Sampling  (statistics): 

Monte  Carlo  investigation  of  experimental  data 
sample  requirements  for  fitting  polynomial 
functions,  12817 

regression  sampling  in  natural  resources,  09702 
Sampling  devices: 

Columbia  spillway  sampler,  08528 

design  and  construction  of  an  oil  slick  sam- 
pling device,  00240 

gravity-flow  sampler  for  watershed  runoff. 
08521 

traversing-slot      runoff      sampler      for      small 
watersheds.  10367 
San  Antonio,  Tex.: 

area  wage  survey,  01242 

municipal  government  wage  surveys,  06016 

urban  atlas,  tract  data  for  standard 
metropolitan  statistical  areas,  06634 
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San  Benito  County,  Calif.: 
flood    plain    information,    San    Benito    River, 
Pajaro  River,  to  Tres  Pinos  Creek,  05642 
San  Benito  River: 

flood  plain  information,  05642 
San  Bruno,  Calif.: 

research      opportunities,      Archives      Branch, 
Federal    Archives    and    Records    Center, 
San  Bruno,  Calif.,  12858 
San  Carlos  Mineral  Strip: 

purchase  property  located  within  - 
hearings,  1 1574 
San  Diego,  Calif.: 
development  of  sample  air  quality  maintenance 

plan  for  San  Diego,  09353 
low-income     neighborhoods     in     large     cities, 

06598 
municipal  govenment  wage  surveys,  06017 
problems   in   work   incentive   program   in   Los 
Angeles    and    San    Diego,    GAO    report, 
07783 
San  Fernando,  Calif.: 
earthquake  of  Feb.  9,  1971,  utilities,  transpor- 
tation and  sociological  aspects,  09497 
San  Francisco  Bay: 
type  16  flood  insurance  study,  tsunami  predic- 
tions   for    Monterey    and    San    Francisco 
Bays  and  Puget  Sound,  07534 
San  Joaquin  County,  Calif.: 
channel  capacity  of  Mokelumne  River  in  San 
Joaquin  County,  09792 
San  Joaquin  Experimental  Range,  Calif.: 

vertebrate  fauna,  checklist,  09621 
San  Joaquin  River  and  Valley: 
generalized  subsurface  geology  of  water-bear- 
ing deposits,  09794 
geology,     hydrology     and     water     quality     of 

Tracy-Dos  Palos,  area,  09797 
history  of  acala  cotton  varieties  bred  for  San 

Joaquin  Valley,  California,  08526 
water    resources    appraisal    for    hydroelectric 
licensing,  appraisal  report,  09553 
San  Jose,  Calif.: 
crimes  and  victims,  report  on  Dayton-San  Jose 

pilot  survey  of  victimization,  02836 
low-income     neighborhoods     in     large    cities, 
06598 
San  Juan  National  Forest: 
Big    Blue    Wilderness,    Courthouse    Mountain 
Wilderness,     Dolores     Peak     Wilderness, 
Mount    Sneffels   Wilderness,    Mount   Wil- 
don  Wilderness,  proposed,  12308 
management  proposals  for  lands  contiguous  to 
primitive  areas,  09624 
San  Luis  Rey  River: 
floodway  information,  Loretta  Street  to  east- 
ern   city    limits,    vicinity    of    Oceanside, 
Calif.,  11986 
San  Luis  Unit,  see  Central  Valley  project. 
San  Marco  Range: 
launching  of  NASA  satellites,  agreement  with 
Italy,  03253 
San  Salvador: 
economic    trends    and    their    implications    for 
United  States,  12566 
San  Ysidro-Cuba,  N.  Mex.: 
lithology  and  uranium  potential  of  Jurassic  for- 
mations, 12374 
Sand: 

mineral  industry  surveys,  08098-9 

saltation    on    Mars    and    expected    lifetime    of 

Viking  75  wind  sensors,  02968 
sand   level   changes   on   Torrey    Pines    Beach, 

Calif.,  11968 
sand-sulfur-asphalt  paving  materials,  02928 


use     of     radioisotopic     sand     tracer,     RIST, 
system,  00872 
Sand  bars: 

bar  guide  series,  10604-7 
Columbia  River  bar  guide,  10604 
Coquille  River  bar  guide,  10605 
Nahalem  River  bar  guide,  10606 
Tillamook  Bay  bar  guide,  10607 
Sand  Point,  Wash.: 

draft     environmental     impact     statement     for 
proposed       NOAA       western       regional 
headquarters  facility  development,  06369 
Sandwich  construction: 

holgraphic  nondestructive  tests  performed  on 
composite     samples     of     ceramic-epoxy- 
fiberglass  sandwich  structure,  12846 
Sanitarians: 

employment  outlook,  10022 
Sanitary  fills: 

compilation  of  methodology  used  for  measur- 
ing     pollution      parameters      of     landfill 
leachate,  07547 
liners    for    land    disposal    sites,    assessment, 

05759 
sanitary    landfill    stabilization    with    leachate 

recycle  and  residual  treatment,  07561 
sanitary  landfill,  bibliography,  09475 
Sanitation: 

chlorine  supply  problems  in  U.S.,  10262 
federal  support  for  restaurant  sanitation  found 

largely  ineffective,  GAO  report,  02660 
plumbing,   heating,   and   sanitation  equipment, 
Federal   item    identification   guide,   07361, 
11765 
sanitary  facilities  and  pollution  contributed  to 
reservoirs     and     lakes     of     Colorado-Big 
Thompson  project,  10261 
Santa  Clara  County,  Calif.: 

eastern,  soil  survey  report  of  area,  08376 
Santa  Cruz  County,  Calif.: 

geology   and   ground   water  of   Pajaro   Valley 
area,  09796 
Santa  Monica  Mountains  and  Seashore  Urban 
National  Park: 
establish - 

hearings,  02300 
report,  07175 
Santaniello,  Luigi: 

relief    10838 
Santarelli,  Donald  E.: 
nomination - 
hearings,  07230 
Santee  Wilderness: 

proposal,  00279 
Sap: 

sugar  maple  sap  volume  increases  as  vacuum 
level  is  increased,  02611 
Sapwood: 

physical  characteristics  of  seasoning  discolora 
tions  in  sugar  maple  sapwood,  01071 
SAR,  see  Search  and  rescue  operations. 
Sardines: 

fish  meal,  salmon,  bottom  fish,  clam,  oyster 
sardine,  scallop,  herring,  and  abalone  seg 
ment  of  canned   and  preserved   fish   and 
seafood  processing  industry  point  source 
category,  07542 
Sarpy  County,  Nebr.: 
soil  survey  report,  03115 
special  census,  10573 
SAS  (small  astronomy  satellite),  see  Satellites. 
Satellites: 

aircraft  L-band  balloon,  simulated  satellite  ex 
periments,  13175 
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applications  technology  satellite-6,  ATS-6, 
06180 

applications  technology  satellite,  authorize  ap- 
propriations- 
hearings,  02228 

central  processing  and  analysis  of  geostationa- 
ry satellite  data,  06377 

communications,  FCC  rules  and  regulations, 
03844 

environmental  satellite  imagery,  03785 

environmental  satellite,  what  it  means  for 
man,  speech,  12958 

evaluation  of  ERTS-1  data  for  forest  and  ran- 
geland  surveys,  02636 

evaluation  of  selected  satellite  communication 
systems  as  sources  of  environmental 
microwave  radiation,  03101 

examination  of  tropical  cloud  clusters  using 
simultaneously  observed  brightness  and 
high  resolution  infrared  data  from  satel- 
lites, 12966 

extracting  land  use  information  from  earth 
resources  technology  satellite  data  by  con- 
ventional interpretation  methods,  06225 

first  thoughts  regarding  data  processing  for 
SMS/GOES  magnetometer,  05879 

GOES  data  collection  system  measurements, 
10628 

integration    of    interstate    telecommunications 
services  - 
report,  11417 

international  conference  of  States  on  distribu- 
tion of  programme-carrying  signals  trans- 
mitted by  satellite,  08912 

investigation  of  land  use  of  northern 
megalopolis  using  ERTS-I  imagery,  06155 

LAGEOS  phase  B  technical  report,  06217 

LANDSAT,  non-U. S.  standard  catalog,  04112 

LANDSAT,  U.S.  standard  catalog,  04113 

launching  and  associated  services  for  Indone- 
sian satellites,  agreement  with  Indonesia, 
03300 

launching  of  NASA  satellites  from  San  Marco 
Range,  agreement  with  Italy,  03253 

monthly  winter  snowline  variation  in  Northern 
Hemisphere  from  satellite  records,  01446 

NOAA  polar  satellite  system,  operation, 
01445,  12967 

NTS-1,  TIMATION  3,  quartz-  and  rubidium- 
oscillator  frequency  stability  results,  13018 

orbital  operation  for  large  automated  satellites, 
10125 

potential  value  of  earth  satellite  measurements 
to  oceanographic  research  in  southern 
ocean,  06376 

producing  high-quality  negatives  from  ERTS 
black-and-white  transparencies,  09703 

public  notices,  Federal  Communications  Com- 
mission, 03836 

remote  sensing,  acquisition  of  satellite  data, 
agreement  with  Zaire,  08431 

satellite  communications,  FCC  rules  and  regu- 
lations, 12144 

satellite  situation  report  (periodical),  04489 

satellite  spin  axis  control.  06423 

small  astronomy  satellite  (SAS)  standardized 
functional  support  section,  10172 

snow  depth  and  snow  extent  using  VHRR  data 
from  NOAA-2  satellite,  12968 

space  environmental  vantage  point,  06386 

study  of  lower  stratospheric  thermal  structure 
and  total  ozone  from  Nimbus-4  IRIS, 
08184 


third  earth  resources  technology  satellite  sym- 
posium, results,  06185 
United    States    should    recover    full    costs    of 
reimbursable   satellite  launches,  GAO  re- 
port, 05859 
use  of  satellite  data  in  East  Coast  snowstorm 

forecasting,  12965 
weather    satellite    picture    receiving    stations, 
APT  digital  scan  converter,  06249 
Saturation: 

animal  saturation  diving  at  simulated  depths  of 

50  and  60  feet,  10058 
metabolic  and  hematologic  factors  in  chronic 

air  saturation  at  2.5  ATA,  10061 
thyroid  status  of  rats  during  simulated  shallow- 
water  saturation  dives,  10063 
Saturn  (planet): 

near-infrared   spectra  of  Jupiter,    Saturn,   and 
Uranus,  08130 
Saudi  Arabia: 

background  notes,  01590 

developments  and  problems,  11540 

economic  cooperation,  agreement,  08430 

investment  guaranties,  agreement,  03291 

marketing,  11920 

mineral  industry,   Minerals  yearbook  chapter, 

02905,  08073 
Saudi  Arabia  market,  guide  for  U.S.  business- 
men. 09932 
United  States  arms  sales,  11136 
Saunders,  Kevin  P.: 

relief,  10831 
Savery-Pot  Hook  project: 
land  acquisition - 
hearings,  11477 
Saving  and  thrift: 
FSLIC  safety,  01010 
save  energy,  save  money,  01838 
Savings  accounts,  see  Banks  and  banking. 
Savings  and  loan  associations: 

deposit  insurance  full  coverage  for  public  units 
and  increase  to  1 50,000- 
report,  08765 
deposit    insurance,    full    coverage    for    public 

units  and  increase  to  t50,000,  08770 
interest  rate  ceilings  on  deposits  at  commercial 
banks,  savings  and  loan  associations,  and 
mutual  savings  banks  (remarks),  12247 
issuance    of    debt    obligations    by    parents    of 
savings  and  loan  associations - 
report,  05038 
selected    balance     sheet    data,    all    operating 

savings  and  loan  associations,  03431 
see  also  Federal  savings  and  loan  associations. 
Savings  banks,  see  Banks  and  banking. 
Savings  bonds: 

issued  and  redeemed,  04644 
series  A-E,  tables  of  redemption  values,  04572 
tax     information     on     United     States     saving 
bonds,  02794 
Sawlogs,  see  Logs. 
Saws 

chain  saws,  09107 
see  also  Electric  saws. 
Sawtooth  National  Forest: 

Twin  Falls  Ranger  District,  map,  12333 
Saylor,  John  P.: 

memorial     services     together     with     tributes 
presented  in  eulogy,  04864 
SBA,  see  Small  Business  Administration. 
Scabies: 

cooperative  State-Federal  sheep  and  cattle  sca- 
bies eradication,  progress  report  and 
epidemiology,  08591 
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Scale  (corrosion): 
scale    control     in    limestone     wet    scrubbing 
systems,  09394 
Scale  insects: 

pinyon  needle  scale,  02599 
Scales  (electronic): 
numerical  prediction  of  mesoscale  transport  of 
atmospheric    effluents    over    Nevada   test 
site,  10222 
Scales  (weighing  instruments): 
scales  and  balances,   Federal  item  identifica- 
tion guide,  11780 
Scaling  (logs),  see  Logs. 
Scallops: 
fish  meal,  salmon,  bottom  fish,  clam,  oyster, 
sardine,  scallop,  herring,  and  abalone  seg- 
ment of  canned  and  preserved  fish  and 
seafood  processing  industry  point  source 
category,  07542 
Scanning: 
scanning    electron    microscope    evaluation    of 
fabric     in     impact-compacted     kaolinite, 
05671 
system  to  geometrically  rectify  and  map  air- 
borne   scanner   imagery    and    to   estimate 
ground  area,  06156 
upper-bound      errors      in      far-field      antenna 
parameters  determined  from  planar  near- 
field  measurements,  03008 
Scarborough,  Me.: 
wastewater  collection  and  treatment  facilities, 
12010 
Scarce  materials: 
mineral  scarcity,  oversight - 
hearings,  02055 
Scattering: 
computer    simulation    of    aircraft-based    dif- 
ferential absorption  and  scattering  system 
for    retrieval    of    S02    vertical    profiles, 
08162 
role  of  multiple  scattering  in  one-dimensional 

radiative  transfer,  02981 
scattering   of   waves   by    statistically   irregular 

surfaces,  USSR  study,  01202-3 
shipboard   oil-in-water  content  monitor  based 
on  light  scattering  at  ninety  degrees,  06664 
shipboard   oil-in-water  content  monitor  based 
on   small   angle   forward    light   scattering, 
01823 
Scelionidae,  see  Wasps. 
Schenectady,  N.Y.: 
area  wage  survey,  07942,  12661 
area  wage  survey  advance  report,  07941 
Schizophrenia: 

bulletin,  04491 ,  06346 
Scholars: 
foreign  scholars  and  educational  and  cultural 

exchange  visitors,  tax  information,  02740 
tax  information  for  American  scholars  in  U.S. 
and  abroad,  02769 
Scholarships: 
Lister  Hill  scholarship  act- 
report,  00571 
School    administrators,    see    School    superinten- 
dents, etc.. 
School  buildings: 

Navy's  actions   to  acquire   dependents   school 
building  in  Athens,  Greece,  GAO  report, 
07716 
School  buses: 

collision  of  Southern  Railway  work  train  with 
Polk  District  school  bus  at  Aragon,  Ga., 
08316 


Milliken       v.       Bradley,       implications       for 
metropolitan     desegregation,     conference 
proceedings,  00204 
school  bus  driver  training  program  - 
report,  05072 
School  districts: 

education  of  Cambodian  and  Vietnamese  refu- 
gees, assistance  to  local  educational  agen- 
cies, provide - 
hearings,  02048 
School  finance,  see  Education. 
School  lunches: 

menu    planning     guide    for    type     A     school 

lunches,  00040 
National  school  lunch  act,  amend - 
law,  08709 

report,  00619,  06830,  07110,  08803,  08822 
veto  message,  00378 
School  superintendents,  etc.: 

private    school    administrators,    handbook    for 
effective   participation   in   Federal   educa- 
tion programs,  05603 
Schools: 

adult    education    in    public    school    systems, 

00843 
American     schools     abroad,     appropriations, 
1976- 
hearings,  00451 
applicant  manual  for  local  educational  agency 

grants,  Emergency  school  aid  act,  00844 
basic  skills,  ESEA  Title  3  projects  in  nation's 

schools,  03097 
Emergency  school  aid  act,  amend - 

report,  02178 
Emergency  school  aid  act,  nonprofit  organiza- 
tion grant  applicants,  05604 
emergency  school  aid  funds,  failure  of  Office 

of  Education,  report,  10730 
emergency    school    aid,    obligation    of    funds, 

10745 
food  storage  guide  for  schools  and  institutions, 

00037 
forestry  schools  in  United  States,  12286 
National  Endowment  for  the  Arts,  education 
program,       artists-in-schools      guidelines, 
06320 
our  nation's  schools,  report  card,  A  in  school 

violence  and  vandalism,  05523 
our   schools    and    lifelong    learning   (address), 

09218 
pilot    schools,    Federal    aviation    regulations, 

03834 
school     enrollment,      social     and      economic 

characteristics  of  students,  00175 
school      leadership      and      the       community 

(address),  09219 
selected  papers  in  school  finance,  11947 
solar  energy  school  heating  augmentation  ex- 
periment, 01 476 
solar  heating  proof-of-concept  experiment  for 

public  school  building,  0V477 
tornado  safety  rules  in  schools,  06414 
US  Army  formal  schools  catalog,  10504 
volunteer  way,  civic  minded  people  in  national 

school  volunteer  program,  11949 
see    also    Elementary    schools-High    schools- 
Private  schools. 
Schuylkill  River  and  Valley: 

environmental   effects   of   Schuylkill  oil   spill, 
13246 
Science: 

Academy  of  Sciences,  USSR,  vestnik,  04662 
application  to  crime  control,  oversight- 
hearings,  07038 
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consumers  guide  to  instructional  scientific 
equipment,  06398 

curriculum  development  and  implementation 
for  pre-college  science  education,  Na- 
tional Science  Foundation,  11207 

expenditures  for  scientific  and  engineering  ac- 
tivities at  universities  and  colleges,  01467 

funding  of  cooperation  in  science  and 
technology,  agreement  with  Polish  Peo- 
ple's Republic.  03224 

handbook  for  space  processing  sounding 
rocket  science  payloads,  06143 

integration  of  science  and  production,  USSR 
study,  01209 

International   science   and   technology   transfer 
act- 
hearings.  02095 

international  science  notes,  13116 

materials  sciences  programs,  08611 

national  assessment  of  educational  progress, 
changes  in  science  performance,  12903 

national  assessment  of  educational  progress, 
national  assessments  of  science,  12899 

national  assessment  of  educational  progress, 
selected  results  from  national  assessments 
of  science.  12900-2 

National  science  and  technology  policy  and  or- 
ganization act- 
report,  01977,  01984 

National  Science  Foundation  and  pre-college 
science  education,  11208 

National    Science    Foundation    education    pro- 
grams, oversight- 
hearings,  07039 

NATO  postdoctoral  fellowships  in  science, 
10226 

NATO  senior  fellowships  in  science,  10227 

NOAA  Corps,  careers  in  science  and  service, 
03052 

People's  Republic  of  China  scientific  ab- 
stracts, 04348 

physical  sciences  thermodynamics,  cryogenics 
and  vacuum  technology,  compilation, 
06194 

population  sciences,  biomedical  research 
index.  04358 

Presidential  science  and  technology  advisory 
organization  act,  10759 

projects  in  higher  education,  08308 

reviews  of  data  on  resources,  06404 

science  and  the  challenges  ahead,  08307 

science  and  your  career,  06029 

science  resources  studies  highlights,  01472-5, 
06405 

scientific  affairs.  Eastern  Europe,  translations, 
045% 

scientific  and  technical  cooperation,  06485 

scientific  cooperation,  agreement  with 
Republic  «f  China,  03266 

scientific  monograph  series,  03058,  08301-2 

Smithsonian  opportunities  for  research  and 
study  in  history,  art,  science,  01558 

U.S.-U.S.S.R.  cooperative  agreements  in 
science  and  technology,  background 
materials,  1  1206 

USSR  and  East  Europe  scientific  abstracts, 
04649-55 

USSR  state  prizes  in  science  and  engineering, 
USSR  study.  07919 

Vice  President  on  science  policy,  00504 

young  and  senior  science  and  engineering 
faculty,  06407 

see  also  Earth  sciences- Planetary  science. 


Science  Advisory  Conference,  White  House,  see 
White  House  Science  Advisory  Conference. 
Science  and  Astronautics  Committee,  House: 
activities,  93d  Congress- 
report,  05090 
committee  print,  00501-3.  07031,  08912,  11203 
hearings,  02095-6.  05512,  07032.  11204 
report.  05090 
Science  and  Technology  Committee,  House: 
calendar,  04135 
committee     print.     00504-9,     02097,     07033-4, 

11206-8 
hearings,  00510-3,  02098-100,  05241-4,  07035-9, 

11205,  11209-11 
Inadvertent  modification  of  upper  atmosphere, 
research     and     development     relating     to 
halocarbons  and  ozone  depletion,  02100 
report,  01965-6,  01973,  01977,  05093-5 
Science  and  Technology  Office: 

establish,  IC759 
Science  fiction,  see  Fiction. 
Scientific  research: 

aerospace         research         of         environment, 
geobotany,    soil    science,    and    hydrology, 
01200 
cooperation    in    artificial    heart    research    and 
development,    agreement    with    Union    of 
Soviet  Socialist  Republics,  03167 
earth     resources,     cooperative      research     in 
remote  sensing  for  earth  surveys,  agree- 
ment with  Mexico,  03188 
Geological  Survey  grants,  12422 
Scientists: 

characteristics  of  doctoral  scientists  in  United 

States,  03060 
directory  of  environmental  life  scientists,  Ohio 

River  valley  region,  00881 
engineering  and  scientific  occupations,  charac- 
teristics of  persons,  08666 
environmental,  employment  outlook,  09994 
food  scientists,  employment  outlook,  12646 
France,  exchange,  10224 
life  scientists,  employment  outlook,  12645 
national    survey    of    compensation,    1975,    en- 
gineers   and    scientists    in    research    and 
development,  07490 
Office  of  Chief  scientist  annual  report,  08299 
physical  scientists,  employment  outlook,  12646 
racial     minorities     in     scientist    and    engineer 

population,  01475 
research  and  development  in  industry,  funds, 

scientists  and  engineers,  03061 
scientist    and    engineer    population    redefined, 
06405 
Scintillators: 

plastic      scintillators     for     detecting     prompt 
gamma  rays  in  continuous  analysis  of  bulk 
materials,  10083 
Scioville,  Gustavo: 

relief.  05311,  11334 
Scotlandville,  La.: 

Scotlandville  before  highway,  analysis  of  land 
use,  population  density  and  minority  busi- 
ness before  Scotlandville  Bypass,  08457 
Scranton,  William  W.: 
nomination - 
hearings,  11505 
Scrap: 

transfer    on    military    scrap,    agreement    with 
Viet-Nam,  03237 
Scrap  metals,  see  Metals. 
Screening  tests: 

health   care   screening   and   developmental   as- 
sessment, 06344 
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Screens: 
screening    and    fencing,    mesh,    Federal    item 
identification  guide,  11699 
Scrimshaws: 
Scrimshaw  art  preservation  act- 
report,  02167,  11014 
Scrub  oak,  see  Oak. 
Scrubbers: 

charged   droplet   scrubbing  of   submicron  par- 
ticulate, 05705 
entrainment   separators   for   scrubbers,   05708, 

07572 
evaluation  of  particulate  scrubber  on  coal-fired 

utility  boiler,  12041 
flue    gas    desulfurization    and    sulfuric    acid 

production  via  magnesia  scrubbing,  13185 
lime/limestone    wet-scrubbing    test    results    at 

EPA  alkali  scrubbing  test  facility,  13186 
limestone  wet-scrubbing  test  results  at  EPA  al- 
kali scrubbing  test  facility,  13182 
magnesia  scrubbing  process  as  applied  to  oil- 
fired  power  plant,  02460 
overview    of    EPA/IERL-RTP    scrubber    pro- 
grams, 00927 
performance  of  entrainment  separators  in  slur- 
ry scrubbing  processes,  03347 
scale    control     in    limestone     wet    scrubbing 

systems,  09394 
study  of  flux  force/condensation  scrubbing  of 

fine  particles,  12027 
wet  scrubber  liquid  utilization,  00936 
Scuba,  see  Aqualung. 
Sculpture  and  statuary: 
bust  or  statue  of  Martin  Luther  King.,  jr.,  to 
be  placed  in  Capitol  - 
report,  10979 
presentation    by    United    States    of    statue    of 
Abraham  Lincoln  to  Israel - 
hearings,  11131 
law,  10676 
report,  11428 
Sea,  see  Ocean. 
Sea  food: 
fish  meal,  salmon,  bottom  fish,  clam,  oyster, 
sardine,  scallop,  herring,  and  abalone  seg- 
ment of  canned  and   preserved   fish   and 
seafood  processing  industry  point  source 
category,  07542 
Sea  lampreys,  see  Lampreys. 
Sea  laws,  see  Maritime  law. 
Sea  water: 
analysis  of  buoy  coating  specimens  exposed  in 
seawater     at     Daytona     Beach,     Florida, 
01815 
cryogenic  loop  antennas  for  VLF  reception  in 

seawater,  01492 
diffraction  of  electromagnetic  waves  on  con- 
ductive bodies  in  sea  water,  USSR  study, 
01207 
saline  water  conversion  engineering  data  book, 

supplement,  01152 
semiclosed    seawater    system    with    automatic 
salinity,    temperature,    and   turbidity   con- 
trol, 01455 
Seafood,  see  Sea  food. 
Seafreeze  Atlantic  (fishing  vessel): 
employment    of    foreign    citizens,    authoriza- 
tion- 
law,  06692 
report,  02215 
Sealants,  see  Sealing  compounds. 
Sealing: 
stock  pond  bottoms,  08576 
techniques   of  final  preseal   visual  inspection, 
06199 


Sealing  compounds: 

development  document  for  effluent  limitations 
guidelines    and    new    source    performance 
standards,  02451 
preservative  and  sealing  components,  Federal 
item  identification  guide,  11766 
Seals  (animals): 

Convention    for    Conservation    of    Antarctic 
Seals,  07082 
Seals  (numismatics): 

seals  and  other  devices  in  use  at  Government 
Printing  Office,  02678 
Seamen,  see  Sailors. 
Search  and  rescue  operations: 

Coast  Guard   service-wide   search   and  rescue 

statistics,  04846 
mine    emergency    operations    of    Mining    En- 
forcement    and     Safety     Administration, 
12753 
national  search  and  rescue  manual,  addendum, 

06650,  06665 
on    scene,    National    Maritime    SAR    review, 
04325 
Seasonal  labor: 

employment  in  National  Park  Service,  03059 
Seats: 

hardware,    Federal    item    identification    guide, 

09140 
valve  seats,  Federal  item  identification  guide, 
11719 
Seattle,  Wash.: 

Project  Independence  Blueprint,  transcript  of 
public  hearing,  07644 
Seawater,  see  Sea  water: 
Sebastian  County,  Ark.: 

soil  survey  report,  01574 
SEC,  see  Securities  and  Exchange  Commission. 
Second  Branch: 

flood  plain  information,  09254 
Secondary  education: 

Elementary     and     secondary     education     act, 
amend - 
report,  07083 
subject  bibliography,  01762 
Secondary  schools,  see  High  schools. 
Secrecy  (law): 

government  secrecy - 

hearings,  05491 
nuclear        disarmament        without        secrecy 
(remarks),  08593 
Secret  Service: 

appropriations,  1976— 

supplemental,  proposal,  10779 
equal  employment  opportunity  affirmative  ac- 
tion plan,  13071 
physical  fitness  program,  13072 
protective  measures,  review  - 

hearings,  11476 
protective   services,   establish  procedures  and 
regulations - 
hearings,  05220 
regulations  for  certain  protective  services - 
hearings,  02282,  05188 
Secretaries: 

access  of  service  Secretaries  to  military  infor- 
mation- 
hearings,  06950 
employment  outlook,  09951 
letterwriting   for    secretaries,    student   manual, 

01796 
secretarial  and  clerical  training  guide,  02760 
Securities: 

credit  by  banks  for  purpose  of  purchasing  or 
carrying  margin  stocks,  01028 
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equity  transactions  and  ownership  of  directors, 
etc.,    of    Federal    reserve    member    State 
banks,  monthly  summary,  04558 
Municipal  securities  act,  amend- 

report,  05358 
salcsworkers,  employment  outlook,  09978 
securities  credit  by  persons  other  than  banks, 

brokers,  or  dealers,  01025 
transactions  and  holdings,  04319 
see  also  Government  securities. 
Securities  and  Exchange  Commission: 
appropriations,  1976- 
hcarings,  05122,  071% 
law,  01856 
Member,  nomination  of  Roderick  M.  Hills - 

hearings,  00656 
releases,  03387 
SEC  docket,  weekly  compilation  of  releases, 

044% 
SEC  news  digest,  04497 
statistical  bulletin,  04540 
Securities  exchanges: 
act,  amend- 
hearings,  05448.  11146 
report,  05096,  05100,  05404 
Security,  see  National  security. 
Security  (personal),  see  Crime  prevention. 
Security  Assistance  Program: 
assessment  of  overseas  advisory  efforts,  GAO 
report,  01096 
Security  exchanges: 
act,  amend- 
hearings,  00482 
Sedges, 
short-hair   sedge,   its   condition   in   high   Sierra 
Nevada  of  California,  09709 
Sedimentary  rocks: 
geology  of  sedimentary  rocks  in  southern  Yel- 
lowstone National  Park,  Wyo.,  02672 
iedimentation  and  deposition: 
cost  of  water  treatment  by  coagulation,  sedi- 
mentation and  rapid  sand  filtration,  13062 
effect  of  sedimentation  and  diagenesis  on  trace 
elements  composition  of  water-laid  tuff  in 
Keg  Mountain  area,  Utah,  05884 
Federal     Inter-Agency     Sedimentation     Con- 
ference, proceedings,  13252 
geomorphology,    shallow    structure,    and    sedi- 
ments of  Florida  inner  continental  shelf, 
Cape  Canaveral  to  Georgia,  00873 
major  floods,   poor  land   use  delay   return  of 

sedimentation  to  normal  rates,  0%90 
oxidation    of    organic    matter    in    sediments, 

09358 
pollutant     transfer     to     marine     environment, 

10228 
salt  deposits  of  Clovis-Portales  area,  east-cen- 
tral New  Mexico,  05887 
sediment   transport   by    streams    draining   into 

Delaware  estuary,  02676 
sedimentation  in  Middle  Fork  Eel  River  basin, 

Calif.,  12430 
edimentation  test: 

phosphorus  uptake  and  release   by  Lake  On- 
tario sediments,  00905 
eed  crops,  see  Seeds, 
eeding.  see  Forest  planting, 
eedlings: 
growth  of  released  redwood  crop  seedlings  on 

redwood  experimental  forest,  0%62 
increase  in  conifer  seedling  survival  and  vigor 
on  east  Cascade  slope  with  soil  fumigant, 
01067 


seedling     age     influences     survival     of     con- 
tainerized loblolly  pine,  09722 
snow     cache     seedling     storage,      successful 

systems,  12287 
suggested  method  for  comparing  containerized 

and    bare-root    seedling    performance    on 

forest  lands,  05832 
tube  lengths,  site  treatments,  and  seedling  ages 

affect     survival     and     growth     of     con- 
tainerized southern  pines,  05842 
winter  storage  and  packaging  effects  on  Lucky 

Peak  seedlings.  01050 
Seeds: 

effects    of    spindle-picker    conveying    and    gin 

processing    on    cotton    quality    and    seed 

damage,  08518 
foreign  agriculture  circulars,  03943 
forest  tree  seed  orchards,  12285 
gibberellic  acid  breaks  dormancy  and  hastens 

germination  of  creeping  sage,  09681 
long-term   storage   of  yellow   and   paper  birch 

seed,  01055 
precutting    seed    potatoes    for    higher    quality 

seed  and  greater  returns.  06524 
provisional    tree    and    shrub    seed    zones    for 

Great  Plains.  02639 
seed  characteristics  of  42  economically  impor- 
tant   species    of    Solanaceae     in    United 

States,  00046 
seed  crops,  03341-2 

seed  crops,  field  seed  stocks  report,  04499 
seed  crops,  forecast,  04500 
seed  crops,  prices,  04501 
seeds  and  plants  for  home  gardens,  11046 
stereoradiographic     technique     for     observing 

seeds  at  short  viewing  distance,  05841 
white   and   Shasta   red   fir  seeds   dispersal  on 

clearcut,  09652 
see  also  Oilseeds. 
Seedskadee  project: 

condition    of    major    water    system    structures 

13068 
Seepage: 

earth  linings  for  seepage  control,  evaluation  of 

effectiveness  and  durability,  08550 
study  of  seepage  beds,  10263 
Segregation,  see  Race  problems. 
Seismic  measurements: 

seismic  field  methods  for  in  situ  moduli,  05670 
Seismographs: 

seismograph  station  near  Kluane  Lake,  Yukon 

Territory,  agreement  with  Canada,  13135 
Seismology: 

microprofiling   seismic    system,    USSR    study, 

07909 
seismic    engineering    program    report,    09787, 

12390 
seismic    protection    provisions    for    furniture, 

equipment  and  supplies  for  VA  hospitals. 

studv  to  establish,  13237 
Selective  service,  see  Conscription. 
Selective  Service  System: 
appropriations,  1976- 
law.  00264 
report,  00408 
local  boards  of  System,  list,  13073 
Selenium: 

mineral  industry  surveys,  08100 
mineral  market  report,  quarterly,  04512 
selenium,    fluorine    and    arsenic     in    surficial 

materials  of  conterminous  United  States, 
05871 
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Self  determination: 
Indian   self-determination   and   education   pro- 
gram- 
report,  05073 
Self-employment,  see  Employment. 
Self-government,  see  Democracy. 
Selling,  see  Sales. 
Semiconductors: 
semiconductor        measurement       technology, 
01379,06280-1,  12873- 
Seminar  on  Retention  of  Prime  Lands: 

recommendations  on  prime  lands,  10404 
Seminole  County,  Fla.: 
floods   on    Wekiva   River,   Orange   and   Lake 
Counties,  Fla.,  09286 
Senate: 
additional  assistants  for  each  committee  Sena- 
tor serves  on,  authorize  - 
hearings,  05549 
report,  02188 
amendments  under  cloture  procedure,  amend 
rules  submitting  - 
report,  11413 
calendar  of  business,  04142 
calendar,  executive,  04145 
document,     00529-52,     02143-60,     05280-301, 

07064-79,  08921-8,  11233-98 
executive  document,  05302,  07080-2,  08929-36, 

11299-300 
expenditures    for   committees,    authorizations, 

11611 
expenditures  from  contingent  fund  to  improve 
payroll,   personnel,   and   voucher  system, 
authorize  - 
report,  08975 
Federal  regulation  of  lobbying  act,  difficulties 
in  enforcement  and  administration,  GAO 
report,  07754 
foreign  travel  of  Members  and  employees  at 
expense  of  foreign  government- 
report,  11416 
impeachment  trials,  procedure  and  guidelines, 

07064 
majority  and  minority  leaders  of  Senate,  print 
as  Senate  document - 
report,  07105 
majority    and    minority    leaders,    history    and 
development  of  offices  of  floor  leaders, 
00530 
manual,  02143 

national  fuels  and  energy  policy  study,  publi- 
cations list,  09049 
payment  of  witness  fees,  increase - 

report,  11372 
receipts  and  expenditures,  1972  election  cam- 
paign, 00528 
report,  02150,  05327- 
private  bill,  05303-17,  11301-45 
public  bill,  00553-636,  02161-227,  05318-411, 
07083-178,08937-9023,  11346-11443 
rules     and     precedents     applicable     to     im- 
peachment trials- 
hearings,  02318 
Secretary,  report,  05285,  05300 
substitute   amendment   to   H.R.421,    summary, 

00527 
U.S.  Capitol  Historical  Society  wall  calendars 
for  use,  authorization - 
report,  02161 
years  past  and  years  ahead,  Republican  report, 
11298 
Senior  citizens,  see  Aged. 
Sensing,  see  Detection. 


Sensitivity: 

impact  and  thermal  sensitivity  of  commercial 
detonators,  02927 

sensitized  materials,  photographic  and  copy- 
ing, Federal  item  identification  guide, 
02358 

weighted  sensitivity  analysis  of  emissions  data, 
09492 
Sensitization: 

sensitivity   materials,   photographic   and  copy- 
ing- 
Federal  item  identification  guide,  09145 
Sensors: 

airborne  electro-optical  sensor  simulation, 
00060 

airborne  gravimeter  apparatus  based  on  string 
sensors,  USSR  study,  02826 

analysis  of  problems  on  application  of  radar 
sensors  to  automotive  collision  preven- 
tion, 10198 

design  and  evaluation  of  sensor  fail-opera- 
tional control  system  for  a  digitally  con- 
trolled turbofan  engine,  08135 

development  of  anticipatory  automobile  crash 
sensors,  12929 

evaluation  of  hemispherical  head  flow 
direction  sensor  for  inlet  duct  measure- 
ments, 06209 

frost  penetration  measurements  at  USAF  in- 
trusion sensor  site,  Rome,  N.Y.,  07519 

saltation  on  Mars  and  expected  lifetime  of 
Viking  75  wind  sensors,  02968 

Skylab  earth  resources  data  catalog,  06257 
Sentences  (legal): 

reform  of  Federal  criminal  laws- 
hearings,  05524 

Second    Circuit    sentencing    study,    report    to 
judges,  12164 
Separation  (military): 

military  personnel,  physical  evaluation  for  re- 
tention, retirement,  and  separation,  10438 

need  for  and  uses  of  data  recorded  on  DD 
form  214  report  of  separation  from  active 
duty,  GAO  report,  01083 

officers  of  Army  below  major  be  involuntarily 
discharged  whenever  there  is  reduction  in 
force- 
hearings,  05438,  11479 

urgent  need  for  Department  of  Defense  mar- 
ginal performer  discharge  program,  GAO 
report,  07746 
Separation  of  powers: 

executive,  judicial  and  legislative  branches  of 
Government,  investigation - 
report,  05372 
Separation  of  Powers,  Subcommittee  on,  see  Ju- 
diciary Committee,  Senate. 
Separation  processes: 

compound-type  separation  and  characteriza- 
tion studies  for  distillate  of  Wilmington, 
Calif,  crude  oil,  12719 

compound-type  separation  and  characteriza- 
tion studies  for  370°  to  530°  C  distillate  of 
Recluse,  Wyo.,  crude  oil,  10090 

electrophoretic  separation  method  to  remove 
pyritic  sulfur  from  coal,  evaluation,  10092 

improved  liquid-solids  separation  by  aluminum 
compound  in  activated  sludge  treatment, 
07560 

performance  of  entrainment  separators  in  slur- 
ry scrubbing  processes,  03347 
Separators: 

centrifugals,  filters,  pressure  and  vacuum,  and 
separators,  Federal  item  identification 
guide,  11859-60 
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centrifugals,   separators,  and  filters,  industrial 

plant  equipment  handbook,  05577 
entrainment    separators    for    scrubbers,    05708, 

07572 
evaluation  of  Coast  Guard  oil-water  separator 

and  monitor  systems,  06656 
inorganic-organic  separator  for  electrochemical 
cells,  structure  and  function,  12788 
Septic  tanks: 

study  of  seepage  beds,  10263 
Sequential  control: 

Apollo   experience   report,   command   and   ser- 
vice    module     sequential     events     control 
subsystem,  06244 
Sequoia  National  Park: 

hydroelectric  project,  permit - 
report.  05375 
Sequoyah  Nuclear  Plant: 
Chickamauga   Reservoir,  Tenn.,   fish   monitor- 
ing investigations.  01602-3 
Serial  (automatic  data  processing): 
CAMAC   serial   system   organization,   descrip- 
tion, 00100 
Serials: 
catalog  of  copyright  entries,  0071 1 
new  serial  titles,  classed  subject  arrangement, 

04287 
new   serial   titles,   union   list,   alphabetical   ar- 
rangement, 04288 
SERL,    see    Southeast    Environmental    Research 

Laboratory. 
Servants, 
data  available  to  measure  impact  of  minimum 
and    overtime    wage    provisions    of    Fair 
labor   standards    act   on    working   parents 
employing    domestic    service    workers    as 
babysitters,  GAO  report,  07793 
new     horizons,     household    employment    and 

home-related  arts  (address),  05979 
private   household   workers,   employment  out- 
look. 09966 
Service  academies,  see  Military  education. 
Service  craft,  see  Ship. 
Service  industries,  see  Service  trades. 
Service  station  attendants. 

employment  outlook,  09997 
Service  stations: 

outstanding    gasoline    service    stations,    annual 

highway  awards  competition  1971,  12159 
petroleum    marketing    problems,    phase    4    oil 
regulations  - 
report,  06778 
Service  trades: 
automation    opportunities    in    service    sector, 

05780 
census,  selected  service  industries- 
area  statistics,  08623-7 
census,      selected      service      industries,      area 

statistics,  00134-5,  01780.  04806,  06613 
census,  selected  service  industries,  subject  se- 
ries. 06614-7,  10542-4 
making    service     industries     more    productive 
through   computers   and   automation,   con- 
ference report,  06286 
miscellaneous  subjects,  census  of  selected  ser- 
vice industries.  10544 
selected  services,  monthly  receipts,  03635 
service      industries      census,      selected      area 
statistics,  06612 
Servicemen.       see       Armed       Forces-Mechanic 

(persons). 
Servoactuators,  see  Actuators. 
SET  theory,  see  Mathematics. 


Sewage: 

development  of  on  shore  treatment  system  for 
sewage  from  watercraft  waste  retention 
system.  07584 

raw  sewage  coagulation  and  aerobic  sludge 
digestion,  12032 

sewage  facilities  construction  report,  contract 
awards.  12089 

study  of  characteristics  of  liquid  wastes  from 
integrated  steel  mill,  Bethlehem  Steel  Co., 
industrial  waste  survey  report,  06457 

study  of  characteristics  of  liquid  wastes  from 
integrated  steel  mill,  U.S.  Steel  Co,  indus- 
trial waste  survey  report.  06455 

trench  incorporation  of  sewage  sludge  in  mar- 
ginal agricultural  land.  00922 

U.S. -Japan  conference  on  sewage  treatment 
technology  proceedings,  09485 

see  also  Industrial  wastes-Sewerage  systems. 
Sewage  plant  operators: 

waste    water    treatment    plant    operators,    em- 
ployment outlook,  09945 
Sewage  systems: 

helical  bend  combined  sewer  overflow  regula- 
tor, 12035 
Seward  National  Recreation  Area: 

establish - 
report,  11426 
Sewerage: 

detention  tank  for  combined  sewer  overflow, 
12039 
Sewerage  systems: 

assessment  of  automatic  sewer  flow  samplers, 
12037 

bench-scale  high-rate  disinfection  of  combined 
sewer  overflows  with  chlorine  and 
chlorine  dioxide,  05722 

biological  treatment  of  combined  sewer  over- 
flow at  Kenosha,  Wis.,  09410 

controlling  sulfides  in  sanitary  sewers  using  air 
and  oxygen,  02465 

Dowpac  HCS  performance  when  applied  to 
treatment  of  settled  sewage,  10267 

economical  residential  pressure  sewer  system 
with  no  effluent,  12040 

extended  aeration  plants  and  intermittent 
watercourses,  10250 

facilities  operations  and  maintenance,  utilities, 
sewage  treatment  plants,  02701 

microstraining  and  disinfection  of  combined 
sewer  overflows,  09403 

sewer  flow  measurement,  12028 

sewerage  system  monitoring  and  remote  con- 
trol, 09411 

treatment  of  combined  sewer  overflows  by 
dissolved  air  flotation,  00921 

see  also  Sewage. 
Sewers,  see  Sewerage  systems. 
Sewing: 

sewing  menswear,  pants,  08572 
Sewing  machines: 

organizational  and  direct  support  maintenance 
repair  parts  and  special  tools  list,  sewing 
machines  for  repair  of  parachutes  and  al- 
lied equipment.  Singer  models,  01734 
Sex: 

sexing  large  aspen  tortrix  pupae,  02625 
Sex  discrimination,  see  Discrimination. 
Shackleford  Bank,  N.C.: 

vegetation  and  ecological  processes,  08302 
Shafts: 

shaft  collars  and  hub  clamps,  Federal  item 
identification  guide.  00761,  09157 
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Shale: 

uranium      from      Chattanooga      shale,      some 

problems  involved  in  development,  12714 
see  also  Oil  shale. 
Shalersville  TWP,  Ohio: 

floods.  Cuyahoga  River,   Franklin  TWP,  City 
of    Streetsboro,    and     Shalersville    TWP, 
Ohio.  09275 
Shape  (metal): 

metal   bars,    rods,    wires,    sheets,    plates,    and 
shapes,  Federal  item  identification  guide, 
07348 
Shapers  (tools): 

planers  and  shapers,  industrial  plant  equipment 
handbook,  07335 
Shapes: 
structural    shapes,    nonmetallic.    Federal    item 
identification  guide,  05580 
Shapes  (metal): 

structural    shapes,    nonmetallic,    Federal    item 
identification  guide,  02360 
Sharp,  Nolan: 
relief,  04976 
Shasta  red  fir,  see  Fir. 
Shawnee  Trail: 
segment    of    national    scenic     trails    system, 
designate  - 
proposal,  01942 
Shear  (mechanics): 

metal    shear   web   selectively    reinforced    with 
filamentary   composites   for  space   shuttle 
application,  evaluation,  06148 
shear  wall  structures  design  to  resist  effects  of 

atomic  weapons,  08608 
tilt  precursors  in  rock  before  failure,  laborato- 
ry investigation,  12738 
Shearing: 
effect  of  shearing  strain-rate  on  ultimate  shear 
resistance  of  clay,  12772 
Sheep: 
cooperative  State-Federal  scabies  eradication, 

08591 
Indiana,  sheep  and  lambs,  sheep  and  lambs  on 
feed  down  6  percent,  U.S.  off  22  percent, 
08438 
portable    footbath    for    sheep,    building    plan, 

10399 
sheep  and  lambs  on  feed,  7  selected  States, 
08442 
Sheep  Mountain  area: 
designate  as  wilderness  area- 
hearings,  07272 
Sheet  glass,  see  Glass. 
Sheet  metal: 
metal   bars,   rods,    wires,    sheets,   plates,   and 
shapes,  Federal  item  identification  guide, 
07348 
sheet    metal    safety,    it's    working    (address), 
06452 
Sheet  metal  workers: 

employment  outlook,  09991 
Sheets: 

current  industrial  reports,  03695 
Sheldon  Wilderness: 

proposal,  00277 
Shellfish: 
Alabama  landings,  03427,  10219 
Florida  landings,  03914 
Georgia  landings,  03972 
Gulf  fisheries,  landings,  08260 
interstate  certified  shippers  list,  04089 
Louisiana  landings,  04183,  12955 
Maine  landings,  04185 
Maryland  landings,  04195 
Massachusetts  landings,  04196 


Mississippi  landings,  01441,  04215 
New  England  fisheries,  landings,  08258 
New  Jersey  landings,  04282 
New  York  landings,  04289 
North  Carolina  landings,  04301,  10220 
Rhode  Island  landings,  04476,  08255,  12948 
South  Atlantic  fisheries,  landings.  08259 
South  Carolina  landings,  01442.  04528,  08256 
Texas  landings,  04580,  08257 
ultraviolet  disinfection  of  activated  sludge  ef- 
fluent    discharging     to     shellfish     waters, 

12034 
Virginia  landings,  04665,  10218 
Shells  (structural): 

shear-flexible        finite-element        models       of 

laminated    composite    plates    and    shells, 

08153 
transient  response   of  shells  of  revolution   by 

direct  integration  and  modal  superposition 

methods,  10098 
Shenandoah  National  Park: 

nature    of    Shenandoah,    naturalist's    story    of 

mountain  park,  03056 
Sherman,  Illinois: 

motor    carrier    accident    investigation    report, 

06136 
Sheyenne  National  Grassland: 

soil  survey  report  of  area,  08390 
Shiawassee  River: 

flood    plains    of    South    Branch,     Livingston 

County,  Mich.,  07836 
Shielding: 

RFI    shielding    effectiveness    of    steel    sheets 

with  partly  welded  seams,  11980 
shielding     gasket,     electronic.     Federal     item 

identification  guide,  00772,  11754 
Shims: 

hardware,    Federal    item    identification    guide, 

09140 
Shining  Rock  Wilderness: 

general  information,  12327 
Ship  Structure  Committee: 

SSC  series,  01551 
Shipbuilding: 

capital  construction  fund,  12697 

government  support  of  shipbuilding  industrial 

base,  GAO  report,  07800 
new  ship  construction,  02887 
ship  repair  contraction  manual,  repair  manual, 

06440 
shipbuilding  technology  in  developing  offshore 

equipment    to    exploit    riches    of    world 

ocean,  USSR  study,  07924 
status    of    shipbuilders'    claims    for    price    in- 
creases, GAO  report,  01102 
subcritical  crack  growth  in  ship  steels,  study, 

01551 
Shipments: 

annual    survey     of    manufactures,     value    of 

product  shipments,  00105 
arranging  transportation  for  small  shipments, 

shipper  rights,  remedies  and  alternatives, 

05944 
containerized  cargo  statistics,  12698 
fresh    fruit    and    vegetable    shipment    totals, 

01632 
Government  and  charitable  cargo  in  domestic 

offshore   commerce,   economic   regulation 

by  FMC- 
report,  05050 
knit  cloth,  current  industrial  reports,  03696 
manufacturers',     current     industrial     reports, 

03662 
public  advisory  series,  05944-5 
shipments  of  selected  plastics  products,  00161 
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Shipment 

standards  for  cargo  security.  02 m 
Shippers 

arranging    transportation    for    small    shipments, 

shipper   rights,   remedies   and   altern.iliM-s. 

05944 
interstate  certified  shippers  list,  04089 
shipping  and  shippers  (remarks),  OVsSO 
Shipping: 
act,  amend 

report,  05321 
act,  and  related  acts  as  amended  through  93d 

Congress,  0522 i 
antitrust       climate       in       maritime       industry 

(remarks),  09549 
bunker  fuels.  FT  reports.  03480 
code  of  Federal  regulations.  01020  1,  02354-7, 

12228-30 
efficiency    of    national    transportation    system 

(remarks),  09548 
Intercoastal  shipping  act,  amend 

hearings,  07222 
maritime  services,  radio  stations  on  land,  ship- 
board,   etc.,    FCC    rules    and    regulations, 

03841 
non-national-flag  ocean  shipping  rates  - 

hearings,  07223 
occupational  safety  and  health,  maritime  stan- 
dards and  interpretations,  08332 
ocean     commerce     between     Hawaii,     Guam. 

American    Samoa,    or    Trust    Territory    of 

Pacific    Islands   and   West   Coast,   prevent 

interruption  - 
hearings.  02071,  02262 
on    scene,    National    Maritime    SAR    review, 

04325 
operating-differential     subsidy     for     U.S. -flag 

shipping  companies,  12701 
seaword.     developments     in     American     flag 

shipping,  04495 
shipping  and  shippers  (remarks).  09550 
technological    innovations   of   containerization, 

intermodalism      and      nuclear     propulsion 

return     U.S.    to    leadership    on    sealanes 

(address).  09546 
U.S.  life  lines,   imports  of  essential  materials, 

and   impact   of   waterborne    commerce   on 

Nation.  06418 
waterborne  exports  and  general  imports,  04634 
see  also  Water  carriers. 
Shipping  chests,  see  Chests. 
Shipping  clerks: 

employment  outlook.  09949 
Shipping  containers,  see  Containers. 
Shippingport  Atomic  Power  Station: 

operating    cost    and    environmental    radiation 

monitoring,  GAO  report.  12365 
Ships: 

appropriations,   1976.  naval  vessels,  authoriza- 
tion- 
hearings.  05145 
barges  specially  designed  to  be  carried  aboard 

another  vessel,  listing,  12700 
C-4  vessels  in   Guam   trade,  authorize   sale  or 

other  use- 
report,  08985 
cable    comparison    guide,    data    pertaining    to 

electric  shipboard  cable.  13022 
double    taxation,    earnings    from    operation    of 

ships  and  aircraft,  agreement  with  Jordan, 

03260 
exchange  vessels,  conversion  and  operation  in 

unsubsidized   service   between   west  coast 

and  Guam- 
law,  08696 


feasibility  test  program  of  application  of 
coalescing  phase  oil/water  separators  to 
self  compensating  fuel  tanks  in  surface 
ships.  00241 

foreign  flag  merchant  ships  owned  by  U.S. 
parent  companies.  01276.  12699 

foreign     sale     of     certain     passenger     vessels, 
authorize  - 
law,  08711 

generation  of  GATE  ship  speed  data  by  varia 
tional  technique,  12964 

handbook  for  shipboard  airborne  noise  con- 
trol. 1061 1 

Los  Angeles  and  Long  Beach  harbors  model 
study,  observations  of  ship  mooring  and 
movement,  09313 

loss  of  numerous  vessels  during  heavy  weather 
in  vicinity  of  Chetco  River,  Oreg..  01483 

marine    vessels    traded   into    National   Defense 
Reserve  Fleet  for  obsolete  vessels- 
law,  04894 

merchant  vessels,  United  States,  supplement, 
04566 

Navy     contract     for     salvage     services,     west 
coast - 
hearings,  02053 

ninth  symposium,  naval  hydrodynamics,  un- 
conventional ships  ocean  engineering, 
06437 

oceanographic  ship  operating  schedules,  01508, 
10241 

organization  and  regulations  manual  for  seago- 
ing buoy  tenders,  04848 

ship  and  marine  equipment  and  hardware, 
Federal  item  identification  guide,  07379 

ship  repair  contracting  manual,  repair  manual, 
06440 

ships  and  marine  equipment  and  hardware. 
Federal  item  identification  guide,  11828 

study  of  requirements  for  commercial  vessel 
survival  systems,  00245 

surface  ship  &  submarine  safety  review, 
fathom  (periodical),  03806 

transportation  of  fertilizer  products  in  foreign- 
flag     vessels     from     Alaska     to     Pacific 
Northwest- 
hearings.  02258 

U.S.    vessels,    duty    exemptions    on    foreign 
repairs  made- 
report.  05015.  05335 

vessel  inventory  report,  U.S.  flag  dry  cargo 
and  tanker  fleets.  01278,  07999 

vessel  traffic  systems,  what  is  needed  to 
prevent  and  reduce  vessel  accidents0 
GAO  report,  01103 

weight-handling  equipment  and  service  craft, 
03069 

see  also  Shipbuilding. 
Ships,  construction,  see  Shipbuilding. 
Shipyards: 

current  status,  governmental  actions - 
hearings,  05143 

current  status,  naval  shipyards- 
hearings,  11060 

current  status,  private  shipyards- 
hearings,  05142 
Shoaling: 

design  for  wave  protection,  flood  control,  and 
prevention  of  shoaling,  Cattaraugus  Creek 
Harbor,  NY.,  hydraulic  model  investiga- 
tion, 07535 

harbor  shoaling,  remedial  plans  for  prevention. 
Port  Orford,  Ore.,  hydraulic  model  in- 
vestigation, 09308 
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simplified  method  for  estimating  refraction  and 
shoaling  effects  on  ocean  waves,  11972 
Shobe  Creek: 

floods,    Heppner,    Oreg.,    Hinton    &    Willow 
Creeks,  09258 
Shock  (biological): 

splanchnic  circulation  in  shock,  01756 
Shock  (mechanical): 

comparison  of  measured  and  predicted  sphere 
shock  shapes  in  hypersonic  flows  with 
density  ratios  from  4  to  19,  08161 

curve  fits  of  predicted  inviscid  stagnation- 
point  radiative  heating  rates,  cooling  fac- 
tors, and  shock  standoff  distances  for 
hyperbolic  earth  entry,  10143 

evaluation  of  some  control-volume  techniques 
for  analysis  of  shock-boundary-layer  in- 
teractions in  supersonic  inlets,  06200 

high  Reynolds  number  tests  of  C-141A  aircraft 
semispan  model  to  investigate  shock-in- 
duced separation,  02940 

hypersonic  ionizing  air  viscous  shock  layer 
flows  over  nonanalytic  blunt  bodies,  06176 

mean  flow  field  and  surface  heating  produced 
by  unequal  shock  interactions  at  hyper- 
sonic speeds,  08164 

normal-  and  oblique-shock  flow  parameters  in 
equilibrium  air  including  attached-shock 
solutions  for  surfaces  at  angles  of  attack, 
sweep,  and  dihedral,  02948 

reacting  viscous-shock-layer  solutions  with 
multicomponent  diffusion  and  mass  injec- 
tion, 10181 

shock  and  vibration  digest,  04515 
Shock  tubes: 

incident    shock-wave    characteristics    in    air, 
argon,    carbon    dioxide,    and    helium    in 
shock  tube  with  unheated  helium  driver, 
08166 
Shock  waves: 

incident  shock-wave  characteristics  in  air, 
argon,  carbon  dioxide,  and  helium  in 
shock  tube  with  unheated  helium  driver  , 
08166 

interference  heating  from  interactions  of  shock 
waves  with  turbulent  boundary  layers  at 
Mach  6,  10149 

popper  valve  control  of  throat  stability  bypass 
to  increases  stable  airflow  range  of  a 
Mach  2.5  inlet  with  60  percent  internal 
contraction,  01349 

two-dimensional  shock-expansion  theory  with 
experimental  aerodynamic  data  for  delta- 
planform  wings  at  high  supersonic  speeds, 
comparison,  10140 
Shoe  repairmen: 

employment  outlook,  10007 
Shoes,  see  Boots  and  shoes. 
Shopping: 

shopping  with  food  stamps,  10401 
Shore  protection: 

shore  protection  manual,  02439 

stability  of  Gobi  block  revetment  to  wave  at- 
tack, 00874 
Shoreline  areas: 

coastal-estuarine  and  nearshore  processes, 
12515 

construction  and  stabilization  of  coastal 
foredunes  with  vegetation,  Padre  Island, 
Tex.,  07510 

effect  of  breakwater  on  nearshore  currents 
due  to  breaking  waves,  11970 


evaluation  of  potential  use  of  vegetation  for 
erosion      control      along      Great      Lakes 
shoreline,  00870 
national  efforts  to  preserve  Nation's  beaches 
and  shorelines,  continuing  problem,  GAO 
report,  05862 
national  shoreline  study,  engineers  report - 
departmental  edition,  02436 
document  edition,  01885 
shore  effect  model,  Atlantic  Generating  Sta- 
tion, Hydraulic  model  investigation,  02445 
surf  observations   and  longshore   current  pre- 
diction, 11971 
Short  wave  stations,  see  Radio  stations. 
Shortages,  see  Supply  and  demand. 
Shorts  (clothing): 

drawers,    overalls,    and    shorts,    Federal    item 
identification  guide,  11798 
Shot: 

proposed  use  of  steel  shot  for  hunting  water- 
fowl in  United  States,  final  environmental 
statement,  07680 
Shotcrete,  see  Gunite. 
Shovels: 

crane   and  crane-shovel  attachments,   Federal 
item  identification  guide,  11849 
Shower  receptors: 

leaky      shower      rooms,      problems,      repair 
methods,  materials,  and  equipment,  09236 
Shows,  see  Amusements. 
Shredding: 

solid  waste  shredding  and  shredder  selection, 
12097 
Shreveport,  La.: 

flood  plain  information,  Logan  and  Choctaw 

Bayous,  09252 
floods,  Logan  and  Choctaw  Bayous,  09279 
Shrimps: 

breaded,  current  fisheries  statistics,  03910 
Gulf  Coast  shrimp  data,  03984,  10221,  12952 
landings,  04516 

Offshore  shrimp  fisheries  act,  amend- 
report,  00585 
Shrinkage: 

photoelastic  analysis  of  shrinkage  stresses  and 
its  application  to  micromechanics  of  com- 
posites, 13017 
shrinkage  of  peanuts  in  storage  in  Southeast, 

08524 
variations      in      diameter     measurements     of 
robusta   eucalyptus   due   to    swelling   and 
shrinking  of  bark,  09675 
Shrontz,  Frank  A.: 
nomination  - 
hearings,  11485 
Shrubs: 

early  growth  tolerances  of  shrubs  to  boron  in 

tunnel  spoil,  09665 
managing  semidesert  grass-shrub  ranges,  08581 
provisional    tree    and    shrub    seed    zones    for 

Great  Plains,  02639 
shrubs    and    vines    for    northeastern    wildlife 
09605 
Shunts: 

automation  of  railroad  shunting  yards,  USSR 

study,  07918 
shunt,  instrument,  Federal  item  identification 
guide,  00766 
Sick: 

outpatient  health  care  in  inner  cities,  its  users, 
services  and  problems,  GAO  report,  05860 
Sick  pay,  see  Pay,  allowances,  etc. 
Sickle  cell  anemia,  see  Anemia. 
Sidamo  Province,  Ethiopia: 

proposed  water  supply  investigations,  05885 
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Siding: 

roofing,  siding,  wallboard,  building  paper,  and 
thermal  insulation,  Federal  item  identifica- 
tion guide,  11817 
wood  siding,  installing,  finishing,  maintaining, 
06522 
Sidney  Lanier  Bridge: 

marine  casualty  report,  01485 
SietTa  Leone: 
background  notes,  13112 

mineral   industry,   minerals   yearbook   chapter, 
06105 
Sierra  National  Forest: 

Kaiser  Ridge  wilderness  study  - 
hearings,  07266 
Sierra  Nevada: 

Mount  Abbot  quadrangel,  analytic  data,  07842 
short-hair   sedge,   its   condition   in   high   Sierra 

Nevada  of  California,  09709 
shorthair      meadows,      hypothesis      of      their 
development,  09700 
Sight: 
effect  of  common  therapeutic  drugs  on  vision, 

12705 
longitudinal  health  study,  visual  characteristics 

of  750  submariners,  06077 
passive,  first  generation  night  vision  devices, 

01219 
role  of  vision   and  audition  in  truck  and  bus 

driving,  01329 
visual  evoked  responses  and  EEGs  for  divers 
breathing  hyperbaric  air,  assessment  of  in- 
dividual differences,  08002 
see  also  Color  blindness. 
Sight  reduction  tables,  see  Navigation. 
Signal  Oil  and  Gas: 

Burmah-Signal  merger,  11556 
Signal  processors: 
algorithms    for    linear   arTay    beamforming   on 
AN/UYK-17  (XB-1)  (V)  signal  processing 
element,  evaluation,  06426 
AN/UYK-I7(XB-1)   (V)   signal   processing   ele- 
ment microprogramming  support  software, 
03073 
microprogrammed   benchmarks    for   micropro- 
grammed control  unit  of  AN/UYK-17(XB- 
1)(V)  signal  processing  element,  06425 
optical   methods   of   signal   processing,   USSR 

study,  12608 
ignal  systems: 

alarm  and  signal  system,  Federal  item  identifi- 
cation guide,  11762-3 
Signalmen: 
department     workers,     employment     outlook, 
10030 
Signals,  see  Radio  signals. 
Signs: 

bands,    markers,    plates,    and    signs.    Federal 

item  identification  guide,  00753,  11725 
roadside  fire  prevention  signs,  restudy  of  their 
effectiveness,  05840 
Silbert,  Earl  J.: 
nomination - 
hearings,  07283-4 
Silica: 
determination   of   free    silica   in   airborne   dust 
collected  on  membrane  filters,  01322 
Silica  aerogels,  see  Aerogels. 
Silicates: 
desilication   of   minerals   with   sulfur  and  car- 
bon, preliminary  investigation,  10066 
rapid     analysis     of     silicate,     carbonate,     and 
phosphate  rocks,  07832 
Silicon: 
high  efficiency  silicon  solar  cell  review,  12795 


minerals  yearbook  chapter,  02919,  06120 
preprint    from    Mineral    facts    and    problems, 

01297 
reducing  surface  hot  shortness  of  copper-con- 
taining  steels   using   silicon   additions   and 

controlled  reheating  conditions,  06130 
statistical  equilibrium  calculations  for  silicon  in 

early-type      model      stellar     atmospheres, 

12847 
thermodynamics  of  Al-Si  system,  12720 
Silicon  carbide: 

recovery     of     silicon     carbide     from     granite 

sludge,  01319 
Silicon  nitrides: 

silicon    nitride-aluminum    oxide    solid    solution 

(SiAION)  formation  and  densification  by 

pressure  sintering,  01351 
Silk: 

spun  yarn,  suspension  of  duty,  continue - 
report,  02211 
Silt: 

silt  removal  from  lake  bottom,  07549 
Silva,  Federico: 

confer  citizenship  posthumously,  04873,  05305 
Silver: 

electrical   resistivity   of   some   palladium-silver 

alloys  containing  hydrogen  at  4.2  K,  10154 
functioning      of       inorganic/organic       battery 

separators  in  silver-zinc  cells,  12809 
mineral  industry  surveys,  08039 
mineral    industry     surveys,     monthly     report, 

03974 
minerals  yearbook  chapter,  06121 
preprint  from   Bulletin  667,  mineral  facts  and 

problems,  01298 
water  pollution  control  in  primary  nonferrous 

metals  industry,  09415 
working  with  silver  solder,  06337 
Silver  Bay,  Minn.: 

ports,  02438 
Silver  iodide: 

physical     and     chemical     properties     of     Agl 

aerosols    formed    at    simulated    airborne 

conditions,  01449 
Silverware: 

census  of  manufactures,  06593 
Silviculture,  see  Forests  and  forestry. 
Simulation: 

advanced    simulation    in    undergraduate    pilot 

training,    automatic    instructional    system, 

00062 
advanced    simulation    in    undergraduate    pilot 

training,  G-seat  development,  01698 
advanced    simulation    in    undergraduate    pilot 

training,     motion     system     development, 

01697 
advanced    simulation    in    undergraduate    pilot 

training,  systems  integration,  00063 
AFHRL/FT  capabilities  in  undergraduate  pilot 

training     simulation     research,     executive 

summary,  00057 
airborne     electro-optical      sensor      simulation, 

00060 
aircraft  L-band  balloon,  simulated  satellite  ex- 
periments, 13175 
analysis  of  drag  coefficient  at  hurricane  wind- 
speeds     from     numerical     simulation     of 

dynamical    water   level   changes    in    Lake 

Okeechobee,  Fla.,  11969 
channel  simulation  for  direct-detection  optical 

communication  systems,  10147 
city   approach   for  preparation   of   urban   area 

data  bases,  05747 
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computer  simulation  of  aircraft-based  dif- 
ferential absorption  and  scattering  system 
for  retrieval  of  S02  vertical  profiles, 
08162 

computer  simulation  of  bacterial  growth  during 
food  processing,  00088 

diesel  fuel  injection  system  simulation  and  ex- 
perimental correlation,  09354 

digital  simulation  facility/system  support  facili- 
ty interface  tests,  10316 

digital-simulation  and  projection  of  water-level 
disclines  in  basalt  aquifers,  09842 

effects  of  cold  leg  steam  and  flow  baffles  on 
ECC  delivery  in  simulated  multiloop  PWR 
geometry  with  steam  upflow  and  super- 
heated walls,  07469 

effects  of  jet  exhaust  gas  properties  on  ex- 
haust simulation  and  afterbody  drag, 
01366 

fallout  simulation,  nuclear  cratering  device 
simulation.  Project  Diamond  Ore,  11989 

fixed-base  simulator  study  of  the  effect  of 
time  delays  in  visual  cues  on  pilot  tracking 
performance,  01357 

in-flight  simulation  of  lateral  control  non- 
linearities,  02944 

mathematical  simulation  of  smog  chamber 
photochemical  experiments,  00911 

mathematical  simulation  of  temperatures  in 
deep  impoundments,  06462 

particle-transport  simulation  with  Monte  Carlo 
method,  11954 

simulation  and  flight  studies  of  an  approach 
profile  indicator  for  VTOL  aircraft,  02973 

statistical  questions  relating  to  validation  of  air 
quality  simulation  models,  09374 

STOL  airworthiness  investigation  using  simu- 
lation of  augmentor  wing  transport,  13156 

thyroid  status  of  rats  during  simulated  shallow- 
water  saturation  dives,  10063 

vulnerability  model,  simulation  system  for  as- 
sessing   damage    resulting    from     marine 
spills,  00247 
Simulators: 

computer  display  channel  or  9020E  computer 
simulator  interface  device,  13177 

concept  verification  test,  general  purpose 
laboratory  simulator,  users'  handbook, 
06139 

environmental  data  base  development  process 
for  ASUPT  CIG  system,  01691 

Federal  item  identification  guide,  11814 

procurement  of  ground  simulators  for  naviga- 
tor training  by  Air  Force,  GAO  report, 
07729 

see  also  Flight  simulators. 
Sinai: 

early  warning  system  in  Sinai,  implement- 
hearings,  07243 
law,  00260 
Singapore: 

background  notes,  01591 

economic  trends  and  their  implications  for 
United  States,  09907,  12552 

regional  markets,  00822 

trade    in    wool    and    man-made    fiber    textile 
products,  agreement,  03264 
Singers: 

employment  outlook,  10024 
Sinks: 

sources  and  sinks  of  energy  in  lower  thermo- 
sphere,  08278 

sources  and  sinks  of  water  vapor  in  strato- 
sphere, 08279 


Sintering: 

control  of  reclamation  (sinter)  plant  emissions 

using  electrostatic  precipitators,  12044 
silicon    nitride-aluminum    oxide    solid    solution 
(SiAION)  formation  and  densification  by 
pressure  sintering,  01351 
sinter  plant  windbox  gas  recirculation  system 
demonstration,  12026 
Sinusoidal  functions,  see  Periodic  functions. 
Sioux  City,  Iowa: 

flood  plain  information,  09253 
Missouri  River  navigation  charts,  Sioux  City, 
Iowa,  to  Kansas  City,  Mo.,  02435 
Sioux  Indians: 

Devils  Lake  Sioux  Tribe  and  Standing  Rock 
Tribe,  submarginal  lands  and  trust  lands, 
provide  - 
hearings,  11576 
Sipsey  Fork  River  and  Valley: 

wild     river     system,     inclusion     of     segment, 
authorize - 
report,  05052 
Sirens: 

emergency    vehicle    sirens,    summary    report, 
05960 
Sirups: 

replacement  of  sugar  syrup  with  high-fructose 
syrup  in  imitation  maple  syrup,  10495 
Sisler,  Grace  F.: 

reserve  mineral  interests- 
relief,  04865 
Sisseton  Indians: 

Lake    Traverse    Indian    Reservation,    N.Dak. 
and  S.Dak.  lands  held  in  trust- 
report,  11353 
Sisseton  Reservation: 

Lake   Traverse    Indian   Reservation,   lands   of 
Sisseton    and    Wahpeton   Indians   held   in 
trust - 
report,  11353 
Site  indexes: 

estimating    site    index    of    ponderosa    pine    in 

northern  California,  09687 
height   intercept    for   estimating   site    index   in 
young    ponderosa    pine    plantations    and 
natural  stands,  09695 
site  index  and  maximum  gross  yield  capability 
equations    for    ponderosa    pine    in    Black 
Hills,  12310 
site    index    curves    for   unmanaged    stands   of 

California  black  oak,  09684 
slash  pine  site  index  in  West  Gulf,  09720 
Sites: 

barrier  free  site  design,  05906 

development    of    procedure    for    airfield    site 

evaluation,  02446 
energy  facility  siting  in  coastal  areas,  11514 
habitat   type   and   site   preparation   affect   sur- 
vival   of    planted    Douglas-fir    in    central 
Idaho  brushfields,  01052 
nuclear  powerplant  siting  and  licensing- 

hearings,  04909 
O'Hare   Airport,    Chicago,   111.,   enroute   radar 

beacon  test  site,  10313 
performance  of  pine  and  yellow-poplar  planted 
on  low-quality  sites  in  central  Tennessee, 
09724 
physical  and  mechanical  tests  of  rock  samples 
from    several    types    of    foundation    sites, 
10279 
selecting  sites  for  carbon   monoxide   monitor- 
ing, 12087 
tube  lengths,  site  treatments,  and  seedling  ages 
affect     survival     and     growth     of     con- 
tainerized southern  pines,  05842 
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see  also  Historic  sites. 
Sitka,  Alaska: 
geologic  reconnaissance  of  proposed  powersite 
on  Maksoutof  River,  07826 
Six  Mile  Creek: 

flood  plain  information,  Brookings,  Brookings 
County,  S.  Dak  .  09239 
Size  of  particles,  see  Particles. 
Skagit  River: 

Skagit,        draft        environmental        statement, 
proposal     for     river    classification     under 
Wild  and  scenic  rivers  act,  05852 
Skagway  B-3  and  B-4  Quadrangles: 

southeastern  Alaska,  geology,  09807 
Skeleton: 

skeletal  maturity  of  children  6-11  years,  01397 
Skeletons: 

skeletal  remains  of  Indians  from   Mesa  Verde 
National  Park.  Colo.,  12987 
Skidding: 

understanding  interlock  yarders,  09655 
Skiing,  see  Skis  and  skiing. 
Skilled  trades,  see  Occupations. 
Skin  friction  (aircraft): 

turbulent    skin    friction    and    heat    transfer    in 
high-speed    flow,    engineering    prediction, 
10135 
Skipjack  tuna,  see  Tuna  fish. 
Skirts: 

aprons,     dresses,     and     skirts.     Federal     item 
identification  guide.  00779,  07366 
Skis  and  skiing: 

skiing  and  skiing  equipment,  fact  sheet,  09090 
Skull: 

main   morphological   distinctions   of  brain   and 
cranial     nerves     of     dolphins     and     other 
cetaceans,  USSR  study.  07922 
Sky: 

AFCRL  infrared  sky  survey,  catalog  of  obser- 
vations at  4,  11.  and  20  microns,  00052 
relationship         between         circumsolar        sky 
brightness      and      atmospheric      aerosols, 
09375 
Skylab,  see  Space  stations. 
Skywarn,  see  Weather  forecasts. 
Skywaves,  see  Radio  waves. 
Slag: 

slag,      iron     and     steel.      Minerals     yearbook 

chapter,  02920 
smelting  and   slag  processing   segment  of  fer- 
roalloy      manufacturing       point       source 
category,   effluent   limitations  guidelines    , 
09349 
Slash,  see  Forests  and  forestry. 
Slash  pine,  see  Pine. 
Slat  Lake  City.  Utah: 

urban       atlas.       tract       data       for       standard 
metropolitan  statistical  areas,  08667 
Slaughtering 

livestock,  monthh  report.  04174 
Sleep 

effect  of   simulated   sonic   boom   rise  time  and 
overpressure    on    electroencephalographic 
wave    forms    and    disturbance    judgemets. 
10326 
Sleeping  Bear  Dunes  National  Lakeshore: 

general  information.  01464 
Sleepwear.  set-  Pajamas 
Sleeves  (clothing  and  dress): 
gloves,    mittens,    and    sleeves.     Federal    item 

identification  guide.  00780 
packaging   sleeves.   Federal   item   identification 
guide.  11848 


Sleeving  (insulating): 

insulation,    sleeving,    electrical.    Federal    item 
identification  guide.  00757 
Slicing  machines: 

slicers,  fact  sheet.  09106 
Slide  projectors: 

design  of  computer-controlled,   random-access 
slide  projector  interface,  00056 
Slidefilms,  see  Filmslides. 
Slides,  see  Filmslides. 
Slime,  see  Sludge. 
Slip  laws,  see  Law. 
Slipperiness: 

overview     of     floor     slip-resistance     research, 
12888 
Slopes: 

serrated  soft-rock  cut  slopes,  07668 
slope  stability  problems  associated  with  timber 
harvesting,  09618 
Sloshing  (hydrodynamics): 

pressure   requirements   under  slosh   conditions 
for  discharge  of  liquid  methane  from  1.52- 
meter(5-ft-)  diameter  spherical  tank,  10146 
Slots: 

effect  of  slot  width  on  transition  and  noise  at- 
tenuation  of  flat  sound  shield   in   Mach  6 
wind  tunnel,  02980 
traversing-slot      runoff      sampler      for      small 
watersheds,  10367 
Sludge: 

advanced   automatic  control  strategies  for  ac- 
tivated sludge  treatment  process,  05723 
aerobic  stabilization  of  waste  activated  sludge, 

00923 
demonstration   of   developed   methodology   for 
ultimate  disposal  of  residual  wastes,  12104 
electrophoretic  and  filtration  studies  of  Florida 

phosphate  slime,  12727 
EPA  experiences   in  oxygen-activated   sludge, 

13180 
improved  liquid-solids  separation  by  aluminum 
compound   in   activated   sludge   treatment, 
07560 
operational    control    procedures    for    activated 

sludge  process,  12074 
raw    sewage    coagulation    and    aerobic    sludge 

digestion,  12032 
reclamation  of  metal  values  from  metal-finish- 
ing waste  treatment  sludges,  05721 
recovery     of     silicon     carbide     from     granite 

sludge.  01319 
return  sludge  flow  control,  operational  control 

of  activated  sludge  process,  09469 
sludge        processing,        transportation.        and 

disposal/resource  recovery.  12105 
treatment    of   textile    wastewater   by   activated 

sludge  and  alum  coagulation.  07563 
ultraviolet  disinfection  of  activated  sludge  ef- 
fluent    discharging     to     shellfish     waters, 
1 2034 
USA/USSR  symposium.  Handling.  Treatment, 
and  Disposal  of  Wastewater  Sludge.  02480 
see  also  Sewage 
Slurries: 

long-distance  coal  transport,  unit  trains  or  slur- 
ry pipelines,  02891 
performance  of  entrainment  separators  in  slur- 
r>  scrubbing  processes.  03347 
Small  business,  see  Business 
Small  Business  Administration: 

annual  report,  vital  majority.  03108 
appropriations.  1975- 

report.  08826-7 
appropriations.  1975.  supplemental.  05291 
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Small  Business  Administration -Con. 
appropriations,  1976- 
hearings,  07196 
law,  01856 
certificate  of  competency  program  - 

report,  01964 
displaced  small  business  economic  injury  loans 
and  management  and  technical  assistance, 
01552 
free      management     assistance      publications, 

08362 
hearings  on  selected  programs - 

report,  10927 
loans  for  small  businesses  suffering  economic 
injury  due  to  public  utilities  disruptions  - 
hearings,  05247 
look  at  how  Small  Business  Administration's 
investment  company  program  for  assisting 
disadvantaged    businessmen    is    working, 
GAO  report,  01093 
operations,  oversight  investigation - 

hearings,  02028 
programs - 

hearings,  11215 
programs  and  activities  - 

hearings,  11214 
SB  A  assistance  for  agricultural  concerns - 

hearings,  11213 
SBA  investigation  report- 
hearings,  06921 
SBA  loans  for  OSHA  compliance,  13026 
small  business  bibliography,  08363-4 
small    business     management    series,    03107, 

13074 
surety  bond  guarantee  program  — 

hearings,  11618 
what  it  is,  what  it  does,  08361 
Small  Business  Committee,  House,  05245 
hearings,  02052,  02101,  05246,  07040,  11212-5 
report,  01964,  05247,  10927,  10959 
Small  Business,  Permanent  Select  Committee  on, 
House: 
final  report,  93d  Congress - 

report,  05082 
hearings,  00514,  07041-2 
report,  05082,  06778,  06780 
Small  Business,  Select  Committee  on,  House: 
committee  print,  08753,  08913 
economic  and  loan  problems  confronting  fishe- 
ries industry,  09066 
history   and   accomplishments,    1941-72,   77th- 

92d  Congresses,  08753 
report,  08843 
Small  Business,  Select  Committee  on,  Senate: 
annual  report,  07088 
committee  print,  11616 
hearings,  00705-8,  05553,  07316-21,  11617-8 
investigations   and   studies,   authorization   and 
expenses- 
report,  00608 
report,  07088 
Smallpox: 
vaccination  requirement  for  public  school  stu- 
dents   in    District    of    Columbia,    discon- 
tinue- 
hearings,  05160 
report,  08798 
Smelting: 
primary    aluminum    smelting,    subcategory    of 
aluminum    segment   of   nonferrous   metals 
manufacturing  point  source   category,  ef- 
fluent limitations  guidelines,  09347 
secondary  aluminum   smelting  subcategory  of 
aluminum    segment  of  nonferrous   metals 


manufacturing  category,  effluent  limita- 
tions guidelines,  09348 
smelting  and  slag  processing  segment  of  fer- 
roalloy manufacturing  point  source 
category,  effluent  limitations  guidelines, 
09349 
Smith  River: 

floods,   Dan   River,   Matrimony  Creek,   Eden, 

N.C.,  09257 
floods,  Henry  County,  Va.,  00882 
Smith,  Glee  S.: 
nomination - 
hearings,  11600 
Smith,  William  K.: 
nomination - 
hearings,  11505 
Smithsonian  Institution: 
appropriations,  1975- 

report,  05033 
appropriations,  1976- 
law,  06707 
report,  06865 
calendar  of  events,  monthly,  03489 
citizen  regent  of  Board  of  Regents,  reappoint- 
ment of  John  Nicholas  Brown - 
report,  00559 
contributions  to  botany,  01555,  08366-7 
contributions  to  zoology,  01556-7,  03110,  08368 
endangered    and    threatened    plant    species   of 

United  States,  04999,  10722 
general  information,  03111 
museum     support     facilities,     planning     for, 
authorize - 
report,  00594,  06813 
operations  of  John  F.  Kennedy  Center  for  Per- 
forming Arts,  GAO  report,  07749 
research  reports,  04470 
site  reservation  - 

report,  00596,  06812 
Smithsonian    opportunities    for    research    and 

study  in  history,  art,  science,  01558 
Smithsonian  torch,  04518 

studies   in   history   and   technology,   01559-60, 
03112,  06467 
Smithsonian  Instutition: 

contributions  to  zoology,  08369 
Smog: 

mathematical         modeling        of         simulated 

photochemical  smog,  00913 
mathematical    simulation    of    smog    chamber 

photochemical  experiments,  00911 
mathmatical  modeling  of  photochemical  smog, 
workshop,  05696 
Smoke: 

emission  by  aircraft  interior  materials,  physio- 
chemical  study,  10314 
Smoke  detectors,  see  Smoke  indicators. 
Smoke  indicators: 

smoke  detectors,  fact  sheet,  09110 
Smokejumpers,  see  Parachutists. 
Smoking: 

and  health  bulletin,  04519 

directory  of  on-going  research  in  smoking  and 
health,  06635 
Smoky  Hill  River  and  Valley: 

proposed  Ellis  unit,  Smoky  Hill  Division,  Pick- 
Sloan    Missouri   Basin    program,    Kansas, 
final  environmental  statement,  05928 
Snake  River  and  Valley: 

aquatic    macrophytes    from    river    drainages, 

09224 
biostimulation    characteristics    of    wastes    and 
receiving    waters    of    Snake    River   basin, 
09329 
floods  in  Ontario,  Oreg.,  05652 
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Snake  River  and  Valley -Con. 
highway  bridge,  construct  - 

hearings,  09062 
Lower   Monumental    Lock    and    Dam,   general 

description,  02433 
steamboating'  on  the  Snake,  09727 
waste    discharges    effect    on    water    quality, 

09465 
wild     river     system,     inclusion     of     segment, 

authorize  - 
report,  05052 
Snipes: 

hunting,  possession,  transportation,  and  impor- 
tation. Federal  regulations.  02584 
Snoqualmie  National  Forest: 

Snoqualmie  Pass,  intensive  land  classification 

study,  09726 
Snoqualmie  Pass: 
growing   populace   within   forest   environment, 

intensive  land  classification  study,  09726 
Snow: 
carbon  black   increases   snowmelt  and   forage 

availability     on     deer     winter     range     in 

Colorado,  02623 
conditions,       weather       and       crop       bulletin 

(periodical).  04720 
control    of    snow    and    ice    on    missile    fields, 

07523 
Federal-State-private       cooperative       survey, 

Arizona.  04675 
Federal-State-private       cooperative       survey, 

Colorado  and  New  Mexico,  04676 
Federal-State-private       cooperative       survey, 

Idaho,  04677 
Federal-State-private       cooperative       survey, 

Montana,  04678 
Federal-State-private       cooperative       survey, 

Oregon,  04679 
Federal-State-private       cooperative       survey, 

Utah,  04680 
Federal-State-private       cooperative       survey, 

Washington  State,  04681 
Federal-State-private       cooperative       survey, 

Wyoming,  04682 
monthly  winter  snowline  variation  in  Northern 

Hemisphere  from  satellite  records,  01446 
snow      cache      seedling     storage,     successful 

systems,  12287 
snow  depth  and  snow  extent  using  VHRR  data 

from  NOAA-2  satellite,  12968 
sturdy   probe   for  measuring  deep   snowdrifts, 

02628 
surveys  and  water  supply  outlook  for  Alaska, 

04520 
USA  CRREL  snow  and  ice  testing  equipment, 

07516 
see  also  Precipitation. 
Snow  Mountain  Wilderness: 
include    in    national    wilderness    preservation 

system - 
report,  11377 
Snow  vehicles: 

control  of  snowmobile  noise.  02450 
snow  machines.  12329 
snowmobiles,  fact  sheet,  09089 
Snowmobiles,  see  Snow  vehicles. 
Snowstorm: 

use  of  satellite  data  in  East  Coast  snowstorm 

forecasting.  12965 
Snyder.  J.  Edward: 

recall  to  active  duty  as  Rear  Admiral,  permit, 

10877- 
hearings.  1 1068 
Soap: 

Federal  item  identification  guide.  02373,  11749 


soap  and  detergent  manufacturing  point  source 
category,    effluent    limitations    guidelines, 
09350 
Soapstone: 

mineral  industry  surveys,  08104-5 
Social  and  Rehabilitation  Service: 

better  controls  needed  for  health  maintenance 
organizations   under   Medicaid    in   Califor- 
nia, GAO  report,  07691 
improvements    needed    in    Medicaid    program 
management     including    investigations    of 
suspected  fraud  and  abuse,  GAO  report, 
07792 
information  memorandum,  04070 
Social  health  technicians: 

seminar  on  alcohol  and  safety,  training  for  so- 
cial and  health  care  personnel,  curriculum 
development,    evaluation    and    conducting 
pilot  test,  01417 
Social  interaction,  see  Group  behavior. 
Social     life     and     customs,     see     Manners    and 

customs. 
Social  mobility,  see  Mobility. 
Social  sciences: 

national  assessment  of  education  progress,  so- 
cial  studies,    contemporary   social   issues, 
09214 
national   assessment   of  educational   progress, 

first  social  studies  assessment,  12894 
national   assessment   of   educational   progress, 

social  studies  technical  report,  12895-6 
social  and  health  indicators  system  - 

AUanta,  Ga.,  08640 
social  science  and  your  career,  07987 
Social  security: 
act,  amend - 

hearings,  05476,  06987 
report,  07101 
act,    medical    assistance    financed    under    title 

XIX.  04202 
appeals  process,  areas  of  possible  administra- 
tive or  legislative  action,  11220 
bulletin,  04522 
delays  in  appeals - 

hearings,  021 12 
future  directions  in  social  security - 

hearings,  02231-2,  07180.  09028 
handbook,  03113 
hearings  and  appeals  - 
law,  06742 
report.  02002,  07155 
important  information  about  your  supplemen- 
tal security  income  payments,  13077 
increasing    income    into    social    security    trust 

funds,  00516 
inequities  against  women- 

hearings,  02011 
introducing     supplemental     security     income, 

1 3078 
legislation - 

hearings,  06899 
Panel    on    Social    Security    Financing,    report, 

07237 
pocket  history  of  social  security,  13079 
program,     reports     of    quadrennial     Advisory 

Council  on  Social  Security,  10727 
rulings  on  Federal  old-age,  survivors,  disability 
and  health  insurance,  supplemental  securi- 
ty income,  and  miner's  benefits,  04523 
social    security    for    clergymen    and    religious 

workers,  tax  information.  02761 
social  security  for  members  of  clergy  and  reli- 
gious workers,  tax  information,  02762-3 
social  security  law  in  USSR,  study,  01210 
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some  aspects  of  dynamic  projection  of 
benefits  under  1973  social  security  amend- 
ments, 13075 

supplemental  security  income,  guide,  13076 

using  title  20  to  serve  children  and  youth, 
00200 

when  you  work  at  a  job,  01566 

when  you  work  in  fields,  01567 

women's  guide  to  social  security,  01568 

your  social  security,  13088-9 

your  social  security  check  while  you're  outside 
United  States,  13081-4 

your  social  security  earnings  record,  13085-6 

your  social  security  rights  and  responsibilities, 
retirement  and  survivors  benefits,  13087 

see  also  Disability  insurance. 
Social  Security  Administration: 

actuarial  note,  13075 

annual  report,  05252 

computer  center,  expansion  - 
hearings,  05545 

improvements  needed  in  processing  widows' 
claims  for  black  lung  benefits,  01105 

lengthy  delays  in  processing  of  overpayments 
under  part  A  of  Medicare  program  may 
result  in  losses  of  millions  of  dollars, 
GAO  report,  07825 

medicare,  health  insurance  for  the  aged,  06472 

need  for  more  uniform  application  of  presump- 
tive disability  provision  of  Supplemental 
Security  Income  program,  GAO  report, 
12363 

research  and  statistics  note,  01564 
Social  services,  see  Social  work  and  problems. 
Social  studies,  see  Social  sciences. 
Social  surveys: 

quality   control   in   hospital  discharge   survey, 
12909 
Social  work  and  problems: 

health,  education,  and  welfare,  income  securi- 
ty, social  services,  conference  on  infla- 
tion, 01512 

meeting  community  needs  through  volun- 
tarism, guide  to  ACTION'S  domestic  pro- 
grams, 10353 

social  and  rehabilitation  record  (periodical), 
04521 

staffing  requirements  for  child  day  care  cen- 
ters under  social  services  program,  tempo- 
rary postponement - 
report,  11431 
Social  workers: 

employment  outlook,  10023 

seminar  on  alcohol  and  safety,  training  for  so- 
cial and  health  care  personnel,  curriculum 
development,  evaluation  and  conducting 
pilot  test,  01417 

social  worker  and  correctional  treatment  spe- 
cialist in   Federal  Government,   examina- 
tion announcement,  10598 
Socialism: 

U.S.    trade    status    with    Socialist    countries, 
07447,  11932 
Socialist  Republic  of  Romania,  see  Romania. 
Society: 

economic  and   social  development,  agreement 
with- 
United  Nations,  13141 

identification  and  analysis  of  social  incentives 
in  Air  Force  technical  training,  01687 

military  and  society,  special  bibliography, 
08585 

recent  social  and  economic  trends,  10578 


society's  responsibilities  to  elderly  - 

hearings,  06900 
weekly  Government  abstracts,  04691 
Socioeconomics: 

anticipated  socio-economic  impacts  of  coal 
development  on  Indians  of  northern  Great 
Plains,  12501 
selected  socio-economic  characteristics  of 
ethnic  minorities  based  on  1970  census, 
HEW  regional  data,  study,  09846 
socioeconomic    environmental    studies    series, 

00952,  02470,  05740-54,  09471-4,  12090-2 
syncrisis,  dynamics  of  health,  analytic  series, 

12459 
syncrisis,  dynamics  of  health,  analytic  series 
on        interactions        of        health        and 
socioeconomic  development,  01120,  07850 
Sociology: 

development  digest  (periodical),  03741 
Eastern  Europe,  translations,  04595 
San  Fernando,  Calif.,  earthquake  of  Feb.  9, 
1971,  utilities,  transportation  and  sociolog- 
ical aspects,  09497 
sociological  studies,  01199 
USSR,  political  and  sociological  affairs,  trans- 
lations, 04610 
Sociotechnical  Systems  Commission: 

emissions    control    of    engine    systems,    con- 
sultant report,  05682 
manufacturability   and  cost  of  proposed  low- 
emissions     automotive     engine     systems, 
consultaant  report,  12004 
Sockets: 

socket,  plug-in  electronic  components,  Federal 
item  identification  guide,  00737 
Sockeye  salmon,  see  Salmon. 
Socks: 

leggings,    socks,    and    related    items,    Federal 
item  identification  guide,  00781 
Sod: 

facilities  operations  and  maintenance,  grounds 
and  pavement,  landscaping,  establishing 
turf,  02697 
facilities  operations  and  maintenance,  grounds 
and  pavement,  landscaping,  turf  main- 
tenance, 02698 
Sodium: 

compounds,  mineral  industry  surveys,  08101 
European  sodium  component  testing  facilities, 

11963 
mineral  industry  surveys,  04524 
sodium  and  sodium  compounds,  minerals  year- 
book chapter,  06122 
sodium  technology,  bibliography,  00867 
Sodium  chloride,  see  Salt. 
Soenda  Strait: 

sailing  directions,  07405 
Software,  see  Computer  programs/programming. 
Softwoods: 

sugar  maple  softwood  cuttings,  shoot  size  sig- 
nificantly affects  rooting  response,  05830 
Soil: 

determination  of  in-situ  state  of  stress  in  soil 
masses,  02535 
Soil  conservation: 

assessment  of  energy  saving  potential  of  soil 

and  water  conservation,  13090 
erosion    control    with    wood    chips    on    newly 

graded  areas,  07669 
serrated  soft-rock  cut  slopes,  07668 
soil  conservation  (periodical),  04525 
Soil  Conservation  Service: 
appropriations,  deferral- 
report,  10983-4 
careers,  01664 
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conservation  highlights,  summary  of  activities, 
08370 

pending  projects,  1974- 
hearings,  00699 
Soil  conservationists: 

employment  outlook,  10041 
Soil  erosion: 

soil    mass    movement,    forest    ecosystem    of 
southeast  Alaska,  09617 
Soil  mechanics. 

elastic-plastic  stability  analysis  of  mine-waste 
embankments,  02924 

improved  subsurface  investigation  for  highway 
tunnel  design  and  construction,  new 
acoustic  techniques  suitable  for  use  in 
soil,  01000 

measuring  soil  properties  in  vehicle  mobility 
research,  resistance  of  coarse-grained 
soils  to  high-speed  penetration,  09315 

mechanics  of  pile-soil  interaction  in  cohesion- 
less  soils,  11988 

soil  stabilization  for  roads  and  airfields  in 
theater  of  operations,  05669 

study  of  seepage  beds,  10263 
Soil  moisture,  see  Soils. 
Soil  scientists: 

employment  outlook,  12645 
Soils: 

adaptability  of  tree  species  to  hydrol  humic 
latosol  soils  in  Hawaii,  09667 

aerospace  research  of  environment, 
geobotany,  soil  science,  and  hydrology, 
USSR  study,  01200 

Afghanistan  soils  stabilization  studies,  05616 

chemical  weathering,  soil  development,  and 
geochemical  fractionation  in  part  of  White 
Mountains,  09800 

comparative  performance  of  structural  layers 
in  pavement  systems,  design  and  con- 
struction of  MESL,  13152 

concept  development  for  structures  on  expan- 
sive soils  by  pattern  language  design 
methodology,  00877 

effect  of  bulk  density  on  frost  heaving  of  6 
soils  in  Arizona,  02620 

farmers  and  ranchers,  soil  surveys  can  help 
you,  00042 

forest  and  grassland  soils,  chemical  charac- 
teristics, northeastern  Oregon,  progress  in 
defining  variability  in  Tolo  and  Klicker 
soils,  12315 

germination  and  survival  of  Douglas  fir,  09676 

growing  media  affect  size  container-grown  red 
pine,  09634 

identification  of  soil  organics  using  gas  chro- 
matographic/mass  spectrometric  method, 
05611 

increase  in  conifer  seedling  survival  and  vigor 
on  east  Cascade  slope  with  soil  fumigant, 
01067 

mechanics  of  pile-soil  interaction  in  cohesion- 
less  soils,  11988 

mine  spoil  potentials  for  soil  and  water  quali- 
ty, 05719 

non-grazing  and  gophers  lower  bulk  density 
and  acidity  in  annual  plant  soil,  05838 

pine  nutrition  in  West  Gulf  Coastal  Plain, 
status  report,  12294 

polarized  reflected  light  in  remote  sensing  of 
soil  moisture,  potential  use,  08598 

predicting  frost  heaving  susceptibility  of 
Arizona  soils,  02622 

review  of  engineering  experiences  with  expan- 
sive soils  in  highway  subgrades,  02536 


soil  compaction  in  Salem  District,  effects  and 

observations,  07992 
soil   pipe   fittings.    Federal   item    identification 

guide,  11732 
soil  samples,  list  of  approved  laboratories  for 

receipt  of  certain  soil  samples,  01716 
soil  survey  report  - 

Adams  County,  Colo.,  08372 

Andrews  County,  Tex.,  01569 

Ballard     and     McCracken     Counties,     Ky., 

13095 
Catawba  County,  N.C.,  03114 
Chelan   area,   Washington,   parts   of  Chelan 

and  Kittitas  Counties,  06473 
Coal  County,  Okla.,  08373 
Cuming  County,  Nebr.,  130% 
Dakota  County,  Nebr.,  08374 
Dawson  County,  Mont.,  08375 
Douglas  and  Sarpy  Counties,  Nebr.,  03115 
eastern  Santa  Clara  area,  California,  08376 
Escambia  County,  Ala.,  01570 
Estill  and  Lee  Counties,  Ky.,  08377 
Evangeline  Parish,  La.,  03116 
Garrett  County,  Md.,  01571 
Guthrie  County,  Iowa,  08378 
Harlan  County,  Nebr.,  13097 
Henrico  County,  Va.,  08379 
Henry  County,  Mo.,  13098 
Howard  County,  Ark.,  01572 
Hughes  County,  S.  Dak.,  08396 
Lexington  County,  S.C.,  13099 
Lipscomb  County,  Tex.,  08380 
Logan  County,  Nebr.,  01573 
Madison  County,  Iowa,  08381,  13100 
Martin  County,  Tex.,  08382 
Mayaguez    area    of    western    Puerto    Rico, 

08383 
Mescalo-Apache       area,       New       Mexico, 

northeastern  Otero  County,  08384 
Minidoka  area,  Idaho,  08385 
Montgomery  County,  Miss.,  08386 
Morris  County,  Kans.,  13101 
Nobles  County,  Minn.,  08387 
Ocala  National  Forest  area,  Florida,  parts  of 
Marion,    Lake,    and    Putnam    Counties, 
08388 
Oliver  County,  N.Dak.,  08389 
Pawnee  County,  Nebr.,  13102 
Polk  County,  Nebr.,  13103 
Richland    County,    and    Sheyenne    National 
Grassland     area    of    Ransom    County, 
N.Dak.,  08390 
Rock  County,  Wis.,  08391 
Sebastian  County,  Ark.,  01574 
Sussex  County,  Del.,  08392 
Venango  County,  Pa.,  08393 
Wheeler  County,  Tex,  01575 
Worth  County,  Iowa,  08394 
Yakima    Indian    Reservation    irrigated    area, 
Washington,    part    of    Yakima    County, 
08395 
soil  water  depletion  by  lodgepole  pine  on  gla- 
cial till,  01053 
soil-applied  herbicides  for  control  of  red  oaks 
and  hickories  in  Boston  Mountains  of  Ar- 
kansas, 05844 
soils  and  art  of  collecting  soil  sample,  01462 
soils  exploration  and  testing  supplement,  07658 
some     effects     of     cadmium     on     coniferous 

soil/litter  microcosms,  07552 
subarctic    plant    communities    and    associated 
litter  and   soil  profiles   in  Caribou   Creek 
research     watershed,     interior    Alaska     , 
05607 
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survival  of  tropical  ash  planted  in  tordon- 
treated  soils  in  Hawaii,  09685 

transient  response  of  layered,  sloping  soil  to 
natural  rainfall  in  presence  of  shallow 
water  table,  08516 

use  of  climatic  data  in  design  of  soils  treat- 
ment systems,  07579 

vegetation  responses  to  soil  texture,  managing 
semidesert  grass-shrub  ranges,  08581 

waste  disposal,  soil  surveys  can  help  you, 
00043 

water    and    related    land    resources,    Central 
Lahontan  Basin,  Calvada  Subbasin,  Nev., 
Calif.,  08582 
Solanaceae: 

seed  characteristics  of  42  economically  impor- 
tant   species    of    Solanaceae    in    United 
States,  00046 
Solar  activity: 

H-alpha  synoptic  charts  of  solar  activity  dur- 
ing first  year  of  solar  cycle  20,  05678 

H-alpha  synoptic  charts  of  solar  activity  for 
period  of  Skylab  observations,  11994 

new  data  available  on  solar  and  interplanetary 
phenomena,  09320 

possible  relationships  between  solar  activity 
and  meteorological  phenomena,  symposi- 
um, 08128 

solar-terrestrial    phenomena    and    Space    En- 
vironment  Services  Center,   introduction, 
06383 
Solar  batteries: 

high  efficiency  silicon  solar  cell  review,  12795 
Solar  cells,  see  Solar  batteries. 
Solar  energy: 

catalog  on  solar  energy  heating  and  cooling 
products,  00856 

definition  report,  national  solar  energy 
research,  development,  and  demonstration 
program,  11958 

distribution  in  solar  spectum  and  solar  con- 
stant, 10183 

energy   research   and   development   and   small 
business - 
hearings,  00708 

energy,  continuing  bibliography  with  indexes, 
03774 

fact  sheet,  07637 

final  report  of  Solar  Energy  Task  Force  to 
Federal  Energy  Administration,  12150 

how  solar  energy  was  treated  in  AEC  chair- 
man's report,  GAO  report,  12346 

national  program  for  solar  heating  and  cooling, 
residential  and  commercial  applications, 
02423 

research  and  development  programs  (address), 
09533 

solar  and  physical  research,  ERDA  authoriza- 
tion, 1976- 
hearings,  05243 

solar  energy  data  workshop,  report  and  recom- 
mendations, 01471 

solar  energy  projects  of  Federal  government, 
07654 

solar  energy  reseach  and  development- 
hearings,  08748 

Solar     energy     research,     development,     and 
demonstration  act,  oversight - 
hearings,  11211 

solar  energy  school  heating  augmentation  ex- 
periment, 01476 

synoptic  observations  of  solar  corona  during 
Carrington  rotations,  07538 
Solar  heating,  see  Heating. 


Solar  physics,  see  Physics-World  Data  Center  A 

for  Solar-Terrestrial  Physics. 
Solar  power,  see  Solar  energy. 
Solar  spectrum,  see  Spectra. 
Solar  system: 

exploration  of  the  solar  system,  01338 
Solder  and  soldering: 

miscellaneous,  soldering  and  brazing  supplies 
and   accessories,   Federal  item   identifica- 
tion guide,  1 1791 
testing  of  printed  circuit  board  solder  joints  by 

optical  correlation,  02994 
working  with  silver  solder,  06337 
Soldiers: 

soldiers  guide  to  educational  development  in 

Army,  00096 
soldiers'  attitudes  toward  troop  housing,  sur- 
vey, 09235 
Soldiers'  and  Airmen's  Home,  see  United  States 

Soldiers'  and  Airmen's  Home: 
Solenoids: 

electrical,    Federal    item    identification    guide, 
00751 
Solid  solutions,  see  Solutions. 
Solid  surfaces,  see  Surfaces. 
Solid  waste,  see  Waste  products. 
Solids: 

hydrogen   sulfide   removal  from   hot  producer 

gas  by  solid  absorbents,  10091 
improved  liquid-solids  separation  by  aluminum 
compound  in  activated  sludge  treatment, 
07560 
magnetic    entropy    of   solids,    direct   measure- 
ment    results     for    dysprosium     titanium 
oxide,  10155 
sources  of  solids  in  injection  waters,  Wilming- 
ton Field,  Calif.,  12728 
suspended  solids  monitor,  09408 
Soligna  eucalyptus,  see  Eucalyptus. 
Solomon  Islands  see  British  Solomon  Islands 

Protectorate. 
Solutions: 

alloy  softening  in  binary  iron  solid  solutions, 

12842 
effect    of   outdoor   exposure    at   ambient   and 
elevated   temperatures   on   fatigue   life   of 
Ti-6A1-4V  titanium  alloy  sheet  in  annealed 
and   solution -treated   and   aged   condition, 
12818 
movement  and  dispersion  of  soluble  materials 
in  Salem  Creek,  Muddy  Creek,  and  Yad- 
kin   River    between    Winston-Salem    and 
Salisbury,  N.C.,  12455 
silicon    nitride-aluminum    oxide    solid    solution 
(SiAION)  formation  and  densification  by 
pressure  sintering,  01351 
Solvents: 

hydrochloric  acid  digestion  and  solvent  extrac- 
tion of  western  phosphate,  12745 
thor  5  solventless  metal  decorating  for  3-piece 
cans,  12047 
Somalia: 

activities  related   to  resettlement  of  refugees, 

07200 
economic    trends    and    their    implications    for 

United  States,  12557 
visit  by  Senate  fact-finding  team,  report,  02249 
Sonar: 

application  of  an  automatic  level  regulator  to 
taped      contacts      in      sonar      detection 
research,  01283 
evaluation  of  sonics  for  fine  particle  control, 
12043 
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Sonic  boom: 

ground  pressure  measurements  from  launch 
and  reentry  of  Apollo  16,  10142 

on  fish,  effect,  10310 

simulated  sonic  boom  rise  time  effect  and  over 
pressure        on        electroencephalographic 
waveforms    and    disturbance    judgements, 
10326 
Sonic  equipment,  see  Sound. 
Sonic  listening,  see  Sonar. 
Sonneck,  Oscar  George  T.: 

after  100  years,  editorial  side  of  Sonneck,  lec- 
ture, 02880 
Sook,  Ae: 

relief,  10870 
SOPHIE  (new),  see  Computer  assisted  instruc- 
tion. 
Sorption,  see  Adsorption. 
Sorting  devices: 

rapid  particle  size  analysis  by  hydrosizing  and 
nuclear  sensing,  10070 
SOTDAT,  see  Computer  programs/programming. 
Sound: 

demonstration  of  acoustical  undergound  sur- 
vey system  in  Washington  metropolitan 
area,  07664 

design  theory  for  constant-beamwidth  trans- 
ducer, 08326 

development  of  portable  acoustic  echo 
sounder,  06379 

effect  of  slot  width  on  transition  and  noise  at- 
tenuation of  flat  sound  shield  in  Mach  6 
wind  tunnel,  02980 

horizontal-gradient  acoustical  ray-trace  pro- 
gram TRIM  AIN,  06424 

improved  subsurface  investigation  for  highway 
tunnel  design  and  construction,  new 
acoustic  techniques  suitable  for  use  in 
soil,  01000 

jet  engine  burn-through  investigation,  sonic 
analysis,  10304 

measurements  of  farfield  sound  generation 
from  flow-excited  cavity,  08137 

noise  measurement  techniques,  equipment 
systems,  and  data  interpretation,  noise 
demonstration  equipment,  07659 

proof  testing  of  porcelain  insulators  and  appli- 
cation of  acoustic  emissions,  10189 

propagation  in  ducts  using  wave  envelope  con- 
cept, analysis,  10170 

reverberant  sound  power  measurement  stan- 
dard and  recommendations  for  further 
research,  03010 

sound  and  light  performance  on  east  front  of 
Capitol - 
hearings,  11201 

sound  and  vibration  measurements  for  Con- 
corde supersonic  transport  and  subsonic 
jet  aircraft,  08454 

sound  radiation  from  high-speed  axial-flow  fan 
due  to  inlet  turbulence  quadrupole  interac- 
tion, 10153 

spinning  mode  sound  propagation  in  ducts  with 
acoustic  treatment,  06238 

study  of  air-to-ground  sound  propagation  using 
an  instrumented  meteorological  tower, 
01335 

surface  acoustics  wave  filters  at  UHF,  design 
and  analysis,  00050 

truck  noise,  experimental  investigation  of 
truck  tire  sound  and  vibration,  08459 

underwater  sound  equipment,  Federal  item 
identification  guide,  11811 


works    of    5th    all-Union    school-seminar    on 
statistical    hydroacoustics,    USSR    study, 
01190-1 
see  also  Noise. 
Sound  recording  and  reproducing  equipment: 
Gimelli   system    of   multi-track   voice   writing, 
evaluation      of      new      court      reporting 
technique,  05956 
sound   recording   and   reproducing   equipment, 
Federal   item    identification   guide,   07372, 
11807-8 
Sound  recordings: 

archive  of  Hispanic  literature  on  tape,  10054 
catalog    of    copyright    entries,    02322,    05570, 

07327 
comparison    of    White    House    and    Judiciary 
Committee  transcripts  of  8  recorded  Pre- 
sidential conversations- 
hearings,  06998 
copyright  miscellany  hearings,  08907 
military  bands  to  make  recordings  and  tapes 
for     commercial     sales     commemorating 
American  Revolution  Bicentennial 

celebration,  authorize - 
report,  05054 
performance  royalty  for  recordings - 

hearings,  02305 
Presidential  recordings  and  materials  preserva- 
tion act- 
report,  05067,  10900 
Presidential  recordings  and  materials  preserva- 
tion act,  GSA  regulations  implementing- 
hearings,  00469 
Sounding  (meteorology): 

laser   sounding   of  atmosphere,    USSR   study, 

12595 
pressure  contact  sounding  data  for  NASA's  at- 
mospheric variability  experiment,  AVE  3, 
02986 
Sounding  rockets,  see  Rockets. 
Souris  River: 

type  I  framework  plan  for  water  and  related 
land  resources,  09477 
Souris  River  and  Valley: 

catalog  of  information  on  water  data,  12385 
South  (U.S.): 

cotton  gin  operating  costs  in  Midsouth,  07449 

forest  research  news,  03959 

fresh  fruit  and  vegetable  unloads,  in  southern 

cities,  04737 
vacation  travel  by  Canadians  in  United  States, 
01615,  13231 
South  Africa: 

atomic    energy,    cooperation    for    civil    uses, 

agreement,  03151 
atomic       energy,       IAEA       application       of 
safeguards,  cooperation  agreement,  03154 
economic    trends    and    their    implications    for 

United  States,  12554 
marketing,  09181 

South-West  Africa,  mineral  industry,  minerals 
yearbook  chapter,  06106 
South  America: 

east   coast,   including   Greenland,    tide   tables, 

high  and  low  water  predictions,  06367 
sailing  directions,  east  coast  from  Venezuelan 
border  to  and  including  Rio  de  la  Plata, 
11883 
South  Asia,  see  Asia. 
South  Atlantic,  see  Atlantic  States. 
South  Atlantic  Ocean,  see  Atlantic  Ocean. 
South  Atlantic  slope  basins,  see  Atlantic  States. 
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South  Bend,  Ind.: 

hydraulic     characteristics     and     water-supply 
potential  of  aquifers  in  vicinity  of  waste- 
water treatment  plant,  09838 
South  Boston,  Va.: 

floods,    Dan    River,    Poplar   Creek,    Lawsons 
Creek,  09267 
South  Carolina: 

census  of  wholesale  trade,  area  statistics, 
00139 

climatological  data,  03554 

criminal  justice  agencies,  05952 

crop  statistics,  03343 

implementation  plan  review  as  required  by 
Energy  supply  and  environmental  coor- 
dination act,  09435 

landings,  fish  and  shellfish,  01442,  04528 

mineral  industry,  Minerals  yearbook  chapter, 
01311 

mineral  interests  conveyance - 
report,  11351 

population  estimates  of  counties  and 
metropolitan  areas,  00181 

precipitation  data,  hourly,  04037 

water  resources  data,  12452 
South  Dakota: 

Black  Hills-Rapid  City  flood,  1972,  09809 

climatological  data,  03555 

county  business  patterns,  00148 

land  management  activities  on  3  Indian  reser- 
vations can  be  improved,  GAO  report, 
07816 

mineral  industry,  Minerals  yearbook  chapter, 
01312 

Northern  Great  Plains  Resources  Program, 
cooperative  resources  study,  09453 

population  estimates,         counties         and 

metropolitan  areas,  04826 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties,  incorporated 
places,  and  selected  minor  civil  divisions, 
04822 

precipitation  data,  hourly,  04038 

quality  of  interstate  waters,  Red  River  of  the 
North,  report,  10268 

twelve  papers  on  Lake  Oahe,  North  and  South 
Dakota,  12266 

water  and  related  land  resources - 
Big  Sioux  River  basin,  10284 

water  pollution  control  program  plan,  evalua- 
tion, 09486 

water  resources  data,  09828 
South  Korea,  see  Korea. 
South  Mayo  River  and  Valley: 

floods,    Patrick    and    Henry    Counties,    Va., 
North  Fork,  00884 
South  Platte  River: 

sanitary  facilities  and  pollution  contributed  to 
reservoirs  and  lakes  of,  10261 
South  Santiam  River: 

floods,  near  Sweet  Home,  Oreg.,  09283 
South  Umpqua  River  and  Valley: 

proposed    harvesting   guides    based    upon    en- 
vironmental      classification       in       South 
Umpqua  basin  of  Oregon,  01062 
South  Vietnam,  see  Vietnam. 
South  West  Africa,  see  South  Africa,. 
Southeast  (U.S.): 

collective  bargaining  calendar  for  Southeast, 
06023 

deep-sea  tide  observations  off  southeastern 
United  States,  12972 

employment  in  agricultural  and  agribusiness 
occupations,  02418 


shrinkage  of  peanuts  in  storage  in  Southeast, 
08524 
Southeast  Asia: 

accessions   list,    Library   of   Congress   Office, 

Jakarta,  Indonesia,  03381 
see  also  Asia 
Southeast  Asia  Collective  Defense  Treaty  and 
Organization: 
U.S.  commitment- 
hearings,  11543 
Southeast  Environmental  Research  Laboratory: 

quarterly  summary,  04529 
Southeast  Stream  Group: 

floods,  Stockton,  Calif.,  09291 
Southeastern  Federal  Power  Program: 

financial  management  and  program  operations, 
GAO  report,  07822 
Southeastern  University,  District  of  Columbia: 

relief,  00419,  11375 
Southern  Forest  Experiment  Station: 

publications,  list,  04456 
Southern  Interstate  Nuclear  Board: 

nuclear  related  technician  supply,  demand  sur- 
vey, 01767 
Southern  Pacific  Transportation  Company: 

railroad    accident    investigation    summary    re- 
port, 01534,  01536,  08355-6 
Southern  pine,  see  Pine. 
Southern  Railway  System: 

collision  of  Southern  Railway  work  train  with 
Polk  District  school  bus  at  Aragon,  Ga., 
08316 
railroad    accident    investigation    summary    re- 
port, 01545 
Southern  states,  see  South  (U.S.). 
Southwest  (U.S.): 

Conference    on    Technological    Progress    for 
Southeast,  program  and  registration,  01371 
geographic  variation  in  Myotis  calif ornicus  in 
southwestern   United  States  and  Mexico, 
12267 
old  cattle  trails,   segments  of  national  scenic 
trails  system,  designate- 
proposal,  01942 
potential  pumped   storage   projects   in   Pacific 

Southwest,  12201 
selected  bibliography  of  wildlife  and  habitats, 
02605 
Southwest  Power  Pool: 

phasing  out  of  natural  gas  and  oil  for  electric 
power  generation,  12200 
Soviet  Navy: 

Soviet  watch  officer's  guide,  03080 
Soviet    Union,    see    Union    of    Soviet    Socialist 

Republics. 
Sows,  see  Swine. 
Soybeans: 

annotated     bibliography     of     nematodes     of 

soybeans,  01634 
competition  between  soybeans  and  other  crops 

in  major  U.S.  regions,  00835 
edible    soy    protein,    operational    aspects    of 

producing  and  marketing,  121 1 1 
futures,  commitments  of  traders,  03585 
goal,   higher-yielding   soybeans,  picture   story, 

08575 
soybean  harvesting,  08512 
soybean   research   in  Soviet  Far   East,   USSR 

study,  07903 
stocks,  03344 
Soyuz,  see  Spacecraft. 

SP  series,  see  Federal  Maritime  Commission-Na- 
tional Aeronautics  and  Space  Administra- 
tion. 


Page  1-584 


Do  not  order  from  index;  see  indicated  entry 


January-June  1976 


Space: 

aeronautics  and  space,  code  of  Federal  regula- 
tions, 12219 
code  of  Federal  regulations,  05807 
handbook     for     space     processing     sounding 

rocket  science  payloads,  06143 
National  aeronautics  and  space  act- 
text  as  amended,  0541 5 
space  environment  effects  on  performance  and 
missions  of  solar  electric  propulsion  stage, 
analysis,  06218 
space  environmental  vantage  point,  06386 
see  also  Outer  space. 
Space  biology: 
space  biology  and  aerospace  medicine,  transla- 
tions, 04532 
Space  communications: 
high-efficiency,    200-watt,    12-gigahertz   travel- 
ing wave  tube,  for  space  communications, 
10168 
Space  environment,  see  Environment. 
Space  Environment  Services  Center: 
solar-terrestrial    phenomena    and    Space    En- 
vironment   Services   Center,   introduction, 
06383 
Space  exploration,  see  Outer  space. 
Space  flight: 

announcement    of  opportunities   for  participa- 
tion AO  series,  08119 
Apollo  experience   report,   mission  evaluation 

team  postflight  documentation,  01358 
flight  operations  and  performance   of  Skylab 
life    support    and    environmental    control 
systems,  10095 
inhabited  space,  12849 

optimal  three-dimensional  reusable  tug  trajec- 
tories   for    planetary    missions    including 
correction  for  nodal  precession,  12843 
space  flight  investigations  and  mission  defini- 
tion  study   for  lunar  polar  orbiter,   LPO, 
08119 
Space  laboratories: 
cooperative    program,    agreement    with    other 
governments,  08418 
Space  medicine,  see  Medicine. 
Space  missions. 
Apollo  experience  report,  guidance  and  control 
systems,      lunar      module      mission      pro- 
grammer, 06242 
development  of  method  for  optimal  maneuver 
analysis  of  complex  space  missions,  06233 
MSFC    Skylab    attitude    and    pointing   control 
Systems  mission  evaluation,  12814 
Space  probes: 
future  space  programs,  00506-7- 
hearings,  00511 
Space  sciences: 
space     benefits,     secondary     application     of 
aerospace   technology  in  other  sectors  of 
economy,  05417 
Space  shuttles,  see  Spacecraft. 
Space  stations: 

analytical  expressions  for  position  error  in  tri- 
angulation  solutions  of  point  in  space  for 
several  station  configurations,  10137 
foot-controlled  maneuvering  unit,  summary  re- 
port on  Skylab  experiment  T-020.  02974 
H-alpha   synoptic   charts   of  solar  activity   for 

period  of  Skylab  observations.  11994 
MSFC  Skylab  Apollo  telescope  mount  experi- 
ment systems  mission  evaluation.  10124 
MSFC    Skylab    attitude    and    pointing   control 

system  mission  evaluation.  12814 
MSFC  Skylab  corollay  experiments.  10122 


MSFC  Skylab  orbital  workshop,  10123,  12811- 
3 

MSFC  Skylab  program  engineering  and  in- 
tegration. 12810 

observing  earth  from  Skylab,  08126 

Skylab  earth  resources  data  catalog.  06257 

Skylab  life  support  and  environmental  control 
systems,  flight  operations  and  per- 
formance, 10095 

some  questions  of  investigating  natural  re- 
surces  with  aid  of  space  stations,  USSR 
study,  02824 

spacelab  design  reference  mission,  06258 

spacelab  payload  accommodation  handbook, 
06259 

system  safety  checklist  Skylab  program  report, 
10126 
Space  structures,  see  Spacecraft. 
Space  technology,  see  Space  sciences. 
Space  telescopes,  see  Spacebome  telescopes. 
Space  tugs,  see  Spacecraft. 
Space  vehicles,  see  Spacecraft. 
Spaceborne  telescopes: 

MSFC  Skylab  Apollo  telescope  mount  experi- 
ment systems  mission  evaluation,  10124 

Space  Telescope  project,  GAO  report,  07805 
Spacecraft. 

abort  separation  study  of  shuttle  orbiter  and 
external  tank  at  hypersonic  speeds,  06203 

aerodynamic  and  flow-visualization  studies  of 
variations  in  geometry  of  irretular  plan- 
form  wings  at  Mach  number  of  20.3, 
10150 

analytical  and  experimental  vibration  studies 
of  1/8-scale  shuttle  orbiter,  08149 

annular  suspension  and  pointing  (ASP)  system 
for  space  experiments  and  predicted 
pointing  accuracies,  02993 

Apollo  Soyuz  test  project,  06179 

attitude  control  and  energy  storage  system, 
10139 

comparison  of  vibrations  of  combination  of 
solid-rocket  launch  vehicle  and  payload 
during  ground  firing  and  launching,  02978 

composite  engines  for  application  to  single- 
stage-to-orbit  vehicle,  08121 

control  of  ballistic  missiles  and  spacecraft, 
USSR  study,  07891 

cost  assessment  of  reliability  requirements  for 
shuttle-recoverable  experiments,  01356 

ditching  investigation  of  a  1/20-scale  model  of 
space  shuttle  orbiter,  01334 

effluent  sampling  of  Scout  D  and  Delta  launch 
vehicle  exhausts,  10100 

feasibility  of  directly  applying  gas  generator 
systems  to  space  shuttle  mechanical  func- 
tions, 06154 

gravitational  forces  and  moments  on 
spacecraft.  08122 

inhabited  space,  12849 

metal  shear  web  selectively  reinforced  with 
filamentary  composites  for  space  shuttle 
application,  evaluation,  06148 

metallic  materials  and  elements  for  aerospace 
vehicle  structures,  07397 

MSFC  Skylab  attitude  and  pointing  control 
system  mission  evaluation,  12814 

near-earth  environmental  criteria  for 
spacecraft  thermal  design,  definition  and 
specification,  12815 

new  horizons,  NASA  programs,  01337 

optimal  three-dimensional  reusable  tug  trajec- 
tories for  planetary  missions  including 
correction  for  nodal  precession,  12843 
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saltation  on  Mars  and  expected  lifetime  of 
Viking  75  wind  sensors,  02968 

shuttle  master  verification  plan,  06256 

shuttle  propellant  loading  in  struncutation 
development,  06216 

space  shuttle  launch  vehicle  performance 
trajectory,  exchange  ratios,  and  dispersion 
analysis,  06219 

space  shuttle,  1976,  status  report,  00508 

spacecraft  high-voltage  power  supply  construc- 
tion, 06241 

storable  and  cryogenic  propellant  safety  for 
space  tugs,  06260 

study  of  attitude  control  concepts  for  preci- 
sion-pointing nonrigid  spacecraft,  02943 

subsonic  and  transonic  dynamic  stability 
characteristics  of  space  shuttle  orbiter, 
08151 

supersonic  dynamic  stability  characteristics  of 
space  shuttle  orbiter,  08152 

supersonic  dynamic-stability  derivatives  of 
space  shuttle  launch  vehicle,  12793 

survey  of  future  requirements  for  large  space 
structures,  08123 

theory  and  applications  of  ocean  wave  measur- 
ing systems  at  and  below  sea  surface,  on 
land,  from  aircraft,  and  from  spacecraft, 
12775 

wage  chronology,  Martin  Marietta  Aerospace 
and   auto   workers,    Mar.    1944-Nov.    1975, 
12666 
Spacecraft  modules: 

Apollo  experience  report,  command  and  ser- 
vice module  sequential  events  control 
subsystem,  06244 

Apollo  experience  report,  development  of  the 
extravehicular  mobility  unit,  01363 

Apollo  experience  report,  guidance  and  control 
systems,  lunar  module  mission  pro- 
grammer, 06242 

Apollo  experience  report,  guidance  and  control 
systems,    lunar   module    stabilization    and 
control  system,  01361 
Spacelab,  see  Space  stations. 
Spacers: 

hardware,    Federal    item    identification    guide, 
09140 
Spacing: 

effects  of  spacing  on  loblolly  pine  in  Hawaii 
after  11  years,  12323 

rotor-to-stator  spacing  on  acoustic  per- 
formance of  full-scale  fan  (QF-5)  for  tur- 
bofan  engines,  10118 

spacing  trial  in  tropical  ash,  09659 
Spain: 

economic  trends  and  their  implications  for 
United  States,  09889,  12548 

mineral  industry,  mineral  yearbook  chapter, 
06110 

security  assistance  to  Spain,  10740 
Spanish  Americans: 

economic  and   social  statistics  for  Americans 
of  Spanish  origin - 
hearings,  05231 
report,  01969 

Hispanic  Americans  in  United  States,  selective 
bibliography,  02716 

minority-owned     businesses,     Spanish    origin, 
00192 
Spanish  literature: 

archive  of  Hispanic  literature  on  tape,  descrip- 
tive guide,  10054 
Spanish  Sahara: 

background  notes,  G8408 


Spanish  War  Veterans,  see  United  Spanish  War 

Veterans. 
Spanish- Americans: 

employment  opportunities  in  IRS  for  Spanish- 
speaking  Americans,  02736 
Spanworms: 

rearing  elm  spanworm  on  artificial  diet,  01070 
Spark  plugs: 

spark  plugs,  Federal  item  identifictation  guide, 
11705 
Spark-ignition,  see  Ignition. 
Spartanburg,  S.C.: 

area  wage  survey,  01246 
Spatial  disorientation: 

visual  aids  to  alleviate  during  takeoff  and  land- 
ing, 10309 
Spaulding,  111.: 

railroad    accident    investigation    summary    re- 
port, 01533 
Special  Action  Office  for  Drug  Abuse 
Prevention: 
Action,  legal  and  fiscal  authority,  extend- 

report,  00411,  00580,  11028,  11442 
Special     Action     Office     monograph     series, 
01576,  13105 
Special  days,  weeks,  etc.: 
Earth  Day,  designate - 

law,  04899,  08741 
Good  Neighbor  Day- 

report,  09013 
Johnny     Horizon     '76     Clean     Up     America 
Month  - 
report,  05360 
Marine   Corps,   commemoration   of   200th   an- 
niversary, designate - 
report,  00636 
Music  in  Our  Schools  Day,  designate  — 

report,  02162 
National  Family  Week,  designate- 
report,  11382 
National    Hunting    and    Fishing    Day,    fourth 
Saturday  of  each  September,  designate  - 
report,  00414 
National  Poison   Prevention  Week   annual  re- 
port, 11633 
National       Saint       Elizabeth       Seton       Day, 
designate - 
report,  06829 
Veterans  Day,  designate - 

hearings,  05233 
Youth  Art  Month,  designate - 
report,  11367 
Special  groups,  see  Minorities. 
Special  reports: 

Cold     Regions     Research     and     Engineering 
Laboratory,  05610-1 
Special  Representative  for  Trade  Negotiations: 
appropriations,  1975- 

report,  08826-7 
appropriations,  1976— 
hearings,  07196 
law,  01856 
Specifications,  see  Government  supplies. 
Spectacles: 

goggles  and  related  protective  devices.  Federal 

item  identification  guide,  11818 
ophthalmic    goods,    census    of    manufactures, 
00119 
Spectra: 

atmospheric   temperature   measurements   using 

Raman  lidar,  10157,  12823 
further  results  on  nonlinear  energy  transfer  in 
gravity-capillary       wave       spectra,      with 
viscous  considerations,  03074 
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microwave  spectra  of  some  sulfur  and  nitrogen 

compounds,  10130 
near-infrared   spectra   of  Jupiter,   Saturn,   and 

Uranus,  08130 
radio     frequency     spectrum,     little-understood 

resource,  management  and  use.  GAO  re- 
port, 09747 
shadow    price    of    electromagnetic    spectrum, 

08675 
solar  spectrum  energy  distribution,  10183 
spectral    analysis,    application    to    stream    and 

estuary  field  surveys,  10251 
Spectral  lines: 
bibliography  on  atomic  line  shapes  and  shifts, 

12870 
microwave  spectral  line  listing,  01359 
spectral-line    intensities,    tables,    arranged    by 

elements,  06274 
spectral-line    intensities,    tables,    arranged    by 

wavelengths,  06275 
Spectrometers: 

filter  spectrometer  concept,  design  and  evalua- 
tion for  facsimile  cameras,  10169 
identification  of  soil  organics  using  gas  chro- 

matographic/mass    spectrometric    method, 

05611 
mass   spectrometer   measurements   of  thermo- 

spheric  density,  new  approach,  06223 
single  manager  needed  to  obtain  cost  and  fuel 

savings  in   spectrometric  oil  analysis  pro- 
gram, GAO  report,  12361 
Spectrometry: 
mass  spectrometric  analysis  of  product  water 

from  coal  gasification,  06133 
on-line     mass     spectrometric     monitoring     of 

polymerization      of      phenolic-resin-based 

material,  02979 
specific  ion  mass  spectrometric  detection  for 

gas    chromatographic    pesticide    analysis, 

09400 
test  for  lead  in  gasoline  by  atomic  absorption 

spectrometry,  05697 
trace  element  analysis  of  normal  lung  tissue 

and    hilar   lymph   nodes   by    spark   source 

mass  spectrometry,  08246 
Spectrophotometers: 
study  of  sector  spectrophotometer  and  auroral 

0-M2P-2D)  emissions,  12836 
Spectrophotometry: 
optical  radiation  measurement  describing  spec- 

trophotometric  measurements,  01382 
standard  reference  materials,  glass  filters  for 

spectrophotometry,  selection,  preparation, 

certification.  08203 
Spectroscopy: 

microwave  spectra  of  some  sulfur  and  nitrogen 

compounds,  10130 
Spectrum,  see  Spectra. 
Spectrum  analyzers: 

spectral-line    intensities,    tables,    arranged    by 

elements,  06274 
spectral-line    intensities,    tables,    arranged    by 

wavelengths,  06275 
Speculation: 

cotton,     frozen     concentrated     orange     juice, 

potatoes,    wool,    imported    fresh   boneless 

beef,  commitments  of  traders,  03584 
on  call  positions  in  spot  cotton  based  on  New 

York       cotton       futures       reported       by 

merchants      in     special     account     status, 

04322-3 
wheat,  corn,  oats,  soybeans,  soybean  oil,  etc., 

commitments  of  traders,  03585 


Speech  pathologies 

employment  outlook,  10017 
Speeches,  see  Addresses,  lectures,  etc 
Speed: 

generation  of  GATE  ship  speed  data  by  varia- 
tional technique,  12964 
speed  changers  and  components.  Federal  item 

identification  guide,  11786 
turbulent    skin-friction    and    heat    transfer    in 
high-speed    flow,    engineering    prediction, 
10135 
Speed  indicators: 

influence  of  particle  drag  coefficient  on  parti- 
cle motion  in  high-speed  flow  with  typical 
laser  velocimeter  applications,  12834 
Sperling  and  Schwartz,  Inc.: 

relief,  05306 
Spessard  L.  Holland  National  Seashore: 
establish - 
report,  05066 
Sphalerite: 

electrophysical  considerations  of  activation  of 

sphalerite  for  flotation,  12744 
low-temperature    heat   capacities  of  sphalerite 
and  wurtzite,  12723 
Spheres: 

comparison  of  measured  and  predicted  sphere 
shock    shapes    in    hypersonic    flows    with 
density  ratios  from  4  to  19,  08161 
magnetic    torque    on    rotating   superconducting 
sphere,  06251 
Spheroids: 

tables   of   angular   spheroidal   wave   functions, 
03075-6 
Spices: 

foreign  agriculture  circulars,  03945 
Spillways: 

Columbia  spillway  sampler,  08528 
Spin  (aircraft): 

satellite  spin  axis  control,  06423 
wind-tunnel  free-flight  investigation  of  model 
of     spin-resistant     fighter     configuration, 
12824 
Spinal  Cord: 

VA       Spinal       Cord       Injury       Conference, 
proceedings,  01620 
Spindles  (machine  tools): 

effects    of    spindle-picker   conveying   and   gin 
processing    on    cotton    quality    and    seed 
damage,  08518 
Spinning: 

spinning  mode  sound  propagation  in  ducts  with 
acoustic  treatment,  06238 
Splanchnic  nerves,  see  Nerves. 
Splicers: 

cable  splicers,  employment  outlook,  10031 
Splices,  see  Connectors  (electric). 
Spline  functions: 

cubic    spline    approximation    for    problems    in 

fluid  mechanics,  01365 
spline   approximation   to   freezing   of  water  in 
cylindrical    hole    drilled    in    an    ice    sheet, 
05606 
Spoil  banks: 

avoid  problem  spoils  through  overburden  anal- 
ysis before  strip  mining,  12288 
early  growth  tolerances  of  grasses,  shrubs  and 

trees  to  boron  in  tunnel  spoil,  09665 
elastic-plastic  stability  analysis  of  mine-waste 
embankments.  02924 
Spoilers  (aircraft): 

effectiveness  of  spoilers  on  GA(W)-I  airfoil 
with  high  performanace  Fowler  flap, 
06173 
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low-speed  wind-tunnel  investigation  of  span 
load  alteration,  forward-located  spoilers, 
and  splines  as  trailing-vortex-hazard  al- 
leviation devices  on  transport  aircraft 
model,  08183 
Spokane  County,  Wash.: 

Spokane   basin,   inventory   and   assessment  of 
solid    waste    disposal    sites    in    Spokane 
County,  Wash,  and  northern  Idaho,  09479 
Sponges: 

brooms,      mops,     sponges,      and      squeegees, 

Federal  item  identification  guide,  07383 
coreduction     of     titanium,     aluminum,     and 
vanadium    chlorides   to   produce    titanium 
alloy  sponge,  10087 
Sponsors: 
dance   touring   program,   guidelines   for   spon- 
sors, 01409 
financial  management  requirements  for  Bureau 

of  Work  Programs  sponsors,  01270 
tax  information  for  sponsors  of  contests  and 
sporting  events,  01158,  02773 
Spools: 
reels   and   spools,   Federal   item    identification 
guide,  11774 
Sport  Fisheries  and  Wildlife  Bureau: 
abolish  - 

law,  08695 
resource  publication,  13107 
special  scientific  report,  wildlife  series,  01577 
Sporting  goods: 
recreational   and   athletic    equipment,    Federal 
item  identification  guide,  11768-9 
Sports: 
broadcasting  act- 
hearings,  06991 
professional    sports    antiblackout    law    exten- 
sion- 
report,  06880,  07131 
tax  information  for  sponsors  of  contests  and 

sporting  events,  01158,  02773 
welfare,    recreation,    and    morale,    unit    level 
recreational  sports,  04782 
Spotters,  see  Dry  cleaners  and  dyers. 
Spraying,  see  Sprays  and  sprayers. 
Sprays  and  sprayers: 
aerial   spray   equipment,   herbicidal  drift  con- 
trol, 09616 
Bell    205 A- 1     turbojet    helicopter    and    spray 
system   for   forest  application   of  insecti- 
cide, evaluation,  09657 
recovery  of  young  ponderosa  pines  damaged 

by  herbicide  spraying,  09678 
revolving  sintered-sleeve  nozzle  for  generating 

pesticide  spray  particles,  08519 
see  also  Paint  sprayers. 
Spring,  Tex.: 
railroad    accident    investigation    summary    re- 
port, 01538 
Sprinklers,  see  Fire  sprinklers. 
Spruce: 
key  to  identifying  young  North  American  sr- 

puce  seedlings,  09639 
weight-volume     relationships     of    aspen     and 
winter-cut     black     spruce     pulpwood     in 
northern  Minnesota,  12313 
Spruce  budworms,  see  Budworms. 
Squeegees: 
brooms,     mops,     sponges,     and     squeegees, 
Federal  item  identification  guide,  07383 
Squirrels: 
red  squirrel  response  to  clearcut  and  shelter- 
wood  systems  in  interior  Alaska,  02615 


Sri  Lanka: 

agricultural  commodities,  agreement,  03328 
finance   rescheduling  of  certain   debts,   agree- 
ment, 03199 
SRS,  see  Statistical  Reporting  Service. 
SSS,  see  Selective  Service  System. 
Stability: 

elastic-plastic  stability  analysis  of  mine-waste 

embankments,  02924 
kinematic  stability  of  roller  pairs  in  free-rolling 

contact,  12837 
NTS-1,  TIMATION   3,  quartz-  and  rubidium- 
oscillator  frequency  stability  results,  13018 
temperature  stability  of  gravimeters,  investiga- 
tions, USSR,  01193 
Stability  (aircraft): 

analytical  method  for  determining  stability  of 
linear  retarded  systems  with  two  delays, 
02991 
canard  and  vertical  tail  effects  on  model  with 

59°  sweptback  wing  at  Mach  0.30,  10115 
dynamics  of  tilting  proprotor  aircraft  in  cruise 

flight,  10156 
FORTRAN    program   for  determining  aircraft 
stability     and     control    derivatives    from 
flight  data,  06230 
popper  valve  control  of  throat  stability  bypass 
to    increases    stable    airflow    range    of    a 
Mach   2.5   inlet  with   60  percent   internal 
contraction,  01349 
roll-axis    hydrofluidic    stability    augmentation 

system  development,  01749 
stability   and   control   characteristics   at  Mach 
numbers  from  0.20  to  4.63  of  cruciform 
air-to-air    missile    with    triangular    canard 
controls  and  trapezoidal  wing,  10113 
stability  valve  system  for  extending  dynamic 

range  of  supersonic  inlet,  analysis,  06205 
STOL     configuration,     simulator     study     of 
minimum  acceptable  level  of  longitudinal 
stability  during  landing  approach,  10175 
subsonic     and     transonic     dynamic     stability 
characteristics    of    space    shuttle    orbiter, 
08151 
subsonic  stability   and  control  derivatives  for 
unpowered,  remotely  piloted  3/8-scale  F-15 
airplane  model  obtained  from   flight  test, 
08185 
supersonic  dynamic  stability  characteristics  of 

space  shuttle  orbiter,  08152 
supersonic     dynamic-stability     derivatives     of 
space  shuttle  launch  vehicle,  12793 
Stability  derivatives,  see  Stability  (aircraft). 
Stabilization: 

Apollo  experience  report,  guidance  and  control 
systems,    lunar    module    stabilization    and 
control  system,  01361 
stabilization  soils,  Afghanistan  soils,  05616 
see  also  Prices. 
Stack  gases,  see  Flue  gases. 
Stadia  measurements: 

stadia  tables  for  obtaining  differences  of  eleva- 
tion, 05888 
Staevler,  Neil: 
nomination - 
hearings,  05550 
Staff  development,   see  Administrative  manage- 
ment. 
Staff  nurses,  see  Nurses  and  nursing. 
Staff  training: 

child  care  staffing  requirements - 

hearings,  02267 
child    care    staffing    requirements,    proposals, 
00665 
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staffing  requirements  for  child  day  care  cen- 
ters under  social  services  program,  tempo- 
rary postponement - 
report,  11431 
Stagnation  point: 

effect  of  geometric  variables  on  performance 
of  probe  for  direct  measurement  of  free- 
stream   stagnation   pressure   in   supersonic 
flow,  06234 
Stagnation  region,  see  Stagnation  point. 
Stairs: 

elderly  and  stairway  accidents,  fact  sheet, 
09105 

stairs,    ramps,    handrails,    and    landings,    fact 
sheet,  09073 
Stall  (aircraft): 

dynamic  stall  using  unsteady  boundary-layer 
theory,  analysis,  06157 

prediction      of      span      loading      of      straight- 
wing/propeller   combinations    up   to    stall, 
02939 
Stamps,  see  Food  stamps-Postage  stamps. 
Standards  and  Conduct,  Select  Committee  on. 
Senate: 

report,  11416 
Standards  and  standardization: 

American  national  standard  N540,  classifica- 
tion of  radioactive  self-luminous  light 
sources,  08197 

canopy  sun  glint  evaluation  and  display  stan- 
dard, 01748 

compendium  of  model  correctional  legislation 
and  standards,  07928 

criminal  justice  standards  and  goals  for 
Florida,  case  study,  02837 

critical  electrical  measurement  needs  and  stan- 
dards for  modern  electronic  instrumenta- 
tion, 06285 

Defense  Department  index  of  specifications 
and  standards,  02391 

Defense  Department  specifications  and  stan- 
dards index,  supplements,  03735 

Defense  Department  standardization  docu- 
ments, supply  classification  listing,  03888 

directory  of  United  States  standardization  ac- 
tivities, 12876 

electric  submerged  arc  furnaces  for  production 
of  ferroalloys,  background  information  for 
standards  of  performances,  09327 

Federal  specifications  and  standards,  index, 
12251 

Federal  specifications  and  standards,  index, 
supplements,  04059 

Federal  standard,  02568-71 

Federal  test  method  standard,  12249 

handbook  and  standard  for  manufacturing 
safer  consumer  products,  1 1635 

identification  standards  manual,  Job  Service, 
09221 

international  voluntary  standards - 
hearings,  02072 

Labor  Department  graphic  communications 
standards,  revised  pages,  07938 

managing  highway  maintenance,  standards  for 
maintenance  work,  02524 

military  standard,  billing  system,  11875 

military  standardization  handbook  MIL-HDBK 
series,  07397 

MILSCAP  military  standard  contract  adminis- 
tration procedures,  05585 

minimum  property  standards,  HUD- 
multifamily  housing,  12472 
one  and  two  family  dwellings,  12471 


minimum   property   standards,   HUD,  one  and 

two  family  dwellings,  05915 
National  Bureau  of  Standards  - 

standard  reference  materials,  standardization 
of  pH  measurements,  03004 
National     Bureau     of     Standards     reference 
materials,        glass       filters        for       spec- 
trophotometry, selection,  preparation,  cer- 
tification, 08203 
NBS/AID/OAS    workshop    on    standardization 
and  measurement  services  in  industrializ- 
ing economies,  report,  01378 
Standard    reference    data    act,    appropriations, 
authorization  - 
hearings,  00512 
standard    reference    materials   and    meaningful 

measurements,  proceedings,  12875 
standard   reference   materials,  calibrated  glass 

standards  for  fission  track  use,  08202 

standard   reference   materials,  description  and 

use  of  precision  thermometers  for  clinical 

laboratory,  SRM  933  and  SRM  934,  08201 

standardization  of  work  me;  ..uremen',  07404 

standardization  of  work  measureme.it,  bench 

work  occupations,  091 6v 
standardization  of  work  measurement,  defense 
work    measurement    standard    time    data 
program,     machine     trades     occupations, 
09169 
standards    and    other    information    on    ther- 
moplastic  piping   in   residential   plumbing, 
review,  12863 
standards   for  discussion   and   presentation  of 

errors  in  data,  08665 
standards   for  specifying   construction  of  air- 
ports, 05775 
supportive       service       manual       standardized 

procedure,  05791 
USD  A  grade  standards  for  food,  06530 
Standards  of  Official  Conduct  Committee, 
House: 
investigations    and    studies,   authorization   and 
expenses- 
report,  10924 
Stands,  see  Supports. 
Stanfield,  Oreg.: 

Umatilla    River,    floods    in    vicinity   of   Echo, 
Oreg.,  05664 
STAR,  see  Aeronautics. 

STAR  (computers),  see  Electronic  computers. 
Stark  County,  Ohio,: 

flood    hazard    analyses,    Plum    Creek,    Stark 
County,  Ohio,  10283 
Starlings: 

control  in  Kentucky  and  Tennessee - 
law,  10675 
Stars: 

cepheid  modeling,  01344 

statistical  equilibrium  calculations  for  silicon  in 
early-type     model     stellar     atmospheres, 
12847 
third    catalog    of    trigonometric    parallaxes    of 
faint  stars,  01489 
State  aid,  see  Grants-in-aid. 
State  banks: 

equity  security  transactions  and  ownership  of 
directors,  etc.,  of  Federal  reserve  member 
State  banks,  monthly  summary,  04558 
member  banks  of  Federal  reserve  system,  list, 

supplement,  04538 
membership  in  Federal  reserve  system,  weekly 
changes,  03507 
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State  Department: 

acquiring    and    managing    nonexpendable    per- 
sonal   property    overseas,    GAO    report, 
07766 
actions     recommended     to     alleviate     serious 
financial  problems  facing  United  Nations, 
GAO  report,  09732 
administration  of  alien  labor  certification  pro- 
gram   should   be    strengthened,    GAO    re- 
port, 07781 
African  series,  01578 

agricultural    attache    role    overseas,    what    he 
does  and  how  he  can  be  more  effective, 
GAO  report,  07759 
appropriations,  1976,  authorization  - 

report,  06815 
appropriations,  1974,  supplemental- 
law,  08700 
appropriations,    1974,   supplemental  authoriza- 
tion- 
report,  08786 
appropriations,  1975 
amendment,  proposal,  08925 
proposal,  amendment,  05281 
report,  08826-7 

supplemental,  proposal,  01903,  04988,  04994, 
11251 
appropriations,  1975,  authorization - 

report,  08978 
appropriations,  1976 
hearings,     05118,     05120-2,     07196,     08853, 

11054,  11469 
hearings,  06944 
law,  01856 

supplemental,  proposal,  00380,  11289 
appropriations,  1976,  authorization  - 

hearings,  05194 
assessment  of  overseas  advisory  efforts,  GAO 

report,  01096 
background  notes,  01579-93,  03117-20,  03458, 
06474-83,    08398-401,    08403-10,     10285-9, 
13108-13 
background  notes,  index,  08402 
biographic  register,  01594 
budget  amendments,  10762 
bulletin,  03737 

concept,  cost,  and  management  of  administra- 
tive support  services  provided  by  Depart- 
ment of  State  to  other  Federal  agencies 
overseas,  GAO  report,  07768 
cost  and  benefits  of  U.S.  participation  in 
reopening  Suez  Canal,  GAO  report,  07765 
Department  and  Foreign  Service  series,  01594, 

08411 
Department   of   State   indexes   of  living  costs 
abroad    and    living    quarters    allowances, 
04627 
disincentives     to     agricultural     production     in 

developing  countries,  GAO  report,  02655 
foreign  assistance  appropriations,  1976- 

hearings,  07197 
Foreign  Service  buildings  program,  1974,  addi- 
tional appropriations,  authorize- 
report,  10883 
Foreign  Service   Institute  basic  course  series, 

03123 
general    foreign    policy    series,    03121,    06484, 

13115 
gist,  quick  reference  aid  on  U.S.  foreign  rela- 
tions, 03973 
hearings,  08853 

how  to  improve  management  of  U.S.  financed 
programs  to  develop  free  labor  move- 
ments in  less  developed  countries,  GAO 
report,  07770 


increasing  world  food  supplies,  crisis  and  chal- 
lenge,   Department    of    State    and    other 
agencies,  GAO  report,  09772 
increasing  world  food  supplies,  crisis  and  chal- 
lenge, GAO  report,  07757 
international  organization   and  conference   se- 
ries, 01595,  03122 
international  science  notes,  13116 
jurisdictions  and   U.S.   Foreign   Service  posts 

(map),  06487 
managing    U.S.    participation    in    international 
organizations,     numerous     improvements 
still  needed,  GAO  report,  09756 
newsletter,  03738 

numerous  improvements  still  needed  in  manag- 
ing U.S.  participation  in  international  or- 
ganizations, GAO  report,  07722 
oil  floor  price  proposal,  should  Congress  en- 
dorse it?,  06758 
press  releases,  04413 

property    in    Venice,    sell    to    Wake    Forest 
University - 
report,  10882 
recent  releases,  04457 

recordkeeping  in  Department  of  State,  12857 
review  and  evaluation  of  Office  of  Inspector 
General  of  Foreign  Assistance,  GAO  re- 
port, 12359 
review  of  preliminary  estimates  of  evacuation 
costs,    temporary    care,    and    resettlement 
costs  of  Vietnamese  and  Cambodian  refu- 
gees, GAO  report,  07767 
review     of    State    Department    trip    through 
southern  and  central  Africa- 
hearings,  08895 
sale   of  property    in   Venice   to   Wake   Forest 
University,  authorize  - 
report,  08784,  08961 
Secretary  of  State,  press  conferences  and  in- 
terviews, 04498 
telephone  directory,  01596 
treaties    and    other    international    acts    series, 

03124-334,  06486,  08418-32,  13118-47 
U.S.  policy  for  East  Asia  Regional  Economic 
Development  Program,  what  should  it  be? 
GAO  report,  02656 
use  of  United  States-owned  foreign  currencies, 
GAO  report,  07738 
State  governments,  see  Government. 
State  of  the  Union,  see  United  States. 
State  Sanitary  Engineers  Conference: 

sanitation  chlorine  supply  problems  in  United 
States,  report  for  consideration,  10262 
Statements,  see  Addresses,  lectures,  etc. 
States: 

ACIR  State  legislative  program - 
education,  0651 1 
environment,   land   use   and   growth   policy, 

06509 
fiscal  and  personnel  management,  06508 
guide,  06504 
health,  06510 

housing  and  community  development,  10358 
local  government  modernization,  06506 
State  and  local  revenues,  06507 
State   government   structure   and   processes, 
06505 
ACIR     State     legislative     program,     criminal 

justice,  01630 
ACIR    State    legislative    program,    transporta- 
tion, 01629 
area  economic  projections,  00825 
centers  of  population  for  States  and  counties, 

01781 
citrus  fruits  by  States,  03336 
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compendium  of  State  laws  governing  privacy 
and  security  of  criminal  justice  informa- 
tion. 02835 

comprehensive  calendar  of  Bicentennial  events 
for  States  east  of  Mississippi  River,  10467 

comprehensive  calendar  of  Bicentennial  events 
for  States  west  of  Mississippi  River,  10468 

conducted  lotteries  - 
hearings,  02079 

cooperation  between  Secretary  of  Interior  and 
States  with  respect  to  regulation  of  sur- 
face coal  mining  operations,  10720 

cooperative  State-Federal  sheep  and  cattle  sca- 
bies eradication,  08591 

directory  of  State  government  energy-related 
agencies,  02510 

employment  and  earnings.  States  and  areas 
1939-74,  12636 

employment  and  earnings,  States  and  areas, 
1939-72,  12635 

employment  service,  01266 

environmental    center   organizations,    assist    in 
their  establishment  - 
report,  08993 

environmental  impact  requirements  in  States, 
05750 

estimated  Federal  expenditures  on  domestic 
transportation  capital  improvement  and 
operating  programs,  by  State,  fiscal  years 
1957-71.,  13195 

estimates  of  number  of  households,  0481 1 

estimates  of  population  of  States  and  com- 
ponents of  change,  1970-73,  01786 

fair  hearings  in  public  assistance,  06315 

Federal  aid  to  States,  12458 

Federal  and  State  standards  for  fabric  flamma- 
bility,  fact  sheet.  09087 

Federal-State  election  law  survey,  09729 

Federal-State  election  law  survey.  State 
legislation.  Federal  legislation  and  judicial 
decisions,  analysis.  05854 

final  State  implementation  plans,  analysis, 
12077 

financial  assistance  to  study  offshore  activities 
for  developing  energy  resources- 
hearings,  02086 

fiscal  management  guide  for  State  recruiting 
and  retention  officers,  06323 

government  employment  and  payrolls,  04537 

governors  and  state  officials  responsible  for 
disaster  operations,  directory,  05907 

how  States  plan  for  and  use  Federal  formula 
grant  funds  to  provide  health  services, 
GAO  report,  07794 

imposts  on  interstate  wine,  prohibit  - 
report,  05395 

increasing  federal  matching  share  for  highway 
construction  - 
report,  07099 

information  and  referral  program  configura- 
tion, guide  for  statewide  planning,  00012 

jurisdiction  over  offenses  on  Indian  reserva- 
tions, grant  to  some  States  background  re- 
port on  Public  law  280,  05497 

land-grant  colleges  and  universities.  Extension 
Service  review.  03796 

laws  enacted  in  1973  of  interest  to  HUD. 
05919 

manpower  programs,  new  role  for  States  and 
localities.  05978 

model  State  water  monitoring  program,  12070 

national  emissions  report.  09450 


national  survey  of  court  organization,  1975 
supplement  to  State  judicial  systems, 
02840 

nationwide  roster  of  Federal  Highway  Ad- 
ministration and  State  Highway  Depart- 
ment personnel  involved  in  civil  rights 
matters,  02530 

noise  source  regulation  in  State  and  local  noise 
ordinances,  07592 

permanent  Federal-State  unemployment  com- 
pensation programs,  proposed  changes, 
11227 

personnel  management  in  State  and  local 
government,  01803,  01805 

pilot  study  of  State  survey  practices,  06303, 
12905 

problems  in  Federal  Energy  Office's  imple- 
mentation of  emergency  petroleum  alloca- 
tion programs  at  regional  and  Statelevels, 
GAO  report,  07725 

process  guidelines,  action  plan,  highway 
planning,  02531 

professional  workers  in  State  agricultural  ex- 
periment stations  and  other  cooperating 
State  institutions,  10381 

programs  and  services  for  elderly,  develop- 
ments and  trends,  05418 

projections  of  population  of  voting  age,  for 
States,  10562 

provisional  patient  movement  and  administra- 
tive data.  State  and  county  mental 
hospital  inpatient  services,  12942 

publications,  monthly  checklist,  04224 

qualified  areas  under  Public  works  and 
economic  development  act,  02416 

regional  employment  by  industry,  00828 

sheep  and  lambs  on  feed,  7  selected  States, 
08442 

significant  provisions  of  State  unemployment 
insurance  laws,  08484-94,  13220 

sixteenth  annual  conference  of  State  employ- 
ment security  training  directors,  06061 

State  actions  1973,  toward  full  partnership, 
00010 

State  agencies,  purpose  and  current  effective- 
ness- 
report.  00600 

State  air  pollution  implementation  plan 
progress  report.  07595,  09480 

State  and  county  mental  hospital  inpatient  ser- 
vices. State  trends  in  additions,  01426 

State  and  Federal  unemployment  insurance 
programs,  remarks,  05977 

State  and  local  doing  business  taxes  on  out-of- 
State  financial  depositories,  00657 

State  and  local  tax  revenue,  quarterly  summa- 
ry. 04453 

State  consumer  action,  05560 

State  continuing  planning  process,  12099 

State  environmental  programs,  00957 

State  laws  relating  to  nonpublic  schools,  05605 

State  legislative  committees,  review  and  some 
proposals  for  Congress,  08880 

State  monitoring  of  local  office  performance, 
how  they  do  it,  illustrations  of  practice  in 
administration  of  AFDC,  10520 

State  municipal  project  priority  list  grants 
assistance  programs,  12100 

State  roles  in  expanding  energy  resources, 
(remarks),  09531 

Stale  tax  collections.  10576 

State  unemployment  insurance  changes  in 
1974,  06004 

State  veterans"  laws,  digest.  02319.  07045 
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State-required     impact     evaluation     of     land 

developments,  executive  summary,  09855 
statistical  profile  USA,  selected  statistical  in- 
formation   related    to   housing   and    urban 
development,  12480 
tabulations  of  population  for  State  legislative 
apportionment  or  districting- 
hearings,  07011 
law,  06713 
report,  00425,  07146 
taxation  of  depositories  act,  amend - 

report,  11394 
trends  in  organization  of  State  legislative  com- 
mittees, 08890 
unemployment    compensation    laws,    informa- 
tional material,  08916 
vocational  rehabilitation  agency,  program  and 

financial  plan,  06466 
see  also  Intergovernmental  relations. 
Static  pressure,  see  Pressure. 
Stationary  engineers: 

employment  outlook,  09944 
Stationary  firemem: 

boiler,  employment  outlook,  09944 
Stationery: 
correspondence    management,    HUD    printed 
stationery,  01133 
Statistical  clerks: 

statistical  clerks,  employment  outlook,  09950 
Statistical  processes: 
statistical  study  of  tropical  cyclone  positioning 
errors  with  economic  applications,  12973 
Statistical  Reporting  Service: 
reports,  checklist,  03509 
SRS  series,  01597 
Statisticians: 

employment  outlook,  09995 
labor,  manpower  and  price   statistics  training 
program   for  statisticians   and  economists 
of  other  countries,  06000 
Statistics: 
economic  statistics  for  State  and  local  govern- 
ment use,  remarks,  06038 
FAA  statistical  handbook  of  aviation,  calendar 

year  1974,  12118 
Federal  statistical  directory,  01265 
measuring   markets,   guide   to   use   of   Federal 

and  State  statistical  data,  02400 
occupational  safety  and  health  statistics,  con- 
cepts and  methods,  02861 
social  statistics  for  elderly,  Omaha,  10579 
statistical  abstract  of  United  States  - 
departmental  edition,  08664,  10580 
document  edition,  10699 
statistical  profile  USA,  selected  statistical  in- 
formation   related    to    housing   and    urban 
development,  12480 
statistical  report,  02580-1 
statistical  reporter  (periodical),  04541 
statistical    summary,    air    carrier    enforcement 

cases,  1972,  07616 
wildfire  statistics,  1974,  01080 
works    of    5th    all-Union    school-seminar    on 
statistical    hydroacoustics,     USSR    study, 
01190-1 
1973  wildfire  statistics,  09728 
see  also  Vital  statistics. 
Stators: 

nickel-base  alloy,  NASA  WAZ-16,  with  poten- 
tial for  gas  turbine  stator  vane  application, 
06221 
rotor-to-stator  spacing  on  acoustic  per- 
formance of  full-scale  fan  (QF-5)  for  tur- 
bofan  engines,  10118 


turbine  for  ordnance  turbojet  engine,  cold-air 
performance,  10144 
Statuary,  see  Sculpture  and  statuary. 
Statute  of  limitations,  see  Limitations  (law). 
Statutes: 

compilation  of  statutes  relating  to  Agricultural 
Marketing  Service  and  closely  related  ac- 
tivities, 01654 

pesticides,  legal  compilation  of  statutes  and 
legislative  history,  09448 

use  of  State  revenue  statutes  in  organized 
crime  prosecutions,  12632 

see  also  Law. 
Statutes  at  large: 

91st  Cong.,  2d  sess.- 
public  law,  05815 
Steady  state,  see  Equilibrium. 
Steam: 

effects  of  cold  leg  steam  and  flow  baffles  on 
ECC  delivery  in  simulated  multiloop  PWR 
geometry  with  steam  upflow  and  super- 
heated walls,  07469 

steam  car  control  analysis,  08584,  12079 
Steam  electric  plants,  see  Electric  power  plants. 
Steam  generators: 

standards  for  calculating  strength  of  reactor 
components,  steam  generators,  vessels, 
and  piping  of  atomic  power  stations,  test 
and  research  reactors,  and  installations, 
07472 
Steam  power  plants: 

waterfowl    monitoring    investigations,    migrant 
and    wintering    populations,    steam    plant 
sites,  03352 
Steamships: 

Bertrand,  history,  excavation  and  architecture, 
12988 

steamboatin'  on  the  Snake,  09727 
Steel: 

basic  steel  industry,  collective  bargaining  sum- 
mary, 07966 

commercial  steel  forgings,  current  industrial 
reports,  00163 

comparative  in-place  cost  between  wood  and 
steel  residential  floor  and  wall  framing, 
02643 

cooper-containing  steels,  reducing  surface  hot 
shortness  using  silicon  additions  and  con- 
trolled reheating  conditions,  06130 

cyclic  mechanical  tests  and  appropriate 
analytical  stress-strain  model  for  A3  steel, 
05621 

data  base,  potential  for  energy  conservation  in 
9  selected  industries,  steel,  07627 

effect  of  specimen  thickness  on  fatigue  crack- 
growth  rate  in  5Ni-Cr-Mo-V  steel  com- 
parison of  heat-treated  and  stress-relieved 
specimens,  13019 

fracture  characteristics  of  structural  steels  and 
weldments,  11979 

further  observations  on  A533-B  steel  plate 
tailored  for  improved  radiation  embrittle- 
ment  resistance,  01494 

import  data,  shipments  from  exporting  coun- 
tries by  category  of  TSUSA  number  and 
type  of  steel,  04543 

investigation  of  fracture  toughness,  fatigue- 
crack  growth,  sustained-load  flaw  growth, 
and  impact  properties  of  3  pressure  vessel 
steels,  08143,  08143 

investigation  of  railroad  freight  rate  structure, 
02808 

iron  and  steel  foundries  and  steel  ingot  produ 
cers,  00154 
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iron  and  steel  scrap,  mineral  industry  survey, 

monthly,  04094 
iron  and  steel  scrap,  mineral  industry  surveys, 

08047-8 
proposed  use  of  steel  shot  for  hunting  water- 
fowl in  United  States,  final  environmental 
statement,  07680 
removal  of   lead  and   zinc   and   production   or 
prereduced      pellets      from      steelmaking 
wastes,  10094 
RFI    shielding    effectiveness    of    steel    sheets 

with  partly  welded  seams,  11980 
slag,     iron     and     steel.      Minerals     yearbook 

chapter,  02920 
steel  demand,   capital  costs,   and   imports   im- 
pact   on    steel    industry's    capital    needs, 
07445 
subcritical  crack  growth  in  ship  steels,  study, 
01551 
Steel  mills: 

products,  current  industrial  reports,  10554 
shapes,  inventories,  current  industrial  reports, 

03659 
study  of  characteristics  of  liquid  wastes  from 
integrated  steel  mill,  Bethlehem  Steel  Co., 
industrial  waste  survey  report,  06457 
study  of  characteristics  of  liquid  wastes  from 
integrated  steel  mill,  U.S.  Steel  Co,  indus- 
trial waste  survey  report,  06455 
Stein,  Lucie: 

relief,  10848 
Stem  rust: 
destroy  barberry  bushes  to  control  stem  rust, 
06527 
Stenographers: 
career  with  FHWA,  typists  and  stenographers, 

07656 
civil  service  announcement,  06646 
employment  outlook,  09951 
Stenography: 

stenography,     typing,     and     writing,     subject 
bibliography,  01764 
Stephan,  Boulos: 

relief,  10828 
Stevens,  John  P.: 
nomination - 
hearings,  11588 
Stimulators: 
biostimulation    characteristics    of    wastes    and 
receiving    waters    of    Snake    River    basin, 
09329 
Stimulus: 
perception     of     audio-visual     stimuli,     USSR 

study,  07908 
repetition     and     dark     adaptation     effects     on 
visual  evoked  responses  in  rat,  10057 
Stochastic  methods: 

digital    program    for    solving   linear    stochastic 
optimal   control   and   estimation   problem. 
06228 
stochastic  sea  state  for  SRB  studies,  12776 
stochastic    structure    of    cloud    and    radiation 
fields,  02999 
Stock  catalogs,  see  Catalogs. 
Stock  clerks: 

employment  outlook,  09949 
Stockholders,  see  also  Securities. 
Stockmen: 

farmers   and   ranchers,   soil   surveys   can   help 
you,  00042 
Stockpiling,  tee  Strategic  materials. 
Stocks: 

capitalization  status  of  Rural  Telephone  Bank. 
00354 


credit  by  banks  for  purpose  of  purchasing  or 

carrying  margin  stocks,  01028 
qualified   stock   option  deductions   for  income 

tax,  02128 
see  also  Securities. 
Stockton,  Calif.: 

floods,  Southeast  Stream  Group,  09291 
Stockyards: 

Packers  and  stockyards  act,  amend - 

hearings,  06909 
Packers  and  stockyards  act,  fair  play  in  mar- 
ketplace, 06529 
packers  and  stockyards  resume,  04340 
Stokes  Creek: 

flood  plain  information,  05639 
STOL  (short  takeoff  and  landing),  see  Aircraft- 
Airplanes. 
Stone: 

building  stones  of  our  Nation's  Capital,  12373 
energy  consumption,  paper,  stone,  clay,  glass, 

concrete  and  food  industries,  09397 
mineral  industry  surveys,  08102 
stone     money    of    Yap,     numismatic     survey, 

01559 
stone,  clay,  glass,  and  concrete  products,  cen- 
sus of  transportation,  00136 
Stone,  Mitsue  K.: 

relief.  10842 
Stoneflies: 

revision      of      stonefly      family      Nemouridae 
(Plecoptera),     study    of    world    fauna    at 
generic  level,  01557 
Stonemasons,  see  Masons. 
Stoney  Branch: 

and  3  tributaries,  floods,  Stoney  Branch,  Rock 
Hill,  S.C..  09284 
Stophel,  Glenn  C: 
nomination - 
hearings,  11600 
Stopping  (mining),  see  Mines  and  mining. 
Storage. 

canning,  freezing,  and  storage  of  foods,  sub- 
ject bibliography,  01759 
cost  of  storing  and  handling  cotton  at  public 

storage  facilities,  00834 
effect  of  storage  conditions  on  quality  of  com- 
pressed food  bars,  00086 
food  storage  guide  for  schools  and  institutions, 

00037 

household     moving     and     storage,     Syracuse, 

N.Y.,  industry  wage  survey  report,  07977 

household    moving   and   storage,    Utica-Rome, 

N.Y.,  industry  wage  survey  report,  07978 

long-term    storage   of   yellow    and   paper  birch 

seed,  01055 
potential   pumped    storage   projects   in   Pacific 

Southwest,  12201 
rigid  pavements  for  roads,  streets,  walks,  and 

open  storage  areas,  00098 
shrinkage  of  peanuts  in  storage  in  Southeast, 

08524 
snow     cache     seedling     storage,      successful 

systems.  12287 
storage  management  at  installation  and  depot 

levels.  01746 
underground    storage    of    natural    gas    by    in- 
terstate pipeline  companies,  12204 
winter  storage  and  packaging  effects  on  Lucky 
Peak  seedlings.  01050 
Storage  cases: 

chests,    cases,    packages,    special    containers, 
shipping   and    storage   containers,    Federal 
item  identification  guide,  11851 
Stores: 

buying  for  retail  stores,  bibliography,  08364 
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department  store  retailing  in  era  of  change, 
09173 

department  stores,  Buffalo,  N.Y.,  industry 
wage  survey  report,  07972 

department  stores,  Nassau  and  Suffolk  Coun- 
ties, N.Y.,  industry  wage  survey  report, 
07973 

department  stores,  New  York  metropolitan 
area,  industry  wage  survey  report,  07974 

department  stores,  sales,  selected  areas,  cur- 
rent business  reports,  03633 

methods  and  costs  for  warehouse  assembly  of 
grocery  orders  for  small  stores,  10396 

retail  food  stores,  10034 

retail  sales,  current  business  reports,  03630 

retail  stores,  annual  sales  and  purchases,  year- 
end  inventories  and  accounts  receivable, 
00150 

retail  trade,  annual  and  purchases,  year-end  in- 
ventories, and  accounts  receivable  of 
retail  stores  by  kind  of  business,  04807 

retail,  sales  and  accounts  receivable,  current 
business  reports,  03634 

retail,  sales,  current  business  reports,  03637 
Storm  King  Mountain: 

Consolidated  Edison  Co.  of  N.Y.  to  construct 
pump      storage      plant,      oversight      on 
proposal  - 
hearings,  02088 
Storms: 

climatology  of  Lake  Erie  storm  surges  at  Buf- 
falo and  Toledo,  06378 

data,  monthly,  04546 

National  East  Coast  winter  storms  operations 
plan,  01444,  03049 

severe  local  storm  warning  service  and  tor- 
nado statistics,  06413 

tropical  storm  Agnes,  June  1972,  basins  of 
Susquehanna  and  Potomac  Rivers  and 
Maryland  portions  of  Chesapeake  Bay  and 
Atlantic  Coast,  05663,  09301 

see  also  Hurricanes. 
Stoves: 

kitchen  ranges,  fact  sheet,  09076 

ranges,  electric,  gas  and  oil  burning,  Federal 
item  identification  guide,  11678 

space  heaters  and  wood  and  coal  burning  heat- 
ing stoves,  fact  sheet,  09095 
Straight  Creek: 

floods,  09274 
Straight  Creek  Tunnel: 

Colo.,      engineering      geologic,      geophysical, 
hydrologic,  and  rock-mechanics  investiga- 
tions of  tunnel  site  and  pilot  bore,  09806 
Strainers: 

microstraining    and   disinfection    of   combined 
sewer  overflows,  09403 
Strains  and  stresses: 

comparative  thermal  fatigue  resistances  of 
twenty-six  nickel-  and  cobalt-base  alloys, 
01360 

computerized  symbolic  integration  technique 
for  development  of  triangular  and  quadri- 
lateral composite  shallow-shell  finite  ele- 
ments, 02976 

crack  propagation  at  interface  between  two 
dissimilar  media,  characteristics,  06428 

cyclic  mechanical  tests  and  appropriate 
analytical  stress-strain  model  for  A36 
steel,  05621 

determination  of  in-situ  state  of  stress  in  soil 
masses,  02535 

effect  of  axial  load  on  mode  shapes  and 
frequencies  of  beams,  02989 


effect  of  shearing  strain-rate  on  ultimate  shear 
resistance  of  clay,  12772 

effect  of  specimen  thickness  on  fatigue  crack- 
growth  rate  in  5Ni-Cr-Mo-V  steel  com- 
parison of  heat-treated  and  stress-relieved 
specimens,  13019 

fatigue  life  of  Ti-6A1-4V  titanium  alloy  sheet  in 
annealed  and  solution-treated  and  aged 
condition,  effect  of  outdoor  exposure  at 
ambient  and  elevated  temperatures  on, 
12818 

fatigue  tests  of  bituminous  membrane  roofing 
specimens,  06284 

finite  elastoplastic  deformation,  FIPDEF  and 
FIPAX  programs  for  CDC  6600,  user's 
guide  for  analysis,  10101 

improved  properties  of  lead-antimony  alloys 
by  thermomechanical  treatments,  12731 

investigation  of  fracture  toughness,  fatigue- 
crack  growth,  sustained-load  flaw  growth, 
and  impact  properties  of  3  pressure  vessel 
steels,  08143 

lean  mass  concrete,  tensile  and  compressive 
strengths,  09305 

metallic  materials  and  elements  for  aerospace 
vehicle  structures,  07397 

new  look  at  structural  energy  dissipation, 
05620 

nonlinear  equations  of  motion  for  elastic  bend- 
ing and  torsion  of  twisted  nonuniform 
rotor  blades,  06227 

photoelastic  analysis  of  shrinkage  stresses  and 
its  application  to  micromechanics  of  com- 
posites, 13017 

PLANS,  finite  element  program  for  nonlinear 
analysis  of  structures,  02937 

rough-to-smooth  transition  of  equilibrium 
neutral  constant  stress  layer,  02957 

strain  measurement  results  from  4  un- 
derground nuclear  explosions  in  Yucca 
and  Frenchman  Flats,  Nev.,  12434 

stress  and  fatigue  analysis  of  3  piece  wheels 
Chevrolet  part  no. 3785013,  12934 

stresses  in  cylindrically  hollow  (drilled)  balls 
experimental  evaluation,  06151 

subcritical  crack  growth  in  ship  steels,  study 
01551 

tensile  and  creep  properties  of  titanium 
vanadium,  titanium-molybdenum,  and 
titanium-niobium  alloys,  06204 

use  of  strainrange  partitioning  to  predict  high 
temperature  low-cycle  fatigue  life,  12830 

work-hardening  and  strain  rate   sensitivity  of 
flow    stress     in    high    purity    ice    single 
crystals,  07514 
Straps: 

Federal  item  identification  guide,  11799 

hardware,  bands,  straps,  strapping,  and  com- 
ponents, Federal  item  identification  guide, 
07391-11853-5 
Strategic  materials: 

stockpile  information,  GSA  release,  04544 

U.S.  life  lines,  imports  of  essential  materials, 
and   impact   of  waterborne  commerce  on 
Nation,  06418 
Strategy,  see  Military  art  and  science. 
Stratification: 

procedures     for     measurement     in     stratified 
gases,  05706 
Stratigraphy: 

Bannu  and  Dera  Ismail  Khan  areas,  Pakistan, 
05882 

changes  in  stratigraphic  nomenclature  by 
Geological  Survey,  07829,  07833 

contributions  to  stratigraphy,  07829-31,  12375 
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lithology  and  uranium  potential  of  Jurassic  for- 
mations in  San  Ysidro-Cuba  and  Majors 
Ranch  areas,  northwestern  New  Mexico, 
12374 
stratigraphic  and  structural  relationships  of 
Brimfield  Group  in  northeast-central  Con- 
necticut and  adjacent  Massachusetts, 
07828 
stratigraphic  nomenclature  of  Thirtynine   Mile 

volcanic  field,  central  Colorado,  07830 
stratigraphy  of  Paleozoic  rocks  in  Carlin-Pinon 
Range  area,  Nevada,  12428 
Stratosphere: 

international  legal  and  institutional  aspects  of 

stratosphere  ozone  problem,  00638 
ozone  depletion  - 

hearings,  02229,  11447 
solar  eclipse  effect  on  subpolar  stratosphere, 

investigation,  08597 
sources   and   sinks   of   water   vapor   in   strato- 
sphere, 08279 
Stratospheric  research  and  protection  act- 
report,  01973 
study  of  lower  stratospheric  thermal  structure 
and    total    ozone    from    Nimbus-4    IRIS, 
08184 
Strawberry  Valley  project: 
condition    of    major    water    system    structures 
and     facilities,     upper     Colorado     region, 
13068 
Streams,  see  Rivers. 
Streets,  see  Roads  and  highways. 
Streetsboro,  Ohio: 

floods,   Cuyahoga   River,   Franklin  TWP,   and 
Shalersville  TWP.  Ohio,  09275 
Strength  of  materials: 

tensile  and  compressive  strengths,  correlation 

for  lean  mass  concrete,  09305 
testing    bulk    compressive    strength    of    rocks, 
USSR  study,  07889 
Streptococcal  infections: 

strep   infections,    infectious   disease    research, 
06338 
Streptococci: 
streptococcus      mutans     and     dental     caries, 
discussion  proceedings,  06339 
Stress  (physiology): 

hemostatic  alterations  following  severe  dysbar- 

ic  stress,  10059 
human  capacity  for  work  under  special  condi- 
tions in  hermetic  chamber,   USSR  study, 
02814 
Stresses,  see  Strains  and  stresses. 
Stresses  (mechanical),  see  Strains  and  stresses. 
Strikes  and  lockouts: 
exploring  alternatives  to  strike,  06005 
work  stoppages,  04727 

work  stoppages  in   1972,  selected  final  tabula- 
tions. 06043 
Strip   mines,  see   Coal  mines  and   mining-Mines 

and  mining. 
Strokes: 

NINDS  stroke  research  program.  03037 
Structural    analysis    (mathematics),    see    Lattice 

theories. 
Structural  composites,  see  Composite  materials. 
Structural  design: 

design  of  structures  to  resist  effects  of  atomic 

weapons.  04790 
design  of  structures  to  resist  effects  of  atomic 
weapons,    buried    and    semiburied    struc- 
tures. 10510 
dynamic  loads  and  structural  criteria,  04794 


facility  design  and  planning,  Air  Force  design 
manual,    definitive    designs   of   Air   Force 
structures,  06555 
heating    loads    in    old    residential    structures, 

evaluation,  12476 
highways  in  river  environment,  hydraulic  and 
environmental       design        considerations, 
training  and  design  manual,  05788 
introducing  roadway  design  system,  02521 
rear  end  structural  crashworthiness  of  unitized 
construction  vehicles,  10212-3 
Structural  dynamics,  see  Dynamics. 
Structural  engineering,  see  Building. 
Structural  geology,  see  Geology. 
Structural  mechanics: 

matrix    form   of   computing   and   programming 
problems  in  structural  mechanics  on  com- 
puters, USSR  study,  12602 
Structural  models,  see  Models  (structural). 
Structural  sandwich,  see  Sandwich  construction. 
Structural  shapes: 

structural    shapes,    nonmetallic.    Federal    item 
identification  guide,  02360 
Structures,  see  Buildings-Strains  and  stresses. 
Struts: 

nonreactive   mixing  study   of  scramjet   swept- 
strut  fuel  injector,  08160 
Student  loan  program,  see  Students. 
Student  pilots,  see  Aviators. 
Students: 

ACTION,    message    to    underclassmen    from 

Peace  Corps  and  VISTA,  00005 
advanced    simulation    in    undergraduate    pilot 
training,    automatic    instructional    system, 
00062 
advanced    simulation    in    undergraduate    pilot 

training,  systems  integration,  00063 
American  students  and  teachers  abroad,  09204 
assistance  under   Higher  education  act,  over- 
sight and  information  - 
hearings,  07293-4 
examination  of  guaranteed   student  loan   pro- 
gram, 1974- 
hearings,  05530 
filing  and  dependency  information  for  students 

and  parents,  02739 
financial  assistance- 
hearings,  05170-1.  11096 
first  ponder,   then  dare,   disabled   students  of 

America,  01511 
graduate  program  in  clinical  psychology,  coun- 
seling   psychology,    research    psychology, 
10514 
guaranteed  student  loans,   1974  appropriations 
available - 
report,  08943,  08943 
high  energy  physicists  and  graduate  students, 

1975  census.  07489 
high     school     seniors,     national     longitudinal 

study,  09215 
letterwriting   for    secretaries,    student   manual, 

017% 
loan  insurance  fund,  01899 
loan    insurance    fund,    1973,    financial    state- 
ments, GAO  examination.  04963,  09737 
optimum    selection    and    recruitment    problem 
for     student     academic     groups     process, 
USSR  study.  12606 
physician  shortage  areas  for  purposes  of  can- 
cellation   of    health    professions    student 
loans  and  repayment  of  educational  loans, 
05903 
pupil  transportation  safety,  03027 
school     enrollment,      social     and      economic 
characteristics  of  students,  00175 
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Students-Con. 
smallpox    vaccination    requirement   for   public 
school  students  in  District  of  Columbia, 
repeal  - 
report,  09002 
special  studies  of  our  nation's  students,  00847 
student  financial  assistance  (institutional  aid)- 

hearings,  05169 
student  originated  studies  projects,  abstract  re- 
ports, 08310 
travel  patterns  and  problems  of  suburban  high 
school  males,  12160 
Studs,  see  Bolts  and  nuts. 
Stuffing: 
stuffing    materials   and   leather.    Federal    item 
identification  guide,  11781 
Styrene-butadiene  rubber: 
data  base,  potential  for  energy  conservation  in 
9    selected    industries,    styrene    butadiene 
rubber,  07630 
Subarctic  region: 
subarctic    plant    communities    and    associated 
litter  and   soil  profiles   in  Caribou  Creek 
research  watershed,  interior  Alaska,  05607 
Subassemblies: 
fabrication  technology,  compilation,  06197 
subassemblies,     Federal     item     identification 
guide,  11752 
Subcommittee  on  Separation  of  Powers,  see  Ju- 
diciary Committee,  Senate. 
Subject  headings: 
Library  of  Congress,  supplement  to  LC  sub- 
ject headings,   quarterly   cumulative   sup- 
plement, 04565 
medical,  04056 
Submarine  boats: 
surface    ship     &    submarine     safety    review, 
fathom  (periodical),  03806 
Submarine  cables: 
ocean-cable   carriers,   uniform    system   of   ac- 
counts, FCC  rules  and  regulations,  03846 
Submarine  crews: 
biochemical  profiles  of  submariners,   longitu- 
dinal health  study,  08001 
longitudinal  health  study,  visual  characteristics 

of  750  submariners,  06077 
simplified  procedure  for  identification  of  op- 
timal  test    score   cut-off   points   for   non- 
rated  submariner  condidates,  01279 
Submarine  Medical  Center,  see  Naval  Submarine 

Medical  Center. 
Submarine    Medical    Research    Laboratory,    see 
Naval  Submarine  Medical  Research  Labora- 
tory. 
Submarine  medicine,  see  Medicine. 
Submariners,  see  Submarine  crews. 
Submarines,  see  Submarine  boats. 
Submerged  land,  see  Land. 
Submicron,  see  Particles. 
Subsidences  (earth  movements): 
land       subsidence       due       to       ground-water 
withdrawal,   Arvin-Maricopa   area,   Calif., 
07839 
studies  of  land  subsidence,  07839 
Subsidies: 
economics  of  Federal  subsidy  programs,  com- 
pendium of  papers,  06753 
operating-differential  subsidy,  12701 
public  employment  and  wage  subsidies,  10696 
Subsonic  aircraft,  see  Aircraft. 
Subsonic  flow,  see  Flow. 
Subsonic  speed,  see  Air  speed. 


Substrates: 

comparison  of  benthic  macroinvertebrates  col- 
lected by  dredge  and  limestone  substrate 
sampler,  05757 
Suction: 

effect  of  wall  edge  suction  on  performance  of 
short  annular  dump  diffuser  with  exit 
passage  flow  resistance,  12789 

heat  transfer  and  pressure  distribution  for 
laminar  separated  flows  downstream  or 
rearward-facing  steps  with  and  without 
mass  suction,  10129 

plehum  for  test  section  air  removal  in  Langley 
16-ft.  Transonic  tunnel,  10182 
Sudan: 

agricultural  commodities,  agreement,  03140 

background  notes,  06483 
Sudden  infant  death  syndrome  (SIDS),  see  In- 
fants. 
Suez  Canal: 

clearance  of  mines  and  unexploded  ordnance, 
agreement  with  Egypt,  03180 

cost  and  benefits  of  U.S.  participation  in 
reopening  Suez  Canal,  GAO  report,  07765 

salvage  operations  in  1974,  03077 

salvage  or  removal  of  navigational  hazards, 
agreement  with  Egypt,  03161 

Suez  Canal  clearance  status  of  United  States 
Forces  using  British  sovereign  base  areas 
in  Cyprus,  arrangement,  03208 
Suffolk  County,  N.Y.: 

area  wage  survey  report,  07945 

construction  industry,  industry  wage  survey 
report,  07969 

department  stores,  industry  wage  survey  re- 
port, 07973 

flood  plain  information,  coastal  flooding,  in- 
corporated village  of  North  Haven,  N.Y., 
09241 

floods,  Incorporated  Village  of  North  Haven, 
Long  Island,  N.Y.,  09260 

manpower     projections     for     Nassau-Suffolk 
area,  06003 
Sugar: 

act,  amend - 
hearings,  06905 

determination  of  wage  rates,  prices,  acreage, 
credit,  etc.,  04550 

economic  report,  U.S.  sugar  industry,  12259 

foreign  agriculture  circulars,  03944 

marketing  practices  and  price  spreads  for 
sugar,  1960-72,  04743 

marketing  situation,  review - 
hearings,  00448 

replacement  of  sugar  syrup  with  high-fructose 
syrup  in  imitation  maple  syrup,  10495 

requirements  and  area  quotas,  04553 

single  dimension,  multiple  development  thin- 
layer  chromatography  of  sugars  for  den- 
sitometric  quantification,  01049 

sugar  and  sweetner  report,  04548 

sugar  and  sweetner  situation,  04549 

sugar  market  news,  04551 

sugar  reports,  monthly,  04552 

sugarcane   farming  industry  and   sugar  manu- 
facturing     industry      in      Puerto      Rico, 
economic  report,  06501 
Sugar  beets: 

beet  sugar  processing  industry,  effluent  limita- 
tion guidelines,  09367 

beet  sugar,  segment  of  sugar  processing  point 
source  category,  effluent  limitations 
guidelines,  09341 

factory  wastes,  Buckeye  Sugar  Co.,  industrial 
waste  survey  report,  06456 
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Sugar  beets -Con. 

industrial  waste  survey  report,  10252 
Sugar  maple,  see  Maple. 
Sugarcane: 
air    pollutant    emissions    from    burning    sugar 
cane  and  pineapple  residues  from  Hawaii, 
00892 
sugarcane   farming   industry   and    sugar   manu- 
facturing     industry      in      Puerto      Rico, 
economic  reoort,  06501 
sugarcane    variety    tests    in    Florida,    harvest 
season,  10368 
Sugars,  see  Sugar. 
Suisun  Bay: 

water    quality    criteria    in    vicinity    of    waste 
discharge  of  Phillips  Petroleum  Co.,  Avon 
Refinery,  09489 
Suits: 
coveralls,    pajamas,    and    suits.    Federal    item 
identification  guide,  11792 
Sulfates: 

crystal   structure   transformations   in   inorganic 
sulfates,     phosphates,     perchlorates,     and 
chromates,  12868 
Sulfides: 
controlling  sulfides  in  sanitary  sewers  using  air 
and  oxygen, 02465 
Sulfur: 
cost-effectiveness   of   uniform   national   sulfur 

emissions  tax,  05752 
desilication  of   minerals   with   sulfur  and   car- 
bon, preliminary  investigation,  10066 
effect  of  fuel  sulfur  on  NOx  emissions  from 

premixed  flames,  07568 
electrophoretic    separation   method  to  remove 
pyritic  sulfur  from  coal,  evaluation,  10092 
frasch  and  recovered,  mineral  industry  survey, 

monthly,  04554 
fuel  oils  by  sulfur  content,  monthly,  mineral 

industry  survey,  03965 
microwave  spectra  of  some  sulfur  and  nitrogen 

compounds,  10130 
mineral  industry  surveys,  08103 
process    for    cleaning    and    removal    of    sulfur 

compounds  from  low  Btu  gases,  01814 
reduction  of  atmospheric  pollution  by  applica- 
tion    of     fluidized-bed     combustion     and 
regeneration     of     sulfur-containing     addi- 
tives, 00935 
reserve  base  of  U.S.  coals  by  sulfur  content, 

08044 
sand-sulfur-asphalt  paving  materials,  02928 
Sulfur  dioxide: 
absorption  of  sulfur  dioxide  in  spray  column 
and  turbulent  contracting  absorbers,  07557 
computer     simulation     of     aircraft-based     dif- 
ferential absorption  and  scattering  system 
for    retrieval    of    S02     vertical    profiles, 
08162 
method   for  evaluating  S02  abatement  strate- 
gies. 00925 
S02     reduction     in     non-utility     combustion 
sources,     technical    and    economic    com- 
parison of  alternatives.  07567 
summary     report    on     modeling     analysis    of 
selected   power  plants   in   128   AQCRs   for 
evaluation  of  impact  on  ambient  S02  con- 
centrations, 00962-3 
Sulfur  oxides: 
control - 

hearings,  05301 
control  technology,  report,  00252 
health  consequences  for  sulfur  oxides,  errata. 
09371 


refinery    catalytic    cracker    regenerator    SOx 

control  process  survey,  00932 
report  to  Congress  on  control  of  sulfur  oxides, 

09468 
report  to  Congress  on  control  of  sulfur  oxides, 
print  as  Senate  document - 
report,  11370 
sulfur   oxide    measurement   in   aircraft   turbine 
engine  exhaust,  13165 
Sulfuric  acid: 

flue    gas    desulfurization     and     sulfuric    acid 

production  via  magnesia  scrubbing,  13185 
molecular  sieve  control  process  in  sulfuric  acid 

plants.  12038 
neutralization    of    abatement    derived    surfuric 

acid,  05700 
phosphoric     acid     by     direct     sulfuric     acid 
digestion    of    Florida    land-pebble    matrix, 
01321 
Sullivan,  Leonor  K.: 

unveiling  of  portrait,  04995 
Sulu  Archipelago: 

sailing  directions,  11888 
Summer: 

radar  derived  spatial  statistics  of  summer  rain, 
experiment  description,  01333 
Summer  employment,  see  Employment. 
Summer  lake: 

solute  balance  at  Abert  and  Summer  Lakes, 
south-central  Oregon,  07840 
Sumner  Dam  and  Lake: 
designate  - 
report,  05333 
Sumter  County,  Fla.: 

floods,  Withlacoochee  River,  09287 
Sumter  National  Forest: 

general  information,  12330-1 
Sun: 

canopy  sun  glint  evaluation  and  display  stan- 
dard, 01748 
eclipse    effect    on    subpolar    stratosphere,    in- 
vestigation, 08597 
solar-geophysical  data  (periodical),  04526 
Sun  Mi  Kim,  see  Kim,  Sun  Mi. 
Sun  Valley,  Idaho: 

floods,  Ketchum,  Idaho,  Trail  Creek,  09261 
Sun  Yang  Kim,  see  Kim,  Sun  Yang. 
Sunrise  Mine: 

major  mining  proposal,  01079 
Superalloys,  see  Alloys. 
Superconductivity: 

advances  in  measurement  of  rf  power  and  at- 
tenuation using  SQUIDS,  03007 
engineering  applications  of  superconductivity- 
abstracts   of  papers   for  conference,   USSR 
study,  12599 
metallurgical   processing   and   superconducting 

parameters  of  the  V3Ga  A15  phase,  01493 
program  of  conference  on  technical  utilization 

of  superconductivity,  USSR  study,  078% 
superconducting   devices   and   materials,   quar- 
terly literature  survey,  04564 
Superconductors: 

magnetic    torque    on    rotating    superconducting 
sphere,  06251 
Superheaters: 

effects  of  cold  leg  steam  and  flow   baffles  on 
ECC  delivery  in  simulated  multiloop  PWR 
geometry    with    steam    upflow    and    super- 
heated walls.  07469 
Superintendent     of     Documents,     see    Assistant 
Public     Printer     (Superintendent     of     Docu- 
ments). 
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Superior,  Wis.: 
ports  of  Duluth,   Minn.,   and  Superior,   Wis., 
02438 
Supermarkets: 
employment    outlook    for    retail    food    stores, 
10034 
Superphosphates,  see  Phosphates. 
Superposition  (mathematics): 
transient  response  of  shells  of  revolution  by 
direct  integration  and  modal  superposition 
methods,  10098 
Supersonic  aerodynamics,  see  Aerodynamics. 
Supersonic  aircraft,  see  Aircraft. 
Supersonic  flow,  see  Flow. 
Supersonic  inlets,  see  Air  inlets  (aircraft). 
Supersonic  speed,  see  Air  speed. 
Supervision,  see  Supervisors. 
Supervisors: 
help  for  troubled  employee,  troubled  employee 

program  supervisor's  guide,  02723 
interagency  training  program,  supervision  and 
group    performance,     instructor's    guide, 
01795 
manager's/supervisor's  role   in   equal  employ- 
ment    opportunity,     participant     manual, 
01797 
method    of    determining    desirable    task    ex- 
periences for  first-line  supervisors,  01690 
postal,  arbitration  board  to  settle  disputes  with 
Postal  Service,  establish- 
report,  08832 
ratings    of    first-term    airmen    on    supervisory 
potential    and    technical    competence    in 
AFSC's  462XO  and  812XO,  10430 
supervisor's  guide  to  labor  relations  in  Federal 

Government,  01812 
supervisor's   guide,   employee   assistance   pro- 
gram   for    alcoholism    and    drug    control, 
01639 
surface  mine  fatalities,  health  and  safety  re- 
port reference  for  supervisors,  12752 
Supplies,   see   Agricultural   supplies-Government 

supplies-Military  supplies-Surgical  supplies. 
Supplies    and    Shortages,    National    Commission 
on,   see   National  Commission   on   Supplies 
and  Shortages. 
Supply  and  demand: 
agricultural  supply  and  demand,  03404 
consumer  demand  and  characteristics  of  con- 
sumption goods,  05986 
coping  with  possible  natural  gas  shortage  this 
winter - 
hearings,  11111 
demand  analysis  solar  heating  and  cooling  of 

buildings,  06399 
demand  and  price  situation,  03734 
Domestic  supply  information  act- 

hearings,  09039 
future   supply-demand   situation   for  fertilizer, 
fuel,  and  pesticides  - 
hearings,  05426 
how  cooperatives  helped  farmers  in  time  of 

shortages,  05767 
materials  shortages  - 

hearings,  07255 
national    petroleum    product    supply    and    de- 
mand, 02512-3 
nineteen    seventy-two    petroleum    supply    and 

demand  in  non-Communist  world,  07641 
nuclear  related  technician  supply,  demand  sur- 
vey    for     Southern     Interstate     Nuclear 
Board,  01767 
outlook  for  prices  and  supplies   of  industrial 
raw  materials - 
hearings,  04916 


physician  shortage  areas  for  purposes  of  can- 
cellation   of    health    professions    student 
loans,  05903 
products  and  materials  shortages  research  and 
development - 
hearings,  05465 
steel  demand,  capital  costs,  and   imports  im- 
pact   on    steel    industry's    capital    needs, 
07445 
urban  travel  demand  forecasting  course,  03360 
Supply  catalog,  see  Military  supplies. 
Supply  Corps,  Navy,  see  Navy  Supply  Corps. 
Support  (family): 

child       support      payments      control,      Mas- 
sachusetts, Washington,   how   they  do  it, 
illustrations   of  practice  in  administration 
of  AFDC,  10517 
Supports: 

holders,  supports,  and  brackets,  electrical  and 
electronic,     Federal     item     identification 
guide,  11861-2 
miscellaneous    retainers,    hangers,    and    sup- 
ports,   Federal   item    identification   guide, 
02387 
MSFC  Skylab  Apollo  telescope  mount  experi- 
ment systems  mission  evaluation,  10124 
Suppressors: 

coils,  reactors,  suppressors,  and  transformers, 
Federal  item  identification  guide,  11683 
Suppressors  (noise),  see  Noise  suppressors. 
Supreme  Court: 

appropriations,  1975,  supplemental - 

proposal,  10706 
Associate    Justice,    nomination    of    John    P. 
Stevens - 
hearings,  11588 
cases  adjudged  - 

official  reports,  04318 
cases  adjudged,  Court  of  Claims  cases,  02330 
cases  adjudged,  United  States  reports,  08443 
journal,  04568 
Surcharge,  see  Tariff. 
Sureties,  see  Bonds  of  officers,  etc. 
Surf,  see  Waves. 

Surface  area  measurements,  see  Surfaces. 
Surface  areas: 

deltapine   smoothleaf,   hopicala  and  pima  S-2 
cotton  plants,  08551 
Surface    mining,    see    Coal    mines    and    mining- 
Mines  and  mining. 
Surface  motion  measurements,  see  Surfaces. 
Surface  water,  see  Water. 
Surfaces: 

airport  design  standards,  airports  served  by  air 
carriers,  surface  gradient  and  line-of -sight, 
06567 
analysis  of  buoy  coating  specimens  exposed  in 
seawater     at     Daytona     Beach,     Florida, 
01815 
bituminous  surfacing,  Norris  Canyon,  environ- 
mental assessment,  06388 
fluid-solid     surface     interactions,     symposium 

proceedings,  06444 
heat  transfer  characteristics  of  bubble-induced 

water  jet  impinging  on  ice  surface,  1 1974 
porous  friction  courses  and  roadway  surface 

noise,  12155 
relationships    between    motion    on    isentropic 
surfaces   from   3-H   rawinsonde   data   and 
radar  echoes,  06177 
scattering   of   waves   by    statistically   irregular 

surfaces,  USSR  study,  01202-3 
stem  surface  area  equations  for  4  tree  species 
of  New  Mexico  and  Arizona,  05829 
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Surgeon  General's  Scientific  Advisory 
Committee  on  Television  and  Social 
Behavior: 
hearings,  print  additional  copies  - 
report,  11349 
Surgery: 
Army  medical  research,  bibliography,  08610 
getting  ready  for  national  health  insurance,  un- 
necessary surgery  - 
hearings,  00484 
Surgical  dressings,  see  Bandages  and  bandaging. 
Surgical  instruments  and  apparatus: 
medical  and  surgical  instruments,  equipment, 
and   supplies,   Federal   item   identification 
guide,  07364 
Surgical  supplies: 
medical  and  surgical  instruments,  equipment, 
and   supplies,   Federal   item    identification 
guide,  07364 
Surinam: 
economic    trends    and    their    implications    for 
United  States,  01168 
Surplus  property: 
disposal  in  American  Samoa,  Guam,  and  Trust 
Territory  of  Pacific  Islands  of  excess  and 
surplus  property - 
hearings,  11106 
report,  05045 
disposal  of  excess  property  located  within  In- 
dian reservations - 
report,  05047 
settlement,  agreement  with  India,  03282 
see  also  Personal  property. 
Surveillance: 
development  of  a  prototype  airborne  oil  sur- 
veillance system,  06655 
early  warning  system,  agreement  with- 
Egypt,  13145 
Israel,  13144 
wiretapping,     electronic     eavesdropping,     and 
other  surveillance - 
hearings,  11164-5 
Surveying: 
architectural,   engineering,   and  land-surveying 
services,  census  of  selected  service  indus- 
tries, 10543 
demonstration   of  acoustical   undergound   sur- 
vey   system    in    Washington    metropolitan 
area,  07664 
investigation      of      land      use      of      northern 
megalopolis  using  ERTS-1  imagery,  06155 
NASA    earth    resources    survey    symposium, 

proceedings,  08133 
restoration  of  lost  or  obliterated  corners  and 
subdivision    of    sections,    guide    for    sur- 
veyors, 01256 
why  survey  from  space?,  01339 
Surveyors: 

employment  outlook,  09996 
Surveys,  see  Social  surveys. 
Survival: 
germination    and    survival    of    Douglas    fir    in 

northern  California,  09676 
increase  in  conifer  seedling  survival  and  vigor 
on  east  Cascade  slope  with  soil  fumigant, 
01067 
study  of  requirements  for  commercial  vessel 
survival  systems,  00245 
Survivors,  see  Civil  service  pensions. 
Survivors  insurance: 

insurable  interest  annuities - 

report,  01963 
social  security  rulings,  04523 


Survivors'  benefits: 

annuity  entitlement  provisions  for  survivors  of 
non-regular  retired  personnel - 
report,  07161 
CHAMPVA  benefits  for  veterans'  survivors - 

hearings,  00515 
increases    in    comptensation    and    dependency 
and     compensation,     DIC,      for     certain 
veterans'  survivors 
hearings,  02103 
judicial  survivors'  annuity  program,  reform  - 

hearings,  02307 
medical  benefits  to  survivors  of  total  and  per- 
manent        service-connected         disabled 
veterans  - 
report,  10970 
Public  safety  officers  benefits  acts- 

hearings,  07003 
reinstatement  of  survivor  annuities  for  certain 
idows  and  widowers 
hearings,  02093 
retirement  and   survivor  benefits   for  railroad 

workers  and  their  families,  08340 
social  security,  statistics,  monthly,  04220 
veterans  and  survivors  non-service-connected 
pension  legislation - 
hearings,  05556 
Veterans    and    survivors    pension    adjustment 
act- 
law,  06711 

report,  01981,  02227,  07166 
veterans'     and    survivors'     compensation    in- 
creases- 
hearings,  07325 
your  social  security  rights  and  responsibilities, 
retirement  and  survivors  benefits,  13087 
Susquehanna  River  and  Valley: 

tropical  storm  Agnes,  Operation  Noah  2,  after 

action  report,  09300 
tropical    storm    Agnes,   June    1972,   basins   of 
Susquehanna    and    Potomac    Rivers    and 
Maryland  Dortions  of  Chesapeake  Bay  and 
Atlantic  Coast,  05663,  09301 
Susquehanna  River  Basin  Commission: 
public  works  appropriations,  1976- 
hearings,  02246 
Sussex  County,  Del: 

soil  survey  report,  08392 
Swamplands: 

acquisition  of  wetlands,  extend  time- 
hearings,  00495,  02261 
report,  11433 
wetlands  ecology   for  western  United  States, 
abstracted   bibliography   of  pertinent  stu- 
dies, 06045 
Swans: 

hunting,  possession,  transportation,  and  impor- 
tation, Federal  regulations,  02584 
Swaziland: 

background  notes ,  08409 
marketing,  11919 
Sweaters: 

jumpers,    sweaters,    and    undershirts,    Federal 
item  identification  guide,  11789 
Sweden: 

atomic  energy,  application  of  safeguards  pur- 
suant to  non-proliferation  treaty,  protocol, 
03295 
atomic    energy,    cooperation    for    civil    uses, 

agreement,  03159 
economic    trends    and    their    implications    for 

United  States,  01173,  09896 
marketing,  09182 

new  directions  in  Swedish  agricultural  policy, 
09203 
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Sweet  Home,  Oreg.: 

floods,  South  Santiam  River,  09283 
Sweetclover: 

resistance  to  sweetclover  root  borer,  08530 
Sweeteners: 

sugar  and  sweetener  report,  04548 
sugar  and  sweetener  situation,  04549 
Sweetwater  River  and  Valley: 
wild    river    system,     inclusion     of    segment, 
authorize  - 
report,  05052 
Swift  Creek: 

floods,  Chesterfield  County,  Va.,  09285 
Swimming: 

visibility  of  colored  targets  in  free-swimming 
scuba  search,  10056 
Swimming  pools: 

fact  sheet,  09075 
Swine: 

demonstration     of    three    recirculating    swine 

waste  management  systems,  09401 
garbage-feeding,    national    status    on    control, 

04261 
hog  feeder,  00034 
hogs  and  pigs,  03999 
house  for  dry  sows,  building  plan,  01667 
live  hogs,  commitments  of  traders,  03585 
measuring  respiratory  rates  and  volumes  of  ex- 
perimental swine,  08513 
protect  against   tuberculosis,   do's  and  don'ts 
for  swine,  for  cattle,  for  poultry,  00041 
Switch,  see  Electric  switchgear. 
Switchboards: 
consoles,    switchboards,    and    panels,    Federal 
item  identification  guide,  11773 
Switches,    see    Electric     switchgear-Lights    and 

lighting. 
Switzerland: 
air  charter  services,  agreement,  03207 
background  notes,  03120 

economic    trends    and    their    implications    for 
United  States,  09910 
SWPP,  see  Southwest  Power  Pool. 
Symbols: 
REDUCE  II,  FORMAC  program  for  symbolic 
reduction  of  large  block  diagrams,  12821 
Symmetry: 
computing    averaged    velocity    and    pulsation 
energy  in  turbulent  axisymmetrical  wake 
far  behind  streamlined  body,  USSR  study, 
02815 
low-speed  test  of  translating  lip  axisymmetric 

inlets  for  subsonic  transports,  06159 
transonic  off-design  drag  and  performance  of 
axisymmetric  inlet  with  40-percent  internal 
contraction  on  design,  10105 
Symposiums: 
measurements  for  safe  use  of  radiation  call  for 
papers,   NBS   symposium   announcement, 
01375 
Synchronizers: 
precise       time-dissemination       using       DME 
(VORTAC)     synchronization,     test     and 
evaluation,  of  system,  10321 
Synchros: 

synchros  and  resolvers,  Federal  item  identifi- 
cation guide,  00745 
Synoptic  meteorology,  see  Meteorology. 
Synthetic  fuels,  see  Fuel. 

Synthetic  organic   chemicals,   see   Organic   com- 
pounds. 
Synthetic  resins,  see  Plastics. 
Synthetic  rubber,  see  Rubber. 
Synthetic  woven  goods,  see  Textiles. 


Syracuse,  N.Y.: 

area  wage  survey,  02853,  07949 

household  moving  and  storage,  industry  wage 

survey  report,  07977 
union  wage  scales,  local  truckdrivers,  02874 
union  wage  scales,  printing  trades,  02866 
Syria: 

mineral  industry.   Minerals  yearbook  chapter, 
02906 
Syrups,  see  Sirups. 
Systematics,  see  Biology. 
Systems: 

HAR03  documentation,  computer  program  for 

modeling  water  quality  parameters,  09355 
major  systems  acquisition  reform - 

hearings,  02279 
MSFC  Skylab  Apollo  telescope  mount  experi- 
ment systems  mission  evaluation,  10124 
national  emissions  report,  1972,  national  emis- 
sions data  system  (NEDS)  of  aerometric 
and  emissions  reporting  system  (AEROS), 
09450 
system     integration    and    system     shakedown 
tests,  NAS  enroute  stage  A  model  A3dl, 
13151 
system  safety  checklist  Skylab  program  report, 

10126 
see  also  Electronic  data  processing  systems. 
Systems  analysis: 

analysis   of   water   resource   systems,   bibliog- 
raphy, 12514 
design  option  decision  tree,  method  for  syste- 
matic analysis  of  design  problems  and  in- 
tegration of  human  factors  data,  01686 
digital  simulation  facility/system  support  facili- 
ty interface  tests,  10316 
land    use    planning,    conceptual    development, 

09620 
state     of     system     (SOS)    model,     measuring 
growth  limitations - 
using  ecological  concepts.,  05744 
systems  analysis  of  traffic  law  system,  10214 
water  resource  systems  analysis,  selected  an- 
notated bibliography,  07868 
Systems  analysts,  see  Computer  specialists. 
Systems  Development  Office: 

programs  and  accomplishments,  13006 
Systems  engineering: 

ASRDI    oxygen    technology    survey,    oxygen 

systems  engineering  review,  01346 
development  of  a  prototype  human  resources 
data   handbook   for   systems    engineering, 
application  to  fire  control  systems,  01700 
planning  session  on  software  engineering  hand- 
book, report,  08210 
spacecraft  attitude  control  and  energy  storage, 

10139 
systems    engineering    for    power,    status    and 

prospects,  proceedings,  07466 
see  also  Systems -Systems  analysis. 
Systems  reliability,  see  Reliability  (mechanical). 
Systems  Research  and  Development  Service: 
report     FAA-RD     series,     06489,     10296-328, 
13149-77 
Systole,  see  Heart. 


T.R.  Produce  Company: 

highway  accident  report,  13002 
Tablets  (medicine): 

pharmaceutical  dosage  forms,  capsules/tablets, 
Federal  item  identification  guide,  09141 
Tableware: 

Federal  item  identification  guide,  07360 
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ACAN,  see  Air  navigation 
china  flies,  see  Flies. 

.chinidae,  see  Flies. 

Aconite  Harbor,  Minn.: 

ports,  02438 

ictics,  see  Military  art  and  science. 

ihoe  River  and  Valley: 

influences  on  wastewater  management  on  land 
use,  09472 

mI  (aircraft): 

,effect  of  vertical  tails  on  aerodynamic  charac- 
teristics of  model  with  59°  sweptback 
wing  at  Mach  0.30,  10115 

•experimental  parametric  studies  of  transonic 
T-tail  flutter,  08158 

ifree-flight  model  investigation  of  vertical-at- 
titude VTOL  fighter  with  twin  vertical 
tails.  02983 

tilings: 

controlling  radiation  hazard  from  uranium  mill 
tailings,  GAO  report,  12369 

electrokinetic  densification  of  mill  tailings, 
laboratory  experiments,  10075,  12718 

potential  radiological  impact  of  airborne 
releases  and  direct  gamma  radiation  to  in- 
dividuals living  near  inactive  uranium  mill 
tailings  piles,  13065 

radium  removal  from  uranium  ores  and  mill 
tailings,  12736 

ainter  gates,  see  Gates, 
aiwan: 

China,  Republic,  official  standard  names 
gazetteer,  02667 

marketing,  07438 

akeoff  (aircraft/spacecraft): 

visual  aids  to  alleviate  spatial  disorientation 
during  takeoff,  10309 

albot.  Randall  L 

relief,  10818.  11324 

ale: 

mineral  industry  surveys,  08104-5 

symposium,  proceedings.  06082 
alking  books: 

cassette  books,  catalog,  01262 

topics.  04573 
all.es 

effective  use  of  computing  technology  in  vote- 
tallying.  06288 
amarix: 

water  use  by  saltcedar  as  measured  by  water 

budget  method,  02671 
AMMS    (the    Army    maintenance    management 

system),  see  Army, 
ampa,  Fla 

municipal  government  wage  surveys,  06018 
ankers 

tanker  ballasting,  how  light  can  you  go?,  12703 

tankers  and  marine  environment- 
hearings.  05470 

vessel   inventory   report.    U.S.    flag  dry   cargo 

and  tanker  fleets.  01278  07999 
anks  (combat  vehicles): 

cost  increase  of  M60AI  tank- 
heanngs.  09033 

tank    employment/antimechanized    operations, 

12696 
anks  (containers) 

abort  separation  study  of  shuttle  orbiter  and 
external  tank  at  hypersonic  speeds,  06203 

cryogenic  liquid  propellant  tank,  computer 
programs  for  pressurization  (ramp)  and 
pressurized  explusion.  10133 

feasibility  test  program  of  application  of 
coalescing    phase   oil/water    separators    to 


self   compensating   fuel    tanks    in    surface 
ships,  00243 
investigation   of   aircraft   fuel   tank   explosions 
and  nitrogen  inerting  requirements  during 
ground  fires.  13166 
organizational  maintenance,  military  petroleum 

tanks.  08601 
pressurant  requirements  for  discharge  of  liquid 
methane    from    I  52-meter-(5-ft)   diameter 
spherical  tank,  10146 
Tanning  and  tanning  materials: 

extension   of  existing   suspension   of   duly   on 
dyeing  and  tanning  materials- 
law,  00258 
report,  06824 
leather   tanning    and    finishing,    industry    wage 

survey.  05991 
metals.  12740 
Tantalum 

addition  of  oxygen  to  and  distribution  of  ox- 
ides in  tantalum  alloy  Till  at  low  concen- 
trations, 01352 
mineral  industry  surveys,  08031 
nitride  intermediates  in  preparation  of  colum- 
bium,  vanadium,  and  tantalum 
Tanzania: 

agricultural  commodities  agreement,  13146 
mineral   industry,    minerals   yearbook   chapter, 
12715 
Tape: 

development  of  USES  aptitude  test  battery  for 
taper,  01269 
Tape  (magnetic),  see  Magnetic  tape. 
Tape  recorders: 

automotive  tape  recorder  for  crash  experiment 
data,  10201 
Tape  recordings,  see  Sound  recordings. 
TAPS  (trans-Alaska  pipeline),  see  Pipe  lines. 
Taps  and  dies: 

dies  and  chasers,  hand  and  machine,  Federal 

item  identification  guide,  11712 
industrial   plant   equipment   handbook,   drilling 
and  tapping  machines,  00723 
Tar: 

tar  and  nicotine  content  of  smoke  of  130  varie- 
ties of  cigarettes,  report,  09585 
Tar  River. 

floods    in     Franklin,     Vance,     and    Granville 
Counties,  N.C.,  05650 
Tar  sands,  see  Petroleum. 
Targets: 

conspicuity  of  target  lights,  influence  of  color, 

02961 
detection   of   stationary   targets   in   sea  clutter 

using  CW  dual-frequency  radar.  08327 
visibility  of  colored  targets   in  free-swimming 
scuba  search,  10056 
Tariff: 

beneficiary     developing     countries,     intended 

designation,  10793 
Brussels  tariff  nomenclature  format  schedules, 

draft  conversion,  10331-4 
catalysts    of    platinum    and    carbon    used    in 
producing  caprolactam,  duty  suspension - 
report,  00588 
common   carrier   freight  tariffs  and  classifica- 
tion   publications,    regulations    to    govern 
construction,  filing  and  posting  ,  12586 
communications  carriers,  FCC  rules  and  regu- 
lations. 03847 
customs  bulletin,  bound  volume,  03361 
customs  bulletin,  weekly,  03710 
customs  cases  adjudged,  02331 
customs    hints    for    returning    U.S.    residents 
02332 
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customs  regulations,  0371 1 ,  1 1652 

customs  tips  for  visitors,  11653 

decisions   under  custom   laws  customs  Court, 

09125 
duty  exemptions  for  foreign  repairs  made  to 
U.S.  Vessels- 
report,  05015,  05335 
dyeing  and  tanning  materials,  extension  of  ex- 
isting suspension  of  duty- 
law .  00258 
report,  06824 
generalized  system  of  preferences  for  benefici- 
ary developing  countries,  11221 
major   industrial   product   sectors,   tariffs   and 

other  trade  barriers,  10343 
minor  industrial  and  agricultural  product  sec- 
tors, tariffs  and  other  trade  barriers,  10344 
natural  graphite,  suspension  of  duty- 

report,  06823 
public  notices.  Federal  Communications  Com- 
mission, 03836 
schedules,  annotated,  03364,  04574 
tariff  circular  MF  series,  12586 
Tariff  simplification  and  freight  rate  disparities 
act- 
report,  05321 
watches  and  watch  movements,  duty  suspen- 
sion- 
report,  00587 
zinc,  temporary  suspension  of  duty- 
report,  06825 
Tariff  Commission: 
appropriations,  1975- 
report,  08826-7 
Task  analysis,  see  Job  analysis. 
Tasmania: 
southeast  coast  of  Australia,  Cape  Northum- 
berland     to      Port      Jackson,      including 
Tasmania,  00801 
Tasselin,  Favienne  F.: 

relief,  05313 
Tasselin,  Patrick  A.: 

relief,  05313 
Taste: 
domestic     water     supplies,     limnological     in- 
vestigation    of     Yellowstone     River     for 
problems,  10255 
Tax  Court: 
reports    (decisions),    consolidated    pamphlets, 

04575 
reports,  bound  volume,  08444 
Tax  credits: 
employers,  06062 
foreign  tax  credit,  02141 

foreign   tax   credit  for  U.S.    citizens   and   re- 
sident aliens,  02741 
maritime  capital  construction  fund  withdrawals 
for  investment  tax  credit,  eligibility  - 
hearings,  11225 
retirement  income  credit,  02757 
retirement    income    credit,    tax    information, 

01156 
tax  credit  for  new  home  buyer,  02767 
tax   credit,    employers    can    win,    too,   06062, 
06062 
Tax  exemptions: 
declaratory  judgements  in  case  of  tax-exempt 
organizations  and  status  of  condominiums 
and  homeowners  associations,  02113 
how  to  apply  for  recognition  of  exemption  for 

an  organization,  02743 
tax  exempt  status  of  obligations  used  to  pro- 
vide certain  irrigation  facilities - 
law,  06706 


report,  07168 

tax  shelter  investments,  analysis  of  64  returns, 
00526 

tax  shelters,  farm  operations,  02133 

tax  shelters,  movie  films,  02134 

tax  shelters,  oil  and  gas  drilling  funds,  02135 

tax  shelters,  overview,  02119 

tax  shelters,  prepaid  interest,  02136 

tax  shelters,  real  estate,  02137 

tax  shelters,  use  of  limited  partnerships,  02138 
Tax  refunds: 

audit  of  returns,  appeal  rights  and  claims  for 
refund,  02726 

audit  of  returns,  appeal  rights,  and  claims  for 
refund,  Spanish  edition,  02758 

State  taxation  of  Federal  tax  rebates  - 
report,  07102 
Tax  returns,  see  Income  tax. 
Taxation: 

action  being  taken  to  correct  weaknesses  in 
system  of  paying  taxes  on  acquired  re- 
sidential properties,  GAO  report,  02651 

adjusted  taxes,  incomplete  and  inaccurate 
measure  for  revenue  sharing  allocations, 
GAO  report,  02654 

administration's  tax  cut  recommendations  and 
possible  alternatives,  analysis,  05251 

alcohol,  tobacco,  and  firearms  summary 
statistics,  10457 

capital  construction  fund,  tax-deferral 
privileges,  12697 

careers  in  taxation,  IRS,  02729 

changing  public  attitudes  on  governments  and 
taxes,  00008 

collection  of  delinquent  taxes - 
hearings,  11222 

cost-effectiveness  of  uniform  national  sulfur 
emissions  tax,  05752 

District  of  Columbia  tax  laws,  amend- 
hearings,  11088 

double  taxation,  earnings  from  operation  os 
ships  and  aircraft,  agreement  with  Jordan, 
03260 

Energy  independence  act  of  1975  and  related 
tax  proposals,  07633 

Energy  tax  and  individual  relief  act- 
report,  00389 
summary,  07050 

Federal  use  tax  on  civil  aircraft,  02738 

House  version  of  Tax  reduction  act  of  1975 
(H.R.2166)  and  possible  alternatives,  anal- 
ysis, 09040 

Navy  actions  related  to  Philadelphia's  efforts 
to  collect  delinquent  wage  taxes  from 
Naval  Shipyard  employees,  GAO  report, 
12355 

panel  discussions  on  state  of  economy  and 
President's  1975  legislative  tax  proposals, 
summary  of  statements,  05274 

President's  legislative  tax  proposals  included 
in  his  State  of  the  Union  message  on 
Jan. 15,  1975,  summary,  09042 

President's  Oct.  1975  tax  cut  and  spending  ceil- 
ing proposals  - 
hearings,  00519 

President's  tax  program  and  related  materials, 
05270 

President's  1975  tax  proposals,  digest  of  public 
testimony,  05256 

property  tax  circuit-breakers,  current  status 
and  policy  issues,  00009 

real  property  tax  revision  in  District  of  Colum- 
bia- 
law,  04877 
report,  05034,  05343 
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report  on  study  of  tax  and  loan  accounts, 
13217 

small  business  tax  reform  - 
hearings,  07318 

State  and  local  doing  business  taxes  on  out-of- 
State  financial  depositories,  00657 

State  and  local  tax  revenue,  quarterly  summa- 
ry, 04453 

state  of  economy  and  President's  proposals 
(statement),  05255 

state  of  economy  and  President's  tax 
proposals,  compilation  of  prepared  state- 
ments, 05255 

State  tax  collections,  10576 

State  taxation  of  depositories  act,  amend - 
report,  11394 

tax  and  loan  accounts  legislation  - 
hearings,  02035 

tax  calendar  and  check  list  for  1976,  02766 

tax  expenditures  in  relation  to  congressional 
control  over  budgetary  outlay  and  receipt 
totals,  08886 

tax  guide  for  small  business,  12528 

tax  information  on  depreciation,  02780 

tax  information  on  investment  credit,  02783 

tax  information  on  operating  business  in  your 
home,  02786 

tax  policy  in  energy  sector,  energy  crisis  and 
proposed  solutions,  panel  discussions, 
05258 

tax  reform  - 
hearings,  00525 

Tax  reform  act- 
report,  01999 
summary  of  provisions,  02131 

tax  reform  bill,  021 1 1 ,  07059-60 

taxes  levied  on  farm  personal  property,  10378 

technical  assistance  in  tax  administration, 
agreement  with  Trinidad  and  Tobago, 
03249 

telephone  assistance  to  taxpayers  can  be  im- 
proved, GAO  report,  01104 

tobacco  tax  guide,  01162,  01710 

understanding  taxes,  02798 

voluntary  tax  methods  to  help  finance  political 

campaigns,  02801 
see  also  Employment  taxes -Excise  taxes-In- 
come   tax-Inheritance    and    transfer    tax- 
Revenue. 
Taxicab  drivers: 

taxi  drivers,  employment  outlook,  12643 
Taxicabs: 

non-government  frequency  list,  land  transpor- 
tation services,  09517 

transit/taxi  coordination,  13210 
Tea: 

foreign  agriculture  circulars,  03945 
Teachers: 

American  students  and  teachers  abroad,  09204 

auxiliary  instructors  guide,  06652 

District  of  Columbia,  salary   increase,  retired 
teachers  increase  annuities - 
law,  04877 
report,  05034,  05343 

employment  outlook,  09972 

Federal  trainer,  03895 

flight  instructor,  glider  written  test  guide, 
12269 

interagency  training  program,  supervision  and 
group  performance,  instructor's  guide, 
01795 

some  manpower  perspectives  for  teachers, 
06034 


teacher's  guide,  environmental  impact  of  elec- 
trical power  generation,   nuclear  and  fos 
sil,  07484 
Teaching: 

automatic  air  monitoring  instruments,  specifi- 
cation for  development  of  instruction 
manuals,  09478 

consumers  guide  to  instructional  scientific 
equipment,  06398 

Follow  Through,  lessons  learned  from  its 
evaluation  and  need  to  improve  its  ad- 
ministration, GAO  report,  02658 

instructional  system  development,  00064 

managing  highway  maintenance,  instructor's 
guide  for  training  in  managing  highway 
maintenance,  02522 

new  commitment  to  instructional  technology 
(address),  09216 

programs  for  professional  training  in  special 
education,  special  education  careers, 
09220 

teaching  creative  writing,  01264 
Technical  Advisory  Committee  on  Conservation 
of  Energy: 

national  power  survey,  energy  conservation, 
12197 

national  power  survey,  power  generation,  con- 
servation, health,  and  fuel  supply,  12199 
Technical  assistance: 

EDA  technical  assistance,  what  it  is,  how  to 
apply,  11934 

rural  development  information  and  technical 
assistance  delivered  by  Department  of 
Agriculture,  10415 

tax  administration,  agreement  with  Trinidad 
and  Tobago,  03249 

see  also  Foreign  aid. 
Technical  assistants: 

library    technical    assistants    employment   out- 
look, 09973 
Technical  cooperation: 

agreement  with  Afghanistan,  10295 

economic,    industrial,    and   technical   coopera- 
tion, agreement  with  Union  of  Soviet  So- 
cialist Republics,  03203 
Technical  education: 

jobs    for    which    junior   college,    technical    in- 
stitute,   or    other    specialized    training    is 
usually  required,  07983 
Technical  information: 

fiscal  year  1977,  Air  Force  technical  objective 
document,  06546 
Technicians: 

analysis  of  nuclear  related  technician  man- 
power in  Western  States  for  region  served 
by  Western  Interstate  Nuclear  Board  , 
02424 

broadcast,  employment  outlook,  10029 

engineering  and  science,  employment  outlook, 
09996 

food  processing,  employment  outlook,  09996 

National  Guard  retirement,  correct  certain  in- 
equities for  credit  in  civil  service  system - 
law.  01861 
report,  00570 

National  Guard  technicians,  supervisor's  hand- 
book, 08231 

national  survey  of  professional,  administrative, 
technical  and  clerical  pay,  06020,  07965 

nuclear  related  technician  supply,  demand  sur- 
vey for  Southern  Interstate  Nuclear 
Board,  01767 

occupations,  employment  outlook,  09996 

technician  handbook.  National  Gaurd  techni- 
cians, 06324 
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technician      personnel      pamphlet,      03019-20, 
06324,  08231 
Technology: 

advanced  supersonic  technology  - 
hearings,  02096 

advanced  supersonic  technology  concept 
study,  hydrogen  fueled  configuration, 
06172 

application  to  crime  control,  oversight- 
hearings,  07038 

ASRDI  oxygen  survey,  06186 

biomedical  technology  &  engineering,  weekly 
Government  abstracts,  04692 

building  technology,  weekly  Government  ab- 
stracts, 04693 

Conference  on  Technological  Progress  for 
Southeast,  program  and  registration,  01371 

effects  on  international  technology  transfers 
on  U.S.  economy,  colloquium,  01470 

emissions  control  technology  assessment  of 
heavy  duty  vehicle  engines,  09368 

Federal  Government's  first  public  sale  of  500 
computer  searches  into  advanced 
technology,  12991 

funding  of  cooperation  in  science  and 
technology,  agreement  with  Polish  Peo- 
ple's Republic,  03224 

identification  of  emerging  technology  and 
demonstration  opportunities  in  prevention 
of  air  pollution  by  industries,  09385 

International   science  and  technology  transfer 
act- 
hearings,  02095 

National  science  and  technology  policy  and  or- 
ganization act- 
report,  01977,  01984 

new  commitment  to  instructional  technology 
(address),  09216 

PDR,  policy  development  and  research, 
research  and  technology  program,  09866 

Presidential  science  and  technology  advisory 
organization  act,  10759 

scientific  and  technical  cooperation,  06485 

Smithsonian  studies  in  history  and  technology, 
01559-60,  03112,  06467 

technology  and  cities,  partners  for  progress, 
06406 

technology  for  use  of  incinerator  residue  as 
highway  material,  02537 

technology  of  forced  flow  and  once  through 
boiling,  survey,  06188 

Technology  resources  survey  and  applications 
act- 
report,  05364 

technology  sharing,  guide,  Transportation  De- 
partment, 13209 

technology  transfer,  bridge  between  research 
and  use,  04578 

technology  uitlization  series,  02951-2,  06188-9, 
06192-4,  06196-7,  08131 

telecommunications  technology  papers,  04851 

transfer   of   technology    to   Soviet   Union   and 
Eastern  Europe- 
hearings,  07256 

transport  technology,  decade  ahead,  02491 

U.S.-U.S.S.R.  cooperative  agreements  in 
science  and  technology,  background 
materials,  1 1206 

urban  technology,  weekly  Government  ab- 
stracts, 04714 

utilization - 

hearings,  07179 


Technology  Assessment  Office: 
appropriations,  1976- 

hearings,  00651 
examination  of  report  of  Drug  Bioquivalence 
Study  Panel - 
hearings,  09055 
Technology  Transfer: 

EPA     Technology    Transfer    capsule     report, 
13181-6 
TECOM,    see   Test    and    Evaluation    Command, 

Army. 
Teenagers,  see  Youth. 
Teeth: 

clinical  evaluation  of  acrylic  pontic  adhesively 

bonded  to  uncut  abutment  teeth,  06076 
Rx  for  sound  teeth,  03041 

streptococcus     mutans     and     dental     caries, 
discussion  proceedings,  06339 
Telecasting: 

fairness  doctrine - 
hearings,  00662 
farm  broadcasters  letter,  03803 
professional    sports    antiblackout    law    exten- 
sion- 
report,  06880,  07131 
Sports  broadcasting  act- 
hearings,  06991 
United     States-Canadian     broadcasting     rela- 
tions- 
hearings,  06948 
Telecommunication : 

code    of    Federal    regulations,    01024,    02558, 

12231-2 
conserving     energy     through     telecommunica- 
tions, 10619 
integration  of  interstate  satellite  telecommuni- 
cations services - 
report,  11417 
military  telecommunications  centers,  substan- 
tial   staff    and    cost    reductions    possible 
through  use  of  uniform  staffing  standards, 
GAO  report,  01098 
pre-sunrise   operation   of  certain   radio  broad- 
casting, agreement  with  Bahamas,  03220 
program  impact  estimation  for  community  in- 
formation   and   service   centers   (CISC's), 
00250 
research  and  policy  development  overview - 

hearings,  02076 
research  and  policy  development,   report  and 
recommended  courses  of  action  resulting 
from  hearings,  11150 
telecommunications    by    optical    fibers,    world 

wide  study,  01189 
telecommunications       management,       manual, 

12103 
telecommunications    promotion    of    safety    on 
Great   Lakes   by   means   of   radio,   agree- 
ment with  Canada,  08422 
telecommunications  technology  papers,  04851 
U.  S.  international  telecommunication  rate  his- 
tory, 01833 
Telecommunications  Office: 
OT  bulletin,  10625 

OT  report,  00250,  01833,  08675,  10626-8 
OT  special  publication,  04851 
press  releases,  04375 
progress  report,  10625 
Telecommunications  Policy  Office: 
policy  overview - 
hearings,  05210 
radio     frequency     spectrum,     little-understood 
resource,  management  and  use,  GAO  re- 
port, 09747 
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reducation    of    communications    costs    through 
centralized      management      of     multiplex 
systems,  09778 
Telegraph: 

carriers,  quarterly  operating  data,  04450 
franks,  FCC  rules  and  regulations,  03847 
international  regulations,  1973,  08930 
public  notices.  Federal  Communications  Com- 
mission, 03836 
radiotelegraph  carriers,  uniform  system  of  ac- 
counts, FCC  rules  and  regulations,  03846 
selected  electronic  and  associated  products,  in- 
cluding telephone  and  telegraph  apparatus, 
cun-ent  industrial  reports,  10558 
wire-telegraph      and      ocean-cable      carriers, 
uniform    system   of   accounts,    FCC    rules 
and  regulations,  03846 
wire,  classification  of  employees,   FCC   rules 
and  regulations,  03847 
Telegraph  operators,  see  Telegraphers. 
Telegraphers: 

telegraphers,  employment  outlook,  10030 
Telemetry: 

scientific     meeting    on    all-Union    radio    day, 
09933 
Telephone: 

annual    meeting   guide    for    rural   electric    and 

telephone  cooperatives,  08351 
annual  statistical  report,  1973,  rural  telephone 

borrowers,  03104 
annual  statistical  report,  1974,  rural  telephone 

borrowers,  01530 
carriers,  quarterly  operating  data,  04449 
companies,  class  A  and  class  B,  classification 
and    compensation    of    employees,    FCC 
rules  and  regulations,  03847 
companies,   consolidation,   acquisition  or  con- 
trol  applications,    FCC    rules   and   regula- 
tions, 03847 
companies,  uniform  system  of  accounts,  FCC 

rules  and  regulations,  03845 
directories 

Agency  for  Internation  Development,  01596 
Arms     control    and    disarmament     Agency, 

01596 
Civil  Service  Commission,  06647 
Cost  of  Living  Council,  1 1646 
Defense  Department,  11646 
Department  of  Housing  and  Urban  Develop- 
ment, 09871 
Energy  Research  and  Development  Adminis- 
tration, 1 1967 
Federal  Energy  Administration,  02514,  09536 
House  of  Representatives,  04922 
Interior  Department,  12512 
NASA  headquarters,  04246 
Overseas    Private    Investment    Corporation, 

01596 
State  Department,  01596 
Transportation  Department,  03739 
Treasury  Department,  04620 
materials    acceptable    for    use    on    telephone 
systems   of   REA   borrowers,    list,   01532, 
03105,  04169,  08349-50 
monitoring  practices  by  Federal  agencies- 
hearings,  00468 
selected  electronic  and  associated  products,  in- 
cluding telephone  and  telegraph  apparatus, 
current  industrial  reports,  10558 
servicemen,  employment  outlook,  10031 
telephone  assistance  to  taxpayers  can  be  im- 
proved. GAO  report,  01 104 
U.  S.  international  telecommunication  rate  his- 
tory. 01833 


Telephone  cables: 

cable  splicers,  employment  outlook,  10031 
Telephone  installers: 

central    office    equipment    installers,    employ- 
ment outlook,  10031 
Telephone  lines: 

extension,    etc.,    FCC    rules    and    regulations. 
03847 
Telephone  operators: 

development   of    USES    aptitiude    test   battery 
for    central-office    operator,     information 
operator,  and  charge  operator,  01267 
employment  outlook,  10031 
telephonemen,     towermen,    employment    out- 
look. 10030 
Telescopes,  see  Spaceborn  telescopes. 
Television: 

Broadcast  license  renewal  act- 
hearings,  02259 
report,  11359 
catalogue  of  CPSC  radio-TV  spots,  02321 
communications,    pay    cable    television    indus- 
try- 
hearings,  00684 
exemption  from  lottery  prohibitions  granted  to 
newspapers    and   to   radio   and    television, 
make  parallel - 
report,  1 1437 
hazard  analysis  of  television  sets,  00710 
international  conference  of  States  on  distribu- 
tion  of   broadcasting   programme-carrying 
signals  transmitted  by  satellite  ,  08912 
new    commitment   to   instructional    technology 

(address),  09216 
Public  broadcasting  financing  act  of  1975- 
law,  06733 

report,  01995,  02212.  06871 
public  broadcasting  overview - 

hearings,  08902 
public  notices.  Federal  Communications  Com- 
mission, 03836 
radio  and  TV  broadcasting,  employment  out- 
look, 10029 
summary    statistics    of    public    TV    licensees, 

00849 
television    coverage    on    any    proceedings    in 
House  of  Representatives  to  impeach  the 
President,  provide - 
report,  05030 
TV  fires  and  shock  hazards,  fact  sheet.  09077 
unfair    and     deceptive     television     advertising 

aimed  at  children  (remarks),  02582 
weather    satellite    picture    receiving    stations, 

APT  digital  scan  converter,  06249 
see  also  Telecasting. 
Television  service  technicians: 
employment  outlook,  10008 
Tellurium: 

mineral  industry  surveys,  08100 
preprint    from    Mineral    facts    and    problems, 
01299 
Temperature: 

ambient    temperature    and    vehicle    emissions, 

07539 
analysis  of  errors  associated   with   determina- 
tion of  atmospheric  temperature  from  at- 
mospheric   pressure    and    density    data    , 
12828 
atmospheric   temperature   measurements   using 

Raman  lidar.  10157,  12823 
cigarette   beetle    larvae   responses   to  tempera- 
ture and  humidity.  08540 
effect    of   outdoor   exposure    at    ambient    and 
elevated    temperatures    on    fatigue    life   of 
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Ti-6A1-4V  titanium  alloy  sheet  in  annealed 
and  solutionetreated  and  aged  condition, 
12818 

high-temperature  chemical  kinetic  study  of  H2- 
CO-C02-NO  reaction  system,  06235 

high-temperature  mechanical  properties  of  zir- 
conium-modified, precipitation- 
strengthened  nickel-30  percent  copper 
alloy  ,  10111 

humid  measure-control,  pressure,  temperature, 
instruments.  Federal  item  identification 
guide,  11797 

hydrogen  isotopes  properties  below  their  crital 
temperatures,  survey,  12879 

independence  of  point-to-point  variations  in 
windspeed  and  temperature  stand,  09715 

lidar  measurement  of  atmospheric  tempera- 
ture, new  approach,  04771 

low-temperature  heat  capacities  of  sphalerite 
and  wurtzite,  12723 

NBS  cryogenic  thermometry  and  proposed 
cryogenic  extension  of  IPTS,  12883 

Pacific  Northwest,  monthly,  04338 

temperature  rise  of  flat  conductor  cable  in- 
stalled under  carpet,  06213 

temperature  stability  of  gravimeters,  investiga- 
tions, USSR,  01193 

use  of  strainrange  partitioning  to  predict  high- 
temperature  low-cycle  fatigue  life,  12830 

variations  of  air  temperature  and  canopy  clo- 
sure in  lodge-pole  pine  stand,  09710 

see  also  Body  temperature-Ocean  temperature- 
Water  temperature. 
Tennessee: 

catalog  of  information  on  water  data,  12386 

census  of  selected  service  industries,  area 
statistics,  00134 

climatological  data,  03556 

county  business  patterns,  00149 

criminal  justice  agencies,  05952 

implementation  plan  review  as  required  by 
Energy  supply  and  environmental  coor- 
dination act,  09436 

national  electric  rate  book,  12190-1 

performance  of  pine  and  yellow-poplar  planted 
on  low-quality  sites  in  central  Tennessee, 
09724 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties  and  incorporated 
places,  08653 

precipitation  data,  hourly,  04039 

starling  and  blackbird  control - 
law,  10675 

water  resources  data,  09829 
Tennessee  River  and  Valley: 

precipitation  in  basin,  monthly,  04367 

Tennessee  Valley  perspective  (periodical), 
04579 

unsteady  flow  computations  on  river  system, 
09311 
Tennessee  Valley  Authority: 

bonding  authority,  increase  amount- 
hearings,  02094 
law,  01874 
report,  07116 

bulletin,  03347-50 

composting  at  Johnson  City,  final  report  on 
joint  USEPA-TVA  project,  02471 

electricity  sales  statistics,  retail  distribution, 
03765 

Federal  inventory  of  energy  related  biomedical 
and  environmental  research,  07492 

financial  statements,  03346 


financial  statements,  GAO  examination,  01919, 

10800 
fish  monitoring  investigations,  01602-3 
improvements   needed   in   making   benefit-cost 
analyses    for    Federal    Water    Resources 
projects,  GAO  report,  09745 
information    on    selected    aspects    of    power 
operations  of  Tennessee  Valley  Authority, 
GAO  report,  07817 
pollution  control  facilities - 

report,  08795,  10885 
power  annual  report,  01604 
public  works  appropriations,  1976- 

hearings,  07199 
public  works  appropriations,  1976- 

hearings,  05134 
technical  note,  03351 
Tennessee     Valley     perspective     (periodical), 

04579 
TVA  Fertilizer  Conference,  03348 
waterfowl  monitoring  investigations,  03352 
Tennis: 

list  of  publications,  06454 

tennis   centennial    stamped   envelope   (poster), 
06499 
Tensile  strength,  see  Strains  and  stresses. 
Tension: 

crack-length  determination  for  compact  ten- 
sion specimen  using  crack-opening-dis- 
placement calibration,  comparison  of 
COD  measured  graphically  and  from  gage 
output,  13020 
Tents: 

general  repair  of  tents,  canvas,  and  webbing, 

08600 
tent  flammability,  fact  sheet,  09071 
Terminal  boards: 

terminal    boards,    Federal    item    identification 
guide,  00732,  11669 
Terminal  leave  pay,  see  Pay,  allowances,  etc.. 
Terminals  (transportation): 

ARTS  II  B  (TRACAB),  field  evaluation,  10327 
petroleum    terminal    and    pipeline    operations, 

01723 
replacement  rail  terminal  for  Union  Station- 
hearings,  07220 
truck    terminal    cargo    security    effectiveness 
compared     to     company-wide      security, 
03358 
Terminology,  see  Terms  and  phrases. 
Terms  and  phrases: 

administrative  practices,  US  Air  Force  glossa- 
ry of  standardized  terms,  10432 
glossary  of  terms  and  abbreviations  for  use  in 
transportation       preparedness       planning, 
13199 
glossary  of  terms  used  in  Federal-State  market 

news  reports,  04735 
standard    terminology,    definitions,    classifica- 
tions, and  codes,  00334 
terms   and   definitions   for  police   patrol  cars, 
02838 
Terrain: 

applications  of  microwaves  to  remote  sensing 

of  terrain,  02938 
hydrology   of   volcanic-rock   terranes   (series), 
title  page  and  table  of  contents,  09801 
Terrazzo: 

workers,  employment  outlook,  09982 
Terrestrial  magnetism: 

diurnal  experiment  data  report,  02949 
Terrestrial  Physics,  see  Geophysics-Physics. 
Terrestrial  radioactivity,  see  Radioactivity. 
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Territories: 

territorial    papers    of    United    States,     12852, 
12861 
Terrorism: 

terrorism - 
report,  02060 

terroristic  activity  - 
hearings,  00689,  02308,  07286 
Test  and  Evaluation  Command,  Army: 

this  isTECOM,  06578 
Test  equipment,  see  Testing  apparatus. 
Testing: 

analyzers  and  testing,  Federal  item  identifica- 
tion guide,  11867 

Bureau  of  Mines  test  procedures  for  rocks, 
08040 

calibration  and  test  services  of  National  Bu- 
reau of  Standards,  06277 

calibration  and  test  services  of  National  Bu- 
reau of  Standards,  fees  for  services,  12869 

computer-assisted  testing,  calibration  and 
evaluation  of  verbal  ability  bank,  10601 

empirical  investigation  of  stradaptive  testing 
model  for  measurement  of  human  ability, 
06540 

evaluation  of  filtration  equipment  for  Cresap 
testing,  07498 

Project  Lost  Creek,  field  tests  of  mounding 
and  controlled  blasting,  09307 

rapid  testing  of  fresh  concrete,  09234 

simplified  procedure  for  identification  of  op- 
timal test  score  cut-off  points  for  non- 
rated  submariner  condidates,  01279 

SOTDAT  final  report,  00956 

standardization  of  friction  testing  of  industrial 
working  surfaces,  08242 

testing  bulk  compressive  strength  of  rocks, 
USSR  study,  07889 

testing  of  flat  conductor  cable  to  Underwriters 
Laboratory  standards  UL719  and  UL83, 
06215 

thermal  loading  in  laser  holography  non- 
destructive testing  of  composite  structure, 
06250 

tiedown  and  bench  testing  of  grease-lubricated 
helicopter  tail  and  intermediate  gearboxes, 
04795 

VSTOL  and  other  long-duration  noises,  relia- 
bility of  tests,  06161 
Testing  apparatus: 

concept  verification  test,  general  purpose 
laboratory  simulator,  users'  handbook, 
06139 

European  sodium  component  testing  facilities, 
11963 

Federal  item  identification  guide,  11816 

physical  properties  testing  equipment.  Federal 
item  identification  guide,  11825 

soils  exploration  and  testing  supplement,  07658 

test  equipment  management  handbook,  07614 

test  sets,  Federal  item  identification  guide, 
00768,  07374 

test  strips  and  color  charts.  Federal  item 
identification  guide,  07356 

USA  CRREL  snow  and  ice  testing  equipment, 
07516 
Tethering: 

characteristics  of  tether  line  for  airborne  vehi- 
cles at  sea,  08323 
Teton  National  Forest: 

Gros  Ventre  Ranger  District,  map,  12297 
Texaco  North  Dakota  (SS): 

casualty  report.  08315 


Texas: 

Cambrian  and  Ordovician  rocks  of  southern 
Arizona  and  New  Mexico  and  western- 
most Texas,  07844 

census  of  retail  trade,  area  statistics,  00128 

climatological  data,  03557 

criminal  justice  agencies,  region  6,  05951 

Federal  outlays,  impact  by  State,  county  and 
large  city,  09200 

implementation  plan  review,  as  required  by 
Energy  supply  and  environmental  coor- 
dination act,  12066 

landings,  fish  and  shellfish,  04580 

landings,  fish  and  shellfish,  annual  summary, 
08257 

national  electric  rate  book,  12192 

precipitation  data,  hourly,  04040 

proposed  1974  Outer  Continental  Shelf,  oil  and 
gas  general  lease  sale,  offshore  Texas, 
12677 

water  resources  data,  05893 
Textile  mills: 

textile    mills    point    source    category,    effluent 
limitations  guidelines,  09352 
Textile  waste,  see  Waste  products. 
Textiles: 

clothing  and  textile  repair  shop,  mobile, 
Federal  item  identification  guide,  11800 

development  document  for  effluent  limitations 
guidelines  and  new  source  performance 
standards,  02451 

Federal  and  State  standards  for  fabric  flamma- 
bility,  fact  sheet,  09087 

Flammable  fabrics  act,  11625 

flammable  fabrics  and  elderly,  05561 

flammable  fabrics,  fact  sheet,  11629 

international  trade  in  textiles,  agreement  with 
other  governments,  08423 

knit  fabric  production,  current  industrial  re- 
ports, 03688 

laundering  procedures  for  flame  retardant 
fabrics,  fact  sheet,  09086 

man-made  fiber  broadwoven  goods,  current  in- 
dustrial reports,  03690 

shipments  of  knit  cloth,  current  industrial  re- 
ports, 03696 

textile  test  methods,  12249 

trade  in  cotton  textiles,  agreement  with  Malta, 
03259 

trade  in  cotton  textiles,  agreement  with  Thai- 
land, 03299 

trade  in  cotton,  wool,  and  man-made  fiber  tex- 
tiles, agreement  with  Malaysia,  03316 

trade  in  textiles,  agreement.  03192 

trade  in  textiles,  agreement  with- 
Peru,  13143 

trade  in  wool  and  man-made  fiber  textile 
products,  agreement  with  Malaysia,  03318 

trade  in  wool  and  man-made  fiber  textile 
products,  agreement  with  Singapore, 
03264 

wool,  broadwoven  goods,  current  industrial  re- 
ports, 03698 

woven  fabrics,  current  industrial  reports, 
03676 

see  also  Cotton-Wool. 
Thailand: 

agricultural  commodities,  agreement,  03186 

atomic  energy,  cooperation  for  civil  uses, 
agreement,  03156 

atomic  energy,  IAEA  application  of  safeguards 
pursuant  to  non-proliferation  treaty, 
suspension  of  agreement,  03155 

mineral  industry,  Minerals  yearbook  chapter. 
02912 
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trade  in  cotton  textiles,  agreement,  03299 
Thallium: 

preprint  from   Bulletin  667,  mineral  facts  and 
problems,  01300 
Thayer,  Louis  M.: 
nomination - 
hearings,  11505 
Theater  of  operations,  see  Combat  areas. 
Theaters: 

theatre  program  guidelines,  01412 
Theft. 

tax  information  on  disasters,  casualty  losses, 
and  thefts,  01160 
Therapeutics: 
effect  of  common  therapeutic  drugs  on  vision, 

12705 
use  of  BCG  in  therapy  of  cancer,  conference, 

10192 
see  also  Art  therapy. 
Therapy,  see  Therapeutics. 
Thermal  conductivity,  see  Heat  transfer. 
Thermal  convection,  see  Heat-Heat  transfer. 
Thermal  degradation,  see  Degradation. 
Thermal  energy: 
Columbia  River  thermal  effects  study - 
biological  effects  studies,  09334 
temperature  prediction  studies,  09335 
hydro-thermal       power       program,       Pacific 
Northwest,  regional  approach  to  meeting 
electric  power  requirements,  GAO  report, 
09757 
in  situ  combustion  of  coal  for  energy,  08106 
lighting    and    thermal    operations,    guidelines, 

00976 
sources  and  sinks  of  energy  in  lower  thermo- 

sphere,  08278 
waterworks  of  thermal  electric  power  stations, 
USSR  study,  02818 
Thermal  insulation,  see  Insulation. 
Thermal  pollution,  see  Water  pollution. 
Thermal  properties: 
hydrogen  technological  survey,  thermophysical 

properties,  01345 
simplified     analytical     solution     for     thermal 
response  of  one-dimensional  steady-state 
transpiration   cooling   system   in   radiative 
and  convective  environment,  08181 
study  of  lower  stratospheric  thermal  structure 
and    total    ozone    from    Nimbus-4    IRIS, 
08184 
thermal    loading    in    laser    holography    non- 
destructive testing  of  composite  structure, 
06250 
Thermal  protection,  see  Insulation. 
Thermal  radiation: 
near-earth        environmental        criteria        for 
spacecraft  thermal  design,  definition  and 
specification,  12815 
photon  gas  formulation  of  thermal  radiation, 
02996 
Thermal  reactors,  see  Reactors  (atomic). 
Thermionic  converters: 

Soviet  papers  presented  at  1-3  Sept.  1975  Eind- 
hoven  meeting  of  thermionic  conversion 
specialists,  USSR  study,  12600 
Thermionic  diodes: 

thermionic   performance   of  cesium   diminiode 
with  relatively   impure    100-tungsten  elec- 
trodes, 10103 
Thermodynamics: 
Al-Si  system,  12720 
heat  transfer  and  thermodynamics,  06192 


improved     curve      fits     for     thermodynamic 
proeprties  of  equilibrium  air  suitable  for 
numerical  calculation,  06160 
physical   sciences,    thermodynamics,   compila- 
tion, 06194 
thermodynamics    of    bridges,    roadways,    and 
runways,  08458 
Thermogravimetry : 

thermogravimetric   study   of  reduction   of  ox- 
ides present  in  oxidized  nickel-base  alloy 
powders,  12801 
Thermometers: 

apparatus  for  testing  oceanographic  resistance 

thermometers,  12887 
standard  reference  materials,  description  and 
use  of  precision  thermometers  for  clinical 
laboratory,  SRM  933  and  SRM  934  ,  08201 
Thermometry: 

NBS    cryogenic    thermometry    and    proposed 
cryogenic  extension  of  IPTS,  12883 
Thermonuclear  reactions,  see  Nuclear  reactions. 
Thermoplastics,  see  Plastics. 
Thermosphere: 

density,  new  approach  to  mass  spectrometer 

measurements,  06223 
sources  and  sinks  of  energy  in  lower  thermo- 
sphere, 08278 
Thermostats: 

outline   for   saving  energy,   lighting  and   ther- 
mostats in  commercial,  public,  and  indus- 
trial buildings,  07642 
Thesauruses: 

NASA  thesaurus,  12784 
Theses,  see  Dissertations  (academic). 
Thickness  measurement: 

variations      in      diameter     measurements     of 
robusta   eucalyptus   due    to    swelling   and 
shrinking  of  bark,  09675 
Thinning,  see  Forest  thinning. 
Thinning  of  forests,  see  Forest  thinning. 
Third  Branch: 

flood  plain  information,  09254 
Thirty  nine  Mile  Mountain: 

stratigraphic  nomenclature  of  Thirtynine  Mile 
volcanic  field,  central  Colorado,  07830 
Thompson,  Walma  T.: 

relief,  10849 
Thomson,  Vernon  W.: 
nomination - 
hearings,  05550 
Thoria,  see  Thorium  oxide. 
Thorium: 

mineral  industry  surveys,  08086 

preprint    from    Mineral    facts    and    problems, 

01301 
sampling  mine  atmospheres  for  potential  alpha 
energy    due    to    presence    of    radon-220 
(thoron)  daughters,  06135 
Thorium  oxide: 

relation  of  structure  to  mechanical  properties 
of    thin    thoria    dispersion     strengthened 
nickel-chromium,    TD-NiCr,    alloy    sheet, 
12827 
Thome  Creek: 

floods,  Illinois  &  Michigan  Canal,  Rock  Run 
Creek  at  Joliet,  111.,  11985 
Threading  machines: 

grinding,     threading,     honing,     and     buffing 
machines,      Federal     item      identification 
guide,  11831 
Threemile  Canyon: 

Utah  tar  sands  properties,  P.R.  Spring  deposit, 
06128 
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Thresholds  (perception): 
hearing    threshold    shifts    to    high    frequency 
tonal  puses,  10064 
Thrombosis: 

hemostasis      and      thrombosis,      bibliography, 

03992 
prophylactic  therapy  of  deep  vein  thrombosis 
and    pulmonary    embolism,    proceedings, 
08235 
Throttling: 

evaluation  of  diesel  engine  performance  with 
intake     and     exhaust     system     throttling, 
08469-70 
Thrust: 

Monte  Carlo  investigation  of  thrust  imbalance 

of  solid  rocket  motor  pairs,  06144 
thrust  and  wing  loading  requirements  for  short 
haul  aircraft  constrained  by  engine  noise 
and  field  length.  08186 
thrust  performance  of  isolated   36-chute   sup- 
pressor   plug    nozzles    with    and    without 
ejectors  at  Mach  numbers  from  0  to  0.45  , 
01350 
Thunderstorms: 

public     severe     thunderstorm     and     tornado 
watches  within  National  Weather  Service, 
1969  and  1970,  10223 
Thurman,  Samuel  D.: 
nomination - 
hearings,  11600 
Thyroid  gland: 

thyroid  status  of  rats  during  simulated  shallow- 
water  saturation  dives,  10063 
TIAS,  see  Treaties. 
Ticks: 

and  tickborne  diseases,  08554 
and  tickborne  diseases,  hosts,  08553 
national    tick    surveillance    program,    calendar 
year  1973,  10471 
Tidal  waves,  see  Tsunami  (tidal  wave). 
Tides: 
deep  sea  tide  and  current  observations  in  Gulf 

of  Alaska  and  northeast  Pacific,  12971 
deep-sea    tide    observations    off    southeastern 

United  States,  12972 
tables,  east  coast  of  North  and  South  America 

including  Greenland,  06367 
tidal  flats  in  estuarine  water  quality  analysis, 

02454 
tidal    predictions,    1976,    Anchorage,    Alaska, 

12957 
tide   tables,    high   and   low    water  predictions, 
1975,  Central  and  Western  Pacific  Ocean 
and  Indian  Ocean,  01443 
Tie  downs: 

tiedown  and  bench  testing  of  grease-lubricated 
helicopter  tail  and  intermediate  gearboxes, 
04795 
Tie  rods: 

turnbuckles,  clevis/connector  rod  ends  and  tie 
rods.    Federal    item    identification    guide, 
11743 
Tieman,  Robert  O.: 
nomination  - 
hearings,  05550 
Tifton,  Ga.: 

motor    carrier    accident    investigation    report, 
01328 
Tiles: 

aerodynamic  heating  to  the  gaps  and  surfaces 
of     simulated     reusable-surface-insulation 
tile  arrays  in  turbulent  flow  at  Mach  6.6, 
01348 
setters,  employment  outlook,  09982 


Tillage: 

deer  use  changes  after  root  plowing  in  Arizona 

chaparral,  09712 
emergency    tillage    for    wind    erosion    control, 
08569 
Tillamook  Bay: 

bar  guide,  10607 
Tilt  rotor  propellers,  see  Propellers. 
Timber: 

direct  seeding  trials  of  3  major  timber  species 

in  Hawaii,  09666 
guidelines  for  TSI  cost  computations,  02607 
mass  diagram  in  timber  access  road  analysis, 

01064 
outlook  for  timber  in  United  States,  12284 
reducing  fire  potential  in  lodgepole  pine  by  in- 
creasing timber  utilization,  09629 
slope  stability  problems  associated  with  timber 

harvesting,  09618 
timber  resource  of  Missouri's  eastern  Ozarks, 

05845 
timber  resource  statistics  for  Oregon,  02646 
timber     resource     statistics     for     Washington, 

January  1,  1973,  02644 
timber  resources  of  Deleware,  05846 
timber    resources    of    Inland     Empire     area, 

Wash.,  05848 
transferable    forest    access    road    credits    in 
timber  sale  contracts - 
hearings,  11195 
law,  06696 
report,  06845 
Timber  and  Environment,  President's  Advisory 
Panel  on,  see  President's  Advisory  Panel  on 
Timber  and  Environment. 
Time: 

comparative    analysis    of   relative    validity    for 

subjective  time  rating  scales,  01699 
critique  of  role  of  time  allocation  in  river  basin 

model,  05741 
Daylight  saving  time  act- 

hearings,  11512 
daylight  saving  time  on  year  around  basis  for 
two-year  trial- 
report,  08939 
effects  on  time  of  seeding  on  germination  and 

survival  of  Douglas-fir,  09676 
system    for    precise    time-dissemination    using 
DME    (VORTAC)    synchronization,    test 
and  evaluation,  10321 
time  and  frequency,  theory  and  fundamentals, 

10187 
timeline    algorithm    for    astronomy    missions. 

06220 
VHF  transmitter  time-sharing  system,  design 

feasibility  study,  10298 
see  also  Hours  of  labor. 
Time  delay: 

analytical  method  for  determining  stability  of 
linear  retarded  systems  with  two  delays, 
02991 
fixed-base  simulator  study  of  the  effect  of 
time  delays  in  visual  cues  on  pilot  tracking 
performance,  01357 
Time  study: 

undergraduate    pilot    training    task    maneuver 
times  study,  01693 
Timers: 

timing    systems   and   components,    engineering 
design  handbook,  06571 
Tin: 

mineral  industry  surveys,  08107 
mineral  industry  surveys,  monthly,  04582 
Tips  (monetary),  see  Gratuities 
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lipion,  Howard  D.: 
nomination 
hearings,  07230 
Tirao,  Benylin-Lynda  O.: 

relief,  11308 
Tirao,  Jesus  F.: 

relief,  11308 
Tires: 

control  of  large  commercial  vehicle  accidents 
caused  by  front  tire  failures,  12760 

cord  and  fabrics,  current  industrial  reports, 
03697,  08643 

delays  in  establishing  uniform  quality  grading 
system  for  motor  vehicle  tires,  GAO  re- 
port, 07813 

economic  evaluation  of  technical  systems  for 
scrap  tire  recycling,  12092 

inner  tube,  pneumatic  tire,  Federal  item 
identification  guide,  11667 

spectral  and  directional  characteristics  of  noise 
generated  by  truck  tires,  03353 

thermal  conductance  of  and  heat  generation  in 
tire-pavement  interface  and  effect  on  air- 
craft braking,  08165 

tire  rebuilding  and  tube  repair  materials, 
Federal  item  identification  guide,  11843 

tires,  pneumatic  and  solid,  Federal  item 
identification  guide,  07339,  11666 

truck  noise,  experimental  investigation  of 
truck  tire  sound  and  vibration,  08459 

truck  noise,  noise  evaluation  tests  of  military 
truck  tires,  08449 
Tissues: 

tissue  enzyme  assay  for  chlorinated  hydrocar- 
bon insecticides,  09399 
Titaniferous  magnetite,  see  Magnetite. 
Titanium: 

coreduction  of  titanium,  aluminum,  and 
vanadium  chlorides  to  produce  titanium 
alloy  sponge,  10087 

effect  of  nature  of  oxygen  interactions  on  fric- 
tion of  titanium,  aluminum,  and  molyb- 
denum, 08178 

effect  of  outdoor  exposure  at  ambient  and 
elevated  temperatures  on  fatigue  life  of 
Ti-6A1-4V  titanium  alloy  sheet  in  annealed 
and  solution-treated  and  aged  condition, 
12818 

electrochemical  kinetics  of  reaction  of  titanium 
metal  with  titanium  subchlorides  in  molten 
sodium  chloride,  10082 

friction  differences  between  aliphatic  and  aro- 
matic structures  in  lubrication  of  titanium, 
08163 

ingot  mill  products  and  castings,  current  indus- 
trial reports,  03672 

lead  dioxide-plated  titanium  anode  for  elec- 
trowinning  metals  from  acid  solutions, 
12747 

mineral  industry  survey,  quarterly,  04584 

mineral  industry  surveys,  08108 

tensile  and  creep  properties  of  titanium- 
vanadium,  titanium-molybdenum,  and 
titanium-niobium  alloys,  06204 

X-ray  line  profile  analysis  of  titanium  alloys, 
06433 
Titanium  chlorides: 

coreduction  of  titanium,  aluminum,  and 
vanadium  chlorides  to  produce  titanium 
alloy  sponge,  10087 

electrochemical  kinetics  of  reaction  of  titanium 
metal  with  titanium  subchlorides  in  molten 
sodium  chloride,  10082 


Titanium  oxide: 

magnetic    entropy    of   solids,   direct    measure- 
ment    results     for     dysprosium     titanium 
oxide,  10155 
Titration,  see  Volumetric  analysis. 
Titusville,  Fla.: 

area  wage  survey,  02858,  07953 
Tobacco: 

alcohol,  tobacco,  and  firearms  bulletin,  03429 
alcohol,      tobacco,     and     firearms     summary 

statistics,  10457 
fire-cured  and  dark  air-cured  tobacco  market 

review,  04736 
flue-cured  tobacco  allotment  leasing - 

report,  07160 
foreign  agriculture  circulars,  03946 
light  air-cured  tobacco  market  review,  04740 
marketing  quota  provisions,  amend - 
law,  08735 
report,  08833,  09012 
pest    management    programs    for    cotton,    pe- 
anuts, and  tobacco,  evaluation,  13035 
price  support  calculation - 

veto  message,  00376 
program  - 

hearings,  02018 
revenue  rulings,  etc.,  internal  revenue  bulletin, 

cumulative,  index-digest  system,  03479 
tax  guide,  01162,  04587 
tobacco  situation  (periodical),  04585 
tobacco  stocks  report,  04586 
tobacco  tax  guide,  01710 
Tobago: 

background  notes,  01592 
Togiak  National  Wildlife  Refuge: 

proposed,     in     Alaska,    general     information, 
09880 
Toilet  articles: 

personal  toiletry  articles,  Federal  item  identifi- 
cation guide,  02383,  11770 
Toiletries,  see  Toilet  articles. 
Toledo,  Ohio: 

climatology  of  Lake  Erie  storm  surges,  06378 
municipal  government  wage  surveys,  06019 
Tolerance  (physiology),  see  Stress  (physiology). 
Tomatoes: 

decentralized  tomato  processing,  plant  design, 

costs,  and  economic  feasibility,  01649 
golden   nematode    of   potatoes   and   tomatoes, 
06526 
Tombstones: 

price  of  death,  survey  method  and  consumer 
guide  for  funerals,  cemeteries,  and  grave 
markers,  12256 
Tones: 

hearing    threshold    shifts    to    high    frequency 
tonal  pulses,  10064 
Tool  maker: 

employment  outlook,  09938 
Tools: 

electric     home     workshop     tools     (excluding 

power  saws  and  chain  saws),  09112 
see  also  Hand  Tools -Power  tools. 
TOPICS  (urban  area  traffic  operations  improve- 
ments), see  Traffic  control. 
Topography: 

comparison    of   techniques    for   approximating 
ocean  bottom  topography  in  wave-refrac- 
tion computer  model,  02972 
Tordon  10K: 

survival    of    tropical    ash    planted    in    tordon- 
treated  soils  in  Hawaii,  09685 
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Tornadoes: 
public     severe     thunderstorm      and     tornado 
watches  within  National  Weather  Service, 
1%9  and  1970,  10223 
severe    local    storm    warning    service   and    tor- 
nado statistics,  06413 
tornado   outbreak  of  Apr.    3-4,   1974,   synoptic 

analysis,  01450,  12975 
tornado  safety  rules  in  schools,  06414 
tornado  warning,  Owlie  Skywarn,  booklet  for 

boys  and  girls,  13008 
tornadolike  gravity-driven  vortex  model,  10176 
widespread  tornado  outbreak  of  Apr.  3-4,  1974, 
report  to  Administrator,  08265 
Torque: 

magnetic    torque   on    rotating   superconducting 
sphere,  06251 
Torrey  Pines  Beach,  Calif.: 

sand   level   changes   on   Torrey    Pines   Beach, 
Calif.,  11968 
Torsion,  see  Strains  and  stresses. 
Tourism,  see  Tourist  trade. 
Tourist  trade: 

adequate  supplies  of  energy  to  tourism  indus- 
try, assure - 
hearings,  02256 
policy  and  role  of  Federal  Government  in  tour- 
ism- 
report,  05377 
small  business   enterprises  in  outdoor  recrea- 
tion and  tourism,  08913 
tourist  travel  promotion - 

hearings,  05208 
tourist      travel      promotion,      appropriations, 
authorize  - 
veto  message,  01944 
visit  USA  outlets  abroad,  08497 
Tourists: 

waiver  of  nonimmigrant  visas,  1 1 161  - 
report,  10999 
Towels: 

current  industrial  reports,  03695 
Towers: 
costly  requirements  for  certain  control  towers, 
navigation   aids,   and  airport  lights,  GAO 
report,  12343 
tower    airport    statistics    handbook,    calendar 
year  1973,  05776 
Towing: 
equipment,   Federal  item   identification  guide, 

09159 
towbars  and  towing  equipment.   Federal  item 
identification  guide,  07378 
Town  Creek,  Ala.: 

flood-prone  areas,  12418 
Towns,  see  Cities  and  towns. 
Townsley,  John  A.: 

relief,  10845 
Toxicants,  see  Insect  repellants-Poisons. 
Toxicity,  see  Poisons. 
Toxin: 

phytotoxic   grass   residues   reduce   germination 
and  initial  root  growth  of  ponderosa  pine, 
02642 
Toxoplasmosis: 

toxoplasma  and  toxoplasmosis,  review,  00024 
Toys: 

banning  of  2  toys  and  certain  aerosol  spray  ad- 

hesives,  GAO  report.  07790 
fact  sheet,  09104 
Tozzi,  Juliet  E.: 

relief,  10840 
TRACAB  (terminal  radar  approach  control  cab), 
see  Radar. 


Trace  elements: 

coal    fired    power   plant    trace    element    study. 

12000  1 
effect  of  sedimentation  and  diagenesis  on  trace 
element  composition  of  water-laid  tuff  in 
Keg  Mountain  area.  Utah,  05884 
extensive  1-year  survey  of  elements  and  com- 
pounds  in  airborne   suspended   particulate 
matter  in  Cleveland.  Ohio.  08171 
new  and  refined  methods  of  trace  analysis  use 

ful  in  geochemical  exploration,  07834 
occurrence     and     distribution     of     potentially 

volatile  trace  elements  in  coal,  00930 
role    of    trace    elements    in     management    of 

nuisance  growths,  05718 
trace   element   analysis   of   normal   lung   tissue 
and   hilar   lymph   nodes   by   spark   source 
mass  spectrometry,  08246 
trace  element  and  major  component  balances 
around  SYNTHANE  PDU  gasifier,  00866 
Tracer  studies: 

tracer  gas  as  aid  in  mine  ventilation  analysis, 
10081 
Tracking: 

balloon  tracking,  vertical  efficiency  of  active 
and  passive  systems  from  standpoint  of 
integrated  error,  085% 
fixed-base  simulator  study  of  the  effect  of 
time  delays  in  visual  cues  on  pilot  tracking 
performance,  01357 
Laser    Doppler    System    for    aircraft    trailing. 

vortex  tracking,  and  measurement,  06255 
tracking  and  data  acquisition  program,  00501 
Tracking  stations: 

Kwajalein  Island,  agreement  with  Japan,  08424 

tracking  stations,  agreement  with  Brazil,  03211 

TRACON  (terminal  radar  approach  control),  see 

Radar. 
Traction: 

effect  of  starvation  on  film  thickness  and  trac- 
tion under  elastohydrodynamic  rolling  and 
sliding  conditions,  01362 
Tractors: 

current  industrial  report,  08649 
current  industrial  reports,  03673 
Tracy,  Calif.: 

geology,    hydrology    and    water    quality,    San 
Joaquin  Valley,  09797 
Trade,     see     Agricultural     products-Commerce- 
Retail  trade-Wholesale  trade. 
Trade  agreements,  see  Commercial  treaties 
Trade  policy,  see  Commercial  policy. 
Trade-marks,  see  Trademarks. 
Trademarks: 

official  gazette  of  Patent  and  Trademark  Of- 
fice, 04315 
statutes    relating    to    trademarks,    examination 
and  review  - 
report,  05352 
trademark      examining      procedure      directive, 
04589 
Trades,  see  Service  trades. 
Tradevman: 

tradesman  3  &  2,  rate  training  manual,  13010 
Tradition: 

America's      park      and      recreation      heritage, 

chronology,  08333 
our  revolutionary   heritage,  some   thoughts  on 

meaning  of  American  Revolution,  12985 
our  200  years,  tradition  and  renewal,  American 
issues    forum,    national    bicentennial    pro- 
gram, 01413 
Traffic: 

contemporary       overview       of       traffic       law 
uniformity  in  United  States,  12928 
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Traffic    (  on 

fundamentals  and  abatement  of  highway  tral- 
fic  noise,  noise  barrier  design  and  exam- 
ple abatement  measures,  02518 

fundamentals  and  abatement  of  highway  traf- 
fic noise,  noise  prediction  charts  and  sam- 
ple problem,  02519 

National  traffic  and  motor  vehicle  safety  act, 
yearly  activities  of  Transportation  Dept., 
01888 

report  on  administrative  adjudication  of  traffic 
infractions.  Highway  safety  act  of  1973, 
12933 

systems  analysis  of  traffic  law  system,  10214 

traffic  laws  commentary,  03030-1,  08239 

urban  corridor  demonstration  program,  03359 

vessel  traffic  systems,  what  is  needed  to 
prevent  and  reduce  vessel  accidents? 
GAO  report,  01103 

see  also  Air  traffic. 
Traffic  clerks: 

traffic  agents  and  clerks,  employment  outlook, 
12650 
Traffic  control: 

air  traffic  control,  06563 

en  route  air  traffic  control  handbook,  06565 

freeway  on-ramp  traffic-responsive  control 
methodology,  08463 

1974  annual  report  on  urban  area  traffic  opera- 
tions improvement  programs,  TOPICS,  re- 
port of  Secretary  of  Transportation  , 
02541 

1975  annual  report  on  urban  area  traffic  opera- 
tions improvement  programs,  TOPICS,  re- 
port of  Secretary  of  Transportation  , 
02542 

personal  property  traffic  management  regula- 
tion, 02393 
police  traffic  services,  08236 
urban  traffic   control  system,   FORTRAN   IV 

software  documentation,  01009 
urban  traffic  control  system,  FORTRAN  IV, 

software  interface  manual,  01008 
see  also  Air  traffic. 
Traffic  controllers,  see  Air  traffic  controllers. 
Traffic  courts: 
Administrative    Adjudication    Bureau   of   New 
York   State    Department   of    Motor   Vehi- 
cles, 01212 
highway  safety  program  manual,  03024 
Traffic  managers,  see  Managers. 
Traffic  safety,  see  Safety  of  life. 
Trail  Creek: 
floods,     Ketchum-Sun    Valley,     Idaho,    Trail 
Creek,  09261 
Trailer  parks: 
trailering  parks,  census  of  selected  service  in- 
dustries, 06614 
Trailers: 
dealers  and  individuals  subject  to  provisions  of 
property   improvement   and    mobile   home 
regulations  (title  1,  National  housing  act), 
09850 
loans  for  mobile  homes,  increase  amount- 
law,  06715 
mobile  home  handbook,  13241 
mobile  homes,  fact  sheet,  09098 
truck  trailers,   summary   for   1973,  current  in- 
dustrial report,  08651 
truck,  current  industrial  reports,  03674 
Trails: 

low   compliance    rates   at   unmanned   trail   re- 
gisters, 01054 
National  trails  system  act,  amend - 
hearings,  00682 


report,  02201 

old  cattle  trails  of  Southwest,  segments  of  na- 
tional scenic  trails  system,  designate- 
proposal,  01942 
Trainers  (devices),  see  Training  devices. 
Training: 

ADP  training  course  catalog,  12516 

advanced  simulation  in  undergraduate  pilot 
training,  automatic  instructional  system, 
00062 

advanced  simulation  in  undergraduate  pilot 
training,  G-seat  development,  01698 

advanced  simulation  in  undergraduate  pilot 
training,  motion  system  development, 
01697 

advanced  simulation  in  undergraduate  pilot 
training,  systems  integration,  00063 

AFHRL/FT  capabilities  in  undergraduate  pilot 
training  simulation  research,  executive 
summary,  00057 

air  traffic  training  handbook,  00071 

associate  training  programs  in  medical  and 
biological  sciences  at  National  Institutes 
of  Health,  08248 

Comprehensive  employment  and  training  act, 
oversight - 
hearings,  06941 

development  and  evaluation  of  objective 
technique  to  assess  effort  in  training, 
01692 

DWI  law  enforcement  training  instructor's 
manual,  12930 

emergency  medical  technical  crash  victim  ex- 
trication training  course,  12931 

environmental  data  base  development  process 
for  ASUPT  CIG  system,  01691 

firefighter  basic  training  course,  02648 

front-end  analysis  re  CSO/CSI  training  needs, 
report  on  findings,  11642 

good  turnaround,  09856 

identification  and  analysis  of  social  incentives 
in  Air  Force  technical  training,  01687 

improvements  needed  in  U.S.  contractor  train- 
ing of  Republic  of  Vietnam  Armed 
Forces,  GAO  report,  09744 

installations,  training  site  general  information 
summary,  12918 

Job  Corps,  occupational  training  guides,  05976 

jobs  for  which  junior  college,  technical  in- 
stitute, or  other  specialized  training  is 
usually  required,  07983 

labor,  manpower  and  price  statistics  training 
program  for  statisticians  and  economists 
of  other  countries,  06000 

management  by  objectives,  training  available 
to  Federal  employees,  00212 

managing  highway  maintenance,  instructor's 
guide  for  training  in  managing  highway 
maintenance,  02522 

managing  highway  maintenance,  training  guide 
and  catalog,  07663 

national  apprenticeship  and  training  standards 
for  automobile  mechanic,  body  repairman, 
and  painter,  10477 

national  training  system,  course  calendar, 
03039 

nurse  training,  1974,  report  to  Congress,  09848 

pattern  standards  of  apprenticeship  and  train- 
ing for  Associated  Builders  and  Contrac- 
tors, Inc.,  01718 

political  activities  under  Comprehensive  em- 
ployment and  training  act,  06645 

principles  and  practices  of  occupational  safety 
and  health,  student  manual,  06451 
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progress  achieved  in  education  and  training  of 
women,  minimum  targets  to  be  achieved 
during  decade,  09213 

quick  run  through  basic  training,  12920 

secretarial  and  clerical  training  guide,  02760 

seminar  on  alcohol  and  safety,  training  for  so- 
cial and  health  care  personnel,  manual, 
06332 

sixteenth  annual  conference  of  State  employ- 
ment security  training  directors,  06061 

supportive  service  manual  standardized 
procedure,  05791 

technical  consultations  and  training,  agreement 
with  Portugal,  03276 

training  and  education  programs  in  automatic 
data  processing,  ADP,  01813 

training  guide  implementing  direct  deposit  pro- 
gram for  Federal  recurring  payments, 
12262 

training  manual  for  inspection  for  decent,  safe, 
and  sanitary  housing,  07672 

TT  [training  text]  series,  02647-8 

undergraduate  pilot  training  task  frequency 
study,  01689 

undergraduate  pilot  training  task  maneuver 
times  study,  01693 

see  also  Education-Employee  training-Military 
education-Naval  education. 
Training  aids,  see  Training  devices. 
Training  devices: 

armament  and  operational  training  devices. 
Federal  item  identification  guide,  11823 

capabilities,  necessary  characteristics  and  ef- 
fectiveness of  pilot  ground  trainers,  study, 
10301,  10324 

capabilities,  necessary  characteristics  and  ef- 
fectiveness of  pilot  trainers,  study,  10302 

preliminary  operational  evaluation  of  au- 
diovisual instrument  trainer,  01694 

training  aids  in  wood  products  protection,  an- 
notated guide,  12296 

training  aids.  Federal  item  identification  guide, 
07388 
Trains:  see  Railroads 
Trajectories: 

fixed-range  optimum  trajectories  for  short-haul 
aircraft,  08174 

optimal  three-dimensional  reusable  tug  trajec- 
tories for  planetary  missions  including 
correction  for  nodal  precession,  12843 

space     shuttle     launch     vehicle     performance 
trajectory,  exchange  ratios,  and  dispersion 
analysis,  06219 
Trans  World  Airlines,  Inc.: 

aircraft  accident  report,  06410,  10234 
Transcripts: 

comparison    of    White    House    and    Judiciary 
Committee  transcripts  of  8  recorded  Pre- 
sidential conversations - 
hearings,  06998 

public  access  to  Watergate  transcripts,  09020 
Transducers: 

design    theory    for   constant-beamwidth    trans- 
ducer. 08326 
Transfer  functions: 

bidirectional    plant    canopy    reflection    models 
derived  from  radiation  transfer  equation, 
02988 
Transfer  of  heat,  see  Heat  transfer. 
Transfer  orbits  (space  flights),  see  Orbits. 
Transformations  (mathematics): 

fast  complex  convolution  using  number 
theoretic  transforms,  08328 


transformation    method    for    constrained-func- 
tion minimization,  02964 
Transformers: 

coils,  reactors,  suppressors,  and  transformers. 
Federal  item  identification  guide,  11683 
Transient  flow,  see  Flow. 
Transient  responses,  see  Responses. 
Transients: 

numerical    model    for   prediction    of   transient 
water  quality  in  estuary  networks,  06384 
Transients  (electricity): 

selected      specific      rates      of     reactions     of 
transients  from  water  in  aqueous  solution. 
06290 
transients    generated    by    345-KV    disconnect 
switches.       Grand       Island       substation, 
Nebraska,  06461 
Transit  systems:  see    Local  transit. 
Transitions: 

boundary    layer    transition    and    displacement- 
thickness  effects  on  zero-lift  drag  of  se- 
ries   of    power-law    bodies    at     Mach    6. 
06224 
Federal  assistance  for  Presidential  transitions, 
recommendations   for  changes   in   legisla- 
tion, GAO  report,  07756 
rough-to-smooth      transition      of      equilibrium 
neutral  constant  stress  layer,  02957 
Translating  machines: 

collection,    preparation,    translation    and   com- 
puter reduction  system  of  digital  hydrolog- 
ic  data,  08515 
Translations: 

technical.  National  Aeronautics  and  Space  Ad- 
ministration,    01367,     02998-9,      10183-6, 
12848-9 
Transmission        lines,        see        Electric        lines- 
Waveguides. 
Transmission  of  heat,  see  Heat  transfer. 
Transmissions: 

belts,     transmission     and     belts,      conveyor, 
Federal   item    identification   guide,   00759, 
11736 
miscellaneous  power  transmission   equipment. 

Federal  item  identification  guide,  11813 
miscellaneous        transmission         components. 

Federal  item  identification  guide,  11815 
occupations,  employment  outlook,  10028 
signal  selection  and  transmission,  USSR  study, 

05950 
switches,  RF  transmission  line  and  waveguide. 

Federal  item  identification  guide,  11720 
tactical  microwave  radio  (TMR)  for  transmis- 
sion of  weather  radar  data,  04774 
Transmissometers: 

measurement  of  opacity  and  mass  concentra- 
tion of  particulate  emissions  by  transmis- 
sometry,  05710 
Transmitters: 

fixed  and  base  station  FM  transmitters,  05963 
operation  of  aircraft  without  emergency  loca- 
tor transmitters,  permit- 
hearings,  1 1202 
report.  11020 
VHF  transmitter   time-sharing   system,   design 

feasibility  study.  10298 
see  also  Position  transmitters. 
Transonic  flow,  see  Flow. 
Transonic  flutter,  see  Flutter  (aircraft). 
Transonic  speed,  see  Air  speed. 
Transparent  proofs: 

producing   high-quality    negatives    from    ERTS 
black-and-white  transparencies,  09703 
Transpiration  cooling,  see  Cooling. 
Transport  aircraft,  see  Aircraft. 


Do  not  order  from  index;  see  indicated  entry 


Page  1-613 


Subject  Index 


Transport  airplanes,  see  Airplanes. 
Transport  properties: 

N2  gas  at  cryogenic  temperatures,  10138 

particle-transport  simulation  with  Monte  Carlo 
method,  11954 

potential  transport  forms  of  nitrogen  mustard, 
East  European  study,  12609 
Transportation: 

ACIR  State  legislative  program,  01629 

action  plan  for  national  network  of  transporta- 
tion research  information  services 
(TRISNET),  08447 

air  pollution  on  wheels,  transportation  controls 
in  southwestern  Pennsylvania,  09325 

airlift  operations  of  Military  Airlift  Command 
during  1973  Middle  East  war,  GAO  report, 
02657 

Alaska,  transport  of  supplies  by  military  air- 
lift- 
hearings,  07194 
report,  10946 

Alaskan  natural  gas  transportation  systems, 
12503 

alternative  fuels  for  automotive  transportation, 
feasibility  study,  09423 

analysis  of  intercity  passenger  transportation 
in  United  States,  13189 

arrangement  of  passenger  transportation,  cen- 
sus of  selected  service  industries,  06616 

arranging  transportation  for  small  shipments, 
shipper  rights,  remedies  and  alternatives, 
05944 

bicycle  transportation,  00894 

Boston's  transportation  control  plan,  11998 
truck  inventory  and  use  survey,  08628 

census,  commodity  transportation  survey, 
commodity  series,  00136 

census,  1972,  truck  inventory  and  use,  08628- 
U.S.  summary,  08628 

chemical  hazards  response  information  system 
for  multimodal  accidents,  CHRISM  A, 
reevaluation  of  CHRIS  for  all  modes  of 
transportation,  00238 

code  of  Federal  regulations,  02559-61,  09570, 
12233-5 

commercial  airlines  and  airports,  careers  in 
transportation,  grades  3  and  4,  teachers 
resource  guide,  12115 

computer  technology  in  transport  services, 
USSR  study,  12604 

development  of  heuristic  procedures  to 
analyze  production-transportation 

problem,  00875 

economics,  04615 

efficiency  of  national  transportation  system 
(remarks),  09548 

Emergency  commuter  relief  act- 
report,  05019,  08759 

emergency,  adequate  compensation  for  owner- 
operator  fuel  costs  - 
hearings,  11508 

energy  crisis  and  proposed  solutions  - 
panel  discussions,  05260 

energy  statistics,  supplement  to  summary  of 
national  transportation  statistics,  08472 

estimated  Federal  expenditures  on  domestic 
transportation  capital  improvement  and 
operating  programs,  by  State,  fiscal  years 
1957-71,  13195 

evaluation  of  the  hazard  of  bulk  water  trans- 
portation of  industrial  chemicals,  01819 

Federal  mass  transportation  act- 
report,  05031 

FHWA  computer  programs  for  urban  transpor- 
tation planning,  02516 


fuel  problems  and  their  impact  on  air  transpor- 
tation industry,  1 1196 

fuel  problems  of  nation's  public  transportation 
system     resulting     from     current     energy 
shortage  - 
hearings,  05461 

geographical  analysis  of  oil  spill  potential  as- 
sociated with  Alaskan  oil  production  and 
transportation  systems,  06660 

glossary  of  terms  and  abbreviations  for  use  in 
transportation  preparedness  planning, 
13199 

Hazardous       materials       transportation       act, 
amend - 
report,  02174 

Hazardous     materials     transportation     control 
act,  amend,  1 1 141  - 
report,  05369,  08815,  08834 

household  moving  and  storage,  Syracuse, 
N.Y.,  industry  wage  survey  report,  07977 

household  moving  and  storage,  Utica-Rome, 
N.Y.,  industry  wage  survey  report,  07978 

improving  urban  mobility  through  better  trans- 
portation management,  05790 

improving  urban  mobility,  research,  develop- 
ment and  demonstration  projects  in  public 
transportation,  directory,  10351 

increased  fuel  economy  in  transportation 
systems  by  use  of  energy  management, 
01605 

interrelation  of  transporatation  system  and 
project  decisions,  02520 

let's  unravel  urban  snarl,  13203 

1974  national  transportation  report,  current 
performance  and  future  prospects,  03355-6 

marketing  and  transportation  situation,  04194 

military  airlift,  posture  - 
hearings,  11070 

military  transportation  management  journal, 
translog  (periodical),  04614 

MILSTAMP,  military  standard  transportation 
and  movement  procedures,  11876 

MILSTAMP,  military  standard  transportation 
and  movement  procedures,  policies  and 
procedures,  09165,  11877 

mode  of  transportation  and  personal  charac- 
teristics of  tripmakers,  02528 

nationwide  personal  transportation  study,  re- 
port, 02527-9,  12157 

needs  and  problems  in  countryside,  06911 

non-government  frequency  list,  land  transpor- 
tation services,  09517 

policies,  impact- 
hearings,  06906 

productivity  in  urban  transportation  - 
hearings,  01883 

pupil  transportation  safety,  03027 

radioactive  material  by  passenger  aircraft, 
06747 

rail  rapid  transit  and  express  bus  service  in 
urban  commuter  market,  evaluation,  10346 

San  Fernando,  Calif.,  earthquake  of  Feb.  9, 
1971,  utilities,  transportation  and  sociolog- 
ical aspects,  09497 

school  fare  subsidy - 
hearings,  11089 

status  of  urban  corridor  demonstration  pro- 
gram, 08479 

summary  of  opportunities  to  conserve  trans- 
portation energy,  08471 

surface  transportation - 
hearings,  07029-30 
report,  10976 

tax  information  on  moving  expenses,  02784 
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today's  R&D,  building  base  for  better  trans- 
portation, 08480 

transport  statistics  in  United  States,  01182, 
12587-8 

transport  technology,  decade  ahead.  02491 

transportation     and     elderly,     problems     and 
progress  - 
hearings,  02233,  07183 

transportation  and  travel,  MTMC  port  han- 
dling billing  rates,  10501 

transportation  controls  to  reduce  automobile 
use  and  improve  air  quality  in  cities, 
05756 

transportation  for  handicapped,  selected 
references,  08445 

transportation  topics  for  consumers  from  Of- 
fice of  Consumer  Affairs,  04616 

transportation  USA,  04617 

transportation,  energy  crisis  and  proposed 
solutions,  05269 

U.S.  transportation  system,  Federal  govern- 
ment's role  and  current  policy  issues, 
staff  paper,  02665 

urban  mass  transportation,  authorize  grants  to 
assure     adequate     commuter    service     in 
urban  areas  - 
report,  05019,  08759 

urban  transportation  policies  and  activities, 
00369,  13207 

use  of  belt  conveyors  to  transport  mass 
concrete,  05672 

weekly  Government  abstracts,  04713 

see  also  Air  carriers-High  speed  ground  trans- 
portation-Railroads. 
Transportation  Department: 

academic  and  military  programs  of  5  service 
academies,  GAO  report,  01090 

activities  under  highway  and  motor  vehicle 
acts,  01888 

appropriations,  1974- 
hearings, 08851 

appropriations,  1975 

proposal,  amendment,  08928 
transfer  authority,  11247 

appropriations,  1975,  amend 
proposal,  04955 

appropriations,  1976 

amendment,  proposal,  11265 

hearings,  00650-1 

law,  01869 

report,  00591,  01994 

supplemental,  proposal,  01900,  11280 

Assistant  Secretary,  nomination  of  Robert  H. 
Binder- 
hearings,  11505 

audit  of  financial  statements  of  Saint 
Lawrence  Seaway  Development  Corpora- 
tion, GAO  report,  07689 

auto  safety  program,  identifying  defects  and 
recalling  defective  vehicles,  GAO  report, 
07809 

bibliographic  list,  08445 

budget  amendments,  10741 

budget  rescissions  and  deferrals,  1975- 
hearings,  09032 

contracting  with  United  States  Department  of 
Transportation,  13191 

contributions  of  advisory  groups  to  Federal 
motor  vehicle  and  traffic  safety  programs, 
GAO  report,  07808 

delays  in  establishing  uniform  quality  grading 
system  for  motor  vehicle  tires,  GAO  re- 
port, 07813 

DOT  TSC  OST  series,  08469 


DOT  TST  series.  01605,  03353,  06491,  08447- 
68,  13192-3 

DOT/NASA  comparative  assessment  of 
Brayton  engines  for  guideway  vehicles 
and  busses.  06184 

eighth  annual  report,  fiscal  year  1974,  08477 

fifth  annual  report  of  Secretary  of  Transporta- 
tion on  hazardous  materials  control.  131% 

General    Counsel,    nomination    of    John    Hart 
Ely- 
hearings,  07230 

general  provisions  for  cost-reimbursement  type 
supply  contracts,  13198 

improved  planning  and  management  of  infor- 
mation systems  development  needed, 
GAO  report,  01097 

improved  procedures  needed  for  implementing 
safety  recommendations,  GAO  report, 
07811 

improvements  needed  in  planning  and  using 
motor  vehicle  safety  research,  GAO  re- 
port, 07707 

Maine  Facility,  R&D  facility  for  your  use  in 
all  seasons  for  many  reasons,  03354 

need  to  improve  benefit-cost  analyses  in 
setting  motor  vehicle  safety  standards, 
GAO  report.  07720 

OST  TST  series,  08478 

press  releases,  04414 

research    and    development    programs,    over- 
view- 
hearings,  00513 

Secretary,  nomination  of  William  T.  Coleman, 
jr- 
hearings,  05473 

summary  of  awards  under  supplementary  sol- 
icitation for  interdisciplinary  research, 
fiscal  year  1975  program  of  university 
research,  08466 

technology  sharing,  guide,  13209 

telephone  directory,  03739 

transportation  USA,  04617 

urban  transportation  policies  and  activities,  re- 
port, 00271 
Transportation  Safety  Board,  National,  see  Na- 
tional Transportation  Safety  Board. 
Transuranium  elements: 

plutonium    and    other    transuranium    elements, 
proceedings  of  public  hearings,  Washing- 
ton, DC,  06458 
Travel: 

air  travel  clubs  using  large  aircraft,  certifica- 
tion and  operations,  Federal  aviation  regu- 
lations, 03829 

Army  recreation  and  travel  guide,  00089 

cost  of  travel  by  veterans  to  VA  facilities,  an- 
nual investigation - 
report,  06866 

festival  USA  1976  Bicentennial  edition,  03368 

foreign  travel  of  Members  and  employees  of 
Senate    at    expense    of    foreign    govern- 
ment- 
report,  1 1416 

household  travel  in  United  States,  02527 

how  to  travel  in  Mount  McKinley  National 
Park,  Alaska,  06394 

international  travel  by  residents  of  foreign 
countries,  market  analysis,  04556 

international  travel  to  U.S.,  summary  and 
analysis,  04556 

joint  regulations,  Defense  Department  civilian 
personnel,  04100 

joint  regulations,  uniformed  services,  04099, 
07395 
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mode  of  transportation   and   personal  charac- 
teristics of  tripmakers,  02528 
nineteen    seventy-five    gas    mileage    guide    for 

new  car  buyers,  02481 
nineteen  seventy-six  gas  mileage  guide  for  new 

car  buyers,  02482 
out-of-city  travel,  GAO  report,  12351 
passenger,    between    U.S.    and    foreign    coun- 
tries, reports,  04055 
per  diem  and  mileage  expenses  of  government 
employees,  increase- 
report,  06781 
per   diem    travel   allowances   for   Government 
employees,  increase- 
hearings,  06953 
purposes  of  automobile  travel  and  trips,  12157 
tourist  travel  promotion  - 

hearings,  05208 
transportation    and   travel,    MTMC   port    han- 
dling billing  rates,  10501 
travel  patterns  and  problems  of  suburban  high 

school  males,  12160 
travel,   entertainment,   and  gift   expenses,   tax 

information,  02797 
trip  generation  analysis,  01007 
urban  travel  demand  forecasting  course,  03360 
vacation  travel  by  Canadians  in  U.S.,  01615-9, 
13227-35 
Travel  agents: 

visit  USA  outlets  abroad,  08497 
Travelers: 
guidebooks    for    handicapped    travelers,    list, 

01515 
international    travel    to    U.S.,    summary    and 

analysis,  03369 
waiver  of  nonimmigrant  visas,  1 1 161  — 
report,  10999 
Traveling  wave  tubes,  see  Tubes. 
Treasury: 

daily  statement,  03717 
Treasury  bonds,  see  Bonds  of  United  States. 
Treasury  Department: 
adjusted    taxes,    incomplete    and    inaccurate 
measure   for  revenue  sharing  allocations, 
GAO  report,  02654 
annual  report - 
departmental  edition,  13212,  13219 
document  edition,  10807-8 
appropriations,  1975 
amendment,  proposal,  08924 
report,  08835,  10889 
supplemental,  proposal,  08923,  11250 
appropriations,  1976 
hearings,  05138-9 
supplemental,  proposal,  11294 
bulletin,  04618 

considerations  on  increased  quotas  for  Interna- 
tional Monetary  Fund,  01106 
customs  bulletin,  bound  volume,  03361 
customs  bulletin,  weekly,  03710 
department  circular,  public  debt  series,  01607- 

10,  03362-3,  08481-3 
foreign  assistance  appropriations,  1976- 

hearings,  07197 
government   can    save   more   under  composite 

check  program,  GAO  report,  01088 
mandatory  tax   withholding  recommended  for 
agricultural      employees,      GAO      report, 
07751 
need  for  uniform  method  for  paying  interest 
on  Government  trust  funds,  GAO  report, 
07719 
overseas  military  banking,  how  it  is  financed 
and  managed,  GAO  report,  07769 


press  releases,  04415 

revenews.      Office      of      Revenue      Sharing 

newsletter,  04475 
Secretary,  National  Security  Council  member- 
ship- 
hearings,  07202 
report,  06888 
services  for  special  beneficiaries,  GAO  report, 

12358 
telephone  directory,  04620 
treasury  papers,  04619 
use  of  United  States-owned  foreign  currencies, 

GAO  report,  07738 
Treasury  notes: 

series  B-1981,  01609,  08481 

series  C-1982,  03362 

series  D-1977,  01607 

series  E  1977,  01608 

series  F  1979,  01610 

series  H-1978,  08482 

series  N-1977,  08483 

7  3/4  percent  treasury  notes  of  series  B-1981, 

08481 
Treaties: 

Patent  Cooperation  Treaty,  implement- 
hearings,  11160 
treaties    and    other    international    acts    series, 

03124-334,      04621,      06485-6,      08418-32, 

10290-5,  13118-47 
Tree  planting: 

tree  planters'  notes,  04622 
Trees: 

adaptability   of  tree   species   to  hydrol  humic 

latosol  soils  in  Hawaii,  09667 
black  twig  borer,  tree  killer  in  Hawaii,  09694 
conversion  of  tree-volume  equations  to  metric 

system,  09719 
early  growth  tolerances  of  shrubs  to  boron  in 

tunnel  spoil,  09665 
forest  tree  improvement  in  California,  12322 
guide  to  Alaska  trees,  01651 
improved  apparatus  for  pressure-injecting  fluid 

into  trees,  02612 
man's  best  friend,  12302 

mistletoes  on  introduced  trees  of  world,  10382 
northeastern    forest    tree    improvement    con- 
ference, proceedings,  07686 
provisional    tree    and    shrub    seed    zones    for 

Great  Plains,  02639 
Puerto  Rico  and  Virgin  Islands,  08560 
rate  of  increase  interpretations,  handy  guide, 

09645 
seeding  habits  of  upper-slope  tree  species- 
dispersal  of  mountain  hemlock  seedcrop  on 

clearcut,  09651 
twelve-year    record     of    cone     production, 
09650 
species  trials  at  Waiakea  Arboretum,  tree  mea- 
surements in  1970,  09671 
stem  surface  area  equations  for  4  tree  species 

of  New  Mexico  and  Arizona,  05829 
suggested  method  for  comparing  containerized 

and    bare-root    seedling    performance    on 

forest  lands,  05832 
tree  repair,  12979 
see  also  Christmas  trees. 
Trenton,  N.J.: 

area  wage  survey,  07959 

area  wage  survey  report,  07950 

union  wage  scales,  local  truckdrivers,  02875 

union   wage   scales,   printing   trades,   Trenton, 

N.J.,  12674 
Tres  Pinos  Creek: 

flood  plain  information,  05642 
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Tri-n-butyl  phosphate: 

reduction  of  tetravalent  cerium  and  its  applica- 
tion      to       stripping       from       tri-n-butyl 
phosphate,  10077 
Tri-State  Motor  Transit  Company: 

relief,  10813 
Trials: 

direct  seeding  trials  of  3  major  timber  species 

in  Hawaii,  09666 
military  justice  trial  procedure,  10500 
spacing  trial  in  tropical  ash,  09659 
speedy  trial  act- 
report,  05337 
Triangulation: 

analytical  expressions  for  position  error  in  tri- 
angulation  solutions  of  point  in  space  for 
several  station  configurations,  10137 
Trichloroethylene: 

biologic    standards    for    industrial    worker    by 
breath  analysis,  trichloroethylene,  01418 
Tricycles,  see  Bicycles  and  tricycles. 
Trigonometry: 
third    catalog    of    trigonometric    parallaxes    of 
faint  stars,  01489 
Trilobites: 

systematics,    environment,    and    biogeography 
of  some  late  Cambrian  and  early  Ordovi- 
cian    trilobites    from    eastern    New    York 
State,  12425 
TRIMAIN,  see  Computer  pro- 

grams/programming. 
Trimmers: 

power  hedge  trimmers,  fact  sheet,  09069- 
Spanish  edition,  11639 
Trinidad  and  Tobago: 
background  notes,  01592 
economic     trends    and    their    implication     for 

United  States,  12538 
technical     assistance     in     tax     administration, 
agreement,  03249 
Trinity  Alps  Wilderness: 

proposal,  00293 
Trips,  see  Travel. 
Tntium: 

analysis    of    carbon-14    and    tritium    in    reactor 
stack  gas,  07554 
Troops:  see    Armed  Forces. 
Tropical  disturbances,  see  Storms. 
Tropics: 

examination    of    tropical    cloud    clusters    using 
simultaneously    observed    brightness    and 
high   resolution   infrared   data   from    satel- 
lites, 12966 
profiles  in  lowest  300  meters  of  marine  tropi- 
cal planetary  boundary  layer,  12960 
Trotter,  Virginia  Y.: 
nomination - 
hearings.  11599 
Trousers: 

sewing  menswear.  pants,  08572 
Trout  Pond  Recreation  Area: 

development  for  handicapped,  12276 
Troy,  NY.: 

area  wage  survey.  12661 
area  wage  survey  advance  report.  07941 
area  wage  survey  report,  07942 
Truck  drivers,  see  Motortruck  drivers 
Truck  mechanics,  see  Mechanics  (persons) 
Truck  trailers,  see  Trailers. 
Truckee  River: 

flood      plain       information.       Martis      Creek. 

Truckee.  Calif..  05643 
floods.  Martis  Creek.  Truckee.  Calif..  09292 


Truckee,  Calif.: 

flood    plain    information,    Truckee    River    and 

Martis  Creek.  05643 
floods,  Truckee  River  and  Martis  Creek.  09292 
Trucks,  see    Motortrucks 
Truman,   Harry   S.    Scholarship   Foundation,   see 

Harry  S.  Truman  Scholarship  Foundation 
Truman,   Harry   S.,   Library,   see   Harry   S.  Tru- 
man Library. 
Trusses: 

development    of     self-help    trusses    for    rural 
houses  and  service  buildings,  10366 
Trussville,  Ala.: 

flood-prone  areas,  12419 
Trust  funds,  see  Trusts  and  trustees. 
Trust  Territory  of  Pacific  Islands: 

administration  report  to  United  Nations,  03122 
appropriations,  1976- 

hearings,  05115 
assistance      to     Trust     Territory      of     Pacific 

Islands,  agreement,  03195 
budget,  increase  ceiling- 
hearings,  05500,  11569 
claims,  agreement  with  Japan,  03307 
claims.    Trust    Territory    of    Pacific     Islands. 

agreement  with  Japan,  03308 
continuance  of  civil  government- 
hearings,  06967 
continue  civil  government,  increase  authoriza- 
tion- 
hearings,  11572 
report,  00406.  02219,  06803 
disposal     of     excess     and     surplus     property. 
11106- 
report,  05045 
mineral   industry.    Minerals   yearbook   chapter, 

08078 
shipping    between    Hawaii.    Guam,    American 
Samoa,     or    Trust    Territory     of     Pacific 
Islands  and  West  Coast,  prevent  interrup- 
tion- 
hearings,  02071.  02262 
Trusts  (industrial): 

Antitrust  and  Monopoly  Subcommittee  activi- 
ties report - 
report.  11408 
Antitrust  civil  process  act  amendment- 
hearings,  00492 
antitrust       climate       in       maritime       industry 

(remarks),  09549 
antitrust  enforcement - 

report,  11406 
antitrust  laws,  amend - 

hearings,  05218 
Antitrust  parens  patriae  act- 
report,  00395 
antitrust  parens  patriae  amendments - 

hearings.  00489 
Sherman  antitrust  act.  amend - 
law  .  06687 
report.  07118 
Trusts  and  trustees: 

airport  and  airways,  annual  report  on  financial 

condition  of  trust  fund.  01905 
economic  assistance,  establishment  of  trust  ac- 
count, agreement  with  Bangladesh.  03209 
highway    trust    fund,    financial    condition    and 

operations,  annual  report.  01904 
increasing    income    into    social    security    trust 

funds.  00516 
interest    on    Library    of    Congress    trust    fund 
deposited  with  United  States  Treasury- 
report.  I  1402-3 
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Trusts  and  trustees-Con. 
need  for  uniform  method   for  paying  interest 
on  Government  trust  funds,  GAO  report, 
07719 
Truth  in  lending,  see  Credit. 
Tsunami  (tidal  wave): 

communication     plan     for    Tsunami     warning 

system,  03064 
type  16  flood  insurance  study,  tsunami  predic- 
tions   for    Monterey    and    San    Francisco 
Bays  and  Puget  Sound,  07534 
Tuberculosis  in  animals: 

protect   against   tuberculosis,   do's   and   don'ts 
for  swine,  for  cattle,  for  poultry,  00041 
Tubes: 

automatic  produce-bagging  machine  that  uses 

factory-roll  polyethylene  net  tubing,  08522 

continuous  gas  monitoring  using  tube  bundles 

at  Joanne  Mine  fire,  02930 
effects     of     1-     and     2-MeV     electrons     on 

photomultiplier  tubes,  08179 
Federal  item  identification  guide,  09155 
fittings,    hose,    pipe    and    tube,    Federal    item 

identification  guide,  07393 
high-efficiency,    200-watt,    12-gigahertz   travel- 
ing wave  tube,  10168 
hose,    pipe,    and    tube    fittings.    Federal    item 

identification  guide,  11696 
hose,  pipe,  and  tube  fittings,  quick  disconnect 
and   self-sealing,    Federal    item   identifica- 
tion guide,  02362,  07353,  11731 
hose,  pipe,  and  tube  specialities,  Federal  item 

identification  guide,  00793 
hose,  pipe,  and  tubing,  Federal  item  identifica- 
tion guide,  11858 
hose,  tubing,  and  hose  and  tubing  assemblies, 
Federal   item   identification    guide,   00746, 
11697 
inner    tube,     pneumatic     tire,     Federal     item 

identification  guide,  11667 
pipe  and  tube  metallic,  Federal  item  identifica- 
tion guide,  00728 
stuffing  tubes   and  components,   Federal  item 

identification  guide,  00742,  11676-7 
surgical   catheters,   drains   and   tubes,   Federal 

item  identification  guide,  00756 
tire     rebuilding     and     tube     repair     materials, 

Federal  item  identification  guide,  11843 
tube  lengths,  site  treatments,  and  seedling  ages 
affect     survival     and     growth     of     con- 
tainerized southern  pines,  05842 
tube-wall  methanation  reactors  with  combined 
diffusion  and  kinetic  resistance,  10088 
Tubing,  see  Tubes. 
Tubs: 

bathtub  and  showers  injuries,  fact  sheet,  09070 
Tuff,  see  Volcanic  ash,  tuff,  etc. 
Tuliptree: 

performance  of  pine  and  yellow-poplar  planted 
on  low-quality  sites  in  central  Tennessee, 
09724 
Tumacacori  National  Monument: 

general  information,  Spanish  edition,  08303 
Tumors: 

progress  against  leukemias,  lymphomas,  multi- 
ple myeloma,  06300 
Tuna  fish: 

distribution,    relative    abundance,    and    move- 
ment    of      skipjack      tuna,      Katsuwonus 
pelamis,     in     Pacific     Ocean     based     on 
Japanese  tuna  longline  catches,  01456 
Tunas,    Atlantic,    International    Convention    for 
Conservation,   see   International  Convention 
for  Conservation  of  Atlantic  Tunas. 


Tuners: 

automatic  data  system  for  vibration  modal  tun- 
ing and  evaluation,  06240 
Tungsten: 

critical    aspect    ratio    for    tungsten    fibers    in 

copper-nickel  matrix  composites,  01354 
mineral  industry  survey,  monthly,  04624 
mineral  industry  surveys,  08109 
thermionic  performance  of  cesium  dimioniode 
with   relatively   impure    110-tungsten   elec- 
trodes, 10103 
water  pollution  control  in  primary  nonferrous 
metals  industry,  09415 
Tunisia: 

educational  system  of  Tunisia,  09208 
general  agreement  on  tariffs  and  trade,  exten- 
sion of  declaration  on  provisional  acces- 
sion, 03126 
grants    of    military    equipment    and    materiel, 

agreement,  03246 
military    assistance,    payments    under   Foreign 
assistance  act,  agreement,  03189 
Tunneling: 

correlation  of  laboratory  cutting  data  with  tun- 
nel boring  machine  performance,  10073 
improved  subsurface  investigation  for  highway 
tunnel     design     and     construction,     new 
acoustic    techniques    suitable    for    use    in 
soil,  01000 
prevention  and  suppression  of  dust  in  mining, 
tunneling,  and  quarrying  in  United  States, 
International  Labor  Organization  fifth  re- 
port, 12756 
tunneling  machine  research 
interaction    between   disk-cutter   grooves    in 

rocks,  10071 
size  distribution  of  rock  fragments  produced 
by  rolling  disk  cutters,  10072 
Tunnels: 

airport  design  standards,  airports  served  by  air 
carriers,  bridges  and  tunnels  on  airports, 
10456 
early  growth  tolerances  of  grasses,  shrubs  and 

trees  to  boron  in  tunnel  spoil,  09665 
feasibility  of  utility  corridors  at  Fort  Lincoln, 

01125 
flood  and  pollution  control,  deep  tunnel  plan 

for  Chicago  land  area,  09427 
tunnels,  machine  excavation,  rate  of  progress, 

machine  data,  10278 
see  also  Wind  tunnels. 
Tuolumne  River  and  Valley: 

wild     river     system,     inclusion     of     segment, 
authorize  - 
report,  05052 
Tupelo  National  Battlefield  Site: 

general  information,  08288 
Turbidity: 

semiclosed    seawater    system    with    automatic 
salinity,    temperature,    and   turbidity   con 
trol,  01455 
Turbine  fans: 

fan  engine  model,  low-speed  wind  tunnel  test 
of  50.8  centimeter  (20-in.,   !   15  pressure 
ratio  for  STOL  aircraft,  10110 
highly  load   multi-stage   fan   drive   turbine-per 
formance    of    final    three    configurations 
06152 
highly  loaded  multi-stage  fan  drive  turbine-pei 
formance    of    final    three    configuration; 
12765 
rotor-to-stator      spacing      on      acoustic      pe 
formance  of  full-scale  fan  (QF-5)  for  tu 
bofan  engines,  101 18 
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Turbines: 

briefs  of  accidents  involving  turbine  powered 
aircraft,  U.S.  general  aviation,  1974,  12999 

cold-air  annular-cascade  investigation  of 
aerodynamic  performance  of  core-cngine- 
cooled  turbine  vanes,  12791 

computer  program  for  design  analysis  of  radi- 
al-inflow turbines,  12840 

design  and  application,  06182 

effect  of  premixing  quality  on  oxides  of 
nitrogen  in  gas  turbine  combustors,  12778 

effect  of  tip  clearance  on  performance  of 
small  axial  hydraulic  turbine,  12800 

engines,  turbines,  Federal  item  identification 
guide.  11803 

gas  turbine  electric  utility  power  plants,  ex- 
haust emissions,  12078 

gas  turbine  engines,  advanced  automotive 
power  systems  contractors  coordination 
meeting,  075% 

nickel-base  alloy,  NASA  WAZ-16,  with  poten- 
tial for  gas  turbine  stator  vane  application, 
06221 

potential  use  of  ceramic  coating  as  thermal  in- 
sulation on  cooled  turbine  hardware, 
12808 

special  studv,  turbine  engine  rotor  disk 
failures,  13004 

sulfur  oxide  measurement  in  aircraft  turbine 
engine  exhaust,  13165 

turbine  for  low-cost  turbojet  engine,  design 
and  cold-air  performance,  10180 

turbine  for  ordnance  turbojet  engine,  cold-air 
performance  with  opened  stator,  10144 

turbines    for    nuclear    power    stations,    USSR 
study,  01195 
Turbofan  engines,  see  Engines  (aircraft). 
Turbojet  engines,  see  Engines  (aircraft). 
Turbulence: 

ambient  turbulence  on  buoyant  jets  discharged 
into  flowing  environment,  effects,  05737 

analysis  of  atmospheric  flow  over  surface 
protrusion  using  turbulence  kinetic  energy 
equation  with  reference  to  aeronautical 
operating  systems,  02945 

calculations  of  unsteady  turbulent  boundary 
layers  with  flow  reversal,  06174 

computed  lateral  rate  and  acceleration  power 
spectral  response  of  conventional  and 
STOL  airplanes  to  atmospheric  turbu- 
lence, 02965 

computing  averaged  velocity  and  pulsation 
energy  in  turbulent  axisymmetrical  wake 
far  behind  streamlined  body,  USSR  study, 
02815 

development  of  ground-based  optical  method 
for  measuring  atmospheric  turbulence 
aloft,  08276 

hot-wire  anemometry  in  hypersonic  helium 
flow  turbulence  measurement,  10131 

isolated  rotor  noise  due  to  inlet  distortion  or 
turbulence,  06162 

non-gaussian  model  of  continuous  atmospheric 
turbulence  for  use  in  aircraft  design. 
12773 

structure  of  atmospheric  turbulence  in  friction 
layer  below  500  meters.  12777 

theoretical  study  of  refraction  effects  on  noise 
produced  by  turbulent  jets,  08124 

turbulent  wall  jet  in  coflowing  stream,  02967 
Turbulent  boundary  layer,  see  Boundary'  layer. 
Turbulent  flow,  see  Flow. 
Turf,  see  Sod. 


Turkey: 

economic    trends    and    their    implications    for 

United  States.  09906.  12549 
effectiveness  of  Turkish  opium  control- 
hearings.  06971-2 
Greece  and  Turkey,  some  military  implications 

related  to  NATO  and  Middle  East.  05177 
military    assistance,    payments    under    Foreign 

assistance  act,  agreement,  03223 
mineral   industry,    minerals   yearbook   chapter, 
06111 
report,  05026 
opium  poppy  control,  10799 
Turkish  opium  ban  negotiations - 

hearings,  06947 
negotiation  on  Turkish  opium  ban- 
United   States   economic   assistance,   GAO   re- 
port, 09765 
Turkeys: 

national    poultry    improvement    plan,    national 
hatcheries,   national  plan  dealers,  and  in- 
dependent flocks,  egg-type  and  meat-type 
chickens,  turkeys,  etc.,  participants,  08532 
production,  etc.,  monthly  report,  03763 
Turnbuckles: 

turnbuckles,  clevis/connector  rod  ends  and  tie 
rods,    Federal    item    identification    guide, 
11743 
Turnover  of  labor,  see  Labor  turnover. 
Tussock  moths: 

evaluating  damage  caused  to  campground   by 
Douglas-fir  tussock  moth,  02616 
TV,  see  Television. 

TVA,  see  Tennessee  Valley  Authority. 
Twig  borers: 

black  twig  borer,  tree  killer  in  Hawaii,  09694 
Twilight  Mine. 

continuous  radon  gas  survey  of  Twilight  Mine, 
12750 
Twin  Cities,  see  Minneapolis,  Minn-Saint  Paul, 

Minn.. 
Twin  Falls,  Idaho: 

total  salt,  specific  ion,  and  fertilizer  element 
concentrations  and  balances  in  irrigation 
and  drainage  waters  of  Twin  Falls  tract  in 
southern  Idaho,  08525 
waste  discharge  effect  on  water  quality  of 
Snake  River  and  Rock  Creek,  09465 
Twine: 

equipment    for   releasing   lure-toxicant   treated 
twine  from- 
aircraft  for  control  of  selected  insects,  08547 
Two  Harbors,  Minn.: 

ports,  02438 
Tyler,  Harold  R.,  jr.: 
nomination - 
hearings,  1 1587 
Tyndall,  Bruce  E.: 

relief,  08689 
Tyndall,  Donald  L.: 

relief.  08689 
Tyndall,  Kimberly  F.: 

relief.  08689 
Tyndall,  Lisa  M  : 

relief,  08689 
Typewriters: 

typewriters    and    office    composing    machines. 
Federal  item  identification  guide.  11703-4 
Typewriting: 

stenography,     typing,     and     writing,     subject 
bibliography.  01764 
Typists: 

career  with  FHWA.  typists  and  stenographers. 

07656 
civil  service  announcement.  06646 
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Typists-Con. 

employment  outlook,  09951 
Tyrone  Energy  Park: 

Northern  States  Power  Company,  fiche  index 
for  nuclear  dockets,  00858 
Tze  Tsun  Li,  see  Li,  Tze  Tsun. 

V 

U.S.  Information  Agency:  see  United  States 

Information  Agency. 
U.S.    Mission    to    United    Nations,    see    United 

States  Mission  to  United  Nations. 
U.S.  Railway  Association: 
members.  Board  of  Directors,  nominations  of 
Gale    B.    Aydelott,    Frank    H.    Blatz,    jr., 
James    E.    Burke,    Clifford    G.    Mclntire, 
Samuel  B.   Payne,  William   W.  Scranton, 
William  K.  Smith,  11505 
preliminary    system    plan,    evaluation    report, 
05943 
U.S.  Steel  Co.: 
Geneva    Works,    Columbia-Geneva    Division, 
study   of  characteristics   of   liquid   wastes 
from  integrated  steel  mill,  industrial  waste 
survey  report,  06455 
U.S.S.R.,     see      Union      of     Soviet     Socialist 

Republics. 
Uganda: 

mineral   industry,   minerals   yearbook  chapter, 
12715 
Ul  Bend  Wilderness: 

proposal,  00303 
UH-(nos.),  see  Helicopters. 
UHF,  see  Frequency  band. 
UL,  see  Underwriters  Laboratory. 
ULF,  see  Frequency  band. 
Ultrahigh  frequency,  see  Frequency  band. 
Ultraviolet  rays: 
absolute    calibration    of    hydrogen    discharge 

lamp  in  vacuum  ultraviolet,  08145 
ultraviolet  disinfection  of  activated  sludge  ef- 
fluent   discharging    to    shellfish    waters, 
12034 
Umatilla  River: 
floods  in  vicinity  of  Echo  -  Stanfield,  Oreg., 
05664 
UN,  see  United  Nations. 
Unalakleet  National  Wild  River: 
proposed,      final     environmental      statement, 
05930 
Uncompahgre  Mountain  Primitive  Area: 
management  proposals,  public  hearing  notice, 
09624 
Uncompahgre  National  Forest: 
Big    Blue    Wilderness,    Courthouse    Mountain 
Wilderness,     Dolores     Peak     Wilderness, 
Mount   Sneffels   Wilderness,    Mount   Wil- 
don  Wilderness,  proposed,  12308 
management  proposals  for  lands  contiguous  to 
primitive  areas,  09624 
Underdeveloped  areas: 
how  to  improve  management  of  U.S.  financed 
programs    to    develop    free    labor    move- 
ments  in   less  developed   countries,   GAO 
report,  07770 
International  development  and  food  assistance 
act- 
hearings,  02065,  11533 
law,  06703 

report,  02004,  02064,  02197,  07111 
testing  and  certification  for  export  products  in 

industrializing  countries,  12878 
USDA  and  low-income  nations,  06535 
Undergraduates,  see  Students. 


Underground  structures: 

deformation  monitoring  of  underground 
openings  by  photographic  techniques, 
10079 

design  of  structures  to  resist  effects  of  atomic 
weapons,    buried    and    semiburied    struc- 
tures, 10510 
Undershirts: 

jumpers,    sweaters,    and    undershirts,    Federal 
item  identification  guide,  11789 
Undertakers  and  undertaking: 

funeral  directors  and  embalmers,  employment 
outlook,  09965 
Underwater  research,  see  Oceanography. 
Underwater  sound,  see  Sound. 
Underwear: 

knit,  current  industrial  reports,  03689 

women's  and  children's  underwear,  headwear, 
children's  outerwear,  00113 
Underwriters  Laboratory: 

testing  of  flat  conductor  cable  to  Underwriters 
Laboratory   standards   UL719  and   UL83, 
06215 
Underwriting,  see  Insurance-Mortgage  insurance. 
Unemployed: 

area  trends  in  employment  and  unemployment, 
03446 

Chairman  Rostenkowski's  suggested  bill 
providing  health  insurance  to  unemployed, 
05254 

Emergency   compensation   and   special   unem- 
ployment assistance  extension  act- 
report,  00578 

Emergency  jobs  and  unemployment  assistance 
act- 
report,  05076,  10905 

employment  in  perspective,  unemployment 
among  household  heads,  06028 

health  insurance  and  unemployed,  background 
information,  05475 

health  insurance  coverage  of  unemployed, 
basic  facts,  05273 

health  insurance  for  unemployed - 
hearings,  05206 

hospital  insurance  coverage  under  medicare - 
hearings,  05476 

jobseeking  methods  used  by  American  wor- 
kers, 07962 

public  service  employment  and  other  respon- 
ses to  continuing  unemployment.  National 
Commission  for  Manpower  Policy  interim 
report,  01400 

tiene  usted  un  hijo?  usted  puede  ayudarlo, 
anime  a  su  hijo  ingresar  en  el  Job  Corps, 
06063 

tiene  usted  una  hija?  usted  puede  ayudarla, 
anime  a  su  hija  a  que  ingrese  en  el  Job 
Corps,  12691 

unemployment  among  agricultural  workers  in 
Hawaii,  investigation,  05167 

unemployment  and  energy  crisis- 
hearings,  00695 

unemployment  and  unemployment  compensa- 
tion programs,  00517 

unemployment  problem - 
hearings,  06762 

usted  puede,  ingresar  en  el  Job  Corps,  06064 

you  can  help  her  join  Job  Corps,  06066 

you  can  help  him,  join  Job  Corps,  06067 

you  can  help  them,  guide  for  social  service 
workers,  community  and  church  leaders, 
school  teachers,  guidance  counselors,  ju- 
venile court  officials,  12693 

you  can  join  Job  Corps,  12692 

see  also  Unemployment  insurance. 
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Inemployment,  see  Unemployed. 

nemployment    compensation,    see    Unemploy- 
ment insurance. 

nemployment  insurance: 

benefit  series  service,  03462 

claims  (periodical),  04635 

Emergency    compensation    and    special    unem- 
ployment assistance  extension  act- 
report.  00578 

employment  and  wages,  03769 

Federal-State  unemployment  compensation 
laws,  informational  material.  08916 

funding  of  employment  service  and  unemploy- 
ment insurance  activities,  GAO  report, 
07788 

local  employment  security  offices,  directory, 
12687 

permanent   Federal-State   unemployment  com- 
pensation programs,  proposed  changes  - 
hearings.  1 1227 

program.  Railroad  Retirement  Board,  benefit 
statistics,  monthly,  04221 

Railroad  unemployment  insurance  act  amend- 
ments, background  information,  11139 

significant  provisions  of  State  umemployment 
insurance  laws,  08484-9.  08490-4,  13220 

sixteenth  annual  conference  of  State  employ- 
ment security  training  directors,  06061 

State  and  Federal  unemployment  insurance 
programs,  remarks,  05977 

State  unemployment  insurance  changes  in 
0974,  06004 

supplemental  appropriations  for  unemployment 
benefits.  00379 

unemployment  and  sickness  benefits  for  rail- 
road workers,  08341 

unemployment  and  unemployment  compensa- 
tion programs,  00517 

unemployment  compensation  amendments, 
07052 

unemployment    compensation    program    costs 
and  tax  revenues,  07063.  11232- 
report,  06892 

unemployment  compensation  program,  extend 
and  increase  benefits - 
hearings,  05478 
report,  00575,  06810.  10929 

unemployment  insurance  statistics,  04636 

niformed  services,  see  Armed  Forces-Pay,  al- 
lowances, etc.. 

nion  of  Soviet  Socialist  Republics: 

Academy  of  Medical  Sciences,  vestnik,  04661 

Academy  of  Sciences,  directory,  USSR  study, 
07925 

Academy  of  Sciences,  vestnik,  04662 

agricultural  situation  in  Soviet  Union,  00838 

agricultural  trade  with  USSR,  11939 

agriculture,  translations,  04606 

air  transport  services,  agreement,  03303 

ail-Union  conferences  and  congresses,  radio 
day  scientific  meeting,  09933 

allocation  of  resources  - 
hearings.  00266 

anti-ballistic  missile  systems,  protocol  to  treaty 
on  limitation,  08934 

authority  to  order  use  of  nuclear  weapons, 
11124 

basic  data  on  economy  of  USSR,  00815 

collecting  agricultural  statistics  in  Soviet 
Union.  00839 

communications,  herald  (periodical),  03993 

Congress  and  United  States-Soviet  relations, 
11531 

cooperation  in  artificial  heart  research  and 
development,  agreement,  03167 


cooperation  in  field  of  energy,  agreement, 
03194 

cooperation  in  housing  and  other  construction, 
agreement,  03193 

cybernetics,  translations,  04593 

direct  communications  link,  agreement,  03304 

economic  affairs,  translations.  04607 

economic  trends  and  their  implications  fur 
United  States.  09888 

economic,  industrial,  and  technical  coopera- 
tion, agreement,  03203 

establishment  of  joint  commercial  commission, 
agreement,  13126 

fisheries,  agreement,  03270 

fisheries,  consideration  of  claims  resulting 
from  damage  to  fishing  vessels  or  gear 
and  measures  to  prevent  fishing  conflicts. 
agreement.  0327] 

foreign  trade  organizations  in  USSR,  product 
index  and  directory,  11931 

grain  sale  by  United  States  - 
hearings,  07191 

impact  of  grain  sales  to  Soviet  Union  on  out- 
look for  food  prices  (remakrs),  12246 

indemnification   of   Metropolitan    Museum   for 
losses  suffered  in  exhibitions  in  Union  of 
Soviet  Socialist  Republics,  provide - 
report,  05379 

industrial  affairs,  translations,  04608 

military  affairs,  translations,  04609 

ocean  activities,  05458 

omega  propagation  correction  tables  for  10.2 
kHz,  07414,  11891 

omega  table,  area  03,  eastern  USSR.,  00805 

peripheral  equipment  for  USSR  study,  01197 

political  and  sociological  affairs,  translations. 
04610 

privileges  and  immunities,  agreement,  03334 

resources,  translations,  04611 

sailing  directions  for  northern  USSR.,  09172 

scientific  abstracts,  04649-55 

social  security  law  in  USSR,  study,  01210 

Soviet  activities  in  Cuba- 
hearings,  11097 

Soviet  intelligence  and  security  services, 
bibliography,  00688 

Soviet  military  thought  series,  08588 

Soviet  papers  presented  at  1-3  Sept.  1975  Eind- 
hoven meeting  of  thermionic  conversion 
specialists,  USSR  study,  12600 

Soviet  public  health  (USSR  periodical).  04531 

Soviet  research  on  cereal  grains.  USSR  study, 
12594 

Soviet  rice  research,  USSR  study.  07921 

Soviet  watch  officer's  guide,  03080 

soybean  research  in  Soviet  Far  East,  USSR 
study,  07903 

trade  and  services,  translations,  04612 

transfer  of  technology  to  Soviet  Union - 
hearings,  07256 

twenty  years  of  atomic  energy.  01192 

types  of  armed  forces  and  combat  arms, 
USSR  study,  02829 

U.S.  trade  and  investment  in  Soviet  Union  and 
Eastern  Europe,  07248 

U.S.-U.S.S.R.  cooperative  agreements  in 
science  and  technology,  background 
materials.  1 1206 

United  States  grain  and  oil  agreements- 
hearings,  06978 

United  States-Soviet  Union  commercial  agree- 
ments, background  materials,  07234 

USA/USSR  symposium.  Handling.  Treatment, 
and  Disposal  of  Wastewater  Sludge,  02480 
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Union  of  Soviet  Socialist  Republics-Con. 
USSR  state  prizes  in  science  and  engineering, 

USSR  study,  07919 
USSR-USA  Joint  Committee  on  Cooperation 
in    Field    of    Environmental    Protection, 
02480 
works    of    5th    all-Union    school-seminar    on 
statistical    hydroacoustics,    USSR    study, 
01190-1 
world  trade  outlook,  02407,  09189 
Union  Station: 
Washington,  D.C.  replacement  rail  terminal- 
hearings,  07220 
Union  wages,  see  Wages. 
Unions,  see  Labor  unions. 
Uniontown  Locks  and  Dam: 

navigation  conditions  at  Uniontown  Locks  and 
Dam,    Ohio    River,    hydraulic    model    in- 
vestigation, 05676 
United  Arab  Emirates: 
mineral  industry,  Minerals  yearbook  chapter, 

02906 
purchase    of    defense    articles    and    services, 
agreement,  13137 
United  Arab  Republic  (Egypt),  see  Egypt. 
United  Kingdom,  see  Great  Britain. 
United  Kingdom  of  Great  Britain  and  Northern 

Ireland,  see  Great  Britain. 
United  Mine  Workers  of  America: 
bituminous  coal  mine  operators  - 
wage  chronology,  10046 
United  Nations: 
actions     recommended     to     alleviate     serious 

financial  problems,  GAO  report,  09732 
charter  review,  11132 
charter,  United  States  policy  on  review  - 

hearings,  06979 
congressional  advisers  to  7th  special  session, 

00476 
economic  and  social  development,  agreement, 

13141 
Middle    East    peacekeeping    forces,    funding, 
05173- 
hearings,  11125 
participation  act,  amend - 

hearings,  11066 
peacekeeping  in  Middle  East- 

report,  06804,  10933 
single  convention  on  narcotic   drugs,   amend- 
ments and  additions  to  schedules,  notifica- 
tion, 03231 
U.S.  national  focal  point  for  United  Nations 
Environment  Program  International  Refer- 
ral System,  02479 
U.S.  participation,  report- 
departmental  edition,  01595 
document  edition,  00373 
United    States    and    United    Nations,    special 
bibliography,  08586 
United  Nations  Children's  Fund: 
assistance    for    children    and    mothers,    agree- 
ment, 03251,  03279 
United  Nations  Educational,  Scientific,  and 
Cultural  Organization: 
reimbursement    of   income    taxes,    agreement, 
03313 
United  Nations  High  Commissioner  for 
Refugees: 
refugee   relief   in   South   Viet-Nam   and   Laos, 
agreement,  03290 
United  Nations  Relief  and  Works  Agency: 

refugee  relief,   education  for  Palestinian  refu- 
gees, agreement,  03213 


United  Spanish  War  Veterans: 

convention,  proceedings,  06771,  08751- 
United  States: 
American  issues   forum,  national  bicentennial 

program,  01413 
and     United     Nations,     special    bibliography, 

08586 
confidence  and  concern,  citizens  view  Amer- 
ican   Government,    survey    of    public    at- 
titudes, hearings - 
print  additional  copies,  report,  10884 
confidence  and  concern,  citizens  view  Amer- 
ican   Government,    survey    of    public    at- 
titudes, print  additional  copies - 
report,  08942 
get  into  America  (poster),  04766-7,  10469 
Our  American   Government,   what  is  it,   how 
does  it  work?  print  revised  edition - 
report,  05009,  08999 
report,  08999 
Our  American  Government,  what  is  it?  how 
does  it  function?  revised  eiditon,  print  as 
House  document- 
report,  07093 
President's   legislative  tax  proposals   included 
in    his    State    of   the    Union    message    on 
Jan. 15,  1975,  summary,  09042 
statistical  abstract  - 
departmental  edition,  08664,  10580 
document  edition,  10699 
there  it  goes,  America!  (poster),  05819 
United  States  Attorney's  Office: 

District  of  Columbia,  Attorney,  nomination  of 
Earl  J.  Silbert- 
hearings,  07284 
United  States  Capitol  Historical  Society: 
audit,  GAO  report,  07690 

wall  calendars  for  use  by  Senate,  authoriza- 
tion- 
report,  02161 
United  States  coast  pilots,  see  Coast  pilots. 
United  States  code,  see  Codes  of  law. 
United  States  commissioners: 

creditable  service  for  purposes  of  civil  service 
retirement - 
hearings,  11183 
United    States    Courts,    see    Courts    of    United 

States. 
United  States  Fish  and  Wildlife  Service: 
create  - 
law,  08695 
United  States  Information  Agency: 
appropriations,  1975- 
report,  08826-7 

supplemental,  proposal,  11251 
appropriations,  1975,  authorization - 

report,  08978 
appropriations,  1976- 
hearings,  05121 
law,  01856 
biographic  register,  01594 
field  staff,  Foreign  Service  list,  03957 
film,  Wilma  Rudolph  Olympic  champion,  make 
available - 
report,  06854 
United  States  International  Trade  Commission: 
appropriations,  1976- 

hearings,  07196 

notices  of  hearings,  investigations,  etc.,  04643 

press  releases,  04416 

United  States  magistrates: 

appropriations,  1976- 

supplemental,  proposal,  00318 
jurisdiction - 
report,  11439 
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United  States  Metric  Board: 
establish  - 
law,  06710 
United  States  Mission  to  United  Nations: 

biographic  register,  01594 
United  States  National  Committee  on  Vital  and 
Health  Statistics,: 
annual  report,  06305 
United  States  Pavilion 

Expo  '74,  International  Exposition,  05936 
United  States  Postal  Service: 
annual  report  of  Postmaster  General,  03365 
appropriations,  1975- 
report.  08835,  10889 
appropriations,  1975,  supplemental- 
proposal,  04959 
appropriations,  1976- 

hearings,  05138-9 
Board  of  Governors,  nomination  of  William  A. 
Irvine - 
hearings,  09061 
contracting  and  procurement  policies,  07020 
forecast    of    Postal    Service     self-sufficiency 

potential,  GAO  report,  07753 
maintenance  handbook,  series  MS,  01612 
methods  handbook  series  M,  01613,  08496 
missent  mail,  contributing  factor  to  mail  delay 

and  increased  costs,  GAO  report,  09752 
observations  on  sole-source  procurement  and 

overruns,  GAO  report,  07755 
one  hundred  million  dollars  could  be  saved  an- 
nually in  postal  operations  in  rural  Amer- 
ica  without   affecting   quality   of   service, 
09741 
payments  to  civil  service  retirement  fund,  in- 
crease- 
hearings,  11605 
law,  08720 
postal  contracting  manual,  04361 
Postal   Customers   Councils,    your  pipeline   to 

Postal  Service,  13225 
postal  service  manual,  04363 
poster,   commemorative    stamp    series,   01611, 

03577,  06493-9,  13223 
press  releases,  construction  release,  04417 
press  releases,  feature,  04417 
press  releases,  general,  04417 
press  releases,  PFR  series,  04417 
press  releases,  philatelic  release,  04417 
regulations  to  control  personnel  costs- 
hearings,  11190 
safety  programs  and  responsibilities - 

hearings,  00615 
sales  of  postal  related  items,  report,  07019 
supervisors,      arbitration      board      to      settle 
disputes,  establish- 
report,  08832 
title   39,   United   States  Code,   prior  to  Postal 

reorganization  act,  05540 
ways  of  increasing  productivity  in  maintenance 
of  commercial-type  vehicles,  GAO  report, 
07776 
United  States  Railway  Association: 
appropriations,  1976- 
hearings,  00651 
law,  01869 
report.  00591 

supplemental,  proposal,  11286 
appropriations,  1975,  supplemental- 
proposal,  04960 
financial  assumption  contained  in  USRA  final 

system  plan,  evaluation,  00487 
financial    statements, 5     month     period    ended 

June  30.1974.GAO  examination,  05000 
press  releases,  04418 


USRA  final  system  plan- 
hearings,  02075 
United  States  reports,  see  Supreme  Court 
United  States  Soldiers'  and  Airmen's  Home: 
additional  income  - 

hearings.  00453 
appropriations,  1976- 
hearings,  02242 
law.  10674 
veto  message,  10804 
United  States  Tax  Court: 
appropriations,  1975- 
report,  08835,  10889 
origin  and  functions,  13179 
rules  of  practice  and  procedure,  13178 
United  States  Travel  Service: 

press  releases,  04375 
Universe: 

possibliity     of     intelligent     life     elsewhere     in 
universe,  07033 
Universities,  see  Colleges  and  universities. 
University  Center  Conference: 

proceedings,  00832 
University  of  Alaska: 

case    study    of    laboratory    building    addition, 
07517 
University  of  District  of  Columbia: 
establish  - 
report,  11360 
University  of  Nevada,  see  Nevada  University. 
Unlading  and  lading: 

fresh  fruit  and   vegetable  unloads,   FVUS  se- 
ries, 04737-8 
fresh   fruit   and    vegetable   unloads,   totals    for 
forty-one  cities,  04738 
Unloading,  see  Unlading  and  lading. 
Upholsterers: 

furniture,  employment  outlook,  09942 
Upholstery: 

upholsterer's  regulators  and  regulating  needles 

and  pins,  duty  elimination,  00527 
vehicular  and  aircraft  furniture   and  accesso- 
ries.   Federal    item    identification    guide. 
11842 
see  also  Furniture. 
Upper  atmosphere,  see  Atmosphere. 
Upper  Mississippi  River  Basin  Commission: 

annual  report,  00345 
Upper  Sioux  Indian  Reservation: 

statistical  data  for  planning,  12498 
Upper  Volta: 

economic    trends    and    their    implications    for 
United  States,  09890 
Uranium: 

enriching  services,  proposed  changes  in  AEC 
contract  arrangements  - 
hearings,  04912 
enrichment   of   foreign    uranium    for   domestic 
use,  modification  of  restrictions- 
hearings,  06746 
European     Atomic     Energy     Community,     in- 
crease supply - 
report.  07087 
evaluation    and     control    of    radon    daughter 

hazards  in  uranium  mines,  08241 
future  structure  of  uranium  enrichment  indus- 
try- 
hearings.  04908 
hydrogen  peroxide  precipitation.  10086 
International  Atomic  Energy  Agency,  increase 
supply  - 
report,  07086 
lithology  and  uranium  potential  of  Jurassic  for- 
mations in   San   Ysidro-Cuba   and   Majors 
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Uranium -Con. 

Ranch  areas,  northwestern  New  Mexico, 
12374 
minerals  facts  and  problems,  chapter  preprint, 

02895 
minerals  yearbook  chapter,  06123 
occupational  health  experience  with  uranium, 

conference,  07488 
private  sector  of  uranium  enrichment  industry, 
establish- 
proposal,  00324 
proposed   increase   in   amount   which   may   be 
distributed    to    European    Atomic    Energy 
Community - 
report,  00394 
proposed   increase   in   amount   which   may   be 
distributed  to  International  Atomic  Energy 
Agency- 
report,  00393 
radium   removal  from   uranium   ores  and  mill 

tailings,  12736 
statistical  data  of  uranium  industry,  00863 
uranium    enrichment   conference   on   modified 

contract  option,  07465 
uranium  enrichment,  vital  new  industry,  00857 
uranium      from      Chattanooga      shale,      some 
problems  involved  in  development,  12714 
Uranium  mills: 
controlling  radiation  hazard  from  uranium  mill 

tailings,  GAO  report,  12369 
potential     radiological     impact     of     airborne 
releases  and  direct  gamma  radiation  to  in- 
dividuals living  near  inactive  uranium  mill 
tailings  piles,  13065 
radium  removal  from  uranium   ores  and  mill 
tailings,  12736 
Uranus  (planet): 
near-infrared   spectra  of  Jupiter,   Saturn,   and 
Uranus,  08130 
Urban  areas,  see  Cities  and  towns. 
Urban    development,    see    Community    develop- 
ment programs. 
Urban  Development  Corporation: 
establish - 
hearings,  05161 
Urban  Mass  Transportation  Administration: 
appropriations,  1975,  amend- 

proposal,  04955 
improving      urban      mobility,      directory      of 
research,  development  and  demonstration 
projects  in  public  transportation,  10351 
Urban     planning,      see     Redevelopment     (city 

planning,  etc.). 
Urban  poverty,  see  Poverty. 
Urban      renewal,      see      Redevelopment      (city 

planning,  etc.). 
Urban  wage  rates,  see  Wages. 
Urbanization: 
effects    of   urbanization    upon    availability    of 
construction     minerals     in     southeastern 
Florida,  12710 
hydrology  and  some  effects  of  urbanization  on 
Long  Island,  N.Y.  (series),  title  page  and 
table  of  contents,  09802 
Urethanes: 
effect    of    mechanical    loads    on    destruction 
processes    of    medical    polyurethane    glue 
KL-3,  USSR  study,  02832 
polyurethane  foam  decomposition  products  re- 
lated to  aircraft  cabin  flash  fires,  10312 
recovering     polyurethane     foam     and     other 

plastics  from  auto-shredder  reject,  08092 
rigid    and    flexible    urethane    foams,    physio- 
chemical  study  of  smoke  emission,  10314 


Uruguay: 

background  notes,  01593 

economic    trends    and    their    implications    for 
United  States,  07875,  07879,  09891 
USAAMRDL,  see  Army  Air  Mobility  Research 

and  Development  Laboratory. 
USAF,  see  Air  Force. 
USDA,  see  Agriculture  Department. 
Use  tax: 

local    revenue    diversification,    income,    sales 
taxes  and  user  charges,  10359 
USEPA,  see  Environmental  Protection  Agency. 
USES,  see  Employment  Service. 
USIA,  see  United  States  Information  Agency. 
USRA,  see  United  States  Railway  Association. 
USSR,  see  Union  of  Soviet  Socialist  Republics. 
Utah: 
census - 

retail  trade,  area  statistics,  08621 
wholesale  trade,  area  statistics,  08637 
census  of  retail  trade,  major  retail  centers  in 
standard     metropolitan     statistical    areas, 
10541 
climatological  data,  03558 
county  business  patterns,  10550 
demonstration    test    of    inwoods    pulp    chip 

production  in  4  corners  region,  01075 
flight   and   attack   behavior  of   mountain   pine 
beetles  in  lodgepole  pine  of  northern  Utah 
and  southern  Idaho,  09628 
precipitation  data,  hourly,  04041 
precipitation-frequency      atlas      of      western 

United  States,  08271 
tar  sands  properties,  Three  mile  Canyon  area, 

06128 
water  supply  outlook  and  snow  surveys,  04680 
Utica,  N.Y.: 

area  wage  survey,  01248 

household  moving  and  storage,  industry  wage 
survey  report,  07978 
Utilities: 

facilities  operations  and  maintenance,  utilities, 

02700-3 
farm    credit    system    loans    to    rural    utility 
cooperatives - 
law,  06726 
report,  07156,  10956 
feasibility  of  utility  corridors  at  Fort  Lincoln, 

01125 
progress  and  problems  of  Government's  utility 
conservation  program,  GAO  report,  07780 
retail  prices  and  indexes,  04474 
San  Fernando,  Calif.,  earthquake  of  Feb.  9, 
1971,  utilities,  transportation  and  sociolog- 
ical aspects,  09497 
study  of  integrated  power,  water  and  waste- 
water utility  complex,  00943 
unrecovered  costs  for  utility  services  furnished 
to  non-appropriated-fund  and  non-govern- 
ment activities,  GAO  report,  07773 
see  also  Electric  utilities. 
Utility  companies,  see  Public  utilities. 
Utility  man: 

utilitiesman  3  &  2,  01496 


V.A.  Fogg  (vessel): 

marine  casualty  report,  01486 
VA,  see  Veterans  Administration. 
Vaccination: 

smallpox  vaccination  repeal - 
hearings,  05160 

see  also  Smallpox. 
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Vaccine: 
cancer   therapy,   conference   on    use   of   BCG, 

10192 
see  also  Smallpox  vaccine. 
Vaccinium,  see  Blueberries. 
Vacuum: 

absolute    calibration    of     hydrogen    discharge 

lamp  in  vacuum  ultraviolet,  08145 
centrifugals,  filters,  pressure  and  vacuum,  and 
separators.      Federal     item      identification 
guide.  11859-60 
comparison  of  manual  (grab)  and  vacuum  type 
automatic     sampling     techniques     on     in- 
dividual    and     composite     sample     basis, 
09336 
physical    sciences,    vacuum    technology,    com- 
pilation, 06194 
sugar  maple  sap  volume  increases  as  vacuum 
level  is  increased,  0261 1 
Vacuum  pumps,  see  Pumps. 
Vacuum  systems: 

gas-kinetic        analysis       of       multicomponent 
vacuum  systems  by  method  of  equivalent 
surfaces,  07477 
Vacuum  tubes: 

comparison  of  instrument  performance  in  mea- 
suring X-ray  tube  current  and  mAs,  01522 
X-ray  tube.  Federal  standard,  02569 
Valley  County,  Idaho: 
land  conveyance  - 
hearings,  1 1562 
report,  05383,  07173 
Valuation: 

questions    and    answers    on    HUD/FHA    home 

property  appraisals,  12478 
tests  and  other  applicant  appraisal  procedures, 
Federal     personnel     manual     supplement, 
03860 
valuation  of  donated  property,  02800 
Values,  see  Worth. 
Valves: 

popper  valve  control  of  throat  stability  bypass 
to  increase  stable  airflow  range  of  a  Mach 
2.5  inlet  with  60  percent  internal  contrac- 
tion, 01349 
stability  valve   system  for  extending  dynamic 

range  of  supersonic  inlet,  analysis,  06205 
valve,  poppet,  engine,  Federal  item  identifica- 
tion guide.  11708 
valve  seats,  Federal  item  identification  guide, 
07349-50,  11719 
Van  Buren  Reach: 

Arkansas  River  navigation  project,  09310 
Vanadium: 
geology  and  resources  of  base-metal  vanadate 

deposits,  07846 
geology  and  resources  of  vanadium  deposits, 

07846-7 
mineral  industry  survey,  monthly,  04657 
nitride  intermediates  in  preparation  of  colum- 
bium,    vanadium,    and    tantalum    metals, 
12740 
resources    in    titaniferous    magnetite    deposits, 

07847 
tensile     and     creep     properties     of     titanium- 
vanadium,       titanium-molybdenum,       and 
titanium-niobium  alloys,  06204 
Vanadium  chlorides: 

coreduction      of     titanium,      aluminum,      and 
vanadium    chlorides    to    produce    titanium 
alloy  sponge,  10087 
Vance  County,  N.C.: 

floods    in    Franklin    and    Granville    Counties, 
N.C.,  Tar  River,  05650 


Vandalism: 

our  Nation's  schools,  report  card.  A  in  school 
violence  and  vandalism,  05523 
Vanderventer,  Harriet  La  Pointe: 

land  conveyance,  05005 
Vanes: 

cold-air  annular-cascade  investigation  of 
aerodynamic  performance  of  core-engine- 
cooled  turbine  vanes,  12791 

comparison  of  cooling  effectiveness  of  turbine 
vanes  with  and  without  film  cooling, 
10104 

nickel-base  alloy,  NASA  WAZ-16,  with  poten- 
tial for  gas  turbine  stator  vane  application, 
06221 
Vapor,  see  Water  vapor. 
Vapors: 

study   of   vapor   control   methods   for  gasoline 
marketing  operations,  00960-1 
Variables  (mathematics): 

effect  of  geometric  variables  on  performance 
of  probe  for  direct  measurement  of  free- 
stream  stagnation  pressure  in  supersonic 
flow,  06234 

model     for     using     qualitative     variables     as 
covariates  in  analysis  of  covariance,  01743 
Variance  analysis: 

generation  of  GATE  ship  speed  data  by  varia- 
tional technique,  12964 
Variation  (biology): 

official  journal  of  the  Plant  Variety  Protection 
Office,  04316 
Varnish  and  varnishing: 

current  industrial  reports,  03667,  08646 

paints,  dopes,  varnishes,  and  related  products, 
Federal  item  identification  guide,  07386-7 
Vascular  system,  see  Blood  vessels. 
Vectors  (mathematics),  02997 

compatibility  of  low-cloud  vectors  and  rawins 
for  synoptic  scale  analysis,  01451 

effects  of  propulsion-induced  aerodynamic 
forces  of  vectoring  partial-span  rectangu- 
lar jet  at  Mach  numbers  from  0.40  to  1.20, 
08150 

vectorization    on    STAR    computer    of   several 
numerical  methods  for  fluid  flow  problem, 
10128 
Vegetable  gardens,  see  Gardens. 
Vegetables: 

foreign  agriculture  circulars,  03943 

fresh  fruit  and  vegetable,  market  news,  weekly 
summary,  03962 

fresh  fruit  and  vegetable  prices,  1973, 
wholesale,  00045 

fresh  fruit  and  vegetable  shipment  totals, 
01632 

fresh  fruit  and  vegetable  unloads,  FVUS  se- 
ries, 04737-8 

fresh  market,  04659 

fresh,  unloads,  forty-one  cities,  04738 

fresh,  unloads,  southern  cities,  by  commodi- 
ties. States  and  months,  04737 

marketing  agreements  and  orders  for  fruits  and 
vegetables,  06533 

marketing  losses  of  selected  fruits  and  vegeta- 
bles, 01662 

minigardens  for  vegetables,  08566 

pollution  abatement  in  fruit  and  vegetable  in- 
dustry. 01599-601 

processing,  statistical  report,  04660 

standards  for  grades  of  processed  fruits  and 
vegetables  and  certain  other  products, 
08510 

vegetable  situation,  04658 
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Vegetables -Con. 
vegetables    in    family    meals,    guide    for    con- 
sumers, 04746 
Vegetation: 

burning  trials  in  shrubby  vegetation  desiccated 
with  herbicides,  09672 

construction  and  stabilization  of  coastal 
foredunes  with  vegetation,  Padre  Island, 
Tex.,  07510 

evaluation  of  potential  use  of  vegetation  for 
erosion  control  along  Great  Lakes 
shoreline,  00870 

invasion  and  recovery  of  vegetation  after  vol- 
canic eruption  in  Hawaii,  03058 

managing  semidesert  grass-shrub  ranges, 
vegetation  responses  to  precipitation, 
grazing,  soil  texture,  and  mesquite  con- 
trol, 08581 

upper  Gila  River,  Ariz.,  quantitative  and 
historical  evidence  of  changes,  09803 

vegetation  and  ecological  processes  on 
Shackleford  Bank,  N.C.,  08302 

vegetation  responses  to  grazing,  rainfall,  site 
condition,  and  mesquite  control  on 
semidesert  range,  02638 

see  also  Plants. 
Vehicles: 

aircraft  and  vehicular  steering,  axle,  wheel, 
and  tract  components,  Federal  item 
identification  guide,  02386,  11841 

airdrop  of  supplies  and  equipment,  rigging  Air 
Force  communication  control  vehicles, 
04780 

ambient  temperature  and  vehicle  emissions, 
07539 

auto  safety  program,  identifying  defects  and 
recalling  defective  vehicles,  GAO  report, 
07809 

automatic  vehicle  location  techniques  for  law 
enforcement  use,  05958 

Cobra.positive  pitch  controlled  articulated 
testbed,  05610 

defect  testing  of  5  catalyst  equipped  Ford 
prototype  vehicles,  00898-9 

dynamic  interactions  of  PRT  vehicles  and 
elevated  guide  ways,  08464 

effects  of  variation  in  drawbar  hitch  location 
on  vehicle  performance,  07521 

emergency  vehicle  sirens,  summary  report, 
05960 

exhaust  emissions  from  gasoline-powered  vehi- 
cles above  6,000  lb.  gross  vehicle  weight, 
00950 

exhaust  emissions  from  uncontrolled  vehicles 
and  related  equipment  using  internal  com- 
bustion engines,  12078 

Federal  surface  vehicle  noise  research, 
development  and  demonstration  programs, 
05701 

improvements  needed  in  controls  and  account- 
ing for  ground  vehicle  petroleum,  GAO 
report,  12360 

nineteen  seventy-five  ride  quality  symposium, 
08138 

oblique,  all-wing,  remotely  piloted  vehicle  for 
air-to-air  combat,  performance,  10173 

reduced  use  of  lead  in  gasoline  on  vehicle 
emissions  and  photochemical  reactivity, 
effects,  12015 

study  of  emissions  from  1967-74  light-duty 
vehicles  in  Denver,  Houston,  and  Detroit, 
00959 

vehicle  detection,  MGVD  development,  01002 

vehicle  detection,  SPVD  development,  01001 


vehicular  and  aircraft  furniture  and  accesso- 
ries, Federal  item  identification  guide, 
11842 
vehicular  cab,  body,  frame,  and  miscellaneous 
structural  components,  Federal  item 
identification  guide,  09152,  11839 
vehicular     power     transmission     components, 

Federal  item  identification  guide,  11840 
warning    lights    for   special    purpose    vehicles, 

08239 
ways  of  increasing  productivity  in  maintenance 
of  commercial-type  vehicles,  GAO  report, 
07776 
see    also    Aircraft-Automobiles- Motor    vehi- 
cles-Spacecraft. 
Veins: 

prophylactic  therapy  of  deep  vein  thrombosis 
and    pulmonary    embolism,    proceedings, 
08235 
Velocimeters,  see  Speed  indicators. 
Velocity: 

computing    averaged    velocity    and    pulsation 

energy  in  turbulent  axisymmetrical  wake 

far  behind  streamlined  body,  USSR  study, 

02815 

continuous  measurement  of  total  gas  flowrate 

from  stationary  sources,  05712 
flight  velocity  effects  on  jet  noise  of  several 
variations  of   104-tube  suppressor  nozzle, 
10107 
measurement  of  anomalous  flow  condition  of 
langley  pilot  model  expansion  tube,  06222 
theoretical    surface    velocity    distributions    on 
acoustic  splitter  geometries  for  an  engine 
inlet,  10119 
Velveteen: 

cotton  velveteen  fabrics,  trade  agreement  with 
Italy,  10293 
Venango  County,  Pa.: 

soil  survey  report,  08393 
Vending    machine     mechanics,    see    Mechanics 

(persons). 
Vending  machines: 

coin  operated,  current  industrial  reports,  08641 
Veneers: 

Midsouth  veneer  industries,  1972,  05850 
veneer  industry  in  Northeast,  1972,  05847 
Venereal  diseases: 

current  literature,  abstracts  and  bibliography, 

03699 
VD  and  you,  01791 
Venezuela: 

Drug  Enforcement  Administration  regional  of- 
fice, agreement,  03216 
economic    trends    and    their    implications    for 
United  States,  07877,  07880,  09887 
Venezuelan    equine    encephalomyelitis,    see   En- 
cephalomyelitis. 
Venice,  Italy: 

State    Department    property,    sale    to    Wake 
Forest  University,  authorize- 
report,  08784,  08961 
Ventilation: 

artificial    and    natural    ventilation    of   open-pit 

mines,  investigating  effectiveness,  12610 
effectiveness     of     3     types     of     ventilation 
openings      in      full-telescope      corrugated 
citrus  cartons,  08523 
see  also  Mine  ventilation. 
Vents: 

reduced-size    and    hydraulic    performance    of 
one-story  and  split-level  residential  plumb- 
ing systems,  laboratory  studies,  12862 
Venus: 

Atmosphere  of  Venus,  proceedings,  01343 
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Verbal  communication: 
computer-assisted     testing,      calibration     and 
evaluation  of  verbal  ability  bank,  10601 
Verdigris  River  and  Valley: 
pollution     investigation,     between    Neodesha, 
Kans.  and  Nowata,  Okla.,  10274 
Verest,  Lisa  Maria,  see  Potter,  Lisa  M.. 
Verest,  Mary  Alice,  see  Potter,  Lisa  M.. 
Vermiculite: 

mineral  industry  surveys,  08110 
Vermillion  Lake  Indian  Reservation: 
statistical  data  for  planning,  12499 
Vermont: 
accept  highway  statements  prepared  at  enact- 
ment   of    National    environmental    policy 
act- 
hearings,  05240 
beverage     containers,     Vermont     experience, 

07594 
census - 

wholesale  trade,  area  statistics,  08638 
census  of  mineral  industries,  10534 
highway  project  environmental  statements - 

report,  06795 
implementation    plan    review    as    required    by 
Energy    supply    and    environmental   coor- 
dination act,  09434 
mineral  industry,  Minerals  yearbook  chapter, 

02913 
water  resources  data,  09817 
Vertebrates: 
vertebrate  animals  of  Cascade   Head   Experi- 
mental Forest,  checklist,  05849 
Vessels,  see  Boats-Ships. 
Vestibular  apparatus: 
vestibular  organs   in   space   exploration,   role, 
5th  symposium,  12780 
Vestibular  system: 

qualitative  characteristics  of  vestibular  nuclei 
of    brain    of    dolphins    and    man,    USSR 
study,  07887 
Vestibular  tests: 
use  of  vestibular  tests  in  civil  aviation  medical 
examinations,    survey    of    practices    and 
proposals  by  aviation  medical  examiners, 
10527 
Vesting,  see  Pensions. 
Vesus  (M/V): 

marine  casualty  report,  01484 
Veterans: 
benefits  calculator,  slide  rule,  print  additional 
copies  - 
hearings,  05558-9 
report,  08960,  05036,  05345,  08960 
benefits    for   veterans   and    service    personnel 
with  service  since  Jan.  31,  1955,  and  their 
dependents,  13240 
benefits,  title  38,  United  States  Code,  05249, 

05557 
cost    of    travel    to    VA    facilities,    annual    in- 
vestigation- 
report,  06866 
disability  compensation  increases  - 

hearings,  07325 
education    and     rehabilitation    assistance,    in- 
crease- 
veto,  04987 
education     benefits     for     post-Vietnam     era 
veterans  - 
hearings,  02105 
education  newsletter,  04664 
educational  benefits,  terminate - 

proposal,  01936 
employment  of  disabled  and  Vietnam  veterans 
in  Federal  government,  11619 


employment  services  to  veterans,  06053 

home  loan  programs - 
law,  08738 

home  loan  programs,  improve- 
report,  05022 

housing      benefits      for      post-Vietnam      era 
veterans - 
hearings,  07043 

jobs  for  veteran's  with  disabilities,  12690 

management  practices  used  by  Veterans'  Ad- 
ministration's Denver  regional  office  in 
assisting  veterans,  GAO  report,  07713 

medical  benefits  to  survivors  of  total  and  per- 
manent service-connected  disabled 
veterans,  10970 

medical,  dental,  and  hospital  benefits  for 
veterans  with  service  since  Jan.  31,  1955, 
03372 

mobile  home  handbook,  13241 

national  service  life  insurance,  information  and 
premium  rates  for  RH  policies  for  service- 
disabled  veterans,  13243 

need  for  improved  outreach  efforts  for 
veterans  in  prison  or  on  parole,  GAO  re- 
port, 07717 

needs  of  veterans  and  widows  72  years  of  age 
or  older,  00709 

now,  about  that  job,  ABC's  for  veterans, 
01232 

once  a  veteran,  benefits,  rights,  obligations, 
00073 

President's  veterans  program,  06059 

quality  of  life  as  perceived  by  30  year  old 
Army  veterans,  01741 

referral  directory  for  Navy  veterans'  coun- 
selors, 03072 

release  of  names  and  addresses  of  present  and 
former    personnel    by    Administrator    of 
Veterans'  Affairs - 
report,  10971 

right  job,  Labor  Department  guide  for  return- 
ing veterans,  02849 

service-disabled  veterans  insurance,  RH,  infor- 
mation and  premium  rates,  08502 

State  veterans'  laws,  digest,  02319,  07045 

ten-year  delimiting  period  for  educational  pro- 
grams  by   veterans,   wives,   and   widows, 
provide - 
report,  09008 

trying  to  enlist?  reemployment  rights,  01236 

Veterans    and    survivors    pension    adjustment 
act- 
law,  06711 
report,  01981,  02227,  07166 

Veterans  housing  act- 
hearings,  09067 

Vietnam  era,  Federal  employment  opportuni- 
ties, 01800 

Vietnam  era  reconciliation  act- 
information,  07009 

Vietnam  era  veterans'  readjustment  assistance 
act  of  1974- 
hearings,  09068 

see  also  Life  insurance-Pensions. 
Veterans'  Administration: 

activities,  monthly,  04663 

administration    of    VA    benefit    programs    in 
southern  California 
hearings,  1 1620 

appropriations,  1974,  supplemental 
proposal,  04942 

appropriations,  1975 

amendments,  proposal,  05282 

appropriations,  1975,  additional 
law,  08744 
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appropriations,  1975,  supplemental 
hearings,  05429 
proposal,  04989 
appropriations,  1976 
amendment,  proposal,  11268 
hearings,  08848 
law,  00264 
report,  00408 
better  planning  and  management  needed  to  im- 
prove use  of  specialized  medical  services, 
GAO  report,  09767 
Central  Neuropsychiatric  Research  Laboratory 

research  report,  13236 
cost  of  travel  by  veterans  to  VA  facilities,  an- 
nual investigation  - 
report,  06866 
disabilities      rating,      proposed      revision      to 

schedule,  11621 
education  tuition  assistance  study,  07324 
exchange  of  medical  information,  annual  re- 
port, 07322 
guidelines    for    minimum    property    standards, 

03373 
health  care  resources,  0555 
highlights  of  20th  annual  conference,  studies  in 
mental    health    and    behavioral    sciences, 
08500 
information  bulletin,  01620,  08499-500 
loan  guaranty  program - 

hearings,  11217 
low   rents   charged   at   personnel   quarters    of 

hospital,  Hines,  IU.,  GAO  report,  07711 
medical  research,  1974 
fiscal  year,  05428 

management  practices  used  by  Denver  regional 
office  in  assisting  veterans,  GAO  report, 
07713 
medical  research  1974  fiscal  year,  05248 
operation    of   hospital   and    medical   program, 

selective  data,  08914 
operation  of  medical  program - 

hearings,  00515 
past  and  present,  08501 
physician's  pay  comparability  act- 
hearings,  02320 
law,  01858 
publications,  index,  08498 
release  of  names  and  addresses  of  present  and 
former    personnel    by    Administrator    of 
Veterans'  Affairs - 
report,  10971 
safety,  occupational  health,  and  fire  protection 

bulletin,  04486 
sharing     medical    resources,     annual     report, 

07323 
Spinal  Cord  Injury  Conference,   proceedings, 

01620 
tuition      assistance      programs,       study       of 

proposals,  11218 
urgent  supplemental  appropriations,  1974- 

law,  08706 
VA  pamphlet,  03372,  08501-2,  13239-44 
what  it  is,  was,  and  does,  VA  history  in  brief, 

13239 
you  and  VA,  13238 
Veterans'  Affairs  Committee,  House: 
additional  printing,  authorize 

report,  08989 
calendar,  04136 


committee     print,     05248-9,     07044-5,     08914, 

11218 
hearings,  00515,  02103-5,  07043,  07046,  11216-7 
investigations   and   studies,    authorization   and 
expenses 
report,  08776 
report,  00429,  01981-2,  05021-2,  06866 
Veterans  Day,  see  Special  days,  weeks,  etc. 
Veterans  homes: 

State  homes  for  veterans - 
report,  10972 
Veterans  hospitals: 

medical,    dental,    and    hospital    benefits    for 
veterans  with  service  since  Jan.  31,  1955, 
03372 
operations       of       Veterans'       Administration 
hospital   and    medical   program,    selective 
data,  08914 
quality  of  patient  care,  07044,  07326 
seismic    protection    provisions    for    furniture, 
equipment  and  supplies  for  VA  hospitals, 
study  to  establish,  13237 
Veterans'  Affairs  Committee,  Senate: 
additional  printing,  authorize 

report,  08989 
calendar,  04156 
committee  print,  00709,  05554-5,  05557,  07322- 

4,  07326,  11619-11621 
hearings,    02319-20,    05556,    05558-9,    07325, 

09067-8,  11620 
investigations   and    studies,   authorization   and 
expenses - 
report,  00607,  08954 
report,    02227,    07138,    07166,    08956,    08966, 
09008 
Veterinarians: 

Armed  Forces,  extend  special  pay  provisions- 
hearings,  11065 
employment  outlook,  10015 
special  pay,  extend  for  Armed  Forces - 

report,  00443 
veterinarian  trainees,  summer  employment  for 
sophomores     and    juniors    in     veterinary 
medicine,  00211 
Veterinary  medicine: 

CDC  veterinary  public  health  notes,  03502 
veterinarian  trainees,  summer  employment  for 
sophomores     and    juniors    in     veterinary 
medicine,  00211 
veterinary  services  biologies  notice,  biological 
products   produced   in   licensed   establish- 
ments, list,  08592 
Veterinary  zoology,  see  Zoology. 
Veto  messages,  see  President  of  United  States. 
Vez,  Yolanda  E.: 

relief,  10860 
VFR,  see  Visual  flight  rules. 
Vibration: 

analytical  and   experimental   vibration   studies 

of  1/8-scale  shuttle  orbiter,  08149 
automatic  data  system  for  vibration  modal  tun- 
ing and  evaluation,  06240 
comparison    of   vibrations   of   combination   of 
solid-rocket    launch    vehicle    and   payload 
during  ground  firing  and  launching,  02978 
development  and  applications  of  two  computa- 
tional  procedures   for  determining   vibra- 
tion modes  of  structural  systems,  01355 
development   of    methods   of  active   vibration 
suppression,  USSR  study,  07900 


Page  1-628 


Do  not  order  from  index;  see  indicated  entry 


January-June  1976 


Vibration -Con. 
effects  of  vortex  coherence,  spacing,  and  cir- 
culation on  flow-induced  forces  on  vibrat- 
ing cables  and  bluff  structures,  13021 
experimental    studies    for    determining    human 
discomfort  response  to  vertical  sinusoidal 
vibration,  02971 
nondestructive     vibratory     testing    of    airport 

pavements,  13153 
relationship  between  whole  body  vibration  and 
morbidity    patterns    among    heavy    equip- 
ment operators,  08244 
relationship  between  whole-body  vibration  and 
morbidity    patterns    among    motor    coach 
operators,  06336 
shock  and  vibration  digest,  04515 
sound   and   vibration   measurements   for   Con- 
corde  supersonic   transport   and   subsonic 
jet  aircraft,  08454 
truck     noise,     experimental     investigation     of 
truck  tire  sound  and  vibration,  08459 
Vice  President  of  United  States: 
appropriations,  1975- 

increase,  report,  11256 
confirmation  of  Nelson  A.  Rockefeller  as  Vice 
President- 
report,  10903 
designation  of  official  residence - 

law,  08719 
Nelson  A.  Rockefeller,  nominee  for  Vice  Pre- 
sident, analysis  of  philosophy  and  public 
record,  08903 
Nelson  A.  Rockefeller,  nominee,  selected  is- 
sues and  positions,  1 1 168 
nomination  of  Nelson  A.  Rockefeller- 
debate,  05211 
hearings,  00704 
proposal,  04932 
official   residence,   consideration    of   premises 
occupied  by  Chief  of  Naval  Operations- 
report,  08819 
special  conference  on  science  policy,  00504 
Vicksburg,  Miss.: 
completion  of  mission  66  bypass - 
report,  07128 
Victimization,  see  Victims  of  crimes. 
Victims  of  crimes: 
crimes  and  victims,  report  on  Dayton-San  Jose 

pilot  survey  of  victimization,  02836 
criminal  victimization  in  United  States,  02842 
criminal   victimization    surveys    in   Nation's   5 
largest  cities,  02841 
Video  recording  systems: 

video  support  in  criminal  courts,  02848 
Video  tape  recordings: 
conservation   orientation  for  museum   person- 
nel, video  tape  series,  01553 
video  tape  catalog,  Walter  Reed  Army  Medical 
Center,  01757 
Viet-Nam,  see  Vietnam. 
Vietnam: 

allied  participation  in  Vietnam,  01750 
background  information,  05480,  11528 
changing    crucible,    study    mission    investiga- 
tion- 
report,  10890 
conflict,  veterans'  readjustment  assistance- 
hearings,  05558-9 
report,  05036,  05345 
Department  of  Defense   procedures  for  accu- 
mulating and  controlling  costs  for  aid  to 
South  Vietnam,  GAO  report,  07778 
education     benefits     for     post-Vietnam     era 
veterans - 
hearings,  02105 


emergency    military    assistance    and   economic 
and  humanitarian  aid  to  South  Vietnam - 
hearings,  05434 
employment  of  disabled  and  Vietnam  veterans 

in  Federal  government,  11619 
era  reconciliation  act- 

information,  07009 
export     licensing     of     private     humanitarian 
assistance  to  Vietnam  - 
hearings,  06973 
First   Infantry   Division,   U.S.   Forces  in  Viet- 
nam,   erection    of    monument    to    dead, 
authorize - 
report,  05024,  10892 
hearings,  09035 

housing      benefits      for      post-Vietnam      era 
veterans - 
hearings,  07043 
human  rights  and  U.S.  assistance,  05183 
humanitarian  assistance  and  evacuation  act  of 
1975- 
report,  10926 
Indochina    postwar    reconstruction    funds    to 
finance  evacuation  from  South  Vietnam - 
proposal,  00317 
military    and    economic    assistance    for    South 
Vietnam - 
proposal,  01924 
military      assistance      for      South      Vietnam, 
authorize,  09035- 
hearings,  09034 
military  assistance,  oversight- 
hearings,  08847 
military  assistance,  proposed  increases,  04923 
North,  translations,  04603 
refugee    assistance    and     relief     and     military 

assistance  for  South  Vietnam,  01925 
refugee  relief  in  Republic  of  Viet-Nam,  agree- 
ment with  International  Committee  of  Red 
Cross,  03179,  03214,  03280,  3331,  13134 
refugee  relief  in  Republic  of  Viet-Nam,  Laos, 
and  Khmer  Republic,  agreement  with  In- 
ternational    Committee     of     Red     Cross, 
03314 
Republic - 
agricultural  commodities,  agreement,  03127, 
03236,     03242,     03268,     03274,     10292, 
10294,  13118 
atomic   energy,   cooperation   for   civil   uses, 

agreement,  03152 
improvements    needed    in    U.S.    contractor 
training  of  Armed  Forces,  GAO  report, 
09744 
refugee   relief    in    Vietnam,    agreement   with 
United  Nations  High  Commissioner  for 
Refugees,  03290 
South,     emergency     supplemental     appropria- 
tions, 1975- 
heanngs.  05124 
studies,  logistics  support,  01751 
studies,  war  in  northern  provinces,  01753 
transfer  of  military  scrap,  agreement,  03237 
U.  S.  Army  Engineers,  1965-70,  Vietnam  stu- 
dies, 01752 
U.S.  trade  embargo  of  Vietnam,  church  views, 

11135 
veterans,    Federal    employment    opportunities, 

01800 
Vietnam   era   veteran'   readjustment  assistance 
act  of  1974- 
hearings,  09068 
withdrawal  of  designation  of  South  Vietnam  as 
beneficiary  developing  country,  10783 
Vietnamese  refugees,  see  Refugees. 
Viking,  see  Spacecraft. 
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Village  Creek: 

flood  plain  information,  05646 
Villegas-Cantu,  Guadalupe: 

relief,  10820,  11312 
Vines: 
shrubs    and    vines    for    northeastern    wildlife, 
09605 
Vinton,  Iowa: 

flood-prone  areas,  12420 
Vinyl  chloride: 
dangers  - 

hearings,  11504 
fact  sheet,  091 1 1 

vinyl  chloride  emissions  in  Long  Beach  area, 
Calif.,  evaluation,  09420 
Violence: 
our  Nation's  schools,  report  card,  A  in  school 
violence  and  vandalism,  05523 
Virgin  Islands: 
climatological  data,  03553 
Constitution,  establish- 

report,  10943 
county  business  patterns,  01785 
jurisdiction  of  surrounding  submerged  land- 

report,  05361 
land  conveyance  - 

report,  08791 
mineral  industry,  Minerals  yearbook  chapter, 

08078 
nonimmigrant  alien  labor  program   on   Virgin 

Islands  of  United  States,  00494 
quarterly  payments- 
report,  06838,  07152 
Revised  organic  act,  amend - 

report,  02177 
submerged  lands,  legislation  affecting- 
hearings,  11577 
trees  of  Puerto  Rico  and  Virgin  Islands,  08560 
Virginia: 
area      wage      survey,      Washington,      D.C., 

metropolitan  area,  01237 
climatological  data,  03559 
farm  in  colonial  Virginia  (poster),  06389 
landings,  fish  and  shellfish,  04665,  12949 
landings,  fish  and  shellfish,  annual  summary, 

10218 
national  electric  rate  book,  12193-4 
precipitation  data,  hourly,  04042 
Roanoke  River,  investigation  of  lower  basin, 
10253 
Viruses: 
safety    standards    for   research    involving    on- 
cogenic viruses,  06301 
virus  tolerance  ratings  for  corn  strains  grown 

in  lower  Corn  Belt,  10362 
vims-in-water  study  of  finished  water  from  6 
communities,  02457 
Visa  Office: 

report,  08411 
Visas,  see  Passports. 
Viscosity: 
further  results  on  nonlinear  energy  transfer  in 
gravity-capillary      wave      spectra,      with 
viscous  considerations,  03074 
reacting    viscous-shock-layer    solutions     with 
multicomponent  diffusion  and  mass  injec- 
tion, 10181 
theoretical   monochromatic -wave-induced   cur- 
rents in  intermediate  water  with  viscosity 
and  nonzero  mass  transport,  08141 
Viscous  flow,  see  Flow. 
Visibility: 
colored  targets  in  free-swimming  scuba  search, 
10056 
Vision,  see  Sight. 


Visitors: 

customs  tips  for  visitors,  11653 

foreign  scholars  and  educational  and  cultural 

exchange  visitors,  tax  information,  02740 
international    travel    to    U.S.,    summary    and 

analysis,  03369 
tax  information  for  visitors  to  United  States, 

02776,  12532 
visit  USA  outlets  abroad,  08497 
visitor  arrivals  to  U.S.,  statistics  on,  04556 
VISTA,  see  Volunteers  in  Service  to  America. 
Visual  acuity,  see  Acuity-Sight. 
Visual  aids: 

alleviate  spatial  disorientation  during  take-off 

and  landing,  10309 
evaluation  of  visual  departure  path  indicator, 

13164 
visual    approach    slope    indicator    (VASI)    im- 
provements, 10320 
Visual  flight  rules: 

pilot   ground   trainers,    capabilities,    necessary 
characteristics,    and   effectiveness,    visual 
reference  flight  maneuvers,  10324 
simulated  ground-level  STOL  runway/aircraft 
evaluation,  10325 
Visual  perception,  see  Perception. 
Visual  stimulus,  see  Stimulus. 
Vital  statistics: 

provisional,  monthly  report,  04238 
selected  vital  and  health  statistics  in  poverty 
and   nonpoverty   areas  of  19  large  cities, 
08225 
United  States,  06312-4,  12914 
vital  and  health  statistics - 
data   from   National   vital   statistics   system, 
06311 
vital  and  health  statistics  series,  current  listing 

and  topical  index,  01392,  06306 
vital  and  health  statistics,  data  evaluation  and 

methods  research,  01395,  08217-8,  12909 
vital  and  health  statistics,  data  from  national 
health     survey,     01396-8,    06308,    06310, 
08219-24,  10193-7,  12910-3 
vital  and  health  statistics,  data  from  national 

vital  statistics  system,  08225 
vital  records  geographic  classification,  NCHS 
data  preparation  instruction  manual,  01394 
see  also  Life  tables. 
Vityaz  (research  vessel): 

gravimetric   instrumentation   and   observations 
on  research  vessel  Vityaz',  USSR  study, 
02816 
VLF,  see  Frequency  band. 
Vocabulary: 

home  buyer's  vocabulary,  05913 
Vocational  education: 

reducing  abuses  in  proprietary  vocational  edu- 
cation- 
report,  05080,  10906 
vocational  and  occupational  education- 
hearings,  00467,  02049 
Vocational   rehabilitation,   see   Rehabilitation   of 

the  disabled. 
Voice: 

Federal    Aviation    Administration's    procure- 
ment     of      electronic      voice      switching 
system - 
report,  00423 
Voice  communication: 

FAA   electronic   voice  switching   system  con- 
tract- 
hearings,  11107 
Gimelli   system    of   multi-track   voice   writing, 
evaluation      of      new      court      reporting 
technique,  05956 
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why  performance  of  automatic  voice  network 
(Autovon)     service     needs     improvement, 
GAO  report,  09783 
Voice  recording  equipment,  see  Sound  recording 

and  reproducing  equipment. 
Volcanic  ash,  tuff,  etc.: 

effect  of  sedimentation  and  diagenesis  on  trace 
element  composition  of  water-laid  tuff  in 
Keg  Mountain  area.  Utah,  05884 
invasion  and  recovery  of  vegetation  after  vol- 
canic eruption  in  Hawaii,  030S8 
mineral  industry  surveys,  08084-5 
Volcanic  rocks,  see  Igneous  rocks. 
Volcanoes: 

structure    and    origin    of    Koae    fault    system, 
Kilauea  Volcano,  Hawaii,  12427 
Voltage: 
internal    voltage    control    of    hydrogen-oxygen 

fuel  cells,  feasibility  study,  06247 
semiconductor        measurement        technology, 
BASIC    program    for    calculating    Dopant 
density  profiles  from  capacitance-voltage 
data.  12873 
spacecraft  high-voltage  power  supply  construc- 
tion, 06241 
Volume  and  yield  tables: 
aspen   volume   tables   for  furniture-type,   flat, 

4/4-inch  dimension,  09635 
black  walnut  volume  tables  for  furniture-type, 
flat,  4/4-inch  dimension  from  low-quality 
trees,  09636 
conversion  of  tree-volume  equations  to  metric 

system,  09719 
gross  volume  tables  for  redwood  trees  in  and 

near  Redwood  National  Park,  05839 
high  yields  from  100-year-old  ponderosa  pine, 

12316 
soft   maple   volume   tables   for   furniture-type, 
flat,  4/4-inch  dimension  from   small  low- 
quality  trees,  09637 
volume   equations   for   2d-growth   Douglas-fir, 
01065 
Volumetric  analysis: 
gas    phase    titration    technique    as    used    for 
calibration    of    nitrogen    dioxide    chemilu- 
minescence  analyzers,  evaluation,  12023 
Volunteer  forces,  see  Recruiting  and  enlistment. 
Volunteer  workers. 
ACTION  special  volunteer  programs,  00007 
helping  hands,  giving  volunteer  leaders  a  place 

in  Extension  Program,  12110 
inter  ACTION,  04074 
synergist  (periodical),  04571 
volunteer  way,  civic-minded  people  in  national 

school  volunteer  program,  11949 
volunteer  yourself - 

1.8-cent      precanceled      stamped     envelope 
(poster),  06500 
volunteers    in    parks    program,    appropriation 
authorization  - 
law.  01863 
report,  00418,  02171 
Volunteers  in  Service  to  America: 
ACTION,    message    to    underclassmen    from 

Peace  Corps  and  VISTA,  00005 
domestic  programs  fact  book,  03754 
medical  and  health  professionals  in  ACTION, 

Peace  Corps/VISTA,  00002 
share   your  skills  in   ACTION,   VISTA/Peace 

Corps,  01626 
use  your  leadership  ability  and  liberal  arts  edu- 
cation in  ACTION,  Peace  Corps/VISTA, 
00004 
VISTA  impact  study,  10355 


Volusia  County,  Fla.: 

floods.  Lake  Beresford  and  St.  Johns  River, 
Lake  County,  Fla.,  09278 
VOR,  see  Omniranges. 
VORTAC,  see  Air  navigation. 
Vortex  flow: 

angular  momentum,  vortex  shedding  and  ori- 
fice    cryogenic     flowmeters,     evaluation, 
12881 
Vortex  motion: 

design    and    preliminary   test   of   blade    tip   air 
mass  injection  system  for  vortex  modifi- 
cation   and    possible    noise    reduction    on 
full-scale  helicopter  rotor,  08142 
low-speed    wind-tunnel    investigation    of    span 
load    alteration,    forward-located    spoilers, 
and    splines    as    trailing- vortex  -hazard    al- 
leviation   devices    on    transport    aircraft 
model,  08183 
tornadolike  gravity-driven  vortex  model,  10176 
vortex  lattice  method  for  rotor-vortex  interac- 
tion problem,  06149 
Voter  Registration  Administration: 
establish - 
report,  08774 
Voter  registration  by  mail,  02314 
Voting: 

effective  use  of  computing  technology  in  vote- 
tallying,  06288 
Overseas  citizens  voting  rights  act- 
law,  06743 

report,  00558,  06842,  10955,  10966 
postcard  voter  registration - 

report,  06852 
projections   of   population   of   voting   age,    for 

States,  10562 
rights  act,  amend - 
compilation,  06997 
hearings,  05217,  11157 
voter  registration  act- 

report,  08774 
voter  registration  by  mail- 

hearings,  02314 
voting  assistance  guide,  10478 
Voting  rights  act,  amend- 
report,  00592.  05098 
Vouchers: 
Senate - 
expenditures        from        contingent       fund, 
authorize  report,  08975 
VTOL   (vertical  takeoff   and   landing),   see  Air- 
craft. 


W.  R.  Poage  Federal  Building: 

designate  - 
report,  10965 
Wabash  County,  Ind.: 

flood  plain  information,  Wabash  River,  05644 
Wabash  River: 

flood  plain  information,  05644 
Wabash.  Ind,.: 

flood  plain  information,  Wabash  River,  05644 

floods,  how  to  avoid  damage,  05655 
Wadley.  Ala.: 

flood-prone  areas,  12421 
Wadstrom,  Calif.: 

railroad    accident    investigation    summary    re- 
port, 08355 
Wage  and  Hour  Division: 

Federal  labor  laws,  administered  by  Wage  and 
Hour  Division  with  regulations  and  in- 
terpretations, 03852 

interpretative  bulletin,  06502,  08504 
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Wage  and  Hour  Division -Con. 

regulations,  03376,  08505-6 
Wage  and  Price  Stability,  Council,  see  Council 

on  Wage  and  Price  Stability. 
Wages: 
area  survey,  northeast  Pennsylvania,  02856 
area  survey,  Atlanta,  Ga.,  01244 
area  survey,  Binghamton,  N.Y.,  01250 
area  survey,  Chattanooga,  Tenn.,  12664 
area  survey,  Chicago,  III.,  01238 
area  survey,  Cincinnati,  Ohio,  Kentucky,  Indi- 
ana, 02851 
area  survey, 

Davenport-Rock     Island-Moline,     Iowa-Ill., 
10044 
area  survey,  Daytona  Beach,  Fla.,  02855 
area  survey,  Detroit,  Mich.,  01239 
area  survey,  Gainesville,  Fla.,  07954 
area  survey,  Green  Bay,  Wis.,  01247 
area     survey,     Greensboro,     Winston-Salem, 

High  Point,  N.C.,  01249 
area    survey,    Greenville,    Spartanburg,    S.C., 

01246 
area  survey,  Jacksonville,  Fla.,  10043 
area    survey,    Melbourne,    Titusville,    Cocoa, 

Fla.,  02858,  07953 
area  survey,  metropolitan  areas,  United  States 

and  regional  summaries,  1972-73,  02850 
area  survey,  New  Orleans,  La.,  10045 
area  survey,  New  York,  N.Y.,  02854 
area  survey,  Oklahoma  City,  Okla.,  01251 
area  survey,  Paterson,  Clifton,  Passaic,  N.J., 

07957 
area  survey,  Philadelphia,  Pa.,  01241 
area  survey,  Providence,  Warwick,  Pawtucket, 

R.I.,  02852 
area  survey,  Richmond,  Va.,  01245 
area  survey,  Saginaw,  Mich.,  07955 
area  survey,  San  Antonio,  Tex.,  01242 
area  survey,  Syracuse,  N.Y.,  02853 
area  survey,  Utica,  Rome,  N.Y.,  01248 
area  survey,  Westchester  County,  N.Y.,  02857 
area  wage  survey  advance  report,  07941 
area  wage  survey  report,  07942,  07944-51 
area  wage  survey,  Albany,  Schenectady,  Troy, 

N.Y.,  12661 
area  wage  survey,  Baltimore,  Md.,  07961 
area  wage  survey,  Boston,  Mass.,  12659 
area  wage  survey,  Cleveland,  Ohio,  12662 
area  wage  survey,  Dallas,  Fort  Worth,  Tex., 

12660 
area    wage    survey,    Denver-Boulder,    Colo., 

metropolitan  area,  05992 
area  wage  survey,  Durham,  N.C.,  12652 
area  wage  survey,  Fresno,  Calif.,  07960 
area  wage  survey,  Gainesville,  Fla.,  12658 
area  wage  survey,  Houston,  Tex.,  07952 
area  wage  survey,  Indianapolis,  Ind.,  12663 
area  wage   survey,   Kansas   City,   Mo.-Kans., 

metropolitan  area,  07958 
area  wage  survey,  Memphis,  Tenn-Arkansas, 

12653 
area      wage       survey,      Muskegon-Muskegon 

Heights,  Mich.,  01240 
area    wage     survey,     Omaha,     Nebr.,     Iowa, 

metropolitan  area,  12657 
area      wage      survey,      Sacramento,      Calif., 

metropolitan  area,  07956 
area  wage  survey,  Trenton,  N.J.,  07959 
area      wage       survey,       Washington,       D.C., 

metropolitan  area,  01237 
area       wage       survey,       Worcester,       Mass., 

metropolitan  area,  01243 
area    wage    surveys,    descriptions    of    occupa- 
tions, 05984 


calendar,  10049 

chartbook  on  prices,  wages,  and  productivity, 
03508 

chronology,  bituminous  coal  mine  operators 
and  United  Mine  Workers  of  America, 
10046 

chronology,  Commonwealth  Edison  Co.  of 
Chicago  and  International  Brotherhood  of 
Electrical  Workers,  10048 

coordinated  Federal  wage  system,  FPM  sup- 
plement, 03857 

current  developments,  03709 

data  available  to  measure  impact  of  minimum 
and  overtime  wage  provisions  of  Fair 
labor  standards  act  on  working  parents 
employing  domestic  service  workers  as 
babysitters,  GAO  report,  07793 

employment  and  earnings  (periodical),  03768 

employment  and  earnings,  States  and  areas 
1939-74,  12636 

employment  and  earnings,  States  and  areas, 
1939-72,  12635 

employment  and  wages,  03769 

Federal  wage  system,  nonappropriated  fund 
employees,  FPM  supplement,  08670 

hourly  earnings  index,  1964-Aug.  1975,  12669 

indexing    adjustment    of    wages,    prices,    and 
other  payments  with  rate  of  inflation - 
hearings,  11490 

industry  survey,  communications,  10051 

industry  survey,  metal  mining,  10050 

industry  wage  survey  report,  07969-80 

industry  wage  survey,  contract  construction 
12665 

industry  wage  survey,  electric  and  gas  utilities 
05990 

industry  wage  survey,  leather  tanning  and 
finishing,  05991 

industry  wage  survey,  meat  products,  Mar, 
1974,  12668 

industry  wage  survey,  nursing  homes  and  re 
la  ted  facilities,  05994 

industry  wage  survey,  pulp,  paper,  and  paper 
board  mills,  12655 

machinery  manufacturing  industry  wage  sur 
vey  and  other  industry  studies,  list,  07984 

minimum  wage  legislation  and  youth  pay  dif 
ferential,  remarks,  05982 

minimum,  increase- 
report,  08797 

municipal  government  wage  surveys,  01252 
02859,  06006-19,  12671 

national  survey  of  professional,  administrative 
technical,  and  clerical  pay,  07965 

Navy  actions  related  to  Philadelphia's  efforts 
to  collect  delinquent  wage  taxes  from 
Naval  Shipyard  employees,  GAO  report 
12355 

overtime  compensation  under  Fair  labor  stan 
dards  act  of  1938,  as  amended,  08504 

pay     of     Government     prevailing     rate     em- 
ployees- 
hearings,  11189 

public  employment  and  wage  subsidies,  10696 

some  perspectives  on  current  outlook  on  em- 
ployment, earnings,  prices  and  productivi- 
ty, 06036 

sugar,  harvesting,  processing,  etc.,  wage  rate 
determination,  04550 

telephone  company  employees,  FCC  rules  and 
regulations,  03847 

union  wage  scales,  local  transit,  New  York 
City,  02867 

union  wage  scales,  local  transit,  selected  New 
Jersey  cities,  02868 
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union  wage  scales,  local  transit,  selected  New 

York  cities.  02869 
union  wage  scales,  local  truckdrivers,  Buffalo, 

NY.,  02870 
union    wage    scales,    local    truckdrivers.    New 

York  City.  02871 
union  wage  scales,  local  truckdrivers,  Newark, 

N.J.,  02872 
union      wage      scales,      local      truckdrivers, 

Rochester.  N.Y.,  02873 
union      wage       scales,       local       truckdrivers, 

Syracuse,  N.Y.,  02874 
union  wage  scales,  local  truckdrivers,  Trenton, 

N.  J.  02875 
union   wage    scales,    printing    trades,    Buffalo, 

NY..  02862,  12675 
union  wage  scales,  printing  trades.  New  York 

City,  02863 
union   wage    scales,   printing   trades,   Newark, 

N.J..  02864 
union  wage  scales,  printing  trades,  Rochester, 

N.Y.,  02865 
union  wage  scales,  printing  trades.  Syracuse, 

N.Y.,  02866 
union   wage    scales,    printing   trades,   Trenton, 

N.J..  12674 
union  wages  and  hours,  building  trades,  07964, 

10047 
wage  calendar,  05996 

wage  chronology,  Armour  and  Co.  and  Amal- 
gamated Meat  Cutters  and  Butcher  Work- 
men of  North  America,  12637 
wage  chronology,   Martin   Marietta  Aerospace 

and   auto   workers.   Mar.   1944-Nov.   1975, 

12666 
wage  garnishment  law,  08507 
wage     trends      for     occupational     groups     in 

metropolitan  areas,  06040-2 
wages   and  benefits  of  municipal  government 

workers  in  city  of  Newark,  06024 
wages  and  benefits  of  municipal  government 

workers  in  Jersey  City,  N.J.,  06026 
wages   and   benefits   of   New    York   City   mu- 
nicipal government  workers,  06025 
wages  and  demographic  characteristics  in  work 

clothing  manufacturing  industry,  05995 
your  social  security  earnings  record,  13085-6 
Wagner-O'Day  act,  see  Handicapped. 
Wagons: 
wagon  rack  for  silage-feeding,   building  plan, 

04749 
Wahpeton  Indians: 

Lake    Traverse    Indian    Reservation,    N.Dak. 

and  S.Dak.  lands  held  in  trust- 
report,  11353 
Waiakea  Arboretum: 
Hawaii,  species  trials  at,  tree  measurements  in 

1970,  09671 
Waiters  and  waitresses: 

employment  outlook,  09962 
Waitresses,  see  Waiters  and  waitresses. 
Waiver: 

permit  waiver  of  any  portion  of  Federal  com- 
pensation- 
hearings.  02092 
petition  for  patent  waivers.  12851 
Trans-Alaska       pipeline       authorization       act, 

waiver  of  60-day  notice  period,  07278 
Wake  Forest  University: 
sale  of  property  in  Venice  to,  authorize  - 
report,  08784,  08961,  10882 


Wakes: 

computing    averaged    velocity    and    pulsation 
energy   in   turbulent   axisymmetrical   wake 
far  behind  streamlined  body,  USSR  study, 
02815 
Waldo  Lake: 

campground  wastes  disposal,  05739 
Walker.  William  H..  Ill: 
nomination  - 
hearings,  1 1465 
Walker,  William  N.: 
nomination - 
hearings,  1 1525 
Walking: 

baby  walkers,  fact  sheet,  09117 

bicycles  and  pedestrian  facilities  in  Federal-aid 

highway  program,  00983 
European  experience  in  pedestrian  and  bicycle 

facilities,  05786 
new  look  at  pedestrian  safety,  08238 
pedestrian  and  bicycle  safety  study.  Highway 

safety  act  of  1973,  06331 
pedestrian  safety,  12932 
Walkways: 

rigid  pavements  for  roads,  streets,  walks,  and 
open  storage  areas,  00098 
Walla  Walla  project: 

appropriations,    authorization   to   Secretary   of 
Interior  Department  without  reference  to 
agencies  involved,  06863- 
law,  06717 
Walla  Walla  River: 

flood  plain  information,  05645 
floods  in  vicinity  of  Milton-Freewater,  Oreg., 
11984 
Wallboard,  see  Pulpboard. 
Wallis  Island: 

gazetteer,  official  standard  names,  01109 
Wallis  W.  Allan: 
nomination - 
hearings,  07230 
Wallowa  National  Forest: 

steamboatin'  on  the  Snake,  09727 
Wallowa-Whitman  National  Forest: 

Elkhorn  Range  Study  Area,  general  informa- 
tion, 12278 
Lower   Minam   Study   Area,   general   informa- 
tion, 12301 
Walls: 

acoustical  and  thermal  performance  of  exterior 
residential  walls,  doors,  and  windows, 
01373 
comparative  in-place  cost  between  wood  and 
steel  residential  floor  and  wall  framing, 
02643 
decorative     wall     paneling     industry,     guides, 

09579 
fire    endurance    of   gypsum    board    walls    and 
chases    containing    plastic     and     metallic 
drain,  waste  and  vent  plumbing  systems, 
03002 
shear  wall  structures  design  to  resist  effects  of 

atomic  weapons,  08608 
state-of-art    of    structural    test    methods    for 
walls,      floors,      roofs,      and      complete 
buildings,  08195 
wall   boundary-layer  thickness   ratio  effect  to 
jet      diameter      on      mixing      of      normal 
hydrogen  jet  in  supersonic  stream,  12786 
waterproofing     materials     for     prevention     of 
windblown       rain      penetration       through 
masonry  walls,  05618 
Walnut: 

black.  09636 
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black  walnut  local  sources  recommended  for 
planting  in  Maryland,  09643 
Walsh-Healy  Public  contracts  acts,  see  Govern- 
ment contracts. 
Walter  Reed  Army  Medical  Center: 
affirmative  action  plan,  for  equal  opportunity 

program,  04798 
formulary,  pharmacy  service,  01755 
progress  notes,  04667 
video  tape  catalog,  01757 
War: 
education,  war  colleges  and  professional  mili- 
tary development,  01184 
environmental  warfare,  questions  and  answers, 

10481 
executive  orders  in  times  of  war  and  national 
emergency  - 
report,  05388 
prohibition    of    use    in   war    of    asphyxiating, 
poisonous    or   other   gases,    and    of   bac- 
teriological methods  of  warfare,  protocol, 
03306 
United  States-Europe  relations  and  1973  Mid- 
dle East  war- 
hearings,  05182 
Vietnam   studies,   war  in   northern  provinces, 

01753 
War  claims  act,  amend - 

report,  06836 
weather  modification  as  weapon  of  war- 
hearings,  05184 
weather    modification     as     weapon    of    war, 
prohibition  - 
hearings,  06975 
War  and  emergency  powers: 
test  of  compliance  relative  to  Danang  sealift- 

hearings,  00479 
war   powers    resolution,    relevant   documents, 
correspondense,  report,  11138 
War  Fare,  see  Guerrilla  warfare. 
War  materials,  see  Military  supplies. 
War  risk  insurance: 

Federal  aviation  act,  amend - 
hearings,  00500 
Ward  Cove: 
pulp  mill  wastes  effect  on  receiving  waters, 
09590 
Ware  Oil  &  Supply  Company,  Inc.: 
motor    carrier    accident    investigation    report, 
01327 
Warehouses: 
fats    and    oils    production,    consumption,    and 

factory  and  warehouse  stocks,  00152 
methods  and  costs  for  warehouse  assembly  of 

grocery  orders  for  small  stores,  10396 
public  warehousing,  census  of  selected  service 

industries,  06617 
warehouse   space,   census   of  wholesale   trade 

subject  statistics,  10546 
warehousing    frozen    pork    bellies    and    hams, 
08514 
Warfare,  see  War. 
Warheads,  see  Missiles. 
Warning  systems: 
defense,  ballistic  missile  early  warning  station, 
at    Fylingdales    Moor,    Yorkshire,    agree- 
ment with  Great  Britain,  03235 
early  warning  system,  agreement  with- 
Egypt,  13145 
Israel,  13144 
early  warning  system  in  Sinai,  implement- 
hearings,  07243 
law,  00260 


Middle  East  early  warning  system,  U.S.  par- 
ticipation, 10778 
severe   local   storm   warning   service   and  tor- 
nado statistics,  06413 
terrain  proximity   warning  system   (downward 
looking  radar)   for  possible   enhancement 
of  flight  safety,  evaluation,  10328 
tornado  warning,  Owlie  Sky  warn,  booklet  for 

boys  and  girls,  13008 
warning   lights    for   special   purpose    vehicles, 

08239 
widespread  tornado  outbreak  of  Apr.  3-4,  1974, 
report  to  Administrator,  08265 
Warranties  and  guarantees: 

consumer  products  warranties - 

report,  08825 
monopolistic  tendencies  of  auto  emission  war- 
ranty provisions - 
hearings,  00514 
report,  06780 
Warsaw,  Poland: 

detente,    prospects    for    increased    trade    with 
Warsaw  pact  countries,  06945 
Warships: 

facilitate   entry    into   foreign   ports   of   United 
States  nuclear  warships - 
report,  05063 
Warwick,  R.I.: 

area  wage  survey,  02852 
Washburn,  Abbott: 
nomination - 
hearings,  11505 
Washing  machines: 

wringer  washing  machines,  fact  sheet,  09096 
Washington: 

remote  sensing  report,  Pacific  Northwest  area, 
09463 
Washington  Metropolitan  Area  Transit 
Authority: 
appropriations,  1974- 

hearings,  08851 
appropriations,  1976- 
hearings,  00651 
law,  01869 
report,  00591 
metro  subway  construction  and  safety  provi- 
sions, oversight- 
hearings,  11089 
Metro  Transit  police  force,  establish- 
hearings,  02040 
Washington  State: 

assessment  of  work  incentive  program,  GAO 

report,  07688 
census- 
selected    service   industries,    area   statistics, 
08627 
census  of  retail  trade,  area  statistics,  10540 
census  of  retail  trade,  major  retail  centers  in 
standard     metropolitan     statistical    areas, 
00131 
child  support  payments  control,  how  they  do 
it,  illustrations  of  practice  in  administra- 
tion of  AFDC,  10517 
climatological  data,  03560 
coast  pilot,  06368 
counties  and  metropolitan  areas,  estimates  of 

population,  08660 
employment    in    agricultural    and    agribusiness 

occupations,  09201 
Federal  research  natural  areas  in  Oregon  and 
Washington,  guidebook  for  scientists  and 
educators,  12281 
Hells     Canyon     National     Recreation     Area, 
establish  — 
law,  06740 
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Inland  Empire  area,  timber  resources,  05848 

low-flow  characteristics  of  streams  in  Willapa 
Bay  drainages,  05894 

managing  intake  process  in  income  main- 
tenance, 10519 

national  electric  rate  book,  01018 

population,  1973,  and  1972  per  capita  income 
estimates  for  counties  and  incorporated 
places.  04823 

precipitation  data,  hourly,  04043 

precipitation-frequency  atlas  of  western 
United  States,  08273 

Skagit,  draft  environmental  statement,  05852 

State  monitoring  of  local  office  performance, 
how  they  do  it,  illustrations  of  practice  in 
administration  of  AFDC,  10520 

timber  resource  statistics  for  Washington, 
January  1,  1973,  02644 

water  resources  data,  02674,  09830,  12453 

water  resources  of  Colville  Indian  Reserva- 
tion, 09839 

water  supply  outlook  and  snow  surveys,  04681 
Washington  Technical  Institute: 

consolidate  into  land-grant  University  of  Dis- 
trict of  Columbia - 
hearings,  1 1519 
Washington,  D.C.,  see  Capital  of  United  States- 
District  of  Columbia. 
Washington,  George: 

farm  in  colonial  Virginia  (poster),  06389 

vacation  travel  by  Canadians  in  U.S.,  George 
Washington  country,  01618,  13230 
Waskow,  Irene  E.: 

psychotherapy  change  measures,  06345 
Wasps: 

ecology  and  behavior  of  subsocial  pentatomid 
bug  and  two  scelionid  wasps,  03110 
Waste  disposal: 

biological  effects  of  wastes  discharged  to 
North  Platte  River,  Torrington,  Wyo.  - 
Bridgeport,  Neb.,  10246 

campground  wastes  disposal  adjacent  to 
Waldo  Lake,  Oreg.,  05739 

determination  of  incinerator  operating  condi- 
tions necessary  for  safe  disposal  of  pesti- 
cides, 12030 

disposal  and  utilization  of  waste  kiln  dust  from 
cement  industry,  12058 

disposal  of  small  quantities  of  unused  pesti- 
cides, guidelines,  07586 

extended-aeration  plants  and  intermittent 
watercourses,  10250 

Federal  interest  in  coal  mine  waste  diposal, 
12755 

impact  of  Fargo,  N.  Dakota's  discharges  on 
interstate  waters,  Red  River  of  North, 
09431 

industrial  waste  survey  report,  10252 

liners  for  land  disposal  sites,  assessment, 
05759 

monitoring  disposal-well  systems,  00917 

National  Reactor  Testing  Station,  examination, 
12062 

ocean  dumping  in  New  York  Bight,  01447 

ocean  dumping  research  report  to  Congress, 
01458 

offshore  dumping  in  New  York  Bight,  assess- 
ment, 01448 

pulp  mill  wastes  effect  on  receiving  waters  at 
Ward  Cove,  Alaska,  09590 

sludge  processing,  transportation,  and 
disposal/resource  recovery,  12105 

Solid  waste  disposal  act,  amend - 
report,  11397 


solid    waste   disposal   activities,    GAO   report, 

07733 
solid  wastes  handling  in  hospitals,  09476 
subsurface  waste  injection  in  United  States,  15 

case  histories,  12708 
technical,  environmental  and  economic  evalua- 
tion    of     wet     processing     system     for 

recovery  and  disposal  of  municipal  solid 

waste,  02472 
USA/USSR  symposium.  Handling,  Treatment, 

and  Disposal  of  Wastewater  Sludge,  02480 
use   of   water  balance   method   for  predicting 

leachate     generation     from     solid     waste 

disposal  sites,  02477 
waste    disposal,    soil    surveys    can    help    you, 

00043 
water    quality    criteria    in    vicinity    of    waste 

discharge  of  Phillips  Petroleum  Co.- 
Avon  Refinery  in  Suisun  Bay,  09489 
see   also   Industrial   wastes-Radioactive   waste 

disposal-Waste  products-Waste  treatment. 
Waste  products: 

accounting  system  for  solid  waste  shredders, 

02474 
aerobic  stabilization  of  waste  activated  sludge, 

00923 
air  and  water  pollution  controls  on  solid  waste 

generation,  1971-1985,  effects,  05720 
application  of  exchange  resins  for  treatment  of 

textile  dye  wastes,  07578 
characterizing  combustible   portions   of   urban 

refuse  for  potential  use  as  fuel,  02921 
comparative  estimates  of  post-consumer  solid 

waste,  09494 
conversion    of    cattle    feedlot    wastes    to    am- 
monia synthesis  gas,  09404 
demonstration    of    three    recirculating    swine 

waste  management  systems,  09401 
elastic-plastic  stability  analysis  of  mine-waste 

embankments,  02924 
energy    conservation    through    improved    solid 

waste  management,  02473 
evaluation  of  hazardous  wastes  emplacement 

in  mined  openings,  12029 
houseboat  waste  characteristics  and  treatment, 

09428 
improving     municipal     productivity,     Detroit 

refuse  collection  incentive  plan,  01513 
industrial  waste  survey  report,  Great  Western 

Sugar  Company  straight  house  beet  sugar 

factory,  10252 
information       packet      on       monitoring      for 

discharge  permit  compliance,  05734 
installation     solid     waste     survey     guidelines, 

07528 
ITT  Rayonier,  Inc.  Outfall,  Port  Angeles  Har- 
bor, Wash.,  evaluation,  09418 
litter  bit  is  not  enough  (address),  12069 
measuring    external    effects    of    solid    waste 

management,  05754 
mineral    recovery    from    noncombustible    frac- 
tion of  municipal  solid  waste,  12095 
national  status  on  control  of  garbage-feeding, 

04261 
New     York     Bight     project,     MESA     marine 

ecosystems  analysis,  00966 
organic  components  recovered  from  Jefferson 

City,  Mo.,  raw  and  finished  water  by  car- 
bon filter  technique,  10266 
radioactivity       distribution       in        phosphate 

products,     by-products,     effluents,     and 

wastes,  01520 
rats,   fires   and   inner-city   solid  waste  storage 

practices,  09495 
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recovering  resources  from  solid  waste  using 
wet-processing,  12093 

recycled  materials  markets,  12098 

refuse  act  permit  program,  operating  manual, 
09461 

research  status  on  effects  of  land  application 
of  animal  wastes,  07577 

Solid  waste  disposal  act,  amend- 
hearings,  00480 
report,  11397 

solid  waste  disposal  activities,  GAO  report, 
07733 

solid  waste  estimation  procedure,  material 
flows  approach,  09493 

solid  waste  management  series,  00953-5, 
02471-7,  05759-61,  07593-4,  09493-5, 
12093-8 

solid  waste  management  SW  series,  09475 

solid  waste  management,  available  information 
materials,  12094 

solid  waste  shredding  and  shredder  selection, 
12097 

solid  waste,  legal  compilation,  statutes  and 
legislative  history,  executive  orders,  regu- 
lations, guidelines  and  reports  ,  12068 

solid  wastes  handling  in  hospitals,  09476 

Spokane  basin,  inventory  and  assessment  of 
solid  waste  disposal  sites  in  Spokane 
County,  Wash,  and  northern  Idaho,  09479 

technical,  environmental  and  economic  evalua- 
tion of  wet  processing  system  for 
recovery  and  disposal  of  municipal  solid 
waste,  02472 

treatment  of  textile  wastewater  by  activated 
sludge  and  alum  coagulation,  07563 

trends  in  wastepaper  exports  and  their  effects 
on  domestic  markets,  00953 

updated  cost  evaluation  of  metal  and  mineral 
recovery  process  for  treating  municipal  in- 
cinerator residues,  08042 

use  of  solid  waste  as  fuel  by  investor-owned 
electric  utility  companies,  07593 

use  of  water  balance  method  for  predicting 
leachate  generation  from  solid  waste 
disposal  sites,  02477 

waste  glass  as  raw  material  for  lightweight  ag- 
gregate, 12741 

water-bearing  deposits,  generalized  subsurface 
geology,  northern  San  Joaquin  Valley, 
Calif.,  09794 

see  also  Waste  treatment. 
Waste  treatment: 

advanced  automatic  control  strategies  for  ac- 
tivated sludge  treatment  process,  05723 

BWR  waste  gas  treatment  system  dose  evalua- 
tions under  upset  conditions,  00101 

development  of  on-shore  treatment  system  for 
sewage  from  watercraft  waste  retention 
system,  07584 

dye-dispersion  study  on  Lake  Champlain  near 
Crown  Point,  N.Y.,  05878 

egg  breaking  and  processing  waste  control  and 
treatment,  07580 

estimating  staffing  and  cost  factors  for  small 
wastewater  treatment  plants,  05724 

experimental  treatment  of  Lake  Erie  water, 
Erie,  Penn.  water  plant,  12063 

Federal  guidelines,  design,  operation,  and 
maintenance  of  wastewater  treatment 
facilities,  13251 

federal  guidelines,  operation  and  maintenance 
of  wastewater  treatment  facilities,  09424 


final  environmental  statement,  waste  manage- 
ment operations,  Hanford  Reservation, 
Richland,  Wash.,  07495 

hazardous  waste  management  facilities  in 
U.S.,  05761 

houseboat  waste  characteristics  and  treatment, 
09428 

hydraulic  characteristics  and  water-supply 
potential  of  aquifers  in  vicinity  of  waste- 
water treatment  plant,  South  Bend,  Ind., 
09838 

Lake  Erie  water  quality  newsletter,  04111 

lime  use  in  wastewater  treatment,  design  and 
cost  data,  07559 

management  agencies  handbook  for  section 
208  areawide  waste  treatment  manage- 
ment, 02467 

materials  for  oxygenated  wastewater  treatment 
plant  construction,  09449 

municipal  treatment  works,  recommendations 
for  minimum  personnel,  laboratory  control 
and  records,  09460 

municipal  water  treatment  inventories  of 
historical  significance,  1910-15,  10257 

National  Reactor  Testing  Station,  examination, 
12062 

optimizing  petrochemical  waste  bio-oxidation 
system  through  automation,  07581 

potential  of  value  analysis  for  reducing  waste 
treatment  plant  costs,  GAO  report,  05863 

President's  Water  Resources  Policy  Commis- 
sion- 
Ohio  River  basin  report,  10260 

reclamation  of  metal  values  from  metal-finish- 
ing waste  treatment  sludges,  05721 

residual  waste  management  research  and 
planning  projects,  00951 

rum  distillery  slops  treatment  by  anaerobic 
contact  process,  00940 

separating  paper  at  waste  source  for  recycling, 
12096 

sewerage  system  monitoring  an  dremote  con- 
trol, 09411 

time-of-travel  study,  Lake  Erie-Niagara  River 
basins,  05890 

treatment  of  combined  sewer  overflows  by 
dissolved  air  flotation,  00921 

treatment  of  laundromat  wastes  by  coagulation 
with  alum  and  adsorption  through  ac- 
tivated charcoal,  10273 

treatment  of  textile  wastewater  by  activated 
sludge  and  alum  coagulation,  07563 

U.S. -Japan  conference  on  sewage  treatment 
technology  proceedings,  09485 

USA/USSR  symposium,  Handling,  Treatment, 
and  Disposal  of  Wastewater  Sludge,  02480 

waste-plus-waste  process  for  recovering  metals 
from  electroplating  and  other  wastes, 
development  and  application,  10068 

wastewater  collection  and  treatment  facilities, 
Scarborough,  Me.,  12010 

wastewater  collection  and  treatment  facilities, 
Winnipesaukee  River  basin,  N.H.,  12009 

wastewater  treatment  construction  grants  data 
base,  04669 

wastewater  treatment  in  food  processing  in- 
dustry, 01601 

water  pollution  control  program  plan  for  South 
Dakota,  evaluation,  09486 
Waste  water: 

analysis  of  organic  compounds  in  2  kraft  mill 
wastewaters,  00915 

application  and  procurement  of  automatic 
wastewater  samplers,  09377 
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biostimulation  characteristics  of  wastes  and 
receiving  waters  of  Snake  River  basin, 
09329 

demineralization  of  wastewater  by  electrodial- 
ysis,  12031 

demonstrated  technology  and  research  needs 
for  reuse  of  municipal  wastewater,  09413 

demonstration  of  developed  methodology  for 
ultimate  disposal  of  residual  wastes.  12104 

development  of  classification  scale  for  charac- 
terizing bilge  waters  used  in  evaluating  oil 
removal  techniques.  10610 

electrolytic  treatment  of  job  shop  metal  finish- 
ing wastewater,  00920 

estimating  staffing  and  cost  factors  for  small 
wastewater  treatment  plants.  05724 

facilities  operations  and  maintenance,  corro- 
sion and  deposition  control,  industrial 
water  treatment,  02707 

Federal  guidelines,  design,  operation,  and 
maintenance  of  wastewater  treatment 
facilities.  13251 

federal  guidelines,  operation  and  maintenance 
of  wastewater  treatment  facilities,  09424 

houseboat  waste  characteristics  and  treatment, 
09428 

hydraulic  characteristics  and  water-supply 
potential  in  aquifers  in  vicinity  of  waste- 
water treatment  plant.  South  Bend,  Ind.. 
09838 

in-plant  control  of  food  processing  waste- 
water. 01600 

influences  on  waste  water  management  on 
land  use.  Tahoe  basin,  1950-1972,  09472 

investigation  of  ion  removal  from  water  and 
wastewater,  00903 

land  application  systems,  evaluation,  09484 

lime  use  in  wastewater  treatment,  design  and 
cost  data,  07559 

materials  for  oxygenated  wastewater  treatment 
plant  construction,  09449 

national  survey  of  manpower  utilization  and 
future  needs  of  firms  engaged  in  manufac- 
ture of  water  and  wastewater  equipment 
and  supplies,  00949 

performance  of  ISCO  model  1391  water  and 
wastewater  sampler,  12024 

physical  and  settling  characteristics  of  particu- 
lates in  storm  and  sanitary  wastewaters, 
09409 

publicly  owned  wastewater  treatment  works, 
allotment  of  grant  funds  for  construction, 
11200 

research  needs  for  potable  reuse  of  municipal 
wastewater,  proceedings,  12081 

sampling  of  wastewater,  06490 

study  of  integrated  power,  water  and  waste- 
water utility  complex,  00943 

test  method  for  volatile  component  stripping 
of  waste  water.  07576 

treatment  of  textile  wastewater  by  activated 
sludge  and  alum  coagulation,  07563 

urban  stormwater  management  modeling  and 
decision-making,  09412 

USA/USSR  symposium.  Handling,  Treatment, 
and  Disposal  of  Wastewater  Sludge.  02480 

wastewater  collection  and  treatment  facilities, 
Scarborough,  Me.,  12010 

wastewater  collection  and  treatment  facilities, 
Winnipesaukee  River  basin.  N.H.,  12009 

wastewater  treatment  construction  grants  data 
base,  04669 

wastewater  treatment  in  food  processing  in- 
dustry, 01601 


water  reuse,  bibliography,  05931 
Waste   water  treatment  plant,  see  Sewage  plant 

operators. 
Wastewater,  see  Waste  water. 
Watch  repairmen,  see  Watchmakers. 
Watchcases: 

clocks,    watches,    and    watchcases,    census   of 
manufactures,  00119 
Watches,  see  Clocks  and  watches. 
Watchmakers: 

employment  outlook,  watch  repairmen.  10005 
Watchmen,  see  Guards  (persons). 
Water: 

aircraft  emergency  procedures  over  water, 
04845.  10603 

analog  model  study  of  basin  of  upper  Coachel- 
la  Valley.  Calif.,  12372 

analysis  and  conceptual  design  of  practical  ice- 
water  heat  sinks,  05612 

analysis  of  water  resource  systems,  bibliog- 
raphy, 12514 

analyzing  environmental  impacts  of  water  pro- 
jects. 09223 

annular  flow  ice-water  model  heat  sink,  07520 

application  of  surface  geophysics  to  ground- 
water investigations,  01 1 18 

assessment  of  energy  saving  potential  of  soil 
and  water  conservation,  13090 

availability  of  ground  water  in  lower  Paw- 
catuck  River  basin,  Rhode  Island,  09841 

bathing  water  quality  and  health.  Great  Lakes, 
10244 

Big  Sioux  River  basin,  10284 

black-water  impoundment  investigations,  09330 

cadmium,  chromium  and  cyanide  analytical 
methods  in  water,  10270 

catalog  of  information  on  water  data,  12376-88 

catalog  of  information  on  water  data,  digest, 
12456 

Central  Lahontan  Basin,  Calvada  Subbasin, 
Nev.,  Calif..  08582 

characterists  of  streamflow  and  ground-water 
conditions  in  Boise  River  Valley,  Idaho, 
09837 

chemical  analysis  of  interstate  carrier  water 
supply  system,  09332 

chemistry  of  aluminum  in  natural  water,  07849 

Columbia  River  Basin  project  for  water  supply 
management,  10247 

control  salinity  of  water  delivered  to  users  in 
United  States  and  Mexico - 
hearings,  08899 
report,  08816 

cooling  water  intake  structures,  minimizing  ad- 
verse environmental  impact,  09340 

cutting  experiments  using  rotating  water  jet  in 
borehole.  12732 

determination  of  volatile  organic  compounds  at 
mu  g/1  level  in  water  by  gas  chromatog- 
raphy, 07555 

digital-simulation  and  projection  of  water-level 
declines  in  basalt  aquifers,  09842 

East  Bnmfield  and  Westville  Reservoirs,  quan- 
tity and  value  of  water  supply  storage, 
10249 

economic  activity  in  U.S.,  water  resources  re- 
gions and  subareas,  1972  OBERS  projec- 
tions, 01622 

environmental  health  series,  water  supply  and 
pollution  control,  10250-1 

fate  of  DDT  and  nitrate  in  ground  water, 
09422 

feasibility  test  program  of  application  of 
coalescing   phase    oil/water   separators   to 
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self   compensating   fuel   tanks   in   surface 
ships,  00243 

Federal  water  project  recreation  act,  studies, 
11575 

Federal  Water  Resources  projects,  improve- 
ments needed  in  making  benefit-cost 
analyses,  GAO  report,  09745 

Federal  water-related  research,  development, 
and  management  programs  in  Great  Lakes 
region,  02505 

formation  of  halogenated  organics  by  chlorina- 
tion  of  water  supplies,  09370 

geology  and  ground  water  of  Pajaro  Valley 
area,  09796 

Georgia  water  supply  program,  evaluation, 
05725 

ground-water  data  for  Michigan,  02669 

ground-water  levels  and  well  records  for  cur- 
rent observation  wells  in  Idaho,  09798 

ground-water,  hydrological  data  in  Michigan, 
09811 

ground-water,  pumpage  in  California,  continu- 
ing program  for  estimation,  09790 

groundwater  levels  in  Nebraska,  09799 

heat  transfer  characteristics  of  bubble-induced 
water  jet  impinging  on  ice  surface,  11974 

hydraulic  characteristics  and  water-supply 
potential  of  aquifers  in  vicinity  of  waste- 
water treatment  plant,  South  Bend,  Ind., 
09838 

hydrologic  engineering  methods  for  water 
resources  development,  reservoir  yield, 
05659 

interstate  water  compacts,  bibliography,  05932 

inventory  of  interstate  carrier  water  supply 
systems,  09444 

Land  and  water  conservation  act,  amend - 
hearings,  00682,  05504 

Land     and     water     conservation     fund     act, 
amend  - 
hearings,  07267 
report,  07098,  08959 

land  subsidence  due  to  ground-water 
withdrawal,  Arvin-Maricopa  area,  Calif., 
07839 

limnological  investigation  of  Yellowstone 
River  related  to  taste  and  odor  problems 
in  domestic  water  supplies,  10255 

magnesium  carbonate,  recycled  coagulant  for 
water  treatment,  13183 

mass  spectrometric  analysis  of  product  water 
from  coal  gasification,  06133 

mathematical  simulation  of  temperatures  in 
deep  impoundments,  06462 

model  State  water  monitoring  program,  12070 

monitoring  radon  222  content  of  mine  waters, 
08116 

NASA  earth  resources  survey  symposium, 
proceedings,  08133 

Nation's  ground-water  resources.  Upper 
Colorado  region,  01116 

Niobrara  River  basin,  resources,  08568 

numerical  model  for  predicting  effects  of  land- 
slide-generated water  waves,  09304 

operation  and  maintenance  bulletin,  04670 

our  land  and  water  resources,  08567 

Pacific  Northwest  water  resources  summary, 
04338 

Pacific  Northwest  water  resources,  weekly  ru- 
noff report,  04339 

Pacific  Northwest,  current  discharge  at 
selected  stations,  03638 

performance  of  ISCO  model  1391  water  and 
wastewater  sampler,  12024 


pesticides  in  Illinois  waters  of  Lake  Michigan, 

00901 
portable     water     laboratory     kit,     evaluation, 

09419 
potential  pumped   storage   projects   in   Pacific 

Southwest,  12201 
predictive  modeling  of  effects  of  planned  Kin- 
dred   Lake    on    ground-water    levels    and 
discharge,    southeastern    North    Dakota    , 
09836 
premiminary    assessment    of    suspected    car- 
cinogens in  drinking  water,  12075 
proposed       water-supply       investigations      in 

Sidamo  Province,  Ethiopia,  05885 
public  works  appropriations,  1976- 

hearings,  02246-8,  05130-5,  07199,  11473-5 

law,  06722 

report,  02224 
public  works  appropriations,  1975- 

hearings,  05436-7,  08856 
reclamation  era,  water  review  quarterly,  04459 
reclamation  feasibility  studies - 

law,  06698 

report,  02220,  06834 
recreation  on  water  supply  reservoirs,  hand- 
book for  increased  use,  11648 
renovation  of  secondary  effluent  for  reuse  as 

water  resource,  05716 
resources  - 

Minnesota,  09819 

technical  publication,  06463 
resources  data- 

Alaska,  09812,  09833 

Central  Oklahoma  Navigation  Project,  Deep 
Fork  River  basin,  Okla.,  10275 

Colorado,  05891 

Delaware,  12441 

Florida,  12437 

Georgia,  09814 

Idaho,  12438 

Indiana,  09815,  12439 

Kansas,  12440 

Louisiana,  09816 

Maryland,  12441 

Maryland  and  Delaware,  12442-3 

Massachusetts,     New     Hampshore,     Rhode 
Island,  and  Vermont,  09817 

Michigan,  09818,  12444-5 

Montana,  09820-1,  12446 

Nebraska,  09822 

Nevada,  09823 

New  Mexico,  07848,  09824,  12447 

New  York  State,  09825 

North  Dakota,  12448 

northern  and  central  Florida,  streams,  09813 

Ohio,  09826 

Oklahoma,  12449 

Oregon,  12450-1 

Puerto  Rico,  09827 

South  Carolina,  12452 

South  Dakota,  09828 

Tennessee,  09829 

Texas,  05893 

Washington,  09830,  12453 

Wisconsin,  09831-2,  12454 
resources  investigations,  05894,  09834-8,  12455 
resources  planning  act- 
hearings,  02059,  02301 
resources  planning  act,  amend - 

report,  00629 
resources    research    and    technology    develop- 
ment act- 
hearings,  02303 
resources,      Federal      reclamation      projects, 
08342-3 
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resources,  selected  water  resources  abstracts, 
(periodical),  04510 

resources,  soil  conservation  (periodical),  04525 

resources,  water  resources  review  (periodical), 
04671 

reuse  of  battery  wash  water  after  treatement 
with  chlorine,  evaluation,  sugar  beet  fac- 
tory wastes,  industrial  waste  survey  re- 
port, 06456 

saline     water    program     appropriations,     1975, 
authorize  - 
law.  10666 
report,  05332 

saline  water,  catalog  of  research  projects, 
02722 

salt  water  detection  in  Cimarron  Terrace, 
Okla..  09361 

selected  specific  rates  of  reactions  of 
transients  from  water  in  aqueous  solution, 
06290 

shallow  ground  water  in  selected  areas  in  Fort 
Union  coal  region,  12432 

soil  water  depletion  by  lodgepole  pine  on  gla- 
cial till,  01053 

solute  balance  at  Abert  and  Summer  Lakes, 
south-central  Oreg. ,  07840 

sources  of  solids  in  injection  waters,  Wilming- 
ton Field.  Calif.,  12728 

specific  conductance  identifies  perched  and 
ground  water  lakes,  02632 

spline  approximation  to  freezing  of  water  in 
cylindrical  hole  drilled  in  an  ice  sheet, 
05606 

storage  and  retrieval  system  of  water  use  in- 
ventory data,  09591 

student  originated  studies  projects,  abstract  re- 
ports, 08310 

summary  appraisals  of  nation's  ground-water 
resources,  Rio  Grande  region,  05883 

supply,  economic  damages  to  household  items, 
05740 

supply  outlook,  Alaska,  04520 

supply  outlook,  Arizona,  04675 

supply  outlook,  Colorado  and  New  Mexico, 
04676 

supply  outlook,  Idaho,  04677 

supply  outlook,  Montana,  04678 

supply  outlook,  Oregon,  04679 

supply  outlook,  Utah,  04680 

supply  outlook,  Washington  State.  04681 

supply  outlook,  western  United  States,  04683 

supply  outlook,  Wyoming.  04682 

supply  projects,  northern  New  Jersey,  New 
York  City,  western  Connecticut 
metropolitan  area,  09295 

supply,  Colorado  River,  watershed  conditions 
affecting,  04563 

surface  water,  supply  1966-70,  United  States, 
05895 

surface  waters,  quality.  United  States,  05896 

techniques  of  water-resources  investigations  of 
Geological  Survey,  01117-8 

theoretical  monochromatic-wave-induced  cur- 
rents in  intermediate  water  with  viscosity 
and  nonzero  mass  transport,  08141 

total  salt,  specific  ion,  and  fertilizer  element 
concentrations  and  balances  in  irrigation 
and  drainage  waters  of  Twin  Falls  tract  in 
southern  Idaho,  08525 

transient  responses  of  layered,  sloping  soil  to 
natural  rainfall  in  presence  of  shallow 
water  table.  08516 


ultraviolet  disinfection  of  activated  sludge  ef- 
fluent discharging  to  shellfish  waters, 
12034 

use  of  hydrochemistry  for  interpreting  ground- 
water flow  systems  in  central  Nevada, 
12435 

use  of  water  balance  method  for  predicting 
leachate  generation  from  solid  waste 
disposal  sites,  02477 

virus-in-water  study  of  finished  water  from  6 
communities,  02457 

water  and  energy  self -sufficiency,  05513 

water  and  land  resource  accomplishments, 
Federal  reclamation  projects,  01526-8 

water  and  related  land  resources,  Souris  Red- 
Rainy  River  basins,  type  I  framework 
plan,  09477 

water  for  energy  in  Upper  Colorado  River 
Basin,  report,  09881 

water  for  tomorrow,  Colorado  State  water 
plan.  06465 

water  in  kids  coloring  book,  04850 

water  of  the  world,  12436 

water  resource  system  analysis,  selected  an- 
notated bibliography,  07868 

water  resources  appraisal  for  hydroelectric 
licensing,  Carpenter  and  Remmel 
Developments,  project  271,  owned  by  Ar- 
kansas Power  and  Light  Co.,  Quachita 
River,  Ark.,  evaluation  report.  09555 

water  resources  appraisal  for  hydroelectric 
licensing,  Clackamas  River  basin,  Oreg., 
appraisal  report,  09551 

water  resources  appraisal  for  hydroelectric 
licensing.  Clarion  River  basin.  Pa.,  ap- 
praisal report,  09552 

water  resources  appraisal  for  hydroelectric 
licensing,  Flint  River  Development,  pro- 
ject 1218,  owned  by  Georgia  Power  Co., 
Flint  River,  Ga.,  evaluation  report,  09556 

water  resources  appraisal  for  hydroelectric 
licensing,  Mottville  Development,  project 
401,  owned  by  Michigan  Power  Co.,  St. 
Joseph  River,  Mich,  and  Ind.,  evaluation 
report.  09557 

water  resources  appraisal  for  hydroelectric 
licensing,  upper  San  Joaquin  River  basin, 
Calif.,  appraisal  report,  09553 

water  resources  data  for  Montana,  02675 

water  resources  data  for  Washington,  02674 

water  resources  of  Colville  Indian  Reserva- 
tion, Washington.  09839 

water  resources  of  lower  Colorado  River-Sal- 
ton  Sea  area,  02670 

Water  resources  planning  act- 
assesment,  02302 

Water  resources  planning  act,  amend - 
law,  00261 

water  resources  research  catalog,  07869 

water  resources  research,  training,  and  techni- 
cal information  dissemination  programs, 
12513 

water  reuse,  bibliography,  05931 

water  spectrum,  04672 

water  supply,  09842 

water  supply  development  and  management  al- 
ternatives for  Clinton,  Eaton,  and  Ingham 
counties.  Mich.,  09840 

water    supply    outlook    for    western    United 
States - 
including      Columbia      River      drainage      in 
Canada.  04674 

water  supply  paper,  02676,  05895.  07849, 
09840-1 
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water  use  by  saltcedar  as  measured  by  water 
budget  method,  02671 

water  use  in  manufacturing,  00121 

water-bearing  deposits  subsurface  geology  of 
northern  San  Joaquin  Valley,  Calif.,  09794 

waterworks  of  thermal  electric  power  stations, 
USSR  study,  02818 

Wyoming  water  supply  program,  evaluation, 
summary,  05726 

see    also    Drinking    water.,    see    also    Waste 
water-Water       pollution-Water       quality- 
Water  vapor. 
Water  birds: 

proposed  use  of  steel  shot  for  hunting  water- 
fowl in  United  States,  final  environmental 
statement,  07680 

waterfowl    monitoring    investigations,    03352, 
10345 
Water  carriers: 

evaluation  of  survival  suits  for  the  use  of  the 
crews  of  the  Great  Lakes  carriers,  01818 
Water  heaters: 

Federal  item  identification  guide,  07380 

gas  water  heaters,  fact  sheet,  091 16 

solar  water  heating  in  south  Florida,  06399 

water    heaters,     Federal     item     identification 
guide,  11832 
Water  levels: 

analysis  of  drag  coefficient  at  hurricane  wind- 
speeds     from     numerical     simulation     of 
dynamical    water   level   changes    in    Lake 
Okeechobee,  Fla.,  11969 
Water  pollution: 

air  and  water  pollution  controls  on  solid  waste 
generation,  1971-1985,  effects,  05720 

automated  analysis  of  individual  refractory  or- 
ganics  in  polluted  water,  02463 

biological  effects  of  wastes  discharged  to 
North  Platte  River,  10246 

cadmium,  chromium  and  cyanide  analytical 
methods  in  water,  10270 

campground  wastes  disposal  adjacent  to 
Waldo  Lake,  Oreg.,  05739 

Columbia  River  thermal  effects  study - 
biological  effects  studies,  09334 
temperature  prediction  studies,  09335 

comparison  of  benthic  macroinvertebrates  col- 
lected by  dredge  and  limestone  substrate 
sampler,  05757 

contingency  plans  for  spills  of  oil  and  other 
noxious  substances,  agreement  with 
Canada,  03163 

contributions  of  urban  roadway  usage  to  water 
pollution,  09381 

control  in  primary  nonferrous  metals  industry, 
aluminum,  mercury,  gold,  silver,  molyb- 
denum, and  tungsten,  09415 

control  of  water  pollution  from  cropland, 
10360 

control  program  plan  for  Colorado,  evaluation 
report,  12061 

control  program  plan  for  North  Daketa,  09421 

control  program  plan  for  South  Dakota, 
evaluation,  09486 

control,  interstate  waters - 
Colorado  River  Basin,  09430 

economic  impact  of  capital  outlays  required  to 
attain  water  quality  standards  of  Federal 
water  pollution  control  act,  12014 

environmental  health  series,  water  supply  and 
pollution  control,  10250-1 

environmental  modeling-ecosystems,  05738 

evaluation  of  Coast  Guard  oil-water  separator 
and  monitor  systems,  06656 


extended-aeration  plants  and  intermittent 
watercourses,  10250 

Federal  water  pollution  control  act,  amend - 
hearings,  11197 
report,  11399 

heavy  metals  pollution  in  upper  Arkansas 
River  of  Colorado,  assessment,  08345 

impact  of  Fargo,  N.  Dakota's  waste  discharges 
on  interstate  waters,  Red  River  of  North, 
09431 

implementation  of  Federal  water  pollution  con- 
trol act  amendments  of  1972  is  slow,  GAO 
report,  07706 

interstate  waters - 
Columbia  lower  River  and  tributaries,  10258 
Lower  Columbia  River,  Bonneville  Dam  to 
Cathlamet,    Wash.,    transcript    of    con- 
ference, 10271 

interstate  waters  of  Menominee  River  and  its 
tributaries,  09843 

interstate  waters,  Grand  Calumet  River,  Little 
Calumet  River,  Calumet  River,  Wolf 
Lake,  Lake  Michigan  and  their  tributaries, 
progress  evaluation  meeting,  summary, 
09457 

limnological  investigation  of  Yellowstone 
River  related  to  taste  and  odor  problems 
in  domestic  water  supplies,  Montana, 
10255 

materials  for  oxygenated  wastewater  treatment 
plant  construction,  09449 

Menominee  River  and  tributaries,  interstate 
waters,  conference,  10248 

Missouri  River  investigation,  winter  discharge 
necessary  for  pollution  control  between 
Fort  Randall,  S.D.  and  the  mouth,  13063 

municipal  water  pollution  control  abstracts, 
09382 

National  Commission  on  Water  Quality's  staff 
draft  report,  03014-5 

ocean  pollution,  overfishing,  and  offshore 
development,  report  to  Congress,  06385 

oil  pollution  research  newsletter,  04321 

organic  components  recovered  from  Jefferson 
City,  Mo.,  raw  and  finished  water  by  car- 
bon filter  technique,  10266 

pollutant  transfer  to  marine  environment, 
10228 

Potomac  River  in  Washington  metropolitan 
area,  interstate  waters,  10272 

President's  Water  Resources  Policy  Commis- 
sion- 
Ohio  River  basin  report,  10260 

pulp  mill  wastes  effect  on  receiving  waters  at 
Ward  Cove,  Alaska,  09590 

quality  of  interstate  waters,  Red  River  of  the 
North,  report,  10268 

remote  sensing  study  of  electric  generating  sta- 
tion thermal  discharges  to  Barnegat  Bay 
and  Great  Egg  Harbor,  N.J.,  09464 

remote  sensing  study  of  steam-electric  power 
plant  thermal  discharges  to  Lake  Erie,  and 
Detroit  and  St.  Clair  Rivers,  Ohio  and 
Mich.,  12080 

Roanoke  River,  investigation  of  lower  basin, 
10253 

sanitary  facilities  and  pollution  contributed  to 
reservoirs  and  lakes  of  Colorado-Big 
Thompson  project,  10261 

sanitation  chlorine  supply  problem  in  U.S., 
10262 

status    of   water    pollution    construction   grant 
program  - 
hearings,  09063 

strategy  against  water  pollution,  09426 
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Water  pollution -Con. 

strip-mine  discharges  on  marine  environment, 
effects  at  Cape  Rosier,  Me.,  09366 

studies  of  effects  of  thermal  pollution  in 
Biscayne  Bay.  Ha.,  07544 

surveillance  system  application  and  develop- 
ment report,  09487 

Verdigris  River  pollution  investigation  between 
Neodesha,  Kans.  and  Nowata.  Okla., 
10274 

vulnerability  model,  simulation  system  for  as- 
sessing damage  resulting  from  marine 
spills,  00247 

water  pollution  surveillance  system  applica- 
tions and  development  report,  05757, 
09487 

water  quality  strategy  paper,  implementing 
requirements  of  pollution  control  act, 
09490 

water-pollution  control  in  primary  nonferrous- 
metals  industry,  copper,  zinc  and  lead  in- 
dustries, 09414 

waterborne  debris  in  marine  pollution  in- 
cidents, 06666 

workshop    on    agricultural    non-point    source 
water      pollution      control,      proceedings, 
09456 
Water  power: 

geology  of  waterpower  sites  in  Alaska  (series), 
07826 
Water  Program  Operations  Office: 

technical  bulletin,  09484.  13251 
Water  purification: 

experimental  treatment  of  Lake  Erie  water, 
Erie,  Penn.  water  plant.  12063 

federal  item  identification  guide,  09160 

municipal  water  treatment  inventories  of 
historical  significance,  1910-15,  10257 

see  also  Waste  treatment-Waste  water. 
Water  quality: 

Charleston  Harbor  and  effects  thereon  of 
proposed  Cooper  River  rediversion,  09466 

Columbia  River  Basin  project  for  water  quality 
management.  10247 

Contra  Costa  Canal,  Kellogg  Reservoir, 
evaluation  of  economic  benefits  derived 
from  improvement.  10254 

control  program  plan  for  North  Dakota.  09421 

design  of  cost-effective  water  quality  surveil- 
lance systems,  05749 

economic  impact  of  capital  outlays  required  to 
attain  water  quality  standards  of  Federal 
water  pollution  control  act,  12014 

Effluent  Standards  and  Water  Quality  Adviso- 
ry Committee,  summary  of  contentions  of 
industry  in  litigation.  02455 

HAR03  documentation,  computer  program. 
09355 

Idaho,  12438 

impact  of  hydrologic  modifications  on  water 
quality,  02458 

Lake  Erie  intake.  09446 

Lake  Erie  water  quality  newsletter.  04111 

Maryland  and  Delaware.  12443 

Michigan.  12445 

mine  spoil  potential  for  soil  and  water  qualitv, 
05719 

national  water  quality  inventory.  13248 

National  water  quality  network  operating 
manual.  09451 

New  Mexico.  12447 

numerical  model  for  prediction  of  transient 
water  quality  in  estuary  networks.  06384 


pollution  of  interstate  waters  of  Menominee 
River  and  its  tributaries.  09843 

quality  of  interstate  waters.  Red  River  of  the 
North.  10268 

records,  Colorado.  05891 

records,  Florida.  12437 

records.  Kansas,  09491 ,  12440 

records,  Montana.  02675 

records,  Oklahoma,  12449 

records,  Oregon,  12451 

refuse  act  permit  program,  operating  manual, 
09461 

revised  area  and  agency  designation  handbook 
for  Section  208  areawide  water  quality 
management  planning,  12082 

Roanoke  River,  investigation  of  lower  basin, 
10253 

sanitary  facilities  and  pollution  contributed  to 
reservoirs  and  lakes  of  Colorado-Big 
Thompson  project,  10261 

steam-electric  plant  air  and  water  quality  con- 
trol data,  02545 

strategy  paper,  09490 

Suisun  Bay,  Calif,  in  vicinity  of  waste 
discharge  of  Phillips  Petroleum  Co.,  09489 

tidal  flats  in  estuarine  water  quality  analysis, 
02454 

Tracy-Dos  Palos  area,  San  Joaquin  Valley, 
Calif,  09797 

Washington,  12453 

waste  discharges  effect,  Snake  River  and  Rock 
Creek.  09465 

water  pollution  control  program  plan  for 
Colorado,  12061 

water  quality  control  through  single  crop 
agriculture,  02464 

water  quality  effect  of  diking  shallow  arid-re- 
gion lake,  09407 

water  quality  management  basin  plan.  12099 

water  quality  management  guidance  series, 
12104-5 

water  quality  management  planning  for  urban 
runoff.  05758 

water  quality  of  hydrologic  bench  marks,  in- 
dicator of  water  qualitv  in  natural  environ- 
ment, 05870 

water  quality  strategy  paper.  12106 

water  sampler  for  obtaining  river  water  sam- 
ples under  severe  winter  conditions.  09467 

Wisconsin,  12454 

Yellowstone  River.  Mont..  N.  Dak.,  10269 
Water  Research  and  Technology  Office. 

OWRT/WRSIC  series,  05931-2.  07868 
Water  Resources  Council: 

membership,  revise  - 
law.  00261 

public  works  appropriations,  1976- 
hearings.  02248 
Water     Resources      Policy     Commission.      Pre- 
sident's,   see    President's    Water    Resources 
Policy  Commission. 
Water  Resources  Scientific  Information: 

OWRT/WRSIC  series,  05912 
Water  Resources  Scientific   Information  Center. 
05931 

OWRT/WRSIC  series,  07868 

selected  water  resources  abstracts  (periodical). 
04510 

WRSIC  series.  12514 
Water  Softening: 

ion-exchange      pretreatment      for      membrane 
desalting  processes,  evaluation.  08344 
Water  supply,  see  Water-Water  supply  for  spe- 
cial projects. 
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Water  systems: 
condition   of    major   water    system    structures 
and    facilities,    upper    Colorado    region, 
13068 
facilities  operations  and  maintenance,  utilities, 
water  plants  and  systems,  02700 
Water  tables,  see  Water. 
Water  temperature: 
Columbia  River  thermal  effects  study - 
biological  effects  studies,  09334 
temperature  prediction  studies,  09335 
effect   of   heated   water   on    temperature    and 

evaporation  of  Hyco  Lake,  N.C,  09834 
mathematical    simulation    of    temperatures    in 

deep  impoundments,  06462 
river  temperatures,  Pacific  Northwest,  04482-3 
semiclosed    seawater    system    with    automatic 
salinity,   temperature,   and   turbidity    con- 
trol, 01455 
water    temperature,    influental    factors,    field 
measurement,     and     data     presentation, 
01117 
Water  treatment  devices: 
plant   scale    studies   of   magnesium   carbonate 
water  treatment  process,  05717 
Water  vapor: 
heat  and  water  vapor  flux   in   conifer  forest 

Utter  and  duff,  02641 
sources   and   sinks  of  water  vapor  in   strato- 
sphere, 08279 
water     vapor     measurements     over     eastern 
Pacific    Ocean    at    180-millibar    pressure 
level,  06430 
zonal    profiles    of    atmospheric    water    vapor, 
12974 
Waterborne  commerce,  see  Commerce. 
Watercraft,  see  Boats. 
Waterers  (automatic): 
detector  actuated  automatic  sprinkler  systems, 
12885 
Waterfowl,  see  Water  birds. 
Waterfronts: 

water  front  operational  facilities,  13011 
Watergate  investigation: 
alleged    involvement    of    Central    Intelligence 
Agency  in  Watergate  matters  - 
hearings,  11061 
full    public    access    to    certain    papers,    docu- 
ments,   memorandums,    tapes    and    trans- 
cripts- 
report,  09020 
Presidential  campaign  activities  of  1972- 

hearings,  02315 
Watergate  reorganization  and  reform  act- 
hearings,  00679 
Watergate    special    prosecution    force    report, 
01225 
Waterproofing: 
waterproofing     materials     for    prevention    of 
windblown      rain      penetration      through 
masonry  walls,  05618 
Waters,  Linda  J.,  see  Dickson,  Linda  J.. 
Watershed: 
Watersheds: 
Animas-LaPlata  pilot  project  watersheds  in  4 
corners    area    of    Colorado    River    basin, 
economic  base  study,  10259 
evolution  of  Small  Watershed  Program,  10376 
floods  in  Milan,  Tenn.,  Rutherford  Fork  Obion 
River  watershed,   how  to   avoid  damage, 
09263 
floods,  Dexter,  Mo.,  Dudley  Main  Ditch  and 
Dexter  Creek  watersheds,   how  to  avoid 
damage,  09256 


floods,      Mayfield,      Ky.,      Matfield      Creek 

watershed,  how  to  avoid  damage,  09262 
floods,  Millington,  Tenn.,  Big  Creek  Drainage 
Canal,        how        to        avoid        damage, 
09264I04gravity-flow  sampler  for 

watershed  runoff,  08521 
projects - 

hearings,  02013 
projects,  miscellaneous  - 

hearings,  05106 

subarctic    plant    communities    and    associated 

litter  and  soil  profiles   in  Caribou  Creek 

research     watershed,     interior    Alaska     , 

05607 

traversing-slot      runoff      sampler      for     small 

watersheds,  10367 
USDAHL-74     revised     model    of     watershed 

hydrology,  01682 
Watershed    protection    and    flood    prevention 
act,  amend - 
hearings,  07313 
report,  00579 
Waterways: 

San  Luis  Unit,  technical  record  of  design  and 
construction,   history,  general  description 
and  geology,  06464 
waterborne  commerce  of  United  States,  calen- 
dar   year    1973,    waterways    and    harbors, 
Great  Lakes,  02441 
waterborne  commerce  of  United  States,  calen- 
dar   year    1973,    waterways    and    harbors, 
Gulf  Coast,  Mississippi  River  system,  and 
Antilles,  02440 
waterborne  commerce  of  United  States,  calen- 
dar   year    1973,    waterways    and    harbors. 
Pacific  Coast,  Alaska,  and  Hawaii,  02442 
see  also  Inland  waterways. 
Waterways  Experiment  Station: 
contract  report,  1 1988 
instruction  report,  05665 

miscellaneous  paper,  05666-71,  07533,  09302-3 
PSTIAC  report,  02443 
research  report,  09304 
studies      of      Mobility      and      Environmental 

Systems  Laboratory,  bibliography,  02443 
technical     report,     00889,     02444-6,     05672-6, 
07534-6,  09305-15,  11989-90 
WATSTORE  (Water  data  storage  and  retrieval 
system),      see      Information      storage     and 
retrieval  systems. 
Wave  filters,  see  Filters  and  filtration. 
Wave  forms: 

effect  of  simulated  sonic  boom  rise  time  and 
overpressure    on    electroencephalographic 
wave  forms  and  disturbance  judgements, 
10326 
Wave  functions: 

tables  of  angular  spheroidal  wave  functions, 
03075-6 
Wave  Propagation  Laboratory: 

collected  reprints,  05762 
Waveguides: 

cost  model  for  optical  waveguide  communica- 
tion systems,  10627 
Federal  item  identification  guide,  11692-3 
switches,  RF  transmission  line  and  waveguide, 
Federal  item    identification   guide,   07351, 
11720 
Wavelengths: 

gage  block  measurement  process  using  single 

wavelength  interferometry,  03003 
simultaneous  measurement  of  laser  extinction 
in  warm  fog  at  wavelengths  of  0.6328,  1.15, 
and  10.6  microns,  07515 
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Waves: 

comparison  of  techniques  for  approximating 
ocean  bottom  topography  in  wave-refrac- 
tion computer  model,  02972 

design  for  wave  protection,  flood  control,  and 
prevention  of  shoaling,  Cattaraugus  Creek 
Harbor,  NY.,  hydraulic  model  investiga- 
tion, 07535 

effect  of  breakwater  on  nearshore  currents 
due  to  breaking  waves,  11970 

field  study  of  wave  environment  vs.  boating 
activity  for  seven  sites  in  eastern  U.S., 
06659 

further  results  on  nonlinear  energy  transfer  in 
gravity-capillary  wave  spectra,  with 
viscous  considerations,  03074 

Huygens'  principle  algorithum  for  general 
class  of  routing  problems,  12820 

investigation  of  stimulation  of  ULF  waves, 
08325 

marine  hydrophysical  research,  USSR  study, 
07913 

numerical  model  for  predicting  effects  of  land- 
slide-generated water  waves,  09304 

scattering  of  waves  by  statistically  irregular 
surfaces,  USSR  study,  01202-3 

simplified  method  for  estimating  refraction  and 
shoaling  effects  on  ocean  waves,  11972 

stability  of  Gobi  block  revetment  to  wave  at- 
tack, 00874 

surf  observations  and  longshore  current  pre- 
diction, 11971 

theoretical  monochromatic-wave-induced  cur- 
rents in  intermediate  water  with  viscosity 
and  nonzero  mass  transport,  08141 

theory  and  applications  of  ocean  wave  measur- 
ing systems  at  and  below  sea  surface,  on 
land,  from  aircraft,  and  from  spacecraft, 
12775 

wave-refraction        program,        random-access 
technique    for    modular    bathymetry    data 
storage  - 
in  continental-shelf,  10102 

wind  wave  studies,  parabolic  antenna  as  wave 
probe,  06431 

see  also  Electromagnetic  radiation-Sound. 
Wax,  see  Waxes. 
Waxes: 

miscellaneous  waxes,  oils  and  fats.  Federal 
item  identification  guide,  00774,  07359, 
11759 

production  suitability  of  electroform  conduc- 
tive   wax    process    for    manufacture    of 
fluidic  systems,  06587 
Wayne  Co.,  Mich.: 

from    welfare-self-sufficiency,    assessment    of 
work    incentive    program,    GAO    report, 
07702 
Ways  and  Means  Committee,  House: 

bills  listed  for  hearing  on  Dec.  10,  1975, 
description,  11224 

calendar,  04137 

committee  print,  00516-7,  00520-4,  00526, 
02106-11,  02113-4,  02116-7,  02119-20, 
02122,  02124-42,  05250-6,  05261-9,  05271- 
7,  07049-50,  07052,  07054-6,  07058-61, 
07063,  07241,  08915-8.  1 1220-1,  11224, 
11226,  11228-32 

hearings,  00518-9,  00525,  02112,  02115.  02118, 
02121,  02123,  05257-60,  05270,  07047-8, 
07051.  07053.  07057,  11219.  11222-3, 
11225,  11227 

investigations    and    studies,    authorization   and 
expenses- 
report.  06786,  10916.  11029 


legislative  record,  93d  Congress,  05277 
legislative  review  activity,  93d  Congress  - 

report,  05086 
manual  of  rules,  021 17 
report,    00389.    00404,    00409,    01962.    01992, 

01999,  02002,  05013.  05086,  05092,  05099, 

06816.    06823-5,    06840-1,    06892,    08783, 

08814,  11026 
Weapons: 

atomic  design  of  shear  wall  structures  to  resis 

effects.  08608 
authority    to   order   use   of   nuclear   weapons, 

11124 
cartridges,  weapon,  Federal  item  identification 

guide,  00770 
danger  of  nuclear  proliferation,  10480 
design  of  structures  to  resist  effects  of  atomic 

weapons,  04790 
design  of  structures  to  resist  effects  of  atomic 

weapons,    buried    and    semiburied    struc- 
tures, 10510 
naval  weapons  specification,  electromagnetic  - 
compatibility      requirements     for     ordanace 
systems,  10240 
nonproliferation     treaty     review     conference, 

10482 
nuclear  proliferation,  11547 
nuclear  proliferation,  future  U.S.   foreign  pol- 
icy implications- 
hearings,  11128 
nuclear  proliferation,   questions   and   answers, 

01719 
peaceful      nuclear      exports      and      weapons 

proliferation,  05495 
process  for  identifying  needs  and  establishing 

requirements  for  major  weapon  systems  in 

Department    of    Defense,    GAO    report, 

07728 
second  nuclear  era,  remarks,  10483 
status    of    selected    major    weapon    systems, 

GAO  report,  09760 
U.S.   defense  contractors'   training  of  foreign 

military  forces - 
hearings,  02067 
walk-through     metal     detectors     for     use     in 

weapons  detection,  01220 
weather  modification  as  weapon  of  war- 
hearings,  05184 
weather    modification    as     weapon     of    war, 

prohibition - 
hearings,  06975 
worldwide  spread  of  nuclear  technology,  10484 
Weather: 

briefs  of  fatal  accidents  involving  weather  as 

cause/factor,   U.S.  general  aviation,  1974, 

13000 
community   planning  guide   to  weatherization, 

10632 
daily  weather  and  river  bulletin,  Albuguerque, 

N.  Mex.,  03718 
daily  weather  map,  explanation,  09318 
daily  weather  maps,  weekly  series,  03719 
maps,  synoptic,  Northern  Hemisphere,  03715 
mariners  weather  log,  04193 
prohibition  of  weather  modification  as  weapon 

of  war- 
hearings,  06975 
service  C  weather  schedules,  05773 
tactical  microwave  radio  (TMR)  for  transmis- 
sion of  weather  radar  data,  potential  use, 

04774 
weather  and  crop  bulletin  (periodical),  04720 
see  also  Meteorology. 


Do  not  order  from  index;  see  indicated  entry 


Page  1-643 


Subject  Index 


Weather  control: 

artificial        modification        of        atmospheric 

processes,  USSR  study,  02822 
national    weather    modification    research    pro- 
gram need,  GAO  report,  09775 
weather  modification  as  weapon  of  war- 
hearings,  05184 
weather    modification,    exchange    of   informa- 
tion, agreement  with  Canada,  03302 
weather  modification,  summary  report,  06387 
Weather  forecasts 

average  monthly  weather  outlook,  03457 
marine  weather  services,  06412,  08317 
National  East  Coast  winter  storms  operations 

plan,  01444 
tornado  warning,  Owlie  Skywarn,  booklet  for 

boys  and  girls,  13008 
use  of  satellite  data  in  East  Coast  snowstorm 
forecasting,  12965 
Weather  modification,  see  Weather  control. 
Weather  satellites,  see  Satellites. 
Weather  stations: 
aid   to    streamlining   fire-weather   station    net- 
works, 02606 
fire-weather    stations    in    North-Central    and 

Northeastern  United  States,  01056 
weather    stations,    agreement    with    Mexico, 
03218 
Weathering: 
chemical    weathering,    soil    development,    and 
geochemical  fractionation  in  part  of  White 
Mountains,  09800 
Webbing: 
general  repair  of  tents,  canvas,  and  webbing, 
08600 
Webs  (sheets): 
metal   shear   web   selectively    reinforced    with 
filamentary   composites  for  space  shuttle 
application,  evaluation,  06148 
Wedgeleaf  ceanothus,  see  Ceanothus. 
Wedges: 
flight   investigation   of   installation   effects   on 
wedge     nozzle     installed     on     underwing 
nacelle,  06202 
Weeks  No.  254  (barge): 

marine  casualty  report,  01478 
Weevils: 

pine  root  collar  weevil,  02598 
Weights  and  measures: 
citrus  fruit  appearance,  weight  loss,  and  inter- 
nal   condition    inferences    for   mechanical 
harvesting,  08545 
household  weights  and  measures,  01381 
National    Conference    on    Weights    and    Mea- 
sures, announcement,  01372 
use   of  international   system   of   units   (SI)   in 
Federal  information  processing  standards 
publications,  guide,  06268 
vapor-measuring  devices  for  liquefied  petrole- 
um gas,  examination  manual  for  weights 
and  measures  officials,  08198 
see  also  Metric  system. 
Weights  and  Measures,  International  Bureau  of, 
see    International    Bureau    of    Weights    and 
Measures. 
Weights  and  Measures,  National  Conference  on, 
see   National    Conference    on    Weights    and 
Measures. 
Wekiva  River  and  Valley: 
floods,  Seminole,  Orange,  and  Lake  Counties, 
Fla.,  09286 
Welders: 
employment  outlook,  09946 


Welding: 

fracture  characteristics  of  structural  steels  and 
weldments,  11979 

miscellaneous,  soldering  and  brazing  supplies 
and  accessories,  Federal  item  identifica- 
tion guide,  11791 

RFI  shielding  effectiveness  of  steel  sheets 
with  partly  welded  seams,  11980 

weldbonding  in  United  States,  annotated 
bibliography  and  history,  09166 

welding  and  heat  treating  equipment,  Federal 
item  identification  guide,  00792 

welding  and  joining,  compilation,  02952 
Weldments,  see  Welding. 
Welfare,  see  Public  welfare. 
Welfare  funds: 

administration  of  Welfare  and  pension  plans 
disclosure  act,  calendar  year  1973,  annual 
report  of  Secretary  of  Labor,  01226 

study  of  welfare  and  pension  plans  - 
report,  06811 

Welfare    and    pension    plan    disclosure    act, 
amend - 
text  of  bill,  07289 
Well  drilling: 

environmental  aspects  of  chemical  use  in  well- 
drilling  operations,  conference 
proceedings,  00908 
Wells: 

compilation  of  industrial  and  municipal  injec- 
tion wells  in  United  States,  00896-7 

ground-water  levels  and  well  records  for  cur- 
rent observations  wells  in  Idaho,  09798 

monitoring  disposal- well  systems,  00917 

stripper  well  lease  exemption,  10751,  10792 

stripper   well  lease  exemption,   amend   exten- 
sion, 01947 
Wenatchee  National  Forest: 

Snoqualmie  Pass,  intensive  land  classification 
study,  09726 
Wentz,  James  A.: 

relief,  08682 
West  (U.S.): 

agriculture,    prospects,    problems,    and    solu- 
tions - 
hearings,  00647 

analysis  of  nuclear  related  technician  man- 
power in  Western  States  for  region  served 
by  Western  Interstate  Nuclear  Board, 
02424 

interstate  waters,  immediate  water  pollution 
control  needs,  09430 

pictures  of  American  West  1848-1912,  select 
audiovisual  records,  06263 

precipitation-frequency  atlas  of  western 
United  States,  08266-75 

predicting  employment  in  4  regions  of  Western 
United  States,  01683 

report  to  Federal  Trade  Commission  on  struc- 
ture, conduct,  and  performance  of 
Western  States  petroleum  industry,  02576 

reserve  base  of  U.S.  coals  by  sulfur  content, 
08044 

slope  stability  problems  associated  with  timber 
harvesting  in  mountainous  regions,  09618 

vacation  travel  by  Canadians  in  U.S.,  Far 
West,  01616 

vacation  travel  by  Canadians  in  United  States, 
Far  West,  13235 

vacation  travel  by  Canadians  in  United  States, 
Frontier  West,  13234 

vacation  travel  by  Canadians  in  United  States, 
Old  West,  13233 

water  supply  outlook,  04683 
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West  (U.S. )-Con. 
wetlands  ecology   for  western   United  States, 
abstracted   bibliography   of   pertinent   stu- 
dies, 06045 
West  Africa,  see  Africa. 
West  Asia,  see  Asia. 
West  Berlin,  see  Berlin,  Germany. 
West  coast,  see  Pacific  coast. 
West  Fork  River  and  Valley, 
wild  river  system,  inclusion,  authorize  - 
report,  05052 
West  Germany,  see  Germany. 
West  Indies  and  Caribbean: 
climatological  data,  03561 
West  North  Central  States,  see  Central  States. 
West  South  Central  States,  see  Central  States. 
West  Virginia: 
census    of    selected    service    industries,    area 

statistics,  00135 
census    of    wholesale    trade,    area    statistics, 

00140 
climatological  data,  03562 
national  electric  rate  book,  12195 
precipitation  data,  hourly,  04044 
Westbrook,  Maine: 
floods,    Presumpscot    River,    Falmouth,    Port- 
land, Gorham  and  Windham,  00887 
Westchester  County,  N.Y.: 
area  wage  survey,  02857 
area  wage  survey  report,  07951 
Western  Air  Lines,  Inc.: 

aircraft  accident  report,  08313 
Western  Europe,  see  Europe. 
Western  European  Union  Assembly: 

Scientific,      Technological,      and      Aerospace 
Questions  Committee - 
hearings,  11445 
Western  Hemisphere,  see  Hemisphere,  Western. 
Western  Interstate  Nuclear  Board: 

analysis    of    nuclear    related    technician    man- 
power in  Western  States  for  region  served 
by    Western    Interstate    Nuclear    Board, 
02424 
Western  Kentucky  coal  seam: 
economic  analysis  of  synthoil  plant  producing 
50,000  barrels  per  day  of  liquid  fuels  from 
2  coal  seams,  Wyodak  and  Western  Ken- 
tucky, 11961 
Western  Samoa: 

background  notes,  10289 
Western  States,  see  West  (U.S.). 
Western  Trail: 
segment    of    national    scenic     trails    system, 
designate - 
proposal,  01942 
Western  white  pine,  see  Pine. 
Westlands    Water    District,    see    Central    Valley 

project. 
Westmoreland  County,  Pa.: 

floods ,  05656 
Westmoreland  Mine: 
Crow    ceded    area    coal    lease    Westmoreland 
resources  mining  proposal,  draft  environ- 
mental statement,  09874 
Westport  Small-Boat  Basin: 

Westport    Small-Boat    Basin    revision    study, 
hydraulic  model  investigation,  07533 
Westville  Reservoir: 

quantity   and   value   of   water   supply    storage, 
10249 
Wetlands,  see  Swamplands. 
Whalen,  Louise  G.: 

relief.  10852 
Whales: 
whales  and  dolphins,  USSR  study,  01194 


Whaling: 

international  observer  scheme,  agreement  with 

Japan,  03136 
whaling,  agreement  with  International  Whaling 

Commission.  03225 
whaling,    International    Whaling    Commission, 
schedule  amendments,  03243 
Wheat: 

agronometeorological    conditions     and    winter 

wheat  yields,  USSR  study,  07902 
economics    of    large    wheat    farms    in    Great 

Plains.  01646 
evaluating    diatomaceous    earth,    silica-aerogel 
dusts    and    malathion    to    protect    stored 
wheat  from  insects,  04748 
futures,  commitments  of  traders,  03585 
Hessian     fly     biotype     distribution,     resistant 
wheat    varities    and    control    practices    in 
Hard  Red  Winter  Wheat.  10364 
international     wheat     agreement     conference, 
Sense  of  Senate  - 
report,  05329 
international    wheat    agreement,    modification 
and  extension  of  wheat  trade  convention 
and  food  aid  convention,  protocols  with 
other  governments,  03257 
Kansas    hard    winter    wheat    commemorative 

stamp  (poster),  06495 
seventh  national  conference  on  wheat  utiliza- 
tion    research,     conference     proceedings, 
08511 
wheat  situation,  04721 
Wheelchairs: 

day  on  wheels,  13059 

facilities    design    and    construction,    architec- 
tural,    design     of    barrier-free     facilities, 
02684 
Wheeler  County,  Tex.: 

soil  survey  report,  01575 
Wheeler  Creek  Research  Natural  Area: 

general  information,  12281 
Wheeler  Reservoir,  Ala.: 

fish  monitoring  investigations,  03909 
Wheels: 

aircraft   and   vehicular   steering,    axle,    wheel, 
and     tract     components,     Federal     item 
identification  guide,  02386,  11841 
stress  and  fatigue  analysis  of  3  piece  wheels, 

Chevrolet  part  no. 3785013,  12934 
wheels  and  wheeling,   Smithsonian  cycle  col- 
lection, 06467 
Whey: 

protein  production  from  acid  whey  via  fermen- 
tation, 09402 
White  collar  workers: 

Federal  white-collar  pay  systems  need  funda- 
mental changes,  GAO  report,  01091 
qualification    standards   for   white-collar   posi- 
tions under  general  schedule,  civil  service 
handbook,  04839 
see  also  Government  officials  and  employees. 
White  fir,  see  Fir. 

White  House,  see  Executive  Mansion. 
White  House  Conference  on  Aging: 
1971  recommendations - 
hearings,  11034 
White  House  Conference  on  Handicapped 
Individuals: 
convene - 

report.  05354,  05354 
President's  authorization  to  call,   extend  time 
period - 
report,  11013 
report,  05062 
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White  House  Science  Advisory  Conference: 

proceedings,  07300 
White  Mountains: 
chemical    weathering,    soil    development    and 
geochemical  fractionation,  09800 
White  pine  blister  rust: 
breeding  blister   rust   resistant   western   white 
pine  first  results,  09627 
White  race,  see  Caucasian  race. 
White  River  and  Valley 
Chelan  County,  Wash.,  flood  profiles  and  in- 
undated areas,  09835 
flood  plain  information,  05646,  09254 
flood     plain     information,     Killbuck     Creek, 
Madison    County,    and    Anderson,    Ind., 
05647 
White  Sands  Missile  Range,  N.Mex.: 

total  ozone  measurement,  04770 
White-collar  workers: 
classification     of    Federal    white-collar    jobs 
should  be  better  controlled,  GAO  report, 
02653 
White-spotted  sawyer,  see  Beetles. 
Whitehall  Formation: 
systematics,    environment,    and    biogeography 
of  some  late  Cambrian  and  early  Ordovi- 
cian    trilobites    from    eastern    New    York 
State,  12425 
Whitman  National  Forest: 

steamboatin'  on  the  Snake,  09727 
Wholesale  prices,  see  Prices. 
Wholesale  trade: 
census,  area  statistics,  00137-41,  06618,  08629- 

39,  10545 
census,  commodity  line  sales,  06619 
census,  subject  series,  00142,  06620,  10546 
commodity  line  sales,  census,  06619 
sales  and  inventories,  current  business  reports, 

03636 
salesworkers,  employment  outlook,  09979 
value  produced,  capital  expenditures,  fixed  as- 
sets,  rental   payments,    and    supplemental 
labor  costs  of  merchant  wholesalers,  cen- 
sus, 06620 
Wicomico  River  and  Valley: 

remote  sensing  report,  09462 
Widnall,  William  B.: 
nomination  - 
hearings,  02252 
Widows  and  widowers: 
needs  of  veterans  and  widows  72  years  of  age 

or  older,  00709 
reinstatement  of  survivor  annuties- 
hearings,  02093 
Wigs: 
labeling,  advertising  and  sale  of  wigs  and  other 
hairpieces,  guides,  09582 
Wild  life,  see  Wildlife. 
Wilderness: 

search  for   solitude,   our  wilderness   heritage, 
09625,  10400 
Wilderness  areas: 
Charles  M.   Russell  National  Wildlife  Range, 

wilderness  study  summary,  12504 
Colorado,  wilderness  designations- 
report,  00568-9 
deferred  and  unsuitable  areas,  00307-8 
designate  — 

hearings,  07271-2 
designate     certain     lands     in     national     park 
system  - 
hearings,  08897 
designate  certain  national  wildlife  refuge  lands 
as  wilderness- 
report,  05387 


designate       Okefenokee      National      Wildlife 
Refuge,  Ga.- 
report,  05348 
Eastern  wilderness  areas  act  of  1974— 

report,  08967 
Katmai    wilderness,    Katmai    National    Monu- 
ment,  Alaska,   final  environmental   state- 
ment, 12507 
management  proposals,  Uncompahgre  &  Wil- 
son Mountains  Primitive  Areas  and  con- 
tiguous lands,  09624 
management,    computerized    system    for   sum- 
marizing permit  information,  12292 
national   wilderness   preservation    system,   an- 
nual report,  04990 
National     Wilderness     Preservation     System, 
communication  from  President  proposing 
37  additions,  00272-306 
research      natural     area     needs      in     Pacific 

Northwest,  02603 
Wilderness  act  of  1964,  oversight- 
hearings,  07270 
wilderness  ethic,  12334 
Wildfire,  see  Forest  fires. 
Wildflowers,  see  Flowers. 
Wildland,  see  Land. 
Wildlife: 

code  of  Federal  regulations,  02562 
conservation  programs  on  military  and  other 
Federal  lands - 
report,  08767 
facts  about  Federal  wildlife  laws,  01033 
fish  and  wildlife  miscellaneous  bills  - 

hearings,  05224 
habitats,      forest      ecosystem      of      southeast 

Alaska,  09612 
miscellaneous  wildlife  legislation - 

hearings,  00660 
operation  of  National  Wildlife  Refuge  System, 

draft  environmental  statement,  07858 
planning  for  wildlife  and  man,  01036 
•restoration  projects,  additional  fund  provided 
by    tax    on    bows    and    arrows    delay    6 
months  - 
law,  08701 
selected  bibliography  of  wildlife  and  habitats 

for  Southwest,  02605 
shrubs    and    vines    for    northeastern    wildlife, 

09605 
special  scientific  report,  wildlife  series,  01037, 

01577,  12263-5 
sport  fishery  and  wildlife  research,  08397 
wildlife  research  report,  12267-8 
wildlife  review,  abstracting  service,  04724 
Wildlife  management: 

habitat  management  series  for  endangered  spe- 
cies, 01257-8 
habitat  management  series  for  unique  or  en- 
dangered species,  01259-60 
National  wildlife  refuge  system  administration 
act- 
hearings,  00495 
report,  00426,  11432 
National  wildlife  refuge  system  administration, 
act,  amend- 
law,  04885 
Wildlife  refuges: 

Arctic     National     Wildlife     Refuge,     Alaska, 

proposed,  09877 
designate  certain  national  wildlife  refuge  lands 
as  wilderness - 
report,  05387 
Havasu   National   Wildlife   Refuge,   mammals, 
09593 
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Wildlife  refuges -Con. 
KoyukukNational     Wildlife     Refuge,     Alaska. 

proposed,  09879 
national  wildlife  refuge  system - 

hearings,  02261 
National  wildlife  refuge  system  administration 
act- 
report,  00426,  11432 
National  wildlife  refuge  system  administration 
act,  amend  - 
law,  04885 
veto,  04978 
transfers     of     wildlife     refuge     rights-of-way, 

05006 
Wildlife  refuges  and  organic  act- 

hearings,  00495 
Yukon      Delta      National      Wildlife      Refuge, 
Alaska,  proposed,  12509 
Wildlife  Research  Center,  Denver,  Colo.: 

general  information,  13107 
Wiley,  Richard  A.: 
nomination  - 
hearings,  07205 
Willapa  Bay: 
low-flow  characteristics  of  streams  in  Willapa 
Bay  drainages,  Washington,  05894 
William  Floyd  Estate: 
Fire  Island  National  Seashore,  N.Y.,  historic 
resource  study,  06393 
William  L.  Springer  project: 
economic  and  environmental  aspects,  GAO  re- 
port, 12368 
William  T.  Steele  (vessel): 

marine  casualty  report,  01487 
Williams-Steiger  occupational  safety  and  health 

act,  see  Employment. 
Williams,  Paul  W.: 

relief,  11342 
Williston,  Vt.: 

floods  in  Essex,  Vt.,  05649 
Willow  Creek: 
floods,    Heppner,    Oreg.,    Hinton    &    Shobe 
Creeks,  09258 
Wilmington,  Calif.: 
compound-type    separation    and    characteriza- 
tion   studies    for   distillate    of    crude    oil, 
12719 
sources  of  solids  in  injection  waters,  Wilming- 
ton Field,  Calif.,  12728 
Wilson  Mountain  Primitive  Area: 

management  proposals,  public  hearing,  notice, 
09624 
WIN  (work  incentive  program),  see  Work. 
Winches: 
capstans,    hoists,    winches,    and    windlasses, 
Federal  item  identification  guide,  02349 
Wind  see  also  Wind 
Wind  erosion: 
controlling    wind    erosion    on    irrigated    land, 

13091 
emergency  tillage  for  control,  08569 
Wind  tunnels: 
description  and   calibration   of  Langley  6-  by 

28-inch  transonic  tunnel,  02977 
effect  of  slot  width  on  transition  and  noise  at- 
tenuation of  flat  sound  shield  in  Mach  6 
wind  tunnel,  02980 
fan  engine  model,  low  speed  wind  tunnel  test 
of  50.8  centimeter  (20-in.)   1.15  pressure- 
ration  for  STOL  aircraft,  101 10 
Langley   16-ft.   transonic  tunnel  with  test  sec- 
tion air  removal,  calibration,  10182 
low-speed      wind      tunnel      investigation      of 
aerodynamic  and  acoustic  performance  of 


several   sonic    inlet   takeoff  and   approach 
geometries,  12798 

low-speed  wind  tunnel  investigation  of  four- 
engine  upper  surface  blown  model  having 
swept  wing  and  rectangular  and  I)  shaped 
exhaust  nozzles,  08157 

low-speed  wind  tunnel  investigation  of  span 
load  alteration,  forward-located  spoilers, 
and  splines  as  trailing-vortex -hazard  al- 
leviation devices  on  transport  aircraft 
model,  08183 

real-time  computer  data  system  for  40-  by  80- 
foot  wind  tunnel  facility  at  Ames 
Research  Center,  06248 

surface  recession  characteristics  of  cryogenic 
insulation  subjected  to  arc-tunnel  heating, 
02956 

wind  tunnel  free-flight  investigation  of  model 
of     spin-resistant     fighter     configuration, 
12824 
Wind  waves,  see  Waves. 
Windham,  Maine: 

floods,    Presumpscot    River,    Falmouth,    Port- 
land, Westbrook,  and  Gorham,  00887 
Windham,  Ohio: 

railroad    accident    investigation    summary    re- 
port, 08357 
Windings,  see  Electric  coils. 
Windlasses,  see  Winches. 
Windmills: 

wind    energy    conversion    systems,    workshop 
proceedings,  03062 
Windows: 

acoustical  and  thermal  performance  of  exterior 
residential  walls,  doors,  and  windows, 
01373 

fabricated  and  window  observation,  Federal 
item  identification  guide,  11716 

glass  doors  and  windows,  fact  sheet,  09082 
Winds: 

ARS  series,  08531 

geostrophic  motion  for  BOMEX  oceanic 
volume,  06374 

independence  of  point-to-point  variations  in 
windspeed  and  temperature  stand,  09715 

lodgepole,  09718 

measuring  systems  for  vertical  efficiency  of 
active  and  passive  ballon  tracking 
systems,  08596 

responses  of  small  rigid  aircraft  to  discrete  and 
continuous  gust  analysis,  13155 

saltation  on  Mars  and  expected  lifetime  of 
Viking  75  wind  sensors,  02968 

waterproofing  materials  for  prevention  of 
windblown  rain  penetration  through 
masonry  walls,  05618 

wind  energy  conversion  systems,  workshop 
proceedings,  03062 

wind  errors  encountered  during  automatic 
processing  of  IFYGL  loran-C  data, 
preliminary  report,  12963 

wind-resistant  design  concepts  for  residences, 
guidelines  for  homeowners   and  builders, 
02338 
Wines: 

alcohol,  tobacco,  and  firearms  summary 
statistics,  10457 

importation  of  distilled  spirits,  wines,  and 
beer,  code  of  Federal  regulations,  10464 

State    imports  on   interstate   wine,   prohibit  — 
report,  05395 
Wings  (aircraft): 

aerodynamic  and  flow -visualization  studies  of 
variations   in   geometry  of  irregular  plan- 
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form    wings    at    Mach    number    of    20.3, 
10150 

aspect  ratio  0.25  sharp-edge  delta  wing  at  sub- 
sonic, supersonic  and  hypersonic  speeds, 
theoretical  and  experimental  longitudinal 
aerodynamic  characteristics,  10151 

canard  and  vertical  tail  effects  on  aerodynamic 
characteristics  of  model  with  59°  swept- 
back  wing  at  Mach  0.30,  10115 

computation  of  transonic  perturbation  *  flow 
fields  around  two-  and  three-dimensional 
oscillating  wings,  08120 

delta-planform  wings,  comparisons  of  two- 
dimensional  shock  expansion  theory  with 
experimental  aerodynamic  data  at  high  su- 
personic speeds, 10140 

effect  of  canard  location  and  size  on  canard- 
wing  interference  and  aerodynamic-center 
shift  related  to  maneuvering  aircraft  at 
transonic  speeds,  10134 

exhaust-nozzle  characteristics  for  twin-jet  vari- 
able-wing-sweep fighter  airplane  model  at 
Mach  numbers  to  2.2,  10099 

experimental  aerodynamic  charactistics  for 
slender  bodies  with  thin  wings  at  angles  of 
attack  from  0°  to  58°  and  Mach  numbers 
from  0.6  to  2.0,  08140 

flight  investigation  of  installation  effects  on 
wedge  nozzle  installed  on  underwing 
nacelle,  06202 

ground  proximity  effect  on- 
longitudinal      aerodynamic      characteristics, 
10106 

jets  located  more  than  one  jet  diameter  above 
wing  at  subsonic  speeds,  analytical  study 
of  effects,  10177 

low-speed  wind-tunnel  investigation  of  four- 
engine  upper  surface  blown  model  having 
swept  wing  and  rectangular  and  D-shaped 
exhaust  nozzles,  08157 

oblique,  all-wing,  remotely  piloted  vehicle  for 
air-to-air  combat,  performance,  10173 

prediction  of  span  loading  of  straight- 
wing/propeller  combinations  up  to  stall, 
02939 

rotary  wing  flight,  00078 

stability  and  control  characteristics  at  Mach 
numbers  from  0.20  to  4.63  of  cruciform 
air-to-air  missile  with  triangular  canard 
controls  and  trapezoidal  wing,  10113 

steady  subsonic  flow  around  finite-thickness 
wings,  02942 

STOL  airworthiness  investigation  using  simu- 
lation of  augmentor  wing  transport,  13156 

subsonic  annular  wing  theory  with  application 
to  flow  about  nacelles,  10145 

swept  wing  airplane  at  cruise  conditions, 
upper-surface  blowing  nacelle  design 
study,  06150 

theoretical  aerodynamics  of  upper-surface- 
blowing  jet-wing  interaction,  02959 

thrust  and  wing  loading  requirements  for  short 
haul  aircraft  constrained  by  engine  noise 
and  field  length,  08186 

tip  fins  on  wing  flutter  characteristcs,  effects, 
10163 

transonic  flutter  study  of  a  50.5°  cropped-delta 
wing  with  two  rearward-mounted  nacelles, 
12819 
Winkler,  Gemot  M.  R.: 

relief,  10843 
Winnipesaukee  River  and  Valley: 

waste  water  collection  and  treatment  facilities, 
12009 


Winston-Salem,  N.C.: 

area  wage  survey,  01249 
Winter: 

laboratory    reactivation    of    diapausing    larch 
casebearer      larvae      following      different 
lengths  of  winter  exposure,  05831 
national   east  coast  winter  storms   operations 

plan,  03049 
water  sampler  for  obtaining  river  water  sam- 
ples under  severe  winter  conditions,  09467 
Winter  wheat,  see  Wheat. 
Wire: 

metal   bars,   rods,   wires,   sheets,    plates,   and 
shapes,  Federal  item  identification  guide, 
07348 
shapes,  inventories,  current  industrial  reports, 

03658 
see  also  Electric  wire  and  wiring. 
Wire  cloth: 

evaluation   of   alternate   wire   fabric   materials 
for  articulated  concrete  mattresses,  07530 
Wire  fabric,  see  Wire  cloth. 
Wire  mills: 

shapes,  inventories,  current  industrial  reports, 
03687 
Wire  rope: 

chain  and  wire  rope,  Federal  item  identifica- 
tion guide,  07344 
Wire  tapping: 

wiretapping,     electronic     eavesdropping,     and 
other  surveillance,  11164-5 
Wiretapping,  see  Wire  tapping. 
Wiring,  see  Electric  wire  and  wiring. 
Wisconsin: 

census  of  manufactures,  area  series,  00111 
climatological  data,  03563 
national  electric  rate  book,  02549 
precipitation  data,  hourly,  04045 
prices  received  by  farmers  for  manufacturing 
grade  milk  in  Minnesota  and  Wisconsin, 
08440 
territory  of  Wisconsin,  12861 
water  resources  data,  09831-2,  12454 
Wisconsin  Electric  Power  Company: 

fiche  index  for  nuclear  dockets,  00859 
Wisconsin  Michigan  Power  Co.: 

convey  lands  in  Michigan,  04874 
Wisconsin  Power  and  Light  Company: 

fiche  index  for  nuclear  dockets,  00859 
Wisconsin  Public  Service  Corporation: 

fiche  index  for  nuclear  dockets,  00859 
Withholding  tax,  see  Aliens-Income  tax. 
Withlacoochee  River  and  Valley: 

floods,  Sumter  County,  Fla.,  09287 
Witnesses: 

payment  of  witness  fees,  increase- 
report,  11372 
Wolf  Lake: 

pollution  of  interstate  waters,  progress  evalua- 
tion meeting,  summary,  09457 
Women: 

Armed    Forces,    uniform    original    enlistment 
qualifications    for   male    and    female   per- 
sons, establish- 
report,  11350 
economic  problems  of  aging  women - 

hearings,  11032 
employment,  Federal  Government,  1973  study, 

06643 
equal     opportunity     for     women,     displaced 
homemakers  and  minority  women- 
hearings,  1 1033 
female  family  heads,  10561 
fertility    history    and    prospects    of    American 
women,  10560 
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Women-Con. 
focus  on  women  '75  at  Bureau  of  Public  Debt, 

03098 
footwear,    workers    and    former    workers    of 

Claudia  Footwear,  Inc..  Wood,  Pa.,  Tariff 

Commission  report.  10339 
job   patterns   for   women   in   private   industry, 

09498 
myth  and  reality  about  working  women,  01624 
nineteen    seventy-five    handbook    on    women 

workers,  13253 
pension  problems  of  older  women - 

hearings,  1 1036 
progress  achieved  in  education  and  training  of 

women,  minimum  targets  to  be  achieved 

during  decade,  09213 
railroad  retirement - 

hearings,  11043 
social  security  inequities  against  women - 

hearings,  02011 
tiene   usted   una   hija?   usted   puede   ayudarla, 

anime  a  su  hija  a  que  ingrese  en  el  Job 

Corps,  12691 
uitlization  of  civilian  women  employees  within 

Department  of  Army,  01722,  04776 
WIC  women  infant  and  children  feeding  pro- 
gram, to  save  the  children,  nutritional  in- 
tervention  through   supplemental  feeding, 

print  additional  copies - 
report,  11346 
women   &   work,   news   from    Department   of 

Labor.  04725 
women    and    drugs,    annotated    bibliography, 

01432 
women  and  housing,  report  on  sex  discrimina- 
tion in  5  American  cities,  12481 
women  in  military,  bibliography,  10429 
women's  guide  to  social  security,  01568 
you  can  help  her,  join  Job  Corps,  06066 
you  can,  join  Job  Corps,  12692 
Women's  Bureau: 
bulletins.  13253 
leaflets,  01623 
publications,  list,  01623 
Women's  clothing,  see  Clothing. 
Women's    Conference,    National,    see    National 

Women's  Conference. 
Women's    Year    Conference,    International,    see 

International  Women's  Year  Conference. 
Wood: 
comparative  in-place  cost  between  wood  and 

steel   residential   floor   and    wall   framing, 

02643 
erosion    control    with    wood    chips    on    newly 

graded  areas,  07669 
fire  resistance  of  wood  construction,  10406 
handbook,     wood     as     engineering     material, 

08558 
modified    woods    and    paper-base    laminates, 

10412 
natural    durability    of    some    woods    used    in 

Hawaii,  results  of  9  1/2  years'  exposure, 

09708 
paintability  of  four  woods  in  Hawaii,  09689 
reaction  of  alkylene  oxides  with  wood,  05826, 

12309 
residue   in   Pacific   Coast   States,   energy   and 

raw  material  potentials,  09613 
stored    wood    chips,    compression    debarking, 

09631 
training  aids  in  wood  products  protection,  an- 
notated guide,  12296 
what  you  should  know  about  firewood  before 

you  buy,  13188 


wood    and     wood-based     residues     in    animal 

feeds.  05853 
wood  design  parameters  for  theater  of  opera- 
tions applications,  05619 
wood  preservation,  10408 
see  also  Lumber. 
Wood  ducks: 

population   surveys   at   proposed   and   existing 
nuclear  steam  plant  sites,  10345 
Wood  fibers,  see  Fibers. 
Wood  preservation,  see  Wood. 
Wood  preservatives: 

durability  test  of  wood  posts  in  Hawaii,  09682 
reaction  of  alkylene  oxides  with  wood,  05826, 
12309 
Wood  pulp: 

current  industrial  reports,  03669 
demonstration     test    of    inwoods     pulp    chip 

production  in  4  corners  region,  01075 
Lakes   States   roundwood   pulpwood   markets, 

short-term  outlook,  09641 
pulpwood  production  in  Lake  States  by  coun- 
ty. 09640 
weight-volume     relationships     of     aspen     and 
winter-cut     black     spruce     pulpwood     in 
northern  Minnesota,  12313 
Wood  siding,  see  Siding. 
Woodcocks: 

hunting,  possession,  transportation,  and  impor- 
tation, Federal  regulations,  02584 
woodcock  status  report,  01037 
Woodcuts: 

American    prints    from    wood,    exhibition    of 
woodcuts  and  wood  engravings,  08365 
Woodlands,    see    Forests    and    forestry-Natural 

resources. 
Woodrow     Wilson      International     Center     for 
Scholars: 
appropriations,  1976- 
law,  06707 
Woodruff,    R.    E.    Bob,    Lake,   see   R.    E.    Bob 

Woodruff  Lake. 
Woodsy  Owl: 

prevent  unauthorized  manufacture  and  use  of 
character- 
law,  08705 
Woodworking  machinery: 

and    equipment.    Federal    item    identification 
guide,  07373 
Wool: 

broadwoven  goods,  current  industrial  reports, 

03698 
cotton  and  wool  situation,  03618 
current  industrial  reports,  03648 
foreign  agriculture  circulars,  03948 
futures,  commitments  of  traders,  03584 
market  news,  weekly  summary  and  statistics, 

04173 
products  labeling  act,  amend  with  respect  to 
recycled  wool- 
hearings,  02069 
trade  in  cotton,  wool,  and  man-made  fiber  tex- 
tiles, agreement,  03316 
trade    in    wool    and    man-made    fiber    textile 

products,  agreement,  03264,  03318 
wool  and  mohair,  03345 
wool  statistics  and  related  data,  06536 
Wooven  goods,  see  Textiles. 
Worcester,  Mass.: 

area  wage  survey,  01243 
Words: 

management  introduction  to  word  processing, 
04786 
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Work: 

alternate   work   schedules   in   Federal  govern- 
ment- 
hearings,  11184 

assessment  of  work  incentive  program  in 
Washington  State,  GAO  report,  07688 

benchmarking  and  workload  definition, 
selected  bibliography  with  abstracts,  01380 

bright  future,  your  guide  to  work,  13039 

CETA  coordination  with  WIN,  06049 

from  welfare  to  self-sufficiency,  assessment  of 
work  incentive  program  in  Wayne  Co., 
Mich.,  GAO  report,  07702 

handbook  for  preparation  of  work  breakdown 
structures,  06142 

human  capacity  for  work  under  special  condi- 
tions in  hermetic  chamber,  USSR  study, 
02814 

if  imports  cost  you  your  job  apply  for  worker 
adjustment  assistance,  07454 

incentive  program  modifications - 
report,  07172 

jobs  for  veteran  with  disabilities,  12690 

jurisdictional  guide  to  productivity  improve- 
ment projects,  13047-8 

legal  limitations  on  flexible  and  compressed 
work  schedules  for  Federal  employees, 
GAO  report,  09749 

low  to  develop  and  apply  work  plans,  Federal 
supervisor's  guide,  09162 

managing  highway  maintenance,  maintenance 
activities,  work  units  and  classifying 
work,  02523 

now,  about  that  job,  ABC's  for  veterans, 
01232 

problems  in  work  incentive  program  in  Los 
Angeles  and  San  Diego,  GAO  report, 
07783 

revised  workweek,  results  of  pilot  study  of  16 
firms,  12656 

right  job,  Labor  Department  guide  for  return- 
ing veterans,  02849 

slow  implementation  of  work  incentive  pro- 
gram, GAO  report,  07785 

substantial  improvements  needed  in  work  in- 
centive program,  Atlanta,  Ga.,  GAO  re- 
port, 07735 

what  you  should  know  about  WIN,  07997 

when  you  work  at  a  job,  01566 

women  &  work,  news  from  Department  of 
Labor,  04725 

work  incentive  program,  04726 

work  incentive/ jobs  optional  program,  06065 

see  also  Work  measurement. 
Work  clothing,  see  Clothing. 
Work  injuries,  see  Injuries. 
Work  measurement: 

standardization  of  work  measurement,  07404 

standardization  of  work  measurement,  bench 
work  occupations,  09168 

standardization  of  work  measurement,  defense 
work    measurement    standard    time    data 
program,     machine     trades     occupations, 
09169 
Work  Programs  Bureau: 

financial  management  requirements  for  Bureau 
of  Work  Programs  sponsors,  01270 
Work  stoppages,  see  Strikes  and  lockouts. 
Work-sharing      procedures,      see      Employment 

management. 
Workers,   see   Farm   labor-Government  officials 

and  employees-Labor-Youth. 
Workers'  Compensation  Programs  Office: 

pamphlet,  01625 
Workforce,  see  Labor. 


Working  clothes,  see  Clothing. 
Working  life,  see  Labor. 

Working  Life,  National  Center  for  Productivity 
and    Quality    of,    see    National    Center    for 
Productivity  and  Quality  of  Working  Life. 
Working  mothers,  see  Mothers. 
Working  women,  see  Women. 
Workplaces: 

safety  in  Federal  workplace - 
hearings,  02054 
Works  of  art,  see  Art. 
Workshops: 

ARPA/NBS       workshop       1,       measurement 
problems  in   integrated  circuit  processing 
and  assembly,  06281 
guide    to     sheltered    workshop     certification, 

13245 
NBS/AID/OAS    workshop   on    standardization 
and  measurement  services  in  industrializ- 
ing economies,  report,  01378 
World,  see  Earth. 

World  affairs,  see  International  relations. 
World  Airways  Inc.: 

aircraft  accident  report,  10232 
World  Bank,  see  International  Bank  for  Recon- 
struction and  Development. 
World  Data  Center  A: 

oceanography,   oceanographic   data   exchange, 

report,  11993 
oceanography,   oceanographic   data   exchange, 

semiannual  report,  09323 
Solar-Terrestrial  Physics,  report  UAG  series, 
00891,  05678,  09322,  11994 
World  Food  Conference: 
hearings,  11101 

implementation  of  recommendations - 
hearings,  11462 
World  trade,  see  Commerce. 
World  War  1939-45: 

medical  training,  Medical  Department,  Army, 
04797 
Worms,  see  Carpenterworm. 
Worsted: 

current  industrial  reports,  03648 
Worth: 

economic  value  of  ocean  resources  to  United 
States,  11513 
Worth  County,  Iowa: 

soil  survey  report,  08394 
Woven  goods,  see  Textiles. 
Wrangell-St.  Elias  National  Park: 

proposed,  12508 
Wrapping,  see  Packing. 
Wrecking: 

demolition   materials,  Federal  item   identifica- 
tion guide,  07367 
EPA    demolition    and    renovation    inspection 

procedures,  02466 
housing  units  authorized  for  demolition  in  per- 
mit-issuing places,  00144 
Writers,  see  Authors. 
Writing: 

effective     writing,     study     guide,     workshop 

course,  05935 
national   assessment   of  educational  progress, 

writing  mechanics,  12904 
stenography,     typing,     and     writing,     subject 

bibliography,  01764 
teaching  creative  writing,  01264 
Writing  instruments,  see  Pens. 
WRSIC,      see      OWRT/WRSIC      series.-Water 

Resources  Scientific  Information  Center. 
Wurtzite: 

low-temperature   heat  capacities  of  sphalerite 
and  wurtzite,  12723 
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I      Wyatt,  Ind.: 

railroad    accident    investigation    summary    re- 
port, 01546 
Wyman,  Louis  C: 
petition  of  John  A.  Durkin  contesting  election 
as  U.S.  Senator  from  New  Hampshire- 
hearings,  05552,  11613-4 
open  sessions,  05551 
report,  00564,  05410 
reimburse  for  senatorial  election  - 
report,  11415 
Wyodak  coal  seam: 
economic  analysis  of  synthoil  plant  producing 
50,000  barrels  per  day  of  liquid  fuels  from 
2  coal  seams,  Wyodak  and  Western  Ken- 
tucky, 11961 
Wyoming:  census  of  retail  trade,  area  statistics, 
08622 
census    of    wholesale    trade,    area    statistics, 

00141,  08629 
climatological  data,  03564 
national  electric  rate  book,  12196 
Northern    Great    Plains    Resources    Program, 

cooperative  resources  study,  09453 
precipitation  data,  hourly,  04046 
precipitation-frequency       atlas       of      western 

United  States,  08267 
Savery-Pot  Hook  project - 

hearings,  11477 
water  supply  outlook  and  snow  surveys,  04682 
water  supply   program,   evaluation,   summary, 
05726 


X-ray  apparatus: 

extending  effective  date  of  Food  and  Drug  Ad- 
ministration's diagnostic  X-ray  equipment 
standard,  GAO  report,  07701 

photogrammetric  and  X-ray  apparatus,  Federal 
item  identification  guide,  11865 
X-ray  cameras,  see  Cameras. 
X-ray  tubes,  see  Vaccuum  tubes-Vacuum  tubes. 
X-rays: 

medical  X-ray  photo-optical  systems  evalua- 
tion, proceedings,  01523 

population  exposure  to  X-rays,  U.S.  1970, 
Public  Health  Service  study,  09455,  13066 

practitioner's  guide  to  diagnostic  x-ray  equip- 
ment standard,  13067 

quantitative  analysis  of  airborne  asbestos  by 
X-ray  diffraction,  05711 

rapid  identification  of  copper-base  alloys  by 
energy  dispersion  X-ray  analysis,  10069 

standard  X-ray  diffraction  powder  patterns, 
12865 

system  for  estimation  of  mean  active  bone 
marrow  dose,  01525 

X-ray  investigation  in  aviation  and  space 
medicine,  01367 

X-ray  line  profile  analysis  of  titanium  alloys, 
06433 
Xylem: 

resin  in  resistance  of  pinaceae  to  bark  beetles, 
12291 


Yadkin  River: 
movement  and  dispersion  of  soluble  materials 
in  Salem  Creek,  Muddy  Creek,  and  Yad- 
kin   River    between    Winston-Salem    and 
Salisbury,  N.C.,  12455 
Yakima  County,  Wash.: 
soil  survey  report,  08395 


Yakima  Indian  Reservation: 

soil  survey  report  of  irrigated  area,  08395 
Yale-New  Haven  Medical  Center: 

standards  for  good  medical  care,  01565 
Yams: 

tropical  yams  and  their  potential,  00019 
Yang,  Jung  Shik: 

relief,  10878 
Yap: 

stone  money  of  Yap,  01559 
Yarding,  see  Lumbering. 
YCC,  see  Youth  Conservation  Corps. 
Y eager,  Charles  E.: 

President  of  United  States  to  present  medal  in 
name  of  Congress - 
law,  06721 
report,  11423 
Year,  fiscal,  see  Fiscal  year. 
Yearbooks: 

agriculture,  1975,  that  we  may  eat- 
departmental  edition,  00047 
document  edition,  00310 
HUD  statistical  yearbook,  12473 
minerals,  1972,  preprint,  08069-74 
minerals,    1973,    preprint,    01302-7,    01309-12, 
02896-905,  02907-13,  06088-125,  08075-80, 
12715 
minerals,    1974,    preprint,    01313-6,    02914-20, 
08081-3 
Yellow  birch,  see  Birch. 
Yellowstone  National  Park: 

bituminous  surfacing,  Norris  Canyon,  environ- 
mental assessment,  06388 
geology  of  sedimentary  rocks  in  southern  Yel- 
lowstone National  Park,  Wyo.,  02672 
geology  of  Yellowstone  National  Park,  02672 
Yellowstone  River  and  Valley: 

limnological  investigation  related  to  taste  and 
odor  problems  in  domestic  water  supplies, 
Montana,  10255 
quality  of  interstate  waters,  Mont.,  N.  Dak., 
10269 
Yellowtail  Dam  and  Powerplant: 

technical   record   of  design  and  construction, 
08347 
Yemen: 

Arab  Republic,  economic  trends  and  their  im- 
plications for  United  States,  12560 
Arab  Republic,   economic,   technical,   and  re- 
lated assistance,  agreement,  03134 
north,  background  notes,  06474 
People's  Democratic  Republic,  mineral  indus- 
try, Minerals  yearbook  chapter,  02906 
Yeutter,  Clayton: 
nomination  - 
hearings,  11525 
Yield  tables,  see  Volume  and  yield  tables. 
Yorktown,  Va.: 

colonial     Yorktown's     main     street,     historic 
resource  study,  06391 
Young  people,  see  Youth. 
Young  workers,  see  Youth. 
Young,  Leonor: 

relief,  10861 
Youth: 

applications  of  accident  data  on  young  driver 

research,  12924 
behavioral    patterns    of    youths    12-17    years, 

parent  ratings,  10194 
book  list  for  young  readers,  12487 
career  thresholds,  longitudinal  study  of  educa- 
tional   and    labor    market    experience    of 
male  youth,  02882 
effect  of  lower  legal  drinking  ages  on  youth 
crash  involvement,  10206 


Do  not  order  from  index;  see  indicated  entry 


Page  1-651 


Subject  Index 


Youth-Con. 
energy  conservation,  understanding  and  activi- 
ties for  young  people,  07636 
eye  examination  findings  among  youths  aged 

12-17  years,  08223 
food  for  youth,  study  guide,  07684 
Goodenough-H arris  drawing  test  as  measure  of 
intellectual     maturity     of     youths     12-17 
years,  10195 
health  attitudes  and  behavior  of  youths  12-17 

years,  08221 
hearing  sensitivity  and  related  medical  findings 

among  youths  12-17  years,  08222 
how  tc  talk  to  your  teenagers  about  drinking 

and  driving,  03028 
juvenile    justice    and    delinquency    prevention 
and  runaway  youth - 
hearings,  06938 
minimum  wage  legislation  and  youth  pay  dif- 
ferential, remarks,  05982 
nutrient  requirements  in  adolescence,  01420 
on    being    young    in    open    society    (address), 

09217 
reporter,  04730 
Runaway  youth  act- 

report,  08836 
self-reported  health  behavior  and  attitudes  of 

youths  12-17  years,  06310 
summer  youth  employment  and  recreation,  ap- 
propriations, 1975,  supplemental - 
report,  10937 
using   title    20    to   serve   children    and    youth, 

00200 
Youth  camp  safety  act- 

report,  02217 
youth  health  center,  01576 
youthful  fire-setters,  exploratory  study  in  per- 
sonality and  background,  09663 
Youth  Art  Month,  see  Special  days,  weeks,  etc.. 
Youth  Conservation  Corps: 
act,  amend - 

hearings,  06942 
deferral  of  budget  authority,  10769 
general  information,  12335 
program,  oversight  - 

hearings,  11093 
YCC  program  handbook,  09882 
Yttrium: 
preprint   from    Minerals    facts   and   problems, 
01295 
Yucca  Flat,  Nev.: 
strain     measurement     results     from     4     un- 
derground nuclear  explosions,  12434 
Yugoslav  Academy  of  Sciences  and  Art: 
Institute   for   Medical   Research   and   Occupa- 
tional Medicine,   report  on  1974  research 
and  project  plan  for  1975,  East  European 
study,  12593 
Yugoslavia: 
background  notes,  06481 
economic    trends    and    their    implications    for 

United  States,  09918 
marketing  in,  09174,  11923 
nonscheduled  air  services,  agreement,  03133 
redefining  American  interest,  05176 
Yukon  Delta  National  Wildlife  Refuge: 

proposed,  12509 
Yukon  River  and  Valley: 
fishery    resources    of   waters    along    route    of 
trans-Alaska     pipeline     between     Yukon 
River   and    Atigun   Pass   in    north   central 
Alaska,  05817 
Yukon  Territory: 
seismograph  station  near  Kluane  Lake,  13135 


Yuma,  Ariz.: 

geohydrology,  Ariz,  and  Calif.,  02670 


Zaire: 

remote   sensing,    acquisition   of   satellite   data, 

agreement,  08431 
security  supporting  assistance - 

hearings,  1154! 
syncrisis,  dynamics  of  health,  analytic  series 
on        interactions        of        health        and 
socioeconomic  development,  01120 
Zambia: 

background  notes,  06482 

economic    trends    and    their    implications    for 
United  States,  01171,09917 
Zarb,  Frank  G.: 
nomination  - 

hearings,  02291 
remarks,  09525 
Zausner,  Eric  R.: 
nomination - 
hearings,  02293 
Zero  gravity: 

project  Fog  Drops  5,  numerical  model  of  ad- 
vection    fog,    recommendations    for    sim- 
plified     individual      zero-gravity      cloud 
physics  experiments,  02946 
Zeta  potential: 

electrokinetic    densification    of    mill    tailings, 
laboratory  experiments,  10075,  12718 
Zinc: 

duty,  temporary  suspension  - 

report,  06825 
functioning       of       inorganic/organic      battery 

separators  in  silver-zinc  cells,  12809 
industry,    mineral    industry    survey,    monthly, 

04731 
lead-zinc  extraction  from  concentrates  by  elec- 
trolytic oxidation,  12730 
mineral  industry  surveys,  08112 
minerals  yearbook  chapter,  06124 
production,  minerals  industry  survey,  monthly, 

04733 
removal  from  iron  and  steelmaking  wastes  and 

production  of  prereduced  pellets,  10094 
zinc  industry,  water-pollution  control  in  prima- 
ry nonferrous-metals  industry,  09414 
Zinc  oxide: 

mineral  industry  survey,  monthly,  04732 
Zip  code: 

DoD  activity  address  directory,  DoDAAD,  zip 

code  sequence,  02344 
national  ZIP  code  directory,  01614 
Zirconium: 

mineral  industry  surveys,  08113 
minerals  yearbook  chapter,  06125 
zirconium-modified,  precipitation-strengthened 
nickel-30  percent  copper  alloy   high-tem- 
perature mechanical  properties,  10111 
Zones: 

contiguous  fisheries  zone- 
report,  08768 
Zoology: 

index-catalogue     of    medical    and     veterinary 

zoology,  01638 
medical      and      veterinary      zoology,      index- 
catalogue,  08553-4 
Smithsonian  contributions  to  zoology,  01556-7, 
03110,  08368-9 
Zooplankton: 

studies  to  determine  methods  for  culturing 
three  freshwater  zooplankton  species, 
09364 
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Zumwalt,  Elmo  R.: 
briefings  on   Diego  Garcia  and   patrol  frigate, 
07242 


4-H  clubs: 

spirit  of  tomorrow,  02485 
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